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PREAMBLE 

OF  THE 

CONSTITUTION  AND  BYLAWS 

OF  THE 

FBI  NATIONAL  ACADEMY  ASSOCIATES,  INCORPORATED 


For  God  and  Country,  we,  the  FBI  National  Academy  Associates,  Incorporated, 
associate  ourselves  together  to: 

Uphold  and  defend  the  laws  of  our  respective  countries;  perpetuate  our  association  with 
fellow  graduates  and  faculty;  encourage  attendance  at  all  training  sessions;  encourage  and  assist 
in  the  enlightenment  and  education  of  the  general  public;  enhance  the  professional  development 
of  our  membership;  cooperate  with  the  Federal  Bureau  of  Investigation  and  all  duly  constituted 
law  enforcement  agencies  and  officers,  as  well  as  the  general  public,  in  all  matters  of  mutual 
interest,  particularly  in  the  exchange  and  dissemination  of  ideas  and  information,  the  detection 
and  prevention  of  crime,  and  the  apprehension  of  criminals;  strive  for  the  highest  degree  of 
respect  for  law  and  order  and  the  maintenance  thereof;  and, 

To  these  ends,  we  pledge  to  always  conduct  ourselves  in  a  manner  that  will  lend 
strength,  dignity  and  credit  to  the  profession  of  law  enforcement. 
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Information  in  this  Directory  is  based  on  data  available  to  the  FBI  National 
Academy  Unit,  Quantico,  Virginia,  on  January  1,  1999.    *Graduates  should  submit 
their  Change  Request  Forms,  as  needed,  to  the  Special  Agent  in  Charge  of  the 
nearest  FBI  Field  Office. 


FEDERAL  BUREAU  OF  INVESTIGATION 
NATIONAL  ACADEMY  UNIT  STAFF 

The  National  Academy  Unit  is  a  part  of  the  Training  Division 
administered  by  Assistant  Director  Jeffrey  Higginbotham.    The  primary 
responsibility  of  the  Unit  is  to  coordinate  an  1 1-week  law  enforcement- 
management  training  for  1,080  domestic  and  international  students  annually.    The 
Unit  is  currently  administered  by  Unit  Chief  William  Andrew  and  the  following 
Supervisory  personnel  listed  below. 

Special  Agent  Thomas  J.  Colombell 
Student  Activities 

Special  Agent  Samuel  L.  Feemster 
Student  Services  and  Correspondence 

Special  Agent  Charles  T.  Hagan 
Field  Police  Training 

Special  Agent  Pamela  A.  McCullough 
Student  Admissions 

As  the  National  Academy  Program  enters  its'  64th  year  of  existence, 
only  a  few  Special  Agents  of  the  FBI  have  had  the  distinction  of  administering  this 
program.    Listed  below  are  its  Agents  and  the  approximate  times  that  they  were 
involved  with  the  National  Academy. 


1935-1942  Hugh  H.  Clegg  (Deceased) 

1942  -  1942  Lawrence  A.  Hince  (Deceased) 

1943  -  1944  Al  A.  Muzzey  (Deceased) 

1944  -  1945  Norman  H.  McCabe  (Retired) 

1945  -  1962  J.  S.  Rogers  (Deceased) 
1962-1977  James  V.  Cotter  (Retired) 
1977  -  1980  James  T.  Stewart,  Jr.  (Retired) 
1980  -  1982  Charles  W.  Steinmetz  (Deceased) 
1983  -  1987  William  Gulbicki  (Deceased) 
1987  -  1994  Livio  A.  Beccaccio  (Deceased) 
1994-1998  Thomas  Lyons 


OFFICERS  -  FBI  NATIONAL  ACADEMY  ASSOCIATES,  INC.  -  1999 


President 


Bernard  "Chuck"  Burke,  (Retired),  Sergeant, 
Police  Department,  La  Mesa,  California 


Immediate  Past  President 


Joseph  L.  Monteith,  Chief  of  Police, 
Suffolk  County  Police  Department, 
Yaphank,  New  York 


Vice  Presidents 

Section  II 


Randy  P.  Ely,  Captain  , 

Police  Department,  Forth  Worth,  Texas 


Section  III 


Section  IV 


Executive  Director 


Sectional  Representatives 

Section  I 


C.  Martin  Keely,  Chief  of  Police, 
Mountain  Brook,  Alabama 

John  A.  Wagner,  Jr.,  Investigator,  Bucks  County 
District  Attorney's  Office,  Doylestown,  Pennsylvania 

Lester  A.  Davis,  (Retired) 

Special  Agent,  FBI,  Quantico,  Virginia 


Nile  D.  Carson,  Jr.,  Deputy  Chief, 
Police  Department,  Reno,  Nevada 


Section  II 


Kenneth  R.  Ramsey,  Sheriff  of  Kane  County. 
Geneva,  Illinois 


Section  III 


Section  IV 


Secretary  /Treasurers 

Section  I 


Section  II 


Section  III 


Section  IV 


Mark  A.  Willingham,  Captain,  Florida  Division 
of  Alcoholic  Beverages  and  Tobacco 
Jacksonville,  Florida 

Walter  J.  Corter,  Chief/Detectives,  Burlington  County 
Prosecutor's  Office,  Mt.  Holly,  New  Jersey 


James  M.  Weyant,  Deputy  District  Attorney, 
Los  Angeles  County,  Los  Angeles,  California 

L.  Earle  Conner,  Chief  of  Police, 
Sugar  Creek,  Missouri 

William  C.  Gibson,  Director,  South  Carolina 
Criminal  Justice  Academy,  Columbia 

Robert  V.  Walsh,  Deputy  Chief, 

Police  Department,  West  Hartford,  Connecticut 


Historian 


Richard  A.  Amiott,  Chief  of  Police, 
Mentor,  Ohio 
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PAST  PRESIDENTS  -  FBINAA  EXECUTIVE  BOARD 


1935-36  James  T.  Sheehan 

Boston,  Massachusetts 
1936-37  James  B.  Nolan 

New  York,  New  York 
1937-38  Daniel  A.  Murphy 

Boston,  Massachusetts 
1938-39  George  D.  Callan 

Newark,  New  Jersey 
1939-40  Edward  b.  Hansen 

Duluth,  Minnesota 
1940-41  William  J.  Raney 

Memphis,  Tennessee 
1941-47  Walter  F.  Anderson 

Raleigh,  North  Carolina 
1947-49  Clifford  E.  Peterson 

Sacramento,  California 
1949-57  Newman  W.  Kimbrough 

Montgomery,  Alabama 
1957-60  Harold  R.  Dowd 

Maplewood,  New  Jersey 
1960-62  Marvin  G.  Lane 

Warren,  Michigan 
1962-64  Vincent  B.  Hurlbut 

West  Hartford,  Connecticut 
1964-65  J.  Preston  Strom 

Columbia,  South  Carolina 

1966  Willie  Bauer 
Beaumont,  Texas 

1967  Thomas  Reddin 

Los  Angeles,  California 

1968  Bryan  Clemmons 
Baton  Rouge,  Louisiana 

1969  Claude  A.  Armour 
Memphis,  Tennessee 

1970  John  T.  Howland 
Wellesley,  Massachusetts 

1971  Guy  F.  Van  Cleave 
Brighton,  Colorado 

1972  Clarence  H.  Hoffman 
Kansas  City,  Missouri 

1973  Charles  D.CJrant 
Norfolk,  Virginia 

1974  William  R.  Bracke 
Cincinnati,  Ohio 

1975  Clyde  P.  Klaumann 
Carmel,  California 


1976  George  L.  Halverson 
East  Lansing,  Michigan 

1977  Grant  M.  Harden 
Bartow,  Florida 

1978  John  J.  Kerrigan 

South  Windsor,  Connecticut 

1979  Stephen  F.  Lagomarsino 
Santa  Fe,  New  Mexico 

1980  Daniel  B.  Linza 
Kirkwood,  Missouri 

1981  I.  Byrd  Parnell 
Sumter,  South  Carolina 

1982  F.  Dean  Kimmel 
Woodbury,  New  Jersey 

1983  Roland  R.  Renshaw 
Los  Altos,  California 

1984  J.  Warner  Wiley 
Beech  Grove,  Indiana 

1985  Eugene  L.  Barksdale 
Memphis,  Tennessee 

1986  Richard  A.  Amiott 
Mentor,  Ohio 

1987  William  T.  Burke 

Los  Angeles,  California 

1988  Julien  C.  Gallet 
Chicago,  Illinois 

1989  Pat  G.  Minetti 
Hampton,  Virginia 

1990  Charles  G.  Klaffka 
Amherst,  New  York 

1991  Ray  V.  Rivera 
Albuquerque,  New  Mexico 

1992  Albert  C.  Wagner,  Sr. 
Farmers  Branch,  Texas 

1993  James  F.  Keesling 
Kingsport,  Tennessee 

1994  Paul  A.  Olson,  Jr. 
Avon,  Connecticut 

1995  Lyle  D.  Hesalroad 
Denver,  Colorado 

1996  William  V.  O'Sullivan 
Springfield,  Illinois 

1997  J.  Robert  Hamrick 
Atlanta,  Georgia 

1998  Joseph  L.  Monteith 
Yaphank,  New  York 
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I-BINA  SESSIONS  AND  GRADUATION  DATE 

1st 

10/19/35 

66th 

11/02/60 

131st 

12/17/82 

2nd 

3/28/36 

67th 

6/07/61 

132nd 

3/25/83 

3rd 

10/19/36 

68th 

11/08/61 

133rd 

6/24/83 

4th 

4/03/37 

69th 

6/06/62 

134th 

9/23/83 

5th 

7/24/37 

70th 

10/31/62 

135th 

12/16/83 

6th 

10/02/37 

71st 

6/19/63 

136th 

3/23/84 

7th 

4/02/38 

72nd 

11/06/63 

137th 

6/15/84 

8th 

7/23/38 

73rd 

6/03/64 

138th 

9/14/84 

9th 

11/19/38 

74th 

10/21/64 

139th 

12/14/84 

10th 

4/01/39 

75th 

5/26/65 

140th 

3/22/85 

11th 

7/08/39 

76th 

11/03/65 

141st 

6/14/85 

12th 

9/30/39 

77th 

5/25/66 

142nd 

9/13/85 

13th 

3/30/40 

7  8  th 

11/02/66 

143rd 

12/13/85 

14th 

6/29/40 

79th 

6/07/67 

144th 

3/21/86 

15th 

10/04/40 

80th 

11/01/67 

145  th 

6/13/86 

16th 

3/29/41 

81st 

5/29/68 

146th 

9/12/86 

17th 

6/28/41 

82nd 

10/30/68 

147th 

12/12/86 

18th 

10/11/41 

83rd 

5/28/69 

148th 

3/20/87 

19th 

7/25/42 

84th 

11/05/69 

149th 

6/12/87 

20th 

10/31/42 

85th 

5/27/70 

150th 

9/25/87 

21st 

4/10/43 

86th 

10/28/70 

151st 

12/18/87 

22nd 

7/17/43 

87th 

6/30/71 

152nd 

3/25/88 

23rd 

10/23/43 

88th 

11/03/71 

153rd 

6/17/88 

24th 

4/15/44 

89th 

6/07/72 

154th 

9/09/88 

25th 

7/22/44 

90th 

9/15/72 

155th 

12/09/88 

26th 

10/28/44 

91st 

12/15/72 

156th 

3/29/89 

27th 

10/28/44 

92nd 

3/30/73 

157th 

6/16/89 

28th 

4/14/45 

93rd 

6/22/73 

158th 

9/22/89 

29th 

7/21/45 

94th 

9/13/73 

159th 

12/15/89 

30th 

10/26/45 

95th 

12/06/73 

160th 

3/23/90 

31st 

3/29/46 

96th 

3/28/74 

161st 

6/15/90 

32nd 

6/28/46 

97th 

6/20/74 

162nd 

9/14/90 

33rd 

10/04/46 

98th 

9/12/74 

163rd 

2/14/90 

34th 

3/28/47 

99th 

12/05/74 

164th 

3/22/91 

35th 

6/27/47 

100th 

3/20/75 

165th 

6/21/91 

36th 

10/03/47 

101st 

6/19/75 

166th 

9/13/91 

37th 

3/26/48 

102nd 

9/25/75 

167th 

12/13/91 

38th 

6/25/48 

103rd 

12/11/75 

168th 

3/20/92 

39th 

10/01/48 

104th 

3/18/76 

169th 

6/12/92 

40th 

4/01/49 

105th 

6/17/76 

170th 

9/14/92 

41st 

7/01/49 

106th 

9/23/76 

171st 

12/11/92 

42nd 

9/30/49 

107th 

12/16/76 

172nd 

3/26/93 

43rd 

3/31/50 

108th 

3/24/77 

173rd 

6/18/93 

44th 

6/30/50 

109th 

6/16/77 

174th 

9/24/93 

45th 

9/29/50 

110th 

9/23/77 

175th 

12/17/93 

46th 

3/30/51 

111th 

12/09/77 

176th 

3/25/94 

47th 

6/29/51 

112th 

3/24/78 

177th 

6/24/94 

48th 

11/16/51 

113th 

6/16/78 

178th 

9/23/94 

49th 

6/06/52 

114th 

9/22/78 

179th 

12/16/94 

50th 

1/14/52 

115th 

12/15/78 

180th 

3/24/95 

51st 

6/12/53 

116th 

3/23/79 

181st 

6/23/95 

52nd 

11/20/53 

117th 

6/15/79 

182nd 

9/22/95 

53rd 

6/11/54 

118th 

9/14/79 

183rd 

12/15/95 

54th 

11/19/54 

119th 

12/14/79 

184th 

3/22/96 

55th 

6/10/55 

120th 

3/21/80 

185th 

6/14/96 

56th 

11/18/55 

121st 

6/13/80 

186th 

9/13/96 

57th 

6/08/56 

122nd 

9/12/80 

187th 

12/13/96 

58th 

11/16/56 

123rd 

12/12/80 

188th 

3/28/97 

59th 

6/06/57 

124th 

3/20/81 

189th 

6/20/97 

60th 

11/08/57 

125th 

6/12/81 

190th 

9/12/97 

61st 

3/18/58 

126th 

9/11/81 

191st 

12/12/97 

62nd 

11/06/58 

127th 

2/11/81 

192nd 

3/27/98 

63rd 

6/03/59 

128th 

3/26/82 

193rd 

6/19/98 

64th 

11/04/59 

129th 

6/25/82 

194th 

9/11/98 

65th 

6/08/60 

130th 

9/24/82 

195th 

12/11/98 

GRADUATES 
OF  THE 
FBI  NATIONAL  ACADEMY 
SINCE  THE  ESTABLISHMENT  OF  THE  FBI  NATIONAL  ACADEMY  ON  JULY  29,  1935  THERE  HAVE  BEEN  31852  GRADUATES  OF  THE  ACADEMY. 
*  INDICATES  THAT  GRADUATES  IS  NO  LONGER  CONNECTED  HITH  ANY  LAH  ENFOREMENT  AGENCY.  ft   INDICATES  THAT  GRADUATE  IS 
RETIRED  FROM  ACTIVE  SERVICE.  AGENCY  LISTED  IS  LATEST  AGENCY  WITH  HHICH  CONNECTED  AND  IS  NOT  NECESSARILY  THE  AGENCY 
HITH  HHICH  THE  GRADUATE  HAS  EMPLOYED  AT  THE  TIME  THE  OFFICER  ATTENDED  THE  NATIONAL  ACADEMY. 


AARON,  GERALD  A  -  AHL,  DONALD  T 
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AARON,  GERALD  A,  EVERETT,  WASHINGTON 

AARON,  RONALD  GENE,  MIDLAND,  TEXAS 

AARON,  STEPHEN  CURTIS,  AUSTIN,  TEXAS 

AASEBOE,  AUDUN  ZITZLAU,  OSLO,  NORWAY 

AASTED,  EDWARD  ARTHUR,  SANTA  BARBARA,  CALIFORNIA 

ABAIR,  EDWARD  H. ,  DETROIT,  MICHIGAN 

ABATE,  LUTHER  ANTHONY,  PORT  ARTHUR,  TEXAS 

ABATE,  THOMAS,  SR,  GILBERTOWN,  ALABAMA 

ABBATEMATTEO,  WILLIAM  CARL,  NORTH  PROVIDENCE,  RHODE  ISL 

ABBETT,  JAMES  H,  DADEVILLE,  ALABAMA 

ABBETT,  VANCE  NICHOLAS,  OPELIKA,  ALABAMA 

ABBEY,  JOHN  DAVID,  JR,  MORGAN  HILL,  CALIFORNIA 

ABBIE,  ROY  NELSON,  MANCHESTER,  CONNECTICUT 

ABBOTT,  JAMES  CLIFFORD,  SANTA  BARBARA,  CALIFORNIA 

ABBOTT,  JAMES  DAVID,  SR,  CRANSTON,  RHODE  ISLAND 

ABBOTT,  PAUL  WAYNE,  DENTON,  TEXAS 

ABBOTT,  PAUL  WILLIAM,  SHALIMAR,  FLORIDA 

ABBOTT,  ROBERT  C. ,  LACONIA,  NEH  HAMPSHIRE 

ABD,  GEORGE  M. ,  WASHINGTON,  PENNSYLVANIA 

ABDEL  AZZIM,  A.M.E.,  CAIRO,  EGYPT 

ABDEL  GHAFFAR,  M.M.E.,  CAIRO,  EGYPT 

ABDEL  MALAK,  OUSSAMA  NABIH,  BEIRUT,  LEBANON 

ABDELBARY,  AKRAM  ABD  AL  IZIZ,  CAIRO,  EGYPT 

ABDELNOUR,  IBRAHIM  TOUFIC,  BEIRUT,  LEBANON 

ABDUL  MUTTALIB,,  KUALA  LUMPUR,  MALAYSIA 

ABDUL  RAHMAN,  WAGDY  SALEH,  CAIRO,  EGYPT 

ABEL,  BILL  GENE,  CORONADO,  CALIFORNIA 

ABER,  HAL  WINTON,  MOORE,  OKLAHOMA 

ABERCROMBIE,  BRUCE  C,  CHARLOTTE,  NORTH  CAROLINA 

ABERLE,  ROBERT  KENNETH,  ATLANTA,  GEORGIA 

ABERNATHY,  ALBERT  BRADLEY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

ABERNATHY,  HAROLD  DEAN,  LINCOLNTON,  NORTH  CAROLINA 

ABERNATHY,  LARRY  EDWARD,  ALPHARETTA,  GEORGIA 

ABERNATHY,  ROBERT  BROOKS,  J,  FORT  GILLEM,  GEORGIA 

ABERNETHY,  THOMAS  FRASER,  WASHINGTON,  DISTRICT  OF  COLUM 

ABEYTA,  RICHARD  LEE,  SAN  JOSE,  CALIFORNIA 

ABLOTT,  JO  ANNE,  LOS  ANGELES,  CALIFORNIA 

ABNEY,  JAMES  CONROD,  ALEXANDRIA,  VIRGINIA 

ABOU  SHELEIB,  HAZEM  H.,  CAIRO,  EGYPT 

ABOUJAMDEH,  SAMIR,  BEIRUT,  LEBANON 

ABRAHAM,  BOBBY  EARL,  SHREVEPORT,  LOUISIANA 

ABRAHAM,  DOUGLAS  JOSEPH,  AURORA,  COLORADO 

ABRAHAM,  GEORGE,  JR.,  FORT  EUSTIS,  VIRGINIA 

ABRAHAM,  JOSEPH  ANDERLANS,  PONAPE,  FEDERATED  STATES  OF 

ABRAHAMSON,  GARRY  DUANE,  SHAWNEE,  OKLAHOMA 

ABRAM,  FRED  M,  SAN  JOSE,  CALIFORNIA 

ABRAMOWITZ,  BARRY  LEONARD,  JACKSONVILLE,  FLORIDA 

ABRAMS,  ARTHUR,  HACKENSACK,  NEW  JERSEY 

ABRECHT,  DAVID  JAMES,  GARDEN  GROVE,  CALIFORNIA 

ABSTON,  DAVID  EUGENE,  CARROLLTON,  ALABAMA 

ABURTO-VERDUZCO,  EDUARDO  JOSE,  SALTILLO,  COAHUILA,  MEXI 

ACERBO,  CHRISTOPHER,  NEW  YORK,  NEW  YORK 

ACEVEDO-OSSA,  JOSE  GERARDO,  BOGOTA,  COLOMBIA 

ACEVES,  ROGER  STEVEN,  SANTA  BARBARA,  CALIFORNIA 

AC1T0,  FRANK  J.,  CINCINNATI,  OHIO 

ACKER,  DAVID  LYLE,  MEADVILLE,  PENNSYLVANIA 

ACKER,  LESTER  DALE,  JR,  FEDERAL  HEIGHTS,  COLORADO 

ACKERMAN,  JON  ERIC,  LONGMONT,  COLORADO 

ACKERMAN,  RICHARD  J,  IDAHO  FALLS,  IDAHO 

ACKLEY,  MARGARET  J,  NEW  LONDON,  CONNECTICUT 

ACKLEY,  MICHAEL  J.,  SHEBOYGAN,  WISCONSIN 

ACKLIN,  THOMAS  JUSTIN,  CLEVELAND,  OHIO 

ACKLING,  RODNEY  JESS,  DEARBORN  HEIGHTS,  MICHIGAN 

ACOACH,  ARVEL  L,  JR,  FORT  SMITH,  ARKANSAS 

ACOSTA,  JOHN  ANTHONY,  BEAUMONT,  CALIFORNIA 

ACOSTA,  JOSE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ACOSTA,  MELCHOR  LORENZO,  MANILA,  PHILIPPINES 

ACOSTARAMIREZ,  CARLOS  RENE,  SAN  JUAN,  PUERTO  RICO 

ACREE,  JACK  LYNN,  LITTLETON,  COLORADO 

ACREE,  MICHEAL  LYNN,  CASTLE  ROCK,  COLORADO 

ACTOR,  DONALD  R. ,  SEATTLE,  WASHINGTON 

ADAIR,  ARCHIE,  TALLAHASSEE,  FLORIDA 

ADAIR,  DAVID  REX,  BROKEN  ARROW,  OKLAHOMA 

ADAIR,  EDIE  B,  URBANA,  ILLINOIS 

ADAKAI,  FRANK,  ALBUQUERQUE,  NEH  MEXICO 

ADAMANY,  JOSEPH  JOHN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ADAMO,  WILLIAM  PAT,  GLADSTONE,  MISSOURI 

ADAMS,  ALAN  FULTON,  HATTIESBURG,  MISSISSIPPI 

ADAMS,  ALICE,  FORT  WORTH,  TEXAS 

ADAMS,  ALVIN  S.,  SAGINAW,  MICHIGAN 

ADAMS,  B  W,  JR,  CUERO,  TEXAS 

ADAMS,  BILLY  J.,  POPLAR  BLUFF,  MISSOURI 

ADAMS,  BOBBY  DALE,  SHERIDAN,  ARKANSAS 

ADAMS,  BRUCE  EDWARD,  NEW  ORLEANS,  LOUISIANA 

ADAMS,  CHARLES  EDWIN,  UNIVERSITY  CITY,  MISSOURI 

ADAMS,  CHARLES  J,  NEW  YORK,  NEW  YORK 

ADAMS,  CHARLES  W,  GRENADA,  MISSISSIPPI 

ADAMS,  CORNELL  THOMAS,  NEW  YORK,  NEH  YORK 

ADAMS,  DALE  A.,  LINCOLN,  NEBRASKA 

ADAMS,  DONALD  F,  JOHNSON  CITY,  NEH  YORK 

ADAMS,  DONALD  LEE,  SHALIMAR,  FLORIDA 

ADAMS,  EDWARD  EARL,  FORESTVILLE,  MARYLAND 

ADAMS,  FERRIS  M,  JR,  BRYN  ATHYN,  PENNSYLVANIA 
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97  #  ADAMS,  FRANCIS  L,  YUBA  CITY,  CALIFORNIA 

131  ADAMS,  GARY  DON,  OKLAHOMA  CITY,  OKLAHOMA 
125   ADAMS,  GARY  LAMAR,  MACON,  GEORGIA 

169   ADAMS,  GARY  WAYNE,  TEXARKANA,  TEXAS 

172  ADAMS,  HARLAN  MARCUS,  COOS  BAY,  OREGON 

138  ADAMS,  JACK  FREDERICK,  JAMESVILLE,  NEW  YORK 
112  #  ADAMS,  JAMES  C,  JR,  ORANGE,  TEXAS 

169   ADAMS,  JAMES  DENNIS,  PIGEON  FORGE,  TENNESSEE 

136  tt   ADAMS,  JAMES  JOSEPH,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

181   ADAMS,  JAMES  LEE,  CORONADO,  CALIFORNIA 

152  tt   ADAMS,  JAMES  LOUIE,  JR,  BUSHNELL,  FLORIDA 

173  ADAMS,  JAMES  HILLIAM,  MECHANICSBURG,  PENNSYLVANIA 
127   ADAMS,  JEROME  G,  MAYVILLE,  NEW  YORK 

114   ADAMS,  JERRY  E.,  CLAYTON,  MISSOURI 
161   ADAMS,  JERRY  JAY,  LODI ,  CALIFORNIA 
100  ft   ADAMS,  JERRY  W. ,  SKOKIE,  ILLINOIS 
99  *  ADAMS,  JOE  P.,  LONGVIEW,  TEXAS 

104  tt   ADAMS,  JOHN  Q,  HATTIESBURG,  MISSISSIPPI 
130   ADAMS,  JOHN  WILLIAM,  BRISBANE,  AUSTRALIA 

163  ADAMS,  KELLY  MCCOY,  SAN  ANTONIO,  TEXAS 
31  *  ADAMS,  KENNETH  D. ,  DENVER,  COLORADO 

194   ADAMS,  KENNETH  RAY,  ASHLAND,  KENTUCKY 
142   ADAMS,  LARRY  DEAN,  EMPORIA,  KANSAS 

48  ft   ADAMS,  MELVIN  D. ,  FLORENCE,  SOUTH  CAROLINA 
122   ADAMS,  OLIVER  RAY,  BESSEMER,  ALABAMA 
133  ft   ADAMS,  PAT  OWEN,  KATY,  TEXAS 
127   ADAMS,  PATRICIA  ANN,  LOS  ANGELES,  CALIFORNIA 

187  ADAMS,  PHILBERT  WILLIAM,  GEORGETOWN,  GUYANA 
135   ADAMS,  RANDY  GEORGE,  SIMI  VALLEY,  CALIFORNIA 
117   ADAMS,  RICHARD,  LIVERPOOL,  ENGLAND 

125   ADAMS,  RICHARD  BURNETT,  PALM  BAY,  FLORIDA 

158   ADAMS,  RICHARD  HENRY,  EAST  WENATCHEE,  WASHINGTON 

119  *  ADAMS,  RICHARD  JAMES,  WATERTOWN,  NEH  YORK 
186   ADAMS,  RICKY  WAYNE,  BATON  ROUGE,  LOUISIANA 

98  ft   ADAMS,  ROBERT  B,  TIGARD,  OREGON 

145   ADAMS,  ROBERT  EDWARD,  ST  DAVIDS,  PENNSYLVANIA 

153  ADAMS,  ROBERT  HOLMES,  NEPTUNE  THP,  NEW  JERSEY 

176  ADAMS,  ROGER  WILLIAM,  GROVEPORT,  OHIO 

130   ADAMS,  RONALD  FREDRICK,  LEXINGTON,  KENTUCKY 
192   ADAMS,  RONALD  LARRY,  PUEBLO,  COLORADO 
97  #  ADAMS,  THEODORE  R,  NEH  MILFORD,  CONNECTICUT 

191  ADAMS,  TIMOTHY  LEE,  GASTONIA,  NORTH  CAROLINA 
82   ADAMS,  HILL  I.,  GOLDSBORO,  NORTH  CAROLINA 

77  ft   ADAMSKI,  EDWARD  S,  BAYONNE,  NEW  JERSEY 

132  ADAMSON,  BILLY  WAYNE,  LAWTON,  OKLAHOMA 

120  ADAMSON,  FRANK  HOHARD,  SEATTLE,  WASHINGTON 

179  ADAMSON,  GREGORY  PAUL,  BETTENDORF,  IOWA 
102  ft   ADCOCK,  CLIFFORD  C,  FLINT,  MICHIGAN 

180  ADCOX,  KATHRYN  ANN,  GREAT  FALLS,  MONTANA 

164  ADDEZIO,  STEPHEN  ANTHONY,  MEDFORD,  NEW  JERSEY 
39  ft   ADDISON,  ARTIE  A.,  JR.,  OAK  RIDGE,  TENNESSEE 
41  *  ADDISON,  J.  FLOYD,  MOULTRIE,  GEORGIA 

177  ADDOMS,  JOHN  FILLMORE,  III,  AUBURN,  CALIFORNIA 

105  ADDONE,  CHARLES  E,  YAKIMA,  WASHINGTON 

88  tt   ADDY,  LAWRENCE  E.,  MITCHELL,  SOUTH  DAKOTA 
179  tt   ADELMAN,  EDWARD  JOHN,  NEWARK,  NEW  JERSEY 

132  ADEN,  ALLEN  DELL,  ABERDEEN,  SOUTH  DAKOTA 

108   ADKINS,  BENJAMIN  M. ,  HUNTINGTON,  WEST  VIRGINIA 
71   ADKINS,  BILL  W.,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

133  ADKINS,  BRUCE  EDWARD,  OAK  HILL,  WEST  VIRGINIA 
105  tt   ADKINS,  CHARLES  W,  CLEVELAND,  TENNESSEE 

80  #  ADKINS,  JACK  M. ,  DOTHAN,  ALABAMA 

79  tt   ADKINS,  JAMES  L,  TOPEKA,  KANSAS 
129   ADKINS,  JEFFERY  GENE,  ALVIN,  TEXAS 
176   ADKINS,  MARVIN  PETER,  YAKIMA,  WASHINGTON 

121  ADKINS,  MICHAEL,  ELYRIA,  OHIO 

150   ADKINS,  RICKLES  N,  JR,  REDDING,  CALIFORNIA 

155   ADKINS,  TOMMIE  EARL,  OCALA,  FLORIDA 

127   ADLER,  RONALD  LARRY,  MINNEAPOLIS,  MINNESOTA 

188  ADOLPH,  RONALD  HERBERT,  FRESNO,  CALIFORNIA 

192  ADORNO,  ADAN  RIVERA,  SAN  JUAN,  PUERTO  RICO 
153  *  ADRIANCE,  BARRY  ANDREW,  LANTANA,  FLORIDA 

176  AEILTS,  ANTHONY  ALLEN,  CHICO,  CALIFORNIA 
158   AEPLI,  PIERRE,  LAUSANNE,  SWITZERLAND 

70  tt   AERTS,  R  JAMES,  WEST  DE  PERE,  WISCONSIN 
70   AFSHAR,  MANOUCHEHR,  TEHRAN,  IRAN 

125  AGAN,  JAMES  EDWARD,  EL  PASO,  TEXAS 

59  ft   AGAR,  WILSON  G.  ,  EAST  LANSING,  MICHIGAN 

177  AGNESI,  PETER  AUGUST,  AVON,  CONNECTICUT 
168   AGUIGUI,  EARL  CRUZ,  AGANA,  GUAM 

139  AGUIGUI,  FRANCISCO  TYQUIENGC,  AGANA,  GUAM 

126  AGUILAR,  ANTONIO  GOMEZ,  EL  PASO,  TEXAS 

142   AGUILAR,  RUDOLF  ANTHONY,  SAN  DIEGO,  CALIFORNIA 

133   AGUILLARD,  THOMAS  S,  MOBILE,  ALABAMA 

166   AGUIRRE,  ROBERT  STANLEY,  FLINT,  MICHIGAN 

110   AGUIRRE,  STEVE  R.,  JR.,  SILVER  CITY,  NEW  MEXICO 

181  AHEARN,  JAMES  BRIAN,  PONTIAC,  MICHIGAN 

26  ft   AHEARN,  HALTER  F.,  SARATOGA  SPRINGS,  NEH  YORK 
119   AHEARNE,  MICHAEL  VICTOR,  GRAND  BLANC,  MICHIGAN 
142   AHERN,  DENNIS  MICHAEL,  ORLANDO,  FLORIDA 
175   AHERN,  GARY  WAYNE,  BLUE  SPRINGS,  MISSOURI 
161   AHERN,  JAMES  FRANCIS,  NEH  BRITAIN,  CONNECTICUT 
110   AHL,  DONALD  T,  LAS  VEGAS,  NEVADA 
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AHLBERG,  DOUGLAS  ALLEN  -  ALTHAN,  DAVID  FRANKLIN 


132    AHLBERG,  DOUGLAS  ALLEN,  LINCOLN,  NEBRASKA 

168  AHLERS,  GREGG  JOSEPH,  GRAND  ISLAND,  NEBRASKA 
176    AHLQUIST,  PATRICK  MICHAEL,  CROMHELL,  CONNECTICUT 

76    AHHAD,  NISAR,  LAHORE,  PAKISTAN 

135  AHMED,  AHMED  GAAFAR,  CAIRO,  EGYPT 
162    AHMED,  PG  ZAMANI,  NEGARA,  BRUNEI 
131    AHN,  BYUNG  CHUL ,  SEOUL,  KOREA 

167    AHO,  JOHN  ANTHONY,  OUANTICO,  VIRGINIA 
68  tt   AHRENS,  FRANK  H. ,  RIVER  FOREST,  ILLINOIS 
103    AHRENS,  MICHAEL  P.,  SR.,  HALTON  HILLS,  OHIO 

162  AHRENS,  RALPH  FREDERICK,  PRINCE  HILLIAM,  VIRGINIA 
116   AHRENS,  ROBERT  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
165   AHRING,  ROBERT  CURTIS,  BLUE  SPRINGS,  MISSOURI 

71    AHSAN,  SHAH  MOHAMMAD,  DACCA,  BANGLADESH 
89  *  AIAZZI,  GARY  R.,  CARSON  CITY,  NEVADA 
105  tt   AICHELE,  ROB  H,  PORTLAND,  OREGON 

147  AIELLO,  RICHARD  MICHAEL,  BEL  AIR,  MARYLAND 

195   AIGILO,  IAN  PETER,  PORT  MORESBY,  PAPUA  NEW  GUINEA 

122  AIJUDDIN,  NOOR  MOHAMED,  SINGAPORE,  SINGAPORE 
193   AIKIN,  ROGER  JOSEPH,  BLOOMINGTON,  ILLINOIS 
143  tt   AIMS,  CLIFFORD  ARNOLD,  LARAMIE,  WYOMING 

136  tt   AINSLIE,  ROBERT  STEPHEN,  LACKLAND  AFB,  TEXAS 
195    AIPOALANI,  JOY  MOSES,  HONOLULU,  HAWAII 

138   AITA,  JOSEPH  PAUL,  SAN  PABLO,  CALIFORNIA 

176  tt   AIWOHI,  GARY  DHIGHT,  WAILUKU,  HAWAII 

190   AJINGA,  CHRISTOPHER  FLORIAN,  WASHINGTON,  DISTRICT  OF  CO 
88  tt   AKAGBOSU,  CASIMIR  T.,  LAGOS,  NIGERIA 
100   AKEO,  LESTER  T,  HONOLULU,  HAWAII 

189  AKERS,  GARY  LYNN,  HOUSTON,  TEXAS 
95  tt   AKERS,  HORACE  G,  EL  PASO,  TEXAS 

97   AKERS,  RALPH  S.,  JR.,  TALLAHASSEE,  FLORIDA 

190  AKERS,  RONALD  LEROY,  NORTH  BEND,  OREGON 

163  AKERS,  THOMAS  NELSON,  FAIRFAX,  VIRGINIA 
102  tt   AKERS,  WINDELL  J,  NASHVILLE,  TENNESSEE 

148  tt   AKEY,  THEODORE  JOSEPH,  MIAMI,  FLORIDA 
193   AKIN,  ALLEN  RAY,  GILMER,  TEXAS 

151    AKINGS,  LANDON  DEAN,  GREAT  BEND,  KANSAS 
115  tt   AKINS,  JERRY  A,  FOLSOM,  CALIFORNIA 
97  tt   AKLEY,  LAWRENCE  E,  ST.  LOUIS,  MISSOURI 
184   AKTEPE,  BASRI,  ISTANBUL,  TURKEY 

177  AL  BUDOOR,  MOHAMMED  OBAID,  DUBAI,  UNITED  ARAB  EMIRATES 
189   AL  HETAIRSHI,  ALI  SAEED,  RIYADH,  SAUDI  ARABIA 

174  AL  MANSOORI,  TARISH  EID,  DUBAI,  UNITED  ARAB  EMIRATES 
181    AL  MARZOUQI,  ABDUL  KAREEM  M,  ABU  DHABI,  UNITED  ARAB  EMI 

169  AL  SHANFARI,  JAMAL  NASEEB,  MUSCAT,  OMAN 
138   AL-FARID,  A  F,  DHAKA,  BANGLADESH 

102  AL-GHANNAM,  FAHAD  ABDUL,  RIYADH,  SAUDI  ARABIA 
151   AL-HADID,  MAHMOOD  ABBAS,  PHNOM  PENH,  CAMBODIA 

167  ALABBAR,  MOHAMMED  MUBARAK,  DUBAI,  UNITED  ARAB  EMIRATES 

181  ALAMO  NIEVES,  VICTOR  MANUEL,  CAGUAS,  PUERTO  RICO 
113  tt   ALANDAR,  JAMES  E,  JR,  PHOENIX,  ARIZONA 

175  ALBANESE,  JOSEPH  GEORGE,  YAPHANK,  NEW  YORK 

151  tt   ALBENCE,  RONALD  GERALD,  NEW  CASTLE,  DELAWARE 

187  ALBERIO,  JAY  ANDREW,  WOODBURY,  MINNESOTA 

168  ALBERS,  DEAN  VERNON,  RED  WING,  MINNESOTA 
84  tt   ALBERS,  E.  G,  WACO,  TEXAS 

146   ALBERS,  JIMMY  LEE,  HOUSTON,  TEXAS 

141   ALBERT,  BRUCE  MORGAN,  GRANTS  PASS,  OREGON 

108  tt   ALBERT,  JOHN  E,  LANDOVER,  MARYLAND 

192   ALBERTA,  CHRISTOPHER  STEPHEN,  RICHMOND,  VIRGINIA 

189   ALBERTI,  MARC  J,  HOPEWELL  JUNCTION,  NEW  YORK 

115  #  ALBERTS,  FRANCIS  J.,  NEW  YORK,  NEW  YORK 

182  ALBERTS,  KAREN  SUE,  BERKELEY,  CALIFORNIA 

188  ALBERTSON,  JOHN  VICTOR,  BATAVIA,  ILLINOIS 

192  ALBIN,  GEORGE  M,  JR,  JERSEY  CITY,  NEW  JERSEY 
76  tt   ALBOTT,  HILLIAM  L.,  TOPEKA,  KANSAS 

178  ALBRECHT,  DAVID  GUSTAVE,  SAN  LUIS  OBISPO,  CALIFORNIA 

121  ALBRIGHT,  JERRY  WAYNE,  CAMP  PENDLETON,  CALIFORNIA 

173  ALCANTARA,  RUDOLPH  ANGEL,  BARSTOW,  CALIFORNIA 

93  tt   ALCORN,  DAVID  L,  HANFORD,  CALIFORNIA 

189  ALCORN,  JAMES  JEFFREY,  CONCORD,  CALIFORNIA 
172   ALCOTT,  LADD  GORDON,  AUGUSTA,  MAINE 

193  ALDEA,  RICARDO,  GURABO,  PUERTO  RICO 

125   ALDER,  THOMAS  DUNLAVEY,  JACKSON,  CALIFORNIA 
167   ALDERDEN,  JAMES  ALAN,  FORT  COLLINS,  COLORADO 

123  ALDRICH,  DONALD  FLOYD,  INDIANAPOLIS,  INDIANA 
180   ALDRICH,  FRANK  GERALD,  LOWELL,  INDIANA 

158  ALDRIDGE,  MILTON,  LOUISVILLE,  KENTUCKY 

195   ALDRIDGE,  SAMMY  WAYNE,  JACKSON,  MISSISSIPPI 
148   ALDRIDGE,  WILLIAM  MORRIS,  CHALMETTE,  LOUISIANA 

94  tt   ALEJANDRO-CRUZ,  CELESTINO,  SAN  JUAN,  PUERTO  RICO 
163   ALEX,  GEORGE,  JR,  SEGUIN,  TEXAS 

141    ALEXAKOS,  PHILIP,  MANCHESTER,  NEW  HAMPSHIRE 
143   ALEXANDER,  CARL  HAMILTON,  BRUNSWICK,  GEORGIA 
195   ALEXANDER,  DANNY  RAY,  TYLER,  TEXAS 
125   ALEXANDER,  FRANK  ANTHONY,  BIRMINGHAM,  ALABAMA 
187    ALEXANDER,  GERALD  ALFRED,  JR,  SEATTLE,  WASHINGTON 
125   ALEXANDER,  HAROLD,  SR,  HOUSTON,  TEXAS 
49  *  ALEXANDER,  JACK  R.,  ALBUQUERQUE,  NEW  MEXICO 

159  ALEXANDER,  JOHN  STUART,  JR,  LAKE  HAVASU  CITY,  ARIZONA 
31  *  ALEXANDER,  LACEY,  BIRMINGHAM,  ALABAMA 

152  tt   ALEXANDER,  LARRY  CLEO,  LAKELAND,  FLORIDA 

172   ALEXANDER,  LEROY  GEORGE,  JR,  LEVITTOHN,  PENNSYLVANIA 
59  tt   ALEXANDER,  MONROE  K,  SANTA  FE,  NEW  MEXICO 

103  ALEXANDER,  PATRICIA  A.,  WASHINGTON,  DISTRICT  OF  COLUMBI 

122  tt   ALEXANDER,  ROBERT  ALLEN,  PLUMBORO,  PENNSYLVANIA 
59  tt   ALEXANDER,  WILEY  C.  ,  AMARILLO,  TEXAS 

151   ALEXANDER,  WILLIAM  EDWARD,  JR,  AUSTIN,  TEXAS 

159   ALEXANDER,  WILLIS  EARL,  COLORADO  SPRINGS,  COLORADO 

174  ALEXANDRE,  VITOR  MANUEL,  LISBON,  PORTUGAL 
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172 
105 
105 
106  tt 
149  tt 

81  tt 
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97  tt 
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96  tt 
149 
172 
108  tt 
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48  tt 
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ALEXIS,  ALVIN  ANTHONY,  II,  DALLAS,  TEXAS 

ALFARO-GONZALEZ,  RAMON  G,  GUADALAJARA,  MEXICO 

ALFORD,  BOBBY  LEE,  CLEBURNE,  TEXAS 

ALFORD,  EDHARD  BLACK,  JR,  MONTGOMERY,  ALABAMA 

ALFORD,  JOEL  TURNER,  DEFUNIAK  SPRINGS,  FLORIDA 

ALFORD,  ROBERT  DONALD,  LONG  BEACH,  CALIFORNIA 

ALFORD,  RONALD  L,  BATON  ROUGE,  LOUISIANA 

ALGAR,  EAN  GEORGE,  OAKVILLE,  CANADA 

ALGIERS,  JACK  V.,  NEW  LONDON,  WISCONSIN 

ALHADIDI,  ABDULLA  KHAMIS,  ABU  DHABI,  UNITED  ARAB  EMIRAT 

ALHADRAMI,  SALIM  BASHER,  MUSCAT,  OMAN 

ALIFANO,  CHARLES  H,  NEW  YORK,  NEW  YORK 

ALINEN,  THOMAS  MARTIN,  SIERRA  VISTA,  ARIZONA 

ALLAIRE,  JEROME  BRIAN,  EAST  LANSING,  MICHIGAN 

ALLAN,  DAVID  L,  STRATHCLYDE,  SCOTLAND 

ALLARD,  DAVID  JOSEPH,  SALINAS,  CALIFORNIA 

ALLCON,  ALVIN  JAY,  FORT  WORTH,  TEXAS 

ALLEBACH,  CRAIG  JONATHAN,  WARSAW,  INDIANA 

ALLEGRETTO,  ANDREW  RALPH,  JR,  MAYS  LANDING,  NEW  JERSEY 

ALLEMAN,  RICHARD  MICHAEL,  OCEANSIDE,  CALIFORNIA 

ALLEN,  ALVIN  A,  SALEM,  OREGON 

ALLEN,  BILLIE  W. ,  BRIGHAM  CITY,  UTAH 

ALLEN,  CHARLES  FRANKLIN,  GREENSBORO,  NORTH  CAROLINA 

ALLEN,  CHARLES  S.,  AUGUSTA,  MAINE 

ALLEN,  DALE  E.,  EUGENE,  OREGON 

ALLEN,  DAVID  CLYDE,  FORT  MEADE,  MARYLAND 

ALLEN,  DONNELL  E.,  JR.,  WARREN,  PENNSYLVANIA 

ALLEN,  EDWARD  J.,  SANTA  ANA,  CALIFORNIA 

ALLEN,  GEORGE  W,  OTTAWA,  CANADA 

ALLEN,  GERALD  D,  DES  MOINES,  IOWA 

ALLEN,  HAROLD  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ALLEN,  HERMAN  RAY,  DENISON,  TEXAS 

ALLEN,  HERMAN  S.,  SAVANNAH,  GEORGIA 

ALLEN,  HERMAN  W. ,  PAULS  VALLEY,  OKLAHOMA 

ALLEN,  HOWARD  EDWARD,  ONEIDA,  NEW  YORK 

ALLEN,  JAMES  H. ,  JACKSONVILLE,  FLORIDA 

ALLEN,  JAMES  H,  JR,  MESA,  ARIZONA 

ALLEN,  JAMES  HENRY,  BENTONVILLE,  ARKANSAS 

ALLEN,  JAY  B,  HUNTINGTON,  INDIANA 

ALLEN,  JERRY  WAYNE,  AUSTIN,  TEXAS 

ALLEN,  JOHN  B,  ATHENS,  TENNESSEE 

ALLEN,  JOHN  D.  ,  HIGHLAND  PARK,  MICHIGAN 

ALLEN,  JOHN  LEWIS,  ORISKANY,  NEW  YORK 

ALLEN,  KENNETH  D,  TAMPA,  FLORIDA 

ALLEN,  MATTHEW  J.,  NASHVILLE,  TENNESSEE 

ALLEN,  MICHAEL  JOSEPH,  ROCHESTER,  NEW  HAMPSHIRE 

ALLEN,  RANDY  LEE,  MIAMI,  FLORIDA 

ALLEN,  RICHARD  H,  ANCHORAGE,  ALASKA 

ALLEN,  RICHARD  HAROLD,  SAN  DIEGO,  CALIFORNIA 

ALLEN,  RICHARD  KENNETH,  NELLIS  AFB,  NEVADA 

ALLEN,  ROBERT  JAMES,  HOLLIDAYSBURG,  PENNSYLVANIA 

ALLEN,  ROBERT  JORDON,  MACON,  GEORGIA 

ALLEN,  ROBERT  L,  INDIANAPOLIS,  INDIANA 

ALLEN,  ROGER  DALE,  RALEIGH,  NORTH  CAROLINA 

ALLEN,  STEVE  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ALLEN,  THOMAS  WADDELL,  JR,  WADESBORO,  NORTH  CAROLINA 

ALLEN,  WALTER,  III,  LOS  ANGELES,  CALIFORNIA 

ALLEN,  WAYNE  D,  TAVARES,  FLORIDA 

ALLEN,  WAYNE  EDWARD,  TULSA,  OKLAHOMA 

ALLEN,  WILLIAM  A,  ARLINGTON,  VIRGINIA 

ALLEN,  WILLIAM  HENRY,  MEMPHIS,  TENNESSEE 

ALLENDER,  WARREN  RICHARD,  GOSHEN,  INDIANA 

ALLEVA,  THOMAS  JOSEPH,  ROSEVILLE,  MINNESOTA 

ALLEVATO,  SAM,  JR,  IRVINE,  CALIFORNIA 

ALLEY,  J  T,  JR,  LUBBOCK,  TEXAS 

ALLEY,  KENNETH  ROSCOE,  SCHAUMBURG,  ILLINOIS 

ALLEY,  PAUL  FREDERICK,  BARTOW,  FLORIDA 

ALLEY,  WILLIAM  H. ,  JR.,  LOS  ANGELES,  CALIFORNIA 

ALLEYNE,  CLARENCE  C,  JR,  MINEOLA,  NEW  YORK 

ALLGEYER,  GARY  ALBIN,  MELBOURNE,  FLORIDA 

ALLI,  EUGENE,  STURGIS,  MICHIGAN 

ALLINSON,  BOBBY  G. ,  MACON,  MISSOURI 

ALLISON,  CHARLES  G. ,  BEAVERTON,  OREGON 

ALLISON,  GEORGE  WILLIAM,  BRUNSWICK,  GEORGIA 

ALLISON,  HARRY  D. ,  SAN  BERNARDINO,  CALIFORNIA 

ALLISON,  ROBERT  DAVIS,  FAIRFAX,  VIRGINIA 

ALLISON,  STEVEN  RANDALL,  DENVER,  COLORADO 

ALLMERS,  HERBERT  H. ,  HACKENSACK,  NEW  JERSEY 

ALLRED,  ARTHUR  B.,  JR.,  MARIETTA,  GEORGIA 

ALLSOP,  WALTER  D. ,  LOS  ANGELES,  CALIFORNIA 

ALLSWORTH,  DAVID  EDWARD,  EAST  PROVIDENCE,  RHODE  ISLAND 

ALMEIDA,  HENRY  B,  KUALA  LUMPUR,  MALAYSIA 

ALMENDARES,  MANUEL  ABULENCIA,  MANILA,  PHILIPPINES 

ALMOND,  BOBBY  J,  BOSSIER  CITY,  LOUISIANA 

ALMOND,  DAVID  M,  BOSSIER  CITY,  LOUISIANA 

ALMOND,  FRED  D,  RALEIGH,  NORTH  CAROLINA 

ALMOND,  THURMAN  MICHAEL,  POPLAR  BLUFF,  MISSOURI 

ALMSTEAD,  EDGAR  D. ,  PITTSFIELD,  MASSACHUSETTS 

ALONZO,  FRANCIS  JOHN,  HILLSIDE,  ILLINOIS 

ALPHIN,  WILLIAM  J,  JR,  WELLSTON,  MISSOURI 

ALSCHER,  STEVEN  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

ALSOUB,  SHAWKAT  YOUSEF,  AMMAN,  JORDAN 

ALSPAW,  JERRY  A,  PASADENA,  TEXAS 

ALSUP,  MICHAEL  BURTON,  GLEN  ELLYN,  ILLINOIS 

ALT,  RICHARD  BRYAN,  ARLINGTON,  VIRGINIA 

ALTENDORFER,  ALFRED  ALLAN,  HASTINGS,  MINNESOTA 

ALTENDORFER,  GEORGE  L,  JR,  ST.  PAUL,  MINNESOTA 

ALTISHIN,  BERNARD  JOSEPH,  CORVALLIS,  OREGON 

ALTMAN,  CLARENCE  L.,  DAYTON,  OHIO 

ALTMAN,  DAVID  FRANKLIN,  STILLWATER,  OKLAHOMA 
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ALTMAN,  ROGER  D.  -  ANGLIN,  MICHAEL  ALAN 
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157 
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174 
111 
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184 
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178 
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131 

28  tt 
155 
176 
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78  tt 
184 
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118 
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127 

81 
181 
168 
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116 
122 
171 
178 

126  tt 

110  tt 
110  tt 

77 
138 
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169  tt 
184 


ALTMAN,  ROGER  D. ,  FINDLAY,  OHIO 

ALTMEYER,  ROBERT  MARSHALL,  PLACERVILLE,  CALIFORNIA 

ALTMILLER,  LEROY  A.,  LEHISTON,  IDAHO 

ALUFFI,  MICHAEL  ALLAN,  HATSONVILLE,  CALIFORNIA 

ALUISI,  JAMES  VINCENT,  UPPER  MARLBORO,  MARYLAND 

ALUKONIS,  JOSEPH  MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUM 

ALUMBAUGH,  KERRICK  LYNN,  HIGGINSVILLE ,  MISSOURI 

ALVARADO  RIVERA,  HECTOR  F,  SAN  JUAN,  PUERTO  RICO 

ALVARADO,  ANGEL  CARTAGENA,  JR,  HATO  REY,  PUERTO  RICO 

ALVARADO,  ANGELO,  WOODBURY,  NEH  JERSEY 

ALVARADO,  DANIEL  LOZA,  CHICAGO,  ILLINOIS 

ALVAREZ-GARCIA,  JULIO,  MADRID,  SPAIN 

ALVAREZ,  ANTONIO  COSTILLO,  SANTA  BARBARA,  CALIFORNIA 

ALVAREZ,  CARLOS  ALBERTO,  MIAMI,  FLORIDA 

ALVAREZ,  KENNETH  CHARLES,  OCALA,  FLORIDA 

ALVAREZ,  RONALD  JAY,  NEH  YORK,  NEH  YORK 

ALVES,  KEVIN  VINCENT,  SR,  OCEAN  SPRINGS,  MISSISSIPPI 

ALVINO,  JOSEPH  PELLEGRINO,  HAYNE,  NEW  JERSEY 

ALVORD,  MICHAEL  GREGORY,  SUNNYSIDE,  WASHINGTON 

ALWINE,  BARRY  DUANE,  SAN  ANGELO,  TEXAS 

AMAN,  GARY  BERT,  MURPHY,  IDAHO 

AMAN,  MAMOUN  MUBARAK,  KHARTOUM,  SUDAN 

AMAN,  MOHAMAD  MARSUDI ,  JAKARTA,  INDONESIA 

AMANE,  JUAN  Y.,  MANILA,  PHILIPPINES 

AMANN,  STEPHEN  EUGENE,  MERIDEN,  CONNECTICUT 

AMANN,  THANE  ROBERT,  WEXFORD,  PENNSYLVANIA 

AMANTITE,  DENNIS  ROSS,  ROHNERT  PARK,  CALIFORNIA 

AMARAL,  JEFFREY  DEAN,  MAUI,  HAWAII 

AMARUTHANON,  KITTISAK,  BANGKOK,  THAILAND 

AMASON,  EDWARD  V.,  JR.,  BALBOA  HEIGHTS,  CANAL  ZONE 

AMATO,  MICHAEL  JOHN,  FULTONVILLE,  NEW  YORK 

AMBROSE,  ANTHONY  LOUIS,  OAK  PARK,  ILLINOIS 

AMBROSE,  JOHN  J.,  NEW  CITY,  NEW  YORK 

AMBROSINI,  THEODORE  JOSEPH,  TRUMBULL,  CONNECTICUT 

AMBRUSO,  ROCCO  J.,  NEW  CANAAN,  CONNECTICUT 

AMEDOFU,  SETH  CYPRIAN,  FREETOWN,  SIERRA  LEONE 

AMES,  EDWARD  M. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

AMES,  NORMAN  R,  LA  MESA,  CALIFORNIA 

AMES,  ROBERT  FRANCIS,  CAMBRIDGE,  MASSACHUSETTS 

AMICK,  DAVID  HARLEY,  SIOUX  CITY,  IOWA 

AMICO,  DENIS,  PROVIDENCE,  RHODE  ISLAND 

AMIOTT,  RICHARD  A,  MENTOR,  OHIO 

AMMERMAN,  JEROME  P,  SUNNYVALE,  CALIFORNIA 

AMODEO,  JOSEPH  DENNIS,  NEW  YORK,  NEW  YORK 

AMON,  DAVID  HAROLD,  PORT  HURON,  MICHIGAN 

AMORESANO,  VINCENT,  PATERSON,  NEW  JERSEY 

AMORNVIVAT,  SAWASDI ,  BANGKOK,  THAILAND 

AMORNVIVAT,  SOMBAT,  BANGKOK,  THAILAND 

AMORNVIVAT,  VORAVAT,  BANGKOK,  THAILAND 

AMOS,  CHESTER  EDGAR,  PACIFIC  GROVE,  CALIFORNIA 

AMOS,  HERSCHEL  R.,  DEL  REY  OAKS,  CALIFORNIA 

AMOS,  JAMES  ROBERT,  HARRISBURG,  PENNSYLVANIA 

AMOS,  KEVIN  SCOTT,  GARFIELD,  NEW  JERSEY 

AMOS,  MICHAEL  CHARLES,  AMARILLO,  TEXAS 

AMPEY,  SHERMAN  LEHIS,  JACKSON,  MICHIGAN 

AMSTUTZ,  VICTOR  NICHOLAS,  METAIRIE,  LOUISIANA 

AMUNDSON,  LEONARD  GORDON,  EVERETT,  WASHINGTON 

AMUNDSON,  RANDOLPH  E,  PORTLAND,  OREGON 

ANCTIL,  ROLAND  E,  NASHUA,  NEW  HAMPSHIRE 

ANDERMAHR,  KIMBERLIE  FRANCES,  REDWOOD  CITY,  CALIFORNIA 

ANDERS,  BILLY  DAVIS,  SAN  ANTONIO,  TEXAS 

ANDERS,  DONALD  KEITH,  JR,  SAN  JOSE,  CALIFORNIA 

ANDERS,  IVAN  G,  MADISON,  WISCONSIN 

ANDERSEN,  DONNA  JEAN,  HONOLULU,  HAWAII 

ANDERSEN,  LAWRENCE  F,  NEW  LENOX,  ILLINOIS 

ANDERSEN,  RAMON  C,  CHICAGO,  ILLINOIS 

ANDERSEN,  RONALD  ELTON,  LOVELAND,  COLORADO 

ANDERSEN,  TAMI  LYNN,  CHICAGO,  ILLINOIS 

ANDERSOHN,  BRUCE  BYRON,  ANOKA,  MINNESOTA 
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ANDERSON 


ADRIAN  H.,  POUGHKEEPSIE,  NEH  YORK 

ALAN  KARL,  LANSING,  MICHIGAN 

ALFRED  W.,  MIAMI,  FLORIDA 

ALLEN  MAC,  BAKERSFIELD,  CALIFORNIA 

ANNE  CARROLL,  CINCINNATI,  OHIO 

BILL  RAY,  ODESSA,  TEXAS 

BILLY  J.,  OKLAHOMA  CITY,  OKLAHOMA 

BRET  BRADLEY,  WISCONSIN  DELLS,  WISCONSIN 

BRYON  LEE,  NEW  ORLEANS,  LOUISIANA 

CARL  THOMAS,  TOLEDO,  OHIO 

CHARLES  G.,  ANCHORAGE,  ALASKA 

CHARLES  J,  ANN  ARBOR,  MICHIGAN 

CHARLES  P,  PORTSMOUTH,  VIRGINIA 

CRAIG  ARTHUR,  ST  BONIFACIUS-MINNETRISTA,  MINN 

DALE  H.,  DUNCAN,  OKLAHOMA 

DALE  JAMES,  COLUMBIA,  MISSOURI 

DALE  ROBERT,  JR,  DELAND,  FLORIDA 

DANIEL  R.,  EVERETT,  WASHINGTON 

DAVID  BOWIE,  JACKSONVILLE,  FLORIDA 

DAVID  M.,  KEWANEE,  ILLINOIS 

DAVID  NORMAN,  SPOKANE,  WASHINGTON 

DENNIS  CLIFFORD,  BATAVIA,  ILLINOIS 

DENNIS  WAYNE,  DES  MOINES,  IOWA 

DONAL  CALVIN,  CONCORD,  NEW  HAMPSHIRE 

DONALD  E,  TULSA,  OKLAHOMA 

DONALD  E,  SANTA  CRUZ,  CALIFORNIA 

DONALD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DONALD  JAMES,  CAMP  LEJEUNE,  NORTH  CAROLINA 

FRANKLIN  D,  OAK  RIDGE,  TENNESSEE 

FREDERIC  JOHN,  PASCO,  WASHINGTON 

FREDERICK  ALLEN,  FREDERICK,  MARYLAND 
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ANDERSON,  GARRY  CHARLES,  RENTON,  WASHINGTON 

ANDERSON,  GUY  Y.,  HARLINGEN,  TEXAS 

ANDERSON,  HERBERT  M,  SACRAMENTO,  CALIFORNIA 

ANDERSON,  HUBERT  C,  MUSKOGEE,  OKLAHOMA 

ANDERSON,  HUGH  CRITTENDEN,  KILLEEN,  TEXAS 

ANDERSON,  JACK  H.  ,  GREAT  FALLS,  MONTANA 

ANDERSON,  JAMES  D.  ,  LEE'S  SUMMIT,  MISSOURI 

ANDERSON,  JAMES  EMANUAL,  WRENTHAM,  MASSACHUSETTS 

ANDERSON,  JAMES  ROY,  SANTA  BARBARA,  CALIFORNIA 

ANDERSON,  JAMES  S,  ST  CATHARINES,  CANADA 

ANDERSON,  JAMES  W.  ,  FOLEY,  ALABAMA 

ANDERSON,  JAMES  WILLIAM,  ROCKFORD,  ILLINOIS 

ANDERSON,  JAMES  Y,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ANDERSON,  JAMES,  JR,  FORT  DIX,  NEW  JERSEY 

ANDERSON,  JOHN  A,  SIOUX  FALLS,  SOUTH  DAKOTA 

ANDERSON,  JOHN  ALVAH,  COLONIAL  BEACH,  VIRGINIA 

ANDERSON,  JOHN  M,  BELLEFONTAINE,  OHIO 

ANDERSON,  JOHN  W,  TACOMA,  WASHINGTON 

ANDERSON,  JOHN  WALTER,  MONTGOMERY,  ALABAMA 

ANDERSON,  JON  R,  ALAMOGORDO,  NEW  MEXICO 

ANDERSON,  KENNETH  PAUL,  REDFORD,  MICHIGAN 

ANDERSON,  KENNETH  W,  DAVENPORT,  IOWA 

ANDERSON,  KEVIN  SCOTT,  UNION,  MISSOURI 

ANDERSON,  LARRY  LEE,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  LAVERNE  BERNARD,  BUFFALO,  NEW  YORK 

ANDERSON,  LEROY  P,  BAKERSFIELD,  CALIFORNIA 

ANDERSON,  LUCINDA  B,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  LYNN  MELTON,  STATESBORO,  GEORGIA 

ANDERSON,  MURRAY  LEE,  PHOENIX,  ARIZONA 

ANDERSON,  OBIE  DON,  SAN  RAMON,  CALIFORNIA 

ANDERSON,  PETER  JAMES,  RAPID  CITY,  SOUTH  DAKOTA 

ANDERSON,  PHILIP  WAYNE,  MIDWEST  CITY,  OKLAHOMA 

ANDERSON,  R.  WAYNE,  MAYVILLE,  NEW  YORK 

ANDERSON,  RALPH  R,  RICHMOND  HEIGHTS,  MISSOURI 

ANDERSON,  RANDALL  DEAN,  SALT  LAKE  CITY,  UTAH 

ANDERSON,  RAY  L.,  BELTON,  TEXAS 

ANDERSON,  RAY  L.,  WICHITA,  KANSAS 

ANDERSON,  RAYMOND  LEWIS,  LAGRANGE,  GEORGIA 

ANDERSON,  RICHARD  ALAN,  MAYODAN,  NORTH  CAROLINA 

ANDERSON,  RICHARD  ALFRED,  YUMA,  ARIZONA 

ANDERSON,  RICHARD  CHARLES,  POLAND,  OHIO 

ANDERSON,  RICHARD  H,  LINCOLN  PARK,  MICHIGAN 

ANDERSON,  ROBERT  K.  ,  CLARKSTON,  WASHINGTON 

ANDERSON,  RODNEY  GENE,  FRESNO,  CALIFORNIA 

ANDERSON,  RODNEY  LOUIS,  SACRAMENTO,  CALIFORNIA 

ANDERSON,  RONNIE  EUGENE,  LITTLE  ROCK,  ARKANSAS 

ANDERSON,  SANDRA  SUE,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  SHERMAN  S,  LOUISVILLE,  KENTUCKY 

ANDERSON,  SHIRLENE,  GREENWOOD,  MISSISSIPPI 

ANDERSON,  THOMAS  GLENN,  LIBERAL,  KANSAS 

ANDERSON,  THOMAS  R,  ANCHORAGE,  ALASKA 

ANDERSON,  VASHTI  TRUMELIA,  MINEOLA,  NEW  YORK 

ANDERSON,  VERNON  ROGER,  MINNEAPOLIS,  MINNESOTA 

ANDERSON,  VINCENT  J.,  YONKERS,  NEW  YORK 

ANDERSON,  WILLIAM  A.,  AUGUSTA,  GEORGIA 

ANDERSON,  WILLIAM  D. ,  NEWARK,  NEW  JERSEY 

ANDERSON,  WILLIAM  JESSE,  DAYTONA  BEACH,  FLORIDA 

ANDERSON,  WILLIAM  WARREN,  LAFAYETTE,  INDIANA 

ANDERTON,  ELVIS  W,  JR,  MEMPHIS,  TENNESSEE 

ANDOLINA,  VINCENT  R,  BUFFALO,  NEW  YORK 

ANDRADE,  DENNIS,  JR,  CONCORD,  NORTH  CAROLINA 

ANDRADE,  KENNETH  SOARES,  JR,  HONOLULU,  HAWAII 

ANDRES,  STEVEN  ROBERT,  HIALEAH,  FLORIDA 

ANDREW,  MICHAEL  JOSEPH,  BALTIMORE,  MARYLAND 

ANDREWS,  BRENDA  GOSS,  DETROIT,  MICHIGAN 

ANDREWS,  BRIAN  ROBERT,  NORTH  SCITUATE,  RHODE  ISLAN 

ANDREWS,  CARL  EUGENE,  MEMPHIS,  TENNESSEE 

ANDREWS,  CHARLES  EDWARD,  MONTGOMERY,  ALABAMA 

ANDREWS,  CLAY,  HIGH  POINT,  NORTH  CAROLINA 

ANDREWS,  CRAIG  RICHARD,  LOGAN,  UTAH 

ANDREWS,  DAVID  HOBBS,  CHICAGO,  ILLINOIS 

ANDREWS,  DOUGLAS  K,  DECATUR,  GEORGIA 

ANDREWS,  FELTON  D,  BRUNSWICK,  GEORGIA 

ANDREWS,  JAMES  ALAN,  INDIANAPOLIS,  INDIANA 

ANDREWS,  JOHN  J.,  BOULDER,  COLORADO 

ANDREWS,  JOHN  L,  NORFOLK,  VIRGINIA 

ANDREWS,  WILLIAM  BRIAN,  FORT  MC  CLELLAN,  ALABAMA 

ANDREWS,  WILLIAM  CLINTON,  ARROYO  GRANDE,  CALIFORNIA 

ANDRUKIEWICZ,  PAUL  JOHN,  COVENTRY,  RHODE  ISLAND 

ANDRUS,  GREGORY  RUSSELL,  ALEXANDRIA,  LOUISIANA 

ANDRUS,  MARK  ANDREW,  TULSA,  OKLAHOMA 

ANDRYSIK,  STANLEY  A.,  YAPHANK,  NEW  YORK 

ANERSON,  RUSSELL  E,  HARRISBURG,  PENNSYLVANIA 

ANG,  GILBERT  P.,  KUALA  LUMPUR,  MALAYSIA 

ANGCANAN,  AUGUSTO  PORTACIO,  JR,  MANILA,  PHILIPPINES 

ANGEL,  IRVING  P.,  HATERTOWN,  NEW  YORK 

ANGEL,  MIGUEL,  JR,  HOUSTON,  TEXAS 

ANGEL,  RONALD  E,  ATLANTA,  GEORGIA 

ANGELI,  LEONARD  MICHAEL,  MARQUETTE,  MICHIGAN 

ANGELL,  DONALD  KEITH,  GRANDVIEH,  MISSOURI 

ANGELL,  JOHN  H. ,  HARRISONBURG,  PENNSYLVANIA 

ANGELLO,  LENNY  JAMES,  RENO,  NEVADA 

ANGELOSANTE,  TALENTINO  CROCE,  SHEPPARD  AFB,  TEXAS 

ANGERSOLL,  EDWARD  J,  BRADENTON,  FLORIDA 

ANGEY,  KONRAD  SITOUPIS,  PONAPE,  FEDERATED  STATES  OF  MIC 

ANGLADA,  RAUL,  NEW  YORK,  NEW  YORK 

ANGLIN,  BARNEY  NELSON,  COVINGTON,  GEORGIA 

ANGLIN,  JAMES  JOSEPH,  III,  DECATUR,  GEORGIA 

ANGLIN,  MELBURN  R,  COUNTRY  CLUB  HILLS,  ILLINOIS 

ANGLIN,  MICHAEL  ALAN,  NAPPANEE,  INDIANA 


ANGST,  ARTHUR  DONALD  -  ASSAD,  MICHAEL  ANTHONY 
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tt   ANGST,  ARTHUR  DONALD,  OAKLAND,  CALIFORNIA 
ANHORN,  ROGER  ALBERT,  ST.  CLOUD,  MINNESOTA 
ANJEHIERDEN,  BERNARD  GOVERT,  SALT  LAKE  CITY,  UTAH 
ANKENY,  JAMES  HILLIAM,  EL  MONTE,  CALIFORNIA 
ANKROM,  KARL  REECE,  JACKSON,  MICHIGAN 

ANKRUM,  LAHRENCE  GRAHAM,  JR,  MOUNTLAKE  TERRACE,  HASHING 
ANNARINO,  HILL  RAY,  ASHEVILLE,  NORTH  CAROLINA 
ANSEL,  HILLIAM  E,  PHILADELPHIA,  PENNSYLVANIA 
ANSIETA  ANTIVILO,  JAIME  EDUARDO,  SANTIAGO,  CHILE 

tt   ANSLEY,  ALEX  P,  JR,  MONTGOMERY,  ALABAMA 

ANSLINGER,  DANIEL  ARNOLD,  I,  KETCHIKAN,  ALASKA 
ANSPACH,  DEBBIE  MARIE,  TAMPA,  FLORIDA 
ANTAL,  PAUL  ROBERT,  HHITEMARSH,  PENNSYLVANIA 
ANTCLIFF,  MONTY  KELLY,  HEST  BRANCH,  MICHIGAN 

tt   ANTHONY,  EDHIN  G,  PHOENIX,  ARIZONA 

tt   ANTHONY,  GEORGE  J,  SHELTON,  CONNECTICUT 

tt   ANTHONY,  JAMES  E.,  GLENDALE,  CALIFORNIA 

tt   ANTHONY,  WILLIAM  J.,  SANTA  MARIA,  CALIFORNIA 

ANTIGUA,  RADHAMES,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 
ANTOLE,  JAMES  JOSEPH,  LOCKPORT,  ILLINOIS 

tt   ANTONACCI,  DENNIS  FRANCIS,  WATERBURY,  CONNECTICUT 
ANTONACCI,  JAMES  C. ,  UNIVERSITY  CITY,  MISSOURI 
ANTONACCI,  JAMES  MICHAEL,  CHICAGO,  ILLINOIS 
ANTONIO,  JOB  NOLAN  DANCEL,  MANILA,  PHILIPPINES 
ANTONIUS,  ROBERT  ALBERT  V,  HILLEMSTAD,  CURACAO 
ANTUNES,  GERALD  MANUEL,  NEH  HAVEN,  CONNECTICUT 
ANZELMI,  FRANCIS  J,  WYOMING,  PENNSYLVANIA 
ANZOLA  BARBOSA,  LUIS  FELIPE,  BOGOTA,  COLOMBIA 
APAIHONGS,  VICHIAN,  BANGKOK,  THAILAND 

tt   APER,  FLOYD  HAROLD,  PONTIAC,  ILLINOIS 

tt   APFELBECK,  CHARLES  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
APLASCA,  MA  0  RANADA,  MANILA,  PHILIPPINES 
APONTE  MARRERO,  ALVIN  G,  SAN  JUAN,  PUERTO  RICO 
APONTE,  CESAR  L,  NEW  YORK,  NEW  YORK 
APONTE,  GERALD  M,  ROLLING  MEADOWS,  ILLINOIS 
APONTE,  PEDRO  ANTONIO,  PONCE,  PUERTO  RICO 
APOSTOLOS,  ROBERT  J,  JR,  SAN  DIEGO,  CALIFORNIA 
APPLETON,  CHARLES  NORMAN,  J,  BOSTON,  MASSACHUSETTS 
APPUGLIESE,  JAMES  VINCENT,  JR,  CHATTANOOGA,  TENNESSEE 

tt   AOUINO-COTTO,  IRIS  ESTHER,  SAN  JUAN,  PUERTO  RICO 
ARADI,  LESTER  L,  BUFFALO  GROVE,  ILLINOIS 
ARAGON,  ALLAN  ROBERT,  JR,  WILDWOOD,  NEW  JERSEY 
ARAGON,  RANDALL,  WHITEVILLE,  NORTH  CAROLINA 
ARAGON,  TONY,  POMONA,  CALIFORNIA 
ARAGONPARDO,  JULIO,  BARCELONA,  SPAIN 
ARAKEL,  ROBERT  RICHARD,  NEW  YORK,  NEW  YORK 
ARAUZ,  V.  ALEJANDRO,  PANAMA  CITY,  PANAMA 
ARAVE,  LARRY  ELGIN,  LOGAN,  UTAH 
ARBAUGH,  TROY  EUGENE,  NEVADA  CITY,  CALIFORNIA 
ARBOGAST,  DOUGLAS  R. ,  SHERIDAN,  WYOMING 
ARBUCKLE,  RODNEY  GEORGE,  MARSHALL,  TEXAS 
ARCAND,  GARNETT  G,  BELLEVUE,  WASHINGTON 
ARCANGELI,  LOUIS,  ATLANTA,  GEORGIA 
ARCENEAUX,  BARNEY  DALE,  GONZALES,  LOUISIANA 
ARCHER,  BEVERLY  JEAN,  MEMPHIS,  TENNESSEE 
ARCHER,  DALE  EUGENE,  FORT  RILEY,  KANSAS 

*  ARCHER,  JAMES  R,  PHILADELPHIA,  PENNSYLVANIA 
ARCHER,  ROBERT  SAMUEL,  HARLINGEN,  TEXAS 
ARCHIBALD,  DAVID  LYNN,  REXBURG,  IDAHO 

tt   ARCHULETA,  BENJAMIN  RUBEN,  LAS  CRUCES,  NEW  MEXICO 
tt   ARCHULETA,  RUBEN  E.,  PUEBLO,  COLORADO 

ARCUDI,  JOHN  HOWARD,  MANSFIELD,  OHIO 

ARD,  LARRY  R,  MARTINEZ,  CALIFORNIA 

ARDNER,  ROBERT  MAX,  JR,  ELIZABETHTOWN,  PENNSYLVANIA 
tt   ARENA,  JAMES  A,  TRENTON,  NEW  JERSEY 

ARENAL,  ALBERT  ANTHONY,  PUNTA  GORDA,  FLORIDA 

*  ARESCO,  LOUIS  CARMELO,  MIDDLETOWN,  CONNECTICUT 

*  ARGO,  MARK  EDWARD,  HOUSTON,  TEXAS 
ARIAGNO,  JAMES  EDWARD,  CREST  HILL,  ILLINOIS 
ARIFF,  M.  A.,  LAHORE,  PAKISTAN 

ARINAGA,  CLAYTON  KANAME,  LIHUE,  KAUAI,  HAWAII 
tt   ARKENAU,  DANIEL  LEE,  CINCINNATI,  OHIO 

*  ARKFELD,  LARRY  J,  YREKA,  CALIFORNIA 

*  ARKIN,  ELI  H.,  JR.,  MEMPHIS,  TENNESSEE 
ARLEDGE,  JOHN  T,  CAMDEN,  SOUTH  CAROLINA 

tt   ARLEN,  MICHAEL  D.  ,  LEVITTOHN,  PENNSYLVANIA 

*  ARLINGTON,  JERRY  M,  DURHAM,  NORTH  CAROLINA 
tt   ARMAND,  RALPH  E,  MADISON,  INDIANA 

ARMANNSSON,  OMAR  SMARI,  REYKJAVIK,  ICELAND 
tt   ARMBRISTER,  KENNETH  L,  VICTORIA,  TEXAS 

ARMBRUSTER,  GEORGE  JOSEPH,  LAFAYETTE,  LOUISIANA 
ARMET,  HAROLD  ROBERT,  YAPHANK,  NEH  YORK 

*  ARMFIELD,  LLOYD  D. ,  CLAYTON,  MISSOURI 

*  ARMISTEAD,  JACK  L.,  HAMPTON,  VIRGINIA 
ARMISTEAD,  REX  P.,  LULA,  LOUISIANA 

ARMITAGE,  HARRY  JOSEPH,  DOYLESTOWN,  PENNSYLVANIA 
ARMOUR  COYNE,  CYNTHIA  ANN,  NORTH  SCITUATE,  RHODE  ISLAND 
ARMOUR,  OSHELL,  ATLANTA,  GEORGIA 
ARMSTEAD,  LARRY,  MONTGOMERY,  ALABAMA 
ARMSTEAD,  RULETTE  VILLARANTE,  SAN  DIEGO,  CALIFORNIA 
ARMSTRONG,  BERTRAM  BENNIE,  ALEXANDRIA,  VIRGINIA 
It   ARMSTRONG,  EDWARD  J,  FORESTVILLE,  MARYLAND 
tt   ARMSTRONG,  HERBERT  FRANKLIN,  BALTIMORE,  MARYLAND 
ARMSTRONG,  JAMES  ROBERT,  HOUSTON,  TEXAS 
ARMSTRONG,  JOE  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   ARMSTRONG,  JOHN  WILLIAM,  KIRKLAND,  WASHINGTON 
ARMSTRONG,  LARRY  D,  TOLEDO,  OHIO 

*  ARMSTRONG,  REECE  L.,  ATHENS,  TENNESSEE 
ARMSTRONG,  RICK  LEE,  KANSAS  CITY,  KANSAS 
ARMSTRONG,  ROBERT  D,  TOPEKA,  KANSAS 


163 
128  tt 
137  tt 
194 
173 

99  # 

66  tt 
185 
190 

93  tt 
193 
116 

39 

66  tt 

91 
173  tt 

91  tt 
44  # 

171 

119 

131  tt 

103 

142 

187 

190 

127 

124 

92  # 

106  tt 
118  tt 
133 
174 

85  tt 
129 

91 
144 
180 
115 
111 
177 
128 
141 
186 
147  # 
181 
138 
105  # 

71  # 
146  tt 
138 
172 
133 

90 
132 
183 
125 
118 
139  * 
171 
187 
192 
163 

107  tt 
112  tt 
135 
162 
149 
177 
103 
172 
113 
195 
177 

62 

34  * 
110  tt 
124 
181 
116 
119  # 
181 
171 
121 
189 
188 
166 
130 
129 
142 
190 

41  * 

93 
178 
125 
109  tt 
121 

59  * 
126  tt 
188 
126 


ARMSTRONG,  ROBERT  EDWARD,  LITTLETON,  COLORADO 
ARMSTRONG,  ROBERT  MITCHELL,  TORRANCE,  CALIFORNIA 
ARMSTRONG,  ROBERT  RAYMOND,  BOULDER  CITY,  NEVADA 
ARMSTRONG,  SCOTT  MICHAEL,  WEST  VANCOUVER,  CANADA 
ARMSTRONG,  THOMAS  CHARLES,  BERHYN,  PENNSYLVANIA 
ARMSTRONG,  VON  H. ,  SUNNYVALE,  CALIFORNIA 
ARMSTRONG,  WAYNE  K. ,  ST.  PAUL,  MINNESOTA 
ARMSTRONG,  WENDY  JO,  RENO,  NEVADA 
ARNDELL,  JOHN  RICHARD,  YERINGTON,  NEVADA 
ARNESON,  FRANKLIN  A,  YANKTON,  SOUTH  DAKOTA 
ARNESON,  KRISTINE  MARIE,  MINNEAPOLIS,  MINNESOTA 
ARNESON,  MERLE  R. ,  UPLAND,  CALIFORNIA 
ARNETT,  J.  T.,  BIRMINGHAM,  ALABAMA 
ARNOLD,  ALLEN  L,  VALDOSTA,  GEORGIA 
ARNOLD,  DALVIN  C,  MONROE,  MICHIGAN 
ARNOLD,  DAVID  LEE,  MAPLEWOOD,  MINNESOTA 
ARNOLD,  EDWARD  E,  BRIDGEWATER,  MASSACHUSETTS 
ARNOLD,  EUGENE  C. ,  MINNEAPOLIS,  MINNESOTA 
ARNOLD,  FRANK  L,  MARION,  OHIO 
ARNOLD,  HOWARD  MELVIN,  VACAVILLE,  CALIFORNIA 
ARNOLD,  JAMES  GARVIN,  CASPER,  WYOMING 
ARNOLD,  JAMES  R,  LA  PORTE,  INDIANA 
ARNOLD,  JOHN  WILLIAM,  JACKSON,  TENNESSEE 
ARNOLD,  JONATHAN  WHAN,  HUNTINGTON  BEACH,  CALIFORNIA 
ARNOLD,  KEVIN  MICHAEL,  SMYRNA,  TENNESSEE 
ARNOLD,  LARRY  DANIEL,  TEXARKANA,  ARKANSAS 
ARNOLD,  LARRY  RICHARD,  HILLSIDE,  ILLINOIS 
ARNOLD,  LOUIS  J.,  RUTHERFORD,  NEW  JERSEY 
ARNOLD,  RICHARD  R,  AUGUSTA,  MAINE 
ARNOLD,  THOMAS  EDWARD,  RUTHERFORD,  NEH  JERSEY 
ARNOLD,  THOMAS  LAWRENCE,  FLORHAM  PARK,  NEW  JERSEY 
ARNOLD,  WAYNE  LESLIE,  MOORHEAD,  MINNESOTA 
ARNOLD,  WILLIAM  M,  DANVILLE,  KENTUCKY 
ARNONY,  ROBERT  ANTHONY,  BERWYN,  ILLINOIS 
ARNZEN,  CHESTER  L.,  FORT  BRAGG,  NORTH  CAROLINA 
AROCHO-PEREZ,  HECTOR  A,  SAN  JUAN,  PUERTO  RICO 
ARORA,  RAMESH  CHANDER,  NEW  DELHI,  INDIA 
ARPIN,  CHARLES  ALEXANDER,  SPRINGFIELD,  MASSACHUSETTS 
ARREOLA,  PHILIP,  MILWAUKEE,  WISCONSIN 
ARRINGTON,  JIMMY  EARL,  NEW  BADEN,  ILLINOIS 
ARROLLO,  LEWIS,  CERES,  CALIFORNIA 
ARROWOOD,  JAMES  DONNIE,  MARIETTA,  GEORGIA 
ARROYO,  GUSTAVO  EMIGDIO,  FREMONT,  CALIFORNIA 
ARROYO,  RICHARD  L,  JR,  NEW  YORK,  NEW  YORK 
ARRUDA,  GEORGE,  TIVERTON,  RHODE  ISLAND 
ARRUDA,  ROBERT  ANTHONY,  YORKTOWN,  NEW  YORK 
ARTECHE,  RAUL,  SANTA  FE,  NEW  MEXICO 

ARTHUR,  FRANKLIN  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
FREDERICK  LESLIE,  SACRAMENTO,  CALIFORNIA 
GARY  FRANKLIN,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
GREGORY  FLOYD,  LIBERTY,  TEXAS 
KEITH  JON,  JR,  ENGLEWOOD,  COLORADO 
LEWIS  E.,  POMPTON  PLAINS,  NEW  JERSEY 
STEPHEN  CARROLL,  LYNCHBURG,  VIRGINIA 
STEPHEN  KEITH,  MOBILE,  ALABAMA 
WILLIAM  LANE,  CONCORD,  NORTH  CAROLINA 
ARTHURS,  RAYMOND  E,  WILLOWBROOK,  ILLINOIS 
ARTHURS,  ROBERT  YOUNG,  FONDA,  NEW  YORK 
ARUGAY,  EDMUNDO  TEMPLO,  MANILA,  PHILIPPINES 
ASBURY,  ROBERT  BENTON,  MURFREESBORO,  TENNESSEE 
ASCHENBRENNER,  PETER,  VIENNA,  AUSTRIA 
ASH,  CHRISTINA  ROBERTSON,  GAINESVILLE,  GEORGIA 
DONALD  P,  WILMINGTON,  DELAWARE 
GALEN  L.,  BOWLING  GREEN,  OHIO 
JAMES  DOYLE,  GAINESVILLE,  GEORGIA 
JOHN  ALBERT,  YAPHANK,  NEW  YORK 
ROBERT  FRANK,  FORSYTH,  MONTANA 
ASHBURN,  DAVID  LEWIS,  NAVASOTA,  TEXAS 
ASHBURN,  JACK  F,  SACRAMENTO,  CALIFORNIA 
ASHBY,  GARY  GENE,  SPRINGFIELD,  ILLINOIS 
ASHBY,  GLADYS  H. ,  LOS  ANGELES,  CALIFORNIA 
ASHBY,  JOHN  WILLIAM,  STAFFORD,  VIRGINIA 
ASHCRAFT,  DENE  WEST,  LOUISVILLE,  KENTUCKY 
ASHCRAFT,  FORREST  F.,  JR.,  DAVENPORT,  IOWA 
ASHCRAFT,  WALTER  D. ,  SYLACAUGA,  ALABAMA 
ASHE,  EDWARD  D,  WORCESTER,  MASSACHUSETTS 
ASHELY,  WESLEY  GRAY,  MARTINSVILLE,  VIRGINIA 
ASHENBRENNER,  LILA  LEE,  HILLSBORO,  OREGON 
ASHER,  DOUGLAS  E,  ASHLAND,  KENTUCKY 
ASHER,  GRANT  EDWIN,  HERMISTON,  OREGON 
ASHLEY,  BRUCE  EDWARD,  TAMPA,  FLORIDA 
ASHLEY,  CHARLES  WILLIAM,  LAWRENCEBURG,  INDIANA 
ASHLEY,  JEFFREY  JIM,  LANSING,  MICHIGAN 
ASHLEY,  KAREN  ELIZABETH,  PEORIA,  ARIZONA 
ASHLEY,  PERRY  ORUSTES,  MCCOMB,  MISSISSIPPI 
ASHLEY,  THOMAS  EDWARD,  SPARTA,  ILLINOIS 
ASHLEY,  TIMOTHY  MICHAEL,  OGDENSBURG,  NEW  YORK 
ASHLEY,  TOMMY  LEE,  PLANO,  TEXAS 
ASHMAN,  LAHRENCE  STANLEY,  BOSTON,  MASSACHUSETTS 
ASHMORE,  STEVEN  CARTER,  SHALIMAR,  FLORIDA 
ASHMORE,  V.  L.,  COLUMBIA,  SOUTH  CAROLINA 
ASHTON,  RICHARD  J.,  UNIVERSITY  PARK,  MARYLAND 
ASHTON,  VIVIAN  OPHELIA,  WASHINGTON,  DISTRICT  OF  COLUMBI 
ASHHOOD,  CARLOS  ANTONIO,  NEW  YORK,  NEW  YORK 
ASIALA,  PHILIP  L,  LIVONIA,  MICHIGAN 
ASKEGREEN,  CHARLES  HEWITT,  ESCONDIDO,  CALIFORNIA 
ASKER,  JIMMIE  L.,  LEWISTON,  IDAHO 
ASKEW,  WILLARD  OSTELL,  SR,  THOMSON,  GEORGIA 
ASLESON,  MICHAEL  LEE,  MANKATO,  MINNESOTA 
ASSAD,  MICHAEL  ANTHONY,  BOSTON,  MASSACHUSETTS 


ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 


ASH, 
ASH, 
ASH, 
ASH, 
ASH, 
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ASTLEFORD,  CHARLES  WILLIAM  -  BAKER,  AUBREY  ALAN 


71  A 
117 
143 
194 
195 
179 
133 

71  * 
183 

97 
176 
138 
182 
145 

61  tt 
146 

80  tt 
157 
136 
123 
110 
137  tt 
109 
193 
169 

97  # 
115 
134  tt 

61  It 

96  # 
166 

6  * 
174  tt 
161 
127  # 
104  tt 
177 
165 
159 
106  tt 
144  tt 
156 
176 
155 
163 
183 
132  tt 
140  tt 
161 

94 
165 

94  tt 
150  tt 
135 
115  tt 
139 

36  * 
153 
144 
126  tt 
105 
123 
117  tt 
165 
190 
178 
110  * 
100  # 
74  * 

152  # 
167 

94 

55  tt 
178 
102  It 

19  * 
175 

34  tt 
122 

98 
172 

94  tt 
100  # 
164 
152 

84  tt 

97 
188 
119 
119 
170 

16  * 
171 
130  tt 

33  tt 

153  * 
85 

178 

81  tt 
107 


ASTLEFORD,  CHARLES  HILLIAM,  CALDHELL,  IDAHO 

ASTORIAN,  ROBERT,  EDHARDSVILLE,  ILLINOIS 

ATCHISON,  RICHARD  EARL,  STUART,  FLORIDA 

ATCHLEY,  TIMOTHY  KEITH,  MODESTO,  CALIFORNIA 

ATEHORTUA  DUOUE,  OSCAR,  BOGOTA,  COLOMBIA 

ATES,  CALVIN  RICHARD,  TEXARKANA,  ARKANSAS 

ATHEY,  RICHARD  HARRY,  PHOENIX,  ARIZONA 

ATKINS,  CHARLES  J.,  RALEIGH,  NORTH  CAROLINA 

ATKINS,  HAROLD  LLOYD,  JR,  GREENVILLE,  SOUTH  CAROLINA 

ATKINS,  RALPH  H. ,  ST.  LOUIS,  MISSOURI 

ATKINS,  RICHARD  HORACE,  STILLHATER,  OKLAHOMA 

ATKINS,  ROBBIE  NEAL,  TOPEKA,  KANSAS 

ATKINSON,  EDHARD  FERN,  JR,  GASTONIA,  NORTH  CAROLINA 

ATKINSON,  GEORGE  BERNHARD,  MIRAMAR,  FLORIDA 

ATKINSON,  HARRY  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMBI 

ATKINSON,  JOHN  HARTLEY,  ANN  ARBOR,  MICHIGAN 

ATKINSON,  JOHN  M,  SALT  LAKE  CITY,  UTAH 

ATKINSON,  ROBERT,  BRISBANE,  AUSTRALIA 

ATKINSON,  THOMAS  ARTHUR,  CASSOPOLIS,  MICHIGAN 

ATKISSON,  DUANE  LEE,  HERNDON,  VIRGINIA 

ATNIP,  WILLIAM  B,  SOUTHGATE,  MICHIGAN 

ATON,  ROBERT  DOUGLAS,  HONOLULU,  HAWAII 

ATTAWAY,  S  RONALD,  SR,  GAINESVILLE,  GEORGIA 

ATTRIDGE,  RICHARD  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLU 

ATWATER,  ROBERT  JONATHAN,  WASHINGTON,  DISTRICT  OF  COLUM 

ATWOOD,  JAMES  E,  SPOKANE,  WASHINGTON 

AU,  ROBERT  KWAI ,  HONOLULU,  HAWAII 

AUBIN,  GERALD  SCOTT,  PROVIDENCE,  RHODE  ISLAND 

AUBORN,  GORDON  0.,  PORTLAND,  OREGON 

AUBREY,  JOHN  E,  LOUISVILLE,  KENTUCKY 

AUBREY,  MICHAEL  JOSEPH,  SPOKANE,  WASHINGTON 

AUBUCHON,  LOUIS  J.,  BENNINGTON,  VERMONT 

AUCIELLO,  SAVINO  MICHAEL,  MANCHESTER,  NEW  HAMPSHIRE 

AUCOIN,  EDWARD  JOSEPH,  NEWTON,  MASSACHUSETTS 

AUDINO,  CHARLES,  ANCHORAGE,  ALASKA 

AUDSLEY,  DAVID  L.,  PHOENIX,  ARIZONA 

AUER,  JOHN  GEORGE,  FORT  LAUDERDALE,  FLORIDA 

AUGER,  DANIEL  PETER,  ROCHESTER,  NEW  HAMPSHIRE 

AUGER,  THOMAS  CHARLES,  MILWAUKEE,  WISCONSIN 

AUGUSTA,  ALEXANDER  N.  ,  INGLEWOOD,  CALIFORNIA 

AUGUSTA,  FRANK  RICHARD,  CULVER  CITY,  CALIFORNIA 

AUGUSTA,  GREGORY  MORRIS,  SACRAMENTO,  CALIFORNIA 

AUGUSTINE,  ALVIN  JOSEPH,  SALINA,  KANSAS 

AUGUSTINE,  JOHN,  RIVERSIDE,  ILLINOIS 

AUGUSTYN,  JOHN  ALBERT,  PHOENIX,  ARIZONA 

AULT,  MICHAEL  ALLEN,  LAS  VEGAS,  NEVADA 

AULT,  ROBERT  EUGENE,  JR,  SAN  BERNARDINO,  CALIFORNIA 

AULT,  ROBERT  WENDELL,  ESTES  PARK,  COLORADO 

AUMOND,  JAMES  GERALD,  SANTA  ANA,  CALIFORNIA 

AURBECK,  PAUL  G,  WINTER  PARK,  FLORIDA 

AURILIO,  STEVEN  LEONARD,  DALY  CITY,  CALIFORNIA 

AUSLEY,  BILLY  J,  BAYTOWN,  TEXAS 

AUSTIN,  ANSEL  ALGENON,  LAS  CRUCES,  NEW  MEXICO 

AUSTIN,  BRUCE  DONALD,  SAN  FRANCISCO,  CALIFORNIA 

AUSTIN,  CARLOS  J.,  PLAINVIEW,  TEXAS 

AUSTIN,  CHARLES  EWELL,  DOUGLAS,  ARIZONA 

AUSTIN,  DORRIS  W. ,  JR.,  ATLANTA,  GEORGIA 

AUSTIN,  DOUGLAS  JAY,  COLUSA,  CALIFORNIA 

AUSTIN,  EDWARD  CLARKE,  PALO  ALTO,  CALIFORNIA 

AUSTIN,  EVERETT  WARREN,  POCATELLO,  IDAHO 

AUSTIN,  GARLAND  D. ,  LOS  ANGELES,  CALIFORNIA 

AUSTIN,  GARRY  ALBERT,  BROOKHAVEN,  MISSISSIPPI 

AUSTIN,  GERALD  ALLEN,  ALBANY,  NEW  YORK 

AUSTIN,  KENNETH  EDGAR,  BRUNSWICK,  GEORGIA 

AUSTIN,  KIM  MOLINE,  WATSONVILLE,  CALIFORNIA 

AUSTIN,  RODNEY  DEE,  SIDNEY,  OHIO 

AUSTIN,  ROGER  RENNE,  DALY  CITY,  CALIFORNIA 

AUSTIN,  RUSSELL  L.,  KIRKWOOD,  MISSOURI 

AUSTIN,  VERNON  B.,  PROSPECT,  KENTUCKY 

AUSTRING,  RICHARD  DEANE,  SR,  SAN  FRANCISCO,  CALIFORNIA 

AUTREY,  JOHN  HENRY,  DETROIT,  MICHIGAN 

AVANCE,  JAMES  J,  LAS  VEGAS,  NEVADA 

AVANT,  JAMES  H. ,  CORPUS  CHRISTI,  TEXAS 

AVANT,  TRAVIS  LEE,  WALTERBORO,  SOUTH  CAROLINA 

AVANTS,  BEECHER  E.,  LAS  VEGAS,  NEVADA 

AVERA,  C.  LARRY,  SHAWMUT,  ALABAMA 

AVERETT,  RONALD  CAMERON,  HENDERSON,  NEVADA 

AVERY,  LEONARD  V,  BOSTON,  MASSACHUSETTS 

AVERY,  RONALD  EDWARD,  ALFRED,  MAINE 

AVERY,  RONNIE  E.,  GREENVILLE,  NORTH  CAROLINA 

AVONTI,  MICHAEL  CHARLES,  WESTFIELD,  MASSACHUSETTS 

AWDZIEWICZ,  JULIUS  F,  MERIDEN,  CONNECTICUT 

AXTELL,  RONALD  J.,  LAS  CRUCES,  NEW  MEXICO 

AXTMAN,  RONALD  EDWARD,  TWIN  FALLS,  IDAHO 

AYALA,  JESUS  ARNULFO,  EL  PASO,  TEXAS 

AYARS,  G  A,  PHOENIX,  ARIZONA 

AYAZ,  SEVKET,  ANKARA,  TURKEY 

AYCO,  GREGORY,  SEATTLE,  WASHINGTON 

AYCOCK,  WARREN  DOUGLAS,  SHEFFIELD,  ALABAMA 

AYERS,  GARY  AVERY,  FORT  LAUDERDALE,  FLORIDA 

AYERS,  HOWARD  WAYNE,  SPRINGFIELD,  OHIO 

AYERS,  OSCAR  S.,  ROLLA,  MISSOURI 

AYERS,  PAUL  DOUGLAS,  LEWISTON,  IDAHO 

AYLOR,  JAMES  RAYMOND,  MEMPHIS,  TENNESSEE 

AYLWARD,  ANDREW  T.,  ST.  LOUIS,  MISSOURI 

AYLWARD,  GEORGE  ROBERT,  MIDDLETOWN,  CONNECTICUT 

AYTURAL,  AHMET  HASIM,  ISTANBUL,  TURKEY 

AZETH,  AMHAR,  JAKARTA,  INDONESIA 

AZIZ,  BIN  HUSSEIN,  ABDUL,  KUALA  LUMPUR,  MALAYSIA 

AZZAZY,  IBRAHIM  EL-SAYED,  CAIRO,  EGYPT 
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173 
170 

79  tt 

97 
165 
192 
188 
192 
109 

12  * 
182 
112  tt 
133 

98 
188 
173 
136 
122 

94  * 
168 
126 

36  tt 
112  tt 
190 

59  tt 
104 
164 
161 
153 

83  tt 
153  tt 
179 
178 
122 
121 
191 

79  tt 

28  * 
163 

78  tt 

94 
159 

95  tt 
107 
103  tt 
134 
151 
193 

66  tt 
186 

95  tt 
191 
163 
164 
167 
190 
107 

93 

57  tt 
151 
183 
115  tt 
106 
170 
127 

97  tt 
153 
130 
191 
133 

97  tt 
187 
111  tt 
110  # 
122 
109 
180 
151 
169 
182 

94 
181 
146 
115  * 
119 
136 
174 
111 
160 

95  tt 
165 
146  * 
118  tt 
191 
176 
177 
180 
179 
152 
170 


BACON, 
BACON, 
BACON, 
BACON, 


BAAN,  GIJSBERTUS,  ROTTERDAM,  NETHERLANDS 
BAAN,  PETER  GERARD,  MIAMI  SPRINGS,  FLORIDA 
BABB,  LEWIS,  JR,  FRANKFORT,  KENTUCKY 
BABB,  RONALD  C,  DES  MOINES,  IOWA 
BABCOCK,  CHARLES  LYNN,  GLENDALE,  ARIZONA 
BABCOCK,  JAMES  WEST,  SACRAMENTO,  CALIFORNIA 
BABER,  CLARENCE  DANIEL,  III,  VANDALIA,  OHIO 
BABIN,  DWANE  JOHN,  KENNER,  LOUISIANA 
BABINI,  DENNIS  L,  LARGO,  FLORIDA 
BACA,  CLEO  EUGENE,  ALBUQUERQUE,  NEW  MEXICO 
BACA,  DAVID  EUGENE,  LOS  ANGELES,  CALIFORNIA 
BACA,  ROBERT  G,  ALBUQUERQUE,  NEW  MEXICO 
BACA,  SAMUEL  VALDEZ,  LAKELAND,  FLORIDA 
BACHELOR,  HARRY  R. ,  REDLANDS,  CALIFORNIA 
BACHMAN,  DAVID  MICHAEL,  JACKSON,  MICHIGAN 
BACHMAN,  TED  MICHAEL,  ANCHORAGE,  ALASKA 
BACKMAN,  STANLEY  FAYE,  LOS  ANGELES,  CALIFORNIA 
BACKSTROM,  DAVID  ALLEN,  EAU  CLAIRE,  WISCONSIN 
BACOL,  DARIO  J,  MANILA,  PHILIPPINES 

ANDREW  JEFFERSON,  DUBLIN,  GEORGIA 
CURTIS  MORGAN,  MARQUETTE,  MICHIGAN 
JOHN  EDWARD,  RICHMOND,  CALIFORNIA 
RICHARD  J,  ST.  PAUL,  MINNESOTA 
BADAWY,  SHERIF  AHMED,  CAIRO,  EGYPT 
BADGER,  CARL  JAMES,  CEDAR  RAPIDS,  IOWA 
BADGLEY,  KENNETH  C,  HENATCHEE,  WASHINGTON 
BADI,  ABUOBIEDA  ELKHAIR,  KHARTOUM,  SUDAN 
BAEHR,  ROBERT  DOUGLAS,  SALINAS,  CALIFORNIA 
BAEPPLER,  GREGORY  MICHAEL,  CLEVELAND,  OHIO 
BAER,  RICHARD  R.,  WEXFORD,  PENNSYLVANIA 
BAETSEN,  WAYNE  HARRY,  GREEN  BAY,  WISCONSIN 
BAEZ  AYBAR,  MAXIMO  ARTURO,  SANTO  DOMINGO,  DOMINICAN  REP 
BAEZ,  ERNESTO,  SAN  JUAN,  PUERTO  RICO 
BAGBEY,  JAMES  STEPHEN,  EVANSVILLE,  INDIANA 
BAGDONAS,  MICHAEL  ANTHONY,  LOS  ANGELES,  CALIFORNIA 
BAGGETT,  LADENA  ALEXANDER,  CORSICANA,  TEXAS 
BAGGETT,  NEWELL,  MAUMEE,  OHIO 
BAGLEY,  ALBERT  L.,  SMYRNA,  GEORGIA 
BAGLEY,  DONALD  JAMES,  DALTON,  GEORGIA 
BAGRON,  WILLIAM  T.,  CORDOVA,  ALASKA 
BAGUIDEN,  PABLO  D,  MANILA,  PHILIPPINES 
BAGWELL,  JAMES  L,  WINNEMUCCA,  NEVADA 
BAHAROM,  MOHD.  ALI,  KUALA  LUMPUR,  MALAYSIA 
BAHL,  RONALD  J.,  LEXINGTON,  MISSOURI 
BAHORSKI,  JOHN  E,  WARREN,  MICHIGAN 

BAHRNS,  STEVEN  DOUGLAS,  WASHINGTON,  DISTRICT  OF  COLUMBI 
BAILESS,  GLEN  ALBERT,  SALT  LAKE  CITY,  UTAH 
BAILEY,  ALVIN  J,  JR,  HAMILTON,  MONTANA 
BAILEY,  ARLIE  MELVIN,  BIRMINGHAM,  ALABAMA 
BAILEY,  BEN  DUANE,  JR,  MONROE,  NORTH  CAROLINA 
BAILEY,  BRUCE  H,  JR,  MONTGOMERYVILLE,  PENNSYLVANIA 
BAILEY,  CHANDLER  CHARLES,  SPOKANE,  WASHINGTON 
BAILEY,  CHARLES  EDWARD,  ALEXANDRIA,  VIRGINIA 
DALE  EDWARD,  CREVE  COEUR,  MISSOURI 
DAVID  CHARLES,  SR,  AKRON,  OHIO 
DENNIS  MARK,  ST  GEORGE,  UTAH 
GERALD  M,  TALLAHASSEE,  FLORIDA 
BAILEY,  HAROLD  E,  AUGUSTA,  GEORGIA 
BAILEY,  HERMAN  T.,  RALEIGH,  NORTH  CAROLINA 
HILLMAN  LEONARD,  ELBA,  ALABAMA 
JAMES  FREDERICK,  DECATUR,  GEORGIA 
JOHN  A.,  ELMIRA,  NEW  YORK 
JOHN  E.,  TIBURON,  CALIFORNIA 
LARRY  LESLIE,  DENVER,  COLORADO 
LISTON  WELLINGTON,  ST  THOMAS,  U.S.  VIRGIN  ISLAN 
MADISON  A,  JR,  PORTSMOUTH,  RHODE  ISLAND 
PETER  LEE,  SYRACUSE,  NEW  YORK 
RAY  LOYED,  ALAMOGORDO,  NEW  MEXICO 
RICHARD  BRUCE,  NASHUA,  NEW  HAMPSHIRE 
ROBERT  GUILLEMET,  J,  GULFPORT,  MISSISSIPPI 
ROLAND  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BAILEY,  RONALD  EDWARD,  GAINESVILLE,  GEORGIA 
BAILEY,  RONALD  W,  PARKLAND,  FLORIDA 
BAILEY,  TONY  M. ,  VENTURA,  CALIFORNIA 
BAILEY,  WILLIAM  COMPTON,  JR,  SAN  ANTONIO,  TEXAS 
BAILIFF,  GARY  M,  GREEN  RIVER,  WYOMING 
BAILOR,  EDWARD  LOUIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BAIMA,  DONALD  EDWARD,  BOSTON,  MASSACHUSETTS 
BAIN,  GARY  ALLEN,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
BAIN,  RONALD  GRANT,  BRAMPTON,  CANADA 
BAIN,  WILBUR  C. ,  JR.,  SPARTANBURG,  SOUTH  CAROLINA 
BAIR,  DANIEL  ALLEN,  HARRISBURG,  PENNSYLVANIA 
BAIR,  MICHAEL  ARTHUR,  SAN  JUAN  CAPISTRANO,  CALIFORNIA 
BAIRD,  BOBBY  D,  NASHVILLE,  TENNESSEE 
BAIRD,  GORDON  CARLTON,  CHARLOTTESVILLE,  VIRGINIA 
BAIRD,  JAMES  ALTON,  LINCOLN,  NEBRASKA 
JAMES  MICHAEL,  PASADENA,  TEXAS 
LYNN  E,  SPRINGFIELD,  ILLINOIS 
PATRICK  CHARLES,  POPLAR  BLUFF,  MISSOURI 
ROBERT  L.,  ELGIN,  ILLINOIS 
STEPHEN  EDWARD,  HOUSTON,  TEXAS 
DAVID  THOMAS,  CLARKSVILLE,  TENNESSEE 
BAJOREK,  ROBERT  VICTOR,  FRANKLIN,  PENNSYLVANIA 
BAKAS,  NICHOLAS  STEVEN,  ALBUQUERQUE,  NEW  MEXICO 
BAKE,  GARY  FRANKLIN,  FREEPORT,  TEXAS 
BAKER,  AARON  LEE,  PITTSBURG,  CALIFORNIA 
ALAN  DONALD,  RACINE,  WISCONSIN 
ANDRE,  LONDON,  ENGLAND 
ARTHUR  WADSWORTH,  JR,  PEORIA,  ARIZONA 
AUBREY  ALAN,  MIAMISBURG,  OHIO 
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BAKER,  BRUCE  G.  -  BARKER,  STEVEN  EDHARD 
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BRUCE  G.,  RIVER  EDGE,  NEH  JERSEY 

BRUCE  RAY,  NEH  CASTLE,  INDIANA 

CAROLD  GENE,  INDIANAPOLIS,  INDIANA 

CHARLES  DENNIS,  LOUISVILLE,  KENTUCKY 

CHARLES  FRANKLIN,  SALEM,  OREGON 

CHARLES  H.,  SEBASTOPOL,  CALIFORNIA 

CHARLES  ROBERT,  SANTA  BARBARA,  CALIFORNIA 

DAVID  HARDING,  ALBANY,  NEW  YORK 

DAVID  HARRELL,  MURFREESBORO,  ARKANSAS 

DAVID  PAUL,  ALEXANDRIA,  VIRGINIA 

DENNIS  JOHN,  KINGFISHER,  OKLAHOMA 

DENNIS  HALTER,  GRAND  BLANC,  MICHIGAN 

DONALD  CHARLES,  BEL  AIR,  MARYLAND 

DONALD  G.,  YOUNGSTOHN,  OHIO 

DOUGLAS  DEAN,  AURORA,  COLORADO 

DOUGLAS  ROBERT,  STAMFORO,  CONNECTICUT 

EARL  CLEVELAND,  SR.,  BIRMINGHAM,  ALABAMA 

FELIX  T,  SPRINGFIELD,  OREGON 

GARY  F,  BAKERSFIELD,  CALIFORNIA 

GARY  LEE,  SALISBURY,  MARYLAND 

HERBERT  GEORGE,  JR,  LAHRENCE,  MASSACHUSETTS 

JAMES  E,  AUSTIN,  TEXAS 

JAMES  LELAND,  TUSCALOOSA,  ALABAMA 

JAMES  LUCIAN,  DECATUR,  GEORGIA 

JAMES  HILLIAM,  SHAFTSBURY,  VERMONT 

JEFFREY  HARREN,  CAMP  LEJEUNE,  NORTH  CAROLINA 

JERRY  BOB,  STOCKTON,  CALIFORNIA 

JERRY  D.,  SUNNYVALE,  CALIFORNIA 

JERRY  HESTLEY,  ALBION,  MICHIGAN 

JR,  NORTH  LITTLE  ROCK,  ARKANSAS 
FRANKFORT,  KENTUCKY 
JUAN  MORENO,  FORT  MEADE,  MARYLAND 
KENNETH  L,  HASHINGTON,  PENNSYLVANIA 
LEE  H.,  FRESNO,  CALIFORNIA 
LEROY  J.,  NORTH  HILDHOOD,  NEH  JERSEY 
MICHAEL  CLARK,  RIO  RANCHO,  NEH  MEXICO 
MICHAEL  DEAN,  HARRENTON,  MISSOURI 
OTIS  E.,  INDIANAPOLIS,  INDIANA 
RAYMOND  K,  CEDAR  RAPIDS,  IOHA 
RICHARD  TODD,  FARMINGTON,  MISSOURI 
RICK  LEE,  FRANKLIN,  PENNSYLVANIA 
ROBERT  VERNON,  FORT  MC  CLELLAN,  ALABAMA 
ROGER  ALAN,  ANAHEIM,  CALIFORNIA 
ROY,  DECATUR,  GEORGIA 
RUSSELL  E,  ODESSA,  TEXAS 
STEVE  J,  BLOOMINGTON,  INDIANA 
STEVEN  MICHAEL,  PROVO,  UTAH 
TERRY  THOMAS,  LONGHOOD,  FLORIDA 
TIMOTHY  DEREK,  ALEXANDER  CITY,  ALABAMA 
TIMOTHY  J,  LANSING,  MICHIGAN 
TYRONE  HAYNE,  DALLAS,  TEXAS 
HILLIAM  ARNOLD,  LOS  ANGELES,  CALIFORNIA 
HILLIAM  DAVID,  SUTTON,  MASSACHUSETTS 
HILLIAM  N,  SALMON,  IDAHO 
HILLIAM  ROBERT,  BELLEVUE,  HASHINGTON 
DENNIS  AUSTIN,  RENO,  NEVADA 
BALANCIO,  CRISOSTOMO  F,  MANILA,  PHILIPPINES 
BALBIRER,  RALPH,  MONTICELLO,  NEH  YORK 
BALCRIUS,  HICHAEL  VINCENT,  SCRANTON,  PENNSYLVANIA 
BALD,  HILLIAM,  EDINBURGH,  SCOTLAND 
BALDASSARRI,  JOYCE  ANN,  STATEN  ISLAND,  NEH  YORK 
BALDI,  LOUIS  P,  MOUNT  SHASTA,  CALIFORNIA 
BALDINO,  ALFRED  ACHILLES,  JR,  NEH  YORK,  NEH  YORK 
BALDONI,  LYNN  MARY,  MIDDLETOHN,  CONNECTICUT 
BALDOVSKY,  JAMES  MARK,  KULPSVILLE,  PENNSYLVANIA 
CHARLES  JOSEPH,  NEH  BERLIN,  WISCONSIN 
KENNETH  RAY,  CENTRALIA,  ILLINOIS 
ROY  R,  AUSTIN,  TEXAS 
HILLIAM  H.,  JR.,  ASPEN,  COLORADO 
CARL  0.,  GAMBOA,  CANAL  ZONE 
DENNIS  MARK,  KILLEEN,  TEXAS 
DENNIS  RAY,  OVERLAND  PARK,  KANSAS 
HAYDEN  BENNETT,  CHICAGO,  ILLINOIS 
JACKIE  HAROLD,  PIGEON  FORGE,  TENNESSEE 
JERRY  A.,  CROHN  POINT,  INDIANA 
JOHN  P.,  LEHISTON,  IDAHO 
JOSEPH,  JR.,  MARION,  SOUTH  CAROLINA 
LARRY  DAVID,  OKLAHOMA  CITY,  OKLAHOMA 
ROBERT  D.,  CLEVELAND,  MISSISSIPPI 
ROBERT  L,  MASON,  MICHIGAN 
THOMAS  T.,  ENGLEHOOD,  NEH  JERSEY 
TOMMY  LEONARD,  LANGLEY  AFB,  VIRGINIA 
HILLIAM  BERNARD,  J,  LADUE,  MISSOURI 
BALE,  JAMES  HILLIAM,  ST.  JOSEPH,  MICHIGAN 
BALES,  HOHARD  E.,  MEADVILLE,  PENNSYLVANIA 
BALES,  HILLIAM  D. ,  FORT  LAUDERDALE,  FLORIDA 
BALFANZ,  TERRY  CHARLES,  MINNETONKA,  MINNESOTA 
BALKUN,  ANTHONY  STANLEY,  PROVIDENCE,  RHODE  ISLAND 
BALL,  DANIEL  LEE,  SR,  FRANKFORT,  KENTUCKY 

DOUGLAS  MELVIN,  JR,  HINTER  PARK,  FLORIDA 
FRANK  RUSSELL,  BRAINERD,  MINNESOTA 
GARY  DHIGHT,  FAIRFAX,  VIRGINIA 
KENNETH  A,  TALLAHASSEE,  FLORIDA 
KENNETH  A.,  FRANKFORT,  KENTUCKY 
LARRY  DEHAYNE,  LINCOLN,  NEBRASKA 
MICHAEL  JOHN,  MINNEAPOLIS,  MINNESOTA 
BALLANTINE,  DENNIS  L,  AMES,  IOHA 
BALLANTINE,  DONALD  ALLAN,  ROLLING  MEADOHS,  ILLINOIS 
BALLANTYNE,  RONALD  V.,  RIVERTON,  UTAH 
BALLARD,  GORDON  G. ,  SAN  JOSE,  CALIFORNIA 
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BALLARD,  MICHAEL  E.,  MONTREAL,  CANADA 

BALLARTA,  ERHIN  MANGONA,  AUSTIN,  TEXAS 

BALLENTINE,  KRIM  MENELIK,  ST  THOMAS,  U.S.  VIRGIN  ISLAND 

BALLENTYNE,  DELMAS  RAY,  MESA,  ARIZONA 

BALLONI,  JOHN  MARINO,  JR,  BALDHINSVILLE,  NEH  YORK 

BALLTRIP,  ROY  K.,  LEADVILLE,  COLORADO 

BALMAT,  JOHN  R. ,  BRATENAHL,  OHIO 

BALOG,  STEPHEN  ROBERT,  BOARDMAN,  OHIO 

BALTEZOR,  VIRGIL,  EAST  ST.  LOUIS,  ILLINOIS 

BALTRUSCH,  LYLE  M,  DOVER,  DELAHARE 

BALTZLEY,  EDWIN  WAYNE,  SR,  GRAND  FORKS  AFB,  NORTH  DAKOT 

BALZANO,  HILLIAM  CHARLES,  CARMEL,  NEH  YORK 

BALZER,  ANDREH  J.,  JR.,  DUNKIRK,  NEH  YORK 

BAMBANG  RIATMODJO,  ALEXIUS,  JAKARTA,  INDONESIA 

BAMBAUER,  ROBERT  R,  MONTEREY,  CALIFORNIA 

BAMIATZIS,  ANTONIOS,  THESSALONIKI ,  GREECE 

BAMRICK,  LARRY  FRANCIS,  SAN  BERNARDINO,  CALIFORNIA 

BANACH,  JOSEPH  J.,  MARINETTE,  HISCONSIN 

BANALES,  JOSE  LUIS,  SAN  ANTONIO,  TEXAS 

BANAS,  JOHN  PAUL,  ST.  CHARLES,  MISSOURI 

BANCROFT,  FREDERICK  BARRY,  NORTHUMBRIA,  ENGLAND 

BANDICS,  GEORGE  R,  NEH  BRUNSHICK,  NEH  JERSEY 

BANDO,  YOSHIKAZU,  TOKYO,  JAPAN 

BANDY,  DAVID  WESLEY,  GLENDALE,  ARIZONA 

BANDY,  DENCIL  LORRAINE,  STANFORD,  CALIFORNIA 

BANFIELD,  ROGER  CRAIG,  HORSEHEADS,  NEH  YORK 

BANKOWSKI,  PAUL  FRANCIS,  BOSTON,  MASSACHUSETTS 

BANKS,  DONALD  K. ,  BURNSVILLE,  NORTH  CAROLINA 

BANKS,  HENRY  CLAY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BANKS,  JESSE  LEE,  JR,  DETROIT,  MICHIGAN 

BANKS,  JOEL  DANIEL,  ITTA  BENA,  MISSISSIPPI 

BANKS,  PHILIP,  JR,  NEH  YORK,  NEH  YORK 

BANKS,  ROBERT  H. ,  CHICAGO,  ILLINOIS 

BANKSTON,  JAMES  MICHAEL,  BONHAM,  TEXAS 

BANNAN,  JOHN  HENRY,  JR,  WEST  HARTFORD,  CONNECTICUT 

BANNER,  HILLIAM  C,  CORPUS  CHRISTI,  TEXAS 

BANNING,  ELDON  D,  CHAMPAIGN,  ILLINOIS 

BANNISTER,  NORMAN  D,  ANDERSON,  SOUTH  CAROLINA 

BANNON,  RICHARD  JOSEPH,  LONDONDERRY,  NEH  HAMPSHIRE 

BANOCY,  ROBERT  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BANSCHBACH,  HELMUT,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 

BANTA,  HILLIAM  J,  MADISON,  WISCONSIN 

BAPTISTE,  HARRISON  JOSEPH,  BATON  ROUGE,  LOUISIANA 

BARAGIOLA,  SALVATORE  THOMAS,  ALBUQUERQUE,  NEW  MEXICO 

BARAJAS  BLANCO,  FELIX  ENRIQUE,  BOGOTA,  COLOMBIA 

BARAKS,  DENNIS  FREDERICK,  MILAN,  ILLINOIS 

BARAN,  JEANETTE  FRANCES,  CHICAGO,  ILLINOIS 

BARANOSKI,  JOSEPH  F.,  EDGEWATER  PARK,  NEW  JERSEY 

BARANYK,  HALTER  ALAN,  FAIRFAX,  VIRGINIA 

BARBA,  0  JESS,  SUNNYVALE,  CALIFORNIA 

BARBARICK,  FRANK  L.,  WEST  LINN,  OREGON 

BARBEE,  ALAN  LEE,  FAIRFAX,  VIRGINIA 

BARBEE,  ERNEST  JAMES,  COLUMBIA,  MISSOURI 

BARBEE,  JAMES  FLOYD,  KANSAS  CITY,  MISSOURI 

BARBER,  CHARLES  D. ,  MOSS  POINT,  MISSISSIPPI 

BARBER,  JIMMY  WADE,  LEXINGTON,  NORTH  CAROLINA 

BARBER,  JOHN  C,  BOULDER,  COLORADO 

BARBER,  LESLIE  THOMAS,  MILWAUKEE,  WISCONSIN 

BARBER,  LOUIS  EUGENE,  WACO,  TEXAS 

BARBER,  MICHAEL  RICHARD,  KEY  WEST,  FLORIDA 

BARBER,  ROBERT  RONALD,  GARLAND,  TEXAS 

BARBER,  RUSSELL  W. ,  DULUTH,  MINNESOTA 

BARBER,  THOMAS  A.,  HARTFORD,  CONNECTICUT 

BARBERIS,  JOHN  PETER,  WARRENVILLE,  ILLINOIS 

BARBERREE,  LEHIS  GLEN,  SR,  CRESTVIEW,  FLORIDA 

BARBETTA,  FRANK  J,  TORONTO,  CANADA 

BARBIER,  KEITH  PAUL,  HOUSTON,  TEXAS 

BARBOUR,  JAMES  ROBERT,  OAKLAND,  CALIFORNIA 

BARCK,  FREDRIC  A,  VERMILION,  OHIO 

BARCLAY,  DONALD  NEIL,  JR,  BROOKLYN,  NEW  YORK 

BARCLAY,  JAMES  ROBERT,  REDFORD,  MICHIGAN 

BARCLAY,  KEITH  GERARD,  TRENTON,  NEW  JERSEY 

BARCLIFF,  CLIFFORD  W,  PHILADELPHIA,  PENNSYLVANIA 

BARCROFT,  JAMES  M,  CAPE  CHARLES,  VIRGINIA 

BARDEEN,  CHARLES  STEVEN,  CANANDAIGUA,  NEW  YORK 

BARDEZBAIN,  DANIEL  EVAN,  WICHITA,  KANSAS 

BARE,  MICHAEL  DEAN,  INDIANAPOLIS,  INDIANA 

BARE,  HOODROH  ALAN,  EL  PASO,  TEXAS 

BARED,  ALFREDO,  MIAMI,  FLORIDA 

BARENTINE,  H  GENE,  NORTH  LITTLE  ROCK,  ARKANSAS 

BARESWILT,  DANIEL  ROBERT,  CINCINNATI,  OHIO 

BARGAMENTO,  RAUL  LOY,  QUEZON  CITY,  PHILIPPINES 

BARGE,  TONY,  OAK  HARBOR,  WASHINGTON 

BARGIONI,  SANDRA  CLAIRE,  SAN  FRANCISCO,  CALIFORNIA 

BARHAM,  HARVEY  GLENN,  WICHITA  FALLS,  TEXAS 

BARKDULL,  DAVID  GRANT,  EL  SEGUNDO,  CALIFORNIA 

BARKDULL,  LEE  E,  MCCOMB,  MISSISSIPPI 

BARKER,  ARTHUR  CARROLL,  CLINTON,  SOUTH  CAROLINA 

BARKER,  BETH  ALISON,  KIRTLAND  AFB,  NEW  MEXICO 

BARKER,  BRADLEY  L,  BEMIDJI,  MINNESOTA 

BARKER,  CLYDE,  HEST  MEMPHIS,  ARKANSAS 

BARKER,  E.  DOYLE,  MEQUON,  HISCONSIN 

BARKER,  FRANK  A.,  LAS  VEGAS,  NEVADA 

BARKER,  HAROLD  N,  PLACERVILLE,  CALIFORNIA 

BARKER,  HUBERT  T.,  CONHAY,  SOUTH  CAROLINA 

BARKER,  JERRY  LEE,  INDIANAPOLIS,  INDIANA 

BARKER,  KENNETH  LARONE,  HONOLULU,  HAWAII 

BARKER,  MARK  DAVID,  HOLLY  HILL,  FLORIDA 

BARKER,  ROBERT  M,  LOS  ANGELES,  CALIFORNIA 

BARKER,  STEVEN  EDWARD,  BREWER,  MAINE 


BARKLEY,  DURHARD  H.  -  BATES,  EDHARD  B 

36  *  BARKLEY,  DURHARD  H. ,  PORTSMOUTH,  VIRGINIA 
60  tt   BARKLEY,  GIVENS  H. ,  HOBBS,  NEW  MEXICO 
67  tt   BARKLEY,  JAMES  H. ,  JUNEAU,  ALASKA 
76  tt   BARKSDALE,  EUGENE  L,  MEMPHIS,  TENNESSEE 

BARLAU,  MARK  CALVIN,  NORTHFIELD,  MINNESOTA 
BARLEY,  ELDON  HARD,  COLORADO  SPRINGS,  COLORADO 
BARLEY,  FLOYD  ALLEN,  HINCHESTER,  VIRGINIA 
BARLOH,  DONALD  H. ,  PLAINVIEH,  TEXAS 
tt   BARLOH,  FREDERICK  DURL,  PENSACOLA,  FLORIDA 
BARLOH,  JAMES,  CARMEL,  INDIANA 
BARLOH,  JEFFERY  LEN,  CLAREMORE,  OKLAHOMA 
tt   BARLOH,  LEHIS  H.  ,  FOUNTAIN  VALLEY,  CALIFORNIA 
tt   BARLOH,  HILLIAM  0.,  GOLDEN,  COLORADO 

BARNA,  THOMAS  ROBERT,  YORKVILLE,  ILLINOIS 


166 

38 
117 

94 
131 
191 
185 
116 

10 
164 
179 

35 
137 
184 
155 
128 

91 
119 

71 
185 
146 
117 
166 
180 

29 
124 


BARNES, 
BARNES, 
BARNES, 
BARNES, 
BARNES, 


BARNES, 
BARNES, 
107  tt   BARNES, 

37  tt  BARNES, 
109 
181 
152 
125 
163 
107 
186 

67 

47 
121 
190 
140 


BARNES, 
BARNES, 
BARNES, 
BARNES, 


BARNARD,  BARRY  MORRIS,  PRINCE  HILLIAM,  VIRGINIA 
BARNARD,  CHARLES  MATHEH,  SUPERIOR,  HISCONSIN 
BARNARD,  DAYMON  ORVAL,  ASHLAND,  OREGON 
BARNER,  GARY  JOSEPH,  NOVATO,  CALIFORNIA 
BARNER,  JOSEPH  KENNETH,  BETHLEHEM,  PENNSYLVANIA 
BARNES,  ANDRIAN  DELAND,  HASHINGTON,  DISTRICT  OF  COLUMBI 
BARNES,  BLAINE  A,  SALT  LAKE  CITY,  UTAH 

CHARLES  RICHARD,  THOMASTON,  GEORGIA 
CLARENCE  ALBERT,  LEXINGTON,  SOUTH  CAROLINA 
DAVID  BRUCE,  ASHEVILLE,  NORTH  CAROLINA 
DAVID  PERRY,  ITHACA,  NEW  YORK 
,  FRANK  HARREN,  OLATHE,  KANSAS 
BARNES,  GERALD  DEAN,  LOS  ANGELES,  CALIFORNIA 
BARNES,  GERALD  SYLVESTER,  HASHINGTON,  DISTRICT  OF  COLUM 
HERBERT,  HILMINGTON,  DELAHARE 

JAMES  FRANKLIN,  HASHINGTON,  DISTRICT  OF  COLUMBI 
JOHN  ALLEN,  BALTIMORE,  MARYLAND 
,  JOHN  F.,  OMAHA,  NEBRASKA 
BARNES,  JOSEPH  K,  SACRAMENTO,  CALIFORNIA 
BARNES,  KENNETH  HARNER,  YERINGTON,  NEVADA 
BARNES,  LARRY  EMMETT,  BATH,  NEH  YORK 
BARNES,  LOUIS  RICHARD,  DYER,  INDIANA 
BARNES,  MICHAEL  CLYDE,  PIKESVILLE,  MARYLAND 
BARNES,  MITCHELL  F.,  CHARLOTTE,  NORTH  CAROLINA 
BARNES,  ORLANDO  DAVID,  CLINTON,  MARYLAND 
BARNES,  PHILIP  G,  AKRON,  OHIO 

SIDNEY  B.,  JR.,  SAVANNAH,  GEORGIA 
SIDNEY  LEIGH,  PIKETON,  OHIO 
STEPHEN  THOMAS,  GULFPORT,  MISSISSIPPI 
,  THOMAS  LYLE,  VENTURA,  CALIFORNIA 
95  #  BARNES,  HARREN  B.,  JR,  HILLSBORO,  OREGON 
112  tt   BARNES,  HILLIAM  C,  FLORENCE,  SOUTH  CAROLINA 
127   BARNES,  HILLIAM  HERBERT,  VIRGINIA  BEACH,  VIRGINIA 
92   BARNETT,  ALEXANDER,  JR.,  NEWINGTON,  CONNECTICUT 
59  tt   BARNETT,  BILL  JAMES,  TALLAHASSEE,  FLORIDA 
169   BARNETT,  CHARLES  ALLEN,  CAPE  MAY  COURT  HOUSE,  NEH  JERSE 
BARNETT,  CHARLES  EARL,  GREENVILLE,  SOUTH  CAROLINA 
BARNETT,  CHARLES  G,  HATERLOO,  ILLINOIS 
BARNETT,  FRANCIS  L,  SACRAMENTO,  CALIFORNIA 
BARNETT,  GARY  GENE,  SAN  ANTONIO,  TEXAS 
BARNETT,  GUY  J,  LAFAYETTE,  LOUISIANA 
BARNETT,  JAMES  W,  JR,  GARLAND,  TEXAS 
BARNETT,  JOHN  D.,  SR,  ROME,  GEORGIA 
BARNETT,  MICHAEL  DAVID,  ATLANTA,  GEORGIA 
BARNETT,  MICHAEL  R,  BATON  ROUGE,  LOUISIANA 
BARNETT,  RAYMOND  H. ,  NAPLES,  FLORIDA 
BARNETT,  ROBERT  ANDREH,  PECOS,  TEXAS 
BARNETT,  ROGER  STEVENSON,  HARREN,  MICHIGAN 
BARNETT,  VERNON  C,  OHENSBORO,  KENTUCKY 
BARNETT,  WILLIAM  F,  SPRINGFIELD,  ILLINOIS 
BARNETTE,  ALAN  M,  PARKERSBURG,  WEST  VIRGINIA 
BARNEY,  PAUL  KEITH,  TOKYO,  ARMED  FORCES  PACIFIC 
BARNHART,  GERALD  D,  DICKINSON,  NORTH  DAKOTA 
BARNHART,  RICHARD  RANDALL,  WEST  CARROLLTON,  OHIO 
BARNHILL,  ROBERT  A,  PORTLAND,  OREGON 
BARNICK,  JOHN  HARNER,  LOS  ANGELES,  CALIFORNIA 
BARNOLD,  JOHN  C,  JR.,  BALTIMORE,  MARYLAND 
BARNUM,  JAMES  LYNN,  FRANKLINVILLE,  NEW  JERSEY 
BARNWELL,  JAMES,  SAVANNAH,  GEORGIA 
BARO  CASANOVAS,  BERNAT,  BARCELONA,  SPAIN 
BAROLDY,  FRANK  RICHARD,  GLOBE,  ARIZONA 
BARR,  GARY,  MILLERSVILLE,  MARYLAND 
BARR,  HAROLD  KING,  TRAVERSE  CITY,  MICHIGAN 
BARR,  JOSEPH  WILLIAM,  JR,  WASHINGTON,  PENNSYLVANIA 
BARR,  TED  T.,  HUNTINGTON,  WEST  VIRGINIA 
BARRA,  MICHAEL  IGNAZIO,  HAUPPAUGE,  NEW  YORK 
BARRAGAN  CODINA,  MANUEL  R,  MONTERREY,  MEXICO 
BARREN,  JAMES  RONALD,  DETROIT,  MICHIGAN 
BARRENTWE,  LOYD  A.,  MOORESTOWN,  NEW  JERSEY 
BARRETO,  NELSON  SOTO,  CHICAGO,  ILLINOIS 
BARRETO,  RICHARD  RANDOLPH,  MIAMI  BEACH,  FLORIDA 
BARRETT,  BOBBY  GENE,  LA  MESA,  CALIFORNIA 
BARRETT,  CHRISTOPHER  PATRICK,  WILTON,  CONNECTICUT 
BARRETT,  FORBES  (SA,  FBI),  SANTA  MARIA,  CALIFORNIA 
BARRETT,  G  KEVIN,  SYRACUSE,  NEW  YORK 
BARRETT,  GEORGE  MARTIN,  LOUISVILLE,  KENTUCKY 
BARRETT,  MARTIN  MICHAEL,  CHICAGO,  ILLINOIS 
127  it   BARRETT,  MICHAEL  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLU 
90  tt   BARRETT,  PATRICK  H.  ,  BUFFALO,  NEW  YORK 
134   BARRETT,  THOMAS  ALLAN,  KIRTLAND  AFB,  NEW  MEXICO 
BARRETT,  WALLACE  C,  MAHOPAC,  NEW  YORK 
BARRETT,  WILLIAM  CHARLES,  WILKES-BARRE,  PENNSYLVANIA 
BARRETT,  WILLIAM  GERARD,  ALFRED,  NEW  YORK 
BARRETTO,  JOHN  M. ,  BILLERICA,  MASSACHUSETTS 
BARRIER,  ALLEN  L.,  MORGANTON,  NORTH  CAROLINA 
BARRINGER,  GARY  EDWARD,  TITUSVILLE,  FLORIDA 
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194 
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140 
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175 
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24 
191 
118 
116 
100 
118 


111 
194 
109  tl 

63 
117 
185 
167 
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164 
185 
150 
150 
103 
182 
173 

80  tt 
186 
137 
166 
193 
181 
150 

99  tt 
176 
124 
191 
132 
188 
136 
114  tt 
101 

93  tt 
60  tt 

120  tt 

129 

172 

173 

191 

186 
30  tt 
53  # 
30  * 

115 

124 

182 

162 
80  tt 

140 

155 

160 

187 

178 

144 

104  tt 

102  tt 

128 
41  tt 

191 

165 

94  tt 
77 
64  tt 

162 

91 
101  * 
188 
183 

93  tt 
119 
181 
127 
144 

96 
174 
132 

98  # 
192 
129 

61 
144 
161 
120 
189 

26  tt 

77  tt 
169 

99 

95 

84 


BARRINGER,  RICHARD  T.,  WILTON,  CONNECTICUT 
BARRIOS,  SERGIO  FABIAN,  BUENOS  AIRES,  ARGENTINA 
BARRON,  GEORGE  J.,  HARRISBURG,  PENNSYLVANIA 
BARRON,  GEORGE  WINSTON,  BESSEMER,  ALABAMA 
BARRON,  JAMES  JOHNSTON,  DALY  CITY,  CALIFORNIA 
BARRON,  PETER  JOHN,  BRISBANE,  AUSTRALIA 
BARRON,  RAMON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BARRON,  THOMAS  HENRY,  PHILADELPHIA,  PENNSYLVANIA 
BARRON,  WILLIAM  DOUGLAS,  CUT  BANK,  MONTANA 
BARROS,  ADRIANA  RAMOS  DE  A,  BRASILIA,  BRAZIL 
BARROW,  JOHN  ADELBERT,  III,  ROSEVILLE,  CALIFORNIA 
BARROW,  KATHLEEN  YVONNE,  SAN  JOSE,  CALIFORNIA 
BARROW,  MARVIN  F,  GRIFFIN,  GEORGIA 
BARROW,  WINFRED,  FORT  MEADE,  MARYLAND 
BARROWS,  DAVID  R,  GENEVA,  ILLINOIS 
BARRY,  CHARLES  V.,  BOSTON,  MASSACHUSETTS 
BARRY,  DANIEL  PATRICK,  LAS  VEGAS,  NEVADA 
BARRY,  DENNIS  ROBERT,  MINEOLA,  NEW  YORK 
BARRY,  JOHN  KEVIN,  OKLAHOMA  CITY,  OKLAHOMA 
BARRY,  KEVIN  WILLIAM,  MANLIUS,  NEW  YORK 
BARRY,  MICHAEL  THOMAS,  SANTA  FE,  TEXAS 
BARRY,  PATRICK  THOMAS,  BRONX,  NEW  YORK 
BARRY,  RICHARD  P,  YAPHANK,  NEW  YORK 
BARRY,  TIMOTHY  FRANCIS,  MERIDEN,  CONNECTICUT 
BARSALOU,  BRETT  SHELDON,  SALMON,  IDAHO 
BARSI,  BRUCE  ALLEN,  MILLBRAE,  CALIFORNIA 
BARSNESS,  MICHAEL  STEVEN,  MOUNT  VERNON,  WASHINGTON 
BART,  ROBERT  RICKY,  EVERETT,  WASHINGTON 
BART,  TERRY  MARVIN,  JACKSON,  WYOMING 
BARTECK,  ANDREW  J,  JR,  DANVILLE,  ILLINOIS 
BARTEK,  STEPHEN  A.,  WILTON,  CONNECTICUT 
BARTEK,  WALLACE  J,  TEMPLE,  TEXAS 
BARTELS,  ALVIN  E.,  MILES  CITY,  MONTANA 
BARTGIS,  EDITH  ELAINE,  OKLAHOMA  CITY,  OKLAHOMA 
BARTH,  BENNY  CECIL,  FALLS  CHURCH,  VIRGINIA 
BARTHELEMY,  MARK  DAVID,  DECATUR,  ILLINOIS 
BARTHELMES,  JOHN  J,  CONCORD,  NEH  HAMPSHIRE 
BARTHOLOMAE,  JAMES  FREDRICK,  CHALMETTE,  LOUISIANA 
BARTHULY,  JOHN  ANTHONY,  FOND  DU  LAC,  HISCONSIN 
BARTKOWIAK,  ALFRED  F.,  TOLEDO,  OHIO 
BARTLESON,  EDWARD  H. ,  BELLINGHAM,  WASHINGTON 
BARTLESON,  JOHN  D. ,  FORT  MYERS,  FLORIDA 
BARTLETT,  DAVID  D,  JACKSON,  MISSISSIPPI 
BARTLETT,  FRANK  LEON,  JR,  CROWLEY,  TEXAS 
BARTLETT,  JOSEPH  ALAN,  GREENVILLE,  NORTH  CAROLINA 
BARTLETT,  ROYCE  BALDWIN,  WESTPORT,  CONNECTICUT 
BARTLEY,  CARROL  G,  LUBBOCK,  TEXAS 
BARTLEY,  WILLIAM  THOMAS,  CLEVELAND,  OHIO 
BARTO,  ANDREH  JOSEPH,  ROMEOVILLE,  ILLINOIS 
BARTOLO,  MARIO,  FLORIANA,  MALTA 
BARTON,  DALE  ROBERT,  SPENCERPORT,  NEH  YORK 
BARTON,  DAVID  MICHAEL,  KANSAS  CITY,  MISSOURI 
BARTON,  DURHOOD  JOSEPH,  COLUMBIA,  SOUTH  CAROLINA 
BARTON,  GEORGE  W,  JR,  SPRINGHILL,  KANSAS 
BARTON,  JAMES  G,  BEAUMONT,  TEXAS 
BARTON,  JOHN  CARROLL,  FRANKFORT,  KENTUCKY 
BARTON,  JOHN  JOSEPH,  INDIANAPOLIS,  INDIANA 
BARTON,  ROBERT  EDWARD,  WEST  CHESTER,  PENNSYLVANIA 
BARTOSH,  DOUGLAS  LEE,  SCOTTSDALE,  ARIZONA 
BARTOSZEK,  PETER  C,  NEW  YORK,  NEW  YORK 
BARTOW,  HARRY  W,  WEST  PALM  BEACH,  FLORIDA 
BARTREAU,  WILLIAM  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BARTUS,  JAMES  ANDREW,  RIVERVIEW,  MICHIGAN 
BARZAR,  LOUIS  W. ,  TACOMA,  WASHINGTON 
BASCHNAGEL,  WALTER  T,  KINGSTON,  NEW  YORK 
BASCOM,  ELIZABETH  ANN,  GLENWOOD  SPRINGS,  COLORADO 
BASCUE,  KEVIN  CURTIS,  GARDEN  CITY,  KANSAS 
BASH,  ROBERT  H. ,  SANTA  CLARA,  CALIFORNIA 
BASHAW,  PAUL  ALOYSIUS,  SAN  BERNARDINO,  CALIFORNIA 
BASHFORD,  LINDON  LYLE,  CHEYENNE,  WYOMING 
BASHLOR,  RALPH  MORRIS,  JR,  SAVANNAH,  GEORGIA 
BASINGER,  THOMAS  CLIFFORD,  BOULDER  CITY,  NEVADA 
BASISTA,  DONALD  D. ,  EAST  GARY,  INDIANA 
BASKIN,  WILLIAM  BOYD,  SPRINGDALE,  ARKANSAS 
BASLER,  GEORGE  FRANKLIN,  KIRKWOOD,  MISSOURI 
BASON,  JOSEPH  E,  GAINESVILLE,  FLORIDA 
BASOV,  VLADIMIR  GEORGIEVITCH,  MOSCOW,  RUSSIA 
BASS,  CLAUDE  ASHLEY,  JR,  RICHMOND,  VIRGINIA 
BASS,  GERALD  H. ,  PANAMA  CITY,  FLORIDA 
BASS,  JOHNNY  CALVIN,  LAFAYETTE,  GEORGIA 
BASS,  MICHAEL  DANA,  BALTIMORE,  MARYLAND 
BASS,  ROGER  FLOYD,  REDONDO  BEACH,  CALIFORNIA 
BASSETT,  CHARLES  WILLIAM,  PEKIN,  ILLINOIS 
BASSETT,  FRED  J.,  LIVINGSTON,  MONTANA 
BASSETT,  GEORGE  W. ,  GREENWICH,  CONNECTICUT 
BASTAK,  CHARLES  ANTHONY,  BRONSON,  FLORIDA 
BASTIAN,  ARTHUR  G,  CLAREMONT,  NEW  HAMPSHIRE 
BASTIAN,  DAVID  H,  CONCORD,  NEH  HAMPSHIRE 
BASTIAN,  LLOYD  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
52  tt   BASTING,  ALVIN  J.,  HAUHATOSA,  HISCONSIN 
122  tt   BASTION,  ROGER  DEAN,  STILLHATER,  OKLAHOMA 
BATEMAN,  DANIEL  LONG,  LOUISA,  VIRGINIA 
BATEMAN,  DAVID  R,  PROVO,  UTAH 
#  BATEMAN,  DOYLE  0.,  WAYNESBORO,  VIRGINIA 
tt   BATEMAN,  EDWARD  H. ,  DOYLESTOWN,  PENNSYLVANIA 
BATEMAN,  LARRY  BRUCE,  FRANKLIN,  TENNESSEE 
BATEMAN,  ROBERT  GALE,  SR,  GREENSBORO,  NORTH  CAROLINA 
BATES,  ANTHONY  DAVID,  WISE,  VIRGINIA 
tt   BATES,  ARTHUR  J,  DARIEN,  CONNECTICUT 
tt   BATES,  EDWARD  B,  MADERA,  CALIFORNIA 
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110 

71 

52 

190 

164 

163 

98 

96 


BATES,  FRANCIS  N  -  BEERS,  FRANK  S. 


108  » 
95 

124  tt 

99 

158  0 

140  n 

177 

30  # 
140 
107 
177 

99 
179 
176 
168 
174 
161 

54  n 
119  « 

106  n 

9  tt 
21  tt 

160 

167 

176 

135 

155  n 
81  tt 

195 
116  # 

88  tt 
191 
189 
110 
144 
131 
192 
159 
178 
116 
162 

91  tt 
175 
122  tt 
174 
127 
188 
115 
149 
189 
153 
174 

99 
118  tt 

52  tt 
157 
190 

95 
111 

91  # 
182 
179 
106  * 
115 
160  tt 
138 
159 
174 
181 
189 
170 
101  tt 
154 
170 
154 

104  tt 
150 

89 
100  tt 
116 
108  tt 
134  • 
143 
115 

69  * 
184 
164 
153 
182 
166  tt 

97 

72  tt 
186 
103 

91 
121 

105  tt 
159 
186 
149  tt 


BATES,  FRANCIS  N,  HANCOCK,  MICHIGAN 

BATES,  GARY  H. ,  EUREKA,  CALIFORNIA 

BATES,  RALPH  STONEY,  FORT  LAUDERDALE,  FLORIDA 

BATES,  RALPH  T.,  KANEOHE  BAY,  HAHAII 

BATES,  ROBERT  JR,  PONTIAC,  MICHIGAN 

BATES,  ROBERT  LANDON,  SR,  DOVER,  DELAHARE 

BATRICH,  RICHARD  J,  CHICAGO,  ILLINOIS 

BATSON,  PHILIP  D. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BATT,  JAMES  LEE,  BOISE,  IDAHO 

BATTELLE,  RONALD  A.,  CLAYTON,  MISSOURI 

BATTEN,  MICHAEL  ANDREH,  RICHMOND,  VIRGINIA 

BATTERSBY,  ROBERT  J.,  HADDON  HEIGHTS,  NEH  JERSEY 

BATTLE,  JOHN  ROBERT,  BUFFALO,  NEH  YORK 

BATTLES,  BENNY  THOMAS,  CONHAY,  ARKANSAS 

BATTS,  ANTHONY  HILLIAM,  LONG  BEACH,  CALIFORNIA 

BATZEL,  JEFFREY  ROLLAND,  HEST  ST  PAUL,  MINNESOTA 

BAUDESSON,  CHRISTIAN  MARC,  BRUSSELS,  BELGIUM 

BAUDOIN,  CHESTER  C,  FRANKLIN,  LOUISIANA 

BAUER,  DEAN  RANDOLPH,  KANKAKEE,  ILLINOIS 

BAUER,  EDHARD  M,  MILHAUKEE,  HISCONSIN 

BAUER,  EDHARD  0.,  JR.,  BATON  ROUGE,  LOUISIANA 

BAUER,  EUGENE,  MORRISTOHN,  NEH  JERSEY 

BAUER,  GARY  EDHIN,  HICHITA,  KANSAS 

BAUER,  LAHRENCE  JOSEPH,  LANSING,  MICHIGAN 

BAUER,  ROBERT  ALLAN,  OAK  PARK,  MICHIGAN 

BAUER,  THOMAS  RAYMOND,  CINCINNATI,  OHIO 

BAUERS,  ROBERT  HILLIAM,  SR,  HEST  TRENTON,  NEH  JERSEY 

BAUGH,  RICHARD  0.,  VENTURA,  CALIFORNIA 

BAUGHHAN,  TIMOTHY  ROBERT,  LAS  CRUCES,  NEH  MEXICO 

BAUM,  JERALD  L,  PIERRE,  SOUTH  DAKOTA 

BAUM,  LOUIS  D.,  JR.,  NORFOLK,  VIRGINIA 

BAUM,  SANDRA  KAREN,  VIRGINIA  BEACH,  VIRGINIA 

BAUM,  STEVEN  HAYNE,  SAN  ANTONIO,  TEXAS 

BAUMAN,  ROBERT  J,  ST.  LOUIS,  MISSOURI 

BAUMANN,  EDHARD  MICHAEL,  PEHAUKEE,  HISCONSIN 

BAUMGART,  HAYNE  CARL,  EUCLID,  OHIO 

BAUHGARTH,  BOBBIE  J,  BALLHIN,  MISSOURI 

BAUN,  CECILIO  HANALOTO,  LAGUNA,  PHILIPPINES 

BAUNE,  RONALD  LEE,  BOISE,  IDAHO 

BAUTISTA,  FILOMENO  SANCHEZ,  MANILA,  PHILIPPINES 

BAUZA,  LUIS  NOEL,  JR,  NEH  YORK,  NEH  YORK 

BAXA,  HESLEY  J,  COLUMBUS,  NEBRASKA 

BAXLEY,  JOHN  DAVID,  NEVADA  CITY,  CALIFORNIA 

BAXLEY,  ROBERT  EARL,  TALLAHASSEE,  FLORIDA 

BAXLEY,  RONALD  ALVIE,  TALLAHASSEE,  FLORIDA 

BAXTER,  ELLIS  HILLARD,  GAINESVILLE,  GEORGIA 

BAXTER,  LARRY  DALE,  POPLAR  BLUFF,  MISSOURI 

BAXTER,  MAXCY  G. ,  CHARLESTON  HEIGHTS,  SOUTH  CAROLINA 

BAXTER,  RONALD  JAMES,  ANCHORAGE,  ALASKA 

BAXTER,  THOMAS  G,  MORRISTOHN,  NEH  JERSEY 

BAYER,  NORMAN  JACK,  TRUCKEE,  CALIFORNIA 

BAYER,  RONALD  EUGENE,  BOULDER  CITY,  NEVADA 

BAYLES,  LARRY  J,  TULSA,  OKLAHOMA 

BAYLIS,  JOHN  JOSEPH,  LANSING,  MICHIGAN 

BAYLISS,  ANDREH  E.,  ARLINGTON,  VIRGINIA 

BAYLOR,  ARTHUR  DARROH,  MONTGOMERY,  ALABAMA 

BAYLOR,  DAVID  LAHRENCE,  DOVER,  DELAHARE 

BAYLOR,  JOHNNIE  F,  VICTORIA,  TEXAS 

BAYLOR,  KENNETH  L. ,  HALLINGFORD,  PENNSYLVANIA 

BAYNARD,  THOMAS  H. ,  BERHYN,  PENNSYLVANIA 

BAYNE,  ORIEN  JAMES,  INDIO,  CALIFORNIA 

BAYNES,  JAMES  MICHAEL,  CHAPPAQUA,  NEH  YORK 

BAZAN,  FRANK  J.,  JUNCTION  CITY,  KANSAS 

BAZAN,  RAMON  G,  HOUSTON,  TEXAS 

BAZAR,  EDHARD  JOHN,  JR,  LAS  VEGAS,  NEVADA 

BAZZANO,  PAUL  JOHN,  DICKINSON,  NORTH  DAKOTA 

BEACH,  EDHARD  GLYNN,  QUINCY,  FLORIDA 

BEACH,  GEORGE  PARKER,  II,  ALBANY,  NEH  YORK 

BEACH,  MICHAEL  DALE,  SMYRNA,  TENNESSEE 

BEACH,  ROBERT  RHUNDLES,  FAIRFAX,  VIRGINIA 

BEACH,  SEAN  CHARLES,  HINEOLA,  NEH  YORK 

BEACH,  HILLIAM  J.,  MINEOLA,  NEH  YORK 

BEACHELL,  HILLIAM  ALLAN,  BELLE  MEAD,  NEH  JERSEY 

BEADLING,  STEVEN  HENRY,  HATBORO,  PENNSYLVANIA 

BEAGLES,  MICHAEL  S,  SPRINGFIELD,  ILLINOIS 

BEAIRD,  KENNETH  R,  KEOKUK,  IOHA 

BEAL,  IRA  CONRAD,  BOUNTIFUL,  UTAH 

BEALE,  DREHERY  NORMAN,  ROANOKE  RAPIDS.  NORTH  CAROLINA 

BEALE,  JAMES  R. ,  NEHPORT  NEHS,  VIRGINIA 

BEALL,  FRED  C. ,  FORT  HORTH,  TEXAS 

8EALL,  RICHARD  C,  SAN  DIEGO,  CALIFORNIA 

BEAM,  ERHIN  ALFRED,  MILTON,  VERMONT 

BEAMAN,  FREDERICK  MARTIN,  GULF  SHORES,  ALABAMA 

BEAMAN,  HAYNE  D,  HCALLEN,  TEXAS 

BEAMER,  RICHARD  NORLAND,  COEUR  D  ALENE.  IDAHO 

BEAMER,  STEVEN  EUGENE,  NORTH  KANSAS  CITY,  MISSOURI 

BEAMER,  VERNON  GRANT,  JR,  LOUDOUN,  VIRGINIA 

BEAMS,  DAVID  HULL,  OAK  RIDGE,  TENNESSEE 

BEAN,  BILLY  DALE,  JR,  SANTA  BARBARA,  CALIFORNIA 

BEAN,  COLO  HOMER,  JR,  HARTBURG,  TENNESSEE 

BEAN,  HAROLD  L.,  HAUSAU,  HISCONSIN 

BEAN,  HERBERT  H. ,  JR.,  CONCORD,  NEH  HAMPSHIRE 

BEAN,  KEITH  ALAN,  GALLATIN,  TENNESSEE 

BEAN,  ROGER  D,  MOSES  LAKE,  HASHINGTON 

BEANE,  HELTON  E.,  VIRGINIA  BEACH,  VIRGINIA 

BEANEY,  DARYELL,  BELFAST,  NORTHERN  IRELAND 

BEARD,  BILL  R. ,  CRESCENT  CITY,  CALIFORNIA 

BEARD,  CARLTON  RAY,  HOPKINSVILLE,  KENTUCKY 

BEARD,  CHARLES  THOMAS,  JR,  COLLIERVILLE,  TENNESSEE 

BEARD,  GLENN  PIERCE,  FORT  GILLEM,  GEORGIA 


165 
140 

95  tt 
105 

49  tt 

61  tt 
181 
123 
143 

73  # 
143 

108  tt 
194 
123 
134  # 
171 
136 
123 
172 

95 
126 
128  tt 
185 

91 

77 
165 
116 
154 
194 
183 

91  tt 

99 

53  tt 

121  tt 
189 
189 
114 
108 
192 
140  tt 
159 
133 
104 
169 
130 

75  tt 
191 

97  * 

64  * 
120  tt 
132 
157  tt 
163 
138 

96 
155 
153 
170 
167 

70  tt 
183 
179 
152 
179 
149 
154 
174 
169 
140 
160 
177  tt 
154 

43  tt 
164 
187 
114 
120 
172 
193 

122  tt 

109  tt 
114 
128 
103  tt 
194 
156 
152 
113 
102 
108 

37 
160 

64 
115 
115 
129 
117 

77 
135 

93 


BEARD,  HAROLD  RUSSELL,  NASHVILLE,  TENNESSEE 

BEARD,  JACKSON  ALLAN,  II,  SEATTLE,  HASHINGTON 

BEARD,  JAMES  M,  CARMEL,  INDIANA 

BEARD,  LONNIE  A,  SACRAMENTO,  CALIFORNIA 

BEARD,  MALCOLM  E. ,  TAMPA,  FLORIDA 

BEARDSLEE,  EDHARD  D. ,  ENID,  OKLAHOMA 

BEARDSLEE,  JOHN  THOMAS,  CREVE  COEUR,  MISSOURI 

BEARDSLEY,  RONALD  LEE,  EVERETT,  HASHINGTON 

BEARY,  KEVIN  EUGENE,  ORLANDO,  FLORIDA 

BEARY,  RAYMOND  E.,  HINTER  PARK,  FLORIDA 

BEARY,  RICHARD  MICHAEL,  LAKE  MARY,  FLORIDA 

BEASLEY,  CLYDE  C. ,  ATHENS,  OHIO 

BEASLEY,  ROBERT  LLOYD,  HOONAH,  ALASKA 

BEASLEY,  RONALD  LEE,  INDIANAPOLIS,  INDIANA 

BEASLEY,  TED  MITCHELL,  MEMPHIS,  TENNESSEE 

BEASLEY,  TERRY  HAYNE,  DAUPHIN  ISLAND,  ALABAMA 

BEASLEY,  THOMAS  BENJAMIN,  RICHMOND,  VIRGINIA 

BEASLEY,  HILLIAM  CHARLES,  PLANO,  TEXAS 

BEATON,  JACK  HOHARD,  CALGARY,  CANADA 

BEATRICE,  GERALD  R. ,  RIVERDALE,  NEH  JERSEY 

BEATTIE,  HENRY  JOSEPH,  NEH  YORK,  NEH  YORK 

BEATTY,  MAURUS  HAYNE,  LA  MESA,  CALIFORNIA 

BEATTY,  STEPHEN  ROBERT,  HACO,  TEXAS 

BEATUS,  LOU  P,  AURORA,  ILLINOIS 

BEAUCHAMP,  LARRY  L.,  AUSTIN,  TEXAS 

BEAUCHAMP,  H  JAMES,  JR,  DOVER,  DELAHARE 

BEAUCHINE,  RONALD  L,  EAST  LANSING,  MICHIGAN 

BEAUDRY,  DANNY  HILLIAM,  DUBLIN,  OHIO 

BEAUDRY,  ROBERT  HILFRED,  PUTNAM,  CONNECTICUT 

BEAULIEU,  GARY  HAYNE,  ST  CATHARINES,  CANADA 

BEAUTER,  RUTON  E.,  OHEGO,  NEH  YORK 

BEAUVAIS,  ALBERT  H. ,  GUILFORD,  CONNECTICUT 

BEAVE,  HILLIAM  PAUL,  LINCOLN,  NEBRASKA 

BEAVER,  CLYDE  RAY,  ASHEVILLE,  NORTH  CAROLINA 

BEAVER,  MICHAEL  EDHARD,  HHEELING,  HEST  VIRGINIA 

BEAVER,  RICHARD  HAYNE,  BESSEMER  CITY,  NORTH  CAROLINA 

BEAVER,  RUTH  E,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BEAVERS,  GERALD  R,  SR,  TOPICA,  KANSAS 

BEAVERS,  ROY  J,  MERIDEN,  CONNECTICUT 

BECACCIO,  JACK  J,  NEH  YORK,  NEH  YORK 

BECAR,  MICHAEL  NOEL,  BOISE,  IDAHO 

BECERRA,  GARY  LYNN,  OMAHA,  NEBRASKA 

BECHAM,  JOHNNIE  V,  FORT  VALLEY,  GEORGIA 

BECHTEL,  ALAN  BRUCE,  TINLEY  PARK,  ILLINOIS 

BECHTEL,  DENNIS  KEITH,  GOSHEN,  INDIANA 

BECHTEL,  JOHN  A.,  ROCKVILLE,  MARYLAND 

BECK,  DANIEL  HARREN,  LIMA,  OHIO 

BECK,  GERALD  A.,  OKANOGAN,  HASHINGTON 

BECK,  JAMES  G. ,  JR,  AUGUSTA,  GEORGIA 

BECK,  JAMES  RICHARD,  DAYTONA  BEACH,  FLORIDA 

BECK,  RICHARD  GEORGE,  SIMSBURY,  CONNECTICUT 

BECK,  ROBERT  ALLEN,  MILLERSVILLE,  MARYLAND 

BECK,  ROGER  BRIAN,  SAN  JOSE,  CALIFORNIA 

BECK,  RONNIE  LEE,  KIRKHOOD,  MISSOURI 

BECKER,  DONALD  F.,  SAN  LEANDRO,  CALIFORNIA 

BECKER,  GEORGE  ALBERT,  LOGAN,  UTAH 

BECKER,  HARVEY  MATTHEH,  GOOSE  CREEK,  SOUTH  CAROLINA 

BECKER,  JOHN  JEFFREY,  LINCOLN,  NEBRASKA 

BECKER,  MARGARET  CLARA,  HOODHAY,  TEXAS 

BECKER,  MAURICE  GEORGE,  GRAND  JUNCTION,  COLORADO 

BECKER,  MICHAEL  EDHARD,  MT  MORRIS,  MICHIGAN 

BECKER,  RANDY  LEE,  SR,  ROLLA,  MISSOURI 

BECKER,  ROBERT  JOHN,  RICHMOND,  CALIFORNIA 

BECKER,  HILLIAM  FREDERICK,  SAN  DIEGO,  CALIFORNIA 

BECKERMAN,  HILLIAM  DAVID,  MIAMI,  FLORIDA 

BECKERS,  ROBERT  MATTHEH,  GRANDVIEH,  MISSOURI 

BECKFORD,  GUILLERHO  ALEJANDRO,  BERKELEY,  CALIFORNIA 

BECKHAM,  EDHIN  MARTIN,  ALEXANDRIA,  LOUISIANA 

BECKHAM,  RONALD  LEE,  GOLDEN,  COLORADO 

BECKLEY,  ALAN,  HORCESTER,  ENGLAND 

BECKLEY,  MICHAEL  PAUL,  MINEOLA,  NEH  YORK 

BECKMAN,  BRUCE  OMEN,  LITTLETON,  COLORADO 

BECKMAN,  DAN  F,  COLUMBIA,  SOUTH  CAROLINA 

BECKMAN,  GERALD  LEE,  MADEIRA,  OHIO 

BECKMAN,  STEVEN  RANDALL,  CHINO,  CALIFORNIA 

BECKMAN,  TERRY  E.,  JR,  QUITMAN,  MISSISSIPPI 

BECKNELL,  GERALD  HAYNE,  CHICAGO,  ILLINOIS 

BECKNELL,  KENNETH  LEE,  RIALTO,  CALIFORNIA 

BECKSTEAD,  MITCHEL  QUINN,  SALT  LAKE  CITY,  UTAH 

BECKHITH,  KENNETH  OLIVER,  J,  HASHINGTON,  DISTRICT  OF  CO 

BEDDOH,  JOHN  R.,  FOUNTAIN  VALLEY,  CALIFORNIA 

BEDINGFIELD,  HILLARD  D,  LAHRENCEVILLE,  GEORGIA 

BEE,  DONALD  LEROY,  INDIANAPOLIS,  INDIANA 

BEEBE,  JOHN  C,  III,  NEHPORT,  RHODE  ISLAND 

BEEBE,  TIMOTHY  KYLE,  DELMAR,  NEH  YORK 

BEECHER,  RUSSELL  DAVISON,  SOUTH  GATE,  CALIFORNIA 

BEECROFT,  DAVID  RAYMOND,  BELLEVILLE,  ILLINOIS 

BEEDY,  ROBERT  M,  SPRINGFIELD,  OHIO 

BEEK,  CRAIG  M,  DES  MOINES,  IOHA 

BEELER,  HAROLD  H,  JR.  SACRAMENTO,  CALIFORNIA 

BEELER,  JAMES  R. ,  GREENEVILLE,  TENNESSEE 

BEELER,  KENNETH  RAY,  ALCOA,  TENNESSEE 

BEELER,  MARION  PAUL,  RAYTOHN,  MISSOURI 

BEELER,  TED  R,  OVERLAND,  MISSOURI 

BEEN,  RUSSEL  H,  CLAYTON,  MISSOURI 

BEENE,  CHARLES  FLOYD,  SAN  FRANCISCO,  CALIFORNIA 

BEENE,  FRANKLIN  DEE,  BAKERSFIELD,  CALIFORNIA 

BEENE,  JOHN  H,  LINDSAY,  CALIFORNIA 

BEERS,  CARL  CLIFFORD,  EASTON,  PENNSYLVANIA 

BEERS,  FRANK  S.,  LEESBURG,  VIRGINIA 
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BEERY,  JOHN  M.  -  BERGERON,  MICHAEL  H 


80  tt 

151 
144 
166 
173 

106  tt 
162 
172 
119 
173 

91 

105  n 

130 
141 
181 
180 
176 
153 
191 
190 
151 

96  tt 

93 

84 
182 
161 
126 
149 
175 

107  # 
164 
193 
184 
167 
110  tt 
123 

61  tt 
125 
116 
135 
123 
166 
113 
182 
103  tt 

98  # 

98 
150 
121 
115 
171 
129 
109  # 
160 

61  * 

80  # 
113 
107  tt 

49  tt 

64  tt 
191 
169 

93  tt 

91 
114  tt 

68 

61  * 
192 
171 

91  tt 
177 
124  tt 
169 
156 
100  tt 
177 

87  tt 
126 
128 
146  * 
144 
111 

99 
145  tt 
123 
152 
185 
148 
118 
109  tt 
113 
163 
166 
102  tt 

68  # 
195 

90  tt 
113  tt 
190 
123 


BEERY,  JOHN  M. ,  BOISE,  IDAHO 

BEESON,  DONALD  HENRY,  SR,  FORT  WORTH,  TEXAS 

BEETY,  DENNIS  WILLIAM,  MENOMONIE,  WISCONSIN 

BEGIN,  GREGORY  CARL,  LEBANON,  NEW  HAMPSHIRE 

BEGLEY,  KEVIN  JOSEPH,  ODESSA,  TEXAS 

BEHM,  CARL  EUGENE,  MAYVILLE,  NEW  YORK 

BEHM,  MICHAEL  EUGENE,  OMAHA,  NEBRASKA 

BEHNE,  JOEL  RICHARD,  BURLINGTON,  IOWA 

BEHNE,  THEODORE  ARTHUR,  BURLINGTON,  IOWA 

BEHNEN,  ADAM  PATRICK,  FORT  GILLEM,  GEORGIA 

BEHR,  FRITZ  0.,  HELENA,  MONTANA 

BEHREND,  KENNETH  R,  VALDEZ,  ALASKA 

BEHRENS,  LENORA  ELLEN,  MINEOLA,  NEW  YORK 

BEIGHTEL,  WILLIAM  DALE,  TOPEKA,  KANSAS 

BEIJEN,  DIRK  JAN,  SAN  FRANCISCO,  CALIFORNIA 

BEINING,  WILLIAM  AUGUST,  III,  SEASIDE  PARK,  NEW  JERSEY 

BEINKE,  GENE  STORER,  CLINTON,  IOWA 

BEIRNE,  GERARD  JOSEPH,  BROOKLYN,  NEW  YORK 

BEJARANO,  RAUL  DAVID,  SAN  DIEGO,  CALIFORNIA 

BEKY,  DANIEL  JOHN,  KINGSTON,  PENNSYLVANIA 

BELANGER,  JON  CHARLES,  TAYLOR,  MICHIGAN 

BELANGIA,  KENNETH  A.,  VIRGINIA  BEACH,  VIRGINIA 

BELASA,  NARCISO  G. ,  MANILA,  PHILIPPINES 

BELCHER,  DAVID  L.,  GREER,  SOUTH  CAROLINA 

ERIC  RAY,  HANAU,  FEDERAL  REPUBLIC  OF  GERMANY 
RANDALL  DEAN,  DULUTH,  GEORGIA 
STEVEN  RAY,  SANTA  CRUZ,  CALIFORNIA 
TIMOTHY  DEWEY,  MANASSAS,  VIRGINIA 
SAMUEL  LOUIS,  JR,  LAKE  MARY,  FLORIDA 
BELGARD,  RAY,  WATSONVILLE,  CALIFORNIA 
BELIVEAU,  RONALD  GEORGE,  WILTON,  CONNECTICUT 
BELK,  KEVIN  RICKY,  GRAND  RAPIDS,  MICHIGAN 
BELL-THOMSON,  JENNIFER  SUSAN,  PLANTATION  KEY,  FLORIDA 

DARRELL  JAMES,  BILLINGS,  MONTANA 

DAVID  R,  DEERFIELD,  MASSACHUSETTS 

DOUGLAS  LEE,  FLANDERS,  NEW  JERSEY 

EDWARD  J.,  PHILADELPHIA,  PENNSYLVANIA 

FELIX  AMOS,  JR,  PENSACOLA,  FLORIDA 

FRANCIS  M,  JR,  PARK  CITY,  UTAH 

GARY  RAY,  FORT  PAYNE,  ALABAMA 

HENRY  JOSEPH,  CAMP  LEJEUNE,  NORTH  CAROLINA 

JAMES  E,  SALT  LAKE  CITY,  UTAH 

JAMES  N.,  WEST  CHESTER,  PENNSYLVANIA 

JAMES  R,  LEWISTOWN,  PENNSYLVANIA 

JIMMY  L,  WEST  MEMPHIS,  ARKANSAS 

OTIS  B.,  CORPUS  CHRISTI,  TEXAS 

RALPH  W,  COLLEGE  PARK,  MARYLAND 

RICHARD  WESLEY,  JR,  AUGUSTA,  GEORGIA 

RONALD  DEE,  BIRMINGHAM,  ALABAMA 

ROY  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROY  LEE,  HURST,  TEXAS 

THOMAS  GEORGE,  HARRISBURG,  PENNSYLVANIA 

THOMAS  M.,  MOORESTOWN,  NEW  JERSEY 

TIMOTHY  JON,  STILLWATER,  MINNESOTA 

W.  LLOYD,  LAS  VEGAS,  NEVADA 

WILLIAM  L,  SALEM,  OREGON 

WILLIAM  L.,  LEE'S  SUMMIT,  MISSOURI 
BELLAIRE,  ROBERT  J,  NORTHVILLE,  MICHIGAN 
BELLAMY,  HOYT  C,  MYRTLE  BEACH,  SOUTH  CAROLINA 
BELLAMY,  MERLIN  L,  NORTH  MYRTLE  BEACH,  SOUTH  CAROLINA 
BELLAMY,  TOMMIE  ONEAL,  BURLINGTON,  NEW  JERSEY 
BELLEW,  GERALD  PHILIP,  PEABODY,  MASSACHUSETTS 
BELLEW,  M.  DONALD,  PARAMUS,  NEW  JERSEY 
BELLHY,  THOMAS  J.,  WASHINGTON,  PENNSYLVANIA 
BELLIS,  CARL  L,  VICTORIA,  TEXAS 
BELLOCCHIO,  PAUL  LOUIS,  SOMERVILLE,  NEW  JERSEY 
BELLON,  CHARLES  R.,  KETCHIKAN,  ALASKA 
BELLOWS,  DAVID  DOLAN,  LAKEVILLE,  MINNESOTA 
BELMONT,  RANDAL  JAMES,  ALFRED,  NEW  YORK 
BELMONT,  ROBERT  U.  ,  STOCKTON,  CALIFORNIA 
BELOTE,  IRVIN  HAROLD,  JR,  JASPER,  FLORIDA 
BELTER,  OTTO,  JR,  ROCKFORD,  ILLINOIS 
BELTON,  ZACKARY  NEAL,  DALLAS,  TEXAS 
BELTRANENA,  MICHAEL  ANGEL,  NEW  BRUNSWICK,  NEW  JERSEY 
BELVIN,  MICHAEL  T,  AUSTIN,  TEXAS 
BENADA,  DAVID  WILLIAM,  LAKE  CHARLES,  LOUISIANA 
BENADOM,  HAROLD  L.,  MONTEREY,  CALIFORNIA 
BENAVIDES  FLORES,  JUAN,  MONTERREY,  MEXICO 
BENAVIDEZ,  EDWARD,  GALVESTON,  TEXAS 
BENAVIDEZ,  RICKIE,  LAKE  JACKSON,  TEXAS 
BENBOW,  JOHN  LOREN,  SACRAMENTO,  CALIFORNIA 
BENCARDINO,  LOUIS  A,  SEWARD,  ALASKA 
BENCH,  DARREL  L.,  FONTANA,  CALIFORNIA 
BENDEKOVIC,  JOSEPH  THOMAS,  PLANTATION,  FLORIDA 
BENDER,  GABRIELE  EVELYN,  SACRAMENTO,  CALIFORNIA 
BENDER,  MARTIN  AMON,  FORT  WAYNE,  INDIANA 
BENDERNAGEL,  THOMAS  EUGENE,  NEW  CANAAN,  CONNECTICUT 
BENEDETTO,  FRANK  M,  HACKENSACK,  NEW  JERSEY 
BENEDETTO,  LAWRENCE  PETER,  FRANKLIN,  MASSACHUSETTS 
BENEDICT,  JAMES  L.,  LANCASTER  CITY,  PENNSYLVANIA 
BENEFIELD,  ALAN  A,  MONTGOMERY,  ALABAMA 
BENEFIELD,  DAVID  BRUCE,  SATSUMA,  ALABAMA 
BENEUX,  PHILIPPE  MARIE,  BRUSSELS,  BELGIUM 
BENEVEDES,  RAYMOND  R,  LAKEPORT,  CALIFORNIA 
BENFER,  ROBERT  A.,  SR.,  SAN  ANTONIO,  TEXAS 
BENGTSON,  DENNIS  ROGER,  MASON  CITY,  IOWA 
BENHAM,  THOMAS  F,  RENO,  NEVADA 
BENINCASA,  VINCENT  F,  CONCORD,  NEW  HAMPSHIRE 
BENITZ,  WESLEY  EUGENE,  LEE'S  SUMMIT,  MISSOURI 
BENJAMIN,  IRVIN  FRANCIS,  BINGHAMTON,  NEW  YORK 
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BELCHER, 
BELCHER, 
BELCHER, 
BELCHER, 
BELFIORE, 


BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 
BELL 


90  tt 
120 
116  * 
134 
155 

46  * 
171 
183 
179 
185 
156 

99 
134 
132 
139 
134 
143 
172 
176 

75  tt 
154 
188 
162  tt 

93  tt 
180 
157 

91  tt 
178 
128 
145 

50  tt 
144 
138  tt 
126 
178 
152 

42  tt 
99  tt 
96 

134 

111  tt 

174 

162 

147 

171 

126 

102 

122 

126  tt 
146 
153 
180 
192 

10  * 
159 
137 
151  tt 
167 
173 

127  tt 
183 
188 

71  * 
65  tt 

156 

140 

113  tt 
82  tt 

186 

129 

194 

137 

173 

177 

43  tt 
185 
178 
190 
104  tt 
192 
178 

85  tt 

79  tt 
180 
192 

98 
173 
115 
130 

15  tt 
162 
137 
135 

80  tt 
48  tt 

146 
186 
167 
132 
115 


BENJAMIN,  LIONEL  J.,  NORTH  SCITUATE,  RHODE  ISLAND 
BENJAMIN,  LONNIE  LEE,  MONTGOMERY,  ALABAMA 
BENNEFIELD,  MELVIN  D,  TROY,  ALABAMA 
BENNEHOFF,  EVAN  RUSSELL,  SR,  MASON,  MICHIGAN 
BENNETT,  BARRY  JOHN,  HOBART,  AUSTRALIA 
BENNETT,  BEN  A.,  ROBSTOHN,  TEXAS 
BENNETT,  BLAINE  JOSEPH,  JR,  ESCONDIDO,  CALIFORNIA 
BENNETT,  BRADLEY  JOHN,  FOLEY,  MINNESOTA 
BENNETT,  BRADLEY  ROSS,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
BENNETT,  CARL  LEVESTON,  JR,  TALLAHASSEE,  FLORIDA 
BENNETT,  CHARLES  GLEN,  LARAMIE,  WYOMING 
BENNETT,  CHARLES  S.,  SALEM,  OREGON 
BENNETT,  CHARLES  WILFRED,  J,  LYNCHBURG,  VIRGINIA 
BENNETT,  DAVID  LAURENCE,  PHOENIX,  ARIZONA 
BENNETT,  DEBORAH  JANE,  FRESNO,  CALIFORNIA 
BENNETT,  DONALD  EUGENE,  PLAINFIELD,  ILLINOIS 
BENNETT,  DONALD  EUGENE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
BENNETT,  DONALD  LYNN,  SPRINGFIELD,  TENNESSEE 
BENNETT,  ERIC  ALAN,  WINNETKA,  ILLINOIS 
BENNETT,  GALEN  ELDEN,  TOPEKA,  KANSAS 
BENNETT,  JAMES  FRANCIS,  JR,  OSWEGO,  ILLINOIS 
BENNETT,  JOHN  J,  BROOMALL,  PENNSYLVANIA 
BENNETT,  JUDITH  MITCHELL,  MIAMI,  FLORIDA 
BENNETT,  KEITH  Y,  HAYWARD,  CALIFORNIA 
BENNETT,  KENNETH  GEORGE,  EAST  LANSING,  MICHIGAN 
BENNETT,  MARK  EDWARD,  BAKER,  OREGON 
BENNETT,  MAXWELL  T,  AUBURN,  CALIFORNIA 
BENNETT,  MICHAEL  DALE,  ALTUS,  OKLAHOMA 
BENNETT,  RICHARD  HENRY,  MARTINEZ,  CALIFORNIA 
BENNETT,  ROBERT  ALLEN,  PROVIDENCE,  RHODE  ISLAND 
BENNETT,  ROBERT  LEE,  INDIANAPOLIS,  INDIANA 
BENNETT,  ROGER  QUENTIN,  JACKSONVILLE  BEACH,  FLORIDA 
BENNETT,  RONALD  LEE,  CHAMPAIGN,  ILLINOIS 
BENNETT,  RONNIE  LEE,  VALDOSTA,  GEORGIA 
BENNETT,  STANLEY  BRERETON,  FONTANA,  CALIFORNIA 
BENNETT,  WAYNE  VERNON,  BRUNSWICK,  GEORGIA 
BENNETT,  WAYNE  WILSON,  BOULDER  CITY,  NEVADA 
BENNETT,  WILLIAM  E,  JACKSON,  MISSISSIPPI 
BENNETT,  WILLIAM  R. ,  TORONTO,  CANADA 
BENNICK,  GREGORY  ALAN,  GILLETTE,  WYOMING 
BENNINGFIELD,  ELDRIDGE  W. ,  TYLER,  TEXAS 
BENNINGTON,  WILLIAM  HOWARD,  PORTLAND,  OREGON 
BENNIS,  JOSEPH  CORR,  MONTGOMERYVILLE,  PENNSYLVANIA 
BENOIT,  JOHN  JOSEPH,  BAKERSFIELD,  CALIFORNIA 
BENOIT,  LARRY  BLAISE,  THIBODAUX,  LOUISIANA 
BENORE,  RONALD  JAMES,  MONROE,  MICHIGAN 
BENSMILLER,  ALFRED  R.,  DETROIT,  MICHIGAN 
BENSON,  BRUCE  LEE,  EAST  LANSING,  MICHIGAN 
BENSON,  CLARK  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BENSON,  JAMES  LEONARD,  MIDDLESEX,  NEW  JERSEY 
LELAND  DALE,  SUTHERLIN,  OREGON 
MARCUS  TEER,  WILMINGTON,  NORTH  CAROLINA 
RICHARD  LEON,  PHOENIX,  ARIZONA 
ROBERT  J.,  RIDGEFIELD  PARK,  NEW  JERSEY 
BENT,  JOHN  WESLEY,  II,  INDIANAPOLIS,  INDIANA 
BENTERS,  DENNIS  ALLEN,  CEDAR  RAPIDS,  IOWA 
JOHN  DAVID,  FLINT,  MICHIGAN 
GARY  CARL,  EDEN,  NORTH  CAROLINA 
JIMMY  LLOYD,  JR,  LAWRENCEBURG,  TENNESSEE 
JOHN  RICHARD,  YERINGTON,  NEVADA 
JOHN  ROGER,  II,  LAKEWOOD,  NEW  YORK 
LAWRENCE  EUGENE,  BAKERSFIELD,  CALIFORNIA 
PAUL  L.,  DALLAS,  TEXAS 
ROBERT  DAVID,  CAMDEN,  ARKANSAS 
RUSSEL  ALLAN,  CLINTON,  IOWA 
COLON  FRANKLIN,  TALLAHASSEE,  FLORIDA 
DANIEL  W,  TOWSON,  MARYLAND 
P.  THOMAS,  CHERRY  POINT,  NORTH  CAROLINA 
RONNIE  HOWARD,  MIDLAND,  TEXAS 
THOMAS  HARLIN,  JR,  ST.  CHARLES,  MISSOURI 
BENTSEN,  ROBERT  MICHAEL,  WARWICK,  RHODE  ISLAND 
BENTZ,  AUGUST,  JR,  BILLINGS,  MONTANA 
BENTZ,  DAVID  EUGENE,  STOCKTON,  CALIFORNIA 
BENTZEL,  MARK  LESTER,  DOVER,  PENNSYLVANIA 
BENTZEN,  FRANK  D. ,  VISALIA,  CALIFORNIA 
BENYO,  MICHAEL  ALAN,  POTTSTOWN,  PENNSYLVANIA 
BENZIGER,  ROBIN  HOUSER,  ALBANY,  NEW  YORK 
BENZO,  PASQUALE  COSMO,  UTICA,  NEW  YORK 
BEPLER,  THOMAS  B.,  CINCINNATI,  OHIO 
BEQUETTE,  STEPHEN  LOUIS,  EVANSVILLE,  INDIANA 
BERA,  DOUGLAS  EDWARD,  WOODLAND,  CALIFORNIA 
BERATIS,  LOUIS,  MUNSTER,  INDIANA 
BERBERICK,  ROBERT  F,  HAPPINGERS  FALLS,  NEW  YORK 
BERCIER,  DENNIS  ZACHARY,  BRANDON,  CANADA 
BERDNIK,  RICHARD  HENRY,  CLIFTON,  NEW  JERSEY 
BERENSEN,  CARLYLE  C. ,  SALT  LAKE  CITY,  UTAH 
BERES,  PAUL  MARTIN,  SEYMOUR,  CONNECTICUT 
BERG,  ARLAN  C,  KINGMAN,  ARIZONA 
BERG,  GREGORY  RUDOLPH,  LOS  ANGELES,  CALIFORNIA 
BERG,  JAMES  C. ,  DETROIT,  MICHIGAN 
BERG,  KENNETH  EDWIN,  EAU  CLAIRE,  WISCONSIN 
BERG,  MICHAEL  JOSEPH,  NAPA,  CALIFORNIA 
BERG,  ROBERT  JAMES,  GRAND  RAPIDS,  MICHIGAN 
BERGAN,  DUANE  S,  GRAND  FORKS,  NORTH  DAKOTA 
BERGAN,  EDWARD  L.,  SOUTH  BEND,  INDIANA 
BERGER,  DARRYL  N,  NEW  YORK,  NEW  YORK 
BERGER,  SCOTT  DONALD,  WORTHINGTON,  MINNESOTA 
BERGER,  VONDA  LEE,  QUANTICO,  VIRGINIA 

BERGER,  WILLIAM  BENEDICT,  SR,  NORTH  MIAMI  BEACH,  FLORID 
BERGERON,  MICHAEL  H,  ST  JOHNSBURY,  VERMONT 
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BERGERON,  RAYMOND  H  -  BIRD,  LORI  ANN 
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BERGERON,  RAYMOND  H,  NEH  ORLEANS,  LOUISIANA 

BERGEVIN,  LEE  HILSON,  RENO,  NEVADA 

BERGH.  CHARLES  FRANCIS,  JR,  COEUR  D  ALENE,  IDAHO 

BERGLAN,  DENNIS  L,  OKLAHOMA  CITY,  OKLAHOMA 

BERGLUND,  DANIEL  LEE,  SAN  DIEGO,  CALIFORNIA 

BERGLUND,  HARRY,  MINNEAPOLIS,  MINNESOTA 

BERGMAN,  CARL  D.  ,  EVERGREEN  PARK,  ILLINOIS 

BERGMAN,  ROY  R.,  JEFFERSON  CITY,  MISSOURI 

BERGMANN,  RONALD  HILLIAM,  LOS  ANGELES,  CALIFORNIA 

BERGON,  FRANK  A.,  FRESNO,  CALIFORNIA 

BERGSMA,  KENNETH  ARTHUR,  MOUNT  VERNON,  HASHINGTON 

BERKE,  DONALD  HESLEY,  DEKALB,  ILLINOIS 

8ERKHEISER,  ROBERT  FRANK,  BRANT  BEACH,  NEH  JERSEY 

BERKLEY,  GARLAND  LEE,  MADERA,  CALIFORNIA 

BERKOH,  MICHAEL,  ROCHESTER,  NEH  YORK 

BERKUTA,  NICHOLAS  III,  DOWNEY,  CALIFORNIA 

BERLIERE,  YVES  ANGELO,  CHARLEROI,  BELGIUM 

BERLIN,  CARL  EUGENE,  JR,  HUNTINGTON,  HEST  VIRGINIA 

BERLIN,  REINHARD  KARL,  MECKENHEIM,  FEDERAL  REPUBLIC  OF 

BERLIOZ-CURLET,  JACQUES,  LA  ROCHELLE,  FRANCE 

BERMAN,  CHARLES  S,  ATLANTA,  GEORGIA 

BERMAN,  RICHARD  DAVID,  PLAINFIELD,  NEH  JERSEY 

BERMAN,  RONALD  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BERMINGHAM,  PATRICK  L.,  THIN  FALLS,  IDAHO 

BERMUDEZ,  HILKE  PEDRO,  JERSEY  CITY,  NEH  JERSEY 

BERNAL-CAVERO,  JULIO  GUSTAVO,  LIMA,  PERU 

BERNAL,  JESUS  ANGEL,  MILL  VALLEY,  CALIFORNIA 

BERNAL,  RICARDO  ORIBE,  MONTEVIDEO,  URUGUAY 

BERNALL,  DONALD  HOHARD,  LIBBY,  MONTANA 

BERNARD,  CHRISTINE  MARIE,  BOSTON,  MASSACHUSETTS 

BERNARD,  COSMOS  CLAUDIUS,  ST  GEORGES,  GRENADA 

BERNARD,  JACQUES  LEO,  CUMBERLAND,  CANADA 

BERNARD,  JOHN  R,  THIBODAUX,  LOUISIANA 

BERNARD,  JULIAN  ERIC,  CASTRIES,  ST.  LUCIA 

BERNARD,  STEVAN  JOSEPH,  SIOUX  CITY,  IOHA 

BERNARD,  HALTER  J.,  CHICAGO,  ILLINOIS 

BERNETHY,  JIM  F,  VERNON,  TEXAS 

BERNHAM,  ROBERT  ROSS,  HOLBROOK,  ARIZONA 

BERNHARD,  LOTHAR  ARTHUR,  RICHMOND,  VIRGINIA 

BERNHARDT,  HARRY,  BEREA,  OHIO 

BERNHJELM,  HILLIAM  CHARLES,  EDINA,  MINNESOTA 

BERNIER,  RONALD  HALTER,  FORT  MEADE,  MARYLAND 

BERNSTEIN,  BURTON  MAURICE,  ARCADIA,  CALIFORNIA 

BERNSTEIN,  JOSEPH  SAMUEL,  EXETER,  NEH  HAMPSHIRE 

BERO,  NEIL  ARTHUR,  RICHMOND,  VIRGINIA 

BERRETH,  BRUCE  HILLIS,  COLUMBUS,  GEORGIA 

BERRIDGE,  GORDON  F,  NORTH  READING,  MASSACHUSETTS 

BERRIGAN,  CORNELIUS  NICHOLAS,  BELLEVILLE,  NEH  JERSEY 

BERRIGAN,  HILLIAM  MICHAEL,  HILLSBORO,  OREGON 

BERRIOS  PABON,  LEANDRO  A,  SAN  JUAN,  PUERTO  RICO 

BERROA  CONTRERAS,  ELEODORO,  SANTO  DOMINGO,  DOMINICAN  RE 

BERRY,  ALDEN  RICHARD,  HIALEAH,  FLORIDA 

BERRY,  ALMA  PATRICIA,  BIRMINGHAM,  ALABAMA 

BERRY,  ALVIN  EDHARD,  JR,  JACKSON,  MISSISSIPPI 

BERRY,  AMY  JEAN,  SOUTH  PORTLAND,  MAINE 

BERRY,  ANTHONY  CARL,  PEORIA,  ILLINOIS 

BERRY,  CALVIN  SCOTT,  YUBA  CITY,  CALIFORNIA 

BERRY,  CHARLES  E.,  SALIDA,  COLORADO 

BERRY,  EDMUND  FRANKLIN,  FORT  RILEY,  KANSAS 

BERRY,  ERNEST,  HOODHAVEN,  MICHIGAN 

BERRY,  EUGENE  GERARD,  HANSON,  MASSACHUSETTS 

BERRY,  GENE  N.,  JR.,  OCEANSIDE,  CALIFORNIA 

BERRY,  GEORGE  PATRICK,  SOUTH  PORTLAND,  MAINE 

BERRY,  GLENN  CARRELL,  SPOKANE,  HASHINGTON 

BERRY,  JAMES  NATHAN,  ABILENE,  TEXAS 

BERRY,  JOSEPH  MICHAEL,  CHICAGO,  ILLINOIS 

BERRY,  KENNETH  HAYNE,  HOUSTON,  TEXAS 

BERRY,  MAJOR  TALLY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

BERRY,  MICHAEL  DAVID,  FORT  BLISS,  TEXAS 

BERRY,  MICHAEL  FREDERICK,  ELMIRA,  NEH  YORK 

BERRY,  ONDRA  LAMON,  RENO,  NEVADA 

BERRY,  PETER  T,  FORT  BELVOIR,  VIRGINIA 

BERRY,  RICHARD  ARMISTEAD,  SHREVEPORT,  LOUISIANA 

BERRY,  ROBERT  LEE,  BIRMINGHAM,  ALABAMA 

BERRY,  RONALD  ASHTON,  CLIFTON  HEIGHTS,  PENNSYLVANIA 

BERRY,  ULYSSES  G. ,  LEXINGTON,  KENTUCKY 

BERRY,  VARREECE,  PASADENA,  TEXAS 

BERRY,  HILLIAM  BUD,  JR,  SACRAMENTO,  CALIFORNIA 

BERRYHILL,  THOMAS  REA,  MILESBURG,  PENNSYLVANIA 

BERRYMAN,  JOHN  H,  NEH  YORK,  NEH  YORK 

BERRYMAN,  ROBERT  L,  RICHMOND,  VIRGINIA 

BERRYMAN,  RONALD  LEE,  GRANBURY,  TEXAS 

BERSUDER,  RICHARD  JAMES,  CHALMETTE,  LOUISIANA 

BERTEE,  ROBERT  JAMES,  EAST  LANSTNG,  MICHIGAN 

8ERTHA,  MICHAEL  JOSEPH,  GARDEN  CITY,  MICHIGAN 

BERTHELOT,  TED  LOUIS,  ADDIS,  LOUISIANA 

BERTHELSEN,  JAY  MARTIN,  DANVILLE,  PENNSYLVANIA 

BERTHOLF,  LARRY  EUGENE,  PORT  ORCHARD,  HASHINGTON 

BERTISON,  ALAN  JOSEPH,  CORAL  SPRINGS,  FLORIDA 

BERTLING,  MICHAEL  G. ,  HAMBURG,  FEDERAL  REPUBLIC  OF  GERM 

BERTOLAMI,  RICHARD  PAUL,  CONCORD,  NEH  HAMPSHIRE 

BERTRAM,  JAMES  EDHARD,  HUDSON,  NEH  YORK 

BERTRAND,  ROBERT  M,  GREEN  BAY,  HISCONSIN 

BERTRAND,  HILLIAM  GERALD,  LANTANA,  FLORIDA 

BERTUCCELLI,  LARRY  JOSEPH,  MOUNTAIN  VIEW,  CALIFORNIA 

BERTULLI,  ALLEN  WAYNE,  MILFORD,  MASSACHUSETTS 

BERVID,  LOUIS  JOSEPH,  JR,  GENESEO,  ILLINOIS 

BESANSON,  CLAYTON  J,  ROYAL  OAK,  MICHIGAN 

BESELER,  PAUL  RICHARD,  JR,  JACKSONVILLE,  FLORIDA 

BESERRA,  ROY,  ALBUQUERQUE,  NEW  MEXICO 
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84  tt 
153 
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164 
193 
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114  tt 
177 
151 

47  * 
157 
113  tt 
180 
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150 
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15  tt 
113  tt 
134 

95  # 
189 
131 
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31  * 

49  tt 
150 
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BESS,  BRENDA  KAY,  FORT  IRWIN,  CALIFORNIA 

BESS,  WILLIAM  ROBERT,  TEMPE,  ARIZONA 

BEST,  DAVID  JOHN,  HALLINGFORD,  CONNECTICUT 

BEST,  GEORGE  MCLEARY,  NEH  YORK,  NEH  YORK 

BEST,  ROBERT  U. ,  KISSIMMEE,  FLORIDA 

BEST,  THOMAS  MICHAEL,  HAMBURG,  NEH  YORK 

BEST,  THOMAS  MICHAEL,  JR,  HAMBURG,  NEH  YORK 

BETHEA,  DAVID  P.,  JACKSON,  MISSISSIPPI 

BETHEA,  HUGH  T.,  JR.,  HINTER  PARK,  FLORIDA 

BETHELL,  SIDNEY,  NASSAU,  BAHAMAS 

BETLACH,  ROBERT  JAMES,  ST.  LOUIS,  MISSOURI 

BETTER,  JAMES  MICHAEL,  ELKO,  NEVADA 

BETTERTON,  KENNETH  AARON,  SALT  LAKE  CITY,  UTAH 

BETTILYON,  ALBERT  DAVID,  JR,  HHEATON,  ILLINOIS 

BETTIN,  GERALD  D,  EAGLE  RIVER,  HISCONSIN 

BETTS,  DAVID  ANDERSON,  SOUTHAMPTON,  NEH  YORK 

BETTS,  DEWEY  ALLEN,  MEMPHIS,  TENNESSEE 

BETTS,  THOMAS  M,  TALLAHASSEE,  FLORIDA 

BETZ,  KENNETH  MICHAEL,  DAYTON,  OHIO 

BETZLER,  GARY  ELDEN,  SALEM,  ILLINOIS 

BEU,  PHILIP  JOHN,  BELVIDERE,  ILLINOIS 

BEU,  RANDALL  ERIC,  HOODSTOCK,  ILLINOIS 

BEUKEMA,  DARRELL  CLIFFORD,  HYOMING,  MICHIGAN 

BEVAN,  JOSEPH  JAMES,  JR.,  HALLINGFORD,  CONNECTICUT 

BEVEL,  VIRGIL  THOMAS,  OKLAHOMA  CITY,  OKLAHOMA 

BEVERLY,  DEREK  TYSON,  SACRAMENTO,  CALIFORNIA 

BEVIS,  CLYDE  E.,  HICHITA,  KANSAS 

BEYER,  HANS  RUDOLPH,  MILLBURN,  NEH  JERSEY 

BEYER,  RICHARD  K. ,  CINCINNATI,  OHIO 

BEYNON,  ORRIS  C,  TAMPA,  FLORIDA 

BIAGGINI,  MICHAEL  DAVID,  MINDEN,  NEVADA 

BIALK,  ROBERT  J,  MILWAUKEE,  WISCONSIN 

BIANCARDI,  RAUL  JORGE,  BUENOS  AIRES,  ARGENTINA 

BIANCHI,  ROBERTO  MARIO,  BUENOS  AIRES,  ARGENTINA 

BIANCO,  MICHAEL,  BROOKLYN,  NEW  YORK 

BIANCO,  ROBERT  DEAN,  MIAMI,  FLORIDA 

BIANG,  HILLIAM  ALFRED,  WAUKEGAN,  ILLINOIS 

BIASOTTI,  MICHAEL  CHARLES,  NEW  WINDSOR,  NEW  YORK 

BIBICA,  JOHN  M,  SACRAMENTO,  CALIFORNIA 

BIBISI,  JOSEPH  EMANUEL,  MIDDLETOHN,  CONNECTICUT 

BICAN,  PAUL  M,  NORTH  ROYALTON,  OHIO 

BICKERS,  THOMAS  EUGENE,  JR,  HOUSTON,  TEXAS 

BIDDLE,  RALPH  H,  JR,  NEH  CASTLE,  DELAHARE 

BIDDLE,  ROBERT  WOODALL,  CINCINNATI,  OHIO 

BIDHELL,  ALLEN  MORSE,  NAMPA,  IDAHO 

BIDHELL,  CLIFFORD  BRUCE,  JOHNSON  CITY,  NEH  YORK 

BIDWELL,  JOHN  DAVID,  LEE'S  SUMMIT,  MISSOURI 

BIDHELL,  KENNETH  H,  SR,  ENDICOTT,  NEH  YORK 

BIDHELL,  LOREN  E. ,  ALBANY,  NEH  YORK 

BIDHELL,  ROBERT  R,  DOUGLAS,  GEORGIA 

BIEDERMAN,  JAMES  BRIAN,  BALLWIN,  MISSOURI 

BIEGALA,  WALTER  GERALD,  TOLEDO,  OHIO 

BIEHL,  PALLE,  COPENHAGEN,  DENMARK 

BIELASZKA,  NORMAN  T.,  DUNKIRK,  NEH  YORK 

BIELERT,  MELVIN  MORLEY,  PRINCE  GEORGE,  CANADA 

BIELFELDT,  RICHARD  A.,  HOMEWOOD,  ILLINOIS 

BIELSKI,  RONALD  EDWARD,  ROSSFORD,  OHIO 

BIENZ,  EDHARD  J,  JR,  YAPHANK,  NEH  YORK 

BIGAM,  JAMES  ROBERT,  MEDINA,  OHIO 

BIGGERS,  JERRY  R,  OKLAHOMA  CITY,  OKLAHOMA 

BIGGERSTAFF,  GARY  LEE,  LOS  ALAMITOS,  CALIFORNIA 

BIGGERSTAFF,  ROBERT  EUGENE,  MAPLEWOOD,  MISSOURI 

BIGGERSTAFF,  WILLIAM  H. ,  NORTH  KANSAS  CITY,  MISSOURI 

BIGGS,  ALLAN  C,  WINNIPEG,  CANADA 

BIGGS,  DANA  DOUGLAS,  INDIANAPOLIS,  INDIANA 

BIGGS,  MICHAEL  JOSEPH,  GREENCASTLE,  INDIANA 

BIGGS,  THOMAS  H,  SR,  LAS  VEGAS,  NEVADA 

BIGMAN,  ROSS,  FORT  DEFIANCE,  ARIZONA 

BIHL,  THOMAS  FRANKLIN,  PORTSMOUTH,  OHIO 

BIJASA,  ALEJANDRO  GARCIA,  MANILA,  PHILIPPINES 

BILBREY,  RAYMOND  P,  JEFFERSON  CITY,  MISSOURI 

BILHEIMER,  JACK  STANLEY,  GLENDALE,  CALIFORNIA 

BILLA,  FRANK,  PARIS,  FRANCE 

BILLEHUS,  ALAN  DAVID,  DEVILS  LAKE,  NORTH  DAKOTA 

BILLESBACH,  JAMES  E. ,  EVERETT,  HASHINGTON 

BILLING,  GARY  PHILLIP,  LARGO,  FLORIDA 

BILLINGS,  JAMES  HARREN,  JR,  PUEBLO,  COLORADO 

BILLINGS,  LLOYD  A.,  JR.,  TOPEKA,  KANSAS 

BILLS,  SYLVESTER,  NEW  YORK,  NEH  YORK 

BIN  CHEK,  ZAKARIA,  KUALA  LUMPUR,  MALAYSIA 

BIN  HENDI,  ABBAS  IBRAHIM,  DUBAI,  UNITED  ARAB  EMIRATES 

BINALAY,  FLORENCIO  ALAY,  MANILA,  PHILIPPINES 

BINFORD,  JAMES  HAROLDE,  HOUSTON,  TEXAS 

BINGHAM,  BOBBY  J,  SELMA,  ALABAMA 

BINGHAM,  EDHARD  BRUCE,  JR,  DENVER,  COLORADO 

BINGHAM,  JESSE  MONROE,  JACKSON,  MISSISSIPPI 

BINGHAM,  SHERMAN  MICHAEL,  SHAW  AFB,  SOUTH  CAROLINA 

BINGOLD,  AUGUST  J.,  WINONA,  MINNESOTA 

BINKERD,  RAYMOND  H. ,  SALT  LAKE  CITY,  UTAH 

BINKLEY,  JOSEPH  SAMUEL,  BATON  ROUGE,  LOUISIANA 

BINKLEY,  ROGER  L.,  REDWOOD  CITY,  CALIFORNIA 

BIONDOLILLO,  ROBERT  ANTHONY,  SUNRISE,  FLORIDA 

BIPPUS,  RICHARD  SAMUEL,  SAN  FRANCISCO,  CALIFORNIA 

BIRAGLIA,  JOSEPH,  DANBURY,  CONNECTICUT 

BIRCH,  ALLEN  E,  OREGON  CITY,  OREGON 

BIRCH,  PHILIP  W.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BIRCHLER,  MARK  ROBERT,  MARIANNA,  ARKANSAS 

BIRD,  J.  STANLEY,  MYRTLE  BEACH,  SOUTH  CAROLINA 

BIRD,  JESSIE  C,  SANTA  FE,  NEH  MEXICO 

8IRD,  LORI  ANN,  SAN  DIEGO,  CALIFORNIA 


PAGE 


10 


BIRD,  THEODORE  CALVIN  -  BOATHRIGHT,  GEORGE  E. 


53  tt 
100  tt 
148 
123  tt 
162  tt 
104 
162 
156 
160 
129  tt 
136 
117 
159 
160 

72  tt 
146 
122 

80  * 
178 
126 
171 

99  tt 
146 
194 
190 
175 
164 
138 
147 
169 

80  tt 
109 
145 
186 

99  tt 
135 
164 
139 
142 

96 
122 

83  tt 
130 

97  # 
187 
191 

90  tt 

96 
136  tt 

48  tt 

67  tt 
114  tt 
169 

74 

87  tt 

84  tt 
141 
127  # 
180 
134 

58 
142 
134  tt 
173 
190 
160 
149 
157 
110  tt 
137 
140 
175 
144  # 

25  * 
105 
181 
168 
173 
136 
192 
192 
193 

5  * 

97 

43  * 
164 
114 
112 

97  tt 
124 
178 

26  # 
176 
154 
103  tt 
161 
188 
171 
125 
185 


BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 


BISHOP, 
BISHOP, 
BISHOP, 
BISHOP, 


BIRD,  THEODORE  CALVIN,  CINCINNATI,  OHIO 
BIRD,  HAYNE,  ORLANDO,  FLORIDA 
BIRDSONG,  DONALD  EARL,  HOT  SPRINGS,  ARKANSAS 
BIRDHELL,  DENNIS  HAYNE,  NASHVILLE,  TENNESSEE 
BIRDHHISTELL,  CRAIG  MOORE,  GEORGETOHN,  KENTUCKY 
BIRGE,  EDMOND  R.,  JR.,  OAKLAND,  CALIFORNIA 
BIRK,  LEE  ARTHUR,  HESTMINSTER,  COLORADO 
BIRMINGHAM,  ROBERT  LEHIS,  BROOKLYN,  NEH  YORK 
BIRNEY,  LARRY  LEROY,  SAN  ANTONIO,  TEXAS 
BIRO,  JOSEPH  JOHN,  HARRISBURG,  PENNSYLVANIA 
BISCHOFF,  MICHAEL  HAYNE,  FORT  THOMAS,  KENTUCKY 
BISCOE,  WILLIAM  G.,  ORANGE,  VIRGINIA 
BISE,  DENNIS  GARY,  RICHMOND,  VIRGINIA 
BISHOP,  BENJAMIN  CLARK,  DES  MOINES,  IOWA 
BRUCE  L,  BATTLE  CREEK,  MICHIGAN 
CHARLES  ALTON,  LAHRENCEVILLE,  GEORGIA 
CHARLES  HEBSTER,  MACON,  GEORGIA 
DAVID  N.,  LAUDERHILL,  FLORIDA 
DAVID  RALPH,  SALT  LAKE  CITY,  UTAH 
FURMAN  RALPH,  ROME,  GEORGIA 
GARY  LYNN,  COLLEGE  STATION,  TEXAS 
JACK  C,  MOBILE,  ALABAMA 
JOSEPH  DANIEL,  GAINESVILLE,  GEORGIA 
MICHAEL  CONRAD,  SAN  DIEGO,  CALIFORNIA 
RICHARD  KYLE,  JR,  RICHMOND,  VIRGINIA 
RICHARD  LOREN,  TULSA,  OKLAHOMA 
SAMUEL  HUGH,  THENTYNINE  PALMS,  CALIFORNIA 
BISHOP,  STEPHEN  MICHAEL,  BATTLE  MOUNTAIN,  NEVADA 
BISHOP,  STEVEN  CHARLES,  KANSAS  CITY,  MISSOURI 
THOMAS  ALAN,  ST.  PETERS,  MISSOURI 
HALTER  R,  HERNDON,  VIRGINIA 
HILLIAM  G.,  NAPA,  CALIFORNIA 
WILLIAM  HENRY,  JR,  DECATUR,  GEORGIA 
BISHOP,  WILLIAM  TIMOTHY,  EVANSVILLE,  INDIANA 
BISSETT,  ELWOOD  R,  ST.  CLOUD,  MINNESOTA 
BISTERFELDT,  VERNON  LEE,  BOISE,  IDAHO 
BISTLINE,  ERIC  ALAN,  NEW  CUMBERLAND,  PENNSYLVANIA 
BISTRICKY,  JAMES  ROBERT,  CLEVELAND,  OHIO 
BITCON,  JEFFREY  NORMAN,  ST  JOHNSBURY,  VERMONT 
BITJEMAN,  WILBERT  H. ,  LIBERTY,  NEH  YORK 
BITNER,  LEONARD  FRANKLIN,  CHARDON,  OHIO 
BITTER,  ROBERT  P.,  EXTON,  PENNSYLVANIA 
BITTICK,  JOHN  CARY,  FORSYTH,  GEORGIA 

BITTICK,  LAHSON  C,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BITTNER,  PATRICK  EMMET,  LEAGUE  CITY,  TEXAS 
BIVENS,  GEORGE  LENARD,  SOMERSET,  PENNSYLVANIA 
BIVINS,  ULE  D,  ANCHORAGE,  ALASKA 
BIYIKLI,  HUDAVERDI,  ANKARA,  TURKEY 
BIZELLI,  DONALD  RICHARD,  KIRKWOOD,  MISSOURI 
BJORK,  WILLIAM  E,  OLYMPIA,  WASHINGTON 
BJORKLUND,  HOWARD  G.,  MADISON,  WISCONSIN 
BJORNSEN,  BJARNE  A,  MEDFORD,  OREGON 
BJORNSTAD,  TOR  ANDREAS,  OLYMPIA,  WASHINGTON 
BJORNTON,  ARVID  H.,  EAU  CLAIRE,  WISCONSIN 
BLAAUW,  JOHN  A.,  ROTTERDAM,  NETHERLANDS 
BLACK,  CHARLES  C,  MIAMI,  FLORIDA 

CHARLES  MILLARD,  DALTON,  GEORGIA 

DON  EDWARD,  ROCKVILLE,  MARYLAND 

EDWARD  FRANCIS,  JR,  ELKINS  PARK,  PENNSYLVANIA 

HAROLD  MICHAEL,  YAPHANK,  NEW  YORK 

JAMES  S.,  CHEYENNE,  WYOMING 

JAMES  WALTER,  SANTA  FE,  NEW  MEXICO 

JOHN  JOSEPH,  NARRAGANSETT,  RHODE  ISLAND 

LARRY  CLIFTON,  RINGGOLD,  GEORGIA 

MICHAEL  DURRELL,  COLUMBUS,  OHIO 

PATRICK  MICHAEL,  BUENA  PARK,  CALIFORNIA 

RICHARD  HENRY,  GLENDALE,  MISSOURI 

RONALD  LEE,  AKRON,  OHIO 

RONALD  W.,  DOTHAN,  ALABAMA 

STEVE  KENNETH,  ATLANTA,  GEORGIA 

CLEO  ALBERT,  JR,  BAKERSFIELD,  CALIFORNIA 
EDWARD  FORBES,  GREENVILLE,  SOUTH  CAROLINA 
FRANK  DEE,  BATON  ROUGE,  LOUISIANA 
GEORGE,  COLUMBIA,  MISSOURI 
JAMES  E,  WAYCROSS,  GEORGIA 
JOHN  BENJAMIN,  HOUSTON,  TEXAS 
JOHNNY  ONEAL,  JR,  BROWNSVILLE,  TENNESSEE 
JOSEPH  CHARLES,  HARRISBURG,  PENNSYLVANIA 
MICHAEL  DAVID,  WASHINGTON,  DISTRICT  OF  COLUM 
BLACKBURN,  WILLIAM  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
BLACKFORD,  JAMES  EDWARD,  JR,  BARTOW,  FLORIDA 
BLACKLEDGE,  JOHN  WILEY,  III,  PALM  BAY,  FLORIDA 
BLACKMON,  A.  L.,  ANNISTON,  ALABAMA 
BLACKMON,  ALONZA  T,  BORGER,  TEXAS 
BLACKMON,  HOWARD  BENJAMIN,  NEWPORT  NEWS,  VIRGINIA 
BLACKMON,  RANDOLPH  MALLARD,  RIDGELAND,  SOUTH  CAROLINA 
BLACKORBY,  RICHARD  L.,  JERSEYVILLE,  ILLINOIS 
BLACKSTON,  DAN  L.,  CHULA  VISTA,  CALIFORNIA 
BLACKSTON,  JAMES  0.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BLACKSTONE,  SAMUEL,  II,  FALLS  CHURCH,  VIRGINIA 
BLACKWELL,  KENNETH  LEE,  BALTIMORE,  MARYLAND 
BLACKWELL,  LEO  D. ,  GRIFFIN,  GEORGIA 
BLACKWELL,  PRESTON  CARVER,  FAIRFAX,  VIRGINIA 
BLACKWELL,  RAYMOND  J,  III,  LOS  ANGELES,  CALIFORNIA 
BLACKWELL,  THOMAS  J,  JACKSON,  TENNESSEE 
BLADEL,  MICHAEL  ROBERT,  DAVENPORT,  IOWA 
BLAETTLER,  JOSEPH,  YAPHANK,  NEW  YORK 
BLAIN,  WILLIAM  THOMAS,  JACKSON,  MISSISSIPPI 
BLAINE,  LLOYD  DOUGLAS,  MIDWEST  CITY,  OKLAHOMA 
BLAINE,  THOMAS  ALLAN,  CHANDLER,  ARIZONA 


BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACK 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 

BLACKBURN, 


143 

79  * 
160 
122 
191 
162 
117 

95 
110  tt 

36  tt 

93  tt 
175  tt 
188 
133 
131 
133 
161 

19  * 
193 
142 

72  tt 
136 
102 
191 
167 
179 
183 

75  tt 
102 
137 
158 
175 
107  tt 
161 
108 

92  # 
155 

6  tt 
139 
146 
191 
127  tt 
176 
102  * 
132 
156 

93 
175 

53 
159 

73  tt 
173 
190 
118 
141 
186 
159 
123 
166 
116 

91  tt 

159 

162 

158  tt 

135  tt 
49  tt 
86  tt 

183 

102 

131 

105  tt 

116 

157 

119  tt 
140 
174 
106 

97  * 
149 
112  # 
131 
160 
131 
124 
114  tt 

37  tt 
143 
179 
134 

18  * 
167 

120  * 
40  tt 

94  * 
152 
138 
163 
187 
131 

99  * 


BLAIR, 
BLAIR, 
BLAIR, 
BLAIR, 
BLAIR, 
BLAIR, 


BLAKE, 
BLAKE, 
BLAKE, 
BLAKE, 
BLAKE, 
BLAKE, 


BLANKENSHIP, 
BLANKENSHIP, 
BLANKENSHIP, 


BLANKENSHIP, 
BLANKENSHIP, 
BLANKENSHIP, 
BLANKENSHIP, 
BLANKENSHIP, 


DOUG  DALE,  YAKIMA,  WASHINGTON 
H.  R.,  TALLAHASSEE,  FLORIDA 
HOWARD  LEE,  MIDLAND,  TEXAS 
JOHN  DOUGLAS,  WINDSOR,  CANADA 
RANDALL  DUANE,  SANTA  ANA,  CALIFORNIA 
WILLIAM  STERLING,  TORONTO,  CANADA 
BLAISDELL,  JERRY  LEE,  WEATHERFORD,  TEXAS 
BLAIZE,  RUDOLPH  J.,  ROAD  TOWN,  BRITISH  VIRGIN  ISLANDS 
BLAKE,  DONALD  E,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
EDWARD  F.,  BOSTON,  MASSACHUSETTS 
EUGENE  L,  GILFORD,  NEH  HAMPSHIRE 
HOWARD  STEWART,  JR,  LANDOVER,  MARYLAND 
IVOR  WENTWORTH,  BASSETERRE,  ST.  KITTS 
JOHN  JACOB,  BLUE  BELL,  PENNSYLVANIA 
WILLIAM  JOSEPH,  JR,  CLAYTON,  MISSOURI 
BLAKEBROUGH,  GERALD  BRIAN,  BRUNSWICK,  GEORGIA 
BLAKELOCK,  JAMES  FA'AFILI,  APIA,  WESTERN  SAMOA 
BLAKENEY,  JACK  L.,  LAGUNA  BEACH,  CALIFORNIA 
BLAKEY,  THOMAS,  SWANSEA,  MASSACHUSETTS 
BLALOCK,  LESLIE  CLARENCE,  ODESSA,  TEXAS 
BLAMEY  PIZARRO,  CLAUDIO  ENRIQUE,  SANTIAGO,  CHILE 
BLANAS,  LOUIS  JAMES,  SACRAMENTO,  CALIFORNIA 
BLANCHARD,  C,  JR,  FORT  WORTH,  TEXAS 
BLANCHARD,  GEORGE  CHRISTOPHER,  NEW  YORK,  NEW  YORK 
BLANCHETTE,  RONALD  JAMES,  BELMONT,  MASSACHUSETTS 
BLANCO,  DAISY,  WILMINGTON,  DELAWARE 
BLANCO,  JOHN  ALBERT,  ODESSA,  TEXAS 
BLANCO,  MARIO  JUAN,  BUENOS  AIRES,  ARGENTINA 
BLANCO,  SERVANDO  M,  EL  PASO,  TEXAS 
BLAND,  CALTON  WINDLEY,  NEW  BERN,  NORTH  CAROLINA 
BLANK,  ROBERT  ALLEN,  BEULAH,  MICHIGAN 
BLANKENBERG,  MARK  EDWARD,  BUFFALO,  NEW  YORK 
BLANKENSHIP,  AVERY  C,  MARYSVILLE,  CALIFORNIA 

GARY  HERBERT,  NITRO,  WEST  VIRGINIA 
JAMES  R.,  JONESBORO,  GEORGIA 
JOE  L,  NASHVILLE,  TENNESSEE 
BLANKENSHIP,  MICHAEL  LEE,  SEATTLE,  WASHINGTON 
BLANKENSHIP,  RAY  OWEN,  NORTH  LITTLE  ROCK,  ARKANSAS 

ROBERT  DALE,  SOUTH  CHARLESTON,  WEST  VIRGIN 
ROBERT  PAUL,  REDDING,  CALIFORNIA 
SAMUEL  THOMAS,  BENTONVILLE,  ARKANSAS 
THOMAS  JAMES,  BILLINGS,  MONTANA 
TIMOTHY  GENE,  EL  CENTRO,  CALIFORNIA 
BLANSHAN,  HARVEY  D.,  MANKATO,  MINNESOTA 
BLANTON,  HERCHEL  LAVAUGHN,  VALDOSTA,  GEORGIA 
BLANTON,  RONALD  BERNARD,  VERO  BEACH,  FLORIDA 
BLANUSA,  RUDY  M,  RED  BLUFF,  CALIFORNIA 
BLAS,  AGNES  MENDIOLA,  AGANA,  GUAM 
BLASCZAK,  RAYMOND  V.,  JERSEY  CITY,  NEW  JERSEY 
BLASDEL,  CARL  FRANK,  JR,  SPRINGFIELD  TOWNSHIP,  OHIO 
BLASE,  JOSEPH  JOHN,  WEST  HARTFORD,  CONNECTICUT 
BLASER,  EDWARD  DANIEL,  LOUISVILLE,  KENTUCKY 
BLASHER,  MICHAEL  B,  CLARKSBURG,  WEST  VIRGINIA 
BLASS,  DENNIS  ROWLAND,  BIRMINGHAM,  ALABAMA 
BLAZEJEWSKI,  CARL,  MINEOLA,  NEW  YORK 
BLECHA,  ROBERT  E,  TOPEKA,  KANSAS 
BLECK,  WILLIAM  RICHARD,  CAMDENTON,  MISSOURI 
BLEDSOE,  LARRY  LEE,  MIDLAND,  TEXAS 
BLEDSOE,  MARTIN  JOSEPH,  FARMINGTON  HILLS,  MICHIGAN 
BLESIO,  DONALD  J,  YAKIMA,  WASHINGTON 
BLESSING,  R  EDWARD,  EASTON,  MARYLAND 
BLESSINGER,  PHILIP  THOMAS,  MINEOLA,  NEW  YORK 
BLEVIN,  ROBERT  EUGENE,  JR,  OCEAN  CITY,  NEW  JERSEY 
BLEVINS,  ELMER  LEE,  JR,  EL  CERRITO,  CALIFORNIA 
BLEVINS,  JERRY  LEE,  TOWSON,  MARYLAND 
BLEVINS,  JOHN  0.,  MARYSVILLE,  CALIFORNIA 
BLEWITT,  JOSEPH  K,  LAFAYETTE  HILL,  PENNSYLVANIA 
BLEYLE,  WILLIAM  ROBERT,  MANLIUS,  NEW  YORK 
BLISS,  LYLE  R.,  JANESVILLE,  WISCONSIN 
BLITCH,  MICHAEL  BUCHANAN,  NEWPORT  BEACH,  CALIFORNIA 
BLOCK,  H.  R.,  AUSTIN,  TEXAS 
BLOCKER,  MIKEL  R,  FAYETTEVILLE,  ARKANSAS 
BLOCKER,  TYREE  CORNELIUS,  LANCASTER,  PENNSYLVANIA 
BLOECHL,  DONALD  DUANE,  OSHKOSH,  WISCONSIN 
BLOEDOW,  LYNUS  LELAND,  MINNEAPOLIS,  MINNESOTA 
BLOM,  RICHARD  MICHAEL,  MIAMI,  FLORIDA 
BLOME,  DENNIS  H,  CEDAR  RAPIDS,  IOWA 
BLOMGREN,  LEIF  T.,  STOCKHOLM,  SWEDEN 
BLOMQUIST,  ROBERT  IVAR,  DANBURY,  CONNECTICUT 
BLOMSETH,  GLENN  M,  ANTIOCH,  CALIFORNIA 
BLOOMSTER,  NICK  PAUL,  RENO,  NEVADA 
BLOUCH,  CLEVE  RUSSELL,  PHOENIX,  ARIZONA 
BLOUGH,  DAVID  EDWARD,  JR,  SARASOTA,  FLORIDA 
BLOUGH,  JERRY  ALAN,  SUNRISE,  FLORIDA 
BLOUIN,  GODFREY  L.,  NEW  BEDFORD,  MASSACHUSETTS 
BLOW,  GEORGE  S.,  WINNIPEG,  CANADA 
BLOW,  JACK  B,  TOPEKA,  KANSAS 
BLOZIS,  JOSEPH,  NEW  YORK,  NEW  YORK 
BLUE  EARTH,  ALFRED  VIRGIL,  FORT  YATES,  NORTH  DAKOTA 
BLUE,  EDWARD  L.,  GULFPORT,  MISSISSIPPI 
BLUE,  MELBOURNE  JOSEPH,  EASTON,  MARYLAND 
BLUEHOUSE,  PHILMER,  FORT  DEFIANCE,  ARIZONA 
BLUFORD,  JOHN  R,  MARYVILLE,  TENNESSEE 
BLUME,  RICHARD  W. ,  LEAWOOD,  KANSAS 
BOAL,  JOHN  MICHAEL,  BARBERTON,  OHIO 
BOARDMAN,  RICHARD  JOSEPH,  BERNARDSVILLE,  NEW  JERSEY 
BOATNER,  DENNIS  LEE,  REDDING,  CALIFORNIA 
BOATRIGHT,  BASEL  BUTLER,  III,  NEW  BRAUNFELS,  TEXAS 
BOATHRIGHT,  ALVA  EDWIN,  JR,  CLIFTON,  TENNESSEE 
BOATWRIGHT,  GEORGE  E.,  MUSCLE  SHOALS,  ALABAMA 
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BOATHRIGHT,  JOHN  KINLEY  -  BORUFF,  GUY  H 


142 
174 

99 
140 
123 
126 
176 
173 
166 
128 

91 

90 
160 

in  tt 

129 
192 
121 
135 
127 
109 
138 
98  tt 
105  tt 
150 
120 
108  tt 
100 
138 
148 
125  tt 
191 

104  g 
130  * 
126 
150 
119  tt 

113  tt 

127 
173 
134 
122 
193 

60  tt 

189 
186 

114  tf 
182 
175 

97  * 

80  n 
185 
151 
142 
165 
172 

91 
121 

81  tt 
135 
195 
152  tt 
137 

92  tt 
195 
174 

101  tt 

61  tt 
107  * 
170 

62  tt 
95 

46  tt 

48  tt 

130 
148 

102  tt 
116 

25  tt 
139 
156 
128 

52  tt 
182 
113  * 
116 
190 
120 
121  tt 

105  tt 
189 
125  tt 
158 

87  # 
194 
141 
113 
133 
119  tt 

89  tt 
142 


BOGAN, 

BOGART, 

BOGDON, 

BOGGAN, 

BOGGS, 

BOGGS, 

BOGGS, 

BOGGS, 

BOGGS, 

BOGGS, 

BOGUE, 


BOATHRIGHT,  JOHN  KINLEY,  FORT  JACKSON,  SOUTH  CAROLINA 

BOBER,  JOSEPH  CHARLES,  NEHARK,  NEH  JERSEY 

BOBER,  ROBERT  S. ,  ALBANY,  NEH  YORK 

BOBOHSKI,  JAMES  EDHARD,  HAMMOND,  INDIANA 

BOCCONE,  JOHN  COSMO,  NEH  YORK,  NEH  YORK 

BOCCUZZI,  ARTHUR  FRANCIS,  J,  STAMFORD,  CONNECTICUT 

BOCK,  THOMAS  NELSON,  ENGLEHOOD,  COLORADO 

BOCKA,  PAUL  EUGENE,  GREECE,  NEH  YORK 

BOCKELMANN,  JOHN  F,  KINGSTON,  NEH  YORK 

BOCKHAUS,  KENT  LEE,  BOSSIER  CITY,  LOUISIANA 

BOCKHORN,  JOHN  E.,  FRANKLIN  LAKES,  NEH  JERSEY 

BOCOCK,  DAVIE  L.,  STAUNTON,  VIRGINIA 

BODDY,  CHARLES,  SR,  CLEVELAND,  OHIO 

BODE,  HARRY  T,  III,  CINCINNATI,  OHIO 

BODEN,  HARRY  GREGORY,  CLOVIS,  ARIZONA 

BODEN,  RICHARD  K,  RIVERHEAD,  NEH  YORK 

BODETTE,  ROBERT  WILLIAM,  WISCONSIN  RAPIDS,  WISCONSIN 

BODGE,  STEVEN  ALTON,  PARKERSBURG,  WEST  VIRGINIA 

BODI,  THOMAS  EDWIN,  MAUMEE,  OHIO 

BODRERO,  D  DOUGLAS,  SALT  LAKE  CITY,  UTAH 

BOECK,  JAMES  KARL,  SEGUIN,  TEXAS 

BOEDEKER,  CLARENCE  J.,  FLORISSANT,  MISSOURI 

BOEHLERT,  RAYMOND  C. ,  SUN  PRAIRIE,  WISCONSIN 

BOEHM,  THEODORE  PAUL,  COLUMBIA,  MISSOURI 

BOEHNKE,  DEVON  HENRY,  WHARTON,  TEXAS 

BOEKA,  DENZIL  L. ,  GOLDEN,  COLORADO 

BOEKER,  GILBERT  J.,  OAK  PARK,  ILLINOIS 

BOELZ,  ARTHUR  WILLARD,  FOLEY,  MINNESOTA 

BOERDING,  ROBERT  ANTHONY,  ST.  CHARLES,  MISSOURI 

BOESE,  BILLY  DEAN,  PONCA  CITY,  OKLAHOMA 
GERTRUDE,  BEL-RIDGE,  MISSOURI 
LARRY  L,  STANTON,  MICHIGAN 
CARL  MARK,  MILFORD,  DELAWARE 
JOHN  EDGAR,  MEMPHIS,  TENNESSEE 
CAROLYN  LOUISE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  SHADDIX,  MONTGOMERY,  ALABAMA 
JIM,  LOUISVILLE,  KENTUCKY 
LARRY  ALLEN,  RITTMAN,  OHIO 
MARC  DANIEL,  MADISONVILLE,  KENTUCKY 
ROBERT  VAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WILLIAM  EUGENE,  ELKO,  NEVADA 

BOHANNON,  ROBERT  STANLEY,  LITTLE  ROCK,  ARKANSAS 

BOHARDT,  PAUL  H,  MIAMI,  FLORIDA 

BOHLMAN,  DAVID  JOHN,  JUPITER,  FLORIDA 

BOHN,  SCOTT  LLOYD,  WEST  CHESTER,  PENNSYLVANIA 

BOHNERT,  DONALD  L,  ST.  LOUIS,  MISSOURI 

BOHRER,  KIM  CARLTON,  MARTINSBURG,  WEST  VIRGINIA 

BOHRER,  LESLIE  ALLEN,  KANSAS  CITY,  KANSAS 

BOICE,  ALLEN  H. ,  GOLD  BEACH,  OREGON 

BOICE,  CHARLES  H. ,  OLD  BRIDGE,  NEW  JERSEY 

BOIES,  SCOTT  THOMAS,  SAN  DIEGO,  CALIFORNIA 

BOIMEESTER,  SHLOMO  AVRAHAM,  MISCHMAR  AYALON,  ISRAEL 

BOINSKI,  THOMAS  JOHN,  MILWAUKEE,  WISCONSIN 

BOITNOTT,  WILLIAM  MCKINLEY,  ANCHORAGE,  ALASKA 

BOIVIN,  JAMES  HOGUE,  ORANGE  PARK,  FLORIDA 

BOLAND,  JOHN  P.,  NEW  YORK,  NEW  YORK 

BOLAND,  JOHN  WAYNE,  AMHERST,  NEW  YORK 

BOLAND,  MARVIN,  NEW  YORK,  NEW  YORK 

BOLANOS,  ROLANDO  DANIEL,  HIALEAH,  FLORIDA 

BOLANTE,  JOEL  SEVESES,  ST  AUGUSTINE,  FLORIDA 

BOLAR,  DOUGLAS  LYLE,  SEDALIA,  MISSOURI 

BOLCK,  STEFAN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 

BOLD,  GEORGE  W. ,  REDWOOD  CITY,  CALIFORNIA 

BOLDA,  DAVID,  PROVO,  UTAH 

JAMES  HURLEN,  JR,  MEMPHIS,  TENNESSEE 
LARRY  C,  LAS  VEGAS,  NEVADA 
CHARLES  MAXHELL,  RICHMOND,  VIRGINIA 
ANDRE  J,  SOMERSWORTH,  NEW  HAMPSHIRE 
PETER  MICHAEL,  WILLIMANTIC,  CONNECTICUT 

BOLEJACK,  EMORY  J.,  MARTINSVILLE,  VIRGINIA 

BOLEN,  DAVID  N,  ORANGEBURG,  SOUTH  CAROLINA 

BOLERJACK,  DEAN,  SOUTH  BEND,  INDIANA 

BOLES,  BILLEE  CLYDE,  ONTARIO,  CALIFORNIA 

GREG  ANTHONY,  HENATCHEE,  WASHINGTON 
JEROME  GAYLORD,  II,  LANSING,  MICHIGAN 
JOHN  H.,  CARY,  NORTH  CAROLINA 

BOLES,  MARCELLUS,  BALTIMORE,  MARYLAND 

BOLGER,  ANTHONY  J.,  OAKLAND,  CALIFORNIA 

BOLGER,  JAMES  BERT,  EAST  LANSING,  MICHIGAN 

BOLING,  DAVID  WALTON,  COLLIERVILLE,  TENNESSEE 

BOLING,  GEORGE  GARDNER,  PARIS,  KENTUCKY 

OREN  E.,  COLORADO  SPRINGS,  COLORADO 
THOMAS  MATTHEW,  TINLEY  PARK,  ILLINOIS 

BOLING,  WAYNE  C,  FRESNO,  CALIFORNIA 

BOLINGER,  HARRY  E,  MIAMI,  FLORIDA 

BOLLE,  JOHN  DAVID,  LARGO,  FLORIDA 

BOLLES,  PETER  CULVER,  INDIANAPOLIS,  INDIANA 

BOLLHOFFER,  RONALD  AUGUST,  MILWAUKEE,  WISCONSIN 

BOLLI,  DONALD  JAMES,  MEXICO,  MISSOURI 

BOLLING,  DENNIS  LEE,  FLAT  ROCK,  MICHIGAN 

BOLLINGER,  GILBERT  EUGENE,  NASHVILLE,  TENNESSEE 

BOLLINGER,  JOSEPH  FRANKLIN,  DOVER,  PENNSYLVANIA 

BOLLMANN,  ROBERT  G,  EUREKA,  CALIFORNIA 

BOLOGNA,  ANTHONY  VITO,  NEW  YORK,  NEW  YORK 

BOLSTER,  RICHARD  DENNIS,  BLUE  EARTH,  MINNESOTA 

BOLT,  JERRY  D,  EAST  LANSING,  MICHIGAN 

BOLTER,  JACK  LEROY,  OMAHA,  NEBRASKA 

BOLTON,  DARRELL  LEE,  DENVER,  COLORADO 

BOLTON,  OTHO  G. ,  JR.,  BOSSIER  CITY,  LOUISIANA 

BOLTON,  PAUL  EUGENE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
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BOND, 
BOND, 
BOND, 
BOND, 
BOND, 
BONDI 
BONDS, 


BONNER, 
BONNER, 
BONNET, 
BONNET, 


BOLTON,  TERRELL  DANIEL,  DALLAS,  TEXAS 
BOLTON,  TIMOTHY  CHARLES,  YORK,  PENNSYLVANIA 
BOMBER,  JERRY  FRANK,  MT  CLEMENS,  MICHIGAN 
BOMBRYS,  WESLEY  JOSEPH,  SR,  TOLEDO,  OHIO 
BOMMARITO,  COLLETTE  JEANNINE,  HASHINGTON,  DISTRICT  OF  C 
BONACCI,  JOSEPH  JOHN,  ROCHESTER,  NEW  YORK 
BONACCORSY,  NUNZIO,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BONACICH,  LOUIS  RAYMOND,  PATTERSON,  CALIFORNIA 
BONAMARTE,  MICHAEL  F.,  JR.,  HIGHLAND  PARK,  ILLINOIS 
BONANDER,  JIMMIE  DAVE,  PALO  ALTO,  CALIFORNIA 
BONANNO,  PATRICK  V,  BATON  ROUGE,  LOUISIANA 
BONANNO,  STEPHEN,  NEW  YORK,  NEW  YORK 
BONAR,  JAMES  ARTHUR,  SANTA  CRUZ,  CALIFORNIA 
BONAVENTURE,  JAMES  MILTON,  BATON  ROUGE,  LOUISIANA 
BOND,  GERALD  H. ,  MAUSTON,  WISCONSIN 
JAMES  WELDON,  SEARCY,  ARKANSAS 
RALPH  R.,  MERCED,  CALIFORNIA 
RICHARD  LEE,  OAKLAND,  CALIFORNIA 
WILLIAM  EARL,  JR,  DURHAM,  NORTH  CAROLINA 
WILLIAM  J.,  WALLACE,  IDAHO 
JOHN  EDWARD,  BRIDGETON,  NEW  JERSEY 
THOMAS  L,  DECATUR,  ALABAMA 
BONDY,  GLENN  KENNETH,  TAYLOR,  MICHIGAN 
BONGIORNO,  RICHARD  C,  CAMBRIDGE,  MASSACHUSETTS 
BONI,  FRANK  PAUL,  JR,  MIAMI,  FLORIDA 
BONJOUR,  ANDRE  PAOLO,  ST  HELIER,  CHANNEL  ISLANDS 
BONNEAU,  RICHARD  EUGENE,  LOS  ANGELES,  CALIFORNIA 
BONNEFOND,  OLIVIER,  PARIS,  FRANCE 
BONNELL,  C.  JAMES,  JR.,  ROCHESTER,  NEW  YORK 
BONNELL,  LAWRENCE  T,  CRANFORD,  NEW  JERSEY 
BONNER,  EDWARD  NEIL,  AUBURN,  CALIFORNIA 
THOMAS  WAYNE,  TAYLOR,  MICHIGAN 
WILLIS  B,  SACRAMENTO,  CALIFORNIA 
ARTHUR  H.,  SAN  ANTONIO,  TEXAS 
ROBERT  J,  WESTMINSTER,  CALIFORNIA 
BONNETT,  RICHARD  TALAMANTEZ,  SAN  ANTONIO,  TEXAS 
BONNEVIER,  JOHN  JOSEPH,  DELAND,  FLORIDA 
BONNEVILLE,  CHARLES  L.,  HASHINGTON,  DISTRICT  OF  COLUMBI 
BONNEVILLE,  LAWRENCE  GERARD,  MENASHA,  WISCONSIN 
BONNEVILLE,  ROBERT  B.,  PROSPECT  HEIGHTS,  ILLINOIS 
BONNICHSEN,  HANS  JORGEN,  COPENHAGEN,  DENMARK 
BONO,  RUSSELL  JOSEPH,  NORRISTOWN,  PENNSYLVANIA 
BONSIGNORE,  MARK  STEPHEN,  ROCHESTER,  NEW  YORK 
BONSWOR,  STEPHEN  ENDLY,  LONG  BEACH,  CALIFORNIA 
BONZELET,  JOSEPH  THEODORE,  KINGMAN,  ARIZONA 
BOODY,  LEE  CRENSHAW,  NEW  YORK,  NEW  YORK 
BOOKER,  FREDDIE  L,  LOS  ANGELES,  CALIFORNIA 
BOOKER,  OTIS  JUDSON,  PINE  HILL,  NEW  JERSEY 
BOOKER,  RONNIE  LEE,  BECKLEY,  WEST  VIRGINIA 
BOOKSER,  MICHAEL  CHARLES,  BELLEVUE,  PENNSYLVANIA 
BOON,  DANNY  MICHAEL,  PISMO  BEACH,  CALIFORNIA 
BOONE,  EDDIE,  TALLAHASSEE,  FLORIDA 

ELBERT  R,  PORTSMOUTH,  VIRGINIA 
JOSEPH  ANTHONY,  NORFOLK,  VIRGINIA 
MARVIN  VANCE,  ORANGEBURG,  SOUTH  CAROLINA 
MONTE  WILSON,  MOUNT  AIRY,  NORTH  CAROLINA 
ROBERT  G,  LAKE  FOREST,  ILLINOIS 
VANCE  L,  ORANGEBURG,  SOUTH  CAROLINA 
BOONYAPATIPARK,  ANUCHIT,  BANGKOK,  THAILAND 
BOONYOPASTHAM,  AKARAPOL,  BANGKOK,  THAILAND 
BOORAS,  GEORGE  P,  NORTH  BEND,  OREGON 

BILLY  JOE,  BATON  ROUGE,  LOUISIANA 
HENRY  ADAM,  JR,  NAPLES,  FLORIDA 
JOHNNY  H,  JACKSON,  MISSISSIPPI 
JOSEPH  THOMPSON,  BATON  ROUGE,  LOUISIANA 
MATTHEW  TOWNSEND,  PLATTSBURGH,  NEW  YORK 
ROGER  JOHN,  HONG  KONG,  HONG  KONG 
WILLIS  D,  TALLAHASSEE,  FLORIDA 
DENNIS  ERIC,  BROOKLYN,  NEW  YORK 
BOOTSTRIPOOM,  TEERAWOOT,  CHUMPHORN,  THAILAND 
BORCHARDT,  STEVEN  CRAIG,  ROCHESTER,  MINNESOTA 
BORD,  DANIEL  JOSEPH,  FOND  DU  LAC,  WISCONSIN 
BORDEN,  CURTIS  J.,  LOUISVILLE,  KENTUCKY 
BORDEN,  DANIEL  URIEL,  LOUISVILLE,  KENTUCKY 
BORDEN,  MILES  S. ,  YAPHANK,  NEW  YORK 
BORDER,  JOHN  WILLIAM,  JR,  EASTON,  PENNSYLVANIA 
BORDWINE,  C  N,  RICHMOND,  VIRGINIA 
BOREN,  JAMES  ROBERT,  ALBANY,  GEORGIA 
BOREN,  RICHARD  THOMAS,  COLUMBUS,  GEORGIA 
BOREN,  TOMMY  ALLEN,  COFFEYVILLE,  KANSAS 
BORER,  LEON,  AARAU,  SWITZERLAND 

BORG,  GERD  VAN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
BORG,  LYNN  BOYD,  SALT  LAKE  CITY,  UTAH 
BORICH,  JOE  M,  SALT  LAKE  CITY,  UTAH 
BORING,  DANIEL  VICTOR,  ARLINGTON,  VIRGINIA 
BORING,  DON  E,  MARYVILLE,  TENNESSEE 
BORING,  STEVEN  DALE,  ALCOA,  TENNESSEE 
BORINSKY,  ARTHUR  DAVID,  NEWARK,  NEW  JERSEY 
BORKOWSKI,  TIMOTHY  L.,  TOLEDO,  OHIO 
BORN,  RICHARD  L,  COLUMBUS,  OHIO 
BORNHOFFER,  FRANK  G.,  CINCINNATI,  OHIO 
BORNHOFT,  WAYNE  H. ,  FULLERTON,  CALIFORNIA 
BORNSTEIN,  ALVIN  HOWARD,  MACDILL  AFB,  FLORIDA 
BORNUS,  STEVEN  GREG,  NEW  BRIGHTON,  MINNESOTA 
BOROUMAND  RAD,  HOSSEIN,  TEHRAN,  IRAN 
BOROWSKI,  JAMES  EDMUND,  DENVER,  COLORADO 
BORREGO,  MANUEL,  WICHITA  FALLS,  TEXAS 
BORROR,  KENNETH  W. ,  UPPER  ARLINGTON,  OHIO 
BORTZ,  GERALD  W,  SENECA  FALLS,  NEW  YORK 
BORUFF,  GUY  W,  INDIANAPOLIS,  INDIANA 
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BOSSE, 
BOSSE, 
BOSSE, 
BOSSI, 


BOSHELL, 
BOSNELL, 
BOSHELL, 
BOSHELL, 


BORUNDA,  ALFONSO,  EL  PASO,  TEXAS 

BORUNDA,  JOHN  ZAMORA,  LOS  ANGELES,  CALIFORNIA 

BOSACKER,  MICHAEL  THEODORE,  EDEN  PRAIRIE,  MINNESOTA 

BOSARGE,  KATHILEE  MARY,  PASCAGOULA,  MISSISSIPPI 

BOSCH,  NICK,  JR.,  ST.  LOUIS,  MISSOURI 

BOSKO,  JOSEPH  STEVEN,  JR,  AKRON,  OHIO 

BOSLEY,  ROBERT  HAROLD,  FAIRLAWN,  OHIO 

BOSMAN,  DAVID  LEE,  TUCSON,  ARIZONA 

EDHIN  FREDERICK,  CHICAGO,  ILLINOIS 

JEAN-EUDES  ROBERT,  JACKSONVILLE,  FLORIDA 

MICHAEL  JOSEPH,  FORT  LEHIS,  HASHINGTON 

ANTHONY  LOUIS,  RUTLAND,  VERMONT 
BOSTARD,  DOUGLAS  E.,  LONG  BEACH,  CALIFORNIA 
BOSTIC,  MICHAEL  JOHN,  LAKEHOOD,  CALIFORNIA 
BOSTICK,  FRANK,  JR,  LA  MARQUE,  TEXAS 

DAVID  VERNON,  ATLANTA,  GEORGIA 
EDHARD  B,  LANGLEY  AFB,  VIRGINIA 
THOMAS  F,  JR,  PHENIX  CITY,  ALABAMA 
WRAY  SAUNDERS,  VIRGINIA  BEACH,  VIRGINIA 
BOTE,  GLENNIS  PAUL,  ROCK  ISLAND,  ILLINOIS 
BOTHELLO,  EUGENE  FLOYD,  AUBURN,  CALIFORNIA 
BOTIERI,  MICHAEL  ERNEST,  PLYMOUTH,  MASSACHUSETTS 
BOTKIN,  DONALD  ERNEST,  HENDERSON,  NEVADA 
BOTSFORD,  NORMAN  BRUCE,  FORT  LAUDERDALE,  FLORIDA 
BOTTLEY,  VINCENT,  ORANGE,  TEXAS 
BOTTOM,  JERRY  LYNN,  DECATUR,  ALABAMA 
BOTTOMLY,  EDHARD  JOHN,  NEH  BRUNSHICK,  NEH  JERSEY 
BOTTOMS,  RODNEY  VAN,  CHEYENNE,  HYOMING 
BOTTONE,  RALPH  JAMES,  CLEVELAND,  OHIO 
BOTTS,  ARNOLD  EARL,  CLEVELAND,  TENNESSEE 
BOU  SERHAL,  ELIE  HASSIB,  BEIRUT,  LEBANON 
BOUBACAR,  KOULIBALY,  CONAKRY,  GUINEA 
BOUCHARD,  PAUL  A.,  JR.,  WILBRAHAM,  MASSACHUSETTS 
BOUDREAU,  DONALD  AUGUSTINE,  HALIFAX,  CANADA 
BOUDREAU,  JOHN  PETER,  SALEM,  NEH  HAMPSHIRE 
BOUDREAU,  NORMAN  ROBERT,  NASHUA,  NEH  HAMPSHIRE 
BOUDREAUX,  PATRICK  ALAN,  HOUMA,  LOUISIANA 
BOUDREAUX,  HILLIAM  DAVID,  METAIRIE,  LOUISIANA 
BOUDROT,  CARLA  DOREEN,  LARGO,  FLORIDA 
BOUDY,  ALBERT  LEHIS,  JR,  ATLANTA,  GEORGIA 
BOUGERE,  FRANCIS  MARION,  II,  MONROE,  LOUISIANA 
BOUGHTON,  PATRICK  SIMON,  NEH  YORK,  NEH  YORK 
BOUILLON,  KENNETH  HILLIAM,  JACKSONVILLE,  ARKANSAS 
BOULAND,  CHARLES  ARTHUR,  LIBERTYVILLE,  ILLINOIS 
BOULDEN,  JOHNNY  HAYNE,  SAN  DIEGO,  CALIFORNIA 
BOULDIN,  ROY  HAROLD,  CARROLLTON,  TEXAS 
BOUNDS,  MARY  GENE,  CLEVELAND,  OHIO 
BOURASA,  JAMES  H. ,  RENTON,  HASHINGTON 
BOURDAGE,  EDMUND  AMBROSE,  LONGVIEH,  HASHINGTON 
BOURGEOIS,  HENRY  L.,  HARTFORD,  CONNECTICUT 
BOURGEOIS,  TIMOTHY  SCOTT,  KALAMAZOO,  MICHIGAN 
BOURGOINE,  TIMOTHY,  ALBUQUERQUE,  NEH  MEXICO 
BOURLAND,  GREGORY  DAVID,  AUSTIN,  TEXAS 
BOURN,  RALPH  R.,  SPRINGFIELD,  ILLINOIS 
BOURNE,  ARTHUR  KEELER,  IV,  GULF  SHORES,  ALABAMA 
BOURNIQUEL,  PIERRE  MARIE,  BIARRITZ,  FRANCE 
BOUSQUIN,  CLAYTON  E.,  JR.,  HAMPTON,  NEH  HAMPSHIRE 
BOUSTANY,  GEORGES,  BEIRUT,  LEBANON 

BOUWMEISTER,  HENDRIKUS  F  M,  HESTERVOORT,  NETHERLANDS 
BOVAIRD,  LESLIE  E.,  OCALA,  FLORIDA 
BOVE,  RONALD  JAMES,  PRINCE  HILLIAM,  VIRGINIA 
BOHDEN,  FRANKLIN  L.,  TALLAHASSEE,  FLORIDA 
BOHDEN,  JACKSON  JARVIS,  JR,  LEXINGTON,  SOUTH  CAROLINA 
BOHDICH,  JOE  H,  ALBUQUERQUE,  NEH  MEXICO 
BOHE,  EDHARD  FRANCIS,  JR,  HOMESTEAD,  FLORIDA 
BOHEN,  BENJAMIN  F.,  JR.,  TAMPA,  FLORIDA 

DOUGLAS  M,  HATFORD  CITY,  NORTH  DAKOTA 
EDDIE  RAY,  GADSDEN,  ALABAMA 
EDHARD  LEE,  BARSTOH,  MARYLAND 
JAMES  D. ,  BALLSTON  SPA,  NEH  YORK 
LYNDA  ANNE,  HAMILTON,  CANADA 
THOMAS  C,  ELYRIA,  OHIO 
THOMAS  GARY,  FAIRFAX,  VIRGINIA 
BOHEN,  TIMOTHY  JAMES,  FAIRFAX,  VIRGINIA 
BOHERS,  C  THOMAS,  BALTIMORE,  MARYLAND 

GLENN  EDHIN,  BOARDMAN,  OHIO 

GORDON  ALLAN,  BURBANK,  CALIFORNIA 

J.  G.,  VENTURA,  CALIFORNIA 

JAMES  LAHRENCE,  MIAMI,  FLORIDA 

ROBERT  EDHARD,  EL  CERRITO,  CALIFORNIA 

TED  OHEN,  BOISE,  IDAHO 

HILLIAM  M,  CLARKSVILLE,  TENNESSEE 

LEROY  E.,  HICHITA,  KANSAS 
BOHES,  JOE  D.,  JR.,  AMARILLO,  TEXAS 
BOHES,  TERRY  ALAN,  RICHMOND,  VIRGINIA 
BOHIE,  BRUCE  ALEXANDER,  NORTH  SCITUATE,  RHODE  ISLAND 
BOHLER,  EDHARD  F.,  HINCHESTER,  MASSACHUSETTS 
BOHLER,  HILLIAM  R,  HILMINGTON,  DELAHARE 
BOHLES,  DAVID  S,  MALMSTROM  AFB,  MONTANA 
BOHLES,  DERRY  E,  BERKELEY,  CALIFORNIA 
MONTGOMERY,  ALABAMA 

,  JR.,  HASHINGTON,  DISTRICT  OF  COLUMBI 
TULSA,  OKLAHOMA 

HILLIAMS  C,  TORONTO,  CANADA 

ROBERT  G,  BELVIDERE,  ILLINOIS 

HALTER  FRANK,  JR.,  CHARLESTON,  HEST  VIRGINIA 
BOHLING,  MILTON  BAILEY,  LAVERGNE,  TENNESSEE 
BOHMAN,  DENNIS  HAYNE,  SPRINGFIELD,  ILLINOIS 
BOHMAN,  DONALD  HOHARD,  ANCHORAGE,  ALASKA 
BOHMAN,  JAMES  A.,  BILLINGS,  MONTANA 
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BOHMAN,  JON  SAMUEL,  CARMEL-BY-THE-SEA,  CALIFORNIA 

BOHMAN,  RONALD  LEE,  ATLANTA,  GEORGIA 

BOHMAN,  THERON  LANEAL,  ARLINGTON,  TEXAS 

BOHMAN,  HILLIAM  LARRY,  RICHMOND,  VIRGINIA 

BOHMAN,  HILLIAM  NICK,  NEH  YORK,  NEH  YORK 

BOHN,  CHARLES  DAVID,  SPOKANE,  HASHINGTON 

BOHRA,  ALLAN  A.,  PALO  ALTO,  CALIFORNIA 

BOHSER,  ROBERT  HARING,  III,  LAHRENCE,  INDIANA 

BOXERBAUM,  ELLIOT  A,  COLUMBUS,  OHIO 

BOXLEITNER,  HEINRICH,  MUNICH,  FEDERAL  REPUBLIC  OF  GERMA 

BOXX,  JIMMY  DOUGLAS,  JACKSON,  MISSISSIPPI 

BOY,  JAMES  ROBERT,  HOUSTON,  TEXAS 

BOYAJIAN,  ALFRED  PIERRE,  BOSTON,  MASSACHUSETTS 

BOYAN,  RICHARD  J.,  IRONDEQUOIT,  NEH  YORK 

BOYARSKI,  DONALD  ARTHUR,  LOS  ANGELES,  CALIFORNIA 

BOYCE,  LELAND  C. ,  AZTEC,  NEH  MEXICO 

BOYCE,  ROBERT  LEHIS,  POUGHKEEPSIE,  NEH  YORK 

BOYD,  DAVID  CHRISTOPHER,  SR,  FORT  SMITH,  ARKANSAS 

BOYD,  DONALD  BRUCE,  NEHPORT  NEHS,  VIRGINIA 

BOYD,  DONALD  REE,  SR,  CONHAY,  SOUTH  CAROLINA 

BOYD,  DONALD  H.,  HYOMING,  MICHIGAN 

BOYD,  DOUGLAS  ANDREH,  BELMONT,  NEH  HAMPSHIRE 

BOYD,  EARL  MC  COY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BOYD,  FEDERICO  OSVALDO,  PANAMA  CITY,  PANAMA 

BOYD,  FORREST  LESTER,  BECKLEY,  HEST  VIRGINIA 

BOYD,  HOHARD  H. ,  JR,  CAPE  GIRARDEAU,  MISSOURI 

BOYD,  JOHN  STANLEY,  BRYAN,  TEXAS 

BOYD,  LARRY  G. ,  SPOKANE,  HASHINGTON 

BOYD,  MARGO  ELIZABETH,  TORONTO,  CANADA 

BOYD,  MARK  A,  DES  MOINES,  IOHA 

BOYD,  MICHAEL  DAVID,  LAFAYETTE,  ALABAMA 

BOYD,  MICHAEL  JOHN,  TORONTO,  CANADA 

BOYD,  RICHARD  ALLEN,  TALLAHASSEE,  FLORIDA 

BOYD,  RICHARD  MERLE,  GOLDEN,  COLORADO 

BOYD,  RICK  L,  MASON,  MICHIGAN 

BOYD,  ROBERT  M.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BOYD,  RONALD  JEROME,  SAN  PEDRO,  CALIFORNIA 

BOYD,  HALTER  D.,  BRUNEI,  BRUNEI 

BOYD,  HILLIAM  F,  FORT  PIERCE,  FLORIDA 

BOYD,  HILLIAM  MICHAEL,  KNOXVILLE,  TENNESSEE 

BOYDEN,  KENNETH  GEORGE,  STILLHATER,  MINNESOTA 

BOYDSTON,  JIMMY  DON,  AMARILLO,  TEXAS 

BOYER,  CHARLES  RICHARD,  JR,  BOZEMAN,  MONTANA 

BOYER,  DAVID  ALLEN,  FORT  LEAVENHORTH,  KANSAS 

BOYER,  DAVID  RICHARD,  PITTSFIELD,  MASSACHUSETTS 

BOYER,  DONALD  E.,  BRADFORD,  PENNSYLVANIA 

BOYER,  EARL  L,  SPRINGFIELD,  ILLINOIS 

BOYER,  FLOYD  TERRANCE,  SUNRISE  BEACH,  MISSOURI 

BOYER,  JAMES  JOSEPH,  MANSFIELD,  OHIO 

BOYER,  KEITH  E,  OAKLAND,  CALIFORNIA 

BOYER,  OLIVER  GLENN,  HILLSBORO,  MISSOURI 

BOYER,  THOMAS  RUSSELL,  SAN  DIEGO,  CALIFORNIA 

BOYERS,  JULIUS  M,  STAUNTON,  VIRGINIA 

BOYES,  LARRY  RAY,  SIMPSONVILLE,  SOUTH  CAROLINA 

BOYES,  STANLEY  HILLIAM,  EVERETT,  HASHINGTON 

BOYET,  JACKIE  RAY,  BRUNSHICK,  GEORGIA 

BOYETT,  DAVID  TRUMAN,  SUNRISE,  FLORIDA 

BOYKIN,  MICHAEL  ALBERT,  HILMINGTON,  DELAHARE 

BOYLE,  DANIEL  BRIAN,  SYRACUSE,  NEH  YORK 

BOYLE,  DAVID  JOHN,  MALVERN,  PENNSYLVANIA 

BOYLE,  JOHN  JOSEPH,  GREENBURGH,  NEH  YORK 

BOYLE,  KEVIN  PATRICK,  GLENSHAH,  PENNSYLVANIA 

BOYLE,  MICHAEL  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BOYLE,  MITCHELL  LOUIS,  III,  LEAVENHORTH,  KANSAS 

BOYLE,  PATRICK  FRANCIS,  PORTSMOUTH,  NEH  HAMPSHIRE 

BOYLE,  RICHARD  DENNIS,  GALVESTON,  TEXAS 

BOYLE,  RICHARD  PAUL,  REIDSVILLE,  GEORGIA 

BOYLE,  THOMAS  AUSTIN,  JR,  SOUTH  PLAINFIELD,  NEH  JERSEY 

BOYLE,  THOMAS  PATRICK,  CHICAGO,  ILLINOIS 

BOYLE,  TIMOTHY  BRIAN,  SILVER  SPRING,  MARYLAND 

BOYLES,  RAYMOND  H. ,  CHARLESTON,  HEST  VIRGINIA 

BOYNTON,  ASA  T,  ATHENS,  GEORGIA 

BOYNTON,  GREGORY  HILLIAM,  SANTA  FE,  NEH  MEXICO 

BOYNTON,  JOHN  A,  MOUNT  VERNON,  HASHINGTON 

BOYTE,  LYNN  EDHARD,  BROOKHAVEN,  MISSISSIPPI 

BOYTELL,  JESS  J,  NORTH  LAUDERDALE,  FLORIDA 

BOZARD,  PAUL  E. ,  SALAMANCA,  NEH  YORK 

BOZE,  CARROLL  H,  RAPID  CITY,  SOUTH  DAKOTA 

BOZZONE,  RICHARD  NOEL,  CLEVELAND,  TENNESSEE 

BRAATEN,  TIMOTHY  ALLAN,  VICTORIA,  TEXAS 

BRABSON,  HINDSOR  LEE,  CHESAPEAKE,  VIRGINIA 

BRACE,  EUGENE  M. ,  LAKEHOOD,  COLORADO 

BRACKE,  HILLIAM  R,  CINCINNATI,  OHIO 

BRACKEN,  MARK  DAVID,  HICKAM  AFB,  HAHAII 

BRACKETT,  CHARLES  EDHARD,  ANNISTON,  ALABAMA 

BRACKINS,  RANDALL  JAY,  GATLINBURG,  TENNESSEE 

BRACY,  DOUGLAS  PERKINS,  YORK,  MAINE 

BRAD,  JAMES  AARON,  GILBERT,  ARIZONA 

BRADANICK,  JOHN  ROBERT,  RINCON,  GEORGIA 

BRADBURY,  ROBERT  N.,  CLAYTON,  MISSOURI 

BRADDOCK,  JAMES  EARL,  SR,  COLUMBIA,  SOUTH  CAROLINA 

BRADDOCK,  HILLIAM  DAVID,  BOISE,  IDAHO 

BRADDY,  CHARLES  RAY,  LA  MESA,  CALIFORNIA 

BRADEEN,  RICHARD  NILES,  JACKSONVILLE,  FLORIDA 

BRADEN,  GLEN  H,  SULLIVAN,  ILLINOIS 

BRADEN,  STEVEN  KENNETH,  GRAND  PRAIRIE,  TEXAS 

BRADFORD,  DAVID  HUGH,  MUSCLE  SHOALS,  ALABAMA 

BRADFORD,  JIMMIE  G,  SAN  BERNARDINO,  CALIFORNIA 

BRADFORD,  LOUIS  N,  MONTGOMERY,  ALABAMA 

BRADFORD,  RAYMOND  VANCE,  ELMHURST,  ILLINOIS 
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BRADFORD,  HILLIAM  CHARLES  -  BRIGGS,  ALBERT  B 


139 

157 

138 

114 

168 

97 

125 

169 

114 

130 

138 

161 

132 

38 

177 

116 

175 

187 

141 

173 

175 

75 

140 

84 

170 

192 

131 

141 

185 

170 

117 

173 

116 

101 

150 

164 

98 

126 

61 

89 

188 

156 

191 

162 

154 

85 

140 

150 

94 

191 

99 

72 

103 

134 

97 

96 

95 

95 

99 

109 

128 

195 

76 

76 

182 

95 

142 

178 

136 

125 

150 

130 

132 

125 

188 

118 

144 

84 

96 

89 

192 

96 

145 

128 

188 

129 

166 

183 

62 

138 

193 

104 

121 

183 

188 

126 

93 

151 

106 

189 


BRADFORD,  HILLIAM  CHARLES,  SHREVEPORT,  LOUISIANA 
BRADHAH,  EDDIE  LAVERN,  SR,  HIALEAH,  FLORIDA 

tt    BRADLEY,  AUDIE  DEAN,  JONESBORO,  ARKANSAS 
BRADLEY,  BRENDAN  J,  BOSTON,  MASSACHUSETTS 
BRADLEY,  DANIEL  LEE,  SAND  SPRINGS,  OKLAHOMA 
BRADLEY,  FLOYD  L.,  TOPEKA,  KANSAS 

I  BRADLEY,  GERALD  GLEN,  FAYETTEVILLE,  ARKANSAS 

0  BRADLEY,  GREGORY  SCOTT,  FORT  HORTH,  TEXAS 
BRADLEY,  PATRICK  L,  HOODSTOCK,  MARYLAND 

U   BRADLEY,  RANDALL  KEITH,  FAYETTEVILLE,  ARKANSAS 
BRADLEY,  ROBERT  RAE,  SOMERVILLE,  MASSACHUSETTS 
BRADLEY,  HILLIAM  KEITH,  ALBUQUERQUE,  NEW  MEXICO 
BRADSHAH,  BILLY  LEROY,  LOS  ANGELES,  CALIFORNIA 

i   BRADSHAH,  JAMES  F,  JR,  BURGAH,  NORTH  CAROLINA 
BRADSHAH,  JUDITH  ANN,  DES  MOINES,  IOHA 
BRADSHAH,  HINSTON  R,  OREGON  CITY,  OREGON 

tt   BRADSHAH,  HOODROH  HILSON,  JR,  WILMINGTON,  NORTH  CAROLIN 
BRADY,  CHARLES  DENNIS,  III,  CANFIELD,  OHIO 
BRADY,  CHARLES  THOMAS,  JR,  BRYTE,  CALIFORNIA 
BRADY,  DALE  EDHARD,  UNIVERSITY  HEIGHTS,  OHIO 
BRADY,  FRANK,  SR,  PATERSON,  NEW  JERSEY 

tt   BRADY,  JACK  L.,  KANSAS  CITY,  MISSOURI 
BRADY,  JERRY  ALLEN,  OAKLAND,  CALIFORNIA 

*  BRADY,  JOHN  A.,  SR.,  BARTOW,  FLORIDA 
BRADY,  JOHN  JAMES,  NEH  YORK,  NEW  YORK 
BRADY,  KENNETH  CRAIG,  RICHMOND,  TEXAS 
BRADY,  LEONARD  CLIFFORD,  MIAMI,  FLORIDA 
BRADY,  MATTHEW  PATRICK,  JR,  MINEOLA,  NEW  YORK 
BRADY,  MICHAEL  DENNIS,  CHICAGO,  ILLINOIS 
BRADY,  NEIL  PATRICK,  BELLAIRE,  TEXAS 

BRADY,  RICHARD  J,  MONTGOMERYVILLE,  PENNSYLVANIA 
BRADY,  RICHARD  JOSEPH,  WALDHICK,  NEW  JERSEY 
BRADY,  THOMAS  M. ,  CHICAGO,  ILLINOIS 

tt   BRADY,  HILLIAM  E,  FORT  LAUDERDALE,  FLORIDA 

tt   BRAGDON,  WILLIAM  THOMAS,  CHICO,  CALIFORNIA 

BRAIM,  DONALD  JOSEPH,  SARATOGA  SPRINGS,  NEW  YORK 
BRAIN,  JULIUS  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BRAITHHAITE,  KEITH,  SR,  HONG  KONG,  HONG  KONG 

tt   BRAKE,  BENNIE  EUGENE,  GREENVILLE,  SOUTH  CAROLINA 

tt   BRALY,  HAYNE  D,  CHATTANOOGA,  TENNESSEE 

BRAMAN,  CHARLES  MICHAEL,  WILLIAMSBURG,  VIRGINIA 
BRAMBLE,  CHARLES  E,  III,  BRIDGEPORT,  WEST  VIRGINIA 
BRAME,  DAVID  ALLEN,  TACOMA,  WASHINGTON 
BRAMLETT,  KENNETH  EUGENE,  MARIETTA,  GEORGIA 
BRAMLETT,  STEPHEN  DUNCAN,  OXFORD,  MISSISSIPPI 

*  BRANCEL,  HOWARD  W. ,  PIERRE,  SOUTH  DAKOTA 
BRANCH,  BENJAMIN  JOHN,  FRONTENAC,  MISSOURI 
BRANCH,  JOSEPH  WILLIE,  JR,  CHICAGO,  ILLINOIS 

tt   BRANCH,  RONALD  V.,  JACKSONVILLE,  FLORIDA 

BRANCH,  THEODORE  ALFRED,  SANTA  FE,  NEW  MEXICO 
BRANCH,  WILLIAM  D. ,  TEXARKANA,  ARKANSAS 

*  BRANCH,  WILLIAM  E.,  ORLANDO,  FLORIDA 
BRANCHE,  GILBERT  M,  PHILADELPHIA,  PENNSYLVANIA 

tt   BRANCHEAU,  JOHN  ROBERT,  LINCOLN  PARK,  MICHIGAN 

*  BRAND,  DENNIS  S,  PORTLAND,  OREGON 

*  BRAND,  GEORGE  C,  JR,  TALLAHASSEE,  FLORIDA 
tt   BRAND,  ROBERT  F,  MERIDIAN,  MISSISSIPPI 

tt   BRANDAH,  EMIL  E,  SALEM,  OREGON 

tt   BRANDENBURG,  THOMAS  E,  PROVIDENCE,  RHODE  ISLAND 

tt   BRANDIMORE,  HILLIAM  B,  JR,  DETROIT,  MICHIGAN 

BRANDKAMP,  ROBERT  WILLIAM,  BELLEVILLE,  ILLINOIS 

BRANDLAND,  DALE  EDWARD,  BELLINGHAM,  WASHINGTON 

BRANDON,  BILLY  A.,  KERRVILLE,  TEXAS 
tt   BRANDON,  DONALD  G,  ALBANY,  NEW  YORK 

BRANDON,  THOMAS  ROBERT,  YAPHANK,  NEW  YORK 

*  BRANDT,  GERALD  T,  EVANSTON,  ILLINOIS 
BRANDT,  MARC  DAVID,  NEWPORT,  KENTUCKY 

BRANDT,  ROBERT  CHARLES,  JR,  LITTLETON,  COLORADO 

tt   BRANDT,  ROBERT  JOHN,  NEW  YORK,  NEW  YORK 

BRANDT,  ROBERT  JOSEPH,  PENNSAUKEN,  NEW  JERSEY 
BRANDT,  WAYNE  JAY,  CARMEL,  NEW  YORK 
BRANDWOOD,  ARTHUR  RAYMOND,  YUBA  CITY,  CALIFORNIA 
BRANHAM,  JOSEPH  EUGENE,  NEH  ORLEANS,  LOUISIANA 

tt   BRANHAM,  MICHAEL  DENNIS,  YOUNGTOWN,  ARIZONA 
BRANIGAN,  PATRICK  JOSEPH,  CHEYENNE,  WYOMING 
BRANN,  JOHN  RICHARD,  SHREVEPORT,  LOUISIANA 
BRANN,  JOSEPH  EUGENE,  HAYHARD,  CALIFORNIA 

tt   BRANNAN,  CHESTER  D,  DENVER,  COLORADO 

*  BRANNAN,  EDGAR,  AUSTIN,  TEXAS 

tt   BRANNAN,  RICHARD  G.,  LOS  ALTOS,  CALIFORNIA 
BRANNIGAN,  JOHN  A,  BELFAST,  NORTHERN  IRELAND 

tt   BRANNIGAN,  JOHN  F.,  TAMPA,  FLORIDA 

BRANNIGAN,  PATRICK  JOSEPH,  CHICAGO,  ILLINOIS 
BRANNIGAN,  WILLIAM  JAMES,  CHICAGO,  ILLINOIS 
BRANNIN,  EDWIN  RICHARD,  MISSOULA,  MONTANA 
BRANSTETTER,  LONNIE  JAMES,  TIGARD,  OREGON 
BRANT,  MICHAEL  DUANE,  PORT  OF  PORTLAND,  OREGON 
BRANTLEY,  DEWAYNE  PRESTON,  DETROIT,  MICHIGAN 

tt   BRASCHLER,  JOHN,  LANSING,  ILLINOIS 

BRASHEAR,  BOBBY  RAY,  JEFFERSONVILLE,  INDIANA 

BRASHEARS,  RANDY,  TOHSON,  MARYLAND 

BRASS,  WINSTON  J.,  ROCHELLE,  ILLINOIS 

BRASSELL,  ROBERT  ISBELL,  DEARBORN,  MICHIGAN 

BRASSFIELD,  MICHAEL  PAUL,  SALINAS,  CALIFORNIA 

BRASHELL,  JAMES  LARRY,  MOBILE,  ALABAMA 

BRASHELL,  TROY  GENE,  AUSTIN,  TEXAS 

BRATCHER,  JERRY  D. ,  PALATINE,  ILLINOIS 

BRATHHAITE,  COURTNEY  HARCLYD,  BRIDGETOWN,  BARBADOS 

tt   BRATTON,  LAWRENCE  E,  CAMDEN,  ARKANSAS 
BRAUN,  JAMES,  HAYS,  KANSAS 


86  tt 
135 
146  tt 
142  tt 
138 
135 
133 
122  tt 
146 
144 

77  # 
190 

91 

105  tt 
115 
122 

85  * 
156 

96  # 
140  tt 
165 
125 
171 
168 
136 

45  tt 
153 
119 

92 
124 
113  * 
140  tt 
111  tt 

63  tt 

64  * 
139 
133  It 
138 
159 
156 

97  tt 
158 

118  tt 
133 

91 
191 
177 
151 
109 
127  tt 

86 
190 
108  # 
101 
115  tt 

95 
138 
131 
176 

113  * 
108 
174 
169 
190 

96  tt 

47  tt 
180 

54  # 
177 
114 
137 
147 

29  tt 
133  * 
185 
119 
128 
168 
186 

114  tt 
100 

21  # 
129 
123 

67  * 
179 
106 
145 

119  tt 
110 
173 
151 

37  tt 
142  tt 
195 
124 

73  tt 

36  # 
179 

94  tt 


BRAUN,  KENNETH  J,  BUFFALO,  NEH  YORK 
BRAUN,  RICHARD  HARRY,  HOMEHOOD,  ILLINOIS 
BRAUNER,  ROBERT  VINCENT,  ORLANDO,  FLORIDA 
BRAUNINGER,  MARYLYN  DEAN,  KANSAS  CITY,  MISSOURI 
BRAUNTON,  DONALD  ERNEST,  CAPITOLA,  CALIFORNIA 
BRAUNWART,  KLAUS  E,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 
BRAUTIGAM,  ROBERT  FREDERICK,  WINSTEAD,  CONNECTICUT 
BRAWLEY,  THOMAS  MURRAY,  FLAGSTAFF,  ARIZONA 
BRAHN,  CLARENCE  HINFIELD,  BATH,  MAINE 
BRAWNER,  LARRY  HAYNE,  BURTON,  MICHIGAN 
BRAHNER,  ROBERT  L.,  TOPEKA,  KANSAS 
BRAXTON,  CLIFFORD  F,  BUFFALO,  NEH  YORK 
BRAXTON,  GEORGE  H,  FORT  LEAVENHORTH,  KANSAS 
BRAY,  JACK  G.,  REDLANDS,  CALIFORNIA 
BRAZELL,  JAMES  E.,  ATHENS,  ALABAMA 
BRAZELL,  RAYMOND  OBED,  MOBILE,  ALABAMA 
BRAZIER,  JAMES  R,  GALLATIN,  TENNESSEE 
BRAZIER,  JAMES  WILLIAM,  JR,  VIRGINIA  BEACH,  VIRGINIA 
BRAZZEL,  BILLY  W. ,  STOCKTON,  CALIFORNIA 
BREAUX,  VERNICE  WILSON,  BATON  ROUGE,  LOUISIANA 
BREAZEALE,  CHARLES  FRANCIS,  HAYWARD,  CALIFORNIA 
BREAZEALE,  MARVIN  E,  PURVIS,  MISSISSIPPI 
BRECHT,  MARK  JOSEPH,  GROSSE  POINTE  FARMS,  MICHIGAN 
BREDA,  DANIEL  RODNEY,  HENATCHEE,  HASHINGTON 
BREECE,  LEROY  EVERETT,  BURLINGTON,  NEH  JERSEY 
BREEDLOVE,  GERALD  W,  HUNTSVILLE,  ALABAMA 
BREEDLOVE,  MICHAEL  ANTHONY,  KINGSTON  SPRINGS,  TENNESSEE 
BREEDLOVE,  RICHARD  LAMAR,  BENTON,  LOUISIANA 
BREEF,  JAMES  J,  PERTH  AMBOY,  NEH  JERSEY 
BREEN,  PATRICK  JAMES,  JOLIET,  ILLINOIS 
BREGANTE,  GEORGE  J,  SANTA  BARBARA,  CALIFORNIA 
BREHM,  DAVID  ALBERT,  ANOKA,  MINNESOTA 
ROBERT  C,  ANTIGO,  HISCONSIN 
HOODROW  W.,  CINCINNATI,  OHIO 
MARTIN  EMIL,  BEAVER  FALLS,  PENNSYLVANIA 
JOSEPH  EDHARD,  CRESTHOOD,  MISSOURI 
BREKKE,  EGIL  JUUL,  OSLO,  NORWAY 

BRELL,  KAORU,  KOROR,  FEDERATED  STATES  OF  MICRONESIA 
BRENCHLEY,  CLARON  MAUGHAN,  BRIGHAM  CITY,  UTAH 
BRENNAN,  CHARLES  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
DONALD  G.,  BERHYN,  PENNSYLVANIA 
GARY  JOHN,  LOS  ANGELES,  CALIFORNIA 
JAMES  EDWARD,  YAPHANK,  NEW  YORK 
JOHN  P,  NEH  YORK,  NEH  YORK 
JOSEPH,  ELIZABETH,  NEW  JERSEY 
MICHAEL  EUGENE,  MONTICELLO,  NEW  YORK 
MICHAEL  JOSEPH,  NEHPORT,  RHODE  ISLAND 
THOMAS  JOSEPH,  FORT  LAUDERDALE,  FLORIDA 
THOMAS  M.,  MAHHAH,  NEW  JERSEY 
WALTON  EDWARD,  JR,  YAPHANK,  NEW  YORK 
BRENNEMAN,  JAMES  D. ,  NORFOLK,  NEBRASKA 
BRENNER,  DAVID  EDWARD,  JOHNSON  CITY,  NEW  YORK 
ROSEMARY,  LOS  ANGELES,  CALIFORNIA 
JOHN,  PHILADELPHIA,  PENNSYLVANIA 
WELDON  J.,  MIAMI  SHORES,  FLORIDA 
ROBERT  C,  STUHL,  FEDERAL  REPUBLIC  OF  GERMANY 
ROBERT  FRANCIS,  TRENTON,  NEW  JERSEY 
BRESHEARS,  RICHARD  KENT,  MODESTO,  CALIFORNIA 
BRESHEARS,  SAMUEL  FRANCIS,  KANSAS  CITY,  KANSAS 
BRESHEARS,  STEVEN  T.,  BELTON,  MISSOURI 
BRESLIN,  JAMES  E.,  WEST  MILFORD,  NEW  JERSEY 
BRESLIN,  THOMAS  JOSEPH,  JR,  LATHAM,  NEW  YORK 
BRESSON,  GREGG  ERNEST,  BAKERSFIELD,  CALIFORNIA 
BRETH,  JAMES  DUAYNE,  MEADVILLE,  PENNSYLVANIA 
BRETON,  RICHARD  F,  EL  PASO,  TEXAS 
BRETT,  EUGENE  C. ,  WHITE  PLAINS,  NEW  YORK 
BRETZA,  JOHN  HARRY,  LONG  BEACH,  CALIFORNIA 
BREUL,  FRED  J.,  GLENDALE,  WISCONSIN 
BREWER,  DONALD  WAYNE,  ALBANY,  NEW  YORK 
BREWER,  ESTELL  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BREWER,  FREDERICK  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BREWER,  GREGORY  PAUL,  ARLINGTON,  VIRGINIA 
BREWER,  HOWARD  G. ,  ROCKFORD,  ILLINOIS 
BREWER,  JAMES  ONEY,  ATHENS,  TEXAS 
BREMER,  JOHN  CARLING,  MESA,  ARIZONA 
BREWER,  JOHN  FRANK,  PECOS,  TEXAS 
BREWER,  KENNETH  ARTHUR,  CHARLESTON,  WEST  VIRGINIA 
BREWER,  KIM  TYLER,  JEFFERSON  CITY,  MISSOURI 
BREWER,  THOMAS  EDWARD,  SAN  JOSE,  CALIFORNIA 
BREWER,  TRUMAN  R,  SPRINGDALE,  ARKANSAS 
BREWER,  WILLIAM  A.,  FILLMORE,  CALIFORNIA 
BREWSTER,  JOHN  F.,  JERSEY  CITY,  NEW  JERSEY 
BREY,  RICHARD  HARRY,  MANITOWOC,  WISCONSIN 
BREZA,  RICHARD  ALLAN,  SANTA  BARBARA,  CALIFORNIA 
BRIANS,  ROBERT  E.,  LITTLE  ROCK,  ARKANSAS 
BRIDEAU,  MANFRED  ARTHUR,  HARTFORD,  CONNECTICUT 
BRIDGEMAN,  EDWARD  R. ,  CINCINNATI,  OHIO 
BRIDGEMAN,  GRANTLEY  LAWRENCE,  BRIDGETOWN,  BARBADOS 
BRIDGERS,  DONALD  ROGER,  LUBBOCK,  TEXAS 
BRIDGES,  DAVID  M,  GREENVILLE,  SOUTH  CAROLINA 
BRIDGES,  MARCUS  DAVID,  HELENA,  MONTANA 
BRIDGES,  RALPH  NORMAN,  CALAIS,  MAINE 
BRIDGES,  RUSSELL  H.,  BEAUMONT,  TEXAS 
BRIDGES,  THOMAS  MICHAEL,  ALEXANDRIA,  KENTUCKY 
BRIDGES,  WILLIAM  ALFRED,  DES  PERES,  MISSOURI 
BRIENEN,  STEPHEN  R,  BLOOMINGTON,  ILLINOIS 
BRIERLEY,  WILLIAM,  NEWARK,  DELAWARE 
BRIERLY,  JACK,  OAKLAND,  CALIFORNIA 
BRIERTON,  JAMES  GERARD,  MIAMI,  FLORIDA 
BRIGGS,  ALBERT  B,  SANTA  FE,  NEW  MEXICO 


BREHM, 
BREIG, 
BREIT, 
BREKEL, 


BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 


BRENNER, 
BRENTON, 
BRENTON, 
BRENZEL, 
BRESCIA, 
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BRIGGS,  GERALD  RICHARD  -  BROHN,  JOHN  HESLEY,  III 


153 

109 

188 

102 

135 

181 

157 

94 

153 

187 

127 

132 

71 

119 

22 

130 

139 

192 

192 

156 

181 

63 

190 

104 

115 

127 

161 

103 

176 

133 

89 

46 

73 

78 

194 

109 

156 

98 

124 

194 

147 

35 

182 

51 

112 

92 

172 

94 

150 

125 

177 

171 

100 

162 

131 

120 

100 


BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGHT, 
BRIGHT, 
BRIGHT, 
BRIGHT, 
BRIGHT, 


BRITTON, 
BRITTON, 
BRITTON, 
BRITTON, 


GERALD  RICHARD,  SACRAMENTO,  CALIFORNIA 
JOHN  F.,  MADISON,  HISCONSIN 
JONATHAN  T,  LINCOLN,  NEBRASKA 
ORMOND  H.,  NASSAU,  BAHAMAS 
PAUL  ARCHER,  JR,  OAK  PARK,  ILLINOIS 
DAVID  LYNN,  ODESSA,  TEXAS 
FORREST  CHARLES,  EVANSTON,  WYOMING 
FRED  H,  JR,  EAST  ALTON,  ILLINOIS 
KENNETH  HALTER,  SPRING  HOUSE,  PENNSYLVANIA 
RICHARD  LEE,  DECATUR,  ILLINOIS 
BRIKSAWAN,  SAHAS,  BANGKOK,  THAILAND 
BRILEY,  HILLIAM  HENRY,  III,  ATLANTA,  GEORGIA 
BRILLIANT,  LEIGH  M. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BRIMHALL,  GEORGE  REX,  SR,  LAYTON,  UTAH 
BRINDLEY,  JOE  BENJAMIN,  DES  MOINES,  IOWA 
BRINDLEY,  PETER  ROBINGS,  MILL  VALLEY,  CALIFORNIA 
BRINDZA,  JOHN  PAUL,  LAKEWOOD,  OHIO 
BRINEY,  JOHN  WILLIAM,  ST.  JOSEPH,  MICHIGAN 
BRINGHURST,  LARRY  CROSBY,  SALT  LAKE  CITY,  UTAH 
BRINGLE,  MURL  THOMAS,  OSWEGO,  KANSAS 
BRINING,  MICHAEL  SHAWN,  UPPER  ARLINGTON,  OHIO 
BRINK,  CARL  E.,  HANNIBAL,  MISSOURI 
BRINK,  JAMES  DUANE,  COLUMBUS,  OHIO 
BRINKMAN,  ANTHONY  R.,  WEST  DEPTFORD,  NEW  JERSEY 
BRINKMAN,  DIRK  E.,  REDLANDS,  CALIFORNIA 
BRINKMAN,  LAWRENCE  CHARLES,  HONOLULU,  HAWAII 
BRINKMAN,  RAND  ALLEN,  OKINAWA,  JAPAN 
BRINKMANN,  RONALD  D. ,  RACINE,  WISCONSIN 
BRINSON,  JAMES  IRAN,  GOLDEN,  COLORADO 
BRISBIN,  MARSHALL  N,  JR,  NAMPA,  IDAHO 
BRISCOE,  WILLIAM  M,  LITTLE  ROCK,  ARKANSAS 
BRISENDINE,  JAMES  E.,  PINETOP,  ARIZONA 
BRISENTINE,  ROBERT  A.,  JR.,  FORT  HOLABIRD,  MARYLAND 
BRISNEHAN,  RAYMOND  W. ,  WESTMINSTER,  COLORADO 
BRITT,  HAROLD  ERNEST,  JR,  BEEBE,  ARKANSAS 
BRITT,  JOHN  G,  FRANKLIN,  VIRGINIA 
BRITT,  LAWRENCE  RICHARD,  ALBANY,  NEW  YORK 
BRITT,  WAYNE  L,  KNOXVILLE,  TENNESSEE 
BRITTAIN,  RAY  FRANKLIN,  HAZARD,  KENTUCKY 
BRITTON,  DANIEL  PATRICK,  MINDEN,  NEVADA 
JEFFREY  LYNN,  AVON  LAKE,  OHIO 
PHILIP  M.,  FRANKFORT,  KENTUCKY 
SHIRLEY  M,  ATLANTA,  GEORGIA 
WILLIAM  P.,  PHILADELPHIA,  PENNSYLVANIA 
BRKOVICH,  GEORGE  R. ,  SR.,  BUENA  VISTA,  PENNSYLVANIA 
BRKOVICH,  WILLIAM  J,  VERSAILLE  BOROUGH,  PENNSYLVANIA 
BROADBENT,  ALFRED  JOHN,  SR,  WASHINGTON,  DISTRICT  OF  COL 
BROADERS,  EUGENE  T,  ST.  LOUIS,  MISSOURI 
BROADFOOT,  PHILIP  ALAN,  WAYNESBORO,  VIRGINIA 
BROADHURST,  ROBERT  THOMAS,  LARGO,  FLORIDA 
BROADRICK,  FRANK  MILBORN,  ATHENS,  GEORGIA 
BROADWATER,  RODNEY  ALAN,  CLARKSBURG,  WEST  VIRGINIA 
BROADWELL,  GUERRY  B,  KINSTON,  NORTH  CAROLINA 
BROBECK,  CHARLES  STEWARD,  NOVATO,  CALIFORNIA 
BROCATO,  WAYNE  ERNEST,  ST.  LOUIS,  MISSOURI 
BROCK,  DERREL  LEE,  ROGERS,  ARKANSAS 
BROCK,  FRED  E.,  PORTLAND,  OREGON 
138  tt   BROCK,  JOHN IE  RAY,  DEMOPOLIS,  ALABAMA 
191   BROCKDORFF,  BARRY  LAWRENCE,  PORT  HURON,  MICHIGAN 
91  tt   BROCKINGTON,  MC  NEAL,  BALTIMORE,  MARYLAND 
142  *  BROCKMAN,  GEORGE  THOMAS,  BRISTOL,  TENNESSEE 
BROCKMAN,  JOHN  WAYNE,  PLANO,  TEXAS 
BROCKWAY,  DAVID  MICHAEL,  CHICAGO,  ILLINOIS 
BROCKWELL,  WILLIAM  BRUCE,  FORT  MEADE,  MARYLAND 
BRODDRICK,  LORIS  T.,  LOS  BANOS,  CALIFORNIA 
BRODEN,  GARY  LAWRENCE,  CARTERSVILLE,  GEORGIA 
BRODER,  BRUCE  BRYAN,  KESSLER  AFB,  MISSISSIPPI 
BRODERICK,  JAMES  ANDREW,  III,  HAZLET,  NEW  JERSEY 
BRODERICK,  JOHN  PAUL,  AZUSA,  CALIFORNIA 
BRODERICK,  JOSEPH  EDWARD,  CONCORD,  NEW  HAMPSHIRE 
BRODEUR,  PAUL  E.,  MANCHESTER,  NEW  HAMPSHIRE 
BRODIE,  EDWARD  R. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
142  tt   BRODY,  GERALD  LELAND,  SAN  BERNARDINO,  CALIFORNIA 
120  #  BROEHL,  CHARLES  WILLIAM,  JR,  FOREST  PARK,  ILLINOIS 
115   BROER,  WILLIAM  H,  JR,  BISMARCK,  NORTH  DAKOTA 
BROGAN,  JOHN  ANDREW,  SCARSDALE,  NEW  YORK 
BROGAN,  RICHARD  WILLIAM,  ATHENS,  TENNESSEE 
BROHARD,  LARRY  WAYNE,  ALEXANDRIA,  VIRGINIA 
BROHMER,  MICHAEL  DEAN,  LA  CROSSE,  WISCONSIN 
182  tt   BROKAMP,  THOMAS  ROBERT,  BOWLING  GREEN,  OHIO 
181   BROLL,  TAMMY  SHAWN,  ANNAPOLIS,  MARYLAND 

BROMME,  MARC  EUGENE,  STOCKTON,  CALIFORNIA 
BROMWELL,  WAYNE  0.  JR,  CAMBRIDGE,  MARYLAND 
BROMWELL,  WAYNE  O'NEILL,  SR,  ANNAPOLIS,  MARYLAND 
BRONSON,  DOUGLAS  LEE,  YAKIMA,  WASHINGTON 
140  tt   BROOK,  CHARLES  MICHAEL,  SARATOGA,  CALIFORNIA 
147   BROOK,  RICHARD  JOHN,  AVON,  ENGLAND 

BROOKE,  DEBORA,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BROOKMAN,  CLAUDIE  NEAL,  YUBA  CITY,  CALIFORNIA 

BROOKS,  BENJAMIN  FRANKLIN,  HARRISBURG,  PENNSYLVANIA 

BROOKS,  CHARLES  THOMAS,  HAVERTOHN,  PENNSYLVANIA 

BROOKS,  DAVID  LELAND,  MONMOUTH,  ILLINOIS 

BROOKS,  OONN  PHILIP,  LOS  ANGELES,  CALIFORNIA 

BROOKS,  FABIENNE  LAVERNE,  SEATTLE,  WASHINGTON 

BROOKS,  GERALD  D. ,  OREGON,  ILLINOIS 

BROOKS,  GERALD  LOUDON,  GREENWOOD,  SOUTH  CAROLINA 

BROOKS,  GLENN  PHILLIP,  ANCHORAGE,  ALASKA 

BROOKS,  HAL  T,  OROVILLE,  CALIFORNIA 

BROOKS,  JAMES  FRANCIS,  BOSTON,  MASSACHUSETTS 

BROOKS,  JAMES  H. ,  DECATUR,  GEORGIA 


174 
190 
165 

88 
139 
175 
184 
183 
133 

91 
114 


195 
157 
138  tt 
190 


178 
188 
157  tt 
163 


182 
164 
128 
190 
170 
142 
180 
111 
177 
139 
116 
152 
96 


154 
114 
118  tt 
120 

19  * 
155 
140 
124 
126  tt 
148 
152 
160 
116 

99 
120 
175 
165 
140 
171 
185 
108 

77  tt 

72  # 
133 

90  tt 
94 

172 
136 
119 
175 
164 
165 
165 

57  tt 
182 
154 
176 
111 

61  tt 
156 
174 
155  tt 
180  tt 
129 
160 

53  * 

95  tt 
117  tt 
143  tt 

31  tt 
102 
169 
109 

35  tt 
172 
188 
174 
127  tt 
188 
100 

91  tt 
156 
145 
105  tt 

96  * 
103  tt 
136  tt 
194 

43  tt 
119 

54  tt 
143 
102 
167 
107 
133 
106 
155 
159 
111 

93  tt 

80 

20  * 
107 

36 
110  tt 
174 
110 
155 

90  tt 
100  tt 
172  tt 
173 
185 
152 
118 
170 
105 
125 
122 


BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 


BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROSKI, 


JOHN  ERNEST,  JR,  MIAMI,  FLORIDA 
JOSEPH,  DETROIT,  MICHIGAN 
JOSEPH  HAROLD,  MANCHESTER,  CONNECTICUT 
JUDY  LEE,  MONROE,  LOUISIANA 
LESLIE  H.,  DUBLIN,  VIRGINIA 
MICHAEL  EDWARD,  OSHKOSH,  WISCONSIN 
ORNEL  HORTON,  BELMOPAN,  BELIZE 
PETER  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
ROBERT  GLENN,  PORTLAND,  OREGON 
ROBERT  MICHAEL,  FORT  SMITH,  ARKANSAS 
RUSSELL  ALAN,  JACKSONVILLE,  FLORIDA 
TERRY  LEE,  EVANSVILLE,  INDIANA 
THOMAS  R.,  SALINAS,  CALIFORNIA 
WALTER  B.,  Ill,  CHICAGO,  ILLINOIS 
WALTON  GINN,  SR.,  ATLANTA,  GEORGIA 
WILLIAM  GERAD,  III,  NORWOOD,  MASSACHUSETTS 
WILLIAM  LYNN,  JR,  WASHINGTON,  DISTRICT  OF  COLUM 
BROOKSHER,  FRANCIS  MARION,  FORT  COLLINS,  COLORADO 
BROOME,  EDWARD  DEXTER,  MAYS  LANDING,  NEW  JERSEY 
CLIFFORD  DALE,  COLUMBUS,  MONTANA 
JAMES  J,  MELVINDALE,  MICHIGAN 
JOHN  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOSEPH  M.,  PHILADELPHIA,  PENNSYLVANIA 
MAURICE  JOSEPH,  SALT  LAKE  CITY,  UTAH 
WILLIAM  J,  BROOMFIELD,  COLORADO 
FRANCIS  S,  SHERRILL,  NEW  YORK 
BROSS,  MICHAEL  LEE,  KENNEDY  SPACE  CENTER,  FLORIDA 
BROSSOW,  CHARLES  DAVID,  SEWARD,  ALASKA 
BROSSOW,  DONALD  WILLIAM,  NEWPORT,  OREGON 
BROTHERS,  STEPHEN  RANDY,  WATERTOWN,  NEW  YORK 
BROTSCHUL,  FREDERICK,  RIVERHEAD,  NEW  YORK 
BROUELETTE,  JON  A,  SEATTLE,  WASHINGTON 
BROUGHAM,  CHARLES  GEORGE,  CHICAGO,  ILLINOIS 
BROUGHTON,  ROBERT  G,  PORTSMOUTH,  VIRGINIA 
BROUILLETTE,  TODD  ADRIAN,  NAUGATUCK,  CONNECTICUT 
BROUSSARD,  DALE  JAMES,  LAFAYETTE,  LOUISIANA 
BROUSSARD,  GORDON  ALEXANDER,  CAMP  PENDLETON,  CALIFORNIA 
BROWDER,  FREDERIC  L.,  LOUISVILLE,  KENTUCKY 
BROHER,  ROBERT  W. ,  THE  DALLES,  OREGON 


BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROHN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROHN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROHN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROHN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 
BROWN 


ALVIN  LEWIS,  LOS  ANGELES,  CALIFORNIA 

ANDREW  FREDERICK,  WEST  YORKSHIRE,  ENGLAND 

ARTHUR,  DOWNINGTOWN,  PENNSYLVANIA 

AUGUSTUS  F,  JR,  MEMPHIS,  TENNESSEE 

BOBBY  LEE,  WESTMINSTER,  CALIFORNIA 

BRIAN  MAXWELL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

C.  KENNETH,  COLUMBIA,  SOUTH  CAROLINA 

CARL  P.,  JR.,  BERWYN,  PENNSYLVANIA 

CARL,  JR,  COVENTRY,  RHODE  ISLAND 

CARROLL  OSMAN,  JR,  KINGMAN,  ARIZONA 

CHARLES  E.,  RICHMOND,  CALIFORNIA 

CHARLES  M,  ROSWELL,  GEORGIA 

CHARLES  STEVEN,  STATESBORO,  GEORGIA 

CLARENCE  J.,  EAST  ORANGE,  NEW  JERSEY 

CLIFTON  JAMES,  SIGNAL  HILL,  CALIFORNIA 

DALE  LAVERNE,  LONG  BEACH,  CALIFORNIA 

DANIEL  JOHN,  MCMINNVILLE,  OREGON 

DANIEL  LOUIS,  ROBBINS,  NORTH  CAROLINA 

DARWIN  EUGENE,  CASTLE  ROCK,  COLORADO 

DAVID  ALLEN,  BEAUFORT,  SOUTH  CAROLINA 

DAVID  L.,  GROVER  CITY,  CALIFORNIA 

DEAN  L.,  GRAND  FORKS,  NORTH  DAKOTA 

DERWIN,  DECATUR,  GEORGIA 

DONALD  AUBREY,  JR,  WESTPORT,  CONNECTICUT 

DONALD  R,  DEARBORN  HEIGHTS,  MICHIGAN 

DOUGLAS  W.,  JR,  AZTEC,  NEW  MEXICO 

EDMOND  N.,  MURFREESBORO,  TENNESSEE 

EDWARD  DONALD,  MILLERSVILLE,  MARYLAND 

EDWARD  JOHN,  NORTH  LAS  VEGAS,  NEVADA 

EDWARD  PEARSON,  MONTGOMERY,  ALABAMA 

EMORY  EUGENE,  JR,  DECATUR,  GEORGIA 

ERNEST  T.,  WARWICK,  RHODE  ISLAND 

FORREST  JOSEPH,  JR,  REEDLEY,  CALIFORNIA 

FRANCIS  W.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FRANK  LEWIS,  EAST  POINT,  GEORGIA 

FRANK  M,  MOUNT  LEBANON,  PENNSYLVANIA 

FREDERICK  WILLIAM,  RAPID  CITY,  SOUTH  DAKOTA 

GEORGE  C,  RINGGOLD,  GEORGIA 

GEORGE  WILBUR,  JR,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

GERALD  RAYMOND,  TRENTON,  MICHIGAN 

GRAHAM  D.,  KIRKWOOD,  MISSOURI 

HAROLD  W.,  CHICAGO,  ILLINOIS 

HERBERT  D. ,  CHICAGO,  ILLINOIS 

HOLLIS  B.,  SAN  LUIS  OBISPO,  CALIFORNIA 

HOWARD  L.,  BLUE  SPRINGS,  MISSOURI 

I.  G.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

IRVING  W.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ISAAC  SPERRY,  MC  COOK,  NEBRASKA 

JACKSON  H.,  DANVILLE,  VIRGINIA 

JAMES  ARNOLD,  WATSONVILLE,  CALIFORNIA 

JAMES  B.,  JR,  LEESBURG,  FLORIDA 

JAMES  D,  MODESTO,  CALIFORNIA 

JAMES  DAVID,  STREETSBORO,  OHIO 

JAMES  MICHAEL,  COCOA,  FLORIDA 

JAMES  NORMAN,  HUDSON,  OHIO 

JAMES  NORMAN,  SR,  LOUISVILLE,  KENTUCKY 

JAY  KENNETH,  RIVERSIDE,  CALIFORNIA 

JEFFREY  SCOTT,  COVINGTON,  VIRGINIA 

JOHN  B,  CAPE  GIRARDEAU,  MISSOURI 

JOHN  JOSEPH,  CRYSTAL  RIVER,  FLORIDA 

JOHN  WESLEY,  III,  MEMPHIS,  TENNESSEE 
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BROHN,  JOHNNY  RAY  -  BULKLEY,  HARRY  E 


175 

109 

177 

189 

95 

173 

187 

77 

109 

135 

191 

103 

125 

179 

133 

151 

195 

58 

67 

81 

155 

91 

152 

127 

34 

40 

92 

134 

61 

127 

176 

128 

55 

171 

73 

142 

171 

173 

164 

160 

128 

139 

173 

194 

131 

45 

136 

126 

165 

172 

109 

79 

85 

120 

163 

101 

169 

127 

167 

142 

181 

90 

193 

94 

96 

98 

52 

158 

151 

194 

112 

169 

99 

49 

190 

137 

128 

187 

119 

162 

164 

195 

140 

164 

86 

164 

163 

85 

67 

170 

163 

71 

159 

168 

101 

137 

157 

129 

161 

195 


BROHN,  JOHNNY  RAY,  MURFREESBORO,  TENNESSEE 

BROHN,  JOSEPH  C,  DETROIT,  MICHIGAN 

BROHN,  KENNETH  DANIEL,  EAST  HAMPTON,  NEH  YORK 

BROHN,  KENNETH  EDHARD,  SALINAS,  CALIFORNIA 
tt   BROHN,  KENNETH  M,  JR,  GAINESVILLE,  FLORIDA 

BROHN,  LARRY  HAYNE,  MUNCIE,  INDIANA 

BROHN,  LESLIE  KAY,  SACRAMENTO,  CALIFORNIA 
tt    BROHN,  LESTER  E.,  BLOOMINGTON,  ILLINOIS 

BROHN,  MARILYN,  TOKELAND,  HASHINGTON 

BROHN,  MARK  ALAN,  FORT  HRIGHT,  KENTUCKY 

BROHN,  HARK  RICHARD,  GOODYEAR,  ARIZONA 
tt    BROHN,  MARTIN,  CHATTANOOGA,  TENNESSEE 

BROHN,  MAYNARD  HILLIS,  JR,  CLAYTON,  GEORGIA 

BROHN,  MICHAEL  LYLE,  SACRAMENTO,  CALIFORNIA 

BROHN,  MILTON  DALE,  HOUSTON,  TEXAS 

BROHN,  MITCHELL  HATT,  RALEIGH,  NORTH  CAROLINA 

BROHN,  MORRIS  LEE,  DETROIT,  MICHIGAN 
tt   BROHN,  NEIL  GATES,  TAMPA,  FLORIDA 
tt   BROHN,  NORMAN  H. ,  TAMPA,  FLORIDA 

BROHN,  OZELLE  F,  SR,  SCOTTSBORO,  ALABAMA 

BROHN,  PATRICK  HILLIAM,  BOISE,  IDAHO 
tt   BROHN,  PAUL,  JACKSONVILLE  BEACH,  FLORIDA 

BROHN,  PAUL  DOUGLAS,  KANNAPOLIS,  NORTH  CAROLINA 

BROHN,  PAUL  JOSEPH,  CANBERRA,  AUSTRALIA 
tt   BROHN,  PERRY  E.,  BIG  BEND,  TEXAS 
0  BROHN,  PHIL  M.,  GLENDALE,  CALIFORNIA 
tt    BROHN,  PHILLIP  D,  UPPER  ARLINGTON,  OHIO 

BROHN,  QUENTIN  HYMAN,  SANTA  BARBARA,  CALIFORNIA 

BROHN,  RAYMOND  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BROHN,  RICHARD  GROVE,  DELAND,  FLORIDA 

BROHN,  RICHARD  LAMAR,  EAST  ALTON,  ILLINOIS 
tt   BROHN,  ROBERT  ALVIN,  PHOENIX,  ARIZONA 

*  BROHN,  ROBERT  D.  ,  NEHNAN,  GEORGIA 
BROHN,  ROBERT  JAMES,  KALAMAZOO,  MICHIGAN 

tt    BROHN,  ROGER  T.,  EAU  CLAIRE,  HISCONSIN 

tt   BROHN,  RONALD  EUGENE,  DETROIT,  MICHIGAN 
BROHN,  RONALD  HALTER,  SR,  BESSEMER,  ALABAMA 
BROHN,  ROY  ALLEN,  VANCOUVER,  HASHINGTON 
BROHN,  ROY  CLAYTON,  JR,  MONTGOMERY,  ALABAMA 
BROHN,  ROY  JAMES,  OKLAHOMA  CITY,  OKLAHOMA 
BROHN,  ROY  MILTON,  LOS  ANGELES,  CALIFORNIA 

n    BROHN,  RUSSELL  LYNN,  URBANA,  ILLINOIS 

BROHN,  STEPHEN  BRADFORD,  PLACERVILLE,  CALIFORNIA 

BROHN,  STEVEN  DOUGLAS,  LAYTON,  UTAH 

BROHN,  STEVEN  LEROY,  BARTLESVILLE,  OKLAHOMA 

it    BROHN,  TED  D.  ,  EUGENE,  OREGON 
BROHN,  TERRY  L,  SPARKS,  NEVADA 
BROHN,  THOMAS  JAMES,  PHILADELPHIA,  PENNSYLVANIA 
BROHN,  TIMOTHY  MICHAEL,  LOVELAND,  COLORADO 
BROHN,  TOM  ALLEN,  DANVILLE,  VIRGINIA 
BROHN,  VIRGIL  I.,  PINE  BLUFF,  ARKANSAS 

§   BROHN,  HAYNE  G,  ROCKVILLE,  MARYLAND 

tt   BROHN,  HILLIAM  B.,  RICHARDSON,  TEXAS 

BROHN,  HILLIAM  CLIFFORD,  HILMINGTON,  NORTH  CAROLINA 
BROHN,  HILLIAM  CLINTON,  JR,  JACKSONVILLE,  FLORIDA 

tt   BROHN,  HILLIAM  F,  NORTH  LITTLE  ROCK,  ARKANSAS 
BROHN,  HILLIAM  FREDERICK,  JR,  LOMPOC,  CALIFORNIA 
BROHN,  HILLIAM  HALE,  HENDERSON,  TEXAS 
BROHN,  HILLIAM  HAROLD,  COLUMBIA,  SOUTH  CAROLINA 
BROHN,  HILLIAM  HENRY,  BLACKSBURG,  VIRGINIA 
BROHN,  HILLIAM  NOBLE,  FAIRFAX,  VIRGINIA 

tt    BROHN,  HILLIAM  S.,  JR.,  AUGUSTA,  MAINE 
BROHNE,  EUSTACE  CALBERT,  ST  JOHNS,  ANTIGUA 

U   BROHNE,  JOSEPH  M,  PHILADELPHIA,  PENNSYLVANIA 

*  BROHNE,  MICHAEL  D,  ALPINE,  TEXAS 
BROHNELL,  THOMAS  G.,  ST.  PAUL,  MINNESOTA 

tt   BROHNFIELD,  HAROLD  A.,  DETROIT,  MICHIGAN 
BROHNFIELD,  KENNETH,  URBANA,  ILLINOIS 
BROHNING,  GLENN  ALEXANDER,  NARRAGANSETT,  RHODE  ISLAND 
BROHNING,  GREGORY  BRUCE,  AMARILLO,  TEXAS 
BROHNING,  KENNETH  E.,  PORT  ARTHUR,  TEXAS 
BROHNING,  MICHAEL  LEE,  INDEPENDENCE,  KENTUCKY 
tt   BROHNING,  RICHARD  R,  DELAHARE,  OHIO 
tt   BROHNLEE,  HAROLD  F.,  ASHEVILLE,  NORTH  CAROLINA 
BROHNLEE,  HAYNE  RODRICK,  LOS  ALAMOS,  NEH  MEXICO 
BRUCE,  CHARLES  PERRY,  DEL  RIO,  TEXAS 
BRUCE,  ROY  JOE,  JR,  EDMOND,  OKLAHOMA 
BRUCE,  RUSSELL  NORMAN,  HEST  PALM  BEACH,  FLORIDA 
BRUCE,  TIMOTHY  EDHIN,  COVINGTON,  GEORGIA 

*  BRUCE,  VIRGIL  LEE,  SILVER  CITY,  NEH  MEXICO 
BRUCHMAN,  HILLIAM  LOUIS,  III,  MEDFORD,  OREGON 
BRUCKNER,  FRANKLIN  LEE,  OCEANSIDE,  CALIFORNIA 

tt   BRUCKNER,  ROBERT  HALTER,  SOLON,  OHIO 

BRUCKSHAH,  HALTER,  JR,  PROVIDENCE,  RHODE  ISLAND 

»   BRUESTLE,  DARRYL  L.,  HILMINGTON,  NORTH  CAROLINA 

tt   BRUETT,  ROGER  HILLIAM,  OLYMPIA,  HASHINGTON 
BRUINS,  BARRY  ALAN,  SAN  BERNARDINO,  CALIFORNIA 
BRUM,  PAULO  N.,  BRASILIA,  BRAZIL 

tt   BRUMBAUGH,  KERMIT  G,  SIDNEY,  NEBRASKA 

BRUMBELOH,  TIM  ARCH,  DOUGLASVILLE,  GEORGIA 
BRUMFIELD,  THOMAS  MELVIN,  ANGIE,  LOUISIANA 

*  BRUMLEY,  LEM,  FORT  PIERCE,  FLORIDA 

BRUMMER,  STEVEN  EUGENE,  BAKERSFIELD,  CALIFORNIA 
BRUNER,  LARRY  NOLAN,  NICHOLASVILLE,  KENTUCKY 
BRUNETTA,  MARIO  R. ,  VINELAND,  NEH  JERSEY 

*  BRUNING,  LESLIE  BERNARD,  COLUMBIA,  MISSOURI 
BRUNNER,  GEORGE  DAVID,  JANESVILLE,  HISCONSIN 
BRUNNER,  HILLIAM  JENNINGS,  VERO  BEACH,  FLORIDA 
BRUNS,  BRADLEY  HAYNE,  FAYETTEVILLE,  ARKANSAS 
BRUNSHAN,  KARL  KENT,  SPRINGFIELD,  ILLINOIS 


119  tt 

no  tt 

145  tt 

184 

123 

92 
189 
123 
115  tt 
115 

14  tt 

58  tt 
178 
121 

96  tt 

96  tt 
187 

63  tt 

47  tt 
160 
111 
124 

90 
160 
134 
107  tt 
166 

56  * 
185 
142 
105  tt 
157 

80  tt 
104 
151  tt 
169 
194 

82  tt 
121  tt 
123 
140 
144 
139 

91  # 
189 
185 
179 
138 

79  tt 

74  tt 
123 
115  tt 
108 

68  tt 
116 
166 

90 
150 
190 
115 
147  * 
164 
179 

92 

75  # 

59  tt 
96 

108 
164 
131  tt 
136 

72  tt 
164 
169 
174 
160  tt 
187 
107  tt 

12  * 
157 
128  * 
124 
195 
160 

96 
102 
115  tt 
182 

29  tt 
140 
175 
103  tt 
178 
181 
134 
120  tt 

76  It 
164 

91  tt 
91  tt 


BRUNSON,  DALE  ALLAN,  RICHLAND,  HASHINGTON 

BRUNSON,  JOSEPH  H,  SUMTER,  SOUTH  CAROLINA 

BRUNSON,  LARRY  LON,  RIDGECREST,  CALIFORNIA 

BRUNT,  EDHARD  LEON,  LAHRENCE,  KANSAS 

BRUNTON,  GEORGE  THOMAS,  LONDON,  CANADA 

BRUSCO,  DOMENIC  J.,  PITTSBURGH,  PENNSYLVANIA 

BRUSH,  CINDY  KAY,  EVANSVILLE,  INDIANA 

BRUSH,  RICHARD  ALLEN,  POINT  COMFORT,  TEXAS 

BRUTSCH,  GARY  L.,  LOS  ANGELES,  CALIFORNIA 

BRYAN,  ADELBERT  M,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 

BRYAN,  CHARLES  E,  HILMINGTON,  DELAHARE 

BRYAN,  GEORGE  K,  VIRGINIA  BEACH,  VIRGINIA 

BRYAN,  HOMER  DOLPHIN,  JR,  STARKVILLE,  MISSISSIPPI 

BRYAN,  JAMES  PAUL,  TOLEDO,  OHIO 

BRYAN,  MICHAEL  A,  NEH  ORLEANS,  LOUISIANA 

BRYAN,  RICHARD  J,  MASSILLON,  OHIO 

BRYAN,  TERRY  PAUL,  SEVIERVILLE,  TENNESSEE 

BRYANT,  ALBERT  L.,  BANGKOK,  THAILAND 

BRYANT,  ALLEN  C,  ATLANTA,  GEORGIA 

BRYANT,  BILLIE  JO,  MAYHOOD,  ILLINOIS 

BRYANT,  BOBBY  N,  DECATUR,  GEORGIA 

BRYANT,  CALVIN,  HEST  PALM  BEACH,  FLORIDA 

BRYANT,  FLOYD,  JR,  COLORADO  SPRINGS,  COLORADO 

BRYANT,  JAMES  ROBERT,  VICTORIA,  TEXAS 

BRYANT,  JAMES  RUBEN,  SALEM,  VIRGINIA 

BRYANT,  JIM  F.,  MONTGOMERY,  ALABAMA 

BRYANT,  JOSEPH,  JR,  NEH  CASTLE,  DELAHARE 

BRYANT,  NORMAN  L.,  BEATRICE,  NEBRASKA 

BRYANT,  HILLIAM  DANIEL,  JR,  SEATTLE,  HASHINGTON 

BRYCE,  GEORGE  ALEX,  LIVINGSTON,  MONTANA 

BRYCE,  ROGER  F.,  BANGOR,  MAINE 

BRYKER,  THOMAS  HILLIAM,  JR,  HASHINGTON,  PENNSYLVANIA 

BRYMER,  NOBLE  L,  NASHVILLE,  TENNESSEE 

BRYSON,  JAMES  R. ,  HAYCROSS,  GEORGIA 

BRYSON,  JEFFREY  GEARY,  HELENA,  MONTANA 

BRZUCHALSKI,  RICHARD  HILLIAM,  CHANDLER,  ARIZONA 

BUCCELLI,  ANTHONY  DANIEL,  JR,  NEH  PROVIDENCE,  NEH  JERSE 

BUCH,  JACK  L.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BUCHANAN,  CARL  DAVID,  JR,  ORLANDO,  FLORIDA 

BUCHANAN,  CLYDE  NEAL,  FREDERICKSBURG,  VIRGINIA 

BUCHANAN,  GARY  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BUCHANAN,  JAMES  JOSEPH,  MORGANTON,  NORTH  CAROLINA 

BUCHANAN,  JOHN  LYNN,  II,  PHOENIX,  ARIZONA 

BUCHANAN,  RICHARD  A,  INDIANAPOLIS,  INDIANA 

BUCHANAN,  THAD  ALLEN,  EUGENE,  OREGON 

BUCHANEK,  MICHAEL  BRUCE,  VICTORIA,  TEXAS 

BUCHEGGER,  HERNER  MAXIMILIAN,  LINZ,  AUSTRIA 

BUCHHOLZ,  GARY  RAYMOND,  LAKEPORT,  CALIFORNIA 

BUCHHOLZ,  MAURICE  J,  TACOMA,  HASHINGTON 

BUCHIGNANI,  RAYMOND  R.,  SAN  ANSELMO,  CALIFORNIA 

BUCHMANN,  ANDREH  NICHOLAS,  ST.  LOUIS,  MISSOURI 

BUCHOLZ,  RICHARD  A,  OIL  CITY,  PENNSYLVANIA 

BUCHS,  RICHARD  L.,  HAUSEON,  OHIO 

BUCHTA,  RAYMOND  B.  ,  OMAHA,  NEBRASKA 

BUCK,  FREDERICK  G,  PHILADELPHIA,  PENNSYLVANIA 

BUCK,  JOHN  THOMAS,  REDFORD,  MICHIGAN 

BUCK,  RONALD  N.,  KANSAS  CITY,  KANSAS 

BUCKALLEH,  LARRY  EUGENE,  PUEBLO,  COLORADO 

BUCKBEE,  HILLIAM  HESLEY,  JR,  KENT,  OHIO 

BUCKENDAHL,  CLARKE  J.,  MAYHOOD,  ILLINOIS 

BUCKENDORF,  GEORGE  MICHAEL,  TULSA,  OKLAHOMA 

BUCKHOUT,  TIMOTHY  CASS,  OAKLAND,  CALIFORNIA 

BUCKINGHAM,  TERRY  ALBERT,  PERTH,  AUSTRALIA 

BUCKLE,  DANIEL  J.,  JR,  SAN  FRANCISCO,  CALIFORNIA 

BUCKLES,  ROBERT  L.,  FORT  SAM  HOUSTON,  TEXAS 

BUCKLEY,  DAVID  J.,  YAPHANK,  NEH  YORK 

BUCKLEY,  KENNETH  E,  FARMINGTON,  MISSOURI 

BUCKLEY,  MAURICE,  NEH  YORK,  NEH  YORK 

BUCKLEY,  MICHAEL  HAYNE,  COLLEGE  STATION,  TEXAS 

BUCKLEY,  HILLIAM  D,  MINEOLA,  NEH  YORK 

BUCKMEYER,  BILLY  DON,  DALLAS,  TEXAS 

BUCKMEYER,  HILLIAM  EUGENE,  MESQUITE,  TEXAS 

BUCKNER,  DANNY  MICHAEL,  EIELSON  AFB,  ALASKA 

BUCKNER,  L  GALE,  DECATUR,  GEORGIA 

BUCKSON,  BRUCE  CANNON,  HOMOSASSA  SPRINGS,  FLORIDA 

BUDA,  ERNEST  ROY,  SACRAMENTO,  CALIFORNIA 

BUDDE,  CHARLES  H,  GENEVA,  ILLINOIS 

BUDNIK,  GEORGE  H. ,  RYE,  NEH  YORK 

BUE,  HARLEY,  SIOUX  CITY,  IOHA 

BUEERMANN,  JAMES  RICHARD,  REDLANDS,  CALIFORNIA 

BUEHLER,  DONALD  EDHIN,  KOTZEBUE,  ALASKA 

BUELTERMAN,  PAUL  JAMES,  FLORENCE,  KENTUCKY 

BUENIK,  GEORGE  THOMAS,  HOUSTON,  TEXAS 

BUERGISSER,  MARTIN,  ZURICH,  SHITZERLAND 

BUESING,  MERLE  D.  ,  LEE'S  SUMMIT,  MISSOURI 

BUETO,  0  CARSON,  BATON  ROUGE,  LOUISIANA 

BUFFINGTON,  HILLIE  E.,  MONROE,  LOUISIANA 

BUHLER,  MILAN  LEE,  SALT  LAKE  CITY,  UTAH 

BUHMAN,  RAYMOND  J.,  ALHAMBRA,  CALIFORNIA 

BUICKEL,  DENNIS  LESLIE,  EVANSVILLE,  INDIANA 

BUIKEMA,  EDHARD  G,  LANSING,  MICHIGAN 

BUIST,  JOHN  E,  LINCOLN,  NEBRASKA 

BUITRAGO  ARIAS,  JUAN  CARLOS,  BOGOTA,  COLOMBIA 

BUJNOCH,  LISA  LOU,  HOUSTON,  TEXAS 

BUKH,  POUL,  COPENHAGEN,  DENMARK 

BUKOSKI,  FRANK  GILBERT,  LIHUE,  KAUAI,  HAHAII 

BULCOCK,  THOMAS  A.,  MANCHESTER,  NEH  HAMPSHIRE 

BULGER,  BRIAN  NEIL,  LAHRENCE,  INDIANA 

BULGER,  EDHARD  J,  HARREN,  MICHIGAN 

BULKLEY,  HARRY  E,  BATH,  NEH  YORK 
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BULL,  ROBERT  LAHRENCE  -  BURSI,  GERALD  HILLIAM 
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BULLARO, 
BULLARD, 
BULLARD, 
BULLARD, 
BULLARD, 
BULLARD, 


BULLOCK, 
BULLOCK, 
BULLOCK, 
BULLOCK, 
BULLOCK, 
BULLOCK, 
BULLOCK, 


#  BULL,  ROBERT  LAWRENCE,  TALLAHASSEE,  FLORIDA 
BULL,  HILLIAM  HARRY,  LEHISTON,  IDAHO 

#  BULLA,  JOSEPH  DALE,  ASHEBORO,  NORTH  CAROLINA 
»   BULLACH,  MELVILLE  E.,  DETROIT,  MICHIGAN 

DAVID  C,  WAYCROSS,  GEORGIA 
GARY  LESLIE,  PITTSFORD,  VERMONT 
JOHN  C,  WASHINGTON  DC, 
LARRY  GENE,  ANGLETON,  TEXAS 
THOMAS  RAY,  ROHNERT  PARK,  CALIFORNIA 
,  WAYLON  JASPER,  GARLAND,  TEXAS 
BULLERJAHN,  ULRICH  F.,  CHICO,  CALIFORNIA 
BULLICK,  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
BULLINGER,  DENNIS  A,  MANDAN,  NORTH  DAKOTA 
BULLINS,  JERRY  WAYNE,  WICHITA,  KANSAS 
DALE  E,  SALT  LAKE  CITY,  UTAH 
DANIEL  JERRY,  SAN  JOSE,  CALIFORNIA 
DAVID  RODRICK,  GREENVILLE,  NORTH  CAROLINA 
FLOYD  DAVID,  JR,  PURVIS,  MISSISSIPPI 
LYNN  ROBERT,  DOVER,  DELAWARE 
RICHARD  L.,  KELSO,  WASHINGTON 
,  STEPHEN,  SYDNEY,  AUSTRALIA 
BULLOCK,  WILLIAM  BRUCE,  NEWTON,  NORTH  CAROLINA 
BULLOCK,  WILLIAM  MURRAY,  JR,  RICHMOND,  VIRGINIA 
BUMGARNER,  BARRY  LYLE,  TALLAHASSEE,  FLORIDA 
BUMGARNER,  KENNETH  WADE,  NEW  BERN,  NORTH  CAROLINA 
BUMGARNER,  MICHAEL  IRA,  ALEXANDRIA,  VIRGINIA 
'  BUMPASS,  EUGENE  L.,  THE  VILLAGE,  OKLAHOMA 
1  BUNCH,  ELVIS  PAUL,  BOWLING  GREEN,  KENTUCKY 
BUNCH,  HEZEKIAH,  JR,  BALTIMORE,  MARYLAND 
BUNDERSON,  DANNY  K,  MERIDIAN,  IDAHO 
BUNDY,  GLEN  S,  MEDFORD,  OREGON 
BUNGAY,  CALVIN  A,  DARTMOUTH,  CANADA 
BUNKER,  GORDON  B,  AUBURN,  WASHINGTON 
BUNKER,  JOHN  HENRY,  OLATHE,  KANSAS 
BUNKER,  KENNETH  BOYD,  RENO,  NEVADA 
BUNN,  FLOYD,  MONTGOMERY,  ALABAMA 
BUNNELL,  JOHN  EDWIN,  PORTLAND,  OREGON 
BUNNING,  PETER,  HONG  KONG,  HONG  KONG 
BUNT,  ALEX  R,  CANBERRA,  AUSTRALIA 
BUNTEN,  PAUL  LOWELL,  SALINE,  MICHIGAN 
BUNWORTH,  THOMAS  M,  WHITE  PLAINS,  NEW  YORK 
BUNYAK,  JAMES  MICHAEL,  MEADVILLE,  PENNSYLVANIA 
BUNYAVAN,  SANTIRAK,  BANGKOK,  THAILAND 
BUONANNO,  EUGENE  JOSEPH,  TARRYTOWN,  NEW  YORK 
BUONO,  JOHN  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BUQUET,  GODFREY  JOSEPH,  HOUMA,  LOUISIANA 
BURACKER,  CARROLL  D,  FAIRFAX,  VIRGINIA 
BURAN,  FRED  ALBERT,  III,  POPE  AFB,  NORTH  CAROLINA 
BURAS,  STEPHEN  VALLRIE,  METAIRIE,  LOUISIANA 
BURBANK,  THOMAS  D,  BATON  ROUGE,  LOUISIANA 
BURBEY,  MICHAEL  PROSPER,  K  I  SAWYER  AFB,  MICHIGAN 
BURBRINK,  DONALD  FREDRICK,  II,  LOUISVILLE,  KENTUCKY 
BURCH,  BURDELL  BERGSTROM,  LAKEWOOD,  COLORADO 
BURCH,  CALVIN  LAWRENCE,  KENNEDY  SPACE  CENTER,  FLORIDA 
BURCH,  FRANCIS  M. ,  PADUCAH,  KENTUCKY 
BURCH,  MCLAURIN,  FLORENCE,  SOUTH  CAROLINA 
BURCH,  WALTER  A,  GREENSBORO,  NORTH  CAROLINA 
BURCHETT,  JIM  C,  SAN  BERNARDINO,  CALIFORNIA 
BURCHETT,  LARRY  WAYNE,  RICHMOND,  VIRGINIA 
BURCHFIEL,  JOE  RAYMOND,  MEDFORD,  OREGON 
BURCK,  WILLIAM  LEE,  CULVER  CITY,  CALIFORNIA 
BURDEN,  GENE  LEE,  WARRENSBURG,  MISSOURI 
BURDETTE,  ARTHUR,  JR,  FREEPORT,  NEW  YORK 
BURDETTE,  JAMES  DAVID,  JR,  AUSTIN,  TEXAS 
BURDETTE,  STEPHEN  MICHAEL,  CHARLESTON,  WEST  VIRGINIA 
BURDICK,  ALVIN  H,  LOS  ANGELES,  CALIFORNIA 
BURDICK,  HARRY  RICHARD,  CINCINNATI,  OHIO 
BURDICK,  JONATHAN  JAY,  NIXA,  MISSOURI 
BUREL,  JOHN  LEWIS,  GAINESVILLE,  GEORGIA 
BURFORD,  ROBERT  HOWARD,  SWEET  HOME,  OREGON 
BURG,  LEE  J.,  GRAND  JUNCTION,  COLORADO 
BURG,  MICHAEL  THOMAS,  RITTMAN,  OHIO 
BURGAN,  BILL  RAY,  SPEEDWAY,  INDIANA 
BURGE,  HARRY  D,  SPRINGFIELD,  ILLINOIS 
BURGE,  KENNETH  EDWARD,  GLENDALE,  COLORADO 
BURGER,  DAVID  ANTHONY,  LENEXA,  KANSAS 
BURGER,  FREDERICK  0,  CEDAR  RAPIDS,  IOWA 
BURGESS,  CLYDE  EARL,  OROFINO,  IDAHO 
BURGESS,  HAROLD  STEPHEN,  MARSHFIELD,  WISCONSIN 
BURGESS,  HERBERT  T.,  WARRENSVILLE  HEIGHTS,  OHIO 
BURGESS,  JAMES  PATRICK,  LOS  ANGELES,  CALIFORNIA 
BURGESS,  JAMES  R,  VENTURA,  CALIFORNIA 
BURGESS,  JEROME,  COLLIERVILLE,  TENNESSEE 
BURGESS,  MARIAN  JOYCE,  LOS  ANGELES,  CALIFORNIA 
BURGESS,  RACHEL  MARIE,  LOS  ANGELES,  CALIFORNIA 
BURGESS,  RAYMOND  E.,  MANHATTAN  BEACH,  CALIFORNIA 
BURGESS,  RONALD  GERALD,  WHITE  SANDS,  NEW  MEXICO 
BURGESS,  TERRY  ALLEN,  CAMDEN,  MAINE 
BURGETT,  ALMER  HARRISON,  NEWALLA,  OKLAHOMA 
BURGIN,  TERRY  JOHNSON,  LINCOLNTON,  NORTH  CAROLINA 
BURGIO,  CARMELO,  ROME,  ITALY 
BURGOON,  SUSAN  ANN,  LOS  ANGELES,  CALIFORNIA 
BURGOS,  JOSE  0,  SAN  JUAN,  PUERTO  RICO 
BURGOS,  JOSEPH  ANTHONY,  PONCE,  PUERTO  RICO 
BURGRAFF,  BRADLEY  BERNARD,  ST.  PAUL,  MINNESOTA 
BURGTORF,  RICHARD  ROBERT,  ARNETT,  OKLAHOMA 
BURIL,  TOMAS,  PRAGUE,  CZECH  REPUBLIC 
BURK,  JERRY  L,  SEATTLE,  WASHINGTON 
BURK,  RODNEY  GERALD,  SPRINGFIELD,  MISSOURI 
BURKE,  BERNARD  C,  LA  MESA,  CALIFORNIA 
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29 

89 
152 

47 
187 

94 
160 

96 
112 
147 
187 
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79 
183 
127 

57 
132 
116 
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126 

98 


BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 


BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 
BURKE, 


CARL  EASTON,  COLUMBIA,  SOUTH  CAROLINA 
D.  THOMAS,  OGDEN,  UTAH 
DAVID  C,  HUDSON,  WISCONSIN 
EDMUND  KERKER,  JR,  EAST  LANSING,  MICHIGAN 
EDWARD  A.,  BELLOWS  FALLS,  VERMONT 
EDWIN  JOSEPH,  JR,  BILLERICA,  MASSACHUSETTS 
EUGENE  J.,  NEW  YORK,  NEW  YORK 
GERALD  FRANCIS,  BOSTON,  MASSACHUSETTS 
JACK  0,  SR,  ELLICOTT  CITY,  MARYLAND 
JAMES  A,  WOODSTOCK,  VERMONT 
JAMES  KIERAN,  NEW  YORK,  NEW  YORK 
BURKE,  JEROME  THOMAS,  JR,  FLORISSANT,  MISSOURI 
BURKE,  JOHN  MICHAEL,  ST.  LOUIS,  MISSOURI 
KATHLEEN  MARIE,  NEW  YORK,  NEW  YORK 
PATRICK  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PAUL  MILES,  BETHEL,  ALASKA 
ROBERT  FRANCIS,  NEW  YORK,  NEW  YORK 
THOMAS  C,  GREENWICH,  CONNECTICUT 
THOMAS  EDWARD,  WEST  SPRINGFIELD,  MASSACHUSETTS 
THOMAS  G.,  MINNEAPOLIS,  MINNESOTA 
WALTER  CHARLES,  WILLIAMS,  CALIFORNIA 
BURKE,  WILLIAM  JOSEPH,  TORONTO,  CANADA 
BURKE,  WILLIAM  JOSEPH,  JR,  TINLEY  PARK,  ILLINOIS 
BURKE,  WILLIAM  M.,  NEW  YORK,  NEW  YORK 
99  #  BURKE,  WILLIAM  T,  SR,  PORTSMOUTH,  NEW  HAMPSHIRE 
107  n   BURKENFIELD,  MICHAEL  C,  HUNTINGTON  BEACH,  CALIFORNIA 
»  BURKETT,  BOBBY  R,  TALLAHASSEE,  FLORIDA 
BURKETT,  LINDA  GRAY,  TUCSON,  ARIZONA 
BURKETT,  MARTHA  HARRIETTE,  TEMPE,  ARIZONA 
BURKETT,  PAULINE  ORY,  BATON  ROUGE,  LOUISIANA 
BURKHALTER,  DOUGLAS,  SAVANNAH,  GEORGIA 
BURKHALTER,  GERALD,  NEW  YORK,  NEW  YORK 
BURKHARDT,  EDWARD  L.,  AUBURN,  NEW  YORK 
BURKHARDT,  RICHARD  EDWARD,  DEPTFORD,  NEW  JERSEY 
1   BURKHART,  BOBBY  WORL,  DALLAS,  TEXAS 
BURKHART,  CHARLES  EDWARD,  BELVIDERE,  ILLINOIS 
BURKHOLDER,  DOUGLAS  W,  UPPER  ST  CLAIR,  PENNSYLVANIA 
BURKLOW,  KAREN  BETH,  THOMASVILLE,  GEORGIA 
BURKS,  ALLEN  WAYNE,  FULLERTON,  CALIFORNIA 
BURKS,  RONALD  DEAN,  NORTH  LITTLE  ROCK,  ARKANSAS 
I   BURKS,  SHADRACH  JOHN,  ST.  LOUIS,  MISSOURI 
BURLEW,  WILLIAM  RALPH,  FREEHOLD,  NEW  JERSEY 
BURLEY,  RAYMOND  ALAN,  PERTH,  AUSTRALIA 
I   BURLISON,  RONALD  G. ,  LOS  ANGELES,  CALIFORNIA 
BURNETT,  CRAIG  DALE,  MURRAY,  UTAH 
BURNETT,  DONALD  J.,  PALM  SPRINGS,  CALIFORNIA 
BURNETT,  ELWYN  M,  GLYNCO,  GEORGIA 
'  BURNETT,  EUGENE  R,  GRANITE  CITY,  ILLINOIS 
'  BURNETT,  JAMES  E,  LINCOLN,  NEBRASKA 
BURNETT,  PATRICK  RUSSELL,  SACRAMENTO,  CALIFORNIA 
BURNETT,  RUSSELL  K,  KANEOHE  BAY,  HAWAII 
BURNETTE,  CRAIG  MICHAEL,  JACKSON,  MICHIGAN 
BURNETTE,  DAVID  DALE,  ATHENS,  OHIO 
BURNETTE,  KENNETH  ELZIE,  ATLANTA,  GEORGIA 
BURNEY,  DAVID  B.t  LOS  ANGELES,  CALIFORNIA 
BURNLEY,  WILFORD  GRAHAM,  JR,  CHESTERFIELD,  MISSOURI 
BURNLEY,  WILLIAM  C,  JR,  GREENVILLE,  MISSISSIPPI 
BURNS,  A.  NEWTON,  OKLAHOMA  CITY,  OKLAHOMA 
BURNS,  ALBERT  VINCENT,  PHILADELPHIA,  PENNSYLVANIA 
BURNS,  ANNMCCARRON,  FREDONIA,  NEW  YORK 
BURNS,  ARNOLD  JAMES,  SAGINAW,  MICHIGAN 
BURNS,  BERNARD  FRANCIS,  EAST  LANSING,  MICHIGAN 
BURNS,  DONALD  E.,  GREAT  BEND,  KANSAS 
BURNS,  HAROLD  DURANT,  JR,  AUSTIN,  TEXAS 
BURNS,  MICHAEL  KENT,  MESQUITE,  TEXAS 
BURNS,  NORMAN  P,  SANTA  ROSA,  CALIFORNIA 
BURNS,  PATRICK  BARRY,  LOWELL,  MASSACHUSETTS 
BURNS,  RAYMOND  A.,  COLUMBUS,  INDIANA 
BURNS,  RICHARD,  BOISE,  IDAHO 
BURNS,  RICHARD  F.,  CONCORD,  CALIFORNIA 
BURNS,  ROBERT  L.,  WEST  LAFAYETTE,  INDIANA 
BURNS,  ROBERT  W. ,  LYONS,  NEW  YORK 
BURNS,  THOMAS  MICHAEL,  MACON,  GEORGIA 
BURNS,  TOMMY  JOSEPH,  HENDERSON,  NEVADA 
BURNS,  WAYNE  MAURICE,  INVERNESS,  FLORIDA 
BURNS,  WILLIAM  JOHN,  GALVESTON,  TEXAS 
BURNS,  WILLIAM  JOSEPH,  SANTA  BARBARA,  CALIFORNIA 
BURNS,  WILLIAM  JOSEPH,  III,  MIDDLETOWN,  RHODE  ISLAND 
BURNS,  WILLIAM  M. ,  PENSACOLA,  FLORIDA 
BURPEE,  WILLIAM  L.,  TOLEDO,  OHIO 
BURR,  ED  C,  VINITA,  OKLAHOMA 
BURR,  JERRY  LEE,  VERO  BEACH,  FLORIDA 
BURRELL,  PHYLLIS  W,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BURRIER,  DOUGLAS  KIRK,  SAN  ANTONIO,  TEXAS 
BURRIGHT,  DAVID  KENNETH,  ALBANY,  OREGON 
BURRIGHT,  KENNETH  RICHARD,  CORVALLIS,  OREGON 
BURRIS,  CHARLES  R,  JR,  NEW  CASTLE,  DELAWARE 
BURRIS,  LANCE  MONROE,  PLAINFIELD,  INDIANA 
BURRIS,  RODNEY  URON,  OKLAHOMA  CITY,  OKLAHOMA 
BURRISS,  JAMES  E,  ANDERSON,  SOUTH  CAROLINA 
91  #  BURRITT,  HARWOOD  W,  BALTIMORE,  MARYLAND 
68  *  BURROUGHS,  BENJAMIN  HENRY,  JR.,  LEONARDTOWN,  MARYLAND 
BURROUGHS,  JOHN  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
BURROUGHS,  WALTER  R,  JR,  ALLIANCE,  NEBRASKA 
BURROW,  WILLIE  L.,  FRANKLIN,  VIRGINIA 
BURROWS,  JOHN  CAMERON,  WINDSOR,  CANADA 
BURROWS,  MICHAEL  NEWELL,  GUERNSEY,  CHANNEL  ISLANDS 
BURROWS,  THEODORE  MILTON,  J,  DETROIT,  MICHIGAN 
141  #   BURRUSS,  RICHARD  SWINSON,  LIVERMORE,  CALIFORNIA 
141  #  BURSI,  GERALD  WILLIAM,  MEMPHIS,  TENNESSEE 


95 

178 

131 

126 

188 

140 

88 

183 

126 

136 

147 

179 

179 

167 

118 

121 

156 

111 

195 

97 

91 

34 

110 

191 

114 

179 

172 

118 

98 

145 

42 

17 

138 

138 

168 

168 

109 

136 

144 

105 

181 

69 

84 

117 

29 

64 

193 

159 

182 

38 

144 

124 

105 

115 

149 

125 

157 

140 

156 

67 

104 

187 

192 

103 


120 
109 
32 
161 
165 
134 
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165 
25 
107 
96 
137 
144 
193 
176 
112 
50 
81 
134 
123 
117 
76 
142 
168 
153 
130 
101 
166 
99 
124 
188 
167 
149 
154 
23 
171 
137 
171 
177 
132 
110 
186 
178 
113 
131 
118 
162 
176 
123 
127 
12 
188 
100 
184 
103 
193 
108 
161 
155 
19 
86 
59 
59 
88 
48 
121 
174 
141 
179 
106 
78 
120 
195 
132 
110 
157 
110 
161 
90 
108 
97 
128 
147 
121 
52 
154 
135 
184 
167 
189 
129 
119 
117 
158 
99 
92 
159 
154 
75 
159 
168 
132 
127 
148 
191 
141 
57 


BURT, 

BURT, 

BURTCH 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURTON 

BURHELL 

BURZA, 

BUSBY, 

BUSBY, 

BUSBY, 

BUSCH, 

BUSCH, 


BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 
BUSH, 


CARL  DOUGLAS,  NEWPORT  NEWS,  VIRGINIA 
J.  LOYD,  HCPHERSON,  KANSAS 

MANUEL  D.,  JR.,  GRAND  LEDGE,  MICHIGAN 
ALAN  R,  MARTINEZ,  CALIFORNIA 
DARCY  URAIN,  LONGVIEH,  TEXAS 
DAVID  MARTIN,  GENEVA,  ILLINOIS 

HILTON  BERNARD,  HASHINGTON,  DISTRICT  OF  COLUMBI 
HOHARD  LESLIE,  JR,  PITTSBURGH,  PENNSYLVANIA 
JERRY  R,  GALLATIN,  TENNESSEE 
JOHN,  GENESEE,  MICHIGAN 
JOHN  E,  OCALA,  FLORIDA 
JOSEPH,  JR,  OSSINING,  NEW  YORK 
LEE  ALAN,  OSHKOSH,  WISCONSIN 
RALPH  JAMES,  JR.,  EXTON,  PENNSYLVANIA 
ROBERT  E,  JACKSON,  MISSISSIPPI 
WAYNE  DEXTER,  NORFOLK,  VIRGINIA 
RUDOLPH  LEE,  SR,  NORFOLK,  VIRGINIA 
GEORGE  WILLIAM,  MEDINA,  OHIO 
BOBBY  LEE,  TULSA,  OKLAHOMA 
JAMES  W,  RIALTO,  CALIFORNIA 
WALTER  EVERETT,  JR,  TULSA,  OKLAHOMA 
RICHARD  L.,  MONROE,  WISCONSIN 
THOMAS  STEPHEN,  MURPHYSBORO,  ILLINOIS 
BUSCHING,  SCOTT  WILLIAM,  WILLISTON,  NORTH  DAKOTA 
BUSCHJOST,  LAWRENCE  LOUIS,  JEFFERSON  CITY,  MISSOURI 
BUSH,  ALFRED  MERCER,  JR,  FORSYTH,  GEORGIA 
CHARLES  EDWARD,  SANDUSKY,  MICHIGAN 
J.  GORDON,  LENOIR,  NORTH  CAROLINA 
JAMES  DALE,  LAWRENCE,  INDIANA 
JAMES  EDWARD,  MERIDIAN,  MISSISSIPPI 
JAMES  NORRIS,  EAST  LANSING,  MICHIGAN 
JULIA  ANN,  KANSAS  CITY,  MISSOURI 
KENNETH  JOHN,  BURLINGTON,  VERMONT 
KENNETH  W,  CORAL  GABLES,  FLORIDA 
MARK  WILLIAM,  SYDNEY,  AUSTRALIA 
MARTIN  CHARLES,  ENID,  OKLAHOMA 

MICHAEL  K.,  DAVIS-MONTHAN  AIR  FORCE  BASE,  ARIZONA 
PETER  WILLIAM,  SAULT  SAINTE  MARIE,  MICHIGAN 
TRACY  CONLEY,  JR,  IRVING,  TEXAS 
BUSHELL,  JOHN  JAMES,  TAMPA,  FLORIDA 
BUSHEY,  JOHN  FRANCIS,  REHOBOTH  BEACH,  DELAWARE 
BUSHMAKER,  JOHN  ALBERT,  COOS  BAY,  OREGON 
BUSIC,  MERLE  HALE,  ABERDEEN,  MARYLAND 
BUSICK,  ARTHUR  A.,  FLAT  ROCK,  MICHIGAN 
BUSIEGA,  JOSEPH  NGAIRA,  NAIROBI,  KENYA 
BUSINE,  VICTORIO  F.,  QUEZON  CITY,  PHILIPPINES 
BUSKEN,  DANIEL  JOHN,  CRYSTAL  CITY,  MISSOURI 
BUSSE,  JAMES  W,  ALBUQUERQUE,  NEW  MEXICO 
BUSSELL,  RONALD  WILLIAM,  DARIEN,  CONNECTICUT 
BUSSEY,  HILLIAM  H,  PARIS,  TENNESSEE 

BUSSLER,  LAWRENCE  EDWARD,  NORTH  KINGSTOWN,  RHODE  ISLAND 
BUSTOS,  DELFINO,  CHICAGO,  ILLINOIS 
BUTCHER,  EARL  W. ,  ATLANTIC  CITY,  NEW  JERSEY 
BUTCHER,  RONALD  E,  LIVONIA,  MICHIGAN 
BUTCHER,  STANLEY  D. ,  SALT  LAKE  CITY,  UTAH 
ALEX  L.,  THOMASVILLE,  GEORGIA 
ALONZO  M,  NASSAU,  BAHAMAS 
BEN  K.,  LARAMIE,  WYOMING 
BENJAMIN  HARRISON,  PLANTATION,  FLORIDA 
BILLY  ALEXANDER,  MANCHESTER,  TENNESSEE 
CHARLES  FRANKLIN,  JR,  COLUMBUS,  INDIANA 
CHESTER  ALAN,  JR,  MIAMI,  FLORIDA 
DAVID  L,  ELIZABETHTOWN,  KENTUCKY 
DONALD,  JACKSON,  MISSISSIPPI 
DONALD  ROY,  SR,  BILOXI,  MISSISSIPPI 
EDWARD  MICHAEL,  INDEPENDENCE,  KENTUCKY 
FREDERICK  HOWARD,  LOGAN,  WEST  VIRGINIA 
GARY  H,  HOLBROOK,  ARIZONA 
BUTLER,  HAROLD  MICHAEL,  LONGMONT,  COLORADO 
BUTLER,  HUGH  M. ,  CHICAGO,  ILLINOIS 

JAMES  HOWELL,  CORAL  GABLES,  FLORIDA 
JAMES  0.,  JR.,  BIRMINGHAM,  ALABAMA 
JASON  D,  WAYCROSS,  GEORGIA 
JEFFREY  L,  INDEPENDENCE,  KENTUCKY 
JOHN  DUKE,  EL  PASO,  TEXAS 
JOHN  GREGORY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JONNY  WILLIAM,  JR,  RADFORD,  VIRGINIA 
KENNETH  P.,  ABERDEEN,  WASHINGTON 
LARRY  DEAN,  LINCOLN,  NEBRASKA 
LARRY  JAMES,  KINGMAN,  ARIZONA 
MICHAEL  ANGELO,  GREENWOOD,  SOUTH  CAROLINA 
NEAL  LOYD,  JR,  OREGON  CITY,  OREGON 
ODIE  LEE,  III,  FORT  LEWIS,  WASHINGTON 
PAUL  WAYNE,  SAN  MARINO,  CALIFORNIA 
PHILLIP  GENE,  IRONTON,  OHIO 
ROGER  G,  CAPE  CORAL,  FLORIDA 
ROYSER  THOMAS,  COLUMBIA,  SOUTH  CAROLINA 
HILLIAM  C,  GREENVILLE,  SOUTH  CAROLINA 
HILLIAM  G,  SAVANNAH,  GEORGIA 
WILLIAM  GARRETT,  TUSCALOOSA,  ALABAMA 
JOHN  CHARLES,  WEST  ALLIS,  WISCONSIN 
BUTSCHER,  HENRY  P,  ALBUQUERQUE,  NEW  MEXICO 
BUTT,  KAREN  EVE,  INDIANAPOLIS,  INDIANA 
BUTT,  LEONARD  GEORGE,  PIKESVILLE,  MARYLAND 
BUTTERFIELD,  JACK  DOUGLAS,  SANDY,  UTAH 
BUTTON,  GLENDON  WILSON,  BURLINGTON,  VERMONT 
BUTTON,  LYNN  EDWARD,  FRESNO,  CALIFORNIA 
BUTTON,  MICHAEL  DEAN,  PEORIA,  ILLINOIS 
BUTTON,  THOMAS  RAYMOND,  ONEIDA,  NEW  YORK 
BUTTS,  EUGENE  V.,  TERRE  HAUTE,  INDIANA 


BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 


BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTLER, 
BUTORAC, 


186 
148 

77 
135 
133 
120  tt 
118 
158 
122  tt 
110  # 
182 
101 

99  tt 
156 

26  * 
163 
115 
137 
103  # 
188 
149 
102 
116 
155 

63  # 

84  tt 
113 
170 
157 
176 
183 
163 
151 
194 
191 
181 
161  tt 
161 
121 
179 
153 

99 

159 

135 

135 

119  tt 

107 

156 

152 
81  ft 
96  tt 

179 

113 

121 

172 

139 

192 

85  tt 
188 
157 
134 
132 
176 

112  # 
134  tt 
165 
188 

33  tt 
141 
166 
191 

72  tt 

113  tt 
174 

66  ft 
174 
175 

83  tt 
163 
135 
187 
164 
170  tt 
158 
181 
156 
117 
127  tt 
145 
151  tt 

57  tt 

66  tt 
144 

98  tt 
192 
130 
160 

99 

95 
136 


BUTTS,  HENRY  LEE,  BRUNSWICK,  GEORGIA 

BUTTS,  JOSEPH  THOMAS,  JR,  THOROFARE,  NEW  JERSEY 

BUTTS,  ORVILLE  N.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BUTZ,  STEVEN  WAYNE,  FORT  WAYNE,  INDIANA 

BUTZBACH,  JAMES  RICHARD,  SIGNAL  HILL,  CALIFORNIA 

BUVIA,  RICHARD  LEE,  MONTEREY,  CALIFORNIA 

BUXTON,  DONALD  ROY,  CONCORD,  NEW  HAMPSHIRE 

BUZA,  ROBERT  ANDREW,  JR,  FAIRLAWN,  OHIO 

BUZIAK,  AUGUST,  CALGARY,  CANADA 

BUZICK,  CHARLES  E.,  OGDEN,  UTAH 

BUZZELL,  WILLIAM  JAY,  WOLF  POINT,  MONTANA 

BUZZY,  ERNEST  F.,  VIRGINIA  BEACH,  VIRGINIA 

BYE,  FLOYD  S.,  GRAND  FORKS,  NORTH  DAKOTA 

BYE,  MAURY  ROLAND,  SAN  JOSE,  CALIFORNIA 

BYERS,  ROBERT  A.,  WEIRTON,  WEST  VIRGINIA 

BYINGTON,  DON  MERLE,  JR,  CLINTON,  MISSISSIPPI 

BYNUM,  DAVID  J,  ANDREWS  AFB,  MARYLAND 

BYNUM,  WAYNE,  SCOTTSBORO,  ALABAMA 

BYRAM,  WILLIAM  H. ,  DEVILS  LAKE,  NORTH  DAKOTA 

BYRD,  ALAN  ARTHUR,  STERLING  HEIGHTS,  MICHIGAN 

BYRD,  ANDERSON  DOUGLAS,  CAMDEN,  NEW  JERSEY 

BYRD,  CAROLYN  A,  CORPUS  CHRISTI,  TEXAS 

BYRD,  CECIL  E,  PASCAGOULA,  MISSISSIPPI 

BYRD,  DAVID  WESLEY,  IRMO,  SOUTH  CAROLINA 

BYRD,  DONALD  A.,  DALLAS,  TEXAS 

BYRD,  JAMES  W,  CHEYENNE,  WYOMING 

BYRD,  LAWRENCE  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BYRD,  ROBERT  EARL,  LOS  ANGELES,  CALIFORNIA 

BYRD,  ROBERT  KENNETH,  HINNSBORO,  SOUTH  CAROLINA 

BYRD,  TISHA  FRANCES,  SANTA  CRUZ,  CALIFORNIA 

BYRNE,  JAMES  F,  NEW  YORK,  NEW  YORK 

BYRNE,  JAMES  JOSEPH,  NAPLES,  FLORIDA 

BYRNE,  MICHAEL  PATRICK,  DUBLIN,  IRELAND 

BYRNE,  PATRICK  TIMOTHY,  CHEYENNE,  WYOMING 

BYRNE,  RAYMOND,  DOWNERS  GROVE,  ILLINOIS 

BYRNE,  THOMAS  JEFFREY,  CLAYTON,  MISSOURI 

BYRNES,  DAVID  ALLEN,  GARLAND,  TEXAS 

BYRNES,  DIANE  KATHLEEN,  SACRAMENTO,  CALIFORNIA 

BYRNES,  JAMES  ARTHUR,  FLOSSMOOR,  ILLINOIS 

BYRNES,  JOHN  FRANCIS,  YAPHANK,  NEW  YORK 

BYWATERS,  FRANCISCO  E,  SANTIAGO,  CHILE 

CAABAY,  CARLOS  S.,  MANILA,  PHILIPPINES 

CABALLERO  FERNANDEZ,  GUZMAN,  MADRID,  SPAIN 

CABANA,  RAYMOND  WILLIAM,  NASHUA,  NEW  HAMPSHIRE 

CABANISS,  CHARLES  TIMOTHY,  ROCK  HILL,  SOUTH  CAROLINA 

CABLE,  JOHN  PAUL,  AMES,  IOWA 

CABLE,  KENNETH  M,  LOS  ANGELES,  CALIFORNIA 

CABLER,  CHARLIE,  BROWNSVILLE,  TEXAS 

CABOT,  LOUIS  HINKLE,  LAS  CRUCES,  NEW  MEXICO 

CABOT,  ROBERT  E.,  LOS  ALAMITOS,  CALIFORNIA 

CABRAL,  ALFRED  T,  HUDSON,  MASSACHUSETTS 

CABRAL,  CAROLINA  M,  PAGE,  ARIZONA 

CABRAL,  SAMUEL  A.,  DEFIANCE,  OHIO 

CABRERA,  MANUEL  VASQUEZ,  YUMA,  ARIZONA 

CABRERA,  RODOLFO  RAFAEL,  HEMET,  CALIFORNIA 

CACHIE,  ALBERT  EDWARD,  NEW  YORK,  NEW  YORK 

CADDEN,  GERARD  PAUL,  DUBLIN,  IRELAND 

CADE,  RICHARD  L,  BOISE,  IDAHO 

CADE,  RONALD  JACKSON,  GREENWOOD,  MISSISSIPPI 

CADENA-SALAZAR,  HUGO  MARCELO,  QUITO,  ECUADOR 

CADER,  STEVEN  JAMES,  TAHOE  CITY,  CALIFORNIA 

CADY,  WILLIAM  ARTHUR,  OXNARD,  CALIFORNIA 

CAESAR,  FREDERICK  FITZROY,  GEORGETOWN,  GUYANA 

CAFANO,  PETER  P,  JR,  HAMDEN,  CONNECTICUT 

CAFARO,  GLENN  CHARLES,  SR,  MARLTON,  NEW  JERSEY 

CAFFIE,  LEON,  GAINESVILLE,  FLORIDA 

CAFFREY,  BRIAN  CHARLES,  WEST  TRENTON,  NEW  JERSEY 

CAFFREY,  PAUL  V.,  NEWARK,  NEW  JERSEY 

CAGE,  FRANK  CLARENCE,  JR,  CHICAGO,  ILLINOIS 

CAGGIANO,  JAMES  ANTHONY,  HARRISBURG,  PENNSYLVANIA 

CAGLE,  DERRELL  EVERETT,  FRANKLIN,  TENNESSEE 

CAGLE,  WALTER  EDWIN,  NATIONAL  CITY,  CALIFORNIA 

CAHILL,  LAWRENCE  G.,  JR.,  MODESTO,  CALIFORNIA 

CAHILL,  MICHAEL  EVANS,  MANASSAS,  VIRGINIA 

CAHILL,  WILLIAM  J,  JR,  ELIZABETH,  NEW  JERSEY 

CAHILL,  WILLIAM  JAMES,  SACRAMENTO,  CALIFORNIA 

CAHILL,  WILLIAM  ROBERT,  BINGHAMTON,  NEW  YORK 

CAHOON,  GLEN  S,  SALT  LAKE  CITY,  UTAH 

CAIATA,  ALFRED  JOSEPH,  JR,  CAPE  CORAL,  FLORIDA 

CAICEDO,  EFREN  NORBERTO,  QUITO,  ECUADOR 

CAILLET,  SERGE,  PARIS,  FRANCE 

CAIN,  GARRY  WAYNE,  LAKELAND,  FLORIDA 

CAIN,  JACK  NELSON,  PINEDALE,  WYOMING 

CAIN,  JAMES  COLEMAN,  LOUISVILLE,  KENTUCKY 

CAIN,  JEFFREY  ALAN,  DOBBINS  AFB,  GEORGIA 

CAIN,  KEITH  RAYMOND,  OWENSBORO,  KENTUCKY 

CAIN,  MALCOLM  D. ,  BATON  ROUGE,  LOUISIANA 

CAIN,  RONALD  WILLIAM,  OAKLAND,  CALIFORNIA 

CAINE,  DENNIS  JAMES,  YAPHANK,  NEW  YORK 

CAIRNIE,  DAVID  JOHN,  PERTH,  AUSTRALIA 

CAIRNS,  BENJAMIN  F.,  JR.,  WEST  POINT,  PENNSYLVANIA 

CAIRNS,  JACK  A,  ALBUQUERQUE,  NEW  MEXICO 

CAIRNS,  RICHARD  JOSEPH,  SAN  FRANCISCO,  CALIFORNIA 

CAIRNS,  WAYNE  L.,  MANSFIELD,  OHIO 

CALABRESE,  CHRISTOPHER  MICHAEL,  HAWTHORNE,  NEW  YORK 

CALABRESE,  DANIEL  J,  NORTH  ARLINGTON,  NEW  JERSEY 

CALABRESE,  ROBERT  LOUIS,  BUFFALO,  NEW  YORK 

CALABRESE,  SAMUEL  A.,  SPRINGFIELD,  NEW  JERSEY 

CALABRESE,  VICTOR,  JR.,  WINTERSVILLE,  OHIO 

CALAHAN,  MICHAEL  FRED,  NASHVILLE,  TENNESSEE 
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128  tt 
183 
90 
148  tt 
181 
154 
98 

97  tt 
190 
176 
98 
170 
195 
144 
78 
72 
86 
70 
97 
50 
101 
145 
148 
116 
139 
136 
107 
190 
97 
154 
163 
175 
177 
184 
2 
121 
134 
83 
178 
110 
85 
137 
116 
185 
181 
107 
113 
131 
184 
158 
168 
48 
45 
114 
77 
87 
159 
112 
184 
110 
153 
123 
181 
162 
150 
98 
183 
114 
104 
119 
191 
118 
70 
171 
135 
133 
189 
163 
117 
103 
136 
107 
19 
84 
88 
194 
105  tt 
94 
189 
151 
102  # 
58  tt 
158  tt 
81  tt 
125  * 
123 
127  tt 
109  # 
194 
95 


CALDHELL, 

CALDHELL, 

CALDHELL, 

CALDHELL, 

CALDHELL, 

CALDHELL, 

CALDHELL, 

CALDHELL, 

CALHOON, 

CALHOUN, 

CALHOUN, 

CALHOUN, 

CALHOUN, 

CALHOUN, 

CALHOUN, 


CALLAHAN, 
CALLAHAN, 
CALLAHAN, 
CALLAHAN, 
CALLAHAN, 


CALANDRO,  JOHN  ANTHONY,  GREENBURGH,  NEH  YORK 
CALAS,  JEAN  LUC,  STRASBOURG,  FRANCE 
CALAHAY,  ROBERT  G,  STOCKTON,  CALIFORNIA 
CALBERT,  CHRISTOPHER  MARION,  BATON  ROUGE,  LOUISIANA 
CALDER,  GARY  LEE,  EAST  LANSING,  MICHIGAN 
CALDERO-LOPEZ,  JOSE  LUIS,  SAN  JUAN,  PUERTO  RICO 
CALDHELL,  CHARLES  H. ,  HUNTING  VALLEY,  OHIO 
DUANE  E,  OHENSVILLE,  MISSOURI 
GARY  LLOYD,  AGANA,  ARMED  FORCES  PACIFIC 
HAL  BURTON,  ALAMOGORDO,  NEH  MEXICO 
HANFORD  P.,  BLACKSBURG,  VIRGINIA 
NORMAN  LEVON,  COLUMBIA,  SOUTH  CAROLINA 
RALPH  ARTHUR,  JR,  SPRINGFIELD,  ILLINOIS 
RICHARD  HAYNE,  PEARL  HARBOR,  HAHAII 
ROBERT  R,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  F.,  CORDOVA,  ALASKA 
BOB  L,  CHICKASHA,  OKLAHOMA 
GILBERT  H,  BOSTON,  MASSACHUSETTS 
LARRY  J.,  FORT  LAUDERDALE,  FLORIDA 
PAUL  B.,  GREENSBORO,  NORTH  CAROLINA 
THAD  B,  AUGUSTA,  GEORGIA 
,  THOMAS  LEON,  MOBILE,  ALABAMA 
CALI,  VITO  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
CALKINS,  PERLIN  F,  STOCKTON,  CALIFORNIA 
CALL,  FREDERICK  ALLEN,  GOSHEN,  INDIANA 
CALL,  LAHRENCE  D,  JANESVILLE,  HISCONSIN 
CALL,  PATRICK  L,  MEQUON,  HISCONSIN 
CALLAGHAN,  STACY  LEE,  ALTURAS,  CALIFORNIA 
CALLAHAN,  CHARLES  E,  SAN  BERNARDINO,  CALIFORNIA 
HENRY  JOSEPH,  MINEOLA,  NEH  YORK 
PAUL  JENS,  AKRON,  OHIO 
THOMAS  MICHAEL,  MILFORD,  MICHIGAN 
TIMOTHY  FRANCIS,  BRIDGEVIEH,  ILLINOIS 
.  HILLIAM  JOSEPH,  CARSON  CITY,  NEVADA 
CALLAN,  GEORGE  D. ,  NEHARK,  NEH  JERSEY 
CALLANAN,  NANCY  CAROL,  LOS  ANGELES,  CALIFORNIA 
CALLANDER,  EARL  VERNON,  ESCONDIDO,  CALIFORNIA 
CALLAHAY,  CECIL  A.,  HOMER,  GEORGIA 

CALLAHAY,  DAVID  FRANKLIN,  HASHINGTON,  DISTRICT  OF  COLUM 
CALLEGARI,  LINO  P,  SUSANVILLE,  CALIFORNIA 
CALLENDAR,  TOMMY  G,  ODESSA,  TEXAS 
CALLENS,  LARRY  JEROME,  YELLOHKNIFE,  CANADA 
CALLES,  EZEQUIEL  J,  PHOENIX,  ARIZONA 
CALLIES,  THIERRY,  PARIS,  FRANCE 
CALLINAN,  MARTIN,  DUBLIN,  IRELAND 
CALLIS,  ROBERT  F.,  NORFOLK,  VIRGINIA 
CALLO,  JOSEPH  R,  JR,  LAS  VEGAS,  NEVADA 
CALLOHAY,  CHARLES  EUGENE,  CANTON,  NORTH  CAROLINA 
CALLUENG,  MOREL  RUMUSUD,  MANILA,  PHILIPPINES 
CALOIARO,  JOSEPH,  HEST  TRENTON,  NEH  JERSEY 
CALVERT,  DANIEL  BERRY,  GRANTS  PASS,  OREGON 
CALVERT,  MILTON  MILUS,  HACO,  TEXAS 
CALVERT,  HILLIAM  D.,  FRANKFORT,  KENTUCKY 
CALVERY,  RONALD  G,  OKLAHOMA  CITY,  OKLAHOMA 
CAMAC,  DANIEL  H. ,  JR.,  DOVER,  DELAHARE 
CAMACHO  ROSAS,  LUIS  D,  MAYAGUEZ,  PUERTO  RICO 
CAMACHO,  FRANCISCO  MUNA,  SAIPAN,  FEDERATED  STATES  OF  MI 
CAMACHO,  GREGORIO  M,  SAIPAN,  FEDERATED  STATES  OF  MICRON 
CAMARA,  PATRICK  ROOS,  SALINAS,  CALIFORNIA 
CAMERA,  ANDREH  M. ,  QUEENS,  NEH  YORK 
CAMERON,  CHARLES  LESLIE,  NAGS  HEAD,  NORTH  CAROLINA 
CAMERON,  DAVID  GLENN,  JACKSON,  HYOMING 
CAMERON,  JAMES  JAY,  MADISON,  CONNECTICUT 
CAMERON,  JEFFREY  RICHARD,  REDONDO  BEACH,  CALIFORNIA 
CAMERON,  JERRY  THOMAS,  FERNANDINA  BEACH,  FLORIDA 
CAMERON,  JOHN  H,  III,  SAN  MATEO,  CALIFORNIA 
CAMERON,  STEPHEN  JOSEPH,  KANEOHE  BAY,  HAHAII 
CAMICK,  JAMES  L.,  AUGUSTA,  MAINE 
CAMP,  CRAIG  E,  LITTLETON,  COLORADO 

DAVID  FREYMAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVID  P,  ATHENS,  GEORGIA 
EDHARD  JAMES,  DENVER,  COLORADO 
JAMES  E.,  TULSA,  OKLAHOMA 
.  KELLY  DARREN,  KNOXVILLE,  TENNESSEE 
CAMPAGNA,  GEORGE  JOHN,  JR,  BATON  ROUGE,  LOUISIANA 
CAMPANELLA,  CARL  A,  MINEOLA,  NEH  YORK 
CAMPAS,  STEVEN,  JR,  SACRAMENTO,  CALIFORNIA 
CAMPBELL,  AARON,  JR,  MIAMI,  FLORIDA 

ALVIN  J,  ALBUQUERQUE,  NEH  MEXICO 
ARBRA,  NEHPORT  BEACH,  CALIFORNIA 
BOBBY,  NEHPORT  NEHS,  VIRGINIA 
BRUCE  G,  MELBOURNE,  FLORIDA 
,  CLINTON  J.,  TRENTON,  NEH  JERSEY 
CAMPBELL,  CORDELL  H,  MUNCIE,  INDIANA 
CAMPBELL,  DAVID  C,  HEST  VALLEY  CITY,  UTAH 
CAMPBELL,  DAVID  MICHAEL,  NEH  YORK,  NEH  YORK 

EARL  R.,  SAN  BERNARDINO,  CALIFORNIA 
ERSKIN  K.,  BUENA  VISTA,  VIRGINIA 
FRANCIS  MICHAEL,  SHREVEPORT,  LOUISIANA 
FRANK  LESLIE,  HATBORO,  PENNSYLVANIA 
FREDERICK  G,  FAIRFIELD,  CONNECTICUT 
GARFIELD  J.,  FORT  LAUDERDALE,  FLORIDA 
GEORGE  FRANCIS,  JR,  FARMERS  BRANCH,  TEXAS 
JAMES  F,  KANSAS  CITY,  MISSOURI 
JAMES  LEHIS,  KIMBERLY,  IDAHO 
JAMES  LOUIS,  LAKEPORT,  CALIFORNIA 
,  JERRY  RAY,  INDIANAPOLIS,  INDIANA 
CAMPBELL,  JOHN  S,  KESSLER  AFB,  MISSISSIPPI 
CAMPBELL,  KERRIE  KIM,  COLUMBUS,  OHIO 
CAMPBELL,  LAURENCE  0,  II,  TALLAHASSEE,  FLORIDA 
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CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 


CAMPBELL,  LEN  VERLON,  MOUNT  VERNON,  ILLINOIS 
CAMPBELL,  MARION  D,  FRANKFORT,  KENTUCKY 

MARK  RICHARD,  LITTLETON,  COLORADO 
MARTIN  F,  LANSING,  MICHIGAN 
MAYNARD  A.,  ELKINS,  HEST  VIRGINIA 
NICHOLAS  THANE,  NOBLESVILLE,  INDIANA 
RICHARD  J,  JR,  CONCORD,  NEH  HAMPSHIRE 
RICHARD  SIMON,  ROSHELL,  NEH  MEXICO 
ROBERT  D. ,  AKRON,  OHIO 
ROBERT  DARRELL,  LOS  ANGELES,  CALIFORNIA 
RONALD  JAY,  LITTLE  ROCK,  ARKANSAS 
RUFUS  H,  JR,  NEH  ORLEANS,  LOUISIANA 
STEPHEN  ROBERT,  PORT  HUENEME,  CALIFORNIA 
,  HALLACE  ONEIL,  GARDENDALE,  ALABAMA 
CAMPBELL,  HARREN  H. ,  JR.,  RALEIGH,  NORTH  CAROLINA 
CAMPBELL,  HILLIAM  STEVEN,  CEDAR  HILL,  TEXAS 
CAMPBELL,  HINTON  G,  JR,  RALEIGH,  NORTH  CAROLINA 
CAMPBELL,  NORTH  GILMORE,  III,  SPRING  LAKE,  NORTH  CAROLI 
CAMPI,  PAUL  ROYAL,  HINSTED,  CONNECTICUT 
CAMPISI,  CHARLES  VINCENT,  NEH  YORK,  NEH  YORK 
CAMPOS,  THOMAS  DIAZ,  JR,  MISSOURI  CITY,  TEXAS 
CAMPTON,  CHARLES  OTTICE,  BUENA  VISTA,  COLORADO 
CAMPURCIANI,  RONALD  PAUL,  HEST  SPRINGFIELD,  MASSACHUSET 
CANADAY,  RONALD  C,  PLATTE  CITY,  MISSOURI 
CANADY,  GEORGE  E.,  RALEIGH,  NORTH  CAROLINA 
CANADY,  PAUL  HAYNE,  NAPLES,  FLORIDA 
CANAL,  EUGENE  FRANCIS,  JR,  RIVERHEAD,  NEH  YORK 
CANALE,  ANTHONY  JAMES,  MEDFORD,  NEH  JERSEY 
CANARY,  CHARLES  H. ,  METUCHEN,  NEH  JERSEY 
CANASKI,  CHRISTOPHER  CARL,  HAHNVILLE,  LOUISIANA 
CANCASCI,  LOUIS,  BEDFORD  HEIGHTS,  OHIO 
CANCEL,  FELIX  S,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 
CANCILLA,  RUSSELL  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUM 
CANDEE,  JAMES  RAYMOND,  EASTON,  CONNECTICUT 
CANDELARIA,  GILBERT,  SUNNYVALE,  CALIFORNIA 
CANDELARIA,  ROBERT  MAX,  HILLEMSTAD,  CURACAO 
CANDELARIA,  ROBERT  PAUL,  ALBUQUERQUE,  NEH  MEXICO 
CANDELORE,  JOSEPH  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 
CANDLAND,  SCOTT  DRAKE,  SALT  LAKE  CITY,  UTAH 
CANDLER,  PAUL  EDGAR,  JR,  GREENVILLE,  SOUTH  CAROLINA 
CANDON,  JAMES  MATTHEH,  JR,  HATERBURY,  VERMONT 
CANEPA,  RAYMOND  J,  SAN  FRANCISCO,  CALIFORNIA 
CANFIELD,  ROBERT  K. ,  LOS  ANGELES,  CALIFORNIA 
CANIPE,  HENDELL  E.,  CHARLOTTE,  NORTH  CAROLINA 
CANIZALES,  PEDRO  S,  MONTERREY,  MEXICO 
CANNADAY,  HILLIAM  LOHELL,  IRVING,  TEXAS 
CANNADY,  PHILIP,  FAYETTEVILLE,  NORTH  CAROLINA 
CANNAVO,  THOMAS  N,  HEST  TRENTON,  NEH  JERSEY 
CANNELL,  GEORGE  H. ,  SAN  JOSE,  CALIFORNIA 
CANNON,  BRIAN  STEPHEN,  UNIVERSAL  CITY,  TEXAS 
CHICO  M,  PHILADELPHIA,  PENNSYLVANIA 
CLARENCE  E,  COLUMBIA,  SOUTH  CAROLINA 
,  DONALD  R.,  AUSTIN,  TEXAS 
CANNON,  JAMES  ALTON,  JR,  CHARLESTON,  SOUTH  CAROLINA 
CANNON,  JOSEPH  DANIEL,  NEH  YORK,  NEH  YORK 
NELSON  JEROME,  KALKASKA,  MICHIGAN 
RILEY  B.,  SALT  LAKE  CITY,  UTAH 
RODNEY  A.,  NORTHVILLE,  MICHIGAN 
.  THOMAS  ALLEN,  SAN  FRANCISCO,  CALIFORNIA 
CANO,  ELOY,  HARLINGEN,  TEXAS 
CANTER,  MERLIN  DALE,  MAPLE  HEIGHTS,  OHIO 
CANTOR,  GREGORY  DALE,  LA  MESA,  CALIFORNIA 
CANTOR,  LONNIE  GREGORY,  NORTH  BAY  VILLAGE,  FLORIDA 
CANTOU,  TOMMY  A.,  SANTA  FE,  NEH  MEXICO 
CANTRAL,  GARY  N.,  IDAHO  FALLS,  IDAHO 
CANTRELL,  ALDON  C. ,  DALLAS,  TEXAS 
CANTRELL,  HUBERT,  JR,  HESTLAND,  MICHIGAN 
JOHN  STEPHEN,  DALLAS,  TEXAS 
LARRY  LYNN,  JASPER,  ALABAMA 
JACKIE  LEE,  HOUSTON,  TEXAS 
.  ROBERT  C,  DENVER,  COLORADO 
CANTHELL,  ROBERT  H,  NEH  YORK,  NEH  YORK 
CAPEN,  DONALD  R. ,  MADISON,  NEH  JERSEY 
CAPEN,  ROY  J,  YAKIMA,  HASHINGTON 
CAPERTON,  DOUGLAS  EDHARD,  NAPLES,  FLORIDA 
CAPERTON,  TOMMY  CAROL,  GRAPEVINE,  TEXAS 
CAPOZZI,  FREDERICK  VINCENT,  SENECA  FALLS,  NEH  YORK 
CAPPITELLI,  FRANK  JOHN,  CHICAGO,  ILLINOIS 
CAPPS,  DONALD  C,  QUINCY,  ILLINOIS 
CAPRARA,  DOMINIC  MICHAEL,  MAYFIELD  HEIGHTS,  OHIO 
CAPRIA,  LEO  N,  MANLIUS,  NEH  YORK 
CAPRIOTTI,  JOHN  ROBERT,  AVONDALE,  PENNSYLVANIA 
CAPSTICK,  PAUL  RUPERT,  FORT  GILLEM,  GEORGIA 
CAPULONG,  EFREN  S,  MANILA,  PHILIPPINES 
CAPUTO,  JAY  SCOTT,  MINEOLA,  NEH  YORK 
CAPHELL,  ALLEN  L.,  HARSAH,  NEH  YORK 

CARABALLO  VILLALONGO,  MIGUEL  A,  SAN  JUAN,  PUERTO  RICO 
CARACAPPA,  DOMENICK,  NEH  YORK,  NEH  YORK 
CARACCI,  JOSEPH  J,  NEH  YORK,  NEH  YORK 
CARACCIOLO,  FRANK  S,  EXETER,  NEH  HAMPSHIRE 
CARAHAY,  CHARLES  EARNEST,  JR,  BERTRAM,  TEXAS 
CARAHAY,  STEPHEN  DOUGLAS,  KENNER,  LOUISIANA 
CARBAUGH,  RONALD  JOSEPH,  NEH  LEBANON,  OHIO 
CARBERRY,  EDHARD  JOSEPH,  III,  MIAMI,  FLORIDA 
CARBERY,  RICHARD  E,  MANLIUS,  NEH  YORK 
CARBO,  JOSEPH  A,  JR,  BERHYN,  PENNSYLVANIA 
CARBO,  RICHARD  DAVID,  NORRISTOHN,  PENNSYLVANIA 
CARBONE,  LARRY  CHARLES,  HASHINGTON,  DISTRICT  OF  COLUMBI 
CARBONI,  JOHN  J,  NEH  ROCHELLE,  NEH  YORK 
CARCARA,  HILLIAM  SALVATORE,  LOUISVILLE,  KENTUCKY 
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CARCATERRA,  SALVATORE  FRANK  -  CARVALHO,  JOSEPH  VERNON 
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CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 


CARLTON, 
CARMACK, 


CARCATERRA,  SALVATORE  FRANK,  NEH  YORK,  NEH  YORK 

CARDELLA,  JOSPEH  P,  JR,  HAHNVILLE,  LOUISIANA 

CARDEN,  STEVEN  GLENN,  WINSTON-SALEM,  NORTH  CAROLINA 

CARDINAL,  GEORGE  C,  BAY  CITY,  MICHIGAN 

CARDINAL,  LEO  EDWARD,  BAY  CITY,  MICHIGAN 

CARDONI,  ROGER  F.,  WESTERN  SPRINGS,  ILLINOIS 

CARDOZA,  LEONARD  E,  REDWOOD  CITY,  CALIFORNIA 

CARDWELL,  JACK  F,  RALEIGH,  NORTH  CAROLINA 

CARDHELL,  MICHAEL  DEXTER,  SAN  BERNARDINO,  CALIFORNIA 

CARELLE,  JAMES  NEAL,  MCMINNVILLE,  OREGON 

CAREW,  CYRIL  P,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CAREY,  BRIAN  THOMAS,  OCALA,  FLORIDA 

CAREY,  GEORGE  MELVIN,  YUBA  CITY,  CALIFORNIA 

CAREY,  JAMES  P,  MUNCIE,  INDIANA 

CAREY,  JOHN  ALVAN,  LAFAYETTE,  INDIANA 

CAREY,  PHILIP  WALLACE,  MAIDSTONE  KENT,  ENGLAND 

CAREY,  RICHARD  PAUL,  GLENS  FALLS,  NEW  YORK 

CAREY,  STAN  W,  SANTA  CLARA,  CALIFORNIA 

CAREY,  WILLIAM  THOMAS,  ALBANY,  NEW  YORK 

CARIAS-VELASOUEZ,  JORGE  A,  TEGUCIGALPA,  HONDURAS 

CARIKER,  JESS  LEE,  ABILENE,  TEXAS 

CARIUS,  JOHN  PAUL,  PENN  VALLEY,  CALIFORNIA 

CARL,  STEVEN  BRUCE,  FRAMINGHAM,  MASSACHUSETTS 

CARLBERG,  JAMES  ALLEN,  BENBROOK,  TEXAS 

CARLEY,  LAWRENCE  E.,  JR,  SITKA,  ALASKA 

CARLILE,  DON  A,  YORKTOWN,  TEXAS 

CARLILE,  EUGENE  CHARLES,  EVANSVILLE,  INDIANA 

CARLIN,  CHRISTOPHER  JAMES,  LOCKPORT,  NEW  YORK 

CARLIN,  GERARD  LEO,  PONTIAC,  MICHIGAN 

CARLIN,  JAMES  CHARLES,  NEW  YORK,  NEW  YORK 

CARLINI,  JAMES  ALECK,  PHILADELPHIA,  PENNSYLVANIA 

CARLISLE,  JOHN  LEWIS,  MEMPHIS,  TENNESSEE 

CARLISLE,  ROBERT  ASHBY,  FAIRFAX,  VIRGINIA 

CARLO-REYES,  JOSE  A,  SAN  JUAN,  PUERTO  RICO 

CARLOUIST,  RICHARD  J.,  ST.  PAUL,  MINNESOTA 

CARLSON,  ARNOLD  H,  PHOENIX,  ARIZONA 

CHARLES  E,  SR,  VIRGINIA  BEACH,  VIRGINIA 
DANIEL  JOHN,  EDEN  PRAIRIE,  MINNESOTA 
DONALD  JAMES,  BELLEVUE,  NEBRASKA 
EUGENE  A.,  ANTIOCH,  CALIFORNIA 
JAMES  E.,  MINNETONKA,  MINNESOTA 
JOHN  A.,  KILLEEN,  TEXAS 
JOHN  ROY,  BLOOMINGTON,  MINNESOTA 
PAUL  STEVEN,  SYRACUSE,  NEW  YORK 
RONALD  BERNARD,  OAK  BROOK,  ILLINOIS 
CARLSON,  THEODORE  ROY,  ANCHORAGE,  ALASKA 
CARLTON,  CLERGIE  D,  LAS  VEGAS,  NEVADA 

TED  GARLON,  OKLAHOMA  CITY,  OKLAHOMA 
LEONARD  RUFUS,  IRVING,  TEXAS 
CARMAN,  JAMES  P,  NORTH  PLATTE,  NEBRASKA 
CARMEAN,  RICHARD  DENNIS,  MILFORD,  DELAWARE 
CARMINE,  ROBERT  R. ,  NEH  CASTLE,  DELAWARE 
CARMODY,  JAMES  EDWARD,  PORT  HURON,  MICHIGAN 
CARMODY,  JOHN  W,  TALLAHASSEE,  FLORIDA 
CARMOSINO,  BETH  ANN,  NORTHGLENN,  COLORADO 
CARNAGGIO,  CHARLES  JOSEPH,  COLUMBIA,  SOUTH  CAROLINA 
CARNAHAN,  DONALD  TYLER,  PITTSBURGH,  PENNSYLVANIA 
CARNAHAN,  RAY  E,  LITTLE  ROCK,  ARKANSAS 
CARNALL,  BRUCE  MICHAEL,  TITUSVILLE,  NEW  JERSEY 
CARNEGIE,  COLIN  DOUGLAS,  MASON,  MICHIGAN 
CARNEGIE,  JOHN  WILSON,  HOPATCONG,  NEW  JERSEY 
CARNEVALE,  MICHAEL  F.,  PRINCETON,  NEW  JERSEY 
CARNEY,  JAMES  P.,  CLEVELAND,  OHIO 

JOHN  J.,  WEST  TRENTON,  NEW  JERSEY 
OWEN  DAVID,  NEWTOWN,  CONNECTICUT 
THOMAS  JOHN,  FORT  LAUDERDALE,  FLORIDA 
WILLIAM  GREGORY,  ROME,  GEORGIA 
BART  PEXTON,  GLOUCESTER,  CANADA 
DAVID  ANATOLE,  GLASTONBURY,  CONNECTICUT 
JOSEPH  WILLIAM,  NEW  YORK,  NEW  YORK 
NORMAN  A.,  KANSAS  CITY,  MISSOURI 
ROBERT  M,  JERSEY  CITY,  NEW  JERSEY 
JAMES  H,  SELMER,  TENNESSEE 
THOMAS  B,  LIVONIA,  MICHIGAN 
FRANCIS  LEONARD,  SAN  GABRIEL,  CALIFORNIA 
GEORGE  VARNUM,  JR,  WEST  HAVEN,  CONNECTICUT 
GREGORY  DEAN,  PALMER,  ALASKA 
JOHN  J.,  SAN  DIEGO,  CALIFORNIA 
JOHN  W.,  SANTA  BARBARA,  CALIFORNIA 
KENNETH  ARCHER,  ROELAND  PARK,  KANSAS 
LARRY  E,  EPHRATA,  WASHINGTON 
LAURENCE  J,  BOSTON,  MASSACHUSETTS 
LESTER  J.,  AMBLER,  PENNSYLVANIA 
MICHAEL  D.,  LOS  ANGELES,  CALIFORNIA 
RICHARD  W.,  CULVER  CITY,  CALIFORNIA 
SCOTTIE  DEAN,  RALEIGH,  NORTH  CAROLINA 
PECATONICA,  ILLINOIS 
RICHLAND,  WASHINGTON 
FARMINGTON,  NEW  HAMPSHIRE 
CARR,  DONALD  DALE,  ALAMEDA,  CALIFORNIA 
CARR,  DWAYNE  KEITH,  BLOUNTVILLE,  TENNESSEE 
CARR,  ELBERT  JEROME,  MEMPHIS,  TENNESSEE 
CARR,  GEORGE  REUBEN,  III,  HOMEWOOD,  ALABAMA 
CARR,  GORDON  MC,  SHREVEPORT,  LOUISIANA 
CARR,  HENRY  MICHAEL,  WADENA,  MINNESOTA 
CARR,  JACK  DENNIS,  WEST  PALM  BEACH,  FLORIDA 
CARR,  JOHN  FRANKLIN,  SALINAS,  CALIFORNIA 
CARR,  JOSEPH  J.,  TAMPA,  FLORIDA 
CARR,  L  JEFF,  SALT  LAKE  CITY,  UTAH 
CARR,  LEONARD  DEAN,  SALT  LAKE  CITY,  UTAH 


CARNEY, 
CARNEY, 
CARNEY, 
CARNEY, 
CARON, 
CARON, 
CARON, 
CARON, 
CARON, 
CAROTHERS, 
CAROTHERS, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPENTER, 
CARPER,  DIANE  GAIL, 
CARPER,  RANDY  HAIN, 
CARR,  BARRY  JAMES, 
DONALD  DALE, 


26 
170 
153 
140 
168 
137 
154 

80 

79 
172 
166 
155 
186 
186 
130 
169 
110 

48 
175 
105 
133 

33 
117 

34 
174 
162 
113 
152 
109 
190 
162 

65 
171 
160 

78 
152 


138 
137 
151 
195 

58 
189 

97 
103 


CARR,  OSCAR  THOMAS,  TUPELO,  MISSISSIPPI 
CARR,  PAUL  ANDREW,  BARROW,  ALASKA 
CARR,  THOMAS  EUGENE,  INDIANAPOLIS,  INDIANA 
CARR,  THOMAS  HENDERSON,  PIKESVILLE,  MARYLAND 
CARRASCO,  CARLOS  GUSTAVO,  SANTIAGO,  CHILE 
CARRAWAY,  MELVIN  JOE,  INDIANAPOLIS,  INDIANA 
GARY  JOE,  HELENA,  MONTANA 
JAMES  E,  FORT  MADISON,  IOWA 
REX  MARION,  ALAMOGORDO,  NEW  MEXICO 
GRADY  THOMAS,  JACKSONVILLE,  FLORIDA 
TERRY  LEE,  FORT  LEAVENWORTH,  KANSAS 
CARRINGTON,  PETER  D,  BRIDGETOWN,  BARBADOS 
CARRIS,  JOHN  GREGORY,  NORTON,  OHIO 
CARROL,  ALBERT  JOHN,  SACRAMENTO,  CALIFORNIA 
CARROLL,  ALBERT  W,  JR,  LIHUE,  KAUAI,  HAWAII 
EARL  STEPHEN,  SANTA  ANA,  CALIFORNIA 
EDWARD  L,  DELAND,  FLORIDA 
EDWARD  M.,  TRENTON,  NEW  JERSEY 
EDWARD  WILLIAM,  BERGENFIELD,  NEW  JERSEY 
FRANCIS  X.,  HARRISBURG,  PENNSYLVANIA 
CARROLL,  HARRY  JAMES,  WEST  HAVEN,  CONNECTICUT 
CARROLL,  JAMES  GERARD,  BROOKLINE,  MASSACHUSETTS 
JAMES  J,  CORAL  GABLES,  FLORIDA 
JAMES  L.,  HUNTSVILLE,  ALABAMA 
JAMES  MICHAEL,  SANTA  BARBARA,  CALIFORNIA 
JAMES  OWEN,  OTTAWA,  CANADA 
JAMES  R,  GLENDALE  HEIGHTS,  ILLINOIS 
JOHN  FRANCIS,  WATERTOWN,  CONNECTICUT 
MICHAEL  J.,  WEST  GOSHEN,  PENNSYLVANIA 
NANCY  ELLEN,  SANTA  CRUZ,  CALIFORNIA 
PATRICK  JAMES,  BERKELEY,  CALIFORNIA 
PATRICK  L,  FAIRFIELD,  CONNECTICUT 
PAUL  B,  CHICAGO.  ILLINOIS 
RANDALL  HOWARD,  BELLINGHAM,  WASHINGTON 
RAYMOND  L.,  SEATTLE,  WASHINGTON 
RICHARD  DOYLE,  ALLEN,  TEXAS 
ROBERT  E,  SOMERVILLE,  MASSACHUSETTS 
RONALD  DAVID,  DAYTONA  BEACH,  FLORIDA 
TED  LEE,  DAVENPORT,  IOWA 
TIMOTHY  OWEN,  SAN  DIEGO,  CALIFORNIA 
WAYNE  DOUGLAS,  PLYMOUTH,  MICHIGAN 
ARTHUR  J.,  BURLINGTON,  VERMONT 


CARRELL, 
CARRELL, 
CARRELL, 
CARRICK, 
CARRICO, 


CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 


CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 


112  #   CARROLL, 


CARROLL, 
CARROLL, 
CARROLL, 
CARROLL, 
CARRON, 


CARROW,  WILLIAM  OSCAR,  NORFOLK,  VIRGINIA 

CARRUTH,  JAMES  B,  JR,  MCCOMB,  MISSISSIPPI 

CARRUTHERS,  JOHN  J,  HUNTSVILLE,  TEXAS 
95  #  CARSLEY,  JIMMY  L,  CLARKSDALE,  MISSISSIPPI 
179   CARSO,  MICHAEL  JAMES,  MCMURRAY,  PENNSYLVANIA 

CARSON,  FREDERICK  V,  WEST  DES  MOINES,  IOWA 
JIM  KIT,  NEWPORT  BEACH,  CALIFORNIA 
KATHLEEN  SARAH,  SAN  DIEGO,  CALIFORNIA 
NILE  D,  JR,  RENO,  NEVADA 

RAYMOND  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WILLIAM  EDWIN,  JR,  CLAYTON,  MISSOURI 

CARSTEN,  JAMES  PATRICK,  LAWRENCEVILLE,  GEORGIA 

#  CARTAGENA  ORTIZ,  DESIDERIO,  SAN  JUAN,  PUERTO  RICO 

#  CARTEN,  JOSEPH  R. ,  STRATFORD,  CONNECTICUT 
CAYLER  LEE,  JR,  LOS  ANGELES,  CALIFORNIA 
CHARLES  ERIC,  WATSONVILLE,  CALIFORNIA 
CLAUDE  THOMAS,  LYNCHBURG,  VIRGINIA 
DARIUS  W.,  LOGAN,  UTAH 
DAVID  HAL,  NEPHI,  UTAH 
EDDIE,  RANTOUL,  ILLINOIS 
FRANCIS  HUNTER,  TALLAHASSEE,  FLORIDA 
FRED  EARL,  DENVER,  COLORADO 

GEORGE  BENJAMIN,  JR,  FREDERICKSBURG,  VIRGINIA 
GOLDEN  ROBERT.,  JR.,  VALDOSTA,  GEORGIA 
HAROLD  DEAN,  EL  CENTRO,  CALIFORNIA 
HAROLD  S,  ORANGEBURG,  SOUTH  CAROLINA 
HENRY  C,  WINSTON-SALEM,  NORTH  CAROLINA 
JACK  THOMAS,  OPELIKA,  ALABAMA 
JAMES  A,  EAST  LANSING,  MICHIGAN 
JAMES  EDWARD,  FERGUSON,  MISSOURI 
JAMES  RUSSELL,  SAN  ANTONIO,  TEXAS 
JIMMY  C,  BRUNSWICK,  GEORGIA 
JOHN  D,  SPOKANE,  WASHINGTON 
JOHN  L,  TUCSON,  ARIZONA 
JOSEPH  CONRAD,  BOSTON,  MASSACHUSETTS 
JYMES,  LOS  ANGELES,  CALIFORNIA 

CARTER,  MARVIN  GEORGE,  INDIANAPOLIS,  INDIANA 
CARTER,  MICHAEL  DON,  CHERRY  POINT,  NORTH  CAROLINA 
MORTON  ARTHUR,  HILO,  HAWAII 
PAUL  WILLIAM,  FERNANDINA  BEACH,  FLORIDA 
RICHARD  G,  SOUTH  BURLINGTON,  VERMONT 
ROBERT  PHILIP,  BASTROP,  LOUISIANA 
RONALD  TERRY,  HOWELL,  NEW  JERSEY 
RONNIE  ANDRA,  CHARLOTTE,  NORTH  CAROLINA 
SWANSON  L.,  SPRAY,  NORTH  CAROLINA 
TANDY  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  RAY,  THORSBY,  ALABAMA 
WILLIAM  B.,  MARATHON,  FLORIDA 
WILLIAM  MEREDITH,  RICHMOND,  VIRGINIA 
CARLO,  ANTWERPEN,  BELGIUM 
CARTOSCELLI,  FRANKLIN  D,  YUBA  CITY,  CALIFORNIA 
CARTWRIGHT,  EUGENE  GARNET,  FREEPORT,  BAHAMAS 
CARTWRIGHT,  WINFRED  H. ,  VIRGINIA  BEACH,  VIRGINIA 
CARUANA,  STEPHEN  CHARLES,  KENMORE,  NEW  YORK 
CARUCCI,  CRAIG  J,  WEST  HARTFORD,  CONNECTICUT 
CARUTHERS,  SAMUEL  B.,  PLANT  CITY,  FLORIDA 
CARVALHO,  HOWARD  JOHN,  LIHUE,  KAUAI,  HAWAII 
CARVALHO,  JOSEPH  VERNON,  FRESNO,  CALIFORNIA 


93 

155  CARSON, 
189   CARSON, 

116  CARSON, 

117  CARSON, 
121  #  CARSON, 
177 

81 

55 
166 
143 
149 

84 
144 
139 
126 
154 
157 

72 
132 

88 

38 
187 
110 
159 
171 
104 
105 

69 
140 
121 
118 
129 
169 
192 

92 
121 
189 
177 

13 
168 
141 

66 
180 
191 

92 
165 
104 
181 
117 

61 
122 
150 


CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 


CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTER, 
CARTON, 


PAGE 
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CARVALHO,  MICHAEL  -  CHANCELLOR,  ARTHUR  STEVEN 


125 
108 
192 
193 

71  tt 

175 
120  tt 
135  * 
190 

98  tt 
178 

28  tt 
127 
194 

58  tt 
185 
121 
140 
163 
186 

91  tt 

112  tt 
149 

113  tt 
131 
128 

96  tt 

140 

102 

131 

113 
87 

137 
90 
56 

190 

195 

146 

165 
94  tt 

168 

103 

180 

151 

151 
12 
76 

96  # 
93 

155 

176 

100 
17  * 

171 

138 

100 

119 

119 

111 

127  tt 

125 

62 
161 
156 
153 
189 
161 
101  tt 
182 
155  tt 
113 
194 

29  * 
109 
154 
141 
148 
150 
146  it 
118 
137 
131  tt 
168 
120 
195 

64  * 

92  tt 
163 

59  tt 
153 
L04 
130 
119  tt 
188 
134 

37  # 
121 

28 

96 

83 


CARVALHO,  MICHAEL,  HONOLULU,  HAHAII 

CARVALHO,  HAYNE  G,  HILO,  HAWAII 

CARVER,  JAMES  EDWARD,  KNOXVILLE,  TENNESSEE 

CARVER,  MICHAEL  GLENN,  KITTY  HAWK,  NORTH  CAROLINA 

CARVER,  ROBERTS  F.  ,  OGDEN,  UTAH 

CARVER,  RONALD  LEE,  ASHEVILLE,  NORTH  CAROLINA 

CARY,  DANIEL  ELTON,  NORMAN,  OKLAHOMA 

CARY,  GREGORY  MICHAEL,  THORNDALE,  PENNSYLVANIA 

CARY,  SCOTT  JAMES,  AUSTIN,  TEXAS 

CASCANETTE,  JOHN  R,  WATERTOWN,  NEW  YORK 

CASCIATO,  CROCE  ALEXANDER,  SAN  FRANCISCO,  CALIFORNIA 

CASE,  HARVEY  MARCUS,  LAVERNE,  CALIFORNIA 

CASE,  JAMES  WILBUR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CASE,  LAWRENCE  ORVILLE,  III,  CHARLESTON,  WEST  VIRGINIA 

CASE,  LEWIS  R.,  ROLLING  MEADOWS,  ILLINOIS 

CASE,  MICHAEL  DEAN,  RICHLAND,  WASHINGTON 

CASEY,  ADRIENNE  RUTH,  SAN  DIEGO,  CALIFORNIA 

CASEY,  BERNARD  THOMAS,  NEW  YORK,  NEW  YORK 

CASEY,  CHARLES  STEVEN,  KEY  WEST,  FLORIDA 

CASEY,  CHRISTOPHER,  LEXINGTON,  MASSACHUSETTS 

CASEY,  CLIFTON  G. ,  DETROIT,  MICHIGAN 

CASEY,  NEIL  M,  SR,  MILLEN,  GEORGIA 

CASEY,  PATRICK  FRANCIS,  WESTMINSTER,  COLORADO 

CASEY,  ROBERT  B,  CHICAGO,  ILLINOIS 

CASEY,  WILLIAM  MICHAEL,  NEW  YORK,  NEW  YORK 

CASEY,  WILLIS  AUGUSTUS,  JR,  SAN  FRANCISCO,  CALIFORNIA 

CASH,  DANIEL  A,  CINCINNATI,  OHIO 

CASH,  DARRELL  GENE,  OREGON,  ILLINOIS 

CASH,  JAMES  R,  BAKERSFIELD,  CALIFORNIA 

CASH,  PAUL  AARON,  CHARLOTTE,  NORTH  CAROLINA 

CASH,  PHILLIP  N,  HAMPTON,  VIRGINIA 

CASH,  QUENTIN  D. ,  SAN  DIEGO,  CALIFORNIA 

CASH,  RONALD  EUGENE,  CLEVELAND,  OHIO 

CASH,  HALTER  D,  SHREVEPORT,  LOUISIANA 

CASHATT,  JAMES  W,  BIRMINGHAM,  ALABAMA 

CASHELL,  JAMES  RAYMOND,  II,  BOZEMAN,  MONTANA 

CASHEN,  KEVIN  MARION,  NORWALK,  OHIO 

CASHMORE,  TERRANCE  LEE,  WAUKEGAN,  ILLINOIS 

CASHMORE,  WILLIAM  DALE,  ZEELAND,  MICHIGAN 

CASKEY,  MALCOLM  W. ,  JR.,  WINNETKA,  ILLINOIS 

CASLER,  RICHARD  SANDERS,  SCHAUMBURG,  ILLINOIS 

CASON,  ELWOOD  T.,  CHARLOTTESVILLE,  VIRGINIA 

CASON,  JERRY  NEAL,  OKLAHOMA  CITY,  OKLAHOMA 

CASS,  RICHARD  CARL,  SPRINGFIELD,  ILLINOIS 

CASSA,  JOSEPH  EUGENE,  WHEAT  RIDGE,  COLORADO 

CASSADY,  R  G,  TAVARES,  FLORIDA 

CASSANOVA,  LAWRENCE  J.,  JR.,  METAIRIE,  LOUISIANA 

CASSEL,  HAYNE  A,  WEST  POINT,  PENNSYLVANIA 

CASSELL,  DANIEL  M. ,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 

CASSELL,  HELENE  MARIE,  FAIRFAX,  VIRGINIA 

CASSELL,  MICHAEL  ANTHONY,  LAS  VEGAS,  NEVADA 

CASSELS,  HENRY  W,  BEAUMONT,  TEXAS 

CASSENS,  RUDOLPH  F.,  FORT  PIERCE,  FLORIDA 

CASSESA,  EDWARD  ANTHONY,  MARGATE,  FLORIDA 

CASSIDONE-JOHNSON,  VINCENTE,  PANAMA  CITY,  PANAMA 

CASSIDY,  HAROLD  T.,  FREMONT,  NEBRASKA 

CASSIDY,  JOHN  RENWICK,  BELMONT,  MASSACHUSETTS 

CASSINO,  JOSEPH  PAUL,  YONKERS,  NEW  YORK 

CASSOLA,  JOHN  A,  BEVERLY,  MASSACHUSETTS 

CASSON,  ALDIN  EUGENE,  COVINGTON,  KENTUCKY 

CASTANEDA,  ARMANDO  ALFREDO,  EL  PASO,  TEXAS 

CASTANEDA,  CLAUDIO,  MISSION,  TEXAS 

CASTANEDA,  JOSE  DE,  BOGOTA,  COLOMBIA 

CASTANEDA,  STEVEN,  JR,  CHICAGO,  ILLINOIS 

CASTANS,  STEVEN  EMMETT,  RIVER  FOREST,  ILLINOIS 

CASTEEL,  RANDALL  JOE,  HOUSTON,  TEXAS 

CASTEEN,  MICHAEL  RICHARD,  LARKSPUR,  CALIFORNIA 

CASTELLANO,  BARRON  J,  NEWARK,  NEW  JERSEY 

CASTELLOW,  ROBERT  CECIL,  JR,  CHESAPEAKE,  VIRGINIA 

CASTIGLIONE,  DARRON  PETER,  HOLLYWOOD,  FLORIDA 

CASTLE,  VAUGHN  C. ,  SAN  LUIS  OBISPO,  CALIFORNIA 

CASTLEBERRY,  ROGER  ALAN,  TRENTON,  GEORGIA 

CASTLEMAN,  CLYDELL,  NASHVILLE,  TENNESSEE 

CASTLES,  JOE  B. ,  JR.,  COLUMBIA,  SOUTH  CAROLINA 

CASTLES,  SHANE  FRANCIS,  MELBOURNE,  AUSTRALIA 

CASTO,  JOHN  ARTHUR,  KEARNEYSVILLE,  WEST  VIRGINIA 

CASTO,  RALPH  ELLIS,  COLUMBUS,  OHIO 

CASTOPPO,  FREDERIC  W,  JR,  NEWINGTON,  CONNECTICUT 

CASTOR,  KENNETH  RILEN,  KETTERING,  OHIO 

CASTRO-MARRERO,  ARNALDO,  SAN  JUAN,  PUERTO  RICO 

CASTRO-MUNOZ,  JOSE,  SANTIAGO,  CHILE 

CASTRO,  JOSE  MUNDO,  SAIPAN,  FEDERATED  STATES  OF  MICRONE 

CASTRO,  LYNDA  RAE,  LOS  ANGELES,  CALIFORNIA 

CATALANO,  FRANK  ANTHONY,  NEW  ORLEANS,  LOUISIANA 

CATALANO,  FRANK  MICHAEL,  CORTLAND,  NEW  YORK 

CATALDO,  LOUIS,  DENNIS,  MASSACHUSETTS 

CATANIA,  CHARLES  F,  ROCKY  HILL,  CONNECTICUT 

CATANZARO,  JOSEPH  JOHN,  BUFFALO,  NEW  YORK 

CATE,  MILLARD  N. ,  COLUMBIA,  SOUTH  CAROLINA 

r*TThc^AM^L,E^G,ENE'  JR'  N0RTH  LITTLE  R0CK-  ARKANSAS 

CATTANEO,  GERALD  L.,  DETROIT,  MICHIGAN 

CAUDELL,  LOUIE  COE,  LITTLE  ROCK,  ARKANSAS 

CAUDILL,  DAVID  WATSON,  BARBERTON,  OHIO 

CAUDILL,  JEFFREY  S,  PARK  RIDGE,  ILLINOIS 

CAUGHEY,  EDWARD  PATRICK,  RUTHERFORD,  NEW  JERSEY 

CAUGHLEY,  JAMES  KERLIN,  MARIANNA,  ARKANSAS 

CAUGHLIN,  BILLY  WAYNE,  ALEXANDRIA,  LOUISIANA 

CAULFIELD,  JOSEPH  PATRICK,  WHEATON,  ILLINOIS 

CAUSEY,  DELOIN  E,  LITTLE  ROCK,  ARKANSAS 

CAUSEY,  JOHNNY  L.,  NORTH  MYRTLE  BEACH,  SOUTH  CAROLINA 


54  I 
177 
168 
114 
171 
154 
97  i 
172 
90 
112  t 
148 
173 
190 
78 
96 
36  * 
67  t 
189 
128  t) 
186 
125  * 
100 
91  tt 
140 
132 
185 
65  * 
88 
103 
101 
177 
147 
146 
184 
163 
109  tt 
111 
174 
101  tt 
190 
171 
114 
124 
159 
158 
145 
130 
116 
110 
180 
141 
168 
133 
109 
51  * 
50  tt 
175 
102 
180 
184 
128 
161 
93 
185 

90  tt 
195 
61  tt 
119 
179 
182 
124  tt 
178 
176 
119  tt 
105 
102 
184 
96  tt 
191 
144 
103  * 
182 
191 
14  tt 
95 
108  tt 
109 
164 
146 
122  tt 
95  tt 
103 
146  tt 
175 
93  tt 
191 
98 
130 
118 
185 


t   CAUTHEN,  WILLIAM  R,  COLUMBIA,  SOUTH  CAROLINA 
CAVAGNARO,  WILLIAM  HENRY,  JR,  LAS  VEGAS,  NEVADA 
CAVALLARO,  JAMES  RICHARD,  ROCHESTER,  NEW  YORK 
CAVALLERO,  DOMINICK  J.,  WOODBRIDGE,  NEW  JERSEY 
CAVALLO,  LOUIS  EMANUEL,  NORTH  LAUDERDALE,  FLORIDA 
CAVALUZZI,  JAMES  MICHAEL,  ELMIRA,  NEW  YORK 

'  CAVANAUGH,  FREDERICK  F,  AVON,  CONNECTICUT 
CAVANAUGH,  KEVIN  DEAN,  PRATT,  KANSAS 
CAVANAUGH,  ROBERT  J.,  OIL  CITY,  PENNSYLVANIA 

i   CAVANAUGH,  WILLIAM  J,  LANSING,  MICHIGAN 
CAVAZOS,  EDWARD  ARNOLD,  EL  PASO,  TEXAS 
CAVAZOS,  EMILIO,  SAN  ANTONIO,  TEXAS 
CAVE,  DOUGLAS  LELAND,  FULLERTON,  CALIFORNIA 
CAVENAUGH,  EUGENE  S.,  REDONDO  BEACH,  CALIFORNIA 
CAVENAUGH,  WILLIAM  J,  LAGUNA  BEACH,  CALIFORNIA 

1  CAVERS,  GEORGE  R.,  FAIRMONT,  MINNESOTA 
CAVOTI,  JAMES  JOHN,  ROCHESTER,  NEW  YORK 
CAWMAN,  JOHN  WARNER,  JR,  NEW  CASTLE,  DELAWARE 
CAYADO,  PEDRO  PABLO,  JR,  MOREHEAD  CITY,  NORTH  CAROLINA 
CAYWOOD,  STEPHEN  WESLEY,  MUSKOGEE,  OKLAHOMA 
CAZER,  JAMES  L,  DOVER,  DELAWARE 
CEBALLOS,  MICHAEL  W. ,  RICHMOND,  CALIFORNIA 
CECCHETTI,  JULIO  A,  STOCKTON,  CALIFORNIA 
CECELSKI,  RICHARD  H,  SAN  DIEGO,  CALIFORNIA 
CEDENO,  JAIME,  NEW  YORK,  NEW  YORK 
CEDERGREN,  ROBERT  ALLEN,  BETHEL,  CONNECTICUT 
CEDERLOF,  EUGENE  GLEN,  SALT  LAKE  CITY,  UTAH 
CEFALU,  FRANK  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CEJKA,  OLDRICH  F. ,  FAIRCHILD  AFB,  WASHINGTON 
CELASCHI,  LAWRENCE  P.,  CHARLEROI,  PENNSYLVANIA 
CELAYA,  ERNESTO,  SAN  ANTONIO,  TEXAS 
CEMPA,  FRANK,  HOUSTON,  TEXAS 
CENKNER,  HENRY  CHARLES,  HILLSIDE,  NEW  JERSEY 
CENTENO,  GEORGE  RICHARD,  SANTA  MONICA,  CALIFORNIA 
CEPPARULO,  EDMOND  COTTEN,  JACKSON,  TENNESSEE 
CEREN,  ALBERT  G. ,  JR.,  OAK  BROOK,  ILLINOIS 
CERMAK,  ROBERT  J.,  CLEVELAND,  OHIO 
CEROVSKY,  RANDAL  MARK,  AUBURN,  ALABAMA 
CERRATO,  JOSEPH  A.,  TEXARKANA,  TEXAS 
CERRETTO,  MICHAEL  JOSEPH,  ALBANY,  NEW  YORK 
CERVERA,  JAMES  ANTHONY,  VIRGINIA  BEACH,  VIRGINIA 
CESARETTI,  RENATO  C,  NEW  YORK,  NEW  YORK 
CESTARI,  ANTHONY,  WEST  SPRINGFIELD,  MASSACHUSETTS 
CETRAN,  JAMES  LOUIS,  WETHERSFIELD,  CONNECTICUT 
CHA,  GYUNG-TAEK,  SEOUL,  KOREA 
CHABOT,  RENE  JOSEPH,  OTTAWA,  CANADA 
CHABRIES,  MICHAEL  PAUL,  SALT  LAKE  CITY,  UTAH 

CHACON,  HENRY,  EL  PASO,  TEXAS 

CHAD,  NELSON  R,  SYDNEY,  AUSTRALIA 

CHADBOURNE,  BRUCE  EDWARD,  BOSTON,  MASSACHUSETTS 

CHADWELL,  LARRY  HURSCHELL,  CINCINNATI,  OHIO 

CHADWICK,  GARY  WILLIAM,  AMARILLO,  TEXAS 

CHADWICK,  JAMES  DWIGHT,  DALTON,  GEORGIA 

CHAFE,  ALFRED  R.,  SEAL  BEACH,  CALIFORNIA 

CHAFEY,  MERRITT  N. ,  SCOTTSDALE,  ARIZONA 

CHAFFEE,  RAYMOND,  STRATFORD,  CONNECTICUT 

CHAFFINCH,  LEONARD  AARON,  DOVER,  DELAWARE 

CHAFIN,  SAUL  L,  NASHVILLE,  TENNESSEE 

CHAGAS,  WANDERLEY  LEAL,  BRASILIA,  BRAZIL 

CHAI,  CHARLES  M,  JR,  HILO,  HAWAII 

CHAI,  I-SHENG,  TAIPEI,  REPUBLIC  OF  CHINA 

CHAILANGKARN,  SUPARUK,  LAMPANG,  THAILAND 

CHAIPANICH,  SOMCHAI,  BANGKOK,  THAILAND 

CHALK,  ROBERT  SHELTON,  CLEARLAKE,  CALIFORNIA 

CHALLIS,  DANIEL  G.,  BEECH  GROVE,  INDIANA 

CHALMERS,  STEVEN  WAYNE,  DURHAM,  NORTH  CAROLINA 

CHAMBERLAIN,  KENNETH  B,  SKOKIE,  ILLINOIS 

CHAMBERLIN,  BRUCE  DUANE,  CHEEKTOWAGA,  NEW  YORK 

CHAMBERLIN,  THOMAS  GERARD,  PLYMOUTH,  INDIANA 

CHAMBERS,  ANDREW  WARNER,  BERWYN,  PENNSYLVANIA 

CHAMBERS,  CHARLES  DELAIN,  CHARLOTTE,  NORTH  CAROLINA 
DAVID  ARTHUR,  HOBART,  AUSTRALIA 
DENNIS  CHARLES,  TWIN  FALLS,  IDAHO 
GEORGE  NELSON,  JR,  WILMINGTON,  DELAWARE 
JACK  L.,  CHARLESTON,  ILLINOIS 
,  JOEL  C,  TUSCALOOSA,  ALABAMA 

CHAMBERS,  JOHN  RICHARD,  TUSCOLA,  ILLINOIS 

CHAMBERS,  JOSEPH  P,  MINEOLA,  NEW  YORK 

CHAMBERS,  JUTTA  GABRIELLE,  HENDERSON,  NEVADA 

CHAMBERS,  MARY  KATHERINE,  DODGE  CITY,  KANSAS 

CHAMBERS,  MICHAEL  R,  STUART,  FLORIDA 

CHAMBERS,  RAYMOND  SCOTT,  PORTALES,  NEW  MEXICO 

CHAMBERS,  TERESA  C,  PALMER  PARK,  MARYLAND 

CHAMBERS,  WILLIAM  E.,  CLEVELAND,  TENNESSEE 

CHAMORRO-GARCIA,  MIGUEL  E,  MADRID,  SPAIN 

CHAMP,  HOWARD  W,  DUBLIN,  OHIO 

CHAMPAGNE,  RAYMOND  A,  JR,  WEED,  CALIFORNIA 

CHAMPAGNE,  ROBERT  LAWRENCE,  PEABODY,  MASSACHUSETTS 

CHAMPAGNE,  STEVEN  JAMES,  ST.  MARTINVILLE,  LOUISIANA 

CHAMPNEYS,  WILLIAM  FREDERICK,  SANDY  CITY,  UTAH 

CHAN  HO-YIN,,  HONG  KONG,  HONG  KONG 

CHAN,  CLARENCE  E,  POOLER,  GEORGIA 

CHAN,  EDMUND  CHUN,  HONG  KONG,  HONG  KONG 

CHAN,  HERMAN  YEE,  HONG  KONG,  HONG  KONG 

CHAN,  PETER  YICK,  HONG  KONG,  HONG  KONG 

CHAN,  RONALD  BRUCE,  NORMAN,  OKLAHOMA 

CHAN,  SANCHO  K. ,  JR.,  MANILA,  PHILIPPINES 

CHAN,  SOO-WAH,  SINGAPORE,  SINGAPORE 

CHANCE,  ROBERT  ALAN,  TULSA,  OKLAHOMA 

CHANCELLOR,  ARTHUR  STEVEN,  FORT  CAMPBELL,  KENTUCKY 


CHAMBERS, 
CHAMBERS, 
CHAMBERS, 
CHAMBERS, 
CHAMBERS, 
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CHANCELLOR.  GERALD  R  -  CHRISTIANSEN,  EARL  L. 


112 

188 

97 

94 

145 

172 

143 

30 

120 

168 

175 

96 

122 

141 

162 

135 

118 

187 

168 

160 

169 

163 

123 

95 

182 

79 

65 

137 

100 

165 

70 

178 

142 

146 

154 

101 

129 

191 

167 

105 

80 

70 

192 

106 

103 

117 

186 

88 

144 

124 

179 

102 

120 

185 

70 

155 

93 

136 

86 

125 

195 

111 

194 

141 

193 

179 

165 

107 

175 

126 

141 

171 

179 

86 

124 

172 

130 

171 

134 

73 

168 

118 

182 

124 

178 

94 

56 

108 

162 

183 

109 

186 

188 

120 

150 

113 

186 

160 

168 

189 


CHANDLER, 

CHANDLER, 

CHANDLER, 

CHANDLER, 

CHANDLER, 

CHANDLER, 

CHANEY, 

CHANEY, 

CHANEY, 

CHANG, 


CHANG, 
CHANT, 
CHANT, 


CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 


CHANCELLOR,  GERALD  R.  ABERDEEN,  HASHINGTON 
CHANDLER,  BRADLEY  RENA,  FAYETTEVILLE ,  NORTH  CAROLINA 
CALEB  J.,  CLOVIS,  NEH  MEXICO 
CHARLES  H.,  ANNISTON,  ALABAMA 
DANNY  JOE,  DALLAS,  TEXAS 
DENNIS  LEROY,  BELTON,  MISSOURI 
LAHRENCE  ANDREW,  LIVERMORE,  CALIFORNIA 
MARION  CECIL,  YORK,  SOUTH  CAROLINA 
FREDERICK  WILSON,  ELLICOTT  CITY,  MARYLAND 
JAMES  ALLEN,  LAS  VEGAS,  NEVADA 
TRAVIS  FRANK,  COEUR  D  ALENE,  IDAHO 
MENG  LIN,  TAIPEI,  REPUBLIC  OF  CHINA 
CHANG,  MENGLIN,  TAIPEI,  REPUBLIC  OF  CHINA 
CHANG,  RUBY  H,  TAIPEI,  REPUBLIC  OF  CHINA 

VENG-CHENG,  TAIPEI,  REPUBLIC  OF  CHINA 
KENNETH  ARTHUR,  LOS  ANGELES,  CALIFORNIA 
PAUL  KENNETH,  BERLIN,  CONNECTICUT 
CHAOSUAN,  SAOHAPAHK,  BANGKOK,  THAILAND 
CHAPIN,  JOSEPH  MICHAEL,  RALEIGH,  NORTH  CAROLINA 
CHAPMAN,  BILLY  LANE,  FRONT  ROYAL,  VIRGINIA 

CLARENCE  ROBERT,  LOS  ANGELES,  CALIFORNIA 
DARWIN  EDWARD,  DES  MOINES,  IOWA 
EFFORD  JAY,  PEARLAND,  TEXAS 
ELWYN  L.,  ST.  PETERS,  MISSOURI 
FREDDIE  ADALBERT,  BEAUFORT,  SOUTH  CAROLINA 
HERMAN,  OPELIKA,  ALABAMA 
HOWARD  H.,  SAN  RAFAEL,  CALIFORNIA 
JOHN  DANIEL,  DELLWOOD,  MISSOURI 
JOHN  F.,  GLACIER  BAY  NATIONAL  MONUMENT,  ALASKA 
JOHN  GARLEN,  CERES,  CALIFORNIA 
JOHN  WALTER,  COLUMBUS,  GEORGIA 
MARK  DAVID,  WEST  BRANCH,  MICHIGAN 
NORMAN  NEPHI,  JR,  MILTON,  FLORIDA 
ROBERT  ELWOOD,  GAINESVILLE,  FLORIDA 
STEPHEN  MORLEY,  SALT  LAKE  CITY,  UTAH 
VINCENT  F,  HONG  KONG,  HONG  KONG 
VINCENT  GEORGE,  KUALA  LUMPUR,  MALAYSIA 
WILLIAM  ELDREDGE,  CLINTON,  CONNECTICUT 
CHAPMAN,  HILLIAM  NOAH,  DEFUNIAK  SPRINGS,  FLORIDA 
CHAPPELL,  ARTHUR  W. ,  JR.,  CARSON  CITY,  VIRGINIA 
CHAPPELL,  JACK  F.,  COUNCIL  BLUFFS,  IOHA 
CHAPPLE,  EMERY  WINDSOR,  JR.,  JUNEAU,  ALASKA 
CHARALAMBOUS,  MARK,  HOPATCONG,  NEW  JERSEY 
CHARAMUT,  GERALD  R,  BERLIN,  CONNECTICUT 
CHARBONEAU,  LOUIS  E.  ,  BERKELEY,  MISSOURI 
CHARLAND,  JEAN  G. ,  MONTREAL,  CANADA 
CHARLES,  BRIGETTE  ELAINE,  COLUMBUS,  OHIO 
CHARLEY,  JOSEPH  A,  WESTTOWN,  PENNSYLVANIA 
CHARLSON,  LAWRENCE  GLEN,  II,  SPRINGFIELD,  ILLINOIS 
CHARNEY,  PHILLIP  DAVID,  LANSING,  MICHIGAN 
CHAROEN-RAJAPARK,  NORAWAT,  BANGKOK,  THAILAND 
CHAROEN,  UDOM,  NAKORNNAYOK  PROVINCE,  THAILAND 
CHARON,  HILLIAM  LOUIS,  IONIA,  MICHIGAN 
CHARRON,  JAMES  MICHAEL,  FAIRFAX,  VIRGINIA 
CHARURATANA,  SERM,  BANGKOK,  THAILAND 
CHARVET,  DAVID  ROBERT,  GRANDVIEW,  WASHINGTON 
CHASE,  DOUGLAS  W. ,  MISSOULA,  MONTANA 
JACK  E,  SR,  LAFAYETTE,  INDIANA 
JAMES  M.,  WAUKESHA,  WISCONSIN 
PAUL  KENNETH,  JR,  WOODSVILLE,  NEW  HAMPSHIRE 
RICHARD  EARL,  LOUISVILLE,  KENTUCKY 
THOMAS  B.,  BURLINGAME,  CALIFORNIA 
THOMAS  VINTON,  FREDERICK,  MARYLAND 
HALTER  EDWARD,  EASTON,  MARYLAND 
MICHAEL,  CHICAGO,  ILLINOIS 
CHASTAIN,  MITCHELL  LAMAR,  GUNTERSVILLE,  ALABAMA 
CHASTAIN,  WILLIAM  DON,  MADISON,  GEORGIA 
CHATELLIER,  DELBERT  V.,  COVINGTON,  LOUISIANA 
CHATFIELD,  DENSON,  JR,  INDIANAPOLIS,  INDIANA 
CHATTERTON,  ROGER  FRANCIS,  SALINAS,  CALIFORNIA 
CHAU,  SIDNEY  FOO-CHEONG,  PARIS,  FRANCE 
CHAU,  SIU  KEUNG,  HONG  KONG,  HONG  KONG 
CHAULK,  GERALD  FRANCIS,  REVERE,  MASSACHUSETTS 
CHAVALITDHAMRONG,  MAITREE,  BANGKOK,  THAILAND 
CHAVARRIA,  OSCAR,  BRYAN,  TEXAS 
CHAVARRIA,  RICARDO,  EAST  CHICAGO,  INDIANA 
CHAVEZ-NAVARRO,  TEODORO,  LIMA,  PERU 
CHAVEZ,  EDWARD  JOHN,  STOCKTON,  CALIFORNIA 

HENRY  RICHARD,  SILVER  CITY,  NEW  MEXICO 
MANUEL  CAMACHO,  SAN  ANTONIO,  TEXAS 
ROBERT  ANTHONY,  SANTA  ANA,  CALIFORNIA 
ROBERT  ELI,  EL  PASO,  TEXAS 
JAMES  WOODROW,  KANNAPOLIS,  NORTH  CAROLINA 
RICHARD  WESLEY,  LANGLEY  AFB,  VIRGINIA 
CHEALANDER,  HAROLD  BRUCE,  BAKERSFIELD,  CALIFORNIA 
CHEATLE,  WALTER  J,  VERONA,  NEW  JERSEY 
CHEAVENS,  PAUL  B. ,  COLUMBIA,  MISSOURI 
CHECK,  PATRICK  A.,  CLEVELAND,  OHIO 
CHEEK,  DONALD  MARION,  ALBANY,  GEORGIA 
CHEEK,  JEFFREY  CLINTON,  STATESVILLE,  NORTH  CAROLINA 
CHEEKS,  JOHN,  SAVANNAH,  GEORGIA 

ZACHI,  PETACH  TIKOVAH,  ISRAEL 
JAMES  MICHAEL,  SOUTH  ORANGE,  NEW  JERSEY 

THOMAS  MARIO,  SAN  FRANCISCO,  CALIFORNIA 
JOHN  RICHARD,  NIAGARA  FALLS,  NEW  YORK 
CHEMELLI,  HILLIAM  J,  BELMONT,  MASSACHUSETTS 
CHEN,  SHENG-SHIN,  TAICHUNG,  REPUBLIC  OF  CHINA 
CHEN,  TIEN-YU,  TAIPEI,  REPUBLIC  OF  CHINA 
CHENAULT,  WILLIAM  SHELBY,  III,  HANOVER,  VIRGINIA 
CHENERY,  JOHN  TATE,  ALEXANDRIA,  VIRGINIA 


CHASE, 
CHASE, 
CHASE, 
CHASE, 
CHASE, 
CHASE, 
CHASE, 
CHASEN, 


CHAVEZ, 
CHAVEZ, 
CHAVEZ, 
CHAVEZ, 
CHAVIS, 
CHAVIS, 


CHEFETZ, 
CHELEL, 
CHELINI, 
CHELLA, 


114 
101  # 
178 
155 
131 
58  # 
137 
93  # 

90 
147 
184 
112 

96  # 
160 
124 
106 
137 
106  ft 
141 

87  # 
171 
178 
125 
151 
151 
121 

77  # 

91  # 
178 
156 
195 
123 

5  * 
141 
137  # 

60 
156 
110 
118  * 
178 
167 

87 
157 

88 

96 
117 
156 
191 
191 
165 
170 

83 
116  # 
149 
178 

85 
180 
185 
115  # 
139 
135 
167 
147 
191 
126  n 
160 
124 
190 
126 
178 
168 

98 
170 
175 
118 
145 
137 
121  it 
3  * 
183 

98  * 
159 

70 
132 
172 

83  A 
158 

90  4 
94  4 

84  « 
130 
125 
184 

94  < 

95  i 
127 

92 
162 
131  * 

30  i 


CHENEY,  MARGARET  H. ,  LOS  ANGELES,  CALIFORNIA 

CHENEY,  ROBERT  D,  HOBBS,  NEW  MEXICO 

CHENG,  PETER  PO-JEN,  TAIPEI,  REPUBLIC  OF  CHINA 

CHENG,  ROBERT,  HONG  KONG,  HONG  KONG 

CHENIER,  PHILIP  OLIVER,  WYOMING,  MICHIGAN 

CHENNAULT,  JOE  YOUNG,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHERINO,  JOSE  LUPE,  JR,  DULCE,  NEW  MEXICO 

CHERRY,  JOHN  M,  CHARLOTTE,  NORTH  CAROLINA 

CHERRY,  ROBERT  P.,  ROCK  ISLAND,  ILLINOIS 

CHERRY,  STEVEN  DAVID,  GLEN  ROCK,  NEW  JERSEY 

CHESHIRE,  DAVID  GEORGE,  RIVERHEAD,  NEW  YORK 

CHESKE,  STANLEY  L,  TUCSON,  ARIZONA 

CHESNUT,  RONALD  W,  RICHMOND,  INDIANA 

CHESTER,  GARY  MICHAEL,  COLDWATER,  MICHIGAN 

CHESTER,  RICKY  LYNN,  KNOXVILLE,  TENNESSEE 

CHEVALIER,  ARTHUR  J,  III,  LIBERTY,  MISSOURI 

CHEVALIER,  JAMES  WALTER,  ALEXANDRIA,  LOUISIANA 

CHEVIRON,  MARK  J,  DECATUR,  ILLINOIS 

CHEWIWI,  ANTONIO,  JR,  ALBUQUERQUE,  NEW  MEXICO 

CHEWNING,  ROBERT  J,  ORLANDO,  FLORIDA 

CHEYNE,  BARRY  ROBERT,  SCOTT  AFB,  ILLINOIS 

CHEYNE,  JOHN  WILLIAM,  VIENNA,  VIRGINIA 

CHIARENZA,  THOMAS  JAMES,  LOS  ANGELES,  CALIFORNIA 

CHIARINI,  STEPHEN  PHILIP,  NEW  YORK,  NEW  YORK 

CHICHESTER,  ROSS  JEFFREY,  MINDEN,  NEVADA 

CHICKERING,  JULIAN  J,  JR,  POUGHKEEPSIE,  NEW  YORK 

CHIECO,  SAVERIO  A,  ALBANY,  NEW  YORK 

CHILCOAT,  JAMES  N,  PHOENIX,  ARIZONA 

CHILDRESS,  ANNE  MARIE,  MIAMI,  FLORIDA 

CHILDRESS,  ROBERT  EUGENE,  RICHMOND,  VIRGINIA 

CHILDRESS,  WILLIAM  CLYDE,  WASHINGTON,  DISTRICT  OF  COLUM 

CHILDRESS,  ZED  LEWIS,  VIENNA,  VIRGINIA 

CHILES,  DARREL  H. ,  KANSAS  CITY,  MISSOURI 

CHILSON,  DANNY  OWEN,  LEBANON,  OREGON 

CHILTON,  DANIEL  LEE,  MILFORD,  OHIO 

CHIMENTI,  ARMAND  J.,  ERIE,  PENNSYLVANIA 

CHIN,  EDWIN  JOSEPH,  CHARLESTON,  SOUTH  CAROLINA 

CHINN,  ALVIS  L,  MIAMI,  FLORIDA 

CHINN,  RONDALL  ALAN,  KEY  WEST,  FLORIDA 

CHINO,  GEORGE  LEONARD,  JR,  SALT  LAKE  CITY,  UTAH 

CHIONG,  RICKSON  LIM,  MANILA,  PHILIPPINES 

CHIPMAN,  JOHN  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHIPOWSKY,  MICHAEL  ANDREW,  TITUSVILLE,  NEW  JERSEY 

CHIPPS,  JACK  E.,  CLARKSBURG,  WEST  VIRGINIA 

CHIRICO,  FRANCIS  M,  JACKSON,  ALABAMA 

CHISHOLM,  BERNIE  EDWARD,  JR,  RICHMOND,  VIRGINIA 

CHISHOLM,  FRANK  ROGER,  SACRAMENTO,  CALIFORNIA 

CHISHOLM,  JEFFREY  STEVEN,  ROCK  ISLAND,  ILLINOIS 

CHISHOLM,  JON  MARSHALL,  ELIZABETH,  NEW  JERSEY 

CHISHOLM,  WILLIAM  ELLIS,  SPRINGFIELD,  NEW  JERSEY 

CHISM,  JACK  ANTHONY,  WHEAT  RIDGE,  COLORADO 

CHISUM,  VANCE  L.,  UVALDE,  TEXAS 

CHITTICK,  RICHARD  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHITWOOD,  MICHAEL  JUDE,  PORTLAND,  MAINE 

CHITWOOD,  THURMAN  SCOTT,  DALTON,  GEORGIA 

CHIU  LO-CHUNG,,  TAIPEI,  REPUBLIC  OF  CHINA 

CHIU,  HON  BUN,  HONG  KONG,  HONG  KONG 

CHIUMENTO,  CURTIS  JOSEPH,  CAMDEN,  NEW  JERSEY 

CHLEBEK,  RICHARD  I,  SOUTH  BEND,  INDIANA 

CHODAK,  WAYNE  MICHAEL,  ALCOA,  TENNESSEE 

CHOI,  SUNG-HO,  CHICAGO,  ILLINOIS 

CHOI,  YUNG-SAM,  SEOUL,  KOREA 

CHOMER,  TERRY  CARL,  ELKHART,  INDIANA 

CHONG-HON,  GUSTAVO  JOSE,  PANAMA  CITY,  PANAMA 

CHONG,  ALVIN  E,  HILO,  HAWAII 

CHONG,  LIM  CHIN,  SINGAPORE,  SINGAPORE 

CHONG,  MOHAMMED  FREDDIE,  BRUNEI,  BRUNEI 

CHOU,  STEVEN  SHAW-NAN,  TAIPEI,  REPUBLIC  OF  CHINA 

CHOU,  TON-MING,  TAIPEI,  REPUBLIC  OF  CHINA 

CHOUDHURY,  JAYANTO  NARAYAN,  NEW  DELHI,  INDIA 

CHRABOT,  JOSEPH  CARTER,  ARLINGTON  HEIGHTS,  ILLINOIS 

CHRAPKOWSKI,  EDWARD,  NORTH  CHICAGO,  ILLINOIS 

CHRISMAN,  WILLIAM  GLENN,  MURFREESBORO,  TENNESSEE 

CHRIST,  DOUGLAS  FREDERICK,  SOUTH  GATE,  CALIFORNIA 

CHRIST,  JACQUELINE  MARIE,  CLEVELAND,  OHIO 

CHRIST,  LEONARD  GUSTAVE,  JR,  ANOKA,  MINNESOTA 

CHRISTEN,  ARTHUR  STEVEN,  ROSELLE  PARK,  NEW  JERSEY 

CHRISTENSEN,  CHARLES  RONALD,  SALT  LAKE  CITY,  UTAH 

CHRISTENSEN,  E.  G. ,  TOPEKA,  KANSAS 

CHRISTENSEN,  FRANCIS  PETER,  ALBANY,  NEW  YORK 

CHRISTENSEN,  GEORGE  T,  RACINE,  WISCONSIN 

CHRISTENSEN,  JAMES  ELDON,  BARROW,  ALASKA 

CHRISTENSEN,  JAY  W. ,  BRIGHAM  CITY,  UTAH 

CHRISTENSEN,  JOHN  THOMAS,  SOMERVILLE,  MASSACHUSETTS 

CHRISTENSEN,  MICHAEL  JOHN,  PENN  YAN,  NEW  YORK 

CHRISTENSEN,  NICK  G. ,  EL  PASO,  TEXAS 

CHRISTENSEN,  RALPH  EDWARD,  MADISON,  WISCONSIN 

CHRISTENSEN,  RICHARD  E,  TEMPE,  ARIZONA 

CHRISTENSEN,  WILLIAM  D,  SANTA  BARBARA,  CALIFORNIA 

CHRISTENSON,  BERNARD  W,  PIERRE,  SOUTH  DAKOTA 

CHRISTIAN,  ANTHON  LAMBERT,  ST  CROIX,  U.S.  VIRGIN  ISLAND 

CHRISTIAN,  BURTON  WAYNE,  AUSTIN,  TEXAS 

CHRISTIAN,  JAMES  PRESTON,  SR,  MCCHORD  AFB,  WASHINGTON 

CHRISTIAN,  JOHN  D,  SR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHRISTIAN,  JOSEPH  W. ,  JR.,  NEW  YORK,  NEW  YORK 

CHRISTIAN,  JULIE  LYNNE,  KANSAS  CITY,  MISSOURI 

CHRISTIAN,  WILLIAM  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHRISTIANO,  WILLIAM  ANTHONY,  CONCORD,  NEW  HAMPSHIRE 

CHRISTIANSEN,  ARTHUR  THOMAS,  ARLINGTON,  VIRGINIA 

CHRISTIANSEN,  EARL  L.,  MIAMI,  FLORIDA 
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CHRISTIANSEN,  EDHARD  THOMAS  -  CLEMENT,  RICHARD  C. 
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61 
176 
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180 
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118 
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92 
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106  t 
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95 
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96 
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31 
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90 

59 
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CHRISTIANSEN,  EDHARD  THOMAS,  MONTEREY,  CALIFORNIA 
U   CHRISTIANSEN,  FAROLD  B.,  SALT  LAKE  CITY,  UTAH 

CHRISTIANSEN,  WILLIAM  GARY,  LOS  ANGELES,  CALIFORNIA 
U   CHRISTIANSON,  RALPH  M,  ANCHORAGE,  ALASKA 
n   CHRISTIE,  EDHARD  L,  JR,  ALEXANDRIA,  LOUISIANA 
CHRISTIE,  KENNETH  LEE,  SAN  JOSE,  CALIFORNIA 
CHRISTIE,  LAHRENCE  BRUCE,  BLYTHEVILLE,  ARKANSAS 
CHRISTIE,  ROBERT  CHARLES,  BOZEMAN,  MONTANA 
*  CHRISTMAN,  CHARLES  LEONARD,  FLINT,  MICHIGAN 
9   CHRISTMAN,  ROBERT  H. ,  JR.,  SNOHOMISH,  HASHINGTON 
CHRISTMAS,  FRANKLIN  EUGENE,  MIAMI,  FLORIDA 
CHRISTNER,  JERRY  M.,  JACKSON,  MICHIGAN 
t   CHRISTOPHER,  ALAN,  LOS  ANGELES,  CALIFORNIA 

CHRISTOPHER,  JAMES  QUENTIN,  GREENVILLE,  SOUTH  CAROLINA 
CHRISTOPHER,  LUTHER  PIKE,  HOMER,  ALASKA 
CHRISTOPHERSON,  KENNETH  M,  TORONTO,  CANADA 
I   CHRISTOPHERSON,  PALMER  L.,  KALISPELL,  MONTANA 
i   CHRISTY,  ARTHUR  F.,  NEH  YORK,  NEH  YORK 
CHRISTY,  JAMES  W,  JR,  SHALER,  PENNSYLVANIA 
CHRISTY,  RICHARD  MICHAEL,  SEDONA,  ARIZONA 
t   CHRISTY,  ROBERT  RALPH,  LACKLAND  AFB,  TEXAS 
CHRNALOGAR,  CHARLES  EDHARD,  ENUMCLAH,  HASHINGTON 
CHROMI,  RICHARD  P,  COLLEGE  PARK,  GEORGIA 
CHU,  DOUGLAS,  NEH  YORK,  NEH  YORK 
CHU,  DUNG  VAN,  HANOI,  REPUBLIC  OF  VIETNAM 
CHU,  JOHN  LAITSU,  TAIPEI,  REPUBLIC  OF  CHINA 
CHU,  MAN-KIN,  HONG  KONG,  HONG  KONG 
CHUA,  RICHARD  POO,  SINGAPORE,  SINGAPORE 
CHUANG,  ANDY  TSE-FENG,  PANCHIAO,  REPUBLIC  OF  CHINA 
CHUBB,  STEPHEN  LOYD,  EAST  LANSING,  MICHIGAN 
CHUDY,  PAUL  EDHARD,  REEDSPORT,  OREGON 
CHUMAS,  JOHN  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CHUMNEY,  BERNARD  FURMAN,  APPOMATTOX,  VIRGINIA 
CHUNG,  HYUNG-KEUN,  SEOUL,  KOREA 
CHUNG,  IL  BIN,  SEOUL,  KOREA 
CHURCH,  C.  KENNETH,  ONEONTA,  NEW  YORK 
CHURCH,  JOHN  R,  BOISE,  IDAHO 
CHURCH,  JOHNSON  BRADLEY,  GRETNA,  LOUISIANA 
CHURCHES,  MALCOLM  T,  HELLINGTON,  NEW  ZEALAND 
CHURCHES,  MERRITT  E.,  STURGEON  BAY,  HISCONSIN 
CHURCHILL,  EDMUND  GRANT,  VANCOUVER,  CANADA 
CHURCHILL,  JAMES  A,  TOMS  RIVER,  NEW  JERSEY 
CHURCHILL,  ROBERT  LOUIS,  CORTLAND,  NEW  YORK 
CHURCHILL,  WINSTON  L.,  INDIANAPOLIS,  INDIANA 
CHURCHILL,  WINSTON  T.,  GRAND  RAPIDS,  MICHIGAN 
CHYLAK,  PAUL  J,  HARRISBURG,  PENNSYLVANIA 
CIACCIA,  ANTHONY  MICHAEL,  J,  ROCHESTER,  NEW  YORK 
CIACCIO,  JAMES  T.,  NEW  YORK,  NEW  YORK 

£JA.R£M.ITAR0>  R0SALIE  ANNTONE,  BRIDGETON  TERRACE,  MISSOU 
CICARDO,  THOMAS  N,  ALEXANDRIA,  LOUISIANA 
CICCALONE,  JOSEPH  J,  STORRS,  CONNECTICUT 
CILIBERTI,  FRANK  ANTHONY,  YONKERS,  NEH  YORK 
CILLO,  JAMES  JOSEPH,  MENDHAM,  NEW  JERSEY 
CIMAROSSA,  JAMES  THEODORE,  SPRINGFIELD,  ILLINOIS 
CIMINO,  ANTHONY  M,  BOUND  BROOK,  NEW  JERSEY 
CIMORELLI,  GARY  HENRY,  HEST  TRENTON,  NEW  JERSEY 
CINCHES,  SILVINO  N.,  MANILA,  PHILIPPINES 
CINKER,  JAMES  R.,  GREAT  FALLS,  MONTANA 
CINTRON-SANTANA,  JUAN  RAMON,  SAN  JUAN,  PUERTO  RICO 
CINTRON,  DAVID,  PONCE,  PUERTO  RICO 
CIPRA,  GEORGE  ALAN,  SUFFOLK,  VIRGINIA 
CIPRIANI,  FRED,  INDIANAPOLIS,  INDIANA 
CIPRIANO,  ARTHUR,  HAMILTON,  NEW  JERSEY 
CIRA,  JOHN  EDWARD,  HAZELWOOD,  MISSOURI 
CIRAULO,  JOSEPH  R,  JUNEAU,  ALASKA 
CISKE,  WILLIAM  R. ,  FORT  ATKINSON,  HISCONSIN 
CISNEROS,  EDWARD  RICHARD,  CHINO,  CALIFORNIA 
CISNEROS,  FRANCISCO  JAVIER,  CHIHUAHUA,  MEXICO 
CISSON,  JAMES  WILLIAM,  ROCKWOOD,  TENNESSEE 
CITTY,  WILLIAM  JOEL,  OKLAHOMA  CITY,  OKLAHOMA 
CIURLIK,  THOMAS  P.,  CUDAHY,  WISCONSIN 
CLABES,  ROBERT  BRANDON,  MIDWEST  CITY,  OKLAHOMA 
CLADER,  KEVIN  RALPH,  MISSOULA,  MONTANA 
CLAFLIN,  JOHN  BRIGHAM,  EAST  HAMPTON,  NEW  YORK 
CLAGUE,  JAMES  0,  GRAND  FORKS,  NORTH  DAKOTA 
CLAGUE,  JOHN  D,  EUGENE,  OREGON 
CLAN,  LAWRENCE  WILLIAM,  LOUISVILLE,  KENTUCKY 
r^Sr!'  ^AR!=ES  MICHAEL.  WASHINGTON,  DISTRICT  OF  COLUMB 
^A^Y,„C0RNELIUS  PATRICK,  JR,  NEW  YORK,  NEW  YORK 
CLAPP,  BILL  S,  LOS  ANGELES,  CALIFORNIA 
CLAPP,  RUSSELL  0.,  GREENCASTLE,  INDIANA 
CLAPPER,  ROBERT  A.,  LAKE  GENEVA,  WISCONSIN 
CLARK,  ADDISON  HODGES,  JR,  KALISPELL,  MONTANA 
ALAN  RAY,  LAKEHOOD,  OHIO 
ALLEN  A,  VINCENNES,  INDIANA 
BERNARD  J.,  RIVERSIDE,  CALIFORNIA 
CHARLES  EDHARD,  ESSEX,  ENGLAND 
CHARLES  RICKY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CHRISTOPHER  CANISIUS,  BUFFALO,  NEW  YORK 
DANNY  MARK,  WARREN,  MICHIGAN 
.  DAVID  BAIRD,  FINDLAY,  OHIO 
CLARK,  DAVID  JOHN,  LAKELAND,  FLORIDA 
CLARK,  DENNIS  EVERETT,  SANTA  CRUZ,  CALIFORNIA 
DENNIS  MICHAEL,  QUANTICO,  VIRGINIA 
DON  HALTER,  PORTSMOUTH,  NEW  HAMPSHIRE 
E.  P.,  JEFFERSON  CITY,  MISSOURI 
ED  J.,  NICHOLS  HILLS,  OKLAHOMA 
EDHIN  L.,  ALBANY,  NEW  YORK 
FLOYD  G..  JR.,  RICHMOND,  VIRGINIA 
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CLARK,  GREGORY  DEAN,  SAN  DIEGO^  CALIFORNIA 
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CLARK,  GREGORY  EUGENE,  PORTLAND,  OREGON 
CLARK,  GREGORY  WAYNE,  MARBLE  FALLS,  TEXAS 
HERMAN  MARK,  GRAND  BLANC,  MICHIGAN 
HERMAN  WARREN,  SAN  FRANCISCO,  CALIFORNIA 
JAMES  A,  BURLINGAME,  CALIFORNIA 
JAMES  A.,  SKOKIE,  ILLINOIS 
JAMES  A.,  BUTTE,  MONTANA 
JAMES  J.,  LAS  VEGAS,  NEVADA 
JAMES  L.,  LEMOYNE,  PENNSYLVANIA 
JAMES  SCOTT,  FRANKFORT,  KENTUCKY 
JIMMY  FRANK,  HOOVER,  ALABAMA 
JOHN  CARL,  OKLAHOMA  CITY,  OKLAHOMA 
JOHN  J,  JR,  PHILADELPHIA,  PENNSYLVANIA 
JOSEPH  J,  MINEOLA,  NEW  YORK 
JOSEPH  V,  EL  PASO,  TEXAS 
LARRY  JAMES,  FONTANA,  CALIFORNIA 
LEROY,  LOCKLAND,  OHIO 
LESTER  D.,  MENASHA,  WISCONSIN 
LOREN  COLLIER,  LA  GRANGE,  ILLINOIS 
LOUIS  J.,  NEW  PHILADELPHIA,  OHIO 
LOUIS  W.,  JASPER,  ALABAMA 
MARK  ALAN,  SOUTH  PORTLAND,  MAINE 
NATHANIEL,  PINE  BLUFF,  ARKANSAS 
PAUL  EDWIN,  SR,  PORTSMOUTH,  VIRGINIA 
RAYMON  ALEXANDER,  JR,  STATESBORO,  GEORGIA 
RAYMOND  V.,  CASPER,  WYOMING 
RICHARD  EUGENE,  EULESS,  TEXAS 
RICHARD  G.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  RUSSELL,  PUYALLUP,  WASHINGTON 
RITA  GERTRUDE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  EUGENE,  LIVONIA,  MICHIGAN 
ROBERT  L,  JOHNSON  CITY,  NEH  YORK 
ROBERT  M,  DES  PLAINES,  ILLINOIS 
ROBERT  WILLIAM,  RICHMOND,  VIRGINIA 
RONALD  LEE,  TITUSVILLE,  FLORIDA 
STANLEY  EDWARD,  III,  TYLER,  TEXAS 
STEPHEN  A,  JR,  HELLS,  MAINE 
,  STEPHEN  MICHAEL,  NEWINGTON,  CONNECTICUT 
CLARK,  STEVE  MARLIN,  SPRINGDALE,  ARKANSAS 
CLARK,  STEVEN  CARROLL,  FREMONT,  CALIFORNIA 
THOMAS  ALEXANDER,  RICHMOND,  VIRGINIA 
THOMAS  F.,  HOUSTON,  TEXAS 
THOMAS  LARUE,  JUNCTION  CITY,  KANSAS 
TOMMY  MONROE,  HANFORD,  CALIFORNIA 
.  WALTER  DUANE,  SR,  NORMAL,  ILLINOIS 
CLARK,  WALTER  J,  PROVIDENCE,  RHODE  ISLAND 
CLARK,  WILLIAM  ABRAM,  TALLAHASSEE,  FLORIDA 

WILLIAM  FRANCIS,  SPRINGFIELD,  PENNSYLVANIA 
WILLIAM  MICHAEL,  NIAGARA  FALLS,  NEW  YORK 
WILLIAM  R.,  HOPE,  ARKANSAS 
ZANE  DALE,  MODESTO,  CALIFORNIA 
FREDERICK  E,  JR,  BANGOR,  MAINE 
JAMES  GARRISON,  NEH  YORK,  NEW  YORK 
JOSEPH  C,  NASSAU,  BAHAMAS 
KEVIN  ROBERT,  FORT  MC  CLELLAN,  ALABAMA 
MICHAEL  J.,  JACKSONVILLE,  NORTH  CAROLINA 
NIGEL  TREVOR,  NORTHAMPTONSHIRE,  ENGLAND 
.  RICHARD  P,  GROSSE  POINTE  WOODS,  MICHIGAN 
CLARKE,  THOMAS  JOSEPH,  NEW  YORK,  NEW  YORK 
CLARKE,  THOMAS  PEIRCE,  CULPEPER,  VIRGINIA 
CLARKE,  WILBUR  R.,  HOPEWELL,  VIRGINIA 
CLARKSON,  GORDON  S,  NEW  BEDFORD,  MASSACHUSETTS 
CLAUSEN,  KEITH  CLIFFORD,  LAKEPORT,  CALIFORNIA 
CLAUSER,  FREDERICK  JOSEPH,  WILMETTE,  ILLINOIS 
CLAUSSEN,  RIECKE  EDWARD,  GRAND  JUNCTION,  COLORADO 
CLAVERIE,  AUGUST  L.,  JR.,  GRETNA,  LOUISIANA 
CLAWGES,  ELMER  PAUL,  WARMINSTER,  PENNSYLVANIA 
CLAWSON,  CYNTHIA  SULLIVAN,  HOUSTON,  TEXAS 
CLAWSON,  MICHAEL  JOHN,  ALVIN,  TEXAS 
CLAWSON,  ROBERT  BRUCE,  WALL  TWP,  NEW  JERSEY 
CLAXTON,  WILLIAM  E.,  JR,  CASPER,  WYOMING 
CLAYBON,  JOSEPH,  HENDERSONVILLE,  TENNESSEE 
CLAYBROOK,  JAMES  OSCAR,  ALEXANDER  CITY,  ALABAMA 
CLAYTON,  CHARLES  W. ,  DURHAM,  NORTH  CAROLINA 
CLAYTON,  ELVIN  D. ,  WAYNE,  PENNSYLVANIA 
CLAYTON,  ERNEST  EARL,  JR,  WAYCROSS,  GEORGIA 
CLAYTON,  GEORGE  L.,  BURLINGTON,  NEW  JERSEY 
CLAYTON,  GEORGE,  JR.,  RED  BANK,  NEW  JERSEY 
HOMER  LEE,  SHAWNEE,  KANSAS 
JACKIE  MADISON,  TUPELO,  MISSISSIPPI 
KEVIN  CURTIS,  CORDOVA,  ALASKA 
ROBERT  FRANCIS,  MIDDLETOWN,  CONNECTICUT 
.  ROBERT  M,  RED  BANK,  NEW  JERSEY 
CLAYTON,  THOMAS  LEON,  DALLAS,  TEXAS 
CLAYTON,  WAYNE  CHARLES,  EL  MONTE,  CALIFORNIA 
CLAYTOR,  DANIEL  LEE,  HARRISONBURG,  VIRGINIA 
CLAYTOR,  RAYMOND  E.,  RICHMOND,  VIRGINIA 
CLEARY,  EDWARD  GEORGE,  PHILADELPHIA,  PENNSYLVANIA 
CLEARY,  VINCENT  W. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CLEAVES,  CHARLES  T,  MEMPHIS,  TENNESSEE 
CLEERE,  MICHAEL  KEVIN,  WATERLOO,  NEW  YORK 
CLELAND,  FREDERICK  JAMES,  STERLING  HEIGHTS,  MICHIGAN 
CLEM,  JAMES  EUGENE,  TAMPA,  FLORIDA 
CLEMEN,  LAWRENCE,  FORT  COLLINS,  COLORADO 
CLEMENS,  LEON  JOHN,  DES  MOINES,  IOHA 
CLEMENS,  RICHARD  F,  JR,  WETHERSFIELD,  CONNECTICUT 
TERRY  DUANE,  BEDFORD,  PENNSYLVANIA 
FREDERICK  WILLIAM,  CROWLEY,  LOUISIANA 
JEAN  LEON,  LUXEMBOURG,  LUXEMBOURG 
RICHARD  C,  TOMS  RIVER,  NEH  JERSEY 
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CLEMENTI,  JAMES  DEAN  -  COLLIER,  RAYMOND  WAYNE 
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CLEMENTI,  JAMES  DEAN,  PUEBLO,  COLORADO 
CLEMENTS,  CHARLES  BRUCE,  JR,  WASHINGTON,  DISTRICT  OF  CO 
CLEMENTS,  EARNEST  R,  RICHMOND,  CALIFORNIA 
CLEMENTS,  JAN  EVAN,  EUGENE,  OREGON 
CLEMENTS,  MELVIN  NEHELL,  ASHLAND,  OREGON 
CLEMENTS,  ROBERT  CHARLES,  ANNISTON,  ALABAMA 
CLEMENTS,  ROBERT  ELLIOTT,  BAKERSFIELD,  CALIFORNIA 
CLEMENTS,  WILLIAM  H,  BRUNSWICK,  GEORGIA 
CLEMENTS,  WILLIS  LEON,  FORT  RILEY,  KANSAS 
CLEMMENT,  DAVID  NORMAN,  WAUSAU,  WISCONSIN 
CLEMSON,  ANDREW  G,  STATE  COLLEGE,  PENNSYLVANIA 
CLENDENING,  GARY  D,  BLOOMINGTON,  INDIANA 
CLESTER,  ROBERT  R. ,  TOPEKA,  KANSAS 
CLEVELAND,  ORVILLE  LEANDER,  MANCHESTER,  CONNECTICUT 
CLEVELAND,  WAYNE  EUGENE,  ROCKVILLE,  MARYLAND 
CLIFFORD,  ARTHUR  FRANKLIN,  KIRKLAND,  WASHINGTON 
CLIFFORD,  CARL  N,  DAYTONA  BEACH,  FLORIDA 
CLIFFORD,  CHARLES  EDISON,  GEORGE  TOWN,  CAYMAN  ISLANDS 
CLIFFORD,  WILLIAM  M. ,  ST.  LOUIS,  MISSOURI 
CLIFT,  DONNA  MEREDITH,  KNOXVILLE,  TENNESSEE 
CLIFT,  MARION  RAY,  HUNTSVILLE,  ALABAMA 
CLIFT,  RAYMOND  ESTEL,  CINCINNATI,  OHIO 
CLIFTON,  CHARLES  MICHAEL,  FORT  MYERS,  FLORIDA 
DENNIS  GENE,  LIVINGSTON,  TEXAS 
FRANKLIN  WALLACE,  BIRMINGHAM,  ALABAMA 
RAYBORN  S,  JR,  HAVELOCK,  NORTH  CAROLINA 
ROBERT  F,  ATLANTIC  CITY,  NEH  JERSEY 
CLINCHARD,  EDWARD  F,  JR,  GRAND  ISLAND,  NEBRASKA 
CLINE,  GARY  CHARLES,  DILLON,  COLORADO 
CLINE,  HAROLD  J,  SR,  PITTSBURGH,  PENNSYLVANIA 
JAMES  L,  LOS  ANGELES,  CALIFORNIA 
JAMES  RONALD,  TEMPLE,  TEXAS 
JOHN  JAER,  SAN  DIEGO,  CALIFORNIA 
RALPH  H,  FRANKFORT,  KENTUCKY 
ROBERT  J,  INDIANAPOLIS,  INDIANA 
CLINKENBEARD,  BOBBY  C,  LINCOLN,  NEBRASKA 
CLINTON,  RICHARD  DE,  GERMANTOWN,  TENNESSEE 
CLISHAM,  JOHN  ELHOOD,  CHICAGO,  ILLINOIS 
CLITES,  THEODORE  E.,  JOHNSTOWN,  PENNSYLVANIA 
CLONINGER,  GERALD  WAYNE,  EDWARDSVILLE,  ILLINOIS 
CLOOKIE,  WOODROW  FRANKLIN,  ANNAPOLIS,  MARYLAND 
CLOONAN,  MICHAEL  PAUL,  READING,  MASSACHUSETTS 
CLOSNER,  WILLIAM  R,  OLYMPIA,  WASHINGTON 
CLOUD,  CARL  HARRISON,  OKLAHOMA  CITY,  OKLAHOMA 
CLOUETTE,  FORREST  EUGENE,  AMARILLO,  TEXAS 
CLOUGH,  ROY  S,  NEWARK,  DELAWARE 
CLOUSE,  DAVID  LEWIS,  HELENA,  MONTANA 

CLOUTIER,  DAVE  FREDERICK,  JR,  GOLDSBORO,  NORTH  CAROLINA 
CLOVER,  PETER  JOHN,  GREEN  BAY,  WISCONSIN 
CLOWER,  FLOYD  L,  PHOENIX,  ARIZONA 
CLOHER,  JOHN  T,  III,  DECATUR,  GEORGIA 
CLUGSTON,  ROY  L,  JR,  TULSA,  OKLAHOMA 
CLUNEY,  JOHN  COAQUIEN,  IV,  WAILUKU,  MAUI,  HAWAII 
CLYBURN,  LOUIS  S.,  CAMDEN,  SOUTH  CAROLINA 
CLYDE,  ORVIE  H. ,  HANFORD,  CALIFORNIA 
COAKLEY,  RAYMOND  F.,  PITTSFIELD,  MASSACHUSETTS 
COAKLEY,  ROY  WILLIAM,  NEW  YORK,  NEW  YORK 
COALE,  JAMES  S,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
COATES,  JOSEPH  WILLIAM,  PALMYRA,  VIRGINIA 
COATS,  FREEMAN  W. ,  SAGINAW,  MICHIGAN 
COATS,  JAMES  FRANKLIN,  LARGO,  FLORIDA 
COBB,  CHARLES  T,  BOSTON,  MASSACHUSETTS 
COBB,  DONALD  JR.,  RICHMOND,  VIRGINIA 
COBB,  GARDNER  L,  ANCHORAGE,  ALASKA 
COBB,  JAMES  R.,  JR.,  ROCKVILLE,  MARYLAND 
COBB,  NORMAN  KELLY,  YORK,  NEBRASKA 
COBB,  RANDY  EUGENE,  JONESBORO,  GEORGIA 
COBB,  ROBERT  T.,  FURLONG,  PENNSYLVANIA 
COBB,  YATES  ALEXANDER,  MORGANTON,  NORTH  CAROLINA 
COCHRAN,  CHARLES  DWIGHT,  SHELBY,  NORTH  CAROLINA 
COCHRAN,  CHARLES  W,  GREENVILLE,  MISSISSIPPI 
COCHRAN,  DANNY  LEE,  OKLAHOMA  CITY,  OKLAHOMA 
COCHRAN,  GARY  PATRICK,  BAYTOWN,  TEXAS 
COCHRAN,  GEORGE  W. ,  KETTERING,  OHIO 
COCHRAN,  SAMUEL  MARTIN,  MOBILE,  ALABAMA 
COCHRAN,  TERRY  ALLEN,  COLLIERVILLE,  TENNESSEE 
COCHRAN,  WILLIAM  J,  LANSING,  MICHIGAN 
COCHRAN,  WILLIAM  RAYMOND,  SUFFOLK,  VIRGINIA 
COCHRANE,  ROBERT  RAYMOND,  BOSTON,  MASSACHUSETTS 
COCHRANE,  HILLIAM  H,  JR,  DELRAY  BEACH,  FLORIDA 
COCKE,  B.  WARREN,  SAN  BERNARDINO,  CALIFORNIA 
COCKER,  DAVID  FRANK,  BIRMINGHAM,  ENGLAND 
COCKERHAM,  BRUCE  EUGENE,  WALNUT  CREEK,  CALIFORNIA 
COCKETT,  SHANNON  PUALANI,  WASHINGTON,  DISTRICT  OF  COLUM 
COCKLIN,  MICHAEL  LEWIS,  ST  HELENS,  OREGON 
COCKRELL,  DAVID  MICHAEL,  MUSTANG,  OKLAHOMA 
COCKRELL,  JAMES  ENSER,  ANCHORAGE,  ALASKA 
CODDING,  JAMES  WILLIAM,  III,  IDAHO  FALLS,  IDAHO 
CODERONI,  GARY  RUDOLPH,  MUSCATINE,  IOWA 
CODIGLIA,  JOHN  PAUL,  NEW  YORK,  NEW  YORK 
CODY,  HOWARD  EUGENE,  JR,  MONTGOMERY,  ALABAMA 
COE,  THOMAS  R,  JR,  TALLAHASSEE,  FLORIDA 
COE,  WILLIAM,  NATRONA  HEIGHTS,  PENNSYLVANIA 
COEN,  CHARLES  B.,  EAST  LIVERPOOL,  OHIO 
COFFELT,  FORREST  E.,  WICHITA,  KANSAS 
COFFELT,  KELLY  H. ,  FAIRFAX,  VIRGINIA 
COFFELT,  NORMAN  L,  PONCA  CITY,  OKLAHOMA 
COFFEY,  ARTHUR  R,  ST.  LOUIS,  MISSOURI 
COFFEY,  FRED  JAMES,  CHICAGO,  ILLINOIS 
COFFEY,  JEFFREY  KEENER,  KNOXVILLE,  TENNESSEE 
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tt   COFFIEY,  CHARLES,  NEWARK,  DELAWARE 
tt   COFFIN,  EDGAR  D. ,  VERONA,  NEW  JERSEY 
tt   COFFMAN,  CARL  L.,  HUNTINGTON,  WEST  VIRGINIA 
COFFMAN,  JAMES  ANTHONY,  PALO  ALTO,  CALIFORNIA 

*  COFIELD,  GENE,  BALBOA  HEIGHTS,  CANAL  ZONE 
tt   COGAR,  DAVID  LEWIS,  ATHENS,  OHIO 

COGBILL,  WILLIAM  PHILIP,  SANTA  ROSA,  CALIFORNIA 

COGSWELL,  CHARLES  HOYT,  ALEXANDRIA,  VIRGINIA 

COHEN,  IRA  JESSE,  BATH,  MAINE 

COHEN,  MICHAEL  HERBERT,  HOWELL  TWP,  NEW  JERSEY 

COHENS,  ODELL,  NEW  HAVEN,  CONNECTICUT 

COHN,  RUTH  CATHERINE,  HOUSTON,  TEXAS 

COIL,  LESTER  ALLEN,  JR,  LOS  ANGELES,  CALIFORNIA 

COILE,  LEONARD  REX,  FAIRBANKS,  ALASKA 

COKER,  GLENN  0.,  Ill,  CLARKSDALE,  MISSISSIPPI 

COKER,  JAMES  R.,  KNOXVILLE,  TENNESSEE 

COLALUCA,  DANTE  G. ,  ALIQUIPPA,  PENNSYLVANIA 

COLANGELO,  PETER  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

COLANGELO,  ROBERT  ROY,  PARK  RIDGE,  ILLINOIS 

COLANTONIO,  STEPHEN  JOSEPH,  NEW  CITY,  NEW  YORK 

COLARULO,  WILLIAM  ANTHONY,  PHILADELPHIA,  PENNSYLVANIA 

COLBERT,  DAVID  EDWARD,  HAMMOND,  INDIANA 

COLBERT,  EUGENE  WENDELL,  NORFOLK,  VIRGINIA 

*  COLBY,  KENNETH  WINTER,  LOS  ANGELES,  CALIFORNIA 
tt   COLE,  ALLEN  WARD,  III,  LAWRENCE,  MASSACHUSETTS 

*  COLE,  CARL  WILLIAM,  NORTH  PLATTE,  NEBRASKA 
COLE,  DAVID  KIERON,  YAPHANK,  NEW  YORK 

tt   COLE,  DELBERT  RICHARD,  PETALUMA,  CALIFORNIA 
COLE,  DENNIS  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
COLE,  EDDIE  S,  NASHVILLE,  TENNESSEE 
COLE,  GARY  RUSSELL,  BRATTLEBORO,  VERMONT 

tt   COLE,  GWIN,  JACKSON,  MISSISSIPPI 

tt   COLE,  HARRY  PHILLIP,  SHOREWOOD,  WISCONSIN 
COLE,  JAMES  EDWARD,  LOS  ANGELES,  CALIFORNIA 
COLE,  JAMES  N.,  KANSAS  CITY,  MISSOURI 
COLE,  JEROLD  OLEN,  CHARLESTON,  WEST  VIRGINIA 
COLE,  KENNETH  DOUGLAS,  MONROEVILLE,  PENNSYLVANIA 

tt   COLE,  LEROY  G,  FARIBAULT,  MINNESOTA 
COLE,  LESLIE  C,  NEW  YORK,  NEW  YORK 
COLE,  MARTIN  RUSSELL,  JR,  SANFORD,  NORTH  CAROLINA 

*  COLE,  MARVIN  J.,  ROGERS,  ARKANSAS 

*  COLE,  RAYMOND  S.,  ARLINGTON,  VIRGINIA 
COLE,  ROBERT  ALLAN,  NEW  CANAAN,  CONNECTICUT 

*  COLE,  ROBERT  ALLEN,  ANAHUAC,  TEXAS 
tt   COLE,  ROBERT  L.,  BRONXVILLE,  NEW  YORK 

COLE,  ROBERT  MICHAEL,  LAS  CRUCES,  NEW  MEXICO 

COLE,  RONALD  HENRY,  WATERTOWN,  NEW  YORK 
tt   COLE,  SIDNEY  L,  MEMPHIS,  TENNESSEE 

COLE,  WILLIAM  ALLEN,  STARKVILLE,  MISSISSIPPI 
tt   COLEMAN,  ASTON  M.,  MONROVIA,  LIBERIA 

COLEMAN,  BRACY  HARRIS,  JACKSON,  MISSISSIPPI 
tt   COLEMAN,  CHARLES  E.,  NEW  YORK,  NEW  YORK 

COLEMAN,  CHARLES  J.,  KNOXVILLE,  TENNESSEE 

COLEMAN,  CLARK  WILLIAM,  JR,  LAS  VEGAS,  NEVADA 

COLEMAN,  CLAUDE  M. ,  NEWARK,  NEW  JERSEY 

COLEMAN,  DAVID  ALLEN,  SR,  FORT  WAYNE,  INDIANA 

*  COLEMAN,  DAVID  E,  BATON  ROUGE,  LOUISIANA 
tt   COLEMAN,  EARL  W. ,  PLACENTIA,  CALIFORNIA 

*  COLEMAN,  EDWIN  B,  CORINTH,  MISSISSIPPI 
tt   COLEMAN,  ERNEST  G.,  SHAWNEE,  OKLAHOMA 

COLEMAN,  GEORGE  MARCUS,  ATLANTA,  GEORGIA 
tt   COLEMAN,  GERARD  A,  LARGO,  FLORIDA 

COLEMAN,  GREGORY  ALLEN,  FRESNO,  CALIFORNIA 

COLEMAN,  GREGORY  PAUL,  NEW  YORK,  NEW  YORK 

COLEMAN,  HALL  DAVIS,  YAPHANK,  NEW  YORK 
tt   COLEMAN,  JACK,  WAUSAU,  WISCONSIN 

COLEMAN,  KERRY  TODD,  SCOTT  AFB,  ILLINOIS 
tt   COLEMAN,  MELVIN  G,  ORLANDO,  FLORIDA 

COLEMAN,  RICHARD  C,  ATLANTA,  GEORGIA 

*  COLEMAN,  RONALD  N,  PEARLAND,  TEXAS 
COLEMAN,  RONALD  WILLIAM,  CARTERSVILLE,  GEORGIA 
COLEMAN,  ROY  CLIFTON,  MEMPHIS,  TENNESSEE 
COLEMAN,  TRAVIS  HAROLD,  SHREVEPORT,  LOUISIANA 

tt   COLEMAN,  WILLIAM  EDWARD,  III,  LAWRENCEBURG,  TENNESSEE 
tt   COLEMAN,  WILLIAM  EDWARD,  JR.,  NASHVILLE,  TENNESSEE 
COLEMAN,  WILLIAM  H. ,  LINCOLN,  NEBRASKA 
COLEMAN,  WILLIE  ROYE,  JR,  ALBANY,  GEORGIA 
tt   COLETTA,  JOHN  A,  MEMPHIS,  TENNESSEE 

COLETTA,  JOHN  DANIEL,  III,  CINCINNATI,  OHIO 
COLEY,  ROY  LEE,  CONCORD,  NORTH  CAROLINA 
COLGAN,  KEVIN  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
COLGAN,  RAYMOND  THOMAS,  SR,  PRINCE  WILLIAM,  VIRGINIA 
COLGATE,  JOHN  MICHAEL,  BUTLER,  INDIANA 
COLLADO-NEGRON,  MANUEL,  MAYAGUEZ,  PUERTO  RICO 
COLLARD,  WILLIAM  0.,  BOUNTIFUL,  UTAH 
tt   COLLAZO  TORRES,  JORGE  L,  SAN  JUAN,  PUERTO  RICO 
tt   COLLEGE,  FRANKLIN  H,  JR,  MONMOUTH  JUNCTION,  NEW  JERSEY 
COLLETT,  ASHER,  JR,  HAMILTON,  OHIO 
COLLETT,  DANIEL  HAL,  PARKER,  ARIZONA 

*  COLLEY,  JOHNNY  M. ,  KINGSPORT,  TENNESSEE 
COLLIER,  BRENT  WILLIAM,  MILWAUKIE,  OREGON 
COLLIER,  HARRY  LEE,  JR,  MILLERSVILLE,  MARYLAND 

tt   COLLIER,  HENRY  C,  JR,  NORFOLK,  VIRGINIA 
COLLIER,  JAMES  ROBERT,  DENVER,  COLORADO 
COLLIER,  JOHN  STANTON,  DOTHAN,  ALABAMA 
COLLIER,  JOHNNY  FRANKLIN,  BROKEN  ARROW,  OKLAHOMA 
COLLIER,  KENNETH  DWIGHT,  DECATUR,  ALABAMA 
COLLIER,  LINDA  MARIE,  BAY  CITY,  MICHIGAN 
COLLIER,  OTIS  DON,  ALBANY,  GEORGIA 
COLLIER,  RAYMOND  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
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COLLIGAN,  BERNARD  A,  BOTHELL,  WASHINGTON 
COLLINS,  ALLEN  JOE,  OKLAHOMA  CITY,  OKLAHOMA 
COLLINS,  BARTON  L.,  SAN  JOSE,  CALIFORNIA 
COLLINS,  BILLIE  K,  FORT  MEADE,  MARYLAND 
COLLINS,  BOBBY  JOEL,  HILLSBOROUGH,  NORTH  CAROLINA 
COLLINS,  CLAIR  R. ,  BLOOMSBURG,  PENNSYLVANIA 
COLLINS,  CLAUDE,  BARBERTON,  OHIO 
COLLINS,  CLYDE  FRANKLIN,  COLUMBIA,  SOUTH  CAROLINA 
COLLINS,  DANIEL  J.,  PHILADELPHIA,  PENNSYLVANIA 
COLLINS,  DELMA  GRADY,  JACKSONVILLE,  NORTH  CAROLINA 
COLLINS,  DENNIS  FRANCIS,  CHICAGO,  ILLINOIS 
COLLINS,  DONAL  JOSEPH,  LANGLEY  AFB,  VIRGINIA 
COLLINS,  EDHARD  J.,  PROVIDENCE,  RHODE  ISLAND 
COLLINS,  ELLIS  JAMES,  HEIDELBURG,  FEDERAL  REPUBLIC  OF  G 
COLLINS,  GEORGE  EDWARD,  CONCORD,  CALIFORNIA 
COLLINS,  HARRY  ALAN,  ELY,  NEVADA 
COLLINS,  HERBERT  J,  PAWTUCKET,  RHODE  ISLAND 
COLLINS,  JAMES  ALLEN,  PECOS,  TEXAS 
COLLINS,  JAMES  DUANE,  KILLEN,  ALABAMA 
COLLINS,  JAMES  WILLIAM,  HAMILTON,  NEW  JERSEY 
COLLINS,  JAY  DEE,  MIDWEST  CITY,  OKLAHOMA 
COLLINS,  JOE  MICHAEL,  WENATCHEE,  WASHINGTON 
COLLINS,  JOHN  F.,  ROME,  GEORGIA 
COLLINS,  JOHN  JAMES,  BALTIMORE,  MARYLAND 
COLLINS,  JOSEPH  J.,  RICHMOND  HEIGHTS,  OHIO 
COLLINS,  KENNETH  EUGENE,  FORT  LAUDERDALE,  FLORIDA 
COLLINS,  KENNETH  VICTOR,  MAPLEWOOD,  MINNESOTA 
COLLINS,  LLOYD  TINSLEY,  SOUTH  LYON,  MICHIGAN 
COLLINS,  MAURICE  D,  SUMTER,  SOUTH  CAROLINA 
COLLINS,  MURLIN  H. ,  HOULTON,  MAINE 
COLLINS,  PAUL  FRANCIS,  MILWAUKEE,  WISCONSIN 
COLLINS,  RAYFORD  JAMES,  ATLANTA,  GEORGIA 
COLLINS,  RICKY  LEE,  JACKSON,  TENNESSEE 
COLLINS,  ROBERT  MAHAN,  ALBUQUERQUE,  NEW  MEXICO 
COLLINS,  RONALD  BARTLEY,  BALTIMORE,  MARYLAND 
COLLINS,  RONALD  EDWARD,  TORONTO,  CANADA 
COLLINS,  SAMUEL  LEE,  TITUSVILLE,  FLORIDA 
COLLINS,  TERRENCE  BRYNING,  ADRIAN,  MICHIGAN 
COLLINS,  THOMAS  FRANCIS,  SPRINGFIELD,  MASSACHUSETTS 
COLLINS,  TIMOTHY  DANIEL,  FERNDALE,  MICHIGAN 
COLLINS,  TIMOTHY  FRANCIS,  INDIANAPOLIS,  INDIANA 
COLLINS,  VICTOR  SYLVESTER,  SALINAS,  CALIFORNIA 
98  #  COLLINS,  WILLIAM  R,  LIVONIA,  MICHIGAN 
142  #  COLLINS,  WILLIAM  ROBERT,  GOOD  HOPE,  ILLINOIS 

COLLINS,  YOLANDA  LILLIAN  M,  SAN  DIEGO,  CALIFORNIA 
COLLIS,  JAMES  MICHAEL,  CALDWELL,  NEW  JERSEY 
U   COLLIS,  WILLIAM  GERARD,  PELHAM,  NEW  HAMPSHIRE 
COLLYMORE,  JOHN  CAMERON,  BRIDGETOWN,  BARBADOS 

#  COLON,  ANTONIO,  NEW  YORK,  NEW  YORK 
COLON,  CARMELO,  SAN  JUAN,  PUERTO  RICO 
COLON,  EDGAR  A,  SAN  JUAN,  PUERTO  RICO 
COLON,  RUSTY  A,  HOPKINSVILLE,  KENTUCKY 
COLON,  SAMUEL  GERONIMO,  TUSTIN,  CALIFORNIA 
COLORADO,  ANGEL,  EL  PASO,  TEXAS 
COLSTON,  BRETT  WORLEY,  WAXAHACHIE,  TEXAS 

#  COLSTON,  WILLIAM  F,  MADERA,  CALIFORNIA 
COLTRAIN,  BILLY  JOE,  BREMERTON,  WASHINGTON 
COLUMBIA,  JOHN  ANTHONY,  YAPHANK,  NEW  YORK 

#  COLVARD,  PHILLIP  J.,  GREENSBORO,  NORTH  CAROLINA 

#  COLVARD,  TONY  DIXON,  HUDSON,  NORTH  CAROLINA 
COLVIN,  GEORGE  DANIEL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
COLVIN,  STEPHEN  FRANK,  ALAMEDA,  CALIFORNIA 
COLWELL,  HARRY  CASH,  JR,  MC  ALLEN,  TEXAS 
COLWELL,  JAMES  R.,  GARDEN  CITY,  KANSAS 
COLYER,  HOWARD  THOMAS,  JR,  LEON  VALLEY,  TEXAS 
COMBE,  CLARK  HERALD,  OGDEN,  UTAH 
COMBS,  EDWARD  L.,  DELANO,  CALIFORNIA 

#  COMBS,  JAMES  EDWARD,  FRANKFORT,  KENTUCKY 
COMBS,  KENNETH  W,  HUNTSVILLE,  ALABAMA 
COMBS,  LEONARD  RAY,  JR,  TURLOCK,  CALIFORNIA 
COMBS,  PAUL  WAYNE,  DEFIANCE,  OHIO 
COMBS,  RODNEY  LEN,  HARRISON,  ARKANSAS 
COMEAU,  LAWRENCE,  MINEOLA,  NEW  YORK 
COMER,  ANDY  BRUCE,  PIERRE.  SOUTH  DAKOTA 
COMER,  DANIEL  GAIL,  HARRISONBURG,  VIRGINIA 

104  #   COMERFORD,  RICHARD  M,  PROVIDENCE,  RHODE  ISLAND 
127   COMERS,  ROBERT  PAUL,  FAIRFIELD,  CONNECTICUT 
COMFORT,  STEVEN  LEE,  DEXTER,  MISSOURI 

#  COMISKEY,  JOHN  P.,  NEW  YORK,  NEW  YORK 

#  COMMINS,  LESTER  J.,  WYOMING,  OHIO 
COMMISKEY,  PATRICK  MARK,  INDIANAPOLIS,  INDIANA 
COMPAIN,  DARIO  ANGEL,  FORT  LEWIS,  WASHINGTON 
COMPARETTO,  JOHN  MARIO,  NEW  YORK,  NEW  YORK 
COMPASS,  EDWIN  PAUL,  III,  NEW  ORLEANS,  LOUISIANA 
COMPEAU,  MICHAEL  THOMAS,  FLINT,  MICHIGAN 

#  COMPERIATI,  JOSEPH  A.,  NEW  YORK,  NEW  YORK 
COMPITELLO,  THOMAS  P.,  YAPHANK,  NEW  YORK 
COMPSTON,  JOHN  JACOB,  JR,  DAYTON,  OHIO 
COMPTON,  CHARLES  R.,  JR,  SALEM,  VIRGINIA 

#  COMPTON,  HAROLD  L,  GREEN  BAY,  WISCONSIN 
COMPTON,  JERRY  DON,  MIDLAND,  TEXAS 

#  COMPTON,  ROGER  E,  DOWNERS  GROVE,  ILLINOIS 
COMRIE,  JAMES  KENNETH,  METAMORA,  ILLINOIS 

#  COMSTOCK,  RAYMOND  J,  NEW  ORLEANS,  LOUISIANA 
CONARD,  DENNIS  JOSEPH,  DAVENPORT,  IOWA 
CONAWAY,  EUGENE  R.,  CLARKSBURG,  WEST  VIRGINIA 

34  #  CONAWAY,  HERMAN  E.,  MONTEREY  PARK,  CALIFORNIA 
106  #  CONDIOTTI,  IRVING,  NEW  YORK,  NEW  YORK 
168   CONDON,  ELAINE  MARIE,  BOSTON,  MASSACHUSETTS 
181   CONDON,  GLENN  STEVEN,  NEW  YORK,  NEW  YORK 
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CONDON,  JAN  ELIZABETH,  NEWINGTON,  CONNECTICUT 

CONDON,  LARRY,  CEDAR  RAPIDS,  IOWA 

CONDON,  THOMAS  J.,  CEDAR  RAPIDS,  IOWA 

CONE,  WAYNE  B.,  ROCKY  MOUNTAIN  NATIONAL  PARK,  COLORADO 

CONEY,  FRANCIS  J.,  JR.,  NIAGARA  FALLS,  NEW  YORK 

CONEY,  JEROME  JOSEPH,  MIAMI,  FLORIDA 

CONEY,  THEDDIS  R,  HOUSTON,  TEXAS 

CONGDON,  JOSEPH  B.,  WAKEFIELD,  RHODE  ISLAND 

CONGER,  WILLIAM  0.,  LAS  VEGAS,  NEVADA 

CONINE,  BERNARD  DENNIS,  LOS  ANGELES,  CALIFORNIA 

CONJOUR,  FREDERIC  ANDRE,  WHITEHALL,  PENNSYLVANIA 

CONKEL,  SIDNEY  WILBUR,  ANKENY,  IOWA 

CONKLIN,  FRANCIS  B.,  WHITE  PLAINS,  NEW  YORK 

CONKLIN,  JAMES  ELBIE,  BURLINGTON,  NORTH  CAROLINA 

CONKLIN,  RICHARD  JAMES,  STAMFORD,  CONNECTICUT 

CONKLIN,  ROBERT  L,  FOREST  PARK,  ILLINOIS 

CONKHRIGHT,  ARTHUR  B,  FRANKFORT,  KENTUCKY 

CONLEE,  CHARLES  L.,  CORVALLIS,  OREGON 

CONLEE,  KENNETH  TOWSE,  LEE'S  SUMMIT,  MISSOURI 

CONLEY,  DORIS  MARGARET,  LINCOLN  CITY,  OREGON 

CONLEY,  ERBY  LEE,  ERIE,  PENNSYLVANIA 

CONLEY,  HAWTHORNE  NATHANIEL,  CARNEGIE,  PENNSYLVANIA 

124  #  CONLEY,  LYMAN  PAUL,  INDIANAPOLIS,  INDIANA 
142   CONLEY,  MICHAEL  THOMAS,  HILLSBORO,  OREGON 
128   CONLISK,  JAMES  B,  III,  CHICAGO,  ILLINOIS 
146   CONN,  DALE  ALAN,  VANCOUVER,  WASHINGTON 
120   CONN,  DONN  CARLOS,  FORT  MYERS,  FLORIDA 
149   CONN,  JIMMY  DALE,  TULLAHOMA,  TENNESSEE 
175   CONN,  ROGER  CARLYLE,  CARMEL,  INDIANA 

185   CONNALLY,  CHRISTOPHER  EDWARD,  PORTSMOUTH,  VIRGINIA 
53  *  CONNELL,  GEORGE  B.,  CORPUS  CHRISTI,  TEXAS 
168   CONNELL,  JOE  FRANK,  BRUNDIDGE,  ALABAMA 
140   CONNELL,  MICHAEL  DAVID,  SAN  DIEGO,  CALIFORNIA 
78  #  CONNELL,  PETER  G,  NEWARK,  NEW  JERSEY 

117  CONNELLY,  EDMUND  JAMES,  JR.,  FORT  LEAVENWORTH,  KANSAS 
112   CONNELLY,  JOHN  W,  TOPEKA,  KANSAS 

183   CONNELLY,  JOSEPH  CHRISTOPHER,  MAYS  LANDING,  NEW  JERSEY 

160   CONNELLY,  MICHAEL  TRACY,  NATIONAL  CITY,  CALIFORNIA 

172   CONNER,  BILL  J,  HAMMOND,  INDIANA 

142  #  CONNER,  CHARLES  LESLIE,  TUSCOLA,  ILLINOIS 

188   CONNER,  GREGORY  VERNON,  SAN  ANGELO,  TEXAS 

125  #  CONNER,  LESLEY  ALLEN,  SAN  DIEGO,  CALIFORNIA 

118  CONNER,  LESLIE  EARLE,  SUGAR  CREEK,  MISSOURI 
139   CONNER,  PAUL  NEWTON,  LAS  VEGAS,  NEVADA 

138   CONNER,  RONALD  PATRICK,  CHATTANOOGA,  TENNESSEE 
93  #  CONNERY,  WALTER  P,  NEW  YORK,  NEW  YORK 

119  CONNICK,  JOSEPH  VINCENT,  MOBILE,  ALABAMA 

167   CONNOLE,  ARTHUR  MCLAUGHLIN,  JR,  SALT  LAKE  CITY,  UTAH 
82  #  CONNOLE,  JAMES  W,  ESCONDIDO,  CALIFORNIA 
188   CONNOLLY,  ALEXANDER  MARTIN,  STUART,  FLORIDA 
93   CONNOLLY,  CHARLES  P,  NEW  YORK,  NEW  YORK 
187   CONNOLLY,  JAMES  LEE,  PRESTON,  MINNESOTA 
100  It   CONNOLLY,  JOHN  C,  WEST  CHESTER,  PENNSYLVANIA 
180   CONNOLLY,  JOHN  CHARLES,  RICHMOND  HEIGHTS,  MISSOURI 
115  #  CONNOLLY,  KEITH  E,  HENDERSONVILLE,  TENNESSEE 
CONNOLLY,  LAWRENCE  M. ,  CARMEL,  NEW  YORK 
CONNOLLY,  MICHAEL  PATRICK,  CHARLESTON,  SOUTH  CAROLINA 
CONNOLLY,  PAUL  JOSEPH,  COLTON,  CALIFORNIA 
CONNON,  CHARLES  DAVID,  AVONDALE,  PENNSYLVANIA 
CONNOR,  ALBERT  L,  CLEARWATER,  FLORIDA 
CONNOR,  CLAYTON  ALEX,  OMAHA,  NEBRASKA 
CONNOR,  JAMES  HENRY,  GREECE,  NEW  YORK 
CONNOR,  JOHN  BERNARD,  III,  BOCA  RATON,  FLORIDA 
CONNOR,  JOHN  C. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CONNOR,  WILLIAM  BENJAMIN,  I,  LANGLEY  AFB,  VIRGINIA 
CONNOR,  WILLIE  M,  DARLINGTON,  SOUTH  CAROLINA 
CONNORS,  JAMES  P,  ANACONDA,  MONTANA 
51  #  CONNORS,  JOHN  T.,  CHICAGO,  ILLINOIS 
70   CONNORS,  KEVIN  R.,  BUFFALO,  NEW  YORK 

#  CONNORS,  WILLIAM  R.,  WAKEFIELD,  MASSACHUSETTS 

#  CONOVER,  A.  VERNER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CONRAD,  MICHAEL  KENT,  STAYTON,  OREGON 
CONRAD,  STEVEN  MYERS,  LOUISVILLE,  KENTUCKY 
CONRAD,  SYLVESTER,  MIDDLESEX,  NEW  JERSEY 
CONRAD,  WALTER  ARTHUR,  JR,  CHICAGO,  ILLINOIS 
CONRADS,  GEORGE  DAVIDSON,  CHATHAM  TWP,  NEW  JERSEY 

tf   CONRADY,  RICHARD  PAUL,  KEY  WEST,  FLORIDA 

#  CONROY,  HARRY  WILLIAM,  UNIVERSITY  CITY,  MISSOURI 

#  CONROY,  RICHARD  JOSEPH,  ST  CLOUD,  FLORIDA 
CONROY,  STEVE  EVAN,  JR,  HOUSTON,  TEXAS 
CONROY,  WILLIAM  P.,  NEW  YORK,  NEW  YORK 
CONRY,  CAROL  ANN,  CLEARWATER,  FLORIDA 
CONRY,  JOHN  JOSEPH,  JR,  BURLINGTON,  VERMONT 
CONSIDINE,  JOHN  T,  STAMFORD,  CONNECTICUT 

#  CONSIDINE,  MARSHALL  I.,  CHICAGO,  ILLINOIS 

#  CONSTABLE,  GERALD  L.,  SANTA  MONICA,  CALIFORNIA 

#  CONSTANTINE,  MARLIN  EDGAR,  PHOENIX,  ARIZONA 
CONSTANTINE,  THOMAS  PATRICK,  NISKAYUNA,  NEW  YORK 
CONSTANTINO,  PAUL  CAMERON,  STERLING,  MASSACHUSETTS 
CONTI,  JOHN  ANTHONY,  JAMESTOWN,  NEW  YORK 
CONTRANCHIS,  CARL  NICK,  SR,  GRETNA,  LOUISIANA 
CONTRERA  CUBA,  PEDRO,  ASUNCION,  PARAGUAY 
CONTROVILLAS,  WILLIAM  J,  JR,  NEWINGTON,  CONNECTICUT 
CONVERSE,  PAUL  WILLIAM,  ELKHART,  INDIANA 
CONVERY,  JAMES  HYLAND,  TRENTON,  NEW  JERSEY 
CONVERY,  MICHAEL  JAMES,  MOUNT  CLEMENS,  MICHIGAN 
CONWAY,  ALLEN  L.,  JR.,  MADERA,  CALIFORNIA 
CONWAY,  BILLY  RAY,  BELTON,  TEXAS 
CONWAY,  FRED  ARTHUR,  MESA,  ARIZONA 
CONWAY,  GERALD  TRAVERS,  JR,  NEWARK,  DELAWARE 


108 
139 
121 
165 

56 
121 
121 
122 

94 
145 

90 
113 


77 
72 
190 
179 
106 
141 
135 
124 
8 
150 
187 
116 
168 
138 
95 
98 
49 
44 
191 
195 
177 
173 
187 
123 
163 
158 
187 
114 
128 
136 
170 
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CONHAY,  MICHAEL  JAMES  -  COSTA,  GEORGE  G 


135 
189 
108 
104 
113 
131 
134 
194 
152 
191 
93 
72 

106 

177 
91 

158 

180 

159 

188 

109 

152 

165 

123 

132 

128 

169 

161 

139 
82  tt 

149 

174 

103  * 

103  0 

132 

115  0 
133 

116  tt 
73 

131 
170 
177 
51  tt 
174 
181 
122 
101 
150 
178 
174 
131  tt 
159 
74 
159 
177 
107  tt 
133 
72  * 
119 
78  » 
49  » 
106 
135 
91  / 
182 
30  / 
144 
142 
33  ) 
83  l 
169  , 
140 
132 
109 
111 
165 
119 
178 
150 
139 
119 
96 
165 
182 
104 
136 
159 
93 
148 
160 
188 
108 
107 
188 
90 
193 
86 
176 
165 
131 
171 


CONWAY, 
CONHAY, 
CONWAY, 
CONHAY, 
CONHAY, 
CONHAY, 
CONHAY, 
CONYERS 
COOK 
COOK 
COOK 
COOK 
COOK 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
I  COOK, 
COOK, 
I  COOK, 
COOK, 
(  COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
t   COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 


MICHAEL  JAMES,  FORT  HUACHUCA,  ARIZONA 
MICHAEL  PATRICK,  HASHINGTON,  DISTRICT  OF  COLUMB 
RONALD  N,  SAN  JOSE,  CALIFORNIA 
ROY  L.,  VALLEJO,  CALIFORNIA 
TERRENCE  R. ,  RACINE,  HISCONSIN 
THOMAS  PAUL,  SPRINGFIELD,  ILLINOIS 
HILLIAM  ERVIN,  JR,  LANCASTER,  PENNSYLVANIA 
ALEXANDER,  ALEXANDRIA,  VIRGINIA 
ARCHIE  HUBERT,  LAUREL,  MARYLAND 
BENNY  HAYNE,  JR,  TRYON,  NORTH  CAROLINA 
BERLYN  J.,  LA  MESA,  CALIFORNIA 
CARROLL  E.,  PIKESVILLE,  MARYLAND 
CHARLES  R.,  BECKLEY,  HEST  VIRGINIA 
CLIFFORD  RACINE,  FORT  WORTH,  TEXAS 
DAVID  B.,  SALINAS,  CALIFORNIA 
DAVID  LOREN,  CARTHAGE,  MISSOURI 
DONALD  LEE,  ATLANTA,  GEORGIA 
DONALD  RALPH,  JACKSONVILLE,  ILLINOIS 
DURHARD  AUSTIN,  DURANT ,  OKLAHOMA 
ELGIA  C,  CHICAGO,  ILLINOIS 
ERNEST  RANDALL,  GULFPORT,  MISSISSIPPI 
FREDERICK  CHARLES,  EGG  HARBOR  TWP,  NEH  JERSEY 
HAROID  EUGENE,  JR,  ATLANTA,  GEORGIA 
HARVEY  CARLISLE,  ANNAPOLIS,  MARYLAND 
JAMES  ARNET,  GLYNCO,  GEORGIA 
JAMES  JOSEPH,  HIGHLAND  HEIGHTS,  OHIO 
JAMES  RICHARD,  LANSING,  MICHIGAN 
JESSE  HAYNE,  SCHERERVILLE,  INDIANA 
JOHN  H,  ORANGEBURG,  SOUTH  CAROLINA 
KENNETH  THOMAS,  RAYBROOK,  NEW  YORK 
LAWRENCE  JOSPEH,  CLAYTON,  MISSOURI 
LAHRENCE  L.,  INDEPENDENCE,  MISSOURI 
MAURICE  C,  AUSTIN,  TEXAS 
MICHAEL,  VACAVILLE,  CALIFORNIA 
MICHAEL  G.,  HEST  PALM  BEACH,  FLORIDA 
NORMAN  KEITH,  OKLAHOMA  CITY,  OKLAHOMA 
RALPH  D.,  INGLEWOOD,  CALIFORNIA 
RAYMOND  A,  EAST  LANSING,  MICHIGAN 
RICHARD  DENNIS,  RIO  VISTA,  CALIFORNIA 
RICHARD  FRANKLIN,  JR,  LANSING,  MICHIGAN 
ROBERT  WAYNE,  SUGAR  LAND,  TEXAS 
TALMADGE,  TEMPLE,  TEXAS 
TERRENCE  LEE,  APPLE  VALLEY,  MINNESOTA 
THOMAS  CHARLES,  MINNEAPOLIS,  MINNESOTA 
TRAVIS  WAYNE,  HAINES  CITY,  FLORIDA 
VERNON  S.,  HANOVER,  VIRGINIA 
,  WILLIAM  MICHAEL,  IOWA  CITY,  IOWA 
COOKE,  EDWARD  F,  GLENOLDEN,  PENNSYLVANIA 
COOKE   JOHN  BAILEY,  GREELEY,  COLORADO 
COOKE,  JOHNNY,  PROVIDENCE,  RHODE  ISLAND 
COOKE,  LEONARD  GREEN,  EUGENE,  OREGON 
COOKERLY,  SID  P.,  ARAPAHO,  OKLAHOMA 
COOKSEY,  OTIS  EUGENE,  FORT  POLK,  LOUISIANA 
COOL,  RODGER  REX,  PUYALLUP,  WASHINGTON 
COOLEY,  BENJAMIN  L.,  TOLEDO,  OHIO 

HERBERT  GRAY,  PULASKI,  VIRGINIA 
MARION  LEE,  JR.,  KANSAS  CITY,  MISSOURI 
RANDALL  DOUGLAS,  ALTOONA,  PENNSYLVANIA 
RICHARD  D.,  MOSCOW,  IDAHO 
COON   THOMAS  B.,  MARION,  OHIO 
COONCE   HENRY  0  GROSSE  POINTE  WOODS,  MICHIGAN 
ALLEN  BOYD,  ROCKFORD,  MINNESOTA 
BENNIE  W,  SEASIDE,  CALIFORNIA 
BRENT  FORREST,  FLAGSTAFF,  ARIZONA 
CHARLES  ARTHUR,  RIVERSIDE,  CALIFORNIA 
CHARLES  ARTHUR,  LEESBURG,  VIRGINIA 
CHARLES  THOMAS,  SPENCER,  INDIANA 
CLAYTON  EARL,  FLINT,  MICHIGAN 
CURTIS  D.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DANIEL  RAY,  OPELIKA,  ALABAMA 
DAVID  ALAN,  SEDRO-WOOLLEY,  WASHINGTON 
DONALD  CLEVE,  EDMONTON,  CANADA 
ERIC  S,  LAS  VEGAS,  NEVADA 
FRANCIS,  WRIGHT-PATTERSON  AFB,  OHIO 
FREEMAN  ELISHA,  JR,  CHATTANOOGA,  TENNESSEE 
GARY  LEE,  LA  PORTE,  INDIANA 
GEORGE  WESLEY,  NEWTON,  NORTH  CAROLINA 
GREGORY  ROY,  SANGER,  CALIFORNIA 
HELEN  ALLEN,  CHATTANOOGA,  TENNESSEE 
JAMES  DOUGLAS,  BEDFORD,  OHIO 
JAMES  K.,  CHEYENNE,  WYOMING 
JAMES  LEE,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
JAMES  PATRICK,  ASHLAND,  KENTUCKY 
KENNETH  D,  BALLSTON  SPA,  NEW  YORK 
KERMIT  EDWARD,  ALCOA,  TENNESSEE 
LONNIE  THOMAS,  MIAMI,  FLORIDA 
LOWELL  T,  ST.  JOSEPH,  MICHIGAN 
MAURICE  ALINE,  JR,  MASHPEE,  MASSACHUSETTS 
PATRICK  CHASE,  PHOENIX,  ARIZONA 
PATRICK  THOMAS,  TAMPA,  FLORIDA 
RICHARD  E,  GULF  SHORES,  ALABAMA 
ROBERT  A,  POINT  PLEASANT,  NEW  JERSEY 
RONALD  JOSEPH,  MONTGOMERY,  ALABAMA 
RONALD  W.,  KERRVILLE,  TEXAS  „ijTil_r<,11 
WILLIAM  EUGENE,  TUMWATER,  WASHINGTON 
COOROUGH,  ROBERT  D. ,  POWELL,  WYOMING 
COOVER,  RAYMOND  L,  ELMIRA,  NEW  YORK 
COP ADO   JOHN  GREGORY,  SR,  LEONARDTOHN,  MARYLAND 

COPE   DALE  ASTON,  FORT  STOCKTON,  TEXAS      

COPELAND,  JOHN  RICHARD,  TOHN  AND  COUNTRY,  MISSOURI 


COOLEY, 
COOLEY, 
COOLEY, 
COOMER, 


COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
(  COOPER, 
COOPER, 
COOPER, 
.  COOPER, 
COOPER, 


COPELAND,  MICHAEL  FLAY,  UNION,  MISSOURI 
COPELAND,  PAUL  QUINTON,  ATLANTA,  GEORGIA 
COPELAND,  STEPHEN  GAREY,  HOUSTON,  TEXAS  Mm._M 
COPELAND  WILLIAM  STANLEY,  DOUGLASVILLE,  GEORGIA 
COPES,  JESSE  DAVIDSON,  LYNCHBURG,  VIRGINIA 
COPHER,  DAVID  CARL,  ELGIN,  ILLINOIS 
COPP,  RAYMOND  WALTER,  ALBANY,  NEW  YORK 
COPPA,  GARY  D,  RENO,  NEVADA 
COPPAGE,  WILLIAM  M,  BIRMINGHAM,  ALABAMA 
COPPINGER,  DANIEL  J,  PLAINVILLE,  CONNECTICUT 
COPPO,  DOMINIC  EDWARD,  CONCORD,  NEW  HAMPSHIRE 

coppock,  j  la,  san  mateo,  california 

coppock,  john  s,  lander,  wyoming 

coppola!  kenneth  james,  aldan  borough,  Pennsylvania 

CORBAN,  DENNIS  MICHAEL,  ZACHARY,  LOUISIANA 
CORBETT,  JOSEPH  MURRAY,  SOUTH  PORTLAND,  MAINE 
CORBETT,  RONALD  WAYNE,  BRUNSWICK,  GEORGIA 
CORBETT,  WILLIAM  J,  PORT  HURON  MICHIGAN 
CORBETT,  WILLIAM  THOMAS,  CHICAGO,  ILLINOIS 
CORBETT   WILLIAM  WALTER,  BURLINGTON,  VERMONT 
CoS;' CECIL  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CORCHADO,  DIANA  AWILDA,  NEW  YORK,  NEW  YORK 
CORCORAN   EUGENE  JAMES,  SAYVILLE,  NEW  YORK 
CORCORAN  JAMES  E.,  PITTSBURGH,  PENNSYLVANIA 
CORCORAN  JAMES  PATRICK,  HARRISBURG,  PENNSYLVANIA 
CORCORAN,  JOHN  P.,  MONTCLAIR,  NEW  JERSEY 

1  CORCORAN.  PATRICK  G,  CAMBRIDGE,  MASSACHUSETTS 

I  CORCORAN  WILLIAM  FRANCIS,  ABINGTON,  PENNSYLVANIA 
CORCORAN,  WILLIAM  H,  LIVONIA,  MICHIGAN 

I  CORD   ELMER  H. ,  INDIANAPOLIS,  INDIANA 
CORDEIRO,  CARLOS  ALBERTO,  LAS  VEGAS,  NEVADA 
CORDER,  GARRY  WAYNE,  TWIN  FALLS,  IDAHO 

t   CORDER  NATHAN  WAYNE,  TWIN  FALLS,  IDAHO 

t   CORDER,  ROBERT  H. ,  ZION,  ILLINOIS 
CORDERO,  ROBERT,  NEW  YORK,  NEW  YORK 
CORDES,  WILLIAM  JOSEPH,  III,  DECATUR,  GEORGIA 

1   CORDOVA,  ALFRED,  NEW  YORK,  NEW  YORK 
CORDOVA  JULIAN,  ALBUQUERQUE,  NEW  MEXICO 

V   CORDOVA.  MAURICE  L,  SANTA  FE,  NEW  MEXICO 
CORE,  MICHAEL  DAVID,  COVINGTON,  LOUISIANA 

9   COREA,  ANDREW  J.,  BINGHAMTON,  NEW  YORK 

9   CORINDIA,  WARNER  J,  SAN  DIEGO  CALIFORNIA 

*  Cc°oRrLleYy:  SSA'kSSJS:  Colombia,  south  Carolina 

CORLEY   ROBERT  KEITH,  FORSYTH  GEORGIA 

#  CORMIER,  JOSEPH  BOWMAN,  LAFAYETTE,  LOUISIANA 
CORMIER   PAUL  BASIL,  OAKVILLE,  CANADA 
CORN   JOHN  DAVID,  YUKON,  OKLAHOMA 
CORNELISON,  CONN  E  RAY,  JR,  COLORADO  SPRINGS, 
CORNELIUS,  CARL  E,  INDIANAPOLIS,  INDIANA 
CORNELIUS  THOMAS  ROBERT,  PARKER,  COLORADO 

#  CORNELIUS  WILLIAM  J,  WASHINGTON',  DISTRICT  OF  COLUMBIA 
CORNELL,  LEE  ANDREW,  HELENA,  MONTANA 

*  CORNELL,  MAX  L.,  NORMAL,  ILLINOIS 
CORNFIELD,  ROBERT  PATRICK  CHICAGO   ILLINOIS 
CORNICK  JAMES  DOUGLAS,  SARATOGA  SPRINGS,  NEW  YORK 

125  tt   CORNISH,  RICHARD  ALAN,  CARSON  CITY   NEVADA 

105   CORNS  HARRY  S,  NORTH  PLATTE,  NEBRASKA 

CORNWELL,  RONALD  J.,  PETERSBURG,  VIRGINIA 
CORNWELL  WILLIAM  A.,  WICHITA,  KANSAS 
rnRONA  DONALD  RALPH,  HONOLULU,  HAWAII 
CORONA   PANFILIO  H. ,  GARDEN  GROVE,  CALIFORNIA 
CORPUS   ROSENDO  C,  MANILA,  PHILIPPINES 
CORR,  DONALD  EDWARD,  CARY,  NORTH  CAROLINA 

IS  #  cTr'  J^FrI^VSKoN,  MASSACHUSETTS 
l«   CORR   STEVEN  ARTHUR  LEXINGTON,  MASSACHUSETTS 
CORRALES;  GREGORY,  SAN  FRANCISCO,  CALIFORNIA 
CORREA,  BOISSE  PHILIP,  HONOLULU,  HAWAII 
CORREA   FERNANDO  LUIS,  SAN  JUAN,  PUERTO  RICO 
CORREA.  JAMES  STANLEY,  HILO,  HAWAII 

»  CORREIA,  SAMUEL  R,  WARREN,  RHODE  ISLAND 
CORRELL,  CURTIS  \\,    STAFFORD,  VIRGINIA 

u   rnRRTGAN   JAMES  T.  DOVER,  DELAWARE 

"   CORRIGAN  JOHN  wIlLIAM,  PETERSBURG  VIRGINIA 
CORR  GAN  MICHAEL  FRANCIS,  CARMEL,  NEW  YORK 
rORRIVEAU  JEFFRY  JAMES,  CRAIG,  COLORADO 
CORSENTINO  DANIEL  LEE,  PUEBLO,  COLORADO 

0  CORSON   JAMES,  JR.,  NEW  CANAAN,  CONNECTICUT 

#  WRTeE:  HATTER  JAY',  BURLINGTON,  NEW  JERSEY 
rnuTF<;  MAROUFZ   RAMON,  MADRID,  SPAIN 
CORTES  SALAS   REINALDO,  SAN  JUAN,  PUERTO  RICO 

#  CORTES-DAVRA,  EMANUEL!  SAN  JUAN   PUERTO  RICO 
T0RTF7   JOSEPH,  MERCED,  CALIFORNIA 

#  CORmGHT?  CHARLES  KEENER,  ELMIRA  NEW  YORK 
tt   CORVELLO,  WILLIAM  F,  RICHMOND,  VIRGINIA 

CORVIN,  DENNIS  EDMOND,  ADA,  OKLAHOMA 

CORWIN   ARTHUR  J,  HICKAM  AFB,  HAWAII 

CORW IN  JAMES  DUDLEY,  KANSAS  CITY,  MISSOURI 

roRYFIL   WALTER  T,  TOWSON,  MARYLAND 
0  COSCINO;  NICHOLAS 'MARTIN, 'RIVER  FOREST,  ILLINOIS 

COSENZA  CHARLES  J,  JR,  ALEXANDRIA,  LOUISIANA 

COSGROVE,  PETER  FRANCIS,  YAPHANK,  NEW  YORK 

COSPER,  GEORGE  SPURGEON,  PUNO  .TEXAS 
tt   COSSABOON,  RICHARD  HMILLVILLE,  NEW  JERSEY 

ro^TCH  MARC  LAINE,  SAN  ANGELO,  TEXAS 
12l  #  WSTA  ANDREW  LOUIS  MAYWOOD,  NEW  JERSEY 
101  0  COSTA,  GEORGE  G,  LIHUE,  KAUAI,  HAWAII 


191 
125 
172 
161 
165 
168 
159 
103 
132 
95 
125 
81  * 
152  * 
156 
138  t 
107  * 
186 
87 
122 
41  ' 
142 
152 
162 
60  , 
166 
116 
95 
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114 
47 
191 
147 
174 
64 
131 
170 
142 
184 
74 
174 
99 
117 
169 
170 
86 
122 
194 
127 
162 
187 
150 
117 
173 
102 
194 
54 
182 
176 


105 
89 

188 

111 
84 

193 
66 


COLORADO 


170 
128 
179 
177 
97 
113 
112 
187 
183 
168 
172 
46 
157 
171 
188 
114 
142 
134 
98 
183 
95 
192 
94 
127 
101 
132 
141 
101 
179 
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COSTA,  JOHN  ROBERT  -  CRAWFORD,  EARL  EUGENE 


158 

171 

186 

164 

143 
64  t 

140 

103 

177 
91  t 
73  ii 

189 

130 
91 

176 

106 

115 
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71  * 

121  # 
35  U 
93 
165 
125  U 
91 
114 
178  U 
100 
102 
127 
132 

82 
124  # 
189 
173 
167 
188 
107 
132 

31  # 
166 

63  # 

132  # 
150 
163 

97  # 
170 
193 
183 
139 

92 

62  # 
105  # 

93  * 

87  # 
138 
177 

92  # 

97 
142 
185 
156 

67  # 

133  # 
154 
134 
142  # 
160 
107 
176 

67 
149 

65  * 
181 

81  * 

86 

97 
193 
114 
148 
167  * 
123 
127 

131  n 
101  # 

149 

9  # 
148  # 
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173 
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9  * 
135  # 
178 
105 
132 
100 
142 
181 


COSTA,  JOHN  ROBERT,  FALL  RIVER,  MASSACHUSETTS 
COSTABILE,  JOHN  A,  RACINE,  WISCONSIN 
COSTANZO,  PETER  PAUL,  PLAINVILLE,  CONNECTICUT 
COSTAS,  WILLIAM,  COLUMBUS,  OHIO 
COSTELLO,  JOHN  L,  MINEOLA,  NEW  YORK 
'  COSTELLO,  JOHN  T,  AUBURN,  NEW  YORK 
COSTELLO,  VICTOR  IRVING,  NORTH  PORT,  FLORIDA 
COSTELLO,  WALTER  E.,  SAN  BERNARDINO,  CALIFORNIA 
COSTELLO,  WILLIAM,  YAPHANK,  NEW  YORK 
COSTELLO,  WILLIAM,  NEWPORT,  RHODE  ISLAND 
COSTELLO,  WILLIAM  J,  CONCORD,  MASSACHUSETTS 
COSTENBADER,  RANDY  FRANKLIN,  CLEARWATER,  FLORIDA 
COSTER,  DOUGLAS  GREGG,  BALTIMORE,  MARYLAND 
COSTER,  JAMES  J,  COLORADO  SPRINGS,  COLORADO 
COSTON,  OTIS  RAY,  HOT  SPRINGS,  ARKANSAS 
COTACO,  LEOPOLDO  DACO,  MANILA,  PHILIPPINES 
COTE,  LIONEL  A,  SATELLITE  BEACH,  FLORIDA 
COTE,  PHILIP  G.,  SANFORD,  MAINE 
COTRON,  ROBERT  J.,  MELBOURNE,  FLORIDA 
COTSHORTH,  ANTHONY  MILES,  ROCHESTER,  NEW  YORK 
COTTAR,  ALLEN  B,  YREKA,  CALIFORNIA 
COTTEN,  EDWARD  L,  HUNTSVILLE,  ALABAMA 
COTTEN,  MARSHALL  PHIL,  NORMAN,  OKLAHOMA 
COTTER,  JAMES  ANTHONY,  SR,  GLENDALE,  WISCONSIN 
COTTER,  JAMES  W. ,  PITTSBURGH,  PENNSYLVANIA 
COTTER,  WILLIAM  J.,  NEWINGTON,  CONNECTICUT 
COTTLE,  BERT  LLOYD,  VALDEZ,  ALASKA 
COTTLE,  BOBIE,  NEWARK,  NEW  JERSEY 
COTTOM,  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
COTTON,  CHARLES  LAYFETT,  JR,  ALBANY,  GEORGIA 
COTTON,  DONALD  BRUCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
COTTON,  EUGENE  A,  OLYMPIA,  WASHINGTON 
COTTON,  JOE  LARRY,  LAS  CRUCES,  NEW  MEXICO 
COTTON,  MICHAEL  DOUGLAS,  WILKESBORO,  NORTH  CAROLINA 
COTTON,  MORELL  WHITT,  MESQUITE,  TEXAS 
COTTON,  OREAL,  LOS  ANGELES,  CALIFORNIA 
COTTON,  STACEY  LANIER,  COVINGTON,  GEORGIA 
COTTRELL,  RICHARD  F.,  NEPTUNE  CITY,  NEW  JERSEY 
COUCH,  HUGH  DARCIE,  SELLERSBURG,  INDIANA 
COUCH,  JOE  A.,  DES  MOINES,  IOWA 
COUCH,  LIN  THOMAS,  SR,  NATIONAL  PARK,  NEW  JERSEY 
COUCH,  WILLARD  AUGUSTUS,  TUMWATER,  WASHINGTON 
COUGHANOUR,  DAVID  CLYDE,  WASHINGTON,  PENNSYLVANIA 
COUGHLAN,  DOUGLAS,  JR,  NEW  YORK,  NEW  YORK 
COUGHLAN,  ROBERT  BRUCE,  QUOGUE,  NEW  YORK 
COUGHLIN,  GEORGE  I,  HYANNIS,  MASSACHUSETTS 
COUGHLIN,  JOSEPH  STEPHEN,  CHIPPEWA  FALLS,  WISCONSIN 
COUGHLIN,  MICHAEL  SHAUN,  ORILLIA,  CANADA 
COUGHLIN,  PAUL  JOHN,  ARLINGTON,  MASSACHUSETTS 
COULSON,  ROBERT  RICHARD,  COLORADO  SPRINGS,  COLORADO 
COULTER,  B.  G.,  REDDING,  CALIFORNIA 
COULTER,  JACK  L.,  COLUMBUS,  GEORGIA 
COULTER,  JESSE  Z,  DETROIT,  MICHIGAN 
COULTER,  ORVAL  F,  YAZOO  CITY,  MISSISSIPPI 
COULTER,  RALPH  L.,  EL  PASO,  TEXAS 
COULTER,  WILLIAM  JAMES,  BOSTON,  MASSACHUSETTS 
COULTON,  ROBERT  ALAN,  TRENTON,  NEW  JERSEY 
COUNCIL,  CHARLES  E.,  PATERSON,  NEW  JERSEY 
COUNCIL,  TED  A.,  MARTIN,  TENNESSEE 
COUNTRYMAN,  RODNEY  LYNN,  CARSON  CITY,  NEVADA 
COUNTS,  CHARLES  EDWARD,  NEWBERRY,  SOUTH  CAROLINA 
COUP,  MICHAEL  JAMES,  FORT  WALTON  BEACH,  FLORIDA 
COUPERTHWAITE,  WILLIAM  JOSEPH,  WASHINGTON,  DISTRICT  OF 
COUPLAND,  PAUL  GEORGE,  JR,  LENEXA,  KANSAS 
COURIE,  JOHN  JOSEPH,  DETROIT,  MICHIGAN 
COURIER,  R  RICHARD,  ROHNERT  PARK,  CALIFORNIA 
COURSEY,  JAMES  THOMAS,  GREENWOOD,  SOUTH  CAROLINA 
COURT,  RICHARD  HENRY,  DETROIT,  MICHIGAN 
COURT,  TED  B,  AUSTIN,  TEXAS 
COURTNEY,  CHERYL  ELAINE,  SAGINAW,  MICHIGAN 
COURTNEY,  EDWARD  JOSEPH,  MERIDEN,  CONNECTICUT 
COURTNEY,  JOHN  CARLTON,  LA  GRANDE,  OREGON 
COURTNEY,  JOHN  DENNIS,  JR.,  PITTSFIELD,  MASSACHUSETTS 
COURTNEY,  KEVIN  MICHAEL,  BIG  RAPIDS,  MICHIGAN 
COURTNEY,  KLINE  B,  BATON  ROUGE,  LOUISIANA 
COURTNEY,  ROBERT  E.,  CAMP  PENDLETON,  CALIFORNIA 
COURTNEY,  ROBERT  N.,  FRANKFORT,  KENTUCKY 
COURY,  THOMAS  KEITH,  HARRISBURG,  PENNSYLVANIA 
COUSAR,  JOHNNY,  NEW  YORK,  NEW  YORK 
COUSER,  RICHARD  LEE,  MARTINEZ,  CALIFORNIA 
COUSER,  ROBERT  HENRY,  FRANKLIN,  TENNESSEE 
COUSINEAU,  BRYAN  DOUGLAS,  NEWMARKET,  CANADA 

rnnTccS*n?2c2TryT^ANCES'  PHILADELPHIA,  PENNSYLVANIA 

COUTEE,  DAREN  ELISE,  ALEXANDRIA,  LOUISIANA 

COUTER,  BRUCE  W,  LARGO,  FLORIDA 

COUTORIE,  LAWRENCE  EMIL,  DALLAS,  TEXAS 

COUTURE,  ROSSA  E.,  FALL  RIVER,  MASSACHUSETTS 

COVEL,  JAMES  ALONZO,  FAIRFAX,  VIRGINIA 

COVEY,  RODNEY  DREW,  PHOENIX,  ARIZONA 

COVINGTON,  JERRY  DEAN,  QUANTICO,  VIRGINIA 

COVINGTON,  JOHNNY  OWEN,  JACKSON,  MISSISSIPPI 

COVINGTON,  MICHAEL  RAY,  COLUMBIA,  MISSOURI 

COHAN,  JAMES  R.,  RICHMOND,  VIRGINIA 

COWAN,  LAWRENCE  PETER,  LONGVIEW,  WASHINGTON 

COWAN,  RICHARD  GEORGE,  BENTON,  LOUISIANA 

COWAN,  THOMAS,  BRUNSWICK,  GEORGIA 

COWAN,  THOMAS  DALE,  CLEBURNE,  TEXAS 

COWART,  JAMES  W,  TEXARKANA,  TEXAS 

COWART,  JOHN  MICHAEL,  LAHRENCEVILLE,  GEORGIA 

COWBOY,  SAMSON,  CROWNPOINT,  NEW  MEXICO 
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COX, 
COX, 
COX, 
COX, 
COX, 

cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 
cox, 


cox, 
cox, 
cox, 


DEULON  M. 
DONALD  D, 
DONALD  R. , 
DOUGLAS  F, 


COWELS,  AARON  F.,  MILWAUKEE,  WISCONSIN 
COWHIG,  GERALD  JOSEPH,  WESTCHESTER,  COLORADO 
COWIN,  TIMOTHY  HAROLD,  SYRACUSE,  NEW  YORK 
COWING,  EDISON  RICHARD,  GILFORD,  NEW  HAMPSHIRE 
COWLES,  PATRICK  EARL,  BOISE,  IDAHO 
COWMAN,  ROBERT  ALAN,  SPARKS,  NEVADA 
COWPER,  THOMAS  JAMES,  ALBANY,  NEW  YORK 
COX,  BRIAN  JOSEPH,  BANGOR,  MAINE 
BUD  EUGENE,  FARMINGTON,  UTAH 
CHARLES  EARL,  BELTON,  TEXAS 
DARREL  L,  DES  MOINES,  IOWA 

LITTLE  ROCK,  ARKANSAS 
INDIANAPOLIS,  INDIANA 
WARRENTON,  VIRGINIA 
.  FRANKLIN,  INDIANA 
E.  A. ,  GALENA  PARK,  TEXAS 
FRANK  J,  PRINCETON  JUNCTION,  NEW  JERSEY 
FRANK  W,  LIHUE,  KAUAI,  HAWAII 
G  M,  CORSICANA,  TEXAS 

HUGH  ALLEN,  JR,  INDIAN  RIVER  SHORES,  FLORIDA 
JACK  RANDOLPH,  CHERRY  POINT,  NORTH  CAROLINA 
JAMES  STEPHEN,  LEAWOOD,  KANSAS 
JIMMY  R,  BIRMINGHAM,  ALABAMA 
JOE  L,  MEMPHIS,  TENNESSEE 
JOHN  FREDERICK,  POWELL,  WYOMING 
JOHN  LOUIS,  FISHERS,  INDIANA 
JOHNNY  MACK,  SOUTHAVEN,  MISSISSIPPI 
MERVIN  M.,  BROOMFIELD,  COLORADO 
RICHARD  ALLEN,  PACIFIC  GROVE,  CALIFORNIA 
RICHARD  CLINTON,  MILWAUKEE,  WISCONSIN 
ROBBIE  J,  BLYTHEVILLE,  ARKANSAS 
ROBERT  PATRICK,  URBANDALE,  IOWA 
ROLAND  DAWAYNE,  DAYTON,  OHIO 
TEDDIE  F.,  GADSDEN,  ALABAMA 
THOMAS  KENT,  RICHMOND,  INDIANA 
.  WANDELL  R.,  CHESTER,  NEW  JERSEY 
COX,  WARDELL  LEROY,  IRVING,  TEXAS 

COX,  WAYNE  HOWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WILLIAM  A,  LUBBOCK,  TEXAS 
WILLIAM  J,  NEW  YORK,  NEW  YORK 
,  WILLIAM  RICHARD,  CONNERSVILLE,  INDIANA 
COXEY,  GEORGE  HENRY,  SPARKS,  NEVADA 
COY,  SHIRLEY  D. ,  LAMAR,  COLORADO 
COYLE,  JOHN  JOSEPH,  EGG  HARBOR,  NEW  JERSEY 
COYLE,  WILLIAM  B.,  NEW  BRITAIN,  CONNECTICUT 
COYNE,  JAMES  C,  NEW  ROCHELLE,  NEW  YORK 
COYNE,  JOHN  F.,  NEWPORT  BEACH,  CALIFORNIA 
CRABLE,  WILLIAM  A.,  ORANGEBURG,  NEW  YORK 
CRABTREE,  CHARLES  JERRY,  HUNTSVILLE,  ALABAMA 
CRABTREE,  TIMOTHY  JOHN,  FORT  GILLEM,  GEORGIA 
CRADDOCK,  MICHAEL  DEAN,  GREENBELT,  MARYLAND 
CRADER,  GREGORY  K,  PLATTE  CITY,  MISSOURI 
CRAEN,  ANDRE  E,  GENK,  BELGIUM 
CRAFT,  JAMES  PAUL,  LAFAYETTE,  LOUISIANA 
CRAFTON,  BOBBY  D,  BAKERSFIELD,  CALIFORNIA 
CRAFTON,  HAROLD  E.,  POMONA,  MISSOURI 
CRAGWALL,  ROBERT  GEORGE,  JR,  READING,  OHIO 
CRAIG,  BRIAN  HENRY,  SWARTHMORE,  PENNSYLVANIA 

CHARLES  MELVIN,  MOUNT  HOLLY,  NEW  JERSEY 
DOUGLAS  F.,  MIDLAND,  MICHIGAN 
GEORGE  M.,  SANTA  FE,  NEW  MEXICO 
HAROLD  JOSEPH,  AKRON,  OHIO 
JAMES  E,  LOS  ANGELES,  CALIFORNIA 
,  LONNIE  EDWARD,  RICHMOND,  VIRGINIA 
CRAIG,  MARK,  BRISBANE,  AUSTRALIA 
CRAIG,  RANDALL  THOMAS,  MEDIA,  PENNSYLVANIA 
CRAIG,  ROBERT  EUGENE,  JR,  ROCHESTER,  NEW  YORK 
CRAIG,  STEVEN  OWEN,  PAYSON,  ARIZONA 
CRAIL,  HANS  HALLECK,  CARSON  CITY,  NEVADA 
CRAIN,  DONALD  GENE,  JR,  WOODWARD,  OKLAHOMA 
CRAIN,  GARY  WAYNE,  FAYETTEVILLE,  ARKANSAS 
CRAINE,  CARROLL  F,  SEATTLE,  WASHINGTON 
CRALL,  DANIEL  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CRALL,  HAYNE  MICHAEL,  SHAWNEE,  OKLAHOMA 
CRAMER,  A.  LOWELL,  IDAHO  FALLS,  IDAHO 

DOROTHY  BEATRICE,  MILESBURG,  PENNSYLVANIA 
HARRY  LESLIE,  QUINCY,  ILLINOIS 
JAMES  BERNARD,  DANVILLE,  INDIANA 
NEVILLE  WILSON,  WASHINGTON,  DISTRICT  OF  COLUMBI 
CHARLES  H.,  TUSTIN,  CALIFORNIA 
GARY  JAMES,  SHELTON,  WASHINGTON 
J.  KENNETH,  COLLINGSWOOD,  NEW  JERSEY 
MICHAEL  DEAN,  OTTAWA,  ILLINOIS 
.  STANLEY  DAVID,  ORILLIA,  CANADA 
CRANFILL,  BILL  LEE,  REDLANDS,  CALIFORNIA 
CRANFORD,  BEN  C.  ,  JR.,  MACON,  GEORGIA 
CRANFORD,  JIMMIE,  JR,  DETROIT,  MICHIGAN 
CRANK,  CHARLES  S.,  TOPEKA,  KANSAS 
CRANMORE,  JERRY  RUSSELL,  DANVILLE,  ILLINOIS 
CRANNIS,  KIMBERLEY  SCOTT,  BLACKSBURG,  VIRGINIA 
CRAPANZANO,  JOHN  JOSEPH,  ORANGEBURG,  NEW  YORK 
CRARY,  JOHN  CHAMBERS,  BULLHEAD  CITY,  ARIZONA 
CRATTY,  JO  ANN,  SEATTLE,  WASHINGTON 
CRAVALHO,  ABEL  S,  WAILUKU,  MAUI,  HAWAII 
CRAVALHO,  JOSEPH  C,  WAILUKU,  MAUI,  HAWAII 
CRAVEN,  SCOTT  ALLEN,  OSSINING,  NEW  YORK 
CRAWFORD,  ARTHUR  JAMES,  NEW  YORK,  NEW  YORK 
CRAWFORD,  CECIL  R.,  TORONTO,  CANADA 
CRAWFORD,  DANIEL  CLEMENT,  CLEVELAND,  OHIO 
CRAWFORD,  EARL  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 
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CRAHFORD,  EDWARD  THOMAS  -  CULLOTON,  JOHN  P. 
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CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHFORD, 
CRAHLEY 


EDHARD  THOMAS,  KENT,  HASHINGTON 
FREDERICK  THOMAS,  CLAYTON,  MISSOURI 
JAMES  C,  ST.  PAUL,  MINNESOTA 
JAMES  H,  GOLDEN  VALLEY,  MINNESOTA 
JOHN  BUREN,  JR,  BURLESON,  TEXAS 
JOSEPH  H,  ST.  ALBANS,  HEST  VIRGINIA 
RANDY  E,  ANCHORAGE,  ALASKA 
RAYMOND  LEROY,  MINEOLA,  NEH  YORK 
TOMMY  C,  LAS  VEGAS,  NEVADA 
CLYDE  H.,  MORGANTON,  NORTH  CAROLINA 


CRISP, 
CRISP, 
CRISP, 
CRIST, 
CRIST, 


CRAHLEY  I  WILLIAm'jOSEPH,  JR,  NEW  YORK,  NEH  YORK 
CRAHSHAH,  GARY  A,  MODESTO,  CALIFORNIA 
CRAY   WILLIAM  R.   JR.,  CONCORD,  NEH  HAMPSHIRE 
CRAZE,  JAMES  ROLAND,  GREENBELT,  MARYLAND 
CREADON,  PAUL  FRANCIS,  LITTLETON,  COLORADO 
CREAGER,  JEFFREY  LEE,  LUBBOCK  TEXAS 
CREAMER,  ROBERT  E.,  SARASOTA,  FLORIDA 
CREAN,  JAMES  RAYMOND,  NEH  YORK,  NEH  YORK 
CREATHBAUM,  MICHAEL  ALLAN.  BOULDER  CITY,  NEVADA 
CREBS,  LEE  F.,  SALT  LAKE  CITY,  UTAH 
CRECEL.IUS,  M1KIE  ONEAL,  QUANTICO,  VIRGINIA 
CREECH,  ALAN  DEAN,  NAMPA,  IDAHO 
CREGO,  GERALD  BRUCE,  MISSOULA,  MONTANA 
CREIGHTON,  ROBERT  J.,  YAPHANK,  NEH  YORK 
CREIGHTON,  STEVEN  DOUGLAS,  SAN  DIEGO,  CALIFORNIA 
CRENSHAH,  DAVID  LEE,  PENDLETON,  SOUTH  CAROLINA 
CRENSHAH  MICHAEL  LEON,  HALHALLA,  SOUTH  CAROLINA 
CRENHELGE,  ELROY  B.,  SAN  ANTONIO,  TEXAS 
CRESPO-REYES,  SALVADOR,  SAN  JUAN,  PUERTO  RICO 
CREWMAN,  MICHAEL  EMIL;  HESTMINSTER,  COLORADO 
CRETER,  NEIL  S.,  MACON,  GEORGIA 
CREVASSE   JOE  m!,  III,  GAINESVILLE,  FLORIDA 
CREHS,  BARNEY  E,  JR,  JACKSON,  TENNESSEE 
CREHS,  JAMES  OYNEL,  JACKSONVILLE,  FLORIDA 
CREHS  WILLIAM  J.,  GAINESVILLE,  FLORIDA 
CRIADO,  JOSE  IGNACIO,  MADRID,  SPAIN 
CRIBB,  FRANK  THOMAS,  CLAWSON,  MICHIGAN 
CRIBBS   THOMAS  EUGENE,  HINESVILLE,  GEORGIA 
CR  BBS  HAYNE  RANDALL   FALLS  CHURCH  VIRGINIA 
CRICHTON,  GLENN  R. ,  THENTYNINE  PALMS,  CALIFORNIA 
CRICHTON,  JAMES  ALLEN,  LAPEER,  MICHIGAN 
CRCK,  DARRELL  EUGENE,  SPRINGFIELD,  MISSOURI 
CRIDER,  BRUCE  NOLAN,  SR,  EVANSVILLE,  INDIANA 
1  CRIDER   EDHARD  L.,  TUPELO,  MISSISSIPPI 
I  CRIDER,  ROBERT  JACKSON,  FRASER,  MICHIGAN 
CRING,  RICHARD  SLOAN,  GENEVA,  NEW  YORK 
CR  SAN,  JOHN  L,  JR,  MONTEREY,  CALIFORNIA 
I  CRISLER,  GILES  H. ,  JACKSON,  MISSISSIPPI 
CRISP,  BILLY  P.,  MANASSAS,  VIRGINIA 

HAROLD  DEAN,  JR,  GREER,  SOUTH  CAROLINA 
TERRY  A,  LENOIR,  NORTH  CAROLINA 
TONY  JAY,  MARYVILLE,  TENNESSEE 
EUGENE  l!,  JR.,  LITTLE  ROCK,  ARKANSAS 
WILLIAM  F.,  PALM  BEACH,  FLORIDA 
CRISWELL,  LEMUEL  D.,  LOS  ALAMOS,  NEW  MEXICO 
CRITES   ROBERT  LEE,  SPRINGFIELD,  ILLINOIS 
CRTES   RONALD  L,  KINGHOOD,  WEST  VIRGINIA 
CRITTENDON,  MICHAEL  STEVEN,  HEBRON,  OHIO 
CRIVEL,  JOHN  ALBERT,  PARMA  HEIGHTS,  OHIO 
CROCE   ALAN  COSEPH,  RIVERHEAD,  NEW  YORK 
CROCKER,  JERRY  DENSON,  TUPELO,  MISSISSIPPI 
CROCKETT,  D.  B.,  JACKSON,  MISSISSIPPI 
CROCKETT   DAVID  J.,  DOS  PALOS,  CALIFORNIA 
CROCKETT   JAMES  CARLOS,  SHERWOOD,  ARKANSAS 
CROCKETT!  JOHN  S,  JR,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CROFOOT   THOMAS  H,  LOS  ANGELES,  CALIFORNIA 
CROFT,  CHARLES  WAYNE,  KISSIMMEE,  FLORIDA 
FRANKLIN  A,  PALM  BEACH,  FLORIDA 
JAMES  BLAIR,  JR,  WATSONTOWN,  PENNSYLVANIA 
WILLIS,  JR,  HAWTHORNE,  NEW  YORK 
CHRISTOPHER  ARTHUR,  CASPER,  DOMING  TTC 
THOMAS  F.,  JR.,  STOUGHTON,  MASSACHUSETTS 
ROBERT  GEORGE,  YAPHANK,  NEW  YORK 
JAMES  E,  FRANKFORT,  KENTUCKY 
CROMER!  MICHAEL  EDHIN,  HOODRUFF,  SOUTH  CAROLINA 
CROMP,  ALBERT  LOUIS,  COVINGTON,  LOUISIANA 
CRONIC,  STEVEN  DUDLEY,  GAINESVILLE   GEORGIA 
GEORGE  PAUL,  JACKSON,  MISSISSIPPI 
JOHN  D,  HAMDEN,  CONNECTICUT 
KEVIN  MICHAEL,  YAPHANK,  NEW  YORK 
ROBERT  BARRY,  FORT  MC  CLELLAN,  ALABAMA 
RONALD  DAVID,  DETROIT,  MICHIGAN 
CLARE  ELIZABETH,  WACO,  TEXAS 
PAUL  WESLEY,  JR,  CORONADO,  CALIFORNIA 
WILLIAM  MAYNARD,  SANTA  BARBARA,  CALIFORNIA 
H1ILIAM  T  .  DECATUR,  GEORGIA 
CROOKS,  WILLIAM  ROBERT,  WASHINGTON  COURT  HOUSE,  OHIO 
CROOM,  FRANCIS  J.,  VESTAL,  NEH  YORK 
CROSBY,  JAMES  B,  MOBILE,  ALABAMA 
CROSBY  WILLIAM  DARE,  TOWSON,  MARYLAND 
CROSEN,  ARTHUR  HARRY,  FAIRFAX,  VIRGINIA 
CROSHAH,  LINDA  MAE,  AUSTIN   TEXAS 
CROSIER,  SCOTT  MICHAEL,  ALBANY,  NEW  YORK 
CROSIER,  WILLIAM  E.,  HILLOUGHBY  OHIO 
CROSS,  BRIAN  JOHN,  FREMONT,  CALIFORNIA 
CURTIS  R.,  INDIO,  CALIFORNIA 
DALE  HILLIAM,  DRY  RIDGE,  KENTUCKY 
FLETCHER,  SAVANNAH,  GEORGIA 
HAROLD  F.,  NASHVILLE,  TENNESSEE 
IRVIN  L.,  RIVERSIDE,  CALIFORNIA 
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CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 
CROSS, 


CALIFORNIA 


CROW, 
CROW, 
CROW, 
CROW, 


CROWELL, 
CROWELL, 
CROWELL, 
CROWLEY, 


RHODE  ISLAND 


JAMES  ARNOLD,  CONCORD,  NEW  HAMPSHIRE 
JAMES  THOMAS,  HEST  HELENA,  ARKANSAS 
JOSEPH  RALPH,  NORRISTOWN,  PENNSYLVANIA 
KEVIN  LEE,  FORT  HARRISON,  INDIANA 
MARVIN  RAY,  SR,  CLEVELAND,  OHIO 
OPIE  C,  GARY,  INDIANA 
PAUL  EUGENE,  EL  PASO,  TEXAS 
RANDY  PATRICK,  DES  MOINES,  IOWA 
RUSSELL  GALE,  BANNING,  CALIFORNIA 
,  WILLIAM  E,  CAMDEN,  NEW  JERSEY 
CROSSAN,  PATRICK  PETER,  SURREY,  ENGLAND 
CROSSER,  JOHN  ROBERT,  PORT  CLINTON,  OHIO 
CROSSER,  JOHN  W. ,  EVANSVILLE,  INDIANA 
CROSSETT,  HAROLD  H. ,  HARLINGEN,  TEXAS 
CROSSLEY  CARL  JAY,  GREEN  COVE  SPRINGS,  FLORIDA 
CROSSMAN,  WILLIAM  G. ,  SCOTTSDALE,  ARIZONA 
CROSSNO,  WILLIAM  A,  BARTLETT,  TENNESSEE 
CROSTHWAIT,  L.  L.,  LAS  VEGAS,  NEVADA 
CROUCH,  BOB  G,  LOUISVILLE,  KENTUCKY 
CROUCH,  STUART  MARCUS,  ALVIN,  TEXAS 
CROUCHER,  EDWARD  GENE,  SALEM,  OREGON 
CROUT,  WILLIAM  JAMES,  SAN  LUIS  OBISPO, 
CROW,  ALBERT  LEE,  NORTHGLENN,  COLORADO 
CECIL  S,  YUMA,  ARIZONA 
CHARLES  DAVID,  SAN  DIEGO,  CALIFORNIA 
LAWRENCE  WILLIAM,  JR,  LAKELAND,  FLORIDA 
TED  VINCENT,  BELTON,  TEXAS 
CROWDER,  KEVIN  LEE,  BURLINGTON,  NORTH  CAROLINA 
CROWDER,  ROBERT  L,  STUART,  FLORIDA 
CROWE,  PATRICK  GEORGE,  COLTON,  CALIFORNIA 
CROWE  PAUL  KENNETH,  HORNELL,  NEW  YORK 
CROWE,  ROGER  BROWNING,  ELIZABETHTON,  TENNESSEE 
CROWE  STEVEN  LEE,  FORT  CAMPBELL,  VIRGINIA 
CROWELL,  GARY  W,  BRAMPTON,  CANADA 

GEORGE  I.,  LIHUE,  KAUAI,  HAWAII 
HARRY  W.,  ST.  JOSEPH,  MISSOURI 
ROBERT  NEIL,  MILLBURN,  NEW  JERSEY 
JOSEPH  FREDRICK,  J,  WEST  WARWICK, 
CROWTHER,  LEONARD  C. ,  SALT  LAKE  CITY,  UTAH 
CROY.  DALE  E.,  TALLAHASSEE,  FLORIDA 
CROYLE,  WAYNE  ROY,  FORESTVILLE,  MARYLAND 
CROZIER,  LARRY  WAYNE,  MONTGOMERY,  ALABAMA 
CROZIER  LEONARD  L,  CHEYENNE,  WYOMING 
CRUCHFIELD,  TILMAN  LEE,  FLAT  ROCK,  MICHIGAN 
CRUICKSHANK,  GEORGE  H.,    NIAGARA  FALLS,  NEW  YORK 
CRULCI,  FRANK,  GEELONG,  AUSTRALIA 
CRUM,  DAVID  LOY,  GREENEVILLE,  TENNESSEE 
CRUM  HARRY  LAWRENCE,  GRAND  PRAIRIE,  TEXAS 
CRUM  LONNIE  FORREST,  STAFFORD,  TEXAS 
CRUMBY,  WILLIAM  0.,  JR.,  MEMPHIS,  TENNESSEE 
CRUMP.  HENRY  EUGENE,  CHICAGO,  ILLINOIS 
CRUMP  MILTON  MAURICE,  JR,  FORESTVILLE,  MARYLAND 
CRUMRIN,  WILLIAM  DAN,  MARSHALL,  ILLINOIS 
CRUMRINE,  MARVIN  L.,  ODESSA,  TEXAS 
CRUMRINE,  STEVEN  ALAN,  BALTIMORE,  MARYLAND 
CRUMRINE,  VICTOR  L.,  ODESSA,  TEXAS 
CRUNK  THOMAS  M,  FLORENCE,  ALABAMA 
CRUNKLETON,  JOHN  W,  LAWRENCEVILLE,  GEORGIA 
CRUTCHER,  KENT  DANIEL,  NORMAL,  ILLINOIS 
CRUTCHFIELD,  FLOYD  W,  MEDFORD,  OREGON 
CRUTCHFIELD.  JOE  W. ,  BEAUMONT,  TEXAS 
CRUTCHFIELD  LONNIE  L.,  COURTLAND,  VIRGINIA 
CRUZ  CANDELARIO,  OCTAVIO,  PONCE,  PUERTO  RICO 

CRUZ  GONZALEZ,   SMAEL  A,  ARECIBO,  PUERTO  RICO 

CRUZ-GONZALEZ   REYES  DAVID,  SAN  JUAN,  PUERTO  RICO 
CRUZ-IRIZARRY,  ROBERTO,  GUAYNABO,  PUERTO  RICO 
CRUZ,  ANGEL,  FLUSHING,  NEW  YORK 
CRUZ  DANIEL  LOUIS,  DEL  RIO,  TEXAS 
CRUZ  GILBERTO  CRUZ,  MANILA,  PHILIPPINES 
CRUZ  KENNETH  ROBERT,  GUILFORD,  CONNECTICUT 
CRUZ.  THEODORE  RIVAS,  TEMPLE,  TEXAS 
I  CRUZ  VICTOR  RAFAEL,  NEW  YORK,  NEW  YORK 

CRUZPALOMINO,  JOSE  ANTONIO,  MADRID,  SPAIN 
t   CRYTZER  HARRY  A,  HARRISBURG,  PENNSYLVANIA 
CRYTZER  RONALD  E.   WASHINGTON,  DISTRICT  OF  COLUMBIA 
CSAKY  ATTILA  S.,  RICHMOND,  VIRGINIA 
CUBILLOS-RIVERA,  ANTONIO  H,  SANTIAGO,  CHILE 
CUCCI   RONALD  JAMES,  BROADVIEW,  ILLINOIS 

ROBERT  R   WESTMINSTER,  MASSACHUSETTS 
5?LLIAM  CHARLES,  HIGHLAND  PARK,  NEW  JERSEY 
CARLO  SANTO,  LOS  ANGELES,  CALIFORNIA 
,  ALAN  RICHARD,  LOS  ANGELES,  CALIFORNIA 
CUELUR  DAVID,  SR,  GALLUP,  NEW  MEXICO 
CUELLAR,  RICARDO  F.,  EL  PASO  TEXAS 
CUESTA  JOHN,  III,  TAMPA,  FLORIDA 
CUFF   ELLIOTT  LORENZO,  NEW  YORK,  NEW  YORK 
CUFF  GARY  RAY,  COEUR  D  ALENE,  IDAHO 

gJtSREATH'  rSrD-ALLEN^JR:  P  CKENS.  SOUTH  CAROLINA 
CULHANE  HEDWARDA??mStHY   FOND  DU  LAC  WISCONSIN 
CULLEN,  DORSEY  HURD,  JR,  EL  CAJON,  CALIFORNIA 
JOHN  JOSEPH,  NEW  YORK,  NEW  YORK 
JOHN  JOSEPH,  JR,  TITUSVILLE,  FLORIDA 
HILLIAM  F,  FORT  LEE,  NEW  JERSEY 
BILLY  W.,  ARDMORE,  OKLAHOMA 
JOHN  A..  NEW  YORK,  NEW  YORK 
,  THOMAS  ROBERT,  DALY  CITY,  CALIFORNIA 
CULLIVAN  MICHAEL  FRANCIS,  PORTLAND,  OREGON 
CULLOP  WALTER  RANDLOPH,  SAN  FRANCISCO,  CALIFORNIA 
CULLOTON,  JOHN  P.,  CHICAGO,  ILLINOIS 


CUDAK, 
CUDDY, 
CUDIO, 
CUEBA, 


CULLEN, 
CULLEN, 
CULLEN, 
CULLEY, 
CULLEY, 
CULLEY, 
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CULLY,  KENNETH  M  -  DALY,  JOSEPH  JAMES 
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CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 
CUMMINGS, 


CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 


CULLY,  KENNETH  M,  NEH  YORK,  NEH  YORK 
CULP,  DON  EUGENE,  EAST  HENATCHEE,  WASHINGTON 
CULP,  STEVEN  RANDALL,  KANSAS  CITY,  KANSAS 
CULPEPPER,  KENNY  CHARLES,  CULLMAN,  ALABAMA 
CULPEPPER,  LOUIS  SAMUEL,  JR,  ENGLAND  AFB,  LOUISIANA 
CUMBEE,  RICHARD  SHERIDAN,  PUEBLO,  COLORADO 
CUMBERBATCH,  SEYMOUR  DACOSTA,  BRIDGETOWN,  BARBADOS 
CUMBERLAND,  GLYNN  B.,  JACKSON,  MISSISSIPPI 
CUMMINGS,  BILLY  GENE,  DETROIT,  MICHIGAN 
BILLY  JOE,  DENTON,  TEXAS 
DAVID  A.,  HOOVER,  ALABAMA 
DAVID  ALBERT,  EL  SEGUNDO,  CALIFORNIA 
GARY  HARDING,  BEDMINSTER,  NEW  JERSEY 
JAMES  ALOYSIOUS,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JAMES  NORMAN,  HUNTINGDON  VALLEY,  PENNSYLVANIA 
JOHN  J.,  MINEOLA,  NEW  YORK 
JOSEPH  JAMES,  JR,  BOSTON,  MASSACHUSETTS 
LARRY  JOE,  MONROE,  LOUISIANA 
MAURICE  D,  WELLINGTON,  NEW  ZEALAND 
MICHAEL  ANDREW,  NEW  YORK,  NEW  YORK 
MICHAEL  VINCENT,  DOYLESTOWN,  PENNSYLVANIA 
RICHARD  LYNN,  FAIRBANKS,  ALASKA 
ROBERT  A,  OGDENSBURG,  NEW  YORK 
ROBERT  E,  TALLAHASSEE,  FLORIDA 
CUMMINGS,  WESLEY  RALPH,  MILTON,  FLORIDA 
CUMMINGS,  WILLIAM  DAMIEN,  CAMBRIDGE,  MASSACHUSETTS 
CUNDIFF,  DONALD  R,  BREMERTON,  WASHINGTON 
CUNDY,  DAVID  W. ,  POUGHKEEPSIE,  NEW  YORK 
CUNNING,  ROBIN  L.,  SAN  MARINO,  CALIFORNIA 
CUNNINGHAM,  ALLISON  RANDALL,  MONCTON,  CANADA 
CUNNINGHAM,  DENNIS  J.,  NEW  YORK,  NEW  YORK 
CUNNINGHAM,  DENNIS  RAY,  LODI ,  CALIFORNIA 
CUNNINGHAM,  DONALD  E,  BEACHWOOD,  OHIO 

GEORGE  ALBERT,  HARDIN,  MONTANA 
GERALD  H,  LAS  VEGAS,  NEVADA 
JAMES  A,  CANTON,  NEW  YORK 
.  JAN  C,  FARMINGTON,  UTAH 
CUNNINGHAM,  JOHN  J.,  JR.,  JACKSONVILLE,  FLORIDA 
CUNNINGHAM,  JOHN  LESLIE,  JR,  NEW  CASTLE,  DELAWARE 
CUNNINGHAM,  JOHN  T.,  AKRON,  OHIO 

CUNNINGHAM,  JOSEPH  ROBERT,  PHILADELPHIA,  PENNSYLVANIA 
CUNNINGHAM,  LEROY  B,  CERES,  CALIFORNIA 
CUNNINGHAM,  MARK  WILSON,  BURTON,  MICHIGAN 
CUNNINGHAM,  PAUL,  SALT  LAKE  CITY,  UTAH 
CUNNINGHAM,  ROBERT,  BOSTON,  MASSACHUSETTS 
CUNNINGHAM,  ROBERT  DANIEL,  KIRTLAND  AFB,  NEW  MEXICO 
CUNNINGHAM,  RONNIE  WAYNE,  OFFUTT  AFB,  MICHIGAN 
63  U   CUNNINGHAM,  RUSSELL  JOSEPH,  SAN  BRUNO,  CALIFORNIA 
181   CUNNINGHAM,  TERRENCE  MICHAEL,  WELLESLEY,  MASSACHUSETTS 
CUNNINGHAM,  WAYNE  ALVAH,  JR,  WELLESLEY,  MASSACHUSETTS 
CUNNINGHAM,  WILLIAM  A,  OKLAHOMA  CITY,  OKLAHOMA 
CUNNINGHAM,  WILLIAM  ALVIN,  CLEVELAND,  OHIO 
CUNNINGHAM,  WILLIAM  L,  EASTON,  PENNSYLVANIA 
CUNRADI,  DAVID  RICHARD,  RIVERSIDE,  CALIFORNIA 
CUOCOLO,  ROBERT  VINCENT,  NEW  YORK,  NEW  YORK 
CUPELLO,  DAVID  ALLEN,  INDIANAPOLIS,  INDIANA 
CUPINI,  ALBERT  P.,  ROCHESTER,  NEW  YORK 
CUPPLES,  JOHN  MARSHALL,  JR,  PITTSBURGH,  PENNSYLVANIA 
CURCIONE,  LOUIS  FRED,  NIAGARA  FALLS,  NEW  YORK 
CURETON,  BENNIE  DALE,  MIDLAND,  TEXAS 
CURIOSO,  RAYMOND  JUDE,  SR,  PAWCATUCK,  CONNECTICUT 
CURLEE,  RONALD  JAMES,  HUNTSVILLE,  ALABAMA 
CURLEY,  JOHN  T,  BOSTON,  MASSACHUSETTS 
CUROLE,  DONALD  JAMES,  NEW  ORLEANS,  LOUISIANA 
CURRAN,  JAMES  M. ,  SAN  FRANCISCO,  CALIFORNIA 
CURRAN,  JAMES  THOMAS,  BOSTON,  MASSACHUSETTS 
CURRAN,  MARK  LEROY,  HOUSTON,  TEXAS 
CURRAN,  MICHAEL  THOMAS,  BEECH  GROVE,  INDIANA 
CURRAN,  THOMAS  JAMES,  WALLINGFORD,  CONNECTICUT 
CURRAN,  WILLIAM  T. ,  MANCHESTER,  NEW  HAMPSHIRE 
CURRAN,  WILLIAM  THOMAS,  QUINCY,  MASSACHUSETTS 
CURRENCE,  RICHARD  STEPHON,  OCEAN  CITY,  MARYLAND 
82  U   CURREY,  GEORGE  H. ,  NASHVILLE,  TENNESSEE 
162   CURRIE,  GILBERT  ALLEN,  JR,  WICHITA,  KANSAS 
CURRIE,  PAUL  E,  DELMAR,  NEW  YORK 
CURRY,  AUSTIN  J.,  BUFFALO,  NEW  YORK 
CURRY,  CAROLYN,  NEWTON,  MASSACHUSETTS 
CURRY,  CHRISTOPHER  DUVALL,  COLUMBIANA,  ALABAMA 
CURRY,  DAVID  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CURRY,  DONALD  WINSTON,  HOUSTON,  TEXAS 
CURRY,  HERMAN,  JR,  DETROIT,  MICHIGAN 
CURRY,  KERRY  ALLEN,  HEBRON,  KENTUCKY 
CURRY,  WILLIAM  MICHAEL,  URBANA,  ILLINOIS 
CURSI,  ALBERT  GEORGE,  WATSONVILLE,  CALIFORNIA 
CURTIN,  JOSEPH  L.,  JR.,  CHICAGO,  ILLINOIS 
CURTIS,  ALAN  LEE,  ROCKFORD,  ILLINOIS 

BERNARD  WILLIAM,  FRIDAY  HARBOR,  WASHINGTON 
JAMES  EDMUND,  JR,  MASON,  MICHIGAN 
JAMES  H,  PONTIAC,  MICHIGAN 
.  JAMES  MARTIN,  FORT  KNOX,  KENTUCKY 
CURTIS,  JAMES  T.,  ARNOLD,  MISSOURI 
CURTIS,  JOSEPH  LEE,  CARSON  CITY,  NEVADA 
LARRY,  FORT  WORTH,  TEXAS 
MARVIN  ELBERT,  JR,  JACKSON,  MISSISSIPPI 
RONALD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
.  SIDNEY  CHRISTOPHER,  RICHMOND,  VIRGINIA 
CURTIS,  WILLIAM  ARTHUR,  JR,  ST  THOMAS,  U.S.  VIRGIN  ISLA 
CURTSINGER,  ERNEST  E.,  ST  PETERSBURG,  FLORIDA 
CUSHING,  STEVEN  TAYLOR,  SAN  JOSE,  CALIFORNIA 
CUSHMAN,  BOBBY  G,  CLARKSVILLE,  TENNESSEE 
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CUSHWA,  HOWARD  K. ,  MARTINSBURG,  WEST  VIRGINIA 
CUSICK,  DENNIS  S,  COTTAGE  GROVE,  MINNESOTA 
CUSICK,  JAMES  FRANCIS,  JACKSON,  OHIO 
CUSICK,  RICHARD  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CUSTY,  RAYMOND  D. ,  MERIDEN,  CONNECTICUT 
CUTHBERT,  CHARLES  EVERETT,  HALIFAX,  CANADA 
CUTLER,  RICHARD  D,  BURBANK,  CALIFORNIA 
CUTLER,  THOMAS  KENT,  ELKHART,  INDIANA 
CUTRELL,  MARC  LARUE,  HIGH  POINT,  NORTH  CAROLINA 
CUTSHAW,  JAMES  MICHAEL,  HUNTINGTON  BEACH,  CALIFORNIA 
CUTTING,  C.  RON,  BOZEMAN,  MONTANA 
CUVELIER,  HEINZ  JOACHIM,  LOS  ANGELES,  CALIFORNIA 
CVITANOVICH,  DARRELL  D,  BILOXI,  MISSISSIPPI 
CYBART,  JOSEPH  RICHARD,  ORANGE,  CONNECTICUT 
CYBERT,  STANLEY  JOSEPH,  TAYLOR,  MICHIGAN 
CYBULSKI,  STEPHEN  ALAN,  ENFIELD,  CONNECTICUT 
CYKTOR,  GEORGE,  WASHINGTON,  PENNSYLVANIA 
CYPHER,  FREDRICK  LOUIS,  CARSON  CITY,  NEVADA 
CYR,  EDWARD  CHARLES,  MIDDLEBURY,  VERMONT 
CYZESKI,  JOHN  LEWIS,  OLEAN,  NEW  YORK 
CZAJA,  THOMAS  JOHN,  FOX  POINT,  WISCONSIN 
CZECH,  RICHARD  LEO,  MIDLAND,  TEXAS 
CZERWINSKY,  MICHAEL  RAYMOND,  EL  PASO,  TEXAS 
CZLONKA,  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CZUBAJ,  CLAUDIO  WALTER  DANIEL,  BUENOS  AIRES,  ARGENTINA 
CZUBAJ,  KENNETH  FRANCIS,  TOWN  OF  TONAWANDA,  NEW  YORK 
D  AMICO,  ROBERTO  HUGO,  BUENOS  AIRES,  ARGENTINA 
D  ANDELET,  SAMUEL  A,  BALTIMORE,  MARYLAND 
D'ANGELO,  FRANCO  DARIO,  ANCHORAGE,  ALASKA 
D'ANGELO,  LOUIS  STEPHEN,  ROCHESTER,  NEW  YORK 
D'HERON,  WILLIAM,  HOLLYWOOD,  FLORIDA 
DAANTJE,  GEROLD  EUGENIO,  WILLEMSTAD,  CURACAO 
DABNEY,  WILLIAM  ROBERT,  BAYTOWN,  TEXAS 
DABROWSKI,  ALFRED  J,  DETROIT,  MICHIGAN 
DACEY,  PHILIP  JOHN,  PITTSBURGH,  PENNSYLVANIA 
DACHAUER,  JAMES  ALBERT,  SAN  FRANCISCO,  CALIFORNIA 
DACOSTA  GOMEZ,  GABRIEL  PEDRO,  HILLEMSTAD,  CURACAO 
DACRE,  JOHN  CALVIN,  SACRAMENTO,  CALIFORNIA 
DACUS,  SAMUEL  MONROE,  LOS  ANGELES,  CALIFORNIA 
DADAMO,  JOHN,  NEW  YORK,  NEW  YORK 
DADEZ,  MARCELLO  S,  WAILUKU,  MAUI,  HAWAII 
DADIGAN,  LEO  SIMON,  HARRISBURG,  PENNSYLVANIA 
DAFOE,  JOHN  WILLIAM,  SANTA  BARBARA,  CALIFORNIA 
DAGG,  WILLIAM  ANTHONY,  GALVESTON,  TEXAS 
DAGGETT,  CAMERON  ALAN,  SUN  VALLEY,  IDAHO 
DAGGETT,  FRANK  E,  PORTLAND,  OREGON 
DAGGETT,  THOMAS  L,  JOHNSTOWN,  NEW  YORK 
DAGLEY,  MICHAEL  T,  SHELBYVILLE,  INDIANA 
DAGOSTINO,  JOSEPH  MICHAEL,  PORT  ST  LUCIE,  FLORIDA 
DAGOSTINO,  ROBERT  JOSEPH,  MOUNT  KISCO,  NEW  YORK 
DAHER,  GEORGE  JOSEPH,  EAST  ORANGE,  NEW  JERSEY 
DAHILL,  JAMES  P.,  YAPHANK,  NEW  YORK 
DAHL,  DUANE  LOWELL,  SIOUX  FALLS,  SOUTH  DAKOTA 
DAHL,  JAMES  R,  MINNEAPOLIS,  MINNESOTA 
DAHL,  LYMAN  DUANE,  BRAINERD,  MINNESOTA 
41  #  DAHL,  RAYMOND  ALCOT,  MILWAUKEE,  WISCONSIN 
5  #  DAHL,  ROY  C. ,  TAMPA,  FLORIDA 
171   DAHLBERG,  DANIEL  JOSEPH,  HIGHLAND  PARK,  ILLINOIS 
DAHLEM,  CAROLE  BERNADINE,  NEW  ORLEANS,  LOUISIANA 
DAHNIEL,  RYCKO  AMELZA,  JAKARTA,  INDONESIA 
DAIGNEAULT,  DAVID  ARLEN,  WILLIAMSBURG,  VIRGINIA 
DAIGNEAULT,  PHILIP  P.,  LACONIA,  NEW  HAMPSHIRE 
DAILEY,  DANNY  JOSEPH,  FARMINGTON,  MISSOURI 
DAILEY,  DAVID  ALLEN,  COLUMBUS,  OHIO 
DAILEY,  JACK  WARREN,  OKLAHOMA  CITY,  OKLAHOMA 
DAILEY,  KERRY  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DAILEY,  KIEREN  W,  SYRACUSE,  NEW  YORK 
DAILEY,  MICHAEL  STEPHAN,  KANSAS  CITY,  KANSAS 
DAILEY,  ROBERT  W,  JACKSON,  TENNESSEE 
DAILEY,  THOMAS  JOSEPH,  III,  KANSAS  CITY,  MISSOURI 
DAILEY,  WILLIAM  HENRY,  JR,  LIMA,  OHIO 
DAILY,  JAMES  RICHARD,  GREAT  BEND,  KANSAS 
DAILY,  MIKE  WARREN,  OGDEN,  UTAH 
63  #  DAKIN,  HUGH  F.,  POUGHKEEPSIE,  NEW  YORK 
130  ft   DAKIN,  JOSEPH  TIMOTHY,  SPRINGFIELD,  ILLINOIS 
166   DALE,  FRANK,  SACRAMENTO,  CALIFORNIA 

DALE,  JAMES  LEWIS,  JR,  HATTIESBURG,  MISSISSIPPI 

DALE,  KEVIN  WILLIAM,  SPRING  LAKE  PARK,  MINNESOTA 

DALE,  RICHARD  LAUREN,  ROCHESTER,  MINNESOTA 

DALE,  ROBERT  JAMES,  HAHNVILLE,  LOUISIANA 

DALE,  VAUGHN  T,  JR,  NEW  CASTLE,  DELAWARE 

DALEKI,  MICHAEL,  HAMBURG,  FEDERAL  REPUBLIC  OF  GERMANY 

DALEN,  PHILIP  J.,  CHICAGO,  ILLINOIS 

DALESSANDRO,  ENRICO  LUCIAN,  ORISKANY,  NEW  YORK 

DALESSANDRO,  THOMAS  VICTOR,  BOUND  BROOK,  NEW  JERSEY 

DALEY,  CLIFF  DENNIS,  MINEOLA,  NEW  YORK 

DALEY,  GARNETT  FERDINAND,  KINGSTON,  JAMAICA 

JEREMIAH  ARTHUR,  PHILADELPHIA,  PENNSYLVANIA 
JOHN  J,  BOSTON,  MASSACHUSETTS 
JOHN  JOSEPH,  MUSKEGO,  WISCONSIN 
TIMOTHY  P,  CONWAY,  ARKANSAS 
DALTON,  ARTHUR  WILLIAM,  AVON,  COLORADO 
DALTON,  JOHN  LOUIS,  ROCHESTER  HILLS,  MICHIGAN 
DALTON,  JUDITH  E. ,  KANSAS  CITY,  MISSOURI 
DALTON,  LARRY  J.,  VILLAS,  NEW  JERSEY 
DALY,  CAROL  A,  SACRAMENTO,  CALIFORNIA 
DANIEL  STEVEN,  YONKERS,  NEW  YORK 
EDWARD  ALBERT,  YONKERS,  NEW  YORK 
JOHN  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOSEPH  JAMES,  ARDMORE,  PENNSYLVANIA 
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DALY.  MICHAEL  -  DAVIS,  FLOYD  E. 
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DALY, 
DALY, 
DALY, 
DALY, 
DALY 


DAMICO, 
DAMICO, 
DAMICO, 


MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PETER  T.,  WAYNE,  NEW  JERSEY 
SANDRA  ANN,  SAVANNAH,  GEORGIA 
THEODORE  L.,  SACRAMENTO,  CALIFORNIA 
YOLANDA  GOMEZ,  SAN  BERNARDINO,  CALIFORNIA 

DALZELL,  JOHN  ROBERT,  CORONA,  CALIFORNIA 

DAM,  ERIK,  NEH  CANAAN,  CONNECTICUT 

DAMAJ   NAJI  MOHAMAD,  BEIRUT,  LEBANON 

DAMBIER  HOLFGANG,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GERM 

DAMERON   JAMES  G.:  HASHINGTON,  DISTRICT  OF  COLUMBIA 

DAMES,  MARVIN  HANLON,  NASSAU,  BAHAMAS 

DAMICO,  JOSEPH  FRANK,  NEH  YORK,  NEH  YORK 

JOSEPH  SALVATORE,  ANCHORAGE,  ALASKA 
MERRITT  JOHN,  GROTON,  CONNECTICUT 
MICHAEL  ANTHONY,  HUBER  HEIGHTS,  OHIO 

DAMico!  MICHAEL  DAVID,  LISLE,  ILLINOIS 

DAMICO,  SAMUEL  J.,  SEAL  BEACH,  CALIFORNIA 

DAMINO,  H  JOHN,  ALBANY,  NEW  YORK 

DAHON,  DENNIS  RICHARD,  HATERLOO,  IOWA  ^.A|TCnDUIA 
DAMON,  RICHARD  EARLE,  JR,  SANTA  CRUZ,  CALIFORNIA 
DAMON,  SAMUEL  REED,  BILLINGS,  MONTANA 
DAMOS,  JAMES  P.,  UNIVERSITY  CITY,  MISSOURI 
DAMOUDE,  DENNIS,  CHADRON ,  NEBRASKA 
DAMPIER,  GEORGE  D,  NAPLES,  FLORIDA 
DAMPMAN   LARRY  EARL,  WEST  CHESTER  PENNSYLVANIA 
DANAHER,  DAVID  JOHN,  HUNTINGTON  HOODS,  MICHIGAN 
DANCO,  ANTON  HESLEY,  CLARK,  NEH  JERSEY 
DANDRIDGE,  JAMES  E,  MERIDIAN,  MISSISSIPPI 
DANDY,  CREOLA  CORNELIA,  NEH  YORK  NEW  YORK 
DANE,  NOLAN  NATHANIEL,  JR,  TORRANCE,  CALIFORNIA 
DANFORTH,  GLORIA,  BETHEL,  VERMONT  intc^ucIU 
DANFORTH,  JAMES  LAWRENCE,  ONEIDA,  WISCONSIN 
DANGELO,  DAVID  STEVEN,  ASTON,  PENNSYLVANIA 
DANI,  ZOLTAN  GABOR,  GYOR,  HUNGARY 
DANIEL,  BRUCE  ALAN,  DAYTON,  OHIO 
DANIEL,  C.  C,  WICHITA  FALLS,  TEXAS 
DANIEL,  DAVID  H. ,  YAPHANK,  NEW  YORK 
DANIEL,  DENNIS  EDWARD,  EVANSVILLE,  INDIANA 
DANIEL,  DON  L,  CHESTERFIELD,  MISSOURI 
DANIEL,  EDWARD  D,  ST.  CHARLES,  MISSOURI 
DANIEL,  JACK  DAVID,  LORAIN,  OHIO    WT„„TUT, 
DANIEL   JIMMIE  F.,  CHARLOTTESVILLE,  VIRGINIA 


DANIEL',  JOHN  THOMAS,  MADISON,  WISCONSIN 
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DANIELS, 
DANIELS, 
DANIELS, 
DANIELS, 
DANIELS, 


L.  GILES,  GREENWOOD,  SOUTH  CAROLINA 
,  NORMAN  BARRY,  MATSQUI,  CANADA 
DANIEL   RAYMOND,  JR,  SHELBYVILLE,  TENNESSEE 
DANIEL,  REECE,  FARMERS  BRANCH,  TEXAS 
DANIEL   RONALD  LATRELL,  BALTIMORE,  MARYLAND 
DANI ELL,  CHARLES  LAMONT,  DECATUR,  GEORGIA 
DANIELL,  RICHARD  ALLEN,  ATLANTA,  GEORGIA 
DANIELS   CARLSON  BRADY,  JR,  WASHINGTON,  DISTRICT  OF  COL 
DANIELS,  CHRISTOPHER  C,  TAVARES,  FLORIDA 
DONALD  G.,  SEATTLE,  WASHINGTON 
EARL  J.,  BINGHAMTON,  NEW  YORK 
,  FRANK,  CLEARWATER,  FLORIDA 
DAN  ELS   JAMES  THADDEUS,  ALBUQUERQUE,  NEW  MEXICO 
DAN  ELS   JOHN  CLEVELAND,  WASHINGTON,  DISTRICT  OF  COLUMB 
JOHN  E,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KEITH  E,  FORT  SMITH,  ARKANSAS 
MILES  R,  FORT  MYERS,  FLORIDA 
STEVEN  PAUL,  BUCKINGHAM,  PENNSYLVANIA 
,  THOMAS  BAYNE,  JR,  RICHMOND,  VIRGINIA 
DANIELSEN,  DOUGLAS  E,  CEDAR  FALLS,  IOWA 
DANIELSEN,  HAYNE  0.,  CEDAR  FALLS,  IOWA 
DANIELSON   ESKIL  S.,  BYRAM  TOWNSHIP,  NEW  JERSEY 
DANIELSSON,  ANDERS  SVEN  HERMAN,  UPPSALA  SWEDEN 
DANIO,  RICHARD  J.,  WALLINGFORD,  CONNECTICUT 
DANKEL,  JOHN  BATES,  FORT  VALLEY,  GEORGIA 
DANKO,  PAUL  C,  BEAVERTON,  OREGON 
DANNER,  BOBBY  J,  BIRMINGHAM,  ALABAMA 
DANNER,  LARRY  IRVIN,  OAKLAND,  CALIFORNIA 
DANSON,  JOHN  ELWYN,  JACKSONVILLE,  FLORIDA 
DANTON,  VIRGINIA  MARIE,  NEW  ORLEANS,  LOUISIANA 
DANTZLER,  ARTHUR  G. ,  CAYCE,  SOUTH  CAROLINA 
DAPOLITO,  ANTHONY  J.,  YOUNGSTOWN,  OHIO 
OAPRON,  BERTIE  C,  JR,  SPINGFIELD,  COLORADO 
DARA,  HANS  PETER,  YAPHANK,  NEW  YORK 
DARAIO,  FRANK  SILVIO,  DAYTONA  BEACH  SHORES,  FLORIDA 
DARBY,  HUGH  R,  RENTON,  HASHINGTON 
DARCIPRETE,  MICHAEL  JOSEPH,  MONTGOMERY   ALABAMA 
DARDEN,  CHARLES,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DARIN   DENNIS  A.,  DETROIT,  MICHIGAN 
DARKIS,  CHARLES  L.,  WASHINGTON  DISTRICT  OF  COLUMBIA 
DARLAND,  MICHAEL  JAMES,  TACOMA,  WASHINGTON 
DARLIN,  LAWRENCE  R. ,  KOKOMO,  INDIANA 
DARLING.  JOHN  GORDON,  SALINAS,  CALIFORNIA 
DARLiKgTON,  CHARLES  S,  HEST  CHESTER   PENNSYLVAN  A 
DARM0DY,  THOMAS  R.,  3RD,  FORKED  RIVER,  NEW  JERSEY 
DARNELL,  GENE  C,  LEXINGTON,  MISSOURI 
DARNELL,  SADIE  JAN,  GAINESVILLE,  FLORIDA 
DARNELL  WILLIAM  B,  JEFFERSON  CITY,  MISSOURI 
DARR,  DOUGLAS  NEAL,  BRIGHTON,  COLORADO 
DARR,  JOHN  STANLEY,  JR,  ELGIN,  ILLINOIS 
DARROUX,  EDMUND  CHRISTIE,  ROSEAU,  DOMINICA 
DARROH,  GORDON  HISLOP,  GREENWICH,  CONNECTICUT 
DARROH,  NEAL  ERNEST,  MONTESANO,  WASHINGTON 
i  DARSEY,  WILLIAM  N,  ATLANTA,  GEORGIA 
DART,  ROBERT  WILLIAM,  CHICAGO,  ILLINOIS 
DART,  WALLACE  A.,  EL  CAJON,  CALIFORNIA 
DAS  NEVES,  LOBO,  ROODEPORT,  SOUTH  AFRICA 
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NORTH  CAROLI 


DASCOLL,  FRANK  G. ,  MADISON,  NEW  JERSEY 
DASHIELL,  GEORGE  R,  SPOKANE,  HASHINGTON 
DASHNER,  JON  ROBERT,  MARTINEZ,  CALIFORNIA 
DASSLER,  WILLIAM  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DATIG,  TIMOTHY  CHARLES,  ST  ALBANS,  VERMONT 
DATO,  STEVEN  THOMAS,  NEW  YORK,  NEW  YORK 
DATTERO,  GUILIO  WALTER,  REIDSVILLE,  NORTH  CAROLINA 
DATTILO,  ANTHONY  ALLEN,  GOLDEN,  COLORADO 
DAUBIN,  MAURICE  MOORE,  CASPER,  WYOMING 
DAUGHERTY,  DOUGLAS  LEE,  ELLISVILLE,  MISSOURI 
DAUGHERTY,  JOSEPH  WILLIAM,  MANSFIELD,  OHIO 
DAUGHERTY,  MICHAEL  L.,  HOMER,  ALASKA 
DAUGHTRY,  SYLVESTER,  JR,  GREENSBORO,  NORTH  CAROLINA 
DAULBY,  JOHN  ROBERT,  WINNELLIE,  AUSTRALIA 
DAVALL   CHARLES  WILLIAM,  JR,  PRINCETON,  NEW  JERSEY 
DAVELAAR,  JACK  D,  TACOMA,  WASHINGTON 
DAVENPORT,  DAVID  EUGENE,  SEVIERVILLE,  TENNESSEE 
DENNIS  LYNN,  CLAYTON,  MISSOURI 
H  C,  LA  VISTA,  NEBRASKA 
HENRY  IVAN,  OLIVETTE,  MISSOURI 
JAMES  J,  CORTEZ,  COLORADO 
JENNINGS  M,  JR,  ELIZABETH  CITY, 
JOHN  GRAY,  PUNTA  GORDA,  FLORIDA 
ROBERT  H,  WILDWOOD,  NEW  JERSEY 
ROBERT  LOUIS,  JR,  DEERFIELD,  ILLINOIS 
ROY  GERARD,  DENTON,  TEXAS 
WILLIAM  RODNEY,  PORTLAND,  OREGON 
BENJAMIN  FRANKLIN,  J,  EDMOND,  OKLAHOMA 
GARY  K,  SWEET  HOME,  OREGON 
GLENN  JOHN,  FOREST  VIEW,  ILLINOIS 
JOSEPH  E.,  PARAMUS,  NEW  JERSEY 
LARRY  L.(  RIVERTON,  WYOMING 
RICHARD  RAY,  HOUSTON,  TEXAS 
,  VIRGILIO  M,  QUEZON  CITY,  PHILIPPINES 
DAVIDAITIS,  CHARLES  FRANCIS,  LAS  VEGAS,  NEVADA 
DAVIDOSKI,  DEBRA  SUE,  MILWAUKEE,  WISCONSIN 
ALLEN,  MONTEREY,  CALIFORNIA 
DANIEL,  LA  GRANGE,  KENTUCKY 
EDWARD  H.,  SPRINGFIELD,  ILLINOIS 
HAROLD  DEAN,  MOLINE,  ILLINOIS 
HERBERT  HOFFMAN,  REDDING,  CALIFORNIA 
IAIN  RANDALL,  ADELAIDE,  AUSTRALIA 
IAN  CRAIG,  OTTAWA,  CANADA 
,  JAMES,  CLEVELAND,  OHIO 
DAVIDSON  JANET  EILEEN,  INDEPENDENCE,  OREGON 
DAVIDSON,  JOEY  FRED,  RUSTON,  LOUISIANA 

JOHN  BOYD  OAK  RIDGE,  TENNESSEE 
JOHN  HENRY,  WASHINGTON,  PENNSYLVANIA 
JOHN  JOSEPH,  MEDIA,  PENNSYLVANIA 
K  R,  SR,  ST  CATHARINES,  CANADA 
MICHAEL  DEWAYNE,  JONESBORO,  ARKANSAS 
PAT  N,  LUBBOCK,  TEXAS 
THOMAS  NEALE,  PENDLETON,  INDIANA 
THOMAS  NICHOLAS,  TIPP  CITY,  OHIO 

william,  san  juan,  puerto  rico 
davidson!  winfred  d.,  forrest  city,  Arkansas 

DAV IES?  CHIR  STOPHER  TRUAX,  POUGHKEEPSIE,  NEW  YORK 
EDWARD  MARTELL,  SR,  CROWN  POINT,  INDIANA 
GEORGE  W.,  HILLSIDE,  NEW  JERSEY 
HARRY,  MANCHESTER,  ENGLAND 
ROBERT  DAWSON,  SAULT  ST  MARIE,  CANADA 
STEVEN  JOSEPH,  NORTH  PLAINFIELD,  NEW  JERSEY 
TERRANCE  ALLAN,  CORNING,  NEW  YORK 
JOHN  J,  SAVANNAH,  GEORGIA 

ADDISON  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ALBERT  OWEN,  PASCAGOULA,  MISSISSIPPI 
BARBARA  JEAN,  SAN  FRANCISCO,  CALIFORNIA 
BILL  K,  HERMOSA  BEACH,  CALIFORNIA 
BILLY  W.,  SALINAS,  CALIFORNIA 
BRENT,  SALT  LAKE  CITY,  UTAH 
CALVIN  ELANG,  TITUSVILLE,  FLORIDA 
CARL  EUGENE,  TAMPA,  FLORIDA 
CARLTON  TONY,  GREENWOOD,  SOUTH  CAROLINA 
CHARLES  DAVID,  I,  ORANGEBURG,  SOUTH  CAROLINA 
CHARLES  GILBERT,  EVERETT,  WASHINGTON 
CLAUDE  D.,  RALEIGH,  NORTH  CAROLINA 
CLIFFORD  EDWARD,  COLUMBUS ,  OHIO 
CLOVIS  GLENN,  JR,  MIDWEST  CITY,  OKLAHOMA 
CLYDE  ELLIOTT,  WARSAW,  VIRGINIA 
DAIRELL  WEYMAN,  LAWRENCEVILLE,  GEORGIA 
DANIEL  THOMAS,  KNOXVILLE,  TENNESSEE 
,  DARROL  D.,  RICHMOND,  CALIFORNIA 
DAVIS,  DAVID  LEROY,  SHAWNEE,  KANSAS 
DAVIS,  DAVID  MCKINLEY,  JR,  DALLAS,  TEXAS 
DAVID  PAUL,  RUSSELLVILLE,  ARKANSAS 
DEBORAH  LEE,  MUNCIE,  INDIANA  wm_k%lk 
DENNIS  CHARLES,  INDIANAPOLIS,  INDIANA 
DENNIS  KIM,  HINESVILLE,  GEORGIA 
DENNIS  THOMAS,  CHICAGO  RIDGE,  ILLINOIS 
DONALD  FRANCIS,  SAN  ANTONIO,  TEXAS 
,  DONALD  GENE,  BEXLEY,  OHIO 

SKI!;  IdJrd  S^i? KhfiaSTwOTXCf  of  Columbia 

DAVIS  EDWARD  PATRICK,  PORTLAND,  OREGON 

DAVIS  EDWARD  WILLIAM!  JR,  PRINCETON  JUNCTION, 

DAVIS  ELIOT,  VANCOUVER,  WASHINGTON 

DAVIS  EMERSON,  MILLERSVILLE,  MARYLAND 

DAVIS  FLOYD  e!,  BENNETTSVILLE,  SOUTH  CAROLINA 
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DAVIS,  FRANK  (SA,  FBI-RETIRED)  -  DEERING,  STEVEN  RALPH 
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DAVIS,  FRANK  (SA,  FBI-RETIRED),  BOISE,  IDAHO 
DAVIS,  FRANK  EDHIN,  JR,  LOUISVILLE,  KENTUCKY 
DAVIS,  GEORGE  DOUGLAS,  MELBOURNE,  AUSTRALIA 
DAVIS,  GEORGE  L,  III,  MINEOLA,  NEH  YORK 
DAVIS,  GLEN  PAUL,  BEDFORD,  VIRGINIA 
DAVIS,  GLENN  E. ,  MONTPELIER,  VERMONT 
DAVIS,  GRANT  WILLIAM,  REDHOOD  CITY,  CALIFORNIA 
DAVIS,  GRANVILLE  ROSENTHAL,  NEH  YORK,  NEW  YORK 
DAVIS,  H  WINSTON,  FARMINGTON,  NEW  MEXICO 
DAVIS,  HENRY  RUDY,  MEMPHIS,  TENNESSEE 
DAVIS,  HERBERT  N,  JR,  BATON  ROUGE,  LOUISIANA 
DAVIS,  JACK  R.,  EAST  PEORIA,  ILLINOIS 

JAMES  ALLEN,  VERO  BEACH,  FLORIDA 
JAMES  ARTHUR,  PORTLAND,  OREGON 
JAMES  CLARENCE,  PENSACOLA,  FLORIDA 
JAMES  F,  JR,  SNELLVILLE,  GEORGIA 
JAMES  H,  FERGUSON,  MISSOURI 
JAMES  H,  ATLANTA,  GEORGIA 
JAMES  H.,  SWARTHMORE,  PENNSYLVANIA 
JAMES  JOSEPH,  NEW  YORK,  NEW  YORK 
JAMES  KENNETH,  GASTONIA,  NORTH  CAROLINA 
JAMES  RICHARD,  EL  CAJON,  CALIFORNIA 
,  JAMES  W,  NORFOLK,  VIRGINIA 
DAVIS,  JAMES  WILLIAM,  STURGIS,  SOUTH  DAKOTA 
DAVIS,  JEFFREY  LYNN,  PAPILLION,  NEBRASKA 
JEFFREY  MARK,  HAMPTON,  VIRGINIA 
JEFFREY  RAY,  HARRISBURG,  PENNSYLVANIA 
JERRY,  FRESNO,  CALIFORNIA 
JOE  VESTER,  MONROE,  LOUISIANA 
JOHN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  PATRICK,  LIONVILLE,  PENNSYLVANIA 
.  JOHN  PATRICK,  DOWNERS  GROVE,  ILLINOIS 
DAVIS,  JOIE  KENT,  INDIANAPOLIS,  INDIANA 
DAVIS,  JULIUS  ISAAC,  LOS  ANGELES,  CALIFORNIA 
KARL  DESMOND,  TORONTO,  CANADA 
LARRY  BENTON,  WINCHESTER,  TENNESSEE 
LARRY  C,  KINGS  BAY,  GEORGIA 
LEONARD  ALPHONZO,  DELAND,  FLORIDA 
LORENZO,  CHICAGO,  ILLINOIS 
LYNN  R,  CEDAR  CITY,  UTAH 
,  MALCOLM  CLIFFORD,  JR,  HOUSTON,  TEXAS 
DAVIS,  MICHAEL  BRUCE,  ODESSA,  TEXAS 
DAVIS,  MICHAEL  GARDNER,  HELENA,  MONTANA 
DAVIS,  MICHAEL  LEE,  PORT  ORCHARD,  WASHINGTON 
DAVIS,  MICHAEL  R.,  INDIANAPOLIS,  INDIANA 
DAVIS,  MILTON  C,  PHOENIX,  ARIZONA 
DAVIS,  MONTE  R.,  GARDEN  GROVE,  CALIFORNIA 
DAVIS,  NANCY  LOVE,  SEATTLE,  WASHINGTON 
DAVIS,  NICKY  D.,  ORANGE,  TEXAS 
DAVIS,  OTHA  BENJAMIN,  LOS  ANGELES,  CALIFORNIA 
DAVIS,  PAUL  L,  DETROIT,  MICHIGAN 
DAVIS,  PETER  A,  FORT  CARSON,  COLORADO 

RALPH  EMERSON,  JR,  STOCKTON,  CALIFORNIA 
RALPH  J.,  BARTLESVILLE,  OKLAHOMA 
RAMONA  CARROL,  MEMPHIS,  TENNESSEE 
RAVINELL  C,  SAVANNAH,  GEORGIA 
RICHARD  E.,  GREENVILLE,  SOUTH  CAROLINA 
.  RICHARD  R,  SCOTT  AFB,  ILLINOIS 
DAVIS,  RITCHIE,  T,  EAST  LANSING,  MICHIGAN 
DAVIS,  ROBERT,  MONROE,  LOUISIANA 
DAVIS,  ROBERT  J,  PHOENIX,  ARIZONA 
DAVIS,  ROBERT  LELAND,  SAN  JOSE,  CALIFORNIA 
DAVIS,  ROBERT  MICHAEL,  PHILADELPHIA,  PENNSYLVANIA 
DAVIS,  ROBERT  S,  COOPER  CITY,  FLORIDA 
RODGER  LE,  MARTINEZ,  CALIFORNIA 
ROGER  F.,  BELLEVUE,  WASHINGTON 
RONALD  LAYNE,  LAWRENCEVILLE,  GEORGIA 
RUDY  W.,  HOPEWELL,  VIRGINIA 
RUSSELL  MAURICE,  SANTA  ANA,  CALIFORNIA 
STEPHEN  PAUL,  NEW  YORK,  NEW  YORK 
STEVEN  ALBERT,  INDIANAPOLIS,  INDIANA 
STEVEN  LYNN,  NEW  IBERIA,  LOUISIANA 
THOMAS  HARTFORD,  STOCKTON,  CALIFORNIA 
THOMAS  JAMES,  MEDIA,  PENNSYLVANIA 
TOMMY  WAYNE,  HENDERSON,  TENNESSEE 
TYRONE  ELESLIE,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
VICTOR  BENJAMIN,  CONYERS,  GEORGIA 
WILBURN  E.,  WICHITA  FALLS,  TEXAS 
WILLIAM  B,  FREMONT,  NEBRASKA 
.  WILLIAM  DEAN,  MONTGOMERY,  ALABAMA 
DAVIS,  WILLIAM  W,  VIRGINIA  BEACH,  VIRGINIA 
DAVIS,  WILLIE  GENE,  COVINGTON,  GEORGIA 
DAVISON,  DAVID  ALLAN,  LOVELAND,  COLORADO 
DAVISON,  JOHN  DONALD,  SALINAS,  CALIFORNIA 
DAVISON,  MICHAEL  BARRY,  MONROE,  MICHIGAN 
DAW,  MARGARET  MARY,  OAK  PARK,  ILLINOIS 
DAWE,  RALPH  WILLIAM,  III,  SCOTTSBORO,  ALABAMA 
DAWES,  DENNIS  LEE,  CHEHALIS,  WASHINGTON 
DAWKINS,  JACK  M,  TALLAHASSEE,  FLORIDA 
DAWLEY,  JOYCE  FRANCES,  TAMPA,  FLORIDA 
DAWSON,  CLIFFORD  E. ,  LEBANON,  ILLINOIS 
DAWSON,  DONALD  CHARLES,  LANSING,  MICHIGAN 
DAWSON,  GARTH  C,  LOVELAND,  COLORADO 
DAWSON,  GENE  ERWIN,  TOWSON,  MARYLAND 
DAHSON,  JAMES  GEORGE,  SANTA  MONICA,  CALIFORNIA 
DAWSON,  LARRY  LANE,  GENESEO,  ILLINOIS 
DAWSON,  LAURENCE  JOHN,  HAMILTON,  CANADA 
DAWSON,  LAWRENCE  MICHAEL,  BATH,  MAINE 
S^cSK*  MARVIN  HENRY-  JR'  COLUMBIA,  SOUTH  CAROLINA 
DAWSON,  ROBERT  JOSEPH,  JR,  SPRING  LAKE,  NEW  JERSEY 
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DAWSON,  SILVESTER,  WEST  PALM  BEACH,  FLORIDA 

DAXE,  ARNOLD,  JR,  FALLS  CHURCH,  VIRGINIA 

DAY,  DENNIS  GILBERT,  FOSTORIA,  OHIO 

DAY,  DOUGLAS  L.,  LARGO,  FLORIDA 

DAY,  HOWARD  D. ,  SYRACUSE,  NEW  YORK 

DAY,  JERRY  WAYNE,  KNOXVILLE,  TENNESSEE 

DAY,  JESSE  EUGENE,  JR,  FALLS  CHURCH,  VIRGINIA 

DAY,  STACE  BANKS,  LEXINGTON,  SOUTH  CAROLINA 

DAYAL,  NEMRAJ,  PORT  LOUIS,  MAURITIUS 

DAYRINGER,  EDGAR  JOE,  JEFFERSON  CITY,  MISSOURI 

DE  ANGELIS,  JOHN  JOSEPH,  COALINGA,  CALIFORNIA 

DE  BEER,  JOSEPH,  PRETORIA,  SOUTH  AFRICA 

DE  CARLI,  DENNIS  VICTOR,  EUREKA,  CALIFORNIA 

DE  JONG,  DEAN  JAY,  MIAMI,  FLORIDA 

DE  LA  GARZA,  PETER  VANCE,  EDINBURG,  TEXAS 

DE  LA  PAZ,  JOSEPH  JESSE,  JR,  CHICAGO,  ILLINOIS 

DE  LEMOS,  MEDARDO  GRASPARIL,  MANILA,  PHILIPPINES 

DE  PAOLA,  PETER,  JR,  ANAHEIM,  CALIFORNIA 

DE  PAUW,  PETER  ALBERT,  VALE,  OREGON 

DE  POLIS,  THOMAS  ANTHONY,  TAMPA,  FLORIDA 

DE  PROFT,  ALAIN,  BRUSSELS,  BELGIUM 

DE  VALL,  RODDY  FRED,  HAMMOND,  LOUISIANA 

DEACY,  EDWARD  PATRICK,  NEW  YORK,  NEW  YORK 

DEAL,  ALAN  BRIAN,  LOS  ANGELES,  CALIFORNIA 

CLYDE  JUNIOR,  HICKORY,  NORTH  CAROLINA 
JAMES  EDWARD,  DOTHAN,  ALABAMA 
RICHARD  B.,  DAYTON,  OHIO 
STOTHARD  I.,  STATESBORO,  GEORGIA 
,  TERESA  LYNN,  INDIANAPOLIS,  INDIANA 
DEALY,  JOHN  MICHAEL,  OAKLAND,  CALIFORNIA 
DEAMICIS,  CLEMENT  D,  SAN  FRANCISCO,  CALIFORNIA 
DEAN,  AMY  LOUISE,  MURFREESBORO,  TENNESSEE 
BASIL  ELISHA,  NASSAU,  BAHAMAS 
CARL  A.,  OAKLAND,  CALIFORNIA 
DANNY  RAY,  FRANKFORT,  KENTUCKY 
HAROLD  E.,  MONTPELIER,  VERMONT 
HERSCHEL  T,  JR,  MARIANNA,  FLORIDA 
JAMES  CARL,  NEW  YORK,  NEW  YORK 
JOHN  BERNARD,  JR,  WATERFORD,  MICHIGAN 
LEONARD,  DUNCAN,  OKLAHOMA 
MAURICE  F.,  WATKINS  GLEN,  NEW  YORK 
PAUL  HAROLD,  DURHAM,  NEW  HAMPSHIRE 
ROBERT  ALLYN,  MILLBRAE,  CALIFORNIA 
ROGER  M,  HUNTSVILLE   ALABAMA 
,  WILLIAM  R.,  DENISON,  TEXAS 
DEANE,  CHARLIE  TATUM,  PRINCE  WILLIAM,  VIRGINIA 
DEANE,  MICHAEL  A.,  CRANFORD,  NEW  JERSEY 
DEANE,  ROBERT  LOU,  KENOSHA,  WISCONSIN 
DEANES,  WILLIAM  LEE,  VIRGINIA  BEACH,  VIRGINIA 
DEANGELO,  RONALD  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUM 
DEAR,  JULY  C,  LOS  ANGELES,  CALIFORNIA 
DEARING,  WALTER  S,  KENNETT,  MISSOURI 
DEARISO,  ROBERT  W.,  ATLANTA,  GEORGIA 
DEARMIN,  DENNIS  DALE,  STOCKTON,  CALIFORNIA 
DEARMOND,  EDWARD,  GALLUP,  NEW  MEXICO 
DEARTH,  ROBERT  CRAIG,  FRANKFURT, 
DEASY,  BILL  D,  SACRAMENTO,  CALIFORNIA 
DEASY,  BRIAN  WILLIAM,  DENVER,  COLORADO 
DEATHERAGE,  STEVEN  DEAN,  EAST  PEORIA,  ILLINOIS 
DEATON,  STEPHEN  CURTIS,  CHARLOTTE,  NORTH  CAROLINA 
DEAVERS,  CARL  RAYMOND,  JR,  RICHMOND,  VIRGINIA 
DEBASSIO,  JOHN  A,  COHASSET,  MASSACHUSETTS 
DEBAUN,  THOMAS  K,  SHELBYVILLE,  INDIANA 
DEBEAU,  MARK  LAWRENCE,  DETROIT,  MICHIGAN 
DEBLOCK,  WILLIAM  JOHN,  MIDDLETOWN,  NEW  YORK 
DEBOE,  HAROLD,  MAYFIELD  HEIGHTS,  OHIO 
DEBOER,  DONALD,  OGDEN,  UTAH 

DEBOER,  MICHAEL  WILLIAM,  BATTLE  CREEK,  MICHIGAN 
DEBOER,  RICHARD,  JR,  BARNSTABLE,  MASSACHUSETTS 
DEBOER,  STEPHEN  HAROLD,  HASTINCS,  MICHIGAN 
DEBOER,  STEPHEN  PAUL,  EAST  LANSING,  MICHIGAN 
DEBOLT,  DARIAN  CLARKE,  NORMAN,  OKLAHOMA 
DEBORD,  JERRY  DOLPHUS,  ATLANTA,  GEORGIA 
DEBOY,  LEONARD  CHARLES,  SALAMANCA,  NEW  YORK 
DECAPUA,  MICHAEL  LOUIS,  KINGSTON,  MASSACHUSETTS 
DECARLI,  DANNY  H  W,  FERGUSON,  MISSOURI 
DECHANT,  DAVID  FRANCIS,  STEAMBOAT  SPRINGS,  COLORADO 
DECHANT,  ROBERT  GORMAN,  BENSALEM,  PENNSYLVANIA 
DECHENNE,  DOUGLAS  ALLEN,  PALM  BAY,  FLORIDA 
DECKER,  FRANK  E.,  NORFOLK,  VIRGINIA 
DECKER,  JAMES  EDWARD,  SAN  DIEGO,  CALIFORNIA 
DECKER,  JOHN,  NEW  YORK,  NEW  YORK 
DECKER,  WILLIAM  SPRINGALL,  MIDLAND,  TEXAS 
DECOLFMACKER,  GARY  JOHN,  DOVER,  NEW  HAMPSHIRE 
DECOUDRES,  MICHAEL  LOUIS,  LOS  ANGELES,  CALIFORNIA 
DECOWSKI,  JAMES,  MINNEAPOLIS,  MINNESOTA 
DECRONA,  ANTHONY  ALAN,  TONOPAH,  NEVADA 
DEDIONISIO,  PAUL  J,  JR,  ERIE,  PENNSYLVANIA 
DEDIVITIS,  RUDOLPH  M. ,  YONKERS,  NEW  YORK 
DEDMAN,  FRED  E,  MOUNT  VERNON,  ILLINOIS 
DEDMON,  DERRY  WAYNE,  GREEN  COVE  SPRINGS,  FLORIDA 
DEEGAN,  MICHAEL,  SOUTH  BARRINGTON,  ILLINOIS 
DEEL,  STEVEN  MARK,  DALLAS,  TEXAS 
DEELEY,  ROBERT  E,  SIGNAL  HILL,  CALIFORNIA 
DEELY,  JAMES  P.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DEEM,  JAMES  N,  BAKERSFIELD,  CALIFORNIA 
DEER,  RICHARD  BOYD,  CHARLOTTE,  MICHIGAN 
DEERING,  IVAN  GERALD,  JR,  HOWELL,  MICHIGAN 
DEERING,  KENNETH  W,  SAN  DIEGO,  CALIFORNIA 
DEERING,  STEVEN  RALPH,  SALINAS,  CALIFORNIA 
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DEES,  HERMAN  MICHAEL  -  DERUM,  HARRY  A. 
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DEES,  HERMAN  MICHAEL,  LELAND.  MISSISSIPPI 
DEES,  HILLIAM  C,  GREENVILLE,  SOUTH  CAROLINA 
DEESE,  EDHARD  THOMAS,  NATIONAL  CITY,  CALIFORNIA 
DEESE,  TERRY  HAYNE,  FORT  VALLEY,  GEORGIA 
DEFAUH,  ADOLPH  C,  EAST  MOLINE,  ILLINOIS 
DEFELICE,  BRIAN  MICHAEL,  NEW  BRUNSHICK,  NEW  JERSEY 
BILL  LEROY,  SPRINGFIELD,  OREGON 
STEVEN  A,  NEH  YORK,  NEH  YORK 
DONALD  MICHAEL,  CHICAGO,  ILLINOIS 
FRANK  D.,  COLUMBIA,  SOUTH  CAROLINA 
LAURENCE  MARION,  POMPANO  BEACH,  FLORIDA 


DEFORREST 
DEFRANCO, 
DEFRANZA, 
DEFREESE, 
DEFURIA 


,  NORMAN  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DEGE,  JAMES  CARROLL,  OHATONNA,  MINNESOTA 
DEGOU,  DAVID  JOSEPH,  CAMBRIDGE,  MASSACHUSETTS 
DEGREENIA,  LEO  F.,  JR,  CONCORD,  NEH  HAMPSHIRE 
DEGROOT,  RALPH  L,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DEGULIS,  VINCENT  P.,  ENGLISHTOHN,  NEH  JERSEY 
DEHAAN,  RICHARD  HENRY,  BEAVERTON,  OREGON 
DEHAVEN,  PAUL  J.,  MERRILLVILLE ,  INDIANA 
DEHAVEN,  HILLIAM  THOMAS,  BERHYN,  PENNSYLVANIA 
DEHERRERA,  JUAN,  RAHLINS,  WYOMING 
DEHL,  BERNARD  R,  RENO,  NEVADA 
DEHNER,  RAYMOND  W. ,  SACRAMENTO,  CALIFORNIA 
DEHNERT,  LARRY  THOMAS,  HOUSTON,  TEXAS 
DEHNICKE,  DUANE  E,  WESTERN  SPRINGS,  ILLINOIS 
DEICHSEL,  RAY  GREGORY,  HEMET,  CALIFORNIA 
DEJESUS,  ANTONIO  REMIGIO,  MANILA,  PHILIPPINES 
DEJESUS,  CARLOS,  JR,  CLEVELAND,  OHIO 
DEJKUNJORN,  VASIT,  BANGKOK,  THAILAND 
DEJOSEPH,  MICHAEL  ANTHONY,  NEWTOWN,  CONNECTICUT 
DEKATCH,  JOSEPH  DOUGLAS,  FLINT,  MICHIGAN 
DEKKER,  ABRAHAM,  THE  HAGUE,  NETHERLANDS 
DEKKER,  ROBERT  ARJAAN,  FILLMORE,  UTAH 
DEKMAR,  LOUIS  MICHAEL,  JR,  MORROW,  GEORGIA 
DEL  CORE,  ROBERT,  ARLINGTON,  VIRGINIA 
DEL  ROSARIO,  GONZALO  KUIZON,  NEW  YORK,  NEW  YORK 
DELACHICA,  ALBERTO  J.,  LAREDO,  TEXAS 
DELAGARZA,  FILOMENO  PHILLIP,  SAN  ANTONIO,  TEXAS 

DELAGARZA,  JAMES  E,  SEGUIN,  TEXAS  r„nuTA 

.  DELAGRAVE,  JOHN  E,  SANTA  BARBARA,  CALIFORNIA 
DELAND,  THOMAS  CHARLES,  JR,  BROOMFIELD,  COLORADO 
DELANEY,  EDWARD  JOSEPH,  JR,  ORANGE,  CONNECTICUT 
DELANEY,  MICHAEL  PATRICK,  MONROVIA,  CALIFORNIA 
DELANEY,  WILLIAM  CLINTON,  OVERLAND  PARK,  KANSAS 
DELAP,  WALTER  MERTON,  RAYBROOK,  NEW  YORK 
DELAPLACE,  DANIEL,  LAUSANNE,  SWITZERLAND 
DELATOUR,  MICHEL  ALEXANDER,  BERKELEY,  CALIFORNIA 
DELAUGHTER,  JULIUS  N,  JR,  WASHINGTON,  DISTRICT  OF  COLUM 
J  DELAUGHTER,  RICHARD  B,  OKLAHOMA  CITY,  OKLAHOMA 
DELAURIE.  ERNEST  G,  SAN  BERNARDINO,  CALIFORNIA 
»  DELDUCA,  RALPH  M. ,  BERKELEY  HEIGHTS,  NEW  JERSEY 
DELEAVER,  DOUGLAS,  ANNAPOLIS,  MARYLAND 
DELELLIS,  CAMILLO  A.,  VERONA,  PENNSYLVANIA 
DELEO,  MICHAEL  J,  LEBANON,  PENNSYLVANIA 
n   DELEO,  ROCCO,  MIAMI  BEACH,  FLORIDA 
DELEON,  CESAR  R. ,  MANILA,  PHILIPPINES 
DELEON,  HUMBERTO  GARCED,  SAN  JUAN,  PUERTO  RICO 
DELEON,  LEONARDO  C. ,  MANILA,  PHILIPPINES 
DELEON,  SALVADOR  S,  MANILA,  PHILIPPINES 
tt   DELEVA,  JOSEPH  ANTHONY,  BOSTON,  MASSACHUSETTS 
DELGADO  MORA,  JAIRO  ROLANDO,  BOGOTA,  COLOMBIA 
DELGADO,  TERRENCE  MICHAEL,  SANTA  FE,  NEW  MEXICO 
DELGROSSO,  THOMAS  JOSEPH,  JR,  PIERRE,  SOUTH  DAKOTA 
DELIA,  CONO  J,  HACKENSACK,  NEW  JERSEY 
DELIA,  RONALD  JASON,  HENDERSON,  NEVADA 
§   DELIANIS,  PAUL,  MELBOURNE,  AUSTRALIA 
tt   DELIMA,  KENNETH  SR,  WAILUKU,  MAUI,  HAWAII 

DELIMAN,  JOHN  M,  NEW  BRUNSWICK,  NEW  JERSEY      „«..,„„ 
DELINSKI,  JEFFERY  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBI 
DELISE,  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
DELK,  MARK  ANDREWS,  SR,  PELHAM,  ALABAMA 

*  DELL,  GERALD  W. ,  BILLINGS,  MONTANA 
DELL   RAYMOND  CRONIN,  JR,  CORNING,  NEW  YORK 
DELLA  JACONO,  JOHN  LOUIS,  FORT  LEAVENWORTH,  KANSAS 
DELLA  VECCHIO,  MARK,  DARBY  BORO,  PENNSYLVANIA 
DELLA-MONICA,  GLENN,  SACRAMENTO,  CALIFORNIA 

*  DELLING,  PAUL  ARTHUR,  CLAYTON,  MISSOURI 
DELMAR,  JESSE,  WINDOW  ROCK,  ARIZONA 

tt   DELMAR   SALVADOR,  JR,  TOWN  AND  COUNTRY,  MISSOURI 

l   DELHONT,  DENNIS  JOHN,  MENDOTA  HEIGHTS,  MINNESOTA 
DELO,  CHARLES  THOMAS,  NEW  CITY,  NEW  YORK 

M   DELOACH,  JOHN  FRANKLIN,  BOYNTON  BEACH,  FLORIDA 
DELONG,  HENRY  DUANE,  HASHINGTON,  PENNSYLVANIA 
DELOS,  REYES  FERNANDO,  MANILA,  PHILIPPINES 
DELOUCHE,  DONALD  CRAIG,  LAKE  CHARLES,  LOUISIANA 
DELP.  STEPHEN  C,  RICHMOND,  VIRGINIA 
DELROSSI,  JOSEPH  HARRY,  STONEHAM,  MASSACHUSETTS 
DELTORCHIO,  ALFRED  EDWARD,  BENICIA,  CALIFORNIA 

tt   DELUCA,  ANTHONY  F,  WARREN,  MICHIGAN 

DELUCIA,  BERNARD  E,  IRVINGTON,  NEW  JERSEY 
DELUCIA  RALPH  ALBERT,  FRANKLIN,  MASSACHUSETTS 
DELUGO,  ISAAC  SANTIAGO,  II,  MINNEAPOLIS,  MINNESOTA 
DELUSSEY,  EDMUND  B.,  CINNAMINSON,  NEW  JERSEY 
DELVENTo!  ALLEN  LOUIS,  WEST  TRENTON,  NEW  JERSEY 
DEMAG,  DAVID  E,  BURLINGTON,  VERMONT 
DEMAIO,  PETER  MARION,  JR,  LYNWOOD,  ILLINOIS 
DEMARCHIS,  JOSEPH  ROBERT,  JEANNETTE,  PENNSYLVANIA 
DEMAREE,  JAMES  MICHAEL,  NACOGDOCHES,  TEXAS 
DEMARTINO,  JOHN  R.,  BALLSTON  SPA,  NEW  YORK 
DEMASI,  ANTHONY  J,  WEST  TRENTON,  NEW  JERSEY 
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PENNSYLVANIA 


DEMATTIO,  ROBERT  J.,  SR,  POUGHKEEPSIE,  NEW  YORK 

DEMBINSKY,  STEPHAN  LEE,  DAYTONA  BEACH  SHORES,  FLORIDA 

DEMBOWSKI,  STEPHEN  GERARD,  HACKENSACK,  NEW  JERSEY 

DEMELLO,  FRANCIS  B.,  WAILUKU,  MAUI,  HAWAII 

DEMELLO,  RONALD  EDDY,  FALMOUTH,  MASSACHUSETTS 

DEMEMBER,  BERNARD  P.,  ELMIRA,  NEW  YORK 

DEMEO,  ANTHONY  J.,  GENEVA,  NEW  YORK 

DEMERS,  ROGER  JOSEPH,  DOVER,  NEH  HAMPSHIRE 

DEMETRIA,  ELPIDIO,  MANILA,  PHILIPPINES 

DEMILLE,  STEVEN  DEE,  SALT  LAKE  CITY,  UTAH 

DEMINGS,  JERRY  LOUIS,  ORLANDO,  FLORIDA 

DEMMA,  JOSEPH  MICHAEL,  PEMBROKE  PINES,  FLORIDA 

DEMMON,  DANIEL  EDWARD,  MERRILLVILLE,  INDIANA 

DEMORE,  DON  R,  TOPEKA,  KANSAS 

DEMOSS,  GARY  WILLIAM,  SILVER  LAKE,  OHIO 

DEMPSEY,  CHARLES  WILLIAM,  CEDAR  PARK,  TEXAS 

DEMPSEY,  DANIEL  L,  CONCORD,  NEW  HAMPSHIRE 

DEMPSEY,  JOHN  F,  MORRISTOWN,  NEW  JERSEY 

DEMPSEY,  JOHN  N,  DENVER,  COLORADO 

DEMPSEY,  PATRICK  ROBERT,  ROSELLE,  ILLINOIS 

DEMPSEY,  PETER  A.,  MONTCLAIR,  NEW  JERSEY 

DEMPSEY,  STEVE  FRANKLIN,  KING  GEORGE,  VIRGINIA 

DEMPSEY  WILLIAM  HENRY,  CALIFORNIA  CITY,  CALIFORNIA 

DEMPSTER,  JOHNNIE  WESLEY,  GOLDEN,  COLORADO 

DEMPSY,  DONALD  CLAY,  BARTOW,  FLORIDA 

DEMSKI,  WILLIAM  STEPHEN,  JR,  PHILADELPHIA, 

DEMURI,  MARION  L.,  FLORISSANT,  MISSOURI 

DENARDO,  ROBERT,  BRADLEY  BEACH,  NEW  JERSEY 

DENCKER,  JUDY  ANN,  SALT  LAKE  CITY,  UTAH 

DENEEN,  DENNIS  P.,  CHICAGO,  ILLINOIS 

DENEUI,  JAMES  JOHN,  MANHATTAN  BEACH,  CALIFORNIA 

DENHAM  JAMES  COLON,  WAYNESBORO,  MISSISSIPPI 

DENHAM,  ROBERT  NEWTON,  JR,  SACRAMENTO,  CALIFORNIA 

DENISI   WILLIAM  HORACE,  FOUNTAIN  VALLEY,  CALIFORNIA 

DENISIO,  CARL  B,  LACKLAND  AFB,  TEXAS 

DENITZIO,  THOMAS  JOSEPH,  SCOTCH  PLAINS,  NEW  JERSEY 

DENK,  JOHN  PATRICK,  DALLAS,  TEXAS  „„.I1UBT1 

'  DENLEA  THOMAS  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DENNEHY,  DAVID  H.,  BROCKTON,  MASSACHUSETTS 

I  DENNERLL,  ROGER  JAMES,  BOWLING  GREEN,  OHIO 
DENNETT,  ROBERT  E.,  ROHNERT  PARK,  CALIFORNIA 

I  DENNEY,  CARL,  READING,  OHIO 
DENNEY,  CHARLES  LEROY,  GOLD  BEACH,  OREGON 
DENNEY,  JAMES  RAY,  LAWRENCE,  KANSAS 

t   DENNEY,  NORMAN  E,  ALBANY,  GEORGIA 
DENNEY,  ROBERT  EDWARD,  KINGSPORT,  TENNESSEE 
DENNIS,  ANTHONY,  SUMTER,  SOUTH  CAROLINA 
DENNIS  ARTHUR  ODELL,  JR,  MANASSAS,  VIRGINIA 

1   DENNIS,  BYRON  R.,  ALEXANDER  CITY,  ALABAMA 
DENNIS,  DAVID  LEON,  TAHOE  CITY,  CALIFORNIA 

¥  DENNIS,  DON  A.,  FRESNO,  CALIFORNIA 
DENNIS,  DWAIN  LEE,  IONIA,  MICHIGAN 

.  DENN  S   EDWARD  EARL,  JR,  PIKESVILLE,  MARYLAND 
DENNIS  HENRY  E,  III,  TOMS  RIVER,  NEW  JERSEY 

#  DENNIS,  JOHN  E.,  COLUMBIA,  SOUTH  CAROLINA 
tt   DENNIS  JOHN  ROBERT,  UNIVERSITY  CITY,  MISSOURI 

DENNIS,  JOHN  ROBERT,  LAFAYETTE,  INDIANA 
DENNIS,  PAUL  THOMAS,  OPELIKA,  ALABAMA 

#  DENNIS  SILAS  E.,  JR.,  HYATTSVILLE,  MARYLAND 
DENNIS  WADE  FRANKLIN,  FORT  CARSON,  COLORADO 

tt   DENNISON,  JOHN  D.,  OMAHA,  NEBRASKA 

#  DENNISON,  LAWRENCE  C. ,  RENO,  NEVADA 
DENNY,  MICHAEL  ALLEN,  BIRMINGHAM,  ALABAMA 

tt   DENSON,  ROY  F.,  SR.  ,  TRENTON,  NEW  JERSEY 
DENT   JAMES  E,  BLUEFIELD,  WEST  VIRGINIA 
DENT  THOMAS  ARTHUR,  PARKERSBURG,  WEST  VIRGINIA 
DENTON,  CHARLES  BURCHUM,  SENECA,  SOUTH  CAROLINA 
DENTON,  PAUL  STEPHEN,  COLUMBUS,  OHIO 
DEOLD,  GEORGE  ROBERT,  PATERSON,  NEH  JERSEY 
DEPALMA.  ANTHONY  J.,  LIMA,  OHIO 
DEPALMA  DIANE  L  R,  PITTSBURGH,  PENNSYLVANIA 
DEPALMA,  PASCAL  ANTHONY,  BOONTON,  NEW  JERSEY 

#  DEPAOLA,  SALVATORE,  SAN  DIEGO,  CALIFORNIA 

#  DEPAOLI   MARIO  R,  TORRINGTON,  CONNECTICUT 
DEPASQUALE,  JOHN  ANGELO,  TOWN  OF  TONAHANDA  NEW  YORK 
DEPASQUALE   LEONARD  JOHN,  EAST  GREENWICH  RHODE   SLAND 

tt   DEPEW,  WILLIAM  KEITH,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
DEPIERO.  RAYMOND  G. ,  BROOK  PARK,  OHIO 
DEPOLO,  DANIEL  JOSEPH,  POINT  PLEASANT  BEACH, 
DEPOMPA,  RONALD  LEROY,  GLENDALE,  CALIFORNIA 

#  DEPOURCO,  DESIRE,  WINNIPEG,  CANADA 
DEPPELER  JOHN  JOSEPH,  WEST  SENECA,  NEW  YORK 

#  DEPREZ,  CLARENCE  G. ,  ROCHESTER,  NEW  YORK 
DEPUTY,  DAVID  EDWARD,  DOVER,  DELAWARE 
DERBY,  PHILIP  WAYNE,  RAINIER,  OREGON 
DERBYSHIRE.  WILFRED  JOHN,  NIAGARA  FALLS,  CANADA 
DEREMER  DAVID  HENRY,  BETHEL  PARK,  PENNSYLVANIA 

tt   DEREMER,  JACQUES  IAN,  MIAMI,  FLORIDA 
tt   DERENBURGER,  JOHN  L.,  MILES  CITY,  MONTANA 
DERICCO,  JAMES  JOSEPH,  ROCKFORD,  ILLINOIS 
tt   DERNING,  DON  R.,  WINNETKA,  ILLINOIS 

DEROCHA  THOMAS  R,  STERLING  HEIGHTS,  MICH  G AN 
DEROSE,  BARRY  ALFRED,  POMPANO  BEACH  FLORIDA 
DEROSE  PETER  ROCCO,  ROSELLE,  NEW  JERSEY 
DEROSSETT,  CARL  STEPHEN,  SANTA  CLARA,  CALIFORNIA 
DEROUEN,  J.  NIC,  NEW  IBERIA,  LOUISIANA 
DERR,  W  LLIAM  ALAN,  SAN  FRANCISCO,  CALIFORNIA 
DERRICK,  TILLMAN  WINFIELD,  YORK,  SOUTH  CAROLINA 
DERRY,  KIM  WALTER,  TORONTO,  CANADA 
DERUM,  HARRY  A.,  MARTINEZ,  CALIFORNIA 
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DERZIS,  NICHOLAS  CHARLES  -  DIRKS,  JOHN  EDHARD 
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DERZIS,  NICHOLAS  CHARLES,  HOOVER,  ALABAMA 
DESALVATORE,  JOSEPH  F,  ONEONTA,  NEH  YORK 
DESANTO,  FRANK  GEORGE,  HILLSIDE,  NEH  JERSEY 
DESKINS,  DAVID  LEE,  URBANA,  OHIO 
DESMARAIS,  JOHN  RENE,  CENTRAL  FALLS,  RHODE  ISLAND 
DESHITH,  DONALD  ELMER,  CANANDAIGUA,  NEH  YORK 
DESMOND,  JOHN  CHARLES,  LOS  ANGELES,  CALIFORNIA 
DESMOND,  JOHN  JOSEPH,  HILMINGTON,  DELAHARE 
DESROSIERS,  PAUL  MATTHEH,  NEH  BEDFORD,  MASSACHUSETTS 
DESTEFANO,  NICHOLAS  ANTHONY,  NEH  YORK,  NEH  YORK 
DESTEUNDER,  ROBERT  FREDRICK,  SAN  DIEGO,  CALIFORNIA 
DETEMPLE,  JOSEPH  F,  BETHEL,  ALASKA 
DETERDING,  DUANE  K,  NORTH  PLATTE,  NEBRASKA 
DETIENNE,  LLOYD,  JR,  ZION,  HISCONSIN 
DETLOFF,  HENRY  PATRICK,  OREGON  CITY,  OREGON 
DETOMMASO,  MICHAEL  FRANK,  CHARLOTTE,  NORTH  CAROLINA 
DETTMAN,  THOMAS  MARTIN,  BOYNTON  BEACH,  FLORIDA 
DETTMANN,  EDMUND  PAUL,  NEH  YORK,  NEH  YORK 
DETTMER,  RICHARD  LEROY,  HAYHARD,  CALIFORNIA 
DEUBER,  ROBERT  DANIEL,  KING  OF  PRUSSIA,  PENNSYLVANIA 
DEUPREE,  ROBERT  EARL,  ASTORIA,  OREGON 
DEUTCSH,  ARTHUR  V,  BIRMINGHAM,  ALABAMA 
DEUTSCHMANN,  LOUIS  H. ,  NEH  ORLEANS,  LOUISIANA 
DEVANE,  STANLEY  EUGENE,  DOTHAN,  ALABAMA 
DEVANEY,  FREDRICK  MARIUS,  SIOUX  FALLS,  SOUTH  DAKOTA 
DEVANEY,  GEORGE  EDHARD,  HEST  CALDHELL,  NEH  JERSEY 
DEVANEY,  JAMES  PATRICK,  NORTH  MIAMI,  FLORIDA 
DEVANEY,  PATRICK  OHEN,  LOS  ANGELES,  CALIFORNIA 
DEVANEY,  THOMAS  P,  GENEVA,  NEH  YORK 
DEVARAJ,  HENRY  T.,  SINGAPORE,  SINGAPORE 
DEVAULT,  LEHIS  N,  BLOOMINGTON,  ILLINOIS 
DEVENGER,  PAUL  SCOT,  ST  JOHNSBURY,  VERMONT 
DEVENS,  JOHN  P,  ANGLETON,  TEXAS 
DEVER,  MERRILL  T,  ERIE,  PENNSYLVANIA 
DEVEREAUX,  JOHN  PATRICK,  SANTA  ANA,  CALIFORNIA 
DEVILBISS,  JAMES  C. ,  EL  SEGUNDO,  CALIFORNIA 
DEVINCENZI,  RONALD  ANTHONY,  ST  JOHNSBURY,  VERMONT 
DEVINE,  JOHN  R,  SMITHFIELD,  RHODE  ISLAND 
DEVINE,  STEVEN  CHARLES,  COCONUT  CREEK,  FLORIDA 
DEVITO,  MARK  DAVID,  HATERTOWN,  NEH  YORK 
DEVITO,  MICHAEL  JOHN,  III,  HAWTHORNE,  NEH  YORK 
DEVLIN,  STEVEN  MARK,  BOSTON,  MASSACHUSETTS 
DEVLIN,  SUZANNE,  FAIRFAX,  VIRGINIA 
DEVLIN,  HILLIAM  PATRICK,  HHITE  PLAINS,  NEH  YORK 
DEVLIN,  WILLIAM  PAUL,  PHILADELPHIA,  PENNSYLVANIA 
DEVOE,  CHARLES  E.,  BUFFALO,  NEH  YORK 
DEVOLL,  JAMES  F.,  COLUMBUS,  OHIO 
DEVOSS,  MICHAEL  DUANE,  QUINCY,  ILLINOIS 
DEVRIES,  HENRY,  BATAVIA,  NEH  YORK 
DEW,  JAMES  CARROLL,  MULLINS,  SOUTH  CAROLINA 
DEH,  MARGO  ROSE,  SCAPPOOSE,  OREGON 
DEHITT,  DIANE  KAY,  SAGINAH,  MICHIGAN 
DEHOLF,  PETER  A,  GHENT,  BELGIUM 
DEYO,  SIDNEY  C,  JR,  HARRISBURG,  PENNSYLVANIA 
DHARITHAI,  HEMARAJ,  BANGKOK,  THAILAND 
DI  GUIDA,  ROBERTO,  TURIN,  ITALY 
DI  SANTO,  DANIEL  PATRICK,  SANTA  ANA,  CALIFORNIA 
DIAL,  CONSTANCE  MARIE,  LOS  ANGELES,  CALIFORNIA 
DIAL,  DAVID  EARL,  NAPERVILLE,  ILLINOIS 
DIAMANT,  KATHRYN,  SALT  LAKE  CITY,  UTAH 
DIAMOND,  DREW,  TULSA,  OKLAHOMA 
DIAMOND,  JERRY  MARK,  MARION,  IOWA 
DIAMOND,  JIM  D.,  JR,  TAMPA,  FLORIDA 
DIANGELO,  PASOUALE  FRANCIS,  ASHTABULA,  OHIO 
DIAZ  ROJAS,  ANDRES,  HAVANA,  CUBA 
DIAZ  TORRES,  VICTOR,  SAN  JUAN,  PUERTO  RICO 
DIAZ-PAGAN,  GILBERTO,  CAQUAS,  PUERTO  RICO 
DIAZ-RIVERA,  RUBEN,  SAN  JUAN,  PUERTO  RICO 
DIAZ,  ALBERT  RAY,  HOUSTON,  TEXAS 
DIAZ,  JOHN  ANTHONY,  SEATTLE,  WASHINGTON 
DIAZ,  MANUEL  WAYNE,  MIAMI  BEACH,  FLORIDA 
DIAZ,  ROBERT  SERRATO,  ODESSA,  TEXAS 
DIAZ,  RUBEN  ZARAGOZA,  SAN  JOSE,  CALIFORNIA 
DIAZ,  RUBEN,  SR,  HOUSTON,  TEXAS 

DIAZ,  SERGIO  GILBERTO,  JR,  LOS  ANGELES,  CALIFORNIA 
DIBARTOLOMEO,  CARMINE  A,  BOSTON,  MASSACHUSETTS 
DIBIASE,  HARRY  DANIEL,  PARRIS  ISLAND,  SOUTH  CAROLINA 
DICE,  JEANETTE  PATRICIA,  NEW  YORK,  NEW  YORK 
DICENZO,  JOSEPH  F,  NORTH  PROVIDENCE,  RHODE  ISLAND 
DICHIARO,  ANTHONY  PETER,  NEH  YORK,  NEH  YORK 
DICK,  GAMBLE  CROCKETT,  III,  TUCSON,  ARIZONA 
DICK,  GARY  LEE,  CLEARLAKE,  CALIFORNIA 
DICK,  JAMES  R,  JR,  CUMBERLAND,  MARYLAND 
DICK,  JANE  ELIZABETH,  TORONTO,  CANADA 
101  M   DICK,  ROBERT  N,  TULSA,  OKLAHOMA 
49   DICKENS,  JAMES  A.,  TALLAHASSEE,  FLORIDA 
DICKERSON,  CHUCK,  KERRVILLE,  TEXAS 
DICKERSON,  DANIEL  PATRICK,  PEORIA,  ILLINOIS 
DICKERSON,  GEORGE  HENRY,  JR,  FENWICK  ISLAND,  DELAWARE 
DICKERSON,  GRANVILLE,  JR,  DECATUR,  GEORGIA 
DICKERSON,  KENNETH  ALLEN,  HOLLY  SPRINGS,  MISSISSIPPI 
DICKERSON,  LAWRENCE  MYRAN,  LACEY,  WASHINGTON 
DICKEY,  DANIEL  G. ,  MATAWAN,  NEW  JERSEY 
156  #  DICKEY,  JANET  LYNORE,  FORT  LAUDERDALE,  FLORIDA 
DICKEY,  MICHAEL  JOHN,  ENGLEWOOD,  OHIO 
DICKEY,  ROGER  PAUL,  ABILENE,  TEXAS 
DICKIE,  TOM  ED,  ONEONTA,  ALABAMA 
DICKINSON,  ASHLEY  MICHAEL,  MELBOURNE,  AUSTRALIA 
DICKINSON,  ELIZABETH  ANN,  LOS  ANGELES,  CALIFORNIA 
DICKINSON,  LYLE  C,  MCMINNVILLE,  OREGON 
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175   DICKINSON,  PAUL  TIMOTHY,  PERKASIE,  PENNSYLVANIA 
165   DICKINSON,  THOMAS,  LONDON,  ENGLAND 
184   DICKINSON,  WILLIAM,  SEATTLE,  WASHINGTON 
106   DICKSON,  BILLY,  TALLAHASSEE,  FLORIDA 
132   DICKSON,  DANA  DEAN,  JACKSON,  MISSISSIPPI 
93   DICKSON,  JAMES  H. ,  JEFFERSON  CITY,  MISSOURI 
70  U   DIDIER,  FABIUS  0,  JR,  MARKSVILLE,  LOUISIANA 
92   DIEFFENBACHER,  ROBERT  H.  ,  ASHTABULA,  OHIO 
193   DIEHL,  JOHN  CONRAD,  V,  BEND,  OREGON 
121   DIEKEN,  JACK  WILLIS,  ABILENE,  TEXAS 

82  U   DIEKMAN,  EDWARD  E.,  CINCINNATI,  OHIO 
181   DIEKMANN,  MICHAEL  LAMBERT,  WALKER,  MINNESOTA 
108  U   DIEMER,  JOHN  E.,  JR.,  INGLEWOOD,  CALIFORNIA 
170   DIER,  DENNIS  MICHAEL,  FORT  TOTTEN,  NEW  YORK 
95  U   DIERKER,  RICHARD  A.,  CLEVELAND,  OHIO 
108  #  DIERKING,  RICHARD  A.,  WEST  CHICAGO,  ILLINOIS 
161   DIERKS,  ERIC  OLAFSON,  DECATUR,  GEORGIA 
135   DIETERMAN,  ANDREW  EDWARD,  AMARILLO,  TEXAS 

75  U   DIETRICH,  GERALD  R. ,  AURORA,  OHIO 
189   DIETRICH,  RICHARD  DAVID,  JR,  LOS  ANGELES,  CALIFORNIA 
DIETRICH,  ROBERT  LYNN,  TOLEDO,  OHIO 
DIETZ,  ALEX  N.,  WALLA  WALLA,  WASHINGTON 
DIETZ,  MARLYN  WILLIAM,  WILMINGTON,  DELAWARE 
DIETZ,  NANCY  ANNE,  WILMINGTON,  DELAWARE 
DIEZI,  ROBERT  CHARLES,  BOULDER,  COLORADO 
DIFALCO,  DEBORAH  ELIZABETH,  MARTINSBURG,  WEST  VIRGINIA 
DIFEDERICO,  WILLIAM  B,  STRATFORD,  CONNECTICUT 
DIFONZO,  FRANK,  SIDNEY,  MONTANA 
DIGBY,  ROBERT  LEE,  CHICAGO,  ILLINOIS 
DIGGS,  BENNY  CLYDE,  INDIANAPOLIS,  INDIANA 
DIGGS,  JOSEPH  DANIEL,  GLOUCESTER,  VIRGINIA 
DIGIACOMO,  ALBERT  LOUIS,  PHILADELPHIA,  PENNSYLVANIA 
DIKE,  MARVIN  LAVERNE,  SEASIDE,  CALIFORNIA 
DIKUN,  WILLIAM  JOHN,  BAY  HEAD,  NEW  JERSEY 
DILENA,  PAUL,  BROOKLYN,  NEW  YORK 
DILEO,  MARIO  A.,  BRIDGEWATER,  NEW  JERSEY 
DILIETO,  BIAGIO,  NEW  HAVEN,  CONNECTICUT 
DILL,  CLAUD  RUSSELL,  NORMAN,  OKLAHOMA 
DILL,  MARK  FITZGERALD,  FORT  THOMAS,  KENTUCKY 
DILL,  RICKY  GARLAND,  GREELEY,  COLORADO 
DILLARD,  JOE  ALLEN,  SANFORD,  FLORIDA 
DILLARD,  MARLIN,  DOTHAN,  ALABAMA 
DILLENDER,  PAUL  KENNETH,  CHESTERFIELD,  MISSOURI 
DILLENKOFFER,  KARL  VAN,  LOMBARD,  ILLINOIS 
DILLER,  RONALD  LEE,  NEW  CUMBERLAND,  PENNSYLVANIA 
DILLING,  H  RANDALL,  MILLERSBURG,  PENNSYLVANIA 
DILLINGER,  DAVID  OTTIE,  LITTLE  ROCK,  ARKANSAS 
DILLON,  FRANKLIN  J.,  LAGUNA  BEACH,  CALIFORNIA 
DILLON,  JAMES  J.,  SCHAUMBURG,  ILLINOIS 
DILLON,  JOHN  HARTNETT,  II,  STOCKTON,  CALIFORNIA 
DILLON,  JOHN  HENRY,  PENNS  GROVE,  NEW  JERSEY 
DILLON,  JOHN  NEIL,  COVINGTON,  LOUISIANA 
DILLON,  JOHN  T,  JOLIET,  ILLINOIS 
DILLON,  PETER  JAMES,  SPRINGFIELD,  MASSACHUSETTS 
DILLON,  RICHARD  EDWARD,  GRAND  JUNCTION,  COLORADO 
DILLON,  RICHARD  T,  BUFFALO,  NEW  YORK 
DILLON,  ROBERT  F,  INDIANAPOLIS,  INDIANA 
DILLOW,  DENNIS  ALAN,  ROCK  FALLS,  ILLINOIS 
DILLS,  DOUGLAS  MACARTHUR,  SEATTLE,  WASHINGTON 
DIMAGMALIW,  ALADDIN  MANALO,  MANILA,  PHILIPPINES 
DIMARCO,  DAVID,  HOPATCONG,  NEW  JERSEY 
DIMATTEO,  HENRY  JAMES,  EL  PASO,  TEXAS 
DIMATTINA,  JOSEPH  B,  NEW  YORK,  NEW  YORK 
DIMITRATOS,  HARRY,  RAMSTEIN  AFB,  FRANCE 
DIMMICK,  JAMES  NEASON,  WILLISTON,  VERMONT 
DIMOCK,  RICHARD  FRANK,  BIRMINGHAM,  MICHIGAN 
DINAPOLI,  RALPH  EDWARD,  HOLYOKE,  MASSACHUSETTS 
DINE,  JEFFREY  LYNN,  SPEEDWAY,  INDIANA 
DINE,  KIM  CLARK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DINE,  ROBERT  LEE,  II,  GREENWOOD,  INDIANA 
DINEEN,  JOHN  M,  MILLBRAE,  CALIFORNIA 
DINETTA,  THOMAS  PAUL,  DOVER,  DELAWARE 
DINGLER,  DONALD  MILTON,  LONGVIEW,  TEXAS 
DINGMAN,  ANTHONY  THOMAS,  MILLINGTON,  TENNESSEE 
DINGUS,  ROBERT  RICKIE,  WYTHEVILLE,  VIRGINIA 
DINKEL,  ERNEST  H,  JR,  FORT  CARSON,  COLORADO 
DINKEL,  JOHN  LAVERNE,  RIVER  FALLS,  WISCONSIN 
DINNINGER,  DONALD  H. ,  SAGINAW,  MICHIGAN 
DINOTA,  DENNIS  T,  JACKSONVILLE,  NORTH  CAROLINA 
DINOVO,  EDWARD  CHARLES,  COUNCIL  BLUFFS,  IOWA 
DINOVO,  JOHN  ANTHONY,  ALBANY,  NEW  YORK 
DINSE,  CHARLES  FREDERICK,  LOS  ANGELES,  CALIFORNIA 
DINSMORE,  ERVIN  L,  CHATTANOOGA,  TENNESSEE 
DINTINO,  STEPHEN,  BERWYN,  PENNSYLVANIA 
DION,  ROBERT  E,  ATTLEBORO,  MASSACHUSETTS 
DION,  ROBERT  FRANCIS,  HICKLIFFE,  OHIO 
DIONIS,  PETER  P,  ALTOONA,  PENNSYLVANIA 
DIONISIO,  MANUEL  CANAPI ,  MANILA,  PHILIPPINES 
DIORIO,  FRED  LAWRENCE,  NEWARK,  NEW  JERSEY 
DIPAULI,  GEORG,  SICILY,  ITALY 
DIPENTIMA,  VINCENT  J.,  FAIR  LAWN,  NEW  JERSEY 
DIPERNA,  DAVID  MICHAEL,  JACKSONVILLE,  FLORIDA 
DIPERNA,  NANCY  ELIZABETH,  ST.  PAUL,  MINNESOTA 
DIPINO,  CHARLES  JULIUS,  BALTIMORE,  MARYLAND 
DIPLACITO,  ANTHONY  JOSEPH,  GOODLAND,  KANSAS 
DIRCK,  JOHNNY  FLOYD,  OKLAHOMA  CITY,  OKLAHOMA 
DIRIENZO,  ANTHONY  G.  ,  JR.,  NEW  HAVEN,  CONNECTICUT 
DIRITO,  STEPHEN  WILLIAM,  HOWARD  AFB,  PANAMA 
DIRKS,  ANTHONY  LAWRENCE,  CONDON,  OREGON 
DIRKS,  JOHN  EDHARD,  NORTH  PLATTE,  NEBRASKA 
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DISANTI,  DAVID  RICHARD  -  DORSEY,  TIMOTHY  DAVID 
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DISANTI,  DAVID  RICHARD,  HEXFORD,  PENNSYLVANIA 

DISHMAN,  BYRON  H,  LOUISVILLE,  KENTUCKY 

DISHMAN,  MICHAEL  WAYNE,  HOUSTON,  TEXAS 

DISHNO,  ORVILLE  PETER,  JR,  MARQUETTE,  MICHIGAN 

DISHON,  CHARLES  MATTHEW,  SEASIDE  PARK,  NEH  JERSEY 

DISILVESTRO,  ROCCO  ANDREW,  WILDWOOD,  NEH  JERSEY 

DISIMONE,  SAMUEL  JR.,  WOODBURY,  NEW  JERSEY 

DISNEY,  RICHARD  V.,  SAN  DIEGO,  CALIFORNIA 

DISTASO,  MARK  WAYNE,  GLENDALE,  CALIFORNIA 

DISTEFANO,  ROBERT  LEE,  BALTIMORE,  MARYLAND 

DISTELZWEIG,  HALTER  LEE,  COLUMBUS,  OHIO 

DITCHBURN,  PAUL,  MELBOURNE,  AUSTRALIA 

DITCHETT   PETER  MICHAEL,  NORTHAMPTON,  ENGLAND 

DITOLLA   ROBERT  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

DITRANI,  MICHAEL  JOSEPH,  NEH  YORK,  NEW  YORK 

DITSCHEIT,  THOMAS  ANTHONY,  MILWAUKEE,  WISCONSIN 

DITTMAN,  JAMES  LESLIE,  SANTA  ANA,  CALIFORNIA 

DITTMAN   JOSEPH  ANTHONY,  LOUISVILLE,  KENTUCKY 

DITTMER,  CHARLES  P,  PHILADELPHIA,  PENNSYLVANIA 

DITZ,  GERHARD  ERWIN,  INNSBRUCK,  AUSTRIA 

DITZLER,  GREGORY  EARL,  RAMSTEIN  AIR  BASE,  FEDERAL  REPUB 

DITZLER,  KENNETH  ALLEN,  ROCKFORD,  ILLINOIS 

DIVERNIERI,  ALEXANDER  WILLIAM,  BRONXVILLE,  NEW  YORK 

DIVIS,  JAMES  J.,  CLEVELAND  HEIGHTS,  OHIO 

DIX,  KENNETH  RANDOLPH,  GOLDEN  POND,  KENTUCKY 

DIXON,  CHESTER  LEONARD,  AUSTIN,  TEXAS 

DONALD  LEE,  CORPUS  CHRISTI,  TEXAS 
DREH  FRANKLIN,  ISLE  OF  WIGHT,  VIRGINIA 
DUANE  LLOYD,  BELLEFONTE,  PENNSYLVANIA 
ELMER  F,  MONTGOMERY,  ALABAMA 
EMMETT  J,  MONTGOMERY,  ALABAMA 
EUGENE  P.,  JR.,  CLAYTON,  MISSOURI 
GREGORY  WAYNE,  WAKE  FOREST,  NORTH  CAROLINA 
DIXON,  HOLLIS  G,  SCARBOROUGH,  MAINE 
DIXON,  JAMES  GERALD,  WAVERLY,  OHIO 

RANDALL  E,  MONTGOMERY,  ALABAMA 
RONALD  DAVID,  NEW  BRUNSWICK,  NEH  JERSEY 
RONALD  DAVID,  WISE,  VIRGINIA 
RONALD  J,  HARRISBURG,  PENNSYLVANIA 
VINCENT  W.,  PITTSBURGH,  PENNSYLVANIA 
HILLIAM  EARNEST,  PITTSBURGH,  PENNSYLVANIA 
ORLANDO  VER,  MANILA,  PHILIPPINES 
DLOUHY,  JOHN  C. ,  ONALASKA,  WISCONSIN 
DLUHOS,  LAHRENCE  EDWARD,  GURNEE,  ILLINOIS 
DMOUR,  AHMAD  S.,  AMMAN,  JORDAN    „,,M„ 
DUAN,  CHARLES  EDWARD,  CARBONDALE,  ILLINOIS 
DOAN,  DAVID  RICHARD,  LOS  ANGELES,  CALIFORNIA 
DOANE,  HENRY  B.,  EUREKA,  CALIFORNIA 
DOANE   STEVEN  MARK,  EAST  HAMPTON,  NEW  YORK 
DOBART,  ROBERT  A.,  TOWSON,  MARYLAND 
DOBBINS,  CHRISTOPHER  CHUCK,  PETERSON  AFB,  COLORADO 
DOBBINS   RICHARD  ELDEN,  JR,  QUANTICO,  VIRGINIA 
DOBECK,  RICHARD  TIMOTHY,  VERO  BEACH,  FLORIDA 
DOBERSTYN,  HAYNE  FRANK,  SOLON,  OHIO 

DOBINE,  OTIS,  LOS  ANGELES,  CALIFORNIA 

DOBOS,  GEORGE  GREGORY,  PANAMA  CITY,  FLORIDA 
DOBROTKA.  DAVID  ALLEN,  GLENDALE,  ARIZONA 
DOBSON   KENNETH  SHERMAN,  JR,  ALLEN  PARK,  MICHIGAN 
DOBSON,  REINHOLD  LYNN,  KEOKUK,  IOWA 
DOCTOR,  ROGER  DALE,  NORTON  SHORES,  MICHIGAN 
DODD,  HERBERT  H. ,  BAKERSFIELD,  CALIFORNIA 
JERRY  LANE,  MOUNT  VERNON,  WASHINGTON 
MARTY  HADE,  FLORENCE,  ALABAMA 
MICHAEL  H,  OCONOMOWOC,  WISCONSIN 
PHILLIP  HAYNE,  HOMEWOOD,  ALABAMA 
WAYNE  C,  SALEM,  OREGON 
HILLIAM  GRADY,  ATLANTA,  GEORGIA 
,  CHARLES  HORACE,  BAKERSFIELD,  CALIFORNIA 
DODGE   GREGORY  CHARLES,  EPPING,  NEW  HAMPSHIRE 
DODGE,  JAMES  K.,  CLEVELAND,  OHIO 
JOHN  DEAN,  UTICA,  NEH  YORK 
HILLARD  0,  CONCORD,  NEH  HAMPSHIRE 
ALVY  JOE,  DALLAS,  TEXAS 
ANDREH  L.,  BLUEFIELD,  WEST  VIRGINIA 
CHARLES  LARRY,  TALLAPOOSA,  GEORGIA 
CHESTER  H.,  KIMBALL,  NEBRASKA 
ERNEST  E,  SPRINGFIELD,  ILLINOIS 
tt   DODSON,  GEORGE  T.,  SAN  DIEGO,  CALIFORNIA 
#  DODSON,  LARRY  E.,  LOUISVILLE,  KENTUCKY 
DODSON,  HAYNE  H,  MARTINSVILLE,  VIRGINIA 
DOEHRING,  LEMOINE  DUANE,  LEAVENHORTH,  KANSAS 
DOELL,  NORMAN  VICTOR.  SASKATOON,  CANADA 
DOELP  CHARLES  ELLSWORTH,  YORK,  PENNSYLVANIA 
DOERING,  MATTHEW  JEFFREY,  BRUNSWICK,  GEORGIA 
DOERS,  DARRELL  G,  RIPON,  WISCONSIN 
DOHERTY,  CLARENCE  EDWARD,  CHETOPA,  KANSAS 
DOHERTY,  DANIEL  JAMES,  JERSEY  CITY,  NEH  JERSEY 
DOHERTY,  EDWARD  J.,  DUBLIN,  IRELAND 
DOHERTY,  JOHN  G,  SMYRNA,  DELAWARE  _mccttc 
DOHERTY,  STEPHEN,  HAKEFIELD,  MASSACHUSETTS 
DOHERTY,  THOMAS  PAUL,  LE  CENTER,  MINNESOTA 
DOHMAN,  RAMONA  LYNN,  MAPLE  GROVE,  MINNESOTA 
DOI,  DUONG  DINH,  SAIGON,  REPUBLIC  OF  VIETNAM 
DOIG,  BRIAN  FRANCIS,  MORRISTOWN,  NEW  JERSEY 
DOIG,  OUENTIN  MAX,  WELLINGTON,  NEW  ZEALAND 
DOLAN,  BRENDAN,  NEW  YORK,  NEW  YORK 

CHARLES  F,  PAHTUCKET,  RHODE  ISLAND 
DENNIS  REID,  CAPE  GIRARDEAU,  MISSOURI 
JAMES  H,  CORVALLIS,  OREGON 
LAHRENCE  J.,  HATERLOO,  IOHA 
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DOLAN,  TIMOTHY  JOHN,  MINNEAPOLIS,  MINNESOTA 
DOLES,  RALPH  JOSEPH,  JR,  EUCLID,  OHIO 
DOLES,  TERRY  HAYNE,  CORINTH,  MISSISSIPPI 
DOLGENER,  RICHARD  HOWARD,  ANDREWS,  TEXAS 
DOLL,  KENNETH  ROGER,  MILPITAS,  CALIFORNIA 
DOLLAHITE,  VERNON  VERNARD,  MEMPHIS,  TENNESSEE 
DOLLINS,  PAUL  H. ,  URBANA,  ILLINOIS 
DOLMSETH,  RICHARD  L.,  SACRAMENTO,  CALIFORNIA 
DOLSEN,  GERALD  A,  WARREN,  MICHIGAN 
DOLSON,  DAVID  H,  HHITEFISH,  MONTANA 
DOM,  M.  MOHD,  KUALA  LUMPUR,  MALAYSIA 
DOMARATZKI,  LUDHIK,  WINNIPEG,  CANADA 
DOMBROWSKI,  ROBERT  ALAN,  HOWELL,  MICHIGAN 
DOMER,  BARBARA  DORSEY,  FREDERICK,  MARYLAND 
DOMER,  HAROLD  LEROY,  JR,  FREDERICK,  MARYLAND 
DOMETRICH,  WILLIAM  JOSEPH,  COVINGTON,  KENTUCKY 
DOMINGOS  FERNANDES  DE,,  RIO  GRANDE  DO  SUL,  BRAZIL 
DOMINGUEZ,  ALFREDO  ENRIQUE,  MIAMI,  FLORIDA 
DOMINGUEZ,  GUADALUPE,  JR,  EL  PASO,  TEXAS 
DOMINGUEZ,  JESUS  MANUEL,  EL  PASO,  TEXAS 
DONADIO,  JOHN  JOSEPH,  ONEONTA,  NEW  YORK 
DONAHUE.  JAMES  R.,  PEKIN,  ILLINOIS 

DONAHUE  JOSEPH  WALTER,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
DONAHUE,  RAYMOND  JOSEPH,  MCHENRY,  ILLINOIS 
DONALDSON,  C.  T.,  MONTGOMERY,  ALABAMA 
DONALDSON,  CLINTON  LAVONNE,  DETROIT,  MICHIGAN 
DONALDSON,  HAROLD  L,  CHATTANOOGA,  TENNESSEE 
DONALDSON,  MARK  ROBERT,  ODESSA,  TEXAS 
DONART,  MICHAEL  WAYNE,  GREEN  BAY,  WISCONSIN 
DONASTORG-MORALES,  A,  SR,  ST  THOMAS,  U.S.  VIRGIN  ISLAND 
DONATELLI,  SILVIO  J.,  NEW  BRUNSWICK,  NEW  JERSEY 
DONATO  MORALES,  BRAULIO,  HATO  REY,  PUERTO  RICO 
DONELSON,  RICHARD  KEITH,  DEARBORN,  MICHIGAN 
DONELSON,  ROLLIN  ROY,  AUSTIN,  TEXAS 
DONEWAR,  GREGORY  PAUL,  PLATTEVILLE,  COLORADO 
DONISI,  JOSEPH  MICHAEL,  FORT  LAUDERDALE,  FLORIDA 
DONLON  JOSEPH  MICHAEL,  PEABODY,  MASSACHUSETTS 
DONNELL,  CHARLES  FREDERICK,  SPRINGFIELD,  MISSOURI 
'  DONNELLAN,  JOHN  T,  GLASTONBURY,  CONNECTICUT 
DONNELLS,  THOMAS  J,  ELMIRA,  NEW  YORK 
BRIAN  JON,  OLEAN,  NEW  YORK 
EDWARD  JOHN,  FEASTERVILLE,  PENNSYLVANIA 
JAMES  CHARLES,  JR,  PHILADELPHIA,  PENNSYLVANIA 
JOHN  J.,  KANSAS  CITY,  KANSAS 
JOHN  P.,  PHILADELPHIA,  PENNSYLVANIA 
MICHAEL  WILBUR,  CARPINTERIA,  CALIFORNIA 
THOMAS  CORNELIUS,  WILMINGTON,  VERMONT 
WILLIAM  GEORGE,  JR,  OCEANSIDE,  CALIFORNIA 
DONNELLY!  HILLIAM  P.,  UNION,  NEW  JERSEY 
DONOGHUE,  PATRICK  JOSEPH,  WOODBRIDGE,  NEW  JERSEY 
DONOHO,  WILLIAM  HOWARD,  MILLERSVILLE,  MARYLAND 
DONOHOE,  THOMAS  PATRICK,  SAN  FRANCISCO,  CALIFORNIA 
WILLIAM  LELAND,  BELL  GARDENS,  CALIFORNIA 
CHRISTOPHER  ANTHONY,  TOMS  RIVER,  NEW  JERSEY 
WILLIAM  B,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
CHARLES  D,  SR,  DOVER,  DELAWARE 
GERALD  J,  BROOKLYN,  NEW  YORK 
GERALD  P.,  SIOUX  CITY,  IOWA 
JOHN  JOSEPH,  SYRACUSE,  NEW  YORK 
JOHN  TIMOTHY,  BRIDGEPORT,  CONNECTICUT 
uunuva«.  KENNETH  JAMES,  WAUKESHA,  WISCONSIN 
DONOVAN  KEVIN  MATTHEH,  ROCKLAND  MASSACHUSETTS 
DONOVAN  MICHAEL  WILLIAM,  JR,  FREEHOLD,  NEW  JERSEY 
DONOVAN,  RICHARD  W. ,  GREAT  FALLS,  MONTANA 
DONOVAN  TIMOTHY  PATRICK,  NEW  YORK  NEW  YORK 
DONOVAN  TIMOTHY  PATRICK,  SOMMERSET,  WISCONSIN 
DOOLEY,  DANNY  DALE,  VINTON,  VIRGINIA 
DOOLEY  JOAN  THERESE,  NEW  YORK,  NEW  YORK 
DOOLEY  JOHN  LAWRENCE,  FAIRFAX,  VIRGINIA 
DOOLEY   JOSEPH  MICHAEL,  ORANGE,  CONNECTICUT 
DOOLEY  MICHAEL  FRANCIS,  PARK  FOREST  SOUTH  ILLINOIS 
DOOLITTLE,  EVERETT  ORVILLE,  ST.  PAUL,  MINNESOTA 
DOONAN,  EDWARD  F,  SACRAMENTO,  CALIFORNIA 
DOPIRAK,  RONALD  F.,  WILLOWICK,  OHIO 
DORAN,  JAMES  E.,  DALY  CITY,  CALIFORNIA 
DORAN  JOHN  OWEN,  III,  MEREAUX,  LOUISIANA 
DORAN  PHILIP  E,  BERKELEY,  CALIFORNIA 
DORAS  BRUCE  WILLIAM,  LAKELAND,  FLORIDA 
DORCEY,  MAUREEN  K,  OMAHA,  NEBRASKA 
DORDELMAN.  CARL  JOSEPH,  EAST  HAMPTON,  NEH  YORK 
DOrTa  GERMAN  BARUT,  QUEZON  CITY,  PHILIPPINES 
DORIA,  RICHARD  P.,  WHEATON,  ILLINOIS 
DOR  S   STEPHEN  MICHAEL,  BOSTON,  MASSACHUSETTS 
DORLAND,  GARY  ALLEN,  PETERSON  AFB,  COLORADO 
DORMER,  RICHARD,  YAPHANK,  NEW  YORK 
nnRN  MICHAEL  STEPHEN.  MACON,  GEORGIA 
DOM.  WY  FREDERICK,  JR?  JACKSONVILLE  BEACH,  FLORIDA 
DORN  TIMOTHY  JAMES,  PHOENIX,  ARIZONA 
DORNBUSCH,  RICHARD  HARRY,  ST.  PAUL  MINNESOTA 
DORRIETY,  JAMES  MELVIN,  JACKSONVILLE,  NORTH  CAROLINA 
DORSCH  DONALD  REA,  SEWICKLEY,  PENNSYLVANIA 
DORSCH  THOMAS  JOSEPH,  LINCOLNWOOD   LLINOIS 
DORSEY,  ALONZO  RAYMOND,  JR,  LOUISVILLE,  KENTUCKY 
DORSEY,  CHARLES  ELBERT,  III,  JESSE,  WEST  VIRGINIA 
DORSEY,  DAVID  S,  SANTA  BARBARA,  CALIFORNIA 
DORSEY,  LAWRENCE  F,  DECATUR,  GEORGIA 
DORSEY  LEO  E.,  JR.,  DELMAR,  NEW  YORK    „.,.__.„, 
DORSEY   RAYMOND  FRANCIS,  SAN  BERNARDINO  CALIFORNIA 
'  DORSEY   RONALD  L. ,  CALUMET  CITY,  ILLINOIS 
DORSEY  TIMOTHY  DAVID,  EDMOND,  OKLAHOMA 
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DORSEY,  HILLIAM  CHARLES  -  DUFFY,  PHILIP  JAMES 
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DORSEY,  HILLIAM  CHARLES,  COVINGTON,  KENTUCKY 
DORTCH,  CHARLES  E.,  HEST  MONROE,  LOUISIANA 
DORTON,  JOSEPH  HILLIS,  COLUMBIA,  SOUTH  CAROLINA 
DORUK,  HIKMET,  TUNCELI,  TURKEY 
DOSS,  CHRISTOPHER  TODD,  TUCSON,  ARIZONA 
DOSS,  HAROLD  RAYMOND,  KIRKLAND,  WASHINGTON 
DOSSETTI,  MARK  ANTHONY,  MERCED,  CALIFORNIA 
DOSTER,  JESSE  R.,  MONROE,  GEORGIA 

NICHOLAS  ANTHONY,  PRINCETON,  NEW  JERSEY 
DANIEL  C,  SALT  LAKE  CITY,  UTAH 
GAIL  DAHN,  JONESVILLE,  MICHIGAN 
,  JOHN  COMLEY,  SPARKS,  NEVADA 
DOTSON,  JOSEPH  LESLIE,  JR,  SOUTH  CHARLESTON,  WEST  VIRGI 
DOTSON,  LEE  RIVERS,  NASHVILLE,  TENNESSEE 
DOTSON,  RICHARD  L,  LOUISVILLE,  KENTUCKY 
DOTTAI,  RALPH  ALLEN,  SHEBOYGAN,  WISCONSIN 
DOTTIN,  DARWIN  COLERIDGE,  BRIDGETOWN,  BARBADOS 
DOTTS,  WILLIAM  T.,  JR.,  WICHITA,  KANSAS 
DOUBLEDAY,  STANLEY  W,  EAST  LANSING,  MICHIGAN 
DOUCETTE,  RONALD  THOMAS,  SR,  NEW  ORLEANS,  LOUISIANA 
DOUGAN,  JAMES  R.,  GRAND  RAPIDS,  MICHIGAN 
DOUGHERTY,  DAVID  ALLEN,  INDEPENDENCE,  MISSOURI 
DOUGHERTY,  DONNA  KIMBERLY,  ARLINGTON,  VIRGINIA 
EDWARD  T,  MADISONVILLE,  KENTUCKY 
HAROLD  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HENRY  A,  DALLAS,  OREGON 

JAMES  HAMPTON,  SR,  CONSHOHOCKEN,  PENNSYLVANI 
JOHN  R.,  BLOOMFIELD,  NEW  JERSEY 
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DOUGHERTY,  WILLIAM  J, 
DOUGHERTY,  WILLIAM  T, 
DOUGHTY,  " 
DOUGHTY, 
DOUGLAS, 


MICHAEL  L.,  FORT  MORGAN,  COLORADO 
VINCENT  J.,  NEW  YORK,  NEW  YORK 
SEATTLE,  WASHINGTON 
.  KELLY  AFB,  TEXAS 
DANIEL  ALAN,  FORT  LAUDERDALE,  FLORIDA 
RONALD  COLIN,  COVENTRY,  CONNECTICUT 
,  CHARLES  TALOR,  PALATKA,  FLORIDA 
DOUGLAS,  DAVID  ALLEN,  EUREKA,  CALIFORNIA 
DOUGLAS,  DENNIS  WAYNE,  TUCSON,  ARIZONA 
DOUGLAS,  JAMES,  SALINE,  MICHIGAN 
DOUGLAS,  MACK  EDWARD,  DETROIT,  MICHIGAN 
DOUGLAS,  RICHARD  A.,  SAN  RAFAEL,  CALIFORNIA 
DOUGLAS,  ROBERT  ALAN,  CHENEOUA,  WISCONSIN 
DOUGLASS,  ALEXANDER  S.,  JR.,  WASHINGTON,  DISTRICT  OF  CO 
DOUGLASS,  GEORGE  CULVER,  MELBOURNE,  FLORIDA 
DOUGLASS,  HERSCHELL  EUGENE,  LAWTON,  OKLAHOMA 
DOUGLASS,  JOHN  MAURICE,  OVERLAND  PARK,  KANSAS 
DOUTHIT,  DANIEL  BRUCE,  BOISE,  IDAHO 
DOVALINA,  AGUSTIN,  III,  LAREDO,  TEXAS 
DOVE,  KENNETH  LEE,  BILLINGS,  MONTANA 
DOVE,  ROBERT  L,  HALF  MOON  BAY,  CALIFORNIA 
DOVE,  TERRENCE  MICHAEL,  REEDLEY,  CALIFORNIA 
DOVE,  WILLIAM  EMORY,  JR,  WASHINGTON,  DISTRICT  OF  COLUMB 
DOVER,  HOWARD  J.,  ROCK  HILL,  SOUTH  CAROLINA 
DOVOLOS,  THOMAS  NICHOLAS,  BROCKPORT,  NEW  YORK 
DOW,  JOHN  P.,  PORTLAND,  OREGON 
DOW,  MALCOLM  TRENT,  AUGUSTA,  MAINE 
DOWCHES,  DONALD  A.,  NESHANIC,  NEW  JERSEY 
DOWDLE,  HARRY,  JR,  COLUMBUS,  MISSISSIPPI 
DOWDY,  DOUGLAS  MCARTHUR,  JR,  TIFTON,  GEORGIA 
DOWDY,  LARRY  R,  SPRINGFIELD,  ILLINOIS 
DOWELL,  GERALD,  CRESTLINE,  OHIO 

DOWER,  MICHAEL  JOSEPH,  JR,  SAN  FRANCISCO,  CALIFORNIA 
DOWIS,  PAUL  E.,  ATLANTA,  GEORGIA 
DOWLING,  ERNEST  JACKSON,  CLEARWATER,  FLORIDA 
DOWLING,  JAMES  EDWARD,  HAMMOND,  INDIANA 
DOWLING,  JAMES  ROBERT,  ORLAND  PARK,  ILLINOIS 
DOWLING,  JEFFERSON  PARDUE,  BEAUFORT,  SOUTH  CAROLINA 
DOWNEY,  JOHN  ELDON,  PORTLAND,  OREGON 
DOWNEY,  RICHARD  E,  BOSTON,  MASSACHUSETTS 
DOWNHAM,  NEAL  EATON,  SAN  DIEGO,  CALIFORNIA 
DOWNING,  EDWIN  DALE,  AUBURN,  ALABAMA 
DOWNING,  MARGARET  ANN,  CLEVELAND,  OHIO 
DOWNING,  PATRICK  LEE,  SR,  MONTGOMERY,  ALABAMA 
DOWNING,  ROBERT  GUTHRIE,  CHESAPEAKE,  VIRGINIA 
DOWNING,  WILLIAM  MOSES,  BALTIMORE,  MARYLAND 
DOWNS,  CHARLES  RICKY,  GRENADA,  MISSISSIPPI 
DOWNS,  GARY  WILLIAM,  REDMOND,  OREGON 
DOWNS,  LARRY  KEITH,  DANVILLE,  KENTUCKY 
DOWNS,  ROGER  A,  DENISON,  IOWA 
DOWNWARD,  JOHN  HERBERT,  NEW  YORK,  NEW  YORK 
DOXZEN,  DAVID  MICHAEL,  FREDERICK,  MARYLAND 
DOYAL,  ODIS  WALTER,  JR,  SAN  ANTONIO,  TEXAS 
DOYAL,  RICKEY  DALE,  PIEDMONT,  ALABAMA 
££!-£'  CREIG  WILLIAM,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DOYLE,  DAVID  WILLIAM,  WESTHAMPTON  BEACH,  NEW  YORK 
DOYLE,  EDWARD  J.,  NEW  YORK,  NEW  YORK 
DOYLE,  EDWARD  W. ,  MAITLAND,  FLORIDA 
DOYLE,  FRANK  W. ,  MILWAUKEE,  WISCONSIN 
DOYLE,  JAMES  FREDRICK,  ONTARIO,  CALIFORNIA 
DOYLE,  JOHN,  BROOKLYN,  NEW  YORK 
DOYLE,  MARK  ALAN,  OCEAN  CITY,  MARYLAND 
DOYLE,  PATRICK,  COUNTY  TIPPERARY,  IRELAND 
RSwhE'  RALPH  KENT'  SANTA  BARBARA,  CALIFORNIA 
DOYLE,  RANDAL  LYNN,  FORT  IRWIN,  CALIFORNIA 
DOYLE,  THOMAS  CHARLES,  EASTLAKE,  OHIO 
DOYLE,  THOMAS  EDWARD,  GREENVILLE,  OHIO 
DOYLE,  THOMAS  JOHN,  PHILADELPHIA,  PENNSYLVANIA 
DOYLE,  TIMOTHY  JOHN,  OAK  LAWN,  ILLINOIS 
DOYLE,  WILLIAM  H,  PANAMA  CITY,  FLORIDA 
DOZIER,  STEPHEN  FARRELL,  JONESBORO,  ARKANSAS 
DRAGLAND,  DONALD  0.,  SEATTLE,  WASHINGTON 
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DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISKELL, 


DRAGOMER,  RICHARD  E,  NILES,  MICHIGAN 
tt   DRAGONE,  GAETON  J,  NEW  ROCHELLE,  NEW  YORK 
tt   DRAGOO,  WILLIAM  MORRIS,  FRESNO,  CALIFORNIA 
tt   DRAKE,  DENNIS  MICHAEL,  JACKSON,  MICHIGAN 
DRAKE,  JOHN  WALDEMAR,  HARKER  HEIGHTS,  TEXAS 
DRAKE,  THOMAS  E,  MAYVILLE,  NEW  YORK 
tt   DRAKE,  WALDO  W.  ,  JR.,  AUGUSTA,  MAINE 

DRAKE,  WINFIELD  SCOTT,  III,  ELMIRA,  NEW  YORK 
*  DRAKEFORD,  RAYMOND  B.,  CAMDEN,  SOUTH  CAROLINA 
DRAOVITCH,  DANIEL  JOSEPH,  MINOT,  NORTH  DAKOTA 
DRASHEFF,  DONALD  WALL,  SR,  MONTGOMERY,  ALABAMA 
DRAWHORN,  MICHAEL,  SR,  CHICAGO,  ILLINOIS 
DRAYTON,  CAREY  MICHAEL,  EUGENE,  OREGON 
DRAYTON,  LAWRENCE  HARRY,  FALLS  CHURCH,  VIRGINIA 
DRAZKOWSKI,  DENNIS  LEE,  MILWAUKEE,  WISCONSIN 
DREBY,  RICHARD  KENNETH,  PALMYRA,  NEW  JERSEY 
DREDD,  JOHNNY,  MONTEREY  PARK,  CALIFORNIA 
DREFFEIN,  THOMAS  ALAN,  LAGRANGE  PARK,  ILLINOIS 
DREHER,  ALAN  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DREIER,  CURTIS  MONROE,  NEWTON,  KANSAS 
tt   DREIFKE,  ROBERT  JOHN,  MADISON,  WISCONSIN 

DREILING,  DANIEL  ALFRED,  PALOS  VERDES  ESTATES,  CALIFORN 
DREISCHER,  ROBERT  ALFRED,  ARLINGTON,  VIRGINIA 
tt   DREISKE,  DANIEL  ANDREW,  EVANSTON,  ILLINOIS 
tt   DRENKHAN,  FRED  F.,  BAY  VILLAGE,  OHIO 
DRENNON,  RAYMOND  ROY,  JR,  TIFTON,  GEORGIA 
DRERUP,  THOMAS  E,  KETTERING,  OHIO 
n   DRESCHER,  EARL  L.,  SR.,  WASHINGTON,  DISTRICT  OF  COLUMBI 
0  DREW,  CHARLES  LEE,  KINGSTON,  TENNESSEE 
DREW,  JOHN  EGAN,  CARSON  CITY,  NEVADA 
DREWS,  RANDALL  ERLE,  MATTESON,  ILLINOIS 
DRIADON,  WILLIAM  MICHAEL,  FOLSOM,  PENNSYLVANIA 
DRIGGERS,  JAMES  CARLTON,  SATELLITE  BEACH,  FLORIDA 
DRINKWINE,  RICHARD  DEAN,  GOSHEN,  INDIANA 
DRISCOLL,  DAVID  M,  NORTH  SCITUATE,  RHODE  ISLAND 
DAVID  TRACY,  NEW  YORK,  NEW  YORK 
JAMES  RICHARD,  FLAGSTAFF,  ARIZONA 
JOHN  FRANCIS,  III,  PLAINFIELD,  NEW  JERSEY 
LAURENCE  EUGENE,  SHERMAN,  TEXAS 
MARK  LESTER,  MANCHESTER,  NEW  HAMPSHIRE 
,  GARLAND  A.,  FLINT,  MICHIGAN 
DROBNY,  HOWARD,  MINNETONKA,  MINNESOTA 
DRODDY,  EARL  JOHN,  LOUISVILLE,  KENTUCKY 
DROLLETTE,  JOHN  JOSEPH,  PLATTSBURGH,  NEW  YORK 
DROLLINGER,  GREGORY  A,  EL  PASO,  TEXAS 
DROPPING,  RODNEY  MERLE,  MASON,  MICHIGAN 
DROWN,  JOHN  M,  SAN  DIEGO,  CALIFORNIA 
DROZD,  VIRGINIA,  CHICAGO,  ILLINOIS 
DRUCHET,  GEORGE  JAMES,  NELSON,  CANADA 
DRUIN,  HARRY  DONALD,  EAST  PEORIA,  ILLINOIS 
DRULIAS,  GUS  S,  LOS  ANGELES,  CALIFORNIA 
DRUM,  BENNY  EDWARD,  DOUGLASVILLE,  GEORGIA 
DRUMMOND,  DOUGLAS  S.,  LONG  BEACH,  CALIFORNIA 
DRUMMOND,  HERMAN  F.,  JR.,  NORFOLK,  VIRGINIA 
DRUMMOND,  STEPHEN  EDWIN,  ELLICOTT  CITY,  MARYLAND 
DRURY,  JAMES  PETER,  ALAMOSA,  COLORADO 
DRYDEN,  JOHN  ALLEN,  ANNISTON,  ALABAMA 
DRYMILLER,  JAMES  JOHN,  OREGON,  ILLINOIS 
DUBAS,  THOMAS  KENNETH,  PECKVILLE,  PENNSYLVANIA 
DUBASIK,  MATHEW  S. ,  WARREN,  OHIO 
DUBE,  DENISE  MARIE,  LOS  ANGELES,  CALIFORNIA 
DUBIEL,  PETER  MICHAEL,  JR,  BUFFALO,  NEW  YORK 
DUBOIS,  DAVID  GEORGE,  ROCHESTER,  NEW  HAMPSHIRE 
DUBOIS,  FRED  A,  PEMBROKE,  GEORGIA 
DUBOIS,  LEO  JOHN,  BEDFORD  PARK,  ILLINOIS 
DUBOSE,  LEMUEL  HENRY,  III,  GROVE  HILL,  ALABAMA 
DUBOSE,  VICTOR  LAMAR,  HUNTSVILLE,  ALABAMA 
DUBS,  SCOTT  LOUIS,  ROMEOVILLE,  ILLINOIS 
DUBY,  ROBERT  L.,  SUMTER,  SOUTH  CAROLINA 
DUCA,  JOSEPH  ANDREW,  MONMOUTH  JUNCTION,  NEW  JERSEY 
DUCELLIER,  VINCENT  P,  JR,  FORESTVILLE,  MARYLAND 
DUCHARME,  MARTIN  L.,  MAYWOOD,  ILLINOIS 
DUCHESNE,  LOREN  WILFRED,  SANTA  ANA,  CALIFORNIA 
DUCHESNEAU,  DAVID  GEORGE,  CONCORD,  NEW  HAMPSHIRE 
DUCHI,  JOOS  ANDRE,  BRUSSELS,  BELGIUM 
DUCK,  GEORGE  C. ,  COVINGTON,  LOUISIANA 
DUCK,  RANDALL  JUDSON,  HUNTSVILLE,  ALABAMA 
DUCKER,  DHIGHT  ANDREW,  MONTGOMERY,  ALABAMA 
DUCKWORTH,  MELVIN  E,  JEFFERSON  CITY,  MISSOURI 
DUCREST,  DAVID  JOHN,  MEMPHIS,  TENNESSEE 
DUDAS,  KALMAN  S,  III,  FAR  HILLS,  NEW  JERSEY 
DUDLEY,  CHARLES  LAWRENCE,  JR,  CHATTANOOGA,  TENNESSEE 
DUDLEY,  GEORGE  W. ,  WHITEVILLE,  NORTH  CAROLINA 
DUDLEY,  JAMES  IRVING,  SAN  FRANCISCO,  CALIFORNIA 
DUDLEY,  JEFFERY  ALLEN,  SALEM,  VIRGINIA 
DUDZIK,  TED  EDWARD,  WHITING,  INDIANA 
DUELKS,  JOHN  L.,  WESTFIELD,  NEW  JERSEY 
DUENAS,  JOHN  SAN,  SAN  FRANCISCO,  CALIFORNIA 
DUFF,  JAMES  F.,  WHITE  PLAINS,  NEW  YORK 
DUFFALA,  DENNIS  CHARLES,  FORT  MYERS,  FLORIDA 
DUFFALA,  KAREN  ELIZABETH,  DENVER,  COLORADO 
DUFFEY,  ROBERT  MICHAEL,  MANCHESTER,  NEW  HAMPSHIRE 
DUFFIELD,  W.  C,  PRINCETON,  ILLINOIS 
DUFFNER,  RICHARD  A,  MEXICO,  MISSOURI 
DUFFY,  COLLEEN  MARIE,  HICKAM  AFB,  HAWAII 
DUFFY,  GARY,  NEW  YORK,  NEW  YORK 
DUFFY,  JOHN  F. ,  CHICAGO,  ILLINOIS 
DUFFY,  JOHN  PATRICK,  YONKERS,  NEW  YORK 
DUFFY,  MARTIN  CLEMENT,  NEWTOWN,  PENNSYLVANIA 
DUFFY,  PHILIP  JAMES,  NEW  YORK,  NEW  YORK 
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DUFFY,  RICHARD  E  -  EASON,  JESSEE  T. 
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DUFFY, 
DUFFY, 
DUGAN, 
DUGAN, 
DUGAN, 
DUGAN, 
DUGAN 


DUKE, 
DUKE, 
DUKE, 
DUKE, 
DUKES, 


RICHARD  E,  NEHTON,  MASSACHUSETTS 
ROBERT  JOHN,  ROCHESTER,  NEH  YORK 
DANIEL  FRANCIS,  JR,  CHICAGO,  ILLINOIS 
EDHIN  T.,  MONTCLAIR,  NEH  JERSEY 
GEORGE  HILLIAM,  KENNETT  SQUARE,  PENNSYLVANIA 
JAMES  K.,  BEAVERTON,  OREGON 
MICHAEL  THOMAS,  JR,  INDEPENDENCE,  OHIO 
DUGHi;  CHARLES  A,  JR,  NEHARK,  NEH  JERSEY 
DUGRE,  RONALD  GEORGE,  SANFORD,  MAINE 
DUIGNAN,  JOHN  F,  HARRISBURG,  PENNSYLVANIA 
DUKE,  CHARLES  HUGH,  MERIDIAN,  IDAHO 
CLAY  KENT,  AMARILLO,  TEXAS 
EDGAR  C,  RALEIGH,  NORTH  CAROLINA 
HAROLD  CALDWELL,  ROCK  HILL,  SOUTH  CAROLINA 
JOHN  R,  ORLANDO,  FLORIDA 
ROBERT  E.,  SPRINGFIELD,  PENNSYLVANIA 
DUKESHIER,  MARK  STEVEN,  DALLAS,  TEXAS 
DULEY,  RONALD  GREGORY,  GREELEY,  COLORADO 
DULEY,  SAMUEL  P.,  HAMILTON,  OHIO 
DULYEA,  DONNA  ANN,  SAN  DIEGO,  CALIFORNIA 
DUMAN,  DONALD  JAMES,  CLEVELAND,  OHIO 
DUMAN,  JOHN  CLIFFORD,  SALEM,  OREGON 
DUMAS   PAUL  J.,  JR.,  DURHAM,  NORTH  CAROLINA 
DUMENEY,  LAWRENCE  LYNN,  MASON,  MICHIGAN 
DUMIGAN,  JAMES  OLIVER,  BATON  ROUGE,  LOUISIANA 
DUMOND   JOHN  MICHAEL,  WEST  CHESTER,  PENNSYLVANIA 
DUMOULIN,  MICHAEL  LAWRENCE,  BURNSVILLE,  MINNESOTA 
DUMP,  ELMER  FREMONT,  BISMARCK,  NORTH  DAKOTA 
DUNAGAN,  BRUCE  CAMPBELL,  BILOXI,  MISSISSIPPI 
DUNBAR,  AUSTIN,  HEST  ALLIS,  WISCONSIN 
DUNBAR,  RONALD  WILLIAM,  NEWPORT,  RHODE  ISLAND 
DUNBAUGH,  MICHAEL  ALLEN,  SANTA  ROSA,  CALIFORNIA 
DUNCAN-MOISI,  KAREN  EDNA,  VISALIA,  CALIFORNIA 
DUNCAN,  BRIAN  KEITH,  APACHE  JUNCTION,  ARIZONA 
DUNCAN,  CHARLES  THOMAS,  HONOLULU,  HAWAII 
DUNCAN,  DAVID  FRANKLIN,  BALTIMORE,  MARYLAND 
DUNCAN   DAVID  KENT,  EL  PASO,  TEXAS 
DUNCAN  DEBRA  CORINNE,  HIGH  POINT,  NORTH  CAROLINA 
DUNCAN,  DOUGLAS  L,  CARTERSVILLE,  GEORGIA 

EDWARD  ROBERT,  MARTINEZ,  CALIFORNIA 
HAROLD  L.,  SALINAS,  CALIFORNIA 
JAMES  SR.,  LEVITTOWN,  PENNSYLVANIA 
MICHAEL  RAY,  FRANKFORT,  KENTUCKY 
,  NATHAN  A,  PLAINHELL,  MICHIGAN 
DUNCAN,  RAYMOND  GEORGE,  ROSEBURG,  OREGON 
DUNCAN   RICHARD  C. .  GREAT  FALLS,  MONTANA 

RICHARD  EDGAR,  III,  MOUNT  VERNON,  NEW  YORK 
ROBERT  J.,  LINCOLN  PARK,  MICHIGAN 
ROGER  E.,  BLACKSBURG,  VIRGINIA 
SCOTT  THOMAS,  SALT  LAKE  CITY,  UTAH 
,  THOMAS  GRIFFITH,  PIKESVILLE,  MARYLAND 
DUNCAN,  THOMAS  STANLEY,  SARASOTA,  FLORIDA 
DUNCAN  WILLIAM  CARROLL,  SALT  LAKE  CITY,  UTAH 
DUNCAN,  WILLIAM  L.,  ATLANTA,  GEORGIA 
DUNGAN,  JAMES  ALLEN,  MEMPHIS,  TENNESSEE 
DUNGY   RICHARD  L,  DETROIT,  MICHIGAN 

SuNKELBERGER  DAVID  CHARLES,  CAMP  LEJEUNE,  NORTH  CAROLI 
DUNKELBERGER,  LAWRENCE  GORDO,  WILMINGTON,  DELAWARE 
DUNKER,  WILLIAM  E.,  SIOUX  FALLS,  SOUTH  DAKOTA 
DUNKERL.EY,  RICHARD  C,  HERMITAGE,  PENNSYLVANIA 
DUNKLEE,  MICHAEL  LEE,  MT  MORRIS,  MICHIGAN 
DUNLAP,  DANIEL  ALBERT,  PAINESVILLE,  OHIO 
DUNLAP,  DONALD  L.,  LOUISVILLE,  KENTUCKY 
DUNLAP   FLOYD  CARL,  SUNSET  HILLS,  MISSOURI 
DUNLAP   FRANK  BOWERS,  JR,  DOYLESTOWN,  PENNSYLVANIA 
DUNLAP,  JAMES  RAY,  LAKE  JACKSON,  TEXAS 
DUNLAP,  WARREN,  COLUMBUS,  GEORGIA 
DUNN   ALFRED  HHEELLOCK,  STRATFORD,  CONNECTICUT 
DUNN;  CHARLES  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DUNN,  DAVID  ALFRED,  BOZEMAN,  MONTANA 

DENIS  PATRICK,  EAST  HAMPTON,  NEW  YORK 


DUNCAN, 
DUNCAN, 
DUNCAN, 
DUNCAN, 
DUNCAN, 


DUNCAN, 
DUNCAN, 
DUNCAN, 
DUNCAN, 
DUNCAN, 


DUNN 

tt   DUNN!  DENNIS  RAE,  GRAND  FORKS,  NORTH  DAKOTA 

*  DUNN   EARL  C. ,  CORPUS  CHRISTI,  TEXAS 

DUNN;  FRANK  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DUNN,  JAMES  JOSEPH,  CLEVELAND,  OHIO 
DUNN,  JIMMY  BRUCE,  NEWPORT,  TENNESSEE 
DUNN,  JOHN  RANDALL,  BROWNSVILLE,  TEXAS 

D   DUNN   PHILIP  ROBERT,  ROCKY  HILL,  CONNECTICUT 
DUNN,  PHILLIP  GRANT,  ALCOA,  TENNESSEE 
DUNN,  RICHARD  EDHARD,  SPRINGFIELD,  ILLINOIS 

tt   DUNN,  RICHARD  J,  LAS  VEGAS,  NEVADA 

DUNN,  RONALD  ANTHONY,  MARYVILLE,  TENNESSEE 
DUNN,  ROY  LAMAR,  III,  FORSYTH,  GEORGIA 
DUNN,  TEMPLE  B,  JR,  STOCKTON,  CALIFORNIA 
DUNN,  THEODORE  ANTHONY,  GAINESVILLE,  FLORIDA 
DUNN   TYRONE  JOHN,  CAMP  PENDLETON,  CALIFORNIA 
DUNN   VICTOR  LAVELLE,  NORTH  LAS  VEGAS,  NEVADA 
DUNN;  WILLIAM  CARRINGTON,  J,  BINGHAMTON,  NEW  YORK 
DUNNE,  ROBERT  B.,  OCEANSIDE,  CALIFORNIA 
DUNNE!  THOMAS  HILLIAM,  SOMERVILLE,  NEW  JERSEY 
tt   DUNNEMANN,  FREDERICK  H.  ,  PORTLAND,  MAINE 

DUNNING,  TIMOTHY  FRANCIS,  OMAHA,  NEBRASKA 
#  DUNPHY,  FREDERICK  BLAISE,  NORTH  BAY  VILLAGE,  FLORIDA 
DUNPHY,  GEORGE  DUNCAN,  BOULDER,  COLORADO 
DUNSTAN,  DAVID  SAMUEL,  SALINA,  KANSAS 
DUNSTON,  MARK  STEVEN,  LONG  BEACH,  MISSISSIPPI 
DUNHODY,  H  ELLIOTT,  MACON,  GEORGIA 
tt   DUPIES,  DONALD  F.,  MILWAUKEE,  WISCONSIN 
DUPLAYEE,  JOHN  H. ,  TOMAHAWK,  WISCONSIN 
DUPONT,  JAMES  FULTON,  ST  AUGUSTINE,  FLORIDA 
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DURBIN, 
DURBIN, 
DURBIN, 
DURDEN, 


DURHAM, 
DURHAM, 
DURHAM, 
DURKEE, 
DURKIN, 
DURKIN, 
DURKIN, 
DURNIL, 


DUPONT,  LYLE  MAYNARD,  HONOLULU,  HAWAII 
DUPREE,  ROBERT  MICHAEL,  PEACHTREE  CITY,  GEORGIA 
DUQUESNE,  GILBERT  HENRY,  FENTON,  MISSOURI 
DUQUETTE,  JOSEPH  ANTHONY,  WARWICK,  RHODE  ISLAND 
DURAN,  ERNEST  JOSEPH,  SACRAMENTO,  CALIFORNIA 
DURAN,  LOUIS,  LOS  ANGELES,  CALIFORNIA 
DURANT,  ELMER  L,  DURANT,  OKLAHOMA 

MAX  ARTHUR,  FLINT,  MICHIGAN 
WALTER  M,  STEUBENVILLE,  OHIO 
WILLIAM  PATRICK,  HOUSTON,  TEXAS 
,  DONALD  LEE,  IWAKUNI,  JAPAN 
DUREN,  HOBART  THEODORE,  NEW  YORK,  NEW  YORK 
DURHAM,  GARY  THOMAS,  BATON  ROUGE,  LOUISIANA 

JAN  MORTON,  CAMP  PENDLETON,  CALIFORNIA 
NATHANIEL  CURTIS,  FAIRFAX,  VIRGINIA 
PETER  BOIEN,  LOS  ANGELES,  CALIFORNIA 
DANIEL  KAYE,  GRAND  RAPIDS,  MICHIGAN 
JAMES  JOSEPH,  ELIZABETH,  NEW  JERSEY 
MARTIN  E.,  NEW  YORK,  NEW  YORK 
THOMAS  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
,  JIMMIE  DALE,  BLOOMINGTON,  INDIANA 
DURR,  GORDON  EARL,  FAYETTE,  ALABAMA 
DURRANT,  JOHN  D,  AMERICAN  FORK,  UTAH 
DURRER,  WILLIAM  L.,  FAIRFAX,  VIRGINIA 
DURRETT,  JAMES  M. ,  AZTEC,  NEW  MEXICO 
DURRETT,  THOMAS  C. ,  BECKLEY,  WEST  VIRGINIA 
DURYEE,  THOMAS  H. ,  KLAMATH  FALLS,  OREGON 
DUSELLIER,  HERMAN  L,  PORT  HURON,  MICHIGAN 
DUSING,  RICHARD  L.,  DIXON,  ILLINOIS 
DUSSAULT,  WAYNE  EDWARD,  WAUKESHA,  WISCONSIN 
DUSSET,  MITCHELL  SYREL,  NEW  ORLEANS,  LOUISIANA 
DUSTMAN,  ERNEST  JAY,  LITTLE  VALLEY,  NEW  YORK 
DUTCHER,  ROBERT  GEORGE,  OKEMOS,  MICHIGAN 
DUTRIEUX,  J.  CHARLES,  SOUTH  BEND,  INDIANA 
DUTTON,  FREDRICK  W,  EUREKA,  CALIFORNIA 
DUTTON,  JAMES  A,  LIBERTYVILLE,  ILLINOIS 
DUVALL,  LUCIE  JAYNE,  CLEVELAND,  OHIO 
DUVAUCHELLE,  RAYMOND  P,  LIHUE,  KAUAI,  HAWAII 
DUVENDACK,  RANDY  LEE,  JACKSONVILLE,  ILLINOIS 
DWAIRI,  AHMAD  MOHAMMED,  AMMAN,  JORDAN 
DEBRA  MEATH,  GREECE,  NEW  YORK 
EDWARD  J.,  YAPHANK,  NEW  YORK 
PATRICK  F,  GREEN  BAY,  WISCONSIN 
RICHARD  M,  PITTSBURGH,  PENNSYLVANIA 
WILLIAM  J,  FARMINGTON  HILLS,  MICHIGAN 
,  WILLIAM  MICHAEL,  FORT  MEADE,  MARYLAND 
DYAL,  KOMER  WARREN,  SAN  BERNARDINO,  CALIFORNIA 
DYAL,  LAWRENCE  W,  TOLEDO,  OHIO 
DYE,  CHARLES  B,  BLYTHEVILI.E,  ARKANSAS 
DALE  E.,  HAMILTON,  MONTANA 
EDWIN  MERLE,  ABILENE,  TEXAS 
JIMMIE,  FORT  LAUDERDALE,  FLORIDA 
JOE  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LARRY  M,  GARY,  INDIANA 
RANDY  LAMAR,  LAGRANGE,  GEORGIA 
ROY  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
TROY  STEVEN,  ELIZABETHTOWN,  KENTUCKY 
WILLIAM  C,  FLINT,  MICHIGAN 
GEORGE  E.,  SAN  FRANCISCO,  CALIFORNIA 
GLENN  E,  OAKLAND,  CALIFORNIA 
JUSTIN  L,  BINGHAMTON,  NEW  YORK 
OSBOURNE  NATHANIEL,  KINGSTON,  JAMAICA 
PAUL  CHRISTOPHER,  FAIRFIELD,  CONNECTICUT 
ROBERT  LECOCQ,  MARYSVILLE,  WASHINGTON 

TERRELL  W. ,  SACRAMENTO,  CALIFORNIA  

WILLIAM  ROBERT,  FORT  LAUDERDALE,  FLORIDA 
DYESS,  JOHN,  JR,  RACINE,  WISCONSIN 
DYJACK,  GARY  JOSEPH,  ERIE,  PENNSYLVANIA 
DYKEMAN,  LOREN  E,  DES  MOINES,  IOWA 
DYKES,  CAROLYN  JO,  EL  DORADO,  ARKANSAS 
DYKES  COULBOURN  M,  SALISBURY,  MARYLAND 
DYKES,  J  B,  AUGUSTA,  GEORGIA 
DYKFS   JAMES  HEATH,  PERRY,  GEORGIA 
DYKHOUSE*  LAHREMCE  EDWARD ',    LOS  ANGELES,  CALIFORNIA 
DYSART   ROBERT  E,  SANIBEL,  FLORIDA 
DYSON   JAMES  VAUGHN,  SR,  LEAVENWORTH,  KANSAS 
DYSON  W  FRANK,  AUSTIN,  TEXAS 
DZIBINSKI.DU  WAYNE,  HALES  CORNERS,  WISCONSIN 
DZVONICK  ROBERT  PAUL,  PITTSBURGH,  PENNSYLVANIA 
EACH,  KENNETH  HENRY,  NORTH  MIAMI,  FLORIDA 
EACRETT,  MICHAEL  ROY,  OAKVILLE,  CANADA 
EADENS,  JAMES  ERNEST,  SARASOTA,  FLORIDA 
EADER,  DOUGLAS  DALE,  PONTIAC,  MICHIGAN 
EADES   ROBERT  CREWS,  RICHMOND,  VIRGINIA        rnmMR1A 
EADES   RODNEY  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
EADLER.  RONALD  L.,  RICHARDSON,  TEXAS       „,„,,,„. 
EADS   HUSTON  MERLE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
EADS'  JERRY  E-,  TITUSVILLE,  FLORIDA 
EAGAN,  RAYMOND  J.,  NEW  HAVEN,  CONNECTICUT 
EAGAN,  RAYMOND  J. ',    JR.,  NEW  HAVEN   CONNECTICUT 
EARLE,  GEORGE  D,  WINCHESTER,  TENNESSEE 
EARLE   HOWARD  H  ,  LOS  ANGELES,  CALIFORNIA 
EARLEY,  GERALD  J  WEST  PALM  BEACH,  FLORIDA 
EARLMAN,  ROY  H. ,  ELIZABETH,  NEW  JERSEY 
EARLS   PAUL  E,  CHARLOTTE,  NORTH  CAROLINA 
EARLY  DAVID  ANDREW,  ROMULUS,  MICHIGAN 
EARLY,  JUDITH  ANN,  LOS  ANGELES,  CALIFORNIA 
EARP,  WALTER  R.,  JR.,  LAS  VEGAS,  NEVADA 
EASLEY,  HOWARD  AULTON,  JR,  ANDALUSIA,  ALABAMA 
EASON,  JESSEE  T.,  VALDOSTA,  GEORGIA 


DWYER, 
DWYER, 
DWYER, 
DWYER, 
DWYER, 
DWYER, 


DYE, 

DYE, 

DYE, 

DYE, 

DYE, 

DYE, 

DYE, 

DYE, 

DYE, 

DYER, 

DYER, 

DYER, 

DYER, 

DYER, 

DYER, 

DYER, 

DYER, 
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EASON,  JOHN  HYATT,  JR  -  ELDRED,  RAY  L.,  JR. 


no 

165 
67 
130 
110 
163 
110 
134 
103 
192 
183 
166 
153 
135 
131 
139  # 
119  tt 
96  tt 
56  tt 
129 
147 
139 
115 
101  » 
109 
104 
108 
168 
84  # 
112 
120 
150 
92  tt 
142 
114  tt 
163 
194 
70  tt 
163 
149 
115 
81  * 
125  tt 
188 
193 
143 
186 
136  tt 
169 
193 
161 
131  tt 
157 
9 
149 
193 
120 
134 
78 
195 
147 
96 
34 
105 
98 
167 
186 
175 
128 
192 
160 
159 
123 
167 
131 
96 
143 
119 
154 
84 
183 
160 
124 
166 
188 
159 
175 
91 
76 
174 
184 
189 
113 
172 
165 
111 
169 
160 
144 
46 


EASON, 
EASON, 
EASON, 
EASON, 
EASON, 


EASTMAN, 
EASTMAN, 
EASTMAN, 


EATON, 
EATON, 
EATON, 
EATON, 
EATON, 
EATON, 


ECCHER, 
ECCLES, 
ECHOLS, 
ECHOLS, 
ECHOLS, 


JOHN  HYATT,  JR,  LACKLAND  AFB,  TEXAS 
LINDSAY  EARL,  NEH  YORK,  NEH  YORK 
RAY  C,  FLORENCE,  SOUTH  CAROLINA 
ROBERT  U,  JR,  STANTON,  CALIFORNIA 
.  HAYMAN  E.,  JR.,  CONROE,  TEXAS 
EAST,  DANNY  LEE,  INDIANAPOLIS,  INDIANA 
EAST,  EDHARD  E.,  BIRMINGHAM,  ALABAMA 
tt   EASTER,  RICKY  LYLE,  HICHITA,  KANSAS 
tt   EASTERDAY,  GAYLE  G,  MILHAUKIE,  OREGON 

EASTERDAY,  MICHAEL  JAY,  LAFAYETTE,  INDIANA 
EASTERLEY,  KEN  ALLEN,  BELLEVILLE,  ILLINOIS 
EASTERLING,  JOE  FRANK,  BESSEMER,  ALABAMA 
EASTHAM,  MICHAEL  HAYNE,  HOMER,  ALASKA 
tt   EASTHAM,  RICHARD  HILLIAM,  BELLHOOD,  ILLINOIS 
EASTHON,  DAVID  ALLEN,  MIDDLEFIELD,  OHIO 
EASTMAN,  ALMOND  CAVYRNE,  ASTORIA,  OREGON 
DEAN  LEHIS,  HYANDOTTE,  MICHIGAN 
HARRY  J,  AUSTIN,  TEXAS 
,  LAHRENCE  A.,  HYANDOTTE,  MICHIGAN 
EASTON,  EDHARD  GENE,  NATCHEZ,  MISSISSIPPI 
EASTON,  JOHN  R,  CHESTER,  PENNSYLVANIA 
EASTHOOD,  JAMES  CLAIBORNE,  CANNON  AFB,  NEH  MEXICO 
EATON,  BOBBY  D,  ODESSA,  TEXAS 

CLARENCE  R,  JR,  SOUTH  PORTLAND,  MAINE 
DESMOND  B.,  NEH  YORK,  NEH  YORK 
EVERETT  H.,  STILLHATER,  OKLAHOMA 
HOHARD  S.,  DAYTONA  BEACH,  FLORIDA 
JUANITA  KAY,  BIRMINGHAM,  ALABAMA 
.  HILLIAM  J.,  HEST  PALM  BEACH,  FLORIDA 
EAVENSON,  HAROLD  H. ,  GARLAND,  TEXAS 
EBEL,  MARTIN  HENRY,  JR.,  ELYRIA,  OHIO 
EBENBICHLER,  HANS,  INNSBRUCK,  AUSTRIA 
EBERLE,  DANIEL  F,  LAFAYETTE,  INDIANA 
EBERT,  FREDERICK  HARREN,  MILLBURN,  NEH  JERSEY 
EBERT,  MICHAEL  D,  NUERNBERG,  FEDERAL  REPUBLIC  OF  GERMAN 
EBLING,  HILLIAM  CLARENCE,  HASHINGTON,  DISTRICT  OF  COLUM 
EBNER,  HANS,  VIENNA,  AUSTRIA 
EBNER,  KENNETH  CHARLES,  CALDHELL,  NEH  JERSEY 
EBRILL,  MAX  LESLIE,  SYDNEY,  AUSTRALIA 
ECCARDT,  JAMES  ALLAN,  HINSDALE,  ILLINOIS 
ECCHER,  CELESTINO,  AURORA,  ILLINOIS 
LESILE  J,  DENVER,  COLORADO 
RONALD  LAURENT,  AUGUSTA,  MAINE 
PAUL  EDHIN,  CARBONDALE,  ILLINOIS 
RONALD  RAY,  MISSOURI  CITY,  TEXAS 
,  THOMAS,  LOS  ANGELES,  CALIFORNIA 
I^I,ERNACH'  F  STEVEN,  JR,  STRASBURG,  PENNSYLVANIA 
ECKELS,  EDHARD  ALLEN,  HENDERSON,  NEVADA 
ECKER,  EDHARD  VINCENT,  JR,  EAST  HAMPTON,  NEH  YORK 
ECKERMAN,  ROBERT  CHARLES,  NASHVILLE,  TENNESSEE 
ECKERT,  LESLIE  STANLEY,  EASTON,  CONNECTICUT 
ECKERT,  PETER  KARL,  SUNRISE,  FLORIDA 
ECKERT,  STEPHEN  WAYNE,  AUDUBON,  NEW  JERSEY 
ECKERT,  HALTER,  INDIANAPOLIS,  INDIANA 
ECKLUND,  JOHN  ANDREH,  AUBURN,  NEW  YORK 
ECKMAN,  LARRY  PAUL,  BROOKLYN  PARK,  MINNESOTA 
ECOFFEY,  ROBERT  DALE,  CUSTER,  SOUTH  DAKOTA 
ECTOR,  MOSES,  ATLANTA,  GEORGIA 
IRHIHS5'  FRANCIS  M-  GREENVILLE,  NORTH  CAROLINA 
EDDINGS,  LARRY  PAUL,  SIGNAL  MOUNTAIN,  TENNESSEE 
EDDINGTON,  RICHARD  T,  JR,  ROSELLE,  ILLINOIS 
EDDY,  BOBBY  J,  MOBILE,  ALABAMA 
EDDY,  DAVID  A.,  WHEELING,  WEST  VIRGINIA 
c™!;:uUt!RI!!C£  A'  WASHINGTON,  DISTRICT  OF  COLUMBIA 
EDELMAN,  BERN  F,  COLUMBIA,  PENNSYLVANIA 
EDELMAN,  JOHN,  CORTE  MADERA,  CALIFORNIA 
EDEY,  RAYMOND  ANTHONY,  GLENDALE,  CALIFORNIA 
EDGAR,  LAWRENCE  IVAN,  TORONTO,  CANADA 
EDGAR,  THOMAS,  EL  PASO,  TEXAS 
EDGE,  CHARLES  EDHARD,  NAPLES,  ITALY 
EDGE,  MICHAEL  GUY,  CONYERS,  GEORGIA 
r^rkb  GARY  LEE-  S0UTH  CHARLESTON,  WEST  VIRGINIA 
EDGERTON,  GEORGE  MURRAY,  SACRAMENTO,  CALIFORNIA 
EDMAN,  SUSAN  MARIE,  MILWAUKEE,  WISCONSIN 
EDMOND,  VIVIAN  JUANITA,  DETROIT,  MICHIGAN 
EDMONDS,  DOUGLAS  F.,  IOHA  CITY,  IOHA 
EDMONDS,  RAYMOND  LEHIS,  LIVINGSTON,  TEXAS 
£SE2N5S»  R0BE"T  DEAN,  SAN  BERNARDINO,  CALIFORNIA 
cn^^AuWI^iAM  EA«NEST,  J,  PORT  ARTHUR,  TEXAS 
EDMONDSON,  BERT  D,  ARLINGTON,  TEXAS 

rnuSSRcSu'  ^JS  CRAIG'  WASHINGTON,  DISTRICT  OF  COLUMB 
EDMONDSON,  STEVEN  RICHARD,  TOPSHAM,  MAINE 
EDMONSON,  FLYNN  WEST,  BUNNELL,  FLORIDA 
EDMONSON,  MICHAEL  DAVID,  BATON  ROUGE,  LOUISIANA 
IRH2H5?N'  R0BERT  EDHARD-  FONTANA,  CALIFORNIA 
EDMONSTON,  WILLIAM  RUSSELL,  FAIRFAX,  VIRGINIA 
EDMUNDS,  JEFFREY  LANCE,  TACOMA,  WASHINGTON 
EDMUNDS,  WAYNE  0.,  TULSA,  OKLAHOMA 
EDMUNDSON,  JAMES  W. ,  JANESVILLE,  WISCONSIN 
SP^uKENNETH  STEPHEN,  SEARCY,  ARKANSAS 
EDWAN,  EDHAN  MOHAMMAD,  AMMAN,  JORDAN 
EDHARDS-FEARS,  MARY  E,  ST.  LOUIS,  MISSOURI 
EDHARDS,  ADAM  S,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

ANDREH  R,  LLANGUNNOR,  HALES 

ASHLEY  BROWN,  AUCKLAND,  NEW  ZEALAND 

CLARENCE,  SILVER  SPRING,  MARYLAND 

CRAIG  BALDWIN,  PITTSBURGH,  PENNSYLVANIA 

DANIEL  LEE,  YORKTOHN,  VIRGINIA 

DAVID  JAY,  MARTINSVILLE,  VIRGINIA 

DELBERT  F.,  CORAL  GABLES,  FLORIDA 


EDHARDS, 
EDWARDS, 
EDHARDS, 
EDHARDS, 
EDWARDS, 
EDHARDS, 
EDHARDS, 


92  tt 
92  * 
84  * 

125  tt 

153 

104  tt 

131  tt 

134 
78 

95  tt 
31  tt 

119  tt 
185 
165 
184 
186 

52  tt 
194 
104  * 
107  tt 
132 
141  tt 

80  tt 
170 
117  tt 
177 

74  tt 
169 
129  tt 

120  tt 
178 
113  tt 

33  tt 
65  tt 
170 
163 
136  # 

96 
109 
61  tt 
92  # 
145 
92  tt 
174 
173 
59 
122 
57 
168 
140 
121 
130 
55 
147 
132 
131 
34 
181 
160 
143 
114 
152 
98 
189 
70 
128 
95 
182 
94 
113 
92 
192 
169 
10 
112 
101 
192 
130 
192 
195 
132 
186 
107 
129 
129 
106 
114 
109 
161 
96 
54 
127 
109 
105 
173 
60 
79 
180 
149 
62  , 


EGBERT,  CARROLL  F. 
EGBERTSON,  JOHN  H. 
EGGEN,  CLIFFORD  T. 
EGGERS,  CALVIN  M. 


EDWARDS,  DONALD  E.,  SAN  JOSE,  CALIFORNIA 

EDHARDS,  DONALD  V,  GOLDEN,  COLORADO 

EDHARDS,  DWAIN,  WACO,  TEXAS 

EDWARDS,  EUGENE  LEROY,  HATERBURY,  VERMONT 

EDWARDS,  GARY  PATRICK,  OLYMPIA,  WASHINGTON 

EDWARDS,  HENRY,  JR,  JACKSONVILLE,  FLORIDA 

EDWARDS,  IRVING  PAUL,  JR,  WASHINGTON,  DISTRICT  OF  COLUM 

EDHARDS,  JAMES  CHARLES,  EVANSTON,  ILLINOIS 

EDHARDS,  JAMES  S,  MERIDIAN,  MISSISSIPPI 

EDWARDS,  JOHN  B,  CINCINNATI,  OHIO 

EDHARDS,  JOHN  B.,  RALEIGH,  NORTH  CAROLINA 

EDWARDS,  JOHN  THOMAS,  GROTON,  CONNECTICUT 

EDHARDS,  KEVIN  LEE,  CLEARFIELD,  UTAH 

EDHARDS,  KYLE  LEE,  LAS  VEGAS,  NEVADA 

EDHARDS,  MICHAEL  PAUL,  EBENSBURG,  PENNSYLVANIA 

EDHARDS,  MICHEAL  PERNELL,  JACKSONVILLE,  FLORIDA 

EDWARDS,  ORAY  L.,  YAPHANK,  NEH  YORK 

EDHARDS,  RICKY  LANZA,  CHICAGO,  ILLINOIS 

EDWARDS,  ROBERT  E,  WEBSTERVILLE,  VERMONT 

EDWARDS,  ROBERT  L.,  LORAIN,  OHIO 

EDWARDS,  ROBERT  LEE,  JR,  TALLAHASSEE,  FLORIDA 

EDHARDS,  RONALD  LYNN,  COUPEVILLE,  HASHINGTON 

EDHARDS,  SHERMAN  L,  TACOMA,  WASHINGTON 

EDWARDS,  TOMMY  EUGENE,  TITUSVILLE,  FLORIDA 

rRHAR^'  WILLIAM  J-.  JR-.  CHARLOTTE,  NORTH  CAROLINA 

EDHARDS,  HILLIAM  RAY,  KANSAS  CITY,  KANSAS 

EDHARDS,  WILLIAM  T,  JR,  PALM  BEACH  GARDENS,  FLORIDA 

EDHARDSON,  PATRICK  JOSEPH,  BURLINGTON,  NEH  JERSEY 

EDZEK,  RONALD,  WESTFIELD,  NEH  JERSEY 

EELKEMA,  STANLEY  DEAN,  COUPEVILLE,  HASHINGTON 

EFFLER,  MICHAEL  JAY,  HAWTHORNE,  CALIFORNIA 

EGAN,  DOUGLAS  H,  REGINA,  CANADA 

EGAN,  JAMES  J.,  HARTFORD,  CONNECTICUT 

EGAN,  JOHN  A.,  NEH  BRUNSHICK,  NEH  JERSEY 

EGAN,  JOHN  DILLON,  BELLEVUE,  WASHINGTON 

EGAN,  JOHN  MARTIN,  EAST  LANSDOWNE,  PENNSYLVANIA 

EGAN,  WILLIAM,  JR,  MESQUITE,  TEXAS 

JR.,  VISTA,  CALIFORNIA 
GOSHEN,  NEW  YORK 
ELGIN,  ILLINOIS 
,  FARGO,  NORTH  DAKOTA 
EGGERS,  PETER  THEODORE,  III,  FAIRFIELD,  CONNECTICUT 
EGGLESTON,  RONALD  D,  EUGENE,  OREGON 
EGGUM,  GREGORY  JOHN,  MADISON,  WISCONSIN 
EHLE,  RICHARD  JOHN,  JR,  OAKLAND,  CALIFORNIA 
EHLERT,  GEORGE  E.,  HEST  ORANGE,  NEH  JERSEY 
EHLOW,  ALBERT  CHARLES,  SAN  CLEMENTE,  CALIFORNIA 
EHNIS,  CARL  J.,  NEW  PROVIDENCE,  NEH  JERSEY 
EHRESMAN,  JAMES  KEITH,  DAVENPORT,  IOHA 
EICHLER,  DONALD  EUGENE,  INDEPENDENCE,  MISSOURI 
EICHLER,  THOMAS  JAMES,  CHICAGO,  ILLINOIS 
EICHMAN,  DONALD  ALLEN,  IONE,  CALIFORNIA 
EIDE,  HOHARD  R.,  DES  MOINES,  IOHA 
EIDSON,  JAMES  CLARENCE,  LAKE  HAVASU  CITY,  ARIZONA 
EIESLAND,  KRISTINE  LYN,  BEAVERTON,  OREGON 
EIFERT,  PAUL  SYLVESTER,  JR,  COVINGTON,  KENTUCKY 
EILAND,  JOSEPH  R.,  MONTGOMERY,  ALABAMA 
EILDERS,  LON  LESTER,  SR,  CHATTANOOGA,  TENNESSEE 
EILERS,  ROBERT  EDHARD,  OAKLAND,  CALIFORNIA 
EILERT,  STEPHEN  THOMAS,  PETERSBURG,  VIRGINIA 
EINOLANDER,  JOHN  CHARLES,  SANTA  BARBARA,  CALIFORNIA 
EIO,  HOCK  LIANG,  SINGAPORE,  SINGAPORE 
EISCH,  EDHARD  J,  SAGINAH,  MICHIGAN 
EISENMAN,  MARK  ANTHONY,  HOUSTON,  TEXAS 
EISGRAU,  DHIGHT  M.,  NEH  CITY,  NEW  YORK 
EISLEY,  EDWARD  ALBERT,  LIBERTY,  NEW  YORK 
EITEL,  EDWARD  F.,  CRAIG,  COLORADO 
EITING,  MARK  ALLAN,  PLAINFIELD,  ILLINOIS 
EJDE,  KAREN  S,  SEATTLE,  WASHINGTON 
EK,  LAWRENCE  W.,  DEPTFORD,  NEW  JERSEY 
EKBLAD,  GEORGE,  ARLINGTON  HEIGHTS,  ILLINOIS 
EKEDAHL,  DAVID  HILLIAM,  ROCKFORD,  ILLINOIS 
EKKER,  KYLE  FRANKLIN,  CASTLE  DALE,  UTAH 
EKLUND,  E.  B.,  TALLAHASSEE,  FLORIDA 
EKORNAAS,  FRED  R. ,  KENOSHA,  HISCONSIN 
EKSTROM,  BERT  T.,  HUNTINGTON  BEACH,  CALIFORNIA 
EL  BEDAHY,  ESSAM  SALAH,  CAIRO,  EGYPT 
EL  GAMMAL,  HANNE  YOUSEF,  CAIRO,  EGYPT 
EL  KATATNY,  MAMDOUH  MOHAMED,  CAIRO,  EGYPT 
EL  MOAZ,  ADEL  FATHALLA,  CAIRO,  EGYPT 
EL  NAGAR,  KAMAL  MOHAMED,  CAIRO,  EGYPT 
EL  WATANY,  WALID  KARAM,  CAIRO,  EGYPT 
EL-ALFY,  HASSAN  MOHAMED,  CAIRO,  EGYPT 
EL-AWAR,  HISHAM,  BEIRUT,  LEBANON 
EL-HACHEM,  HALID  WADIH,  BEIRUT,  LEBANON 
EL-MINADY,  MOHAMED  MOHAMED,  CAIRO,  EGYPT 
EL-TABEI,  MOHAMED  MOHAMED,  CAIRO,  EGYPT 
ELAGHORY,  HASSAN  MOHAMED,  CAIRO,  EGYPT 
ELAM,  JAMES  MICHAEL,  CANTON,  ILLINOIS 
ELAM,  JOSEPH  D,  OKLAHOMA  CITY,  OKLAHOMA 
ELAM,  RALPH  C,  STONE  MOUNTAIN,  GEORGIA 
ELAZAB,  MOHAMED  ASHRAF,  CAIRO,  EGYPT 
ELBANNA,  MAHMOUD  YOUSRI,  CAIRO,  EGYPT 
ELCHLINGER,  JOHN,  GARFIELD  HEIGHTS,  OHIO 
ELDER,  CHARLES  ANTHONY,  JEFFERSONVILLE,  INDIANA 
ELDER,  EDHARD  W. ,  EUGENE,  OREGON 
ELDER,  PERRY  B.,  JR.,  FORT  BRAGG,  NORTH  CAROLINA 
ELDER,  TIMOTHY  HAMRICK,  FORT  PIERCE,  FLORIDA 
ELDERS,  JAMES  FELTON,  JR,  GEORGETOHN,  SOUTH  CAROLINA 
ELDRED,  RAY  L.,  JR.,  SAYRE  BOROUGH,  PENNSYLVANIA 


PAGE 


37 


ELDREDGE,  FREDERICK  R..  JR.  -  ERNST,  ALEXANDER 


118 
129 
169 
103 
190 
148 
115 
7 
46 
98 
116 
166 
161 
192 
177 
136 
90 
134 
140 
180 
137 
121  # 
119  # 
153 
99 
175 
145 
62  tt 
92  # 
90 
77  * 
109 
185 
119 
151 
116 
126 
168 
182 
175 
187 
141 
182 
164 
84  * 
186 
140 
107 
149 
171 
175 
106  « 
76  * 
112 
31  * 
126 
188 
171 
186 
142 
23  i 
183 
149 
82  1 
183 
181 
116 
162 
124 
107 
111 
92 
57 
163 
117 
108 
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105 
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106 
111 
195 
176 
69 
167 
148 
156 
151 
88 
194 
89 
136 
133 
186 
193 
168 
115 
172 
115 
128 


ELDREDGE 
ELDREDGE 
ELDREDGE 
ELDRIDGE 
ELDRIDGE 
ELDRIDGE 
ELDRIDGE 
ELEAZER, 
ELFERING 


ROBERT  H. 
FRANK  H. 


ELFMAN,  CHARLES  B, 
ELFMONT,  THOMAS  D 


FREDERICK  R.,  JR.,  CHERRY  POINT,  NORTH  CAROLI 

JAMES  LORING,  BURLINGAME,  CALIFORNIA 

SHERHOOD  SETH,  JR,  LYNDHURST,  OHIO 

CLARENCE  E,  HOUSTON,  TEXAS 

CURTIS  BENJAMIN,  WASHINGTON,  DISTRICT  OF  COLU 

GREGORY  B,  PRINCETON,  NEH  JERSEY 

JACKIE  T,  SANTA  FE,  NEH  MEXICO 

COLUMBIA,  SOUTH  CAROLINA 
VALE,  OREGON 
JR,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LOS  ANGELES,  CALIFORNIA 
ELIASEN!  HILLY  REINHOLD,  COPENHAGEN,  DENMARK 
ELIYAHU,  CHAIM,  JERUSALEM,  ISRAEL 
ELIZARDE,  JOSEPH,  HIALEAH,  FLORIDA 
ELKINS   ROBERT  DEHEY,  MOLALLA,  OREGON 
ELLEFSEN,  EDHARD  ALFRED,  CARTHAGE,  MISSOURI 
ELLER   DAVID  F.,  DUBLIN,  GEORGIA 
ELLER   JAMES  HOWARD,  JR,  INDIANAPOLIS,  INDIANA 
ELLER  JOHN  MATTHIAS,  BROOKHAVEN,  PENNSYLVANIA 
ELLER   ROBERT  WAYNE,  PENNSVILLE,  NEW  JERSEY 
ELLICK,  WILLIAM  JOHN,  ALTOONA,  PENNSYLVANIA 
ELLINGSEN,  DONALD  NORMAN,  TALLAHASSEE,  FLORIDA 
ELLINGSON  ODNEY  WILLIS,  GRAND  FORKS,  NORTH  DAKOTA 
ELLINGSWORTH,  ALAN  DONALD,  DOVER,  DELAWARE 
ELLINGWOOD,  GEORGE  A,  SCITUATE,  RHODE  ISLAND 
ELLINWOOD,  ELIZABETH  ANNE,  WARWICK,  RHODE  ISLAND 
ELLIOT,  ALAN  JAMES,  DELAND,  FLORIDA 
ELLIOT   GEORGE  FRANK,  COEUR  D  ALENE,  IDAHO 
ELLIOTT   AMOS  A,  JR,  LAS  VEGAS,  NEVADA 
ELLIOTT   BEVERLY  C. ,    JR.,  DANVILLE,  VIRGINIA 
ELLIOTT   CARROLL  T.,  LOUISA,  VIRGINIA 
FLLIOTT   CHARLES  R. ,  PORTLAND,  MAINE 
ELLIOTT   GEORGE  OLIVER,  ALEXANDRIA,  LOUISIANA 
ELLIOTT,  JAMES  CHARLES,  EL  CAMPO,  TEXAS 
ELLIOTT   LOUIS  MARTIN,  JR,  HOUSTON,  TEXAS 
ELLIOTT   ROBERT  M.  ,  SAN  JOSE,  CALIFORNIA 
ELLIOTT   ROBERT  WILLIAM,  CHESHIRE,  CONNECTICUT 
ELLIOTT,  TERRY  LEE,  STOCKTON,  CALIFORNIA 
ANTHONY  GEORGE,  SYDNEY,  NEW  YORK 
CELESTER  BERNARD,  SANTA  ANA,  CALIFORNIA 
CHARLES  ROWLAND,  EL  DORADO  ARKANSAS 
ERNEST  LEAGUE,  COLUMBIA,  SOUTH  CAROLINA 
FREDERICK,  FAIRFAX,  VIRGINIA 
JOSEPH  ROBERT,  KANEOHE  BAY,  HAWAII 
KENNETH  G,  SYDNEY,  AUSTRALIA 
MELVYN  DOUGLAS,  HOPEWELL,  VIRGINIA 
OTIS  GUYTON,  KINGSLAND,  GEORGIA 
SAMUEL  S,  MANASSAS,  VIRGINIA 
SPENCER  MADISON,  ROCK  SPRINGS,  WYOMING 
VINCENT  JAY,  JEFFERSON  CITY,  MISSOURI 
WILLIAM  CARL,  JACKSON,  MISSISSIPPI 
WILLIAM  G,  ABERDEEN,  WASHINGTON 
,  WILLIAM  H,  CARMEL,  CALIFORNIA 
ELLIS,  HILTON  K,  BRUNSWICK,  GEORGIA 
ELLISON,  ARTHUR  W. ,  DES  MOINES,  IOWA 

MARVIN  CLAUDE,  JR,  WASHINGTON, 
RICHARD  ALAN,  ALBANY,  NEW  YORK 
,  WAYNE  HARKER,  ELMIRA,  NEW  YORK 
ELLISON  WILLI,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ELLSESSER,  FREDERICK  E,  QUANTICO,  VIRGINIA 
ELLSWORTH  HAROLD  L.,  SPRINGFIELD,  ILLINOIS 
ELLSWORTH  JOHN  BRADLEY,  EVANSVILLE,  INDIANA 
ELMENDORF,  RICHARD  FRED,  BENTON,  ARKANSAS 
F I  MORE   CHARLES  C,  JR,  GASTONIA,  NORTH  CAROLINA 
ELMORE,  ROBERT  THOMAS  I  WALLINGFORD,  PENNSYLVANIA 
ELOKOBI,  DANIEL,  YAOUNDE,  CAMEROON 
ELORDI,  HASSAN  AMIN,  CAIRO,  EGYPT 
ELRICK   ROBERT  JAMES,  RUTLAND,  VERMONT 
ELSHINNAWY,  MOHAMED  MOUSTAFA,  CAIRO,  EGYPT 
ELSTON,  DAN  D. ,  SIOUX  FALLS,  SOUTH  DAKOTA 
ELTOBGY,  MOHAMED  Z. ,  CAIRO,  EGYPT 
ELTON,  LEONARD  D,  SALT  LAKE  CITY,  UTAH 
ELTON   THEODORE  WILLIAM,  NEW  YORK,  NEW  YORK 
ELVINS,  JAMES  W,  WICHITA,  KANSAS 
ELHELL   ALBERT  R,  MONTPELIER,  VERMONT 
ELWELL   ROBERT  W.  ,  CAPE  MAY  COURT  HOUSE, 
ELHER,  KENNETH  MELVIN,  NAPA,  CALIFORNIA 
ELY   LEONARD  F.,  VERNON,  CALIFORNIA 
ELY,  RANDY  PAUL,  FORT  WORTH,  TEXAS 
ELY   RAYMOND  L,  STILLWATER,  OKLAHOMA 
ELY   RONALD  B.,  WARSAW,  NEW  YORK       .„„„.. 
ELziG   LECIA  LOREE,  SAN  BERNARDINO,  CALIFORNIA 
FMANUEL   CRAIG  EUGENE,  TEMPE,  ARIZONA 
EMANUELSON  WILLIAM  E  ,  WEST  MILWAUKEE,  WISCONSIN 
EMERICK   JAMES  ROBERT,  MCMURRAY,  PENNSYLVANIA 
EMERSON  ALLEN  JAMES,  CANANDAIGUA,  NEW  YORK 
EMERSON  DAVID  LINDSEY,  ADRIAN,  MICHIGAN 
EMERSON  JAMES  JUDE,  CAMP  LEJEUNE,  NORTH  CAROLINA 
EMERSON   ROY  0.,  MARTINSVILLE,  VIRGINIA 
FMERSON   STEPHEN  AUSTIN,  FORT  MYERS,  FLORIDA 
EMERY   BRUCE  G  ,  SAN  LUIS  OBISPO,  CALIFORNIA 
EMERY   FRANCIS  CHARLES,  HAZLET,  NEW  JERSEY 
!  EMERY   RONALD  RUSH,  FONDA,  NEW  YORK 
EMERY,  THOMAS  MICHAEL,  BLOOMINGTON,  ILLINOIS 
PMFTFID   BRIAN  ADAM.  CHUBBUCK,  IDAHO 
EMIG  HENRY  JOHii  WASHINGTON,  DISTRICT  OF  COLUMBIA 
(  FMIG'  JAMES  A,  SAN  DIEGO,  CALIFORNIA 
EM  REN   DAVID  JENNINGS,  PIKEVILLE,  TENNESSEE 
EMMONS   DAVID  E,  INDEPENDENCE,  MISSOURI 
.  EMMONS   RICHARD  LEE,  MIAMISBURG,  OHIO 


ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 
ELLIS, 


ELLISON, 
ELLISON, 
ELLISON, 


DISTRICT  OF  COL 


NEW  JERSEY 


86  ft 
192 
145 
179 
150  # 
173 
130 
123 
124 
155 
70  * 
79  4 
160 
56  4 
126 
132 
130  t 
134 
158 
105  i 
178 
119 
94 
91  ) 
22  , 
132 
45  i 
179 
115 
169 
159 
110 
184 
99 
117 
118 
166 
110 
118 
97 
130 
38 
176 
104 
44 
131 
17 
137 
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93 
182 
48 
173 
194 
163 
179 
17 
101 
76 
82 
140 
185 
172 
140 
144 
135 
148 
181 
150 
177 
114 
171 
91 
183 
156 
93 
127 
136 
171 
121 
165 
90 
126 
170 
63 
99 
195 
149 
86 
157 
179 
62 
124 
187 
166 
91 
121 
98 
182 


TEXAS 
VIRGIN  ISLANDS 


EMORY,  ROBERT  W.  ,  ANNAPOLIS,  MARYLAND 

EMOTO,  MARK  TERUO,  SAN  BERNARDINO,  CALIFORNIA 

ENDERSON,  EDWARD  C,  LIBERTY,  MISSOURI 

ENDOM,  STEVEN  GORDON,  HERMOSA  BEACH,  CALIFORNIA 

ENDRES,  PHILLIP  ANTHONY,  CINCINNATI,  OHIO 

ENDRIS,  PAUL,  BEDFORD,  INDIANA 

ENEARL,  JIM  ARNOLD,  MINDEN,  NEVADA 

ENERSON,  KEITH  WILLIAM,  SAN  DIEGO,  CALIFORNIA 

ENFELT,  JAMES  LEE,  PLATTEVILLE,  WISCONSIN 

ENG,  DENNIS  KWOCK,  HONOLULU,  HAWAII 

ENGBRING,  MILTON  A.,  MILWAUKEE,  WISCONSIN 

ENGEBRETSON,  FLOYD  C,  MILWAUKEE,  WISCONSIN 

ENGEL,  GARY  LYNN,  LINCOLN,  NEBRASKA 

ENGEL,  GERALD  ROBERT,  OTTAWA,  CANADA 

ENGEL,  JERRY  ALEXANDER,  REGINA,  CANADA 

ENGEL,  RAYMOND  WILLIAM,  ALBANY,  NEW  YORK 

ENGELBART,  HAROLD  SIEGFRIED,  MADISON,  WISCONSIN 

ENGELBERTSON,  DANIEL  JOE,  PORT  ANGELES,  WASHINGTON 

ENGELEN,  JOZEF  JACOB,  ANTWERP,  BELGIUM 

ENGELS,  RICHARD  G,  RICHMOND,  VIRGINIA 

ENGER,  TOM  L.  DOWNERS  GROVE,  ILLINOIS 

ENGLAND,  DELBERT  MICHAEL,  SAN  ANTONIO, 

ENGLAND,  FRANK  W. ,  ROCKFORD,  ILLINOIS 

ENGLAND,  HUGO  0,  CHARLOTTE  AMALIE,  U.S. 

ENGLE,  BYRON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ENGLEFIELD,  ALAN  JOHN,  OXFORD,  ENGLAND 

ENGLER,  JOSEPH  B.,  SAN  FRANCISCO,  CALIFORNIA 

ENGLER  RUEDIGER,  BERLIN,  FEDERAL  REPUBLIC  OF  GERMANY 

ENGLERT,  DON  E,  SAN  LUIS  OBISPO,  CALIFORNIA  

JAMES  EMMETT,  UPPER  ST  CLAIR,  PENNSYLVANIA 
RODNEY  DALE,  PORTLAND,  OREGON 
ARTHUR  A,  FAIRBANKS,  ALASKA 
DONALD  L,  METAIRIE,  LOUISIANA 
JOHN  H.,  JACKSONVILLE  BEACH,  FLORIDA 
JOHN  J,  HACKENSACK,  NEW  JERSEY 
LUCION  RICKS,  BROWNSVILLE,  TENNESSEE 
ROBERT  JOHN,  WEST  PALM  BEACH,  FLORIDA 
i  WILLIAM  E,  IDAHO  FALLS,  IDAHO 
ENGQUm,  MARVIN  GEORGE,  LOS  ANGELES,  CALIFORNIA 
ENGSTROM,  HAROLD  P,  BEAUMONT,  TEXAS 
ENGSTROM  THOMAS  WALTER,  LAKEPORT  CALIFORNIA 
ENKEMANN  CASPER  M. ,  ANN  ARBOR,  MICHIGAN 
ENLOE,  TERRY  GEYE,  HOUSTON,  TEXAS 

BERNARD  RAY,  DADE  CITY,  FLORIDA 
CARL  E.,  GOLDEN,  COLORADO 
BILLY  B,  GALVESTON,  TEXAS 
DAVID  S.,  NORRISTOWN,  PENNSYLVANIA 
JAMES  MICHAEL,  SPARTANBURG,  SOUTH  CAROLINA 
JOHN  EDWARD,  GREENVILLE,  NORTH  CAROLINA 
LESLIE  EDWARD,  NORTH  MANKATO,  MINNESOTA 
WILLIAM  R.,  ORADELL,  NEW  JERSEY 
,  TERRY  LAMONT,  SAVANNAH,  GEORGIA 

*  gssba^aghSsr^sassBwii.  district  of  coLU 

ENOUIST,  ERIC  RUSSELL,  PENSACOLA,  FLORIDA 
ENRIGHT  MICHAEL  ROBERT,  MANASSAS,  VIRGINIA 
ENRILE,  TOMAS  C,  MANILA,  PHILIPPINES 

#  ENRIQUEZ,  ALBERTO,  MANILA,  PHILIPPINES 

#  ENSLEY,  B,  CHARLOTTE,  NORTH  CAROLINA 

#  ENSOR   ELLISON  W. ,  TOWSON,  MARYLAND 
I   FNSWEILER  MYRLE  E,  PORT  RICHEY,  FLORIDA 

Inter  thomas  david,  greenville!  south  Carolina 

ENTREKIN,  KAREN  TUCKER,  GADSDEN,  ALABAMA 
ENTREKIN,  TODD  EDWARD,  GADSDEN,  ALABAMA 
EOFF   PH  LLIP  DAVID,  REDDING,  CALIFORNIA 

#  EPISCOPO  PETER  FREDRICK,  WILMINGTON,  DELAWARE 
EPPERLY  GARY  LEROY,  SAN  FRANCISCO,  CALIFORNIA 

#  EPPERSON,  RONALD  CHARLES,  KINGSPORT,  TENNESSEE 

Epperson  ronald  craig,  Vancouver  Washington 

#  EPPERSON  VIRGIL  OTHEL,  JR,  SEASIDE,  CALIFORNIA 
EPPOLITO,  DANIEL,  ANGOLA,  NEW  YORK 
EPTON  ROBERT  F.,  ST  JOHN,  CANADA 
ERARDY,  SUSAN  LEIGH,  CARSON  CITY,  NEVADA 

#  ERBER.  ROLAND  W. ,  ELMHURST,  ILLINOIS 
ERBY,  DENNIS  JUNIOR,  JACKSON,  MISSISSIPPI 
ERCK  VERN  MILO,  MINOT,  NORTH  DAKOTA 
ERCOL.E,  HENRY  k,    WAILUKU,  MAUI,  HAWAII 
ERCUL  JOHN  PHILLIP,  PUEBLO,  COLORADO 
ERDMANN,  DAVID  RICHARD,  SPRINGFIELD,  ILLINOIS 
ERICKS  MARK  LLOYD,  BOTHELL,  WASHINGTON 
FRCKSFN   SUSAN  NIX,  JACKSONVILLE,  FLORIDA 

-"'  BRUCE  ALLEN,  APPLE  VALLEY,  MINNESOTA 
CARROLL  W.,  MINOT,  NORTH  DAKOTA 
CHARLES  ARTHUR,  TEMPE,  ARIZONA 
DAVID  WAYNE,  OSHKOSH,  WISCONSIN 
D EH ARDT  MARTIN,  BELLINGHAM,  WASHINGTON 
HOWARD  L,  GREEN  BAY,  WISCONSIN 
JULIE  MICHELE,  SPRINGFIELD,  ILLINOIS 
KEVIN  RODMAN,  NEWBERRY,  MICHIGAN 
LAWRENCE  V.,  SPOKANE,  WASHINGTON 
LEE  CHARLES,  SALEM,  OREGON 
.  LON  DOUGLAS,  SANTA  ANA,  CALIFORNIA 
ER  CSON? MARVIN  FREDERICK,  HAWTHORNE  NEW  YORK 
ERICSSON,  DON  HAROLD,  CULVER  CITY,  CALIFORNIA 
ERIKSON,  CARLTON  LOUIS,  ANCHORAGE,  ALASKA 
ERIKSON   JOHNNY  EDWARD,  BAYTOWN,  TEXAS 
FRLANDSON   EVERETT  M. ,  EVANSTON,  ILLINOIS 
ERmNI   BENEDETTO  JOSEPH,  YONKERS,  NEW  YORK 
ERNEWEN,  JEROME  C,  MAYVILLE,  NEW  YORK 
eK  ALEXANDER,  MT  CLEMENS,  MICHIGAN 


ENGLERT, 
ENGLERT, 
ENGLISH, 
ENGLISH, 
ENGLISH, 
ENGLISH, 
ENGLISH, 
ENGLISH, 
ENGLISH, 


ENLOW, 
ENLOW, 
ENNIS, 
ENNIS, 
ENNIS, 
ENNIS, 
ENNIS, 
ENNIS, 
ENOCH, 


ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
ERICKSON, 
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ERNST,  JAMES  PAUL  -  FARAGO,  WILLIAM  J. 
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74 
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111 
167 
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91  tt 
103  * 

32  tt 

95  # 
177 
190 
181 
123 
165 
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158 
145 
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94  # 
194 
102  * 

95  tt 

172 
188 
150 

93 

80  tt 
143 
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63  tt 
120 
158 
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65 
166 

61 
184 
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152 
103 

97 
111 
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42 
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133 


ERNST, 
ERNST, 
ERNST, 


ERVIN, 
ERVIN, 
ERVIN, 
ERWIN, 


JAMES  PAUL,  TRUMBULL,  CONNECTICUT 
JOHN  HOHARD,  RACINE,  WISCONSIN 
,  JOSEPH  CHARLES,  JR,  FALLS  CHURCH,  VIRGINIA 
ERNST,  MARK  EDWARD,  CONCORD,  CALIFORNIA 
EROSKY,  ANTHONY,  GOLDEN,  COLORADO 
ERRICK,  ROBERT  F,  TEANECK,  NEW  JERSEY 
ERSKINE,  DAVID  PALMER,  STONINGTON,  CONNECTICUT 
ERSKINE,  JOHN  D,  RICHFIELD,  MINNESOTA 
ERSKINE,  MICHAEL  J,  ATLANTIC  CITY,  NEW  JERSEY 
ERVIN,  JERRY  L,  CALUMET,  OKLAHOMA 

JUERGEN  D,  POCOMOKE  CITY,  MARYLAND 
W.  EUGENE,  YORK,  SOUTH  CAROLINA 
WESLEY  WAYNE,  BEAVERTON,  OREGON 
.  DENNIS  WILLIAM,  GRETNA,  LOUISIANA 
ERWIN,  JERRY  WALLACE,  XENIA,  OHIO 
ESCANAME,  ROGELIO,  MC  ALLEN,  TEXAS 
ESCARATE  ESCARATE,  MARIO,  SANTIAGO,  CHILE 
i   ESCHENBACH,  JOHN  C,  CINCINNATI,  OHIO 
ESCHENBURG,  CALLAN  ERNEST,  MT  CLEMENS,  MICHIGAN 
ESCHENFELDER,  WILLIAM  JOHN,  WESTLAKE,  OHIO 
t   ESCOBEDO,  CARLOS  G.  ,  BROWNSVILLE,  TEXAS 
ESEMANAU,  SORSIOS  JONMARK,  TRUK,  FEDERATED  STATES  OF  MI 
IISI!^N'n?JCHARD  ALLAN,  GOLDEN' VALLEY,  MINNESOTA 
ESHBACH,  DAVID  CARLTON,  SPRINGETTSBURY,  PENNSYLVANIA 
ESHGIPOOR,  GHOLAM-ALI,  TEHRAN,  IRAN     ^NNbYLVANIA 
ESHOO,  JOHN  CLIFFORD,  CHICAGO,  ILLINOIS 
ESLINGER,  DENNIS  MICHAEL,  ROCKVILLE,  INDIANA 
ESLINGER,  DONALD  FRANCIS,  SANFORD,  FLORIDA 
ESMERALDA,  REYNALDO  OFIALDA,  MANILA,  PHILIPPINES 
ESPARZA,  THOMAS,  JR,  LUBBOCK,  TEXAS 
ESPER,  JOAO  KLEIBER,  BRASILIA,  BRAZIL 
ESPINOSA  GARCES,  ANDRES  MARIO,  BOGOTA,  COLOMBIA 
ESPINOZA,  ALBERTO,  JR,  PASADENA,  TEXAS 
ESPINOZA,  CARLOS  EDUARDO,  SANTIAGO,  CHILE 
ESPINOZA,  JUAN  ANTONIO,  TRACY,  CALIFORNIA 
ESSELMAN,  RICHARD  G. ,  MODESTO,  CALIFORNIA 
ESSEN,  AGNETA,  KARLSTAD,  SWEDEN 
ESSEX,  DAVID  J.,  ESTES  PARK,  COLORADO 
ESSEX,  THOMAS  JOSEPH,  MINEOLA,  NEW  YORK 
ESSEX,  WILLIAM  SHERMAN,  WEST  VALLEY  CITY,  UTAH 
ESSL,  FRANZ,  VIENNA,  AUSTRIA 
ESTAVILLO,  NICHOLAS,  NEW  YORK,  NEW  YORK 
ESTELLE,  PATRICK,  YAPHANK,  NEW  YORK 
ccJr!?LIrSi  WILLIAM  F-.  NEW  CASTLE,  DELAWARE 
ESTES,  COY  D.,  UPLAND,  CALIFORNIA 
ESTES,  JIMMIE  RALPH,  COVINGTON,  LOUISIANA 
ESTES,  LYNDA  THERESA,  OREGON  CITY,  OREGON 
ESTES,  MASON  F.,  FREDERICKSBURG,  VIRGINIA 
1141'    J^taJV  WA|HINGTON,  DISTRICT  OF  COLUMBIA 
ESTES,  WILLIAM  A.,  JR,  CASPER,  WYOMING 
rfli?,^,"11-1-"  E-'  H0BILE,  ALABAMA 
ESTEVENS,  KEITH  HAMILTON,  THIBODAUX,  LOUISIANA 
fIJpv'  £IS?»G.  WHITE  RIVER  UNCTION,  VERMONT 
Ilrnli  °UrnIiNnS'^JR'  PETERBOROUGH,  NEW  HAMPSHIRE 
ESTUAR,  LEOPOLDO  0.,  JR.,  MANILA,  PHILIPPINES 

p?^??0^"0?  L'  WEST  PALH  BEACH  FLORIDA " 
ETHELL,  WAYNE  F. ,  FINDLAY,  OHIO 

™[«™|.  EDWIN  J,  LITTLE  ROCK,  ARKANSAS 
ETHERIDGE,  FLOYD  STEVEN,  MOLINE,  ILLINOIS 
ETHERIDGE,  HENRY  BURR,  JR,  BROWNSVILLE.  TEXAS 
™I?iSSE»  PHILt-Ip  GLENN,  MANTEO,  NORTH  CAROLINA 
ETHRIDGE,  WILLARD  ROBERT,  DECATUR,  GEORGIA 
ETTER,  JOHN  PHILLIP,  CARMEL,  INDIANA 
ETTER,  MICHAEL  EVERETT,  TROTWOOD,  OHIO 

iimib  AkkAN,SE??GE'  L0S  ANGELES,  CALIFORNIA 
EUBANK,  DONALD  LEE,  WOODBURN,  OREGON 
EUDY,  CHARLES  DAVID,  BEDFORD,  TEXAS 
EUGENIO,  RAYMOND,  NEW  BEDFORD,  MASSACHUSETTS 

IKIISI'  C^UR0N  PETER'  MUNDELElH;  ILLINOIS 
EUSTACE,  JOHN  A,  SAVANNAH,  GEORGIA 
EVAN,  GEORGE,  HARRISBURG,  PENNSYLVANIA 
EVANGELISTA,  DON  MARIANO,  CHICAGO,  ILLINOIS 
™AHGiLIS.TA'  LEONCIO  COMIA,  MANILA,  PHILIPPINES 
FvA«0,4S^.LnJ<lSEPH'  HARRISBURG,  PENNSYLVANIA 
EVANS,  ARNOLD  J.,  NEWARK,  NEW  JERSEY 

AnIHvR,cADWAYNESVILLE'  N0RTH  CAROLINA 

BOBBY  JERRY,  GAINESVILLE,  GEORGIA 

CARL  0.,  SALT  LAKE  CITY,  UTAH 

CLARENCE  D,  SALT  LAKE  CITY,  UTAH 

DAVID  LUTHER,  BOULDER,  COLORADO 

ci7c2n5?°,SJER'  £""  BILLINGS,  MONTANA 

lbb35RJN  E-'  pIERRE>  SOUTH  DAKOTA 

EMMETT  E.,  IOWA  CITY,  IOWA 

f?ISISIGK  WILSON,  INDIANAPOLIS,  INDIANA 

GEORGE  G.,  BUTTE,  MONTANA 

HENRY  RANDALL,  COOKEVILLE,  TENNESSEE 

HERMAN  STEVENSON,  MONTGOMERY,  ALABAMA 

J  D,  AUBURN,  WASHINGTON 

JAMES  HOWARD,  RICHMOND,  VIRGINIA 

JESSE  W.,  PROVO,  UTAH 

JOHN  LEE,  NEVADA,  IOWA 

JOSEPH  WILLIAM,  NACOGDOCHES,  TEXAS 

^KSiIHrE2WARI?i  HADD0N  HEIGHTS,  NEW  JERSEY 

LA.HR.ENC.E  S-  JR-'  KERRVILLE,  TEXAS 

u.°Y™£"'i  JR.rAT.F0RT  LEAVENWORTH,  KANSAS 

MALCOLM  J,  PERTH,  AUSTRALIA 

MARTIN  VAN,  HAGERSTOWN,  MARYLAND 

NEIL  H,  STOCKTON,  CALIFORNIA 

NELSON  DAVID,  PERRYSBURG,  OHIO 

RICHARD  DONALD,  ST  PETERSBURG,  FLORIDA 
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156 
93 
117 
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59  | 
131 
177 
118  ) 
141 
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107  » 
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193 
158  t) 
137  tt 
183 
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176 
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158 

91  n 

159 

78 
121 
182 
104  tt 
173 

79 
9  * 

35  * 
125 

93 
123 
123 
104  * 
180 
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131 

49  * 
158 

97  # 
128 

58  # 
156 
194 

96  # 
194 

97  tt 
182 
150 
116 
158 
168 

2 

66  tt 
173 
167 
102  # 
174 
140 
122  tt 

57  tt 
179 
158 
184 
105 
171 

91  tt 


EVANS,  ROBERT  EDWARD,  CONCORD,  CALIFORNIA 
EVANS,  ROBERT  RICHARD,  JR,  EVANS,  COLORADO 
»  EVANS,  ROGER  L,  SPRINGFIELD,  OHIO 
EVANS,  RONALD  DEAN,  WICHITA,  KANSAS 
EVANS,  RUSSELL  COLERIDGE,  MAHOPAC,  NEW  YORK 
EVANS,  TAMARA  R,  SPARKS,  NEVADA 
EVANS,  THOMAS  DAVID,  BETHESDA,  MARYLAND 
t   EVANS,  THOMAS  L.,  CORONA,  CALIFORNIA 

EVANS,  WARREN  CLEAGE,  DETROIT,  MICHIGAN 
t   EVANS,  WILLIAM  OCCIE,  SALT  LAKE  CITY,  UTAH 
EVANS,  WILLIAM,  JR,  FROSTBURG,  MARYLAND 
EVERETT,  DAVID  ARNO,  KENT,  WASHINGTON 
I   EVERETT,  DONALD  OLIVER,  GULFPORT,  MISSISSIPPI 

EVERETT,  FRANKLIN  D,  VINITA,  OKLAHOMA 
'  EYEREn-  GEORGE  A.,  INDIANAPOLIS,  INDIANA 
EVERETT,  MICHAEL  T,  TUSCALOOSA,  ALABAMA 
EVERHART,  CURTIS  C,  WILLIAMSBURG,  PENNSYLVANIA 
EVERHART,  SYLVIA  FAYE,  TAMPA,  FLORIDA  3TLVAN1A 
EVERITT,  LEONARD  C,  ALMONT,  MICHIGAN 
EVERS,  HERBERT  LEE,  BELLEVUE,  NEBRASKA 
EVERS,  ROBERT  ALLEN,  GRAND  JUNCTION,  COLORADO 
EVERSON,  WAYNE  E,  VERMILLION,  SOUTH  DAKOTA 
EVERTS,  GAIL  LYNN,  MENOMONIE,  WISCONSIN 
EVERTSEN,  RICHARD  DAVID,  ALBUQUERQUE,  NEW  MEXICO 
EVILSIZER,  RONALD  E.,  DENISON,  IOWA 
EVOY,  THOMAS  J.,  EVERGREEN  PARK,  ILLINOIS 
EWALD,  ROBERT  A,  BOLINGBROOK,  ILLINOIS 
EWAN,  ROBERT  LEROY,  AUSTIN,  TEXAS 
EWATSKI,  JACK  JOSEPH,  WINNIPEG,  CANADA 
EWENS,  RICHARD  DONALD,  SAN  DIEGO,  CALIFORNIA 
EHOLDT,  DELBERT  LEROY,  BRECKENRIDGE,  COLORADO 
EXCELL,  LYNN  L,  HURRICANE,  UTAH 
EXLEY,  ROBERT  L.,  MARION,  OHIO 
£^1?;  RUDOLPH  J.,  WISCONSIN  RAPIDS,  WISCONSIN 
EXPOSITO,  MIGUEL  ARNALDO,  JR,  MIAMI   FLORIDA 
EYCHNER,  DANIEL  E.,  FORT  COLLINS,  COLORADO 
EYE,  JERREL  STEVEN,  BRIGHTON,  COLORADO 
EY,LER,  GREGORY  LEE,  FREDERICK,  MARYLAND 
EYMER,  JOHN  A.,  NEW  YORK,  NEW  YORK 
EZELDIN,  AHMED  GALAL,  GIZA,  EGYPT 
EZELL,  DAVID  RAYMOND,  HATTIESBURG,  MISSISSIPPI 
EZELL,  ROBERT  BRADFORD,  FORT  RILEY,  KANSAS 
l?Sfc!:'  WALTER  MICHAEL,  PASCAGOULA,  MISSISSIPPI 
FABER,  HARRY,  GRAND  RAPIDS,  MICHIGAN 
rAoiA5)?A  SC0TT  J0SEPH,  SOMERVILLE,  NEW  JERSEY 
FABRIZIO,  JOSEPH,  CAMP  PENDLETON,  CALIFORNIA 
FABRIZZIO,  ROBERT  PHILIP,  NORWALK,  CONNECTICUT 
FACAS,  EDWARD  C,  FAIRFIELD,  NEW  JERSEY 
rACAS„'  EDWARD  CHRISTOPHER,  MORRISTOWN,  NEW  JERSEY 
rA^MYI5'  HAROLD  GAYLE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
FACH,  DONALD  G,  LA  MESA,  CALIFORNIA 
FACIO,  ANA  MARGARITA,  SACRAMENTO,  CALIFORNIA 
FACKRELL,  R.L.,  POCATELLO,  IDAHO 
FADDIS,  ROBERT  KEITH,  OVERLAND  PARK,  KANSAS 
FADZEN,  ROBERT  S,  PITTSBURGH,  PENNSYLVANIA 
FAETH,  GERARD  LOUIS,  SAN  LUIS  OBISPO,  CALIFORNIA 
FAGAN,  CHARLES  EDWARD,  WAUKEGAN,  ILLINOIS 
FAGAN,  LARRY  N,  NASHVILLE,  TENNESSEE 

»rLPrS!,rE'  N0RTH  KINGSTOWN,  RHODE  ISLAND 

FAGNANI,  EDWARD  A.,  HARRISBURG,  PENNSYLVANIA 

FAHEY,  JOHN  W. ,  ST.  PAUL,  MINNESOTA 

FAHEY,  JOSEPH  M. ,  PACIFIC  GROVE,  CALIFORNIA 

FAHEY,  THOMAS  THERON,  ST.  PAUL,  MINNESOTA 

FAHRINGER,  ROBERT  H,  BAYONNE,  NEW  JERSEY 

FAILING,  BOYCE  KENNETH,  DOVER,  DELAWARE 

FAILLA,  WILLIAM  GERALD,  PASSAIC,  NEW  JERSEY 

FAILLE,  ROBERT  R.,  PLAINVILLE,  MASSACHUSETTS 

FAJSl,  J0S,EPH  WILLIAM,  JR,  ATLANTIC  CITY,  NEW  JERSEY 

FAIRALL,  WILLIAM  F,  LAUREL,  MARYLAND 

E*  JESTS'  ALVIN  L0UIS-  JR-  EASTON,  PENNSYLVANIA 

rAI5^2IH(  DAVI°  THOMAS,  FAYETTEVILLE,  NORTH  CAROLINA 

^AJS^0TH>  STEPHEN  GARLAND,  BRIDGE  CITY,  TEXAS 

FAIRFIELD,  JEROME  R.,  MOUNTAIN  VIEW,  CALIFORNIA 

cAJcH.E,ATH"'  DUANE  EDWARD,  JR,  HARRISONBURG,  VIRGINIA 

FAISON,  C.  B.,  COLUMBUS,  GEORGIA 

FAISTENHAMMER,  GEORGE  MARK,  GROSSE  ILE,  MICHIGAN 

FAITH  MARK  STANLEY,  HAGERSTOWN,  MARYLAND 

FAKLER,  JOHN  L,  YAPHANK,  NEW  YORK 

FALCO,  LOUIS,  III,  NEW  CITY,  NEW  YORK 

FALCONER,  G  PAUL,  AUGUSTA,  MAINE 

FALCONER,  JOHN  FRANK,  SAN  DIEGO,  CALIFORNIA 

rAhS°.5ETTI'  THOMAS  JOSEPH,  NEW  YORK,  NEW  YORK 

FALDUTI,  JOHN  J,  FREEHOLD,  NEW  JERSEY 

rALK'  SAUL  ALLAN-  SAN  CLEMENTE,  CALIFORNIA 

FALK,  ROBERT  JAMES,  RYE,  NEW  YORK 

FALKENSTINE,  N.  G. ,  PIKESVILLE,  MARYLAND 

FALLIN,  ROLAND  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FALLON,  JOHN  GERARD,  MINEOLA,  NEW  YORK 

FALLON,  LARRY  STEVEN,  WEST  SENECA,  NEW  YORK 

FALLS,  JAMES  W,  INDIANAPOLIS,  INDIANA 

FALZARANO,  MICHAEL,  NEW  YORK,  NEW  YORK 

FALZARANO,  ROBERT  JOHN,  STIRLING,  NEW  JERSEY 

cANKHAUSSR,*T?iCHARD  CHARLES,  SPOONER,  WISCONSIN 

FANNIN,  HALTER  C,  DALLAS,  TEXAS 

FANNING,  JOHN  RICHARD,  LARAMIE,  WYOMING 

FANT,  DARRELL  LYNN,  HIGHLAND  PARK,  TEXAS 

FAOURI,  FATHI  TAWFEEQ,  AMMAN,  JORDAN 

rARA5.E.^  CHARLES  ROSCOE,  JR,  GRAND  CANYON,  ARIZONA 

FARAGHER,  LAWRENCE  ARTHUR,  HALLANDALE,  FLORIDA 

FARAGO,  WILLIAM  J.,  GREAT  FALLS,  MONTANA 
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FARAGOI,  THOMAS  V  -  FERRIS,  RICHARD  D.,  SR. 

98    FARAGOI,  THOMAS  V,  CHICAGO,  ILLINOIS 
112    FARALDO,  ANTHONY  M,  NEH  YORK,  NEW  YORK 
45  »  FARAR,  CLARK  E.,  SAN  ANGELO,  TEXAS 

SS   [Si  M^O^R'ANTHoKY/H^r^RENTON,  NEH  JERSEY 

S  FArIs1'    SSkfa.'Sftrff'BaDI    ISLAND 

133  FARLEY   ANDREH  JOHN,  ELKINS  PARK,  PENNSYLVANIA 

189  FARLEY   LARRY   SOUTH  CHARLESTON,  HEST  VIRGINIA 

171  FARLEY   LLOYD  CLAYTON,  CHESAPEAKE,  VIRGINIA 

107  #  FARLEY',  PATRICK*.  ENGLEHOOD  CLIFFS,  NEH  JERSEY 

UO  .  FARLEY   ROGER  H,  DONELSON,  TENNESSEE 

ill  a    PARI  FY   THOMAS  J  .  NORTH  LITTLE  ROCK,  ARKANSAS 

iso   farley!  hi lli am  Joseph,  jr.  gastonia,  north  Carolina 

98    FARMER,  DAVID  A.,  SMYRNA,  GEORGIA 

172  FARMER,  DAVID  CURTIS,  JOLIET,  ILLINOIS 
117    FARMER   EARL  P.,  BELOIT,  WISCONSIN 

138  #  FARMER!  EDWARD  EUGENE.  ST  JOHNSBURY  VERMONT 
187    FARMER   JOHN  HOHARD,  HILSON,  NORTH  CAROLINA 
111  #  FARMER  MARVIN  B,  NEHPORT  NEHS,  VIRGINIA 
lot  tt      ARMER,  RAYMOND  E.,  "ALTO,  CALIFORNIA 

96    FARMER  ROGER  B,  LEBANON,  TENNESSEE 

It        FARMER   SHERRILL  R.  ,  BIG  SPRING,  TEXAS 
166    FARMER  WESLEY  STEVEN.  SAN  BERNARDINO,  CALIFORNIA 

6,  FARMER  WILLIAM  OKLA.JR,  BUSHNELL,  FLORIDA 
122  f  FARNHANO  JOSEPH  THOMAS  YAPHANK,  NEH  YORK 
ikI    farniim  HFNRY  LUCIA  NEHFANE,  VERMONT 

90  ARNhSrTH  DANNY  KETH  BEECH  GROVE,  INDIANA 

91  tt   FAROUHAR  WILLARD  B,  SAN  BERNARDINO,  CALIFORNIA 

170  FARRAHAR  PAUL  JOSEPH,  BOSTON,  MASSACHUSETTS 
125   FARRAND,  JAY  VINSON,  BURBANK,  CALIFORNIA 

06  f  FARRAND  ROBERT  J.,  SIDNEY   NEH  YORK 

94   FARRAR,  DONALD  E,  DECATUR,  GEORGIA 
117  tt   FARRAHAY,  GEORGE  K,  HAMILTON  CANADA 
188    FARRELL,  DENNIS  HILLIAM .MINEOLA ,  NEH  YORK 
122    FARRELL,  JOHN  BERNARD,  CHICAGO  ILLINOIS 

171  FARRELL,  THOMAS  JOHN,  JERSEY  CITY,  NEH  JERSEY 
185    FARRELL  TIMOTHY  PATRICK,  NEH  YORK,  NEH  YORK 
£1   a   FARRER  GERALD  LEHIS,  CHICAGO,  ILLINOIS 

132    FARRINGEr!  DAVID  FRANK,  RAF  ALCON  BURY   ENGLAND 
15R    FARRINGTON  DAVID  GUY,  BURNSVILLE,  MINNESOTA 
ill    FARRIMGTON   PENNY  SUE  HOODLAND,  CALIFORNIA 

93   FARRIS,  DHAIN  D,  FEDERAL  HEIGHTS  COLORADO 
151    FARRIS,  LINNON  CLAY,  DETROIT,  MICHIGAN 
151  tt   FARRIS  PAT.  MOBILE,  ALABAMA 

73  tt   FARRIS   RICHARD,  ALBUQUERQUE,  NEH  MEXICO 
193   FARRIS   ROBERT  KENNETH,  FOREST  GROVE,  OREGON 
170   FARROW,  JOSEPH  ANDREH,  HAYHARD,  CALIFORNIA 

an  *  FARROH  L  D  .  BEAUMONT,  TEXAS 
182    FARRUGGIA,  CHARLES  DENNIS,  OAKLAND,  CALIFORNIA 
113   FASBINDER  RONALD  A,  SOUTHFIELD,  MICHIGAN 

51    FA1HMGBA6ER?  ALBERi  JOHN,  CHICAGO.  ILLINOIS 

99    FASSLER  THOMAS  J.,  ST.  LOUIS,  MISSOURI 

59  •  FAUBERT,  JOHN  JOSEPH,  POTSDAM,  NEW  YORK 

?a  a    FAUBLE   HAROLD  H. ,  TOLEDO,  OHIO 
107    FAUGHNAN,  JOSEPH  P,  CLINTON,  CONNECTICUT 

198?  *    FAULHTABERLTRKHARDD|cotf,TEEAST  HAMPTON,  NEW  YORK 
129    FAULK  GEORGE  CARROLL,  COLUMBIA,  SOUTH  CAROLINA 

175  FAULKENBERRY,  RICHARD  LANCE,  MIDLAND,  TEXAS 
ao  u    fami KkFR   DAVE  T.  TULSA,  OKLAHOMA 

127    AULKN  r!  DEBORAH  YVONNE,  NASHVILLE,  TENNESSEE 

II  *  FAULKNER  JOHN  G. ,  JR.,  LITTLE  ROCK,  ARKANSAS 
,     FAULKNER  KEITH  IVES,  SMYRNA,  DELAHARE 

133  »  FAULKNER,  RICHARD  ANTHONY,  NOVI ,  MICHIGAN 

116  *  FAULKS   LARRY  B.,  ABILENE,  TEXAS 

172  FAUST  HERBERT  RONALD,  MINEOLA,  NEH  YORK 

102  tt  FAUVER,  GEORGE,  A.,  LINCOLN,  NEBRASKA 

176  FAVELA  EFRAIN  FLORES,  DEL  RIO  TEXAS 
151  FAVETTI,  JOSE  MOACIR,  PARANA,  BRAZIL 

}£  \   FAS',  f^^m^'^^,    NEW  HAMPSHIRE 
194   FAHCETT   LOUIS  TREPHLEY,  HUNTSVILLE,  TEXAS 

S  •  !SS;  5ffiiiM'6TSNGioKLD5fJliCT  of  Columbia 

107  tt  FAY,  UHRENCE  P,  BOSTON,  MASSACHUSETTS 

H6  U  FAY   ROBERT  S.,  MENTOR,  OHIO 

ina  I  fav'  VTFVFN  E    BELLEVUE,  HASHINGTON 

2o  Alio!  THOMAS" LEONARD,  EAST  FARMINGDALE,  NEW  YORK 

141  FEARN   JERRY  BROOKS,  AUSTIN,  TEXAS 

169  FEARY  MICHAEL  JOSEPH,  AUSTIN,  TEXAS 

189  FEATHERS  TIMOTHY  LEE,  POWELL,  WYOMING 

lit  FECHKO  JOHN  RICHARD,  SEVEN  HILLS  OHIO 

172  FECHT,  KURT  CARLTON,  LANGLEY  AFB,  VIRGINIA 

128  FECKEY,  JAMES  JOHN,  ST.  PAUL,  MINNESOTA 

179  FECTEAU  AL  RYAN,  NORHICH,  CONNECTICUT 

Jo?  ccncoirn  ANTHONY  VINCENT   PRINCETON,  NEH  JERSEY 

1  ,  ffWEf  S Jbbb-  0,s"'c,  ■ C0LUMB,A 

2  .  FEENEY  HILLIAM  H  ,  BEAVER  FALLS,  PENNSYLVANIA 

III  FeInEy!  HILLIAM  J.   RICHBORO,  PENNSYLVANIA 
109    FFHLMAN   A.  GENE,  LOGAN,  UTAH 

36  tt  FEHR  CHARLES  GUSTAV,  OAK  RIDGE,  TENNESSEE 

193  FEICHTINGER   RUDOLF,  SALZBURG,  AUSTRIA 

111  tt  FE  NSTEIN  MERVIN  D  ,  RIVERSIDE,  CALIFORNIA 

167  FE  THEN  HILLIAM  EDMUND,  JR,  DEKALB,  ILLINOIS 
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141 
190 
174 
100 
127 


CALIFORNIA 


FFIBER   FRANCIS  JOHN,  JR,  SOUTH  HINDSOR,  CONNECTICUT 

FELBER:  RICHARD  j6hn!  HASHINGTON,  DISTRICT  OF  COLUMBIA 

FELBINGER.  KENNETH  L,  HINSDALE,  ILLINOIS 

FELDER  CHARLES  HILLIAM,  JR,  VALRICO,  FLORIDA 

FELDMAN,  ARTHUR  R,  YAPHANK,  NEH  YORK 

FELDMAN  DAVID  Y.,  FORT  COLLINS,  COLORADO 

EFiriMAN   FDGAR  RAY  COLLEGE  STATION,  TEXAS 

FELICE  DAVID  JOSEPH,  COLORADO  SPRINGS,  COLORADO 

FELICE'  PAUL  JOSEPH,  GLENDALE,  ARIZONA 

FELCIANO   DANIEL  BAYES,  HAYHARD,  CALIFORNIA 

FELIX  ANDRES  NAVARRO,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

FELIX'  OTIS  L.  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 

FELIX.  HINSTON  GORDON,  GEORGETOHN,  GUYANA 

FFIL  TERRY  LYNN,  BELOIT,  HISCONSIN 

FELLER  CHARLES  LINDBERG  JR,  TALKEETNA,  ALASKA 

FELLMANN   JOHN  HILLIAM,  ARLINGTON  HEIGHTS,  ILLINOIS 

FELLNER,  MICHAEL,  NEPONSIT,  NEH  YORK 

FELTON,  PRESTON  LEROY,  ALBANY,  NEH  YORK 

FELTRI   DION,  TOMS  RIVER,  NEH  JERSEY 

FELTS   BENNIE  LEE,  BURLINGTON,  NORTH  CAROLINA 

FELTS  DAVID  T.,  NORTH  WILKESBORO,  NORTH  CAROLINA 

FELTZ   JOSEPH,  MC  KEESPORT,  PENNSYLVANIA 

ELZER,  RICHARD  M. ,  WHITEFISH  BAY  WISCONSIN 
FEMIA,  JAMES  FRANCIS,  HONOLULU,  HAWAII 
FEMLING,  JERRY  EUGENE,  HAILEY,  IDAHO 
FENDER,  E.  C,  MONTGOMERY,  ALABAMA   ooirf.,nnT 
FENDLEY,  GEORGE  WAYMON,  COLUMBUS,  MISSISSIPPI 
FFMni  FY  OLEN   SPRINGDALE,  ARKANSAS 
FENKEL   ROBERT  IRVING,  NEW  BRUNSWICK,  NEW  JERSEY 
FENLEY,  JOE  A,  HOUSTON,  TEXAS 
FENLEY  JOHN  N,  DECATUR,  GEORGIA 
'  FENLON  TIMOTHY  PATRICK,  HUBER  HEIGHTS,  OHIO 
FENLON  TIMOTHY  ROBERT, ' BRISBANE  AUSTRALIA 
FFNNFLL   JAMES  DENNIS,  DENVER,  COLORADO 
FENNELL  WILLIAM  JOSEPH,  JR,  BETHESDA,  MARYLAND 
FFNNESSY   RICHARD  LEE,  POINT  PLEASANT,  NEW  JERSEY 
FENNIMAn!  HILLIAM  HILLETT,  JR,  DOVER,  NEH  HAMPSHIRE 
94  #  FENRICH,  RONALD  J.,  NEW  YORK,  NEW  YORK 
lit  tt   FENSLER   ROBERT  KENNETH,  JR,  CAMP  PENDLETON, 
FENTON,  ANDREW  E.,  PECOS,  TEXAS 
FENTON.  MICHAEL  CORNELL,  OREM,  UTAH 
FENTON   RICHARD  ALAN,  ROMULUS,  MICHIGAN 
FENWICK  JACK  ELLIS,  TALLAHASSEE,  FLORIDA 
FEOLE   GEORGE  ROLAND,  DERRY,  NEW  HAMPSHIRE 
FERDA,  BRIAN  THOMAS,  HELLSBURG,  WEST  VIRGINIA 
FERDA.  JERRY  J,  PORTAGE,  INDIANA 
FERENCE,  RICHARD  GEORGE,  BRADENTON,  FLORIDA 
12  #  FERENTZ  A   F.,  SPRINGFIELD,  PENNSYLVANIA 
64  tt   FERGERSON,  JAMES  RAYMOND,  LUBBOCK  TEXAS 
FERGERSTROM,  ERNEST  J.,  HILO,  HAMAII 
FERGUSON,  ANDREW  J.,  JR.,  ATLANTA  GEORGIA 
DON  G.,  SALT  LAKE  CITY,  UTAH 
FREDRICK  K.,  AMARILLO,  TEXAS 
GEORGE  ALOYSIUS,  NEH  YORK,  NEW  YORK 
HARVEY  DELBERT,  II,  SEATTLE,  WASHINGTON 
JAMES  D,  MIDWEST  CITY,  OKLAHOMA 
JAMES  LEONARD,  SOMERSET,  NEH  JERSEY 
JOHN  AARON,  LANSING,  MICHIGAN 
JOHN  E.,  INDIANAPOLIS,  INDIANA 
JOHN  EDWARD,  DALLAS,  TEXAS 
JOHN  WESLEY,  NASSAU,  BAHAMAS 
JOLYON  STUART,  GUNNISON,  COLORADO 
KENNETH  EUGENE,  DECATUR,  GEORGIA 
MARK  ALAN,  GLENDALE,  WISCONSIN 
MELVIN  F,  DECATUR,  GEORGIA 
RENYOLD  RAY,  ST.  LOUIS,  MISSOURI 
H  RICHARD,  PORTSMOUTH,  NEW  HAMPSHIRE 
WALTER  N,  III,  FORT  MEADE,  MARYLAND 
,  HILLIAM  VANCE!  JR.  OCALA   FLORIDA 
FERLAND,  JOSEPH  KENNETH,  BANGOR,  MAINE 
FERLAUTO,  VITO,  SANTA  ANA,  CALIFORNIA 
FERMOYLE  DEVON  LEONARD,  NEPEAN  CANADA 

FES"'  KlEV^  ON "ElCT  OF  COLUMBIA 

ERNANDEZ'BERMUDEZ   VILMA  H  SAN  JUAN   PUERTO  RICO 
FERNANDEZ  GUILLEN,  EDGAR   SAN  JOSE  COSTA  RICA 

fPrnTdez  TberTar^hKosTgeK  California 

IrNANDEZ:    ROBERT    EDWARD     OAKLAND     CALIFORNIA 
FFEERKEER:URicS0Arg,GSANLrRTANC?S  CALIFORNIA 

rErRANS'D^rANTrNY,PRR°AN°C^^^ 

?^\  VPA^SSbtJT  «  vork 

FERRARA  PAUL* ANTHONY -COLUMBUS .OHIO 
FERRARIN,  ROBERT  JULIUS.TITUSVILLE,  NEW  JERSEY 
FFRRAZZI   DOMINIC  A,  FRAMINGHAM,  MASSACHUbtl lb 
FERREIRA   JOHN  L,  FALMOUTH,  MASSACHUSETTS 
ERRELC7 BILLY  DAVID,  VALDOSTA.  GEORGIA 

EDDIE  JOE,  PEASE  AFB,  NEH  HAMPSHlKt 
FUDON   LOS  ANGELES,  CALIFORNIA 
GARY  6.   HUNTINGTON,  HEST  VIRGINIA 
GREGORY  KEITH,  WOOSTER,  OHIO 
RONALD  G,  MASON,  OHIO         ,r„rr„ 
.*„!,  ROBERT  FRANCIS   CLIFTON  NEH  JERSEY 
FFRRTIIO   ANDREH,  JR,  ORANGE,  CONNELIILUI 
fIrRN,  EUGENE  SlRREfT.  JACKSON,  WYOMING 
FERRIS,  JOHN  PATRICK,  JR..  WORCESTER,  MASSACHUSETTS 
FERRIS!  RICHARD  D.  ,  SR.,  FT.  HASHAKIE,  HYOMINl, 
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94 
183 
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157 
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155 

59  rt 
112  i 


FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 
FERGUSON, 


FERRELL, 
FERRELL, 
FERRELL, 
FERRELL, 
FERRELL, 
FERRERI, 
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FERRIS,  WILLIAM  MICHAEL  -  FLAHERTY,  JAMES  DONOVAN 
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154 
124 
111  t 

94 
101  « 
163 
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62  it 

193 
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155 
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173 
156 
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117  tt 

94 
188 
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173 
136 

75  tt 
170 
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175 
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162 
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135 
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118 

54 
189 

69  tt 
185 
133 
189 
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FERRIS,  HILLIAM  MICHAEL,  BRIGANTINE,  NEW  JERSEY 
FERRONATO,  JAMES  JOSEPH,  SAN  BERNARDINO,  CALIFORNIA 
FERULLO,  MICHAEL  JAMES,  HESTON,  CONNECTICUT 
FESENMAIER,  WILLIAM  E.,  EAU  CLAIRE,  WISCONSIN 
FESER,  BRIAN  ROLFE,  ALEXANDRIA,  VIRGINIA 
FESSLER,  CHARLES  HOCH,  JR,  PORTLAND,  OREGON 
FESTERMAN,  JAMES  K,  REIDSVILLE,  NORTH  CAROLINA 
FESZCZUK,  ZENIO,  PENRITH,  AUSTRALIA 
FETHEROLF,  LOUIS  HARWOOD,  MIDVALE,  UTAH 
FETHERSTON,  JOHN  JOSEPH,  II,  HAZLET,  NEW  JERSEY 
FETTERS,  LAWRENCE  E.,  LOS  ANGELES,  CALIFORNIA 
FETZ,  RICHARD,  GRAZ,  AUSTRIA 

*  FETZER,  JAMES  HARVEY,  III,  CAMP  HILL,  PENNSYLVANIA 
FEWELL,  RICHARD  LEE,  SR,  MONROE,  LOUISIANA 

tt   FIALKA,  DONALD  JOSEPH,  LATHAM,  NEW  YORK 

tt   FIANDOLA,  RICHARD  ANTHONY,  MIRAMAR,  FLORIDA 

m   llrufk   VI,!!SSMI  J0HN'  UPPER  DARBY<  PENNSYLVANIA 

tt   FICHTER,  JOHN  G.  ,  QUINCY,  ILLINOIS 

tt   FICINUS,  ROBERT  F,  KIRTLAND  AFB,  NEW  MEXICO 

FICKEY,  JAMES  WALTER,  TITUSVILLE,  FLORIDA 

FICKLIN,  JOHN  T,  SALEM,  OREGON 

*  FIDELIBUS,  FRANK  JOHN,  FRIENDSWOOD,  TEXAS 
FIDLER,  GORDON  CARL,  SPRINGFIELD,  ILLINOIS 
FIDLER,  TIMOTHY  DEAN,  RAYTOWN,  MISSOURI 

L?Er,IGERi„2??A,LD  VERN0N'  VALLEY  CITY,  NORTH  DAKOTA 

FIEGL,  THOMAS  W. ,  LOCKPORT,  NEW  YORK 

FIELD,  HAROLD  WAYNE,  SANTA  ANA,  CALIFORNIA 

FIELDS,  BRADY,  MACON,  GEORGIA 

FIELDS,  DANNY  LYNN,  GIRARD,  KANSAS 

FIELDS,  DONALD  RAY,  RICHMOND,  VIRGINIA 

FIELDS,  EUGENE  J,  METAIRIE,  LOUISIANA 

FIELDS,  HARALD  L.,  MAC  ARTHUR,  WEST  VIRGINIA 

FIELDS,  IRVIN,  UNIVERSITY,  ALABAMA 

FIELDS,  ISRAEL  RAYMOND,  JR,  NEW  ORLEANS,  LOUISIANA 

FIELDS,  JAMES  DALE,  PEARL  HARBOR,  HAWAII 

FIELDS,  JAMES  LAWTON,  RAPID  CITY,  SOUTH  DAKOTA 
tt   FIELDS,  JOHN  I.,  PHOENIX,  ARIZONA 

FIELDS,  LAWRENCE,  NEW  YORK,  NEW  YORK 

pJnEc'  Lfi,ANP  HAR°LD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FIELDS,  LOWELL  G. ,  SALT  LAKE  CITY,  UTAH 

FIELDS,  MARC  LESLIE,  ERLANGER,  KENTUCKY 

FIELDS,  RICHARD  MARK,  CASPER,  WYOMING 

FIELDS,  THOMAS  EDWARD,  WATERBURY,  VERMONT 
tt   FIELDS,  WAYLAND  EARL,  DALLAS,  TEXAS 

FIER,  DENNIS  JOHN,  ST.  PAUL,  MINNESOTA 

FIERAMUSCA,  CHARLES  THOMAS,  BUFFALO,  NEW  YORK 
tt   FIERIMONTI,  ANTHONY  L,  DETROIT,  MICHIGAN 

*  rJ^RRSi  LINDA  MARIE'  L0NG  BEACH.  CALIFORNIA 

*  FIGGATT,  CARL  H. ,  CHARLESTON,  WEST  VIRGINIA 
FJ^HE52A  FIGUEROA,  ORLANDO,  SAN  JUAN,  PUERTO  RICO 

*  F^UER0A-  EDWIN  JAVIER,  CAMDEN,  NEW  JERSEY 
It   FIGUEROA,  FRANCISCO,  SAN  JUAN,  PUERTO  RICO 

FIGUEROA,  JEDAN  0,  VEGA  ALTA,  PUERTO  RICO 

FILATOFF,  JOSE  ENCINAS,  ESENADA,  MEXICO 
m  r^EA  WiLLIAM  DOUGLAS,  RENTON,  WASHINGTON 
<t   FILIP,  CLARENCE  W,  ESPANOLA,  NEW  MEXICO 

FILIPOW,  JOHN,  JR.,  CHATHAM  BOROUGH,  NEW  JERSEY 
>  FILIPOW,  STEPHEN  J,  FAIRFIELD,  NEW  JERSEY 

r^JE0."^'  J0HN  KENNETH,  MILWAUKEE,  WISCONSIN 
,  r  KIP2W^!*  ,KIRK  ALLEN-  GLENVIEW,  ILLINOIS 

FILLINGER,  JAMES  H. ,  CHARLESTON,  WEST  VIRGINIA 
t   FILLIS,  DEWEY  J.,  SALT  LAKE  CITY,  UTAH 
,  cThDnr?GERA„£ARL  TH°M*S,  WESTON,  CONNECTICUT 
'  I   S?REnAuFR^GE?RGE'  L0S  ANGELES,  CALIFORNIA 

FINA,  DONALD  K,  SARANAC  LAKE,  NEW  YORK 

ct^SJUa  ARCHIE  L''  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FINAMORE,  MICHAEL  WILLIAM,  DELAWARE,  OHIO 

FINCH,  GEORGE  RAYMOND,  SALEM,  OREGON 

rJ^d'  JAMES  CLARENCE,  JR,  ASHEBORO,  NORTH  CAROLINA 

I   Kr^uJ°?fr:^ISTIAN'  D0WNEY'  CALIFORNIA 

FINCHAM,  ALFRED  JOHN,  III,  GROSSE  POINTE  CITY  MICHIGAN 

FINCHER,  JAMES  DE,  ALBANY  GEORGIA  '  MICHIGAN 

'^HER.  MJ£HAEL  R°SS,  ANNISTON,  ALABAMA 
FINDLEY,  JERRY  DEAN,  BAKERSFIELD,  CALIFORNIA 

°N-«ILHA  A.,  LOS  ANGELES,  CALIFORNIA 
FINE,  LESLIE  R. ,  MIDLAND,  TEXAS 
FINE,  MATTHEW  ROE,  BEND,  OREGON 
FINEGAN,  EUGENE  E.,  ELYRIA,  OHIO 
F!uGER;.J?ALE  AN™ONY,  TOPEKA,  KANSAS 
FINK,  CHARLES  PHILIP,  PORT  ORANGE,  FLORIDA 
FINK,  JOHN  S,  CLAYTON,  MISSOURI 
FINK,  KATHRYN  SUSAN,  CHARLESTON,  WEST  VIRGINIA 
FINKE,  JAMES  EUGENE,  SPOKANE,  WASHINGTON 
FINKENBINDER,  MARK  ALAN,  FAIRMONT,  WEST  VIRGINIA 

i  LARRY  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
FINLEY,  CHARLES  A.,  DYERSBURG,  TENNESSEE 
F  NLEY,  JOHN  GREY,  JR,  CASTEAU,  BELGIUM 
cJu.ANA  nAR0L0  °- '  ESCANABA,  MICHIGAN 
FINN,  D  ROBIN,  OAKLAND,  CALIFORNIA 

p{^'  JlSSiE.J0EITL0S  ANGELES,  CALIFORNIA 
FINN,  LARRY  G,  BATON  ROUGE,  LOUISIANA 

P,NW'  ErC[HAE!^2H^PRINGFIEI-D'  MASSACHUSETTS 
FINN,  NEIL,  GLEN  ROCK,  NEW  JERSEY 
FINN,  RENEE  PAULA,  BEACON,  NEW  YORK 
FINN,  ROBERT  J,  CINCINNATI,  OHIO 
FINN,  THOMAS  WILLIAM,  EAST  BRUNSWICK.  NEW  JERSEY 
I   ^Ei42ANA^HRTIS>  OHATONNA,  MINNESOTA 
FINNERAN,  KATHLEEN  MARIE,  JAMAICA,  NEW  YORK 
P  KnIv'  S^ISn0^'  VALPARAISO,  INDIANA 
FINNEY,  HOWARD  E.,  NEW  YORK,  NEW  YORK 
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121 
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119 

123  tt 

155 
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128 
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88  tt 
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113  tt 
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121 
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32  tt 
118  tt 
178 
142  tt 

42  tt 
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151 
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123 
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131 
195 
109 
174 
189 
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FINNEY,  LARRY  ALLEN,  CHATTANOOGA,  TENNESSEE 
FINNEY,  ROBERT  THOMAS,  II,  QUINCY,  ILLINOIS 
FINNEY,  WILLIAM  KELSO,  ST.  PAUL,  MINNESOTA 
FINNIE,  WILLIAM  ARTHUR,  SYRACUSE,  NEW  YORK 
FINNO,  RALPH  ANTHONY,  FORT  LAUDERDALE,  FLORIDA 
FINSTROM,  GARY  ARTHUR,  CADILLAC,  MICHIGAN 
FINTER,  FREDERICK  EDWARD,  HAUPPAUGE,  NEW  YORK 
FINUCANE,  KEVIN  PATRICK,  NEW  YORK,  NEW  YORK 
F-J0.R.E-\,ALFRED  RAYMOND,  III,  WESTPORT,  CONNECTICUT 
FIORENZA,  GEORGE  WILLIAM,  CORAL  SPRINGS,  FLORIDA 
FIORILL,  JOHN  ANTHONY,  LANCASTER,  PENNSYLVANIA 
FIRST,  DONALD  MICHAEL,  LONG  BEACH,  CALIFORNIA 
FIRTH,  GEORGE  G,  ALBANY,  NEW  YORK 
FISCHER,  DENNIS  LOUIS,  EDWARDSVILLE,  ILLINOIS 
FISCHER,  FRANCIS  P.,  CARMEL,  CALIFORNIA 
FISCHER,  GARY  ALAN,  KELLER,  TEXAS 
FISCHER,  ROBERT  GENE,  CALGARY,  CANADA 
FISCHER,  RUSSELL  L,  MIAMI,  FLORIDA 
FISCHER,  STEPHEN  F,  HAWTHORNE,  NEW  YORK 
FISCHETTE,  MICHAEL  M,  SAVANNAH,  GEORGIA 
FISCHHABER,  THOMAS  J,  LAPEER,  MICHIGAN 
FISCUS,  STEVEN  REX,  BLOOMINGTON,  INDIANA 
FISER,  DENNIS  L.,  CEDAR  RAPIDS,  IOWA 
FISH,  ARNOLD  PAUL,  JR,  KNOXVILLE,  TENNESSEE 
FREDRIC  STEPHEN,  DEXTER,  MISSOURI 
JAMES  D.,  SHELBY,  NORTH  CAROLINA 
JAMES  J,  SOUTH  BURLINGTON,  VERMONT 
.  RICHARD,  COLORADO  SPRINGS,  COLORADO 
FISHER  MELGAR,  ALFREDO,  LA  PAZ  BCS,  MEXICO 
FISHER,  CLARENCE  E,  JEFFERSON  CITY,  MISSOURI 
DELWIN  GLEN,  ARLINGTON,  TEXAS 
ELMER  E,  WISCONSIN  DELLS,  WISCONSIN 
EUGENE  CALVIN,  OWATONNA,  MINNESOTA 
FRANCIS  L.,  TUSTIN,  CALIFORNIA 
,  GAYLE  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
FISHER,  HARRY  DANIEL,  HOUSTON,  TEXAS 
FISHER,  KENNETH  CHARLES,  ELKO,  NEVADA 
LARRY  J,  JACKSON,  MISSISSIPPI 
LEE  ELMER,  HARRISBURG,  PENNSYLVANIA 
MARLYN  E,  BUTLER,  WISCONSIN 
.,  MICHAEL  J.,  ASPEN,  COLORADO 
FISHER,  RANDALL  DUELL,  STAUNTON,  VIRGINIA 
FISHER,  RICHARD  FRANCIS,  ROCK  ISLAND,  ILLINOIS 
ROBERT  JOE,  BAKERSFIELD,  CALIFORNIA 
ROBERT  K,  LOS  ALAMOS,  NEW  MEXICO 
STEPHEN  DOUGLAS,  DECATUR,  ILLINOIS 
THEODORE  A.,  CHICOPEE,  MASSACHUSETTS 
,  THOMAS  S.,  RICHFIELD,  OHIO 
cJcu^'  I^MAS  WILLIAM,  WRIGHT-PATTERSON  AFB,  OHIO 
FISHER,  TODD  THOMAS,  CARMEL,  NEW  YORK 
FISHER,  WILLIAM  EDWARD,  WARREN,  OHIO 
rJr^ER^t!iLLIAM  MITCHELL,  III,  WILDWOOD,  NEW  JERSEY 
FISK,  TERRY  LEE,  LAPEER,  MICHIGAN 
FISKE,  CHARLES  ARTHUR,  SAN  ANTONIO,  TEXAS 
FITE,  DANIEL  BAIRD,  SANTA  CRUZ,  CALIFORNIA 
FITE,  LOUIS  WAYNE,  LAWRENCEBURG,  TENNESSEE 
FITHIAN,  DAVID  H. ,  EAST  HAMPTON,  NEW  YORK 
EJUrNGr\^ERALD  J-'  REDW00D  CITY,  CALIFORNIA 
rinir-r,PENNRYN  DANA-  CHELMSFORD,  MASSACHUSETTS 
FITZGERALD,  DANIEL  L.,  BELLINGHAM,  WASHINGTON 
DAVID  MARION,  RICHMOND,  VIRGINIA 
GERALD  DENNIS,  STERLING,  ILLINOIS 
JAMES  ORVILLE,  PALM  BEACH  GARDENS,  FLORIDA 
rlT------.  JAMES  RICHARD,  WASHINGTON,  DISTRICT  OF  COLU 

"TZGERALD,  JEFFERY  LEE,  JACKSON,  TENNESSEE 
FJI^RALD'  J0HN  DOUGLAS,  ESCONDIDO,  CALIFORNIA 
FITZGERALD,  KEVIN,  NEW  YORK,  NEW  YORK 
FITZGERALD,  MARVIN,  NEWARK,  DELAWARE 
FITZGERALD,  THOMAS  E.,  STAUNTON,  VIRGINIA 
c?T^r5ALS'  TH0MAS  F-'  SPRINGFIELD,  MASSACHUSETTS 
FITZGERALD,  VINCENT  JOSEPH,  YAPHANK,  NEW  YORK 
cJI^n5ALD'  WALTER  EDWARD,  NEW  YORK,  NEW  YORK 
rT^I^S'  WILLIAM  ALAN,  ST  MATTHEWS,  KENTUCKY 
FITZGERALD,  WILLIAM  EDWARD,  ALTON,  ILLINOIS 
FITZGERALD,  WILLIAM  JOHN,  JOLIET,  ILLINOIS 
FITZPATRICK,  COLLEEN  ANN,  MANCHESTER,  MISSOURI 
FITZPATRICK,  DANIEL  PETER,  KENT,  OHIO 
FITZPATRICK,  DENIS  N,  LETTERKENNY,  IRELAND 
FITZPATRICK,  HAROLD  M. ,  ROCHESTER,  MINNESOTA 
FITZPATRICK,  JAMES  EDWARD,  FORESTVILLE,  MARYLAND 
FITZPATRICK,  JAMES  JOHN,  OKLAHOMA  CITY,  OKLAHOMA 
FITZPATRICK,  JAMES  JOSEPH,  DENVER,  COLORADO 
"TZPATRICK,  JAMES  M.  ,  BOSTON,  MASSACHUSETTS 
FITZPATRICK,  JOHN  NEIL,  YAPHANK,  NEW  YORK 
FITZPATRICK,  KRYSTAL  LYN,  URBANA,  ILLINOIS 
rTx^ATRJ^'  MICHAEL  FRED,  KENNEWICK,  WASHINGTON 
ctJ^JS,^'  michaeL  SCOTT,  MOUNT  HOLLY,  NEW  JERSEY 
FITZPATRICK,  ROBERT  JOHN,  STONY  POINT,  NEW  YORK 
ROBERT  PAUL,  JR,  FAIRFAX,  VIRGINIA 
RUSSELL  EUGENE,  OKLAHOMA  CITY,  OKLAHOMA 
-..,  TIMOTHY  MICHAEL,  URBANA,  ILLINOIS 

«JI«J5JS5'  Hi^IAM  GERALD-  MEDIA'  PENNSYLVANIA 
FITZSIMMONS,  JOHN  A,  TRENTON,  NEH  JERSEY 
FITZSIMMONS,  ROBERT  G,  CHICAGO,  ILLINOIS 
rTyjA!H;  JULIUS  RAY-  JR>  WAYCROSS,  GEORGIA 
FIVECOAT,  CHARLIE  V,  JR,  BAKERSFIELD,  CALIFORNIA 
FJETLAND,  RAYMOND  A,  TACOMA,  WASHINGTON  UlrUI"UA 
FLAATERUD,  KITTIL,  OSLO,  NORWAY 
r1^  GHARLES  PATRICK,  MADISON,  WISCONSIN 
FLAHERTY,  JAMES  DONOVAN,  LISLE,  ILLINOIS 


FISH, 
FISH, 
FISH, 
FISH, 


FISHER, 
FISHER, 
FISHER, 
FISHER, 
FISHER, 


FISHER, 
FISHER, 
FISHER, 
FISHER, 


FISHER, 
FISHER, 
FISHER, 
FISHER, 
FISHER, 


FITZGERALD, 
FITZGERALD, 
FITZGERALD, 
FITZGERALD, 


FITZPATRICK, 
FITZPATRICK, 
FITZPATRICK, 
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FLAHERTY,  JOHN  F.  -  FORQUER,  CAROLYN  JEAN 
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FLAHERTY, 
FLAHERTY, 
FLAHERTY, 
FLAHERTY, 
FLAHERTY, 
FLANAGAN, 
FLANAGAN, 
FLANAGAN, 
FLANAGAN, 
FLANAGAN, 
FLANAGAN. 
FLANARY, 


JOHN  F.,  NORTH  ADAMS,  MASSACHUSETTS 
JOHN  FRANCIS,  BOSTON,  MASSACHUSETTS 
MICHAEL  JOSEPH,  KEY  BISCAYNE,  FLORIDA 
THOMAS  E,  MILFORD,  CONNECTICUT 
THOMAS  PATRICK,  JR.  BUFFALO.  NEW  YORK 
BENSON  BRANT.  JR,  SOUTH  CHARLESTON,  WEST  VIRG 
BRYAN,  WASHINGTON.  DISTRICT  OF  COLUMBIA 
JIMMIE  LEE,  FOLEY,  ALABAMA 
JOHN  WILLIAM,  CHICAGO,  ILLINOIS 
M.  W. ,  DES  MOINES,  IOWA 
RONALD,  BELFAST,  NORTHERN  IRELAND 
GALE  K,  KINGSPORT,  TENNESSEE 


FLEITES, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLEMING, 

FLESHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 

FLETCHER, 


FLETCHER, 
FLETCHER, 
FLETCHER, 
FLETCHER, 


FLORIDA 


FLANARY.  JAMES  T,  RICHMOND,  VIRGINIA 
FLANDERS,  MARK  DAVID,  POTTTSTOWN,  PENNSYLVANIA 
FLANNERY,  FRANKLIN  E,  GULF  STREAM,  FLORIDA 
FLASKOS,  HAROLAMPOS,  BEAVER,  PENNSYLVANIA 
FLATLEY,  JAMES  JOSEPH,  NEWARK,  DELAWARE 
FLATLEY,  MARTIN,  PECONIC,  NEW  YORK 
FLATT,  LARRY  WAYNE,  LANCASTER,  TEXAS 
FLAUGH   JERRY  JOE,  PAULDING,  OHIO 
FLEISHER  DONALD  LARRY,  HARRISBURG,  PENNSYLVANIA 
JOSE  ANDRES,  MIAMI,  FLORIDA 
CLIFFORD  L.,  PLATTSBURGH,  NEW  YORK 
DENVER  HARRY,  III,  NEW  SMYRNA  BEACH, 
FRANK  EDWARD,  ANAHEIM,  CALIFORNIA 
GEORGE,  JR,  CARLSTADT,  NEW  JERSEY 
JAMES,  WAPPINGERS  FALLS,  NEW  YORK 
JAMES  JOSEPH,  REDFORD,  MICHIGAN 
JAMES  ROBERT,  OAK  BROOK,  ILLINOIS 
JOHN  HOMER,  FORT  LAUDERDALE,  FLORIDA 
WILLIAM  J,  MIAMI,  FLORIDA 
RICK  ALLEN,  CUSTER,  SOUTH  DAKOTA 
DALE  T.,  TEMPLE,  TEXAS 
DENNIS  M.,  HOT  SPRINGS,  ARKANSAS 
E.  REID,  WICHITA,  KANSAS 
HAROLD  KENT,  DURHAM,  NORTH  CAROLINA 
JAMES  ARTHUR,  CONCORD,  NEW  HAMPSHIRE 
JOHN  A,  MIAMI  SHORES,  FLORIDA 
KENNITH  JAY,  BARNSTABLE,  MASSACHUSETTS 
LARRY  M.,  LITTLE  ROCK,  ARKANSAS 
FLETCHER',  RAYMOND  MICHAEL,  KNOXVILLE,  TENNESSEE 
FLETCHER  RICKY  TURNER,  MEMPHIS,  TENNESSEE 
ROBERT  ALLEN,  JUNEAU,  ALASKA 
STANLEY  G.,  REDDING,  CALIFORNIA 
WILLIAM  CHESTER,  GOSHEN,  INDIANA 
WILLIAM  D,  CINCINNATI,  OHIO 
LEURY   JAMES  L,  PLATTSBURGH,  NEW  YORK 
FLICK   BRIAN  CHRISTOPHER,  HARRISON,  NEW  YORK 
FLICK  THOMAS  W.,  WEST  CHESTER,  PENNSYLVANIA 
FLINT   MICHAEL  WAYNE,  MIAMI,  FLORIDA 
FLIPPO,  GEORGE  MICHAEL,  EVERETT,  WASHINGTON 
FLIPPO   RONALD  D. ,  TEMPLE,  TEXAS 
FLITTON,  RONALD  ERWIN,  GRAND  LEDGE,  MICHIGAN 
FLOIED,  FRANK  GALE,  SR,  NASHVILLE,  TENNESSEE 
FLOM,  THOMAS  H,  NORTH  MIAMI,  FLORIDA 
FLOOD,  DALE  S,  PAINESVILLE,  OHIO 
FLOOD,  DONALD  D. ,  CLINTON,  IOWA 
FLOOD,  JORGEN,  OSLO,  NORWAY 
FLOOD  ROBERT  CHRISTOPHER,  HAMPTON  BAYS, 
FLOR,  RICHARD  M,  ANNISTON,  ALABAMA 
FLORENCE,  JOSEPH  WILLIS,  JR,  BURLINGTON, 
FLORENCE,  TEDDY  CARLOS,  PARIS,  KENTUCKY 

'  San?EL00u1nTIANa!°WATSHI^T0N,  DISTRICT  OF  COLUM 
DANILO  G,  MANILA,  PHILIPPINES 
EDWARD  P.,  SAN  ANTONIO,  TEXAS 
PORFIRIO  L.,  LAREDO,  TEXAS 
SILVERIO  JOSEPH,  CHICAGO,  ILLINOIS 
VINCENT  RAYMOND,  MILWAUKEE,  WISCONSIN 
ISMAEL,  MILPITAS,  CALIFORNIA 
FLORIAN,  DALE  A.,  FAIRBANKS,  ALASKA 
FLORY,  DAVID  DODSON,  BEDFORD,  TEXAS 
FLOSI   STEVEN  EUGENE,  ROCK  FALLS,  ILLINOIS 
FLOTHE,  GLENN  MILO,  ANCHORAGE,  ALASKA 
FLOWERS,  B.  A.,  WILMINGTON,  NORTH  CAROLINA 
FLOWERS   ROBERT  LEE,  SALT  LAKE  CITY,  UTAH 
FLOWERS   WILLARD  RAY,  SHREVEPORT,  LOUISIANA 
FLOY   ROBERT  E,  EAST  BRUNSWICK,  NEW  JERSEY 
FLOYD,  A  P,  TALLAHASSEE,  FLORIDA 

ARTHUR  A,  GREENWOOD,  MISSISSIPPI 
DONALD  CHARLES,  LOS  ANGELES,  CALIFORNIA 
GENE  C   WALLA  HALLA,  WASHINGTON 
JOSEPH  MICHAEL,  SR,  CAMDEN,  SOUTH  CAROLINA 
LEE  T.,  KANSAS  CITY,  MISSOURI 
R.  E.,  HOUSTON,  TEXAS 
RANDALL  SCOTT,  TELFORD,  PENNSYLVANIA 
RAYMOND  J.,  LEXINGTON,  KENTUCKY 
ROGER  DALE,  MAITLAND,  FLORIDA 
ROLAND  R,  JR,  THOMASVILLE,  GEORGIA 
HALTER  EARL,  JR,  NORTH  MYRTLE  BEACH, 
FLUCKIGER,  SIMON  A,  JR,  HAMILTON  OHIO 
FLUEGEL,  ROY  A.,  JEFFERSON  CITY,  MISSOURI 
FLUITT,  MARK  LYNN,  HOUSTON,  TEXAS 
FLUMMERFELT,  BEECHER  D. ,  AUBURN,  NEW  YORK 
FLYNN   DANIEL  WILLIAM,  MIAMI,  FLORIDA 

'  DONALD  P,  NORTH  SCITUATE,  RHODE  ISLAND 
EDWARD  ANTHONY,  CHELSEA,  MASSACHUSETTS 
JAMES  ERROL,  TORONTO,  CANADA 
JOHN  J.,  SACRAMENTO,  CALIFORNIA 
JOSEPH  M,  SAN  FRANCISCO,  CALIFORNIA 


NEW  YORK 
KENTUCKY 


FLORES, 
FLORES, 
FLORES, 
FLORES, 
FLORES, 
FLORES, 
FLOREZ, 


FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 
FLOYD, 


SOUTH  CAROL 


FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 


30 
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110 
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148 
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110 
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165 
34 
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139 
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166 
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176 
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29  ft 
161 
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164 
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152 
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127 
35  * 
99  tt 
4  * 
114 
152 
171 
93  ft 
61 
145 
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60  ft 
40  tt 
133 
179 
126 
122  » 
177 
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104 
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116 
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96  I 
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91  i 
124 
104 
98 
82 
137 
94 
54 
75 
184 


FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FLYNN, 
FOBES, 


FOGARTY, 

FOGARTY, 

FOGARTY, 

FOGARTY, 

FOGLE, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 

FOLEY, 


JOSEPHS..  PITTSBURGH,  PENNSYLVANIA 
MICHAEL,  INDIANAPOLIS,  INDIANA 
MICHAEL  THOMAS,  CINCINNATI,  OHIO 
PETER  JOHN,  FARMINGTON,  CONNECTICUT 
RAYMOND  JOSEPH,  III,  LAS  VEGAS,  NEVADA 
RICHARD  M.,  CONCORD,  NEW  HAMPSHIRE 
RICHARD  P.,  SR.,  EAU  CLAIRE,  WISCONSIN 
WALTER  G.,  WILLIMANTIC,  CONNECTICUT 
,  GORDON  L,  ELKO,  NEVADA       „„_,,«-. 
FOCKEL.E,  WILLIAM  JOSEPH,  LEXINGTON,  KENTUCKY 
FODERA,  ROSE  ANN,  DETROIT,  MICHIGAN 
FOGARTY,  JAMES  P.,  NEW  YORK,  NEW  YORK 

KATHLEEN  ANNE,  NEW  YORK,  NEW  YORK 
MICHAEL  D.  CARMEL,  INDIANA 

MICHAEL  DANIEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
THOMAS  E.,  LAS  VEGAS,  NEVADA 
WILLIAM  N,  ANNAPOLIS,  MARYLAND 
ELIZABETH  ANN,  NEW  YORK,  NEW  YORK 
JOHN  PATRICK,  FORT  WORTH,  TEXAS 
KIEARN  T.,  MONTCLAIR,  NEW  JERSEY 
MARGARET  ANN,  CLEVELAND,  OHIO 
MICHAEL  OLIVER,  NEW  YORK,  NEW  YORK 
MILTON  MAURICE,  LAKE  JACKSON,  TEXAS 
RICHARD  J.,  NEWARK,  NEW  JERSEY 
THOMAS  M,  ST.  PAUL,  MINNESOTA 
WILLIAM  JOSEPH,  ITHACA,  NEW  YORK 
,  WILLIAM  PATRICK,  JR,  BERKELEY,  CALIFORNIA 
FOLKESTAD,  EARL  G,  MONTEVIDEO,  MINNESOTA 
FOLLANSBEE,  REID  JEFFREY,  YAKIMA,  WASHINGTON 
FOLLESTAD.  IVAR,  OSLO,  NORWAY 

FOLLETT  CHARLES  E,  SAN  BERNARDINO,  CALIFORNIA 
FOLLETT  DONALD  ROBERT,  SACRAMENTO,  CALIFORNIA 
FOLLIARD,  THOMAS  FRANCIS,  J,  CHICAGO,  ILLINOIS 
FOLSE,  DONALD  ANTHONY,  JR,  FRANKLINTON,  LOUISIANA 
FOLSE,  MINEL  J,  BATON  ROUGE,  LOUISIANA  „„.„„,_., 
FOLSKA,  CURTIS* EDWARD,  CHIPPEWA  FALLS  WISCONSIN 

FfSNNGOCKDESoYNAlSEMIYCH^L,NK?NYG°Sf  PRUSSIA,  PENNSYLVANIA 
FONTAINE,  BOB  L,  CORPUS  CHRISTI,  TEXAS  ,„urw„, 
FONTANA,  ELDON  MARSHALL,  MINNEAPOLIS,  MINNESOTA 
FONTES,  ALAN  LEE,  MODESTO,  CALIFORNIA 
FONTOURA,  ARMANDO  B.,  NEWARK,  NEW  JERSEY 
FOOR,  KEITH  ARTHUR,  HEBRON,  INOIANA 
FOOS  THOMAS  C,  DENVER,  COLORADO 
FOOTE,  FREDERICK  RAYMOND,  RIVERHEAD  NEW  YORK 
FOHTF   RICHARD  ALLEN,  CONCORD,  NEW  HAMPSHIRE 
FORAN'  DAVID  CLEMENT   JR,  GLASTONBURY,  CONNECTICUT 
FORBES,  CHARLES  E:,SR.,KINGSTREE,  SOUTH  CAROLINA 
FORBES  CORKY  KAY,  PORTLAND,  OREGON 
FORBES,  ROBERT  DREW,  BREMERTON,  WASHINGTON 
FORRFS   ROBERT  EVAN.  LONG  BEACH,  CALIFORNIA 
FORbII;  THEODORE  MILLIAM,  WEST  HAVEN  CONNECTICUT 
FORBES  WALTER  LEE,  MEMPHIS  TENNESSEE 
FORCE,  MICHAEL  THOMAS,  LAKE  ST.  LOUIS,  MISSOURI 
FORCE  WALKER  ROBERT,  LOS  ANGELES,  CALIFORNIA 
FORCINITO,  JAMES  ARTHUR.  VINELAND,  NEW  JERSEY 
FORD,  ALLEN  L.,  JR.,  SOUTH  NORFOLK,  VIRGINIA 
BILLY  H,  COOKEVILLE,  TENNESSEE 
BRYAN  E.,  ROCHESTER,  NEW  YORK 
CHARLES  F,  CHICAGO,  ILLINOIS 
i  DANIEL  PAUL,  DUNCAN,  OKLAHOMA 

FORD;  DENNIS  CARLTON,  RALEIGH,  NORTH  CAROLINA 

FORn  FT1EEN  M   BROOKLYN,  NEW  YORK 

FORD!  GEORGE  CLAYTON^  M.,    BLYTHEVILLE,  ARKANSAS 

FORD,  GLENN,  BOISE,  IDAHO 

FORD,  HAROLD  L,  FORT  MYERS,  FLORIDA 

'  H^HASuNCAN,DWVAiHiNDGT^WASlSTRICT  OF  COLUMBIA 
JACK  HAROLD,  TOPEKA,  KANSAS 
MICHAEL  A.,  BALTIMORE,  MARYLAND 
ROBERT  EUGENE,  PORT  ORANGE,  FLORIDA 
RONALD  JAY,  GARNER,  NORTH  CAROLINA 
STEPHEN  EDWARDS,  OVERLAND  PARK,  KANSAS 
STEPHEN  PRESTON  GULFPORT,  MISSISSIPPI 
STEVEN  ERIC,  WEST  POINT,  PENNSYLVANIA 

FOKU,  WILLIAM  DAVID,  LAFAYETTE,  GEORGIA 

FORD  WILLIAM  FRANCIS,  BOSTON,  MASSACHUSETTS 

FORD,  WILLIAM  K. ,  HOUSTON  TEXAS 

^rDHAM:LLR0^R?'AEAS^HiNST6NlL    RICT  OF  COLUMBIA 

FFgRREEHAKLfR?EDSAN^D!ACH^APE^:AVIRGINIA 
FOREMAN,  JOE  C,  JR,  BUFFALO,  NEW  YORK 
FOREMAN,  RONALD  L.,  NEWTON,  IOWA 
FORENSKI,  ROBERT  J,  DOVER,  DELAWARE 
FORESTER!  JOSEPH  NEAL,  DOVER,  DELAWARE 
FORESTER,  RUSSELL,  AUSTIN,  TEXAS 
FORGAYS,  JOSEPH  CALVIN,  TAYLOR,  MICHIGAN 
FORGIA,  KENNETH  C,  PHOENIX  ARIZONA 
FORGUSON,  ANDY  A,  LAWTON,  OKLAHOMA 
FORKER,  EDWARD  C,  NEW  YORK,  NEW  YORK 
FORKUS,  DONALD  L.,  BREA,  CALIFORNIA 
FORLOINE,  CLINTON  R.,  NAPA,  CALIFORNIA 
FORMICHELLA,  ANTHONY  J,  SR,  SUMMIT   NEW  JERSEY 
FORNFS   ROBERT  W,  KISSIMMEE,  FLORIDA 
FORNEY   NEAL  MILLS,  SALEMSBURG,  NORTH  CAROLINA 
FOROOHARI,  BAHRAM,  TEHRAN   IRAN 
FORQUER,  CAROLYN  JEAN,  MIAMI,  FLORIDA 


FORD, 
FORD, 
FORD, 
FORD, 


FORD, 
FORD, 
FORD, 
FORD, 
FORD, 
FORD, 
FORD, 
FORD, 
FORD, 
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FORQUER,  JOHN  ALBERT  -  FREBOHITZ,  NEIL  MICHAEL 
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FORQUER,  JOHN  ALBERT,  CAMP  PENDLETON,  CALIFORNIA 
FORQUER,  RANDALL  RAY,  KIRKSVILLE,  MISSOURI 
►  FORREST,  NORMAN  H. ,  LA  GRANDE,  OREGON 

i  r°J!RJrT-£nR0Y  TH0MAS-  JR.  GREENSBORO,  NORTH  CAROLINA 
t    FORRESTER,  CAMERON  L,  RICHMOND,  VIRGINIA 
FORRESTER,  JERRY  H,  GAINESVILLE,  GEORGIA 
FORRESTER,  ROBERT  DANIEL,  BRICK,  NEW  JERSEY 
I  FORRY,  ROBERT  MICHAEL,  GLENDALE,  ARIZONA 
'  FORS,  NEILL  HALLACE,  CUSTER,  SOUTH  DAKOTA 
FORSLUND,  EDHARD  H. ,  GREAT  FALLS,  MONTANA 

=25IJcIERt«2S^I  il    SR'  PHILADELPHIA,  PENNSYLVANIA 
FORSTER,  FORREST  DEAN,  TOPEKA,  KANSAS 

cnRcTu^cLARRL^RTIN'  F0RT  MC  CLELLAN,  ALABAMA 

FORSTHOFF,  FREDDIE  CHARLES,  BRYAN,  TEXAS 

FORSYTHE,  JAMES  R.,  GOLDSBORO,  NORTH  CAROLINA 

FORSYTHE,  ROBERT  0,  ASHLAND,  KENTUCKY 

FORT,  C.  FRANK,  AUSTIN,  TEXAS 

FORTE,  NEIL  M.  ,  MOUNT  HOLLY,  NEH  JERSEY 

^SISNBACKER'  CHARLES  J.,  BASKING  RIDGE,  NEW  JERSEY 

FORTH,  JOHN  THOMAS,  III,  MODESTO,  CALIFORNIA 

FORTI,  JOSEPH  KEVIN,  NORTH  LAS  VEGAS,  NEVADA 

FORTIER,  PIERRE  ARMAND,  DETROIT,  MICHIGAN 

FORTIN,  DOUGLAS  TERRY,  PONTIAC,  MICHIGAN 

FORTIN,  LAURENCE,  D.,  WOODSTOCK,  ILLINOIS 

FORTIN,  YVES  JACQUES,  EL  PASO,  TEXAS 

r2RJ,S3  GILES  MAT™EH,  ALAMO  HEIGHTS,  TEXAS 

FORTUNE,  CARL  D,  OLYMPIA,  WASHINGTON 

FORTUNE,  DAVID  NORMAN,  MONTEREY,  CALIFORNIA 

FORTUNE,  JAMES  ALLEN,  GERMANTOWN,  TENNESSEE 

FORTUNE,  MICHAEL,  SR,  ARLINGTON,  VIRGINIA 

FORTUNE,  SHELDON  LORENZO,  CHESILHURST,  NEW  JERSEY 

FOSBURY,  MICHAEL  RAE,  POCATELLO,  IDAHO 

FOSS,  ROY  G,  JEFFERSON  CITY,  MISSOURI 

FOSSUM,  MICHAEL  ANGELO,  MINNEAPOLIS,  MINNESOTA 

FOSTER,  ALFRED  KYLE,  COBOURG,  CANADA 

rHcJrS'  5ERNARD  ROBERT,  REVERE,  MASSACHUSETTS 

FOSTER,  CARL  C. ,  EDWARDSVILLE,  ILLINOIS 

FOSTER,  CARL  M. ,  LEE'S  SUMMIT,  MISSOURI 

FOSTER,  CHARLES  A.,  YREKA,  CALIFORNIA 

FOSTER,  CHARLES  CURTISS,  SALINAS,  CALIFORNIA 

FOSTER,  DAVID  WILLIAM,  ANKENY,  IOWA 

FOSTER,  DONALD  S.,  LAWRENCEVILLE,  ILLINOIS 

rSrl^'  DUNCAN  MILLER,  CORAL  SPRINGS,  FLORIDA 

FOSTER,  FORREST  LEROY,  COUNCIL  BLUFFS,  IOWA 

FOSTER,  GEORGE  ALLEN,  MIDLAND,  TEXAS 

FOSTER,  GLORIA  DEAN,  LOS  ANGELES,  CALIFORNIA 

FOSTER,  GORDON  L.,  PINE  BLUFF,  ARKANSAS 

E2fII5*  HARVEY  DAVID-  BLUE  BELL,  PENNSYLVANIA 

FOSTER,  HELEN  EILEEN,  LAKE  OSWEGO,  OREGON 

FOSTER,  HERBERT  T.,  ERIE,  PENNSYLVANIA 

cSrllS'  JACK  P-  EAST  LANSING,  MICHIGAN 

cnfrr"'  ^S,  LUTHER'  LITTLE  R0CK-  ARKANSAS 
FOSTER,  JOHN  L.,  CENEXA,  KANSAS 

^STER ,  KENNETH  ROBERT,  ANCHORAGE,  ALASKA 

FOSTER,  LAWRENCE  DALE,  HURRICANE,  WEST  VIRGINIA 

LESTER  CARL,  JR,  RICHMOND,  VIRGINIA 

MARLO  M,  EDMONDS,  WASHINGTON 

MAXIE  N.,  VISALIA,  CALIFORNIA 

MERLE  STEVEN,  BELLEVILLE,  CANADA 
.  PLEASANT  B.,  DUNCAN,  OKLAHOMA 
FOSTER,  RICHARD  ALDEN,  MONTGOMERY,  ALABAMA 
FOSTER,  JUCHARD  KEITh!  LUBBOCK,  TEXAS 

cncT^'  525I5T,  EDWIN'  WILLITS,  CALIFORNIA 
FOSTER,  ROGER  L,  RICHMOND,  VIRGINIA 
FOSTER,  RONALD  D. ,  DOWNEY,  CALIFORNIA 
rSrl^'  SAML,EL  A.,  TAKOMA  PARK,  MARYLAND 
SSI!'  5I£VEN  CLAY'  WARSAW'  INDIANA 
r0.^'  TIM0THY  WILLIAM,  ANCHORAGE,  ALASKA 
FOSTER,  WILLIAM  L.,  PHOENIX,  ARIZONA 
FOSTER,  WILLIAM  RENE,  YORK,  MAINE 
FOTE,  LOREN  G,  BAKERSFIELD,  CALIFORNIA 
r°J,EI!AKEfAnSREGG  AUN-  FLINT,  MICHIGAN 
F:2.Hb5f;..TERRY  ATH0L-  GOLDEN,  COLORADO 
FOUNTAIN,  JAMES  H.,  HUTCHINSON,  KANSAS 
FOURKILLER,  LARKIN  EUGENE,  KOKOMO,  INDIANA 

^RNIE?iD50NALD  B-'  BELM0NT.  MASSACHUSETTS 
FOUST,  GARY  RICHARD,  HARRISON,  OHIO 

S5SI'  RAY,C"  REDDING,  CALIFORNIA 
FOUTZ,  RILEY  RICHARD,  VINTON,  VIRGINIA 
cSS,'rS0BERT  ALLEN-  SR,  PALMYRA,  NEW  JERSEY 
FOWLER,  ALDEN  KURT,  RIDGECREST  CALIFORNIA 

DELBERT  EUGENE,  DERBY,  KANSAS 

DONALD,  UNION,  MISSOURI 
mSu  g- .SPARTANBURG,  SOUTH  CAROLINA 

JOHN  WILLIAM,  SANTA  ANA,  CALIFORNIA 

JOSEPH  C,  KNOXVILLE,  TENNESSEE 

SP,?  \m.   JR-'  LOUISVILLE,  KENTUCKY 

JOSHUA  DOUGLAS,  JR,  SAN  ANTONIO,  TEXAS 

MARC  JAY,  RENO,  NEVADA 

RICHARD  H,  MIAMI,  FLORIDA 
"  I?MMLH'„NAT.I0MAL  CITY'  CALIFORNIA 
c2Shf5»  L1JL,LJAM  D-'  LANSING,  MICHIGAN 
l^Stll'    HJLL  AM>  MIDDLETOWN,  NEW  JERSEY 
FOWLKE,  WILLIAM  HACKING,  DRAPER,  UTAH 
FOX,  DANNY  ALLEN,  ESCALON,  CALIFORNIA 

Ini'  SIKBWI-  N0RMAN'  OKLAHOMA 

FOX,  FRANK  V,  JERSEY  CITY,  NEW  JERSEY 

FOX,  GEORGE  R,  TAMPA,  FLORIDA 

FOX,  HARRY  G,  PHILADELPHIA,  PENNSYLVANIA 

FOX,  JAMES  DOUGLAS,  RICHMOND,  VIRGINIA 
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FOSTER, 
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FOSTER, 
FOSTER, 
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FRANCIS, 
FRANCIS, 
FRANCIS, 
FRANCIS, 
FRANCIS, 
FRANCIS, 
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FOX,  JAMES  LARRY,  HOUSTON,  TEXAS 

FOX,  JAMES  STEVEN,  WICKLIFFE,  OHIO 

FOX,  JOHN  LYNN,  RAYTOWN,  MISSOURI 

FOX,  LOUIS  G.,  ROCHESTER,  NEW  YORK 

FOX,  NEIL,  BILLINGS,  MONTANA 

FOX,  PATRICK  EUGENE,  PERTH  AMBOY,  NEW  JERSEY 

FOX,  RALPH  V.,  KENOSHA,  WISCONSIN 

FOX,  RICHARD  L.,  LANSING,  MICHIGAN 

FOX,  ROBERT  C,  MOUNTLAKE  TERRACE,  WASHINGTON 

F0.2'  52^RT  WESLEY,  SR,  SEVIERVILLE,  TENNESSEE 

FOX,  ROGER  DONALD,  LOS  ANGELES,  CALIFORNIA 

FOX,  STEPHEN,  JERSEY  CITY,  NEW  JERSEY 

FOX,  TERRY  VERNON,  AMERICAN  FORK,  UTAH 

FOX,  WILLIAM  C,  JR,  KNOXVILLE,  TENNESSEE 

FOXALL,  PITMON,  III,  OMAHA,  NEBRASKA 

FOXWELL,  MINDA  FOWLER,  TOWSON,  MARYLAND 

FOYS,  JERRY  EDWARD,  AKRON,  OHIO 

FRADELLA,  SAM  SALVADOR,  JR,  NEW  ORLEANS,  LOUISIANA 

FRADENBURG,  WILLIAM  A. ,  SACRAMENTO,  CALIFORNIA 

£RA^fY*  TH0MAS  STEPHEN,  VALPARAISO,  INDIANA 

FRAKES,  JAMES  H. ,  GALESBURG,  ILLINOIS 

FRAKES,  LELAND  W. ,  LINCOLN,  NEBRASKA 

FRAME,  DONALD  E,  SR,  SCHENECTADY,  NEW  YORK 

FRAME,  RICHARD  CROMWELL,  SAN  DIEGO,  CALIFORNIA 

FRANCE,  JAMES  LEROY,  BEND,  OREGON 

FRANCE,  THOMAS  JAY,  COTTONWOOD,  ARIZONA 

FRANCE,  VINCENT  W,  VENTURA,  CALIFORNIA 

FRANCESCO,  ANTHONY  JOSEPH,  EDGEWATER  PARK   NEW  JERSEY 

FRANCIS,  BILLY  KEITH,  KANSAS  CITY,  MISSOURI 

CLIFTON  0,  JR,  INDIANAPOLIS,  INDIANA 
DAVID  JAMES,  BRIDGEND,  WALES 
HERMANGILD  ASGILD,  CASTRIES,  ST.  LUCIA 
JAMES  CARL,  NEW  PORT  RICHEY,  FLORIDA 
JOHN  WALLACE,  SPRINGFIELD,  PENNSYLVANIA 
KENNETH  A,  GARDNER,  KANSAS 
KENNETH  WOODROW,  COURTLAND,  VIRGINIA 
MARVIN  ANDREW,  MAYWOOD,  ILLINOIS 
ROBERT  JOE,  AMARILLO,  TEXAS 
VERNIE  W,  JR,  COURTLAND,  VIRGINIA 
FRANCISCO,  JOHN  LOUIS,  AUGUSTA,  GEORGIA 
FRANCISCUS,  JAMES  WALTER,  THORNDALE,  PENNSYLVANIA 
FRANCKE,  ALTAD.,  SEATTLE,  WASHINGTON 
FRANCKLE,  NORMAN,  JR,  MILLVILLE,  NEW  JERSEY 
FRANCO-MOLINA,  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
FRANCOIS,  GREGORY  ALLAN,  SAN  ANTONIO,  TEXAS 
FRANCONE,  MICHAEL  COSTANTINO,  ELY,  NEVADA 
FRANK,  ANTHONY  JOSEPH,  TWINSBURG,  OHIO 

DARRELL  LEE,  FORT  COLLINS,  COLORADO 
EDWARD  ROBERT,  NEWTONVILLE,  NEW  YORK 
JAMES  REDFORD,  GARDEN  CITY,  MICHIGAN 
KENNETH  JACK,  REDWOOD  CITY,  CALIFORNIA 
LLOYD  L.,  KEARNEY,  NEBRASKA 
LOUIS  J.,  MINEOLA,  NEW  YORK 
.  OAKLEY  0.,  SHEBOYGAN,  WISCONSIN 
FRANKE,  KENNETH  DALE,  SAN  DIEGO,  CALIFORNIA 
FRANKENBERG,  DOUGLAS  HENRY,  CINCINNATI,  OHIO 
FRANKENFIELD,  PAUL  T.,  JR.,  PHILADELPHIA,  PENNSYLVANIA 
FRANKLIN,  CHARLIE  W.  ,  BRUNSWICK,  GEORGIA   HtNN5>YLVANIA 
DAVID  RICHARD,  FAIRFAX,  VIRGINIA 
HOHARD  A.,  PROVIDENCE,  RHODE  ISLAND 
JAMES  DEWAYNE,  ST.  PAUL,  MINNESOTA 
JAMES  E,  SAVANNAH,  GEORGIA 
MARVIN  V,  BOWLING  GREEN,  KENTUCKY 
OLANDER,  MEMPHIS,  TENNESSEE 
PAUL  N.,  SAN  DIEGO,  CALIFORNIA 
WALTER  E.,  MILWAUKEE,  WISCONSIN 
WAYNE  HENRY,  FORT  BELVOIR,  VIRGINIA 
,  WILLIAM  J.,  ANAHEIM,  CALIFORNIA 
FRANKOVIS,  GLENN  DAVID,  MILWAUKEE,  WISCONSIN 

»«5i'  (1E2RGEUR?BERT*  JR'  LITTLE  R0CK'  ARKANSAS 

FRANKS,  JAMES  WALTER,  JOHNSON  CITY,  TENNESSEE 

FRANKS,  STEVEN  LEE,  LAS  VEGAS,  NEVADA  ""t"tt 

FRANKS,  WILLIAM  FREDERICK,  STONY  POINT,  NEW  YORK 

FRANSEN,  JOHN  E.,  CLEVELAND,  OHIO 

FRANSON,  HOWARD  DONALD,  INVER  GROVE  HEIGHTS,  MINNESOTA 

FRANTOM,  RICHARD  W,  ONTARIO,  CALIFORNIA      "iNN"UlA 

FRANZ,  JOEL  SCOTT,  PLYMOUTH,  MINNESOTA 

FRANZ,  PHILIP  EDWARD,  TUCSON,  ARIZONA 

FRANZESE,  RICHARD  ALLEN,  YAPHANK,  NEW  YORK 

FRASCONE,  ROBERT  HENRY,  BELLWOOD,  ILLINOIS 

rSASIS'  ARN°LD  EDWARD,  HARRISBURG,  PENNSYLVANIA 

FRASER,  DAVID  J.,  WHITEMAN  AFB,  MISSOURI 

FRASER,  KATHRYN,  ATLANTA,  GEORGIA 

FRASIER,  PRENTISS,  RUSTON,  LOUISIANA 

FRATI,  ERIC,  PARIS,  FRANCE 

FRAVEL,  JAMES  D,  JR,  EVANSVILLE,  INDIANA 

FRA7iRi  RoTf4,EbLDXAtH!TINE'  TORTOLA,  BRITISH  VIRGIN  ISLA 
FRAZIER,  BILLY  ROBERT,  PORT  ANGELES,  WASHINGTON 
DAVID  CLEM,  GAINESVILLE,  GEORGIA 
DENNIS  RANDELL,  OKLAHOMA  CITY,  OKLAHOMA 
FRANKLIN  EUGENE,  WILLIAMSBURG,  VIRGINIA 
GARY  L,  MOUNT  VERNON,  WASHINGTON 
JACK  WILSON,  NASHVILLE,  TENNESSEE 
ROBERT  LOYD,  KATY,  TEXAS 
RONALD  D,  ENGLEWOOD,  COLORADO 
RONALD  SCOTT,  POMONA,  CALIFORNIA 
SHELBY  ALLAN,  PRAIRIE  CITY,  OREGON 
,  WILLIAM  B.,  DENTON,  TEXAS 
rSAH.E.Ri  MILLIAM  EDWARD,  KANSAS  CITY,  MISSOURI 
FREBOWITZ,  NEIL  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
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FRED,  JOHN  E.  -  GAEKLE,  ROBERT  EDHARD 
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FREEMAN, 
FREEMAN, 
FREEMAN, 


FREEMAN, 
FREEMAN, 
FREEMAN, 
FREEMAN, 
FREEMAN, 


FRED,  JOHN  E.,  HELENA,  MONTANA 
FREDEKING.  DALE  R,  FAIRVIEH  HEIGHTS,  ILL  NOIS 
FREDENBERG,  LAHRENCE  JAMES,  CHICAGO,  ILLINOIS 
FREDENBURG  DONALD  LEROY,  BAKERSFIELD,  CALIFORNIA 
FREDENBURG,  DONALD  ORIN,  ONEONTA,  NEH  YORK 
FREDENDALL,  HALTER  JACOB,  COLUMBUS,  OHIO 
FREDERICK,  GARY  ALLEN,  BARTLETT,  TENNESSEE 
FREDERICK,  RICHARD  J,  ESCANABA  MICHIGAN 
FREDERICK   ROBERT  H. ,  NORHALK,  CONNECTICUT 
FREDERICK   ROBERT  J,  JR,  HILDHOOD  CREST,  NEH  JERSEY 
FREDERICKS,  CLAUDE  A,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
FREDERICKS,  MERLE  D,  ALBION,  NEH  YORK 
FREDERICKS   OLIVER  F.,  NEH  YORK,  NEH  YORK 
FREDERICKSEN   ROBERT  EDHARD,  NEH  YORK,  NEH  YORK 
FRFDFRIKSEN   PAUL  L.,  EL  DORADO,  KANSAS 
FREDERIKSEN,  RODNEY  HAROLD,  VANCOUVER,  HASHINGTON 
FREDRICK,  HILLIAM  C,  MADISON,  HISCONSIN 
FREE,  JAMES  F,  ROME,  GEORGIA 
FREE  THOMAS  C,  EULESS,  TEXAS 
FREE   VINCENT  STETSON,  FORESTVILLE   MARYLAND 
FREEBERY  GEORGE  EDHARD,  JR,  NEH  CASTLE,  DELAHARE 
FREED  GEORGE  MICHAEL,  NEH  CASTLE,  PENNSYLVANIA 
FREED,  HERMAN  HUSTON,  PLAINFIELD,  INDIANA 
FREEHAFER,  LEIF  MICHAEL,  ELKHART,  INDIANA 
FREELAND   PAUL  H,  CINCINNATI,  OHIO 

FREEMAN   BERNlCEL.,  SR.,  LUMBERTON,  NORTH  CAROLINA 
FREEMAN  CAROLE  A.,  LOS  ANGELES,  CALIFORNIA 
FREEMAN   CLIFTON  N.,  ATHENS,  GEORGIA 
FREEMAN!  DAVID  DERMONT,  SENATOBIA,  MISSISSIPPI 
FREEMAN,  DAVID  ROY,  SUSSEX,  ENGLAND      TMnMT1 
FREEMAN   FREDRICK  MARK,  BELL  GARDENS,  CALIFORNIA 
FREEMAN,  HENRY  DON,  STOCKTON,  CALIFORNIA 
FREEMAN,  JACKIE  V,  MOUNTAIN  HOME,  IDAHO 

JAMES  EDMON,  LEXINGTON,  SOUTH  CAROLINA 
JAMES  0  JRi  HEST  COLUMBIA,  SOUTH  CAROLINA 
,  LELAND  SAMUEL,  BRYAN,  TEXAS 
FREEMAN   LYNN  E,  TALLAHASSEE,  FLORIDA 
FREEMAN,  MORGAN  EARL,  BOSSIER  CITY   LOUISIANA 
FREEMAN,  MYRON  EUGENE,  ATLANTA,  GEORGIA 
FREEMAN   NOLEN  H,  LEXINGTON,  KENTUCKY 

THEOADORE  FREDERICK,  JR,  FREEHOLD,  NEH  JERSEY 
THEODORE  J.   HASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  FRANKLIN,  REDONDO  BEACH,  CALIFORNIA 
VICTOR  RAY,  CARSON  CITY,  NEVADA 
,  HILLIAM  ARTHUR,  SUFFOLK,  VIRGINIA 
FREEMAN  HILLIAM  ARTHUR,  SALINAS   CALIFORNIA 
FREEMAN,  HILLIAM  HENRY,  JR.,  DAYTONA  BEACH,  FLORIDA 
FREEMAN,  HILLIAM  PAUL,  BARTLETT,  TENNESSEE 
FREEMAN,  HILLIAM  R,  SAVANNAH,  GEORGIA 
FREEMAN  HILLIE  HERBERT,  NEH  YORK   NEH  YORK 
FREES,  ALAN  JAMES,  SEASIDE,  CALIFORNIA 
FREESE,  STEPHEN  ALAN,  OMAHA,  NEBRASKA 
FREESTONE,  JOHN  CHARLES,  SAN  ANTONIO,  TEXAS 
FREEZE,  JOHNNY  J,  HOUSTON,  TEXAS 
FREGA  JOE  GROVER,  GENEVA,  ILLINOIS      _,__„ 
FREIHEIT,  ALLAN  F   JR,  GLASTONBURY,  CONNECTICUT 
FREHAS   ALLEN  EDHARD!  STOCKTON,  CALIFORNIA 
FREITAS,  GEORGE,  JR,  LIHUE,  KAUAI,  HAHAII 
FRELAND  JAMES  ISAAC,  SPRINGDALE,  OHIO 
FREMD,  HARRY  LEROY,  II,  PORTSMOUTH  VIRGINIA 
FRENCH  HUGH  B.,  SAN  DIEGO,  CALIFORNIA 
FRENCH  LEON  B.   BLUEFIELD,  HEST  VIRGINIA 
FRENCH  LEONARD  STEVEN,  MANHATTAN,  KANSAS 
FRENCH  MARK  PAUL,  TACOMA,  HASHINGTON 
FRENCH  ROBERT  CECIL,  CHESTERFIELD,  VIRGINIA 
R  nCh!  ROBERT  CHARLES,  JR.^MINGTON  DELAHARE 
FRENCH  HILLARD  J.,  BALBOA  HEIGHTS,  CANAL  ZONE 
FRENETTE   JEFFREY  JOSEPH,  HAUSAU,  HISCONSIN 
FRESHLEy!  JAMES  S.PARRIS  ISLAND!  SOUTH  CAROLINA 
FRESHHATER,  DONALD  LEE,  DAYTON,  OHIO 
FRETT   MILTON  A,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
FREY  'JOSEPH  THOMAS,  JR,  ARLINGTON,  VIRGINIA 
FREY  HILLIAM  J.,  TOPEKA,  KANSAS 
FRIBERG  LEONARD  A.,  ROCKFORD,  ILLINOIS 
FRCK,  ROBERT  JOSEPH,  HAGERSTOHN,  MARYLAND 
FRICKE,  JEROME  J,  CENTRAL  CITY,  COLORADO 
FRID,  GEORGE  THOMAS,  HAMILTON,  CANADA 
FRIED,  GREGORY  KENT,  CARLSBAD,  CALIFORNIA 
FR  n  PHILIP  ADAIR,  MIAMI  SPRINGS,  FLORIDA 

REDMAN   RICHARD  NEl"!  HASHINGTON',  DISTRICT  OF  COLUMBI 
FRIEDMAN   STANLEY,  HILMINGTON,  DELAHARE 

fr  foman    stanley  darryl,  northridge,  california 
"el?  francis  Patrick!  Philadelphia,  Pennsylvania 

JOSEPH  JOHN,  JR,  SARASOTA,  FLORIDA 

HENRY  J. ,  CLINTON,  IOHA 

JOHN  MARTIN,  JR,  FRESNO,  CALIFORNIA 

PAUL  E,  RUPERT,  GEORGIA 
,  STANLEY  HILSON,  HILLSBORO,  OREGON 
FRIESEN,  LOHELL  D,  BOULDER,  COLORADO 
FR  IS  ROBERT  GLENN,  FRIDLEY,  MINNESOTA 
FRI SARD  RONALD  JAMES,  NEH  ORLEANS,  LOUISIANA 
FRT<iRIF   BRUCE  LEE,  LA  GRANGE,  ILLINOIS 
FR  TCHMAN  LYNN  v.!  COLORADO  SPRINGS,  COLORADO 
FRITH,  HILLIAM  B,  SHERIDAN,  HYOMING 
FRITTS.  GORDON  S.,  ALBANY,  NEH  YORK 
FRITZ,  CHARLES  LEON,  MAYSVILLE,  KENTUCKY 
FRITZ,  EDGAR  FERNANDO,  BAJA,  MEXICO 
FRITZ   ROBERT  P.,  MENASHA,  HISCONSIN   __„,,„__. 
FRIZZELL,  TERRY  SCOTT,  HENDERSONVILLE,  TENNESSEE 
FROCK,  ROBERT  EVAN,  OMAHA,  NEBRASKA 
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FULLER, 
FULLER, 
FULLER, 
FULLER, 
FULLER, 
FULLER, 


FROMADER,  DAVID  JOHN,  FORT  ATKINSON,  HISCONSIN 
FROMME,  THOMAS  JOSEPH,  NEHPORT,  KENTUCKY 
FROMMER,  PETER  NORMAN,  AIKEN,  SOUTH  CAROLINA 
FRONCZAK,  LINDA  KAY,  WRIGHT-PATTERSON  AFB,  OHIO 
FRONTADO,  JOHN  R,  CARPINTERIA,  CALIFORNIA 
FRONTZ,  HILLIAM  EDWARD,  MYRTLE  BEACH,  SOUTH  CAROLINA 
FROOM,  ROY  ALAN,  SAN  JOSE,  CALIFORNIA        UTUUCcnTA 
FROSCHHEISER,  KENNETH  A.,  THIEF  RIVER  FALLS,  MINNESOTA 
FROST,  BARBARA  CECILE,  CHICAGO,  ILLINOIS 
FROST   DANNY  ERNEST,  MAYVILLE,  NEH  YORK 
FRUECHT   HARRY  JOSEPH,  MCMURRAY,  PENNSYLVANIA 
FRUIN,  JAMES  E,  CHICAGO,  ILLINOIS 
FRUSHA,  ROY  WINSTON,  LAFAYETTE,  LOUISIANA 
FRUSHER,  ROBERT  E,  TAHLEQUAH,  OKLAHOMA 
FRY   PHILIP  DEAN,  OAKLAND,  CALIFORNIA 
FRYE,  BERT  L.,  CANTON,  GEORGIA 
FRYE  MAXWELL  V,  JR,  MILLERSVILLE,  MARYLAND 
FRYE   SIDNEY  E,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
FRYKSDALE,  JOHN  ERIC,  NILES,  ILLINOIS 
FUCHS,  JAMES  JOHN,  LOUISVILLE,  KENTUCKY 
FUCITO,  MICHAEL  JOSEPH,  NEW  YORK,  NEW  YORK 
FUENTES-SOSA,  ALFREDO,  SAN  JUAN  PUERTO  RICO 
FUENTES,  MAURICE,  JR.,  PARK  FOREST,  ILLINOIS 
FUGATE,  JAMES  DUKE,  SAN  LEANDRO,  CALIFORNIA 
FUGITT   WILLIAM  R,  OCALA,  FLORIDA 
FUGLEBERG,  JOHN  BURNELL,  FARGO,  NORTH  DAKOTA 
FUHR,  GEORGE  HENRY,  MILWAUKEE,  WISCONSIN 
FUHS   CARL  JOSEPH,  JR,  HEST  BLOOMFIELD,  MICHIGAN 
FUJARCZYK,  JOHN  RICHARD,  JR,  CORAL  SPRINGS,  FLORIDA 
FUJINO,  HIDEHIKO,  TOKYO,  JAPAN 
FUJITA  CALVIN  C,  LIHUE,  KAUAI,  HAWAII 
FUKUSHIMA,  HITOSHI,  TOKYO,  JAPAN 
FULENHIDER,  JACK  REID,  JR,  BELLE  GLADE,  FLORIDA 
FULFORD,  RICHARD  PARKER,  TYLER,  TEXAS 
FULGHAM,  CURTIS  EDWARD,  TUSCALOOSA,  ALABAMA 
FULKS   MELVIN  RICHARD,  LITTLE  ROCK,  ARKANSAS 
FULKS   ROBERT  J.,  MILES  CITY,  MONTANA 
FULLAM,  BRIAN  M,  PHOENIX,  ARIZONA 
FULLE.  ROBERT  F. ,  CLEARWATER,  FLORIDA 
FULLER,  CHARLES  THOMAS,  GASTONIA,  NORTH  CAROLINA 
GEORGE  H.,  GALESBURG,  ILLINOIS 
JOHN  THOMAS,  PICKERINGTON,  OHIO 
KATHY  KAY,  LAS  CRUCES,  NEW  MEXICO 
KENNETH  BOVEL,  EULESS,  TEXAS 
ROBERT  DANIEL,  LANDOVER,  MARYLAND 
,  TIMMY  GERALD,  WINCHESTER,  TENNESSEE 
FULLERTON,  HARVEY  LEE,  HOPE,  ARKANSAS 
FULLMAN   CHARLES  LEE,  HAMPTON,  VIRGINIA 
FULMER   ALAN  CLARK,  SAN  DIEGO,  CALIFORNIA 
FULMER   LELAND  TIMOTHY,  JR,  KENOSHA,  WISCONSIN 
FULTON^SMITH,  DONNA  MARIE,  WARREN,  MICHIGAN 
FULTON,  DOROTHY  LAMEMAN,  WINDOW  ROCK,  ARIZONA 
it   FULTON,  ROGER  VERNON,  ALBANY,  NEW  YORK 

FULHILER   JEFFREY  JOHN,  WAUKESHA,  WISCONSIN 

#  FUNDERBURK   EMMETT  EUTHER,  ALEXANDER  CITY,  ALABAMA 
FUNDERBURK,  SHARON  MC,  DALLAS,  TEXAS 
FUNDERBURKE,  LARRY  EARL,  BAINBRIDGE,  GEORGIA 
FUNG,  KIN-MAN  STEPHEN,  HONG  KONG,  HONG  KONG 

#  fK  danie^J.I^oSer^'n^y^ 

#  FFrKE,R^N^ES-^l^AHI^iAD^N?rESERAL  REPUBLIC  OF  G 
FUNYAK,  KENT  THEODORE,  GREAT  FALLS,  MONTANA 

I   Kn.-S  e!  ^xInK'm^S^CHUSETTS 

^RtGONE,GMARKSEDWAAK'coS.  NEH I  HAMPSHIRE 

FURQUERON,  THOMAS  RAY,  BENTON,  LOUISIANA 

FURR,  DANNY  LAMAR,  GEORGETOWN,  SOUTH  CAROLINA 

FURRER,  HANSPETER,  AARAU,  SWITZERLAND 

FURST,  CARROLL  M,  ROCK  ISLAND,  ILLINOIS 

FURTAW,  WILLIAM  MELVILLE,  GROSSE  POINTE  PARK, 

FURU,  ROBERT  LLAIRD,  BOZEMAN,  MONTANA 

FURUKAWA,  HI  ROY A,  TOKYO,  JAPAN 

FURUYA   KAZUHISA,  TOKYO,  JAPAN 

FUSARO   LbuiS  JOHN,  NORWICH,  CONNECTICUT  vT„TNT. 

FUSCALDO,  JOHN  MICHAEL,  CLARKSBURG,  "EST  VIRGINIA 

*  FUSCHETTO,  STEPHEN  P,  TRENTON,  NEH  JERSEY 
tt   FUSCO  VITO  J,  NORRISTOWN,  PENNSYLVANIA 

*  FUSSELl!  BONNIE  GENE,  BATON  ROUGE  LOUISIANA 
tt   FUSSELL   MALCOLM  ROBERT,  ALBANY,  GEORGIA 

*  FUSSELL   THOMAS  E.,  CAMILLA,  GEORGIA 
FUTCH-BLOCKER,  LYNN,  VALDOSTA,  GEORGIA 
FUTCH,  GLENN,  VICTORIA,  TEXAS 

FYVIE   JAMES  KOHEN,  CARO,  MICHIGAN 
GAAB,' HARRY  J,  LANSDOWNE,  PENNSYLVANIA 
PARRARD   JAMES  M,  VERO  BEACH,  FLORIDA 
gabriel!  roTert  CHRISTIAN,  YAPHANK  NEW  YORK 
rARRFL   WALTER  E.,  BURLINGTON,  WISCONSIN 
GABUZZl'  JOSEPH  M  CHAEL,  BELLWOOD,  ILLINOIS 
GACKOWSKl'jOHN  LOUIS   CLAYTON  CALIFORNIA 
r,AnACZ   STEPHEN  JOSEPH,  NIAGARA  FALLS,  NEW  YORK 
GADBAH   JAROLD  GEORGE,  LONG  BEACH,  CALIFORNIA 
GADD   PHILLIP  MAYNARD,  HELENA,  MONTANA 
GADDis   PHILIP  RANDALL,  HINONA,  MINNESOTA 
GAEKLE,  ROBERT  EDHARD,  HESTVILLE,  INDIANA 
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GAERTNER,  HAROLD  JAMES,  SEDALIA,  MISSOURI 
GAERTNER,  RICHARD  F,  HONOLULU,  HAHAII 

tt   GAFFNEY,  JOSEPH  M. ,  PALM  BEACH,  FLORIDA 

GAFFNEY,  ROBERT  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBI 
GAFFNEY,  HOODROH  T.,  SCITUATE,  RHODE  ISLAND 
GAGE,  MARSHALL  BURKITT,  N  MIAMI  BEACH,  FLORIDA 
GAGLIOLO,  JAMES  MICHAEL,  HELEN,  GEORGIA 
GAGNON,  RICHARD  ROLAND,  NASHUA,  NEH  HAMPSHIRE 
GAHAGANS,  BENNIE  STEPHEN,  STILLHATER,  OKLAHOMA 

tt   GAHIDE,  BENJAMIN  PAUL,  EAST  LANSING,  MICHIGAN 
GAILEY,  ANTHONY  K,  HAPEVILLE,  GEORGIA 
GAILEY,  PATRICK  JON,  EL  PASO,  TEXAS 
GAINER,  LARRY  WAYNE,  REDMOND,  HASHINGTON 

*  GAINES,  CHARLES  R,  HEMPSTEAD,  TEXAS 
GAINES,  JIMMIE  F,  JEFFERSON  CITY,  MISSOURI 

tt   GAINES,  LEONARD,  ALCOA,  TENNESSEE 

GAINEY,  EMERY  ARNETT,  GAINESVILLE,  FLORIDA 

*  GAISER,  ROBERT  S.,  JR,  INDEPENDENCE,  MISSOURI 

*  GAITAN,  DAVID,  HHARTON,  TEXAS 

*  GAJARSKY,  ROBERT  F,  FAIR  LAWN,  NEW  JERSEY 
tt   GAJEWSKI,  SYLVESTER  M. ,  HAUSAU,  WISCONSIN 

GALACIO,  SANDY  LOUIS,  SR,  WAYNE,  NEW  JERSEY 

GALANTI,  THOMAS  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

GALANTI,  VINCENT  ARMAND,  MINEOLA,  NEW  YORK 

GALAVIZ,  RAMON,  MILWAUKEE,  WISCONSIN 

tt   GALBAUGH,  FRANK  E,  NASHVILLE,  TENNESSEE 
GALBREAITH,  ROBERT  T.,  WEATHERFORD,  TEXAS 
GALBREATH,  RUSSELL  BENNETT,  SOUTH  GATE,  CALIFORNIA 
GALBRECHT,  FRANK  F,  OLATHe!  KANSAS 
GALE,  CHRISTOPHER,  LONDON,  ENGLAND 
GALEA,  JOHN  ALFERDIA,  NEW  YORK,  NEW  YORK 

tt   GALEENER,  HOWARD  RODNEY,  WARREN,  MICHIGAN 
GALEOTO,  PHILLIP  ALEXANDER,  RENO,  NEVADA 
GALES,  ROBERT  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GALETTI,  CHRISTOPHER  LINN,  NORRISTOWN,  PENNSYLVANIA 
GALFANO,  BARRY,  BROOKLYN,  NEW  YORK 
GALFY,  JAMES  TIMOTHY,  IRVINGTON,  NEW  JERSEY 
GALIE,  JAMES  C. ,  NIAGARA  FALLS,  NEW  YORK 
GALINDEZ,  ROBERTO  ARI,  CARACAS,  VENEZUELA 

*  GALINDO,  VALENTINE  RUBEN,  STERLING,  ILLINOIS 
GALL,  WARREN  STEVEN,  MYRTLE  BEACH,  SOUTH  CAROLINA 
GALLAGHER,  BRIAN  DEE,  DENVER,  COLORADO 
GALLAGHER,  CHRISTOPHER  JOHN,  WATSONVILLE,  CALIFORNIA 

t   GALLAGHER,  EUGENE  J.,  ALLENTOWN,  PENNSYLVANIA 
GALLAGHER,  GERALD  ALLEN,  FRESNO,  CALIFORNIA 
GALLAGHER,  GERARD  JAMES,  PHILADELPHIA,  PENNSYLVANIA 
GALLAGHER,  JAMES  ANTHONY,  KENNER,  LOUISIANA 

1   GALLAGHER,  JAMES  J.,  YAPHANK,  NEW  YORK 
GALLAGHER,  JAMES  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
GALLAGHER,  JOHN  FRANCIS,  SPRINGFIELD,  PENNSYLVANIA 
GALLAGHER,  JOHN  FRANCIS,  JR,  BOSTON,  MASSACHUSETTS 
PETER  JAMES,  EAST  GRAND  RAPIDS,  MICHIGAN 
THOMAS,  NEW  YORK,  NEW  YORK 
,  WALTER  JOSEPH,  ORLANDO,  FLORIDA 
GALLAGHER,  WILLIAM  JOSEPH,  WINNETKA,  ILLINOIS 
GALLAHER,  ERNEST  E,  PENDLETON,  OREGON 
GALLAHER,  JOHN  MICHAEL,  GREENSBURG,  PENNSYLVANIA 
GALLAHER,  RICHARD  A,  OAK  RIDGE,  TENNESSEE 
GALLANT,  DAVID  PAUL,  WEST  TRENTON,  NEW  JERSEY 
S^HI'  EDWARD  JOSEPH,  JR,  FITCHBURG,  MASSACHUSETTS 
GALLANT,  WILLIAM  A.,  TOMS  RIVER,  NEW  JERSEY 
GALLARDI,  JOHN  FRANK,  OCEANSIDE,  CALIFORNIA 
GALLARDO,  MANUEL  SAVALA,  LINCOLN,  NEBRASKA 
GALLE,  WILLIAM  G,  JR,  UTICA,  NEH  YORK 
GALLEGOS,  GILBERT  GUADALUPE,  ALBUQUERQUE,  NEW  MEXICO 
r^+^0Si„!?2NALD  DEAN-  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GALLEN,  ROBERT  JOHN,  HEST  CHESTER,  PENNSYLVANIA 
GALLEN,  SAMUEL  JOHN,  HATBORO,  PENNSYLVANIA 
GALLENSTEIN,  JOE  M,  LARGO,  FLORIDA 
GALLER,  JERRY  RAY,  LEHISVILLE,  TEXAS 
GALLET,  JULIEN  C,  CHICAGO,  ILLINOIS 
GALLETTO,  ROBERT  LESTER,  JR,  ALBANY,  NEH  YORK 
GALLI,  ROBERT  J,  RENO,  NEVADA 
GALLI,  ROBERT  MICHAEL,  RENO,  NEVADA 
GALLIANO,  CALVIN  J,  NEH  ORLEANS,  LOUISIANA 
GALLIGAN,  GORDON  KENNETH,  SAN  DIEGO,  CALIFORNIA 
GALLIVAN,  PATRICK  MICHAEL,  CLARENCE,  NEH  YORK 
GALLO,  LEONARD  LOUIS,  NEH  HAVEN,  CONNECTICUT 
GALLOHAY,  DANNY  FREMON,  CARROLLTON,  TEXAS 
GALLOHAY,  DAVID  D. ,  BROHNSBURG,  INDIANA 
GALLOWAY,  GERALD  LEE,  SOUTHERN  PINES,  NORTH  CAROLINA 
GALLOHAY,  JOHN  HILLIAM,  NORTHPORT,  ALABAMA 
GALLOHAY,  MARC  LAHRENCE,  LAKE  OSHEGO,  OREGON 
GALLOHAY,  THOMAS  CARVER,  DAYTONA  BEACH,  FLORIDA 
GALLUCCI,  JOSEPH  ANTHONY,  NEH  YORK,  NEH  YORK 
GALLUP,  THOMAS  MAX,  IDAHO  FALLS,  IDAHO 

pamu??1,  ,^Ek  FRANCIS>  ELMHOOD  PARK,  ILLINOIS 
GALLWAS,  JAMES  R,  TACOMA,  HASHINGTON 
GALT,  JOHN  A,  SAN  DIEGO,  CALIFORNIA 
GALVANONI,  RICHARD  J,  ROCKFORD,  ILLINOIS 

rA^fS'  1^1?  V^IW'    CARLISLE.  MASSACHUSETTS 
GALVIN,  JAMES  J,  SYRACUSE,  NEW  YORK 
GALVIN,  JAMES  J.,  ATLANTA,  GEORGIA 
GALVIN,  MICHAEL  S,  MONTPELIER,  VERMONT 
GALVIS  GALVIS,  VENANCIO,  BOGOTA,  COLOMBIA 
GAMACHE,  KENNETH  P,  MAKENA,  ILLINOIS 
GAMBINO,  ANTHONY  ALBERT,  MINEOLA,  NEH  YORK 
GAMBLE,  GRADY  L.,  ATLANTA,  GEORGIA 
GAMBLES,  SAMUEL  H,  HARRISBURG,  PENNSYLVANIA 
GAMBOA-CARTIN,  ARMANDO,  SAN  JOSE,  COSTA  RICA 
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160 
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41 
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tt   GAMBRILL,  MICHAEL  DARRELL,  TOHSON,  MARYLAND 
GAMEL,  BENJAMIN  GERALD,  MONTGOMERY,  ALABAMA 
tt   GAMINO,  JOSEPH  A.,  HOUSTON,  TEXAS 

*  GAMMELL,  LOU  H. ,  RENO,  NEVADA 
GAMMILL,  STEPHEN  PAUL,  COLUMBUS,  OHIO 

*  GAMMINO,  JACINTO  F.,  PHILLIPSBURG,  NEH  JERSEY 
GAMMON,  VIRGIL  MARTIN,  MURFREESBORO,  TENNESSEE 
GANCARZ,  HENRY  L,  HACKENSACK,  NEW  JERSEY 

tt   GANCARZ,  MICHAEL  JAMES,  GLOVERSVILLE,  NEH  YORK 
GANDURSKI,  JOSEPH  FRANCIS,  CHICAGO,  ILLINOIS 
GANG,  JOSEPH  AUGUSTUS,  BOULDER,  COLORADO 
GANGL,  PETER  HANS,  BERWYN,  PENNSYLVANIA 
GANGWER,  DAVID  GENE,  FREMONT,  OHIO 
GANIMA,  ALI  ABDEL,  CAIRO,  EGYPT 
GANJANARINTR,  PONPRASERT,  BANGKOK,  THAILAND 

tt   GANLEY,  THOMAS  FRANCIS,  LYNNFIELD,  MASSACHUSETTS 
GANN,  ARTHUR  ALLEN,  EVANSVILLE,  INDIANA 

*  GANN,  JOEL  D,  ATLANTA,  GEORGIA 
tt   GANNAWAY,  WILLIAM  P.,  DALLAS,  TEXAS 
tt   GANNON,  BERNARD  E,  PROVIDENCE,  RHODE  ISLAND 

GANNON,  JAMES  MICHAEL,  MORRISTOWN,  NEW  JERSEY 
GANNON,  JOSEPH  JUDE,  NEW  YORK,  NEH  YORK 
tt   GANNON,  MICHAEL  J.,  NORTH  OLMSTED,  OHIO 

GANNON,  PETER  FRANCIS,  SANTA  ANA,  CALIFORNIA 
tt   GANNON,  WILLIAM  FRANCIS,  REVERE,  MASSACHUSETTS 
GANS,  DAVID  ALLEN,  BELLEVUE,  HASHINGTON 
GANSEMER,  DUANE  G.,  PISMO  BEACH,  CALIFORNIA 
GANT,  ROBERT  WALLER,  LIBERTY,  MISSOURI 
GANT,  RODGER  LEE,  TEMPLE,  TEXAS 
GANTT,  G  WYATT,  MONTGOMERY,  ALABAMA 
GANTT,  MARK  WILLINGHAM,  III,  STOCKTON,  CALIFORNIA 
GANZ,  H.  THOMAS,  SACRAMENTO,  CALIFORNIA 
tt   GARABEDIAN,  CHARLES,  RUTHERFORD,  NEW  JERSEY 
GARAVAGLIA,  JOHN  VINCENT,  ARVADA,  COLORADO 
GARAY,  JOHN,  VISALIA,  CALIFORNIA 
GARBER,  CHARLES  MARION,  MEMPHIS,  MICHIGAN 
tt   GARBER,  CHARLES  PHILIP,  EL  LORO,  CALIFORNIA 
tt   GARBER,  JOHN  R. ,  CHICAGO,  ILLINOIS 

GARBERS,  RONALD  CLARENCE,  LOMBARD,  ILLINOIS 
GARBULSKI,  MICHAEL  L,  MOBERLY,  MISSOURI 
GARCIA  ALCOCER,  PERLA,  TLAXCALA,  MEXICO 
GARCIA  ALICEA,  VICTOR  M,  CABO  ROJO,  PUERTO  RICO 
GARCIA  HERNANDEZ,  TEOFILO,  SAN  JUAN,  PUERTO  RICO 
it   GARCIA  IGLESIAS,  ORLANDO,  HAVANA,  CUBA 
tt   GARCIA  ORTIZ,  CARLOS,  HATO  REY,  PUERTO  RICO 
GARCIA  TOVAR,  TOMAS  RICARDO,  PANAMA  CITY,  PANAMA 
GARCIA-AVILES,  JESUS  M. ,  SAN  JUAN,  PUERTO  RICO 
GARCIA-GRAULAU,  MANUEL  A,  SAN  JUAN,  PUERTO  RICO 
GARCIA,  BERARDO  ENRIQUE,  PANAMA  CITY,  PANAMA 
CARLOS  LUIS,  BROWNSVILLE,  TEXAS 
EDWARD  R,  WARREN,  MICHIGAN 
ENRIQUE  VECCHIO,  AUSTIN,  TEXAS 
I.  L.,  EL  PASO,  TEXAS 
JESUS  MANUEL,  SAN  JUAN,  PUERTO  RICO 
JOHN  B,  WHITERIVER,  ARIZONA 
JOHN  JOE,  BROOKSHIRE,  TEXAS 
JOSEPH  ANTHONY,  STOCKTON,  CALIFORNIA 
JUAN,  MIAMI,  FLORIDA 
JUAN  GOYO,  SEGUIN,  TEXAS 
,  JUAN  M,  SANTA  FE,  NEW  MEXICO 
GARCIA,  LUIS  ALBERTO,  NEW  ROCHELLE,  NEW  YORK 
GARCIA,  MANUEL  PALLAN,  JR,  EL  CENTRO,  CALIFORNIA 
GARCIA,  RONALD  ANTHONY,  HARRISBURG,  PENNSYLVANIA 
GARCIA,  RUBEN  CORONADO,  SAN  ANTONIO,  TEXAS 
GARD,  DENNIS  MARTIN,  BENICIA,  CALIFORNIA 
GARDENOUR,  LEONARD  OREN,  LOUISVILLE,  KENTUCKY 
GARDINER,  JAMES  MILTON,  SAN  LUIS  OBISPO,  CALIFORNIA 
GARDINER,  WILLIAM  H. ,  YAPHANK,  NEW  YORK 
GARDNER,  BEN  H. ,  MUSKEGON,  MICHIGAN 

CLARENCE  T,  CINCINNATI,  OHIO 
DAVID  CLINTON,  ELMIRA,  NEW  YORK 
JAMES  D,  JACKSON,  MISSISSIPPI 
JAY  WILLIAM,  VANDENBERG  AFB,  CALIFORNIA 
JERE  D.,  WISCONSIN  RAPIDS,  WISCONSIN 
,  JEROME  D,  CHENEY,  WASHINGTON 
GARDNER,  ROBERT  HARRY,  NEH  YORK,  NEH  YORK 
GARDNER,  ROBERT  PRESCOTT,  COUPEVILLE,  HASHINGTON 
GARDNER,  RUBEN  LAVERN,  ELIZABETHTOWN,  KENTUCKY 
GARDNER,  TERRILL  LEE,  FORT  LAUDERDALE,  FLORIDA 
GARDNER,  WESLEY,  NAPA,  CALIFORNIA 
GARDNER,  WILLARD  H. ,  HIGHLAND  PARK,  TEXAS 
GARDNER,  WILLIAM  PAYTON,  III,  DURANGO,  COLORADO 
GARDY,  FREDERICK  LAWRENCE,  NEW  ROCHELLE,  NEW  YORK 
GAREAU,  WILLIAM  EDWARD,  BAY  VILLAGE,  OHIO 
GARELIK,  SANFORD  D,  BROOKLYN,  NEW  YORK 
GAREWSKI,  JEFFREY  ALEXANDER,  WEST  HARTFORD,  CONNECTICUT 
GARFIELD,  LEO  C,  RICHMOND,  CALIFORNIA 
GARFIELD,  NEIL  M,  MIAMI,  FLORIDA 
GARFIELD,  WILLIAM  HENRY,  WOODBRIDGE,  CONNECTICUT 
GARGAN,  JOSEPH  PATRICK,  NEH  YORK,  NEH  YORK 
GARIFO,  MICHAEL  ROSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GARLAND,  JERIEL  STANLEY,  WASHINGTON,  DISTRICT  OF  COLUMB 
GARLINGTON,  JOHN  LEE,  TEMPE,  ARIZONA 
GARMAN,  GARY  DENZIL,  BUTLER,  PENNSYLVANIA 
GARMIRE,  BERNARD  LEWIS,  MIAMI,  FLORIDA 
GARMON,  ECIL  HILBURN,  JR,  CHEYENNE,  HYOMING 
GARNAND,  JOHN  A.,  DURANGO,  COLORADO 
GARNER,  ALFRED  HUME,  BURLINGTON,  NORTH  CAROLINA 
GARNER,  ARCHIE  LEON,  MARYVILLE,  TENNESSEE 
GARNER,  DAVID  H,  FORT  RILEY,  KANSAS 


GARCIA, 
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GARNER, 
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GARRETT, 
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GARRETT, 
GARRETT, 
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GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 


DERRELL  V,  AMARILLO,  TEXAS 
FRANCIS  C.,  LA  PLATA,  MARYLAND 
GARY  M,  GAINESVILLE,  GEORGIA 
GORDON  A,  COLUMBIA,  SOUTH  CAROLINA 
HERSCHEL  S.,  LITTLE  ROCK,  ARKANSAS 
JACK  E.,  JR,  SACRAMENTO,  CALIFORNIA 
JERRY  DEAN,  BURLINGTON,  NORTH  CAROLINA 
JOHN  LEE,  NORTH  LITTLE  ROCK,  ARKANSAS 
KENNETH  OTTO,  LOS  ANGELES,  CALIFORNIA 
LAWRENCE  JOE,  UNION  CITY,  TENNESSEE 
RANDALL  LYNN,  PEARLAND,  TEXAS 
ROBERT  WILLIAM,  METAIRIE,  LOUISIANA 
STUART  CAMERON,  RICHMOND,  VIRGINIA 
THERESA  ANN,  SOUTH  SALT  LAKE  CITY,  UTAH 
,  HILLIAM  MICHAEL,  NASHVILLE,  TENNESSEE 
GARNETT,  EDWARD  N,  JR,  CHARLESTON,  WEST  VIRGINIA 
GARNETT,  RODNEY  DAY,  JR,  HILLIARD,  OHIO 
GARRABRANT,  ROYDEN,  NYACK,  NEW  YORK 
GARRED   JESS  S.,  COLORADO  SPRINGS,  COLORADO 
GARRETT,  ANTHONY  DAVID,  ARDMORE,  OKLAHOMA 

CHARLES  RALPH,  GREENVILLE,  SOUTH  CAROLINA 
DUDLEY  W,  JR,  ST  AUGUSTINE,  FLORIDA 
FLOYD  LEE,  ODESSA,  TEXAS 
GREGORY  LYNN,  ALAMEDA,  CALIFORNIA 
JENNIFER  RAVEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
MYRON  CECIL,  ST.  JOSEPH,  MISSOURI 
PATTY  JAYE,  SUMTER,  SOUTH  CAROLINA 
PHILLIP  MITCHELL,  MOBILE,  ALABAMA 
RANDY  TROY,  MURFREESBORO,  TENNESSEE 
,  WAYNE  ANDREH,  RICHMOND,  VIRGINIA 
GARRETTE,  WILFRED  FRANCIS,  SALEM,  MASSACHUSETTS 
GARRICK,  MICHAEL  DWAYNE,  CHATOM,  ALABAMA 
GARRIDO,  PEDRO,  MADRID,  SPAIN 
GARRIGAN,  HOWARD  T,  OAKLAND,  CALIFORNIA 
GARRIS,  RUSSELL  B. ,  TALLAHASSEE,  FLORIDA 
GARRISON,  DUAINE  ARMON,  ISSAQUAH,  WASHINGTON 

FRED  V.,  JR,  SAN  ANDREAS,  CALIFORNIA 
JAMES  RUSSEL,  JOHNSON,  KANSAS 
KURT  ALAN,  WOOSTER,  OHIO 

MARGUERITE  CHERYL,  FORT  LEAVENWORTH  KANSAS 
NORMAN  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
.  ROGER  DALE,  CANTON,  GEORGIA 
GARRITY,  JOSEPH  E,  DENVER,  COLORADO 
GARRITY   PATRICK  JOSEPH,  CHICAGO,  ILLINOIS 
GARRITY   THOMAS  JOHN,  JR,  COLLINGSWOOD,  NEW  JERSEY 
GARRITY   WILLIAM  JOSEPH,  COLHYN,  PENNSYLVANIA 
GARROW,  RICHARD,  BURLINGTON,  VERMONT 
GARSIDE,  JAMES  FRANCIS,  MINEOLA,  NEW  YORK 
GART  N,  HERCIL  H. ,  HUNTINGTON,  WEST  VIRGINIA 
GARTLAND   JAMES  FRANCIS,  II.  LA  PLATA,  MARYLAND 
GARTNER,  GORDON  HOWARD,  PAYSON,  ARIZONA 
GARTON,  DENNIS  CLAY,  RED  BLUFF,  CALIFORNIA 
GARVALE,  THOMAS  ANTHONY,  NORTHVILLE,  MICHIGAN 
GARVER,  STEVEN  WARNER,  SR,  ALTAMONTE  SPRINGS,  FLORIDA 
MICHAEL  LOUIS,  ROCKVILLE,  MARYLAND 
BRIAN  STEEL,  ST  JOHN'S,  CANADA 
EDWARD  C,  NATICK,  MASSACHUSETTS 
,  STANLEY  S,  MARTINEZ,  CALIFORNIA 
GARWOOD,  GEORGE  D.,  SALINAS,  CALIFORNIA 
GARY,  ALLEN  JAMES,  CONWAY,  ARKANSAS 
GARY,  TED  JAMES,  JENNINGS,  LOUISIANA 
GARZA,  MARIA  CONCEPCION,  MISSION,  TEXAS 
GARZELLI,  BERT  HOWARD,  DELANO,  CALIFORNIA 
GASCHO,  ROGER  STEPHEN,  KNOXVILLE,  TENNESSEE 
GASCOYNE,  JACK  W,  BARBERTON,  OHIO 
GASKILL,  KELLY  E.,  GERING,  NEBRASKA 

ATLAS  LEROY,  ROANOKE,  VIRGINIA 
GARY  MICHAEL,  MORGANTOWN,  WEST  VIRGINIA 
JAMES  MICHAEL,  SCOTTSBLUFF,  NEBRASKA 
,  GARY  LEE,  LAKEWOOD,  NEW  JERSEY 
GASTON,  JAMES  DENVER,  CARROLLTON,  GEORGIA 
GASTON   JAMES  RICKY, 'gULFPORT,  MISSISSIPPI 
GASTON   RANDALL  WALLACE,  ANAHEIM,  CALIFORNIA 
GATAA,  SALEM  MOHAMED,  TUNIS,  TUNISIA 
GATCH,  DURBIN  CLAUD,  CASSELBERRY,  FLORIDA 
GATDULA,  MAGTANGGOL  BORCA,  MANILA,  PHILIPPINES 
GATES,  BRADLEY  L.,  SANTA  ANA,  CALIFORNIA 
DAVID  RICHARD,  LINCOLN,  NEBRASKA 
EDWARD  MASON,  JR,  MOUNTAIN  BROOK,  ALABAMA 
GEORGE  S.,  WHITE  PLAINS,  NEW  YORK 
KENNETH  EDWARD,  BONNER  SPRINGS,  KANSAS 
ROY  P.,  BURLINGTON,  VERMONT 
STEPHEN  KENT,  LINCOLN,  NEBRASKA 
GATEWOOD,  ALBERT  D,  MARKS,  MISSISSIPPI 
GATEWOOD,  RANDY,  MEMPHIS,  TENNESSEE 
GATEWOOD,  RONNY  L,  LITTLE  ROCK,  ARKANSAS 
GATLIFF,  WILLIAM  J.,  BROWNSVILLE,  TEXAS 
GATTA,  ROCCO  J,  MINEOLA,  NEW  YORK 
GATTIE,  THOMAS  H,  JR,  FRESNO,  CALIFORNIA 
GATTIS   MORRIS  G. ,  FORREST  CITY,  ARKANSAS 
GAUB   MICHAEL  JAY,  GLENDIVE,  MONTANA 
GAUDET   FREDERIC  HATHEW,  BUCKHANNON,  WEST  VIRGINIA 
GAUL,  CAROLE,  NEW  YORK,  NEW  YORK 
GAUL,  THOMAS  ROBERT,  CLEVELAND,  OHIO 
GAUL   WOODRUFF  A.,  JR.,  ENDICOTT,  NEW  YORK 
GAULT.  GALE  G,  TALLMADGE,  OHIO 
GAUNTT,  RICHARD  H. ,  BRIDGETON,  NEW  JERSEY 
CAUSE   WILLIAM  RANDLE,  ANCHORAGE,  ALASKA 
GAUSLINE,  RAYMOND  CHARLES,  ELKLAND  BORO,  PENNSYLVANIA 
GAUTHIER,  DALE  A.,  OLD  TOWN,  MAINE 
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GAUTHIER,  LAWRENCE  J,  ST.  MARTINVILLE,  LOUISIANA 
GAUTHIER,  PHILIPPE,  PARIS,  FRANCE 
GAUTHIER,  RICHARD  JOHN,  TORONTO,  CANADA 
GAUTHIER,  RONALD  JOHN,  STOW,  OHIO   1-11„,illl 
GAUTREAUX,  SIDNEY  JOSEPH,  I,  BAKER,  LOUISIANA 
GAVITT,  WILLIAM  CHARLES,  NEW  LONDON,  CONNECTICUT 
GAVNEY,  ROBERT  EUGENE,  INGLEWOOD,  CALIFORNIA 
GAVRILIS,  JOHN  ELEFTHERIOS,  BALTIMORE,  MARYLAND 
GAWRYCH,  WALTER  J.,  NORTH  HAVEN,  CONNECTICUT 
GAY,  GREGORY  SCOTT,  FRANKFORT,  KENTUCKY 
GAY,  R.  L.,  RALEIGH,  NORTH  CAROLINA 
GAY,  ROBERT  M. ,  JR.,  SAVANNAH,  GEORGIA 
GAYDER,  FREDRICK  E,  SOUTH  ORANGE,  NEW  JERSEY 
GAYLORD,  DAVID  J.,  BROCKPORT,  NEW  YORK 
GAZSO,  GABRIEL,  CARACAS,  VENEZUELA 
GEAGAN,  JOHN  F,  BOSTON,  MASSACHUSETTS 
GEAGAN,  PATRICK  JAMES,  EAGAN,  MINNESOTA 
GEARTY,  TIMOTHY  A.,  NEWARK,  NEW  JERSEY 
GEARY,  DAVID  PATRICK,  RICHMOND,  VIRGINIA 
GEBERTH,  VERNON  JAMES,  NEW  YORK,  NEW  YORK 
GEE,  DAVID  ALLEN,  TAMPA,  FLORIDA   .„„..„,, 
GEE  JERRY  WILLARD,  FORT  BELVOIR,  VIRGINIA 
GEE,  JOHN  CLIFTON,  MODESTO,  CALIFORNIA 

GEE,  LUTHER  GALE,  BAY  MINETTE,  ALABAMA 

GEERKIN,  THOMAS  CHARLES,  KENMORE,  NEW  YORK 
GEFFKEN,  FREDERICK  R. ,  SPARTA,  NEW  JERSEY 
GEHEN   EDWARD  FRANCIs!  JR,  WEST  SENECA,  NEW  YORK 
GEHRKE,  CLARENCE  E.,  WAUSAU,  WISCONSIN 
GEIBEN,  BERNARD  JOHN,  LUXEMBOURG  VILLE,  LUXEMBOURG 
GEIER,  JAMES  GARY,  LOGAN,  UTAH 
GEIGER,  DEBORAH  LOUISE,  CARLISLE,  PENNSYLVANIA 
GEIGER  JESSE  VALENTINE,  INDIALANTIC,  FLORIDA 
GEIGER,  OTTO,  MINEOLA,  NEW  YORK 
!  GEISLER,  EDWARD  E,  ELLICOTT  CITY,  MARYLAND 
:  GEISLER  MITCHEL  F.,  JR.,  GARDEN  CITY,  KANSAS 
GEISTWHITE,  RICHARD  SIMON,  SALEM,  OREGON 
GELDRICH,  JOSEPH  FRANCIS,  POLSON,  MONTANA 
GELLATLY,  DAVID  M,  SAVANNAH,  GEORGIA 
GELLNER,  WILLIAM  WAYNE,  TALLAHASSEE   FLORIDA 
GELO,  LAWRENCE  CARL,  GUILFORD,  CONNECTICUT 
GEMME,  GARY  JOSEPH,  WORCESTER,  MASSACHUSETTS 
GENDALIA,  FRANK,  PORT  CHESTER,  NEW  YORK 
GENDLER,  STEVEN  CHARLES,  FOUNTAIN  HILLS,  ARIZONA 
GENDRON,  FRED  LEE,  RYE,  NEW  YORK 
1   GENDRON,  JOSEPH  WILLIAM,  GREECE,  NEW  YORK 
GENDUSA,  DEAN  C,  ADDISON,  ILLINOIS 
GENENS,  JOHN  BART,  ROCKFORD,  ILLINOIS 
GENIER  JOSEPH  THOMAS,  ROCHESTER,  NEW  YORK 
GENSHEIMER,  JOHN  PHILIP,  LEXINGTON,  KENTUCKY 
GENSLER,  GEORGE  D,  GONZALES,  LOUISIANA 
tt   GENTLE,  GARY  S,  ARLINGTON,  VIRGINIA 
tt   GENTNER.  JAMES  C,  PHOENIX,  ARIZONA 

GENTRY  ALLEN  GRAY,  WINSTON-SALEM,  NORTH  CAROLINA 
HENRY  H.,  ALCOA,  TENNESSEE 
KYLE  M.,  WILKESBORO,  NORTH  CAROLINA 
LARRY  HURST,  LITTLE  ROCK,  ARKANSAS 
THOMAS  DALE,  HEBRON,  KENTUCKY 
GENTZLER,  KEITH  A.,  WORLAND,  WYOMING 
GENUNG,  DONALD  S.,  CLEARWATER,  FLORIDA 
GEORGANTAS,  ROBERT  W. ,  JOLIET,  ILLINOIS 
GEORGE,  ALBERT  ARTHUR,  LONG  BEACH  CALIFORNIA 
GEORGE  DAVID  LORWYN,  GEORGETOWN,  GUYANA 

DENNIS  ANTHONY,  ST.  LOUIS,  MISSOURI 

DONALD  MATTHEW,  BROADVIEW,  ILLINOIS 

ERIC  DOUGLAS,  SANTA  BARBARA,  CALIFORNIA 

GARY  DWIGHT,  INDEPENDENCE,  MISSOURI 

JOHN  A,  DAVIE,  FLORIDA 

JOSEPH  A.,  EAST  ORANGE,  NEW  JERSEY      .,,.„_ 

KENNETH  BRIGHAM,  SOUTH  KINGSTOWN,  RHODE  ISLAND 

MICHAEL  PHILLIP,  SALT  LAKE  CITY,  UTAH 

peter  a.,  beverly  hills,  california 
theodore,  aurora,  ohio 
timothy  james,  medford,  oregon 
,  william  c,  columbus,  ohio 
g  SrgettY,  justin!  westwood  new  jersey 

GERACE,  DANIEL  DOMINIC,  DEKALB,  ILLINOIS 

GERACI   MICHAEL  NICHOLAS,  LATHAM,  NEW  YORK 

G  RAGHTY  MKHAEL  JAMES,' NEW  YORK  NEW  YORK 

GERALD,  ROCKY  EARL,  BOGALUSA,  LOUISIANA 

r.FRAI  DO  RENE  GAUME,  LA  PAZ,  MEXICO 

fFRAIDS   SILAS  MCCRAY,  JR,  BATON  ROUGE,  LOUISIANA 

GERARD  'PAULT.?jS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

GFRBER*  DENNIS  E,  RENTON,  WASHINGTON 

!  ROBERT  BENDIX,  ill,  SACRAMENTO  CALIFORNIA 
GERCHAK,  RALPH  EDWARD,  NEW  YORK,  NEW  YORK 
GERDES,  DAVID  LAWRENCE,  JOLIET,  ILLINOIS 
GERDING,  GERALD  W.,  TOLEDO,  OHIO 
GERDS  CHARLES  F.,  DETROIT,  MICHIGAN 
GERHART   JOHN  ALFRED,  DOYLESTOWN,  PENNSYLVANIA 
gIrICKE  PETER  ANTHONY,  SPRINGFIELD,  ILLINOIS 
GERNGER,  JAMES  L,  KIRKWOOD,  MISSOURI 
r  n  „T   ROBERT  FRANCIS,  DARBY,  PENNSYLVANIA 
GERK?  'HRLIAM  NELSON;' WASHINGTON,  DISTRICT  OF  COLUMBIA 
GFRIACH  CHARLES,  CLINTON,  PENNSYLVANIA 

'  DOUGLAS  NEIL,  EDWARDS  AFB,  CALIFORNIA 

NORMAN  HAROLD,  JR,  BIG  LAKE,  MINNESOTA 

DONALD  BRYAN,  FORT  WORTH,  TEXAS 

lawrence  john,  st.  clair  shores,  michigan 
g  rn;nSt,Lfranci!  john!  Minneapolis  Minnesota 

GERRANS,  ARTHUR  WILLIAM,  FAIRFIELD,  CALIFORNIA 
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GERRARD,  GRAEME  EDHARD  -  GIULIANI,  OTTO  WILLIAM 
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127  / 
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53  * 
182 
130 

75  A 
187 
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130 
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74  tt 
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57  tt 
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GERRARD,  GRAEME  EDHARD,  CHESTER,  ENGLAND 

GERST,  CLIFFORD  JOHN,  JR,  SAN  CARLOS,  CALIFORNIA 

GERSTMEYER,  DENNIS  GERARD,  PROVIDENCE,  RHODE  ISLAND 

GERHENS,  JOSEPH  CARTER,  FORT  LAUDERDALE,  FLORIDA 

GESELL,  HAROLD  J.,  DES  MOINES,  IOHA 

GESHEL,  JOSEPH  JOHN,  JR,  LANSING,  MICHIGAN 

GESSNER,  JACOB  E.,  ROCKFORD,  ILLINOIS 

GETSINGER,  JOHNNY  HILLIAM,  ANDERSON,  SOUTH  CAROLINA 

GETTY,  THEODORE  RUSSELL,  ROCKFORD,  ILLINOIS 

GETTYS,  DONALD  EDWARD,  YORK,  PENNSYLVANIA 

GEYER,  ELMER  H. ,  SANTA  CRUZ,  CALIFORNIA 

GEYER,  GEORGE  WILLIAM,  JR.,  MIAMI,  FLORIDA 

GEYER,  HOWARD  E.,  GRIDLEY,  CALIFORNIA 

GHAFFUR,  TARIQUE  MOHAMMED,  LEICESTER,  ENGLAND 

GHAZALI,  MOHD.,  KUALA  LUMPUR,  MALAYSIA 

GHERASIM,  WILLIAM  STEVEN,  TORONTO,  CANADA 

GHODBANE,  SLAHEDDINE,  TUNIS,  TUNISIA 

GHODOUSSI,  SHAHROKH,  TEHRAN,  IRAN 

GHOLSON,  ROBERT  L,  BOISE,  IDAHO 

GIACOMOZZI,  FRANCIS  L.,  KILLEEN,  TEXAS 

GIACOPELLI,  PETE,  BRENTWOOD,  MISSOURI 

GIACOPPO,  MICHAEL  DOMINIC,  CAMBRIDGE,  MASSACHUSETTS 

GIAKOVIS,  IKAROS,  THESSALONIKI ,  GREECE 

GIAMMATTEI,  JAMES  FRANK,  BRIDGEPORT,  CONNECTICUT 

GIAMMICHELE,  JOSEPH  RALPH,  ELMIRA,  NEW  YORK 

GIAMPA,  VINCENT  JOHN,  LA  PALMA,  CALIFORNIA 

GIANNETTO,  JOSEPH,  NEW  YORK,  NEW  YORK 

GIANNONE,  DONALD  CHARLES,  TEANECK,  NEW  JERSEY 

GIANNOTTI,  CARL  C,  NEW  HAVEN,  CONNECTICUT 

GIARDINA,  LOUIS  RUSSELL,  BUFFALO,  NEW  YORK 

GIARDINA,  NICHOLAS  JAMES,  BELLEVUE,  WASHINGTON 

GIARRUSSO,  JOSEPH  I.,  NEW  ORLEANS,  LOUISIANA 

GIBB,  WILLIAM  ROSS,  CLEVELAND,  OHIO 

GIBBONS,  GARY  FRANK,  OKEMOS,  MICHIGAN 

GIBBONS,  MICHAEL,  SALINAS,  CALIFORNIA 

GIBBONS,  PAUL  J,  JR,  GLASTONBURY,  CONNECTICUT 

GIBBS,  ARNOLD  ALEXANDER,  CAPE  CORAL,  FLORIDA 

GIBBS,  HAROLD  E.,  JR.,  OGDEN,  UTAH 

HAROLD  MASON,  WAYCROSS,  GEORGIA 
KELLY,  LANDOVER,  MARYLAND 
LANDON  SHERWOOD,  RICHMOND,  VIRGINIA 
SULLIVAN  GRANT,  GREENVILLE,  NORTH  CAROLINA 
GIBNEY,  JAMES,  BETTENDORF,  IOWA 
GIBSON,  BERNARD  WAYNE,  ZANESVILLE,  OHIO 

BRYAN  WILLIAM,  WELLINGTON,  NEW  ZEALAND 
CALEB  LELAND,  SR,  BARSTOW,  CALIFORNIA 
CARLOS  ELMER,  FRANKFORT,  KENTUCKY 
CHARLES  WILLIAM,  SELMA,  ALABAMA 
EDWARD  C,  MEADVILLE,  PENNSYLVANIA 
GREGORY  LEWIS,  MOORESVILLE,  NORTH  CAROLINA 
JACK  R,  SAN  BRUNO,  CALIFORNIA 
KEVIN  WAYNE,  LAFAYETTE,  INDIANA 
LEWIS  J.,  FAIRBANKS,  ALASKA 
MELVIN,  PHILADELPHIA,  MISSISSIPPI 
NEWSOM  J,  JR,  BAKER  CITY,  OREGON 
RICHARD  M.,  TORONTO,  CANADA 
ROBERT  JOHN,  TUCSON,  ARIZONA 
ROBERT  WAYNE,  GREENSBORO,  NORTH  CAROLINA 
RONALD  JEROME,  LEESBURG,  VIRGINIA 
,  WADE  J.,  GREENSBORO,  NORTH  CAROLINA 
GIBSON,  WILLIAM  C,  COLUMBIA,  SOUTH  CAROLINA 
GIBSON,  WILLIAM  CHALMER,  WESTPORT,  WASHINGTON 
GIBSON,  WILLIAM  D.,  LITTLE  ROCK,  ARKANSAS 
GIDDENS,  MICHAEL  EARL,  AUGUSTA,  GEORGIA 
GIDEON,  RAYMOND  A,  FORT  OGLETHORPE,  GEORGIA 
GIDEON,  V  WAYNE,  MIDLAND,  TEXAS 

GIEGLING,  KENNETH  WAYNE,  SIOUX  FALLS,  SOUTH  DAKOTA 
GIELOW,  CHARLES  P.,  ELKO,  NEVADA 
GIELOW,  WILLIAM  EARL,  MILWAUKEE,  WISCONSIN 
GIERUT,  JEROME  JOHN,  CHICAGO,  ILLINOIS 
GIESE,  JOHN  THOMAS,  ELKHORN,-  WISCONSIN 
GIESE,  PETER  HERMAN,  ENFIELD,  NEW  HAMPSHIRE 
GIESSELMANN,  RONALD  RAY,  FREMONT,  NEBRASKA 
GIFFORD,  CHARLES  B.,  RAHWAY,  NEW  JERSEY 

FLOYD  RONALD,  MUSKEGO,  WISCONSIN 
MARVIN  P,  YANKTON,  SOUTH  DAKOTA 
.  WILLIAM  DAVID,  ANCHORAGE,  ALASKA 
GIGANTI,  ANTHONY  DAVID,  DETROIT,  MICHIGAN 
GIGER,  GERALD  DEE,  CANBY,  OREGON 
GIGIKOS,  JOHN,  AURORA,  COLORADO 
GIGLI,  KENNETH  J.,  FORT  WAYNE,  INDIANA 
GIGLIO,  JOSEPH  THOMAS,  SR,  HAHNVILLE,  LOUISIANA 

rf?B«ITI,!,.,F?oJ!K,  9AA  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GILBERT,  DALTON  LADELL,  HURST,  TEXAS 

DANIEL  E.,  RALEIGH,  NORTH  CAROLINA 
DARREL  L.,  EL  PASO,  TEXAS 
DAVID  EARL,  SOMERSET,  KENTUCKY 
DAVID  MYRON,  MARION,  INDIANA 
.  DON  ALLEN,  NORTH  LITTLE  ROCK,  ARKANSAS 
GILBERT,  DWAYNE  W.  ,  MACON,  GEORGIA     A^ANbA:» 
GILBERT,  EDWARD  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
FRANK  CHARLES,  WORTH,  ILLINOIS 
GEORGE  S.,  ANN  ARBOR,  MICHIGAN 
GREGORY  ALAN,  FORT  ATKINSON,  WISCONSIN 
HAROLD  DAVID,  LITTLE  ROCK,  ARKANSAS 
LAURENT  F,  LEWISTON,  MAINE 
.  MAX  A.,  NEWTON,  KANSAS 
GILBERT,  RAMONE,  GAINESVILLE,  GEORGIA 
*  GILBERT,  ROBERT  F.,  LACONIA,  NEW  HAMPSHIRE 
tt   GILBERT,  WARREN  S. ,  CORAL  SPRINGS,  FLORIDA 
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GILBERTSON,  JAMES  CRAIG,  FAIRFAX,  VIRGINIA 
GILBREATH,  WEST  C,  LAS  CRUCES,  NEW  MEXICO 
GILBRIDE,  HOLLYE  CHAMPION,  RIVERHEAD,  NEW  YORK 
GILCHRIST,  JAMES  J,  TOPEKA,  KANSAS 

GILDEA,  PATRICK  FRANCIS,  HUNTINGTON  BEACH,  CALIFORNIA 
GILDESGARD,  KEITH  M,  MEDFORD,  OREGON 
GILDON,  DIXIE  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GILES,  ANDERSON  B,  JR,  SAVANNAH,  GEORGIA 
GILES,  NICHOLAS  EDWIN,  BUTLER,  GEORGIA 
GILES,  RICHARD  KELLY,  TEXARKANA,  ARKANSAS 
GILES,  ROBERT  EDWIN,  BURBANK,  CALIFORNIA 
GILES,  SCOTT  EDWARD,  SPRINGFIELD,  ILLINOIS 
GILES,  TINA  MARIE,  EAST  HAMPTON,  NEW  YORK 
GILFILLAN,  CLAUDE  M,  COOS  BAY,  OREGON 
GILHOOLEY,  WILLIAM  MICHAEL,  KINGSTON,  PENNSYLVANIA 
GILKINSON,  WILLIAM  JOHN,  TUCSON,  ARIZONA 
GILL,  DOUGLAS  MORGAN,  BELLINGHAM,  WASHINGTON 
GILL,  JAMES  AUGUSTINE,  MIDDLETOWN,  CONNECTICUT 
GILL,  JAMES  KEITH,  INDIANAPOLIS,  INDIANA 
GILL,  JOHN  J,  UPPER  DARBY,  PENNSYLVANIA 
GILL,  LEON  JACKSON,  JR,  TALLAHASSEE,  FLORIDA 
GILL,  PAULA  CHAPMAN,  POLSON,  MONTANA 
GILL,  ROBERT  FRANCIS,  NEW  YORK,  NEW  YORK 
GILL,  ROBERT  L,  BATON  ROUGE,  LOUISIANA 
GILL,  SANDRA  JOAN,  SEATTLE,  WASHINGTON 
GILL,  SMYTH  R.,  SR.,  PENSACOLA,  FLORIDA 
GILL,  TIMOTHY  D,  CHESTER,  PENNSYLVANIA 
GILL,  WILLIAM  MARK,  BELLINGHAM,  WASHINGTON 
n   GILLARD,  GEORGE  E,  OLD  BRIDGE,  NEW  JERSEY 
GILLE,  LARRY  JAMES,  GREEN  BAY,  WISCONSIN 
GILLELAND,  DENNIS  JAY,  CUSHING,  OKLAHOMA 
GILLELAND,  RICHARD  MAXWELL,  NASHVILLE,  TENNESSEE 
GILLESPIE,  DONALD  GUY,  ROCK  HILL,  SOUTH  CAROLINA 

*  GILLESPIE,  E.  M.,  BLACKWELL,  OKLAHOMA 
GILLESPIE,  JAMES  CORBETT,  SAN  JOSE,  CALIFORNIA 
GILLESPIE,  JAMES  HARDING,  J,  SALT  LAKE  CITY,  UTAH 

tt   GILLESPIE,  JOSEPH  E,  ALBANY,  NEW  YORK 
GILLESPIE,  JULIE  ANN,  AUSTIN,  TEXAS 
GILLESPIE,  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
GILLESPIE,  RICHARD  DALE,  ELKINS,  WEST  VIRGINIA 

*  GILLESPIE,  RICHARD  G. ,  WARRENSBURG,  MISSOURI 
GILLETTE,  ALFRED  MICHAEL,  KULPSVILLE,  PENNSYLVANIA 

*  GILLETTE,  EVERETT  E.,  EDINA,  MINNESOTA 

*  GILLETTE,  FAY,  TOOELE,  UTAH 
GILLETTE,  TERRY  D. ,  MONROE,  CONNECTICUT 
GILLEY,  RICKEY  DON,  MIDLAND,  TEXAS 

*  GILLIAM,  HAYWARD,  FRANKFORT,  KENTUCKY 
GILLIAM,  JOEL  T.,  DETROIT,  MICHIGAN 

tt   GILLIGAN,  CHARLES  W. ,  BOSTON,  MASSACHUSETTS 

GILLIKIN,  STEVEN  HAROLD,  SMITHFIELD,  NORTH  CAROLINA 
GILLINGER,  ROGER  WAYNE,  FORT  WORTH,  TEXAS 
GILLIS,  VICTOR  E.,  GRAND  RAPIDS,  MICHIGAN 
GILLMAN,  RODNEY  EARL,  FOUNTAIN  VALLEY,  CALIFORNIA 
GILLNER,  EWALD  GEORG,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GE 
GILLO,  MICHAEL  CHARLES,  FORT  LAUDERDALE,  FLORIDA 

tt   GILLUM,  HOWARD  R.,  ASHLAND,  KENTUCKY 

tt   GILMAN,  CECIL  H.  ,  MOSES  LAKE,  WASHINGTON 
GILMAN,  SCOTT  MALCOLM,  FARGO,  NORTH  DAKOTA 

tt   GILMARTIN,  JAMES  J,  NEW  YORK,  NEW  YORK 
GILMARTIN,  JOHN  FRANCIS,  NEW  YORK,  NEW  YORK 
GILMORE,  CHARLES  H,  FLINT,  MICHIGAN 
GILMORE,  CLAYTON  ESTES,  MOUNTAIN  BROOK,  ALABAMA 
GILMORE,  ELMER  J.,  CELINA,  OHIO 
GILMORE,  JAMES  MARVIN,  FOND  DU  LAC,  WISCONSIN 

If   GILMORE,  JAMES  R.  ,  BENBROOK,  TEXAS 

t   GILMORE,  ROLLAND  F,  TACOMA,  WASHINGTON 
GILMORE,  STEVEN  JAY,  MADISON,  WISCONSIN 
GILPIN,  EDWARD  CHARLES,  NEW  YORK,  NEW  YORK 

/  GILPIN,  HENRY  E.,  SALINAS,  CALIFORNIA 
GILREATH,  HAROLD  EDWARD,  KINGSPORT,  TENNESSEE 
GILSON,  PHILLIP  VANCE,  ANCHORAGE,  ALASKA 
GILTZOW,  FREDERIC  WILLIAM,  CALDWELL,  NEW  JERSEY 
GINALDI,  ANTHONY  D. ,  PHILADELPHIA,  PENNSYLVANIA 
GINARES  ARRUDES,  WINLSON  AMICA,  MONTEVIDEO,  URUGUAY 
GINEX,  RICCARDO  FRANCIS,  DOWNERS  GROVE,  ILLINOIS 
GINGELL,  GARY  KINGSLEY,  CLEVELAND,  OHIO 
GINGERY,  DAVID  WILLIAM,  OAKLAND,  CALIFORNIA 
GINN,  MARK  ANDREWS,  CORAL  GABLES,  FLORIDA 
GINOW,  CHARLES  DANIEL,  II,  LEXINGTON,  MISSOURI 
GIOIELLI,  ANTHONY  JOSEPH,  VINELAND,  NEW  JERSEY 

I   GIORDANO,  ALFONZO  J,  PHILADELPHIA,  PENNSYLVANIA 
GIORDANO,  THOMAS  ERNEST,  NEW  BRUNSWICK,  NEW  JERSEY 
GIORDANO,  WILLIAM  ERIC,  CLARKSBORO,  NEW  JERSEY 
SJ25510  F0X-  PATRICIA  ELLEN,  PHILADELPHIA,  PENNSYLVANIA 
GIORGIO,  TONY,  NEW  YORK,  NEW  YORK 
GIOVANNELLI,  RAYMOND  L,  NILES,  ILLINOIS 

I  GIOVANNINI,  JAMES  R,  OLYMPIA,  WASHINGTON 
GIRARD,  FRANCIS  E.,  AVON  LAKE,  OHIO 
GIRARD,  TIMOTHY  VINCENT,  PORT  ORANGE,  FLORIDA 
GIRDNER,  DEAN  CARLYLE,  JR,  CHULA  VISTA,  CALIFORNIA 
GIROD,  ARTY  EMILE,  RAYMOND,  MISSISSIPPI 
GIRVAN,  JOHN,  NEWMARKET,  CANADA 
GISLER,  ROBERT  L,  REFUGIO,  TEXAS 
GIST,  WALTER  E.,  KENSINGTON,  CALIFORNIA 
GITCHELL,  GARY  WESLEY,  WEST  MEMPHIS,  ARKANSAS 
GITTENS,  MILAN  D,  NASSAU,  BAHAMAS 
GITTINGS,  CASSIN  BENNETT,  ANNAPOLIS,  MARYLAND 
GIUDICE,  DOMINIC  WILLIAM,  JR,  MONROE,  NEW  YORK 
GIUFFREDA,  RICHARD  A.,  DEERFIELD  BEACH,  FLORIDA 
GIULIANI,  OTTO  WILLIAM,  BENICIA,  CALIFORNIA 
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GIULIANO,  ALESSANDRO,  NAPOLI,  ITALY        _ 

GIULINI,  BRUNO  L.,  JR,  SOUTH  HINDSOR,  CONNECTICUT 

GIUSTINO,  DANIEL  STEVEN,  PLANTATION,  FLORIDA 

GIVENS,  DANIEL  GERALD,  EL  CERRITO,  CALIFORNIA 

GIVENS,  DANIEL  NELSON,  ARKANSAS  CITY,  KANSAS 

GIVOGUE,  LUC  LEO,  OTTAHA,  CANADA 

GLAD,  CLAUDE  DAVID,  SALT  LAKE  CITY,  UTAH 

GLADIEUX,  MERL  A.,  TOLEDO,  OHIO 

GLADIN,  EUGENE  B,  JR,  GAINESVILLE,  FLORIDA 

GLANDON,  TERRY  DWIGHT,  DAVENPORT,  IOHA 

GLANZ,  STANLEY  D,  TULSA,  OKLAHOMA 

GLASCOTT,  THOMAS  M. ,  BUFFALO,  NEH  YORK 

GLASER,  EDHARD  FRANCIS,  JR,  VERO  BEACH,  FLORIDA 

GLASGOH,  JAMES  F.,  CALERA,  ALABAMA 

GLASS,  CARL  LAWRENCE,  PEASE  AFB,  NEW  HAMPSHIRE 

CHARLES  M.,  LYNCHBURG,  VIRGINIA 

DONALD  EUGENE,  JR,  ORLANDO,  FLORIDA 

JOHN  D,  JUNEAU,  ALASKA 

TED  FOSTER,  BRONSON,  FLORIDA 

ROBERT  E.,  LITTLE  ROCK,  ARKANSAS 

JOHN  JAMES,  SR,  WALL  TOWNSHIP,  NEW  JERSEY 
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GLASSGOW,  DE  WAYNE,  RAPID  CITY,  SOUTH  DAKOTA 
GLAUS,  RICHARD  LEE,  SANTA  BARBARA,  CALIFORNIA 
GLAZIER,  GARY  LEE,  CINCINNATI,  OHIO 

DENNIS  GERARD,  HAMBURG,  NEW  YORK 
FRANK  W,  MIDDLETOWN,  NEW  JERSEY 
GARY  WAYNE,  SAN  DIEGO,  CALIFORNIA 
HORACE  L.,  JR.,  WAYNESBORO,  VIRGINIA 
JAMES  CHARLES,  GOLDENDALE,  WASHINGTON 
JOHN  C,  SANTA  CRUZ,  CALIFORNIA 
JOHN  NORMAN,  BATAVIA,  NEW  YORK 
MARK  BRYCE,  SPRINGFIELD,  ILLINOIS 
MICHAEL  LESTER,  BOTHELL,  WASHINGTON 
RICHARD  A,  LANSING,  MICHIGAN 
HILLIAM  J,  IMPERIAL,  NEBRASKA 
JOHN  CHRISTOPHER,  SAN  FRANCISCO,  CALIFORNIA 
,  ROBERT  PHILLIP,  FORT  MEADE,  MARYLAND 
GLEMBOSKI,  GARY  JOSEPH,  SAVANNAH,  GEORGIA 
GLEN,  JAY  SHERWOOD,  ANTIOCH,  CALIFORNIA 
GLENDENING,  DALE  LEROY,  TAFT,  CALIFORNIA 
GLENN,  CLARENCE  LEON,  ARTESIA,  NEW  MEXICO 
GLENN,  DALE  MYRON,  COLUMBUS,  OHIO  utpp/midt 
GLENN   FRED  ANTHONY,  SPRINGFIELD,  MISSOURI 
GLENN   JOHN  MORTON,  JR,  BURLINGTON,  NORTH  CAROLINA 
GLENSOR,  RONALD  HILLIAM,  RENO,  NEVADA 
GLESNER   JEROME  RUSSELL,  CAMP  LEJEUNE,  NORTH  CAROLINA 
GLEWWE,  WESLEY  PAUL,  SOUTH  ST.  PAUL,  MINNESOTA 
GLICK,  JACOB  A.,  LANCASTER,  PENNSYLVANIA 
GLISSON,  CHESTER  F.,  DOWNINGTOWN,  PENNSYLVANIA 
GLOCK,  BRIAN  NICHOLAS,  MINEOLA,  NEW  YORK 
GLODEK,  JAMES  L.,  MINNEAPOLIS,  MINNESOTA 
E.  P.,  PADUCAH,  KENTUCKY 
JAMES  LYNN,  JEFFERSON  CITY,  MISSOURI 
LARRY  W,  MIAMI,  FLORIDA 
LAWRENCE  JACOB,  TEMPLE,  TEXAS 
LYDIA  ELISE,  COLUMBIA,  SOUTH  CAROLINA 
NATHANIEL,  JR,  JACKSONVILLE,  FLORIDA 
,  WARREN  JEFFREY,  NEW  YORK,  NEW  YORK 
GLOVINSKY,  RANDY  LEO,  HURON,  OHIO  „A1Tr/>fluTA 
GLUHAN,  EDHARD  PAUL,  WATSONVILLE,  CALIFORNIA 
GLYNN,  ARLENE  J.(  NEW  YORK,  NEW  YORK 
GLYNN,  MADELEINE  ELIZABETH,  ADELAIDE,  AUSTRALIA 
GNAGEY,  JOHN  MILTON,  III,  CHAMPAIGN   ILLINOIS 
GNOSCA  ORLANDO  CARLO,  BELLINZONA,  SWITZERLAND 
GOAD,  DAVID  ANTHONY,  CUMBERLAND,  MARYLAND 
GOAD,  EDWIN  L.,  LA  MARQUE,  TEXAS 
GOAD,  RICHARD  LEO,  MARQUETTE,  MICHIGAN 
GOBLE,  ARNIE  H. ,  SAN  LUIS  OBISPO,  CALIFORNIA 
GOCALA,  JOHN  JOSEPH,  YOUNGSTOWN,  OHIO 
GODDARD,  DENNIS  L,  MIAMI  BEACH,  FLORIDA 
CODER,  JANIS  KAY,  HHITEWATER,  WISCONSIN 
GODFREY,  THOMAS  FRANCIS,  ST.  LOUIS,  MISSOURI 
GODIN,  ROLAND  JOSEPH,  SOUTH  HINDSOR,  CONNECTICUT 
GODINO,  JOSEPH,  NEW  YORK,  NEW  YORK 
GODLEWSKI   PAUL  FRANCIS,  FORT  RILEY,  KANSAS 
GODLEY   WILLIAM  EARL,  JR,  RALEIGH,  NORTH  CAROLINA 
GODOY  PELAYO,  ALONSO,  GUADALAJARA,  MEXICO 
GOOSEY,  FREDDIE  CLARKSTON,  HAMPTON,  VIRGINIA 
GODHARD,  MICHAEL  JAMES,  SAN  PEDRO,  CALIFORNIA 
GODWIN,  MICHAEL  WAYNE,  BOGALUSA,  LOUISIANA 
GOE,  GLENN  BRADLEY,  CANTON,  OHIO    „A,TC„DUT. 
GOEBEL,  LARRY  RANDALL,  LOS  ANGELES,  CALIFORNIA 
GOEBEL,  ROBERT  E.,  PONTIAC,  MICHIGAN 
GOEBEL,  RODNEY  G,  BOWLING  GREEN,  OHIO 
GOEDEN,  DONALD  R,  INDIANAPOLIS,  INDIANA 
GOEGEBUER,  FRANK  EMI  EL,  BRUGGE,  BELGIUM 
GOEKE,  HALTER  T.,  LANCASTER,  PENNSYLVANIA 
GOELDEN,  DAVID  LOUIS,  DALLAS,  TEXAS 

ROBERT  FREDERICK,  MIAMISBURG,  OHIO 
TIMOTHY  MICHAEL,  BLOOMINGDALE,  ILLINOIS 
JAMES  R,  INDIANAPOLIS,  INDIANA 
,  ROBERT  VALJEAN,  GRAND  RAPIDS,  MICHIGAN 
GOETSCHIUS,  BRIAN  TIMOTHY,  TEXAS  CITY,  TEXAS 
GOETSCHIUS  WILLIAM  FRANCIS,  CORNING,  NEW  YORK 
GOETTEL,  DONALD,  WESTFIELD,  NEW  JERSEY 
GOETZ,  MICHAEL  DONALD,  MOSCOW,  IDAHO 
GOETZ,  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
GOFF,  BLAINE  B,  DES  MOINES,  IOWA 
GOFF.  JAMES  E.,  HENDERSON,  NEVADA 
GOFF,  RONNIE  WILLIAM,  INDIANAPOLIS,  INDIANA 
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GOLDEN, 
GOLDEN, 
GOLDEN, 
GOLDEN, 
GOLDEN, 
GOLDEN, 
GOLDEN, 
GOLDER, 


GOFORTH,  CHARLES  WARREN,  KING  MOUNTAIN,  NORTH  CAROLINA 
GOFORTH,  CHARLES  WESLEY,  AUSTIN,  TEXAS 
GOFORTH,  JOHN  L.,  ASHEVILLE,  NORTH  CAROLINA 
GOFORTH,  JOHN  WILLIAM,  FLORENCE,  ALABAMA 
GOGGIN,  JOHN  J.,  DOVERFOXCROFT,  MAINE 
GOGGINS,  JAMES  LEO,  OSHKOSH,  WISCONSIN 
GOGGINS,  JESSIE  JEROME,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GOINS,  DAVID  L.,  OSWEGO,  ILLINOIS 
GOINS,  DENNIS  ARTHUR,  CLEVELAND,  TENNESSEE 
GOKCAY,  IDRIS,  ANKARA,  TURKEY 
GOLANECK,  MICHAEL  GEORGES,  QUEBEC  CITY,  CANADA 
GOLD,  EUGENE  EDWIN,  DENVER,  COLORADO 
GOLDBERG,  EDWARD  THOMAS,  VACAVILLE,  CALIFORNIA 
GOLDBERG,  FRANKLIN,  PHILADELPHIA,  PENNSYLVANIA 
GOLDBERG  JACK  MICHAEL,  WETHERSFIELD,  CONNECTICUT 
GOLDEN,  CYNTHIA  SMALLWOOD,  CLAYTON,  MISSOURI 
DAVID  EARL,  RICHARDSON,  TEXAS 
J.  W.,  DALLAS,  TEXAS 
JAMES  BAYLOR,  SAGINAW,  MICHIGAN 
JAMES  BURTON,  PARIS,  TEXAS 
JOHN  B.,  MILTON,  PENNSYLVANIA 
JOSEPH  F,  PHILADELPHIA,  PENNSYLVANIA 
RICHARD  JOSEPH,  SPRINGFIELD,  OREGON 
,  THOMAS  J.,  CLEARWATER,  FLORIDA 
GOLDHAGEN,  HAROLD  BERNARD,  ATLANTA,  GEORGIA 
GOLDIE,  IAN  DAVID,  WILTSHIRE,  ENGLAND 
GOLDING,  DON  A,  ST.  JOHNS,  ARIZONA 
GOLDING,  ROBERT  THOMAS,  BEL  AIR,  MARYLAND 
GOLDMAN,  AUBREY  L.,  GRAND  HAVEN,  MICHIGAN 
GOLDMAN,  JOHN  ALDEN,  SPOKANE,  WASHINGTON 
GOLDSCHMIDT,  HERBERT  A.,  BURLINGTON,  WISCONSIN 
GOLDSTON,  FOY  GENE,  GARLAND,  TEXAS    T„„T„  „  „lllUB, 
GOLDSTON   PRICE  SUTTON,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GOMES-SOARES,  TITO  ANTONIO,  LOURES,  PORTUGAL 
GOMES,  EPHRAIM  LEOPOLD,  ST  JOHNS,  ANTIGUA 

JOHN  JOSEPH,  WOODLAND  PARK,  COLORADO 
NORMAN  VICTOR,  OAKLAND,  CALIFORNIA 
PAULO  TARSO  OLIVEIRA,  BRASILIA,  BRAZIL 
,  WADE  ALLEN,  BRENTWOOD,  CALIFORNIA 
GOMEZ  AREIZA,  GUSTAVO  A,  BOGOTA,  COLOMBIA 
GOMEZ  COLON,  JUAN,  CAGUAS,  COLORADO 
GOMEZ  MENDEZ,  JESUS  ANTONIO,  BOGOTA,  COLOMBIA 
GOMEZ  RODRIGUEZ,  CARLOS  WILSON,  SAN  JUAN,  PUERTO  RICO 
GOMEZ  TABOADA,  MARIANELA  EMA,  SANTIAGO,  CHILE 
GOMEZ  VILLASENOR,  ALBERTO,  MEXICO,  MEXICO 
GOMEZ,  ARNULFO  ARMANDO,  UVALDE,  TEXAS 

DAVID  JESUS,  LOS  ANGELES,  CALIFORNIA 
FRED,  FRESNO,  CALIFORNIA 
JOSEPH  ANTHONY,  GIBRALTAR,  GIBRALTAR 
OSCAR,  SAN  BERNARDINO,  CALIFORNIA 
,  RAMIRO,  JR,  EL  PASO,  TEXAS 
GOMULA,  GARY  ROBERT,  NEW  YORK,  NEW  YORK 
GONCALO,  ROBERT  JAMES,  FALL  RIVER,  MASSACHUSETTS 
GONCE,  JOSEPH  SAMUEL,  JACKSON,  MISSISSIPPI 
GONTHIER,  FRANK  CLIFFORD,  SAN  JOSE,  CALIFORNIA 
GONYO,  WILLIAM  J,  OSHKOSH,  WISCONSIN 
GONZALES.  ADOLFO,  SAN  DIEGO,  CALIFORNIA 

ALFRED  A.,  BATON  ROUGE,  LOUISIANA 
BENJAMIN,  SAN  BERNARDINO,  CALIFORNIA 
DANIEL  J,  LAS  CRUCES,  NEW  MEXICO 
DAVID  R.,  SANTA  FE,  NEW  MEXICO 
FRANK,  GALLUP,  NEW  MEXICO 
JOHN,  GALLUP,  NEW  MEXICO  TCftBUT4 

JOHN  EDWARD,  JR,  HALF  MOON  BAY,  CALIFORNIA 
LEWIS  JOSEPH,  PARKERSBURG,  WEST  VIRGINIA 
LUIS  J,  JR,  MILWAUKEE,  WISCONSIN 
MANUEL,  FT.  WINGATE,  NEW  MEXICO 
RALPH  DENNIS,  HOUSTON,  TEXAS 
RAYMON  MANUEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
RICHARD  OSCAR,  LOS  ANGELES,  CALIFORNIA 
ROBERT  LUCIANO,  SANTA  FE,  NEW  MEXICO 
RUDY  ARELLANO,  SAN  ANTONIO,  TEXAS 
SAM,  PHOENIX,  ARIZONA 
SAM  C,  OKLAHOMA  CITY,  OKLAHOMA 
.  SAM  TORRES,  SAN  DIEGO,  CALIFORNIA 
GONZAUZ'ABSAHAM,  OSCAR,  JR-  MONTERREY  MEXICO 
GONZALEZ  AGUILAR,  OMAR  H,  BOGOTA  COLOMBIA 
GONZALEZ  CABRERA,  HERNAN,  VALPARAISO,  CHILE 
GONZALEZ  FERNANDEZ,  RAUL,  SAN  JUAN,  PUERTO  RICO 
GONZALEZ  RAMOS,  RAMON  JAIME,  SAN  JUAN,  PUERTO  RICO 
GONZALEZ-HOFFENS,  CARLOS  R,  SANTIAGO,  CHILE 
GONZALEZ,  ALFREDO  C,  EDINBURG,  TEXAS 
GONZALEZ,  ANDRES,  SR,  CLEVELAND,  OHIO 
GONZALEZ,  EDUARDO,  TAMPA,  FLORIDA 
GONZALEZ   FRANCISCO  T,  SAN  JUAN,  PUERTO  RICO 
GONZALEZ,  GUALBERTO,  GURABO,  PUERTO  RICO 
GONZALEZ,  ISRAEL,  MIAMI,  FLORIDA 

JUAN  B.,  MAYAGUEZ,  PUERTO  RICO 
LUIS  ALFONSO,  SAN  ANTONIO,  TEXAS 
RAUL,  MC  ALLEN,  TEXAS 
ROBERT,  MIAMI,  FLORIDA 
HILLIAM  J.,  RED  BLUFF,  CALIFORNIA 
ROOCH  BILLY  W   MADISONVILLE,  KENTUCKY 
gS  5aMES  EVERETT   ST.  CHARLES  CITY  MISSOURI 
GOOCH  THOMAS  0.,  CREVE  COEUR,  MISSOURI 
GOOD   FRANK  LEROY,  MIDLAND,  MICHIGAN 

1  RICHARD  HOWARD,  HAGERSTOWN,  MARYLAND 
STEPHANY  REBECCA,  ST.  PAUL,  MINNESOTA 
TERRY  RAY,  ROCK  HILL,  MISSOURI 
THOMAS  A,  BEVERLY  HILLS,  MICHIGAN 


GOMES, 
GOMES, 
GOMES, 
GOMES, 


GOMEZ, 
GOMEZ, 
GOMEZ, 
GOMEZ, 
GOMEZ, 


GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 
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GONZALES, 
GONZALES, 
GONZALES, 
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GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 
GONZALES, 


GONZALEZ, 
GONZALEZ, 
GONZALEZ, 
GONZALEZ, 
GONZALEZ, 


GOOD, 
GOOD, 
GOOD, 
GOOD, 


GOOOALL,  ROBERT  JOSEPH  -  GRAVES,  JAMES  ARCHIE,  JR 
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53 

96 
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174 
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81 

160 
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187 

173 

150 

180 
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59 

92 

180 

152 

169 

85 

168 

40 

132 

91 

177 
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158 

131 

134 

163 

149 

105 

166 

129 


GOODALL,  ROBERT  JOSEPH,  LONDON,  CANADA 
GOODBRED,  LLOYD  M. ,  JR,  CHESAPEAKE,  VIRGINIA 
GOODE,  DONALD  R,  BOCA  RATON,  FLORIDA 
GOODE,  JAMES,  ORLANDO,  FLORIDA 
GOODE,  RICHARD  M. ,  RICHMOND,  VIRGINIA 
GOODIN,  CARL  V.,  CINCINNATI,  OHIO 
GOODLEIN,  CLARENCE  E,  HIXOM,  MICHIGAN 
GOODLETT,  CHARLES  D,  BELLE  GLADE,  FLORIDA 
GOODMAN,  BILLY  R. ,  PINE  BLUFF,  ARKANSAS 
GOODMAN,  EDHARD  LEONARD,  THE  DALLES,  OREGON 
GOODMAN,  EDHARD  MURRAY,  BURLINGTON,  HASHINGTON 
GOODMAN,  JACOB  CLYDE,  CHARLOTTE,  NORTH  CAROLINA 
GOODMAN,  JAMES  A.,  CORVALLIS,  OREGON 
GOODNATURE,  HAYNE  PAUL,  AUSTIN,  MINNESOTA 
GOODNO,  GLENN  R,  GREECE,  NEH  YORK 
GOODNOH,  CHARLES  T.,  BELLOHS  FALLS,  VERMONT 
GOODPASTER,  RONALD  DIXON,  TIGARD,  OREGON 
GOODPASTER,  RUSTY  KENT,  PLAINFIELD,  INDIANA 
GOODRICH,  L.  E.,  TALLAHASSEE,  FLORIDA 
GOODROH,  JOSEPH  HILLIAM,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JACKIE  LYNN,  NORTH  LITTLE  ROCK,  ARKANSAS 
CHARLES  L,  GRAND  RAPIDS,  MICHIGAN 
DENNIS  GUY,  GOLDEN,  COLORADO 
DUDLEY  G,  RICHMOND,  INDIANA 
ELMER  HERBERT,  BIRMINGHAM,  ALABAMA 
J.  B.,  LUFKIN,  TEXAS 
KENNETH  DUANE,  SACRAMENTO,  CALIFORNIA 
LAWRENCE  EDHARD,  COLLIERVILLE,  TENNESSEE 
ROBERT  E.,  RALEIGH,  NORTH  CAROLINA 
T  L,  SPRINGDALE,  ARKANSAS 
TIMMIE  HAYNE,  TITUSVILLE,  FLORIDA 
WARREN  H,  PAINESVILLE,  OHIO 
CHESLEY  M,  LAS  VEGAS,  NEVADA 


GOODSON 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODWIN, 

GOODYEAR, 

GOOKIN,  FRANK  M. ,  JR.,  NORTH  ATTLEBORO,  MASSACHUSETTS 

GOOLSBY,  WALTER  ATKINS,  JR,  BIRMINGHAM,  ALABAMA 

GOOSEY,  ROBERT  W,  HAMILTON,  OHIO 

GOOSSENS,  CHARLES  PAUL,  ST.  CLAIR  SHORES,  MICHIGAN 

GORALSKI,  WAYNE  ROGER,  DETROIT,  MICHIGAN 

GORBERG,  JAY  RICHARD,  HAMPTON  BAYS,  NEW  YORK 

GORBET,  DELFORD  L.,  SUSANVILLE,  CALIFORNIA 
.  HARRY  CALVIN,  EAU  CLAIRE,  WISCONSIN 
tt   GORDON,  CHARLES  D,  URBANA,  ILLINOIS 
*  GORDON,  EARL  JAMES,  CLEVELAND  HEIGHTS,  OHIO 
tt   GORDON,  JACK  C,  MIAMI  BEACH,  FLORIDA 

JEFFREY  SCANLAN,  WEST  CHESTER,  PENNSYLVANIA 
JOHN  LAWRENCE,  JACKSONVILLE,  FLORIDA 
JOHN  MICHAEL,  HOMEWOOD,  ALABAMA 

GORDON,  MICHAEL  P.,  BALBOA  HEIGHTS,  CANAL  ZONE 

GORDON,  MURRAY  THOMAS,  NEPEAN,  CANADA 

PAUL  SIGMUND,  CHINO,  CALIFORNIA 
RICHARD  FLEMING,  DETROIT,  MICHIGAN 
ROBERT  G.,  GREENSBURG,  PENNSYLVANIA 
ROBERT  MYLES,  HILLSBORO,  OREGON 
ROBERT  T,  NEW  YORK,  NEW  YORK 
ROY  ANTHONY,  CHEVY  CHASE,  MARYLAND 

GORDON,  THOMAS  PATRICK,  NEW  CASTLE,  DELAWARE 

GORDON,  WILLIAM  LOWELL,  BOISE,  IDAHO 

GORDY,  RICHARD  JOSEPH,  CONCORD,  CALIFORNIA 

GORE,  CHARLES  EDWARD,  RICHMOND,  TEXAS 

GORE,  LARRY  K.,  WEST  SACRAMENTO,  CALIFORNIA 

GORMAN,  JAMES  JOSEPH,  CHICAGO,  ILLINOIS 

GORMAN,  LIONEL  PAUL,  PLYMOUTH,  ENGLAND 


GORDEE, 
GORDON, 
GORDON, 
GORDON, 
GORDON, 
GORDON, 
GORDON, 


GORDON, 
GORDON, 
GORDON, 
GORDON, 
GORDON, 
GORDON, 


136  #  GORMAN,  THOMAS  JOSEPH,  SACRAMENTO,  CALIFORNIA 

109  GORMAN,  WALTER  T.,  METAIRIE,  LOUISIANA 

108  GORMERLEY,  HOLMES  J,  HAZLET,  NEW  JERSEY 

146  #  GORMLEY,  JAMES  ALBERT,  MONTVILLE,  NEW  JERSEY 

2  tt  GORNTO,  HARRY  C,  JR.,  NORFOLK,  VIRGINIA 

135  GORO,  ROBERT  WAYNE,  CARBONDALE,  ILLINOIS 

189  GORON,  DENNIS  JAMES,  JOLIET,  ILLINOIS 

106  GORRIS,  MELBOURNE  E.,  JR.,  PORT  ARTHUR,  TEXAS 

34  *  GORSIRA,  MICHIEL  P.,  WILLEMSTAD,  CURACAO 

18  #  GOSLIN,  JAMES  M. ,  SHREVEPORT,  LOUISIANA 

122  GOSPODARSKI,  CONRAD  JAMES,  BUFFALO,  NEW  YORK 

170  GOSS,  CHARLES  WILLARD,  STRONGSVILLE,  OHIO 
41  *  GOSS,  JACK  R.,  RENO,  NEVADA 

117  GOSS,  JOHN  ABBOTT,  JR,  NESPELEM,  WASHINGTON 

191  GOSS,  JOSEPH  JOHN,  WATERTOWN,  NEW  YORK 
84  GOSS,  KENNETH  G,  SR,  CROWLEY,  LOUISIANA 

181  GOSS,  TRAVIS  LEE,  ROME,  GEORGIA 

115  GOSSELIN,  DONALD  R.,  WOONSOCKET,  RHODE  ISLAND 

174  GOSSELIN,  DONALD  STEPHEN,  BOSTON,  MASSACHUSETTS 

182  GOSSER,  DOUGLAS  JAY,  RUSHVILLE,  INDIANA 

133  GOSSETT,  TIMOTHY  REID,  CAMP  PENDLETON,  CALIFORNIA 

120  tt  GOTARD,  CHARLES  EDWARD,  JR,  WASHINGTON,  DISTRICT  OF  COL 

145  GOTT,  DAVID  MAXSON,  SUNNYVALE,  CALIFORNIA 

140  GOTT,  RAYMOND  EUGENE,  LOS  ANGELES,  CALIFORNIA 

171  GOTTSCH,  DANIEL  DUANE,  BRAINERD,  MINNESOTA 

192  GOUBIL,  FORREST  ANTHONY,  MOBILE,  ALABAMA 
119  GOUDIE,  JAMES,  ANDREWS  AFB,  MARYLAND 
103  tt  GOUDY,  JAMES  R,  HOUSTON,  TEXAS 

149  tt  GOUGE,  ROBERT  MORRIS,  DOVER,  DELAWARE 

100  GOUGH,  MICHAEL  J,  ALMA,  MICHIGAN 

171  GOUIN,  ROBERT  LEROY,  SUQUAMISH,  WASHINGTON 

93  GOULD,  GEORGE  W. ,  WOONSOCKET,  RHODE  ISLAND 

193  GOULD,  MICHAEL  S,  MINEOLA,  NEW  YORK 

6  tt  GOULD,  RALPH  V.,  CONCORD,  NEW  HAMPSHIRE 

169  GOULD,  RONALD  KENNETH,  HUTCHINSON,  KANSAS 

19  *  GOULD,  WILLIAM  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
151  GOULET,  JOSEPH  GEORGES,  OTTAWA,  CANADA 

123  GOURLAY,  JOHN  PORTER,  BUFFALO,  NEH  YORK 


114   GOURLEY,  ALEXANDER  J,  NEWARK,  NEH  JERSEY 
132   GOURLEY,  PAUL  KENT,  DOYLESTOWN,  PENNSYLVANIA 
157  tt   GOUVEIA,  FRED  LYNN,  PIEDMONT,  CALIFORNIA 
139   GOUVEIA,  PETER  RUSSELL,  WEST  PALM  BEACH,  FLORIDA 
173   GOVE,  JANET  LYNN,  FREMONT,  CALIFORNIA 
128   GOVERO,  THOMAS  EDWARD,  OTTAWA,  ILLINOIS 
149   GOWARD,  PAUL  S,  WICHITA,  KANSAS 
130   GOWEN,  PAUL  WESLEY,  DURHAM,  NEW  HAMPSHIRE 
175   GOWER,  BRUCE  ALLEN,  CLYDE,  OHIO 
136   GOWIN,  JOHN  RICHARD,  TAKOMA  PARK,  MARYLAND 
127   GOWIN,  WALLACE  CURRY,  WRIGHT-PATTERSON  AFB,  OHIO 
146   GOYT,  JEFFERY  VINCENT,  HARRISON,  MICHIGAN 
118   GOZA,  JOHN  DENNIS,  JR,  LINDEN,  TEXAS 
116   GOZDECKI,  RONALD  L.,  BUFFALO  GROVE,  ILLINOIS 
42  tt   GRAB,  WALTER  W,  ST.  LOUIS,  MISSOURI 
193   GRABAUSKAS,  VIKTORAS,  VILNIUS,  LITHUANIA 

GRABNER,  DARREL  RICHARD,  SOUTH  BEND,  INDIANA 

*  GRABOWSKI,  LEONARD,  JR,  WAYNE,  MICHIGAN 
GRACE,  MATT  LAWSON,  BARSTOW,  CALIFORNIA 

tt   GRACE,  WILLIAM  JOSEPH,  EAST  LANSING,  MICHIGAN 
tt   GRACEY,  PAUL  E,  MIAMI,  FLORIDA 

GRACIA,  ROBERT,  ROSENBERG,  TEXAS 
tt   GRADY,  JOHN  JOSEPH,  CAMDEN,  NEW  JERSEY 

*  GRADY,  REGNALD  L.,  DES  ARC,  ARKANSAS 

*  GRAETER,  STEPHEN  SHERIDAN,  HOUSTON,  TEXAS 
GRAFF,  ANTON  LOUIS,  YORKVILLE,  ILLINOIS 

tt   GRAGG,  JESSE  M.  ,  VALLEY  CENTER,  KANSAS 

GRAHAM-FRANCIS,  CARLOS,  SAN  JOSE,  COSTA  RICA 
GRAHAM,  ALFONSO  JEROME,  MILWAUKEE,  WISCONSIN 
GRAHAM,  ANGUS,  SYDNEY,  AUSTRALIA 
tt   GRAHAM,  EDWARD  ROBERT,  HEMPSTEAD,  NEW  YORK 
tt   GRAHAM,  HUBERT  RAY,  REDONDO  BEACH,  CALIFORNIA 

GRAHAM,  JOE  ALVIN,  SUMTER,  SOUTH  CAROLINA 
tt   GRAHAM,  JOHN  C,  LOS  ANGELES,  CALIFORNIA 

GRAHAM,  KENNETH  GREGORY,  OCALA,  FLORIDA 
tt   GRAHAM,  KENNETH,  SR.,  LOUISVILLE,  KENTUCKY 
GRAHAM,  LAWRENCE  WAYNE,  NAPLES,  FLORIDA 
GRAHAM,  LEALAND  H,  SOUTH  BURLINGTON,  VERMONT 
tt   GRAHAM,  LEE  E.,  ROCHESTER,  MINNESOTA 
tt   GRAHAM,  LEWIS  A.,  OCEAN  CITY,  NEW  JERSEY 
tt   GRAHAM,  LOGAN  M,  JR,  THIEF  RIVER  FALLS,  MINNESOTA 
GRAHAM,  MARCELL,  SALT  LAKE  CITY,  UTAH 
GRAHAM,  RICHARD  LYALL,  PALMER,  ALASKA 
GRAHAM,  ROBERT  DALLAS,  BALTIMORE,  MARYLAND 
GRAHAM,  ROBERT  EMMETT,  LAKEWOOD,  COLORADO 
tt   GRAHAM,  ROBERT  WILLIAM,  WARREN,  MICHIGAN 
GRAHAM,  SUSAN  CECILE,  NEW  ORLEANS,  LOUISIANA 
GRAHAM,  WILLIAM  FLOYD,  COLUMBIA,  SOUTH  CAROLINA 
GRAHAM,  WILLIAM  HUNT,  MILFORD,  CONNECTICUT 
GRAHAM,  WILLIAM,  JR.,  BRATTLEBORO,  VERMONT 
GRAINGER,  DEBRA  MARIE,  ARVADA,  COLORADO 
GRAM,  RAYMOND  W. ,  TWIN  LAKES,  WISCONSIN 
It   GRAMKOW,  PETER  K,  MARIETTA,  OHIO 

GRAMLING,  LARRY  D,  OKLAHOMA  CITY,  OKLAHOMA 
tt   GRAMS,  ARTHUR  G,  OAK  PARK,  ILLINOIS 
GRAMS,  JEFFREY  ALAN,  DULUTH,  MINNESOTA 
GRAMSE,  GLENN  EDWARD,  ST.  PAUL,  MINNESOTA 
GRANADOS-GONZALEZ,  FRANCISCO,  HIDALGO,  MEXICO 
GRANATA,  JOSEPH  III,  CAPITOLA,  CALIFORNIA 
GRANATO,  CARMEN  GERARD,  MADISON,  NEW  JERSEY 
GRANATO,  SAMUEL  CARMENO,  SR,  CORPUS  CHRISTI,  TEXAS 
GRANDE,  JOHN  A.,  ROCHESTER,  NEW  YORK 
GRANDIZIO,  DAVID  JOHN,  WEST  CHESTER,  PENNSYLVANIA 
GRANDPRE,  ROBERT  EARL,  PIERRE,  SOUTH  DAKOTA 
GRANELLE,  JAMES  DANIEL,  MINEOLA,  NEW  YORK 
135  tt   GRANFIELD,  JOHN  EGAN,  FAIRFAX,  VIRGINIA 
171   GRANNAN,  JOHN  ALBERT,  FORT  WAYNE,  INDIANA 
tt   GRANT,  BAILEY,  MONROE,  LOUISIANA 
#  GRANT,  CHARLES  D. ,  NORFOLK,  VIRGINIA 

GRANT,  CHARLES  DREWERY,  JR,  ENGLEWOOD,  COLORADO 
GRANT,  CHRISTOPHER  MICHAEL,  RAPID  CITY,  SOUTH  DAKOTA 
GRANT,  DANIEL  JOHN,  TRENTON,  MICHIGAN 
GRANT,  DOUGLAS  WAYNE,  GLOUCESTER,  CANADA 
GRANT,  GARY  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   GRANT,  GARY  HOWARD,  OROVILLE,  CALIFORNIA 
GRANT,  GERONE,  MONTGOMERY,  ALABAMA 
GRANT,  JAMES  JOHN,  WEST  TRENTON,  NEH  JERSEY 
tt   GRANT,  JAMES  W,  MIAMI,  FLORIDA 
tt   GRANT,  JERRY  ALLEN,  WHITEWATER,  WISCONSIN 
GRANT,  JOHN  WILLIAM,  ATLANTA,  GEORGIA 
127  tt   GRANT,  MICHAEL  GERALD,  NEW  YORK,  NEW  YORK 
164  tt   GRANT,  RAYMOND  SPENCER,  LOS  ANGELES,  CALIFORNIA 
GRANT,  REGINALD  NATHANIEL,  ST  CATHERINE,  JAMAICA 
GRANT,  TIMOTHY  CARROLL,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GRANTHAM,  ALFRED  LYCURGUS,  ELGIN,  ILLINOIS 
GRANTHAM,  DONALD  EDWARD,  KEY  WEST,  FLORIDA 
GRANUCCI,  JAMES  ROBERT,  SAN  CARLOS,  CALIFORNIA 
GRASSO,  CHARLES  ALBERT,  FAIRFAX,  CALIFORNIA 
GRASSO,  DANIEL  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRATTAN,  HENRY  E.,  HAUPPAUGE,  NEW  YORK 
GRATTAN,  LAWRENCE  JAMES,  RIVERHEAD,  NEW  YORK 
GRAU,  HIRAM,  CHICAGO,  ILLINOIS 
GRAVATT,  WILLIAM  JORDAN,  DUBUQUE,  IOWA 
GRAVEMANN,  MICHAEL  ARTHUR,  ST.  CHARLES,  MISSOURI 
GRAVES,  DAVID  ALAN,  ELKHORN,  WISCONSIN 
GRAVES,  DAVID  BLAIR,  SELLERSBURG,  INDIANA 
GRAVES,  DAVID  MICHAEL,  MARYVILLE,  TENNESSEE 
GRAVES,  GEORGE  P,  DOWNERS  GROVE,  ILLINOIS 
GRAVES,  HAROLD  EDWARD,  OSHKOSH,  WISCONSIN 
GRAVES,  JAMES  ARCHIE,  JR,  CHERAW,  SOUTH  CAROLINA 
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GRAVES,  JOHN  LESLIE  -  GRIFFITH,  STEPHEN  MICHAEL 
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GRAVES, 
GRAVES, 
GRAVES, 
GRAVES, 
GRAVES, 
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GRAY, 
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NEH  JERSEY 


JOHN  LESLIE,  SPRINGFIELD,  ILLINOIS 
MICHAEL  JEROME,  FORT  PIERCE,  FLORIDA 
PATRICIA  A.,  MANCHESTER,  CONNECTICUT 
HALLACE  SPAULDING,  LOS  ANGELES,  CALIFORNIA 
MILLIAM  LEA,  DENHAM  SPRINGS,  LOUISIANA 
GRAVESEN,  JOERN,  COPENHAGEN,  DENMARK 
GRAVETT,  PETER  J.,  LOS  ANGELES,  CALIFORNIA 
GRAVIET,  CLIFFORD  MAURICE,  BETHANY  BEACH,  DELAWARE 
GRAVILL,  ROBERT  LARRY,  KITCHENER,  CANADA 
GRAY   ALMEY  JOSEPH,  MANTEO,  NORTH  CAROLINA 
CLAUDE  DEAN,  SAN  DIEGO,  CALIFORNIA 
ELIZABETH  CULLEN,  EL  SEGUNDO,  CALIFORNIA 
JAMES  ALBERT,  NIAGARA  FALLS,  NEW  YORK 
JAMES  EDWIN,  NIAGARA  FALLS,  NEW  YORK 
JAMES  FRANKLIN,  HHEAT  RIDGE,  COLORADO 
JOHN  LEROY,  ALTOONA,  IOWA 
KEVEN  LOUIS,  PIKESVILLE,  MARYLAND 
LARRY  D,  DOVER,  DELAWARE 
LARRY  DUANE,  PEORIA,  ILLINOIS 
LLOYD  HINKLE,  SANTA  CRUZ,  CALIFORNIA 
LOUIS  HEARD,  JR,  LOS  ANGELES,  CALIFORNIA 
PETER  JAMES,  BAY  VILLAGE,  OHIO 
RICHARD  ALLAN,  TIFFIN,  OHIO 
RICHARD  L,  ADA,  OKLAHOMA 
RICHARD  LEE,  PLEASANTVILLE,  NEW  JERSEY 
ROBERT  DENNIS,  SOUTH  SALT  LAKE  CITY,  UTAH 
ROBERT  E.,  HOLTON,  INDIANA 
ROBERT  KEITH,  INDIANAPOLIS,  INDIANA 
ROBIN  KENT,  PHILADELPHIA,  PENNSYLVANIA 
STEPHEN  ELBERT,  DICKSON,  TENNESSEE 
STEVEN  R.,  DENTON,  TEXAS 
TERRY  LEE,  FRANKFORT,  KENTUCKY 
THOMAS  MARSHALL,  INSTITUTE,  WEST  VIRGINIA 
WILLIAM  HERMAN,  SANDUSKY,  MICHIGAN 
WILLIAM  V.,  KENOSHA,  WISCONSIN 
,  ZANE,  TEXARKANA,  ARKANSAS 
GRAYSON,  GLEN  W,  MESOUITE,  TEXAS 
GRAZIANO,  JOHN  ANTHONY,  NEW  YORK,  NEW  YORK 
GRCHAN,  MICHAEL  LEE,  ROCK  ISLAND,  ILLINOIS 
GREANEY,  PAUL  G,  BOSTON,  MASSACHUSETTS 
GREATHOUSE,  DAN  ESTES,  THOMASTON,  GEORGIA 
GREAVES,  FREDERICK  W,  SANFORD,  MAINE   „.„„,_ 
GREAVES  MORGAN  MCDONALD,  BRIDGETOWN,  BARBADOS 
GREBAS,  ROBERT  STEPHEN,  HARRISBURG,  PENNSYLVANIA 
GREBERT,  JOHN  PATRICK,  LATHAM,  NEW  YORK 
GREBERT,  ROBERT  CHARLES,  ALBANY,  NEW  YORK 
GREBMEIER,  JOSEPH  PAUL,  SALINAS,  CALIFORNIA 
GRECO,  MARK  ELLIOTT,  ORANGE,  CONNECTICUT 
GREEK,  PHILIP  DALE,  RIALTO,  CALIFORNIA 
GREELEY,  RAYMOND  JOSEPH,  JR,  ENGLEWOOD, 
GREELY,  JOHN  STACEY,  AUGUSTA,  GEORGIA 
GREEN,  ARIE  GENE,  HOPE,  ARKANSAS 

BETSY  LEE,  STOCKTON,  CALIFORNIA 
BILLY  GORDON,  JR,  RALEIGH,  NORTH  CAROLINA 
BILLY  LADON,  NASHVILLE,  TENNESSEE 
BLAKE  HAMILTON,  VICTORIA,  CANADA 
BOBBIE  ALLEN,  VINITA,  OKLAHOMA 
DAN  ALLEN,  FORT  BRAGG,  NORTH  CAROLINA 
DANNY  EARL,  BREHER,  MAINE 
DAVID  F,  SIOUX  FALLS,  SOUTH  DAKOTA 
DAVID  P,  UNIVERSITY  CITY,  MISSOURI 
DEXTER,  PHILADELPHIA,  PENNSYLVANIA 
DONNA  PAULINE,  OAKLAND,  CALIFORNIA 
EARL  T,  RALEIGH,  NORTH  CAROLINA 
FRANCIS,  JR,  LAFAYETTE,  LOUISIANA 
GEORGE  ALAN,  NEW  WINDSOR,  NEW  YORK 
HARRY  M.,  OMAHA,  NEBRASKA 
HORACE  M.,  ALCOA,  TENNESSEE 
JAMES  ARCHIE,  JR,  AMERICUS,  GEORGIA 
JAMES  HOHARD,  TALLAHASSEE,  FLORIDA 
JAMES  K.,  SOUTH  FALLSBURG,  NEW  YORK 
JAMES  ROBERT,  BUCHANAN,  GEORGIA 
JIMMY  F,  NORTH  LITTLE  ROCK,  ARKANSAS 
JOHN  GRENVILLE,  GREAT  BEND,  KANSAS 
JOHN  0.,  HEST  CHESTER,  PENNSYLVANIA 
KAREN  JANE,  LOS  ANGELES,  CALIFORNIA 
KENNETH  B. ,  FREEPORT,  TEXAS 
KENNETH  HOHARD,  ATLANTA,  GEORGIA 
LEROY,  JR,  KANSAS  CITY,  KANSAS 
LESTER  NORMAN,  DENVER,  COLORADO 
LEVERN,  CHICAGO,  ILLINOIS 
MICHAEL  DAVID,  NORTHBROOK,  ILLINOIS 
MOOREY  D,  PHILADELPHIA,  PENNSYLVANIA 
GREEN',  0.  DAREN,  CLEARFIELD,  UTAH 
GREEN,  PHILLIP  DALE,  LARKSPUR,  CALIFORNIA 
PLEAS  JUNIOR,  YAKIMA,  WASHINGTON 
RAY  0.,  LEWISBURG,  TENNESSEE 
ROBERT  HARRISON,  LEWISTOWN,  MONTANA 
ROBERT  WAYNE,  SELMA,  ALABAMA 
ROLLA  WILLIAM,  MARIETTA,  GEORGIA 
RONALD  A.,  DETROIT,  MICHIGAN 
RONALD  RICHARD,  EL  SEGUNDO,  CALIFORNIA 
TIMOTHY  JAMES,  CARMEL,  INDIANA 
TREVOR  LESLIE,  DARWIN,  AUSTRALIA 
WALTER  AARON,  CHICAGO,  ILLINOIS 
,  WILLIAM  FRANCIS,  MELBOURNE,  AUSTRALIA 

GGRRyNN^RGHE^U^S'MM0AR^,CCHYARL^N,  SOUTH  CAROLINA 

Greene:  SUABBl!i¥HEETRiB:RSS'pS^^EV.  Florida 
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GREENE,  JEFFREY  SCOTT,  PHILADELPHIA,  PENNSYLVANIA 
GREENE,  JENNIFER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GREENE,  JIMMY  WAYNE,  TULSA,  OKLAHOMA 
GREENE,  JOE  LEE,  NEW  YORK,  NEW  YORK 
GREENE,  LANCE  RAY,  WYANDOTTE,  MICHIGAN 
GREENE,  WILLIAM  E,  PLANTATION,  FLORIDA 
GREENFIELD,  DOUGLAS  L,  ERIE,  PENNSYLVANIA 
GREENHAM,  BRIAN  DOUGLAS,  WINDSOR,  CANADA 
GREENIDGE,  ARINDALE,  BRIDGETOWN,  BARBADOS 
GREENIER,  MICHAEL  ELDON,  VERNON,  CONNECTICUT 
GREENLEE,  ANDREH  JORDAN,  CHICAGO,  ILLINOIS 
GREENMAN   HARRY  FRANKLIN,  JR,  MANITOU  SPRINGS  COLORADO 
GREENWAY,  RANDALL  MERRILL,  RUTHERFORDTON,  NORTH  CAROLIN 
GREENWOOD,  ARDEN  K. ,  OGDEN,  UTAH 
GREENWOOD,  LOIS  MARY,  TRENTON,  NEW  JERSEY 
GREENWOOD,  RICHARD  ALLEN,  SALT  LAKE  CITY,  UTAH 
GREENYA,  JOSEPH  FRANCIS,  COLUMBIA,  PENNSYLVANIA 
GREER,  DONALD  EDWARD,  CRESTWOOD,  MISSOURI 
GREER,  FRANK  C. ,  BAKERSFIELD,  CALIFORNIA 
GREER,  GERALD  S.,  FORT  WAYNE,  INDIANA 
GREER,  JOHN  FRANCIS,  PINE  HILL,  NEW  JERSEY 
GREER,  LANCE,  FAIRFAX,  VIRGINIA 
GREER,  MELVIN  LEE,  STOCKTON,  CALIFORNIA 
GREER,  RICHARD  ALLEN,  CINCINNATI,  OHIO 
GREESON,  LORENZ  R.,  SALT  LAKE  CITY,  UTAH 
GREGG,  BARON  KENNETH,  ALEXANDER  CITY,  ALABAMA 
GREGG  DANNY  CLARKE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GREGG,  DELBERT,  III,  PARKERSBURG,  WEST  VIRGINIA 
GREGORICH,  RODGER  JOSEPH,  ERIE,  PENNSYLVANIA 
GREGORY,  ALBERT  LEROY,  SILOAM  SPRINGS,  ARKANSAS 
GREGORY,  CARL  H,  MONROE,  LOUISIANA 
GREGORY,  DAVID  STEVEN,  CINCINNATI,  OHIO 
GREGORY,  FRED  C.  ,  RALEIGH,  NORTH  CAROLINA 
GREGORY,  GEORGE  HOWARD,  APPOMATTOX,  VIRGINIA 
GREGORY,  JAMES  EDWARD,  CAPE  GIRARDEAU,  MISSOURI 
JERRY  GEORGE,  WAYNE,  PENNSYLVANIA 
JOHN  CECIL,  CHESAPEAKE,  VIRGINIA 
JOHN  RICHARD,  SAN  DIEGO,  CALIFORNIA 
LARRY  EUGENE,  CHATTANOOGA,  TENNESSEE 
,  ROBERT  A.,  LOUISVILLE,  KENTUCKY 
GREGSON,  KENNETH  JOHN,  PERTH,  AUSTRALIA 
GREGSON,  RICHARD  WILLIAM,  MANTECA,  CALIFORNIA 
GREGSON,  WAYNE,  PERTH,  AUSTRALIA 
GREMO,  JAMES,  JR,  STREAMWOOD,  ILLIN0t<; 
GRENIER   GEORGE  A,  JR,  CARMEL,  KCH  YCK.. 
GREN  ER   THOMAS  M*. ,  NEW  BERN,  NORTH  CAROLINA 
GRENNAN   SEAN  ANTHONY,  NEW  YORK,  NEW  YORK 
GRENZ,  JIMMY  D,  TOPEKA,  KANSAS 
HRFTSCHEL   ROBERT  EDWARD,  JR,  ALBANY,  NEH  YORK 
GREVEY  HARRY  B,  JR.  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GREWE.  THOMAS  LEE,  GLASGOW,  MONTANA 
GRIBB  N   JOSEPH  THOMAS,  III,  TOWSON,  MARYLAND 
GR  COSK  ,  ALBERT  G,  FRACKVILLE,  PENNSYLVANIA 
GRDER,  JESSE  W. ,  LOUISVILLE,  KENTUCKY 
GRIEBEL,  EDWARD  W. ,  CLEVELAND  HEIGHTS,  OHIO 
GRIEPSMA,  ALBERT  JOHN,  NEWARK,  NEW  YORK 
GRIER,  CLARENCE  BERNARD,  SR,  LAKELAND,  FLORIDA 
GRIER,  EDDIE  W,  ATLANTA,  GEORGIA 
GRIES  DANIEL  A.,  MENASHA,  WISCONSIN 
GRIESHABER,  STEPHEN  H,  ST.  LOUIS,  MISSOURI 
GRIFFETH,  ROBERT  E,  SANTA  ANA,  CALIFORNIA 
GRIFFIN,  BOBBY  DEAN,  CANYON,  TEXAS     „„_„_. 
GRIFFIN  CHARLES  EMMETT,  JR,  MARIETTA  GEORGIA 
GRIFFIN  CURTIS  ADRIAN,  ST  THOMAS,  U.S.  « 
GRIFFIN,  DAVID  JOHN,  HULL,  ENGLAND 
GRIFFIN,  EUGENE  JOHN,  STUART,  FLORIDA 
GRIFFIN  GEORGE  M. ,  CEDAR  RAPIDS,  IOWA 


GREGORY, 
GREGORY, 
GREGORY, 
GREGORY, 
GREGORY, 


VIRGIN  ISLANDS 


GRIFFIN*,  HARRY  L,  MIAMI,  FLORIDA 
GRIFFIN,  J  PAUL,  ROSSVILLE,  GEORGIA 
GRIFFIN,  JAMES  EDWARD,  CHICAGO,  ILLINOIS 
GRIFFIN   JAMES  L. ,  WEST  PALM  BEACH,  FLORIDA 
GRIFFIN   JAMES  MICHAEL,  DECATUR,  GEORGIA 
GRIFFIN   JERRY  LEWIS,  ATLANTA,  GEORGIA 
GRIFFIN   JOSEPH  GERALD,  DOVER,  MASSACHUSETTS 
GRIFFIN   LESLIE  W. ,  SUMTER,  SOUTH  CAROLINA 
GRIFFIN,  MICHAEL  SHAWN,  KILLEEN,  TEXAS 
GRIFFIN,  RICHARD  D,  PORTLAND,  MAINE 
GRIFFIN   SHELTON  PERRY,  NORFOLK,  VIRGINIA 
GRIFFIN!  TIMOTHY  LEON,  ENGLEWOOD,  COLORADO 
GRIFFIN,  TOMMY  WAYNE,  COPPELL,  TEXAS 
GRIFFIN,  WILMA  JEAN,  ALBANY,  GEORGIA 
GRIFFIS   B.  S.,  NASHVILLE,  TENNESSEE 
GRIFFIS  KENNETH  RAYMOND,  HOWELL,  MICHIGAN 
GRIFFITH,  A.  C,  COALINGA,  CALIFORNIA 
GRIFFITH  CHARLES  WILLIAM,  SEAFORD,  DELAWARE 
GRIFFITH  GARY  NORMAN,  MARTINSBURG,  HEST  VIRGINIA 
GRIFFITH,  GRADY  PAUL,  JR,  FLOWER  MOUND,  TEXAS 
GRIFFITH,  HOWARD  M,  ATLANTA,  GEORGIA 
GRIFFITH   JAMES  D. ,  SALAMANCA,  NEW  YORK 
GRIFFITH  JAMES  F,  GOUVERNEUR,  NEW  YORK 
GRIFFITH   JAMES  R  ,  HEAVERVILLE,  CALIFORNIA 
GRIFFITH  JEFFREY  LANE,  OKLAHOMA  CITY,  OKLAHOMA 
GRIFFITH  JOHN  ROBERT,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRIFFITH  JOSEPH  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRIFFITH'  LAWRENCE  A  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
GRIFFITH  R   NEILL,  OKLAHOMA  CITY,  OKLAHOMA 
GRIFFITH  RALPH  DOUGLAS,  PHOENIX,  ARIZONA 
1  HRIFFITH   ROBERT  L,  STAR  CITY,  ARKANSAS 
[GRIFFITH  SHEPPARDA.,  COLUMBIA,  SOUTH  CAROLINA 

Griffith!  Stephen  michael,  Houston,  texas 
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GRIFFITH,  TYRONE  ANDERSON  -  GHIAZDA,  JOHN  A. 
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GRIFFITH,  TYRONE  ANDERSON,  BRIDGETOWN,  BARBADOS 
GRIFFITHS,  HAROLD  THOMAS,  LEBANON,  INDIANA 
GRIFFITHS,  JAMES  HAYNE,  LOUISVILLE,  KENTUCKY 

tt   GRIFFITTS,  GLEN  LEROY,  PORTLAND,  OREGON 
GRIGG,  GREGORY  LEON,  TYLER,  TEXAS 
GRIGG,  MICHAEL  BEN,  ATLANTIC  CITY,  NEH  JERSEY 

tt   GRIGGS,  ELMO  A.,  ROANOKE,  VIRGINIA 

GRIGGS,  JAMES  LEONARD,  SOLEDAD,  CALIFORNIA 

GRIGGS,  SILAS  STEPHEN,  AUSTIN,  TEXAS 

GRIGSBY,  REGINALD,  OCEANSIDE,  CALIFORNIA 

GRILLO,  NELSON  JUAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

GRIMES,  JAMES  BENJAMIN,  ROCKY  MOUNT,  NORTH  CAROLINA 

GRIMES,  JAMES  LOGAN,  JR,  NORFOLK,  VIRGINIA 

GRIMES,  JOHN  JOSEPH,  WEST  HARTFORD,  CONNECTICUT 

GRIMES,  JOHN  LEONARD,  PARKLAND,  FLORIDA 

n   GRIMES,  JOHN  MICHAEL,  OKLAHOMA  CITY,  OKLAHOMA 
GRIMES,  KEVIN  SCOTT,  LEXINGTON,  KENTUCKY 
GRIMES,  MICHAEL  AARON,  ANCHORAGE,  ALASKA 

*  GRIMES,  RANDALL  RICHARD,  BLOUNTVILLE,  TENNESSEE 
GRIMES,  RICHARD  DAVID,  HEST  PALM  BEACH,  FLORIDA 
GRIMLEY,  PATRICK  JOSEPH,  EXETER,  ENGLAND 

*  GRIMM,  NORMAN  E,  SR,  ALEXANDRIA,  VIRGINIA 
GRIMM,  ROBERT  T,  LOS  ANGELES,  CALIFORNIA 
GRIMMOND,  TIMOTHY  JAMES,  EL  SEGUNDO,  CALIFORNIA 
GRIMSHAH,  DARREN  JAMES,  BURLINGTON,  IOHA 
GRIMSHAH,  JEFFREY  MICHAEL,  OSHEGO,  NEW  YORK 
GRINAGE,  DAVID  FRANCIS,  NEH  YORK,  NEH  YORK 
GRINER,  HERMAN,  ATLANTA,  GEORGIA 

GRISSOM,  MICHAEL  DEAN,  HENDERSON,  NORTH  CAROLINA 
GRISSOM,  ROYCE  L.,  NORMAN,  OKLAHOMA 
t   GRISHELL,  JERRY  HILLIAM,  NORCROSS,  GEORGIA 
GRISHOLD,  LARRY  ALAN,  FOUNTAIN  VALLEY,  CALIFORNIA 
GRISHOLD,  HILLIAM  DAVID,  KNOXVILLE,  TENNESSEE 
K  GRODE,  JAMES  A,  LIVONIA,  MICHIGAN 
GROENEVELD,  RICHARD  FRANK,  PHOENIX,  ARIZONA 
GROESBECK,  CHARLES  L.,  HARREN,  MICHIGAN 
GROETKEN,  PETER  LEE,  SIOUX  CITY,  IOHA 
t   GROGAN,  DONALD  L.,  GREENFIELD,  MASSACHUSETTS 
GROGAN,  JIMMY  RAY,  SPRINGFIELD,  TENNESSEE 
GROGAN,  HILLIAM  JOE,  MARIETTA,  GEORGIA 
GROGOZA,  MARIJAN  ELIZABETH,  MANSFIELD,  OHIO 
GROLBERT,  JAMES  TIMOTHY,  OREGON  CITY,  OREGON 
GROLEMUND,  FRANCIS  HENRY,  JR,  HARRISBURG,  PENNSYLVANIA 
GROLL,  FERRIS  E.,  LOGAN,  UTAH 
GROLL,  SIDNEY  PAUL,  LOGAN,  UTAH 
'  GROMER,  DONALD  E,  PIERRE,  SOUTH  DAKOTA 
GROMMES,  RONALD,  GENEVA,  ILLINOIS 

GRONAU,  TIMOTHY  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GRONDIN,  JAMES  STANLEY,  STURGEON  BAY,  WISCONSIN 
GRONDIN,  RICHARD  MICHAEL,  FRANKLIN,  NEH  HAMPSHIRE 
GROOME,  FRANK  DAVID,  SOUTHAMPTON,  PENNSYLVANIA 
'  GROOVER,  HAROLD  E.,  RINGGOLD,  GEORGIA 
GROS,  ALCIDE  J,  JR,  BALDWIN,  LOUISIANA 
GROSHANS,  STEVEN  ALLEN,  LINCOLN,  NEBRASKA 
GROSLAND,  LANNY  KEITH,  WICHITA,  KANSAS 
GROSNICK,  JOHN  I.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GROSS,  CHARLES  EDWARD,  LIMA,  OHIO 
GROSS,  DAVID  J,  DENVER,  COLORADO 
GROSS,  DONALD  JOHN,  NASHUA,  NEH  HAMPSHIRE 
GROSS,  HAROLD  DENNIS,  MINEOLA,  NEH  YORK 
GROSS,  HARRY  J.,  ARDMORE,  PENNSYLVANIA 
GROSS,  JOHNNIE  R.  ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GROSS,  MICHAEL,  SHOREWOOD,  WISCONSIN 
GROSS,  ROBERT  ANTHONY,  AUSTIN,  TEXAS 
GROSS,  ROBERT  WALTER,  KENNEWICK,  WASHINGTON 
GROSSER,  GARY  ROMAN,  FORT  MYERS,  FLORIDA 
GROSSI,  DAVID  MICHAEL,  IRONDEQUOIT,  NEH  YORK 
GROSSMAN,  AUGUST  MICHAEL,  RIVERHEAD,  NEW  YORK 
GROSSNICKLE,  LARRY  LYLE,  DAYTON,  OHIO 
GROSSNICKLE,  LYLE  E.,  DAYTON,  OHIO 
GROSVENOR,  SUSAN  STANLIEGH,  TORONTO,  CANADA 
GROTHUS,  JOHN  FRANCIS,  DAVENPORT,  IOWA 
GROTTS,  BILLY  CLYDE,  TULSA,  OKLAHOMA 
GROVE,  CLOYD  AUDLEY,  GREAT  FALLS,  MONTANA 
GROVE,  ERNEST  A,  PRINCE  WILLIAM,  VIRGINIA 
GROVE,  WILBERN  H. ,  ST.  LOUIS,  MISSOURI 
GROVE,  WILLIAM  MICHAEL,  YUBA  CITY,  CALIFORNIA 
GROVER,  CHARLES  FREDRICK,  PRAIRIE  VILLAGE,  KANSAS 
GROVER,  CLAYTON  H,  JR,  HINSDALE,  NEW  HAMPSHIRE 
GROVER,  MICHAEL  GORDON,  COTTAGE  GROVE,  OREGON 
GROVES,  ALLEN  WAYNE,  RED  BLUFF,  CALIFORNIA 
GROVES,  ELSWORTH  E.,  LANCASTER,  CALIFORNIA 
GROVES,  HUGH  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GROVES,  ORBY  R,  HONOLULU,  HAWAII 
GROVIJAHN,  GEORGE,  YANKTON,  SOUTH  DAKOTA 
GRUBB,  DALE  H. ,  WENATCHEE,  WASHINGTON 
GRUBBS,  SAMUEL  GALEN,  COEUR  D  ALENE,  IDAHO 
GRUBER,  CHARLES  A,  SHREVEPORT,  LOUISIANA 
GRUBER,  JOHN  B,  CHEEKTOWAGA,  NEW  YORK 
GRUEN,  MICHAEL  SETH,  MIAMI,  FLORIDA 
GRUETT,  GERALD  PAUL,  JR,  LAKE  STATION,  INDIANA 
GRUETZKE,  JAMES  EUGENE,  GRESHAM,  OREGON 
GRUHL,  JOHN  CHARLES,  HAMILTON,  CANADA 
GRULER,  GEORGE  H,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRUMBACH,  GERD,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
GRUND,  HALTER  DANIEL,  YAPHANK,  NEW  YORK 
GRUNDER,  FRANK  W. ,  BALTIMORE,  MARYLAND 
GRUNEWALD,  STEVEN  FREDERICK,  WYOMING,  MICHIGAN 
GRUNNAGLE,  HARRY  JOHN,  POPE  AFB,  NORTH  CAROLINA 
GRUSS,  FRANCIS  JOSEPH,  FRANKLIN,  INDIANA 


tt   GRYNCEWICZ,  EDWARD  L.,  ERIE,  PENNSYLVANIA 

GSCHHENDT,  JOHANNES,  VIENNA,  AUSTRIA 
tt   GSELL,  ROBERT  H. ,  JR.,  REDWOOD  CITY,  CALIFORNIA 
tt   GUADERRAMA,  MANUEL  C. ,  SAN  DIEGO,  CALIFORNIA 
tt   GUASTO,  LUCIAN,  MIAMI  BEACH,  FLORIDA 

GUBBELS,  HUBERT  E.,  RICHMOND,  TEXAS 
tt   GUBSER,  RAY  B.,  JR.,  LAS  VEGAS,  NEVADA 
GUDGEON,  LAURENCE,  TOMS  RIVER,  NEW  JERSEY 
GUDJONSSON,  GUDMUNDUR,  REYKJAVIK,  ICELAND 
GUENARD,  GREGORY  V.,  SUPERIOR,  WISCONSIN 
tt   GUENTHER,  PHILLIP  B.,  ENUMCLAH,  WASHINGTON 

GUEQUIERRE,  THOMAS  ROBERT,  HHITEWATER,  WISCONSIN 
GUERRA,  FRANK  E.,  CHICAGO,  ILLINOIS 
GUERRA,  MICHAEL  RICHARD,  LAS  VEGAS,  NEVADA 
GUESS,  JAMES  DAVID,  LOS  ALAMITOS,  CALIFORNIA 
GUESS,  HILLIAM  FREDERICK,  MIRAMAR,  FLORIDA 
GUEVARA,  MANUEL,  DALLAS,  TEXAS 
GUEY,  CHARLES  STEPHEN,  PORT  SULPHUR,  LOUISIANA 
GUGLIELMINO,  SAL,  ROME,  ITALY 
#  GUGLIELMO,  ANDREW  M.,  TRENTON,  NEW  JERSEY 
GUIBORD,  GREGORY  PAUL,  DEARBORN,  MICHIGAN 
tt   GUIDERA,  THOMAS  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GUIDROZ,  BOBBY  JOSEPH,  BATON  ROUGE,  LOUISIANA 
GUIDRY,  MARCUS  JOSEPH,  JR,  ST.  MARTINVILLE,  LOUISIANA 
tt   GUILLEN,  ROBERT  ANTHONY,  SANTA  FE,  NEH  MEXICO 
GUILLORY,  GARY  GORDON,  HESTLAKE,  LOUISIANA 
GUILLORY,  JERRY  WAYNE,  AZLE,  TEXAS 
GUILLORY,  RUDY,  EVANGELINE,  LOUISIANA 
tt   GUILLOT,  LESLIE  C,  MISSOURI  CITY,  TEXAS 
GUIMOND,  KATHLEEN  ANNE,  DEKALB,  ILLINOIS 
GUINEY,  RUSSELL  GLENN,  MALIBU,  CALIFORNIA 
tt   GUINN,  ELBERT  L,  BRISTOL,  TENNESSEE 

GUITARE,  ROLAND  E.,  MANHATTAN  BEACH,  CALIFORNIA 
GULCH,  THOMAS  L,  OREGON,  OHIO 
GULIANO,  ROBERT  J,  MANCHESTER,  CONNECTICUT 
92  tt   GULLA,  ROBERT  S,  WALLINGFORD,  PENNSYLVANIA 
111  tt   GULLEDGE,  FRANKLIN  F,  EVANSVILLE,  INDIANA 
GULLETT,  WILLIAM  M. ,  SEASIDE,  CALIFORNIA 
GULLEY,  CHARLES  R.,  STURGEON  BAY,  WISCONSIN 
GULLING,  NICHOLAS  R,  GREENFIELD,  INDIANA 
GULLO,  DAVID  LAWRENCE,  CAMPBELL,  CALIFORNIA 
1  GUMBINNER,  GLENN  HARGRAVE,  STUART,  FLORIDA 
GUMBS,  VANCITO  E,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
GUMM,  HUBERT,  CINCINNATI,  OHIO 
GUMM,  HILLIAM  HENRY,  COLUMBUS,  NEBRASKA 
GUMMOH,  ROBERT  MICHAEL,  AUBURN,  CALIFORNIA 
GUNDERSEN,  JOHN  DANIEL,  ST.  PAUL,  MINNESOTA 
GUNDERSON,  ERIC  PAUL,  DULUTH,  MINNESOTA 
GUNNO,  GARY  ARTHUR,  CHARLESTON,  WEST  VIRGINIA 
GUNRUD,  GARY  ELLSWORTH,  SALT  LAKE  CITY,  UTAH 
GUNSON,  HARVEY  P,  UNIVERSITY  PARK,  FLORIDA 
GUNTER,  GARY  L.,  CHICAGO,  ILLINOIS 
GUNTER,  RICHARD  B.,  FAIRFIELD,  CONNECTICUT 
GUPTA,  VINEET  KUMAR,  NEH  DELHI,  INDIA 
GURICH,  MICHAEL,  ELYRIA,  OHIO 
GURNEE,  JOHN  KEENE,  LEXINGTON,  KENTUCKY 
GURNETT,  LAWRENCE  ROBERT,  SAN  FRANCISCO,  CALIFORNIA 
GURR,  ARTHUR  M. ,  AMERICUS,  GEORGIA 
GURREN,  CHARLES  MICHAEL,  COVINGTON,  KENTUCKY 
GURROLA,  RUBEN  ANTHONY,  JR,  CHICO,  CALIFORNIA 
GURUNG,  AMOD  CHANDRA,  KATHMANDU,  NEPAL 
GUSTAFSON,  DAVID  ALBIN,  BRADENTON,  FLORIDA 
GUSTIN,  ANTON  C,  PAGO  PAGO,  AMERICAN  SAMOA 
GUTCHEHSKY,  THOMAS  DANIEL,  OMAHA,  NEBRASKA 
GUTERSLOH,  WILLIAM  FREDERICK,  MINEOLA,  NEW  YORK 
GUTH,  STANLEY  W. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GUTHERZ,  FREDERICK  G,  NASHUA,  NEW  HAMPSHIRE 
GUTHRIE,  DWIGHT  JUNIOR,  PITTSBURGH,  PENNSYLVANIA 
GUTHRIE,  EDHARD  LEE,  SALISBURY,  MARYLAND 
GUTHRIE,  GEORGE  H,  JASPER,  ALABAMA 
GUTHRIE,  J.  BRUCE,  SACRAMENTO,  CALIFORNIA 
GUTHRIE,  MELVIN  G,  SHREVEPORT,  LOUISIANA 
GUTHRIE,  MICHAEL  B.,  SANDPOINT,  IDAHO 
GUTHRIE,  MICHAEL  GALEN,  FRESNO,  CALIFORNIA 
GUTHRIE,  MICHAEL  LOREN,  EVANS,  COLORADO 
GUTHRIE,  MYRON  WAYNE,  CARY,  NORTH  CAROLINA 
GUTHRIE,  ROBERT  EUGENE,  CHICAGO,  ILLINOIS 
GUTIERREZ  ZARAGOZA,  JUAN  RAUL,  MEXICO  CITY,  MEXICO 
GUTIERREZ,  ALFRED,  BAKERSFIELD,  CALIFORNIA 
GUTIERREZ,  EMERITO  ZARRAGA,  MANILA,  PHILIPPINES 
GUTIERREZ,  JOSE  SALAS,  QUEZON  CITY,  PHILIPPINES 
GUTKNECHT,  BRUNO,  LUCERNE,  SHITZERLAND 
GUTMAN,  ROBERT  J.,  JEFFERSONTOWN,  KENTUCKY 
GUTOWSKI,  CHRISTOPHER  GENE,  HILLSDALE,  MICHIGAN 
GUTTMAN  K.,  JOSE,  CARACAS,  VENEZUELA 
GUTWERK,  JOHN  M,  BYRAM  TOWNSHIP,  NEW  JERSEY 
GUY,  DAVID  LYNN,  ATLANTA,  GEORGIA 
GUYET,  ALLAN  R,  NEW  HAVEN,  CONNECTICUT 
GUYMON,  LAMAR  EDWARD,  CASTLE  DALE,  UTAH 
GUYTON,  JOHN  GLENN,  OKLAHOMA  CITY,  OKLAHOMA 
GUZIK,  JOSEPH  JACOB,  ST  JOHN,  INDIANA 
GUZMAN,  ARMANDO  ANTHONY,  MIAMI,  FLORIDA 
GUZMAN,  CARLOS  ALBERTO,  BUENOS  AIRES,  ARGENTINA 
GUZMAN,  DENNIS  ANTHONY,  SAN  JOSE,  CALIFORNIA 
GUZMAN,  EDWARD  G. ,  DALY  CITY,  CALIFORNIA 
GUZMAN,  RICARDO,  EL  PASO,  TEXAS 
GWALTNEY,  LAWRENCE  JAVIS,  WESTERLY,  RHODE  ISLAND 
GWALTNEY,  MICHAEL  JONATHAN,  HUNTINGTON  PARK,  CALIFORNIA 
GWALTNEY,  RUSSELL  EUGENE,  SALEM,  VIRGINIA 
GWIAZDA,  JOHN  A.,  NEH  BRITAIN,  CONNECTICUT 
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GHIN.  FRED  AUSTIN,  III  -  HALVERSON,  MICHAEL  EUGENE 
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GHIN, 
GHYN, 
GHYNN 
GYGER 
GYGLI 


VINCENT  AN 


FRED  AUSTIN,  III,  BATON  ROUGE,  LOUISIANA 
MARK  RANDALL,  NASHVILLE,  TENNESSEE 
HALLACE  H,  FARGO,  NORTH  DAKOTA 
LAHRENCE  STEVEN,  CUMBERLAND,  MARYLAND 
EDHIN  A,  POCATELLO,  IDAHO 
GYLLENSKOG,  JERRY  READ,  MEDFORD,  OREGON 
HAAS,  JOHN  ROBERT,  ARLINGTON,  VIRGINIA 
HAASE,  LONNIE  GEORGE,  COON  RAPIDS,  MINNESOTA 
HAASE,  HALTER  C,  LINCOLN,  NEBRASKA 
HABBARD,  ARTIS  0.,  DOTHAN,  ALABAMA 
HABECKER,  JOHN  H.   SINKING  SPRINGS,  PENNSYLVANIA 
HABEL,  PETER  MATTHEH,  JACKSON,  HISCONSIN 
HABERL,  GUY  BARTOLOMEO,  INDIANA,  PENNSYLVANIA 
HABIPIS,  GEORGE,  RAFINA,  GREECE 
HACH,  ROBERT  PAUL,  SR.,  HILLSIDE,  NEH  JERSEY 
HACKEL   MARK  ALLEN,  MT  CLEMENS,  MICHIGAN 
HACKENBERG   RONALD  JOHN,  JR,  HARRISBURG,  PENNSYLVANIA 
HACKER,  THOM  RAYMOND,  TUCSON,  ARIZONA 
HACKERT   PAUL  HENRY,  OSSINING,  NEH  YORK 
HACKETT   ALBERT  PATRICK,  JR,  FERGUSON,  MISSOURI 
HACKETT,  CHARLES  STANLEY,  KOKOMO,  INDIANA 
HACKETT,  DELL  PAUL,  EUGENE,  OREGON 
HACKETT,  JAMES  J,  ST.  LOUIS,  MISSOURI 
HACKETT!  JAMES  MICHAEL,  EL  CENTRO,  CALIFORNIA 
HACKETT,  JOHN  LENNON,  VICENZA,  ITALY 
HACKLE,  ROY  EDWARD,  BRADENTON,  FLORIDA 
HACKSHAH,  ELLSWORTH  RANDOLPH,  KINGSTOWN,  ST. 
HACKSTOCK,  R.  F.,  KETCHIKAN,  ALASKA 
HADAHAY,  ALMER  LEE,  MENA,  ARKANSAS 
HADDAD,  RAFIC  M. ,  BEIRUT,  LEBANON 
HADDIX   ROGER  COLIN,  GEORGETOWN,  SOUTH  CAROLINA 
HADDOCK,  JOHN  SMYRK,  PLAINVILLE,  CONNECTICUT 
HADDOW,  RICHARD  STEPHEN,  CALGARY,  CANADA 
HADEN,  JAMES  M. ,  CHARLOTTESVILLE,  VIRGINIA 
HADEN   WILLIAM  6,  II,  VIRGINIA  BEACH,  VIRGINIA 
HADLEY,  DONALD  LEON,  SAN  DIEGO,  CALIFORNIA 
HADLEY,  ENOS  W. ,  TOPEKA,  KANSAS 
HADLEY,  LEROY,  OGDEN,  UTAH 
HADSKEY,  EDWARD  LEE,  SENATOBIA,  MISSISSIPPI 
HAEBE   JOSEPH  STANISLAUS,  SANTA  CRUZ,  CALIFORNIA 
HAEBERER,  PETER  MICHAEL,  BERLIN,  FEDERAL  REPUBLIC  OF  GE 
HAEBLER,  PAUL  G.,  WOOD-RIDGE,  NEW  JERSEY 
HAEM,  MARK  STEPHEN,  CALAIS,  FRANCE 
HAEMMERLE,  ROBERT  CHARLES,  OAKLAND,  NEW  JERSEY 
HAESSLER,  HANS  JOACHIM,  HAMBURG,  FEDERAL  REPUBLIC  OF  GE 
HAFEZ,  ABDEL  AZIZ,  CAIRO,  EGYPT 
HAFNER,  FREDERICK  BERNARD,  JOLIET,  ILLINOIS 
HAFNER,  FREDERICK  EDWARD,  II,  MIAMI,  FLORIDA 
HAFNER;  MARK  ROBERT,  WETHERSFIELD,  CONNECTICUT 
HAGAN   EDMUND  A.,  GORHAM,  MAINE 

'  FREDERICK  WILLIAM,  FREMONT,  CALIFORNIA 
GARY  ANTHONY,  LOUISVILLE,  KENTUCKY 
GEORGE  P.,  BUTTE,  MONTANA 
GARY  LYNN,  IDAHO  FALLS,  IDAHO 
LARRY  M.,  DIXON,  ILLINOIS 
HAGGAS,  WILLIAM  GILBERT,  TOMS  RIVER,  NEW  JERSEY 
HAGGERTY,  EDWARD  THOMAS,  KETTERING,  OHIO 
HAGGESTAD,  KEITH  PETER,  ROCHELLE,  ILLINOIS 
HAGIST,  MARK  GERARD,  OTTUMWA,  IOWA     ,._.„. 
HAGLER   CHARLES  MILLER,  JR,  HUEYTOWN,  ALABAMA 
HAGLER,  E.  R.,  TALLAHASSEE,  FLORIDA 
HAGMAN   LAWRENCE  C,  RACINE,  WISCONSIN 
HAGNER   ELMER  F.,  JR.,  MILLERSVILLE  MARYLAND 
HAGOOD,  KENNETH  DENNARD,  MACON,  GEORGIA 
HAGOPUN   KENNETH  J.,  MILWAUKEE,  WISCONSIN 
HAGSTROM,  VICTOR  ALDEN,  SAN  BERNARDINO  CALIFORNIA 
HAGTHROP   DAVID  MORSE,  LOS  ANGELES,  CALIFORNIA 
HAGUE,  ROBERT  PAUL,  LIMERICK,  PENNSYLVANIA 
HAHN,  HAROLD  JAMES,  LA  PORTE,  INDIANA 
HAHN   RAYMOND  G.,  NEWTONVILLE,  NEW  YORK 
HAHN   STEPHEN  JOSEPH,  EAU  CLAIRE,  WISCONS  N 
HAIG   JEFFREY  WILLIAM,  ELM  GROVE,  WISCONSIN 
HAIGHT,  FRANK  D.,  BELLEVILLE,  NEH  JERSEY 
HAIL,  CHARLES  H,  HEAVER,  ALABAMA 
HAILE,  JEFFERY  L,  MIDLAND,  TEXAS 
HAILEY,  KENNETH  LYNN,  AUSTIN   TEXAS 
HAILEY,  LARRY  LEE,  MCMINNVILLE,  OREGON 
HAIMEDER,  GERHARD,  VIENNA,  AUSTRIA 
HAINES,  GARY  ROBERT,  DAYTON,  OHIO 
HAINES   KEITH  EDWARD,  TUKWILA,  WASHINGTON 
HAINES   MICHAEL  DOYLE,  ST.  PAUL,  MINNESOTA 
HA  NES:  W  LLIAM  MARCUS,  HENATCHEE,  HASHINGTON 
HAINES   WILLIAM  SPENCER,  ELKINS,  WEST  VIRGIN  A 
HaInSWORTH,  JAMIE  ANTHONY   GLOCESTER   RHODE  ISLAND 
HAIRSTON,  CORNELIUS  J,  III,  BALTIMORE,  MARYLAND 
HATRSTON   JAMES  ODES,  TACOMA,  WASHINGTON 

!  HILLIAM  CORNELIUS,  REIDSVILLE,  NORTH  CAROLINA 
I  HAJEK   PAUL  NORMAN,  ELLICOTT  CITY,  MARYLAND 
HAJI  SALLEH,  HAMZAH,  BRUNEI,  BRUNEI 
HAJINABI,  HOSSAIN,  TEHRAN,  IRAN 
HAJJAR,  GEORGE,  BEIRUT,  LEBANON 
HAKEN,  MILTON  JEFFREY,  NOME,  ALASKA 
,  HAKES   CHARLES  P.,  EL  CENTRO,  CALIFORN  A 
1   HALASZ,  JOSEPH  J,  SACRAMENTO,  CALIFORNIA 
HALASZ,  SCOTT  ALAN,  FORT  HOOD,  TEXAS 
HALBEKATH,  ERIC,  NEW  ROCHELLE,  NEW  YORK 
HALBERT,  ROGER  E.,  JACKSONVILLE,  NORTH  CAROLINA 
HALBOHn!  DONALD  FRANCIS,  MINEOLA,  NEH  YORK 
►  HALBROOK,  REGINALD  D. ,  ATHENS,  TEXAS 

HALDANE,  ROBERT  KEITH,  MELBOURNE,  AUSTRALIA 
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HALDEN,  HAROLD  BLAINE,  ST.  PAUL,  MINNESOTA 
HALDY,  DAVID,  MAPLEWOOD,  NEW  JERSEY 
HALE,  ALVIN  L.,  CHRISTIANSBURG,  VIRGINIA 

DONALD  E.,  PARKERSBURG,  WEST  VIRGINIA 
FRANK  MICHAEL,  BIRMINGHAM,  ALABAMA 
JAMES  W,  HOT  SPRINGS,  ARKANSAS 
KYLE  B.,  MESQUITE,  TEXAS 
M.  F.,  ATLANTA,  GEORGIA 
NICKIE  D,  BAY  CITY,  TEXAS 
JOEL  GARRETT,  SOCORRO,  NEW  MEXICO 
JOHN  FRANKLIN,  MOUNTAIN  BROOK,  ALABAMA 
JOHNNY  V.,  RALEIGH,  NORTH  CAROLINA 
ROBERT  BRUCE,  BELLINGHAM,  WASHINGTON 
ROBERT  WAYNE,  SPRINGFIELD,  ILLINOIS 
,  VALJEAN  M.,  WEST  PALM  BEACH,  FLORIDA 
HALFORD,  CHARLES  MARSHALL,  MANTECA,  CALIFORNIA 
HALFORD,  HUGH  ALLAN,  LOS  ANGELES,  CALIFORNIA 
HALL,  ALLEN  W,  BAY  MINETTE,  ALABAMA 

BEVERLY  JOY,  ST.  PAUL,  MINNESOTA 
CALZONA  J,  ST.  LOUIS,  MISSOURI 
CHARLES  H,  WAILUKU,  MAUI,  HAWAII 
HALL;  CHARLES  L.,  TOPEKA,  KANSAS   „rrtDr,l4 
HALL,  CHARLES  LARRY,  FAYETTEVILLE,  GEORGIA 
HALL,  CRAIG  BRIAN,  SR,  FALMOUTH,  MAINE         „„,,,„„,. 
DANIEL  DEIDRICH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DANNY  BLANTON,  NASHVILLE,  TENNESSEE 
DAVID  ALAN,  SAN  DIEGO,  CALIFORNIA 
DAVID  FREDRIC,  EAGAR,  ARIZONA 
DAVID  L.,  ST.  LOUIS,  MISSOURI 
EUGENE  SCOTT,  ATLANTA,  GEORGIA 
FRANCIS  ROY,  II,  HALL,  NEW  JERSEY 
FRANK  HAYES,  AUSTIN,  TEXAS      u.eUTm._u 
GEORGE  RANDOLPH,  FAIRCHILD  AFB,  WASHINGTON 
GERALD  B.,  GREAT  FALLS,  MONTANA 
.  GERALD  TODD,  GORDO,  ALABAMA 
HALL  GLENN  EDWIN,  WATERBURY,  VERMONT 
HALL,  GRAHAM  ROGER,  WARWICK,  ENGLAND 
HERBERT,  SAVANNAH,  GEORGIA 
HOWARD  BRIAN,  TOWSON,  MARYLAND 
J   P.,  JR.,  GREEN  COVE  SPRINGS,  FLORIDA 
JACK  L.,  LANSING,  MICHIGAN 
JACK  LYNN,  FAIRFIELD,  CALIFORNIA 
JACKIE  DALE,  AUSTIN,  TEXAS 
JAMES  EARLY,  STRASBURG,  VIRGINIA 
JAMES  RUDOLPH,  LANGLEY  AF^  VIP^TMT* 
JERRY  FRANCIS,  SAN  JOSF  r'^.--'«"" 
JESSE  W    * -*  'ii«A(  v-r*0*?rT 
JOHN  EDWARD ^udLUTH,  MINNESOTA 
JOHN  NEAL,  LAMAR,  COLORADO     UTruTrAU 
KENNETH  BERNARD,  EAST  LANSING,  MICHIGAN 
KENNETH  GENE,  SANTA  ANA,  CALIFORNIA 
LARRY  SAM,  ASHLAND,  KENTUCKY 
LEO,  CASA  GRANDE,  ARIZONA 

LORNE  EDWARD,  MISSISSAUGA,  CANADA 

LUDHICK  STIRLING,  NEW  YORK,  NEW  YORK 
MARK  RANDAL,  PELHAM,  ALABAMA 
MELVIN  LEE,  SR,  CHESAPEAKE,  VIRGINIA 
MICHAEL  OWEN,  LAWRENCE,  KANSAS 
PETER,  MADISON,  WISCONSIN 
PETER  ANDREW,  GROTON,  CONNECTICUT 
R  WAYNE,  INDIANAPOLIS,  INDIANA 
RALLS  LANCE,  COQUILLE,  OREGON 
RICHARD  LEE,  GERMANTOWN,  TENNESSEE 
ROBERT  FREDERICK,  BELFAST,  NORTHERN 
ROBERT  GLENN,  WINNIPEG,  CANADA 
ROBERT  LOWELL,  MUSCLE  SHOALS,  ALABAMA 
RONALD  M,  SILVER  CITY,  NEW  MEXICO 
ROY  LESTER,  SAN  DIEGO,  CALIFORNIA 
RUSSELL  RANDALL,  JR,  ANNAPOLIS,  MARYLAND 
STAN  L,  LAWRENCEVILLE,  GEORGIA 
STEPHEN  RALPH,  ONTARIO,  CALIFORNIA 
STEVEN  PATRICK,  HUNTINGTON,  HEST  VIRGINIA 
THOMAS  HESLEY,  SAN  DIEGO,  CALIFORNIA 
TRAVIS  JAMES,  IRVING,  TEXAS 
WALTER  H.,  BEMIDJI,  MINNESOTA 
WILLIAM  CHARLES,  SOUTH  DAYTONA,  FLORIDA 
HAUER  JAMES  DOUGLAS   NEW  CUMBERLAND,  PENNSYLVANIA 
HALLER  JOHN  ROBERT,  EVANSVILLE,  INDIANA 
HAItETT   GARY  ROBERT,  OLYMPIA,  WASHINGTON 
HALtm;  WALTER  EUGENE,  PLATTSBURGH  NEW  YORK 
HAIIFORD  CHARLES  K,  MONTGOMERY,  ALABAMA 

TO   HRLUM  IDEN,  STATESVILLE   NORTH  CAROLINA 
HALLIDAY,  GARY  LEE,  LONG  BEACH,  CALIFORNIA 
MELVIN  MC,  BLANDING,  UTAH 
WILLIAM  J.,  MIDDLETOWN  TWP,  NEW  JERSEY 
R  OTIS   FORT  DODGE,  IOWA 
TIMOTHY  JERROLD,  SR,  INDIANAPOLIS,  INDIANA 
JAMES  J.,  JR.,  ALEXANDRIA,  VIRGINIA 
KEVIN  M,  NEW  YORK,  NEW  YORK 
,  THOMAS  AUGUSTINE, 'NEW  YORK   NEW  YORK 
HALLINAN,  WILLIAM  R,  MIDDLETOWN,  NEW  YORK 
hm I  MAN   JAMES  M.,  ODESSA,  TEXAS 
HALLMAN   JAMES  TERRELL,  GAINESVILLE,  GEORGIA 
HALPIN, GRACE  MARIE  SCRANTON,  PENNSYLVANIA 
HALPIN   STEWART  E.,  OMAHA,  NEBRASKA 
HALPIN,  THOMAS,  GLASGOW,  SCOTLAND 
HAiSTFAn  JAY  EMERSON,  PORTLAND,  INDIANA 
HALTER  MICHAEL  WILLIAM,  FORT  DEVENS,  MASSACHUSETTS 
HALVERSON  DENNIS  SCOTT   CHARLEVOIX,  MICHIGAN 
HALVERSON;  MICHAEL  EUGENE,  MASON  CITY,  IOWA 
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HALVERSTADT,  DAVID  L.  -  HARALSON,  EDHARD  A. 
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94 
145 
105 
123 
118 
156 

98 

90 
178 

55 
129 
163 


HALVERSTADT,  DAVID  L.,  LINCOLN,  NEBRASKA 

*  HALVORSEN,  CAROLE  J,  DEERFIELD  BEACH,  FLORIDA 
HALVORSON,  JOHN  BYRON,  FERGUS  FALLS,  MINNESOTA 
HALVORSON,  KENNETH  GENE,  STANLEY,  NORTH  DAKOTA 
HAM,  HORACE  R.,  INDIANAPOLIS,  INDIANA 
HAM,  RAYMOND  E,  PONCA  CITY,  OKLAHOMA 
HAMADA,  FUMIO,  TOKYO,  JAPAN 
HAMANN,  JAMES  DOUGLAS,  GLEN  ELLYN,  ILLINOIS 
HAMANN,  THOMAS  LOUIS,  JR,  YAPHANK,  NEW  YORK 

tt   HAMBERGER,  DONALD  M. ,  SR,  HAGERSTOWN,  MARYLAND 
tt   HAMBERLIN,  HILLIAM  LEO,  RICHMOND,  CALIFORNIA 
HAMBLEN,  PAUL  H,  GERMANTOHN,  TENNESSEE 
HAMBLIN,  GARY  HAROLD,  MADISON,  HISCONSIN 
HAMBLIN,  HILLIAM  D,  NASHVILLE,  TENNESSEE 

*  HAMBRECHT,  HILLIAM  M,  ALBANY,  NEH  YORK 

*  HAMBRICK,  PHILLIP  CHARLES,  CEDAR  HILL,  TEXAS 
tt   HAMBY,  HILLIAM  I,  PARK  FOREST,  ILLINOIS 

HAMDI,  ABOUBAKER  ESSEDDIK,  MAHDIA,  TUNISIA 

*  HAMDY,  AMR  ABDEL-HAMID,  CAIRO,  EGYPT 
HAMEL,  JACK  R.,  HOUSTON,  TEXAS 
HAMELE,  ROBERT  L.,  MADISON,  HISCONSIN 
HAMILTON,  ANDREH  MARTIN,  GALLOHAY  TOWNSHIP,  NEH  JERSEY 
HAMILTON,  BRUCE  ANDREH,  KIRKHOOD,  MISSOURI 

tt   HAMILTON,  DOYLE  R. ,  LAS  VEGAS,  NEVADA 

HAMILTON,  ERNEST  LEROY,  LONGVIEH,  TEXAS 
tt   HAMILTON,  JACK  L,  COVINGTON,  GEORGIA 
tt   HAMILTON,  JAMES  FRANCIS,  BOSTON,  MASSACHUSETTS 
HAMILTON,  JOHN  THOMAS,  SCHENECTADY,  NEH  YORK 
HAMILTON,  KAREN  JUNE,  INDIANAPOLIS,  INDIANA 
M   HAMILTON,  LAHRENCE  A,  ST.  LOUIS,  MISSOURI 
tt   HAMILTON,  MARVIN  D,  MISSOULA,  MONTANA 

HAMILTON,  MERLYN  CHARLES,  HICKORY,  NORTH  CAROLINA 
HAMILTON,  PAUL  M.,  TROY,  ALABAMA 

RANDY  CURTIS,  CHEHALIS,  WASHINGTON 
RANDY  JOE,  INDIANAPOLIS,  INDIANA 
RICHARD  S.,  NEHPORT  BEACH,  CALIFORNIA 
ROBERT  HALTER,  JR,  GAINESVILLE,  FLORIDA 
HAMILTON,  SCOTT  ROBERT,  GARDEN  GROVE,  CALIFORNIA 
HAMILTON,  STEVEN  J.,  FORT  WAYNE,  INDIANA 
HAMILTON,  VICTOR  LEE,  SAN  BERNARDINO,  CALIFORNIA 
HAMILTON,  HILLIAM  G. ,  HARRISBURG,  PENNSYLVANIA 
HAMILTON,  HILLIAM  R,  BOYNTON  BEACH,  FLORIDA 
HAMLIN,  MICHAEL  JAMES,  TALLADEGA,  ALABAMA 
HAMLIN,  THOMAS  III,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HAMLIN,  VIRGIL  W.,  CHARLESTON,  WEST  VIRGINIA 
HAMM,  RICHARD  ALVIN,  EULESS,  TEXAS 
HAMMAN,  THOMAS  LESTER,  CHILLICOTHE,  OHIO 
HAMMELL,  JOHN  MATTHEW,  FORT  HOOD,  TEXAS 
HAMMER,  CLIFFORD  CLEON,  REXBURG,  IDAHO 
HAMMER,  EDHARD  DONALD,  HILLSIDE,  ILLINOIS 
HAMMER,  THOMAS  P.,  KNOXVILLE,  TENNESSEE 
85  tt   HAMMERMEISTER,  WALTER  L.,  CONRAD,  MONTANA 
104   HAMMERSMITH,  GUY  C. ,  MINEOLA,  NEH  YORK 
HAMMETT,  DAVID  ALLEN,  CAMDEN,  ARKANSAS 
HAMMON,  RICHARD  EARL,  MECHANICSBURG,  PENNSYLVANIA 
HAMMOND,  DAVID  LEE,  MERCED,  CALIFORNIA 
HAMMOND,  HAROLD  J,  MONTGOMERY,  ALABAMA 
HAMMOND,  MICHAEL  LEE,  EVERETT,  WASHINGTON 
HAMMOND,  ROBERT  M,  SCHAUMBURG,  ILLINOIS 
HAMMOND,  SAMUEL  WADE,  WHEAT  RIDGE,  COLORADO 
HAMMONTREE,  HARRY  N,  KNOXVILLE,  TENNESSEE 
HAMNER,  RAY,  EVANSVILLE,  INDIANA 
HAMPLE,  MICHAEL  J,  HOLLIDAYSBURG,  PENNSYLVANIA 
HAMPSHIRE,  PATRICK  LEE,  LAKE  HORTH,  FLORIDA 
HAMPTON,  JAMES  CLAYTON,  DALLAS,  TEXAS 
HAMPTON,  JAMES  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
STEPHEN  MICHAEL,  LAS  VEGAS,  NEVADA 
STUART  LEE,  EAST  LANSING,  MICHIGAN 
TREVOR  ALLAN,  BROOKLYN  CENTER,  MINNESOTA 
TROY  LEE,  WICHITA,  KANSAS 
WAYNE  A.,  CEDAR  RAPIDS,  IOWA 
HAMPTON,  HILLIAM  DAVID,  KINGSPORT,  TENNESSEE 
HAMPTON,  HILLIAM  PETE,  WHITE  SANDS,  NEW  MEXICO 
HAMRIC,  WILLIAM  DAVID,  COLLIERVILLE,  TENNESSEE 
90  tt   HAMRICK,  BILLY  J,  MORGANTON,  NORTH  CAROLINA 
100  tt   HAMRICK,  JAMES  R,  DECATUR,  GEORGIA 
tt   HAMRICK,  LEONARD  E.,  GADSDEN,  ALABAMA 
HAMURA,  MAKOTO,  TOKYO,  JAPAN 
HANAGAMI,  DANIEL  YOSHIO,  HONOLULU,  HAWAII 

*  HANAHAY,  L.  E.,  WICHITA  FALLS,  TEXAS 
HANCE,  GERARD  J.,  EASTON,  CONNECTICUT 

tt   HANCOCK,  EDHARD  W. ,  SPRING  HOUSE,  PENNSYLVANIA 

HANCOCK,  FLOYD  JAMES,  SPRINGDALE,  ARKANSAS 

HANCOCK,  GARY  SCOTT,  MIAMI,  FLORIDA 

HANCOCK,  JAY  REED,  FRANKFORT,  KENTUCKY 
tt   HANCOCK,  JOSEPH  RELMOND,  ROCKVILLE,  MARYLAND 

HANCOCK,  KENNETH  WAYNE,  HELENA,  GEORGIA 
tt   HANCOCK,  LEONARD  M.  ,  TEMPLE,  TEXAS 
tt   HANCOCK,  MAXWELL  E.,  CORPUS  CHRISTI,  TEXAS 
tt   HANCOCK,  ROBERT  E.,  DECATUR,  ALABAMA 

*  HANCOCK,  ROYCE  G.  ,  CLARKSVILLE,  TENNESSEE 
HANCOCK,  HILLIAM  P.,  JR.,  OGUNQUIT,  MAINE 
HAND,  JOSEPH  MARCINE,  GENEVA,  ALABAMA 
HAND,  NORMAN  MICHAEL,  MCMINNVILLE,  OREGON 
HAND,  PATRICIA  EILEEN,  SATELLITE  BEACH,  FLORIDA 
HAND,  ROGER  MARTIN,  RED  HING,  MINNESOTA 
HANDERHAN,  GARY  FRANCIS,  SR,  HIGHLAND  PARK,  NEW  JERSEY 
HANDLEY,  JACKSON  RAY,  TALLAHASSEE,  FLORIDA 
HANDY,  CALVIN  EARL,  DAVIS,  CALIFORNIA 

*  HANDY,  IRA  CECIL,  APPOMATTOX,  VIRGINIA 


HAMILTON, 
HAMILTON, 

96  tt  HAMILTON, 
143  tt  HAMILTON, 
195 
109 
189 

74 

97 
130 
159 

11 
147 
125 
137 
121 
164 

70 


157 
139 
140 
104 
139 
110 
179 
53 
104 
189 
182 
120 
184 
122 
134 
137 
120 
116 
143 
136 
164 


HAMPTON, 
HAMPTON, 
HAMPTON, 
HAMPTON, 
HAMPTON, 


79 

155 

178 

10 

92 

105 

123 

133 

155 

142 

180 

90 

95 

80 

101 

73 

135 

138 

167 

162 

122 

145 

170 

140 


157 

143 

158 

157 

167 

185 

43 

143 

81 

79 

116 

103 


HANE,  DAVID  HILLIAM,  BROOKFIELD,  MISSOURI 
HANECKOH,  TERRY  ROBIN,  ST  JOHNS,  MICHIGAN 
HANELINE,  DAVID  ARTHUR,  CARSON  CITY,  NEVADA 
HANENKRATH,  ELWOOD  CLAUDE,  III,  DEFIANCE,  OHIO 
HANES,  GEORGE  PETER,  JR,  PALOS  VERDES  ESTATES,  CALIFORN 
HANES,  THOMAS  LEE,  COLUMBUS,  OHIO 
HANES,  WESLEY  DODSON,  PARIS,  TEXAS 
HANEY,  THOMAS  PATRICK,  JR,  DENVER,  COLORADO 
HANGER,  BILL  D. ,  PHOENIX,  ARIZONA 
HANGER,  WILLIAM  K,  PONTIAC,  MICHIGAN 
HANHAM,  JACK  D. ,  WEST  BOUNTIFUL,  UTAH 
HANIEF,  HASHIM  B.,  LAS  VEGAS,  NEVADA 
79  tt   HANIFF  MOHAMED  BIN,,  KUALA  LUMPUR,  MALAYSIA 
96   HANISCH,  RONALD  C. ,  MOSCOW,  IDAHO 

HANKARD,  JAMES  MICHAEL,  EAST  HARTFORD,  CONNECTICUT 
HANKARD,  MARTIN  JOSEPH,  AVON,  CONNECTICUT 
HANKARD,  THOMAS  J,  SIMSBURY,  CONNECTICUT 
HANKES,  RICHARD  W,  AURORA,  ILLINOIS 
HANKINS,  JERRY  THOMAS,  SR,  MONTGOMERY,  ALABAMA 
HANKINS,  LEWIS  WILLIAM,  DRY  RIDGE,  KENTUCKY 
HANKS,  DAVID  EUGENE,  IRVING,  TEXAS 
HANKS,  JAMES  PATRICK,  VENICE,  FLORIDA 
HANLEY,  EDMUND  J.,  WEST  ORANGE,  NEW  JERSEY 
HANLEY,  PETER  JOHN,  PRINCETON  BOROUGH,  NEW  JERSEY 
HANLEY,  RICHARD  MICHAEL,  MINEOLA,  NEW  YORK 
HANLEY,  THOMAS  WILLIAM,  III,  AKRON,  OHIO 
HANLINE,  DON  L.,  OXNARD,  CALIFORNIA 
HANLON,  WALTER  J.,  JR.,  FULTON,  NEW  YORK 
HANLON,  WILLIAM  R. ,  MEDFORD,  MASSACHUSETTS 
HANNA,  BRUCE  ERIC,  RUSTON,  LOUISIANA 

ELZAPHAN  M.,  AIKEN,  SOUTH  CAROLINA 
JOHN  W,  MONTVALE,  NEH  JERSEY 
JOSEPH  NORMAN,  ALLENTOHN,  PENNSYLVANIA 
MICHAEL  JOSEPH,  FLINT,  MICHIGAN 
RICHARD  E,  NEH  WILMINGTON,  PENNSYLVANIA 
ROY  E.,  SALINAS,  CALIFORNIA 
RUSSELL  JAMES,  JACKSON,  MISSISSIPPI 
TAWFIK  WISSA,  CAIRO,  EGYPT 
THOMAS  ALLEN,  CAPITOLA,  CALIFORNIA 
THOMAS  P,  MC  KEESPORT,  PENNSYLVANIA 
WILLIAM  E.,  SHARON  HILL,  PENNSYLVANIA 
HANNAFORD,  DANIEL  ALLEN,  FORT  WAYNE,  INDIANA 
HANNAH,  DONALD  JAMES,  JR,  WHITTIER,  CALIFORNIA 
HANNEKEN,  EDWIN  J,  FENTON,  MISSOURI 

HANNELD,  MICHAEL  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HANNERS,  GENE  WILLIAM,  OREGON  CITY,  OREGON 
HANNIGAN,  MAURICE  J,  SACRAMENTO,  CALIFORNIA 
HANNON,  DENNIS  FRANK,  JOHNSON  CITY,  NEW  YORK 
FLOYD  B.,  JR.,,  WICHITA,  KANSAS 
LISA  ANN,  TOWSON,  MARYLAND 
PHILIP  L,  SEATTLE,  WASHINGTON 
EDWARD  FREDERICK,  ONEIDA,  NEW  YORK 
HANRAHAN,  K  MICHAEL,  FOUNTAIN  VALLEY,  CALIFORNIA 
tt   HANRAHAN,  MICHAEL  R.,  NEW  BERLIN,  WISCONSIN 


152 
142 

60 

95 
140 
137 
140 
142 

96 
149 
146 
126 

96 
116 

78 
190 

46 

94 
175 
159 

84 
106 
195 
118 
125 

97 
106 
162 
174 

92 
114 
157 
109 
158 

72  #  HANNON, 
195  HANNON, 
101  tt  HANNUM, 
146  HANOVER 
168 
102 


HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 
HANNA, 


180   HANSASUTA,  ANANTACHAI,  BANGKOK,  THAILAND 
149  tt   HANSELL,  STUART  LYLES,  LOS  ANGELES,  CALIFORNIA 
HANSEN,  ALLEN  J.,  LOS  ANGELES,  CALIFORNIA 
CARL  S.,  ROCHESTER,  NEW  YORK 
EUGENE  B.,  SANTA  ANA,  CALIFORNIA 
FLOYD,  JR,  EPHRATA,  WASHINGTON 
.  GEORGE  G,  ELDRIDGE,  IOWA 
tt   HANSEN,  HARRY  SIGURD,  JR,  LOS  ANGELES,  CALIFORNIA 
tt   HANSEN,  JAMES  A.,  SOUTH  ELGIN,  ILLINOIS 

JOHN  THOMAS,  RIVERSIDE,  CALIFORNIA 
KARL  A,  RACINE,  WISCONSIN 
LAWRENCE  DONALD,  LODI,  CALIFORNIA 
MICHAEL  RAY,  CONROE,  TEXAS 
NORMAN  GERALD,  LA  PALMA,  CALIFORNIA 
PATRICIA  MICHELE,  WAUKESHA,  WISCONSIN 
PAUL  THEODORE,  ROCHESTER,  NEW  YORK 
PETER  T.,  PERTH  AMBOY,  NEW  JERSEY 
RICHARD  DAVID,  ABERDEEN,  SOUTH  DAKOTA 
ROBERT  LOUIS,  HONOLULU,  HAWAII 
RONALD  E,  FAYETTEVILLE,  NORTH  CAROLINA 
TERRY  SCOTT,  MENOMONEE  FALLS,  WISCONSIN 
HANSHEW,  KENT  WILLIAM,  CHARLACK,  MISSOURI 
HANSHUE,  DAVID  RICHARD,  MEDINA,  OHIO 
HANSON,  ALLAN  MORTEN,  MINOT,  NORTH  DAKOTA 

CECIL  EDWARD,  JR,  HAHNVILLE,  LOUISIANA 
DELWIN  WADE,  WOODLAND,  CALIFORNIA 
ELLEN  TYLER,  LENEXA,  KANSAS 
HERBERT  DUWAYNE,  MADISON,  WISCONSIN 
JACK  DAVID,  BELLINGHAM,  WASHINGTON 
JAMES  ELMORE,  JR,  DECATUR,  GEORGIA 
JAMES  ORVAL,  TRACY,  CALIFORNIA 
JOHN  CLYDE,  ATLANTA,  GEORGIA 
LARRY  JAMES,  SAN  DIEGO,  CALIFORNIA 
MICHAEL  R.,  BLOOMINGTON,  INDIANA 
NEIL  S.,  EAU  CLAIRE,  WISCONSIN 
POLLY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HANSRAJ,  SANJITH,  DURBAN,  SOUTH  AFRICA 
HANTWERKER,  ANDREAS  E,  PHILADELPHIA,  PENNSYLVANIA 
HANUDDIN,  MOHAMMAD  HANIFF  B,  KUALA  LUMPUR,  MALAYSIA 
HANULA,  ROBERT  JOHN,  HARRISBURG,  PENNSYLVANIA 
59  tt   HANYZEWSKI,  EDWARD  M. ,  SOUTH  BEND,  INDIANA 
134   HARADA,  HIROSHI,  TOKYO,  JAPAN 
99  tt   HARADEN,  EDWARD  A,  WENHAM,  MASSACHUSETTS 

112  HARAKO,  TSUGUO,  TOKYO,  JAPAN 

113  tt   HARALSON,  DONALD  R. ,  JR.,  MARSHFIELD,  WISCONSIN 

82  tt   HARALSON,  EDWARD  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 


114 
80 
94 
98 
91 
134 
80 
177 
109 
154 
184 
127 
166 
161 
28 
178 
105 
106 
190 
175 
125 
189 
123 
154 
123 
118 
133 
173 
178 
133 
166 
115 
114 
157 
187 
102 
195 
171 


HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 
HANSEN, 


HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
HANSON, 
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HARASEK,  JOHN  JOSEPH  -  HARRY,  HILLIAM  J 


'*&%.".' 


195 

54  ft 
128  ft 
148 
190 
109 
179 
125 
171 
178 
144  ft 
107 

52  ft 
140 
135 
194 
154 
165 
164 
142 
176 

82  ft 

117 

103 

165 

166 

131  ft 

138 

23  ft 
117 
182 

168  tt 

73 

156 
162 
175 
141  H 

112  a 

180 
189 
101  f. 
110 

40  * 
105  t 
168  « 
118 
144 
140 
142 
136 
165 
132 
153 
79 
68  ' 
116 
105  i 
176 
103 
161 
183 
182 
109 
142 
117 
121 
169 
144 
181 
146 
106 
102 
59 
153 
123 
97 
124 
130 
187 
184 
190 
143 
122 
123 
148 
112 
64 
93 
180 
82 
52 
183 
168 
128 
128 
117 
153 
67 
127 
158 


HAROT 
HARDY , 
HARDY, 
HARDY, 
HARDY, 


HARASEK,  JOHN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HARBAUER,  MELVIN  LAHRENCE,  SAN  BERNARDINO,  CALIFORNIA 
HARBAUGH,  CARL  RAY,  PIKESVILLE,  MARYLAND 
HARBAUGH,  DEAN  LAVELL,  ALTURAS,  CALIFORNIA 
HARBER,  BRUCE  CLINTON,  MEMPHIS,  TENNESSEE 
HARBIN,  ALLEN  H,  JR,  EAST  POINT,  GEORGIA 
HARBIN,  JEFFERY  C,  IMPERIAL,  PENNSYLVANIA 
HARBOLD,  HAROLD  VALENTINE,  PIKESVILLE,  MARYLAND 
HARBSMEIER,  PAUL  CLARKE,  HENDERSONVILLE ,  TENNESSEE 
HARD,  JOEL  LEE,  ANCHORAGE,  ALASKA 
HARDCASTLE,  GERALD  LOUIS,  BOHLING  GREEN,  KENTUCKY 
HARDENBERG,  MARTIN  J,  HOLLAND,  MICHIGAN 
HARDESTY,  GORDON  H,  FLORENCE,  ARIZONA 
HARDESTY,  KENNETH  DALE,  NORTHVILLE,  MICHIGAN 
HARDIMAN,  JOSEPH  FRANCIS,  NEH  YORK,  NEW  YORK 
HARDIMAN,  TIMOTHY  JAMES,  NEH  YORK,  NEH  YORK 
HARDIN,  KENNETH  EDHARD,  FRANKFORT,  KENTUCKY 
HARDIN,  KENNETH  GEORGE,  ANTIGO,  HISCONSIN 
HARDIN,  ROBERT  IRVING,  THOMASTON,  GEORGIA 
HARDING,  JAMES,  HHITE  PLAINS,  NEH  YORK 
HARDING,  JOHN  ELLIS,  CHARLOTTESVILLE,  VIRGINIA 
HARDING,  MARION  B,  AUBURN,  ALABAMA 
HARDING,  MARTIN  JOSEPH,  YONKERS,  NEH  YORK 
HARDING,  HILLIAM  I,  OAKVILLE,  CANADA 
HARDISON,  DONALD  RAY,  FORT  CARSON,  COLORADO 
HARDMAN,  COLIN  JAMES,  DARHIN,  AUSTRALIA 
HARDT,  GERALD  EUGENE,  SR,  PHOENIX,  ARIZONA 
ROBERT  EHALD,  AIKEN,  SOUTH  CAROLINA 
CARY  LINCOLN,  HACKENSACK,  NEH  JERSEY 
CURTIS  ALBERT,  NEHPORT,  VERMONT 
MILTON  B,  JR,  VERNON,  CONNECTICUT 
THOMAS  HARREN,  MARLBORO,  NEH  JERSEY 
HARE,  DONALD  M,  BROCKPORT,  NEH  YORK 
HARE,  JOSEPH  HILLIAM,  TALLADEGA,  ALABAMA 
HARE!  KATHERINE  LYNN,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
HARE,  MARVIN  LEON,  PARKER,  ARIZONA 
HARENG,  DONALD  MARVIN,  FRANKLIN,  HISCONSIN 
HARGIS,  CHARLES  H,  FRANKFORT,  KENTUCKY   „CUT11WV 
HARGIS,  JAMES  RANDALL,  II,  MADISONVILLE,  KENTUCKY 
HARGRAVE,  TOMMY  GRANT,  CLEBURNE,  TEXAS 
HARGROVE,  HAYHARD  T,  GULFPORT,  MISSISSIPPI 
HARGROVE,  JAMES,  NEW  YORK,  NEH  YORK 
HARGROVE,  RALPH  R. ,  RALEIGH,  NORTH  CAROLINA 
HARGROVE,  THOMAS  B,  JR,  PORT  LAVACA,  TEXAS 
HARING,  MICHAEL  LEE,  CAMBRIDGE,  MARYLAND 
HARKINS,  JOHN  WESLEY,  FOREST  HILL,  MARYLAND 
HARKINS,  THOMAS  FRANCIS,  NEH  YORK,  NEH  YORK 
HARKNESS,  DAVID  HILLIAM,  SALT  LAKE  CITY,  UTAH 
HARKRIDER,  HALTER  PERRY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
HARLAND,  JOHN  HENRY,  BRISTOL,  ENGLAND 
HARLING,  MICHAEL  DENNIS,  SANTA  BARBARA  CALIFORNIA 
HARLOH,  JOHN  CURTIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HARLOW,  PAUL  MARTIN,  GLENCOE,  ILLINOIS 
HARLOH,  SIDNEY  A.,  KANSAS  CITY,  MISSOURI 
HARMAN,  ORSON  E.,  SOUTH  BEND,  INDIANA 
HARMELINK,  LARRY  J.,  SHEBOYGAN,  WISCONSIN 
HARMINA,  MONEER  FOUAD,  CAIRO,  EGYPT 
HARMKE,  JOHN,  CORNHALL,  NEH  YORK 
HARMON,  CLARENCE,  JR,  ST.  LOUIS,  MISSOURI 
HARMON,  DERALD  HENRY,  BOISE,  IDAHO 
HARMON,  JEFFREY  DAVID,  AUGUSTA,  MAINE 
HARMON,  JOHN  GARY,  RADFORD,  VIRGINIA 
HARMON,  JOSEPH  D. ,  PIERRE,  SOUTH  DAKOTA 
HARMON,  LINDSEY,  JR,  LOS  ANGELES,  CALIFORNIA 
HARMON,  MYRA  ELAINE,  SEATTLE,  HASHINGTON 
HARMON,  RICHARD  DUANE,  EGLIN  AFB,  FLORIDA 
HARMON,  ROBERT  STAFORD,  JR,  PLACERVILLE,  CALIFORNIA 
HARMON,  ROY  JOSEPH,  YUBA  CITY,  CALIFORNIA 
HARMON,  STEVEN  LAMONT,  ST.  LOUIS,  MISSOURI 
HARMON,  THOMAS  RAY,  UNIVERSITY  PARK,  PENNSYLVANIA 
HARMS,  KENNETH  I,  MIAMI,  FLORIDA 
HARMS,  RICHARD  S.,  BAY  CITY,  MICHIGAN 
HARMS,  HILLIS  R.,  PONTIAC,  ILLINOIS   |TrnDUTA 
HARNETT,  MICHAEL  PATRICK,  OAKLAND,  CALIFORNIA 
I  HARNETT,  PATRICK  JOHN,  NEH  YORK,  NEH  YORK 
l  HARNEY,  BEN  F,  FRANKFORT,  KENTUCKY 
HARNEY,  PATRICK  LEO,  IOHA  CITY,  IOWA 
HARNEY,  PHILIP  RAYMOND,  DRY  RIDGE,  KENTUCKY 
HAROLD,  STEVEN  DAVID,  PHILADELPHIA,  PENNSYLVANIA 
HARP,  JEFFREY  PRESTON,  NORMAN,  OKLAHOMA 
HARPER,  BOBBY  DONALD,  AUSTIN,  TEXAS 
HARPER,  CLYDE  JESS,  HOUSTON,  TEXAS 
1   HARPER,  DARWIN  C,  DENVER,  COLORADO 
HARPER,  DORSETT  ALLEN,  MIAMI,  FLORIDA 
HARPER,  JAMES  MICHAEL,  DALLAS,  OREGON 

►  HARPER,  JAMES  H,  CLEVELAND,  MISSISSIPPI 

»  HARPER,  LOUIS  HALTER,  COLUMBUS,  MISSISSIPPI 

►  HARPER,  MICHAEL  J,  MINDEN,  NEVADA 
HARPER,  REED  WAYNE,  ATHENS,  ALABAMA 
HARPER,  ROBERT  R. ,  SR. ,  BIRMINGHAM,  ALABAMA 

n   HARPER,  ROY  F.,  PUEBLO,  COLORADO     1TrMUTA 
HARPER,  SYLVIA  E  T,  SAN  FRANCISCO,  CALIFORNIA 
HARPER  HILLIAM  CLARENCE,  JR,  JANESVILLE,  WISCONSIN 
HARPER,  WILLIE  JAMES,  GREENVILLE,  SOUTH  CAROLINA 
HARPER,  HILMER  KENNETH,  LOS  ANGELES,  CALIFORNIA 
HARPHAM,  MURL  EUGENE,  EUREKA,  CALIFORNIA  mm,m 
HARPSTER,  MICHAEL  ALAN,  ALBUQUERQUE,  NEH  MEXICO 

#  HARRELL,  BENNIE  D,  JR,  JACKSON,  MISSISSIPPI 
HARRELL,  DANIEL  ROBERTS,  BLOOMINGTON,  INDIANA 
HARRELL,  DANNY  KEITH,  LOUISVILLE,  KENTUCKY 
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HARRELL,  DAVIS  B.,  JR.,  WOODBURY,  NEW  JERSEY 
HARRELL,  DENNIS  ROBBIN,  PHENIX  CITY,  ALABAMA 
HARRELL,  FRANK  H. ,  RAF  BENTHATERS,  ENGLAND 
HARRELL,  HUBERT  FRANKLIN,  COLUMBIA,  SOUTH  CAROLINA 
HARRELL,  JAMES  H,  BATON  ROUGE,  LOUISIANA 
HARRELL,  LEONARD  OLANDER,  JR,  MOUND,  MINNESOTA 
HARRELL,  LIONEL  D. ,  SANFORD,  FLORIDA 
HARRIES,  MICHAEL  BRUCE,  MADISON  HEIGHTS,  MICHIGAN 
HARRIETT,  STEVEN  DARYL,  SANFORD,  FLORIDA 
HARRINGTON,  DALE  THOMAS,  CONCORD,  NEW  HAMPSHIRE 
ELTON  HOODROH,  SALISBURY,  MARYLAND 
JOHN  H,  MADISON,  HISCONSIN 
MARK  GREGORY,  WELDON,  NORTH  CAROLINA 
MICHAEL,  NEH  YORK,  NEW  YORK 
PATRICK  JAMES,  REDDING,  CALIFORNIA 
ROBERT  A,  GALENA,  ALASKA 
TERRENCE  JOSEPH,  ANNAPOLIS,  MARYLAND 
THOMAS  M,  CRANSTON,  RHODE  ISLAND 
WILLIAM  R,  AUBURN,  CALIFORNIA 
,  WILLIAM  S.,  HELENA,  MONTANA 
HARRIS-CUMBERBATCH,  ROGELIO,  PANAMA  CITY,  PANAMA 
HARRIS,  ALBERT  L,  ORLANDO,  FLORIDA 
HARRIS,  ALBERT  RUSSELL,  PHILADELPHIA,  PENNSYLVANIA 
HARRIS,  BOBBY  JOE,  CHANDLER,  ARIZONA 
HARRIS,  CLAYTON  ALAN,  CLEVELAND,  OHIO 
HARRIS,  DANNY  JOE,  MARTIN,  TENNESSEE 
HARRIS,  DAVID  PAUL,  AUBURN,  CALIFORNIA 

EDWARD  BERTEL,  JR,  CINCINNATI,  OHIO 

EDHARD  L.,  ESCONDIDO,  CALIFORNIA 

EUGENE  LEO,  NORTH  LITTLE  ROCK,  ARKANSAS 

FRANKLIN  DELANO,  CREVE  COEUR,  MISSOURI 

FREDERICK  ARTHUR,  CADILLAC,  MICHIGAN 

HARRY  TRENT,  JOHNSON  CITY,  TENNESSEE 

HASNAN  BIN,  NEGARA,  BRUNEI 

JACK  FREDRICK,  PHOENIX,  ARIZONA 

JAMES  E.,  RAYTOWN,  MISSOURI 

JAMES  GORDON,  CONWAY,  SOUTH  CAROLINA 

JERRY  LEE,  OKLAHOMA  CITY,  OKLAHOMA 

JESSE  LLEWLLYWN,  JR,  WALTERBORO,  SOUTH  CAROLINA 

JIMMIE  D,  NORTH  MIAMI  BEACH,  FLORIDA 

JOHN  ALBERT,  ST.  CHARLES,  ILLINOIS 

JOHN  ARTHUR,  OKLAHOMA  CITY,  OKLAHOMA 

JOHN  J,  JR,  TALLAHASSEE,  FLORIDA 

JOHN  PHILIP,  ELLENSBURG,  WASHINGTON 

JOHN  WILLIAM,  BEL-NOR,  MISSOURI 

JOHN  WILSON,  SPRINCflELD,  ILLINOIS 

JOHAS -RUDOLPH,  -NEW  YORK,  NEW  YORK 

JOSEPH  FRENCH,  KNOXVILLE,  TENNESSEE 

KEVIN  BARTON,  PISCATAHAY,  NEW  JERSEY 

KRYSTAL  ANN,  DETROIT,  MICHIGAN 

LEO,  LITTLE  ROCK,  ARKANSAS 

LOWELL  SCOTT,  ALBUQUERQUE,  NEW  MEXICO 

LYNN  E.,  ALTURAS,  CALIFORNIA 

MARI  RECTOR,  BOWLING  GREEN,  KENTUCKY 

MICHAEL  THOMAS,  KANSAS  CITY,  KANSAS 

OHANIO  ALFREDO,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 

PAUL  DAVID,  SCOTT  AFB,  ILLINOIS 

RANDALL  DIETRICK,  LAKESIDE,  ARIZONA 

RAY  G.,  SPARTA,  WISCONSIN 

REGGIE  LEE,  ST.  LOUIS,  MISSOURI 

REGINALD  ALAN,  GARY,  INDIANA 

RICHARD  T,  LAKE  WORTH,  FLORIDA    

ROBERT  E,  JR,  MURFREESBORO,  NORTH  CAROLINA 

ROBERT  LEE,  FORT  MYERS,  FLORIDA 

ROBERT  W,  NEW  YORK,  NEW  YORK 

RONALD  A.,  ATLANTA,  GEORGIA 

RONALD  ALLEN,  ATHERTON,  CALIFORNIA 

ROY  JAMES,  III,  ATLANTA,  GEORGIA 

SAMUEL  EUGENE,  CHICAGO,  ILLINOIS 

STEVEN  RICHARD,  REDMOND,  WASHINGTON 

VERNON  LYNN,  POCATELLO,  IDAHO 

WILLIAM  MACK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

WILLIAM  P.,  HARRISON,  NEW  YORK 

WILLIAM  RICHARD,  TERRE  HAUTE,  INDIANA 

WILLIAM  TALMAGE,  RALEIGH,  NORTH  CAROLINA 

WILLIE  J.,  LITTLE  ROCK,  ARKANSAS 

BARBARA  ANNE,  SAN  DIEGO,  CALIFORNIA 
DENNIS  VERN,  FORT  COLLINS,  COLORADO 
DONALD  JOSEPH,  SHERWOOD  PARK,  CANADA 
EUGENE,  TUSKEGEE,  ALABAMA 
FRANKIE  LEE,  JR,  YUBA  CITY,  CALIFORNIA 
HARRY  M.,  ELLICOTT  CITY,  MARYLAND 
HERBERT  S.,  PROSSER,  WASHINGTON 
JOHN  EVERETT,  CRYSTAL  LAKE,  ILLINOIS 
MARY  CORNILIA,  OAKLAND,  CALIFORNIA 
MICHAEL  CHARLES,  ODESSA,  TEXAS 
MICHAEL  JAMES,  ITASCA,  ILLINOIS 
RICHARD  HOWARD,  JR,  WOODRIDGE,  ILLINOIS 
RICHARD  ROYAL,  SUNNY  ISLES  BEACH,  FLORIDA 
ROBERT  HENRY,  TEXARKANA,  ARKANSAS 
ROLFE  B,  DAYTON,  TENNESSEE 
STANLEY  LEE,  FORT  LEAVENWORTH,  KANSAS 
THOMAS  EDWARD,  ORANGE,  CALIFORNIA 
VICTORIA  LOUISE,  BERKELEY,  CALIFORNIA 
HARRLESON,  CURTIS  R. ,  WICHITA  FALLS,  TEXAS 
HARROD,  DOUGLAS  FRANCIS,  NEW  BREMEN,  OHIO 
HARROD,  PAUL  DEAN,  SR,  MARTINEZ,  CALIFORNIA 
HARROUN,  MAX  E.,  BIG  RAPIDS,  MICHIGAN 
HARRY,  GARLAND  RAY,  NAPA,  CALIFORNIA 
HARRY  WILLIAM  J,  KINGSTOWN,  ST.  VINCENT  AND  THE  GRENAD 


HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 
HARRINGTON, 


HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

HARRIS, 

t   HARRIS, 

t   HARRIS, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

k  HARRISON, 

k  HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 

HARRISON, 


PAGE 


54 


HARSHA,  STEPHEN  KENT  -  HAYES,  MARVIN  H 

192  HARSHA,  STEPHEN  KENT,  TOPEKA,  KANSAS 

165  HARSHAH,  ROBERT,  III,  LONGVIEW,  TEXAS 

157  HART,  ALFRED  COLIN,  FARMINGTON,  UTAH 
139  tt   HART,  BARRY  JACKSON,  EVANSVILLE,  INDIANA 

164  HART,  BERNARD  MARTIN,  FORT  LEE,  NEH  JERSEY 
156  HART,  CECILIA  KLEVENHAGEN,  AUSTIN,  TEXAS 
155  HART,  DANIEL  MYRON,  WARNER  ROBINS,  GEORGIA 

165  HART,  DAVID  BENTON,  POPLAR  BLUFF,  MISSOURI 
95   HART,  EDWARD  B.,  JR.,  JONESBORO,  GEORGIA 

135  HART,  GARY  STEVE,  UPLAND,  CALIFORNIA 

172  HART,  GREGORY  DEAN,  GRASS  VALLEY,  CALIFORNIA 

134  HART,  HARLAN  LEE,  CULPEPER,  VIRGINIA 

161  HART,  HARRISON  DANIEL,  DETROIT,  MICHIGAN 

113  HART,  JAMES  D. ,  SAN  JOSE,  CALIFORNIA 

145  tt   HART,  JOHN  CHARLES,  MARTINEZ,  CALIFORNIA 

175  HART,  JOHN  THOMAS,  HOUSTON,  TEXAS 

161   HART,  LARRY  DONNELL,  FORT  MYERS,  FLORIDA 

176  HART,  MARION  MAURICE,  MADISON,  MISSISSIPPI 

141  HART,  MARTIN  RAYMOND,  JR,  HARTFORD,  CONNECTICUT 

155  HART,  MICHAEL  KENNETH,  LOUISVILLE,  KENTUCKY 

166  HART,  PAUL  DORSEY,  KENNEWICK,  WASHINGTON 
93  HART,  RICHARD  D,  NEW  ATHENS,  ILLINOIS 

108  HART,  TERRY  E. ,  JR.,  WEST  LINN,  OREGON 

111   HART,  THOMAS  C,  SOUTH  WINDSOR,  CONNECTICUT 

132  tt   HART,  THOMAS  EARL,  MOBILE,  ALABAMA 

190   HART,  TONY  STEVEN,  SPRING  LAKE,  NORTH  CAROLINA 

61   HART,  WILLIAM  J.,  ROME,  GEORGIA 

89  *  HART,  WILLIAM  L.,  DETROIT,  MICHIGAN 
144   HART,  WILLIAM  LEROY,  AUSTIN,  TEXAS 

119  HART,  WILLIAM  LOUIS,  MANNHEIM,  FEDERAL  REPUBLIC  OF  GERM 
126   HART,  WILLIAM  WARD,  SHREVEPORT,  LOUISIANA 

151  HARTER,  THOMAS  MELVIN,  KWAJALEIN,  FEDERATED  STATES  OF  M 

180  HARTFORD,  JAMES  LELAND,  WALLA  WALLA,  WASHINGTON 

118  HARTGRAVES,  MICHAEL  LEE,  DALLAS,  TEXAS 

109  HARTLEY,  FRANK  JR.,  OMAHA,  NEBRASKA 

120  HARTMAN,  BOBBY  JOE,  LITTLETON,  COLORADO 

183   HARTMAN,  BRUCE  WENDELL,  CENTRAL  CITY,  COLORADO 

178   HARTMAN,  DAVID  JOHN,  TWO  RIVERS,  WISCONSIN 

47   HARTMAN,  FRED,  GLENDALE,  CALIFORNIA 

58  tt   HARTMAN,  HENRY  0.,  CHICAGO,  ILLINOIS 

180  tt   HARTMAN,  LEWIS  HENRY,  FORT  LAUDERDALE,  FLORIDA 
50  tt   HARTMAN,  LUTHER  E.(  AUSTIN,  TEXAS 

164  HARTMAN,  MARK  EARL,  TERRE  HAUTE,  INDIANA 

185  HARTMAN,  STEVEN  MARK,  NEW  ORLEANS,  LOUISIANA 

116  tt   HARTMAN,  THADEUS  L,  FAIRFAX,  VIRGINIA 

91  HARTMAN,  THOMAS  L,  MANTEO,  NORTH  CAROLINA 

92  #  HARTMANN,  JAMES,  BRANT  BEACH,  NEW  JERSEY 
169   HARTNETT,  EDMUND  PHILIP,  NEW  YORK,  NEW  YORK 

57  #  HARTNETT,  LAWRENCE  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
167   HARTSEL,  DAVID  GERARD,  TIFFIN,  OHIO 
173   HARTSEL,  MARTIN  RICHARD,  LAKEWOOD,  OHIO 

172  HARTSELL,  SAMUEL  WAYNE,  REPUBLIC,  MISSOURI 
185   HARTSFIELD,  CONNIE  BARNETT,  AUSTIN,  TEXAS 
135  tt   HARTSHORN,  ALLEN  LEROY,  TEXARKANA,  ARKANSAS 

93  HARTSHORN,  ROBERT  L,  BRENTWOOD,  PENNSYLVANIA 
114   HARTSHORNE,  JAMES,  RENO,  NEVADA 

105  #  HARTTER,  EARL  JOSEPH,  TOPEKA,  KANSAS 

151  HARTUNG,  EVERETT  DWIGHT,  JEFFERSON  CITY,  MISSOURI 
148   HARTWIG,  CHARLES  RICHARD,  DECATUR,  ILLINOIS 

102  tt   HARTWIG,  RICHARD  A.,  MADISON,  WISCONSIN 

191   HARTZ,  RONALD  KEITH,  ST  PETERSBURG,  FLORIDA 
146   HARTZELL,  LLOYD  DOUGLAS,  RUSSELLVILLE,  ARKANSAS 
108  tt   HARTZOG,  JOHN  W. ,  BOGALUSA,  LOUISIANA 
135   HARVARD,  BEVERLY  JOYCE,  ATLANTA,  GEORGIA 

95  #  HARVELL,  DAVIS  L.,  GOLDSBORO,  NORTH  CAROLINA 
153   HARVELL,  GARY  MICHAEL,  GASTONIA,  NORTH  CAROLINA 

54  *  HARVELL,  THURMOND  A.,  NEWTON,  NORTH  CAROLINA 

173  HARVEY,  ANDREW  J,  COVINA,  CALIFORNIA 

112   HARVEY,  DAVID  F.,  CRAWFORDVILLE,  FLORIDA 

81  HARVEY,  FREDERICK  R. ,  BISMARCK,  NORTH  DAKOTA 

193  HARVEY,  JERRY  RAY,  PARKERSBURG,  WEST  VIRGINIA 
173   HARVEY,  WILLIAM  ANTHONY,  NEW  YORK,  NEW  YORK 
141  tt   HARWELL,  HAROLD  DEAN,  GASTONIA,  NORTH  CAROLINA 
100   HARWELL,  JOEL  0,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
150  tt   HARWIG,  DENNIS  DUANE,  MASSILLON,  OHIO 

171  HASAN,  ISKANDAR,  JAKARTA,  INDONESIA 

74  HASBROUCK,  DONALD  H,  HAMDEN,  CONNECTICUT 

106  HASBROUCK,  RICHARD  H,  HUDSON,  FLORIDA 
130  HASEGAWA,  KOJI ,  TOKYO,  JAPAN 

194  HASENAUER,  DUANE  EDWARD,  PLUMSTEADVILLE,  PENNSYLVANIA 

181  HASENAUER,  JOSEPH  EDHARD,  CARLSBAD,  CALIFORNIA 
100   HASENBALG,  DONALD  F.,  OAKLAND,  NEW  JERSEY 

178  HASH,  STEPHEN  WAYNE,  LAFAYETTE,  INDIANA 

183  HASHE,  MILLIE  JEAN,  GREENVILLE,  SOUTH  CAROLINA 

152  HASKIN,  DAVID  ALLAN,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
124  HASKINS,  EDWARD  LYNN,  DES  PERES,  MISSOURI 

104  tt   HASKINS,  HARRY  T.,  JR.,  SALEM,  VIRGINIA 

103  HASKINS,  RONALD  L,  HIGHLAND  PARK,  NEW  JERSEY 
85  tt   HASNAN  BIN  ABDUL,,  KUALA  LUMPUR,  MALAYSIA 

89  tt   HASS,  TRAVIS  L,  MESQUITE,  TEXAS 

91  tt   HASSAN  MOHAMAD  JAMIL,,  KUALA  LUMPUR,  MALAYSIA 
190   HASSAN,  IBRAHIM,  DARUSSALAM,  BRUNEI 

JSI  u   "ASSAN-  MOHAMED  FARID  BIN  ABU,  KUALA  LUMPUR,  MALAYSIA 

106  tt   HASSAN,  MOKHTAR  BIN,  KUALA  LUMPUR,  MALAYSIA 

89  *  HASSAN,  RIAD,  BEIRUT,  LEBANON 

82  tt   HASSAN,  SULAIMAN  BIN,  KUALA  LUMPUR,  MALAYSIA 
73  tt   HASSELSTROM,  ROBERT  C.  ,  MINNEAPOLIS,  MINNESOTA 

i2?   uA^JUGER>  WILLIAM  D,  JR,  EAST  LANSING,  MICHIGAN 

182  HASSIRI,  KHEMMARIN,  BANGKOK,  THAILAND 
117   HASSMAN,  LARRY  B,  LOUISVILLE,  KENTUCKY 


108  tt   HASSON,  HENRY  E,  ARDMORE,  PENNSYLVANIA 

136    HASTIE,  JOHN  ROBERT,  SAN  LUIS  OBISPO,  CALIFORNIA 

184   HASTINGS,  DONALD  GENE,  LITTLE  ROCK,  ARKANSAS 

193  HASTINGS,  JAMES  TAYLOR,  COLORADO  SPRINGS,  COLORADO 
99   HASTRICH,  WILLIAM  E.,  LANCASTER,  NEW  YORK 

96  tt   HASWELL,  DAVID  H,  CANBERHA,  AUSTRALIA 

85   HATAWAY,  LEONARD  R.,  COLFAX,  LOUISIANA 
160   HATCH,  DANNY  EDWARD,  STAFFORD,  VIRGINIA 
120  *  HATCH,  ERIC  JOSEPH,  CARSON  CITY,  NEVADA 
108    HATCH,  MICHAEL  L,  ARDMORE,  OKLAHOMA 
140   HATCH,  STEPHEN  ALLISON,  OLD  TOWN,  MAINE 
192    HATCH,  TIMOTHY  PAUL,  MC  DONOUGH,  GEORGIA 

92  tt   HATCHER,  JOSEPH  M,  MERIDIAN,  MISSISSIPPI 
2  *  HATCHETT,  LINDSEY,  LITTLE  ROCK,  ARKANSAS 
100   HATCHEW,  DON  W,  GOODRICH,  MICHIGAN 
116   HATFIELD,  JERRY  E.,  MONTGOMERY,  ALABAMA 
142    HATFIELD,  JOSEPH  FRANKLIN,  BREMERTON,  WASHINGTON 

95   HATFIELD,  SIDNEY  E,  III,  AUGUSTA,  GEORGIA 
136   HATIPOGLU,  ALI  METIN,  ANKARA,  TURKEY 
159   HATLER,  RICHARD  WAYNE,  DALLAS,  TEXAS 

191  HATMAN,  LONNIE  JOE,  NORTH  POLE,  ALASKA 
103  tt   HATTAN,  ARTHUR  W,  SCOTTSDALE,  ARIZONA 

192  HATTWELL,  NOEL  GEORGE,  BRISBANE,  AUSTRALIA 

194  HAU,  MICHAEL  F,  SACRAMENTO,  CALIFORNIA 

152   HAUCK,  ALBERT  LEO,  JR,  INDIANAPOLIS,  INDIANA 
130  tt   HAUER,  JOSEPH  JOHN,  PHOENIX,  ARIZONA 
182   HAUER,  PETER,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
103  tt   HAUFF,  GRAYDON  D. ,  EL  TORO,  CALIFORNIA 
126  #  HAUG,  ROBERT  BURKS,  ST.  LOUIS,  MISSOURI 
114   HAUGE,  JACK  E.,  GOLDENDALE,  WASHINGTON 
142   HAUGHIE,  JOHN  THOMAS,  NEW  YORK,  NEW  YORK 
64  tt   HAUGHT,  HAROLD  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

154  HAUGHT,  ROBERT  JAMES,  JR,  PITTSBURGH,  PENNSYLVANIA 
181   HAULK,  ROBERT  RAY,  MONROE,  NORTH  CAROLINA 

103  tt   HAUMANN,  RICHARD  L,  SYRACUSE,  NEW  YORK 
132   HAUN,  RICHARD  EUGENE,  HOUSTON,  TEXAS 

169   HAUN,  RONALD  COLEMAN,  LONG  BEACH,  CALIFORNIA 
98   HAUPT,  EDWARD  F.,  BRUNSWICK,  GEORGIA 
191   HAUPT,  GARY  THOMAS,  BRANSON,  MISSOURI 

166  HAUPTMAN,  BARBARA  JEAN,  OMAHA,  NEBRASKA 

89   HAUPTMANN,  DONALD  V.,  WESTMINSTER,  COLORADO 
152  #  HAURI,  SVEN  RONALD,  WAUKEGAN,  ILLINOIS 
186   HAUS,  RANDOLPH  WALTER,  ITHACA,  NEW  YORK 

181  HAUSCHILD,  MICHAEL,  DERBY,  KANSAS 

191  HAUSKEN,  ROBERT  HARRISON,  LOS  ANGELES,  CALIFORNIA 
138   HAUSMAN,  JOAN  KATHLEEN,  ALLENTOWN,  PENNSYLVANIA 

177  HAUSNER,  THOMAS  ALLEN,  ELKHORN,  WISCONSIN 
101  *  HAUSTEIN,  ELMER  A.,  BAY  CITY,  MICHIGAN 
190   HAVERON,  STEWART,  OXON,  ENGLAND 

193  HAW,  PATRICK  WILLIAM,  OAKLAND,  CALIFORNIA 

192  HAWALD,  GARY  HENRY,  FARMINGTON  HILLS,  MICHIGAN 

192   HAWCO,  GEORGE  BERNARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
116  #  HAWK,  DONALD  W. ,  STRONGSVILLE,  OHIO 

167  HAWK,  JOHN  DAVID,  COLUMBUS,  GEORGIA 

56  #  HAWKE,  FRANKLIN  H.,  PROSPECT  PARK,  PENNSYLVANIA 
165   HAWKE,  ROBERT  ANDREW,  JR,  SOUTH  BURLINGTON,  VERMONT 

155  HAWKER,  ARTHUR  JOSEPH,  MIDDLETOWN,  NEW  YORK 
82  *  HAWKER,  B.  EUGENE,  BOISE,  IDAHO 

179   HAHKES,  MICHAEL  ANTHONY,  SOCORRO,  NEW  MEXICO 

104  tt   HAWKINS,  BERNELL  A.,  OXNARD,  CALIFORNIA 

182  HAWKINS,  CHARLES  JOSEPH,  CHARLESTON,  SOUTH  CAROLINA 
108   HAWKINS,  HERBERT  C,  III,  LANGLEY  AFB,  VIRGINIA 

59  tt   HAWKINS,  JOSEPH  C.  ,  ROCKVILLE,  MARYLAND 
140   HAWKINS,  MICHAEL  LEE,  TALLAHASSEE,  FLORIDA 
121  #  HAWKINS,  RAYMOND  EUGENE,  PLACERVILLE,  CALIFORNIA 
155   HAWKINS,  RAYMOND  HENDERSON,  DALLAS,  TEXAS 
184   HAWKINS,  TERRY  WINN,  CHARLOTTESVILLE,  VIRGINIA 
138   HAWKINS,  THOMAS  EDWARD,  COLUMBUS,  OHIO 

178  HAWKINS,  WILBURN  GENE,  AUSTIN,  TEXAS 

65  tt   HAHKINSON,  CALVIN  F.,  PLYMOUTH,  MINNESOTA 
167   HAWKS,  JAMES  RE,  CARLSBAD,  CALIFORNIA 

53  *  HAWLEY,  B.  LEWIS,  GOLDEN,  COLORADO 

80  #  HAWLEY,  JACK  K.,  MISHAWAKA,  INDIANA 
124   HAWLEY,  LLOYD  RONDEL,  RALEIGH,  NORTH  CAROLINA 
104   HAWORTH,  ROBERT  L,  DUNEDIN,  FLORIDA 

97  tt   HAWTHORNE,  DAVID  C,  BEAUMONT,  TEXAS 

107   HAY,  JOHN  F,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

176   HAY,  ROBERT  JOHN,  LA  PLACE,  LOUISIANA 

106  *  HAY,  RONNIE  D. ,  AUBURN,  ALABAMA 

161   HAYDEL,  SCOTT  FRANCIS,  ST.  MARTINVILLE,  LOUISIANA 

136   HAYDEN,  JOHN  HANK,  CHATTANOOGA,  TENNESSEE 

170   HAYDEN,  TIMOTHY  PATRICK,  ADDISON,  ILLINOIS 

191   HAYES,  CLIFFORD  THOMAS,  POST  FALLS,  IDAHO 

191   HAYES,  DONALD  LYNN,  MARTINSBURG,  WEST  VIRGINIA 

186   HAYES,  EDITH  MARIE,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

101  *  HAYES,  EDWARD  W. ,  BAY  CITY,  MICHIGAN 

95   HAYES,  FRED,  GAINESVILLE,  GEORGIA 
194   HAYES,  FREDERICK  WILLIAM,  JR,  JOLIET,  ILLINOIS 
132   HAYES,  GILBERT  B,  HAWTHORNE,  NEW  YORK 
194   HAYES,  HAROLD  DEAN,  JR,  MAYFIELD,  KENTUCKY 
123  #  HAYES,  JAMES  MICHAEL,  BOSTON,  MASSACHUSETTS 

73   HAYES,  JAMES  R. ,  ST.  JOSEPH,  MISSOURI 
106  *  HAYES,  JERRY  L,  EDINA,  MISSOURI 

36  tt   HAYES,  JIMMY  ELMER,  GRIFFIN,  GEORGIA 

31  tt   HAYES,  JOHN  E.,  PEEKSKILL,  NEW  YORK 

98  HAYES,  JOHN  E.,  YPSILANTI,  MICHIGAN 

20  tt   HAYES,  JOSEPH  A.,  JERSEY  CITY,  NEW  JERSEY 
106  #  HAYES,  LAWRENCE  P.,  WILMINGTON,  NORTH  CAROLINA 
136   HAYES,  MARK  FRANCIS,  CUDAHY,  WISCONSIN 

52  *  HAYES,  MARVIN  H,  ST  PETERSBURG,  FLORIDA 
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HAYES,  RAYMOND  THOMAS.  JR  -  HENDERSON,  JAMES  ARNOLD 


174 
137 
108 
184 
69 
125 
111 
116 
115 
103 
166 
140 
174 
140 
114 
134 

11  * 
179 
129 
135  ft 
185 
194 
121  tt 
176 
72  tt 
108  tt 
138 
160 
106 
153  tt 
181 
181 
141 
152 
190 
181 
117  n 
189 
169  tt 
80  tt 
53  tt 
128 
92  tt 
185 
154 
117 
152 
170 
131 
113  * 
169 
143 
100  * 
125 
170 
139  < 
79  t 
38  / 
143  I 
126 
140 
166 
96 
142 
84  I 
163 
184 
106 
98 
103 
123 
193 
190 
128 
148 
96 
34 
38 
138 
173 
139 
111 
78 
62 
135 
49 
159 
116 
66 
125 
84 
170 
194 
162 
162 
185 
105 
188 
114 
43 


HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNES, 

HAYNIE, 

HAYO, 

HAYS, 


HAYES,  RAYMOND  THOMAS,  JR,  DUNMORE,  PENNSYLVANIA 
HAYES,  ROBERT  BERNARD,  DE  SOTA,  TEXAS 
HAYES,  THOMAS  H,  GLASTONBURY,  CONNECTICUT 
HAYES,  HILLIAM  ALLEN,  LEXINGTON,  KENTUCKY 
HAYNES,  CLARENCE  L.,  JR.,  HENATCHEE,  HASHINGTON 
CLAUDE  DORIEN,  NEW  YORK,  NEH  YORK 
DAVID  J,  BAKERSFIELD,  CALIFORNIA 
DAVID  T,  SISTERS,  OREGON 
DENNIS  L,  HAILEY,  IDAHO 
DONALD  F.,  BIRMINGHAM,  ALABAMA 
DONALD  HAYNE,  HOUSTON,  TEXAS 
EARL  DYKE,  JR,  HAMPTON,  VIRGINIA 
GERALD  HALTER,  TAYLOR,  MICHIGAN 
JERRY  TRUMAN,  HOMEHOOD,  ALABAMA 
RICHARD  A,  CHARLESTON,  WEST  VIRGINIA 
ROSS  ELBERT,  KNOXVILLE,  TENNESSEE 
.  HILLIAM  G.,  ORLANDO,  FLORIDA 

DENNIS  GEORGE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
,  CARLTON  C,  JR,  BATESVILLE,  MISSISSIPPI 
HAYS,  MICHAEL  EDWARD,  BAKER,  OREGON 
HAYS,  PAUL  S,  FRANKFORT,  KENTUCKY 
HAYS,  REGINA  MARY,  EDWARDSVILLE,  ILLINOIS 
HAYS,  RICHARD  HILLIAM,  JACKSON,  WYOMING 
HAYSE,  HAYNE  DOUGLAS,  MORRIS,  ILLINOIS 
HAYHARD,  NORMAN  D. ,  SALT  LAKE  CITY,  UTAH 
HAYWOOD  GERALD  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HAZEL   MELFORD  JOSEPH,  NEH  YORK,  NEW  YORK 
HAZELETTE,  ROBERT  EVERETT,  JR,  NORFOLK,  VIRGINIA 
HAZELHOOD,  ALFRED  J,  WAYNE,  NEW  JERSEY 
HAZELHOOD,  DENNIS  WAYNE,  FLOWER  MOUND,  TEXAS 
HAZEN,  JAMES  BYERS,  HARRISBURG,  PENNSYLVANIA 
HAZLEWOOD,  ALAN  DALE,  MARTIN,  TENNESSEE 
HAZLEWOOD,  RONALD  WAYNE,  WILLCOX,  ARIZONA  ,,„„„,, 
HAZ0UR1,  JOSEF  STEPHEN,  SAN  LUIS  OBISPO,  CALIFORNIA 
HEAD,  HAROLD  GREGORY,  SHREVEPORT,  LOUISIANA 
HEAD,  JAMES  MICHAEL,  RICHMOND,  VIRGINIA 
HEAD   ROBERT  HARVEY,  NORTH  BATTLEFORD,  CANADA 
HEAD,  RODNEY  BRENT,  BULLHEAD  CITY,  ARIZONA 
HEADLEY,  ALAN  ROBERT,  CORAL  GABLES,  FLORIDA 
HEADLEY,  PAUL,  JACKSONVILLE,  ALABAMA 
HEAFNER,  JOHN  M. ,  SPRINGFIELD,  ILLINOIS 
HEAFNER  TERRY  LYNN,  CHARLOTTE,  NORTH  CAROLINA 
HEAGLE,  EDHARD  G,  OGDENSBURG,  NEW  YORK 
HEAL,  MICHAEL  JAMES,  FARMINGTON,  NEW  MEXICO 
HEALEY,  FRANCIS  JAMES,  NORTH  ARLINGTON,  NEW  JERSEY 
HEALEY,  JAMES  W.,  BLYTHEVILLE,  ARKANSAS 
HEALY,  JAMES  EDWARD,  PITTSBURGH,  PENNSYLVANIA 
JAMES  JOSEPH,  SILVIS,  ILLINOIS 
JOHN  FRANCIS,  JR,  WATERBURY,  CONNECTICUT 
JOHN  M.,  VALLEJO,  CALIFORNIA 
MICHAEL  DUANE.  STAYTON,  OREGON 
HEAL"Y:  MICHAEL"  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HEALY   MICHAEL  J.,  BERKELEY,  CALIFORNIA 
HEALY,  PAUL  JOSEPH,  WALLINGFORD,  CONNECTICUT 
HEANEY,  GEORGE  JOSEPH,  TUCSON,  ARIZONA 
HEAPS,  RICHARD  HAROLD,  TOWSON,  MARYLAND 
HEARD,  JAMES  E.,  SAN  ANGELO,  TEXAS 
HEARELL,  SEABRON  E.,  SHERMAN,  TEXAS 
HEARN,  PERRY  MARVIN,  HENDERSON,  TENNESSEE 
HEARN,  RONALD  JOHN,  OMAHA,  NEBRASKA 
HEARRON,  FRANK  LAHSON,  DALLAS,  TEXAS 
HEATH,  AGNES  THERESE,  ALEXANDRIA,  VIRGINIA 
HEATH.  CARROL  G,  AIKEN,  SOUTH  CAROLINA 
HEATH,  DAVID  RICHARD,  ST.  LOUIS,  MISSOURI 
HEATH.  EDWIN  D,  JR,  DALLAS,  TEXAS 

MICHAEL  CHARLES,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  JAMES,  EAST  RIDGE,  TENNESSEE 
,  HILLIAM  H.,  JR.,  SEOUL,  KOREA 
HEATHERLY,  TOMMY  G,  GARLAND,  TEXAS 
HEATLEY,  LEO  J.,  OAK  PARK,  MICHIGAN 
HEATON,  RANDALL  EUGENE,  LAS  VEGAS,  NEVADA 
HEATON   ROGER  SCOTT,  ORANGEBURG,  SOUTH  CAROLINA 
HEATON,  STEVEN  D,  VALDOSTA,  GEORGIA 
HEATHOLE,  ROBERT  LEE,  MAITLAND,  FLORIDA 
HEBBARD,  ROLAND  BRIAN,  RIALTO,  CALIFORNIA 
HEBER,  EDHARD  W. ,  JR.,  DAVENPORT,  IOWA 
HEBERT,  GEORGE  E.,  ST  ALBANS,  VERMONT 
J  H   LAKE  CHARLES,  LOUISIANA 
JOSEPH  PATRICK,  HASHINGTON,  DISTRICT  OF  COLUMBI 
MICHAEL  SHAHN,  CAMERON,  LOUISIANA 
RICHARD  ARNOLD,  BURLINGTON,  VERMONT 
ROBERT  0.,  LOMPOC,  CALIFORNIA 
HEBERT!  RUSSELL  J.,  BATON  ROUCE,  LOUISIANA 
HEBREH,  CAROL  DEAN,  LONGMONT,  COLORADO 
HFTK   GARY  MICHAEL.  RACINE,  HISCONSIN 
HECKEL   RICHARD  JOSEPH,  HARRISON  CITY,  PENNSYLVANIA 
HECKELMOSER,  DONALD  JOSEPH,  WESTLAKE,  OHIO 
HECKENDORN,  MILES  J,  III,  RALEIGH,  NORTH  CAROLINA 
HECKERMAN,  CLYDE  E.,  DAVENPORT,  IOWA 
HECKMAN,  STEPHEN  CHARLES,  MIAMI,  FLORIDA 
HEDGEPETH,  NORMAN  L,  GRANTS  PASS,  OREGON 
HEDGER,  ROBERT  ALAN,  SEYMOUR,  INDIANA 
HEDGES,  RICHARD  LEE,  ORMOND  BEACH,  FLORIDA 
HEDGES,  TERRY  EDHIN,  INDIANAPOLIS,  INDIANA 
HEDGPETH,  MARCUS  WILLIAM,  ANAHEIM,  CALIFORNIA 
HEDGPETH,  MELVIN  LEE,  PORTLAND,  OREGON 
HEDLEY,  FRANK  E.,  SAN  BRUNO,  CALIFORNIA 
HEDRICK,  JAMES  R,  NEW  CASTLE,  DELAWARE 
HEDRICK,  JOHN  J.,  HIALEAH,  FLORIDA 
HEDRICK,  WILMER  J.,  RICHMOND,  VIRGINIA 


HEALY, 
HEALY, 
HEALY, 
HEALY, 


HEATH, 
HEATH, 
HEATH, 


HEBERT, 
HEBERT, 
HEBERT, 
HEBERT, 
HEBERT, 


91  I 
36  > 
80  « 

156 
187 

92  , 
125 
114  i 
106 
154 

23 
103 
126 
179 
180 
155 
103 
129 
85 
124 
92 
184 
162 
75 
122 
195 
95 
118 
166 
145 
151 
117 
174 
160 
121 
135 
158 
46 
133 
92 
178 
112 
116 
133 
185 
172 
51  # 
188 
67  tt 
67  # 
58  tt 
122  tt 
148 
97 
119 
162 
131  # 
114 
91  # 
167 
178 

28  * 
106 
77  # 
112 
99  tt 
108  tt 
195 
155 
108 
120 
142 
184 
181 
110  tt 
195 
128 
171 
102  tt 
91 
174 
166 
94  tt 
188 

47  * 
111 
125 
184 
186 
151 
107  tt 
94  tt 
138 
180 
127 
125 
36  » 
58 
104 
129  i 


HEDSTROM,  RALPH  L,  CASPER,  HYOMING 
HEEBING,  WALTER,  SAN  FERNANDO,  CALIFORNIA 
HEEGER,  ARTHUR  A,  COVINGTON,  KENTUCKY 
HEENAN  JOHN  JOSEPH,  SR,  ATLANTIC  CITY,  NEW  JERSEY 
HEENAN,  MICHAEL  JOSEPH,  SYRACUSE,  NEW  YORK 
HEERES,  LOUIS  P,  NEHPORT  BEACH,  CALIFORNIA 
HEERY,  NICHOLAS  WILLIAM,  GUILFORD,  CONNECTICUT 
HEFFELMIRE,  STEVEN  R,  LAWRENCEBURG,  INDIANA 
HEFFERNAN,  FRANCIS  M. ,  YAPHANK,  NEW  YORK 
HEFFINGTON,  LONNIE  LOUIS,  SALINAS,  CALIFORNIA 
HEFFRON,  FLOYD  N.,  OAKLAND,  CALIFORNIA 
HEFNER,  DONALD  E,  CROWN  POINT,  INDIANA 
HEFNER,  GRACE  PATRICIA,  HOUSTON,  TEXAS 
HEGAZY,  SALAH  EL  DIN  MOHAMED  F,  CAIRO,  EGYPT 
HEGERMILLER,  DAVID  JOHN,  RIVERHEAD,  NEW  YORK 
HEGERTY,  NANNETTE  HOLLY,  MILWAUKEE,  WISCONSIN 
HEGG,  CLIFFORD  A,  DANVILLE,  ILLINOIS 
HEGGER,  HARRY  B,  JR,  ST.  LOUIS,  MISSOURI 
HEGGY,  TOM  L,  OKLAHOMA  CITY,  OKLAHOMA 
HEGWOOD,  MELVIN  MASON,  ATHENS,  GEORGIA 
HEHN.  ALICE  M,  DETROIT,  MICHIGAN 

HEHNE,  PETER,  ERFURT,  FEDERAL  REPUBLIC  OF  GERMANY 
HEIDEL,  MARK  DAVID,  GRAND  BLANC,  MICHIGAN 
HEIDENBERGER,  GODFREY  L.,  FLINT,  MICHIGAN 
HEIERLING,  RUDOLPH  KARL,  LEVITTOWN,  PENNSYLVANIA 
HEIGH,  BILLI  GRACE,  HELENA,  MONTANA 
HEIGHTON,  EDWARD  H. ,  DEMAREST,  NEW  JERSEY 
HEIL,  BONNIE  SUE,  TOLEDO,  OHIO 

HER  KLAUS  HERMANN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GER 
HERMAN,  CHARLES  MARTIN,  POMONA,  CALIFORNIA 
HERMANN,  GEORGE  FREDERICK,  WASHINGTON,  DISTRICT  OF  COL 
HERMANN,  THOMAS  STEPHEN,  EUREKA,  CALIFORNIA 
HEIM.  KENNETH  JOSEPH,  SUNDERLAND,  MASSACHUSETTS 
HEIM,  WILLIAM  M,  WILLOW  GROVE,  PENNSYLVANIA 
HE  MAN  VIRGIL  GEORGE,  JR,  RICHLAND,  HASHINGTON 
HEIMBIGNER,  CONSTANCE  C,  KIRKLAND,  WASHINGTON 
I  HEIMBIGNER  CORWIN  TERRY,  REDMOND,  WASHINGTON 
i  HEIMKE,  STEEN  W. ,  SHEBOYGAN,  WISCONSIN 
HEIMPOLD,  DAVID  JOHN,  CINCINNATI,  OHIO 
I   HEIN  RONALD  0.,  ST.  CHARLES,  ILLINOIS 
HEIN   STANLEY  WALTER,  FRENCH  CAMP,  CALIFORNIA 
HEINE,  WARREN  A.,  ELGIN,  ILLINOIS 
t   HEINEKING,  RONALD  F.,  KENT,  OHIO 
HEINEMANN   NORMAN  LEE,  COLDWATER,  MICHIGAN 
SI  MIS.  ROBERT  PAUL,  JR,  WEST  CALDWELL   NEW  JERSEY 
HEINLE  MYRON  MICHAEL,  BISMARCK,  NORTH  DAKOTA 
<t   HFINRICH  WALTER  C,  TAMPA,  FLORIDA 
1   HE  MTZELMAM,  MICHAEL  CHARLES,  COPPERAS  COVE  TEXAS 
¥  HEINTZMAN,  MICHAEL  DEAN,  PANAMA  CITY   FLORIDA 
»  HEINZ,  JAMES  HENRY,  ORANGE,  CONNECTICUT 
I   HEINZ   LEWIS  C,  COLORADO  SPRINGS,  COLORADO 
u   HFTN7E   FRANK  HENRY,  LANSDALE,  PENNSYLVANIA 

HE ill,' FREDERICK  JOHN,  JR,  NORTH  KINGSTOWN,  RHODE  ISLAN 

HE  TER,  DONALD  L.,  LEWISBURG,  PENNSYLVANIA 

HE  TSCHMIDT,  JAMES  RICHARD,  HUTCHINSON  KANSAS 

HEITZ,  CHARLES  MARTIN,  HAYWARD,  CALIFORNIA 

#  HEITZ  KENNETH  GENE,  JEFFERSON,  HISCONSIN 
HELBOCK,  JAMES  W,  NEW  YORK,  NEW  YORK 

tt   HELD  GLEN  E.  ALBANY,  NEW  YORK 

HELDER,  TIMOTHY  THOMAS,  FAYETTEVRLE,  ARKANSAS 
HELES,  PHILLIP  PERRY,  BLOOMINGTON,  MINNESOTA 

#  HELFREY,  FRANK  E. ,  MONTEBELLO,  CALIFORNIA 
HELLER,  HERBERT,  THOMAS,  LYNCHBURG,  VIRGINIA 

#  HELLER  MELVIN  E.,  FOND  DU  LAC,  WISCONSIN 
HELLER   RAYMOND  W  CHICAGO,  ILLINOIS 
HELLER  ROBERT  E.   FRANKLIN,  PENNSYLVANIA 
HFLLER  ROBERT  F.,  ST.  BERNARD,  OHIO 
HELLER   STUART  DENNIS,  MONTEREY  PARK,  CALIFORNIA 
HERMAN,  GERALD  FRANC  S,  SAN  CARLOS  CALIFORNIA 
HELLSTROM,  WALTER  N,  JR,  BARTONVILLE,  ILLINOIS 
HELLWIG,  MARTIN  ROBERT,  VERONA,  NEW  JERSEY 
HELM,  CHARLES  IRA,  LOS  ANGELES,  CALIFORNIA 
HELM  JOHN  WAYNE,  ROCK  SPRINGS,  WYOMING 
HELMS,  HOBERT  STEPHEN,  ROGERS,  ARKANSAS 
HELMS   JOHNNIE  N.,  CHARLOTTE,  NORTH  CAROLINA 
HELMS  RICK  MARTIN,  BLOOMINGTON,  INDIANA 
HELOUIST,  DAVID  MAC,  KAYSVRLE,  UTAH 
HELRICH.  EMMET  BOYLE,  BURLINGTON,  VERMONT 
HCISIPY  STEPHEN  C   SACRAMENTO,  CALIFORNIA 
HELTliRIDLE   ROBERT  G   HASHINGTON,  DISTRICT  OF  COLUMBI 
HELTON,  MICHAEL  ALAN,  RINGGOLD,  GEORGIA 
HELTON   ROBERT  THOMAS,  SANTA  ANA,  CALIFORNIA 
HELTON  WILLIAM  H,  BRISTOL,  VIRGINIA 
HEMBREE,  TERRY  LYNN,  COOKEVRLE,  TENNESSEE 
HPMTNGWAY  CHARLES  R.,  MIDLAND,  TEXAS 
HEMMERLE  ' RICHARD  B . ,  LANSDALE   PENNSYLVANIA 
HEMMERLIMG,  MORMAM  EDHARD,  FALLS  CITY   NEBRASKA 
HFMPEL   ROBERT  JOSEPH,  PINELLAS  PARK,  FLORIDA 
HEMPHILL  HAROLD  LEE,  MOUNT  VERNON,  WASHINGTON 
HEMPL  NG   EDWARD  CHRISOPHER,  BUFFALO  NEW  YORK 
HEMPSTEAD,  PERRY  F,  WILTON  MANORS,  FLORIDA 
HFkAHAN  WILLIAM  J  DETROIT,  MICHIGAN 
HeEaK  RICHARD1  ANTHONY  PTTSFIELD  MASSACHUSETTS 
HENDERLIGHT,  BRUCE  L,  BERKLEY,  MICHIGAN 
HENDERSHOT,*GARY  PAUL,  KETTERING  OHIO 
HENDERSON,  AUBREY  EDWARD,  FORT  DIX,  NEW  JERSEY 

BRYDEN  E.,  NEW  PHILADELPHIA,  OHIO 
CURTIS  L.,  HANFORD,  CALIFORNIA 
HOMER  C,  JR,  TAMPA,  FLORIDA 
JAMES  ARNOLD,  CLANTON,  ALABAMA 


HENDERSON, 
HENDERSON, 
HENDERSON, 
HENDERSON, 
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HENDERSON,  JAMES  DOUGLAS  -  HEHITT,  JOHN  PETER 
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183 

83  tt 
173 
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50  tt 
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144 
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177 
107 
144 

96  tt 
163 
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184 
167 
122  tt 
140 
101  tt 
187 
140  # 

81  tt 
170 
173 
112  tt 
148 
169 
168 

97 

84  tt 
186 
111 

99 

64  # 
168 

106  # 
189 
103 
122 
157 

104  tt 
58  tt 

157 

95  tt 
138 

79  # 
164  tt 

107  # 
158 
178 

77 
111  # 
104 
153 

94  # 
151 
136  # 
181 

99 
174 

91  tt 

100  tt 
100 
189 
190 

101  tt 
188 
101  # 
131 

98  tt 
185 

91  tt 
159 
172 

74 
142 

105  tt 
179 
143 
138 
190 
176 
195 
129  * 
109  tt 
168 


HENDERSON, 
HENDERSON, 
HENDERSON, 
HENDERSON, 
HENDERSON, 


HENDRICKS, 
HENDRICKS, 
HENDRICKS, 
HENDRICKS, 


HENDERSON,  JAMES  DOUGLAS,  VENTURA,  CALIFORNIA 
HENDERSON,  LARRY  H,  OKLAHOMA  CITY,  OKLAHOMA 
HENDERSON,  LOGAN  HARHIN,  VALDOSTA,  GEORGIA 
HENDERSON,  MARK  ANTHONY,  DOUGLAS,  GEORGIA 
HENDERSON,  MICKEAL  CURTIS,  PACIFIC  GROVE,  CALIFORNIA 
HENDERSON,  RANDEL  ARTHUR,  LAUDERHILL,  FLORIDA 
HENDERSON,  ROBERT  CLAUDE,  HILMINGTON,  NORTH  CAROLINA 
HENDERSON,  ROBERT  M,  ANCHORAGE,  ALASKA 
HENDERSON,  ROBERT  REY,  MARTINEZ,  CALIFORNIA 

STANLEY  ROYCE,  SPRINGFIELD,  TENNESSEE 
THOMAS  W,  JR,  COLUMBIA,  SOUTH  CAROLINA 
H  DON,  ADA,  OKLAHOMA 
HILLIAM  H.,  SOUTH  GATE,  CALIFORNIA 
HILLIAM  LEE,  TEMPLE,  TEXAS 
HENDLEY,  PAUL  RAY,  GARLAND,  TEXAS 
HENDREN,  HAYNE  A,  SPOKANE,  HASHINGTON 
HENDRICK,  SAMUEL  MC,  MYRTLE  BEACH,  SOUTH  CAROLINA 
HENDRICKS,  BARRY  JOHN,  CHAGRIN  FALLS,  OHIO 
JAMES  F.,  GRAND  RAPIDS,  MICHIGAN 
RICHARD  HAYNE,  LOGAN  CTIY,  UTAH 
ROBERT  JOSEPH,  POTEAU,  OKLAHOMA 
ROY  E,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
HENDRICKSON,  CRAIG  DARRELL,  ST.  PAUL,  MINNESOTA 
HENDRICKSON,  GARY  L.,  MADISON,  HISCONSIN 
HENDRICKSON,  PAUL  HYDELL,  COOPERSTOHN,  NORTH  DAKOTA 
HENDRIKSEN,  OSCAR  J,  SALT  LAKE  CITY,  UTAH 
HENDRIX,  CLYDE  DARHIN,  FORT  LEHIS,  HASHINGTON 
HENDRY,  EDHARD  BLAKE,  SANTA  ANA,  CALIFORNIA 
HENDRY,  GAYHARD  FRANKLIN,  JACKSONVILLE,  FLORIDA 
HENISEY,  PAUL  KEVIN,  NEHPORT  BEACH,  CALIFORNIA 
HENKE,  BERNERD  HILLIAM,  CINCINNATI,  OHIO 
HENKE,  EDHARD  LEO,  FOND  DU  LAC,  HISCONSIN 
HENKE,  MERLE  E.,  DEVILS  LAKE,  NORTH  DAKOTA 
HENKE,  RICHARD  JOSEPH,  FERGUSON,  MISSOURI 
HENLEY,  CHARLES  DALE,  SR,  NORTH  CANTON,  OHIO 
HENLEY,  EDHARD  H. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HENLEY,  JOHN  DAVID,  ALBANY,  GEORGIA 
HENN,  FRANCIS  HILLIAM,  JR,  LITTLETON,  COLORADO 
HENNE,  ROBERT  L,  JR,  JOHNSON  CITY,  NEH  YORK 
HENNEGAN,  MICHAEL  JOSEPH,  HATERTOHN,  NEH  YORK 
HENNEKE,  CARROLL,  INDIANAPOLIS,  INDIANA 
HENNESSEY,  JOHN  RAYMOND,  SAN  FRANCISCO,  CALIFORNIA 
HENNESSY,  JAMES  H.,  FARMINGDALE,  NEH  YORK 
HENNESSY,  MAURICE  L.,  WAYNE,  PENNSYLVANIA 
HENNESSY,  HILLIAM  LOUIS,  HASHINGTON,  DISTRICT  OF  COLUMB 
HENNIES,  THOMAS  L,  RAPID  CITY,  SOUTH  DAKOTA 
HENNING,  LAHRENCE  H,  HOUSTON,  TEXAS 
HENNINGER,  EUGENE  ROBERT,  LINCOLN,  NEBRASKA 
HENRIKSEN,  EINAR,  LILLEHAMMER,  NORHAY 
HENRIKSON,  ARTHUR  S,  SACRAMENTO,  CALIFORNIA 
HENRIOD,  MARVIN  SCOTT,  ELY,  NEVADA 
HENRY,  CHARLES  E.,  DETROIT,  MICHIGAN 

DANE  PAUL,  THENTYNINE  PALMS,  CALIFORNIA 
DANIEL  PATRICK,  III,  OCALA,  FLORIDA 
FORREST  K,  MEMPHIS,  TENNESSEE 
J  STEWART,  HHITE  PLAINS,  NEW  YORK 
JOSEPH  NATHANIEL,  JACKSONVILLE,  FLORIDA 
HENRY,  LUTHER  L.,  LANCASTER,  PENNSYLVANIA 
HENRY,  MICHAEL  EUGENE,  BELLEFONTAINE,  OHIO 
HENRY,  R.  HES,  BREMERTON,  WASHINGTON 
HENRY,  RICHARD  CHARLES,  WOODBURY,  NEW  JERSEY 
HENSCEY,  A  WAYNE,  BAYTOWN,  TEXAS 

HENSCHEL,  DONALD  HOHARD,  EAST  BRUNSWICK,  NEW  JERSEY 
HENSHAW,  RANDALL  KEITH,  WINCHESTER,  TENNESSEE 
HENSLEE,  WILLIAM  M,  SPENCER,  OKLAHOMA 
HENSLEY,  ALONZO  H.,  MOREHEAD,  KENTUCKY 
HENSLEY,  CALVIN,  INDIANAPOLIS,  INDIANA 
HENSLEY,  DONALD  CURTIS,  UNIONTOWN,  OHIO 
HENSLEY,  FRED  W,  ASHEVILLE,  NORTH  CAROLINA 
HENSLEY,  FRED  HAYNE,  LITTLE  ROCK,  ARKANSAS 
HENSLEY,  HAROLD  ROBERT,  SAN  BERNARDINO,  CALIFORNIA 
HENSLEY,  MICHAEL,  BROOKSVILLE,  FLORIDA 
HENSLEY,  WILLIAM  J.,  SPRINGFIELD,  MISSOURI 
HENSON,  DEBRA  ANN,  LAKELAND,  FLORIDA 
HENRY  P,  NORFOLK,  VIRGINIA 
MILTON  R,  DALLAS,  TEXAS 
PHILIPP  S.,  BELL  GARDENS,  CALIFORNIA 
RANDY  KEITH,  ACWORTH,  GEORGIA 
TIMOTHY  FRANCIS,  DWIGHT,  ILLINOIS 
HENTZ,  ALBERT  P.,  MILHAUKEE,  HISCONSIN 
HENZE,  ROBERT  KEITH,  JEFFERSON,  WISCONSIN 
HENZE,  ROLF  A,  OCEANSIDE,  CALIFORNIA 
HEON,  MARTIN  RAYMOND,  JR,  CONCORD,  NEW  HAMPSHIRE 
HEPBURN,  KEMUEL  L,  NASSAU,  BAHAMAS 
HEPP,  DAVID  ROBERT,  HILLSBORO,  OREGON 
HERALD,  FREDERICK  C,  NEWARK,  DELAHARE 
HERAS  TOLEDANO,  JUAN  FRANCISCO,  MADRID,  SPAIN 
HERASYMCHUCK,  JOHN,  MANVILLE,  NEH  JERSEY 
HERBERT,  P.  JEROME,  TOMS  RIVER,  NEW  JERSEY 
HERBERT,  PHILLIP  MICHAEL,  FULTON,  MISSOURI 
HERBERT,  VICTOR  E.,  HALL  TOWNSHIP,  NEH  JERSEY 
HERBOHY,  RONALD  GLENN,  OXFORD,  ALABAMA 
HERBST,  GLENN  HERMAN,  UNALASKA,  ALASKA 
HERBST,  JOHN  CLIFFORD,  ROCKY  HILL,  CONNECTICUT 
HERBST,  MARK  G,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HERBST,  PAUL  DHIGHT,  LAKESIDE  PARK,  KENTUCKY 
HERDER,  MARK  HILLIAM,  STOCKTON,  CALIFORNIA 
HERDERICH,  LORENZ  DAVID,  LARAMIE,  WYOMING 
HERENDEEN,  LEONARD  K.,  ANTIOCH,  CALIFORNIA 
HERFORD,  JIM  L,  HESTLAKE,  LOUISIANA 
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185 
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121 
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171 
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157 
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15  tt 
130 
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156 
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HERGERT,  RONALD  JAY,  PHOENIX,  ARIZONA 
HERINGER,  EMIL  J,  SAN  DIEGO,  CALIFORNIA 
HERLIHY,  JAMES  H. ,  NEH  YORK,  NEW  YORK 
HERLIHY,  THOMAS  I.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERMAN,  ALBIN  A,  JERSEY  CITY,  NEW  JERSEY 
HERMAN,  HAROLD  MICHAEL,  NEH  YORK,  NEH  YORK 
HERMAN,  JAMES  ARTHUR,  FORT  HAYNE,  INDIANA 
HERMAN,  WILLIAM  J,  MILLVILLE,  NEW  JERSEY 
HERMANN,  ROBERT,  MANITOWOC,  HISCONSIN 
HERMANSKI,  STANLEY  JOHN,  JUPITER,  FLORIDA 
HERMANSON,  DONALD  C,  MARQUETTE,  MICHIGAN 
HERMANSON,  EVERETT  SELMER,  SAN  BERNARDINO,  CALIFORNIA 
HERN,  RALPH  EARL,  SUNNYVALE,  CALIFORNIA 
HERNANDEZ  CASTRO,  JOEL,  SANTIAGO,  CHILE 
HERNANDEZ  MIRO,  DOMINGO,  MARICAO,  PUERTO  RICO 
HERNANDEZ  RODRIGUEZ,  JOSE  E.,  SAN  JUAN,  PUERTO  RICO 
HERNANDEZ-RIVERA,  JUAN  F,  SANTIAGO,  CHILE 
HERNANDEZ,  ALVINO,  EL  PASO,  TEXAS 

HERNANDEZ,  ANTONIO  HERNANDEZ,  FULLERTON,  CALIFORNIA 
HERNANDEZ,  ERIC  MARRERO,  SAN  JUAN,  PUERTO  RICO 
HERNANDEZ,  EUFRONIO  REYES,  MANILA,  PHILIPPINES 
HERNANDEZ,  EUGENE  JESS,  ORANGE,  CALIFORNIA 
HERNANDEZ,  HECTOR,  PATERSON,  NEW  JERSEY 
HERNANDEZ,  JORGE  E,  EL  PASO,  TEXAS 
HERNANDEZ,  JORGE  L,  SAN  JUAN,  PUERTO  RICO 
HERNANDEZ,  JOSE,  LAMAR,  COLORADO 
HERNANDEZ,  LUIS  ANTONIO,  SAN  JOSE,  CALIFORNIA 
HERNANDEZ,  RAFAEL  PEDRO,  CHELSEA,  MASSACHUSETTS 
HERNANDEZRODRIOUEZ,  ANIBAL,  SAN  JUAN,  PUERTO  RICO 
HERNDON,  CHARLES  MICHAEL,  SHELBYVILLE,  INDIANA 
HERNDON,  DOYLE  L,  FORT  RILEY,  KANSAS 
HERNER,  STEVEN  RAY,  EAST  LANSING,  MICHIGAN 
HEROLD,  RAYMOND  H,  LYONS,  NEH  YORK 
HEROMAN,  KENNETH  LESLIE,  PINE  BLUFF,  ARKANSAS 
HERON,  JOHN  DAVID,  HOUSTON,  TEXAS 
HERR,  ALVIN  J,  FORT  MYERS,  FLORIDA 
HERR,  WILLIAM  E,  WEST  POINT,  PENNSYLVANIA 
HERREN,  BERNHARD,  KLOTEN,  SWITZERLAND 
HERREN,  JAMES  DIXON,  TORRANCE,  CALIFORNIA 
HERRERA-PINTOR,  VICTOR  HUGO,  SANTIAGO,  CHILE 
HERRERA,  ARTHUR  ERNEST,  LOS  ANGELES,  CALIFORNIA 
JESSE,  DALLAS,  TEXAS 
JORGE  RAUL,  MIAMI,  FLORIDA 
JOHN  JOSEPH,  JR,  BEACON,  NEW  YORK 
JOHN  THOMAS,  JR,  FAYETTEVILLE,  ARKANSAS 
LYNN  H.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERRINGTON,  MARVIN  L.,  STANFORD,  CALIFORNIA 
HERRMAN,  ARTHUR  RAPHAEL,  PHOENIX,  ARIZONA 
HERRMAN,  JEFFREY  DAVID,  OTTAWA,  KANSAS 
HERRON,  BILLY  A,  SOUTHAVEN,  MISSISSIPPI 
JAMES  EDHARD,  OVERLAND,  MISSOURI 
JERRY  WAYNE,  WINSTON-SALEM,  NORTH  CAROLINA 
RICHARD  JOHN,  SR,  FOLSOM,  PENNSYLVANIA 
ROBERT  G,  LAKE  WORTH,  FLORIDA 
VERNON  ROBERT,  PIKESVILLE,  MARYLAND 
HERSHEY,  MARALYN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERSMAN,  DAVID  R. ,  SANTA  BARBARA,  CALIFORNIA 
HERSOM,  LAWRENCE  LEE,  SPOKANE,  WASHINGTON 
HERSON,  JAMES  M,  ITHACA,  NEW  YORK 
HERT,  LUTHER  MARTIN,  JR,  CARMEL,  CALIFORNIA 
HERTEL,  TIMOTHY  PATRICK,  NEW  YORK,  NEW  YORK 
HERTZ,  ROBERT  JOHN,  EDWARDSVILLE,  ILLINOIS 
HERZ,  THOMAS  ALBERT,  SR,  PENNSVILLE,  NEW  JERSEY 
HESALROAD,  LYLE  D,  DENVER,  COLORADO 

HESBURN,  DAVID  CHARLES,  WOODHAVEN,  MICHIGAN 

HESLING,  HENRY  G,  DELANO,  CALIFORNIA 

HESLOP,  REED  ALLEN,  LAYTON,  UTAH 

HESS,  FRED,  BLOOMFIELD,  NEW  JERSEY 

HESS,  GEORGE  R,  JR,  HOUSTON,  TEXAS 

HESS,  MURLE  C,  LOS  ANGELES,  CALIFORNIA 

HESS,  TERENCE  LEE,  KANEOHE  BAY,  HAWAII 

HESS,  THOMAS  ALLEN,  EASTON,  PENNSYLVANIA 

HESSEL,  HANS  JUERGEN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GE 

HESSER,  JEFFREY  LEE,  GLYNCO,  GEORGIA 

HESSER,  LARRY  M,  HENDERSONVILLE,  NORTH  CAROLINA 

HESSION,  JAMES  J.,  HAUKEGAN,  ILLINOIS 

HESSLER,  LE  ROY,  HOLLYWOOD,  FLORIDA 

HESTER,  GEORGE  J.,  JR.,  CONCORD,  NEW  HAMPSHIRE 

HESTER,  ROBERT  F,  GAINESVILLE,  FLORIDA 

HESTER,  TOMMY  LANE,  JACKSONVILLE,  NORTH  CAROLINA 

HESTNESS,  GREGORY  SCOTT,  MINNEAPOLIS,  MINNESOTA 

HETEBRUEG,  PAUL  L,  WEST  BEND,  WISCONSIN 

HETHCOAT,  EDHARD,  NEHARK,  NEW  YORK 

HETHCOAT,  THOMAS  ALEXANDER,  QUANTICO,  VIRGINIA 

HETHERINGTON,  JOHN  BRADFORD,  JACKSON,  MISSISSIPPI 

HETICO,  RICHARD  JACOB,  ERIE,  PENNSYLVANIA 

HETRICK,  KYLE  L,  GRAND  ISLAND,  NEBRASKA 

HETTRICK,  HAROLD  D,  MADISON,  HISCONSIN 

HETZEL,  MICHAEL  RICHARD,  UPPER  SANDUSKY,  OHIO 

HETZEL,  RICHARD  LEE,  DECATUR,  GEORGIA 

HETZNECKER,  MORTON  A,  HARTLAND,  WISCONSIN 

HEUERMANN,  GEORGE  H. ,  MINEOLA,  NEH  YORK 

HEUSTERBERG,  RANDALL  FRANK,  COLTON,  CALIFORNIA 

HEUVEL,  DANIEL  PATRICK,  EUGENE,  OREGON 

HEWELL,  BILLY  JOE,  COVINGTON,  GEORGIA 

HEWITT,  DALE  JACK,  HICKAM  AFB,  HAWAII 

HEWITT,  EVERAL  ANTHONY,  KINGSTON,  JAMAICA 

HEHITT,  GEORGE  HALTER,  FORT  MONMOUTH,  NEH  JERSEY 

HEHITT,  JOHN  J,  LINCOLN,  NEBRASKA 

HEWITT,  JOHN  PETER,  SANTA  ANA,  CALIFORNIA 


HERRERA, 
HERRERA, 
HERRING, 
HERRING, 
HERRING, 
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HERRON, 
HERRON, 
HERRON, 
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HEHLETT,  CAROL  ANN  -  HINTON,  JERRY  ALLEN 
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HICKEY, 

HICKEY, 

HICKEY, 

HICKEY, 

HICKEY, 

HICKLE, 

HICKMAN, 

HICKHAN, 

HICKMAN, 

HICKMAN, 

HICKMAN, 


HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICOK, 


HEHLETT,  CAROL  ANN,  NEW  ORLEANS,  LOUISIANA 
HEHLETT,  ROBERT  N,  MEMPHIS,  TENNESSEE 
HEHSON,  ROBERT  EDHARD,  JR,  LEMONT,  ILLINOIS 
HEYDEN,  JAMES  VICTOR,  LANSING,  MICHIGAN 
HEYEN,  HARRY  C,  JR,  FREMONT,  CALIFORNIA 
HEYER,  ROBERT  C,  JR,  LINCOLN  PARK,  MICHIGAN 
HEYLIGER,  BARBARA  ANN,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
HEYNEMAN,  JAMES  PAUL,  TOLEDO,  OHIO 
HEYNS,  DANIEL  H,  JACKSON,  MICHIGAN 
HIBBERTS,  HILLIAM  LEHIS,  JR,  ROME,  GEORGIA 
HIBBETTS,  ARTHUR  EUGENE,  BARSTOH,  CALIFORNIA 
HIBBS,  GERALD  R.,  ST.  JOSEPH,  MISSOURI 
HIBBS,  RICHARD  M. ,  FREEHOLD,  NEH  JERSEY 
HIBPSHMAN,  EARL  H.,  ANCHORAGE,  ALASKA 
HIBSER,  PAUL  JOSEPH,  PEORIA,  ILLINOIS 
HICKCOX,  THOMAS  JOSEPH,  HILO,  HAHAII 
HICKES,  ROBERT  CLAIR,  HARRISBURG,  PENNSYLVANIA 
JAMES  KINNING,  CHICAGO,  ILLINOIS 
JOHN,  JR,  TULSA,  OKLAHOMA 
JOSEPH  LEO,  BLUE  BELL,  PENNSYLVANIA 
KEVIN  CHARLES,  SYCAMORE,  ILLINOIS 
ROBERT  FRANCIS,  LEXINGTON,  MASSACHUSETTS 
RICHARD  VERNE,  DES  MOINES,  IOHA 
FENTRESS  ALVENO,  HASHINGTON,  DISTRICT  OF  COLUM 
JERRY  LYNN,  POCATELLO,  IDAHO 
KENNEDY  A.,  CAPE  MAY  COURT  HOUSE,  NEH  JERSEY 
PRESTON  JOHN,  WILMINGTON,  DELAHARE 
RICHARD  WARREN,  WAHPETON,  NORTH  DAKOTA 
HICKOK,  ROBERT  D. ,  EUREKA,  CALIFORNIA 
HICKOK,  ROBIN  HOOD,  EDMONDS,  WASHINGTON 
HICKS,  ALBERT  J,  DOTHAN,  ALABAMA 

CHERYL  ANN,  HARRISBURG,  PENNSYLVANIA 
CLIFFORD  RAY,  NORTH  LITTLE  ROCK,  ARKANSAS 
EDDIE  CLARENCE,  CHICAGO,  ILLINOIS 
GARY  MICHAEL,  CLEVELAND,  TENNESSEE 
GEORGE  C,  LITITZ,  PENNSYLVANIA 
JAMES  B,  AMERICUS,  GEORGIA 
KENNETH  RAY,  GULF  BREEZE,  FLORIDA 
LEE  J.,  JR.,  CHATTANOOGA,  TENNESSEE 
LENDOL  CRESPIN,  JR,  COLUMBIA,  SOUTH  CAROLINA 
MICHAEL  LYNN,  ALCOA,  TENNESSEE 
NORMAN  GRADY,  SALINAS,  CALIFORNIA 
RICKY  ALLEN,  SANTA  ANA,  CALIFORNIA 
ROBERT  J,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  V.,  SAN  JACINTO,  CALIFORNIA 
,  GEORGE  KENNETH,  MOUNT  ARLINGTON,  NEW  JERSEY 
HIDALGO,  HOCINTO  CLEM,  JR,  FORT  HALL,  IDAHO 
HIDAY,  HENRY  R.,  JR.,  JACKSONVILLE,  FLORIDA 
HIDUP,  HUSSAIN  BIN,  GADONG,  BRUNEI 
HIER,  DALE  VERNON,  CLEVELAND,  OHIO 
HIERHOLZER,  WILLIAM  RUSSELL,  KERRVILLE,  TEXAS 
HIERONIMUS,  DANIEL  RICHARD,  FRANKLIN  FURNANCE,  OHIO 
HIERS,  WOODROW  WILSON,  JR,  JACKSONVILLE,  FLORIDA 
HIGA,  ROY  R,  LIHUE,  KAUAI,  HAWAII 
HIGASHI,  DENNIS  MITSUO,  LIHUE,  KAUAI,  HAWAII 
HIGDON,  JIMMY  WAYNE,  NASHVILLE,  TENNESSEE 
HIGDON,  LAWRENCE  JOSEPH,  OKLAHOMA  CITY,  OKLAHOMA 
HIGDON,  THOMAS  WESLEY,  NEW  YORK,  NEW  YORK 
HIGENS,  JAMES  F.,  BURLEY,  IDAHO 

HIGGINBOTHAM,  CHARLES  W. ,  WASHINGTON,  DISTRICT  OF  COLUM 
HIGGINBOTHAM,  ROBERT  WAYNE,  HINESVILLE,  GEORGIA 
HIGGINS,  CHRISTOPHER  SIMON,  NEW  YORK,  NEW  YORK 
DAVID  L,  SR,  BIRMINGHAM,  ALABAMA 
DENNIS  JOSEPH,  GIBSON  CITY,  ILLINOIS 
GARY  PATRICK,  PERTH,  AUSTRALIA 
HOWARD  STEVEN,  CEDAR  HILL,  TEXAS 
JAMES  FRANKLIN,  MACON,  GEORGIA 
JOHN  PATRICK,  NEW  YORK,  NEW  YORK 
JON  J,  LOUISVILLE,  KENTUCKY 
KENNETH  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LARRY  D.,  BOUNTIFUL,  UTAH 
MAURICE  J,  CHICAGO,  ILLINOIS' 
RICHARD  L,  JACKSON,  TENNESSEE 
STEWART  LAURANCE,  LONDON,  ENGLAND 
,  WILLIAM  E,  SEAFORD,  DELAWARE 
HIGGINSON,  MICHAEL  HUGH,  NEW  YORK,  NEW  YORK 
HIGGS,  ROBERT  JOE,  ONEIDA,  TENNESSEE 
HIGGS,  RONALD  BENJAMIN,  FORT  LAUDERDALE,  FLORIDA 
HIGH,  MELVIN  C,  NORFOLK,  VIRGINIA 
HIGHFILL,  BERNIE  RAY,  LOUISVILLE,  KENTUCKY 
HIGHT,  MARTIN  WILLIAM,  SAN  DIEGO,  CALIFORNIA 
HIGHTOHER,  ROBERT  EDWARD,  MARIETTA,  GEORGIA 
HIGNEY,  CHARLES  JOSEPH,  JR,  LOVELAND,  COLORADO 
HIGUERA,  FREDERICK  MARTIN,  YAKIMA,  WASHINGTON 
HIJAR,  ALFONSO,  EL  PASO,  TEXAS 
HIJAZIN,  TAISIR  YOSEF,  AMMAN,  JORDAN 
HILB,  THOMAS  JOSEPH,  SIERRA  VISTA,  ARIZONA 
HILBERT,  JOHN  JAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HILDE,  RICHARD  S. ,  BISMARCK,  NORTH  DAKOTA 
HILDEBRAND,  GERALD  WARREN,  AUSTIN,  TEXAS 
HILDEBRAND,  ROGER  NELSON,  CINCINNATI,  OHIO 
HILDERMAN,  HALTER  CARRINGTON,  CHARLOTTE,  NORTH  CAROLINA 
HILDRETH,  CHRISTOPHER  DAVID,  MINNEAPOLIS,  MINNESOTA 
HILE,  DAVID  THOMAS,  MINNEAPOLIS,  MINNESOTA 
HILEMAN,  JAY  C. ,  HARRISBURG,  PENNSYLVANIA 
HILER,  HILLIAM  I.,  ELSMERE,  KENTUCKY 
HILGER,  DALE,  LITTLE  ROCK,  ARKANSAS 
HILL,  ANDREW  DAVID,  PHOENIX,  ARIZONA 
HILL,  BILL  G.,  TEMPE,  ARIZONA 
HILL,  CHARLES  A,  PHOENIX,  ARIZONA 
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HILL,  CHARLES  EDWARD,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
'  HILL,  CHARLES  J.,  PIERRE,  SOUTH  DAKOTA 

HILL,  CHESTER,  GOLDSBORO,  NORTH  CAROLINA 

HILL,  CLYDE  DANIEL,  COOPER  CITY,  FLORIDA 

HILL,  COLLIER  MERRITT,  TUCSON,  ARIZONA 

HILL,  CURTIS  JOHN,  HOLLISTER,  CALIFORNIA 

HILL,  DAN  BRADLEY,  ALBANY,  GEORGIA 

HILL,  DARRELL  J,  THE  DALLES,  OREGON 

HILL,  DONALD  M.,  MONROE,  LOUISIANA 
t   HILL,  DONALD  P,  JACKSON,  MISSISSIPPI 
t   HILL,  EARL  THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
t   HILL,  FRANCIS  P,  SAN  DIEGO,  CALIFORNIA 

HILL,  GEORGE  REX,  EUREKA,  CALIFORNIA 

HILL,  GERALD  L,  SR,  NEOPIT,  WISCONSIN 
t   HILL,  HERBERT  EUGENE,  AMARILLO,  TEXAS 

*  HILL,  HOWARD  W,  BRYAN,  TEXAS 
k  HILL,  HUBERT,  SINGAPORE,  SINGAPORE 
»  HILL,  I.  FOX,  JR.,  HOLLY  HILL,  SOUTH  CAROLINA 
¥  HILL,  JACK  L,  TULSA,  OKLAHOMA 

HILL,  JAMES  DWIGHT,  SALINA,  KANSAS 

HILL,  JAMES  EDWARD,  ADEL,  GEORGIA 

HILL,  JAMES  EDWARD,  CAMDEN,  NEW  JERSEY 

HILL,  JAMES  RALPH,  EUGENE,  OREGON 

HILL,  JAMES  RANDALL,  SR,  FRANKFORT,  KENTUCKY 

HILL,  JIMMY,  ATLANTA,  GEORGIA 

*  HILL,  JOE  F.,  JR.,  GREENWOOD,  MISSISSIPPI 
HILL,  JOHN  J,  NEW  YORK,  NEW  YORK 
HILL,  JON  ERNEST,  JUNCTION  CITY,  KANSAS 
HILL,  KEITH  DAVID,  ALEXANDRIA,  KENTUCKY 
HILL,  KENNETH  D,  JR,  MONTPELIER,  VERMONT 
HILL,  LAWRENCE,  OTTAWA,  CANADA 

*  HILL,  LAWRENCE  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

*  HILL,  LLOYD  E.,  QUANTICO,  VIRGINIA 
HILL,  MICHAEL  FRANCIS,  FRAMINGHAM,  MASSACHUSETTS 
HILL,  MICHAEL  STEVEN,  SANTA  FE,  NEW  MEXICO 
HILL,  NORMAN  K. ,  CHEROKEE,  IOWA 

tt   HILL,  PARKER  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HILL,  PETER  ANTHONY,  JR,  SUN  PRAIRIE,  WISCONSIN 

HILL,  RALPH  WESLEY,  JR,  BLYTHEVILLE,  ARKANSAS 
tt   HILL,  RAYMOND  J.,  MIDDLETOWN,  NEW  YORK 

HILL,  REX,  SALT  LAKE  CITY,  UTAH 

HILL,  RICHARD  WILLIAM,  RENO,  NEVADA 

HILL,  ROGER  LEE,  TULARE,  CALIFORNIA 
§   HILL,  ROY  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   HILL,  ROY  H.,  BOULDER,  COLORADO 

HILL,  ROY  WILLIAM,  JR,  WESTON,  CONNECTICUT 
tt   HILL,  SAMITH  CALVIN,  FORT  WORTH,  TEXAS 

HILL,  STEVEN  REX,  CLEARFIELD,  UTAH 

HILL,  THOMAS  ALLEN,  JASPER,  INDIANA 

*  HILL,  THOMAS  HUGH,  SPARTANBURG,  SOUTH  CAROLINA 
HILL,  TIMOTHY  J.,  SACRAMENTO,  CALIFORNIA 
HILL,  WILLIAM  A.,  NACOGDOCHES,  TEXAS 
HILL,  WINFRED  EDMUND,  ATLANTA,  GEORGIA 

*  HILL,  WORTH  L.,  DURHAM,  NORTH  CAROLINA 
HILLARD,  TERRY  GLEEN,  CHICAGO,  ILLINOIS 
HILLEARY,  JOSEPH  RAYMOND,  J,  ALEXANDRIA, 
HILLERY,  EDWARD  GERALD,  JR,  OCEAN  RIDGE,  . 
HILLGAERTNER,  WILLIAM  WIER,  CAMAS,  WASHINGTON 

*  HILLIARD,  BARRY  V,  MIDLAND,  TEXAS 
HILLIARD,  JAMES  W,  GREENSBORO,  NORTH  CAROLINA 

tt   HILLIARD,  SIDNEY  M.,  CHAPEL  HILL,  NORTH  CAROLINA 
HILLIS,  CHRISTOPHER  DONALD,  BAKERSFIELD,  CALIFORNIA 
HILLMAN,  ERNEST  NOEL,  PLACERVILLE,  CALIFORNIA 
HILONGOS,  JULIAN  AURELIO,  ELIZABETH,  NEW  JERSEY 

tt   HILSON,  HENRY  W.,  DOTHAN,  ALABAMA 

*  HILTON,  JAMES  EDWARD,  COLUMBUS,  OHIO 
tt   HILZLEY,  WILLIAM  JOSEPH,  INDIANAPOLIS,  INDIANA 

HIMA,  TAMAS  ISTVAN,  BUDAPEST,  HUNGARY  „Ar>nrur 
tt   HIMMELSBACH,  EDHARD  FRANK,  PALM  BEACH  GARDENS,  FLORIDA 

*  HIMSL,  JOSEPH  G.,  ST.  CLOUD,  MINNESOTA 
tt   HINDERY,  LUCIAN  J.,  GAINESVILLE,  FLORIDA 

HINDMAN,  GARY  LEE,  SALINA,  KANSAS 
tt   HINDS,  ALBERT  S,  EAST  ST.  LOUIS,  ILLINOIS 
HINDS,  CARSON  ARLANDER,  BRIDGETOWN,  BARBADOS 
HINDS,  FORNIE  W,  JR,  ANNISTON,  ALABAMA 
HINDS  RALPH  PATRICK,  TRAVERSE  CITY,  MICHIGAN 
tt   HINES,  CHARLES  A,  ALEXANDRIA,  VIRGINIA 
HINES,  DAVID  REED,  HANOVER,  VIRGINIA 
HINES,  HAROLD  GLENN,  SPARTANBURG,  SOUTH  CAROLINA 
HINES,  JASON  DAVID,  CONCORD,  NEW  HAMPSHIRE 
HINES,  MARYLOU,  LOS  ANGELES,  CALIFORNIA 
HINES   ROBERT  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HINES,  WALTER  T,  CARSON  CITY,  NEVADA 
HINGSTON,  WILFORD  EVERT,  SALEM,  OREGON 
HINIG,  DAVID  HOWARD,  ARCADIA,  CALIFORNIA 
HINKLE,  DALE  LEROY,  MODESTO,  CALIFORNIA 
HINKLE,  DARREL  R. ,  MESQUITE,  TEXAS 
HINKLE,  WILLIAM  RAY,  LOS  ANGELES,  CALIFORNIA 
HINKSON  JULIO,  ALFREDO,  PANAMA  CITY,  PANAMA 
HINMAN,  CHARLES  E.,  GREENVILLE,  NORTH  CAROLINA 
HINSDALE,  DARIEL  D.,  LIBERAL,  KANSAS 
HINSHAW,  ROBERT  LLOYD,  WICHITA,  KANSAS 
HINSON.  ROYACE  B.,  ALBANY,  GEORGIA 

HINSON  WILLIAM  EDGAR,  WINSTON-SALEM,  NORTH  CAROLINA 
!  HINSZ,  NORMAN,  GRAND  FORKS,  NORTH  DAKOTA     „..-.-.. 
HINTON,  ALVIN  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HINTON,  BRAD  R. ,  BESSEMER,  ALABAMA 
HINTON,  DAN  WILLIAM,  SIKESTON,  MISSOURI 
i  HINTON,  JAMES  M,  LAKE  JACKSON,  TEXAS   iiririjTnc 
I  HINTON!  JERRY  ALLEN,  PORTSMOUTH,  NEH  HAMPSHIRE 
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HINTZ,  THOMAS  GREGORY  -  HOLSAPPLE,  MICHAEL  EUGENE 
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HINTZ,  THOMAS  GREGORY,  MISSOULA,  MONTANA 

HINZ,  DEAN  ELDRED,  LEAVENWORTH,  KANSAS 

HINZ,  THOMAS  JOHN,  GREEN  BAY,  WISCONSIN 

HIRD,  HARRY  W. ,  NORTH  OLMSTED,  OHIO 

HIRES,  WAYNE  DENNIS,  THOROFARE,  NEW  JERSEY 

HIRONIMUS,  THEODORE  LEE,  LAKE  FOREST,  ILLINOIS 

HIRSCH,  ROBERT  E,  GREELEY,  COLORADO 

HIRSCH,  STEVEN  ALLEN,  CHICAGO,  ILLINOIS 

HIRTER,  GOTTFRIED  MICHAEL,  ST.  JOSEPH,  MISSOURI 

HISER,  ROBERT  MICHAEL,  FORT  GORDON,  GEORGIA 

HITCHCOCK,  LANNY  KIM,  HOUSTON,  TEXAS 

HITCHENS,  WILLIAM  W,  JR,  STATESBORO,  GEORGIA 

HITCHUK,  WALTER,  BENSONVILLE,  ILLINOIS 

HITT,  BOBBY  LEE,  LAS  VEGAS,  NEVADA 

HITZEL,  CHARLES  FRANK,  IV,  NORTH  KINGSVILLE,  OHIO 

HIVELY,  LARRY  G,  SPOKANE,  WASHINGTON 

HIXON,  FRANK  STEVEN,  CLEVELAND,  TENNESSEE 

HJEMVICK,  SIGURD  JOHN,  JR,  JOLIET,  ILLINOIS 

HJORTH,  VERNON  J,  MADISON,  NEBRASKA 

HLADKY,  DELANO  B,  GILLETTE,  WYOMING 

HNILICA,  RONALD  D,  LIVONIA,  MICHIGAN 

HO,  KUANG  YU,  TAIPEI,  REPUBLIC  OF  CHINA 

HOADLEY,  A  JOHN,  VANCOUVER,  CANADA 

HOAGLIN,  HAROLD  L,  ALBION,  MICHIGAN 

HOARE,  PERCY  ALAN,  VANCOUVER,  CANADA 

HOBBS,  BILLY  LELAND,  LINCOLN,  NEBRASKA 

HOBBS,  FLOYD,  GOLDSBORO,  NORTH  CAROLINA 

HOBBS,  HARRY  J,  JR,  GLYNCO,  GEORGIA 

HOBBS,  HOWARD  LEROY,  GULFPORT,  MISSISSIPPI 

HOBBS,  JAMES  JOSEPH,  JR,  TUCSON,  ARIZONA 

HOBBS,  L  DWAYNE,  FOREST  PARK,  GEORGIA 

HOBBS,  ROBERT,  EASTON,  MARYLAND 

HOBERT,  HAROLD  E,  MARTINEZ,  CALIFORNIA 

HOBSON,  HARRY,  SANTA  BARBARA,  CALIFORNIA 

HOBSON,  MARION  B,  LITTLETON,  COLORADO 

HOBSON,  NORMAN  HAROLD,  TORONTO,  CANADA 

HOBSON,  WILLIAM  F.,  CUMBERLAND,  RHODE  ISLAND 

HOBZA,  DELWIN  H. ,  MOSCOW,  IDAHO 

HOCEVAR,  EDWARD,  CLEVELAND,  OHIO 

HOCHSTRASSER,  ROBIN  W,  SPRINGBORO,  OHIO 

HOCKADAY,  EDMUND  I.,  JEFFERSON  CITY,  MISSOURI 

HOCKEMA,  WILBUR  L,  CORVALLIS,  OREGON 

HOCKER,  ELWOOD  CARLTON,  JR,  LANCASTER,  PENNSYLVANIA 

HODAPP,  PHILIP  HENRY,  MANKATO,  MINNESOTA 

HODERMANN,  GERD  JURGEN,  FOX  POINT,  WISCONSIN 

HODGE,  BOBBY  G,  BLOUNTVILLE,  TENNESSEE 

HODGE,  CLIFFORD  A,  POPLAR  BLUFF,  MISSOURI 

HODGE,  DAVID  D,  FLORENCE,  SOUTH  CAROLINA 

HODGE,  JENS  E,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 

HODGE,  ROBERT  MIDDLEBROOK,  TWIN  FALLS,  IDAHO 

HODGE,  SAM  KITTRELL,  JR,  GREENWOOD,  MISSISSIPPI 

HODGE,  THOMAS  RAY,  TEXARKANA,  TEXAS 

HODGES,  CHARLES  R.,  OXFORD,  ALABAMA 

HODGES,  CHARLES  W. ,  PHOENIX,  ARIZONA 

HODGES,  DANIEL  RICHMOND,  LADUE,  MISSOURI 

HODGES,  JAMES  D,  REFUGIO,  TEXAS 

HODGES,  LAWRENCE  E.,  GARDEN  GROVE,  CALIFORNIA 

HODGES,  OLLIE  RAY,  HOUSTON,  TEXAS 

HODGES,  STEPHEN  WARREN,  TREMONTON,  UTAH 

HODGES,  THOMAS  C,  PALATKA,  FLORIDA 

HODGES,  WYLLIE  BRYANT,  JACKSONVILLE,  FLORIDA 

HODGSON,  TAM  KEITH,  BAKERSFIELD,  CALIFORNIA 

HODNETT,  BOBBY  G,  ATLANTA,  GEORGIA 

HODORSKI,  GARY  WAYNE,  BROOKFIELD,  WISCONSIN 

HODSHIRE,  FRANK  LEE,  EAST  MOLINE,  ILLINOIS 

HODSON,  CLAY  H,  RIVERSIDE,  CALIFORNIA 

HODSON,  FREMONT  BYRON,  III,  KILLEEN,  TEXAS 

HODSON,  JOHN  W,  SALT  LAKE  CITY,  UTAH 

HOECHERL,  DENNIS  MICHAEL,  BARTOW,  FLORIDA 

HOECKER,  TERRY  LYNN,  GALVESTON,  TEXAS 

HOEFEL,  THOMAS  KEITH,  BURBANK,  CALIFORNIA 

HOEFNER,  KENNETH  ALDON,  BILLINGS,  MONTANA 

HOEHNE,  KEITH  D,  EUREKA,  NEVADA 

HOEKHATER,  GERALD  J,  CARNESVILLE,  GEORGIA 

HOELBINGER,  CRAIG  WAYNE,  WOODBURY,  NEW  JERSEY 

HOEVELER,  HANS  J,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMAN 

HOEY,  GERALD  R,  MONTROSE,  COLORADO 

HOFER,  BERTRAM,  WINNELLIE,  AUSTRALIA 

HOFF,  WILLIAM  ROBERT,  LIVONIA,  MICHIGAN 

HOFFER,  JAMES  ALAN,  HUDSON,  OHIO 

HOFFMAN,  CLARENCE  H. ,  NORTH  KANSAS  CITY,  MISSOURI 

HOFFMAN,  DONALD  R,  AUSTIN,  MINNESOTA 

HOFFMAN,  GARTH  L. ,  SEATTLE,  WASHINGTON 

HOFFMAN,  HOWARD  J,  JEFFERSON  CITY,  MISSOURI 

HOFFMAN,  JAMES  DOUGLAS,  CANANDAIGUA,  NEW  YORK 

HOFFMAN,  JOHN  DALE,  NASHVILLE,  TENNESSEE 

HOFFMAN,  KARL  EDWIN,  PEEKSKILL,  NEW  YORK 

HOFFMAN,  KEVIN  JOHN,  AMHERST,  NEW  YORK 

HOFFMAN,  LAWRENCE  A,  TOWN  OF  TONAWANDA,  NEW  YORK 

HOFFMAN,  LAWRENCE  A,  III,  TOWN  OF  TONAWANDA,  NEW  YORK 

HOFFMAN,  OTTO  J,  EL  CAMPO,  TEXAS 

HOFFMAN,  PETER  D,  BIRMINGHAM,  ALABAMA 

HOFFMAN,  ROLAND  0,  DES  MOINES,  IOWA 

HOFFMANN,  ARLEEN  MARIE,  ARLINGTON,  VIRGINIA 

HOFFMANN,  JAMES  EDMUND,  SHEBOYGAN,  WISCONSIN 

HOFFMANN,  JON  VAL ,  SHEBOYGAN,  WISCONSIN 

HOFFMANN,  THOMAS  WALTER,  JEFFERSON  CITY,  MISSOURI 

HOFFMEISTER,  GORDON  K,  SARASOTA,  FLORIDA 

HOFFNER,  JOHN  ALEXANDER,  SHARON  HILL,  PENNSYLVANIA 

HOFFNER,  ROBERT  L,  PLANTATION,  FLORIDA 
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HOFSTAD,  DAVID  REUBEN,  ELK  RIVER,  MINNESOTA 

HOGAN,  HUBERT  CLEMENT,  PORTERVILLE,  CALIFORNIA 

HOGAN,  JAMES  K.,  CHICAGO,  ILLINOIS 

HOGAN,  JAMES  N.,  FRANKLINVILLE ,  NEW  JERSEY 

HOGAN,  JOE  RAY,  MC  ALESTER,  OKLAHOMA 

HOGAN,  MATTHEW  EDWARD,  PONTIAC,  MICHIGAN 

HOGAN,  PATRICK  JAMES,  SR,  FORT  MEADE,  MARYLAND 

HOGAN,  WILLIAM  DOUGLAS,  LOMBARD,  ILLINOIS 

HOGENSON,  ARTHUR  LOLAND,  NEW  HOPE,  MINNESOTA 

HOGG,  RICHARD  L.,  WELLSBURG,  WEST  VIRGINIA 

HOGLE,  ALBERT  FRANCIS,  SARASOTA,  FLORIDA 

HOGUE,  KENNETH  EDWARD,  FRESNO,  CALIFORNIA 

HOH,  JOHN  CHRISTOPHER,  WRIGHT-PATTERSON  AFB,  OHIO 

HOIG,  HAROLD  DAVID,  OAKLAND,  CALIFORNIA 

HOINS,  DANIEL  ELDON,  PAPILLION,  NORTH  DAKOTA 

HOKE,  ANTHONY  THOMAS,  LARKSPUR,  CALIFORNIA 

HOKE,  MICHAEL  DAVID,  RALEIGH,  NORTH  CAROLINA 

HOKE,  MICHAEL  WALTER,  CHICAGO,  ILLINOIS 

HOLBERT,  THOMAS  WILLIAM,  III,  CHICAGO,  ILLINOIS 

HOLBROOK,  TERRELL  LEE,  ROANOKE,  VIRGINIA 

HOLCOMB,  DWIGHT  ALLEN,  UPPER  ARLINGTON,  OHIO 

HOLCOMB,  JOHNNIE  M,  COVINGTON,  LOUISIANA 

HOLCOMB,  OWEN  B,  MEMPHIS,  TENNESSEE 

HOLDEN,  JOSEPH  GERALD,  ANNISTON,  ALABAMA 

HOLDEN,  JOSEPH  GRANT,  HOUSTON,  TEXAS 

HOLDEN,  RICHARD  ARLEN,  NASSAU  BAY,  TEXAS 

HOLDEN,  RONALD  SIDNEY,  BISMARCK,  NORTH  DAKOTA 

HOLDER,  JAMES  ROBERT,  NEW  BRAUNFELS,  TEXAS 

HOLDER,  JIMMY  H,  HUNTSVILLE,  ALABAMA 

HOLDER,  NOLAN  DEMPSEY,  LAWRENCEBURG,  TENNESSEE 

HOLDRIDGE,  DONALD  J,  ALBANY,  NEW  YORK 

HOLEM,  JAMES  B.,  NORTHBROOK,  ILLINOIS 

HOLGUIN,  ARTHUR  BENJAMIN,  III,  ALBUQUERQUE,  NEW  MEXICO 

HOLIDAY,  DERRICK  EDDISON,  WILLEMSTAD,  CURACAO 

HOLIFIELD,  ROBERT  W.,  SOLDOTNA,  ALASKA 

HOLIHAN,  JOHN  B.,  ALEXANDRIA,  VIRGINIA 

HOLKO,  RONALD  N.,  FARMINGTON,  MICHIGAN 

HOLL,  STEPHEN  LEE,  ARLINGTON,  VIRGINIA 

HOLLADAY,  CHARLES  EDGAR,  LITTLE  ROCK,  ARKANSAS 

HOLLAND,  DAVID  WAYNE,  RICHMOND,  VIRGINIA 

HOLLAND,  DWAIN  0,  ABERDEEN,  SOUTH  DAKOTA 

HOLLAND,  GERALD  LEE,  GRETNA,  LOUISIANA 

HOLLAND,  JEREMIAH  P.,  SR.,  OCALA,  FLORIDA 

HOLLAND,  JOHN  F.,  URBANA,  OHIO 

HOLLAND,  JOHN  UHL,  NUTLEY,  NEW  JERSEY 

HOLLAND,  LAWRENCE  HOWARD,  WIXOM,  MICHIGAN 

HOLLAND,  MAYNARD  A,  CEDAR  FALLS,  IOWA 

HOLLAND,  STEVEN  DEAN,  SEYMOUR,  INDIANA 

HOLLAND,  THOMAS  WAYNE,  MAPLEWOOD,  MISSOURI 

HOLLAND,  WILLIAM  R.,  Ill,  FRANKLIN  LAKES,  NEW  JERSEY 

HOLLAR,  RICHARD  HUGH,  LAMAR,  COLORADO 

HOLLEN,  DONALD  W,  SANTA  CRUZ,  CALIFORNIA 

HOLLENBECK,  DAVID  BRUCE,  LAS  VEGAS,  NEVADA 

HOLLEY,  BRENDA  ELIZABETH,  WASHINGTON,  DISTRICT  OF  COLUM 

HOLLEY,  JOHNNY  L.,  NORTH  LITTLE  ROCK,  ARKANSAS 

HOLLEY,  WATSON  W. ,  JR,  ATLANTA,  GEORGIA 

HOLLIDGE,  FREDERICK  ALBERT,  NIAGARA  FALLS,  CANADA 

HOLLIFIELD,  CARLOS  RAY,  CAMP  LEJEUNE,  NORTH  CAROLINA 

HOLLIGAN,  FREDERICK  JEROME,  DELMAR,  NEW  YORK 

HOLLINGSEAD,  GREGORY  ALLAN,  HURLBURT  AFB,  FLORIDA 

HOLLINGSWORTH,  KENNETH  L,  INDIANAPOLIS,  INDIANA 

HOLLINGSWORTH,  ROBERT  EUGENE,  JACKSON,  MISSISSIPPI 

HOLLINRAKE,  MICHAEL  JOHN,  KENTWOOD,  MICHIGAN 

HOLLIS,  CHARLES  H. ,  AMARILLO,  TEXAS 

HOLLOMAN,  HOWARD  GLENN,  FLORENCE,  SOUTH  CAROLINA 

HOLLOWAY,  AUBREY  NEIL,  SACRAMENTO,  CALIFORNIA 

HOLLOWAY,  AUDIE  EDWARD,  ANCHORAGE,  ALASKA 

HOLLOWAY,  BRUCE  ANTHONY,  BOSTON,  MASSACHUSETTS 

HOLLOWAY,  BYRON  ALLEN,  BELLAIRE,  TEXAS 

HOLLOWAY,  DAVID  WILLIAM,  HONG  KONG,  HONG  KONG 

HOLLOWAY,  JOHN  RAYMOND,  STATESBORO,  GEORGIA 

HOLLOWAY,  LAWRENCE,  WELLSTON,  MONTANA 

HOLLOWAY,  RANDY  ALLEN,  FORT  MCPHERSON,  GEORGIA 

HOLLOWAY,  ROY  DOUGLAS,  BRANDON,  MISSISSIPPI 

HOLLOWELL,  PERRY  WAYNE,  INDIANAPOLIS,  INDIANA 

HOLLOWELL,  WILLIAM  I,  JR,  INDIANOLA,  MISSISSIPPI 

HOLLWEDEL,  ROBIN  JAY,  ESSEX,  VERMONT 

HOLMAN,  ELBERT  HOYT,  JR,  STOCKTON,  CALIFORNIA 

HOLMAN,  FRANKLIN  ALFONSO,  WINSTON-SALEM,  NORTH  CAROLINA 

HOLMAN,  JOHN  HAYES,  SEATTLE,  WASHINGTON 

HOLMAN,  PATRICIA  ANN,  INDIANAPOLIS,  INDIANA 

HOLMBERG,  JOSEPH  ANTHONY,  HOLLIDAYSBURG,  PENNSYLVANIA 

HOLMES,  ALICE  MARIE,  PORTSMOUTH,  VIRGINIA 

HOLMES,  BENJAMIN  JOSEPH,  JR,  WASHINGTON,  DISTRICT  OF  CO 

HOLMES,  DENNIS  CARL,  MILPITAS,  CALIFORNIA 

HOLMES,  DENNIS  KEITH,  SAULT  SAINTE  MARIE,  MICHIGAN 

HOLMES,  IAN  STUART,  SR,  SOUTHGATE,  MICHIGAN 

HOLMES,  JAMES  DISNEY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOLMES,  JEFFRY  ROBERT,  WALDEN,  NEW  YORK 

HOLMES,  LEE  ROY,  ROHNERT  PARK,  CALIFORNIA 

HOLMES,  PATRICIA  ANN,  AUSTIN,  TEXAS 

HOLMES,  RAYM.,  JONESBORO,  ARKANSAS 

HOLMES,  ROBERT  WILLIAM,  EDMOND,  OKLAHOMA 

HOLMES,  SPENCER  ALLEN,  CHICAGO,  ILLINOIS 

HOLMES,  STEVE  SANFORD,  LUBBOCK,  TEXAS 

HOLMES,  SYLVESTER  A.,  MC  KEESPORT,  PENNSYLVANIA 

HOLMQUIST,  MERLIN  L.,  BOCA  RATON,  FLORIDA 

HOLPER,  MICHAEL  PAUL,  FORT  MEADE,  MARYLAND 

HOLSAPPLE,  HAROLD  L,  DECATUR,  ILLINOIS 

HOLSAPPLE,  MICHAEL  EUGENE,  KOKOMO,  INDIANA 
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HOLSBERRY,  RAYMOND  DALE,  HENDERSONVILLE ,  TENNESSEE 

HOLST,  GILES  BULLOCH,  BEAUMONT,  TEXAS 

BRADFORD  CLEVELAND,  OKLAHOMA  CITY,  OKLAHOMA 
CHARLES  A,  JR,  HOOSTER,  OHIO 
GARY  LYNN,  FORT  MC  CLELLAN,  ALABAMA 
GARY  HAYNE,  PISMO  BEACH,  CALIFORNIA 
J.  W.,  OKLAHOMA  CITY,  OKLAHOMA 
JACK  LEE,  LOS  ANGELES,  CALIFORNIA 
JEFFREY  THOMAS,  DYERSBURG,  TENNESSEE 
JOHN  CHRYSLER,  JR,  DALLAS,  TEXAS 
LYNN  M.,  MARIETTA,  GEORGIA 
MARION  RONALD,  TUSCALOOSA,  ALABAMA 
RICHARD  MICHAEL,  COOKEVILLE,  TENNESSEE 
ROBERT  HENRY,  INDIANAPOLIS,  INDIANA 
ROBERT  MICHAEL,  KENT,  HASHINGTON 
THEODORE  E.,  JR.,  BAINBRIDGE,  OHIO 
TIMOTHY  OLEN,  FORT  BRAGG,  NORTH  CAROLINA 
HILLIAM  C,  III,  SPRINGFIELD,  TENNESSEE 
DALE  R.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  HAYNE,  NORFOLK,  NEBRASKA 
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HOLTHOF,  LUBBERT  KORNELIS,  GRONINGEN,  NETHERLANDS 
HOLTHUS,  GEORGE  DEVERE,  GERING,  NEBRASKA 
HOLTON,  GEORGE  WATT,  LONG  BEACH,  CALIFORNIA 
HOLTZ,  DONALD  RAY,  COLUMBUS,  OHIO 
HOLUB,  MICHAEL  ALAN,  PALOS  PARK,  ILLINOIS 
HOLYFIELD,  BILL  F,  OKLAHOMA  CITY,  OKLAHOMA 
HOLYFIELD,  DON  P,  NORMAN,  OKLAHOMA        „.„„.„ 
HOLYFIELD,  RUSSELL  CRAIG,  MANCHESTER,  CONNECTICUT 
HOLZ,  THOMAS  LYNN,  JACKSONVILLE,  ARKANSAS 
HOLZINGER,  NORBERT  HARTHIG,  CHICAGO,  ILLINOIS 
HOLZMAN,  TERRYL  L.,  SANTA  BARBARA,  CALIFORNIA 
HOLZHORTH,  ROBERT  BIERY,  OXFORD,  OHIO 
HOMAN,  ERIC  DAVID,  FORT  MEADE,  MARYLAND 
HOMEN,  DONALD  L,  MIDDLETOWN,  RHODE  ISLAND 
HOMER,  GREGORY  CLEMENS,  SHARONVILLE,  OHIO 
HOMER,  RAYMOND  EUGENE,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
HOMESLEY,  ALBERT  B,  GASTONIA,  NORTH  CAROLINA 
HOMOLA,  JOHN  M,  JR,  MOUNT  PROSPECT,  ILLINOIS 
HONAKER,  RICHARD  L,  ARCADIA,  CALIFORNIA 
HONE,  MELVILLE  H. ,  TORRANCE,  CALIFORNIA 
HONER,  DARCY  PEARCE,  BRAMPTON,  CANADA 
HONEYCUTT,  JAMES  HAROLD,  HIGH  POINT,  NORTH  CAROLINA 
HONG,  NG  KIT,  SINGAPORE,  SINGAPORE 
HONMA,  KENICHI,  TOKYO,  JAPAN       „„„„„, 
HONSAL,  WILLIAM  FREDERICK,  EUREKA,  CALIFORNIA 
HOOD,  GEORGE  DWIGHT,  COLLIERVILLE,  TENNESSEE 
GERALD  M,  PROSSER,  HASHINGTON 
JOHN  MARQUIS,  JR,  SOUTHFIELD,  MICHIGAN 
MALCOLM  G.,  PERRYSBURG,  OHIO 

MICHAEL  EUGENE,  LAS  VEGAS,  NEVADA  

RICHARD  HAYNE,  CHARLESTON,  SOUTH  CAROLINA 
STEVEN  KYLE,  SALINAS,  CALIFORNIA 
THOMAS  SEAN,  NORTH  MIAMI,  FLORIDA 
,  TIMOTHY  THOMAS,  DOUGLAS,  HYOMING 
HOOGESTRAAT,  HILLIAM  H. ,  ANOKA,  MINNESOTA 

HOOGSTRA,  RONALD  CLARE,  HINSDALE,  ILLINOIS 

HOOKER,  CLARENCE  STEVENS,  TALLAHASSEE,  FLORIDA 
HOOKER,  ERNEST  GEORGE,  PINEHURST,  NORTH  CAROLINA 
HOOKS,  HARLEY  M,  LAUREL,  MISSISSIPPI 
HOOKS,  JAMES  G,  ATLANTA,  GEORGIA 
HOOLEY,  FRANK,  LONDON,  ENGLAND 

MILTON  D.,  ROANOKE,  VIRGINIA 
DAVID  M.,  CORAOPOLIS,  PENNSYLVANIA 
FRANK  M,  SPRINGFIELD,  ILLINOIS 
GARY  EUGENE,  SR,  HAVERTOHN,  PENNSYLVANIA 
JOHN  L,  BATON  ROUGE,  LOUISIANA 
JOHN  PATRICK,  JEFFERSON  CITY,  MISSOURI 
LAWRENCE  ULLMAN,  FRANKFORT,  KENTUCKY 
PAUL  RANDALL,  TALLAHASSEE,  FLORIDA 
ROBERT  JOSEPH,  JR,  ALBANY,  NEW  YORK 
,  WILLIAM  J,  ANN  ARBOR,  MICHIGAN 
HOPE,  DAVID  PHILIP,  CHESTERFIELD,  VIRGINIA 
HOPE,  MICHAEL  LADD,  CAMP  HILL,  PENNSYLVANIA 
HOPEWELL,  THOMAS  J,  DES  MOINES,  IOWA 

A.  LOWELL,  REDONDO  BEACH,  CALIFORNIA 
DONN  FRANCIS,  FORT  COLLINS,  COLORADO 
EARL  M.,  HYNDMOOR,  PENNSYLVANIA 
HERBERT  F.,  FORT  WORTH,  TEXAS 
HOWARD  E,  JR,  BALLSTON  SPA,  NEW  YORK 
JULIUS  BLANCHARD,  FORT  LEAVENWORTH,  KANSAS 
,  LESTER  G,  BOISE,  IDAHO 
HOPPE,  MARK  PAUL,  ALGOMA,  WISCONSIN 
HOPPER,  DENNIS  LYNN,  BOULDER,  COLORADO 

FREDERICK  E.,  SANTA  ANA,  CALIFORNIA 

GARY  GENE,  LIVE  OAK,  TEXaS     

GEORGE  T.,  CRESCENT  CITY,  CALIFORNIA 
JARED  IRHIN,  SPRINGFIELD,  ILLINOIS 
MICHAEL  DOUGLAS,  GOLDSBORO,  NORTH  CAROLINA 
HOPPeSI,  GLENN  CARROLL,  HASHINGTON,  DISTRICT  OF  COLUMBI 
HORAN,  ALBERT  R,  SHARON,  MASSACHUSETTS 
HORAN,  SAMUEL  FREDERICK,  BENBROOK,  TEXAS 

HORAN,  TERRY  CHARLES,  SAN  JOSE,  CALIFORNIA 

HORAN,  THOMAS  DOUGLAS,  GREENSBURG,  PENNSYLVANIA 
HORGAN,  DENNIS  RAYMOND,  PLEASANT  HILL,  CALIFORNIA 
HORINE   PATRICK  EDWARD,  PARRIS  ISLAND,  SOUTH  CAROLINA 
HORLACHER,  RICHARD  R.,  SALT  LAKE  CITY,  UTAH 
HORMANN,  JEFFREY  SCOTT,  FORT  BELVOIR,  VIRGINIA 
HORN,  ALBERT  J.,  SR.,  KETTERING,  OHIO 
HORN,  DENNIS  HELDON,  AMARILLO,  TEXAS 
HORN,  JOHN  MARTIN,  POMPANO  BEACH,  FLORIDA 
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HORN,  VERTNA  L,  JR,  HOUSTON,  TEXAS 
HORNE,  JAMES  L,  REIDSVILLE,  GEORGIA 
HORNE,  POLLY  HINGFIELD,  TAMPA,  FLORIDA 
HORNER,  DONALD  ALLEN,  PORT  ALLEN,  LOUISIANA 
HORNER,  JIMMY  J,  TAVARES,  FLORIDA 
HORNER,  JOHN  KENNETH,  CLEVELAND,  ENGLAND 
HORNER;  ROGER  LEE,  SR,  CHERRY  POINT,  NORTH  CAROLINA 
HORNGACHER,  ROLAND,  VIENNA,  AUSTRIA 
HORNSBY,  W  ALLEN,  MONTGOMERY,  ALABAMA 
HORNYAK,  STEPHEN  A.,  SNOW  HILL,  MARYLAND 
HORRIGAN,  PAUL  W. ,  GARDNER,  MASSACHUSETTS 
HORRIGAN,  WILLIAM  C,  CLEVELAND,  OHIO  „.,  TMBUT, 
HORSLEY,  NORMAN  EDWARD,  SANTA  BARBARA,  CALIFORNIA 
HORSMAN,  JOHN  EDMUND,  HARRINGTON,  DELAWARE 
HORSTMANN,  GEERT,  ASSEN,  NETHERLANDS 
HORTON,  BILL  R,  BAKERSFIELD,  CALIFORNIA 
CHARLES  D.,  BIRMINGHAM,  ALABAMA 
COLIN,  KENT,  ENGLAND 

DOUGLAS  WARREN,  SPARTANBURG,  SOUTH  CAROLINA 
JAMES  LEROY,  STOCKTON,  CALIFORNIA 
JOHN  W,  SAVANNAH,  TENNESSEE 
MARVIN  L.,  WACO,  TEXAS 
,  MICHAEL  LELAND,  LAWRENCEBURG,  INDIANA 
HORTY,  TIMOTHY  MICHAEL,  INDIANAPOLIS,  INDIANA 
HORVATH,  GEOFFREY  A.,  SR,  NEWAYGO,  MICHIGAN 
HORVATH,  JACK  EUGENE,  LOS  ANGELES,  CALIFORNIA 
HORVATH,  JAMES  S.,  FAIRFAX,  VIRGINIA 
HOSEY,  WILLIAM  THOMAS,  CARROLLTON,  GEORGIA 
HOSKING,  WALTER  MICHAEL,  LAKE  FOREST,  ILLINOIS 
HOSKINS,  CHARLES  DAVID,  BROWNSVILLE,  TEXAS 
HOSKINS,  LEWIS  LEE,  OLATHE,  KANSAS 
HOSKINS,  STEVEN  LEE,  KILLEEN,  TEXAS 
HOSLER,  THOMAS  EDWARD,  ELKHART,  INDIANA 

HOSMER,  MICHAEL  CHESTER,  BANGOR,  MAINE  

HOSMER,  WILLIAM  DANIEL,  SAN  JOSE,  CALIFORNIA 
HOSODA,  TADASHI,  TOKYO,  JAPAN 
HOSTETLER,  MICHAEL  W,  BLOOMINGTON,  INDIANA 
HOSTETTER,  DON  WAYNE,  HOPEWELL,  VIRGINIA 
HOSTETTER,  RICHARD  G,  ALBUQUERQUE,  NEW  MEXICO 
HOSTIUCK,  RICHARD  GREGORY,  READING,  OHIO 
HOTCHKISS,  RONALD  DAVID,  COEUR  D  ALENE,  IDAHO 
HOTHAN,  ERIC  DOUGLAS,  NEW  YORK,  NEW  YORK 
HOTOPP,  GERALD  D,  MIAMI,  FLORIDA  „„,„. 

HOTSINPILLER,  JAMES  WILLIAM,  BRIDGEPORT,  WEST  VIRGINIA 
HOUCK,  W  WAYNE,  RUSTON,  LOUISIANA 
HOUGH,  JOHN  JOSEPH,  YAPHANK,  NEW  YORK 
HOUGHTALING,  ROBERT  L,  BEDFORD  TWP,  MICHIGAN 
HOUGHTBY,  CHARLES  E,  SPRINGFIELD,  ILLINOIS 
HOULDITCH,  GLEN  RUBLE,  MOUNTAIN  BROOK,  ALABAMA 
HOULE,  RONALD  A.,  CANTON,  NEW  YORK 
HOULIHAN,  JAMES  THOMAS,  MAYWOOD,  ILLINOIS 
HOULIHAN,  JOHN  PAUL,  ANDOVER,  MASSACHUSETTS 
HOULOOSE,  LEONARD  ANTHONY,  PAPILLION,  NEBRASKA 
HOULTON,  ROY  HINTON,  JR,  MONTGOMERY,  ALABAMA 
HOUPER,  CHARLES  DOUGLAS,  ELMIRA,  NEW  YORK 
HOURIGAN,  PAUL  L.,  MERIDEN,  CONNECTICUT 
HOUSE,  BOBBY  VERMONT,  MERIDIAN,  MISSISSIPPI 
EDWARD  T.,  LIBERTY,  MISSOURI 
JOHN,  FLORISSANT,  MISSOURI 
RAMON  KENNETH,  TOPEKA,  KANSAS 
WILLIAM  A.,  MINNEAPOLIS,  MINNESOTA 
HOUSEHOLDER  ALLEN  JOSEPH,  FORT  WAYNE,  INDIANA 
HOUSEMAN  CHARLES  J.,  MONTEREY,  CALIFORNIA 
HOUSENFLUCK?  EARL  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HOUSENGA,  RICHARD  D. ,  HOUGHTON  LAKE,  MICHIGAN 
HOUSER,  BILLY  LEE,  FORT  RICHARDSON,  ALASKA 
HOUSER,  DANIEL  N.,  OAKLYN,  NEW  JERSEY 
HOUSER,  ROBERT  P,  FARMINGTON,  NEW  MEXICO 
HOUSEWRIGHT,  MATRICIA  JOAN,  DENTON,  TEXAS 
HOUSTON.  JIMMY  R,  SR,  JACKSON,  MISSISSIPPI 
HOVANlc   ANTHONY' FRANCIS,  BEAVER   PENNSYLVANIA 
HOVENCAMP,  JAMES  EDWARD,  BLOOMFIELD,  CONNECTICUT 
HOVEY,  GEORGE  DICKSON,  ERIE,  OHIO    „„.,._„-. 
HOVING,  GARY  LLOYD,  SAN  LUIS  OBISPO,  CALIFORNIA 
HOVIOUS,  MICHAEL  LEE,  DANVILLE,  INDIANA 
HOWARD,  CHARLES  A.,  KLAMATH  FALLS,  OREGON 
CLIFTON  FLOYD,  JR,  SALEM,  NEW  YORK 
CLYDE,  A,  ODESSA,  TEXAS 
DALE,  ELMORE,  ALABAMA 
DANA  JOE,  TIFFIN,  OHIO 
DEBRA  LYNN,  PHOENIX,  ARIZONA 
DONALD  STEPHEN,  FORT  SMITH,  ARKANSAS 
EARL  K.,  EUFAULA,  ALABAMA 
EUGENE  JOSEPH,  SLIDELL,  LOUISIANA 
GEORGE  WILLIAM,  PHOENIX,  ARIZONA 
GILBERT  IRWIN,  SALT  LAKE  CITY,  UTAH 
GREGORY  GAINES,  LEXINGTON,  KENTUCKY 
JAMES  B,  BATON  ROUGE,  LOUISIANA 
KENNETH  MARK,  ALEXANDRIA,  VIRGINIA 
MICHAEL  EDWARD,  ANNAPOLIS,  MARYLAND 
MILFORD  EUGENE,  COPPERAS  COVE,  TEXAS 
ROBERT  GIDEON,  JR,  SEARCY,  ARKANSAS 
WILLIAM.  PINE  BLUFF,  ARKANSAS 
WILLIAM  GUTHRIE,  Jr!  LOUISVILLE,  KENTUCKY 
huiaku,  WILLIAM  RANDOLPH,  AMERICUS,  GEORGIA 
HOWARTH,  THEODORE  JOHN,  JR,  GLOUCESTER,  NEW  JERSEY 
HOWATT,  ROBERT  LAWRENCE,  PEEKSKILL,  NEW  YORK 
HOWF   BRUCE  C.  GRAND  BLANC,  MICHIGAN 
HOWE   JACK  S.;  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HOWE,  JOHN  G,  FORT  MEADE,  MARYLAND 
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HOWE,  KENNETH  CALVIN,  ENGLEHOOO,  OHIO 

HOHE,  MERLIN  E.,  LINCOLN,  NEBRASKA 

HOHE,  ROBERT  RAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOWE,  STEVEN  ALLEN,  AVON,  CONNECTICUT 

HOWE,  WILLIAM  LESTER,  RIVERSIDE,  CALIFORNIA 

HOWELL,  CLAUDUS  ROSCOE,  MONTGOMERY,  ALABAMA 

HOWELL,  GROVER  D,  NEW  YORK,  NEW  YORK 

HOWELL,  HENRY  STOKES,  JR,  MISSOURI  CITY,  TEXAS 

HOWELL,  JAMES  MICHAEL,  SUFFOLK,  VIRGINIA 

HOWELL,  JOHN,  SALINA,  KANSAS 

HOHELL,  JOHN  EMMETT,  PINE  BLUFF,  ARKANSAS 

HOWELL,  JOHN  P.,  SELMA,  ALABAMA 

HOWELL,  MARX  R,  AUSTIN,  TEXAS 

HOHELL,  NANCY  LYNN,  PATCHOGUE,  NEW  YORK 

HOWELL,  ROBERT  FRED,  CLEVELAND,  OHIO 

HOWELL,  ROY  D. ,  HALEYVILLE,  ALABAMA 

HOWELL,  VINCENT  M,  JACKSONVILLE,  FLORIDA 

HOWELL,  WILLIAM  E,  MOBILE,  ALABAMA 

HOWELL,  WILLIAM  EDWIN,  SAN  DIEGO,  CALIFORNIA 

HOWELLS,  DAVID  M,  JR,  ALLENTOWN,  PENNSYLVANIA 

HOWELLS,  DAVID  M,  SR,  ALLENTOWN,  PENNSYLVANIA 

HOWENSTEIN,  GEORGE  A,  JR,  SAN  RAFAEL,  CALIFORNIA 

HOWER,  SAMUEL  H.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOWERTON,  CHARLES  W.,  DANVILLE,  VIRGINIA 

HOWERTON,  JAMES  V.,  BRENTWOOD,  MISSOURI 

HOWES,  ALFRED  A,  AUGUSTA,  MAINE 

HOWES,  GEORGE  WARREN,  ROCKVILLE,  MARYLAND 

HOWETT,  EDWARD  ROGERS,  MIAMI,  FLORIDA 

HOWEY,  BRUCE,  WARRENSBURG,  MISSOURI 

HOWINGTON,  JACK  R,  DECATUR,  GEORGIA 

HOWLAND,  LERON  ROY,  SALEM,  OREGON 

HOWLETT-BOLTON,  ANTHONY  C,  SULHAMSTEAD,  ENGLAND 

HOWLETT,  ROBERT  JOSEPH,  SPRINGFIELD,  ILLINOIS 

HOWSE,  ROBERT  WALTER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOWZE,  GEORGE  C,  BIRMINGHAM,  ALABAMA 

HOY,  ARTHUR  A.,  LOVELAND,  COLORADO 

HOY,  PAUL  E.,  BROCKPORT,  NEW  YORK 

HOY,  VERNON  L,  PHOENIX,  ARIZONA 

HOYOS,  SALVADOR  VILLA,  LOS  ANGELES,  CALIFORNIA 

HOYT,  DOUGLAS  SNELL,  MONTPELIER,  VERMONT 

HOYT,  JOHN  LLEWELLYN,  LAKEWOOD,  OHIO 

HOYT,  RICHARD  LORRAINE,  JR,  FAYETTEVILLE,  ARKANSAS 

HOYT,  WENDELL,  ST  GEORGE,  UTAH 

HRAPCHAK,  PAUL  GEORGE,  JR,  ROCKVILLE,  MARYLAND 

HRBAL,  JUAN  JOSE,  MONTEVIDEO,  URUGUAY 

HRODEY,  ROBERT  THOMAS,  WOODSTOCK,  ILLINOIS 

HROMADKA,  PAUL  ANTHONY,  LAKE  JACKSON,  TEXAS 

HRVATIN,  WILLIAM  D,  HOT  SPRINGS,  ARKANSAS 

HUBACH,  JAY  H.,  BAY  VILLAGE,  OHIO 

HUBBARD,  GEORGE  A,  ROANOKE,  VIRGINIA 

HUBBARD,  GORDON  KEITH,  OXNARD,  CALIFORNIA 

HUBBARD,  JERRY  WAYNE,  WEST  MEMPHIS,  ARKANSAS 

HUBBARD,  LEROY  ALBERT,  ATHERTON,  CALIFORNIA 

HUBBARD,  RANDY  D,  NEW  ALBANY,  INDIANA 

HUBBARD,  RONALD  E,  ROSSVILLE,  GEORGIA 

HUBBARD,  VINCENT,  WHITERIVER,  ARIZONA 

HUBBELL,  JOHN,  JR,  AKRON,  OHIO 

HUBBELL,  ROBERT  HOWARD,  REDDING,  CALIFORNIA 

HUBBS,  JEROME  LEE,  INDIANAPOLIS,  INDIANA 

HUBER,  JAMES  EDWARD,  SAN  JOSE,  CALIFORNIA 

HUBER,  JEFFRY  STEVEN,  FORT  BELVOIR,  VIRGINIA 

HUBER,  THEODORE  W,  JR,  BOZEMAN,  MONTANA 

HUBERTUS,  CLOYD  F.,  DURANGO,  COLORADO 

HUBRICH,  SAMUEL  DOMINICK,  CANTON,  OHIO 

HUCKABEE,  JEFFERY  SCOTT,  COPPERAS  COVE,  TEXAS 

HUDA,  MUHAMMAD  NURUL,  SYLHET,  BANGLADESH 

HUDAK,  EDWARD  MICHAEL,  RAHWAY,  NEW  JERSEY 

HUDAK,  JOHN  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HUDDLESTON,  GEORGE  STEPHAN,  JONESBORO,  ARKANSAS 

HUDDY,  ROBERT  S,  BAY  CITY,  MICHIGAN 

HUDDY,  WILLIAM  L.,  LIHUE,  KAUAI,  HAWAII 

HUDE,  JOHN,  III,  NATCHEZ,  MISSISSIPPI 

HUDENKO,  WALTER,  GRAND  RAPIDS,  MICHIGAN 

HUDEPOHL,  JEROME  P.,  TITUSVILLE,  FLORIDA 

HUDGINS,  JAMES  LARRY,  JACKSONVILLE,  FLORIDA 

HUDGINS,  ROBERT  JAMES,  YORK,  SOUTH  CAROLINA 

HUDGINS,  VERNON  LAVOYED,  ENTERPRISE,  ALABAMA 

HUDICK,  JOSEPH  ANDREW,  HYANNIS,  MASSACHUSETTS 

HUDSON,  E  KEITH,  MILFORD,  DELAWARE 

HUDSON,  FRANK  E.,  DUMAS,  TEXAS 

HUDSON,  JAMES  MARK,  HUNTSVILLE,  ALABAMA 

HUDSON,  JAMES  TAYLOR,  WORTH,  ILLINOIS 

HUDSON,  JOHN  ALFRED,  CARBONDALE,  ILLINOIS 

HUDSON,  L  PAUL,  FORT  CARSON,  COLORADO 

HUDSON,  NORMAN  JACKSON,  SOUTH  HILL,  VIRGINIA 

HUDSON,  PHILLIP  R,  MADEIRA,  OHIO 

HUDSON,  TERRY,  RICHMOND,  CALIFORNIA 

HUDSON,  WILLIAM  T.,  PARKVILLE,  MISSOURI 

HUERTA  REYES,  JOSE  L,  MONTERREY,  MEXICO 

HUEY,  JAMES  LEE,  MOBILE,  ALABAMA 

HUFF,  ARCHIE  W. ,  KLAMATH  FALLS,  OREGON 

HUFF,  CONSTANCE  YVONNE,  FORT  MEADE,  MARYLAND 

HUFF,  GARY  DANA,  SAN  BERNARDINO,  CALIFORNIA 

HUFF,  JAMES  ARTHUR,  WARRENSBURG,  MISSOURI 

HUFF,  TIMOTHY  G,  SACRAMENTO,  CALIFORNIA 

HUFFMAN,  BOBBIE  W. ,  SR. ,  WASHINGTON,  DISTRICT  OF  COLUMB 

HUFFMAN,  CHESTER  V,  JR,  AUGUSTA,  GEORGIA 

HUFFMAN,  HARRIS  HERMAN,  JR,  SELMA,  ALABAMA 

HUFFMAN,  JAMES  LEE,  YUKON,  OKLAHOMA 

HUFFMAN,  JAMES  W,  TROY,  OHIO 


99  tt 

70  # 
106  tt 

12  * 
186 
101  tt 

15  tt 
145 
169 

99 
128 
191 
150 

97 
114  tt 
167  tt 
124 
193 
175 
142 
150  tt 
170 

59  tt 
193 
169 

71 
149  tt 
143 
154 
101  * 
153 
178 
114  # 
133  # 
114  tt 
179 
119 
166 
151 
112 
127 
168 
114  tt 
158 
138  tt 

24  * 
131 

85  * 
151 
181 
141 
166 

81 
191 
189 
113 
192 
173 

98  * 
163 
114  # 


HUFFMAN, 
HUFFMAN, 
HUFFMAN, 
HUFFMAN, 
HUFFORD, 


HUGGINS, 

HUGGINS, 

HUGGINS, 

HUGGINS, 

HUGGINS, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 

HUGHES, 


HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 
HUGHES, 


SPRINGFIELD,  ILLINOIS 
WILLIAMSTOWN,  WEST  VIRGINIA 
RICHMOND,  VIRGINIA 
BISHOPVILLE,  SOUTH  CAROLINA 
MONTGOMERY,  ALABAMA 


85  tt 
112  # 
137  tt 
142 

57  tt 

67  * 
159 
175 
183 
108 
179 
150 
101 
116 

97 
107  tt 
144 
117 

60  tt 
185 
140 
194 
169 
125 
152 

22  # 

19  tt 
185 

55  # 
112 
112  # 
124 

34  * 
151 
154 
112 
116  tt 
164  tt 

93  # 


L  RAY,  LUBBOCK,  TEXAS 
NEVERETTE  L,  NASHVILLE,  TENNESSEE 
PAUL  M,  CINCINNATI,  OHIO 
YALE  B.,  JR.,  DENVER,  COLORADO 
DENNIS  GARVER,  CHESTERFIELD,  MISSOURI 
HUFNAGEL,  ANTHONY  A,  ST  JOHNS,  MICHIGAN 
HUGG,  ALFRED,  EBENSBURG,  PENNSYLVANIA 
HUGGINS,  DONALD  EUGENE,  SELMER,  TENNESSEE 
LARRY  STEPHEN, 
LEWIS  D.,  JR., 
MICHAEL  WAYNE, 
RUTHAN  DWAYNE, 
WILLIAM  BRUCE, 
BILLIE  T,  MCCOMB,  MISSISSIPPI 
CHESTER  E,  HONOLULU,  HAWAII 
DANIEL  CLEARY,  CUDAHY,  WISCONSIN 
DANIEL  GEORGE,  MADISON,  WISCONSIN 
DANIEL  RICHARD,  SPRINGFIELD,  ILLINOIS 
DANIEL  THOMAS,  SHAKOPEE,  MINNESOTA 
DAVID  ALLAN,  BROOKLYN  PARK,  MINNESOTA 
DONALD  MILLARD,  HENDERSON,  KENTUCKY 
FRANK  VINCENT,  EAST  LANSING,  MICHIGAN 
HUGHES,  HERBERT  H. ,  EL  CENTRO,  CALIFORNIA 
HUGHES,  JIMMY  FRANKLIN,  YOUNGSTOWN,  OHIO 
JOE  KEITH,  HOUSTON,  TEXAS 
JOHN  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHNNY  LEWIS,  PIKESVILLE,  MARYLAND 
KENNETH  DARVIN,  FOREST  PARK,  OHIO 
LEONARD  JOHN,  BRAMPTON,  CANADA 
MITCHELL  R.,  BASTROP,  LOUISIANA 
PAUL  FREDERICK,  MEADOWS,  TEXAS 
ROBERT  FRANCIS,  NEW  YORK,  NEW  YORK 
ROY  0.,  MISSOULA,  MONTANA 
THOMAS  EDWARD,  NEWPORT,  RHODE  ISLAND 
WILLIAM,  MEMPHIS,  TENNESSEE 
WILLIAM  MICHAEL,  JR,  HAMPTON  BAYS,  NEW  YORK 
HUGO,  TERRENCE  EUGENE,  ESSEXVILLE,  MICHIGAN 
HUGULEY,  MARK  WHITE,  COLUMBIA,  SOUTH  CAROLINA 
HUH,  JOON-YOUNG,  SEOUL,  KOREA 
HUI,  JOHN  CHIU-YIN,  HONG  KONG,  HONG  KONG 
HUIJSER  VAN  REENEN,  GERARD,  AMSTERDAM,  NETHERLANDS 
HULAK,  MICHAEL  GEORGE,  MONTGOMERY,  ALABAMA 
HULGIN,  RAYMOND  H,  CINCINNATI,  OHIO 
HULIT,  GEORGE  RALPH,  ST  HELENS,  OREGON 
HULL,  DANIEL  DAVID,  BROOKFIELD,  ILLINOIS 
HULSEN,  JOHN,  RIVERHEAD,  NEW  YORK 

CHARLES  NOLAN,  KINGSPORT,  TENNESSEE 
PAUL  D,  ORANGE,  TEXAS 

ROBERT  JAMES,  SAN  FRANCISCO,  CALIFORNIA 
TED  R,  LONG  BEACH,  CALIFORNIA 
HULTZ,  WILLIAM  DONALD,  MEMPHIS,  TENNESSEE 
HUMBER,  ROGER  HARRISON,  MONTGOMERY,  ALABAMA 
HUMBERT,  DAVID  W,  FALLS  CHURCH,  VIRGINIA 
HUMBERT,  HARRY  LEROY,  JR,  FORT  BRAGG,  NORTH  CAROLINA 
HUME,  JULIE  ANN,  SACRAMENTO,  CALIFORNIA 
HUME,  RONALD  J.,  SAN  BERNARDINO,  CALIFORNIA 
HUME,  THOMAS,  JR,  IRVINE,  CALIFORNIA 
HUMMEL,  DOUGLAS  WARREN,  PONTIAC,  MICHIGAN 
HUMPHREY,  EDWARD  K,  JUPITER,  FLORIDA 

FOREST  JOE,  SAN  LUIS  OBISPO,  CALIFORNIA 
JAMES  L,  DETROIT,  MICHIGAN 
JAMES  M,  III,  PHOENIX,  ARIZONA 
JAMES  R.,  CLAYTON,  MISSOURI 
JOHN  EUGENE,  MANITOU  SPRINGS,  COLORADO 
JOSEPH  KENT,  OGALLALA,  NEBRASKA 
ROBERT  J. ,  AKRON,  OHIO 
ROBERT  RAYMOND,  CARSON  CITY,  NEVADA 
JAMES  MICHAEL,  WALLA  WALLA,  WASHINGTON 
HUMPHRIES,  EARL  MAXWELL,  JR,  GRAY,  GEORGIA 
HUNDLEY,  FRANK  FLOYD,  JR,  GREENSBORO,  NORTH  CAROLINA 
HUNDLEY,  JAMES  E.,  VIRGINIA  BEACH,  VIRGINIA 
HUNEYCUTT,  HAWELL  CRAIG,  CHARLOTTE,  NORTH  CAROLINA 
HUNGERFORD,  DALE  RICHARD,  KEARNlY,  NEBRASKA 
HUNGLER,  ROBERT  J,  CINCINNATI,  OHIO 
HUNGNESS,  DAVID  J,  JAMESTOWN,  NORTH  DAKOTA 
HUNKIN,  MALUA  M,  PAGO  PAGO,  AMERICAN  SAMOA 
HUNLEY,  MILTON  W,  NASHVILLE,  TENNESSEE 
HUNN,  JIMMY  RAY,  BENBROOK,  TEXAS 

HUNNEHELL,  WILLIAM  HOWARD,  STOUGHTON,  MASSACHUSETTS 
HUNSAKER,  HAROLD,  SHREVEPORT,  LOUISIANA 
HUNSICKER,  DENNIS,  HARRISBURG,  PENNSYLVANIA 
HUNSINGER,  DENNIS  ALAN,  CAMP  SMITH,  HAWAII 
HUNT-GIBSON,  ANNEMARIE,  EAST  LANSING,  MICHIGAN 
HUNT,  ALLEN  RICHARD,  PLACERVILLE,  CALIFORNIA 
CHARLES  ALBERT,  TOLEDO,  OHIO 
DANIEL  GREGORY,  MOORHEAD,  MINNESOTA 
FRANK  F.,  LEWISTON,  IDAHO 
FRED  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GEOFF,  LONDON,  ENGLAND 
GLENISTER  A.,  FRESNO,  CALIFORNIA 
HARRY  H.,  SACRAMENTO,  CALIFORNIA 
JAMES  M,  MAYWOOD,  ILLINOIS 
JOANNE  DUFFY,  SEATTLE,  WASHINGTON 
JOHN  E.,  WOODBURY,  NEW  JERSEY 
JOHN  PATRICK,  NEW  YORK,  NEW  YORK 
JOHN  RICHARD,  NEEDHAM,  MASSACHUSETTS 
LOWELL  L.,  HUNTSVILLE,  ALABAMA 
MARVIN  S,  NEW  YORK,  NEW  YORK 
RICHARD  GORDON,  AVON  LAKE,  OHIO 
ROBERT  E,  BOSTON,  MASSACHUSETTS 


HULSEY, 
HULSEY, 
HULSEY, 
HULSEY, 


HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREY, 
HUMPHREYS, 


HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
HUNT, 
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HUNT,  ROBERT  HILLIAM  -  IRELAND,  ROBERT  JOHN 


134 
161 
95 
107 
128 
146 
98 
183 
124 
145 
179 
106 
193 
138 
150 
119 
184 
170 
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139 
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167 
124 
165 
46 
30 
159 
187 
93 
187 
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116 
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146 
107 
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83 
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116 
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178 
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68 
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178 
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68 
138 
75 
112 
179 
114 
93 
168 
104 
140 
74 
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10 
94 
146 
171 
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77 
170 
142 
195 
126 
141 
170 
81 
41 
103 
144 
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182 
133 
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91 
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105 
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92 
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HUNTER, 
HUNTER, 

HUNTER, 
HUNTER, 


HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 
HUNTER, 


HUNT,  ROBERT  HILLIAM,  CLEVELAND,  OHIO 
HUNT,  RONALD  EUGENE,  FREMONT,  CALIFORNIA 
HUNT,  HILLIAM  T,  PRINCE  HILLIAM,  VIRGINIA 
HUNTER,  BEVERLY  A.,  LOS  ANGELES,  CALIFORNIA 
BILLY  EUGENE,  HARNER  ROBINS,  GEORGIA 
CHARLES  G,  JR,  HAMPTON,  VIRGINIA 
CHARLES  N.,  SURRY,  VIRGINIA 
CHARLES  HILLIAM,  BOHLING  GREEN,  KENTUCKY 
HUNTER!  CLEVE  D,  COLFAX,  HASHINGTON 
HUNTER   DAVID  LEONARD,  THIBODAUX,  LOUISIANA 
DONALD  CURTIS,  NAPLES,  FLORIDA 
ELTON  M.,  JR.,  HINTER  PARK,  FLORIDA 
FORREST  CRAIG,  AUSTIN,  TEXAS  .„,„,.... 

GEOFFREY  CARL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HURSHEL  EDHARD,  PLYMOUTH,  INDIANA 
JAMES  BRUCE,  HUNTINGDON  VALLEY,  PENNSYLVANIA 
JERRY  MAURICE,  DALLAS,  TEXAS   „„„,.„„ 
JOHN  CHAPMAN,  MOUNT  VERNON,  HASHINGTON 
JOHNNY  LARRIS,  NASHVILLE,  TENNESSEE 
MADISON  MARCELLIS,  CHARLOTTE,  NORTH  CAROLINA 
MICHAEL  JERRY,  KETCHIKAN,  ALASKA 
ROBERT  BALLARD,  CONYERS,  GEORGIA 
STANLEY  DEHAYNE,  STOCKTON,  CALIFORNIA 
HILLIAM  LINHOOD,  HARRISBURG,  PENNSYLVANIA 
HINFIELD  JOHN,  CARY,  NORTH  CAROLINA 
HUNTINGTON,  GEORGE  EARL,  JR.,  BLOOMINGTON,  INDIANA 
♦  HUNTLEY  HARVEY  R.,  HURON,  SOUTH  DAKOTA 

HUNTLEY  RICHARD  KING,  EAST  LANSING  MICHIGAN 
HUNTON,  PATRICIA  MARIE,  SALINAS,  CALIFORNIA 
HUNTSINGER,  DONALD  R,  INDEPENDENCE,  MISSOURI 
HUNTSINGER,  EDHARD  ALAN,  CONYERS,  GEORGIA 
HUNTSMAN,  PATRICIA  ANN,  CHINO  VALLEY  ARIZONA 
HUPP  MICHAEL  E,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HURD,  RICHARD  HOHARD,  SUFFOLK,  VIRGINIA 
tt   HURLBURT,  THOMAS  DYSON,  ORLANDO,  FLORIDA 
HURLEY  CHARLES  T,  JR,  SOUTH  BEND,  INDIANA 
HURLEY,  GRETCHEN  MARTHA,  SANTA  CRUZ,  CALIFORNIA 
.  HURLEY,  JAMES  F.,  LYONS,  NEH  YORK 
n   HURLEY.  JAMES  M,  ANNAPOLIS,  MARYLAND 

HURLEY  MICHAEL  H.  ,  HICKORY,  NORTH  CAROLINA 
HURLEY  MICHAEL  JOSEPH,  NEH  ROCHELLE  NEH  YORK 
HURLEY  MICHAEL  RICHARD,  HATERFORD,  CONNECTICUT 
HURLEY  PAUL  SHERMAN,  LIHUE,  KAUAI,  HAHAII 
tt   HURLEY  HILLIAM  H,  PIKESVILLE,  MARYLAND 
tt   HURLEY  HILLIAM  THOMAS,  PUEBLO,  COLORADO 
HURNI,  DAVID  HILLIAM,  SIOUX  CITY,  IOHA 
HURST  CHARLES  MICHAEL,  BEAVER,  PENNSYLVANIA 
HURST!  HORACE  ISHMAEL.'rEDHOOD  CITY  CALIFORNIA 
HURST   LEHIS  HILLARD,  RICHMOND,  VIRGINIA 
HURT,  EMORY  CLINTON,  JR,  OAK  PARK,  MICHIGAN 
tt   HURT,  FRANCIS  L,  FREMONT,  NEBRASKA 

"   hUrTUK^JOSEPH  MKHAEL.'hSshInGTON,  DISTRICT  OF  COLUMBI 

HUSH  JAMES  A  .HASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   HUSKISSON,  SAMUEL  D. ,  PLANTATION,  FLORIDA 

HUSS  MONTE  LEE,  FREMONT,  OHIO 
tt   HUSS  RICHARD  D.  ,  MINNEAPOLIS,  MINNESOTA 

HUSS  ROBERT  JOSEPH,  BREMERTON,  HASHINGTON 

HUSSAIN,  ATA,  LAHORE,  PAKISTAN 

*  HUSSEIN,  ADEL  ISMAIL,  CAIRO,  EGYPT  „„„„_„_. 
HUSSIAN  VIRGINIA  B. ,  LOS  ANGELES,  CALIFORNIA 

*  HUSSONG,  GEORGE  H. ,  QUINCY,  ILLINOIS 
tt  HUSTON  HARNER  T.,  BEAVERCREEK,  OHIO 
tt   HUTCHENS,  JOHN  JEHU,  PRINCE  HILLIAM,  VIRGINIA 

HUTCHENS   LARRY  RAY   LOS  ANGELES,  CALIFORNIA 
HUTCHENS  MARK  THOMAS,  NASHVILLE,  TENNESSEE 

tt   HUTCHENS.  RALPH  E,  IDAHO  FALLS,  IDAHO 

HUTCHENS   STEPHEN  L,  KIRTLAND  AFB,  NEH  MEXICO 
HUTCHERSON,  LOUIS,  HARRISBURG,  PENNSYLVANIA 
HUTCHESON,  JOE  CLYDE,  GREEN  COVE  SPRINGS,  FLORIDA 

u   HiiTTHF^nN   LARRY  NEIL,  ELMIRA,  NEH  YORK 

*  HU?CHINs"'kEMMETH  GORDON,  NORTHBOROUGH,  MASSACHUSETTS 
tt   HUTCHINSON,  DOUGLAS  DUANE,  FONTANA,  CALIFORNIA 
l   HUTCHINSON  GEORGE  H,  MEMPHIS,  TENNESSEE 
0  HUTCHINSON  HUBERT  H. ,  SANTA  MONICA,  CALIFORNIA 

HUTCHISON,  ANDREH  E,  ANCHORAGE,  ALASKA 

Hutchison!  harold  david,  sevierville,  Tennessee 

tt   HUTCHISON  JAMES  L,  DOVER,  DELAHARE 

Hutchison!  Jeffrey  dean,  san  diego,  California 

HUTCHISON,  STEVEN  DOUGLAS,  ALBANY,  GEORGIA 

HUTCHISON  TIMOTHY  RAY,  KNOXVILLE,  TENNESSEE 

HUTCHISON,  HILLIAM  DAVID,  FALLS  CHURCH,  VIRGINIA 

HUTH,  DOUGLAS  HERNER,  SANFORD  FLORIDA 

HUTLER  THEODORE  J,  JR,  TOMS  RIVER,  NEH  JERSEY 

HUTMACHER,  TERENCE  JOSEPH,  ORANGEBURG,  NEH  YORK 

HUTSON,  FRANCIS  T,  COCOA  BEACH,  FLORIDA 

HUTSON,  LLOYD,  GEORGETOHN,  GUYANA 

HUTT,  DAVID  E,  CUMBERLAND,  MARYLAND 

HUTT  NG,  PATR  CK  DENNIS,  CHARLOTTE,  MICHIGAN 

HUTTON,  GARY  HARREN,  LOS  ANGELES,  CALIFORNIA 

W.  K^TH^OBfRrHASHIN^ON,  DISTRICT  OF  COLUMBI 

HUTTON  RICHARD  LOUIS,  MENLO  PARK,  CAL  FORNIA 

HUTTON  ROBERT  G. ,  SAN  DIEGO,  CALIFORNIA 

HUTTON*  ROBERT  STEHART,  CORONADO,  CALIFORNIA 

HUTTON,  VERLIN  R. ,  ALLIANCE,  NEBRASKA 

HUTTON  HILLIAM  MICHAEL,  OAKDALE,  MINNESOTA 

HUYLER,  JOHN  C,  BOSTON,  MASSACHUSETTS 

HWANG  LIU  TAIPEI,  REPUBLIC  OF  CHINA 

HYAMS,  MICHAEL  THOMAS,  NEHPORT  BEACH,  CALIFORNIA 
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HYATT,  SIDNEY  ROBERT,  BALTIMORE,  MARYLAND 
HYDE,  ANTHONY  H,  OKLAHOMA  CITY,  OKLAHOMA 
HYDE,  C.  J.,  LOUISVILLE,  KENTUCKY 
HYDE,  CARL  E,  MORRISTOHN,  NEH  JERSEY 
HYDE,  JAMES  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HYDE,  THOMAS  P,  MIDLAND,  TEXAS 
HYDER,  LEE  ROY,  SALEM,  OREGON 
HYDER,  RAYMOND  E,  ALLEN  PARK,  MICHIGAN 
HYDIE,  HILLIAM  A.,  PALO  ALTO,  CALIFORNIA 
HYDRO,  RICHARD  L,  TEMPE,  ARIZONA 
HYER,  CLEMENT  KAREL,  SALEM,  OREGON 
HYLAND,  JERRY  RAY,  MT.  PLEASANT,  MICHIGAN 
HYLAND,  RONALD  G. ,  SUMNER,  HASHINGTON 
HYLLA,  THEODORE  LEO,  JR,  CLAYTON,  MISSOURI 
HYLTON,  RODNEY  TALMADGE,  FRESNO,  CALIFORNIA 
HYMEL,  JOHN  C,  BROOKFIELD,  ILLINOIS 
HYNDMAN,  RAYMOND  L,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
HYNES,  ALBERT  GEORGE,  HACKENSACK,  NEH  JERSEY 
HYNES,  FRANK  L.,  ATLANTA,  GEORGIA 
HYSLOP,  DAVID  JOHN,  CHARDON,  OHIO 
HYSON,  GLENN  MARSHALL,  ELLICOTT  CITY,  MARYLAND 
IACOMINI,  MARCELLO  PIETRO,  SAO  PAULO,  BRAZIL 
IACOVITTI,  VINCENT  SALVATORE,  NIAGARA  FALLS,  NEH  YORK 
IBACH,  MAX  BRIAN,  NORTH  PLATTE,  NEBRASKA 
IBARRA,  GEORGE  LUIS,  LOS  ANGELES,  CALIFORNIA 
IBERGER,  ROBERT  PETER,  HAMPTON  BAYS,  NEH  YORK 
IBRAHIM,  ABDEL  K.,  BEIRUT,  LEBANON 
IBRAHIM,  ANIBAL  ERASMO,  MIAMI,  FLORIDA 
IBRAHIM,  MOHSEN  MOHAMED,  CAIRO,  EGYPT 
ICE  GARY  C,  MIAMI,  OKLAHOMA 
ICE  GEOFFREY  LEHIS,  MIDDLETOHN,  CONNECTICUT 
ICE  MONICA  SHANNON,  SPRINGFIELD,  ILLINOIS 
IDANEZ-GOMEZ,  FELIPE  JUAN,  MADRID,  SPAIN 
DEKER,  RICHARD  LOHELL,  SIOUX  FALLS,  SOUTH  DAKOTA 
IDELL,  HARLAN  CHARLES,  JR,  LEESBURG,  FLORIDA 
IDEN,  RONALD  L.,  LOS  ANGELES,  CALIFORNIA 
IDRIS.  ISMAIL  B.,  KUALA  LUMPUR,  MALAYSIA 
IDRIS,  MOHD  SHAH,  KUALA  LUMPUR,  MALAYSIA 
(   IHNKEN,  FRED  E.,  ELKHART,  INDIANA 
IHRKE  MAX  LEAR,  HUDSON,  HISCONSIN 

JAMES,  STEPHEN' BRADFORD,  SPRINGFIELD  MISSOURI 
IKEUCHi,  HAYNE  HIROSHI,  SACRAMENTO,  CALIFORNIA 
IKNER,  HOODROH,  MONROEVILLE,  ALABAMA 
ILER,  RALPH  MARVIN,  TROY,  NEH  YORK 
<t   ILES.  HAROLD  LEE,  ROGERS,  ARKANSAS 

ILK,  STEPHEN  ANTHONY,  PORT  ANGELES,  HASHINGTON 
IM,  BYUNG-HO,  SEOUL,  KOREA 
IMAMURA,  MASAMITSU,  TOKYO,  JAPAN 
IMAYAMA.  NORIHISA,  OITA,  JAPAN 
IMBRO,  MICHAEL  ANDREH,  STRATFORD,  CONNECTICUT 
tt    IMMER,  EARL  L.,  CEDAR  FALLS,  IOHA 
IMMINGS,  BARTON  E,  HONOLULU,  HAHAII 

#  IMUS,  ELMER  P.,  KINGMAN,  ARIZONA 
IN  YET,  TAIPEI,  REPUBLIC  OF  CHINA 
INABA.  YASUYUKI,  TOKYO,  JAPAN 
INDIERO.  JOSEPH  C,  JACKSON,  NEH  JERSEY 
INDREHUS,  DAVID  HARLAN,  MINNEAPOLIS,  MINNESOTA 

NFANTE,  ANTHONY  PETER,  JERSEY  CITY  NEH  JERSEY 
INFANTINO,  ANTHONY  LEE,  OMAHA,  NEBRASKA 
tt     NGALLS,  ROBERT  HOOD,  ORISKANY,  NEH  YORK 

NGBRITSEN,  ROBERT  ARTHUR,  DALY  CITY  CALIFORNIA 

#  INGERSOLL,  C  ROY,  HATSONVILLE,  CALIFORNIA 
NGERSOLL  MITCHELL  N,  SALT  LAKE  CITY  UTAH 

INGLE,  HILLIAM  KENNETH,  YORK,  PENNSYLVANIA 
INGLES  ALBERT  M,  HARREN,  MICHIGAN         „„„,„,. 
NGOLD  LAHRENCe'eUGENE.'jR,  FORT  BELVOIR,  VIRGINIA 
INGOLD  LOY  CURTIS,  RALEIGH,  NORTH  CAROLINA 
INGRAHAM,  ROBERT  F,  BINGHAMTON,  NEH  YORK 

#  NGRAM,  EDHARD  A,  SEATTLE,  WASHINGTON 

Ingram!  frank,  hi,  savannah,  Georgia 

INGRAM,  GARY  N.,  PECOS,  TEXAS 
INGRAM  HUGHY  B.,  BLYTHE,  CALIFORNIA 
INGRAM  JEFFREY  GORDON,  ATHENS,  GEORGIA 

ingram,  john  henry,  midland,  texas 
Ingram  michele  joe,  clovis,  neh  mexico 

INGRAM,  RICHARD  LEE,  FALLON,  NEVADA 

NGRAM  ROBERT  FRANKLIN,  DECATUR,  GEORGIA 

TNr.UAM  STANLEY  HAYNE,  MONTGOMERY,  ALABAMA 

&  hIuuRN  LIsTeR,  III,  KINSTON  NORTH  CAROLINA 

INGRAM  HILLIAM  BRYAN,  BROHNSVILLE  TEXAS 

tt   INGRAM  HILLIAM  K.  ,  COMPTON,  CALIFORNIA 

#  NGRAM  HIUUM  LONZO,  GREENVILLE  ALABAMA 
tmr<:  ^AMUEL  BERNIE.  ORLANDO,  FLORIDA 

KgvERTSEN  PETeT NELSEN,  FARMINGTON,  CONNECTICUT 
INLOH,  LONNIE  DHAIN,  MARION,  ILLINOIS 

NMAN  ALSEN  E.,  JR.,  BOULDER  CITY,  NEVADA 
INNAN  TERRENCe'mURRELL,  DOVER  DELAHARE 
TNMAN  HAYNE  RAY,  PORTLAND,  OREGON  „.__« 

INNOCENTE  THOMAS  JOSEPH,  HEST  TRENTON,  NEH  JERSEY 
NSLEY  D  NHOoS  HILBERT , "tAPPAHANNOCK  VIRGINIA 
OVINO  ROBERT  ANTHONY,  NEH  YORK,  NEH  YORK 
IP  HAI-KEUNG,  HONG  KONG,  HONG  KONG 
IPPOLITO,  MARK  T,  ESCONDIDO,  CALIFORNIA 
I R ANON,  GEORGE,  HONOLULU,  HAHAII 
IRBY  BASIL  EUGENE,  NEHPORT,  ARKANSAS 
TRRY  CLARENCE  F  .JR.,  VINTON,  VIRGINIA 
RBY*  JAMES  DANIEL,  SR  BEAUFORT,  SOUTH  CAROLINA 
RELAND,  CHARLES  EDHARD,  FINDLAY,  OHIO 
RELAND  GEORGE  E.,  KNOXVILLE,  TENNESSEE 
RELAND  ROBERT  JOHN,  HAUKESHA,  HISCONSIN 
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IRISH,  PHILIP  VINCENT  -  JANUARY,  CONRAD  ANTHONY,  JR 
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IRISH,  PHILIP  VINCENT,  SHALIMAR,  FLORIDA 
IRISH,  ROBERT  C,  SEDONA,  ARIZONA 
IRIZARRY  VELEZ,  RAFAEL,  SAN  JUAN,  PUERTO  RICO 
IRIZARRY,  JOSEPH,  NEH  YORK,  NEH  YORK 
IRLAM,  JOHN  T,  ASHLAND,  ILLINOIS 

IRONSIDE,  RICHARD  DEAN,  HISCONSIN  RAPIDS,  HISCONSIN 
IRVIN,  LESLIE  DAVID,  FOREST  HILL,  TEXAS 
IRVIN,  MEREDITH  M. ,  DAVENPORT,  IOHA 
IRVIN,  RONNIE  E,  ATLANTA,  GEORGIA 
IRVIN,  HILLIAM  G,  LA  GRANGE,  KENTUCKY 
IRVINE,  EDHARD  DONAL,  AKRON,  OHIO 
IRVING,  ROY  A.,  ROCHESTER,  NEH  YORK 
IRHIN,  DONNA  CLEOLA,  MARTINEZ,  CALIFORNIA 
IRHIN,  HUGH  CLARK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
IRHIN,  KENNETH  HILLIAM,  YAKIMA,  WASHINGTON 
IRWIN,  WILLIAM  HOWARD,  JR,  DENVER,  COLORADO 
ISA,  MOHAMMAD,  ISALAMABAD,  PAKISTAN 
ISAAC,  PHILLIP  NEHEMIAH,  SR,  ST  JOHNS,  ANTIGUA 
ISAACSON,  CHARLES  PORTER,  COLUMBIA,  MISSOURI 
ISAKSON,  ROY  N.,  WEST  ORANGE,  NEH  JERSEY 
ISBESTER,  WAYNE  DAVID,  LONDON,  CANADA 
ISBILL,  THOMAS  PATRICK,  HENDERSON,  KENTUCKY 
ISENHOUR,  JEFFREY  LYNN,  SR,  GASTONIA,  NORTH  CAROLINA 
ISHAM,  ROBERT  EUGENE,  COLORADO  SPRINGS,  COLORADO 
I  SHERWOOD,  GEORGE,  CLEVELAND,  OHIO 
ISHIKAWA,  SHIGEAKI,  TOKYO,  JAPAN 
ISLAM,  MAHMOOD  AMINUL,  DACCA,  BANGLADESH 
ISMAIL,  SEIDAWY  ALY,  CAIRO,  EGYPT 
ISRAEL,  LOUIS  W. ,  WEST  CHICAGO,  ILLINOIS 
ITAM,  KAMARULZAMAN  BIN,  KUALA  LUMPUR,  MALAYSIA 
ITZLA,  ROBERT  ANDREW,  YONKERS,  NEW  YORK 
IVANOSKI,  JAMES  PAUL,  RACINE,  WISCONSIN 
IVANYO,  JOSEPH  J,  CROWN  POINT,  INDIANA 
IVERSEN,  ROGER  B,  FAIRBANKS,  ALASKA 
IVERSON,  ARTHUR  INGVAR,  EVERETT,  WASHINGTON 
IVERSON,  ROBERT  H,  MONTPELIER,  VERMONT 
IVEY,  CHARLES  L,  JR,  TALLAHASSEE,  FLORIDA 
IVEY,  JOHN  WILLIE,  AUGUSTA,  GEORGIA 
IVIE,  WAYNE  LEWIS,  MOBILE,  ALABAMA 
IVONE,  RICHARD  LAWRENCE,  PISCATAWAY,  NEW  JERSEY 
IVORY,  JOHN  JEROME,  ELKHART,  INDIANA 
IVY,  CURTIS  KYLE,  JR,  HOMESTEAD,  FLORIDA 
IVY,  LEE  FRANK,  JR,  NORMAN,  OKLAHOMA 
IWANAGA,  YOSHIMOTO,  TOKYO,  JAPAN 
IWANKOVITSCH,  HAROLD  L,  HUNTSVILLE,  ALABAMA 
IZZI,  EDMUND  JOSEPH,  WEST  WARWICK,  RHODE  ISLAND 
JA'AFAR,  ABDUL  RAHIM,  BANDAR  SERI ,  BRUNEI 
JAAKOLA,  EDWIN  ARTHUR,  DODGE  CITY,  KANSAS 
JABLONSKI,  BERNARD  A,  MINNEAPOLIS,  MINNESOTA 
JABLONSKI,  FLORIAN  F,  JR,  WEST  SENECA,  NEW  YORK 
JABLONSKI,  RICHARD  JOHN,  CHICAGO,  ILLINOIS 
JACCUZZO,  KENNETH  P,  MYRTLE  BEACH  AFB,  SOUTH  CAROLINA 
JACEWICZ,  JOHN  STEVEN,  HARTFORD,  CONNECTICUT 
JACK,  GORDON,  HONG  KONG,  HONG  KONG 

JACK,  JACK  JOSEPH,  PONAPE,  FEDERATED  STATES  OF  MICRONES 
JACK,  ROBERT  M.,  SALT  LAKE  CITY,  UTAH 
JACKA,  S.  BARTON,  LAS  VEGAS,  NEVADA 
JACKMIN,  LAWRENCE  MICHAEL,  ALBANY,  NEW  YORK 
JACKS,  JAMES  PAUL,  HUNTSVILLE,  ALABAMA 
JACKSON,  AMERICUS  DECENTE,  JR,  ST  THOMAS,  U.S.  VIRGIN  I 
ANTHONY  HAROLD,  CLEVELAND,  OHIO 
ANTOINETTE  ELIZABETH,  ST  THOMAS,  U.S.  VIRGIN  I 
ARNOLD  DEWAYNE,  RAMSTEIN  AIR  BASE,  ARMED  FORCE 
ARTHUR,  MAYWOOD,  ILLINOIS 
BENJAMIN  F,  DETROIT,  MICHIGAN 
BOBBY  J.,  MILTON,  VERMONT 
CARLTON  A. ,  KALAMAZOO,  MICHIGAN 
CARTER  BARNETT,  ATLANTA,  GEORGIA 
CHARLES  FRANKLIN,  TULSA,  OKLAHOMA 
CHARLES  R.,  JR.,  WHITE  PLAINS,  NEW  YORK 
CHARLES  RAY,  JEFFERSON  CITY,  MISSOURI 
CHARLES  W.,  MONTROSS,  VIRGINIA 
CLYDE  RAY,  CAMP  PENDLETON,  CALIFORNIA 
DANNY  G.,  PAPILLION,  NEBRASKA 
DAVID,  STONY  POINT,  NEW  YORK 
DONALD  B.,  FORT  HOOD,  TEXAS 
EDWARD  GRANT,  KANKAKEE,  ILLINOIS 
EDWARD  LAMOIN,  MODESTO,  CALIFORNIA 
ELLIS  CHARLES,  THOMASVILLE,  GEORGIA 
ERROL,  CHICAGO,  ILLINOIS 
GENE  0.,  ODESSA,  TEXAS 
GEORGE  SMITH,  EATONTOWN,  NEW  JERSEY 
GILBERT  F.,  SUFFOLK,  VIRGINIA 
HARRY  R,  JR,  DOVER,  DELAWARE 
HAYNIE  J,  ALPINE,  TEXAS 
HENRY  GILBERT,  JACKSONVILLE,  ILLINOIS 
JAMES  EDWARD,  MONTGOMERY,  ALABAMA 
JAMES  M,  CLOVIS,  NEW  MEXICO 
JERRY  E.,  BROOKLYN,  NEW  YORK 
JOHN  CHARLES,  GRAND  JUNCTION,  COLORADO 
JOHN  DAVID,  WATERTOWN,  MASSACHUSETTS 
JOSEPH  HENRY,  NORFOLK,  VIRGINIA 
LARRY  WAYNE,  MARYVILLE,  MISSOURI 
LAURENCE  M,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
LAWRENCE  MELVIN,  II,  COLORADO  SPRINGS,  COLORAD 
LONNIE,  JR,  RENO,  NEVADA 
LUDWIG  WILLIAM,  LAKE  JACKSON,  TEXAS 
MAXWELL  VALTON,  HARRISVILLE,  UTAH 
MELVIN  THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MURRAY  E.,  PIKESVILLE,  MARYLAND 
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JACKSON, 
JACKSON, 
JACKSON, 


JACOBS, 
JACOBS, 
JACOBS, 


JACKSON,  NATHANIEL,  HOPE,  ARKANSAS 
JACKSON,  NORMAN  L,  KINGMAN,  ARIZONA 
JACKSON,  RALPH  E.,  KILLEN,  ALABAMA 
JACKSON,  RAY  A,  BATON  ROUGE,  LOUISIANA 
JACKSON,  RAYMOND  DONALD,  SALINAS,  CALIFORNIA 
JACKSON,  RICHARD,  PENSACOLA,  FLORIDA 
JACKSON,  ROBERT  C,  NASHVILLE,  TENNESSEE 

ROBERT  D,  OKLAHOMA  CITY,  OKLAHOMA 
ROBERT  EDWARD,  BARKSDALE  AFB,  LOUISIANA 
.  RONALD,  MAYWOOD,  ILLINOIS 
JACKSON,  RONALD  G. ,  NEWTON,  KANSAS 
JACKSON,  STEPHEN  JAMES,  JR,  CHICAGO,  ILLINOIS 
JACKSON,  THOMAS  SPENCER,  JR,  LONGWOOD,  FLORIDA 
JACKSON,  WILLIAM  C,  BAYTOWN,  TEXAS 
JACKSON,  WILLIAM  HILL,  GREENSBORO,  NORTH  CAROLINA 
JACOBELLI,  JAMES  NICHOLAS,  FORT  BELVOIR,  VIRGINIA 
JACOBS,  ALEX  MARC,  AALST,  BELGIUM 
JACOBS,  DOUGLAS  ALLEN,  WEBSTER  GROVES,  MISSOURI 
JACOBS,  GERALD  EUGENE,  COPPERAS  COVE,  TEXAS 
JACOBS,  JAMES  MICHAEL,  NEWPORT  BEACH,  CALIFORNIA 
JAMES  WILLIAM,  WILLOWS,  CALIFORNIA 
JOHN  BARKER,  LEXINGTON,  KENTUCKY 
,  JOHN  CRAIG,  LONG  BEACH,  CALIFORNIA 
JACOBS,  RAYMOND  DURWOOD,  JR,  BELTON,  TEXAS 
JACOBS,  ROBERT  STEPHEN,  BROOKFIELD,  WISCONSIN 
JACOBS,  STEPHEN  RICHARD,  LOS  ANGELES,  CALIFORNIA 
JACOBS,  THOMAS  NEWMAN,  JR,  NASHVILLE,  TENNESSEE 
JACOBS,  WILLIAM  ALVIN,  TOPEKA,  KANSAS 
JACOBSEN,  EUGENE  C,  BERGENFIELD,  NEW  JERSEY 
JACOBSEN,  LEROY  ARNOLD,  BOULDER  CITY,  NEVADA 
JACOBSMA,  LARRY  STEVEN,  LAWTON,  OKLAHOMA 
JACOBSMEYER,  STEPHEN  WILBUR,  ST.  LOUIS,  MISSOURI 
JACOMET,  THOMAS  GERALD,  NEW  BERLIN,  WISCONSIN 
JACQUEZ,  RAMON  HILARIO,  CLOVIS,  NEW  MEXICO 
JADID,  AWALUDIN  BIN,  KUALA  LUMPUR,  MALAYSIA 
JAEGER,  LORAS  ALVIN,  AMES,  IOWA 
JAFFE,  JOANNE,  NEW  YORK,  NEW  YORK 
JAGERSON,  TERRY  D. ,  SAN  BERNARDINO,  CALIFORNIA 
JAHANTAB,  GHANBAR,  TEHRAN,  IRAN 
JAHN,  THOMAS  MICHAEL,  PHOENIX,  ARIZONA 
JAHNSEN,  OSCAR  J.,  SACRAMENTO,  CALIFORNIA 
JAHR,  STEVEN  ARLIE,  MARTIN,  TENNESSEE 
JAIMES  RICO,  LUIS  ARMANDO,  BOGOTA,  COLOMBIA 
JAKMAS,  RICHARD  A.,  WARREN,  OHIO 
JAKUS,  JOHN  J.,  SPRINGFIELD,  MASSACHUSETTS 
JALOSZYNSKI,  JOHN  STEPHEN,  ERIE,  PENNSYLVANIA 
JAMAR,  GEORGE  F.,  MILLERSVILLE,  MARYLAND 
JAMERSON,  ALLEN  JEROME,  MAXHELL  AFB,  ALABAMA 
JAMERSON,  PADDY  P,  ANDERSON,  INDIANA 
JAMES,  BRADLEY  S,  SALEM,  UTAH 
JAMES,  CARL  MICHAEL,  FORT  PAYNE,  ALABAMA 
JAMES,  CHARLES  LEE,  RUSTON,  LOUISIANA 
JAMES,  DARRELL  LYNN,  ALBANY,  OREGON 
JAMES,  DAVID  NEAL,  CARROLLTON,  TEXAS 
JAMES,  DONALD  ALAN,  TOOELE,  UTAH 
JAMES,  DOUGLAS  B.,  JAMESTOWN,  CALIFORNIA 
JAMES,  EARL  W.,  EAST  LANSING,  MICHIGAN 
JAMES,  ELLSWORTH  T,  JR,  FLAGSTAFF,  ARIZONA 
JAMES,  HERBERT  STONE,  III,  MONTEREY  PARK,  CALIFORNIA 
JAMES,  JOHN  CLINTON,  MENTOR,  OHIO 
JAMES,  JOHN  JOSEPH,  HAMPTON  BAYS,  NEW  YORK 
JAMES,  JOHN  L,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 
JAMES,  LARY  G,  SHAWNEE,  OKLAHOMA 
JAMES,  LESTER  ROY,  EAGAR,  ARIZONA 

LINWALL  WINSBERT,  CASTRIES,  ST.  LUCIA 
RONALD  RICHARD,  CLEVELAND,  OHIO 
TIMOTHY,  NACOGDOCHES,  TEXAS 
,  TIMOTHY  MARK,  CAYCE,  SOUTH  CAROLINA 
JAMES,  VIRGIL  L.,  OXFORD,  OHIO 
JAMES,  WILLIAM  LEE,  NATCHEZ,  MISSISSIPPI 
JAMES,  WINSTON,  ST  GEORGES,  GRENADA 
JAMESON,  FRANK,  III,  INDIANAPOLIS,  INDIANA 
JAMESON,  ROBERT  G. ,  HAUPPAUGE,  NEW  YORK 
JAMIESON,  WALTER  DAVID,  TEWKSBURY,  MASSACHUSETTS 
JAMISON,  ALBERT  T.,  AUGUSTA,  MAINE 
JAMISON,  LLDON  E. ,  JR.,  ALFRED,  NEW  YORK 
JANAS,  STEPHEN  G. ,  RIDGEWOOD,  NEW  JERSEY 
JANATA,  CHARLES  RONALD,  HILLSIDE,  ILLINOIS 
JANBEK,  ZUHDI  ISMAILE,  AMMAN,  JORDAN 
JANECEK,  MICHAEL  WAYNE,  BRENHAM,  TEXAS 
JANERO,  MICHAEL  A.,  CLEVELAND,  OHIO 
JANES,  BILLY  JOE,  TORRINGTON,  WYOMING 
JANI,  ABDUL  RAHIM  BIN,  KUALA  LUMPUR,  MALAYSIA 
JANIK,  JOHN  ROBERT,  OAK  BROOK,  ILLINOIS 
JANISKEE,  MICHAEL  T,  BAY  CITY,  MICHIGAN 
JANKAUSKY,  CARL  EDHARD,  PHILADELPHIA,  PENNSYLVANIA 
JANKOVICH,  PAUL  J,  PERTH  AMBOY,  NEW  JERSEY 
JANKOWSKI,  DAVID  PAUL,  AMHERST,  MASSACHUSETTS 
JANKOWSKI,  LEONARD  B,  COLLEGE  PARK,  MARYLAND 
JANNEY,  RICHARD  W,  JR,  PIKESVILLE,  MARYLAND 
JANOSZ,  JERALD  J,  MAYWOOD,  ILLINOIS 
JANOHIAK,  JOHN  RAY,  NEW  BRUNSWICK,  NEW  JERSEY 
JANOWSKI,  MARK  STEVEN,  FOLEY,  ALABAMA 
JANSEN,  HENRY  P.,  WAYNE,  PENNSYLVANIA 
JANSKI,  RAYMOND  STANLEY,  CLARENDON  HILLS,  ILLINOIS 
JANSON,  LOWELL  C,  JUNEAU,  ALASKA 
JANSON,  RONALD  DEWITT,  ST  AUGUSTINE,  FLORIDA 
JANTZ,  STEPHEN  JOHN,  OKLAHOMA  CITY,  OKLAHOMA 
JANTZEN,  ROBERT  J.,  BUFFALO,  NEW  YORK 
JANUARY,  CONRAD  ANTHONY,  JR,  ESSEX  FELLS,  NEW  JERSEY 
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JANUARY,  EVERETT  E.,  JR.  -  JOHNSON,  ERNEST  L. 
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JARVIS, 
JARVIS, 
JARVIS, 
JARVIS, 
JASICKI 


JEFFERSON, 
JEFFERSON, 
JEFFERSON, 
JEFFERSON, 


JANUARY,  EVERETT  E.,  JR.,  HACO,  TEXAS 
JAQUESS,  RANDY  ALVIN,  GRANBURY,  TEXAS 
JARA  LEAL,  ROXANA  IVONNE,  SANTIAGO,  CHILE 
JARAHILLO,  EDWARD  A,  LAS  CRUCES,  NEW  MEXICO 
JARAHILLO,  RAYMOND  MOSES,  BELEN,  NEH  MEXICO 
JARBOE,  MICHAEL  ALAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JARECKI,  ROBERT  LEO,  NAPA,  CALIFORNIA 
JARMAN,  RICHARD  C,  LAKEVIEH,  MICHIGAN 
JARNAGIN,  ESCO  RAY,  MORRISTOHN,  TENNESSEE 
JARRATT,  CARLOTTA  DIANE,  BELLINGHAM,  HASHINGTON 
JARRETT,  LARRY  GILLIS,  REDDING,  CALIFORNIA 
JARRETT,  STEFFANI  ROSE,  SAN  DIEGO,  CALIFORNIA 
JARSOCRAK,  GERALD  HAYNE,  READING,  PENNSYLVANIA 
JARUSZEHICZ,  JOSEPH  MICHAEL,  ERIE,  PENNSYLVANIA 
JARVIS,  ARTHUR  FRANCIS,  JR,  PITTSBURGH,  PENNSYLVANIA 
DONALD  J,  BRIGHTON,  COLORADO 
GARY  JUDE,  CANTON,  NEH  YORK 
JOSEPH  E,  ASHEVILLE,  NORTH  CAROLINA 
RAMIRO  GABRIEL,  PANAMA  CITY,  PANAMA 
,  LAHRENCE  E.,  MICHIGAN  CITY,  INDIANA 
JASIECKi,  JOSEPH  FRANCIS,  ATLANTIC  CITY,  NEH  JERSEY 
JASINOHSKI,  JOHN  ROBERT,  VIRGINIA  BEACH,  VIRGINIA 
JASKOLKA,  CHESTER  JOSEPH,  CHICAGO,  ILLINOIS 
JASKOLKA   JOHN  ANTHONY,  MANCHESTER,  NEH  HAMPSHIRE 
JASKOVIAK,  DENNIS  H. ,  CREST  HILL,  ILLINOIS 
JASMER,  JOSEPH  PETER,  TWO  RIVERS,  WISCONSIN 
JASPER,  PAUL  L.,  JR.,  ELMHURST,  ILLINOIS 
JAYASINGHE,  LALITH  ANURUDDHA,  COLOMBO,  SRI  LANKA 
JAYKEL,  DANIEL  PAUL,  ELYRIA,  OHIO 
JAYNES,  GRADY  B.,  COLUMBUS,  MISSISSIPPI 
JAYROE,  LOWELL  TIMOTHY,  ROCKPORT,  TEXAS 
JEAN,  GILBERT  STANLEY,  JASPER,  ALABAMA 
JEANDOR,  KAREL  CORNELIS,  ORANJESTAD,  ARUBA 
JEANNOTTE,  BENNETT  E,  ALBUQUERQUE,  NEW  MEXICO 
JEANVOINE,  GISELLE  CECILE,  PARIS,  FRANCE 
JEFFERS,  DONALD  J,  YAPHANK,  NEW  YORK 
JEFFERS,  FRANK  F.,  EXETER,  CALIFORNIA 
JEFFERSON,  DOUGLAS  JUNIOR,  VESTAVIA  HILLS,  ALABAMA 
HENRY  GEORGE,  MAGNOLIA,  NEW  JERSEY 
OUBEY  LANTER,  NEW  YORK,  NEW  YORK 
PAUL  DANNY,  LOS  ANGELES,  CALIFORNIA 
,  RUDY  J,  DALTON,  GEORGIA 

JEFFERY,  WARREN  LEE,  SANDY,  UTAH  

JEFFORDS,  RICHARD  WAYNE,  FLORENCE,  SOUTH  CAROLINA 
JEFFREY,  JAMES  WARREN,  BRANT  BEACH,  NEW  JERSEY 
JEFFRIES,  ROBERT  ALLEN,  NOBLESVILLE,  INDIANA 
JEFFRIES,  VERNON  E,  STOCKTON,  CALIFORNIA 
JEFFS,  GARY  THOMAS,  WEST  JORDAN,  UTAH 
JEHLE,  STEPHEN  THOMAS,  YAPHANK,  NEH  YORK 
JEMISON,  MICHAEL  L,  MONTGOMERY,  ALABAMA 
ALAN  LANE,  JACKSON,  MISSISSIPPI 
BUDDY  FRANKLIN,  WASHINGTON,  DISTRICT  OF  COLUMB 
CLIFFORD  Y,  ALBUQUERQUE,  NEH  MEXICO 
DANIEL  BYRON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
,  DONALD  L.,  HUNTINGTON  BEACH,  CALIFORNIA 
JENKINS,  DONALD  RAY,  FORT  CAMPBELL,  KENTUCKY 
JENKINS,  ERIC,  MINEOLA,  NEW  YORK 
JENKINS,  HARRY  P,  WORTH,  ILLINOIS   „„„____. 
JENKINS,  JAMES  MICHAEL,  SWEETWATER,  TENNESSEE 
JENKINS,  LEVERNE,  BUSHNELL,  FLORIDA 

JENKINS,  MICHAEL  LYNN,  PARIS,  TENNESSEE      „.,„... 
RAYBURN  0.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  CEWEY,  NASHVILLE,  NORTH  CAROLINA 
ROBERT  L.,  LITTLE  ROCK,  ARKANSAS 
,  WARREN  L.,  WARRENTON,  VIRGINIA 
JENKS,  KELLEY  LEE,  KILLEEN,  TEXAS 
JENKS,  KENNETH  LYLE,  KILLEEN,  TEXAS    .„„„„„, 
JENNE   FEARON  HENRY,  III,  PASCAGOULA,  MISSISSIPPI 
JENNE,  RAYMOND  HALTER,  SEATTLE,  WASHINGTON 
JENNIGES,  MICHAEL  LYNN,  RAPID  CITY,  SOUTH  DAKOTA 
CRAIG  JOSEPH,  NEH  ORLEANS,  LOUISIANA 
DERMOT  AUGUSTINE,  DUBLIN,  EASTERN  IRELAND 
DONALD  PAUL,  SACRAMENTO,  CALIFORNIA 
GAYLE  L,  KINGMAN,  ARIZONA 
HAROLD  CHARLES,  GREENVILLE,  SOUTH  CAROLINA 
,  JAMES  MADISON,  CONCORD,  CALIFORNIA 
JENNINGS,  KELLEY  DON,  TIGARD,  OREGON 
JENNINGS,  PATRICK  RICHARD,  ROSWELL,  NEW  MEXICO 
ROBERT  C,  GREENVILLE,  MISSISSIPPI 
THOMAS  JOSEPH,  WATERLOO,  IOWA 
ARTHUR  N.,  KEENE,  NEH  HAMPSHIRE 
MILTON  E,  STRONGSVILLE,  OHIO 
,  MILTON  E,  STRONGSVILLE,  OHIO 
JENSEN,  DAVID  J.,  ELGIN,  ILLINOIS 
JENSEN,  HENRY  H. ,  ROCHESTER,  NEH  YORK 

JAMES  LAMONT,  JR,  CASTLE  ROCK,  COLORADO 
NEPHI  GOLDEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RALPH  M.,  ALBANY,  CALIFORNIA 
RICHARD  A.,  YAPHANK,  NEW  YORK 
ROBERT  I.,  LIVERMORE,  CALIFORNIA 
ROBERT  S,  YAPHANK,  NEW  YORK 
ROGER  ALLEN,  STEAMBOAT  SPRINGS,  COLORADO 
STEVEN  JOE,  OAKLAND,  CALIFORNIA 
TERRY  EDWARD,  SAN  DIEGO,  CALIFORNIA 
THOMAS  WILFRED,  JAMESTOWN,  NORTH  DAKOTA 
WILLIAM  CRAIG,  HOUSTON,  TEXAS 
JERCHAU,  DALE  E,  LANCASTER,  PENNSYLVANIA 
JEROME,  RANDY  LEE,  SAGINAW,  MICHIGAN 
JERRAM,  BRIAN  PATRICK,  FORT  RUCKER,  ALABAMA 
JERVIS  COLONEL  G. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
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JESSUP, 
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JESSUP, 


JEWELL, 
JEWELL, 
JEWELL, 
JEWELL, 
JEWELL, 
JEWELL, 
JEWETT, 
JEWETT, 


JERZAK,  PAUL,  JR.,  PISCATAWAY,  NEW  JERSEY 
JESCH,  ERNEST  PAUL,  RENO,  NEVADA 
JESSOP,  FONOTI  D,  PAGO  PAGO,  AMERICAN  SAMOA 
DAVID  W.,  SEATTLE,  WASHINGTON 
DELTON  RABON,  SALEM,  VIRGINIA 
FRANK,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
J.  H.,  RALEIGH,  NORTH  CAROLINA 
,  KARLA  MARIE,  SAN  DIEGO,  CALIFORNIA 
JETT,  CHARLES  EVERETT,  STAFFORD,  VIRGINIA 
JETT,  JAMES  BUFORD,  JACKSONVILLE,  FLORIDA 
JEWELL,  DAVID  C,  LOUISVILLE,  KENTUCKY 

DENNIS  KEITH,  KISSIMMEE,  FLORIDA 
DONALD  E.,  ST.  JOSEPH,  MICHIGAN 
DUANE  L,  MASON  CITY,  IOHA 
FORREST  L.,  ST.  JOSEPH,  MICHIGAN 
LESLIE  J.,  DURHAM,  NEW  HAMPSHIRE 
THEODORE  P,  KENMORE,  NEH  YORK 
GLENN  ARTHUR,  ELKO,  NEVADA 
,  RODNEY  J,  JOHNSON  CITY,  NEW  YORK 
JEZ,  MICHAEL  WAYNE,  DENTON,  TEXAS 
JEZEHSKI,  MARION  T.,  WYANDOTTE,  MICHIGAN 
JIMENEZ-ROSA,  OCTAVIO,  SAN  JUAN,  PUERTO  RICO 
JIMENEZ,  ARTURO,  CHIHUAHUA,  MEXICO 
JIMENEZ,  LEONARDO  B.,  JR.,  MANILA,  PHILIPPINES 
JIMENEZ,  RAUL  ENRIQUE,  SAN  JUAN,  PUERTO  RICO 
JIMISON,  JAMES  PHILIP,  BAINBRIDGE  TOWNSHIP,  OHIO 
JINDRA,  WILLIAM  JAMES,  AVON  LAKE,  OHIO 
JINKS,  JACK  HUGH,  JR,  KNOXVILLE,  TENNESSEE 
JIRAK,  DONALD  JOSEPH,  NEW  YORK,  NEW  YORK 
JIRAN,  DONALD  ERWIN,  COEUR  D  ALENE,  IDAHO 
JOABAR,  JOSEPH  A.,  DETROIT,  MICHIGAN 
JOBE,  CLARENCE,  JR,  DES  MOINES,  IOWA 
JOCOM,  ANTONIO  M,  JR,  MANILA,  PHILIPPINES 
JOELSON,  DIANE  MARIE,  SACRAMENTO,  CALIFORNIA 
JOERS,  MARIE  ANNE,  WEST  BEND,  WISCONSIN 
JOHANNSSON,  GUNNAR,  AKUREYRI,  ICELAND 
JOHANSEN,  ANDREW  C,  SANTA  ROSA,  CALIFORNIA 
JOHANSON,  RICHARD  H,  LINCOLN,  RHODE  ISLAND 
JOHN,  DENNIS  BERNARD,  LITTLE  VALLEY,  NEW  YORK 
JOHN,  ROBERT  E.,  RIVERHEAD,  NEW  YORK 
JOHNCOLA,  RICHARD  VICTOR,  SANTA  MONICA,  CALIFORNIA 
JOHNS,  EARL  CARL,  KISSIMMEE,  FLORIDA 

FREDERICK  N,  TALLAHASSEE,  FLORIDA 
HARRY  C,  JR,  LONGMONT,  COLORADO 
JOHN  DANIEL,  BECKLEY,  WEST  VIRGINIA 
NOEL  GLENN,  ALBUQUERQUE,  NEW  MEXICO 

JOHN  W.,  JOLIET,  ILLINOIS 
,  A  J,  EAGLE,  COLORADO 
JOHNSON,  ALAN  ARTHUR,  SANTA  CRUZ,  CALIFORNIA 
JOHNSON,  ALBERT  SIDNEY,  ATLANTA,  GEORGIA 
ALVAN  D.,  MANHATTAN,  KANSAS 
ANGELA  VANESSA,  GEORGETOWN,  GUYANA 
ANTHONY  LEANDER,  NEW  YORK,  NEW  YORK 
ANTONIO  ROZELLE,  ATLANTA,  GEORGIA 
ARCHIE  RAY,  POMONA,  CALIFORNIA 
ARTHUR  LEE,  RICHMOND,  CALIFORNIA 
BEN  FRANK,  DELAND,  FLORIDA 
BOOKER  T,  JR,  NEW  CASTLE,  DELAWARE 
BRANT  L.,  SALT  LAKE  CITY,  UTAH 
BRIAN  LEE,  MINNEAPOLIS,  MINNESOTA 
CARL  HAROLD,  CONCORD,  MASSACHUSETTS 
CARL  LEE,  BIRMINGHAM,  ALABAMA 
CARL  ROBERT,  OAKLAND,  CALIFORNIA 
CECIL  S,  JR,  APPOMATTOX,  VIRGINIA 
CHARLES  EDWARD,  FRANKFORT,  KENTUCKY 
,  CHARLES  HENRY,  MERRILL,  WISCONSIN 
JOHNSON,  CHARLES  MERRILL,  MOUND,  MINNESOTA 
JOHNSON  CHARLES  THOMAS,  WESTMINSTER,  COLORADO 
CHARLES  WINFORD,  CALHOUN,  GEORGIA 
CHRISTOPHER  VAN,  GAINESVILLE,  FLORIDA 
CLAYTON  DAVID,  PONCA  CITY,  OKLAHOMA 
CLIFFORD  STANLEY,  SCHAUMBURG,  ILLINOIS 
CULVER  DICKSON,  JR,  MARIETTA,  GEORGIA 
DANNY  EDWIN,  SR,  SPRINGFIELD,  TENNESSEE 
DANNY  RALPH,  TAMPA,  FLORIDA 
DARRELL  JAY,  SIDNEY,  NEBRASKA 
,  DAVID  CHARLES,  SAN  DIEGO,  CALIFORNIA 
JOHNSON,  DAVID  ERIC,  CEDAR  RAPIDS,  IOWA 
t   JOHNSON.  DAVID  G,  UKIAH,  CALIFORNIA 
JOHNSON  DAVID  JEFFREY,  WEST  CHESTER,  PENNSYLVANIA 
JOHNSON;  DAVID  LAWRENCE,  PARK  RAPIDS,  MINNESOTA 
JOHNSON,  DAVID  LEROY,  IDAHO  FALLS,  IDAHO 
JOHNSON  DELORES,  NEW  ROCHELLE,  NEW  YORK 
JOHNSON  DEN ICE  M,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHNSON,  DENNIS  BERNARD,  VERNON  VERMONT 
JOHNSON,  DEWAYNE  EDWARD,  NASHVILLE,  TENNESSEE 
JOHNSON,  DON  BRENT,  SUNNYVALE,  CALIFORNIA 
JOHNSON,  DONALD  EDWARD,  SAN  DIEGO,  CALIFORNIA 
JOHNSON,  DONALD  EUGENE,  LOVES  PARK,  ILLINOIS 
#  JOHNSON  DONALD  K. ,  EAU  CLAIRE,  WISCONSIN 
tt   j6HNi0N,  DONALD  LAWRENCE,  ANN  ARBOR   MICHIGAN 
tt   JOHNSON  DONALD  RICHARD,  SAN  DIEGO  CALIFORNIA 
JOHNSON  DORTHEL  R,  CHESTERFIELD,  MISSOURI 
JOHNSON,  DOUGLAS  CLAY,  ELKHART,  INDIANA 

johnson;  duane  Robert,  fond  du  lac,  Wisconsin 
johnson,  dwain  leon,  el  paso,  texas 

JOHNSON,  EARL  L,  HOPKINS,  MINNESOTA 

tt   JOHNSON,  EDWARD  E,  HOUSTON,  TEXAS 

JOHNSON  ELLIS,  JR,  CLEVELAND,  OHIO 

JOHNSON,  ERNEST  L.,  DOUGLAS,  WYOMING 
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JOHNSON,  F.  CONRAD  -  JONES,  EARL  RICHARD 
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F.  CONRAD,  HHITE  RIVER  JUNCTION,  VERMONT 
FRANKLIN  A,  KEOTA,  IOHA 
GARY  A.,  SR.,  JAMESTOWN,  NEH  YORK 
GENE  C,  DELAND,  FLORIDA 
GEORGE  E.,  PEORIA,  ILLINOIS 
GEORGE  L,  ATLANTA,  GEORGIA 
GERALD  B,  GRESHAM,  OREGON 
GERALD  LESLIE,  NORTHVILLE,  MICHIGAN 
GLEN  EDGAR,  JR,  SALT  LAKE  CITY,  UTAH 
HAROLD  BLAKE,  SUMTER,  SOUTH  CAROLINA 
HAROLD  JEROD,  GRASS  VALLEY,  CALIFORNIA 
HAROLD  L,  MOBILE,  ALABAMA 
HARRY  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
,  HENRY  L,  BARTLETT,  TENNESSEE 
,  HORACE  FREEMAN,  JR,  BOWLING  GREEN,  KENTUCKY 
,  HOWARD,  ARDMORE,  OKLAHOMA 
,  HUBERT  CARR,  REDWOOD  CITY,  CALIFORNIA 
,  IAN,  PERTH,  AUSTRALIA 
,  JAMES  BURRIS,  NEPTUNE  CITY,  NEW  JERSEY 
,  JAMES  CALVIN,  DALLAS,  TEXAS 
,  JAMES  DALE,  GULFPORT,  MISSISSIPPI 
,  JAMES  F,  ANDOVER,  MASSACHUSETTS 
,  JAMES  F.,  YORK,  SOUTH  CAROLINA 
,  JAMES  FREDERICK,  LITTLE  ROCK,  ARKANSAS 
,  JAMES  H.,  EL  SEGUNDO,  CALIFORNIA 
,  JAMES  LEONARD,  NEW  YORK,  NEW  YORK 
,  JAMES  LYLE,  GRANTSBURG,  WISCONSIN 
,  JAMES  PATRICK,  III,  GERMANTOWN,  TENNESSEE 
,  JAMES  RICHARD,  MODESTO,  CALIFORNIA 
,  JAMES  RICHARD,  III,  BRUSLY,  LOUISIANA 
,  JAMES  W.,  ONEONTA,  NEH  YORK 
,  JEFFERY  RAY,  DUNCAN,  OKLAHOMA 
,  JEFFRY  LELAND,  LONG  BEACH,  CALIFORNIA 
,  JEREE  ALLEN,  SANTA  BARBARA,  CALIFORNIA 

JEROME  ALLEN,  CINCINNATI,  OHIO 

JEROME  P.,  GREEN  LAKE,  WISCONSIN 

JERRY  L.,  DEFIANCE,  OHIO 

JERRY  LEE,  GREEN  LAKE,  WISCONSIN 

JOHN  R,  MUSKEGO,  WISCONSIN 

JOHN  R,  TURLOCK,  CALIFORNIA 

JOHN  RANDAL,  LITTLE  ROCK,  ARKANSAS 

JOHN  STEPHEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

JOHNNIE,  JR.,  BIRMINGHAM,  ALABAMA 

JOSEPH  H,  BAKERSFIELD,  CALIFORNIA 

JOSEPH  SAMUEL,  ANNAPOLIS,  MARYLAND 

KARL  M.,  GRAND  JUNCTION,  COLORADO 

KENNETH  F.,  TUCSON,  ARIZONA 

KENNETH  LEE,  WEST  BEND,  WISCONSIN 

KENNETH  MCNEAL,  DETROIT,  MICHIGAN 

KEVIN  BRETT,  SACRAMENTO,  CALIFORNIA 

KEVIN  RAY,  VAN  BUREN,  ARKANSAS 

KEVIN  SCOTT,  MERIDIAN,  IDAHO 

LARRY  JAMES,  COLLEGE  STATION,  TEXAS 

LARRY  RALPH,  LAWTON,  OKLAHOMA 

LAWRENCE,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

LEO  M.,  FLINT,  MICHIGAN 

LEONARD  JOHNNIE,  SAN  BERNARDINO,  CALIFORNIA 

LEROY  SCOTT,  ARDMORE,  OKLAHOMA 

LESLIE  C,  JR,  DEMOPOLIS,  ALABAMA 

LONELL  BROCK,  ELMIRA,  NEH  YORK 

LYNN  PAUL,  CEDAR  RAPIDS,  IOWA 

LYNNE  ELLEN,  PALO  ALTO,  CALIFORNIA 

MARTY  ALLEN,  KALAMAZOO,  MICHIGAN 

MELVEN  EDWARD,  THOMASVILLE,  GEORGIA 

MICHAEL,  MILWAUKEE,  WISCONSIN 

MICHAEL  EDWARD,  BEECH  GROVE,  INDIANA 

MICHAEL  EUGENE,  JACKSON,  MICHIGAN 

MICHAEL  JAMES,  DOYLESTOWN,  PENNSYLVANIA 

MICHAEL  LEE,  BOISE,  IDAHO 

NEAL  ROGER,  ARCADIA,  CALIFORNIA 

NORRIS  K,  SALT  LAKE  CITY,  UTAH 

PAUL  EDWIN,  CAMBRIDGE,  MASSACHUSETTS 

PAUL  M.,  CARROLLTON,  MISSOURI 

PERRY  LEE,  HAMILTON,  MONTANA 

PHILIP  R.,  WAUSAU,  WISCONSIN 

PHILLIP  B,  BRUNSWICK,  GEORGIA 

PHILLIP  RUSSEL,  OAKLAND,  CALIFORNIA 

RALPH  BURTON,  COLUMBUS,  GEORGIA 

RALPH  S.,  RAPID  CITY,  SOUTH  DAKOTA 

RALPH  WALKER,  JR,  ASHLAND,  VIRGINIA 

RECTOR,  JR,  TUSCALOOSA,  ALABAMA 
REEVES  E.,  VIRGINIA  BEACH,  VIRGINIA 
RICHARD  LEE,  KANSAS  CITY,  KANSAS 
RICHARD  LOUIS,  PONTIAC,  MICHIGAN 
RICHARD  N,  PORTLAND,  OREGON 
ROBERT  ARNOLD,  RICHMOND,  VIRGINIA 
ROBERT  F,  AUBURN,  MASSACHUSETTS 
ROBERT  GEORGE,  JR,  LAFAYETTE,  LOUISIANA 
ROBERT  GLENN,  SAN  FRANCISCO,  CALIFORNIA 
ROBERT  H.,  SIOUX  CITY,  IOWA 
ROBERT  JOE,  MARTIN,  TENNESSEE 
ROBERT  LEE,  JACKSON,  MICHIGAN 
ROBERT  R,  ABERDEEN,  WASHINGTON 
ROBERT  W,  ASTORIA,  OREGON 
RODGER  DALE,  DOVER,  PENNSYLVANIA 
RODNEY  L,  FORT  LEAVENWORTH,  KANSAS 
ROGER  HERMAN,  GOLDEN  VALLEY,  MINNESOTA 
ROLLIE,  FRANKFORT,  KENTUCKY 
RONALD  LLOYD,  SANTA  ANA,  CALIFORNIA 
ROY  LEE,  MONMOUTH,  ILLINOIS 
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RUSS  WILLIAM,  FULTON,  NEW  YORK 
RUSSELL  ROBERT,  CORTEZ,  COLORADO 
SCOTT  ALLEN,  SPOKANE,  WASHINGTON 
SCOTT  ANTHONY,  MENDOTA  HEIGHTS,  MINNESOTA 
STANLEY  K.,  JR,  FALLS  CHURCH,  VIRGINIA 
STEPHEN  R,  JR,  JEFFERSON  CITY,  MISSOURI 
STEPHEN  THOMAS,  SR,  PHILADELPHIA,  PENNSYLVANIA 
STEVEN  ALAN,  ROCKFORD,  ILLINOIS 
STEVEN  DUANE,  BARTLETT,  TENNESSEE 
STEVEN  HAROLD,  MINNEAPOLIS,  MINNESOTA 
SYLVESTER  MASON,  PHILADELPHIA,  PENNSYLVANIA 
TERRY  C,  SPENCER,  IOWA 
TERRY  LEE,  BRYAN,  OHIO 
.  THOMAS  ALBERT,  MAULDIN,  SOUTH  CAROLINA 
JOHNSON,  THOMAS  J.,  HAZLET,  NEW  JERSEY 
JOHNSON,  THOMAS  LLOYD,  NEW  ORLEANS,  LOUISIANA 
THOMAS  0.,  NAPA,  CALIFORNIA 
TIMOTHY  CLAYTON,  BELLEVUE,  WASHINGTON 
TIMOTHY  MICHAEL,  CAMP  PENDLETON,  CALIFORNIA 
TY  DOUGLAS,  FORT  SHAFTER,  HAWAII 
.  WALLACE  M.,  GRAND  FORKS,  NORTH  DAKOTA 
JOHNSON,  WALLACE  WAINE,  BELLEVUE,  WASHINGTON 
JOHNSON,  WALTER  JENNINGS,  J,  COLUMBIA,  SOUTH  CAROLINA 
JOHNSON,  WALTER  LEE,  ALEXANDRIA,  VIRGINIA 
JOHNSON,  WARREN  MICHAEL,  MILLBRAE,  CALIFORNIA 
JOHNSON,  WAYNE  FREDERICK,  GLADSTONE,  OREGON 
JOHNSON,  WESLEY  E,  SAN  JOSE,  CALIFORNIA 
JOHNSON,  WILLIAM  DAVID,  MT  CLEMENS,  MICHIGAN 
JOHNSON,  WILLIAM  EUGENE,  AUGUSTA,  GEORGIA 
JOHNSON,  WILLIAM  H,  JACKSONVILLE,  FLORIDA 
JOHNSON,  WILLIAM  H. ,  SHERIDAN,  WYOMING 
JOHNSON,  WILLIAM  HENRY,  ZACHARY,  LOUISIANA 
JOHNSON,  WILLIAM  HIRAM,  JR,  CHESAPEAKE,  VIRGINIA 
JOHNSON,  WILLIAM  HUGH,  ACOMA,  NEW  MEXICO 
JOHNSON,  WILLIAM  R.,  LOUISVILLE,  KENTUCKY 
JOHNSON,  WILLIAM  RUSSELL,  SR,  FORESTVILLE,  MARYLAND 
JOHNSON,  WILLIE  LEE,  GREENVILLE,  SOUTH  CAROLINA 
JOHNSTON,  BARRY  G,  VERNON,  CANADA 
JOHNSTON,  BENJAMIN  M. ,  CHARLOTTE,  NORTH  CAROLINA 
JOHNSTON,  CHARLES  J,  LAKEWOOD,  COLORADO 
JOHNSTON,  DOUGLAS  SCOTT,  SPRINGFIELD,  VERMONT 
JOHNSTON,  EILEEN  RUTH,  GLENDALE,  ARIZONA 
JOHNSTON,  FRANKLIN  WRIGHT,  STOCKTON,  CALIFORNIA 
JOHNSTON,  GEORGE  R,  ARKADELPHIA,  ARKANSAS 
JOHNSTON,  HAROLD  D,  FARMINGTON,  NEW  MEXICO 
JOHNSTON,  HERBERT  F,  RUSSELLVILLE,  ARKANSAS 
JOHNSTON,  JAMES  H,  ELKO,  NEVADA 
JOHNSTON,  JOHN,  INVERNESS,  SCOTLAND 
JOHNSTON,  LYNDE  MORFORD,  ROCHESTER,  NEW  YORK 
JOHNSTON,  MICHAEL  DAVID,  MARYVILLE,  TENNESSEE 
JOHNSTON,  MICHAEL  STEPHEN,  ARLINGTON,  TEXAS 
JOHNSTON,  NOEL  GENE,  ABILENE,  TEXAS 
JOHNSTON,  ROBERT  ANTHONY,  YONKERS,  NEW  YORK 
JOHNSTON,  ROBERT  FLOYD,  SAN  ANTONIO,  TEXAS 

ROBERT  THOMAS,  WILSON,  NORTH  CAROLINA 
ROBERT  W.,  FORT  LAUDERDALE,  FLORIDA 
RONALD  EDWARD,  ROCHESTER,  MINNESOTA 
SAMUEL  RONALD,  SHELTON,  WASHINGTON 
,  STEVEN  JAMES,  ROCHESTER,  MINNESOTA 
JOHNSTON,  WILLIAM  N.,  CHAMBERSBURG,  PENNSYLVANIA 
JOHNSTONE,  FRANCIS  W,  CHARLOTTESVILLE,  VIRGINIA 
JOINER,  EDWARD  HARRISON,  SEATTLE,  WASHINGTON 
JOINER,  JERE  T,  COLORADO  SPRINGS,  COLORADO 
JOLIVETTE,  GERARD,  REESE  AFB,  TEXAS 
JOLLEY,  DAVID  GLENN,  JACKSON,  TENNESSEE 
JOLLEY,  PRESTON  OWEN,  WINCHESTER,  VIRGINIA 
JOLLIFF,  BRUCE  ALLEN,  NEWTON,  KANSAS 
JOLLIFF,  HAROLD,  SPRINGFIELD,  ILLINOIS 
JOLLIFF,  REGENA  ANN,  TULSA,  OKLAHOMA 
JOLLY,  GORDON  ROGER,  SARASOTA,  FLORIDA 
JOLLY,  JERRY  RAYMOND,  SACRAMENTO,  CALIFORNIA 
JOLLY,  JOHN  B.,  GARDENDALE,  ALABAMA 
JOLLY,  WILLIAM  ARTHUR,  UNION,  SOUTH  CAROLINA 
JONES,  ALLEN  ARTHER,  TOPEKA,  KANSAS 
JONES,  ALLEN  COLLINS,  JR,  TUSCALOOSA,  ALABAMA 
JONES,  ALLEN  DOUGLAS,  BOISE,  IDAHO 
JONES,  ALLEN  LE,  RANTOUL,  ILLINOIS 

BELVANY  GENE,  MC  ALESTER,  OKLAHOMA 
BENJAMIN  R.,  HARRISBURG,  PENNSYLVANIA 
BILLY  G.,  BELTON,  TEXAS 
BILLY  L,  MURFREESBORO,  TENNESSEE 
BILLY  LENARD,  TEXARKANA,  ARKANSAS 
BILLY  TILLMAN,  AUGUSTA,  GEORGIA 
BLAINE  THOMAS,  WAYNESVILLE,  NORTH  CAROLINA 
.  BRADLEY  WADE,  JEFFERSON  CITY,  MISSOURI 
JONES,  CARY  W,  MONTGOMERY,  ALABAMA 
JONES,  CHARLES  BYRD,  CULPEPER,  VIRGINIA 
JONES,  CHARLES  MICHAEL,  ROGERS,  ARKANSAS 
JONES,  CHARLEY  M. ,  MUSKOGEE,  OKLAHOMA 
JONES,  CLARENCE  A.,  VINTON,  VIRGINIA 
JONES,  CLARENCE  M. ,  SULPHUR  SPRINGS,  TEXAS 
JONES,  CLAUDE  W. ,  BELOIT,  WISCONSIN 
JONES,  DAN,  DETROIT,  MICHIGAN 
JONES,  DAN  LOWREY,  MEMPHIS,  TENNESSEE 
JONES,  DARRELL  LEE,  ARANSAS  PASS,  TEXAS 
JONES,  DAVID  E.,  ROME,  GEORGIA 
JONES,  DAVID  FRANKLIN,  WEST  MEMPHIS,  ARKANSAS 
JONES,  DEWEY  L.,  ALEXANDER  CITY,  ALABAMA 
JONES,  DONNA  GAIL,  NEW  YORK,  NEW  YORK 

EARL  RICHARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
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JONES,  EDWARD  -  JUSTICE,  ROBERT  HAYNE 
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EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

EDWARD  WHITE,  RALEIGH,  NORTH  CAROLINA 

ELHOOD  W,  GLYNCO,  GEORGIA 

EUGENE,  BURLINGTON,  NORTH  CAROLINA 

FRANK  ANDERSON   III,  RICHFIELD,  OHIO 

FREDERICK  WILLI  am!  WINSTON-SALEM,  NORTH  CAROLINA 

GEORGE  H.,  SURFSIOE,  FLORIDA 

GIDEON,  PRETORIA,  SOUTH  AFRICA 

IRISH,  MEMPHIS,  TENNESSEE 

J   THOMAS,  ROCHESTER,  NEW  YORK 

James  ^0^?^!^^  of  Columbia 
james  f.,  atlanta,  georgia 
james  lewis,  shelby,  alabama 

JAMES  WALTER,  FORT  VALLEY,  GEORGIA 

JAN  S,  SEASIDE,  OREGON 

JAN  WILSON,  STAFFORD,  TEXAS 

JAY  MELVYN,  OPELIKA,  ALABAMA 

JIMMIE  MONROE,  KEY  WEST   FLORIDA 

JOHN  FREDERICK,  JACKSONVILLE,  FLORIDA 

JOHN  L,  VESTAL,  NEW  YORK 

JOHN  0,  CHAMPAIGN,  ILLINOIS 

JOHN  PAUL,  HAMPTON,  VIRGINIA 

JOHN  THOMAS,  SACRAMENTO,  CALIFORNIA 

JOHN  W,  KNOXVILLE,  TENNESSEE 

JON  F,  SEOUL,  KOREA 

KEITH  EUGENE,  MONTCLAIR,  CALIFORNIA 

KEITH  L.,  PORTLAND,  OREGON 

KENNETH  A.,  NEW  YORK,  NEW  YORK 

KENNETH  D,  JANESVILLE,  WISCONSIN 

KENNETH  RAY,  ODESSA,  TEXAS 

KENNETH  STEVEN,  CINCINNATI,  OHIO 

LARRY  MICHAEL, 'FORT  MITCHELL  KENTUCKY 

LEON  EDWARD,  JR,  LOUISVILLE,  KENTUCKY 

LEONARD  D,  JR,  TITUSVILLE,  FLORIDA 

LEONARD  R,  CHARLOTTE,  NORTH  CAROLINA 

I  FSLIE  C.  ORANGE,  TEXAS 

LESLIE  ROLAND,  HARRISBURG,  PENNSYLVANIA 

LESTER  RAYMOND,  NORFOLK,  VIRGINIA 

LEWIS  E,  SAN  DIEGO,  CALIFORNIA 

LEWIS,  III,  SALUDA,  VIRGINIA 

LYNN  LOUISE,  TULSA,  OKLAHOMA 

MALCOLM  S,  JR,  BRATTLEBORO,  VERMONT 

MARK  ALAN   PHILADELPHIA   PENNSYLVANIA 

MAURICE  ELLDON,  SAN  JOSE,  CALIFORNIA 

MICHAEL  L,  BLACKSBURG,  VIRGINIA 

MICHAEL  ROBERT,  CINCINNATI,  OHIO 

MICHAEL  STEVEN,  ROME,  GEORGIA 

MILTON  S.,  MEMPHIS,  TENNESSEE 

NANrY  SUZANNE.  HILLSBORO,  OREGON 

NOEL  E   WASHINGTON,  DISTRICT  OF  COLUMBIA 

OLIVER  UPTHEGROVE,  CHICAGO,  ILLINOIS 

PATRICK  LEE,  PORT  ORCHARD,  WASHINGTON 

PETER  LINDEN,  CHESHIRE,  ENGLAND 

PETER  HHEELOCK,  GAITHERSBURG,  MARYLAND 

S  LloNS'jrSMITHFIELD,  NORTH  CAROLINA 

RICHARD  C,  AUGUSTA,  MAINE 

SlCHARD  J.   BRATTLEBORO,  VERMONT 

RICHARD  LEE,  SR,  VICTORIA,  TEXAS 

ROBERT  ALAN,  OKLAHOMA  CITY,  OKLAHOMA 

ROBERT  ALLEN,  ALBANY,  NEW  YORK 

ROBERT  B,  LITTLE  ROCK,  ARKANSAS 

ROBERT  DAVID,  ELMHURST,  ILLINOIS 

ROBERT  DAVID,  LOUISVILLE   KENTUCKY 

ROBERT  GENE,  NORTHBROOK,  ILLINOIS 

ROBERT  GERARD,  GREAT  FALLS,  MONTANA 

ROBERT  J.,  NEW  YORK,  NEW  YORK 

ROBERT  K,  MANSFIELD,  MASSACHUSETTS 

ROBERT  K.,  OBERLIN,  OHIO 

ROBERT  L,  CHARLESTON,  WEST  VIRGINIA 

ROBERT  LEON,  WOODLAND,  CALIFORNIA 

ROBERT  [INDSAY,  SAN  DIEGO,  CALIFORNIA 

ROBERT  LOUIS,  III,  DELAND,  FLORIDA 

ROLAND  JOHN,  ST  HELIER,  CHANNEL  ISLANDS 

RONALD  A.,  COLUMBUS,  GEORGIA 

RONALD  LEONARD,  LOS  ALTOS,  CALIFORNIA 

RONALD  WAYNE,  POPLAR  BLUFF,  MISSOURI 

SEYMOUR  ANTHONY,  NEW  YORK,  NEW  YORK 

SHELIA  CARTER,  DALLAS,  TEXAS 

STANLEY  WAYNE,  RIVERBANK,  CALIFORNIA 

STEPHEN  CHARLES,  POCATELLO,  IDAHO 

TERENCE  FRANK,  AURORA,  COLORADO 

TERRY  FORREST,  PORTLAND,  OREGON 

THOMAS  C  WASHINGTON,  DISTRICT  OF  COLUMBIA 

THOHaI  DOTSON  CHARLOTTE  COURTHOUSE,  VIRGINIA 

THOMAS  J.,  BEAUMONT,  TEXAS 

THOMAS  LASTER,  CRANE,  TEXAS 

THOMAS  M?CHAEL,  CRESTWOOD .MISSOURI 

THOMAS  R.,  MINNEAPOLIS,  MINNESOTA 

TIMOTHY  GLENN,  TULSA,  OKLAHOMA 

TIMOTHY  R,  CINCINNATI,  OHIO 

TOM,  BENHAM,  KENTUCKY 

TREVOR  C,  RICHMOND,  TEXAS 

VERNON  L.,  VIENNA,  VIRGINIA 

VTfTOR  E    RIVERSIDE,  CALIFORNIA 

victSrian' edward;  jr!  Natchitoches,  Louisiana 

W  BARNETT,  PONTIAC,  MICHIGAN 
HARREN  G.,  GUNTERSVILLE,  ALABAMA 
WAYMOND  LAMAR,  LAKE  CHARLES,  LOUISIANA 
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WAYNE  DOLAN,  SAN  DIEGO,  CALIFORNIA 
WILLIAM  ANTHONY,  BATESVILLE,  MISSISSIPPI 
WILLIAM  BRUCE,  IDAHO  FALLS,  IDAHO 
WILLIAM  H.,  NEW  CANAAN,  CONNECTICUT 
WILLIAM  H.   JR.,  ST.  LOUIS,  MISSOURI 
WILLIAM  M,  JACKSON,  MISSISSIPPI 
WILLIAM  MICHAEL,  SAN  ANGELO,  TEXAS 
WILLIAM  P,  MARIETTA,  GEORGIA 

K«  "K  !&rS.&S""5sT.ICT  Of  COLUMBU 

ANDREW,  BEND,  OREGON 

BBRIAN  K^T^WASHI^oT  DISTRICT  OF  COLUMBIA 

CHARLES  RALPH,  JR,  HAMPTON,  VIRGINIA 

E  DANIEL,  BIRMINGHAM,  ALABAMA 

GARY  DEAN,  ELGIN  AFB,  FLORIDA 

J  W.,  SAN  DIEGO,  CALIFORNIA 

JAMES  EDWARD,  AUSTIN,  TEXAS 

JOHN  WILLIAM,  DARIEN,  CONNECTICUT 

JOSEPH  M,  BOSTON,  MASSACHUSETTS 

LOUIS  WILL ARD,  JR,  CARLSBAD,  NEW  MEXICO 

MICHAEL  COYNE,  WYOMING,  PENNSYLVANIA 

michael  edward,  sherwood,  oregon 
patrick  joseph,  detroit,  michigan 
ray  edward,  long  beach,  california 
Robert  allen,  daly  city,  California 
robert  e.,  denver,  colorado 

RONALD  R.   WHITE  PLAINS   NEW  YORK 

SAMUEL  LEE,  CARBONDALE,  ILLINOIS 

TRUETT,  EDINBURG,  TEXAS  tnT^nuk 

WALTER  P.,  JR.,  KINGMAN,  ARIZONA 
"lORGFNSON   JAMES  ALBERT,  DES  MOINES,  IOWA 
jK!™,  RICHARD  A,  SPOKANE  WASHINGTON 

iosfph  evander  james,  roseau,  dominica 
Joseph  james  ralph,  hazleton,  Pennsylvania 

JOSEPHSON   RICHARD  J.,  MADISON,  WISCONSIN 
JOSEY  JAMES  DOUGLAS,  MILLEDGEVILLE,  GEORGIA 

IOSEY  LLOYD  JAMES,  JR,  PENSACOLA,  FLORIDA 
JOSLIN  DOUGLAS  N,  RH  NELANDER,  WISCONSIN 
JOSL IN   LOREN  E.,  SAN  DIEGO,  CALIFORNIA 
JOSLYN  ALLAN  LEROY,  LA  MESA,  CALIFORNIA 
JOSWIAK  DAVID  EDMUND,  MARSHALLTOWN,  IOWA 

lOSW  AK  SCOTT  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JouSrY  MONT ERO,  ROBERTO  ANTONIO,  PANAMA  CITY,  PANAMA 

j°OURDAN'  KImIth'rOBERT;  SACRAMENTO,  CALIFORNIA 
jSy  ADRIAN  L.   PRINCE  FREDERICK,  MARYLAND 
JOY!  MARCEL  L,  AURORA,  ILLINOIS 
JOYCE,  JEROME  M.,  CLEVELAND,  OHIO 
JOYCE  JOHN  K.,  CLEVELAND,  OHIO 
inYCF   JUSTIN  MARTIN,  SUGAR  LAND,  TEXAS 
JOYCE  KEVIN  PATRICK   INDIANAPOLIS,  INDIANA 

Joyce',  martiY  joseph',  yaphank  new  york 

JOYCE  PATRICK  J,    MCHENRY,    ILLINOIS 

JOYCE  RICHARD  J,    CHICAGO,    ILLINOIS 

invrt  Stfphfn  A        PITTSBURGH,    PENNSYLVANIA 

IOYc1'  vInCEN?  WILLIAM     JR.    CHAMBERSBURG,    PENNSYLVANIA 

JOYCI:  HILLIAM  ^1    PITTS  URGH     PENNSYLVANIA 

JOINER'    PHILIP  HO?M        'JR°LD  "aTUR  VoRG^" 
JOINER;    RAYMONDHE.M  TARBO b     NORTH  CAROLINA 

TAN'    MINGSKuK-Ta£  «  SKLI?Wi3F 

^"Wrt'    A   UNTlfcit^TEW  JERSEY 
U K  5    '.    COS  JOHN    'X   PALOS  HEIGHT; j,    ILLINOIS 
limn      ERIC  GREGORY,    PLEASANT   HILLS,    PENNSYLVANIA 
JuS    GR^DY  CURTIS',    JR,    BARTOW      FLORIDA 

JUD-J"    M?HCHAJEL'DJAvSNNiw  5     TESTER,    CANADA 
»  JudGE,MFRAnIiSPAUl',    CARBONDALE      PENNSYLVANIA 
JUDKINS,    EDWIN  HAIWOOD,    OCALA      FLORIDA 

.  SVaK  SP'    RN°OR ™  LIT      E^K     ARKANSAS 
'      U LARBAL     GEORGE-ANACTA     MANILA     PHILIPPINES 

JULr^URtirArAN^O^^ON^Sl^^"5^ 

,  SlutTc^rl'h^^ 
jS'  ?SeJlS    'io    TaGmich1CganGAN 

JUNG  Ng!  DAVID  ROBERT,  BUTLER   PENNSYLVANIA 
It     IUNKIN  JAMES  H,  TUSCALOOSA,  ALABAMA 
I     mNTUNFN  OSCAR  F.,  CARLTON,  MINNESOTA 

*  JuScZEWSKY0SLARRY  LEO,  OKLAHOMA  CITY  OKLAHOMA 
niBFrFK   JOHN  MICHAEL,  ROSWELL,  NEW  MEX1L0 

tt   JURIGA  LAURENCE  R,  NORTH  MIAMI,  FLORIDA 
lllRTS   EVANS  ENGELOS,  GILFORD,  NEW  HAMPSHIRE 
JUROVICH  JOHN  PETER   EPHRATA,  WASHINGTON 
tt   JURRAS  MAX  FOSTER,  MONTPELIER,  VERMONT 

*  IURSS  MELVIN  0.,  RIPON,  WISCONSIN 
t  JUSINOROSARIO,  ONOFRE   SAN  JUAN  PUERTO  RICO 

JUSTICE,  ARLEN,  ALEXANDRIA  VIRGINIA 

HAROLD  L.,  LOS  ANGELES,  CALII-0KN1A 
JAMES  G,  PIKEVILLE  KENTUCKY 
KERMIT  E,  CENTRALIA,  ILLINOIS 
RICHARD  A,  CHESAPEAKE,  VIRGINIA 
ROBERT  WAYNE,  RICHMOND,  VIRGINIA 
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JUSTUS,  MEARL  J  -  KEEHNE,  JAMES  ROBERT 
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JUSTUS,  MEARL  J,  BELLEVILLE,  ILLINOIS 
JUTTE,  JOHN  D,  DAVENPORT,  IOHA 
JHANOHSKI,  PAUL  NICHOLAS,  FORT  NORTH,  TEXAS 
1   KAAKE,  EDHARD  J.,  ESSEXVILLE,  MICHIGAN 
KACZMAREK,  PETER  J.,  BAY  CITY,  MICHIGAN 
KADOURA,  MICHAEL,  INKSTER,  MICHIGAN 
KADOUS,  MOHAMED  ASHRAF  IBRAHIM,  CAIRO,  EGYPT 
KADOHAKI,  MASATO,  TOKYO,  JAPAN 
KAFKA,  RICHARD  JOHN,  NEW  YORK,  NEW  YORK 
KAGA,  TSUYOSHI,  TOKYO,  JAPAN 
KAGEYAMA,  SATOSHI ,  TOKYO,  JAPAN 
'  KAHOE,  ARTHUR  JOSEPH,  III,  BATON  ROUGE,  LOUISIANA 
KAI,  MITSUAKI,  TOKYO,  JAPAN 
KAISER,  KENNETH  E. ,  DEKALB,  ILLINOIS 
KAISER,  NICHOLAS  FRANCIS,  TROY,  NEW  YORK 
KAISER,  ROBERT  M,  LAUREL,  MARYLAND 
KAJIHIRO,  DAVE  MASAJI,  HONOLULU,  HAWAII 
KAJIYAMA,  GLEN  RICHARD,  HONOLULU,  HAWAII 
KAKAIO,  STEVEN  W. ,  WAILUKU,  MAUI,  HAWAII 
KALAR,  BARRY  DOUGLAS,  WILLITS,  CALIFORNIA 
KALAR,  LONNIE  C. ,  KENAI,  ALASKA 

&4Y;i5Y'  .^0HN  LAWRENCE,  WARRENSVILLE  HEIGHTS,  OHIO 
^Rc^{cr2SE^U^HT0N'  PHILADELPHIA,  PENNSYLVANIA 
KALBFLEISCH,  JACK  C,  BIRMINGHAM,  MICHIGAN 
KALINOWSKI,  CARL  M,  ERIE,  PENNSYLVANIA 
KALINOWSKI,  JAMES  THADDEUS,  HOUSTON,  TEXAS 
KALIVODA,  JOSEPH  A,  MILWAUKEE,  WISCONSIN 
KALLAB,  RAMZI,  TRIPOLI,  LEBANON 
KALLMAYER,  FREDERICK,  CHAMPAIGN,  ILLINOIS 
KALM,  RICHARD  STEVEN,  MT  CLEMENS,  MICHIGAN 
KALMUS,  RALPH  F.,  FORESTVILLE,  MARYLAND 
KALSOW,  LUKE  SETH,  FARGO,  NORTH  DAKOTA 
KALSTABAKKEN,  GARY  DEAN,  ROSEMOUNT,  MINNESOTA 
KALUSNIAK,  JOHN  JASON,  HILLSDALE,  MICHIGAN 
KALUTA,  ROMAN  WILLIAM,  ALEXANDRIA,  VIRGINIA 
KALWARA,  STEVEN  SANFORD,  JUNEAU,  ALASKA 
KALWAT,  DONALD  W,  BRISTOL,  CONNECTICUT 
KAMEL,  AHMED  AHMED,  CAIRO,  EGYPT 
KAMEL,  RAAFAT,  CAIRO,  EGYPT 
KAMINSKI,  FRANK  J,  EVANSTON,  ILLINOIS 
KAM,JNSKY,  ALBERT  F.  ,  CLEVELAND  HEIGHTS,  OHIO 
KAMINSKY,  GEORGE  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
KH£I£«  KEITH  TAKESHI.  HONOLULU,  HAWAII 
2AM£^'  WILLIAM  HENRY,  TOWSON,  MARYLAND 
KAMMERDENER,  CHARLES  STEPHEN,  NEW  YORK,  NEW  YORK 
KAMMERER,  CAROL  SUE,  CARBONDALE,  ILLINOIS 

^AuSE?uELk;,  «2H?  LER0Y'  F0RT  C0LLINS,  COLORADO 

KAMPSEN,  RALPH  B. ,  COVINGTON,  KENTUCKY 

KAN,  DOLORES  ANNA,  OAKLAND,  CALIFORNIA 

KAN,  KAM  TONG,  HONG  KONG,  HONG  KONG 

KANAGY,  WARREN  H. ,  NATIONAL  CITY,  CALIFORNIA 

KANAI,  BESURE  FISCHER,  KOROR,  FEDERATED  STATES  OF  MICRO 

KANCHANAWAT,  BANRUNG,  BANGKOK,  THAILAND 

KANCHANAWAT,  NIYOM,  BANGKOK,  THAILAND 

KANDIAPPAN,  MUNIANDY,  KUALA  LUMPUR,  MALAYSIA 

KANE,  ANDREW,  SR,  WHITERIVER,  ARIZONA 

KANE,  CHARLES,  SAN  LEANDRO,  CALIFORNIA 

DAVID  JOHN,  MILWAUKEE,  WISCONSIN 

EDWARD  ANTHONY,  MOUNT  OLIVE,  NEW  JERSEY 
.  EDWARD  J,  JOHNSTOWN,  NEW  YORK 
*»NE'  J,^U   ALLEN>  RE°STONE  ARSENAL,  ALABAMA 
KANE,  JAMES  .1.,  BRISTOL,  CONNECTICUT 

MARTIN  J.,  WARREN,  NEW  JERSEY 

RICHARD,  EXETER,  NEW  HAMPSHIRE 

ROBERT  BRUCE,  STANWOOD,  WASHINGTON 

ROBERT  E.,  TROY,  NEW  YORK 
,  SEAN  KEVIN,  LOS  ANGELES,  CALIFORNIA 
KANEKO,  JUN,  TOKYO,  JAPAN 

EA2rKOri»52Bf?LK-'  VANCOUVER(  WASHINGTON 

KANG,  CHANG-SEAK,  SEOUL,  KOREA 

KANG,  IL-SEUK,  SEOUL,  KOREA 

KANGARA,  CHAMUNORWA  ERNEST,  MUTARE,  ZIMBABWE 

KANGAS,  RAYMOND  ROBERT,  FORT  BELVOIR,  VIRGINIA 

£AN.Ju«SKJ:orAMES  "CHARD,  FORT  WASHINGTON,  PENNSYLVANIA 

KANIHO,  KAREN  LEA  LINDSAY,  HONOLULU,  HAWAII 

ka!KA' uJMl   J0HN'  MARINETTE,  HlfcoNSIN 
KANJANA,  NARONG,  BANGKOK,  THAILAND 
KANN,  BURTON  L.,  CHICAGO,  ILLINOIS 
KANNADY,  HOWARD  DALE,  OLATHE,  KANSAS 
£ANJ!!ER'  MICHAEL,  CAMDEN,  NEW  JERSEY 
£ANJ??A  STANLEY  SHERON,  ANAHEIM,  CALIFORNIA 
KANZLER,  CHERYL  ANN,  PORTLAND,  OREGON 
KAO,  YUAN-HSING,  TAIPEI,  REPUBLIC  OF  CHINA 
£«dE}ANSKoA  DENNIS  GERALD,  LANSING,  MICHIGAN 
£An^nA'  BERNARD  FRANCIS,  COLLEGE  STATION,  TEXAS 
KAPPERS,  DANIEL  HAROLD,  VIRGINIA  BEACH  VIRGINIA 
KAPRAL,  GREGORY  GERARD,  CARLISLE  BARRACKS   PFNkKvi  vauta 
KARABAS,  WILLIAM  G,  BRENTWOOD,  MISSOURI   '  PENNSYLVANIA 
*AR.AKA.A„HAR0LD  EDWARD,  SOUTH  SCHROON,  NEW  YORK 
KAp^TMoJS'r^N,iIALI0S'  WETHERSFIELD,  CONNECTICUT 
KARAvI^Y|'t^ARIUt^{„S0UIH  CHARLESTON/WEST  VIRGINIA 
^ARAvt*cILJt^,A^I0S'  THESSALONIKI,  GREECE 
?ARAYJAS,..STELI0S  G'  NICOSIA,  CYPRUS 
KARBACK,  WILLIAM  STEPHEN,  BUNNELL,  FLORIDA 

KA2r2?MKIiAunANLEY  P,ETER'  N0RTH  BRUNSWICK,  NEW  JERSEY 

£ARC.HJ,N'  SAMUE-L  B,  NEW  YORK,  NEW  YORK 

KARCICH,  MARIO  LOUIS,  WEST  NEW  YORK,  NEW  JERSEY 

KARCZEWSKI,  EUGENE  S,  CHICAGO,  ILLINOIS 

KARDAUSKAS,  EDMUND  GEORGE,  WHITE  PLAINS   NFW  YORK 

KARFONTA,  JOHN  JOSEPH,  MILWAUKEE,  WISCONSIN 
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KARINSHAK,  JOHN  STEPHEN,  ARLINGTON,  VIRGINIA 
tt   KARK,  JOHN  G.,  COLUMBUS,  OHIO 

KARLIN,  MICHAEL  MARTIN,  LEWISTON,  IDAHO 

KARNES,  JAMES  A,  COLUMBUS,  OHIO 

KARNES,  MICHAEL  STUART,  ROCHESTER,  NEW  YORK 

KARNES,  THOMAS  EDMUND,  LINCOLN  PARK,  MICHIGAN 
<t   KARR,  JOSEPH  M,  SAN  BERNARDINO,  CALIFORNIA 
i   KARR,  WILLIAM  GLENN,  ST  PETERSBURG,  FLORIDA 

KARST,  JOSEPH  P.,  JR.,  KIRTLAND  AFB,  NEW  MEXICO 

KARSTED,  KEITH  EDWARD,  METAMORA,  ILLINOIS 

KASCH,  GEORGE  R.,  SPRINGFIELD,  ILLINOIS 

KASEM,  GALAL  AHMED,  CAIRO,  EGYPT 

KASH,  REIS  R.,  KANSAS  CITY,  MISSOURI 

,  £Ac^EJA*  .E,DWARD  "••  JR-'  S0UTH  WINDSOR,  CONNECTICUT 
t   KASLICK,  WILLIAM  F.,  ST.  LOUIS,  MISSOURI 
t   KASMARCIK,  WALTER,  NORWICH,  NEW  YORK 

KASPAR,  JOHN  FRANK,  VICTORIA,  TEXAS 

KASPAR,  LINDA  MARIE,  CLEVELAND,  OHIO 

KASPAREK,  DENNIS  LEE,  PASCO,  WASHINGTON 
'  KASSIM  ALI  BIN,,  KUALA  LUMPUR,  MALAYSIA 

KASTANIS,  GEORGE  N,  ATHENS,  GREECE 

KASTEN,  DARIN  KEITH,  PALOS  VERDES  ESTATES,  CALIFORNIA 
'  KASTEN,  FRANK  M. ,  BLUE  ISLAND,  ILLINOIS 

KASTLER,  VILIAM,  BRATISLAVA,  SLOVAKIA 

KASZUBSKI,  WALTER  JOSEPH,  ORLAND  PARK,  ILLINOIS 

KATES,  GUY  G,  ROCKLEDGE,  PENNSYLVANIA 

KATES,  ROBERT  DAVID,  SAULT  ST  MARIE,  CANADA 

KATES,  WILLIAM  H. ,  STOCKTON,  CALIFORNIA 

KATHMAN,  THOMAS  E,  FLORENCE,  KENTUCKY 

KATSARAS,  ATHANASI,  THESSOLONIKI ,  GREECE 

KATSERES,  GEORGE  WILLIAM,  ST.  PAUL,  MINNESOTA 

KATTAS,  ROBERT  JOSEPH,  CEDAR  GROVE,  NEW  JERSEY 

KATZ,  HERBERT,  SALT  LAKE  CITY,  UTAH 

^A}7MAuTEiN6»rbFRED  HJCH0LAS-  SANTA  BARBARA,  CALIFORNIA 
KATZMAN,  MARVIN  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KAUCHER,  TERRELL  G. ,  IONE,  CALIFORNIA       ""-UMBlA 
KAUER,  ROBERT  LORIN,  NOME,  ALASKA 

?AMFFnAN'  ^ER?ERT  JERRY-  SR-  WARREN,  MICHIGAN 
KAUFFMAN,  JENIFER  LEE,  SAN  BERNARDINO,  CALIFORNIA 
KAUFFMAN,  KENNETH  ROSS,  REDONDO  BEACH  CALIFORNIA 
KAUFMAN,  WILLIAM  RICHARD,  SOLDOTNA,  ALASKA 
KAUFMANN,  STEPHEN  C.  ,  MAPLEWOOD,  NEW  JERSEY 
KAUI,  WILLIAM  K.,  LIHUE,  KAUAI,  HAWAII 
KAUPP,  STEPHEN  L,  CHINA  LAKE,  CALIFORNIA 

KAV,Ah:J"!ILL.IAM  GERARD-  JR.  WASHINGTON,  DISTRICT  OF  COLU 

KAVANAGH,  JOHN  JAMES,  JR,  NEW  YORK,  NEW  YORK 

KAVANAUGH,  DUANE  THOMAS,  BEDMINSTER,  NEW  JERSEY 

KAVANAUGH,  JAMES  DIGBY,  RUSTON,  LOUISIANA 

KAVANEY,  JEROME  H,  APPLETON,  WISCONSIN 

KAWASAKI,  HAROLD  M,  HONOLULU,  HAWAII 

KAY   FOREST  EARL,  JR,  PHILADELPHIA,  PENNSYLVANIA 

KAY,  JAY  DEE,  MARION,  INDIANA 

KAY,  WALTER  F.,  RICHMOND,  VIRGINIA 

KAYASHIMA,  MITSUHO,  TOKYO,  JAPAN 

KAYASTHA,  BIJAY  LAL,  KATHMANDU,  NEPAL 

KA£,ENSH'  ERNEST  THEODORE,  LINCOLN  PARK,  MICHIGAN 

KAZLAUSKAS,  JOHN  M. ,  OWENSBORO,  KENTUCKY 

KAZMIERSKI,  RONALD  A.,  SR.,  TOLEDO,  OHIO 

KAZMIR,  RICHARD  G,  CLEVELAND,  OHIO 

KAZY  GAREY,  DANIEL  LIONEL,  HARVARD,  ILLINOIS 

KEADLE,  HOMER  H,  JR,  ATLANTA,  GEORGIA 

KEALA,  FRANCIS  A,  HONOLULU,  HAWAII 

KEAN,  ROBERT  BERRY,  COLORADO  SPRINGS,  COLORADO 

KEAN,  WILLIAM  J.,  HARRISONBURG,  VIRGINIA 
KEANE,  JAMES  F.,  SANTA  MONICA,  CALIFORNIA 
KEANE,  JAMES  THOMAS,  METUCHEN,  NEW  JERSEY 
KEANE,  MICHAEL  JOSEPH,  FORT  LAUDERDALE,  FLORIDA 
KEARIN,  JOHN  JOSEPH,  HERMOSA  BEACH,  CALIFORNIA 
KEARNEY,  LEONARD  H.,  EUGENE,  OREGON 
KEARNEY,  RICHARD  JAMES,  CHICAGO,  ILLINOIS 
KEARNEY,  THOMAS  FRANCIS,  KANSAS  CITY,  MISSOURI 
KEARNS,  JOHN  P.,  SACRAMENTO,  CALIFORNIA 
KEARNS,  WILLIAM  FESTUS,  JR,  PORTLAND,  MAINE 
KEARNS,  WILLIAM  L.,  BRIGHTON,  COLORADO 
KEARY,  JAMES  L,  MADISON  HEIGHTS,  MICHIGAN 
£rATE,.S;->  R0BERT  L,  CLIFTON  HEIGHTS,  PENNSYLVANIA 
KEATHLEY,  JAMES  MICHAEL,  CONROE,  TEXAS 
KEATING,  CLETUS  WILLIAM,  IOWA  CITY,  IOWA 
KEATING,  JAMES  EDWARD,  ARVADA,  COLORADO 
KEATING,  JAMES  M. ,  SHARON,  MASSACHUSETTS 
KEATON,  ROGER  ALLEN,  GAULEY  BRIDGE,  WEST  VIRGINIA 
KEAUSYANANDA  ANANDA, ,  BANGKOK,  THAILAND 
KEBACH,  ROLLAND,  PIERRE,  SOUTH  DAKOTA 
KEBER,  KENNETH  EARL,  FAIRBANKS,  ALASKA 
5E5S5;  PHILIP  ARTHUR,  AUCKLAND,  NEW  ZEALAND 
KECHTER,  RAYMOND  R. ,  GOLDEN,  COLORADO 
KECK,  ERNEST  ARTHUR,  TEXARKANA,  ARKANSAS 
KECK,  JIMMY  WAYNE,  DETROIT,  MICHIGAN 
5^!5.VWILLIAM>  JR'  EAST  BRUNSWICK,  NEW  JERSEY 
KECKLER,  RICHARD  S,  BEMIDJI,  MINNESOTA 
KEEBLE,  LEROY,  LAURENS,  SOUTH  CAROLINA 
KEEFE,  CHARLES  J.,  JR.,  CANTON,  CONNECTICUT 

KEVIN  DAVID,  HOPEWELL  JUNCTION,  NEW  YORK 
MICHAEL  LESTER,  DES  MOINES,  IOWA 
TERRY  MICHAEL,  WEST  VALLEY  CITY,  UTAH 
.  TIMOTHY  DAVID,  SAN  PABLO,  CALIFORNIA 
KEEGAN,  DAVID  T.,  LITTLE  ROCK,  ARKANSAS 
KEEGAN,  DENNIS  EDWARD,  CAMDEN,  NEW  JERSEY 
SrrS^'  KEVIN  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KEEHNE,  JAMES  ROBERT,  GUNNISON,  COLORADO 
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KEELEY.  HILLIAM  CHARLES  -  KEOUGH,  THOMAS  E 
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KFFI FY   HILLIAM  CHARLES,  ALBANY,  NEW  YORK 
K  EL IMG,  CLI  FORD  LLOYD  TOPSFIELD,  MASSACHUSETTS 
KEELING   HILLIAM  PAUL,  PADUCAH,  KENTUCKY 
KEELTY   MICHAEL  JOSEPH,  SYDNEY,  AUSTRALIA 
KEELY   CHESTER  MARTIN,  MOUNTAIN  BROOK,  ALABAMA 
KEEN   BOBBY  R,  HEST  MEMPHIS,  ARKANSAS 
KEEN   VERNON  LEE,  ARCADIA,  FLORIDA 
KEENAN,  CLYDE  WILLIAM,  MEMPHIS,  TENNESSEE 
KEENAN   JOHN  L.,  NEW  YORK,  NEW  YORK 
KEENAN,  VERNON  M,  JR.  ATLANTA,  GEORGIA 
KEENE   BENTON  M,  JR,  NORTON,  MASSACHUSETTS 
KEENE   JOHN  LLOYD,   NDEPENDENCE,  KENTUCKY 
KEENE   ROGER  H.  ,  FORT  ATKINSON,  WISCONSIN 
KEENEY,  DALE  CLENNON,  AMARILLO,  TEXAS 
KFFNFY   JOSEPH  NEW  YORK,  NEW  YORK 
KEENUm!  CHARLES  LESLIE,  CLARKSDALE,  MISSISSIPPI 
KEEP   ARCHIE  L,  EUGENE,  OREGON 
KEES   TIMOTHY  FRANCIS,  ALLIANCE,  NEBRASKA 
kIIIhan   EDwIrD  JAMES !  JR,  NEW  YORK  NEW  YORK 
KEESLING,  BRUCE  RICHARD,  MIRAMAR,  FLORIDA 
KEESLING   JAMES  F,  KINGSPORT,  TENNESSEE 
KFFTER   CLIFFORD  K. ,  OGDEN,  UTAH 
KEETON   CHESTER,  BATTLE  CREEK,  MICHIGAN 
KEEVILL   RICHARD  STEPHEN,  ARLINGTON,  VIRGINIA 
KEHELEY   TOMMY  L. ,  MARIETTA,  GEORGIA 
KEHL   GEORGE  GREGORY,  FISHERS,  INDIANA 
KEHOE   DONALD  JOSEPH,  WATERLOO,  IOWA 
KEHOE  FRANCIS  CHARLES,  JR,  CHICAGO  ILLINOIS 
KEHOE   PATRICIA  ANN,  NEW  YORK,  NEW  YORK 
KEHR   FRANK  F.,  LYNBROOK,  NEW  YORK 
KEINARD,  JAMES  MILTON,  ATLANTA,  GEORGIA 
KEITEL   VICTOR  0.,  SHEBOYGAN,  WISCONSIN 
KEITH,  ARDEN  F.,  WOODLAND,  CALIFORNIA 
DONALD  GENE,  RAYTOWN,  MISSOURI 
DONALD  VINCENT,  HATTIESBURG,  MISSISSIPPI 
JIM  W,  AMARILLO,  TEXAS 
MICHAEL  LEE,  URBANA,  OHIO 
PHILLIP  E,  KNOXVILLE,  TENNESSEE 
ROBERT  LEE,  ORANGEBURG,  SOUTH  CAROLINA 
KELCHNER   JEFFREY'CHARLES  OCEAN  CITY .MARYLAND 
KELEPECZ,  BETTY  PATRICE,  LOS  ANGELES,  CALIFORNIA 
KFI  TNSKE  MONROE  LEE,  JR,  WACO,  TEXAS 
KELLAR   JOHN  A,  JR,  SACRAMENTO,  CALIFORNIA 
KELLEBREW,  IDA  LIN,  NEW  YORK,  NEW  YORK 
KELLEHER,  JOHN  J,  ARLINGTON,  VIRGINIA 
KELLER  DANIEL  P  ,  LOUISVILLE,  KENTUCKY 
EDGAR  FARR,  ANTIOCH,  CALIFORNIA 
HENRY  EDWARD,  NEW  CANAAN,  CONNECTICUT 
JEFFREY  ALAN,  UNIVERSITY  CITY,  MISSOURI 
JERRY  RAY,  LAS  VEGAS,  NEVADA 
LEONARD  PAUL,  GALENA,  OHIO 
MICHAEL  ALAN,  WEBSTER,  TEXAS 
MICHAEL  HENRY,  PORT  WASHINGTON,  WISCONSIN 

DaKaHMICHa1l;  OLD^ORCHARD  BEACH  MAINE 
DENNIS  PATRICK,  VESTAL,  NEW  YORK 
DOYLE  H.,  SANTA  PAULA,  CALIFORNIA 
GARY  R,  JONESBORO,  GEORGIA 
JOHN  CECIL,  NEW  BRIGHTON,  MINNESOTA 
JOSEPH  M,  JR,  DOUGLASVILLE,  GEORGIA 
KEITH  ALLEN,  DALLAS,  TEXAS 
LLOYD  EARL,  HOUSTON,  TEXAS 
MICHAEL  LEE.  WESLACO,  TEXAS 
MICHAEL  TERRENCE,  INDIANAPOLIS,  INDIANA 
OTTIS  V.,  ST.  JOSEPH,  MICHIGAN 
RENE  HJULMAR,  DURHAM,  NEW  HAMPSHIRE 
ROBERT  ALAN,  OXNARD,  CALIFORNIA 
ROBERT  EDWARD,  BROCKTON,  MASSACHUSETTS 
ROBERT  J,  FORT  WORTH,  TEXAS 
ROBERT  L   JR,  STONE  MOUNTAIN,  GEORGIA 
ROLAND  r!,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RONALD  L.,  OLYMPIA,  WASHINGTON 
ROYAL  HOBART,  ABILENE,  TEXAS 
STANLEY  JOE,  DAHLONEGER,  GEORGIA 
TERRI  LEE,  TEMPLE,  TEXAS 
isn  "a   KFLLEY*  WILLIAM  EDWARD,  BOSTON,  MASSACHUSETTS 
l§2   v\\ i  ihfr   FRANCIS  J   HARTFORD,  CONNECTICUT 

KELL  HER',  PAUL  JOSEPH,  BROOKLINE,  MASSACHUSETTS 
KELLOGG,  GENE  R.,  CARLSBAD,  CALIFORNIA 
kfiiiim  JOHN  C   BELLEVUE,  WASHINGTON 
KELLY%ERNAROiNE  WEAVER   NEW  ORLEANS   LOUISIANA 
BRIAN  ROBERT,  DOVER,  NEW  JERSEY 
BRIAN  WILLIAM  HARTFORD,  CONNECTICUT 
BRUCE  CURTISV' HUNTINGTON  BEACH,  CALIFORNIA 
BURGER  REED,  FINCASTLE,  VIRGINIA 
CECIL,  ABINGDON,  VIRGINIA 
CHARLES  D.,  BEAUMONT,  TEXAS 
DAVID  RAYMOND,  NEWPORT,  RHODE  ISLAND 
FRANCIS  HILLIAM,  PAOLA,  KANSAS 
FRED  R,  LEXINGTON,  KENTUCKY 
GEORGE  JR,  HAYHARD,  CALIFORNIA 
GEORGE  T.,  JR.,  NEOSHO,  MISSOURI 
HAROLD  F.,  SYRACUSE,  NEW  YORK 
JAMES  C,  JR.,  MONROE,  LOUISIANA 
JAMES  JOSEPH,  LAWRENCEVILLE,  NEW  JERSEY 
JAMES  RONALD,  HATTIESBURG,  MISSISSIPPI 
JOHN  E,  JR,  BUFFALO,  NEW  YORK 
JOHN  EDWARD,  JR,  WAYNE,  PENNSYLVANIA 
JOHN  J,  NEW  YORK,  NEW  YORK 
JOHN  J.,  PHILADELPHIA,  PENNSYLVANIA 
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KELLY,  JOHN  P,  JR,  CHICAGO,  ILLINOIS 
KELLY,  JOSEPH  J.,  TUSTIN,  CALIFORNIA 
KELLY,  JOSEPH  THOMAS,  TOWSON,  MARYLAND 
KELLY   JUNE  FRANCES,  BURLINGTON,  VERMONT 
KELLY,  KENNETH  M,  NEW  YORK,  NEW  YORK 
KELLY  KIERAN  KEVIN,  NEW  YORK,  HEN  YORK 

LESTER  N.,  RALEIGH,  NORTH  CAROLINA 
MICHAEL  FRANCIS,  LEHISTON,  MAINE 
PATRICK  FRED,  NEST  NEW  YORK,  NEW  JERSEY 
PATRICK  G.,  WEST  MONROE,  LOUISIANA 
KtLLY   RICHARD  J,  HOOD  RIVER,  OREGON 
KELLY   RICHARD  JOHN,  WATERTOWN,  MASSACHUSETTS 
KELLY   ROBERT  E.,  CLIFTON,  NEW  JERSEY 

ROBERT  M,  WATERTOWN,  MASSACHUSETTS 
RONALD  F,  CHICAGO,  ILLINOIS 
THOMAS  PETER,  CAMDEN,  NEW  JERSEY 
TIMOTHY  PETER,  NEW  YORK,  NEW  YORK 
W.  M.,  TULSA,  OKLAHOMA 
WIILIAM  F   SARASOTA,  FLORIDA 
WILLIAM  FRASER,  CHARLESTON,  SOUTH  CAROLINA 
WILLIAM  J,  NEW  YORK,  NEW  YORK 
,  WILLIAM  M.,  ELIZABETH,  NEW  JERSEY 
KELMAN,  MICHAEL,  ABERDEEN,  SCOTLAND 
KELSAY.  DAN,  MODESTO,  CALIFORNIA 
KELSEY  DANIEL  FREDERICK,  CODY,  WYOMING 
123  tt   KELSEY,  LOWELL  RICHARD,  TOPEKA,  KANSAS 
113   KELSHAW.  ROBERT  W.,  PROVO,  UTAH 

KElIo  MICHAEL  D./PALOS  HILLS   ILLINOIS 
KEMASINGKI,  POLAPAT ,  BANGKOK,  THAILAND 
KFMMET   BRUCE  WAYNE  DEVILS  LAKE,  NORTH  DAKOTA 
KEMMET   JERALD  CLIFFORD,  BISMARCK,  NORTH  DAKOTA 
KEMMITT  MICHAEL  PATRICK,  SAN  FRANCISCO,  CALIFORNIA 
KEMP  CHRISTOPHER  ROBIN,  GULF  SHORES,  ALABAMA 

S'    ST  GREENViVeIVtH^AROLINA 
KEEMPP'  M^HELL^rNN^COLU^BIA,  SOUTH  CAROLINA 
KEEMMPpER?IH^v?YGR0H?SlHArA^fvEpSRf/;kOUISIANA 
KEMPER  MICHAEL  JOSEPH,  KETTERING,  OHIO 
KEMPER,  ROBERT  JEFFERSON,  KETTERING,  OHIO 
KEMPF,  GERALD  A,  NEW  YORK  NEW  YORK 
k-FMPTkKKT   JAMES  WHITEWATER,  WISCONSIN 
KEMPKER  GARY  BERNARD,  JEFFERSON  CITY,  MISSOURI 
KEMPLEY.  JAMES  J.,  FORT  DODGE,  IOHA 
KEMPSKI   HENRY,  CHEEKTOWAGA,  NEN  YORK 
KFMPSTER  GRAHAM  B,  LEE'S  SUMMIT,  MISSOURI 
K  NARY   ROBERT  FRANCIS   EAST  HARTFORD,  CONNECTICUT 
KENDALL,  FRED  M. ,  FORT  PIERCE,  FLORIDA 
KENDALL,  HAROLD  LYNN,  SARASOTA   FLORIDA 
KENDRICK,  CARRIE  WILLIAMS,  FORT  MEADE,  MARYLAND 
KENDRICK,  JAMES  GILLIAND,  BROWNSVILLE,  TENNESSEE 
KENDRICK,  JERRY  NAYNE,  ARLINGTON,  TEXAS 
77  #  KENDRICK  MALCOLM  E,  SAVANNAH  GEORGIA 
142  #  KENDRICK,  RONALD  HAROLD  TORONTO,  CANADA 
142   KENNARD,  AARON  DELL,  SALT  LAKE  CITY  UTAH 
in«;  a   KENNEDY  ARTHUR  D.,  INDIANAPOLIS,  INDIANA 
82   KENNEDY,  BRUCE  D,  GROSSE  POINTE  WOODS  MICHIGAN 
75  #  KENNEDY  CHARLES' JEROME  DENVER -COLORADO 
96   KENNEDY,  CHARLES  M. ,  CHARLOTTE,  MICHIGAN 
KFNNEDY  DARAL  EDMUND,  FRESNO,  CALIFORNIA 
KENNEDY,  DONALD  FRANKLIN,  J,  NORTH  SCITUATE, 
KENNEDY   FRANCIS  JOSEPH,  OAK  PARK,  ILLINOIS 
KENNEDY  JAMES  L.,  BLOOMINGTON,  INDIANA 
KFNNEDY  JERRY  L,  MAGNOLIA,  MISSISSIPPI 
KENNEDY  JIMMIE  DALE,  ANAHEIM,  CALIFORNIA 
KENNEDY  JOHN  PATRICK,  CHICAGO,  ILLINOIS 
KENNEDY,  KEVIN  PAUL,  OAKLAND,  CALIFORNIA 

SIS?:  SSFJUI '/SSffih!  "g^08^" 

in  a   kfnnfdy  MICHAEL  A,  JR,  WHITE  PLAINS,  NEN  YOKK 
iaS   KFNNEDY  ROBERT  STEPHEN,  BOONE,  NORTH  CAROLINA 
150  #  KENNEDY!  THOMAS  FRANCIS*,  JR,  CONCORD,  NEN  HAMPSHIRE 
77  a   kFNNFDY  THOMAS  G.  NORMAN,  OKLAHOMA 

KENNEDY  WALTER  R  ,  JR.,  NEWPORT  NENS,  VIRGINIA 
KFNNFnY  HILLIAM  JOHN,  PACIFIC  GROVE,  CALIFORNIA 
KENNEDY'  HILL  E  LOUIS  ALEXANDER  CITY,  ALABAMA 
KENnIll;  CINDYCRUMPTON  GRAND  RAPIDS  MICHIGAN 
kTMMFI  I  Y   DONALD  J..  MADISON,  NISCONSIN 
KeSnELLy',  JOHN  MICHAEL,  HAMDEN,  CONNECTICUT 
KFNNFR  GLENN  E   PHOENIX,  ARIZONA 
KENNEY '  EDWARD  H  ,  MC  KEESPORT,  PENNSYLVANIA 
KENNEY  HAROLD  JOSEPH,  ST  JOHNSBURY,  VERMONT 
KENNEY I  SCOTT  KARSON, 'gENESEO,  NEW  YORK 
KENNISON,  MARK  ALLEN,  OAKLAND,  CALIFORNIA 
KENNON,  JAMES  H. .  WILLOWS  CALIFORNIA 
^EK*MIcrELL6ER0ARRrUPPERXDARBY,  PENNSYLVANIA 

Vl   •  kISt'  gAviDTNN^WN0VRLEE5;NS:R^I^ANA 
48  *   KENT  MARVIN  H.,  RICHMOND,  VIRGINIA 

i?S  a   «Sm  CLARENCE  SYLVESTER,  WA  LUKU,  MAUI,  HAWAII 
1  I  I   Sn.'jKlIVE  LR  5r  -OVERLAND  PARK,  KANSAS 
99  It   KEOUGH,  THOMAS  E,  BOSTON,  MASSACHUSETTS 
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KEPFER,  PETER  LUDHIG  -  KING,  ROBERT  M. 
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KEPFER,  PETER  LUDHIG,  PORTLAND,  OREGON 
KEPLEY,  TAD  HILLIAM,  LEXINGTON,  NORTH  CAROLINA 
KEPLINGER,  FRED  HILLIAM,  UKIAH,  CALIFORNIA 
KEPPEN,  GARY  DAVID,  CAPE  CORAL,  FLORIDA 
KERBER,  ROBERT  HILLIAM,  JR,  SEABROOK,  TEXAS 
KERBY,  JERRY  M. ,  LITTLE  ROCK,  ARKANSAS 
KERIMIS,  COSTAS  PANAYIOTOU,  NICOSIA,  CYPRUS 
KERKELES,  JOHN  H. ,  NASHVILLE,  TENNESSEE 
KERLIKOHSKE,  RICHARD  GUILFOR,  FORT  PIERCE,  FLORIDA 
KERMODE,  JEFFERY  JOHN,  IRVINE,  CALIFORNIA 
KERN,  BRUCE  HENRY,  CEDAR  RAPIDS,  IOHA 
KERN,  DENNIS  JAMES,  DAVENPORT,  IOHA 
KERN,  GORDON  HILLIAM,  BISMARCK,  NORTH  DAKOTA 
KERN,  KARL  LEE,  LEBANON,  PENNSYLVANIA 
KERNAN,  MICHAEL  L,  OFALLON,  MISSOURI 
KERNES,  STEVEN  THOMAS,  PORT  ANGELES,  HASHINGTON 
KERNS,  LOYD  ALLEN,  JEFFERSON  CITY,  MISSOURI 
KERR,  DANIEL  JOSEPH,  JR,  VIENNA,  VIRGINIA 
DAVID  HAROLD,  HEST  POINT,  GEORGIA 
HERMAN  K,  SCHEREVILLE,  INDIANA 
JOHN  PATRICK,  HONOLULU,  HAHAII 
,  JOHN  HILEY,  HASHINGTON,  KANSAS 
KERR,  HILLIAM  H,  TORONTO,  CANADA 
KERRI,  RICHARD  L,  HOODLAND  HILLS,  CALIFORNIA 
KERRIGAN,  BERTRAM  HILLIAM,  GLEN  ROCK,  NEH  JERSEY 

CHARLES  PATRICK,  JR,  HASHINGTON,  DISTRICT  OF 
FRANK  A,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  F,  SAN  FRANCISCO,  CALIFORNIA 
JOHN  J.,  SOUTH  HINDSOR,  CONNECTICUT 
,  MICHAEL  JOSEPH,  LEESBURG,  VIRGINIA 
KERSCHBAUM,  PAUL  ALBERT,  TOLEDO,  OHIO 
KERSEY,  KEVIN  LEE,  CHARLESTON,  ILLINOIS 
KERSHNER,  JAMES  DANIEL,  SCOTTSDALE,  ARIZONA 
KERSS,  THOMAS  CHARLES,  NACOGDOCHES,  TEXAS 

^cIrIJER;r525ERT  JAMES'  JR'  MORRISTOHN,  PENNSYLVANIA 

KERSTING,  TEDDY  J,  LARAMIE,  HYOMING 

KERHIN,  JOHN  FRANCIS,  SYRACUSE,  NEH  YORK 

KERHIN,  JOHN  PARKER,  OAKLAND,  CALIFORNIA 

KERHOOD,  RONALD  K. ,  DETROIT,  MICHIGAN 

KERZAYA,  RONALD  R. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

KESEL,  RUSSEL  F,  JR,  THOROFARE,  NEH  JERSEY 

KESLICK,  HILLIAM  CHARLES,  BERHYN,  PENNSYLVANIA 

KESPOHL,  RONALD  E.,  HALLA  HALLA,  HASHINGTON 

KESSAY,  REUBEN  MICHAEL,  HHITERIVER,  ARIZONA 

KESSELUS,  RICHARD  K. ,  SAN  MARCOS,  TEXAS 

KESSINGER,  BARRY  HAYNE,  LOUISVILLE,  KENTUCKY 

KESSLER,  CHARLES  A,  SARASOTA,  FLORIDA 

KESSLER,  DONALD  DAVID,  COLORADO  SPRINGS,  COLORADO 

KESSLER,  FRANCIS  RICHARD,  GARDEN  GROVE,  CALIFORNIA 

KESSLER,  HAROLD  D,  YORK,  PENNSYLVANIA 

KESSLER,  KRAIG  KEITH,  SAN  DIEGO,  CALIFORNIA 

KESSLER,  MARK  RICHARD,  OVERLAND  PARK,  KANSAS 

KESSLER,  THOMAS  DENNIS,  REYNOLDSBURG,  OHIO 

KlimSfL'  R-  GLENN'  ELKINS  PARK-  PENNSYLVANIA 

KESTERSON,  JIMMIE  EVERETT,  LAFAYETTE,  INDIANA 

KESTLER,  JOHN  JOSEPH,  INDIANAPOLIS,  INDIANA 

KETCHEM,  REX  ALLEN,  ASHKUM,  ILLINOIS 

KETTERLING,  RANDALL  RAY,  BAKER,  MONTANA 

KETTLEBAR,  MICHAEL  E,  GOSHEN,  INDIANA 

KETTLEKAMP,  TERESA,  SPRINGFIELD,  ILLINOIS 

KETZENBERGER,  LARRY  L.,  LAS  VEGAS,  NEVADA 

KEUTH,  HERNER,  VIENNA,  AUSTRIA 

KEVIL,  ROBERT  L,  ODESSA,  TEXAS 

KEY,  BRYAN  LINHOOD,  NEH  STANTON,  PENNSYLVANIA 

KEY,  DAVID  L.,  HENDERSONVILLE,  TENNESSEE 

KEY,  ORAN,  VERNON,  TEXAS 

KEY,  ROBERT  C,  HILLIAMSBURG,  VIRGINIA 

KEYES,  DAVID  LEE,  AUBURN,  CALIFORNIA 

KEYES,  GERALD  PATRICK,  MORRISTOHN,  NEH  JERSEY 

KHAIR,  NOUR  ADEEN,  AMMAN,  JORDAN 

KHALID,  HASSAN,  KUALA  LUMPUR,  MALAYSIA 

KHALIFA,  MEDHAT  ABDEL,  CAIRO,  EGYPT 

KHALIL,  MOHAMED  HUSSEIN,  CAIRO,  EGYPT 

KHAN-AHLI,  ABDULLA  HUSSAIN,  DUBAI,  UNITED  ARAB  EMIRATES 

KHIEU,  SOPHEAK,  PHNOM  PENH  CAMBODIA  tMlKAIfcS 

KHODAIR,  MOHAMED  SAMY,  PORT  SAID,  EGYPT 

^n,L,SvTOc,'T!?rUcAL  RUZMATOVICH,  TASHKENT,  UZBEKISTAN 
KHOURY,  ELIAS  S.,  BEIRUT,  LEBANON 
KIATTISAK,  PRABHAVAT,  BANGKOK,  THAILAND 
KICKLIGHTER,  DONALD  R,  BRUNSHICK,  GEORGIA 
KICKLIGHTER,  HILLIAM  ROGER,  ALBANY,  GEORGIA 
KIDD,  M.  E.,  BATON  ROUGE,  LOUISIANA 
KIDD,  RANDALL  LEON,  MARYVILLE,  TENNESSEE 
KIDD,  HORTH  ROBERT,  BERKELEY,  CALIFORNIA 

E™Rc5'  urARtiE^  EDHIN'  FAIR"ELD,  CALIFORNIA 

KIDDER,  HELEN  A.,  LOS  ANGELES,  CALIFORNIA 

KIDHELL,  DENNIS  L.,  HACO,  TEXAS 

KIDHELL,  JAMES  H,  KNOXVILLE,  TENNESSEE 

KIDHELL,  HILLIAM  HOLDEN,  GENEVA,  ILLINOIS 

KIECKBUSCH,  DAVID  ARTHUR,  RENO,  NEVADA 

KJEFER  JOSEPH  F.,  SR. ,  TEMPLE,  TEXAS 

v   cL?cTWI^Tf1JCHAEL  WALTER,  HASHINGTON,  DISTRICT  OF  CO 

Kilutll'    Sf?JhIA  MARGARET,  LOS  ANGELES,  CALIFORNIA 

KIERNAN,  MATTHEH  K,  FAIRBANKS,  ALASKA 

ktf™^'  2AfATu'A  WASHINGTON,  DISTRICT  OF  COLUMBIA 

£JE2coJNGArMELVIN  C-'  F0RT  WAYNE-  INDIANA 

KKKI5I'  RICHARD  J->  HACKENSACK,  NEH  JERSEY 

KIKUCHI,  SYDNEY  NANAO,  HAILUKU,  HAHAII 

KILBURN,  LESTER  R,  SOUTH  LEBANON,  OHIO 

KILCREASE,  ARTHUR  R. ,  LOS  ANGELES,  CALIFORNIA 
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KILDAY,  JAMES  E. ,  SAN  DIEGO,  CALIFORNIA 

KILDUFF,  KEVIN  ANDREH,  CLARKSTOHN,  NEH  YORK 

KILEY,  HILLIAM  PATRICK,  YAPHANK,  NEH  YORK 

KILGO,  RALPH  H,  ROME,  GEORGIA 

KILGORE,  GARY  CURTIS,  MORRISTOHN,  TENNESSEE 

KILHOFFER,  THOMAS  J,  RANTOUL,  ILLINOIS 

KILLACKEY,  JOHN  EDHARD,  JR,  CHICAGO,  ILLINOIS 

KILLAY,  FRANCIS  JOHN,  BRADFORD,  VERMONT 

KILLEEN,  VAUGHN  RAY,  BOISE,  IDAHO 

KILLIAN,  JOHN  HILLIAM,  MADISON,  HISCONSIN 

KILLIN,  JOHN  MARK,  PALM  DESERT,  CALIFORNIA 

KILLION,  TEICHY  P,  TRUK,  FEDERATED  STATES  OF  MICRONESIA 

KILLORAN,  JOHN  J,  HORCESTER,  MASSACHUSETTS 

KILMAN,  RONALD  EUGENE,  HOBBS,  NEH  MEXICO 

KILMARTIN,  JAMES  M,  JR,  LEXINGTON,  MASSACHUSETTS 

KILMER,  KEITH  LAHRENCE,  LONG  BEACH,  CALIFORNIA 

KILMER,  NORMAN  RAY,  FARMINGTON  HILLS,  MICHIGAN 

KILOH,  GORDON  JAMES,  VANCOUVER,  CANADA 

KILPACK,  LLOYD  ALAN,  BOUNTIFUL,  UTAH 

KILPATRICK,  HILDA  GRACE,  NEH  HAVEN,  CONNECTICUT 

KILPATRICK,  HILLIAM  CHARLES,  III,  GOLDEN,  COLORADO 

KILQUIST,  HILLIAM  JON,  MURPHYSBORO,  ILLINOIS 

KILROY,  CECIL  EDHARD,  MODESTO,  CALIFORNIA 

KILZ,  UHE,  DRESDEN,  FEDERAL  REPUBLIC  OF  GERMANY 

KIM,  HO  JEONG,  SEOUL,  KOREA 

JIN-HYUNG,  CHON  JU,  KOREA 
KHANG  SIK,  BUSAN,  KOREA 
LUTHER  SUNIL,  CORPUS  CHRISTI,  TEXAS 
MYUNG-HEUM,  SEOUL,  KOREA 
PAUL  MYUNGCHYUN,  LOS  ANGELES,  CALIFORNIA 
SEOKSOON,  SEOUL,  KOREA 
SOO  YOUN,  SEOUL,  KOREA 
TAE  BONG,  SEOUL,  KOREA 
,  YUNG-SHIK,  SEOUL,  KOREA 
KIMBALL,  DONALD  S.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KIMBALL,  HILLIAM  DAVID,  CHICAGO,  ILLINOIS 
KIMBLE,  CAROLYN  DENNESE,  LITTLE  ROCK,  ARKANSAS 
F  DEAN,  HOODBURY,  NEH  JERSEY 
IRVIN  L,  JR,  HOODBURY,  NEH  JERSEY 
KENNETH  EDHARD,  SIERRA  VISTA,  ARIZONA 
RAYMOND  A.,  FRANKFORT,  MICHIGAN 
LYLE  C,  BEAVER,  PENNSYLVANIA 
,  TIMOTHY  MARTIN,  SEATTLE,  HASHINGTON 
KINCADE,  RAYMOND  LAHRENCE,  CHANDLER,  OKLAHOMA 
KINCAID,  DONALD  RAY,  CHICAGO,  ILLINOIS 
KINCHEN,  DENNIS  R,  SHREVEPORT,  LOUISIANA 
KINDER,  DAVID  L.,  SELLERSBURG,  INDIANA 
KINDRED,  JOSEPH  C. ,  JR.,  FREMONT,  OHIO 
KINDRICK,  ROY  ELDON,  PORTLAND,  OREGON 
KING,  BARRY  STINSON,  LOS  ANGELES,  CALIFORNIA 
KING,  BARRY  VINCENT,  SAULT  ST  MARIE,  CANADA 
KING,  BILLY  LEE,  NILES,  MICHIGAN 
KING,  CARL  E.,  HOUSTON,  TEXAS 
KING,  CHARLES  E,  SACRAMENTO,  CALIFORNIA 
CHARLES  E.,  MONROVIA,  LIBERIA 
CRAIG  ROBERT,  HINFIELD,  KANSAS 
.  DAVID  ARTHUR,  ST.  CHARLES,  MISSOURI 
KING,  DAVID  JOHN,  LANDER,  HYOMING 
KING,  DAVID  MICHAEL,  SHERMAN,  TEXAS 
DAVID  OHEN,  EVANSTON,  HYOMING 
DELBERT  LEONARD,  URBANDALE,  IOHA 
,  DENNIS  HOODROH,  ST.  LOUIS,  MISSOURI 
KING,  DONALD  J.,  DENVILLE,  NEH  JERSEY 
KING,  ELDRIDGE  JOSEPH,  FRASER,  MICHIGAN 
KING,  EMORY  JOSEPH,  ANGLETON,  TEXAS 
KING,  FRED  M. ,  FULLERTON,  CALIFORNIA 
KING,  GEORGE  ALVIN,  MEMPHIS,  TENNESSEE 
KING,  GERALD  R,  KNOXVILLE,  TENNESSEE 
KING,  GERARD  T,  SR,  OCALA,  FLORIDA 
KING,  GLEN  D. ,  DALLAS,  TEXAS 
KING,  GLYNN,  MEMPHIS,  TENNESSEE 
KING,  GREGORY  DONNELL,  FALLS  CHURCH,  VIRGINIA 
KING,  HARLAND  C. ,  CHULA  VISTA,  CALIFORNIA 
HOHARD  L,  JR,  FORT  MEADE,  MARYLAND 
JACK  LEE,  JR,  ASHLAND,  KENTUCKY 
JACK  H.,  JR.,  ORLANDO,  FLORIDA 
JAMES  BYRON,  STUART,  FLORIDA 
JAMES  HILLIAM,  CONHAY,  ARKANSAS 
JERRY  LEE,  HICHITA,  KANSAS 
JERRY  LEE,  ROSHELL,  GEORGIA 
JESSE  MORRIS,  BLYTHEVILLE,  ARKANSAS 
JOHN  T.,  JR.,  ATLANTA,  GEORGIA 
JOSEPH  HESLEY,  JR,  FREEPORT,  NEH  YORK 
JUDITH  DIANE,  LONG  BEACH,  CALIFORNIA 
LACY  BERTRAND,  JR,  STAUNTON,  VIRGINIA 
MAL  G,  VENTURA,  CALIFORNIA 
MARK  EDHARD,  PARKERSBURG,  HEST  VIRGINIA 
MICHAEL  ARTHUR,  PIQUA,  OHIO 
MICHAEL  DALE,  FAIRVIEH  HEIGHTS,  ILLINOIS 
MICHAEL  LYNN,  ANACORTES,  HASHINGTON 
MICHAEL  PATRICK,  MOUNT  HOLLY,  NEH  JERSEY 
.  MICHAEL  RAY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
KING,  MILTON  J,  HILLIMANTIC,  CONNECTICUT 
KING,  ORVILLE  ELDON,  SANTA  ANA,  CALIFORNIA 
KING,  PAUL  H,  GREENEVILLE,  TENNESSEE 
KING,  RAYMOND  FRANCIS,  NEH  YORK,  NEH  YORK 
KING,  RICHARD  A,  FAIRFAX,  VIRGINIA 
KING,  RICHARD  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KING,  ROBERT  KEITH,  SALEM,  OREGON 
KING,  ROBERT  M. ,  GLADSTONE,  OREGON 
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KING,  ROBERT  WAYNE  -  KNOTT,  OAVID  EDHIN 
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KING. 
KING, 
KING, 
KING, 
KING, 
KING. 
KING, 
KING, 
KING, 
KING, 
KING, 
KING, 
KING, 


ROBERT  HAYNE,  ATLANTA,  GEORGIA 

ROGER  MIZELLE.  DECATUR,  GEORGIA 

RONALD  S,  OKLAHOMA  CITY,  OKLAHOMA 

ROXANN  LIND,  MADISON,  WISCONSIN 

SAMUEL  E,  LONDON,  KENTUCKY 

STEVEN  RAY,  FRESNO,  CALIFORNIA 

THEODORE  E,  BEDFORD,  VIRGINIA     ,„„„„„ 

TIMOTHY  LAWRENCE,  LOS  ANGELES,  CALIFORNIA 

VANE  RAY,  FLINT.  MICHIGAN 

HAYNE  JOHN,  BRISBANE,  AUSTRALIA 

WILLIAM  D,  BIRMINGHAM,  ALABAMA 

HILLIAM  F,  MINEOLA,  NEW  YORK 
.  WILLIAM  L,  BIA,  UTAH 
KINGSBURY   FORREST  M. ,  BOISE,  IDAHO 
KINGSBURY   PERRY  DAVID,  MANITOWOC,  WISCONSIN 
KINGSBURY  WILLIAM  ROBERT,  BROWNSVILLE,  TEXAS 
K  NGSLANd!  JAMES  EDGAR,  BOUND  BROOK,  NEW  JERSEY 
KNGSLEY  GERALD  A.,  ROCHESTER,  MINNESOTA 
K IN  ION  ROY  VICTOR,  JR.  MARTINEZ,  CALIFORNIA 
K  N  ROMS  THOMAS  CHRISTOPHER,  MINEOLA,  NEW  YORK 
KIN  RY  PAUL  SCOTT,  RICHMOND,  VIRGINIA 
K  NKADE,  MURRELL  RAY,  LOUISVILLE,  KENTUCKY 
KINKENNON  THOMAS  W,  LOVELAND,  COLORADO 
K  NNeK'jOHN  ROBERT,  MORRISTOWN  NEW  JERSEY 
KINNERSLEY,  ROGER  K. ,  SALT  LAKE  CITY,  UTAH 
KINNEY   CRAIG  RALPH,  SOUTH  ST.  PAUL,  MINNESOTA 
KINNEY,  GEORGE  EMERSON,  JR,  PHOENIX,  ARIZONA 
KINNEY   JACKSON  C,  RAPID  CITY,  SOUTH  DAKOTA 
KIMNFY   VINCENT  R..  AKRON,  OHIO 
KINNIBURGH  "iCHAEL  ^HN  GREEN  RIVER  WYOMING 
KINOSHITA  GEORGE  JOJI ,  JR,  WASHINGTON,  DISTRICT  OF  LUL 
KINSER  EDWARD  DAKIN,  MURFREESBORO,  TENNESSEE 
KINSEY  JAMES  EARLY,  COTTAGE  GROVE  MINNESOTA 

KInImIn  HJ^^EYD^^T,N^rNEL^A°RGARMED  FORCES  EUROPE 
KNTZ,  JOHN  WILLIAM,  LONGBOAT  KEY,  FLORIDA 
BRUCE  ALLEN,  WIXOM,  MICHIGAN 
DEBRA  KAY,  CHICAGO,  ILLINOIS 
FRANK,  MONROE,  LOUISIANA 
JACK  H.,  MONTICELLO,  UTAH 
WADE  SCOTT,  NEW  SMYRNA  BEACH,  FLORIDA 
acuta      RORFRT  R   BRANT  BEACH,  NEW  JERSEY 
K  CHNER,RR?CHArS-FRANK,  PHIUDLPHIA  PENNSYLVANIA 
KIRCHNER,  ROBERT  E,  JR.  NASHV RLE,  TENNESSEE 
KIRGAN,  DONNIE  DAVIS,  LOUISVILLE,  KENTUCKY 
KIRK,  ALTON  KENNARD,  JR,  WACO,  TEXAS 
KIRK,  JOHN  F.,  JR.,  TAMPA,  FLORIDA 
KIRK   IEEVAN   CUMMING,  GEORGIA 
KRKBRIDE,  OTIS  E,  COLORADO  SPRINGS,  COLORADO 
KIRKER  CHARLES  k\    COLCHESTER,  VERMONT 
KIRKLAND,  DAVID  EARL,  UJFKIN,  TEXAS 
DAVID  ROY,  DOTHAN,  ALABAMA 
HERBERT  L.,  COLUMBUS,  GEORGIA 
RICHARD  CALVIN,  RENO,  NEVADA 
SCOTT  CHARLES,  EL  CERRITO,  CALIFORNIA 
DANIEL  J.,  BEDFORD,  INDIANA 


KIRBY, 
KIRBY, 
KIRBY, 
KIRBY, 
KIRBY, 


KIRKLAND, 
KIRKLAND, 
KIRKLAND, 
KIRKLAND, 
KIRKMAN, 
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KIRKPATRICK, 
KIRKPATRICK, 
KIRKPATRICK, 
KIRKPATRICK, 
KIRKPATRICK, 
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CHARLES  A.,  PIKESVILLE,  MARYLAND 
JACK  JAROME,  CEDARTOWN,  GEORGIA 
MATTHEW  C,  DAYTON,  OHIO 
ROBERT  SCOTT,  WASHINGTON,  DISTRICT 
RUSSELL  KENT,  AMARILLO,  TEXAS 
VANCE  G,  LOS  ANGELES,  CALIFORNIA 
WILLIAM  E,  NOVATO,  CALIFORNIA 
KIRKSE   ADRIAN  ELWOOD,  PENSACOLA,  FLORIDA 
KIRSCH  EDWARD  ROBERT,  BEAVERTON,  OREGON 
KRSCHENBAUM  EDWARD  DOUGLAS,  FREEHOLD,  NEW  JERSEY 
K  RSCHNER  JOSEPH  LOUIS,  KULPSVILLE,  PENNSYLVANIA 
KRSTEIN  KEVIN  MICHAEL  OCEAN  CITY,  MARYLAND 
K  SECKERi  GERALD  R,  SIOUX  FALLS,  SOUTH  DAKOTA 
K  SERESTEL  REECE  STAUNTON,  VIRGINIA 
K  SER  HENRY  R,  SR  ROANOKE,  VIRGINIA 
K  SER  LAWRENCE  DAVID,  CARLISLE,  PENNSYLVANIA 
KSHBAUGH  CHARLEY  R.   SANTA  ROSA  CALIFORNIA 
KISS  ELMER  JOHN,  ALLIANCE,  NEBRASKA 
K  SSE  DUANE  D.,  BISMARCK,  NORTH  DAKOTA 
KISSEL  JOSEPH  RAYMOND,  DOYLESTOWN,  PENNSYLVANIA 
K  SSEU   EUGENE  JOSEPH  COLORADO  SPRINGS,  COLORADO 
kItINGER   JOSEPH  DANIEL,  YAPHANK   NEW  YORK 
KSTKA,  GARY  FRANCIS,  ANN  ARBOR,  MICHIGAN 
KISTLER,  JAMES  LA,  TWIN  FALLS,  IDAHO 

S^N{rw^YNERIwSGTSN!GD?stRICT  OF  COLUMBIA 
MARK  REGINALD,  FRANKLIN,  VIRGINIA 
MlfHAFL  PAUL.  FERNDALE,  MICHIGAN 
S  CHARD  STEPHEN,  NORTH  RICHLAND  HILLS,  TEXAS 
PAULETTE  LAVONNE,  FORT  HAYNE,  INDIANA 
K  TREL  DARRELL  MARTIN,  CLAYTON  MISSOURI 
KITTIVATANA  VISUT,  BANGKOK,  THAILAND 
KTZMILLER,  ALLAN  EDRIC,  OREGON  CITY,  OREGON 
K  VELL  RICHARD  WELLS,  OAKVILLE,  CANADA 
K  V  T  ',  R  CHaSd  LEE,  INDIANAPOLIS  INDIANA 
K  YOSH   ANTONIO  OGO,  TINIAN,  FEDERATED  STATES  OF  MICRO 
ki7FB   IANNY  I    MISHAWAKA,  INDIANA 
KJELSTROM  KERWIN  JESSIE  GRAND  FORKS,  NORTH  DAKOTA 
KLAFFKA  CHARLES  G,  AMHERST,  NEW  YORK 
KUttS*' MICHAEL  KENNETH  PANAMA  CITY  FLORIDA 
Kl  AM<;FR   ANDREH  STUART,  HOMER,  ALASKA 
KLAPP   RICHARD  DEAN,  SAN  FRANCISCO,  CALIFORNIA 
KLAPPHOLZ   MICHAEL  FRED,  CEDAR  RAPIDS   IOWA 


KITCHEN, 
KITCHEN, 
KITCHEN, 
KITCHEN, 
KITCHEN, 


KLINE, 
KLINE, 
KLINE, 
KLINE, 
KLING, 


164  tt   KUPUT,  PETER  GARY,  MARINA,  CALIFORNIA 


KLATT,  DOUGLAS  ROBERT,  RED  WING,  MINNESOTA 
1   KLATZCO  RICHARD  D. ,  NORTHFIELD,  ILLINOIS 
»  KLAUMANN,  CLYDE  PATTISON,  CARMEL,  CALIFORNIA 

KLECZYNSKI,  RICHARD  JOHN,  JR,  HOUSTON,  TEXAS 
»  KLEES  RICHARD  GIBSON,  WEST  POINT,  PENNSYLVANIA 

KLEI,  JOHN  ARTHUR,  MILL  CREEK,  WASHINGTON 

KLEIER,  EDWARD  L,  JR,  BAKERSFIELD,  CALIFORNIA 

KLEIN,  DONALD  JAKE,  LITTLETON,  COLORADO 
tt   KLEIN,  ELMER  L.,  SAN  JOSE,  CALIFORNIA 

KLEIN,  JOHN  JOSEPH,  CHICAGO,  ILLINOIS 

KLEIN  JOSEPH  CHARLES,  RICHMOND,  INDIANA 

KLEIN  LEROY  DALE,  STURGEON  BAY,  WISCONSIN 

KLEIN,  WILLIAM  G. ,  MADRAS,  OREGON 

#  KtPlBsSi.^i^A^'w^l^N,  FEDERAL  REPUBLIC 
KLESMIT  JOSEPH  STANLEY,  JR,  TUCSON,  ARIZONA 
KLEI VEN,  ROY  M,  SEATTLE,  WASHINGTON 
KLEMPA  STEPHEN  J.,  COPPERAS  COVE,  TEXAS 
tt   KLEMPEL,  RICHARD  E,  GRAND  HAVEN,  MICHIGAN 
H   Kl FNOSKI   JOE  A.  DOVER,  DELAWARE 

KLEPPER.DAVD  WINSTON   BLOUNTVILLE,  TENNESSEE 
ki  ftt   IOHN  MICHAEL   BERLIN,  CONNECTICUT 
KL"EmNBERG\  STEVENMICHAEl',  SAN  BERNARDINO,  CALIFORNIA 
tt   KLEVE.  HAROLD  T,  HILLSBORO,  OREGON 
tt   KLEVEN,  LEONARD  REINDERD,  EDINA,  MINNESOTA 
tt   KLEVENHAGEN.  JOHN  J,  HOUSTON,  TEXAS 
*  KLIBERT  HAROLD  A,  JR,  PLAQUEMINES,  LOUISIANA 
KLIER,  RONALD  LOUIS,  JACKSON,  OHIO 
KLIMA  KENNETH  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   KLIMKOWSKI,  ADAM  Z.,  MIAMI,  FLORIDA 
KL  NCAR,  PAUL  J,  BELLEVILLE,  ILLINOIS 
KLNE,  CHARLES  HARRY,  CINCINNATI,  OHIO 
DENNIS  KEITH,  PONTIAC,  MICHIGAN 
JAMES  S.,  ARLINGTON,  TEXAS 
MARGARET  A,  HAGERSTOWN,  MARYLAND 
WILLIAM  E. ,  STOW,  OHIO 
JEFFREY  GEORGE,  NASHVILLE,  TENNESSEE 
KUNGBEIL,  ERNEST  R.  ,  HOUGHTON,  MICHIGAN 

KtiUGGNERRZ^E^Sl6RG^NLEoK  NEW  JERSEY 
KtiKERG*  KENNETH  J.   NEW  YORK,  NEW  YORK 
ki  TNKHAMER-DUMAS.  MARY  E,  AMHERST,  MASSACHUSETIS 
KUPFEl7bR?AN  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
KLIPFEL  PETER  FRANCIS,  KENMORE,  NEW  YORK 
KLIPPENSTEIN  LAWRENCE  HENRY,  WINNIPEG,  CANADA 
KLIPPERt!  MYRON  ALLEN,  SAN  DIEGO,  CALIFORNIA 
KLODELL  CHARLES  T.,  ERIE,  PENNSYLVANIA 
.  ELYTRA,  JAMES  N   AST  LANSING  MICHIGAN 

iU  #  klSc^TdwarH      .'maS  so    ^ew^rsey^       cdcfv 

tt   KLUEGL,  MICHAEL  VALENTINE,  NORTH  BERGEN,  NEW  JERSEY 
tt   KLUESNER,  EDWARD  A,  DEARBORN,  MICHIGAN 

KLUG,  DONALD  DUANE,  YORK,  NEBRASKA  uTcrmlcTN 
KLUGIEHICZ,  GARY  THOMAS,  MILWAUKEE,  WISCONSIN 
KLUMPP   EDWIN  EUGENE,  TOPEKA,  KANSAS 
H   It   KIUNDT  ARTHUR  WALLA  WALLA,  WASHINGTON 
118   KIUNDT'  KENNETH  JAMES,  WALLA  WALLA,  WASHINGTON 
III        £SaCK.  MICHAEL  ANTHONY  ALBANY   NEW  YORK 
■\e\(.  It   Kl  USAK  WILLIAM  A.,  GENEVA,  ILLINOIS 
165   KMAAkSdNARD  F,  JR,  ROCHESTER  NEW  YORK 

KNAPE  CORNELIS  LEENDERT,  ROTTERDAM,  NETHERLANDS 
KNAPE   PETRI  HARRY  KAIUS,  HELSINKI,  FINLAND 
KNAPp!  Sav'd  HOWARD,  MIDDLETOWN,  CONNECTICUT 
kWAPP  GFORGE  S..  JR.,  KEY  WEST,  FLORIDA 
KNAPP',  JOHN  A.!  HASTINGS  ON  HUDSON,  NEW  YORK 
KNAPP  NORMAN  R.,  ROCHESTER,  NEW  YORK 
KNAPP  T  WILLIAM,  WETHERSFIELD,  CONNECTICUT 
KNAPP,  THOMAS  UPTON,  LARGO,  FLORIDA 
KNAUF   STEVEN  ALLEN,  TAYLOR  MILL,  KENTUCKY 
KNAUTH  DANNY  HADE,  HOUSTON,  TEXAS 
KNEALE  DANIEL  LOUIS,  WARRENTON,  OREGON 
KNEBLLICK?APATRICIA  JANE   FORT  WORTH  TEXAS 
KNFCHT   RITA  M.,  LOS  ANGELES,  CALIFORNIA 
KNFrHT  WILLIAM  JR.  WILMINGTON,  DELAWARE 
kKeE  STANLEY  UMOYNE,  NATIONAL  CITY,  CALIFORNIA 
KNEZEVICH  EWIN  GREY,  GODFREY,  ILLINOIS 
£uTrH  fvi AWRFNCE  HELDON.  AUDUBON,  NEW  JERSEY 
KN  EHt  RUSSEU  FREDERICK,  WEST  HAVEN,  CONNECTICUT 
CHARLES  RANDY,  WILMINGTON,  NORTH  CAROLINA 
CHARLES  RAY,  COOS  BAY  OREGON 
CHRISTOPHER  ALLEN,  EAST  PAUTKA,  FLORIDA 
,  DONALD  RAY,  GRANITE  CITY  ILLINOIS 
KNIGHT  DOUGLAS  ALTON,  HATTESBURG  MISSISSIPPI 
KNIGHT,  DOUGLAS  LYNN,  VANDALIA,  OHIO 
KNIGHT  GARY  RUSSELL,  DOTHAN,  ALABAMA 
KNIGHT:  MICHAEL  THOMAS   ENGLEWOOD.  COLORADO 
NEWELL  G.,  SALT  LAKE  CITY,  UTAH 
R  C,  BATON  ROUGE,  LOUISIANA 
ROBERT  BROWARD,  MIAMI,  FLORIDA 
SCOTT  MORRIS,  CHASKA,  MINNESOTA 
STEPHEN  ERIC,  EUREKA,  CALIFORNIA 
KNIPFEL  BARRY  BOB,  MEXICO,  MISSOURI 
tt   KNOBLICH,  HILLIAM  MARTIN,  NEW  YORK,  NEW  YORK 

111  \   ffikJAwPLL^GDN,prYMOKU?HET^HHl?,  PENNSYLVANIA 
184   KN0LL7  STEVEN  RICHARD.  ENGLEWOOD,  COLORADO 

51  tt   KNOP   ELMER  H. ,  EUCLID,  OHIO 

112  KNOPE,  JAMES  E  JR,  GREECE  NEW  YORK 
166   KNORI   ARTHUR  J,  GRESHAM  .OREGON 

151  tt   KNOTTi  DAVID  EDWIN,  DEARBORN,  MICHIGAN 
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KNOTT,  TONY  GLENN  -  KRAUS,  DENNIS  WAYNE 
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KNOTT,  TONY  GLENN,  HOBBS,  NEW  MEXICO 
KNOTTS,  JOHN  M.  ,  JR.,  COLUMBIA,  SOUTH  CAROLINA 
KNOTTS,  WILLIAM  H,  DOVER,  DELAWARE 
KNOUSE,  CRAIG  LEE,  KANSAS  CITY,  MISSOURI 
KNOWLES,  JAMES  MICHAEL,  PORT  WASHINGTON,  WISCONSIN 
PERRY  KYLE,  PENSACOLA,  FLORIDA 
PHILLIP  CAREY,  GAINESVILLE,  FLORIDA 
RUSSELL  CONRAD,  LOGAN,  UTAH 
RUSSELL  J,  URBANA,  ILLINOIS 
WILLIAM  SAMUEL,  CONWAY,  SOUTH  CAROLINA 
.  WILLIAM  WESTON,  SAN  DIEGO,  CALIFORNIA 
KNOWLTON,  HAROLD  E.,  JR.,  LACONIA,  NEW  HAMPSHIRE 
KNOWLTON,  KEITH  K,  CANTON,  NEW  YORK 
KNOX,  BILLY  G. ,  LUBBOCK,  TEXAS 

CHARLES,  NEWARK,  NEW  JERSEY 
CHARLES  B,  SHAWNEE,  OKLAHOMA 
CHARLES  THOMAS,  HAMILTON,  OHIO 
DOROTHY  DEAN,  DETROIT,  MICHIGAN 
OKLA  H.,  EAST  LANSING,  MICHIGAN 
RICHARD  FREEMAN,  OLIVETTE,  MISSOURI 
ROBERT  RAY,  ZIONSVILLE,  INDIANA 
THETUS  ALLMAN,  ATLANTA,  GEORGIA 
.  WILLIAM  W.,  FORT  SMITH,  ARKANSAS 
KNUDSON,  RALPH  C,  SALT  LAKE  CITY,  UTAH 
KNUDTEN,  JAN  GARRET,  WAUKESHA,  WISCONSIN 
KNUTH,  ERNEST,  LIVINGSTON,  NEW  JERSEY 
KNUTHSON,  CHARLES  VERNON,  ROSEVILLE,  CALIFORNIA 
KNUTSEN,  DAVID  A.,  MERCED,  CALIFORNIA 
KNUTSEN,  JAMES  A,  TACOMA,  WASHINGTON 
KNUTSON,  STANTON  DUANE,  GRAND  FORKS,  NORTH  DAKOTA 
KOBER,  CARVEL,  HASTINGS,  NEBRASKA 
KOBOJEK,  STANLEY  ANTHONY,  J,  GLENDALE,  ARIZONA 
KOCH,  EDGAR  FRANK,  MILLERSVILLE,  MARYLAND 
KOCH,  GEORGE  FRANK,  III,  ELIZABETH  CITY,  NORTH  CAROLINA 
KOCH,  JAMES  CARL,  JR,  CARLSBAD,  NEW  MEXICO 
JAMES  JOHN,  HAMBURG,  NEW  YORK 
LARRY  WAYNE,  BURBANK,  CALIFORNIA 
LOTHAR  FRED,  BEVERLY  HILLS,  CALIFORNIA 
.  WILLIAM  ELWOOD,  OAKHURST,  NEW  JERSEY 
■  KOCHANEK,  HARRY,  PORT  ANGELES,  WASHINGTON 
KOCHANOWSKI,  GLEN  FREDERICK,  SALINA,  KANSAS 
KOCHENDERFER,  MILES  C,  JR,  RAINELLE,  WEST  VIRGINIA 
'  KOCHENOUR,  JOHN  A.,  FORT  LEAVENWORTH,  KANSAS 
KOCKOS,  STEVEN  CHRIS,  EULESS,  TEXAS 
KOCSI,  MARK  DANA,  NORRISTOWN,  PENNSYLVANIA 
KOEHLER,  FRANK  H,  ALBANY,  NEW  YORK 
KOEHRSEN,  BERNAL  F,  WATERLOO,  IOWA 
KOENEMANN,  HARRY  G,  KIRKWOOD,  MISSOURI 
KOENIG,  EDDIE  BILL,  TRENTON,  MISSOURI 
KOENIG,  JOSEPH  ALBERT,  NORTHVILLE,  MICHIGAN 
KOENIG,  THELBERT  E.,  LOUISVILLE,  KENTUCKY 
KOEP,  DUYANE  PETER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KOEPP,  DENNIS  WAYNE,  NEW  BRAUNFELS,  TEXAS 
KOERBER,  WILLIAM  F.,  FRANKLIN  PARK,  ILLINOIS 
KOERICK,  ANDREW  WILLIAM,  FORT  LAUDERDALE,  FLORIDA 
KOESTER,  GERALD  R,  OKLAHOMA  CITY,  OKLAHOMA 
KOETTING,  THOMAS  J.,  RACINE,  WISCONSIN 
KOFFORD,  DON  B.,  PAGE,  ARIZONA 
KOGER,  JEROME,  FLINT,  MICHIGAN 
KOHL,  JAMES  EDWARD,  CEDAR  FALLS,  IOWA 
KOHLER,  JEFFRY  STEVEN,  KENAI,  ALASKA 
KOHLER,  ROBERT  E,  SALEM,  NEW  HAMPSHIRE 
KOHLS,  JOHN  A.,  CHULA  VISTA,  CALIFORNIA 
KOHNKE,  DAVID  EARL,  DARIEN,  ILLINOIS 
KOHNKE,  WILLIAM  R. ,  POMPANO  BEACH,  FLORIDA 
KOHUT,  MICHAEL  FRANCIS,  PERTH  AMBOY,  NEW  JERSEY 
KOHUTH,  THEODORE,  HARRISBURG,  PENNSYLVANIA 
KOLALAT,  WALID  A.,  BEIRUT,  LEBANON 
KOLB,  THOMAS  GORDON,  JR,  RIVERSIDE,  CALIFORNIA 
KOLE,  DAVID  MAYNARD,  HORSEHEADS,  NEW  YORK 
KOLEVAR,  MICHAEL  A,  MIDLAND,  MICHIGAN 
KOLILIS,  GUS  HILL,  JEFFERSON  CITY,  MISSOURI 
KOLINSKI,  WILLIAM  J.,  TOLEDO,  OHIO 
KOLIVOSKY,  MICHAEL  C,  ANCHORAGE,  ALASKA 
KOLLMANN,  JOHN  G,  JR,  BALTIMORE,  MARYLAND 
KOLMAN,  JOHN  ALBERT,  LOS  ANGELES,  CALIFORNIA 
KOLMETZKY,  STANLEY  ALLEN,  PHILADELPHIA,  PENNSYLVANIA 
KOLOGY,  GARY  G,  VERNON,  CONNECTICUT     KtNNbYLVAN1A 
KOLOKIHAKAUFISI,  SINILAU,  NUKUALOFA,  TONGA 
KOLPACK,  BRYCE  DANIEL,  APPLETON,  WISCONSIN 
KOLSCH,  MICHAEL  CHARLES,  ELKO,  NEVADA 
KOLUCH,  KORIN  KIM,  LINCOLN,  NEBRASKA 
KOMAN,  DAVID  P.,  BREWER,  MAINE 
KOMANY,  SPHAOTHONG,  VIENTIANE,  LAOS 
KOMAR,  FREDDIE  WAYNE,  BRYAN,  TEXAS 
KOMARA,  DONALD  F.,  YOUNGSTOWN,  OHIO 

KOMARA,  MICHAEL  GEORGE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
K°MM.  FREDERICK  WILLIAM,  III,  DARIEN,  CONNECTICUT 
KErn  ,uJ0^EK  WILLIAM'  NORTHAMPTON,  MASSACHUSETTS 
KONCILJA,  JOHN  H. ,  PUEBLO,  COLORADO 
KONDO,  KAZUHITO,  TOKYO,  JAPAN 
!^Jc£Y,,J5WARD  J-'  0IL  CITY-  PENNSYLVANIA 
52H5tf5i  GERALD  WAYNE'  TULSA'  OKLAHOMA 
™N,™ANTY'  EDWARD  JOHN,  WILLOWBROOK,  ILLINOIS 
KONTNY,  DAVID  RORY,  LANGLEY  AFB,  VIRGINIA 
£nnr'  BP3t   MAURICE.  LONG  BEACH,  CALIFORNIA 
KOOG,  JAMES  R.,  DEL  RIO,  TEXAS 
£°,°>N,JZ'  DENNIS  RAY,  INDIANAPOLIS,  INDIANA 
KOONTZ,  JOHN  CURTIS,  HUTCHINSON,  KANSAS 
KOOP,  CHRISTOPHER  JOSEPH,  FORT  WAYNE,  INDIANA 
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KOOPS,  BLAINE  ARLYN,  HOLLAND,  MICHIGAN 
KOOSHIAN,  GARY  G. ,  CLEARWATER,  FLORIDA 
KOPACZ,  JOHN  R.,  JR,  LANSING,  MICHIGAN 
KOPINAK,  JOHN  P,  TORONTO,  CANADA 
KOPLINER,  JAMES  M,  PRINCETON,  NEW  JERSEY 
KOPP,  CHARLES  M,  KENAI,  ALASKA 
KOPP,  GERALD  C. ,  LOUISVILLE,  KENTUCKY 
KOPP,  STEVEN  JOHN,  JANESVILLE,  WISCONSIN 
KOPPERUD,  SUSAN  MARY,  LOS  ANGELES,  CALIFORNIA 
KOPRIVA,  JAMES  J,  POWELL,  WYOMING 
KOPROWSKI,  DANIEL  J.,  MILWAUKEE,  WISCONSIN 
KOPYLOV,  JACOB,  DENVER,  COLORADO 
KORBACHER,  RALPH  LEE,  OCEANSIDE,  CALIFORNIA 
KORBER,  ROBERT  PETER,  CHEYENNE,  WYOMING 
KORDET,  PATRICK  MILFORD,  EUCLID,  OHIO 
KORDILLA,  NICHOLAS,  HARRISBURG,  PENNSYLVANIA 
KORDING,  BRIAN  SCOTT,  PITTSBURGH,  PENNSYLVANIA 
KORDING,  WILLIAM  G. ,  SEWICKLEY,  PENNSYLVANIA 
KORODI,  ALEX,  TOWN  OF  TONAWANDA,  NEW  YORK 
KOROUS,  GEOFFREY  JAMES,  WOODRIDGE,  ILLINOIS 
KORTAN,  DANIEL  JOSEPH,  JR,  LANSDOWNE,  PENNSYLVANIA 
KORTGE,  LLOYD  PAUL,  INTERIOR,  SOUTH  DAKOTA 
KORYCINSKI,  MICHAEL  G,  DEWITT,  NEW  YORK 
KOSALOS,  GEORGE  J.,  MILWAUKEE,  WISCONSIN 
KOSCELNAK,  FRANCIS  EDWARD,  MOSCOW,  PENNSYLVANIA 
KOSEK,  JAMES  JOSEPH,  MONROE,  WISCONSIN 
KOSHIBA,  KOHKI,  GUNMA,  JAPAN 

KOSHLAND,  BRADFORD  DONALD,  WEST  TRENTON,  NEW  JERSEY 
KOSHOCK,  MICHAEL  A,  MIAMI  SPRINGS,  FLORIDA 
KOSKEY,  STEVE  A,  SPRINGFIELD,  ILLINOIS 
KOSKI,  DONALD  E.,  BEMIDJI,  MINNESOTA 
KOSKO,  JOHN  JAMES,  MERIDEN,  CONNECTICUT 
KOSLOSKI,  MICHAEL  J.,  NEWARK,  NEW  JERSEY 
KOSS,  MARK  ANDREW,  ALBANY,  NEW  YORK 
KOSSIVAKIS,  ELIAS  XENOPHON,  ATHENS,  GREECE 
KOSTA,  ANTONIO  L,  JR,  FORT  HOOD,  TEXAS 
KOSTAL,  IGOR,  BRATISLAVA,  SLOVAKIA 
KOSTELNIK,  CAROL  LOUISE,  MONTPELIER,  VERMONT 
KOSTELNY,  KEITH  MARVAN,  JOLIET,  ILLINOIS 
KOSTURA,  CHRISTOPHER  JAMES,  ORANGE  VILLAGE,  OHIO 
KOTARSKI,  BERNARD  JOHN,  WASHINGTON,  DISTRICT  OF  COLUMBI 
KOTASEK,  RICHARD  J,  STILLWATER,  MINNESOTA 
KOTRAN,  JOHN  STEPHEN,  HARRISBURG,  PENNSYLVANIA 
KOTSCH,  SAMUEL  W. ,  JR.,  MANCHESTER,  CONNECTICUT 
KOTSCHWAR,  HAROLD  J,  KEARNEY,  NEBRASKA 
KOTSUR,  LEONARD  S,  MESA,  ARIZONA 
KOUNS,  MICHAEL  LYNN,  INDIANAPOLIS,  INDIANA 
KOUPENOV,  ANGELOV  KOUPEN,  SOFIA,  BULGARIA 
KOURBELAS,  NEIL  STEVEN,  ROCK  SPRINGS,  WYOMING 
KOURY,  JOSEPH  RALPH,  ELIZABETH,  NEW  JERSEY 
KOURY,  WALTER  CHARLES,  NEW  WINDSOR,  NEW  YORK 
KOVACH,  JOHN  J.,  ASHLAND,  WISCONSIN 
KOVACIC,  EDWARD  P.,  CLEVELAND,  OHIO 

KOVALCHICK,  JOSEPH  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KOWALEWSKI,  LEONARD  F.\  NEWARK,  NEW  JERSEY 
KOWALIK,  STANLEY  M. ,  MIDDLETOWN,  NEW  YORK 
CARL  MELVIN,  BUFFALO,  NEW  YORK 
DOUGLAS  ARTHUR,  DALLAS,  TEXAS 
GEORGE  FRANCIS,  SAN  FRANCISCO,  CALIFORNIA 
rDN?^BrRT  JER0ME-  JR.  BETHEL  PARK,  PENNSYLVANIA 
KOWSKI,  FRANK  F.,  SANTA  FE,  NEW  MEXICO 
KOZAK,  JAMES  C,  FOXBOROUGH,  MASSACHUSETTS 
RICHARD  STEVEN,  CHICAGO,  ILLINOIS 
RUSSELL  FRANCIS,  NEW  HAVEN,  CONNECTICUT 
JOHN  WILLIAM,  OLYMPIA,  WASHINGTON 
,  GEORGE  JAMES,  CHICAGO,  ILLINOIS 
KOZENCZAK,  JOSEPH  RAYMOND,  DES  PLAINES,  ILLINOIS 
KOZENIEWSKI,  JOSEPH  SAMUEL,  FRANCONIA,  PENNSYLVANIA 
KOZIAK,  ROBERT  ZYGMONT,  MAMARONECK,  NEW  YORK 
KOZIOL,  JOHN  ANDREW,  PALATINE,  ILLINOIS 
KOZLOWSKI,  NORBERT  ALOYSUIS,  DETROIT,  MICHIGAN 
KOZOJED,  ALEXEJ,  PRAGUE,  CZECH  REPUBLIC 
SPi,0,^0,  ANTH0NY  EDWARD,  THIEF  RIVER  FALLS,  MINNESOTA 
KOZUB,  BERNARD  J,  SKOKIE,  ILLINOIS 
KRACHT,  ROBERT  E.,  MEEKER,  COLORADO 
KRAEMER,  JAMES  EDWARD,  ROCKVILLE  CENTRE,  NEW  YORK 
KRAFFT,  ROBERT  THOMAS,  ALPENA,  MICHIGAN 
KRAFT,  FRANK  X,  JERSEY  CITY,  NEW  JERSEY 
KRAFT,  JOSEPH  RANDALL,  EULESS,  TEXAS 
KRAFT,  MICHAEL  PAUL,  COVINGTON,  KENTUCKY 
KRAHER,  DONALD  EUGENE,  JR,  WASHINGTON,  MISSOURI 
KRAHN,  BONNY  R.,  STAFFORD,  TEXAS 
KRAHN,  MICHAEL  JOHN,  HALES  CORNERS,  WISCONSIN 
KRAJEWSKI,  WALTER  M. ,  OLD  FORGE,  PENNSYLVANIA 
KRAL,  WILLIAM  FRANKLIN,  AMARILLO,  TEXAS 
KRAMER,  CHARLES  EDWARD,  JACKSONVILLE,  FLORIDA 
KRAMER,  CHARLES  W,  MINEOLA,  NEW  YORK 
KRAMER,  KARL  ERNEST,  MONTE  VISTA,  COLORADO 
KRAMER,  MELVIN  R.,  AURORA,  ILLINOIS 
KRAMMES,  STANLEY  R.,  NEW  BLOOMFIELD,  PENNSYLVANIA 
KRANCE,  HAROLD  THOMAS,  CORAOPOLIS,  PENNSYLVANIA 
KRANNICHFELD,  LARRY  DWAYNE,  VACAVILLE,  CALIFORNIA 
KRANS,  JERRY  RICHARD,  SANTA  ANA,  CALIFORNIA 
KRANZ,  CHARLES  WARREN,  MORRISTOWN,  NEW  JERSEY 
KRASNY,  WALTER  E,  ANN  ARBOR,  MICHIGAN 
KRASZEWSKI,  WILLIAM  DAVID,  NEW  HAVEN,  CONNECTICUT 
KRATOCHVIL,  KAROL  LEWIS,  WASHINGTON,  DISTRICT  OF  COLUMB 
KRATT,  CHARLES  FREDERICK,  J,  WEST  TRENTON,  NEW  JERSEY 
KRATZER,  CHRISTOPHER  JAMES,  SPRINGFIELD,  ILLINOIS 
KRAUS,  DENNIS  WAYNE,  SAN  BERNARDINO,  CALIFORNIA 
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KRAUS.  ERNEST  H  -  LADUE,  NELSON  DAVID 
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KRAUS, 

KRAUS, 

KRAUS, 

KRAUS, 

KRAUS, 

KRAUSE, 

KRAUSE, 

KRAUSE, 

KRAUSE, 

KRAUSER 


KRECKLER, 
KRECKLER, 
KRECKLOH, 
KREGELKA, 


ERNEST  H   PETOSKEY,  MICHIGAN 
LARRY  STEPHEN,  COLORADO  SPRINGS,  COLORADO 
RICHARD  CURTIS,  ENGLEWOOD,  COLORADO 
ROBERT  MICHAEL,  CASTLE  ROCK,  COLORADO 
HILLIAM  F.,  RUTHERFORD,  NEH  JERSEY 
EDHARD  HILLIAM,  RED  HING,  MINNESOTA 
EDHIN  LEWIS,  INDIANAPOLIS,  INDIANA 
JANE  M,  TAMPA,  FLORIDA 
LA  VERN   SHEBOYGAN,  WISCONSIN 
ROBERT  CHARLES,  ELKINS  PARK,  PENNSYLVANIA 
KRAUSMAN,  RICHARD  CHRISTOPHER,  MANSFIELD,  OHIO 
KRAUSSE  GUS  0.,  BROWNSVILLE,  TEXAS 
KRAUTKRAMMER,  SYLVESTER  C.ALGOMA   WISCONSIN 
KRAHETZ,  JOSEPH,  WILKES-BARRE,  PENNSYLVANIA 
KREBILL  GENE  D  ,  FORT  ORD,  CALIFORNIA 
kRFR^ArH  BERNARD  R   BISMARCK,  NORTH  DAKOTA 

'  EDWARD  JOSEPH  WISCONSIN  RAPIDS,  WISCONSIN 
JOHN  F,  BOSTON,  MASSACHUSETTS 
DAVID  DEAN,  OMAHA,  NEBRASKA 
GARRY  JAMES,  YPSILANTI,  MICHIGAN 
JAMES  C,  MARINETTE,  WISCONSIN 
KREDER  KIM  PATRICK,  SANTA  CLARA,  CALIFORNIA 
KRE  LICK  WILLIAM  HOWARD,  LAS  VEGAS,  NEVADA 
KRENS   EDWARD  S,  BEVERLY  HILLS,  CALIFORNIA 
KRE  S   JOHN  F   GOLDSBORO,  NORTH  CAROLINA 
KRE  1'  WESTON  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KRE  TZ,  GORDON  R   FULLERTON,  CALIFORNIA 
KREJCI   DALE  JAMES,  NORTH  ROYALTON,  OHIO  MUim_. 
KRFLL   JOSEPH  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KRELLE   TERENCE  HOWARD,  CENTRAL  CITY,  COLORADO 
KREPPS   CHARLES  T,  JR,  BEAVER   PENNSYLVANIA 
KRFSI   EDWARD  JOHN,  LA  SALLE,  ILLINOIS 
KRESSMAN  THOMAS  ANTHONY,  YONKERS,  NEW  YORK 
KRETCHMAR  A   A.,  SEATTLE,  WASHINGTON 
KRETZ   RAYMOND  AUGUiT,  JR,  MINEOLA  NEW  YORK 
KREULEN,  KENNETH  C,  SEBRING   FLORIDA 
KREY,  MARK  NORMAN,  FORT  WORTH,  TEXAS 
KREYER  GARY  RICHARD,  ANOKA,  MINNESOTA 
KRIDER,  HUBERTS.,  HATFIELD,  PENNSYLVANIA 
KRTFTFMFYER   ANDY  LAMAR,  OCALA,  FLORIDA 
KRNEY   ROGER  DOUGLAS,  TOMS  RIVER,  NEW  JERSEY 
KRNGEL   EDWIN  H. ,  LINCOLN,  NEBRASKA 
KRISHNA  S/0  MAHENDAR,  SINGAPORE   SINGAPORE 
KRISS,  CHARLES  A.,  SR. ,  BILOXI,  MISSISSIPPI 
KRISTOFECK,  WILLIAM  VICTOR,  JR,  LOUISVILLE,  KENTUCKY 
KRISTOFEK,  ANDREW,  BRISTOL  VIRGINIA 
KRISTOFEK  ANDREW,  II,  BRISTOL,  VIRGINIA 
KR  VITZKY,  MARVIN* H,  NEW  YORK,  NEW  YORK 
KROHLING,  LUCIAN  RAY,  MANKATO,  MINNESOTA 
KROLL   ROBERT  JOHN,  JR,  ALBANY,  NEW  YORK 
KRONBERG  LARS  JULIUS,  STOCKHOLM,  SWEDEN 
KRONSCHNABL   JEFFERY  P,  CLEARWATER,  FLORIDA 
t   kSSSk,  GEORGE,  PORTSMOUTH,  NEW  HAMPSHIR 
KROPER,  ROBERT  DAVID,  HICKAM  AFB,  HAWAII 
KROSS,  CHARLES  FREDERICK,  DEKALB,  ILLINOIS 
»  KROUSE,  CHARLES  J.,  REYNOLDSBURG,  OHIO 
»  KROUT,  ROGER  F,  SHERIDAN,  WYOMING 
"  KRUEGER,  EDWIN  R. ,  NEWARK,  NEW  YORK 

RICKEY  GENE,  ROCHESTER,  MINNESOTA 
RONALD  W.,  MERRILL,  WISCONSIN 
WILLIAM  A,  SALEM,  ILLINOIS 

KRUIDENIER,  BASTIAN  D. ,  MIAMI  BEACH,  FLORIDA 
KRUITHOFF,  JEFFREY  PAUL,  BATTLE  CREEK,  MICHIGAN 
KRUM  WILLIAM  A  .  KINGSTON,  NEW  YORK 
KRUMBACH  WALTER' GEORGE,  EL  SEGUNDO,  CALIFORNIA 
KRUMNOW  JOHN  J.,  AUSTIN,  TEXAS 
KRUPINSKY  WESLEY  P.,  WOODSTOCK,  VERMONT 
KRUSCHE  HERBERT  L,  MILWAUKEE  WISCONSIN 
KRUSE,  CHARLES  LEE,  FISHERS,  INDIANA 
KRUSE   GEORGE  JOHN,  HONOLULU,  HAWAII 
KRUSE   STEPHEN  MICHAEL,  SHREWSBURY  MISSOURI 
KRUSEN,  JAMES  PAUL,  SAN  DIEGO,  CALFORNIA 
KRUSINGA,  GREGORY  ALLEN,  EAST  LANSING,  MICHIGAN 
KRUTCHAIYAN,  MANAT,  BANGKOK  THAILAND 
KRUTYS,  EDHARD  JOSEPH,  JAMAICA,  NEW  YORK 
KRYSTEK,  JOHN  EDHARD,  GLENDALE,  ARIZONA 
KU,  WILLIAM  HAISHAN,  TAIPEI,  REPUBLIC  OF  CHINA 
KUBALA  STANLEY  B.,  OAKLAND  PARK,  FLORIDA 
KUBE,  ROBERT  LEE,  WATERTOWN,  WISCONSIN 
KUBECKA.  OTTO  H. ,  VICTORIA,  TEXAS 
KUBITSKEY,  NORMAN  PAUL,  NORTHVILLE,  MICHIGAN 
KUBOKI,  NORIO,  TOKYO,  JAPAN 

KUCAB.  MICHAEL  FRANCIS,  ELIZABETH,  NEW  JERSEY 
KUCER   JOHN  ANDREW,  PAPILLION,  NEBRASKA 
!  KUCHERA,  JAMES  DAVID,  FARGO,  NORTH  DAKOTA 
l  KiirTNTr   WILLIAM  E..  JOLIET,  ILLINOIS 
KUDAR   RONALD  FREDERICK,  ROCK  SPRINGS -WYOMING 
KUEBLER,  MICHAEL  ANTHONY,  SARASOTA,  FLORIDA 
KUEHN,  THOMAS  JAMES,  LOS  ANGELES,  CALIFORNIA 
t   KllFSTFR   ROY  ALLAN,  VICTORIA,  TEXAS 

KUGLER   EARL  J,  SR   SCRANTON   PENNSYLVANIA 
i   KUGLER   JAMES  A.  EAGLE  RIVER,  WISCONSIN 

KUGLER ;  ROBERT  JAMES,  SADDLE  BROOK,  NEW  JERSEY 
1   KUHLMAN,  HOWARD  F,  ARVADA,  COLORADO 


KRUEGER, 
KRUEGER, 
KRUEGER, 
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KUSS, 
KUTA, 
KUTA, 


KUHLMAN,  JOHNNY  LEE,  OKLAHOMA  CITY,  OKLAHOMA 
KUHLMAN,  MERLIN  STANLEY,  FORT  RILEY,  KANSAS 
KUHN,  DONALD  AUGUST,  NEW  YORK  NEW  YORK 
KUHN,  WILLIAM  EDWARD,  INDIANAPOLIS,  INDIANA 
KUIDIS,  DEBORAH  LYNN,  ALBUQUERQUE,  NEW  MEXICO 
KUJAWA  TOMAS  JOHN,  WAUSAU,  WISCONSIN 
KUKALIS,  JUSTIN  JOSEPH,  EAST  LANSING,  MICHIGAN 
KULBETH,  HAROLD  T.,  MERCED,  CALIFORNIA 
KULE,  AHMET,  ANKARA,  TURKEY     „ul|MJ11(illT. 
KULESKI,  VINCENT  MARK,  INDIANA,  PENNSYLVANIA 
KULHAHIK   EDWARD  VINCENT,  WILTON,  CONNECTICUT 
KULIG  RICHARD  E.,  WEST  SPRINGFIELD,  MASSACHUSETTS 

KULKOHSKI,  STEVEN  JOSEPH,  AVON  CONNECTICUT 

KULL.  DAVID  HILLIAM,  SIOUX  FALLS,  SOUTH  DAKOTA 

KULLAMA,  WANICH,  BANGKOK,  THAILAND 

KULOVITZ,  ALAN  THOMAS,  MAYWOOD,  ILLINOIS 

KUMANEK,  MIROSLAW,  WARSAW,  POLAND 

KUMAR,  SHRI  KULDEEP,  NEW  DELHI,  INDIA 

KUMAR,  SHY AM,  SINGAPORE,  SINGAPORE 

KUME,  ICHIRO,  TOKYO,  JAPAN 

KUMMER,  GEORGE  E.,  OAK  LAWN,  ILLINOIS 

KUNA,  JAMES  T.,  LACKAWANNA,  NEW  YORK 

KUNARD,  DARRELL,  LEE'S  SUMMIT  MISSOURI 

KUNCL,  ARTHUR  CHARLES,  JR,  BROOKFIELD,  ILLINOIS 

KUNDA  NICHOLAS  JOSEPH  MINEOLA   NEW  YORK 

KUNDEYA,  GEORGE  GEOFFREY,  SALISBURY,  ZIMBABWE 
I   KUNIMATSU,  TAKAJI,  TOKYO,  JAPAN 

l  KUNTZ   RICHARD  E.  BOLINGBROOK,  ILLINOIS         ,«,,..„», 
I  KUPFEREr!  THOMAS  C,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBI 

KURAKAMI,  KENICHI,  TOKYO,  JAPAN 

KURAMOCHI,  KENJI,  TOKYO  JAPAN 
KURDYLA,  DANIEL  DAVID,  MANVILLE,  NEW  JERSEY 
«  KURELAITIS  FRANK,  EAST  ST.  LOUIS,  ILLINOIS 
KURLANDER !'NEIL  FRED,  MARYLAND  HEIGHTS  MISSOURI 
KlIRMT";   RONALD  PAUL,  VALPARAISO,  INDIANA 

kurnosenkoVandrey  anatolyevich;  moscoh,  RUSSIA 

KURTH,  ROBERT  EDWARD,  LOS  ANGELES,  CALIFORNIA 
KURTZ   LE  ROY,  SOUTH  AMBOY,  NEW  JERSEY 
KURZ.  DAVID  LEE,  GORHAM,  MAINE 
KUSCHE   EUGENE  LEE,  MANITOWOC,  WISCONSIN 
KUSH,  RICHARD  JAMES,  TEMPE,  ARIZONA 
RUDOLF  L.,  NEW  YORK,  NEW  YORK 
ROBERT  P.,  NEWARK,  NEW  JERSEY 
WILLIAM  JOHN,  DES  PLAINES,  ILLINOIS 
WILLIAM  JOSEPH,  GREENSBURG,  PENNSYLVANIA 
KUZlCKI,  KENNETH,  VERNON,  NEW  JERSEY 
KUZMA,  JAMES  DAVID,  JOLIET,  ILLINOIS 
KUZNIEWSKI,  MICHAEL  L. ,  HARVEY,  ILLINOIS 
KVIETKUS,  EDWARD,  ATLANTA,  GEORGIA 
KWAN  CHAO-I   PETER,  TAIPEI,  REPUBLIC  OF  CHINA 
KWEI   CHING-SHAN,  TAIPEI,  REPUBLIC  OF  CHINA 
KHIATKOHSKI,  MARK  ALAN,  BEDFORD  HEIGHTS,  OHIO 
KWOK,  ALBERT,  HONG  KONG,  HONG  KONG 
KYEA  DAVID  JOHN,  TAOS,  NEH  MEXICO 
KYLE,  BRIAN  DOUGLAS,  BRYAN,  TEXAS 
30  #  KYLE,  K.  D.,  ANGLETON,  TEXAS       „.„„„.. 
104   KYNASTON  EDWARD  E,  SACRAMENTO,  CALIFORNIA 

LAABS   VERNON  C  ,  PORT  WASHINGTON,  WISCONSIN 
LAAGE  MICHAEL  EDWARD,  SPRINGDALE,  OHIO 
LAAkV  EVERETT  R.  ,  WINONA  MINNESOTA 
LAANET,  KALLE,  TALLINN,  ESTONIA 
LABAR  TERRY  DAVID,  QUANTICO,  VIRGINIA 
LABARGE  ARMAND  PAUL,  NEWMARKET   CANADA 
[ABBE.  MARK  DENNIS,  GRAND  PRAIRIE,  TEXAS 
LABECKI,  MARVIN  STANLEY,  MILWAUKEE,  HISCONSIN 

taifcE^IiEllT-R^KSaite^i^iALIFORHIA 

BBS!;  ffi^irBURN^ESrMSNROE.  LOUISIANA 
LABOY  CASTILLO,  EMIDIO  MARICAO,  PUERTO  RICO 
LABRIE   RAYMOND  W,  PORTSMOUTH,  NEW  HAMPSHIRE 
l  ARRUSCIANO  MARTIN  SEDIA,  SANFORD,  FLORIDA 
LACAPRUCIA7 LOUIS  EDMARD, 'HARTFORD,  CONNECTICUT 
135  #  LACASSE,  TERRYL  CLARENCE,  INVERNESS,  FLORIDA 
60  S  UCe!  HARRY,  NEWPORT  BEACH  CALIFORNIA 

LACEY  WADE  CONRAD,  ANCHORAGE,  ALASKA   ,,.M_. 
I ACHASSE  ROYAL  SCOTT,  LOS  ANGELES,  CALIFORNIA 

I  ACHUTE  STEVEN  ERIC,  GRETNA,  LOUISIANA 
I ACKFY  DRUE  H   JR.   MONTGOMERY,  ALABAMA 
LACKEY!  LAHSON  KEITH  BAKERSFIELD,  CALIFORNIA 
I ACOUR  JAMES  L,  COLFAX,  LOUISIANA 
LACROIX  DALE  DAVID,  HATERFORD,  MICHIGAN 
i apy  DAVID  SCOTT   NEBRASKA  CITY,  NEBRASKA 
^ACV'  LAFAYETTE  EUGENE;  JEFFERSON  CITY,  MISSOURI 
LACY'  LEONARD  CALUP,lil,  ANDREWS  AFB,  MARYLAND 
#  LACY,  ROBERT  A.,  SCOTTSBLUFF,  NEBRASKA 
100   LADBURY,  JACK  F*. ,  VALLEY  CITY   NORTH  DAKOTA 
LADD  CLAYTON  D,  ROSEBURG,  OREGON 
■  "--'  GLENN  LLOYD,  OVERLAND  PARK,  KANSAS 
HAROLD  R,  TULSA,  OKLAHOMA 
vrwrFNT  PAUL  MODESTO,  CALIFORNIA 
WILLIAM  F  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

EUR^ROBEKLa^ASRENmLE,  ILLINOIS 

tADNER',  o^^m^wjmk^umwuu 

i  *nuFR   PHII  IP  M  GULFPORT,  MISSISSIPPI 
LADUCER,  DENNIS  HILLIAM.  SANTA  ANA  CALIFORNIA 
i  AnnrFR   IDHN  DAVID  CANTON,  CONNECTICUT 
LADUE!  NELSON  DAVID:  BRIDGEPORT,  CONNECTICUT 
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LADHIG,  THOMAS  LAHRENCE  -  LANZAROTTI,  PAUL  ANGELO 
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LADHIG,  THOMAS  LAHRENCE,  HILLISTON,  NORTH  DAKOTA 
LAESSIG,  RANDY  KEITH,  MARSHFIELD,  HISCONSIN 
1  LAFASHIA,  RICHARD  J,  HILMINGTON,  DELAHARE 
LAFLAIR,  RICHARD  ABNER,  OGDENSBURG,  NEH  YORK 
LAFLIN,  TERRY  LEE,  OWASSO,  OKLAHOMA 
LAFOND,  EDHARD  GERALD,  SACRAMENTO,  CALIFORNIA 
LAFOND,  PHILIP  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LAFONTAINE,  JOSEPH  A,  ALBANY,  NEH  YORK 
LAFORGIA,  GERTRUDE,  NEH  YORK,  NEH  YORK 
LAFRANCE,  MARCEL  DENNIS,  EL  PASO,  TEXAS 
LAGANO,  FRANK  THOMAS,  NEH  YORK,  NEH  YORK 
LAGASSE,  ANDRE  DENIS,  OTTAHA,  CANADA 
LAGATTA,  LESTER  R.,  CLEVELAND,  OHIO 
LAGOMARSINO,  STEPHEN  F.,  SANTA  FE,  NEH  MEXICO 
LAGROH,  ROBERT  HILSON,  COLCHESTER,  VERMONT 
LAGROH,  HALTER  L,  SPRINGFIELD,  ILLINOIS 
LAGUARDIA,  DONALD  E.,  LOS  ANGELES,  CALIFORNIA 
LAHEY,  THOMAS  C. ,  DENVER,  COLORADO 
LAHIVE,  PAUL  A,  QUINCY,  MASSACHUSETTS 
LAHUE,  JOSEPH  HOHARD,  SHAHNEE,  OKLAHOMA 
LAI,  MILTON  B,  HAILUKU,  MAUI,  HAHAII 
LAIBACH,  CAROLYN,  MINEOLA,  NEH  YORK 
LAIDIN,  ZAKIAH  BINTI,  KUALA  LUMPUR,  MALAYSIA 
LAIGO,  REYNALDO  MARTINEZ,  MANILA,  PHILIPPINES 
LAINE,  DALE  ALAN,  MILHAUKEE,  HISCONSIN 
LAINEZ  MENDOZA,  JULIO  ALBERT,  SAN  SALVADOR,  EL  SALVADOR 
LAING,  HAYNE  LESTER,  CASPER,  HYOMING 
LAIRD,  JOHN  J,  DOVER,  DELAHARE 
LAIRD,  NORMAN  S,  CARSHELL  AFB,  TEXAS 
LAIRD,  HALLACE  B.,  COVINGTON,  LOUISIANA 
LAJOIE,  DANIEL  ROMEO,  AUBURN,  MAINE 
LAKE,  EARL  DONALD,  TUSCALOOSA,  ALABAMA 
LAKE,  GEORGE  ALAN,  MODESTO,  CALIFORNIA 
LAKE,  JAMES  HAROLD,  SEYMOUR  JOHNSON  AFB,  NORTH  CAROLINA 
LAKE,  JOHN  S,  HIALEAH,  FLORIDA 
LAKER,  LOYD  F.,  JACKSON,  HYOMING 
LALIBERTE,  TERRY  JOSEPH,  SPOKANE,  HASHINGTON 
LALLY,  JOHN  J.,  GREENHICH,  CONNECTICUT 
LAM,  GREGORY  KHAI-BUN,  HONG  KONG,  HONG  KONG 
LAMADGELEINE,  EDMOND  J.,  HOODSTOCK,  ILLINOIS 
LAMANTIA,  ROBERT  MICHAEL,  HILMETTE,  ILLINOIS 
LAMANTIA,  STEPHEN  ANTHONY,  HARREN,  OHIO 
LAMAR,  STEPHEN  HAYNE,  MOUNT  VERNON,  ILLINOIS 
LAMARCHE,  ALAN  R,  TALLAHASSEE,  FLORIDA 
LAMASON,  HILLIAM  E,  CARLISLE,  PENNSYLVANIA 
LAMASTRA,  GABRIEL  C. ,  ROCKVILLE,  MARYLAND 
LAMB,  BRYAN  MACKIE,  SANTA  FE,  TEXAS 
LAMB,  KAROLD  E,  QUINCY,  ILLINOIS 
LAMB,  JOHN  LAHRENCE,  HEST  TRENTON,  NEH  JERSEY 
LAMB,  MAXINE  HELEN,  KALISPELL,  MONTANA 
LAMB,  OMAR  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PETER  J,  CANBERRA,  AUSTRALIA 
ROBERT  D,  BARRINGTON  HILLS,  ILLINOIS 
STANTON  RAY,  MINDEN,  NEVADA 
,  TIMOTHY  JOHN,  FORT  BRAGG,  NORTH  CAROLINA 
LAMB,  HALTER  L.,  JONESBORO,  ARKANSAS 
LAMBERSON,  JERRY  EARLE,  NORTH  LITTLE  ROCK,  ARKANSAS 
LAMBERT,  ANTON  HARDY,  CEDAR  CITY,  UTAH     AK*ANbA:> 
LAMBERT,  D.  T.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LAMBERT,  DANIEL  LEE,  PORTLAND,  OREGON 
LAMBERT,  HENRI  CHRISTOPHER,  SAN  ANTONIO,  TEXAS 
LAMBERT,  MARC  HENRY,  COLTS  NECK,  NEH  JERSEY 
LAMBERT,  RICHARD  HAYNE,  CHICAGO,  ILLINOIS 
LAMBERT,  RUSSELL  LEE,  GAINESVILLE,  FLORIDA 
f-^51'  TED  HAYNE'  ASHEVILLE,  NORTH  CAROLINA 
LAMBERT,  TERRANCE  FRANCIS,  DUBUQUE,  IOHA 
LAMBERT,  VAUGHN  KENNETH,  RICHFIELD,  MINNESOTA 
LAMBERTI,  ALFRED  THOMAS,  FORT  LAUDERDALE,  FLORIDA 
LAMBRECHT,  TERRY  ALLEN,  DETROIT,  MICHIGAN 
LAME,  CHARLES  DAVID,  GALLATIN,  TENNESSEE 
LAMERS,  JOHANN  HILLIAM,  THUNDER  BAY,  CANADA 
LAMEY,  PAUL  K,  GULFPORT,  MISSISSIPPI 
LAMIA,  VINCENT  PETER,  III,  METAIRIE,  LOUISIANA 
LAMM,  JOHN  HAYNE,  HILSON,  NORTH  CAROLINA 
LAMMENS,  DANIEL  ANTHONY,  BABYLON,  NEH  YORK 
LAMMERS,  JOHN  C. ,  ROCKVILLE,  MARYLAND 
LAMONICA,  MICHAEL  J,  FAIRLAHN,  OHIO 

I-auSSI'  Sik^AM.J0HN-  BELFAST,  NORTHERN  IRELAND 
LAMORE,  RODERICK  J.,  LANSING,  MICHIGAN 
LAMOREAU,  BRYAN  TONY,  AUGUSTA,  MAINE 

,LAuDurL  mJ^L   EUGENE-  WHITE  PLAINS,  NEH  YORK 
LAMPHERE,  ALFRED  J.,  JOHNSON  CITY,  NEH  YORK 
hAH^IKE'  WILLIAM  LEROY,  HURLOCK,  MARYLAND 
LAMPIGNANO,  JOSEPH  ANTHONY,  HOUSTON,  TEXAS 
LANADA,  REY  LAQUIHON,  QUEZON  CITY,  PHILIPPINES 
UNAM,  MICHAEL  HILLIAM,  FREMONT,  CALIFORNIA 
LANATA,  ANTONE  PETER,  COLUMBUS,  OHIO 
UNCARA,  JOHN  CARMELO,  SACRAMENTO,  CALIFORNIA 
H^S«Ji5'  £SWARD  ELLIOTT,  MERCER,  PENNSYLVANIA 

-  FRED  KENNETH,  COLUMBIA,  SOUTH  CAROLINA 
LANCASTER,  GARY  MELVIN,  SANDY,  UTAH 
LANCASTER,  GARY  R. ,  MISSOULA,  MONTANA 
LANCASTER,  GERALD  L.,  DALLAS,  TEXAS 
l"A^AcIrS'  LE0N  SC0TT-  GREEN  C0VE  SPRINGS,  FLORIDA 
,LAurASTlRA  LEX  JERRY>  NASHVILLE,  TENNESSEE 
LANCE,  GARY  H. ,  DENISON,  TEXAS 
LAJjCE,  JEROME  EMERY,  LONG  BEACH,  CALIFORNIA 
LANCE,  LEE  J.,  RALEIGH,  NORTH  CAROLINA 
LANCTOT,  LEO  JAMES,  ALLEN  PARK,  MICHIGAN 
LAND,  ANTHONY  PAUL,  HESTON,  CONNECTICUT 
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LAMB, 
LAMB, 
LAMB, 


128 
172 
118 
164 
173 
126 
124 
148 

31 
118 

39 
116 
117 
193 

95 

38 
130 

96  # 

88 

100  tt 
105  tt 
189 
174 
139 
102  * 
179 

101  tt 
176 
181 
118  tt 

60  tt 
125 
119 
135 
175 
131 
186 
177 
149 
163  # 

80  tt 
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185 
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132 
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33  * 

99 
176 
110  tt 
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151 

146 

102  tt 
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178 

181 

100 

185 

135  tt 
39  tt 

117  tt 
96  tt 
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178 
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115 

77 

194 
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188 
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148  It 
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190 
130 
164 
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154 
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LAND,  DENNIS  DALE,  AUSTIN,  TEXAS 
LAND,  DUSTY  RAY,  MIDLAND,  TEXAS 
LAND,  HENRY  PROCTOR,  JR,  GUTHRIE,  OKLAHOMA 
LAND,  SARAH  HARHELL,  LOUISVILLE,  KENTUCKY 
LAND,  STEVEN  CURTIS,  HAZLEHURST,  GEORGIA 
LAND,  HILLIAM  MICHAEL,  TEXAS  CITY,  TEXAS 
LANDA,  MARTIN  LEONARD,  NEH  YORK,  NEH  YORK 
LANDAHL,  IRHIN  EDHARD,  HEST  SENECA,  NEH  YORK 
LANDER,  GEORGE  E.,  YORKVILLE,  OHIO 
LANDEROS,  LONNIE  BASILIO,  DETROIT,  MICHIGAN 
LANDERS,  JOE  T,  ANNISTON,  ALABAMA 
LANDERS,  JOHN  G,  SPRINGFIELD,  ILLINOIS 
LANDGREN,  ROGER  L.,  ST.  LOUIS  PARK,  MINNESOTA 
LANDIN,  RUDOLPH,  NEH  YORK,  NEH  YORK 

PAUL  A.,  CONCORD,  MASSACHUSETTS 
HOHARD  0.,  LEHISTOHN,  PENNSYLVANIA 
MICHAEL  LEE,  LANCASTER,  PENNSYLVANIA 
LEROY  H.,  HILMINGTON,  DELAHARE 
,  MICHAEL  H.,  JR.,  HASHINGTON,  DISTRICT  OF  COLUMB 
LANDOSKEY,  ELMER  F,  DEERFIELD  BEACH  FLORIDA 
LANDRETH,  CLARENCE  E,  LAS  VEGAS,  NEVADA 
LANDRETH,  MARTIN  CLYDE,  INDIANAPOLIS,  INDIANA 
LANDRITH,  PATRICK  JAMES,  PEKIN,  ILLINOIS 
LANDRY,  JOHN  ALVIN,  JR,  NEH  ORLEANS,  LOUISIANA 
LANDRY,  KENNETH  J.,  PORT  ARTHUR,  TEXAS 
PAUL  DAVID,  TORONTO,  CANADA 
RAYMOND  J,  NASHUA,  NEH  HAMPSHIRE 
TERRY  CLYDE,  SR,  BATON  ROUGE,  LOUISIANA 
,  HILLIAM  PRENTISS,  GONZALES,  LOUISIANA 
LANDSBERG,  BARRY,  BROOKLYN,  NEH  YORK 
LANDSDOHNE,  PAUL  F,  LONG  BEACH,  CALIFORNIA 
LANDSEM,  GARY  JULIAN,  MOORHEAD,  MINNESOTA 
LANE,  ARTHUR  JOHN,  ORLANDO,  FLORIDA 
BILL  PERK,  HOBBS,  NEH  MEXICO 
CHARLES  OTIS,  SAN  DIEGO,  CALIFORNIA 
CURTIS,  TAMPA,  FLORIDA 
.  HAROLD  CHARLES,  CASTLE  SHANNON,  PENNSYLVANIA 
LANE,  JACK  GORDON,  PHOENIX,  ARIZONA 
LANE,  JAMES  RICHARD,  THOMASVILLE,  GEORGIA 
JONATHAN  SPENCER,  KISSIMMEE,  FLORIDA 
JOSEPH  F.,  LONG  BEACH,  NEH  YORK 
ROBERT  T,  TAFT,  CALIFORNIA 
ROY  C,  CORTEZ,  COLORADO 
TIMOTHY  J,  CAMBRIDGE,  MASSACHUSETTS 
TIMOTHY  HILLIAM,  AZTEC,  NEH  MEXICO 
HILLIAM  J.,  PUYALLUP,  HASHINGTON 
ALBERT  C,  JR,  BARTOH,  FLORIDA 
ARTHUR  E.,  JR.,  CULVER  CITY,  CALIFORNIA 
CALVIN  A.,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 
FRANZ,  VIENNA,  AUSTRIA 
GARY  HALLACE,  EVERETT,  HASHINGTON 
.  JOHN  GEORGE,  JR,  DECATUR,  GEORGIA 
LANGAN,  ROBERT  J,  GREEN  BAY,  HISCONSIN 
LANGE,  HERBERT  H. ,  HOODSTOCK,  ILLINOIS 
JOHN  JOSEPH,  EFFINGHAM,  ILLINOIS 
RICKEY  DEE,  LAS  VEGAS,  NEVADA 
TERRY  GENE,  ODESSA,  TEXAS 
.  THOMAS  JAMES,  ST  PETERSBURG  BEACH,  FLORIDA 
LANGE,  HALTER  H. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANGE,  HILLIAM  J.,  LA  GRANGE!  ILLINOIS 
LANGELAND,  LEON  J.,  SPRING  LAKE,  MICHIGAN 
LANGELLA,  JAMES  MICHAEL,  PORTLAND,  MAINE 
LANGENDERFER,  GERALD  J.,  TOLEDO,  OHIO 
LANGENFELD,  CLIFFORD  J.,  DECATUR,  ILLINOIS 
LANGFORD,  ERIC  RANNEY,  EUGENE,  OREGON 
LANGFORD,  LESTER  HAYNE,  GREELEY,  COLORADO 
LANGFORD,  REED  M,  SALT  LAKE  CITY,  UTAH 
LANGFORD,  STERLING,  HARRISBURG,  PENNSYLVANIA 
LANGGLE,  MICHAEL  JOHN,  LOS  ANGELES,  CALIFORNIA 
LANGHORNE,  JOSEPH  JEROME,  CHESAPEAKE,  VIRGINIA 
LANGLEY,  ROBERT  K.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANGLOIS,  RENALD  LUCIEN,  CRANSTON,  RHODE  ISLAND 
LANGLOSS,  CHARLES  HILLIAM,  LINCOLN,  NEBRASKA 
LANGNER,  RICHARD  B.,  SACRAMENTO,  CALIFORNIA 
LANGNER,  ROGER  L.,  LOS  ANGELES,  CALIFORNIA 
LANGSTON,  ALLEN,  JR,  ST.  LOUIS,  MISSOURI 
LANGSTON,  DANNY  RAY,  PARAGOULD,  ARKANSAS 
LANGSTON,  LARRY  LEE,  AURORA,  ILLINOIS 
LANGSTON,  RANDAL  LEE,  ALVIN,  TEXAS 
LANGSTON,  REBECCA  PRITCHETT,  LEXINGTON,  KENTUCKY 
LANGSTON,  ROBERT  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  BILLY  R.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  CATHY  LYNN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  GLENARD  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  RITCHIE  ARNOLD,  HAUCHULA,  FLORIDA 
LANIGAN,  JAMES  K,  SHREVEPORT,  LOUISIANA 
LANKFORD,  LEMUEL  L,  RICHMOND  HEIGHTS,  MISSOURI 
LANN,  MICHAEL  SHAHN,  MONTGOMERY,  ALABAMA 
LANNAN,  ROBERT  D. ,  MANCHESTER,  CONNECTICUT 
LANNING,  ALAN  EDHARD,  LA  MESA,  CALIFORNIA 
LANNING,  HILLIAM  EDHARD,  CAMBRIDGE,  OHIO 
LANPHER,  DONALD  EDHARD,  JR,  MOSCOH,  IDAHO 
LANSDOHNE,  HILLIAM  MICHAEL,  SAN  JOSE,  CALIFORNIA 
LANTEIGNE,  PAUL  J,  VIRGINIA  BEACH,  VIRGINIA 
LANTER,  RALPH  EUGENE,  COLUMBUS,  OHIO 
LANTERMAN,  GEORGE  RICHARD,  BANNING,  CALIFORNIA 
LANTZ,  DONALD  P,  NORTHFIELD,  ILLINOIS 

S-AN,^:,  GE°RGE  RAYMOND,  MAJURO,  FEDERATED  STATES  OF  MICR 
LANYON,  ROBERT  FRANCIS,  BERHYN,  PENNSYLVANIA 
LANZAROTTI,  PAUL  ANGELO,  MORAGA,  CALIFORNIA 
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LANZO  NUNEZ.  JOSE  0  -  LEARMONTH,  ROBERT  B 
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LANZO  NUNEZ,  JOSE  0,  SAN  JUAN,  PUERTO  RICO 

\$$L\    5^N^HtKK^r!!E«  VALLEY.  CALIFORNIA 

AP^  I"  ESP!  t'lSBSS:  H  HILTON 
La^MARDO.  ROCKY ' JOSEPH,  NORTHBORO,  MASSACHUSETTS 
l APORTE   GLENN  R.,  SELMA.  ALABAMA 
LAPORTE   JOHN  J.,  LINCOLNHOOD,  ILLINOIS 
LAPOUR   THOMAS  J   LEE'S  SUMMIT   MISSOURI 
I  APP  HARRIS  H,  MONROE,  MICHIGAN 
LAPP   MICHAEL  ADAM,  QUANTICO,  VIRGINIA 
LAPP   RONALD  JOHN,  EAST  LANSING,  MICHIGAN 
LAPPIN,  HERMAN  GRANT,  DALLAS.  TEXAS 
i  APPRAkn   DOMINIQUE  PAUL,  PARIS,  FRANCE 
LIB"'!  HICHML  JOHH,  OKLAHOHA  C1IY.  OKLAHOMA 

I  ARTHF   MAX   BASTROP,  LOUISIANA 

I ARDIZABAL   ALFRED,  JR,  KANEOHE  BAY,  HAWAII 

LARGE   LONNIE  A   PITTSBURGH,  PENNSYLVANIA 

i  iSro   IOHN  E   CROWNPOINT,  NEW  MEXICO 

URG?'  CLIFTON  DOUGLAS,  NASHUA,  NEW  HAMPSHIRE 

IARINOUNA.  YAZID,  ALGIERS,  ALGERIA 

LARKIN   LARRY  DALE,  INDIANAPOLIS,  INDIANA 

I ARKIN   ROBERT  L,  BALTIMORE,  MARYLAND 

A  OCCA.'PASOUALE.  PISCATAHAY  NEW  JERSEY 
LAROE   RUSSELL  DON,  TEXAS  CITY,  TEXAS 

LArOTONDARA?HRlsTOYpHERSJOSEPH!ToNRTH  LAS  VEGAS,  NEVADA 
LArKnTE  PACHECO  LAUREAN.  SAN  JUAN,  PUERTO  RICO 
LARROZA  OSCAR  MIGUEL,  ASUNCION,  PARAGUAY 
«  LARSEN   ARLANDO  D,  PRESTON,  IDAHO 
LaSs"  1":  ARTHUR  JOHN,  NEW  YORK.  NEW  YORK 
i  arcfn  DFNNIS  L.  TULSA,  OKLAHOMA 
LaRS 13:  FREDRICK  ALLEN.' INDIANAPOLIS.  INDIANA 
LARSEN  GRANT  K,  SALT  LAKE  CITY,  UTAH 

JOHN  T,  EVERETT,  WASHINGTON 

LOREN  LEE,  SPRINGFIELD,  ILLINOIS 

PER  CLAUS,  COPENHAGEN,  DENMARK 

RICHARD  W  MILWAUKEE,  WISCONSIN 
LARSON'  DAVID  NEIL,  SANTA  CRUZ,  CALIFORNIA 
IARSON  DONALD  ROBERT,  VIROQUA,  WISCONSIN 

Larson'  duane  m,  sioux  falls,  south  Dakota 
Larson  earl  l,  jr.  west  fargo,  north  Dakota 
Larson  glenn  h.,  Lincolnshire.  Illinois 

Larson   JEAN  ROLF,  PROVIDENCE,  RHODE  ISLAND 
'  KEITH  E,  SAN  BERNARDINO,  CALIFORNIA 

KELLY  JAMES,  ST  GEORGE,  UTAH 

KERRY  GAIL,  ST  GEORGE,  UTAH 
LARSON'  MERTON  W. ,  ST.  PAUL,  MINNESOTA 

»  Si  £?!§.!:  gSaK1cU0».  COLORADO 

SbssrssfeES!SK-.rESffi? 
t:;i?;».,ffi«^soi^?!,Sou!ib,ii?iooHS,,LL,«o,s 

Larue  h  j,  yakima,  Washington 

iTaul      WILLIAM  CLARK,  ASHLAND,  OHIO 
LaRY  RUSSELL  EDWIN,  GRANTHAM  NEW  HAMPSHIRE 
LaSATER   STEVEN  DOUGLAS,  HOBBS,  NEW  MEXICO 
LaSCHeS'  LARRY  LOUIS,  VERNON  HILLS,  ILLINOIS 
I  ASHLEY  ALAN  JERRY,  COLUMBUS,  OHIO 
LaIhLEY.  SaOiD  LAWRENCE,  SELMA  ALABAMA 
I ASTTER  JOHN  ELLIS,  FRANKLIN,  INDIANA 
LaSSITER,  ERNEST  0. ' RALEIGH  NORTH  CAROLINA 
LASS  TER  GARRY  R.  TALLAHASSEE,  FLORIDA 
LASTER   RALPH  EUGENE.  MEMPHIS,  TENNESSEE 
LaSUER   J  C.  SAN  DIEGO,  CALIFORNIA 
LaTCHFORD,  RAYMOND  F   PHILADELPHIA, 

latella,  joseph  j.,  jr-,  washington, 
LaterL  richard  e,  dillon,  Montana 

Latham'  ^y"^!*^^"^^^.  Arizona 
Latham  thomas  lee,  douglasville,  Georgia 

i  HrSp.TRoSeRTLELIJAH  JR .GLENDALE -CALIFORNIA 
i  ATHROP   SAM  WILLIAM,  BELOIT,  WISCONSIN 
UTIMER'.  JAMES  ALBERT.  CAMARILLO  CALIFORNIA 
rATTNF7   JORGE   PANAMA  CITY,  PANAMA 
LatE' ROBERT 'EDWARD,  BOGALUSA,  LOUISIANA 
LaTORRE,  FREDRICK  EDWARD,  OCALA,  FLORIDA 
LATTA.  JOSEPH  TAYLOR,  BURBANK,  CALIFORNIA 

»  LaTTA  THOMAS  HUGH,  JR.  ORANGE.  TEXAS 

LATTANZIO.  ANTHONY  ANDRE,  BEACON,  NEW  YORK 

»  LATUFF   EDWARD  F,  ANOKA,  MINNESOTA 
UTULIP.  ROBERT  N,  OSWEGO  NEW  YORK 

"   LauVoUGUS  YUK-  U   TA0NGLkSSg  HONG  KONG 

LauBENSTEIN   DON  COBERT,  PORT  WASHINGTON,  WISCONSIN 
Lauck  RICHARD  DALE,  MADISON,  SOUTH  DAKOTA 
LaUDe'  DAVID  LYMAN,  WISCONSIN  RAPIDS,  WISCONSIN 

Laud  nc?a  rizIlBefrigillana,  manila  Philippines 
#  Lauderdale,  charles  w  lake  mary  Florida 

LAUER,  MICHAEL  RAYMOND.  ST   L2VU&miSS 
LAAUFER  "tS  JOS  H,L   SEA^SK0R,  CONNECTICUT 
.   AUGHEAD  MAKOM  V,  MEDIA  PENNSYLVANIA 

i  Aiir.Hl  IN   CHRISTINE  LYNN,  KANSAS  CITY,  MISbOUKl 
LAUGHLlH:  MICHAEL  TIMOTHY.  FOLSOM,  CALIFORNIA 


LARSEN, 
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PENNSYLVANIA 
DISTRICT  OF  COLUMB 
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LAUGHLIN,  RALPH  W. .  SR. ,  CARLSBAD,  CALIFORNIA 
LAUHON,  TERRY  JAN,  LONGMONT ,  COLORADO 
IAURFNT   JOHN  L..  DERIDDER,  LOUISIANA 
LaURIDSEN.  MICHAEL  ROBERT,  MILFORD,  MICHIGAN 
LauRE   EDWARD  ALLEN,  LEBANON,  NEW  HAMPSHIRE 

lauriI:  Sober?  daviS;  providence,  rhode  island 

i  AURTF   WALTER  D   TAYLOR,  MICHIGAN 
LaURO   SALVATORE  ROBERT,  ALBUQUERQUE,  NEW  MEXICO 
I AURSEN   RICHARD  THOMAS   MINEOLA,  NEW  YORK 
LaE'cHARLESLAMAR,  LANSDOWNE   PENNSYLVANIA 

LrXNEj6HHH0MisCHMRN   AP    ',  N  SS  toTA 
LaVALLEE   PETER  ALLEN   SOUTH  BURLINGTON,  VERMONT 
LaVELLE,  JOHN  THOMAS,  CLEVELAND,  OHIO 
LaVeLlE   PATRICK,  PUNXSUTAWNEY,  PENNSYLVANIA 
LaVENHAGEN,  TERRANCE  ROBERT,  RIVER  FOREST,  ILLINOIS 

LaS'  ^fvKESTrRHrER?EWpLAguEEMINES,  LOUISIANA 
LAV]!'  MRChXeL'j^sI°^RMO^A  bKcH,  CALIFORNIA 

eWr!LLj^sVray%=:  =r* 

LAVINE,  THOMAS  EARL,  MEDFORD,  OREGON 
!  LaVOIE   ROBERT  PAUL,  NASHUA,  NEW  HAMPSHIRE 

LAVRAR   TOMMY  R. ,  FAIRFIELD,  CALIFORNIA 
.  Law  CRAIG  ALLEN;  MCMINNVILLE,  OREGON 
DOUGLAS  LYDELL,  CALDWELL,  IDAHO 
PHILLIPS  E,  DAWSON,  GEORGIA 
PING  KUEN,  HONG  KONG.  HONG  KONG 
RICHARD  CHANEY,  SUFFOLK.  VIRGINIA 

LAHlIr:  HILLIAM  FRANCIS.  SOMERVILLE  NEW  JERSEY 
I AWLESS   DALE  FRANK,  DENVER,  COLORADO 
LAWLESS  DANIEL  E,  NEW  ORLEANS,  LOUISIANA 

Lawless  thomas  p  jr.  new  york,  new  york 

LawLeY   EDGAR  M. ,  BIRMINGHAM,  ALABAMA 
LawLoR  GEORGE  F,  JR.,  NEW  HAVEN,  CONNECTICUT 
LawLoR*  JOSEPH  J   BERGENFIELD,  NEW  JERSEY 
LANO?  GEORGE  ANTHONY,  MEMPHIS  TENNESSEE 

Lawrence,  Bernard  Joseph  Houston  texas 

i aurfnpf   DONALD  R.  FAIRBANKS,  ALASKA 

Lawrence;  Gregory  weldon,  milpitas,  California 

L"nn5r":E'   QHN  .   ELG1N   ILLINOIS 

j6HN  DAVID,  LiTTLE  ROCK  ARKANSAS 

JOSEPH  R,  WOODLAND,  CALIFORNIA 

LARRY  RICHARD,  ROCK  ISLAND,  ILLINOIS 

MICHAEL  PAT,  LUFKIN,  TEXAS 

SMITH  W. ,  WACO,  TEXAS 

WILFORD  H,  PIKESVILLE,  MARYLAND 

LZEENNSON  WLLALRRYAMG^ORGYE',  SuNLA,T^TANA 
LaWRY  SSaVIDAMRYCHaEL,  CHRISTCHURCH  NEW  ZEALAND 
i  awry   WTI I  I  AM  L..  JR.,  FALLON,  NEVADA 
LaWS   LARRY  ARNOLD,  SHERWOOD,  OREGON 
Law!6nLKNIGHA,  FRANKLIN   PANAMA  CITY  PANAMA 
LAWSON   ARTHUR  SEBASTIAN,  JR,  GRETNA,  LOUISIANA 
'  BODA  LEE,  BLOUNTVILLE,  TENNESSEE 
CHARLES  FRANKLIN,  ABERDEEN,  MARYLAND 
H  CARLYLE,  JR,  MONTPELIER,  VERMONT 
lAMFS  DONNELL  KEYPORT,  NEW  JERSEY 
JamLI  RoSeRT.JR  HENDERSONVILLE  TENNESSEE 
JAMES  WILLIAM,  JACKSON,  TENNESSEE 
LEWIS  C,  STRATFORD,  CANADA 
MARK  STEVEN,  SPENCER,  IOWA 
REGINALD,  LOS  ANGELES,  CALIFORNIA 
RICHARD  LYNN,  TULSA,  OKLAHOMA 
ROY,  TORONTO,  CANADA 
SHELBY,  FRANKFORT,  KENTUCKY 
GEORGE  WILLIAM,  TUCSON,  ARIZONA 
,  MICHAEL  LYNN,  BARTOW,  FLORIDA 
I  AY  JACKIE  W,  MIDLAND,  TEXAS 
Lay  JAMES  EDWARD,  BELLEVILLE,  ILLINOIS 
LAYBER  DANIEL  LYMAN.  MILWAUKEE,  WISCONSIN 
'  JOHN  JOSEPH,  MINEOLA,  NEW  YORK 
RICK  EUGENE  MOUNTAIN  HOME,  IDAHO 
CHARLES  E.  KANSAS  CITY  MISSOURI 

LAAYYNAN'BEN?LLEY  'rUDOLpTbR  DGETONN,  BARBADOS 
LaYNg',  RICHARD  ALLEN,  MALMSTROM  AFB  MONTANA 

LS'  HTERMONSODrMANI   '  H   PPINfT 
La^RUS   STEVEN  JEFFREY;  LANGLEY  AFB,  VIRGINIA 
Latfm  P*  IAMES  DALE   ARKANSAS  CITY,  KANSAS 
LEA  J  'w^WASHINGfofi  DISTRICT  OF  COLUMBIA 

I  EACH  DAMON  B.,  BOULDER,  COLORADO 
LtALH,  UAnun  d. ,      DIEG0,  CALIFORNIA 

JAMeI  S::  JR,  LAKE  HOP ATCONG,  NEW  JERSEY 
ITMMIE  VAN   NASHVILLE,  TENNESSEE 
M  CHAEELVJ0SEPH;  ROCHESTER  NEW  YORK 
RUSSFLL  SCOTT,  LOS  ANGELES,  CALIFORNIA 
THOMAS  ARTHUR  LAFAYETTE,  INDIANA 
LARRY  DOUGLAS,  COQUILLE,  0 
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LEACH, 
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LEADER, 


kwv'"' MARK  KEVIN.  HARTFORD,  CONNECTICUT 

LEAL   JOHN  JOSE,  SAN  ANTONIO,  TEXAS 
rpAMtiNS   TED  EARLE,  SALT  LAKE  CITY,  UTAH 
LeARMONTh!  ROBERT  B,  CONCORD,  MASSACHUSETTS 
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LEARY,  JAMES  J.  -  LESCH,  FRANK  H 
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LEARY,  JAMES  J.,  ALBANY,  NEH  YORK 
LEASE,  RAY  BUD,  GALVESTON,  TEXAS 
LEATHEROH,  ROBERT  LEONARD,  TITUSVILLE,  FLORIDA 
LEATHERHOOD,  HUBERT  HARRIS,  RUSSELLVILLE,  ARKANSAS 
LEAVITT,  NORMAN  W. ,  MANCHESTER,  NEW  HAMPSHIRE 
LEAVITT,  PAUL  C. ,  HATERVILLE  VALLEY,  NEW  HAMPSHIRE 
LEAVITT,  RAYMOND  FRED,  WEST  COVINA,  CALIFORNIA 
LEAZENBY,  JOHN  W. ,  LARAMIE,  WYOMING 
LEBAS,  ALBERT  E,  SACRAMENTO,  CALIFORNIA 
LEBEUF,  CLAUDE  LEO,  MONTREAL,  CANADA 
LEBLANC,  ARTHUR  G,  SAN  DIEGO,  CALIFORNIA 
LEBLANC,  LEO  G,  ALLEN  PARK,  MICHIGAN 
LEBLANC,  MICHAEL  ALAN,  KENNEBUNK,  MAINE 
LEBOEUF,  EDMUND  M,  MANCHESTER,  NEW  HAMPSHIRE 
LEBORGNE,  GUY  JEAN,  PARIS,  FRANCE 

LEBROCQ,  MARTYN  LAURENCE,  ST  HELIER,  CHANNEL  ISLANDS 
LEBRON,  RICHARD,  NEW  YORK,  NEW  YORK 
LECALLONNEC,  ERIC,  PARIS,  FRANCE 
LECHNER,  CARL  J.,  FLORISSANT,  MISSOURI 
LECHUGA,  EDWARD  JOE,  EL  PASO,  TEXAS 
LECK,  RONALD  LYNN,  YOAKUM,  TEXAS 
LECLAIRE,  LEO  P,  BRATTLEBORO,  VERMONT 
LECLAIRE,  MARCEL  H,  SR,  BRATTLEBORO,  VERMONT 
LECLEIR,  WILLIAM  A.,  CHIPPEWA  FALLS,  WISCONSIN 
LECOMPTE,  GUY  WHITNEY,  PORTSMOUTH,  VIRGINIA 
LECORNU,  L  RAY,  WAYNE,  MICHIGAN 
LECOUNT,  FRANK,  IMPERIAL  BEACH,  CALIFORNIA 
LEDBETTER,  DONALD  STEVEN,  FAYETTEVILLE,  GEORGIA 
LEDBETTER,  KENNETH  RAY,  JEFFERSON  CITY,  MISSOURI 
LEDEE,  ROBERT,  NEW  YORK,  NEW  YORK 
LEDERER,  FRANCIS  J.,  PHILADELPHIA,  PENNSYLVANIA 
LEDESMA,  DANIEL  CARLOS,  BUENOS  AIRES,  ARGENTINA 
LEDFORD,  FLOYD  W,  JR,  SALT  LAKE  CITY,  UTAH 
LEDFORD,  JAMES  D,  NEWPORT  NEWS,  VIRGINIA 
LEDUFF,  CLAUDE  JEFFREY,  BATON  ROUGE,  LOUISIANA 
LEE,  AH-FONG,  SINGAPORE,  SINGAPORE 
LEE,  ANTHONY  PETER,  HONG  KONG,  HONG  KONG 
LEE,  ARTHUR  E,  JR,  TULSA,  OKLAHOMA 
BILLY  RAY,  LAKE  CITY,  FLORIDA 
BONG  HAN,  SEOUL,  KOREA 
.  BRUCE  EDWARD,  MOBILE,  ALABAMA 
LEE,  CARROLL  D,  LANSING,  MICHIGAN 

("re*  r^P.JA?lS'  JR'  UPPER  ST  CLAIR.  PENNSYLVANIA 

LEE,  CLAUDE  A,  ST.  JOHNS,  ARIZONA 

LEE,  CLINTON  R,  BATON  ROUGE,  LOUISIANA 

LEE,  DAVID  MARK,  MARIETTA,  GEORGIA 

LEE,  DEBRA  ALICE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

LEE,  DICK  ALSON,  SR,  PARKLAND,  FLORIDA 

LEE,  DONALD  VAN,  ATLANTA,  GEORGIA 

LEE,  DOUGLAS  BERNARD,  YUMA,  ARIZONA 

LEE,  DOYLE  SCOTT,  SHAKER  HEIGHTS,  OHIO 

LEE,  FRED  J.,  SAN  DIEGO,  CALIFORNIA 

LEE,  HAN  MYEONG,  PUSAN,  KOREA 

LEE,  HEE  SUNG,  SEOUL,  KOREA 

LEE,  JAMES  KEITH,  DECATUR,  GEORGIA 

LEE,  JAMES  WENTWORTH,  INDIANOLA,  IOWA 

LEE,  JEFFERSON  E,  ST.  BERNARD,  LOUISIANA 

LEE,  JERI  KAVON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

LEE,  JEROME  DANIEL,  ST.  LOUIS,  MISSOURI 

LEE,  JESSIE,  JR,  CAMDEN,  NEW  JERSEY 

LEE,  JIMMY  ALLEN,  JR,  ROSELLE,  ILLINOIS 

LEE,  JOHN  BUNYAN,  SPARTANBURG,  SOUTH  CAROLINA 

LEE,  JOHN  P,  PHILADELPHIA,  PENNSYLVANIA 

LEE,  JOHN  P,  TROY,  ALABAMA 

LEE,  JOHN  ROBERT,  BETHEL  PARK,  PENNSYLVANIA 
JOSEPH  EMMETT,  BUTTE,  MONTANA 
LANNIE  EUGENE,  SNYDER,  TEXAS 
.  LARRY  0,  PASCAGOULA,  MISSISSIPPI 
LEE,  LOUIE  A.,  JR,  WEST  PALM  BEACH,  FLORIDA 
LEE,  LUTHER  MARVIN,  JR,  NATCHITOCHES,  LOUISIANA 
LEE,  MICHAEL  GENE,  BIRMINGHAM,  ALABAMA 
LEE,  MICHAEL  JAMES,  PHILADELPHIA,  PENNSYLVANIA 
LEE,  MICHAEL  STEVEN,  BIRMINGHAM,  ALABAMA 
LEE,  NANCY  CAROL,  PEARLAND,  TEXAS 
LEE,  NORMAN  E.,  ZION,  ILLINOIS 
LEE,  PATRICK  0,  EVERETT,  WASHINGTON 
LEE,  PHILIP  C,  HONG  KONG,  HONG  KONG 
LEE,  ROBERT  GENE,  BILLERICA,  MASSACHUSETTS 
LEE,  ROBERT  SHYANG-YU,  TAIPEI,  REPUBLIC  OF  CHINA 
LEE,  RONALD  EUGENE,  MIDDLETOWN,  CONNECTICUT 
LEE,  RONALD  WENDELL,  KENLEY,  NORTH  CAROLINA 
LEE,  RONNIE  D,  SPARTANBURG,  SOUTH  CAROLINA 
LEE,  SANG  YANG,  INCHON,  KOREA 
LEE,  STEVEN  OWEN,  ALAMOGORDO,  NEW  MEXICO 
LEE,  SUN-HYUNG,  SEOUL,  KOREA 
LEE,  THOMAS  E,  MOBILE,  ALABAMA 
LEE,  THOMAS  ESTEN,  LEWISTON,  IDAHO 

^  THOMAS  FRANCIS,  JR,  BOSTON,  MASSACHUSETTS 
Frc'  Sx.L^CE  R-'  mercer  ISLAND,  WASHINGTON 
LEE,  WILLIAM  H. ,  DECATUR,  ALABAMA 
LEE,  WILLIAM  P,  FLAGSTAFF,  ARIZONA 
LEEDOM,  JOSEPH,  TAMPA,  FLORIDA 
LEEDOM,  MICHAEL  D. ,  FRESNO,  CALIFORNIA 
LEEK,  ALAN,  SYDNEY,  AUSTRALIA 

LEERDAM,  ALVIN  I.,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLAND 
LEESON,  GOLDEN  R. ,  OTTAWA,  CANADA 
LEETE,  ROBERT  SCOTT,  HAMILTON,  MONTANA 
LEETS,  ARTHUR  MIKEL,  BOSTON,  MASSACHUSETTS 

;  RAYMOND  FREDERICK,  JEFFERSONVILLE,  INDIANA 
LEFFERT,  JAY  WALTER,  PORT  ST  JOE,  FLORIDA 
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182 

90 
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LEFFLER,  RICHARD  C,  JR.,  YUMA,  ARIZONA 
'  LEFFLER,  THOMAS  L,  CARBONDALE,  ILLINOIS 
LEFFLER,  TIM  ALAN,  INDIANAPOLIS,  INDIANA 
LEFKOWICH,  THEODORE  NICHOLAS,  ABERDEEN  TOWNSHIP,  NEH  JE 
LEFLER,  JIMMIE  DALE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
LEFTAULT,  JOHN  RAYMOND,  ALBUQUERQUE,  NEW  MEXICO 
1  LEGARD,  ROBERT  H. ,  LEESBURG,  VIRGINIA 
LEGARRA,  RICHARD  ARAGON,  LOS  ANGELES,  CALIFORNIA 
LEGAULT,  ANTHONY  ROOSEVELT,  SCOTTSDALE,  ARIZONA 
LEGAULT,  DAVID  HENRY,  NIAGARA  FALLS,  NEW  YORK 
LEGG,  CLIFFORD,  MEMPHIS,  TENNESSEE 
LEGGETT,  LAWRENCE  D,  HIALEAH,  FLORIDA 
LEGGETT,  TERRY  LYLE,  MEMPHIS,  TENNESSEE 
LEGGETT,  ZONA  RAY,  DENTON,  TEXAS 
LEGRANDE,  HAROLD  WAYNE,  LINCOLN,  NEBRASKA 
LEHEW,  RALPH  ALLEN,  MURFREESBORO,  TENNESSEE 
LEHMAN,  WILLIAM  ALFRED,  FRESNO,  CALIFORNIA 
LEHMANN,  DONALD  J.,  SPRINGFIELD,  ILLINOIS 
LEHMANN,  MICHAEL  ROBERT,  ALBUQUERQUE,  NEW  MEXICO 
LEHNECKER,  MAX  LOUIS,  STRONGSVILLE,  OHIO 
LEHNER,  JAMES  LEE,  ALBUQUERQUE,  NEW  MEXICO 
LEHR,  DAVID  CHRISTIAN,  NORMAL,  ILLINOIS 
LEHTINEN,  MARTIN  AUGUST,  LAS  VEGAS,  NEVADA 
LEICHNER,  ROBERT  MICHAEL,  OLYMPIA,  WASHINGTON 
LEIFHEIT,  KEVIN  REED,  KIRTLAND  AFB,  NEW  MEXICO 
LEIGH,  RICHARD  S.,  EL  SEGUNDO,  CALIFORNIA 
LEIGH,  ROGER  JOSEPH,  OCEAN  BEACH,  NEW  YORK 
LEIGHTON,  LUTHER  ELMER,  JR,  WAYNE,  PENNSYLVANIA 
LEIGHTON,  PAUL,  BELFAST,  NORTHERN  IRELAND 
LEIGHTON,  RONALD,  KETCHIKAN,  ALASKA 
LEIN,  ROBERT  HENRY,  EL  CAJON,  CALIFORNIA 
LEISTEN,  GARY  STEVEN,  FOREST  PARK,  ILLINOIS 
LEITER,  LEON  D. ,  HARRISBURG,  PENNSYLVANIA 
LEITZ,  DENNIS  ALAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LEITZ,  FREDERICK  WILLIAM,  JR,  ALAMEDA,  CALIFORNIA 
LEKOS,  RONALD  NICHOLAS,  NEW  YORK,  NEW  YORK 
LEMA  PENNA,  EDUARDO,  VALPARAISO,  CHILE 
LEMARI,  RELLONG  DAVID,  MAJURO,  FEDERATED  STATES  OF  MICR 
LEMAY,  HAROLD  T,  JR,  AVON,  CONNECTICUT 
LEMCKE,  JAMES  ROBERT,  MISSOULA,  MONTANA 
LEMELLE,  KAREN  PATRICIA,  NEW  YORK,  NEW  YORK 
LEMI,  EDUARDO  G.,  MANILA,  PHILIPPINES 
LEMIEUX,  WILLIAM  AIME,  JR,  MIRAMAR,  FLORIDA 
LEMME,  LOUDENE  RILEY,  MARION,  ILLINOIS 
LEMME,  RENE  C,  JACKSONVILLE,  ILLINOIS 
LEMMERS,  CORNELIUS  A,  PRINCE  WILLIAM,  VIRGINIA 
LEMONDS,  ALVIS  TRACY,  CAPE  GIRARDEAU,  MISSOURI 
LEMONS,  HENRY,  JR,  NEW  YORK,  NEW  YORK 
LEMONS,  THOMAS  LEE,  BETTENDORF,  IOWA 
LEMYRE,  DAVID  JOSEPH,  MOUNT  HOLLY,  NEH  JERSEY 
LENHARDT,  ALFONSO  E.,  FORT  LEAVENWORTH,  KANSAS 
LENHART,  JOHN  J.,  SPOKANE,  WASHINGTON 
LENHART,  JOHN  R.,  LONDON,  OHIO 

LENHART,  MICHAEL  E,  II,  WUERZBURG,  FEDERAL  REPUBLIC  OF 
LENICK,  THEODORE,  WILMINGTON,  DELAWARE 
LENNERTZ,  DAVID  G,  LAKE  WORTH,  FLORIDA 
LENNICK,  MILTON  G. ,  BISMARCK,  NORTH  DAKOTA 
LENNON,  BARBARA  DENISE,  CHESAPEAKE,  VIRGINIA 
LENNON,  HUGH  P,  NEW  YORK,  NEW  YORK 

LENNOX,  DAVID  SHIPLEY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LENNOX,  WILLIAM  GORDON,  THE  DALLES,  OREGON 
LENSING,  EUGENE  NEIL,  UKIAH,  CALIFORNIA 
LENSING,  GORDON  L,  MOUNT  SHASTA,  CALIFORNIA 
LENT,  DALE  DAVID,  KINGMAN,  ARIZONA 
LENTON,  WILLIAM  ALEXANDER,  MONTREAL,  CANADA 
LENTZ,  EDWARD  J.,  CLEVELAND,  OHIO 
LENTZ,  PHILIP  JEROME,  WEST  BEND,  WISCONSIN 
LENTZ,  ROBERT  J,  INDIANAPOLIS,  INDIANA 
LENTZ,  THOMAS  HARVEY,  WAUKESHA,  WISCONSIN 
LENVIK,  WILLIAM  HAROLD,  SANTA  BARBARA,  CALIFORNIA 
LENZ,  RICHARD  WILLIAM,  HAZEL  CREST,  ILLINOIS 
LENZ,  ROGER  W,  ST.  PAUL,  MINNESOTA 
LEO,  EDWARD  P,  CANANDAIGUA,  NEW  YORK 
LEON  GUERRERO,  FRANK  G,  AGANA,  GUAM 
LEONARD,  ARTHUR  H. ,  JR.,  MIAMI  BEACH,  FLORIDA 
LEONARD,  DEBORAH  JEANNE,  HUNTSVILLE,  TEXAS 
LEONARD,  GEORGE  F,  UPPER  SADDLE  RIVER,  NEW  JERSEY 
LEONARD,  JAMES  HARVEY,  FORT  LAUDERDALE,  FLORIDA 
LEONARD,  JOHN  ALLEN,  HARTFORD,  CONNECTICUT 
LEONARD,  MARK  FRANCIS,  MARLBORO,  MASSACHUSETTS 
LEONARD,  MARLEY  EUGENE,  JR,  GALVESTON,  TEXAS 
LEONARD,  RICHARD  M,  ASHLAND,  WISCONSIN 
LEONARD,  TERRENCE  VICTOR,  WHEATON,  ILLINOIS 
LEONARD,  THOMAS  JOSEPH,  UNIVERSITY  PARK,  ILLINOIS 
LEONARD,  TYREE  B.,  DALLAS,  TEXAS 
LEONARDO,  MICHAEL,  FRESNO,  CALIFORNIA 
LEONE,  ANTHONY  J,  BOSTON,  MASSACHUSETTS 
LEONE,  DOMINIC,  WAUWATOSA,  WISCONSIN 
LEONHARDT,  FREDERICK  WILLIAM,  LOS  ANGELES,  CALIFORNIA 
LEONNET,  JEROME,  PARIS,  FRANCE 
LEPAGE,  CHRISTIAN  P,  BRUSSELS,  BELGIUM 
LEPIANE,  DENNIS  LEROY,  COLLEGE  PLACE,  WASHINGTON 
LEPLEY,  JERRY  CLINTON,  JERSEY  SHORE,  PENNSYLVANIA 
LEPPER,  MICHAEL  HAROLD,  PENDLETON,  INDIANA 
LEQUE,  ROGER  DEAN,  RIVER  FALLS,  WISCONSIN 
LERMAN,  PAULA,  ELIZABETH,  NEW  JERSEY 
LERNER,  GEORGE  FRANKLIN,  JR,  STOCKTON,  CALIFORNIA 
LEROUX,  ANDRE  J,  MONTREAL,  CANADA 
LERUM,  MARK  LESLIE,  HELENA,  MONTANA 
LESCH,  FRANK  W,  HARRISBURG,  PENNSYLVANIA 
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LESHOVSKY,  LARRY  LOUIS  -  LING.  KENNETH  HARREN 
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LESHOVSKY,  LARRY  LOUIS,  HAHPETON,  NORTH  DAKOTA 
LESKO   GERALD,  MANASSAS,  VIRGINIA 
LESLIE   ALFRED  L.,  JR.,  BROOKLYN,  NEW  YORK 
DONALD  R.,  RIVERDALE,  MARYLAND 
HENRY  ARTHUR,  LONDON,  ENGLAND 
PHILIP  D.,  THENTYNINE  PALMS,  CALIFORNIA 
DENNIS  MICHAEL,  CHICAGO,  ILLINOIS 
JOEL  L,  FORT  BELVOIR.  VIRGINIA 


LESLIE, 
LESLIE, 
LESLIE, 
LESNIAK 
LESON, 


LESTER, 
LESTER, 
LESTER, 
LESTER, 


IFSSMEISTER   EUGENE  J,  FLORENCE,  SOUTH  CAROLINA 

Tester  chrIstopher  allison,  terre  haute,  Indiana 
donald  floyd,  sterling,  illinois 

HIRAM  HHROE.SR,  MURFREESBORO,  TENNESSEE 

JOSEPH  KIMBALL,  NORMAN,  OKLAHOMA 
,  ROBERT  REX,  OKLAHOMA  CITY,  OKLAHOMA 
LESZCZYNSKI,  JOHN  P,  ROCHESTER,  NEW  YORK 
LETCHFORD  JAMES  EDWIN,  MOUNT  LAUREL,  NEW  JERSEY 
LETTIERI,  JOHN  N. ,  NEW  YORK,  NEW  YORK 

tir/s^ED^^Joh^^P^HiraW  HOUSE,  NEW  JERSEY 

tEVAN:    Ed  SAR^rHHERll^K^LIFOHNIA 

LEVANDOSKI,  FRANK  JOSEPH,  J,  DUNKIRK,  NEW  YORK 

LEVEOUE,  MARC  DENIS,  DEN  HAAG,  FRANCE 

i  FVFRFN7   MICHAEL  JOHN,  TUCSON,  ARIZONA 

LEVERETT   GEORGE  T.   JR.,  GREENSBORO,  NORTH  CAROLINA 

LEVERNE   GILBERT  EUGENE,  MEMPHIS,  TENNESSEE 

LEVESQUE.  ALFRED  JOHN,  ALEXANDRIA,  VIRGINIA 

I  FVTNF   RONALD  STANLEY,  LAS  VEGAS,  NEVADA 

LEVINS'  GERARD  FRANCIS   PHILADELPHIA,  PENNSYLVANIA 

LEVINS   ROBERT  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 

LEVIS, 'DONALD  J,  ERIE,  PENNSYLVANIA 

LEVLEIT   JAMES  L,  SALINE,  MICHIGAN 

LEVY   ALEX  HARRY,  WILLOW  GROVE,  PENNSYLVANIA 

LEVY  MELVIN  N.,  CHICAGO,  ILLINOIS 

LEVY   REINALDO  ALBERTO,  PANAMA  CITY,  PANAMA 

LEVY.  RICHARD  E.,  KINGSTON,  JAMAICA 

I FHALLEN   TOM,  SAND  SPRINGS,  OKLAHOMA 

LEWANDOHSK   FRANCIS  B,  MERIDEN,  CONNECTICUT 

LEWIS   CLARENCE  EDWARD!  RALEIGH,  NORTH  CAROLINA 

LEWIS   DAVID  E.,  INDIANAPOLIS,  INDIANA 

LEWIS   DAVID  LEROY,  RICHLAND,  WASHINGTON 

LEW IS,  DAVID  THOMAS,  ANTIOCH,  CALIFORNIA 

LEWIS   DON  OWEN,  MEMPHIS,  TENNESSEE 

LEWIS   DON  TYLER,  CARLSBAD,  CALIFORNIA 

I  FWIS   DONALD  G,  PIKESVILLE,  MARYLAND 

LEW  1:  DONALD  KEITH,  WINNSBORO   SOUTH  CAROLINA 

LEWIS   DONNIE  GENE,  SULPHUR  SPRINGS,  TEXAS 

l  FWTS  DUANE  F.  IOWA  CITY,  IOWA 

lIhIS,  ELTON,  ST  CROIX,  u'.S.  VIRGIN  ISLANDS 

I  FWIS   GEORGE  A.,  SR. ,  SACRAMENTO,  CALIFORNIA 

'  GERALD  SCOTT,  SOUTH  WINDSOR,  CONNECTICUT 
GLEN  ANTHONY,  MURFREESBORO,  TENNESSEE 
GLENN  GEORGE,  LINCOLN  PARK,  MICHIGAN 
GREGORY  DALE;  CHERRY  POINT,  NORTH  CAROLINA 
GREGORY  ROY,  COLLEGE  STATION,  TEXAS 
HENRY  GRADY,  JR,  GRAPEVINE,  TEXAS 
JAMES  CLAYTON,  BRIDGETON,  MISSOURI 
JAMES  EDWIN,  RIALTO,  CALIFORNIA 
JAMES  GREGORY,  MERIDIAN,  MISSISSIPPI 
JAMES  THOMAS,  CHESAPEAKE,  VIRGINIA 
JERRY  A.,  AKRON,  OHIO 
JOE  BETHELL,  AUSTIN,  TEXAS 
JOHN,  CASPER,  WYOMING 
lOHN  P   SARASOTA,  FLORIDA 
LAWRENCE  ROBERT, 'NEVADA  CITY  CALIFORNIA 

MARK  DEWAYNE,  TEXARKANA,  ARKANSAS 
MARK  HARRY,  OCEAN  SPRINGS,  MISSISSIPPI 
MICHAEL  OTIS,  CONYERS,  GEORGIA       .„.„„.. 
ORVILLE  ROBERT,  JR,  LOS  ALAMITOS,  CALIFORNIA 
PAUL  F.,  RIVERSIDE,  CALIFORNIA 
LEHIS*  RANDY  A,  REXBURG,  IDAHO 

LEWIS   RAYMOND  C,  BLACKSBURG,  VIRGINIA 

RAYMOND  WAYNE,  EL  SEGUNDO,  CALIFORNIA 
RICHARD  E,  FREDERICK,  MARYLAND 
RICHARD  J   EAST  HARTFORD,  CONNECTICUT 
RONALD  GENE,  MUSTANG,  OKLAHOMA 
RONALD  HESLEY,  PORTSMOUTH,  VIRGINIA 
STEVEN  LEROY,  SAN  JOSE,  CALIFORNIA 
TIMOTHY  BRUCE,  FESTUS,  MISSOURI 
TIMOTHY  LEE,  BLOOMINGTON,  INDIANA 
'  HILL  AM  DOUGLAS,  DRY  RIDGE,  KENTUCKY 

LEWITZKE   WILLIAM  A,  WAUSAU,  WISCONSIN 

LEWSEN   RICHARD  BURR,  JR.  WINDHAM  MAINE 

LEHTON,  GREGORY  DAVID,  GLENDALE,  OHIO 

LEHTSCHUK,  S  JACK,  MONTEREY,  CALIFORNIA 

LEY   JAMES  DOUGLAS,  JACKSONVILLE,  FLORIDA 

LEYBA,  ROBERT  W,  ZUNI,  NEW  MEXICO 

LEYBOURNE,  JOHN  F.,  TORONTO   CANADA 

leyden  j  paul,  lockport ,  new  york 

leyden!  John  j,' north  Kingston,  rhode  island 

LEYMAN   MICHAEL  DANIEL,  RICHARDSON,  TEXAS 
LI  CHUN-TIEN,,  TAIPEI,  REPUBLIC  OF  CHINA 
LI   HENRY  L.   TAIPEI,  REPUBLIC  OF  CHINA 
LI   KING-SUI  ELLEN,  HONG  KONG,  HONG  KONG 
ll'  TSAO-PU  TAIPEI,  REPUBLIC  OF  CHINA 
LA.  RICHARD  FRANCIS,  EAST  HAMPTON,  NEW  YORK 
LAO   PYNG  SHENG,  TAIPEI,  REPUBLIC  OF  CHINA 
LIBBY,  DANA  SCOTT,  FAIRFAX,  VIRGINIA 
IIBBY   KENNETH  W,  STOWE ,  VERMONT 
LIBERATOR""  LOUIS  JOHN,  HAWTHORNE,  NEW  YORK 
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LIBERTO,  VINCENT  WILLIAM,  MILFORD,  MASSACHUSETTS 
LIBIT,  JEROME  EDWARD,  BARRINGTON,  ILLINOIS 
LIBURD,  DANIEL  E,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
LICHT,  DONALD  G,  PIERRE,  SOUTH  DAKOTA 
LCKTEIG,  DANIEL  ALLEN,  WRIGHT-PATTERSON  AFB,  OHIO 
LIDDELL,  ROBERT  JAMES,  LAKEWOOD,  COLORADO 
LIDDY,  JAMES  PATRICK,  HOPKINS,  MINNESOTA 
LIEB,  DREW  FRANK,  WEST  TRENTON,  NEW  JERSEY 
LIEBERSBACH,  NORBERT  JOHN,  SALINAS,  CALIFORNIA 
LIEBHERR,  RAYMOND  EDWARD   J,  FAIRBORN,  OHIO 
LIECHTY  DALE  ALLEN,  LOUISVILLE,  KENTUCKY 
Li  EN  MICHAEL  JEFFREY,  TWO  RIVERS,  WISCONSIN 
LIESKE,  KATHY  LYNN,  DELAWARE,  OHIO 
LIESMAN,  JOHN  F.,  NATIONAL  CITY,  CALIFORNIA 
LIEW,  ANTHONY,  KUALA  LUMPUR,  MALAYSIA 
LIGGETT,  DAVID  MICHAEL,  MAYFIELD  VILLAGE,  OHIO 
I  TRGFTT   JOHN  E.  WINCHESTER,  VIRGINIA 
LIGHT!  ERNEST  CLIFTON,  JR,  MIDWEST  CITY,  OKLAHOMA 
LIGHT,  JOHN  F,  ALTON,  ILLINOIS   „„„„.,_ 
LIGHT,  WILLIAM  FRANK,  KINGSPORT -TENNESSEE 
LIGHTFOOT,  DONALD  KENNETH,  SPARKS,  NEVADA 
LIGHTFOOT,  JEROME,  NEW  YORK,  NEW  YORK 
LIGHTLE,  GLENN  W. ,  OTTAWA,  CANADA 
l  TPHTNFR  CHARLES  H  FORT  MEADE,  MARYLAND 
124  #  LIGHT"!":  CLIFFORD  DEAN,  GREENSBURG,  PENNSYLVANIA 
135  #  LIGON  PERCY  WOODROW,  JR,  CAMDEN,  ARKANSAS 
I ILES  GEORGE  A,  OXFORD.  MISSISSIPPI 
LILES  GRANVILLE  B..  ASHEVILLE.  NORTH  CAROLINA 
LILES  JAMES  ELWOOD.  COVINGTON.  KENTUCKY 
LILIENTHAL  WILLIAM  J,  WYANDOTTE,  MICHIGAN 
L  LENTHAL   W  LL  AM  JOHN,  JR.  WYANDOTTE,  MICHIGAN 
L  LL,  JAMES  JOSEPH.  BENSALEM,  PENNSYLVANIA 
LILLEY  BRIAN  ALAN  WEST  TRENTON   NEW  JERSEY 
LILLICO,  LORNE  ALLAN,  ST  CATHARINES  CANADA 
LILLO,  ERIC  ALLAN,  LOS  ANGELES,  CALIFORNIA 
itiiy  DENNIS  W.  EUGENE,  OREGON 

LILLY  JAMES  WILLIAM,  COLORADO  SPRINGS,  COLORADO 
LIM  BASIL  SAK-YEUNg!  HONG  KONG,  HONG  KONG 
LIN  CHER-KWAN,  SINGAPORE,  SINGAPORE 
LIM  RICHARD  HOCK  ENG,  SINGAPORE,  SINGAPORE 
LIMA  E  SILVA,  MAURO  MARCELO,  SAO  PAULO  BRAZIL 
LIMA  JAMES  J,  JR,  LEXINGTON,  MASSACHUSETTS 
LIMAS,  RICARDO,  JR,  EL  PASO,  TEXAS 
I  TMRFR   IAMES  M  .  COLUMBUS,  OHIO 
LIMMAYOG  JOSE  AYAO-AO,  JR*.  MANILA  PHILIPPINES 
81  #  LIMMER,  LEONARD  H.,  JR.,  DALLAS,  TEXAS 
1R2   LIMON   FRANK,  CHICAGO,  ILLINOIS 

LIMONE,  DOMINICK  A,  TRENTON,  NEW  JERSEY 
1IMPICHART,  KOSON,  BANGKOK,  THAILAND 
LIN  SHANG-CHI EN,,  TAIPEI,  REPUBLIC  OF  CHINA 
LIN   I  MING,  TAIPEI,  REPUBLIC  OF  CHINA 
LIN  JENG-FANG,  TAIPEI,  REPUBLIC  OF  CHINA 

'  WEN-HSIANG,  TAICHUNG,  REPUBLIC  OF  CHINA 
LINAHAN,  JOHN  D,  HARRISON,  ARKANSAS 
34  #  LNCECUM,  SCOTT  F.,  REDDING,  CALIFORNIA 
7*  a   ITNCICUM  CLEM  V.,  TULARE,  CALIFORNIA 
144  #  tiKcoK'RICHARD-HERZ  WEST  PALM  BEACH,  FLORIDA 

Ll!nDAHSLTEKEENN^HT   'N  W°  0  K  ALNEWYYOCRK-LIFOR"IA 
MNDAMOOD  CHESLEY  R  ,  ALBUQUERQUE,  NEW  MEXICO 
LNDBERG?'DARRYL  FREDERICK,  LOVES  PARK   ILLINOIS 
LINDBERG  JERRY  L.,  REDFIELD,  SOUTH  DAKOTA 
UNDBERG,  RICHARD  A..  SUPERIOR.  WISCONSIN 
122  #  LINDEMANN,  PAUL  HENRY,  VALLEJO,  CALIFORNIA 
HI  *  LINDER  DAVID  ROBERT,  CRYSTAL  LAKE   ILLINOIS 
UNDER   EDWARD  THOMAS,  OELHEIN ,   OHA 
LINDERT,  THOMAS  HENRY,  SR,  CARMEL,  NEW  YORK 
t   LINDGREN,  CARL  W. ,  NAPLE  PLAIN,  MINNESOTA 
LINDGREN  RANDY  JOHN,  FARGO,  NORTH  DAKOTA 
i   LINDLEY  ALLAN  D. ,  CHEYENNE,  WYONING    TrrTnnI 
UNDLEY  DAV?D  BERKLEY,  STARKVILLE  .MISSISSIPPI 
LINDLEY  JAMES  NOLAN,  BARSTOW,  CALIFORNIA 
IINDLEY  WILLIAM  W. ,  PARAGOULD,  ARKANSAS 
LNDMARK,  GREGORY  GERALD,  ROCKFORD,  ILLINOIS 
«  LINDNER,  THOMAS  B.,  MINNEAPOLIS  MINNESOTA 
LINDON  JOHN  THOMAS,  CONROE,  TEXAS 
LINDOWER,  DAVID  EUGENE,  NORTH  CANTON  OHIO 
n   L  NDQUIST,  RICHARD  A,  ROCKFORD,  ILLINOIS 
LINDSAY,  JOHN  C,  PALMER  PARK,  MARYLAND 
I INDSAY  MICHAEL  JOHN,  PLAINFIELD,  INDIANA 

#  L  NDSAy',  RICHARD  A.,  UPPER  ARLINGTON  OHIO 
LNDSEY  ALVIN  GERALD,  PONTIAC,  ILLINOIS 
tibrY:^V?D:SwSg?6NHAS?^R?CT0H0rC0LUNBIA 

•  L^Iey:  5aHYESMC?HhIsAiSGT0K;DTI  ?  CT  OF  COLUMBIA 

,  I  tlSgilv;  Jlu^enRbon^??'tVacoSaNIwashington 

ifn  M   rTwn^FV   ROBERT  K   METAIRIE,  LOUISIANA 
«  «  L  NdTey'  WRLIAM  H.   JR  ,  LAWRENCEBURG,  TENNESSEE 
ll  tt   LINDSEY  WILLIAM  S,  MILLERSVILLE,  MARYLAND 
!§  \   L  MDSTEM,  HAROLD  G* ,  DECATUR.  ILLINOIS 
119  *   l  TMriSTROM  CHARLES  L.,  HOLLAND,  MICHIGAN 
If!  I   L  NDiTROM:  RICHARD  JOHN,  FRESNO  CALIFORNIA 
iit  H   I  IND7Y   THOMAS  C.  RANTOUL,  ILLINOIS 
^  I  E  IcK  ^..'SALISBURY   NORTH  CAROLINA 

153   LINENKUGEL,  JEROME  F,  JR,  RIDGECREST.  CALIFORNIA 
118   LINES.  JOHN  ROBERT,  ATLANTA,  GEORGIA 
133   LINFIELD,  DOUGLAS  GEORGE,  KAMLOOPS,  CANADA 
163   LING  KENNETH  WARREN,  NEW  YORK,  NEW  YORK 
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LINGAFELTER,  H.  H. 


LONG,  HILLIAM  THOMAS 
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LINGAFELTER,  H.  H.,  SAN  FRANCISCO,  CALIFORNIA 
LINGEMARK,  BENGT  Y.,  LINKOPING,  SHEDEN 
LINGERFELT,  JAMES  AMBROSE,  II,  WASHINGTON,  DISTRICT  OF 
LINGGON,  FRANCISCO  BUGNOSEN,  MANILA,  PHILIPPINES 
LINGO,  JOHN  E,  JR,  DOVER,  DELAWARE 
LINHARES,  JOSE  DA,  BRASILIA,  BRAZIL 
LINHARES,  MICHAEL  CHARLES,  PORTLAND,  OREGON 
LINK,  JAMES  A,  MOBERLY,  MISSOURI 
LINKS,  FRED  H. ,  JR.,  SACRAMENTO,  CALIFORNIA 
LINN,  EUGENE,  BRIGHTON,  COLORADO 
LINN,  GLADE  A.,  LOMA  LINDA,  CALIFORNIA 
LINNEN,  JAMES  R.,  FORT  LEAVENWORTH,  KANSAS 
LINNERTZ,  DAVID  LEE,  AURORA,  COLORADO 
LINO,  BERNARD  GREGORY,  BELMOPAN,  BELIZE 
LINSKEY,  PATRICK  J.,  BLOOMINGTON,  ILLINOIS 
LINSKEY,  TIMOTHY  MICHAEL,  BLOOMINGTON,  ILLINOIS 
LINSO,  DENNIS  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
LINTHICUM,  DAVID  ARTHUR,  ALBUQUERQUE,  NEW  MEXICO 
LINTHICUM,  THOMAS  L.,  BOISE,  IDAHO 
LINTON,  BRYON  KEITH,  TAMPA,  FLORIDA 
LINTON,  PAUL  E,  FORT  SMITH,  ARKANSAS 
LINVILLE,  ARTHUR  D,  CHICKASHA,  OKLAHOMA 
LINVILLE,  JAMES  WILLIAM,  MIAMI,  FLORIDA 
LINZA,  DANIEL  B.,  KIRKWOOD,  MISSOURI 
LIO,  PAUL  ROBERT,  JACKSONVILLE,  FLORIDA 
LIONGSON,  ANTHONY  BONIFE,  MANILA,  PHILIPPINES 
LIOU,  JOHN  K.,  TAIPEI,  REPUBLIC  OF  CHINA 
LIPICH,  RICHARD  THOMAS,  PUEBLO,  COLORADO 
LIPKA,  DANIEL,  ALEXANDRIA,  VIRGINIA 
LIPP,  GARY  WAYNE,  HANNIBAL,  MISSOURI 
LIPP,  MARCUS  MASON,  FAIRFAX,  VIRGINIA 
LIPPY,  GERALD  MURRAY,  HANOVER,  PENNSYLVANIA 
LIPSON,  GERALD,  LOS  ANGELES,  CALIFORNIA 
LIQUORI,  WILLIAM  A,  ALTAMONTE  SPRINGS,  FLORIDA 
LIRA,  LUIS,  SANTIAGO,  CHILE 
LIROT,  KIT  IRVING,  PORTAGE,  MICHIGAN 
LISCHETT,  WARREN  JAMES,  NORTHBROOK,  ILLINOIS 
LISICKI,  ALFRED  GABRIEL,  JR,  EGG  HARBOR  TWP,  NEW  JERSEY 
LIST,  STEVEN  W,  PARKLAND,  ILLINOIS 
LISTER,  GEORGE  J.,  BELLEVILLE,  NEW  JERSEY 
LITCHULT,  RUSSELL  J.,  WALDWICK,  NEW  JERSEY 
LITES,  DAYLE  E.,  ROSELLE,  ILLINOIS 
LITES,  GERALD  EUGENE,  SEBASTOPOL,  CALIFORNIA 
LITSCHEWSKI,  GERALD  P,  SPEARFISH,  SOUTH  DAKOTA 
ITSEY,  BRYAN  TIMOTHY,  EXCELSIOR,  MINNESOTA 
BEN  E.,  SPRINGFIELD,  ILLINOIS 
CHARLES  WILLIAM,  BEAUMONT,  TEXAS 
DONALD  LEROY,  DEER  PARK,  TEXAS 
,  ERNEST  F,  WEST  HARTFORD,  CONNECTICUT 
LITTLE,  FREDERICK  RHEA,  TYLER,  TEXAS 

TTLE,  JERALD  CLARK,  LAS  CRUCES,  NEW  MEXICO 
LOUIS,  ARCADIA,  CALIFORNIA 
PATRICK  JOHN,  ANN  ARBOR,  MICHIGAN 
RAYMOND  A,  LYNCHBURG,  VIRGINIA 
ROBERT  JAMES,  TOWN  OF  TONAWANDA,  NEW  YORK 
THOMAS  WALKER,  MORGAN,  ALABAMA 
WILLIAM  ROY,  JR.,  WASHINGTON,  DISTRICT  OF  COLUM 
LITTLEBIRD,  GLENN,  SR.,  SANTA  FE,  NEW  MEXICO 
LJTTLEFJELD,  EARL  wiNFORD,  MOUNTAIN  BROOK,  ALABAMA 
LITTLEFIELD,  MAX,  PROVO,  UTAH 
(-jni-EJOHN,  ARTHUR  DEANGELO,  SPARTANBURG,  SOUTH  CAROLIN 

[   tt^tSS'  £HIK   WALTER'  JR'  NEW  CASTLE'  DELAWARE 
LITTLETON,  CHARLES  RAYMOND,  AUSTIN,  TEXAS 
LITTLETON,  JAMES  G. ,  TAMPA,  FLORIDA 
LITTLEWHITEMAN,  EVERETT,  BILLINGS,  MONTANA 
LITWIN,  HAROLD,  JR,  BUFFALO,  NEW  YORK 
LITWIN,  JAMES  STEVEN,  RACINE,  WISCONSIN 

h?.T.ZEJ!5y?5E5A  RALPH  V-'  BETHEL  PARK>  PENNSYLVANIA 
LIU,  CHRIS  MENG  JUNG,  BETHEL,  ALASKA 
LIU,  YUAN  KUEI,  TAIPEI,  REPUBLIC  OF  CHINA 
LIVELY,  DANIEL  JOSEPH,  ROCKAWAY  TWP,  NEW  JERSEY 
LIVELY,  PHILLIP  MARSHALL,  ATLANTA,  GEORGIA 
LIVELY,  S  VICTOR,  ASHLAND,  OREGON 
LIVERMAN,  JAMES  WESLEY,  WINTON,  NORTH  CAROLINA 
LIVERMORE,  HERBERT  CHARLES,  BROOKFIELD,  ILLINOIS 
LIVESAY,  GERALD  WAYNE,  ELLICOTT  CITY,  MARYLAND 
LIVESAY,  RANDALL  WAYNE,  MORRISTOWN,  TENNESSEE 
LIVINGOOD,  DONALD  CRAIG,  MEDFORD,  OREGON 
LIVINGSTON,  B.  N.,  MOULTRIE,  GEORGIA 
LIVINGSTON,  BILLY  J,  DOTHAN,  ALABAMA 
LIVINGSTON,  DAVID  ORD,  FREMONT,  CALIFORNIA 
LIVINGSTON,  DWIGHT  LELAND,  NORTH  PLATTE,  NEBRASKA 
FRANK  J,  SAN  LEANDRO,  CALIFORNIA 
GERALD  W.,  NORTH  KANSAS  CITY,  MISSOURI 
JAMES  R.,  SCOTTSBLUFF,  NEBRASKA 
JEFFREY  OLIN,  SALISBURY,  MARYLAND 
MICHAEL  KEITH,  AUSTIN,  TEXAS 
,  PAUL  J.,  TULSA,  OKLAHOMA 
LIVSEY,  JOHN  KENT,  IDAHO  FALLS,  IDAHO 
LLEWELLYN,  DANIEL  WAYNE,  MENTOR,  OHIO 
LLEWELLYN,  DONALD  JOHN,  SALT  LAKE  CITY,  UTAH 
LLEWELLYN,  REES  F.,  SALT  LAKE  CITY,  UTAH 
LLOYD,  BILLY  0,  COLUMBIA,  KENTUCKY 

CHARLES  E.,  COLUMBUS,  GEORGIA 
CLIFTON  NORMAN,  LONG  BEACH,  CALIFORNIA 
GARY  MICHAEL,  ATLANTA,  GEORGIA 
GLENN  P,  STAUNTON,  VIRGINIA 
,  MYRON  EUGENE,  FORT  COLLINS,  COLORADO 
LO  BOON  TECK,,  SINGAPORE,  SINGAPORE 
LO,  LI-FAN,  PENGHU  CO,  REPUBLIC  OF  CHINA 
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93 
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LOCKE, 
LOCKE, 
LOCKE, 
LOCKE, 
LOCKE, 


LO,  VICTOR  YIK  KEE,  KOWLOON,  HONG  KONG 
LOBELLO,  CHARLES  THOMAS,  UNIVERSITY  HEIGHTS,  OHIO 
LOBSINGER,  JAMES  JOSEPH,  GRAND  FORKS,  NORTH  DAKOTA 
LOCANTORE,  FRANK  C,  JR,  CAMDEN,  NEW  JERSEY 
LOCH,  EDWARD  LEON,  CAMP  PENDLETON,  CALIFORNIA 
LOCH,  LESLIE  J,  ST.  CLOUD,  MINNESOTA 
LOCHMAN,  ROBERT  A,  KODIAK,  ALASKA 
LOCHRIE,  WILLIAM,  III,  BOSTON,  MASSACHUSETTS 
LOCK,  BRIAN  KEITH,  WEST  MELBOURNE,  FLORIDA 
LOCKARD,  JOHN  EDWIN,  JR,  URBANA,  ILLINOIS 
LOCKE,  ARTHUR  C,  ORANGE  CITY,  FLORIDA 
EDWARD  J,  FREEPORT,  NEW  YORK 
JEFFERY  JUDSON,  SANTA  CRUZ,  CALIFORNIA 
LARRY  KENNETH,  DALLAS,  TEXAS 
PAUL  WOODROW,  JR,  JACKSONVILLE,  ALABAMA 
.  ROBERT  AMOUS,  JR,  MOUNT  DORA,  FLORIDA 
LOCKETT,  ROBERT  CARL,  MERIDIAN,  IDAHO 
LOCKHART,  DOUGLAS  JAMES,  FREDERICTON,  CANADA 
LOCKHART,  MICHAEL  LYNN,  III,  PHOENIX,  ARIZONA 
LOCKHART,  NELSON  T.,  LOUISVILLE,  KENTUCKY 
LOCKLEY,  CLYDE  W. ,  LOS  ANGELES,  CALIFORNIA 
LOCKMILLER,  RANDAL  JAMES,  KNOXVILLE,  TENNESSEE 
LOCKSA,  JESSE  NEAL,  PHOENIX,  ARIZONA 
LOCKWOOD,  JOHN  F.,  CONCORD,  NEW  HAMPSHIRE 
LODEN,  MICKEY  LEE,  TUPELO,  MISSISSIPPI 
LODGE,  STEPHEN  DAVID,  SANTA  CLARA,  CALIFORNIA 
LODWICK,  FRANK,  EUREKA,  CALIFORNIA 
LOERA,  RAYMOND,  JR,  EL  CENTRO,  CALIFORNIA 
LOESCH,  RICHARD  MICHAEL,  SANTA  CRUZ,  CALIFORNIA 
LOESER,  CHARLES  WILLIAM,  JR,  LOUISVILLE,  KENTUCKY 
LOFFREDO,  MICHAEL  F,  WEST  PALM  BEACH,  FLORIDA 
LOFGREN,  DONALD  GLENN,  GIBSONIA,  PENNSYLVANIA 
LOFTIS,  MAURY  F.,  REIDSVILLE,  NORTH  CAROLINA 
LOFTIS,  STEPHEN  DALE,  GREENVILLE,  SOUTH  CAROLINA 
LOFTUS,  JOHN  PATRICK,  ERIE,  PENNSYLVANIA 
LOFTUS,  MICHAEL  THOMAS,  OMAHA,  NEBRASKA 
LOGAN,  ANTHONY  DERRELL,  FLORENCE,  ALABAMA 
LOGAN,  VICTOR  BELMONT,  JR,  FREEBURG,  ILLINOIS 
LOGAN,  WILLIAM  ALFRED,  CHEHALIS,  WASHINGTON 
LOGAN,  WILLIAM  H,  JR,  EVANSTON,  ILLINOIS 
LOGIOCO,  FRANK  J,  CLIFTON,  NEW  JERSEY 
LOGSDON,  CHARLES  WILLIAM,  LOUISVILLE,  KENTUCKY 
LOGUE,  TIMOTHY  P,  PITTSBURGH,  PENNSYLVANIA 
LOHORN,  JAMES  MICHAEL,  CRAWFORDSVILLE,  INDIANA 
LOHR,  TERRY  JOHN,  WATERTOWN,  SOUTH  DAKOTA 
LOHREY,  GERALD  A,  MORO,  OREGON 
LOICANO,  FELIX  M,  NEW  ORLEANS,  LOUISIANA 
LOJKO,  MATTHEW  ALBERT,  JR,  REIDSVILLE,  NORTH  CAROLINA 
LOKAY,  GEORGE  C. ,  EAST  RUTHERFORD,  NEW  JERSEY 
LOKEIJAK,  WILSON,  MAJURO,  FEDERATED  STATES  OF  MICRONESI 
LOKEN,  JOSTEIN,  ELVERUM,  NORWAY 
LOKEY,  PAUL  EDWARD,  MILLVILLE,  NEW  JERSEY 
LOKKEN,  JAMES  LEE,  WILLISTON,  NORTH  DAKOTA 
LOLLIN,  CARL  M. ,  BURLINGAME,  CALIFORNIA 
LOMAX,  ALFRED  C,  KANSAS  CITY,  MISSOURI 
LOMAX,  MILTON  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LOMBARDI,  ROBERT  L.,  ALMA,  MICHIGAN 

ALFONSE  ALLAN,  BROOKLYN,  NEW  YORK 
NICHOLAS  VINCENT,  LAS  VEGAS,  NEVADA 
ROBERT  MICHAEL,  CHICAGO,  ILLINOIS 
,  MICHAEL,  FAIRFAX,  VIRGINIA 
LONCAR,  GEORGE  MICHAEL,  BUFFALO,  NEW  YORK 
LONDON,  STEPHEN  DAVID,  CHALMETTE,  LOUISIANA 
LONERGAN,  RICHARD  LOUIS,  NAPA,  CALIFORNIA 
LONERGAN,  TIMOTHY  MICHAEL,  SOUTH  BARRINGTON,  ILLINOIS 
LONERGAN,  WILLIAM  MILES,  JR,  BOSTON,  MASSACHUSETTS 
LONG,  BILLIE  LLOYD,  SACRAMENTO,  CALIFORNIA 
LONG,  CALVIN  F.,  JR.,  CINCINNATI,  OHIO 
LONG,  CHARLES  EDWARD,  SR,  MARTINSVILLE,  VIRGINIA 
LONG,  CHARLES  L,  ALBANY,  GEORGIA 
LONG,  CHARLES  WILLIAM,  THORNTON,  COLORADO 
LONG,  DAVID  JOHN,  DES  MOINES,  IOWA 
LONG,  DAVID  JOHN,  LOS  ANGELES,  CALIFORNIA 
DENNIS  ROY,  CLAYTON,  MISSOURI 
DONALD  L.,  NEW  CASTLE,  INDIANA 
EDWARD  DARRELL,  WHEELING,  WEST  VIRGINIA 
GERALDINE  MAE,  SAVANNAH,  GEORGIA 
HARRY  SYKES,  JR,  GRAND  JUNCTION,  COLORADO 
JACK  WILLIAM,  JR,  DUNCANVILLE,  TEXAS 
JAMES  A,  ALLIANCE,  NEBRASKA 
JERRY  LYNN,  NEWPORT,  ARKANSAS 
KIRK  HOWARD,  BOULDER,  COLORADO 
LEONARD  MATTHEW,  JR,  MORGAN  HILL,  CALIFORNIA 
MELVIN  DREWRY,  SOUTH  SALT  LAKE  CITY,  UTAH 
MICHAEL  SCOTT,  MORRISTOWN,  TENNESSEE 
RANDALL  SCOTT,  COMMERCE  CITY,  COLORADO 
RAYMON  L,  LUBBOCK,  TEXAS 

RICHARD  THOMAS,  NEWPORT  BEACH,  CALIFORNIA 
ROBERT  J.,  TINLEY  PARK,  ILLINOIS 
THEODORE  R.,  CLINTON,  IOWA 
THOMAS  J,  HENDERSON,  NORTH  CAROLINA 
TRAVIS  D,  SHEFFIELD,  ALABAMA 
.  W.  ROY,  GREENVILLE,  MISSISSIPPI 
LONG,  WASHINGTON,  JR,  ALBANY,  GEORGIA 
LONG,  WILLIAM  A.,  RIDGESIDE,  TENNESSEE 

WILLIAM  HENRY,  RALEIGH,  NORTH  CAROLINA 
WILLIAM  J,  EL  PASO,  TEXAS 
.  WILLIAM  JOSEPH,  JR,  CHEYENNE,  WYOMING 
LONG,  WILLIAM  MICHAEL,  FORT  SHERIDAN,  ILLINOIS 
LONG,  WILLIAM  THOMAS,  SOUTHAVEN,  MISSISSIPPI 


LOMBARDO, 
LOMBARDO, 
LOMBARDO, 
LOMONACO, 


LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 
LONG, 


LONG, 
LONG, 
LONG, 
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LONGDUE,  ROBERT  I  -  LUNA,  RAFAEL 


114 
188 
158 
133 
186 
134 
145 
176 
180 
167 
94 
35 
179 
176 
116 
51 
142 
121 
69 
92 
167 
178 
192 
192 
175 
150 
79 
154 
158 
166 
188 
185 
184 
183 
120  tt 
94  tt 
164  tt 
134 
185 
180 
151 
162 
133 
111  tt 
137 
169 
176 
194 
144 
127 
35 
156 
121  * 
172 
96  tt 
46  tt 
172 
143 
141 
188 
173 
101  * 
89 
152 
177 
187 
193 
181 
154 
151  I 
175 
179 
193 
180 
180 
166 
87 
55 
133 
51 
155 
99 
101 
92 
79 
120 
172 
163 
128 
93 
171 
135 
167 
106 
178 
185 
164 
55 
160 
164 


LONGDUE,  ROBERT  L,  IRONDEQUOIT,  NEW  YORK 

Longman  arthur  michael,  phoenix,  ari zona 

LONGO,  WAYNE  MICHAEL,  COEUR  D  ALENE,  IDAHO 
LONGORIA,  ALEJANDRO  ROMEO,  MC  ALLEN,  TEXAS 
LONGORIA,  PAUL,  EL  CENTRO,  CALIFORNIA 
I  ONGSTRFTH   CARL  EVANS,  OMAHA,  NEBRASKA 

longtine!  Jeffrey  edhard,  natick,  Massachusetts 
ionghell    larry  dean,  killeen,  texas 

IONGHORTH  GEORGE  N,  DOBBS  FERRY,  NEW  YORK 

ONGHORTh!  GREGORY  MICHAEL,  NEW  YORK   NEW  YORK 
LONGYEAR,  ROBERT  L,  HILMINGTON   DELAWARE 
LONIER   R0DER1C  STEVENS,  WADSHORTH,  OHIO 
LoS   GRANT  IKAIKA  WAH  TUNG,  HONOLULU   HAWAII 
LOOK.  RICK  DUWAYNE,  ST  AUGUSTINE,  FLORIDA 
LOOM  S,  ERNEST  F,  CONCORD,  NEW  HAMPSHIRE 
LOUIS  D.,  JR.,  NORFOLK,  VIRGINIA 
MICHAEL  CLYDE,  NEW  ORLEANS,  LOUISIANA 
PATRICK  GERALD,  MINEOLA,  NEW  YORK 
WALTER  ADAMS,  MINEOLA,  NEW  YORK 
DONALD  R,  DEARBORN  HEIGHTS,  MICHIGAN 


LOONEY, 
LOONEY, 
LOONEY, 
LOONEY, 
LOOSE 


LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 
LOPEZ, 


OSMORE,  GERALD  RONALD,  SR,  HEBSTER  GROVES,  MISSOURI 

LOPER,  RANDY  LEE,  FAIRBORN,  OHIO 

LOPEY,  JAMES  EDWARD,  RENO,  NEVADA 

IOPEZ  BONILLA,  HUGO,  SANTIAGO,  CHILE 

LOPEZ  PABON   JORGE  L,  PONCE,  PUERTO  RICO     ,.„.__..... 

LOPEZ  PAZ   EDMUNDO  REYNALDO,  GUATEMALA  CITY,  GUATEMALA 

I0PF7  TORRES   SAMUEL,  SAN  JUAN,  PUERTO  RICO 

LOPe!  YlSpEZ,  NELSON  IVAN,  SAN  SALVADOR,  EL  SALVADOR 

LOPEZ-FERNANDEZ,  JOSE,  BARCELONA   SPAIN 

LOPEZ-VIERA,  LEONARDO,  SAN  JUAN,  PUERTO  RICO 

LOPEZ,  ARTURO,  SAN  JUAN,  TEXAS 

EDUARDO  ENRIQUE,  EAGLE  PASS,  TEXAS 
JESS  ANDREW,  FULLERTON,  CALIFORNIA 
JOSE  LUIS,  SR,  HARTFORD,  CONNECTICUT 
JOSEPH  LOPEZ,  VACAVILLE,  CALIFORNIA 
LOUIS  J,  DENVER,  COLORADO 
PABLO,  FLORENCE,  ARIZONA 
RAUL  LOZANO,  JR,  BROWNSVILLE,  TEXAS 
ROBERT  JOSEPH,  OLYMPIA,  WASHINGTON 

HTO^JOSEPh'pET-Er':  JR^NEH  ORLEANS   LOUISIANA 
LORACK,  LARRY  LYNN,  BELLEVUE,  WASHINGTON 
LORANGER,  DAVID  ALFRED,  SACO,  MAINE 

lTd!  IJoTfrEDeScK  HaIhINGTON      RICT  OF  COLUMBIA 
LORD   LESLI  KAY,  SAN  DIEGO,  CALIFORNIA 
LORENGATOS,  VASSILIS,  ATHENS  GREECE 
LORENTZ,  JEFFREY  DUANE,  EAU  CLAIRE,  WISCONSIN 
LORENZ,  MICHAEL  JOSEPH,  RICHMOND,  TEXAS 
LORENZEN,  THOMAS  WILLARD,  LOS  ANGELES,  CALIFORNIA 
I ORENZO   AMBROSIO  Z.,  MANILA,  PHILIPPINES 
LORI   MATTHEW  JAMES,  CENTREVILLE,  MICHIGAN 
LOR  HER   ROBERT  GILL,  LONG  BEACH,  MISSISSIPPI 
toSS!  BRUCE  GARY,  SAN  "ANCISCO   CALIFORNIA 
I  OR  NO   SALVATORE  V,  ENFIELD,  CONNECTICUT 
LoRIS?' JOSEPH  H.,  EAST  HAMPTON   NEW  YORK 
LORRING,  DAVID  WILLIAM,  CORDOVA -ALASKA 
LOSZYNSKI,  JOSEPH  FRANCIS,  ONEIDA,  NEW  YORK 
LOTFI,  KASSEM  MAHMOUD,  CAIRO,  EGYPT      ADf-CUTTUA 
LOTOCKI,  GUSTAVO  GABRIEL,  BUENOS  AIRES,  ARGENTINA 
LOTSPEICH,  DALE  F,  ELKO,  NEVADA 
LOTT,  BILL  G,  TURLOCK,  CALIFORNIA 
i OTT   FREDDIE  P.  AUGUSTA,  GEORGIA 
LOU   LEON  LAWSON,  JR,  COLUMBIA,  SOUTH  CAROLINA 
LOTT',  LONALD  DALE,  TURLOCK,  CALIFORNIA 
LOUDENBACK,  LON  R,  Ml LWAUKIE,  OREGON 
LOUFIK,  RICHARD  ALLEN,  WEST  TRENTON,  NEW  JERSEY 
LOUGHLIN,  JOSEPH  KENNETH,  PORTLAND,  MAINE 
LOUGHLIN  THOMAS  JOSEPH,  YAPHANK,  NEW  YORK 
I  lSuGHRAN,  JOHN  MICHAEL   NEW  YORK   NEW  YORK 
LOUGHRAN,  MICHAEL  JOSEPH,  NAPA  CALIFORNIA 
inilTF   RONALD  JAY.  HILLSBORO,  OREGON 
tSuil:  KENNEDY  FLOYS!  ST.  MARTINVILLE,  LOUISIANA 
LOUIS,  RODGER  KARL,  PARIS,  TEXAS         raccre 

:  LoThiS/lAN^  MCD.™J«A ffil    .sSOUTH  CAROLINA 

,  lSJheR^THUR  E^SSSs  *  SSIPfeffi:^^ 
LOVATO,  GILBERT.  ALBUQUERQUE,  NEW  MEXICO 

I   lTe:  XScE^XpHIlShIA  .PENNSYLVANIA 
LOVE   ROBERT  L.,  PLEASANT  GROVE,  ALABAMA 
LOVE   SIDNEY  N.,  SAVANNAH,  GEORGIA 
fnut   uavmf  VFRNON  CHATHAM.  MASSACHUSETTS 
[ml'    WILL  AM  SoT'jR  CHERRY  POINT,  NORTH  CAROLINA 
LOVEALL  DALE  OWEN,  EAST  LANSING,  MICHIGAN 
*  LOVELESS   EDWARD  EARL,  ALTURAS,  CALIFORNIA 
I   lSvEL 111:  LAWRENCE  M.   ELLENSBURG  WASHINGTON 
LOVEN,  JOSEPH  S,  MORRO  BAY,  CALIFORNIA 
i nvFRDF   VITO  PAUL.  NILES,  ILLINOIS 
LOVERSO',  PETER  JOSEPH,  JR  HOLLIS,  NEW  YORK 
t   TnvFTT   JAMES  JOSEPH,  BOSTON,  MASSACHUSETTS 
"   OV  T  ',  MITCHELL  LEE',  FEDERA  HEIGHTS   COLORADO 
LOVETT   PATRICIA  ANN,  MEMPHIS,  TENNESSEE 
IOVFTT   WILLIE  CLINTON,  SAVANNAH,  GEORGIA 
toVETTE.  HILBUR  C  .  LUMBERTON,  NORTH  CAROLINA 
LOVGREN   JON  CHRISTIAN,  RIDGECREST,  CALIFORNIA 
LOW,  HUI  HUI,  SINGAPORE,  SINGAPORE 


118 
110  # 
76  tt 
42  * 
80  tt 
59  * 
141 
176 
99 

28  tt 
112  * 
126  tt 
190 
91  # 
190 
153 
177 
115 
165 
97  U 
146 
83 
152 
185 
100 
177 
107 
130  i 
116  t 
106  i 
20  * 
96  t 
161 
191 
176 
154  > 
128  i 
150 
101 
61 
77 
88 
96 
167 
64 
180 
157 
183 
184 
166 
111 
191 
176 
22 
142 
194 
103 
128 
134 
195 
182 
150 
116 
95 
126 
172 
119 
180 
87 
186 
110 
124 
160 
105 
166 
65 
175 
193 
112 
136 
37 
134 
90 
117 
97 
188 
174 
188 
93 
170 


LOW,  JAMES  IRELAND,  MESA,  ARIZONA 
LOWDEN,  RAYMOND  F,  BURLINGTON,  NEW  JERSEY 
LOHDER  ORENC,  SPRINGFIELD,  ILLINOIS 
LOWE   CLIFFORD  M. ,  JR.,  PORTSMOUTH,  VIRGINIA 
DONALD  E,  TUCSON,  ARIZONA 
EUGENE  E.,  OPELIKA,  ALABAMA 
FLOYD  LEON,  AVONDALE,  ARIZONA   „„,„_. 
GORDON  MALLORY,  II,  STATESBORO,  GEORGIA 
JAMES  R,  DALTON,  GEORGIA 
JAMES  T.,  JACKSONVILLE,  FLORIDA 
JOE  R.,  IRVING,  TEXAS 
LEONARD  L,  CHIPPEWA  FALLS,  WISCONSIN 
MARK  FRANKLIN,  SATELLITE  BEACH,  FLORIDA 
RICHARD  J.,  LAKE  TAHOE,  CALIFORNIA 
ROBERT  WILLIAM,  SUPERIOR,  ARIZONA 
RONALD,  SR,  DAYTON,  OHIO 
ROY  DALE,  POPLAR  BLUFF,  MISSOURI 
STEVEN  C,  DALY  CITY,  CALIFORNIA 
ROBERT  WILLIAM,  JR,  PARK  RIDGE, 


LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWE, 
LOWEN, 


ILLINOIS 


LUCAS, 
LUCAS, 
LUCAS , 
LUCAS, 


LOWER!  CECIL  J.,  ARKANSAS  CITY,  KANSAS 
LOWERY,  GEORGE  ALVIN,  CHAPPAQUA,  NEW  YORK 
LOWERY   HARVEY  J,  JR,  SAVANNAH,  GEORGIA 
LOWERY   LOUIS  LYNN,  BELLE  GLADE,  FLORIDA 
LOWERY   ROBBIE  RAY,  MADISON  WISCONSIN 
LOWERY,  ROBERT  FLENNON,  FLORISSANT,  MISSOURI 
LOWERY,  ROBERT  GLENNON,  JR,  FLORISSANT,  MISSOURI 
LOWN,  WILLIAM  J.,  CARLSTADT,  NEW  JERSEY 
LOWREY,  ROBERT  EDWARD,  LOS  ANGELES,  CALIFORNIA 
LOWRIE   ROBERT  T,  BOULDER  CITY,  NEVADA 
LOWRY   ALBERT  C,  JR,  HAGERSTOWN,  MARYLAND 
LOWRY,  CHARLES  J.,  BRISTOL,  VIRGINIA 
LOWRY   GERALD  L,  SANTA  BARBARA,  CALIFORNIA 
LOWRY   JOHN  DAVIS,  JR,  JOHNSON  CITY,  TENNESSEE 
LOWRY',  ROBERT  JOHN,  SANTA  BARBARA,  CALIFORNIA 
LOWTHER,  THOMAS  DAVID,  FOREST  GROVE  OREGON 
LOY   LARRY  GLEN,  ROSWELL,  NEW  MEXICO 
LOYD,  JAMES  KARRON,  STARKVILLE,  MISSISSIPPI 
LOYD   STEVEN  MICHAEL,  FREMONT,  CALIFORNIA 
LOYND,  RICHARD  N,  BOSTON,  MASSACHUSETTS 
LOZANO,  ABEL  M. ,  HARLINGEN,  TEXAS 
LOZIER  DONALD  D,  PARADISE  VALLEY,  ARIZONA 
LTEIF   NADIM,  BEIRUT,  LEBANON 
LU  CH  A-CH  EH,,  TAIPEI,  REPUBLIC  OF  CHINA 
LU  HSIEN  CHE   TAIPEI,  REPUBLIC  OF  CHINA 
LUALLEN,  GEORGE  N.,  BEDFORD,  INDIANA 

LUBAS  DAVID  JOSEPH,  FAIRFAX,  VIRGINIA  

LUBOMSKI,  JOSEPH  EUGENE,  NEW  YORK,  NEW  YORK 
LUBRANT .JOHN  JOSEPH,  SCHENECTADY  NEW  YORK 
LUCAROTTI,  JAMES  ANTHONY,  SAN  JOSE,  CALIFORNIA 
LUCAS   ANTONY  JOSEPH,  CONYERS,  GEORGIA 

COLEMAN  C,  SANTA  MARIA,  CALIFORNIA 
EARNELL  RUFUS,  MILWAUKEE,  WISCONSIN 
EDWARD  JACK,  JR,  NEWARK,  NEW  JERSEY 
FERRIS  E.,  PORT  HURON,  MICHIGAN 
tuCAs'  FLOYD  WOODROW,  JR,  HICKORY,  NORTH  CAROLINA 
LUCAS',  FRANK,  FAIRFIELD,  CALIFORNIA 
LUCAS  GARRY  E,  VANCOUVER,  WASHINGTON 
LUCAS  HOWARD  CHAPMAN,  LYNCHBURG  VIRGINIA 
LUCAS   LEROY  PAUL,  HARRISBURG,  PENNSYLVANIA 
LUCAS,  TERRENCE  LEE,  ALVIN,  TEXAS 
LUCAS  TERRY,  SPRINGFIELD,  ILLINOIS 
LUCAS  WILLIAM,  JR,  ROSEVILLE,  MICHIGAN 
LUCE   ROBERT  A  ,  SCOTCH  PLAINS,  NEW  JERSEY 
tt   LUCERO  ALFRED  J,  SANTA  FE,  NEW  MEXICO 
tt   LUCERO  JOSE  GUADALUPE,  TAOS,  NEW  MEXICO 
[UCHA,  THOMAS  WILLIAM,  SOUTH  EUCLID,  OHIO 

#  LLU^R,T0UGL^N^RED,RfSSt  Kt   INDIANA 

#  !Sy'    ^LLiAM'cLlSoRD^MORTH  AUGUSTA,    SOUTH  CAROLINA 

lKw:    DlSrsVAWR^crRWv^E.    CALIFORNIA 

»  S^:  ^IQUrFALLS^UTH  DAKOTA 
tuECK,' JEROME  KENNETH,  DENVER,  COLORADO 

#  IUFCKEMANN  ARTHUR  P.,  DAVIS,  CALIFORNIA 
tuEDERS,  GEORGE  HERMAN,  JACKSONVILLE,  FLORIDA 

tuFFTMAJEABNSBE?TEDfLELOSDANGELETs!XCALIFORNIA 
LUGINSKI   SlENN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

#  tuGO-MENDEZ,  ERNESTO,  SAN  JUAN,  PUERTO  RICO 
I  UGOSSY  GILBERT  WILLIAM,  TRENTON,  NEW  JERSEY 
LUHMAN  ROBERT  E.,  ALLENTOWN,  PENNSYLVANIA 
LUHRS  PETER  J.,  ROCKFORD,  ILLINOIS 

93  tt   LUKE,  VIRGLE,  JACKSON,  MISSISSIPPI 
!S   LUMaS'  K  THAREOL^GREENSB^  "NORTH  CAROLINA 
ill   LUMaS;  ROBERT  MARQUIS,  LONG  BEACH,  CALIFORNIA 

18  #  tEU'  Se/joe^rosevil^e  California 

147   LUNA?  CHARLES  LAWRENCE,  VICTORIA  TEXAS 

106  #  LUNA  FELIX  J.,  SACRAMENTO,  CALIFORNIA 

176   LUMA  MARTIN  ALAN,  CHEYENNE  WYOMING 

186   LUNA!  RAFAEL,  KANEOHE  BAY,  HAWAII 
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LUNCEFORD,  DONALD  EDHARD  -  MAESTAS,  RICHARD 
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117 
106 
114 
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118 
115 
78 
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75 
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134 
111 
99 
194 
122 
98 
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185 
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135 
91 
192 
160 
144 
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105 
68 
188 
116 
133 
126 
151 
96 
92 
132 
98 
169 
175 
175 
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140 
39 
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148 
142 
141 
177 

171 

119 

138 

111 

175 

137 

182 

121 

190 

124 

185 
92  , 
32  , 

177 
35  , 

178 
15  i 

139 

107 

176 

156 

164 
98  i 

110  i 

180 

128 
96  > 

183 

124 
53  * 

114 
69 

130 

170 

109 
80 

125 

167 

169 

111 

114 

182 

173 
95 

191 

107 
62 

128 

170 

129 

194 


LUNDIE, 
LUNDIN, 
LUNNEN, 
LUNNEY, 


LUNCEFORD,  DONALD  EDWARD,  MOBILE,  ALABAMA 

LUND,  MICHAEL  H. ,  BROOKFIELD,  WISCONSIN 

LUND,  PAUL  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

LUND,  WILLIAM  B.,  DOWNEY,  CALIFORNIA 

LUNDER,  DENNIS  G. ,  LOS  ANGELES,  CALIFORNIA 

JAMES  GEORGE,  MC  KEESPORT,  PENNSYLVANIA 
BRIAN  R.,  CHICAGO,  ILLINOIS 
LARRY  E.,  SALT  LAKE  CITY,  UTAH 
.  RICHARD  JOHN,  ELMIRA,  NEW  YORK 
LUNSFORD,  DANIEL  L.,  TACOMA,  WASHINGTON 
LUNSFORD,  LARRY  G. ,  SAN  LUIS  OBISPO,  CALIFORNIA 
LUNSFORD,  WALTER  CALVIN,  ANN  ARBOR,  MICHIGAN 
LUNT,  NEIL  R,  CARSON  CITY,  NEVADA 
LUPO,  DANIEL,  WALDWICK,  NEW  JERSEY 
LUPO,  KREGG  PATRICK,  COOPER  CITY,  FLORIDA 
LUPTON,  MARIE,  LIVERPOOL,  ENGLAND 
LURTY,  ROBERT  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LUSCH,  RONALD  ELMER,  NORTH  LAS  VEGAS,  NEVADA 
LUSHBAUGH,  CHARLES  ANTHONY,  SACRAMENTO,  CALIFORNIA 
LUSHER,  GARY  R.  ,  BOWLING  GREEN,  KENTUCKY 
LUSK,  DAVID  HAMPTON,  DENVER,  COLORADO 
LUSTAN,  FRANK  WALTER,  BUFFALO,  NEW  YORK 
LUSTER,  JIMMY  B.,  EL  DORADO  SPRINGS,  MISSOURI 
LUSTIG,  WILLIAM  KENNETH,  NORTHFIELD,  ILLINOIS 
LUTERAN,  JOSEPH  REGIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LUTHER,  RICHARD  ALLEN,  BLACK  DIAMOND,  WASHINGTON 
LUTTER,  DAVID  CHARLES,  COMMERCE  CITY,  COLORADO 
LUTTRELL,  BILL  J.,  SR. ,  WARR  ACRES,  OKLAHOMA 
LUTY,  MICHAEL  S.,  OLEAN,  NEW  YORK 

LUTZ,  CLIFFORD  EVANS,  UNIVERSITY  PARK,  PENNSYLVANIA 
LUTZ,  DONALD  L.,  GREELEY,  COLORADO 
LUVETT,  STEPHEN  ROGER,  WEST  HARTFORD,  CONNECTICUT 
LYBECK,  DAVID  EARL,  FARGO,  NORTH  DAKOTA 
LYDA,  LARRY  JOE,  CHATTANOOGA,  TENNESSEE 
LYDICK,  PAUL  W. ,  VENTURA,  CALIFORNIA 
LYDIG,  DEAN  A.,  SPOKANE,  WASHINGTON 
LYDLE,  CRAWFORD  H,  III,  LOS  ANGELES,  CALIFORNIA 
LYDON,  CHARLES  M,  PHILADELPHIA,  PENNSYLVANIA 
LYLE,  JOSEPH  GARY,  MILLERSVILLE,  MARYLAND 
LYLES-GRAY,  HENRIETTA,  CAMDEN,  SOUTH  CAROLINA 
LYLES,  JIMMIE  LEE,  MC  ALESTER,  OKLAHOMA 
NEWTON  SMITH,  JR,  HILO,  HAWAII 
ALLAN  WILLIAM,  RIVERSIDE,  CALIFORNIA 
BOB  B.,  MURFREESBORO,  TENNESSEE 
,  CATHERINE  SCOTT,  SALT  LAKE  CITY,  UTAH 
LYNCH,  CHARLES  CLARK,  OAKLAND,  CALIFORNIA 
LYNCH,  CHRISTOPHER  JOSEPH,  NEW  CANAAN,  CONNECTICUT 
DANIEL  LEROY,  KEARNEY,  NEBRASKA 
EDWARD  JAMES,  HARTFORD,  CONNECTICUT 
ERNEST  EDGAR,  JACKSONVILLE,  NORTH  CAROLINA 
FRANCIS  THOMAS,  LANCASTER,  PENNSYLVANIA 
,  JOHN  JOSEPH,  NEW  YORK,  NEW  YORK 
LYNCH,  JOSEPH  T,  ALBANY,  NEW  YORK 
LYNCH,  KATHLEEN  FRANCES,  BROOKLYN,  NEW  YORK 
LYNCH,  KENNETH  EUGENE,  LONDONDERRY,  NEW  HAMPSHIRE 
LYNCH,  LARRY  JOE,  WACO,  TEXAS 
LYNCH,  PETER  WILLIAM,  MAPLEWOOD,  NEW  JERSEY 
LYNCH,  RONALD  JOHN,  SPRING  HOUSE,  PENNSYLVANIA 
LYNCH,  STEPHEN  LOYD,  GASTONIA,  NORTH  CAROLINA 
LYNCH,  STEPHEN  MICHAEL,  CONCORD,  CALIFORNIA 
LYNCH,  WILLIAM  D,  WILMINGTON,  DELAWARE 
LYNCH,  WILLIAM  J.,  CLAREMONT,  NEW  HAMPSHIRE 
LYNCH,  WILLIAM  THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LYNN,  DONALD  F.,  OAKLAND,  CALIFORNIA 
DONALD  STEVEN,  DAVENPORT,  IOWA 
IDUS  J.,  BAINBRIDGE,  GEORGIA 
JOHN  DAVID,  NORTH  RICHLAND  HILLS,  TEXAS 
SAMUEL  F,  LARGO,  FLORIDA 
SHARON,  WEST  CHESTER,  PENNSYLVANIA 
THOMAS  EUGENE,  CORRY,  PENNSYLVANIA 
BERNIE  HAROLD,  KNOXVILLE,  TENNESSEE 
BRUCE  R.,  WHITEWATER,  WISCONSIN 
BUFORD  C,  AUSTIN,  TEXAS 
DAVID,  PLAINSBORO,  NEW  JERSEY 
.  DONALD  GORDON,  OTTAWA,  CANADA 
LYON,  JOHN  U.,  PAGE,  ARIZONA 
LYON,  MICHAEL  ALLAN,  YREKA,  CALIFORNIA 
LYON,  RICHARD  ALLAN,  GREENCASTLE,  INDIANA 
LYON,  RUSSELL  W. ,  NEWPORT  NEWS,  VIRGINIA 
LYONS,  CLAUDE  N.,  XENIA,  OHIO 
LYONS,  GERALD  R.,  SWARTZ  CREEK,  MICHIGAN 
LYONS,  GWENDOLYN  YVONNE,  LOUISVILLE,  KENTUCKY 
LYONS,  JOHN  ROBERT,  NEW  YORK,  NEW  YORK 
LYONS,  MERWYN  K. ,  JR.,  HONOLULU,  HAWAII 
LYONS,  RAYMOND  L,  JR,  PORT  ARTHUR,  TEXAS 

ROBERT  ALOYSIUS,  PATERSON,  NEW  JERSEY 
ROBERT  ERNEST,  FORT  MC  CLELLAN,  ALABAMA 
STEVE  THOMAS,  HOUSTON,  TEXAS 
THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  B.,  TOPEKA,  KANSAS 
,  VICKY  MARLENE,  YUMA,  ARIZONA 
LYSAUGHT,  ROBERT  JAMES,  SYDNEY,  AUSTRALIA 
LYSON,  STANLEY  W,  WILLISTON,  NORTH  DAKOTA 
M  SADOQUES,  CLIFFORD  GEORGE,  MIDDLETOWN,  CONNECTICUT 
MA  RAFI,  HUSSAIN  EBRAHIM,  KUWAIT,  KUWAIT 
MAACK,  WILLIAM  H. ,  LITTLE  ROCK,  ARKANSAS 
MAAG,  RICHARD  STEVEN,  SANTA  FE,  NEW  MEXICO 
MAAS,  DOUGLAS  WAYNE,  VANCOUVER,  WASHINGTON 
MAAS,  ELLIS  RUSSELL,  DAYTON,  OHIO 
MABARDY,  NICHOLAS  SOBHY,  NATICK,  MASSACHUSETTS 
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LYNCH, 
LYNCH, 
LYNCH, 


LYNCH, 
LYNCH, 
LYNCH, 
LYNCH, 
LYNCH, 


LYNN, 
LYNN, 
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139 
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MACK, 
MACK, 
MACK, 
MACK, 
MACK, 
MACK, 
MACK, 


MABON,  MONROW,  LOS  ANGELES,  CALIFORNIA 
MABREY,  MARK  CARLES,  EVANSVILLE,  INDIANA 
MABRY,  ARTHUR  L,  FAIRFAX,  VIRGINIA 
MAC  DONALD,  DAVID  ROBERT,  BELLINGHAM,  WASHINGTON 
MAC  LEOD,  RICHARD  EDWARD,  LAS  VEGAS,  NEVADA 
MACALUSO,  PETER  JOSEPH,  CORTLANDT  MANOR,  NEW  YORK 
MACAULAY,  ERNEST  CHARLES,  VANCOUVER,  CANADA 
MACBEY,  ROBERT  P.,  WELLESLEY,  MASSACHUSETTS 
MACCARTHY,  RONALD  F,  GRAND  FORKS,  NORTH  DAKOTA 
MACCONNELL,  DONALD  KEITH,  ALLENTOWN,  PENNSYLVANIA 
MACDIARMID,  DONALD  DEAN,  SAN  ANTONIO,  TEXAS 
MACDONALD,  EWEN  ALEXANDER,  BRAMPTON,  CANADA 
MACDONALD,  JAMES  A.,  JR.,  TITUSVILLE,  FLORIDA 
MACDONALD,  JAMES  C,  MEMPHIS,  TENNESSEE 
MACDONALD,  JOHN  K.,  CHICAGO,  ILLINOIS 
MACDONALD,  MICHAEL  S,  LANSING,  MICHIGAN 
MACDONALD,  VINCENT  JAMES,  HALIFAX,  CANADA 
MACDONALD,  WILLIAM  L.,  JR.,  AVON,  CONNECTICUT 
MACDONELL,  DENNIS  DANIEL,  EAST  LANSING,  MICHIGAN 
MACDONNELL,  DENNIS  MICHAEL,  TULSA,  OKLAHOMA 
MACDOUGALL,  GEORGE  DANIEL,  BOSTON,  MASSACHUSETTS 
MACE,  R.  R.,  TACOMA,  WASHINGTON 
MACEY,  RAYMOND  D. ,  TOPEKA,  KANSAS 
MACFARRAN,  ROBERT  HAROLD,  MAHWAH,  NEW  JERSEY 
MACGREGOR,  ALLAN  LEE,  OSCODA,  MICHIGAN 
MACH,  HENRY  JOHN,  JR,  HAMBURG,  NEW  YORK 
MACHADO,  MICHAEL  JOHN,  OREGON  CITY,  OREGON 
MACHALETTE,  LOUIS  A.,  JR.,  WYNDMOOR,  PENNSYLVANIA 
MACHEN,  HARRY  N.,  SACRAMENTO,  CALIFORNIA 
MACIA,  VICTOR,  SAN  FRANCISCO,  CALIFORNIA 
MACIEJEWSKI,  KENNETH  ALVIN,  EAST  LANSING,  MICHIGAN 
MACIVER,  MALCOLM  PATTERSON,  DERRY,  NEW  HAMPSHIRE 
MACK,  LE  ROY,  ABERDEEN,  SOUTH  DAKOTA 
LEE  J.,  BISMARCK,  NORTH  DAKOTA 
MELVIN  LOUIS,  ADDISON,  ILLINOIS 
RANDALL  CURTIS,  BELLAIRE,  TEXAS 
RICHARD  IVAN,  SAFFORD,  ARIZONA 
ROBERT  GEORGE,  PENN  HILLS,  PENNSYLVANIA 
RORY  ALAN,  BARTLETT,  TENNESSEE 
,  WILLIAM  FRANCIS,  WOONSOCKET,  RHODE  ISLAND 
MACKAY,  JOHN  JOSEPH,  JR,  WAKEFIELD,  MASSACHUSETTS 
MACKE,  ROBERT  JOSEPH,  OAK  LAWN,  ILLINOIS 
MACKEN,  JAMES  J,  JR,  ROCHESTER,  MINNESOTA 
MACKENZIE,  BRIAN,  DURHAM,  ENGLAND 
MACKENZIE,  JAMES  ALLEN,  III,  DUNEDIN,  FLORIDA 
MACKENZIE,  JAMES  W. ,  JR.,  LAKEWOOD,  OHIO 
MACKESSY,  PETER  D. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MACKESY,  FRANCIS  JAKE,  JACKSONVILLE,  FLORIDA 
MACKESY,  LEONARD  JOSEPH,  JERSEY  CITY,  NEW  JERSEY 
MACKEY,  JOHN  RICHARD,  TEWKSBURY,  MASSACHUSETTS 
MACKEY,  JOHN  WILLIAM,  MORGAN,  PENNSYLVANIA 
MACKEY,  RICHARD  THOMAS,  POMONA,  CALIFORNIA 
MACKIE,  CHARLES  ARTHUR,  NEW  WESTMINSTER,  CANADA 
MACKIE,  JACK  PHILLIP,  DAVIE,  FLORIDA 
MACKINNON,  STEPHEN  BRUCE,  EXETER,  MASSACHUSETTS 
MACKLEY,  WAYNE  WALTER,  LOS  ANGELES,  CALIFORNIA 
MACLAUGHLAN,  JOHN  HARTLING,  OSGOODE,  CANADA 
MACLAUGHLIN,  HAROLD  L.,  EAU  CLAIRE,  WISCONSIN 
MACLAUGHLIN,  WILLIAM  RONALD,  JAMESTOWN,  NEW  YORK 
MACLEISH,  THOMAS  FREDERICK,  DOVER,  DELAWARE 
MACMILLAN,  JAMES  THOMAS,  JR,  BANDERA,  TEXAS 
MACON,  ROGER  ALAN,  HALTOM  CITY,  TEXAS 
MACPHEE,  RICHARD  GEORGE,  VANCOUVER,  CANADA 
MACPHERSON,  JOHN  L,  JR,  SANTA  BARBARA,  CALIFORNIA 
MACPHERSON,  MICHAEL  K. ,  MEXICO,  MISSOURI 
MADALINSKI,  BRADLEY  JOSEPH,  WILSON,  MICHIGAN 
MADANI,  FERAIDOON,  TEHRAN,  IRAN 
MADDALOZZO,  ROBERT  BRUNO,  NEW  ORLEANS,  LOUISIANA 
MADDEN,  EDWARD  PATRICK,  FLAGSTAFF,  ARIZONA 

FREDERICK  HILARY,  JR,  WEST  TRENTON,  NEW  JERSEY 
PAUL  A.,  LYNNFIELD,  MASSACHUSETTS 
STEPHEN  DOUGLAS,  ROCKFORD,  MICHIGAN 
THOMAS  LEO,  NEW  YORK,  NEW  YORK 
BOBBY  G,  BRYAN,  TEXAS 
C  C,  JEFFERSON  CITY,  MISSOURI 
JOSEPH  HENRY,  HANOVER,  PENNSYLVANIA 
KEVIN  WESLEY,  NORTH  VERSAILLES,  PENNSYLVANIA 
LANNY  GWINN,  RUIDOSO,  NEW  MEXICO 
RICHARD  CLINTON,  JR,  HOLMES  BEACH,  FLORIDA 
ALLIE  VESTER,  III,  CHESTERFIELD,  VIRGINIA 
DENNIS  ACTON,  CLEVELAND,  TENNESSEE 
STANLEY  GENE,  SAN  DIEGO,  CALIFORNIA 
RAY  H.,  ALBANY,  OREGON 
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MADDY , 


MADER,  JAN  KIMBER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MADERA,  PABLO  PAUL,  LUDLOW,  MASSACHUSETTS 
MADES,  CHARLES  FRANKLIN,  HAGERSTOWN,  MARYLAND 
MADIGAN,  DAVID  J,  URBANA,  ILLINOIS 
MADIGAN,  JOHN  FRANCIS,  NEW  YORK,  NEW  YORK 
MADRID,  RICHARD  MICHAEL,  BURBANK,  CALIFORNIA 
MADRID,  RONALD  EDWARD,  SANTA  FE,  NEW  MEXICO 
MADRID,  ROY  C,  PHOENIX,  ARIZONA 
MADSEN,  CLIFFORD  L.,  MCDEHEE,  LOUISIANA 
MADSEN,  REGINALD  BERNARD,  SALEM,  OREGON 
MADSON,  STEVEN  CRAIG,  HUTCHINSON,  MINNESOTA 
MADUENO,  EDDIE  SILVA,  EL  CENTRO,  CALIFORNIA 
MAENNER,  THOMAS  ARTHUR,  MADISON,  WISCONSIN 
MAES,  CHRIS  DELFINO,  ALBUQUERQUE,  NEW  MEXICO 
MAES,  J.  D.,  JR.,  SANTA  FE,  NEW  MEXICO 
MAESTAS,  LLOYD,  TUCUMCARI ,  NEW  MEXICO 
MAESTAS,  RICHARD,  EL  PASO,  TEXAS 
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^1^08^!  ^FoSeST^S^  ^"^ 
So^^^SAMIP/^A^h"o(1^0N  CITY   PHILIPPINES 

H^^fN;.SSE^^!S^NTCAA       LIFORNIA 

MAGEE   EZRA  LAVON,  BRANDON,  MISSISSIPPI 

VS\    ^REN^^FrEl^HiNS^Nl^i^RICT  OE  COLUMBIA 

EagIe',  S!tTL?MAHS;NffiS;'j5!?SiSASSHffiT0H,  DISTRICT  OF  C 

MAGELSSEN,  NILS  M. ,  RAYTOHN,  MISSOURI 

MAGEMBE   FLUGENCIO,  KAMPALA,  UGANDA 

MAGERS   JEFFREY  SCOTT,  LOUISVILLE,  KENTUCKY 

MAGGARD   DAVID  LEE,  JR,  INDIO,  CALIFORNIA 

MAGILL   THOMAS  ANDREH,  HALLANDALE,  FLORIDA 

MAG  NNIS,  ROBERT  JOSEPH,  SAN  LEANDRO,  CALIFORNIA 

matuant   LAURENCE  CLAUDE,  BURLINGTON,  VERMONT 

SagSaNt'  MKHAEL  JOSEPH,  PORTSMOUTH,  NEW  HAMPSHIRE 

MAGNESS:  ALEXANDRIA  I,  SACRAMENTO,  CALIFORNIA 

mSEE^SHaSRNGMI^HONN'W^H?NGTON?RD^TRICT  OF  COLUMBIA 

MAHA,  GARY  T,  BAT AVI A,  NEH  YORK 

MAHAR,  JOHN  THOMAS,  TROY   NEH  YORK 

JAMES  PHILLIP,  CHICAGO,  ILLINOIS 
JAMES  RICHARD,  YAPHANK,  NEH  YORK 
JAMES  ROBERT,  ESCONDIDO,  CALIFORNIA 
JOHN  HENRY   SAN  LUIS  OBISPO,  CALIFORNIA 
LARRY  J,  SACRAMENTO,  CALIFORNIA 
STEPHEN  JOSEPH,  ALBANY,  NEW  YORK 
SUSAN  BOND,  LOS  ANGELES,  CALIFORNIA 
WILLIAM  C   JR.,  NEW  ORLEANS,  LOUISIANA 

MAHLBERG,  RAYM0N6  JOSEPH,  AUBURN,  CALIFORNIA 

MAHMUD,  MAMUN,  DACCA,  BANGLADESH     UA<.HTNrT0N 

MAHNKF   HAROLD  LEROY,  III,  LONGVIEW,  WASHINGION 

mahoi T7   CHESTER  LYNN,  BUTLER,  PENNSYLVANIA 

MAHoV  RICHARD  J. t  WASHINGTON',  DISTRICT  OF  COLUMBIA 

MAHON   ROBERT  F.,  LINDSAY,  CALIFORNIA 

MAHONEY   CORNELIUS  J.,  NEW  YORK,  NEW  YORK 
'  DONALD  W.,  BEAVER,  PENNSYLVANIA 

JAMES  FRANCIS,  JR,  ROCKVILLE,  MARYLAND 

JAMES  M.,  FAIRFAX,  VIRGINIA     r„„„TA 

,  THOMAS  EDWARD  CULVER  CITY,  CALIFORNIA 

MAHONEY,  TIMOTHY  WALTER,  FLORISSANT,  MISSOURI 

MAHONEY   WILLIAM  T.,  ALBANY,  NEW  YORK 

MAHONyNaNIeI  ROBERT,  LAS  VEGAS  NEVADA 

S^i^'L^S^ftL5i.V-H51RMGTSKS5tsTRICT  OF  COLUMBIA 

AUR'  5or?RE6ERi°CK!E{il!LWASHiNGTON,  DISTRICT  OF  COL 
JOHN  W   WASHINGTON  DISTRICT  OF  COLUMBIA 
JOSEPH  GOTTLOB,  II,  BRIGHTON,  COLORADO 
THOMAS  J,  AMHERST,  NEW  YORK 
,  ROBERT  GWYNN,  PORT  ST  JOE,  FLORIDA 
MAIN   CHARLES  VICTOR,  FREDERICK,  MARYLAND 

main!  John  mason,  independence  Missouri 

MAIN   RICHARD  VERNON,  WESTMINSTER,  CALIFORNIA 
„a{nS,RSlP6,R?I^  MW 
K^'sK*  WASHInK^ISTrVcT  OF  COLUMBIA 
MAIR,  RONALD  KAY,  MOBILE,  ALABAMA 
MAIRE,  WILLIAM  SCOTT,  CHICAGO,  ILLINOIS 
MAIS,  GUENTER,  VIENNA,  AUSTRIA 
MAITLAND  GARY  LEE,  ROCKFORD,  ILLINOIS 
MAI XNER   DALE  DONALD,  MINOT,  NORTH  DAKOTA 
MAJCHRZAK   ZBIGNIEW  M.  ,  WASHINGTON,  DISTRICT  OF  COLUMBI 
SaJENSKI.'dIvD  GERARD  ABINGTON,  MASSACHUSETTS 
maifrSKI   WALTER  STANLEY,  PISCATAWAY,  NEW  JERSEY 
MAJERUS   LAWRENCE  WILLIAM,  DOUGLAS,  WYOMING 
MAJESKI   WILLIAM  JOHN,  NEW  YORK,  NEW  YORK 
MAJKA   JOHN  E   SAN  FRANCISCO,  CALIFORNIA 
MAIOR   PHILIP  JAMES,  OLATHE,  MINNESOTA 
MAJORS   EUGENE  L,  SAN  BERNARDINO,  CALIFORNIA 
MAJORS   GARY  R,  KANSAS  CITY,  MISSOURI 
MAJORS   JAMES  MORRIS,  OPELIKA  ALABAMA 
MAJURY   JAMES  F.,  TORONTO,  CANADA 
MAKELA   ROBERT  ALLEN,  CIRCLE  PINES,  MINNESOTA 
MAKHANLALL   HEERALALL,  GEORGETOWN  GUYANA 
I  HAKIN,  HOHARD  R.,  CINCINNATI,  OHIO 

'  nSuDDirMOHD  CSO?AANFSlNSMD  TuALA  LUMPUR,  MALAYSIA 
MA^nw^V   JAN  DAVID  VACAVILLE,  CALIFORNIA 
Ski:  JOACHIM  G  RT,  WIESBADEN ."DERAL  REPUBLIC  OF 

■  mALaS'  SaYHACALUM  PciT   T   LIVN0isEY'  "" 
KaLCOLMSON,  GERRARD  FRANCES,  HAMILTON  CANADA 
MAITOM   JULIAN  KENNETH,  COVINGTON,  GEORGIA 
MA  DONADOUTRINIDASNtLuis,  SAN  JUAN,  PUERTO  RICO 
MALDONADO,  CARLOS  R,  fANTA  FE   NEW  MEXICO 
mai  nnMADO   ERNEST  MONTEZ,  LOS  ANGELES,  CALIFOKNlA 
MALABO  JEFFREY  VINCENT,  MEDFORD,  OREGON 
MALDONADO   JUAN  ANTONIO,  DENVER,  COLORADO 
MALDONADO  JULIO,  CABO  ROJO,  PU  fO  RICO 
MAI  FfFK   THOMAS  GEORGE,  ST.  LOUIS,  MISSOURI 
MAL"  JAMES  EDWARD,  JR,  ROCHESTER  NEW  YORK 
mai  fv   IAMFS  FRANCIS.  ALBANY,  NEW  YORK 
HALIGALIG  DANIlS  UNAS,  QUEZON  CITY,  PHILIPPINES 
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MALIK,  KENNETH  NORTH,  CAMBRIDGE,  MARYLAND 

MALIM  GEORGE  RALPH,  ATHERTON,  CALIFORNIA 

MALKIN,  ROBERT  D.  ,  BEND,  OREGON 

MALLAK,  HALID  H.  ,  ZALEH,  LEBANON 

MALLETT   DALE  JOHN,  MILFORD,  MICHIGAN 

MAUETT,  DUWARD  WILLIAM,  JR,  SAN  JOSE,  CALIFORNIA 

MALLETT   NORMAN  E,  LITTLE  ROCK,  ARKANSAS 

MALLICOTE.  CHARLES  D. ,  UNIVERSITY  PARK,  TEXAS 

MALL  N  JOHN  RICHARD,  DALY  CITY,  CALIFORNIA 

MALLORY,  BRUCE  JAMES,  BROOKLYN,  NEN  YORK 

MALLORY  GARY  LEE,  VACAVILLE,  CALIFORN  A 

MAI10RY   STEPHEN  LEE,  JACKSON,  MISSISSIPPI 

MALLORY I  TIMOTHY  EUGENE,  NASHiNGTON,  DISTRICT  OF  COLUMB 

MALLOY,  BRIAN  D,  CHERRY  HILL,  NEN  JERSEY 

MALLOY  GEORGE  JAMES,  SAN  DIEGO,  CALIFORNIA 

MAI  0  SANCHEZ.  ALICIA,  MADRID,  SPAIN 

MAlSnE,  DANIEL  DEAN,' SAN  BERNARDINO  CALIFORNIA 

MALONE  DARRELL  LEROY,  SR,  HOULTON,  MAINE 

MALONE  DAVID  H. ,  EAU  CLAIRE,  HISCONSIN 

'  JOHN  JOSEPH,  LOS  ANGELES,  CALIFORNIA 
NANCY  LOU,  LOS  ANGELES,  CALIFORNIA 
RICHARD,  STATESBORO,  GEORGIA 
RANALD  FRANCIS,  WESTPORT   CONNECTICUT 
VFRNON  E   TORTOLA,  BRITISH  VIRGIN  ISLANDS 
WILLIAM  HENRY  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DANIEL  PATRICK,  BARTLETT,  ILLINOIS 

floyd  j.,  chippewa  falls,  wisconsin 
james  e.,  new  york,  new  york 
John  Joseph,  bryn  mawr,  Pennsylvania 
marvin  shannon,  san  jose,  california 

MICHAEL  J,  CAMBRIDGE,  MARYLAND 
MICHAEL  ROBERT,  CHICO,  CALIFORNIA 
ROBERT  MICHAEL,  CHICAGO,  ILLINOIS 
DONALD  L.,  NORTH  KANSAS  CITY,  MISSOUR 


MALONE, 
MALONE, 
MALONE, 
MALONE, 
MALONE, 
MALONE, 
MALONEY, 
MALONEY, 
MALONEY, 
MALONEY, 
MALONEY, 
MALONEY, 
MALONEY, 
MALONEY, 
■  MALOTT, 


MALOvicH^ANTHONY'TrCHEYENNE,  WYOMING 

MALOY   JOSEPH  RONALD,  LEONARDTONN,  MARYLAND 

MAI  PEL   JEAN  ANDRE,  PARIS,  FRANCE 

KaLSCh!  LANRENCE  HERMAN,  DELAVAN,  HISCONSIN 

maitrv   IOSFPH  APPLETON,  SEASIDE,  CALIFORNIA 

MALTESE,  ?h!mAS  ROBEER?  'NEN  BRUNSNICK  NEN  JERSEY 

MALUEG,  NILLIAM  JAMES,  DECATUR,  GEORGIA 

MALZI   NILLIAM  J,  CARNEGIE,  PENNSYLVANIA 

mamarti   ROGELIO  C   MANILA,  PHILIPPINES 

MAMELLl'  NILLIAM  DAVID,  HUNTINGTON  BEACH,  CALIFORNIA 

MANALILi,  EDNArS  HIGA,  SAIPAN,  FEDERATED  STATES  OF  MICR 

MANALO,  EMETERIO  B.,  MANILA,  PHILIPPINES 

MANCHESTER,  CATHLEEN  ANN,  NORNAY,  MA  NE 

» Kffi;  iS*r,  KM"     Tsuho 

mmelskI    harry  f°  wilmikgtoh.  delamare 

»AKER1,  CLYDE  D.,  OAKLAND  PARK,  FLORIDA 
MARKS  CHARLES  E.,  MLLIHGS  HORTA»A 

manftto  PETER  LOUIS,  TRENTON,  NEN  JERSEY 
MAKn ELD,  DAVID  MICHAEL,  BRISBANE,  AUSTRALIA 
MANG  NORBERT  V,  ANAHEIM,  CALIFORNIA 
MANG  PETER  BRAMLEY,  DENVER,  COLORADO 
MANGAN  RAYMOND  LEACH,  JR,  ROCK  FALLS,  ILLINOIS. 
MANGaK;  TERENCE  JOSEPH  SPOKANE .WASHINGTON 
MANGER  JOHN  THOMAS,  FAIRFAX,  VIRGINIA 
MANGHISI,  ROSANNE,  NEST  TRENTON  NEN  JERSEY 
MANGO  NICHOLAS  FRANCIS,  YAPHANK,  NEN  YORK 
MANGUAL  HEa^R  MANUEL, 'SAN  JUAN   PUERTO  RICO 
MANGUM, 'TRAVIS  ALLEN,  OUANTKO,  VIRGINIA 
MANIACI   SALVATORE  JOSEPH,  RIO  RANCHO,  NEW  MfcXILU 
MAN  S   RICHARD  VICTOR,  MRLBURN,  NEN  JERSEY 
MAN I SCALCO   NICHOLAS  A.,  HAWTHORNE,  NEW  YORK 
MANLEY  GERALD  JOSEPH,  FORT  HUACHUCA,  ARIZONA 
MANLEy!  JOHN  HENRY,  JR,  ROCKY  MOUNT,  NORTH  CAROLINA 
MANLEY  MICHAEL  JAMES,  COLUMBUS,  OHIO 
MANN,  GLENN  T.,  EVERETT,  WASHINGTON 
HOYT  L.,  LEEDS,  ALABAMA 
JAMES  R   SR,  GENESEO,  NEW  YORK 
KEITH,  OKLAHOMA  CITY,  OKLAHOMA 
KENNETH  EARL,  CHICAGO,  ILLINOIS 
MICHAEL,  CAMBRIDGE,  CANADA 
PAUL  HAYWARD,  MONTGOMERY,  ALABAMA 
ROY  STEVEN.  DECATUR,  GEORGIA 
SANFORD  LENIS,  BRIDGEPORT   CALIFORNIA 
SCOTT  CHRISTOPHER,  EL  PASO,  TEXAS 
MANNEN  TOBERT  P.,  SACRAMENTO  CALIFORNIA 
mammtnk  BRUCE  N..  NEST  SENECA,  NEN  YORK 

'  CHARLES  SCOTT,  CLINTON,  TENNESSEE 
DONALD  R.,  SPOKANE,  NASHINGTON 
EDNARD  J.   CONCORD,  NEN  HAMPSHIRE 
EDNARD  PETER,  ROBBINSDALE,  MINNESOTA 
FRANKLYN  L.,  LINCOLN,  NEBRASKA 
GREGORY  GREEN,  LONGNOOD,  FLORIDA 
lAMFS  J   JR  .  NENPORT,  RHODE  ISLAND 
JMN  ALLEN,  JR,  NASHVILLE,  TENNESSEE 
PATRICK  SEAN,  MONTGOMERY,  ALABAMA 
MANNING!  RICHARD  LANR  NCE   HALTHAM,  MASSACHUSETTS 
MANNING,  ROBERT  MICHAEL,  LAS  VEGAS,  NEVADA       -,N  IS 
MANNING  TERRENCE  DELANO  JR,  ST  THOMAS,  U.S.  VIRGIN  IS 
MANNING,  VINCENT,  ELIZABETH,  NEN  JERSEY 
MANNING,  VINCENT  J- •  CLAYTON,  MISSOURI 
MANNIS,  KARYN  JOAN,  LOS  ANGELES,  CALIFORNIA 
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MANNIX,  DONALD  PATRICK  -  MARTIN,  JAMES  A 
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MANNIX,  DONALD  PATRICK,  ELIZABETH,  NEW  JERSEY 

MANNIX,  RICHARD  RYAN,  ELIZABETH,  NEW  JERSEY 

MANNO,  SALVATORE  ANTHONY,  YAPHANK,  NEW  YORK 

MANNS,  JAMES  RICHARD,  JUNCTION  CITY,  KANSAS 

MANOCCHIO,  WILLIAM  JOHN,  CLEVELAND,  OHIO 

MANOS,  ANGELA  MARIA,  FORT  LEAVENWORTH,  KANSAS 

MANRIQUEZ  CARRASCO,  ROBERTO  A,  SANTIAGO,  CHILE 

MANSER,  KAREN  LINDA,  LYNNWOOD,  WASHINGTON 

MANSFIELD,  DONALD  RAY,  SAN  LUIS  OBISPO,  CALIFORNIA 

MANSFIELD,  JACK  DONALD,  OAK  RIDGE,  TENNESSEE 

MANSFIELD,  ROBERT,  KILLEEN,  TEXAS 

MANSKE,  RICHARD  A,  HALES  CORNERS,  WISCONSIN 

MANSON,  FRANK  GRANT,  FLAGSTAFF,  ARIZONA 

MANSOR  BIN  MOHD. , ,  KUALA  LUMPUR,  MALAYSIA 

MANSUR,  RAJA,  KUALA  LUMPUR,  MALAYSIA 

MANTARING,  NESTOR  MANRIQUE,  MANILA,  PHILIPPINES 

MANTONE,  ARTHUR  JOSEPH,  ELLENVILLE,  NEW  YORK 

MANU,  ZWINGLI,  JAKARTA,  INDONESIA 

MANUEL,  CARRY  ALLEN,  MOUNTAIN  HOME,  ARKANSAS 

MANUEL,  GREGORY  FRANKLIN,  SACRAMENTO,  CALIFORNIA 

MANUEL,  JEFFREY,  LIVINGSTON,  ALABAMA 

MANUEL,  WILLIAM  JASPER,  MARYVILLE,  TENNESSEE 

MANUSIA,  JOSEPH  RUSSELL,  LOMITA,  CALIFORNIA 

MANZI,  JAMES  M,  JAMESTOWN,  NEW  YORK 

MAPES,  HERBERT  C,  NEWPORT  NEWS,  VIRGINIA 

MAPES,  THOMAS  ALLEN,  SANTA  MONICA,  CALIFORNIA 

MAPLE,  JERRY,  MINDEN,  NEVADA 

MAPLE,  JOHN  L,  CLAIRTON,  PENNSYLVANIA 

MAPLES,  MICHAEL  DUANE,  SAN  FRANCISCO,  CALIFORNIA 

MAPP,  IVAN  D,  VIRGINIA  BEACH,  VIRGINIA 

MAPYANE,  SIMON  LEROY,  PRETORIA,  SOUTH  AFRICA 

MARAGGOS,  WILLIAM,  JR.,  LITTLETON,  COLORADO 

MARAIS,  HENDRIK  PIETER  MACHIEL,  BELLVILLE,  SOUTH  AFRICA 

MARBERRY,  RICHARD  LEE,  HILLSBORO,  MISSOURI 

MARCEAU,  ANDREW  WILLIAM,  BARRE  CITY,  VERMONT 

MARCH,  ALAN  RANDOLPH,  JUNEAU,  ALASKA 

MARCH,  CARL  IRVIN,  WHITEMARSH,  PENNSYLVANIA 

MARCH,  GEORGE  PHILLIP,  HERSHEY,  PENNSYLVANIA 

MARCH,  NOEL  CULVER,  PORTLAND,  MAINE 

MARCH,  ROBERT  DAVID,  II,  YORK,  PENNSYLVANIA 

MARCH,  ROGER  P,  BOISE,  IDAHO 

MARCHAND,  EDWARD  W,  READING,  MASSACHUSETTS 

MARCHAND,  GERALD  A,  NEWTON,  MASSACHUSETTS 

MARCHAND,  HENRY  W,  GROSSE  POINTE  WOODS,  MICHIGAN 

MARCHAND,  MICHIEL  THEODORUS,  HAARLEM,  NETHERLANDS 

MARCHBANKS,  GLENN  HENRY,  SANTA  BARBARA,  CALIFORNIA 

MARCHESCHI,  DENNIS  EUGENE,  SACRAMENTO,  CALIFORNIA 

MARCHESKE,  RALPH  ADOLPH,  SHEBOYGAN,  WISCONSIN 

MARCHITIELLO,  RICHARD,  OAKLAND,  CALIFORNIA 

MARCHLONES,  MELVIN  STANLEY,  HAZEL  PARK,  MICHIGAN 

MARCINKOWSKI,  L  R,  PERTH  AMBOY,  NEW  JERSEY 

MARCINKOWSKI,  MICHAEL  ALLEN,  GOSHEN,  INDIANA 

MARCO,  BRUCE  M. ,  LA  CROSSE,  WISCONSIN 

MARCOE,  GERALD  STEPHEN,  YAPHANK,  NEW  YORK 

MARCOM,  THOMAS  E.,  JACKSON,  TENNESSEE 

MARCONI,  DONALD  JOHN,  ASTON,  PENNSYLVANIA 

MARCOTTE,  RONALD  GERALD,  SR,  ENFIELD,  CONNECTICUT 

MARCOU,  DANIEL  JAMES,  LA  CROSSE,  WISCONSIN 

MARCUCCI,  EUGENE,  WOODBRIDGE,  CONNECTICUT 

MARCUM,  CURTIS  KENNETH,  COLUMBUS,  OHIO 

MARCUM,  JOHN  A,  MARYVILLE,  TENNESSEE 

MARCUS,  JAMES  ARTHUR,  NEW  YORK,  NEW  YORK 

MARCUZZO,  WILLIAM  R,  SR,  LITCHFIELD,  ILLINOIS 

MARCY,  WALTER  0,  NEW  MILFORD,  CONNECTICUT 

MARDIS,  PATRICK  WAYNE,  FAIRFIELD,  ALABAMA 

MAREK,  JEFFREY  EUGENE,  BERKELEY,  ILLINOIS 

MAREK,  PAUL  M. ,  ALEXANDRIA,  VIRGINIA 

MARENCHIN,  DONALD  A.,  MERCER,  PENNSYLVANIA 

MARES,  VINCENT  SALOMON,  RATON,  NEW  MEXICO 

MARET,  DEAN  F.,  LOS  ALAMOS,  NEW  MEXICO 

MARETT,  HORACE  CLAYTON,  ANDERSON,  SOUTH  CAROLINA 

MARGELOT,  ERNEST  G,  JR,  HANOVER,  PENNSYLVANIA 

MARGESON,  STEPHEN  LEO,  WELLSVILLE,  NEW  YORK 

MARGOT,  NICHOLAS,  LAUSANNE,  SWITZERLAND 

MARI,  DANIEL  JOSEPH,  NEW  YORK,  NEW  YORK 

MARIACA,  ALBERTO,  LIMA,  PERU 

MARIANO,  JOSE  R,  AGANA,  GUAM 

MARINELLI,  GEORGE,  ROCKY  HILL,  CONNECTICUT 

MARINI,  ARTHUR  EDWARD,  NEW  YORK,  NEW  YORK 

MARINO,  CARLOS  ALBERTO,  BUENOS  AIRES,  ARGENTINA 

MARINO,  LOUIS  P.,  NEW  BRITAIN,  CONNECTICUT 

MARINO,  VINCENT  S.,  MIDDLETOWN,  CONNECTICUT 

MARISTELA,  DOMINGO  BARTOLABA,  MANILA,  PHILIPPINES 

MARK  BAILEY,  LAURA  JEANNE,  NEVADA  CITY,  CALIFORNIA 

MARK,  ROBERT  EDWARD,  HAMPTON,  NEW  HAMPSHIRE 

MARKELL,  MERVYN  G,  VICTORIA,  CANADA 

MARKER,  GERALD  ROBERT,  FORT  POLK,  LOUISIANA 

MARKER,  ROBERT  ALBERT,  LINCOLN,  NEBRASKA 

MARKERT,  WILLIAM  D,  PHILADELPHIA,  PENNSYLVANIA 

MARKHAM,  JEFFREY  BARTON,  LAKEPORT,  CALIFORNIA 

MARKHAM,  MAYNARD  KEITH,  EAST  LANSING,  MICHIGAN 

MARKIEHICH,  DANNY  MICHAEL,  SUDBURY,  CANADA 

MARKLE,  JESS  H,  FARMINGTON,  NEW  MEXICO 

MARKOPOULOS,  WILLIAM  PETER,  MILTON,  FLORIDA 

MARKS,  GEORGE  H. ,  WESTPORT,  CONNECTICUT 

MARKS,  JOHN  M,  NEWARK,  NEW  JERSEY 

MARKS,  MICHAEL  ALEXANDER,  GEORGETOWN,  GUYANA 

MARKS,  RICHARD  W. ,  PATCHOGUE  L.  I.,  NEW  YORK 

MARKS,  TERRANCE  GUY,  LA  MESA,  CALIFORNIA 

MARKUM,  DARYLL  DUANE,  BURLESON,  TEXAS 
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MARKWITH,  ROBERT  GARLAND,  MARTINEZ,  CALIFORNIA 
MARLIN,  FRANCIS  EARL,  KEOKUK,  IOWA 
MARLIN,  GENE  POOL,  SPRINGFIELD,  ILLINOIS 
MARLIN,  NICHOLAS  CHARLES,  DAYTON,  OHIO 
MARLOVITS,  STEPHEN  J,  JR,  TAMPA,  FLORIDA 
MARLOW,  JERRY  P,  MERIDIAN,  MISSISSIPPI 
MARLOWE,  HAROLD  CLINTON,  LOS  ANGELES,  CALIFORNIA 
MARLOWE,  WILLIAM  F.,  SAVANNAH,  GEORGIA 
MARMACK,  JAMES  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
MARNOCH,  JOHN  THOMAS,  STOCKTON,  CALIFORNIA 
MARNOCH,  THOMAS  E.,  STOCKTON,  CALIFORNIA 
MARON,  IRVIN  THOMAS,  AURORA,  COLORADO 

MARONEY,  MICHAEL  JOHN,  MUNICH,  FEDERAL  REPUBLIC  OF  GERM 
MARONEY,  STEPHEN  EDWARD,  ORLANDO,  FLORIDA 
MARONEY,  WESLEY  DAVID,  SANTA  MARIA,  CALIFORNIA 
MAROSY,  MICHAEL  JOHN,  MONMOUTH  JUNCTION,  NEW  JERSEY 
MARQUES,  JAMES  MATTOES,  JR,  BARRIGADA,  GUAM 
MARQUETTE,  JEFFREY  PAUL,  FERNANDINA  BEACH,  FLORIDA 
MARQUIS,  BRUCE  PRESTON,  HOUSTON,  TEXAS 
MARQUIS,  ROGER  JACKSON,  NORMAN,  OKLAHOMA 
MARQUIS,  WILLIAM  VANCE,  NEW  CASTLE,  PENNSYLVANIA 
MARQUITH,  DAVID  NICHOLAS,  FORT  CARSON,  COLORADO 
MARR,  JERRY  LEE,  KOKOMO,  INDIANA 
MARREN,  CHARLES  DAVID,  QUANTICO,  VIRGINIA 
MARRERO  COLON,  FERNANDO,  SAN  JUAN,  PUERTO  RICO 
MARRERO,  JOSE  ANTONIO,  BAYAMON,  PUERTO  RICO 
MARRERO,  JOSEPH  RONALD,  NEW  YORK,  NEW  YORK 
MARRERO,  WILSON,  MINEOLA,  NEW  YORK 
MARRINER,  THOMAS  SCOTT,  CHICAGO,  ILLINOIS 
MARRIOTT,  JOHN  A,  HERMITAGE,  PENNSYLVANIA 
MARRIOTT,  NORMAN  KENNETH,  HOUSTON,  TEXAS 
MARRON,  JEREMIAH  PETER,  GRANBY,  CONNECTICUT 
MARSALA,  DONALD  CARLTON,  POUGHKEEPSIE,  NEW  YORK 
MARSDEN,  GARY  LEE,  CHEYENNE,  WYOMING 
MARSH,  GAIL  COLLEEN,  REDMOND,  WASHINGTON 
JOHN  F,  AUGUSTA,  MAINE 
JONATHON  WAYNE,  MILWAUKEE,  WISCONSIN 
TIMOTHY  PATRICK,  EUFAULA,  ALABAMA 
WILBURN  L,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
MARSHALL-QUINONES,  VALRICA  JANE,  WASHINGTON,  DISTRICT  0 
MARSHALL,  BILLY  J.,  PENSACOLA,  FLORIDA 
MARSHALL,  BRYON  KEVIN,  BURLINGTON,  NEW  JERSEY 
MARSHALL,  DAVID  BRUCE,  SCOTTSDALE,  ARIZONA 
MARSHALL,  DONALD  WAYNE,  PITTSBURG,  KANSAS 
MARSHALL,  E.  H. ,  AUSTIN,  TEXAS 

MARSHALL,  FREDERICK  LEO,  JR,  CHARLESTON,  WEST  VIRGINIA 
JAMES  0,  WASHINGTON,  ILLINOIS 
JOHN  ENGLISH,  LAKEWOOD,  NEW  JERSEY 
JOHN  REID,  GLASGOW,  SCOTLAND 
JOSEPH,  ERIE,  PENNSYLVANIA 
LANE  F,  WATERBURY,  VERMONT 
LAURENCE  R,  OCEANSIDE,  CALIFORNIA 
MARSHALL,  PAUL  LAWRENCE,  MANHATTAN  BEACH,  CALIFORNIA 
MARSHALL,  PETER,  AULKLAND,  NEW  ZEALAND 

ROBERT  WAYNE,  NAPERVILLE,  ILLINOIS 
ROY  LEE,  DES  MOINES,  IOWA 
SCOTT  DREW,  COLUSA,  CALIFORNIA 
STEVEN  LINN,  AURORA,  COLORADO 
MARSHBURN,  CHARLES  K. ,  RALEIGH,  NORTH  CAROLINA 
MARSIC,  JOSEPH  M. ,  HASTINGS  ON  HUDSON,  NEW  YORK 
MARSICO,  ROCCO,  HARRISON,  NEW  YORK 
MARSILLO,  GREGORY  WILLIAM,  FORT  MEADE,  MARYLAND 
MARSZALEK,  JOHN  FRANK,  GENEVA,  ILLINOIS 
MART,  CLINTON  D,  SANTA  CRUZ,  CALIFORNIA 
MARTELLA,  RAYMOND,  MAYS  LANDING,  NEW  JERSEY 
MtRTENSON,  BLAIR  LEE,  BUTTE,  MONTANA 
MARTI,  MARIA  JOSE,  OAKLAND,  CALIFORNIA 
MARTIEN,  DAVID  A.,  TIFFIN,  OHIO 
MARTIN  PASTOR,  JULIAN,  MADRID,  SPAIN 
MARTIN-INURRIETA,  TOMAS,  MADRID,  SPAIN 
MARTIN,  ALAN  GEOFFREY,  JR,  TARRYTOWN,  NEW  YORK 
MARTIN,  ARNOLD  LEE,  JR,  HARTFORD,  CONNECTICUT 
MARTIN,  ARTHUR  ROY,  KINGSTON,  JAMAICA 
MARTIN,  BARRY  S.,  COVINGTON,  KENTUCKY 

BERNEY  J,  PONAPE,  FEDERATED  STATES  OF  MICRONESI 
BRIAN  KEITH,  CAPITOLA,  CALIFORNIA 
BRIAN  RAY,  SALEM,  OREGON 
BRUCE  CHARLES,  MARINA,  CALIFORNIA 
MARTIN,  BRUCE  DAVID,  CHEROKEE,  NORTH  CAROLINA 
MARTIN,  CHARLES  J.,  LOS  BANOS,  CALIFORNIA 
MARTIN,  CHARLES  J.,  SR.,  LAS  VEGAS,  NEVADA 
MARTIN,  CHARLES  JEFFREY,  BURLINGTON,  KENTUCKY 
MARTIN,  CHARLES  RICHARD,  SOUTH  CHARLESTON,  WEST  VIRGINI 
MARTIN,  CHARLES  ROSS,  EL  DORADO,  ARKANSAS 
MARTIN,  CHRISTOPHER  BRUCE,  CAMP  SMITH,  HAWAII 
MARTIN,  CLARENCE  ELLIS,  JR,  FORT  MEADE,  MARYLAND 
MARTIN,  COY  L,  FORT  WORTH,  TEXAS 
MARTIN,  DANIEL  J,  LINCOLNWOOD,  ILLINOIS 
MARTIN,  DANIEL  RAY,  DENTON,  TEXAS 
105  #  MARTIN,  DAVID  J.,  SAN  BERNARDINO,  CALIFORNIA 
162   MARTIN,  DENNIS  STEPHEN,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MARTIN,  EDGAR  E,  KODIAK,  ALASKA 

EDWARD  DEAN,  BILLINGS,  MONTANA 
EDWARD  L.,  JR.,  SACRAMENTO,  CALIFORNIA 
GARY  LYNN,  GARY,  INDIANA 
GEORGE  A.,  HILO,  HAWAII 
MARTIN,  GOVAN  ANTHONY,  JR,  HERSHEY,  PENNSYLVANIA 
MARTIN,  HUGH  JOHN,  OCONOMOWOC,  WISCONSIN 
MARTIN,  JACK  C. ,  ANAHEIM,  CALIFORNIA 
MARTIN,  JAMES  A,  CHARLOTTE,  NORTH  CAROLINA 
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MARTIN,  JAHES  J  -  MATSON,  STEVEN  MALCOLM 
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JAMES  J,  NARRAGANSETT,  RHODE  ISLAND 
JERRELL  D.,  HENATCHEE,  WASHINGTON 
JOHN  ALFORD,  LODI,  CALIFORNIA 
JOHN  CHARLES,  MONTPELIER,  VERMONT 
JOHN  DENNIS,  HEST  CHESTER,  PENNSYLVANIA 
JOHN  M,  LAUREL,  MARYLAND 
JOHN  RICHARD,  CHICAGO,  ILLINOIS 
JOHN  THOMAS,  BRATTLEBORO,  VERMONT 
JOHNNY  MICHAEL,  TEXAS  CITY,  TEXAS 
JOSEPH  AUGUST,  PORT  ANGELES,  HASHINGTON 
JOSEPH  EDWARD,  RENO,  NEVADA 
JUAN,  JR,  PHOENIX,  ARIZONA 
KENNETH  FRANCIS,  FRAMINGHAM,  MASSACHUSETTS 
LANCE  WESLEY,  WATERVILLE,  OHIO 
LARRY  JAMES,  MT .  VERNON,  ALABAMA 
LESTER  LEE,  GREENWOOD,  MISSISSIPPI 
MICHAEL  JOHN,  ROCHESTER,  NEW  YORK 
MARTIN;  MICHAEL  LEE,  SOUTHFIELD,  MICHIGAN 
MARTIN,  MICHAEL  S,  BRIDGEPORT,  MICHIGAN 

NOEL  ALLAN,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
PHILLIP  R. ,  JOLIET,  ILLINOIS 
,  RALPH  EDGAR,  HAMILTON,  OHIO 
MARTIN,  RAMON  LUIS,  PANAMA  CITY,  PANAMA 
MARTIN,  RAYMOND  V.,  NEW  YORK,  NEW  YORK 

RICHARD  B,  PICAYUNE,  MISSISSIPPI 
RICHARD  OWEN,  COLUMBIA,  SOUTH  CAROLINA 
ROBERT  ALAN,  GROTON,  CONNECTICUT 
ROBERT  BRUCE,  JERSEY  CITY,  NEW  JERSEY 
ROBERT  CLEVELAND,  DUMFRIES,  VIRGINIA 
ROBERT  G,  MEMPHIS,  TENNESSEE 
ROBERT  H.,  COLUMBUS,  GEORGIA 
ROBERT  J.,  SUMMIT,  NEW  JERSEY 
ROBERT  JAMES,  CORONA,  CALIFORNIA 
ROBERT  VALERY,  LAKE  CHARLES,  LOUISIANA 
ROBERT  W.,  MIDDLETOWN,  CONNECTICUT 
RODNEY  L,  PIKESVILLE,  MARYLAND 
RONALD  DEAN,  LITTLETON,  COLORADO 
RONALD  JOSEPH,  AURORA,  ILLINOIS 
RONALD  LEE,  MUSCATINE,  IOWA 
RONALD  MONTISELLO,  CHICAGO,  ILLINOIS 
RUSSELL  DERWIN,  LOVINGTON,  NEW  MEXICO 
SHEDRICK,  JR.,  SAVANNAH,  GEORGIA 
STEPHEN  LINN,  COLUMBUS,  OHIO 
TEDDY  WARD,  LEXINGTON,  TENNESSEE 
THEOPHILUS,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  ROBERT,  GREEN  BAY,  WISCONSIN 
,  THOMAS  W,  MT.  PLEASANT,  MICHIGAN 
MARTIN,  TIM  L.,  INDIANAPOLIS,  INDIANA 
MARTIN,  TIMOTHY  C. ,  SAN  BERNARDINO,  CALIFORNIA 
MARTIN,  VERTEL  TERESE,  NEW  YORK,  NEW  YORK 
MARTIN   WILLIAM  ALLAN,  ORANGEBURG,  SOUTH  CAROLINA 
MARTIN  WILLIAM  CHARLES,  ARLINGTON  HEIGHTS,  ILLINOIS 
MARTIN,  WILLIAM  IRA,  CORAL  GABLES,  FLORIDA 
MARTIN,  WILLIAM  T.,  JOSHAU,  TEXAS 
MARTIN,  WYATT  TYSON,  DURHAM,  NORTH  CAROLINA 
MARTINA,  JOSEPH  M.,  LONDON,  OHIO 
MARTINAK,  ARTHUR  J,  ALBANY,  OREGON 
MARTINAK,  RANDY  C,  SALEM,  OREGON 
MARTINELL,  EDWARD  J,  YAPHANK,  NEW  YORK 
MARTINEZ-VAZQUEZ,  MIGUEL  LUIS,  SAN  SEBASTIAN, 
MARTINEZ,  ANACLETO,  PHARR,  TEXAS 
MARTINEZ,  AVELINO  ADRIAN,  EL  PASO,  TEXAS 
MARTINEZ   CARLOS  ENRIQUE,  NEW  YORK,  NEW  YORK 
MARTINEZ   ENRIQUE  WILFREDO,  SANTA  CRUZ,  CALIFORNIA 
MARTINEZ,  FRANK  ROBERTO,  MONTE  VISTA,  COLORADO 
MARTINEZ,  GEORGE  F.,  YUMA,  ARIZONA 
MARTINEZ,  JOHN  CHARLES,  DALLAS,  TEXAS 

JOSEPH  LAWRENCE,  FLORENCE,  ARIZONA 
LESLIE  KAY,  PORTSMOUTH,  VIRGINIA 
N.,  ROBERTO,  CHIHUAHUA,  MEXICO 
PAGAN  JUAN,  SAN  JUAN,  PUERTO  RICO 
RAMIRO,  NEW  BRAUNFELS,  TEXAS 
RICHARD,  COLORADO  SPRINGS,  COLORADO 
MARTINEZ,  ROBERT,  WOODLAND,  CALIFORNIA 
MARTINEZ,  ROBERT  PENILLA,  SAN  ANGELO,  TEXAS 
MARTINEZ,  WALTER  DAVID,  MIAMI,  FLORIDA 
MARTINEZ,  WILLIAM,  ST.  PAUL,  MINNESOTA 
MARTINI,  E.  A.,  BRISBANE,  CALIFORNIA 
MARTINO,  ANTHONY  J,  CINCINNATI,  OHIO 
MARTINO,  JAMES  A.,  JR,  AVON,  CONNECTICUT 

'  JOHN  ANTHONY   SOUTH  BOSTON,  MASSACHUSETTS 
ROBERT  ANTHONY,  HOPEWELL  JUNCTION,  NEW  YORK 
ARTHUR  F,  FRAMINGHAM,  MASSACHUSETTS 
ARTHUR  JOHN,  PAHTUCKET,  RHODE  ISLAND 
MARTINSON,  HOWARD  E.,  PHOENIX,  ARIZONA 
MARTIR,  MIGUEL  ANGEL,  JR,  NEW  YORK,  NEW  YORK 
MARTORANO,  TERRY  JAMES,  WAUKESHA  WISCONSIN 
MARTUS,  RICHARD  MINGUELITO,  ORANJESTAD,  ARUBA 
MARTYNIUK,  ZENNY  E,  BRIDGEPORT,  PENNSYLVANIA 
MARTZ,  MICHAEL  EDWARD,  SIDNEY,  OHIO 
RANDALL  GENE,  DELAWARE,  OHIO 
SAMUEL  J,  MEMPHIS,  TENNESSEE 
JEFFERY  WAYNE,  MIDLAND,  TEXAS 
,  PER  MARTIN,  ELVERUM,  NORWAY 
MARUYA,  AKIHIKO,  TOKYO,  JAPAN 
MARUYAMA,  AKIHISA,  TOKYO,  JAPAN 

MARUYAMA,  MIKIHARU,  TOKYO,  JAPAN        ™UUI-rTTrllT 
MARUZO-BOLDUC,  LISA  MARIE,  HILLIMANTIC,  CONNECTICUT 
MARVELL,  THOMAS  ELDON,  OKLAHOMA  CITY,  OKLAHOMA 
MARVIN,  DOUGLAS  ROYCE,  NEW  PROVIDENCE,  NEW  JERSEY 
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MARX,  BRUCE  CHARLES,  BABYLON,  NEW  YORK 
MARX,  JOHN  JOSEPH,  SUFFOLK,  VIRGINIA 
MARX,  ROBERT,  AUGUSTA,  MAINE  ^,11UOt. 

MARZANO,  RONALD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MASANGO,  CHRISTOPHER  NGANDA,  YAOUNDE,  CAMEROON 
MASCHER,  SCOTT  LYNN,  PRESCOTT,  ARIZONA 
MASCIANA,  RONALD  JOSEPH,  HOLLIS,  NEH  YORK 
MASCOLO,  PAUL,  NUTLEY,  NEW  JERSEY 
MASCORRO,  RUDY,  HOLLAND,  MICHIGAN 
MASHBURN,  MICHAEL  DAVID,  JONESBORO,  ARKANSAS 
MASI,  ANTHONY,  YORKTOWN,  NEW  YORK 
MASK,  RICHARD  LEE,  SR,  NICHOLS  HILLS,  OKLAHOMA 
MASLAND,  HOMER  D. ,  NEWBURGH,  NEW  YORK 
MASON,  ALAN  C. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ALAN  EDWARD,  FORSYTH,  MISSOURI 
CHARLES  A.,  PHILADELPHIA,  PENNSYLVANIA 
CHARLES  D.,  MILLEDGEVILLE,  GEORGIA 
DAVID  BRENT,  FAIRLAWN,  OHIO 
,  DENNIS  WILLIAM,  MESA,  ARIZONA 
MASON,  DONALD  EDWARD,  CENTRALIA,  WASHINGTON 
MASON,  DONALD  G.,  CHEHALIS,  WASHINGTON 
DONALD  ROGER,  BELDING,  MICHIGAN 
EDWARD  CARMACK,  NASHVILLE,  TENNESSEE 
ELWOOD  C,  WAUSAU,  WISCONSIN 
ERIC  GRANT,  CRANFORD,  NEW  JERSEY 
ERNEST  J.,  NORTH  PLATTE,  NEBRASKA 
JAMES  D.,  FRANKFORT,  KENTUCKY 
JOHN  L,  SEATTLE,  WASHINGTON 
LAWRENCE  ALLEN,  BOULDER,  COLORADO 
LYNN  MARION,  OMAHA,  NEBRASKA 
MARK  ROBERT,  INDIANAPOLIS,  INDIANA 
MYRA  JO,  LOUISVILLE,  KENTUCKY 
RICHARD  J.,  ELIZABETH,  NEW  JERSEY 
ROBERT  S.,  TOLEDO,  OHIO 
RONALD  E,  COLUMBIA,  MISSOURI 
,  WILLIAM  ALBERT,  WESTMINSTER,  COLORADO 
MASONER,  DARRELL  WILLIAM,  PITTSBURG,  KANSAS 
MASONSON,  IRVING,  NEW  YORK,  NEW  YORK 
MASS,  DAVID  A.,  NEW  YORK,  NEW  YORK 
MASS  RAYMOND,  SHREWSBURY,  NEW  JERSEY 
MASSARO   FRANK  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MASSE,  HAROLD,  SPRINGFIELD,  ILLINOIS 
MASSENGILL,  GERALD  E,  MEMPHIS,  TENNESSEE 
MASSEY,  DAVID  CHARLES,  OCEAN  CITY,  MARYLAND 
GEORGE  F.,  BILLINGS,  MONTANA 
GUS  L.,  EL  PASO,  TEXAS 
J.  P.,  MACON,  GEORGIA 
JAMES  DOUGLAS,  TWIN  FALLS,  IDAHO 
JOHNNY  BRUCE,  RALEIGH,  NORTH  CAROLINA 
JOSEPH  PAUL,  WATERVILLE,  MAINE 
SIDNEY  H,  ORANGE  CITY,  FLORIDA 
JAMES  MARVIN,  CHICO,  CALIFORNIA 
pu,  GENE  ARTHUR,  BURLINGTON,  NEW  JERSEY 
MASTELLA,  ANDREW  PETER,  WEST  TRENTON,  NEW  JERSEY 
HASTEN,  RICHARD  HEZEKIAH,  JR,  MIAMI  SHORES,  FLORIDA 
MASTERS,  EUGENE  H. ,  LINCOLN,  NEBRASKA 
MASTERSON,  ARCHIE  CLINTON,  JOPLIN,  MISSOURI 
MASTERSON,  JOHN  THOMAS,  BROOKLYN,  NEW  YORK 
MASTICK,  GORDON  K. ,  MANHATTAN  BEACH,  CALIFORNIA 
MASTIN,  DANE  CLARK,  WILKESBORO,  NORTH  CAROLINA 
MASTRONARDI,  ANTHONY  J,  FAIRFIELD,  CONNECTICUT 
MASUDA,  SUSUMU  SAM,  LOS  ANGELES,  CALIFORNIA 
MATAKIBAU,  SAMUELA  SILI,  SUVA,  FIJI 
MATAMOROS,  MARTIN,  SAN  JOSE,  COSTA  RICA 
MATEO,  CARMELITO  B.,  MANILA,  PHILIPPINES 
MATERNA,  STEPHEN  JOEL,  WARREN,  MICHIGAN 
MATHENA  WILFRED  B.,  BLUEFIELD,  WEST  VIRGINIA 
MATHENY  TIMOTHY  LEE,  PLAINSBORO,  NEW  JERSEY 
MATHER,  DONALD  GOVE,  DOYLESTOWN,  PENNSYLVANIA 
MATHES   ANDREW  J.,  LOS  ANGELES,  CALIFORNIA 
MATHESON,  JERRY  V,  OKLAHOMA  CITY,  OKLAHOMA 
MATHESON   JOHN  R.,  KANSAS  CITY,  MISSOURI 
MATHEWS,  FREDERICK  C,  GREEN  BAY,  WISCONSIN 
LOYD  W.,  PARIS,  TEXAS 
LYLE  D,  MACDILL  AFB,  FLORIDA 
MICHAEL  REEDY,  COLLEGE  STATION,  TEXAS 
ROBERT  0  .JR.,  ELLICOTT  CITY,  MARYLAND 
DAN  R.,  MCMINNVILLE,  TENNESSEE 
,  GEORGE  A,  BRIGHTON,  COLORADO 
MATH  ESEN,  HAROLD  CHERRY  HILL,  NEW  JERSEY 
MATHIS,  CALIPH  TANU,  BROOKLYN,  NEW  YORK 
DELANO  B,  BELLE  GLADE,  FLORIDA 
JOHN  WESLEY,  JR,  PENSACOLA,  FLORIDA 
ROBERT  CHARLES,KANSAS  CITY,  MISSOURI 
STEPHEN  EDWARD,  ABBEVILLE,  ALABAMA 
MATHUES,  THEODORE  F.,  DONORA,  PENNSYLVANIA 
MATHY,  JOSEPH  VICTOR,  WATSEKA,  ILLINOIS 
MATIASOVSKY,  IGOR,  NITRA,  SLOVAKIA 
MATIZ,  ALVARO,  BOGOTA,  COLOMBIA 
MATI ACK   JOHN  H.  ORLANDO,  FLORIDA 
MATLOCK;  ERIC  WENDELL,  BAKERSFIELD,  CALIFORNIA 
MATLOCK,  JOE  L.,  MIDLAND,  TEXAS 
MATLOCK  WILLIAM  BURDELL,  PADUCAH,  KENTUCKY 
MATO,  JOSE  LUIS,  CLEARWATER,  FLORIDA 
MATOS  COLON,  MIGUEL,  SAN  JUAN,  PUERTO  RICO 
MATOSGARCIA  JOSE  RAMON   SAN  JUAN   PUERTO  RICO 
MATOUSEK,  LOUIS  EDWARD,  PEPPER  PIKE,  OHIO 
MATRANGOLA   LEO  FRANCIS,  BEL  AIR,  MARYLAND 
MAUK^JOHNGREgSrY,  COLORADO  SPRINGS  COLORADO 
MATSON^  STEVEN  MALCOLM,  FULLERTON,  CALIFORNIA 
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MATSUI,  TOSHIEI  -  MCCANN,  HENRY  GERARD 
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MATSUI,  TOSHIEI,  TOKYO,  JAPAN 

f   MATTA,  PETER  MICHAEL,  JR,  BERLIN,  CONNECTICUT 

MATTALIANO,  PETER  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MATTEL  DONALD  JOSEPH,  BELMONT,  CALIFORNIA 

1   MATTHES,  CHARLES  B.,  DETROIT,  MICHIGAN 
MATTHEWS,  CHARLES  E.,  HHEATON,  ILLINOIS 
MATTHEHS,  DAVID  HARLEY,  DAYTON,  OHIO 

t   MATTHEHS,  DAVID  L,  RALEIGH,  NORTH  CAROLINA 
MATTHEHS,  DONALD  HOKE,  MIAMI,  FLORIDA 
MATTHEHS,  DOUGLAS  FREDERIK,  GOLDEN,  COLORADO 
MATTHEHS,  EDWARD  G.,  CAMP  BULLIS,  TEXAS 

t   MATTHEHS,  J  EDHIN,  DECATUR,  GEORGIA 
MATTHEHS,  JAMES  EDHARD,  III,  COLUMBIA,  TENNESSEE 
MATTHEHS,  KEVIN  E,  MACDILL  AFB,  FLORIDA 
MATTHEHS,  STEPHEN  GERARD,  FRAMINGHAM,  MASSACHUSETTS 
MATTHEWS,  HILLIAM  B.,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
MATTHEHSON,  THOMAS  HADSHORTH,  CHINO,  CALIFORNIA 

'  MATTHIAS,  RAYMOND  C. ,  CAMP  PENDLETON,  CALIFORNIA 

'  MATTICE,  GARY  J.,  BATH,  NEW  YORK 
MATTICE,  RICHARD  ALBERT,  KENTHOOD,  MICHIGAN 

!  MATTINGLY,  GUY  G,  ROSENBERG,  TEXAS 
MATTOCH,  LILLIAN  CHAI ,  SAN  FRANCISCO,  CALIFORNIA 
MATTOCKS,  ROBERT  A.,  ROCKFORD,  ILLINOIS 
MATTOX,  JOHN  FRANKLIN,  HIGHLAND  PARK,  MICHIGAN 

'  MATTSON,  EDHARD  T.,  ST.  PAUL,  MINNESOTA 
MATULA,  JOHN  A,  CHICAGO,  ILLINOIS 
MATULAVICH,  MICHAEL  THEODORE,  AKRON,  OHIO 
MATULEHICH,  VINCENT  A,  JR,  TRENTON,  NEH  JERSEY 
MATURO,  JAMES  ROBERT,  HETHERSFIELD,  CONNECTICUT 
MATYOLA,  WILLIAM  GEORGE,  ROCKAWAY  TWP,  NEH  JERSEY 
MATZKE,  ROBERT  RICHARD,  BISMARCK,  NORTH  DAKOTA 
MAUCH,  CHARLES  ALVIN,  LODI ,  CALIFORNIA 
MAUCK,  CARROLL  K,  WINCHESTER,  VIRGINIA 
MAUCK,  ROGER  DAVID,  BRIGHTON,  COLORADO 
MAUDLIN,  EARL,  JR.,  HUTCHINSON,  KANSAS 
MAUDLIN,  THOMAS  E,  PACIFIC  GROVE,  CALIFORNIA 
MAUER,  JAMES  MICHAEL,  INDEPENDENCE,  MISSOURI 
MAUGANS,  MICHAEL  PHILLIP,  HARRISBURG,  PENNSYLVANIA 
MAUGER,  MICHAEL  EUGENE,  WORTHINGTON,  OHIO 
MAUGHAN,  GERALD  H,  MIDVALE  CITY,  UTAH 
MAUGHAN,  WILLIAM  LELAND,  BUCKEYE,  ARIZONA 
MAUL,  VICTOR  E.,  SR. ,  ADDISON,  ILLINOIS 
MAULDIN,  G.  T.,  DALTON,  GEORGIA 

MAULDIN,  NANDO  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MAULDIN,  ROBERT  E.,  JR,  TOWSON,  MARYLAND 
MAULDIN,  WILLIAM  THOMAS,  MACON,  GEORGIA 
MAULE,  WALTER  D,  WINSLOW,  ARIZONA 
MAULT,  KENNETH  DOSSIE,  MIDLAND,  MICHIGAN 
MAUNEY,  BOBBY  GENE,  JR,  LOUISVILLE,  KENTUCKY 
MAUPIN,  FELIX  C,  JR.,  KNOXVILLE,  TENNESSEE 
MAURAS  POVENTUD,  MANUEL,  SAN  JUAN,  PUERTO  RICO 
MAURER,  CLIFFORD  JOSEPH,  PLAINSBORO,  NEH  JERSEY 
MAURER,  JAMES  A,  CHICAGO,  ILLINOIS 
MAURI,  ANGELO  ANTHONY,  PHILADELPHIA,  PENNSYLVANIA 
MAUSS,  JOHN  JOSEPH,  DUBUQUE,  IOWA 

MAWHORR,  RICHARD  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMB 
MAHHORTER,  DAVID  PAUL,  CRAIG,  COLORADO 
MAHYER,  KENT  WEIR,  SAN  ANTONIO,  TEXAS 
MAX,  STEVEN  G,  MANVILLE,  NEW  JERSEY 
MAXEY,  ALBERT  W. ,  SR.,  LINCOLN,  NEBRASKA 
MAXEY,  H  B,  JR,  STARKVILLE,  MISSISSIPPI 
MAXEY,  JAMES  T.,  RALEIGH,  NORTH  CAROLINA 
MAXEY,  MICHAEL,  LONGVIEW,  TEXAS 
MAXEY,  SAMUEL  A,  III,  PHOENIX,  ARIZONA 
MAXFIELD,  ROBERT  LEONARD,  ABERDEEN,  WASHINGTON 
MAXFIELD,  WILBUR  SCALES,  CONCORD,  NEW  HAMPSHIRE 
MAXSON,  LAWRENCE  E.,  UKIAH,  CALIFORNIA 
MAXSON,  ROBERT  LEE,  DECATUR,  GEORGIA 
MAXWELL,  AUDLEY  ALLEN,  FALLS  CHURCH,  VIRGINIA 
MAXWELL,  CHARLES  W,  JR,  BILLINGS,  MONTANA 
MAXWELL,  FREDDIE,  AUSTIN,  TEXAS 

MAXWELL,  GORDON  CHESTERFIELD,  BRIDGETOWN,  BARBADOS 
MAXWELL,  GRAHAME  RONALD,  CLEVELAND,  ENGLAND 
MAXWELL,  HOWARD  C. ,  SHARON,  PENNSYLVANIA 
MAXHELL,  JIMMIE  DON,  MARIETTA,  GEORGIA 
MAXHELL,  JOHN  EDWIN,  HOBART,  AUSTRALIA 
MAXHELL,  JOHN  PATTERSON,  AUSTIN,  TEXAS 
MAXHELL,  JOHN  THOMAS,  PHILADELPHIA,  PENNSYLVANIA 
MAXHELL,  KENNETH  GRADY,  ALPINE,  TEXAS 
MAXWELL,  LAMAR  J.,  TAMPA,  FLORIDA 


81  #  MAXHELL,  MARVIN  A,  OKLAHOMA  CITY,  OKLAHOMA 
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43 
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130 
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129 
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MAXHELL,  MELVIN,  JACKSON,  MISSISSIPPI 

MAXHELL,  RAYMOND  J,  BESSEMER,  ALABAMA 

MAXWELL,  ROBERT  H,  PASCAGOULA,  MISSISSIPPI 

MAXWELL,  ROBERT  LYNN,  HAYS,  KANSAS 

MAXHELL,  ROBERT,  JR,  JEFFERSON,  HISCONSIN 

MAXHELL,  SHIRLEY  WHITWORTH,  SALT  LAKE  CITY,  UTAH 

MAXHELL,  WILLIAM  DONALD,  DELAND,  FLORIDA 

MAY,  GENEVIEVE  LYNN,  BATON  ROUGE,  LOUISIANA 

MAY,  HAROLD  W,  HAMILTON,  OHIO 

MAY,  KARL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MAY,  KENNETH  BYRON,  RIVER  ROUGE,  MICHIGAN 

MAY,  KENNETH  DAVID,  ASHLAND,  KENTUCKY 

MAY,  OTIS  DIXSON,  PAGOSA  SPRINGS,  COLORADO 

MAY,  RAYMOND  B,  JR,  TUSCUMBIA,  ALABAMA 

MAY,  ROBERT  DAVID,  MARIANNA,  ARKANSAS 

MAY,  ROBERT  LEWIS,  II,  BALTIMORE,  MARYLAND 

MAY,  STANLEY  J,  YAKIMA,  WASHINGTON 

MAY,  STANLEY  MCDOWELL,  DETROIT,  MICHIGAN 

MAYBERRY,  MICHAEL  DONOVAN,  HENDERSON,  NEVADA 
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MAYER,  ANDREW  WILBERT,  RICHMOND,  ILLINOIS 

MAYER,  CHARLES  N.,  LOUISVILLE,  KENTUCKY 

MAYER,  DAVID  J.,  EAU  CLAIRE,  WISCONSIN 

MAYER,  GEORGE  W,  JR,  STAMFORD,  CONNECTICUT 

MAYER,  GORDON  LEWIS,  ROCKFORD,  ILLINOIS 

MAYER,  HERBERT  HALTER,  MILFORD,  CONNECTICUT 

MAYER,  NICHOLAS  JOHN,  JR,  VERMILION,  OHIO 

MAYER,  NICKOLAUS  J,  HARPER  HOODS,  MICHIGAN 

MAYER,  RICHARD  LEON,  ATHENS,  OHIO 

MAYER,  THEODORE  H,  JR,  ENFIELD,  NORTH  CAROLINA 

MAYER,  HILLIAM  D,  ROCHESTER,  NEH  YORK 
MAYERL,  ERWIN,  INNSBRUCK,  AUSTRIA 


MAYES,  DEWEY  CLAYTON,  DOWNEY,  CALIFORNIA 
MAYES,  LARRY  GENE,  SEATTLE,  HASHINGTON 
112  n   MAYES,  LAHRENCE  R,  MOUNT  RUSHMORE,  SOUTH  DAKOTA 
173   MAYES,  MARK  EDHARD,  FRANKFORT,  KENTUCKY 
35  #  MAYES,  THOMAS  REEVES,  TUSCALOOSA,  ALABAMA 
49  #  MAYFIELD,  E.  L.,  ANCHORAGE,  ALASKA 
4  #  MAYFORTH,  JESSE,  MINEOLA,  NEW  YORK 
62  U   MAYNARD,  DAVID  INSELL,  HIALEAH,  FLORIDA 
28  #  MAYNARD,  EARL  R.,  ROCK  ISLAND,  ILLINOIS 
182   MAYNARD,  MICHAEL  CARSON,  FULLERTON,  CALIFORNIA 
123   MAYNARD,  PAUL  RANDALL,  PIKEVILLE,  KENTUCKY 
140   MAYO,  ALFRED,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

94  MAYO,  JOB  A.,  JR.,  MANILA,  PHILIPPINES 
148   MAYS,  JAMES  GARLAND,  MONTGOMERY,  ALABAMA 
173   MAYS,  JAMES  ROBERT,  JR,  DOVER,  DELAHARE 
164   MAYS,  JIM  B,  COLUMBUS,  GEORGIA 
127  #  MAYS,  JOSEPH  FRANKLIN,  KINGSVILLE,  TEXAS 

RAYMOND  EARL,  COLORADO  SPRINGS,  COLORADO 
MAZALESKI,  MICHAEL  C. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MAZZARO,  MICHAEL  J.,  RUTHERFORD,  NEH  JERSEY 
MAZZEO,  JOHN  JAMES,  EASTON,  PENNSYLVANIA 
MAZZEO,  JOHN  JOSEPH,  EASTON,  PENNSYLVANIA 
MAZZEO,  PETER  A,  EMERSON,  NEH  JERSEY 
MAZZONE,  CHARLES  RICHARD,  DUXBURY,  MASSACHUSETTS 
MAZZONE,  FRANK,  PIKESVILLE,  MARYLAND 
MAZZONE,  GARY  LOUIS,  ROCKY  HILL,  CONNECTICUT 
MAZZONE,  RAYMOND  A,  MANCHESTER,  CONNECTICUT 

95  #  MCAFEE,  DONALD  A.,  JOPLIN,  MISSOURI 
129  *  MCAFEE,  WILEY  B,  JR,  HOUSTON,  TEXAS 

MCALEENAN,  JOSEPH  A.,  WESTON,  CONNECTICUT 

MCALEER,  MICHELE  DIANE,  SANTA  BARBARA,  CALIFORNIA 

MCALEXANDER,  BOYD  STOUT,  CHERRY  POINT,  NORTH  CAROLINA 

MCALEXANDER,  JOHNNY  RAY,  NEW  BERN,  NORTH  CAROLINA 

MCALISTER,  JOHN  BRYAN,  MERIDIAN,  MISSISSIPPI 

MCALISTER,  0  T,  VICTORIA,  TEXAS 

MCALLEN,  DOROTHY  KAY,  NORTHVILLE,  MICHIGAN 

MCALLISTER,  ALVIS  L.,  GILMER,  TEXAS 

MCALLISTER,  DAVID  F,  GOLDEN,  COLORADO 

MCALLISTER,  SCOTT  FRANCIS,  EXTON,  PENNSYLVANIA 

MCALLISTER,  STEPHEN  GERARD,  NEW  YORK,  NEW  YORK 

MCALLISTER,  THOMAS  L,  WASHBURN,  WISCONSIN 

MCALLISTER,  V.  DEAN,  UPPER  SANDUSKY,  OHIO 

MCALPINE,  JOHN  KEVIN,  DURHAM,  CANADA 

MCANALLY,  TONY  FRED,  SEOUL,  KOREA 

MCANDREW,  JOHN  JOSEPH,  ORANGEBURG,  NEW  YORK 

MCANDREWS,  THOMAS  G. ,  NEW  YORK,  NEW  YORK 

MCATEE,  JOSEPH  BART,  INDIANAPOLIS,  INDIANA 

MCATEE,  RICHARD  A.,  TOLEDO,  OHIO 

MCATEER,  VINCENT  MALACHI ,  CRANSTON,  RHODE  ISLAND 

MCAULEY,  THOMAS  JAMES,  PANAMA  CITY,  FLORIDA 

MCAULIFFE,  JAMES  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MCAULIFFE,  JAMES  S.,  ROCKVILLE,  MARYLAND 

MCAULIFFE,  MICHAEL  OWEN,  MIAMI,  FLORIDA 

MCAULIFFE,  RICHARD  JAMES,  OMAHA,  NEBRASKA 

MCBEE,  WILLIAM  L,  III,  KNOXVILLE,  TENNESSEE 

MCBRIDE,  CRAIG  A,  IDAHO  FALLS,  IDAHO 

DAVID  RONALD,  OKLAHOMA  CITY,  OKLAHOMA 
EDHARD  G,  PHILADELPHIA,  PENNSYLVANIA 
GEORGE  THOMAS,  NASHVILLE,  TENNESSEE 
92  #  MCBRIDE,  HOHARD  S.,  JR.,  DAYTONA  BEACH,  FLORIDA 
JAMES  T.,  LOS  ANGELES,  CALIFORNIA 
JERRY  HAL,  SR,  RIVERBANK,  CALIFORNIA 
PRESTON,  DETROIT,  MICHIGAN 
ROBERT  M.,  TALLAHASSEE,  FLORIDA 
RONALD  W.,  ASHLAND,  KENTUCKY 
WAYNE  ROLAND,  UKIAH,  CALIFORNIA 
WILLIAM  L,  YAPHANK,  NEW  YORK 
JOHN  MARTIN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GEORGE  P.,  WARRENSBURG,  MISSOURI 
DANIEL  FRANCIS,  EAGLEVILLE,  PENNSYLVANIA 
HUGH  PATRICK,  NEW  YORK,  NEW  YORK 
JAMES  ALLEN,  JR,  KINGMAN,  ARIZONA 
.  JAMES  EDWARD,  NEW  YORK,  NEW  YORK 

#  MCCABE,  JOHN  C. ,  JR.,  ST.  PAUL,  MINNESOTA 

#  MCCABE,  JOHN  GREGORY,  HAZLET,  NEW  JERSEY 
MICHAEL  ANTHONY,  PALM  SPRINGS,  CALIFORNIA 
TERENCE,  RIVERHEAD,  NEW  YORK 

MCCAFFERY,  PATRICK  MICHAEL,  SR,  PENNSVILLE,  NEW  JERSEY 

MCCAFFREY,  J  FRANCIS,  UNIVERSITY  HEIGHTS,  OHIO 

MCCALL,  DONALD  F.,  PORTLAND,  OREGON 

MCCALL,  REX  LAYNE,  ANGLETON,  TEXAS 

MCCALL,  STEVEN  ARTHUR,  ST.  CHARLES,  ILLINOIS 

MCCALLISTER,  JOHN  H. ,  HUNTINGTON,  WEST  VIRGINIA 

MCCALLISTER,  ROY  LEE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

MCCAMMON,  WAYNE  C. ,  LONGBOAT  KEY,  FLORIDA 

MCCAMPBELL,  CHRISTY  A,  SAN  JOSE,  CALIFORNIA 

MCCANN,  GAIL  GOTCHEL,  SALEM,  NEH  JERSEY 

MCCANN,  HENRY  GERARD,  BELFAST,  NORTHERN  IRELAND 
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MCCANN,  JAMES  THEODORE  -  MCDONALD,  BILLY  H 
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MCCANN, 
MCCANN, 


WISCONSIN 


JAMES  THEODORE,  FLAGSTAFF,  ARIZONA 
JOSEPH  FRANCIS,  COLTON,  CALIFORNIA 
MCCANN,  KENNETH,  NEH  YORK,  NEH  YORK 
MCCANN,  LEO  COYLE,  BUFFALO  GROVE,  ILLINOIS 
MCCANN,  ROBERT  E.,  CHICAGO,  ILLINOIS 
MCCANNON,  RICHARD,  TAMPA,  FLORIDA 
MCCANTS,  JAMES  R,  HEST  PALM  BEACH,  FLORIDA 
MCCANTS,  JOHN  A,  VERO  BEACH,  FLORIDA 
MCCARDEL,  BENNIE  H,  MIAMI,  FLORIDA 
MCCARDLE,  PATRICK  DENNIS,  SOUTH  MILHAUKEE, 
MCCARNEY,  PATRICK  J.,  IOWA  CITY,  IOWA 
MCCARRICK,  PATRICK  DANIEL,  ST.  CHARLES,  MISSOURI 
MCCARRICK,  RICHARD  CHARLES,  MINEOLA,  NEH  YORK 
MCCARRIE,  JOSEPH  T,  PHILADELPHIA,  PENNSYLVANIA 
MCCARROLL,  JAMES  L.,  KILLEEN,  TEXAS 
MCCARROLL,  JOSEPH  PATRICK,  DETROIT,  MICHIGAN 
MCCARRON,  CORMAC,  ADELAIDE,  AUSTRALIA 
MCCART,  LARRY  REX,  JASPER,  INDIANA 
MCCARTER,  CHARLES  H,  INDIANAPOLIS,  INDIANA 
BRIAN  TIMOTHY,  NEWARK,  NEW  JERSEY 
EVERETT  W.,  FRIDLEY,  MINNESOTA 
GERALD  E,  NEW  YORK,  NEW  YORK 
GRACE  ANNE,  SALISBURY,  MARYLAND 
JAMES  C,  ASTON,  PENNSYLVANIA 
JAMES  D,  ALLENTOWN,  PENNSYLVANIA 
JOHN  D,  LAS  VEGAS,  NEVADA 
JOHN  J.,  ALBANY,  NEW  YORK 
JOHN  MICHAEL,  RYE,  NEW  YORK 
JOHN  P,  NEW  YORK,  NEW  YORK 
JOHN  H.,  ALBANY,  NEW  YORK 
JOHN  WILLIAM,  JR,  ALBANY,  NEW  YORK 
JOSEPH  F,  CHICAGO,  ILLINOIS 
JOSEPH  V,  PETERBOROUGH,  NEW  HAMPSHIRE 
KEVIN  MICHAEL,  NEW  YORK,  NEW  YORK 
KEVIN  P.,  PROVIDENCE,  RHODE  ISLAND 
MAURICE  PATRICK,  LEAWOOD,  KANSAS 
MICHAEL  GEORGE,  ROCHESTER,  NEW  YORK 
MICHAEL  PATRICK,  LINDENWOLD,  NEW  JERSEY 
PATRICK  MICHAEL,  DETROIT,  MICHIGAN 
ROBERT  F,  SYRACUSE,  NEW  YORK 
ROBERT  NORMAN,  BOSTON,  MASSACHUSETTS 
THOMAS  DANIEL,  FORT  LAUDERDALE,  FLORIDA 
THOMAS  FRANK,  PRINCETON,  MINNESOTA 
THOMAS  T,  SATELLITE  BEACH,  FLORIDA 
VINCENT  R.,  HILLSDALE,  NEW  JERSEY 
WILLIAM  FRANCIS,  NEW  YORK,  NEW  YORK 
MCCARTNEY,  STEPHEN  MICHAEL,  PROVIDENCE,  RHODE  ISLAND 
MCCARTY,  ALFRED  L.,  LEXINGTON,  SOUTH  CAROLINA 
CHARLES  LEON,  PHOENIX,  ARIZONA 
DONALD  EUGENE,  SPRINGFIELD,  ILLINOIS 
KENNETH  P,  MORGANTOWN,  WEST  VIRGINIA 
MCCARTY'.  ROY  VAN,  COLUMBIA,  SOUTH  CAROLINA 
McEaSKILL?  STEPHEN  DEWEY,  CAMDEN   SOUTH  CAROLINA 
MCCASKIL   THOMAS  EARL,  COLLIERVILLE,  TENNESSEE 
MCCASLN,  JAMES  MELVIN   CAMP  LEJEUNE,  NORTH  CAROLINA 
MCCATHRON,  RICHARD  WAYNE,  BAKERSFI ELD  CALIFORNIA 
MCCAULEY,  MARTIN  BERNARD,  DEARBORN  HEIGHTS,  MICHIGAN 
MCCAULEY,  MICHAEL  M.,  MARIETTA  OHIO 
MCCLAIN,  ROBERT,  FOUNTAIN  VALLEY,  CALIFORNIA 
MCCLAIN,  WALLACE  L.,  YUBA  CITY,  CALIFORNIA 
MCCLAIN,  WILLIAM  TROY,  JR,  DALLAS,  TEXAS 
MCCUNAHAN,  NEIL  ATTWOOD,  OLYMPIA .WASHINGTON 
MCCLANCY   BARBARA  JEAN,  JERSEY  CITY,  NEW  JERSEY 
MCCLARY   JAMES  BARTLETT,  COLUMBIA,  SOUTH  CAROLINA 
HCCLARY  MICHAEL  ARCHER,  SANTA  MONICA,  CALIFORNIA 
MCCLEAN,  ROY  W,  NOTTINGHAM,  ENGLAND 
MCCLEARY,  ROBERT  A..  YAPHANK,  NEW  YORK 
MCCLELLAN,  PAUL  DOUGLAS,  SPRINGFIELD,  OHIO 
MCCLELLAN,  R.  P.,  CHARLESTON,  SOUTH  CAROLINA 
MCCLELLAND,  CHARLES  AARON,  HOUSTON,  TEXAS 
MCCLELLAND,  DANIEL  CLAIRE,  CHARDON,  OHIO 
MCCLELLAND,  LAWNIE  MICHAEL,  ANGOLA,  INDIANA 
MCCLENATHAN,  ZENAS  G. ,  MARION,  OHIO 
MCCLENDON,  EARL  J.,  GREENVILLE,  MISSISSIPPI 
JOHN  L.   JR,  EAST  POINT,  GEORGIA 
CURTIS  D,  IMPERIAL  BEACH,  CALIFORNIA 
DAVID  JOSEPH,  CAMDEN,  NEH  JERSEY 
EDWARD  PAUL,  CHICAGO,  ILLINOIS 
MARK  EDWARD,  FARMINGTON,  NEW  MEXICO 
DOUGLAS  GENE,  VIRGINIA  BEACH,  VIRGINIA 
ROBERT  ALEXANDER,  II,  ASPEN,  COLORADO 
TIMOTHY  RAY,  SANDUSKY,  OHIO 
BRUCE  A,  NORTHFIELD,  VERMONT 
DOUGLAS  WARE,  LOS  ANGELES,  CALIFORNIA 
JAMES  OLIVER,  BELFAST,  NORTHERN  IRELAND 
WILLIAM  FRANKLIN,  JR,  EL  CAJON,  CALIFORNIA 
MCCLUSKEY,  CLAIRE  SLOAN,  SAVANNAH,  GEORGIA 
MCCOLLISTER,  STEVEN  HOWARD,  CAMBRIDGE,  MARYLAND 
MCCOLLUM,  CHARLES  EDWARD,  CANTON,  GEORGIA 
MCCOLLUM,  DANIEL  LAWRENCE,  CORVALLIS,  OREGON 
MCCOMAS,  WILSON  H,  JR,  LEXINGTON,  KENTUCKY 
MCCOMB,  DOUGLAS  PAUL,  BLOOMINGTON,  MINNESOTA 
MCCOMB,  KATHLEEN  COLETTA,  CLEVELAND,  OHIO 
MCCOMB,  RICHARD  DAVID,  LACKLAND  AFB,  TEXAS 
MCCOMBE,  WILLIAM  AARON,  BLOCK  ISLAND,  RHODE  ISLAND 
MCCOMBIE,  JOHN  ANDREW,  OTTAWA,  CANADA 
MCCOMBS,  HOMER  ALTON,  TEXARKANA,  TEXAS 
MCCONNAUGHEY,  JOHN  TERRANCE,  ANCHORAGE,  ALASKA 
MCCONNEL,  ROBERT  IRA,  MCMINNVILLE,  OREGON 
MCCONNELL,  HARRY  E.,  MOUNT  HOLLY,  NEH  JERSEY 
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MCCOY , 
MCCOY, 
MCCOY, 
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MCCOY, 
MCCOY , 
MCCOY, 
MCCOY , 
MCCOY , 
MCCOY , 


MCCRARY, 
MCCRARY , 
MCCRARY, 
MCCRARY, 
MCCRARY, 


MCCONNELL,  HENRY  W.  ,  III,  ATLANTA,  GEORGIA 
MCCONNELL,  LARRY  HAMILTON,  ARVADA,  COLORADO 
MCCOOL,  JOHN  T,  JR,  NEH  CASTLE,  DELAWARE 
MCCORD,  BILLY  R,  VACAVILLE,  CALIFORNIA 
MCCORD,  DELMAR  MONTGOMERY,  HASTINGS,  NEBRASKA 
MCCORD,  JAMES  R. ,  DOTHAN,  ALABAMA 
MCCORMACK,  COLIN  DAVID,  NEW  MILFORD,  CONNECTICUT 
CURTIS  DALE,  BENTON,  ARKANSAS 
JOHN  GILLISPIE,  MANALAPAN  TWP,  NEW  JERSEY 
JOSEPH  V.,  BOSTON,  MASSACHUSETTS 
STEVE  W,  CASTLE  AFB,  CALIFORNIA 
DONALD  WICKS,  SANTA  BARBARA,  CALIFORNIA 
GERALD,  SAN  ANTONIO,  TEXAS 
GUY  GORDON,  FREEHOLD,  NEH  JERSEY 
HAROLD  J.,  YAPHANK,  NEW  YORK 
JOHN  D.,  GREEN  COVE  SPRINGS,  FLORIDA 
JOSEPH  R,  RAYTOWN,  MISSOURI 
,  WILLIAM  D,  LIBERTYVILLE,  ILLINOIS 
MCCORY,  JERRY  LEE,  MERRILLVILLE,  INDIANA 
MCCOSH,  PATRICK  DEAN,  FORT  COLLINS,  COLORADO 
MCCOSKEY,  KEITH  FRANKLIN,  BROWNSBURG,  INDIANA 
MCCOTTER,  ORSON  L.,  SANTA  FE,  NEW  MEXICO 
MCCOWN,  JERRY  EDWARD,  GLENDALE,  ARIZONA 
MCCOY,  HOWARD  HENRY,  YAPHANK,  NEW  YORK 

JACQUE  GAYLE,  SANTA  BARBARA,  CALIFORNIA 
JOHN  J.,  RIVERSIDE,  CALIFORNIA 
JOHNNY  D,  EVANSTON,  WYOMING 
JON  MARK,  QUINCY,  ILLINOIS 

KEVIN  JAMES,  BOCA  RATON,  FLORIDA         

MARTIN  VICTOR,  SR,  ROCKY  MOUNT,  NORTH  CAROLINA 
MICHAEL  D,  PEORIA  HEIGHTS,  ILLINOIS 
MICHAEL  JAMES,  PEORIA,  FLORIDA 
RICHARD  WILLIAM,  JOHNSON  CITY,  NEW  YORK 
,  WAYNE  IRVIN,  WORTHINGTON,  OHIO 
MCCRACKEN,  DAVID  LEE,  NEOSHO,  MISSOURI 
MCCRACKEN  MICHAEL  CHARLES,  PALM  SPRINGS,  CALIFORNIA 
MCCRADY,  JOHN  FRANCIS,  CLAYTON,  MISSOURI 
CHARLES  E,  ST.  LOUIS,  MISSOURI 
LAWRENCE  HEARD,  ATHENS,  GEORGIA 
MABRY  WYATT,  CLEMSON,  SOUTH  CAROLINA 
MICHAEL  ROBERT,  SIGNAL  HILL,  CALIFORNIA 
,  TOM  E.,  HUNTSVILLE,  ALABAMA 
MCCRAY,  CHARLES  EDWARD,  SR,  GAINESVILLE,  FLORIDA 
MCCRAY,  CHARLES  SAMUEL,  RICHMOND,  VIRGINIA 
MCCREARY,  CLAUDE  HILLIAM,  I,  ANNAPOLIS,  MARYLAND 
MCCREEDY,  BRIAN  K,  WESTHAMPTON  BEACH,  NEW  YORK 
MCCRELESS,  JAMES  CHARLES,  BIRMINGHAM,  ALABAMA 
MCCRITE,  JAMES  C. ,  OKLAHOMA  CITY,  OKLAHOMA 
MCCRORY,  JOHN  P.,  INDIANAPOLIS,  INDIANA 
MCCROSKEY,  JOHN  PATRICK,  CHEHALIS,  WASHINGTON 
MCCRYSTAL,  BERNARD  W,  ORLANDO,  FLORIDA 
MCCUE   JEFFREY  ALLEN,  SOUTH  PORTLAND,  MAINE 

'  MERRILL  WEBB,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  L,  LANCASTER,  PENNSYLVANIA 
ROBERT  R,  WEST  HARTFORD,  CONNECTICUT 
ROBERT  THOMAS,  WEST  HARTFORD,  CONNECTICUT 
TERENCE  MICHAEL,  YONKERS,  NEW  YORK 
TERRENCE  JOSEPH,  CHICAGO,  ILLINOIS 
MCCUISTON,  BILLIE  JOE,  GILROY,  CALIFORNIA 
MCCULLOCH,  ALLEN  VINCENT,  SAN  JOSE,  CALIFORNIA 
MCCULLOCH,  JOHN  BRYAN,  MARYVILLE,  TENNESSEE 
MCCULLOUGH   EDWIN  L.,  LAS  VEGAS,  NEVADA 
MCCULLOUGH  ROBERT  LAWRENCE,  Jr!  DERIDDER,  LOUISIANA 
MCCULLUM,  BERNARD,  CHULA  VISTA,  CALIFORNIA 
MCCULLUM,  JOHN,  JR,  SOUTH  BEND,  INDIANA 
MCCULLY.  GEORGE  L,  OTTAWA,  CANADA 
MCCULLY  KEITH  F.   WASHINGTON,  PENNSYLVANIA 
MCCUNE,  JOHN  J,  JR,  SOMERVILLE,  MASSACHUSETTS 
MCCUSKER,  WAYNE  M,  CUMBERLAND  MARYLAND 
MCCUTCHEN,  ADELENE  DEBORAH,  TULSA,  OKLAHOMA 
MCCUTCHEN,  DAVID,  EL  PASO,  TEXAS 
MCCUTCHEN,  DAVID  A,  TYBEE  ISLAND,  GEORGIA 
MCCUTCHEN   ERNEST  G,  JEFFERSON  CITY  MISSOURI 
MCCUTCHEON,  CHARLES  A.,  WEST  PALM  BEACH,  FLORIDA 
EUGENE  B,  CHATTANOOGA,  TENNESSEE 
JOHN  CHARLES,  UKIAH,  CALIFORNIA 
PATRICK  CHARLES,  WEST  PALM  BEACH, 
THOMAS  WAYNE,  HUNTINGTON,  INDIANA 
WILLIAM  W.,  ST.  PAUL,  MINNESOTA 
MCDADE   eSwARD  P   LOWER  PROVIDENCE,  PENNSYLVANIA 
MCDANIEL,  BRUCE  FRANKLIN,  LODI ,  CALIFORNIA 
CHARLES  E,  GREENWOOD,  MISSISSIPPI 
JACKIE  RAY,  GOLF  MANOR,  OHIO 
JOSEPH  R.,  JR,  OWENSBORO,  KENTUCKY 
KELSON  L.,  LOS  ALAMITOS,  CALIFORNIA 
ROBERT  GAIL,  DAVIE,  FLORIDA 
THOMAS  RONALD,  HARRISON,  OHIO 
WALTER  HARRISON,  II,  SHAWNEE,  KANSAS 
WILLIAM  A.,  JR,  NASHVILLE,  TENNESSEE 
MCDARBY,  DAVID  BRUCE,  COLORADO  SPRINGS,  COLORADO 
MCDAVID,  BENNY  D. ,  AUSTIN,  TEXAS 
MCDERMOTT.  JOEL  A,  COLUSA,  CALIFORNIA 
MCDERMOTT   MARTIN  STEVEN,  LOUISVILLE,  KENTUCKY 
MCDERMOTT  PETER  JOSEPH, 'jR,  WINDSOR  CONNECTICUT 
MrnFRMOTT   WILLIAM  H.,  BROOKLINE,  MASSACHUSETTS 
MCDEvm! 'BARRY  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MCDEVITT   DANIEL  SALVATORE,  CHICAGO,  ILLINOIS 
MCDEVITT,  EDWARD  F,  COLUMBUS,  OHIO 
MCDONALD   ALFRED  F.,  BUFFALO,  NEW  YORK 
MCDONALD;  BILLY  W,  ALBUQUERQUE,  NEW  MEXICO 
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MCDOWELL, 
MCDOWELL, 


BURCH  H,  KIRTLAND  AFB,  NEW  MEXICO 
CHARLES  GERARD,  HALLANDALE,  FLORIDA 
CHARLES  L.,  EAST  STROUDSBURG,  PENNSYLVANIA 
CLARENCE,  NEW  YORK,  NEW  YORK 
DANIEL  J,  SPRINGBORO,  OHIO 

DAVID  BARRY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DONALD  A,  ROCK  HILL,  MISSOURI 
DONALD  LOUIS,  PLACERVILLE,  CALIFORNIA 
EDWARD  JOHN,  WALTHAM,  MASSACHUSETTS 
FRANCIS  J.,  FALL  RIVER,  MASSACHUSETTS 
HUGH  CHISHOLM,  LOS  ANGELES,  CALIFORNIA 
JAMES  BRUCE,  BERLIN,  VERMONT 
JAMES  M.,  BOSTON,  MASSACHUSETTS 
JAMES  SCOTT,  EAGAN,  MINNESOTA 
JOHN  R.,  JR,  REDWOOD  CITY,  CALIFORNIA 
KENNETH  E.,  SOUTH  BEND,  INDIANA 
MCDONALD,  KENNETH  SAMUEL,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
MCDONALD,  MICHAEL  H,  GEORGETOWN,  SOUTH  CAROLINA 
MICHAEL  J.,  JR,  PALATINE,  ILLINOIS 
MICHAEL  JAMES,  DOVER,  DELAWARE 
PATRICK  ELMO,  IDAHO  FALLS,  IDAHO 
PAUL  R.,  LITTLE  ROCK,  ARKANSAS 
RICHARD  C,  CAMP  PENDLETON,  CALIFORNIA 
ROBERT  EDMONDS,  FRESNO,  CALIFORNIA 
ROBERT  H.,  SR.,  COPPERAS  COVE,  TEXAS 
ROSS  R.,  SACRAMENTO,  CALIFORNIA 
THOMAS  A,  ROCKVILLE,  MARYLAND 
TIMOTHY  P,  CEDAR  RAPIDS,  IOWA 
WILLIAM  B,  GREENBURGH,  NEW  YORK 
MCDONALD,  WILLIAM  HUGH,  NEW  BRITAIN,  CONNECTICUT 
MCDONALD,  WILLIAM  JOSEPH,  WARWICK,  RHODE  ISLAND 
MCDONALD,  WILLIAM  RUSSELL,  KEY  WEST,  FLORIDA 
MCDONNELL,  MARTIN  C,  SAN  MATEO,  CALIFORNIA 
PATRICK  JOSEPH,  ALBANY,  NEW  YORK 
THOMAS  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUM 
JOHN  D,  BOSTON,  MASSACHUSETTS 
MICHAEL  A,  BOSTON,  MASSACHUSETTS 
MCDONOUGH,  MICHAEL  GERALD,  PORTLAND,  MAINE 
MCDONOUGH,  WILLIAM  C,  PHILADELPHIA,  PENNSYLVANIA 
MCDORMAN,  EDMOND  ALFRED,  II,  HARRISONBURG,  VIRGINIA 
MCDOUGALL,  JOHN  JOSEPH,  FORT  MYERS,  FLORIDA 
MCDOWELL,  ALTON  RICHARD,  MORGANTOWN,  WEST  VIRGINIA 
DONNA  LEIGH,  ST  CATHARINES,  CANADA 
JAMES  MICHAEL,  KINGSTON,  NEW  YORK 
LEE  E,  EAST  LANSING,  MICHIGAN 
RICHARD,  HARRISBURG,  PENNSYLVANIA 
MCDUFF,  JERRY  WAYNE,  DALLAS,  TEXAS 
MCDUFF,  OLIVER  T.,  MONTGOMERY,  ALABAMA 
MCEACHIN,  RICHARD  WHITNEY,  ANTIOCH,  CALIFORNIA 
MCEACHNIE,  WILLIAM  ELLWYN,  JR,  WINTER  PARK,  FLORIDA 
MCEACHRAN,  MICHAEL  THOMAS,  MEMPHIS,  TENNESSEE 
MCELHANEY,  VOL  GENE,  SACRAMENTO,  CALIFORNIA 
MCELHANNON,  WAYNE  WESLEY,  ADA,  OKLAHOMA 
MCELHONE,  JOHN  JAMES,  YAPHANK,  NEW  YORK 
MCELRATH,  WILLIAM  PATRICK,  PATERSON,  NEW  JERSEY 
MCELREE,  SCOTT  CALDWELL,  LAFAYETTE  HILL,  PENNSYLVANIA 
MCELROY,  MICHAEL  JOSEPH,  OSSINING,  NEW  YORK 
MCELWEE,  JOHN  EDWARD,  JR,  POMONA,  CALIFORNIA 
MCENDREE,  RONALD  E.,  CAMBRIDGE,  OHIO 

MCERLAIN,  EDWARD  JAMES,  JR,  HUNTINGTON  BEACH,  CALIFORNI 
MCEVER,  JOSEPH  FREDERICK,  EDGEWATER,  FLORIDA 
MCEVOY,  ALBERT  RAYMOND,  YONKERS,  NEW  YORK 
MCEWEN,  HARLIN  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCEWEN,  ROBERT  T,  SAULT  ST  MARIE,  CANADA 
MCEWEN,  WALTER  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCFADDEN,  JAMES  D,  NEW  YORK,  NEW  YORK 
JAMES  D.,  MIDLAND,  TEXAS 
JAMES  FRANCIS,  QUAKERTOWN,  PENNSYLVANIA 
NEIL  M.,  HAVERTOWN,  PENNSYLVANIA 
PATRICK  M,  ENID,  OKLAHOMA 
MCFADDEN,  RICHARD  JAMES,  MOKENA,  ILLINOIS 
MCFADDEN,  ROBERT  BOYD,  FLINT,  MICHIGAN 
MCFADDEN,  ROBERT  JOHN,  CALGARY,  CANADA 
MCFADDEN,  STEVE  H. ,  JR,  LEWISVILLE,  TEXAS 
MCFADYEN,  DARRELL  WESLEY,  REGINA,  CANADA 
MCFALDA,  PATRICK  ALAN,  PONTIAC,  MICHIGAN 
MCFARLAND,  JON  W,  DAYTON,  OHIO 
MCFARLANDE,  WINSBUT,  ST  CROIX, 
MCFARLIN,  JAMES  W,  NORTH  LITTLE  ROCK,  ARKANSAS 
MCFARLIN,  RICHARD  WAYNE,  SALEM,  OREGON 
MCFARREN,  RICHARD  LEE,  MODESTO,  CALIFORNIA 
MCFATTER,  WARREN  THOMAS,  LAKE  CHARLES,  LOUISIANA 
MCFATTER,  WILLIAM  BRENT,  LAKE  CHARLES,  LOUISIANA 
MCFEELY,  DENNIS  E.,  HOBOKEN,  NEW  JERSEY 
MCFERRAN,  KENNETH  R,  OZARK,  ARKANSAS 

MCGAFFIN,  CHRISTOPHER  MICHAEL,  WASHINGTON,  DISTRICT  OF 
MCGAHA,  BILLY  W,  NEW  ORLEANS,  LOUISIANA 
MCGAHEE,  THOMAS  C,  ATHENS,  GEORGIA 
MCGARR,  BRIAN  EDWIN,  PHENIX  CITY,  ALABAMA 
MCGARRY,  FRANCIS  P.,  NORTH  SCITUATE,  RHODE  ISLAND 
MCGARRY,  WILLIAM  AUGUSTUS,  NORTH  SCITUATE,  RHODE  ISLAND 
MCGARTY,  PAMELA  LYNN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCGARVEY,  STEVEN  WILLIAM,  MEDFORD,  NEW  JERSEY 
MCGAUGHEY,  WILLIAM  ARTHUR,  BROOKVILLE,  PENNSYLVANIA 
MCGEE,  CHARLES  SHIREMAN,  I,  WATERTOWN,  WISCONSIN 
MCGEE,  DENNIS  MICHAEL,  BLOOMFIELD  TWP,  MICHIGAN 
MCGEE,  DONALD  FRANCIS,  TARRYTOWN,  NEW  YORK 
MCGEE,  J.  D.,  GREENVILLE,  TEXAS 
MCGEE,  JAMES  G. ,  JACKSON,  MISSISSIPPI 
MCGEE,  JOHN  ROBERT,  OSKALOOSA,  IOWA 


MCFADDEN, 
MCFADDEN, 
MCFADDEN, 
MCFADDEN, 


188   MCGEE,  MICHAEL  EDWARD,  TOLEDO,  OHIO 

89  #  MCGEE,  ORLO  W,  MEDFORD,  OREGON 
173   MCGEE,  PATRICK  GLEN,  NEWPORT,  ARKANSAS 
175   MCGEE,  PATRICK  JOSEPH,  MAYWOOD,  ILLINOIS 
175   MCGEE,  TROY  WILLIAM,  JR,  HELENA,  MONTANA 

76  #  MCGEE,  WILLIAM  H,  TEXARKANA,  TEXAS 
141  #  MCGEEHAN,  CONNELL  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMB 
172  #  MCGEEHAN,  JOHN  JAMES,  HARRISBURG,  PENNSYLVANIA 
155   MCGEHEE,  ARTHUR  WESLEY,  BUCKLEY,  WASHINGTON 
195   MCGETTIGAN,  JAMES,  MAYS  LANDING,  NEW  JERSEY 

130  MCGHEE,  WILLIAM  BRATFORD,  COLUMBUS,  GEORGIA 

131  MCGILL,  DENNIS  RAY,  FORT  CARSON,  COLORADO 
194   MCGILL,  RAYMOND  ROBERT,  MAHWAH,  NEW  JERSEY 

68  #  MCGILLEN,  FRANK  B.,  SAGINAW,  MICHIGAN 
146   MCGILVRAY,  DAVID  HAL,  MONTGOMERY,  ALABAMA 
190   MCGINNIS,  JOHN  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 

179  MCGINNIS,  LARRY,  MORRISTOWN,  TENNESSEE 

123   MCGINNIS,  RONNIE  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
149   MCGINNIS,  ROY  ALLAN,  SANTA  MONICA,  CALIFORNIA 
167   MCGINTEE,  WILLIAM  EDWARD,  EAST  HAMPTON,  NEW  YORK 

111  it   MCGINTY,  EDWARD  R,  JR,  NEW  CASTLE,  DELAWARE 

193   MCGINTY,  PATRICK  FRANCIS,  LEVITTOWN,  PENNSYLVANIA 
92  #  MCGLADE,  WILLIAM  J.,  COUNCIL  BLUFFS,  IOWA 
92  #  MCGLAMERY,  JOHNNY  J,  STATESBORO,  GEORGIA 

165   MCGLOTHLIN,  DONALD  GILBERT,  MONTGOMERY,  OHIO 

109  MCGLYNN,  CHARLES  J,  ELKINS  PARK,  PENNSYLVANIA 

180  MCGLYNN,  MARTIN  JOHN,  HAWTHORNE,  NEW  YORK 

154   MCGLYNN,  WILLIAM  ANTHONY,  WILKES-BARRE,  PENNSYLVANIA 
144   MCGOFF,  KENNETH,  MINEOLA,  NEW  YORK 
46   MCGONIGEL,  ROBERT  J.,  NEWARK,  NEW  JERSEY 

181  MCGOOGAN,  GLENN  DANIEL,  VENICE,  FLORIDA 

172  MCGOUGH,  WILLIAM  JOSEPH,  WOODBURY,  NEW  JERSEY 
162   MCGOVERN,  ALLEN  PAUL,  MINEOLA,  NEW  YORK 

115   MCGOVERN,  FRANCIS  J.,  ORANGEBURG,  NEW  YORK 
99   MCGOVERN,  FRANCIS  R,  MINEOLA,  NEW  YORK 
184   MCGOVERN,  TERRANCE  GILBERT,  NEW  YORK,  NEW  YORK 
122   MCGOWAN,  CHARLES  JOHN,  NEW  YORK,  NEW  YORK 

112  #  MCGOWAN,  HENRY  D,  DENVER,  COLORADO 
95  #  MCGOWAN,  JOHN  F.,  NORFOLK,  VIRGINIA 

146   MCGOWAN,  JOHN  JAMES,  EAST  NORRITON,  PENNSYLVANIA 

125  MCGOWAN,  PAUL  FRANCIS,  LAS  VEGAS,  NEVADA 
192   MCGRADY,  ROBERT  LAYTON,  ANNISTON,  ALABAMA 

189  MCGRAN,  DONALD  JOHN,  JR,  RIDGEFIELD,  CONNECTICUT 
83   MCGRATH,  JAMES  J,  ANSONIA,  CONNECTICUT 

171   MCGRATH,  KENNETH  FRANCIS,  NEW  YORK,  NEW  YORK 
192   MCGRATH,  MICHAEL  JOHN,  ARDMORE,  PENNSYLVANIA 

110  #  MCGRAW,  CLINTON  D. ,  GAINESVILLE,  FLORIDA 
129   MCGRAW,  GARY  DAVID,  TIONESTA,  PENNSYLVANIA 
104  #  MCGRAW,  LACY  L.,  CHARLOTTE,  NORTH  CAROLINA 

118  *  MCGRAW,  ROBERT  EMMETT,  BURLINGTON,  VERMONT 
137  #  MCGRAW,  RONALD  ROBERT,  KOKOMO,  INDIANA 

192   MCGRAW,  WILBERT  S,  COLUMBIA,  SOUTH  CAROLINA 

136  MCGREGOR,  JACK  WILSON,  PALATINE,  ILLINOIS 

113  MCGREGOR,  LORNE,  JR,  MCQUIRE  AFB,  NEW  JERSEY 
103  #  MCGREW,  CARROLL  R,  SPRINGFIELD,  ILLINOIS 

179   MCGREW,  RONALD  FREDERIC,  ROSEBURG,  OREGON 
160   MCGRIFF,  DAVID  NEILL,  SR,  MEMPHIS,  TENNESSEE 

103  #  MCGRORY,  CORNELIUS  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

59  #  MCGUFFEY,  B.  FRANK,  COLUMBUS,  GEORGIA 

188   MCGUFFIN,  RICHARD  JOSEPH,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
115  #  MCGUIGAN,  OWEN  K. ,  SAN  CARLOS,  CALIFORNIA 
106  #  MCGUINN,  WILMER  F,  MANASSAS,  VIRGINIA 

173  MCGUINNESS,  BRIAN  JOHN,  VANCOUVER,  CANADA 
11  *  MCGUIRE,  ALVIN  D. ,  SARASOTA,  FLORIDA 

104  *  MCGUIRE,  CHARLES  E.,  SELMA,  ALABAMA 
56  #  MCGUIRE,  E.  R. ,  SELAH,  WASHINGTON 

192   MCGUIRE,  ELIZABETH  HOPP,  ANN  ARBOR,  MICHIGAN 
83  #  MCGUIRE,  JAMES  T,  CHICAGO,  ILLINOIS 

190  MCGUIRE,  JOHN  RANDEL,  LUBBOCK,  TEXAS 

126  MCGUIRE,  JOSEPH  EUGENE,  GEORGETOWN,  COLORADO 
162   MCGUIRE,  KENNETH  EUGENE,  WEST  JORDAN,  UTAH 

119  MCGUIRE,  MALCOLM  EARL,  JR,  SUGAR  LAND,  TEXAS 
104  #  MCGUIRE,  OWEN  M,  HICKORY,  NORTH  CAROLINA 

60  #  MCGUIRE,  PETER  J.,  CHICAGO,  ILLINOIS 

169   MCGUIRE,  PHILIP  OWEN,  NEWTON,  NORTH  CAROLINA 
166   MCGUIRE,  PHILLIP  JAMES,  FALLS  CHURCH,  VIRGINIA 
83  #  MCGUIRE,  ROY  E,  ROCK  ISLAND,  ILLINOIS 
154   MCGUIRE,  WILLIAM  PATRICK,  NEW  YORK,  NEW  YORK 
153   MCGUIRK,  STEPHEN  CRAIG,  GREELEY,  COLORADO 
131   MCGUIRL,  ROBERT  DANIEL,  OCEAN  CITY,  NEW  JERSEY 
179   MCHALE,  JOSEPH  PATRICK,  KANSAS  CITY,  MISSOURI 
169   MCHALE,  KEVIN  TIMOTHY,  CHARLESTON,  SOUTH  CAROLINA 
117  #  MCHALE,  PETER  JAMES,  ORADELL,  NEW  JERSEY 

137  MCHALE,  RICHARD  HOWARD,  ATASCADERO,  CALIFORNIA 

136  MCHALE,  WILLIAM  JOSEPH,  MINEOLA,  NEW  YORK 
150   MCHARGUE,  MAMRY  MICHAEL,  TALLAHASSEE,  FLORIDA 

137  MCHENRY,  FRANCIS  ANTHONY,  J,  LINDENWOLD,  NEW  JERSEY 
113   MCHENRY,  LARRY  J.,  INDIANAPOLIS,  INDIANA 

134   MCHENRY,  PATRICK  WILLIAM,  MEADVILLE,  PENNSYLVANIA 

97  #  MCHUGH,  JOHN  P.,  WINCHESTER,  MASSACHUSETTS 

149   MCHUGH,  KENNETH  WILLIAM,  BROOKLINE,  MASSACHUSETTS 
44  #  MCHUGH,  RICHARD  EDWARD,  STOCKTON,  CALIFORNIA 

128   MCHUGH,  ROGER  GROTE,  FOREST  PARK,  OHIO 
79  #  MCHUGH,  WILLIAM  C,  BARTLETT,  ILLINOIS 

98  #  MCILRATH,  ROBERT  R,  PASCAGOULA,  MISSISSIPPI 
125   MCILVENNA,  JAMES  EDWARD,  VANCOUVER,  CANADA 

140   MCILWAIN,  RICHARD  ELLSWORTHI ,  FORT  PIERCE,  FLORIDA 
93   MCINERNEY,  MICHAEL  B,  OFFUTT  AFB,  NEBRASKA 

133  #  MCINERNEY,  ROBERT,  NEW  YORK,  NEW  YORK 
91   MCINERNEY,  THOMAS  J,  FORT  PIERCE,  FLORIDA 
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MCINERNEY,  VINCENT  PAUL  -  MCPHERSON,  STEPHEN  DAVID 
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MCINTOSH, 
MCINTOSH, 
MCINTOSH, 
MCINTOSH, 
MCINTOSH, 
MCINTOSH, 
MCINTYRE, 
MCINTYRE, 
MCJUNKIN, 


MCKENNA,  FRANCIS 

MCKENZIE,  ARTHUR 

MCKENZIE, 

MCKENZIE, 

MCKENZIE, 

MCKENZIE, 


MCINERNEY,  VINCENT  PAUL,  KANSAS  CITY,  MISSOURI 
MCINERNY.  JAMES  MICHAEL,  II,  HAHTHORNE,  CALIFORNIA 
MCINNIS,  JAMES  M,  TITUSVILLE.  FLORIDA 
MCINTOSH,  DANNY  LEE,  IRVING,  TEXAS    Tr.„niiTA 
DAVID  L.,  CORTE  MADERA,  CALIFORNIA 
DENNIS  DAVID,  STURGEON  BAY,  HISCONSIN 
EDHARD  E.,  SUMTER,  SOUTH  CAROLINA 
JAMES  K,  LOVELOCK,  NEVADA 
RICHARD  SIDNEY,  FORT  MEADE,  MARYLAND 
TED  VANCE,  CHARLOTTE,  NORTH  CAROLINA 
LORRAINE,  MINEOLA,  NEH  YORK 
THOMAS  EDHARD,  SAGINAH,  MICHIGAN 
,  THOMAS  L,  HALTERBORO,  SOUTH  CAROLINA 
MCKAIG,  TERRENCE  J.,  GLASTONBURY,  CONNECTICUT 
MCKANE,  DANIEL  J,  DETROIT,  MICHIGAN 
MCKAY,  COLLEEN,  YAKIMA,  HASHINGTON 
MCKAY,  GEORGE  H,  PELAHATCHIE,  MISSISSIPPI 
MCKAY,  RICHARD  D,  MODESTO,  CALIFORNIA 
MCKAY,  ROBERT  A,  CALGARY,  CANADA 
MCKEAN,  JAMES  RUSSEL,  GROVE  CITY,  OHIO 
MCKEAN   MARTIN  D,  CLEVELAND  HEIGHTS,  OHIO 
MCKEARNEY   RAYMOND  CLARK,  NORTH  DARTMOUTH,  MASSACHUSETT 
MCKEE,  ALBERT  M,  JR,  TERRE  HAUTE,  INDIANA 
MCKEE,  DONALD  F.,  HAINES,  ALASKA 
MCKEE,  THOMAS  JOSEPH,  GLASTONBURY,  CONNECTICUT 
MCKEEL,  HILLIAM  M,  LEAVENWORTH,  KANSAS 
MCKEEVER,  JOHN  P,  ALLEN  PARK,  MICHIGAN 
MCKELVEY   LUTHER  F.,  JR,  LAHRENCEVILLE,  GEORGIA 
-  X.   LEVITTOHN,  PENNSYLVANIA 
R.,  COSTA  MESA,  CALIFORNIA 
JOHNNY  B,  HEST  PALM  BEACH,  FLORIDA 
LOUIS  JOHN,  CHELSEA,  MASSACHUSETTS 
SYLVESTER  AUGUSTUS,  KINGSTON,  JAMAICA 
,  VERNON  L.,  TEMPLE,  TEXAS 
MCKEON,  DAVID  MICHAEL,  BINGHAMTON,  NEW  YORK 
MCKEON,  JOHN  PETER,  MINEOLA,  NEH  YORK 
MCKEON   MATTHEH  J.,  WATERLOO,  NEW  YORK 
MCKEON!  THOMAS  MICHAEL,  HALLINGFORD,  CONNECTICUT 
MCKEOWN,  DIANNE  LOUISE,  HOUSTON,  TEXAS 
MCKIBBEN,  JOHN  LOREN,  PALMER,  ALASKA  „„,„_„_. 
MCKIERNAN,  JAMES  PATRICK,  J,  FREMONT,  CALIFORNIA 
MCKIERNAN   JOHN  J,  JR,  WORCESTER,  MASSACHUSETTS 
MCKIM,  DOUG,  FARMINGTON,  NEW  MEXICO 
MCKIMM,  DANIEL  LAWRENCE,  MASSILLON,  OHIO 
MCKIMM,  DEAN  LEWIS,  CANTON,  OHIO 
MCKINLEY,  JAMES  M.  ,  HELLSVILLE,  NEW  YORK 
MCKINLEY,  PATRICK  E.,  FULLERTON,  CALIFORNIA 
MCKINNEY,  CHARLES  WELDON,  DALLAS,  TEXAS 
MCKINNEY,  HAROLD  C,  FRESNO,  CALIFORNIA 

HAROLD  D.,  LIVINGSTON,  CALIFORNIA 
LYLE  LEROY,  HEST  DES  MOINES,  IOWA 
MICHAEL  ROBERT,  SPRINGFIELD,  ILLINOIS 
SHELLEY  ANNE,  SALISBURY,  MARYLAND 
STEVEN  DOUGLAS,  SACRAMENTO,  CALIFORNIA 
WILLIAM  S.,  RALEIGH,  NORTH  CAROLINA 
DAVID  PATRICK,  HALIFAX,  CANADA 
DONALD  MYRTON,  JR,  MANASSAS,  VIRGINIA 
ISAIAH,  DETROIT,  MICHIGAN 
JAMES  S,  TALLAHASSEE,  FLORIDA 
MILLARD  LEROY,  BARTOW,  FLORIDA 
,  WILLIAM  J,  ATLANTIC  CITY,  NEW  JERSEY 
MCKONE,  WILLIAM  ROBERT,  BERLIN,  CONNECTICUT 
MCKOY,  LESTER,  STAMFORD,  CONNECTICUT 
MCLAIN,  CLYDE  R,  SR,  ALBANY,  OREGON 

JAMES  HARRY,  LAPEER,  MICHIGAN 
PHILIP  LEE,  ALBANY,  OREGON 

CHARLES  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  HENRY,  MINNEAPOLIS,  MINNESOTA 
,  BRUCE  ALAN,  ADAMS,  MASSACHUSETTS 
MCLARTY,  GLEN  RAY,  SEABROOK,  TEXAS 
MCLARTY,  JOHN  D. ,  SANTA  ROSA,  CALIFORNIA 
MCLARTY,  SAMUEL  L,  JR,  MOBILE,  ALABAMA 
MCLAUGHLIN.  EARLE  B,  BURLINGTON,  VERMONT 

GEORGE  ANDREH,  BRYN  MAWR,  PENNSYLVANIA 
GILLIAN  ELIZABETH,  CHICAGO,  ILLINOIS 
JAMES  EDHARD,  SACRAMENTO,  CALIFORNIA 
JAMES  FRANCIS,  CAMDEN,  NEW  JERSEY 
JAMES  G,  JR,  BATTLE  CREEK,  MICHIGAN 
JAMES  M,  BINGHAMTON,  NEH  YORK   ,MBU,, 
KENARD  VINCENT,  LOS  ANGELES,  CALIFORNIA 
KEVIN  MICHAEL,  BURLINGTON,  VERMONT 
MICHAEL  F.,  MARTINSBURG,  WEST  VIRGINIA 
NANCY,  NEW  YORK,  NEW  YORK 
PHILIP  JOSEPH,  NASHUA,  NEW  HAMPSHIRE 
ROBERT  HOWARD,  NEW  YORK,  NEW  YORK 
RODGER  DALE,  FEDERAL  HEIGHTS,  COLORADO 
,  ROY  CHARLES,  YONKERS,  NEW  YORK 
MCLMJrT;  STEPHEN  KELLEY,  COLORADO  SPRINGS,  COLORADO 
MCLEAN,  ALVIN  D.  ,  NEW  HOPE,  MINNESOTA 
MCLEAN,  DAVID  J.,  BOULDER  CITY,  NEVADA 
MCLEAN,  DONALD  EDHARD,  WINNIPEG,  CANADA 
MCLEAN,  JOHN  PATRICK,  NEW  YORK,  NEW  YORK 
MCLEAN,  RAYMOND  L,  VENTURA,  CALIFORNIA 
MCLEES   JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
MCLELLAN,  DONALD  RAY,  PONTIAC,  MICHIGAN 
MCLELLAN.  ROY  E.,  MONTGOMERY,  ALABAMA 

RONALD  LARRY,  RANTOUL,  ILLINOIS  „,..-._. 
JESSE  LAHRENCE,  NORTH  KANSAS  CITY,  MISSOURI 
ROBERT  G,  JR,  GAINESVILLE,  FLORIDA 


MCKINNEY, 
MCKINNEY, 
MCKINNEY, 
MCKINNEY, 
MCKINNEY, 
MCKINNEY, 
MCKINNON, 
MCKINNON, 
MCKINNON, 
MCKINNON, 
MCKINSEY, 
MCKNIGHT, 


MCLAIN, 
MCLAIN, 
MCLANE, 
MCLANE, 
MCLAREN, 


MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 
MCLAUGHLIN, 


MCLEMORE, 
MCLENDON, 
MCLENDON 


MCLEOD,  KEVIN  ALEXANDER,  FARMINGTON,  UTAH 
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NEH  YORK 


MCMAHAN, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 
MCMAHON, 


MCMANUS, 
MCMANUS, 
MCMANUS, 
MCMANUS, 
MCMANUS, 
MCMANUS, 


MCMILLAN, 
MCMILLAN, 
MCMILLEN, 
MCMILLEN, 
MCMILLEN, 


MCLEOD,  RUSSELL  EDHARD,  BRIDGEVILLE,  PENNSYLVANIA 
MCLEOD,  HILBUR  NOLAN,  LIVE  OAK,  FLORIDA 
MCLOUGHLIN,  DOUGLAS  KERRY,  COLUMBUS,  OHIO 
MCLOUGHLIN,  THOMAS  AUGUSTINE,  NEW  ROCHELLE, 
MCLOUTH,  PETER  M,  PORTLAND,  OREGON 

LARRY  NEAL,  SEVIERVILLE,  TENNESSEE 
BROOK  JAMES,  GLENDALE,  CALIFORNIA 
JAMES,  CHICAGO,  ILLINOIS 
JAMES  R,  BOTHELL,  HASHINGTON 
JESSE  A.,  FLAGSTAFF,  ARIZONA 
KEITH  EDWARD,  EAST  HAMPTON,  NEW  YORK 
MICHAEL  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
PATRICK  JOHN,  WEST  CHICAGO,  ILLINOIS 
PATRICK  JOSEPH,  YONKERS,  NEW  YORK 
WALTER  E.,  WEST  HOMESTEAD,  PENNSYLVANIA 
WILLIAM  J,  TALLAHASSEE,  FLORIDA 
,  WILLIAM  JOSEPH,  ELLICOTT  CITY,  MARYLAND 
MCMANAMON,  FRANCIS  I,  JOHNSON  CITY,  NEW  YORK 
MCMANUS,  DON  A,  NORFOLK,  VIRGINIA 

FRANCIS  V.,  NEW  HAVEN,  CONNECTICUT 
HUGH  FRANCIS,  DARIEN,  CONNECTICUT 
JAMES  E,  SACRAMENTO,  CALIFORNIA 
MICHAEL  FRANCIS,  ALBANY,  NEW  YORK 
ROBERT  LIEF,  EUGENE,  OREGON 
,  WILLIAM  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCMASTER,  DENNIS  WILLIAM,  SHIPPENSBURG,  PENNSYLVANIA 
MCMASTER   RICHARD  LOUIS,  HUNTINGDON  VALLEY,  PENNSYLVANI 
MCMASTER,  ROBERT  H,  LELAND,  MISSISSIPPI 
MCMASTER   TERRY  EUGENE,  KITTANNING,  PENNSYLVANIA 
MCMASTERS,  LYNN  DOYLE,  FRANKLIN,  PENNSYLVANIA 
MCMICHAEL,  GENE  L.,  HOMESTEAD  AFB,  FLORIDA 
MCMICHEN.  CHARLES  H. ,  ATLANTA,  GEORGIA 
MCMILLAN  MARSHALL  F.,,  SPARTANBURG,  SOUTH  CAROLINA 
MCMILLAN,  GEORGE  MICHAEL,  ROANOKE,  VIRGINIA 
JAMES  E,  JACKSONVILLE,  FLORIDA 
MARK  HARRISON,  KATY,  TEXAS 
GUY  C,  BOWLING  GREEN,  KENTUCKY 
JOHN  DAVID,  MARTINSBURG,  WEST  VIRGINIA 
THOMAS  NORMAN,  RUSSELLVILLE,  ARKANSAS 
MCMILLiN;  GROVE  W. ,  CARSON  CITY,  NEVADA 
MCMILLION,  BETTINA,  PHOENIX,  ARIZONA 
MCMILLION  VICTOR  RAY,  BECKLEY,  WEST  VIRGINIA 
MCMILLION,  WILLIAM  ANTHONY,  ORLANDO,  FLORIDA 
MCMILLON,  BRYE,  LANGLEY  AFB,  VIRGINIA 
MCMINN,  KENNETH  DWIGHT,  TAFT,  CALIFORNIA 
MCMULLEN,  EARL  DAVID,  JR,  EUGENE,  OREGON 
MCMULLIN   JOHN  GEARY,  FORT  THOMAS,  KENTUCKY 
MCMURRAY,  SAMUEL,  MUSKEGON  HEIGHTS,  MICHIGAN 
MCMURRY.  ALVIN  C. ,  LITTLE  ROCK,  ARKANSAS 
MCNAIR,  CARLISLE  JAMES,  LEXINGTON,  SOUTH  CAROLINA 
MCNAIR  CLEO,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCNAIR,  GEORGE  E,  CINCINNATI,  OHIO 
MCNAIR,  KENNETH  R,  OKLAHOMA  CITY,  OKLAHOMA 
MCNALLY   EUGENE  H. ,  FORT  HOOD,  TEXAS 
MCNALLY  GREGORY  JUDE,  MANAHAWKIN,  NEW  JERSEY 
MCNALLY   PATRICK  CHARLES,  EAU  CLAIRE,  WISCONSIN 
MCNAMARA,  EDWARD  A.,  CLEVELAND,  OHIO 

FRANCIS  R,    STRATFORD,  CONNECTICUT 
JAMES  S,  DANBURY,  CONNECTICUT 
JOHN  TERRENCE,  WINFIELD,  ILLINOIS 
MICHAEL  ALAN,  PARK  FOREST,  ILLINOIS 
ROBERT  WILLIAM,  LOS  ANGELES,  CALIFORNIA 
THOMAS  MICHAEL,  ABINGTON,  PENNSYLVANIA 
THOMAS  "!,  JR,  WEST  SPRINGFIELD,  MASSACHUSETT 
THOMAS  STEPHEN,  NEW  YORK,  NEW  YORK 
TIMOTHY  ALOYSIUS,  NOVI,  MICHIGAN 
WILLIAM  JOSEPH,  CARMEL,  NEW  YORK 
MCNAMEE.  JAMES  J.,  PHILADELPHIA,  PENNSYLVANIA 
MCNAMEE   RICHARD  THOMAS,  DENVER,  COLORADO 
MCNEAR.  OSCAR  W. ,  COLUMBIA,  MISSOURI 
MCNEARNEY,  WILLIAM  E.,  SCHENECTADY,  NEW  YORK 
MCNEARY,  LARRY,  PONTIAC,  MICHIGAN 
MCNEELY,  WILLIAM,  TORONTO,  CANADA 
MCNEES  DONALD  G. ,  LEWISTOWN,  MONTANA 
MCNEIL   ARTHUR  LEE,  INDEPENDENCE,  KENTUCKY 
'  FRANCIS  R,  JR,  WILTON,  CONNECTICUT 
MICHAEL  WAYNE,  BENTON,  ARKANSAS 
ROBERT  E.,  INDIANAPOLIS,  INDIANA 
SAMUEL  ALFRED,  FORKED  RIVER,  NEW  JERSEY 
WALTER  AMOS,  TALLAHASSEE,  FLORIDA 
,  WILLIAM  F,  CASSELBERRY,  FLORIDA 
MCNEILL,  G  DUANE,  AUSTIN,  TEXAS 
MCNEILL   PARLEY  H. ,  TUCSON,  ARIZONA 
MCNEILL !  THOMAS  EDWARD,  LOS  ANGELES,  CALIFORNIA 
MCNEILL   WILLIAM  GREIG   KEY  WEST,  FLORIDA 
McSeRLY,  CATHERINE  ROSE,  PITTSBURGH,  PENNSYLVANIA 
MCNEW,  C  J,  SALEM,  OREGON 
MCNICHOL,  CHARLES  KANE,  DAPHNE,  ALABAMA 
MTNICHOLAS   JAMES  F.,  NEW  YORK,  NEW  YORK 
MCN  CKLE   NORMAN  ARTHUR,  STILLWATER  OKLAHOMA 
MCNIFF,  JOHN  T.,  ACTON,  MASSACHUSETTS 
MCNULTY,  DANIEL  JOSEPH,  NEW  YORK,  NEW  YORK 
MCNULTY  DENNIS  PATRICK,  WEST  TRENTON,  NEW  JERSEY 
MCNULTY  OWEN  KEVIN,  ANN  ARBOR,  MICHIGAN 
MfPHFRREN   PHILIP  WAYNE,  OKLAHOMA  CITY,  OKLAHOMA 

'  DOUGLAS  C.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ELWYN  B.,  CHICAGO,  ILLINOIS 
PAUL  0.,  PITTSBURG,  KANSAS 
SAMUEL  ALAN,  INDIANAPOLIS,  INDIANA 
STEPHEN  DAV  D,  EAST  LANSING,  MICHIGAN 


MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 
MCNAMARA, 


MCNEIL, 
MCNEIL, 
MCNEIL, 
MCNEIL, 
MCNEIL, 
MCNEIL, 


MCPHERSON, 
MCPHERSON, 
MCPHERSON, 
MCPHERSON, 
MCPHERSON, 
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MCPHERSON,  TRAVIS  D  -  MERRICK,  NATHAN  CAREY 
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MCQUEEN, 
MCQUEEN, 
MCQUEEN, 


MCWHORTER,  FRED  J. 
MCHHORTER,  WILLIAM' 
MCHILLIAMS,  JOEL  G. 
MCWILLIAMS,  PHIL  S, 
MEAD,  FREDERICK  A., 


MCPHERSON,  TRAVIS  D,  HEREFORD,  TEXAS 
MCPHERSON,  HAYNE  W. ,  CONCORD,  CALIFORNIA 
MCQUADE,  TIMOTHY  BRIAN,  OLD  HESTBURY,  NEH  YORK 
MCQUAID,  STEVEN  MARK,  DARLINGTON,  WISCONSIN 
MCQUAY,  JAMES  MICHAEL,  OREGON  CITY,  OREGON 
MCQUAY,  MELVIN  CARL,  BALTIMORE,  MARYLAND 
MCQUEARY,  RONNIE  HAYNE,  HALTOM  CITY,  TEXAS 
MCQUEEN,  CRAIG  EMMIT,  MIAMI,  FLORIDA 
DONALD  L.,  ANCHORAGE,  ALASKA 
FRANCIS  W.,  BUFFALO,  NEW  YORK 
,  ROBERT  HOWARD,  TUKWILA,  WASHINGTON 
MCQUEEN,  WILLIS  GENE,  CINCINNATI,  OHIO 
MCQUEENEY,  JOHN  J,  CANANDAIGUA,  NEW  YORK 
MCQUEENEY,  WILLIAM  W,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCQUILLEN,  MICHAEL  CRAIG,  KANSAS  CITY,  MISSOURI 
MCQUOWN,  RICHARD  D.  ,  FRANKFORT,  KENTUCKY 
MCRAE,  WILLIAM  CHRISTEN,  MONTGOMERY,  ALABAMA 
MCSHANE,  LAWRENCE  JOSPEH,  PHILADELPHIA,  PENNSYLVANIA 
MCSWAIN,  VAN  HAYWOOD,  HIGH  POINT,  NORTH  CAROLINA 
MCSWEENEY,  FRANCIS  PATRICK,  LYNDHURST,  NEW  JERSEY 
MCVAY,  MICHAEL  WAYNE,  EAST  LIVERPOOL,  OHIO 
MCVEETY,  J.  B.,  PORT  ARTHUR,  TEXAS 
MCVEETY,  JAMES  ALLAN,  NEW  YORK,  NEW  YORK 
MCVEIGH,  MICHAEL  JAMES,  LEESBURG,  VIRGINIA 
MCVEY,  HARRY  RICHARD,  OXFORD,  OHIO 
MCVEY,  JOHN  ROBERT,  SACRAMENTO,  CALIFORNIA 
MCVICKERS,  JACK  GLENN,  GULF  SHORES,  ALABAMA 
MCWHORTER,  BOBBY  P.,  AUSTIN,  TEXAS 

COLORADO  CITY,  TEXAS 
T.,  FORT  WORTH,  TEXAS 
■  AMITE,  LOUISIANA 

STUTTGART,  FEDERAL  REPUBLIC  OF  GERM 
,  PALM  BEACH,  FLORIDA 
MEAD,  GEOFFREY  DOUGLAS,  BRAMSHILL,  ENGLAND 
MEADE,  LARRY  JAMES,  WHITEHALL,  OHIO 
MEADE,  PAUL  JOSEPH,  JR,  BURLINGTON,  VERMONT 
HEADERS,  NORMAN  E.,  LIVONIA,  MICHIGAN 
MEADOR,  GEORGE  MICHAEL,  EDMOND,  OKLAHOMA 
MEADOR,  RAYMOND  C,  SAN  ANGELO,  TEXAS 
MEADOWS,  STEPHEN  DEWEY,  MT  PLEASANT,  SOUTH  CAROLINA 
MEADOWS,  THOMAS  JOEL,  COLUMBUS,  MISSISSIPPI 
MEAGHER,  GREGORY  F.,  JR.,  OKINAWA,  JAPAN 
MEARS,  KENNETH  MARVIN,  WALTERBORO,  SOUTH  CAROLINA 
MEBIUS,  JOHN  JOHANNES,  HERMOSA  BEACH,  CALIFORNIA 
MEBRAHTU,  KIDANE  TESFAY,  ASMARA,  ERITREA 
MECANO,  ANTONIO  A,  MANILA,  PHILIPPINES 
MECHAM,  REED  J,  CLEARFIELD,  UTAH 
MECHAM,  STEVEN  JAMES,  LOGAN,  UTAH 

MECSICS,  JAMES  JOSEPH,  III,  WASHINGTON,  DISTRICT  OF  COL 
MEDARIS,  MICHAEL  LEWIS,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MEDEIROS,  ALFRED  V,  SOMERSET,  MASSACHUSETTS 
MEDINA  LEAL,  LORENZO  FERNANDO,  SANTIAGO,  CHILE 
MEDINA,  ANGEL  LUIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MEDINA,  TERRENCE  ANTHONY,  WATSONVILLE,  CALIFORNIA 

MEDLER,  MICHAEL  MAX,  INDIANAPOLIS,  INDIANA 

MEDLOCK,  MCLOY,  HOUSTON,  TEXAS 

MEDURE,  PATRICK  JOSEPH,  GRAND  RAPIDS,  MINNESOTA 

MEDWALI,  KHALED  MOHAMED,  CAIRO,  EGYPT 

MEECE,  VALERIE  JEAN,  NASHVILLE,  TENNESSEE 

MEECH,  FRANK  F.,  INDIANAPOLIS,  INDIANA 

MEEHAN,  DAVID  J.,  FREEPORT,  NEW  YORK 

MEEHAN,  JOHN  J.,  NEW  ROCHELLE,  NEH  YORK 

MEEHAN,  MICHAEL  DANIEL,  SHOREWOOD,  WISCONSIN 

MEEHAN,  RONALD  DREW,  LA  HABRA,  CALIFORNIA 

MEEHAN,  WILLIAM  P,  NEW  BRITAIN,  CONNECTICUT 

MEEK,  DANIEL  RICHARD,  INDIANAPOLIS,  INDIANA 

MEEK,  JAMES  L,  LA  MESA,  CALIFORNIA 

MEEK,  JOHN  GILBERT,  INDIANAPOLIS,  INDIANA 

MEEK,  MORRIS  C,  PLANTATION,  FLORIDA 

MEEK,  PHILIP,  JR,  WILMINGTON,  NORTH  CAROLINA 

MEEK,  RONALD  JOSEPH,  EFFINGHAM,  ILLINOIS 

MEEKMA,  THEODORE,  MADISON,  WISCONSIN 

MEEKS,  CHARLES  B,  ALEXANDRIA,  VIRGINIA 

MEEKS,  GARY  EUGENE,  GREEN  COVE  SPRINGS,  FLORIDA 

MEEKS,  GEORGE  THOMAS,  HENDERSONVILLE,  TENNESSEE 

MEEKS,  WILLIAM  GUY,  JR,  MESA,  ARIZONA 

MEENAGHAN,  ROBERT  ARTHUR,  SR,  WEST  PALM  BEACH,  FLORIDA 

MEERS,  MILLARD  T,  PHILADELPHIA,  PENNSYLVANIA 

MEESE,  JOHN  EDWARD,  JR,  DES  PLAINES,  ILLINOIS 

MEFFEN,  SCOTT  JONATHAN,  SR,  GAINESVILLE,  FLORIDA 

MEFFORD,  STEPHEN  WAYNE,  BRANSON,  MISSOURI 

MEGET,  CRAIG  HILTON,  NORMAN,  OKLAHOMA 

MEGGS,  LAWRENCE  A,  KEY  WEST,  FLORIDA 

MEHAFFEY,  JAMES  PATRICK,  THOROFARE,  NEW  JERSEY 

MEHDI,  NADIR,  NEW  YORK  CITY,  NEW  YORK 

MEHLEK,  JOSEPH  A,  JR,  SYRACUSE,  NEW  YORK 

MEHLHOFF,  MYLO  J,  BISMARCK,  NORTH  DAKOTA 

MEHLIN,  KEITH  ALLAN,  COUNCIL  BLUFFS,  IOWA 

MEHLIN,  KERRY  SCOTT,  GRAND  ISLAND,  NEBRASKA 

MEHR,  JOHN  ROBERT,  JACKSON,  TENNESSEE 

MEIER,  DAVID  HAROLD,  BEND,  OREGON 

MEIER,  JOHN  MICHAEL,  LENEXA,  KANSAS 

MEINBERG,  STEVEN  EDWARD,  HILLSBORO,  MISSOURI 

MEINE,  MANFRED  F,  FORT  MONROE,  VIRGINIA 

ME1NEMA,  CHARLES  ROBERT,  TACOMA,  WASHINGTON 

MEINERS,  ROBERT  PETER,  LINCOLNWOOD,  ILLINOIS 

MEINES,  JAMES  HENRY,  WYOMING,  MICHIGAN 

MEIROFF,  HARLEY  J,  POMPANO  BEACH,  FLORIDA 

MEISNER,  DARYL  LYNN,  RIFLE,  COLORADO 

MEKAVICHAI,  CHARUK,  BANGKOK,  THAILAND 
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MELAN,  ROBERT  CHRISTOPHER,  WASHINGTON,  DISTRICT  OF  COLU 
tt   MELANCON,  PAUL  M,  NEW  ORLEANS,  LOUISIANA 

MELANCON,  WAYNE  ANTHONY,  CROWLEY,  LOUISIANA 
tt   MELBY,  GLEN  M.  ,  FERGUS  FALLS,  MINNESOTA 

MELBYE,  ALLEN  RALPH,  THIEF  RIVER  FALLS,  MINNESOTA 
tt   MELCHERT,  LESTER  W.  ,  ST.  PAUL,  MINNESOTA 
tt   MELCHIORRE,  ANTHONY  C,  PHILADELPHIA,  PENNSYLVANIA 
tt   MELDRUM,  HAROLD  N,  WAYNE,  MICHIGAN 

MELEKIAN,  BERNARD  KEITH,  PASADENA,  CALIFORNIA 
MELENDEZ  SANTIAGO,  JOSE,  SAN  JUAN,  PUERTO  RICO 
MELENDEZ,  DAVID,  NEW  YORK,  NEW  YORK 
MELILLO,  ANDREW,  NEW  YORK,  NEW  YORK 
MELIM,  RICHARD  PHILIP,  TUSTIN,  CALIFORNIA 
MELIS,  CONSTANTINE,  DORMONT,  PENNSYLVANIA 
#  MELISI,  DONALD  JOSEPH,  CONCORD,  MASSACHUSETTS 
MELLGREN,  JEFFREY  DEAN,  CEDAR  RAPIDS,  IOWA 
MELLO,  KEITH  LAWRENCE,  MILFORD,  CONNECTICUT 
MELLOR,  BRUCE  BENTLEY,  GREAT  BEND,  KANSAS 
MELNICK,  ROY  E,  LONDONDERRY,  NEW  HAMPSHIRE 
MELOCHE,  RICHARD  CLARENCE,  EAST  LANSING,  MICHIGAN 
MELONI,  THOMAS  ENZO,  WHEATON,  ILLINOIS 
tt   MELOVICH,  MARCO  M.  ,  SAN  RAFAEL,  CALIFORNIA 

MELSON,  ROBERT  DONALD,  JR,  CHERRY  HILL,  NEW  JERSEY 
CLIFFORD  RAY,  KENSINGTON,  MARYLAND 
HAROLD,  JR.,  CHARLESTON,  WEST  VIRGINIA 
JERRY  D.,  DERMOTT,  ARKANSAS 
MICHAEL  JOSEPH,  AMHERST,  NEW  YORK 
RICHARD  GENE,  FARMINGTON,  NEW  MEXICO 
,  ROBERT  WAYNE,  DECATUR,  GEORGIA 
MELTZER,  GEORGE  LEE,  MISSOULA,  MONTANA 
MELVILLE,  CHARLES  JOHNS,  JR,  HEBRON,  KENTUCKY 
MELVILLE,  JOHN  PAUL,  ALBANY,  NEW  YORK 
MELVILLE,  THOMAS  EUGENE,  LOWELL,  INDIANA 
MELVIN,  CECIL  L.,  INDIANAPOLIS,  INDIANA 
J.  MASON,  GLASGOW,  MONTANA 
JIMMY  LEON,  MACON,  GEORGIA 
JOHN  FREDERICK,  NEWFANE,  VERMONT 
RANDALL  ADAMS,  LINCOLNSHIRE,  ILLINOIS 
HUBERT  A.,  NEWPORT  NEWS,  VIRGINIA 
A.  D.,  TYRONE,  PENNSYLVANIA 
,  BENJAMIN  HENRY,  JR,  EAU  CLAIRE,  WISCONSIN 
MENDEZ,  FERNANDO  WALFRIDO,  MIAMI,  FLORIDA 
MENDEZ,  JOSE  RAUL,  HIALEAH,  FLORIDA 
MENDEZ,  OMAR  ALBERTO,  NEW  YORK,  NEW  YORK 
MENDIARA,  JAMES  RICHARD,  DALY  CITY,  CALIFORNIA 
MENDOZA-SILVA,  JORGE,  LIMA,  PERU 
MENDOZA,  MANUEL  L,  MANILA,  PHILIPPINES 
MENDOZA,  RALPH,  FORT  WORTH,  TEXAS 
MENDOZA,  RAMON  G. ,  MESA,  ARIZONA 
MENDYK,  ROBERT  P.,  SR.  ,  NEW  BERLIN,  WISCONSIN 
MENG,  LIM  KWANG,  SINGAPORE,  SINGAPORE 
MENGEL,  KATHRYN,  CLEVELAND,  OHIO 

MENGES,  CHARLES  ALLEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MENGHINI,  MARK  JOSEPH,  EAST  LANSING,  MICHIGAN 
MENNING,  THOMAS  DALE,  ALBERT  LEA,  MINNESOTA 
MENTOR,  JOHN  L.,  ALEXANDRIA,  VIRGINIA 
MENTRUP,  THOMAS  E.,  HEBRON,  KENTUCKY 
MERCADO-CUEVAS,  ADALBERTO,  SAN  JUAN,  PUERTO  RICO 
MERCADO,  AMERICO  HECTOR,  NEW  YORK,  NEW  YORK 
MERCADO,  HIRAM  ZAYAS,  PONCE,  PUERTO  RICO 
MERCADO,  ISMAEL,  SAN  JUAN,  PUERTO  RICO 
MERCER,  CLAUDE,  BATON  ROUGE,  LOUISIANA 
MERCER,  EDWARD  L.,  LOUISVILLE,  KENTUCKY 
MERCER,  GLENDA  ELLEN,  PLAINFIELD,  INDIANA 
MERCER,  JIMMY  W. ,  WAYCROSS,  GEORGIA 
MERCHANT,  CRAIG  H. ,  WARRENSVILLE  HEIGHTS,  OHIO 
DONALD  EDMUND,  GREENWICH,  CONNECTICUT 
ROBERT  CHARLES,  JR,  ALTAMONTE  SPRINGS,  FLORID 
ROBERT  P,  BAYTOWN,  TEXAS 
S  LARRY,  TULSA,  OKLAHOMA 
S.  C,  ABILENE,  TEXAS 
EDWIN  B,  JR,  NEW  BRITAIN,  CONNECTICUT 


MELTON, 
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MELTON, 
MELTON, 
MELTON, 
MELTON, 


MELVIN, 
MELVIN, 
MELVIN, 
MELVIN, 
MEMORY, 
MENCER, 
MENDEZ, 


MERCHANT, 
MERCHANT, 
MERCHANT, 
MERCHANT, 
MERCHANT, 
MERCIER, 


MERCIER,  RALPH  0.,  MONTEBELLO,  CALIFORNIA 

MERCK,  J.  AUSTIN,  GREENVILLE,  SOUTH  CAROLINA 

MERCK,  JAMES  DAVID,  GAINESVILLE,  GEORGIA 

MERCURIO,  RICHARD  J.,  SPRINGFIELD,  ILLINOIS 

MEREDITH,  CECIL  JAMES,  WHITE  BEAR  LAKE,  MINNESOTA 

MEREDITH,  DEAN,  TOWANDA,  PENNSYLVANIA 

MEREDITH,  HERBERT  DANIEL,  SACRAMENTO,  CALIFORNIA 

MERGENTHALER,  JAMES  PATRICK,  NEW  ROCHELLE,  NEW  YORK 

MERICLE,  WILLIAM  ARTHUR,  HARRISBURG,  PENNSYLVANIA 

MERIDETH,  RONALD  NATHAN,  EL  CENTRO,  CALIFORNIA 

MERILLAT,  CHRISTOPHER  LEE,  WASHINGTON,  DISTRICT  OF  COLU 

MERILLAT,  DARRELL  EDWARD,  WAUSEON,  OHIO 

MERILLAT,  ROBERT  P,  WOOSTER,  OHIO 

MERKEL,  DONALD  ALAN,  MILPHAS,  CALIFORNIA 

MERKEL,  MICHAEL  DUANE,  ALVIN,  TEXAS 

MERKER,  HARRY  G. ,  MORRISVILLE,  PENNSYLVANIA 

MERKH,  RONALD  WILLIAM,  HARTSELLE,  ALABAMA 

MERKLE,  GRETCHEN  WILHELMINA,  WASHINGTON,  DISTRICT  OF  CO 

MERKLER,  STEVEN  ALLEN,  SOUTH  PLAINFIELD,  NEW  JERSEY 

MERLIN,  STEVEN  NORMAN,  COCONUT  CREEK,  FLORIDA 

MERLO,  W.  J.,  SCHOFIELD  BARRACKS,  HAWAII 

MERNIN,  GERALD  EDWIN,  GATLINBURG,  TENNESSEE 

MEROLA,  ANTHONY  CHARLES,  MAITLAND,  FLORIDA 

MEROLLA,  ROBERT,  SHREVEPORT,  LOUISIANA 

MERONEK,  THOMAS  L.,  SUPERIOR,  WISCONSIN 

MERRELL,  CLARENCE  W. ,  NEWARK,  NEW  JERSEY 

MERRETTIG,  ROLF  K,  WEST  BERLIN,  FEDERAL  REPUBLIC  OF  GER 

MERRICK,  NATHAN  CAREY,  FORT  DUCHESNE,  UTAH 
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HERRIFIELD,  LARRY  GEORGE  -  MILLER,  EDHARD  E 
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MERRILL, 
MERRILL, 

MERRILL 


merrifield,  larry  george,  beaufort.  south  carolina 
merrill,  charles  alford,  augusta,  maine 

kenneth  harry,  sitka,  alaska  „1mu,__ 
timothy  james,  wakefield,  new  hampshire 
hilliam  flavius,  fort  campbell,  kentucky 
merrill;  hilliam  p,  sunriver,  oregon 
herriman,  robert  donald,  savannah,  georgia 

MERRITT,  ALBERT  J.,  HHITTIER,  CALIFORNIA 
MERRITT,  CARL  JEROME,  CHICAGO,  ILLINOIS 
MERRITT,  DENNIS  JAY,  DES  MOINES,  IOHA 
MERRITT,  JOHN  WAYNE,  NEW  CASTLE,  DELAWARE 
MERRITT,  MAX  L,  PRESCOTT,  ARIZONA 
MERRITT,  MICHAEL  DENSON,  MONTGOMERY,  ALABAMA 
MERRITT,  NEIL  BRIAN,  LOCKPORT,  NEW  YORK 
MERRITT,  PAUL  D. ,  LINCOLN,  NEBRASKA 
MERRITT   RANDALL  SYLVAN,  BRIDGETOWN,  BARBADOS 
MERRITT,  THOMAS  EUGENE,  INVERNESS,  FLORIDA 
MERRITT,  HILLIAM  DAVID,  BAKERSFIELD,  CALIFORNIA 
MERRITTS,  RAY  E.,  LOCK  HAVEN,  PENNSYLVANIA 


METCALF, 
METCALF, 
METCALF, 
METCALF, 


MERRYMAN:  ROBERt'daNE,  HARRISBURG,  PENNSYLVANIA 
MERSON,  THOMAS  MICHAEL,  PALO  ALTO,  CALIFORNIA 
MERT,  ADNAN,  ANKARA,  TURKEY 
MERTENS,  PAUL  JOSEPH,  ROLLA,  MISSOURI 
MERTZ,  HAROLD  EDWARD,  DETROIT,  MICHIGAN 
MERTZ,  LEWIS  JAMES,  KEY  WEST,  FLORIDA 
MERWIN,  JEFFREY  EARL,  NEWINGTON,  CONNECTICUT 
MESCHER,  JEROME  L.,  CINCINNATI,  OHIO 
MESCHKE,  MARK  GLENN,  TRENTON,  MICHIGAN 
MESKOH,  RUSSELL,  BEAVER  FALLS,  PENNSYLVANIA 
MESSER,  PHILIP,  MANSFIELD,  OHIO 
MESSER,  RALPH  WEBSTER,  OCALA,  FLORIDA 
MESSICK,  DOLORES  MARIE,  EL  PASO,  TEXAS 
MESSICK,  JAMES  L,  MURFREESBORO,  TENNESSEE 
MESSICK  MERRILL  A,  JR,  PIKESVILLE,  MARYLAND 
MESSINA,  FRANK  G,  TOWSON,  MARYLAND 
MESSINGER.  GARY  B,  LAS  VEGAS,  NEVADA 
MESSNER  THOMAS  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
MESTERHARM,  JAMES  MICHAEL,  HAMMOND,  INDIANA 
METAYER,  ALBERT  MARCEL,  WATERBURY,  VERMONT 
DON  TERRY,  CARLSBAD,  CALIFORNIA 
JAMES  ALBERT,  TEMPE,  ARIZONA 
KENNETH  RAY,  SPRINGFIELD,  ILLINOIS 
,  ROBERT  EMMETT,  FARMINGTON,  MINNESOTA 
METRO,  RICHARD  ALLEN,  ALEXANDRIA,  VIRGINIA 
METROS,  STEVE  C,  DENVER,  COLORADO 
METTLER,  STEVEN  MARTIN,  BAKERSFIELD,  CALIFORNIA 
METTLING,  WILLIAM  PETER,  RED  WING,  MINNESOTA 
METTS,  JAMES  R. ,  LEXINGTON,  SOUTH  CAROLINA 
METZ,  DANNY  LEE,  AURORA,  OHIO 
METZ   NICHOLAS  JOHN,  SEATTLE,  WASHINGTON 
METZGER   JOHN  BERNARD,  III,  ROANOKE,  VIRGINIA 
METZGER   ROBERT  WILLIAM,  JR,  ZEELAND,  MICHIGAN 
HETZINGER,  ALTA  MARGARETTE,  DENVER,  COLORADO 
METZLER,  ALAN  RUSSELL,  LANGLEY  AFB,  VIRGINIA 
METZLER.  MICHAEL  L,  URBANA,  ILLINOIS 
METZLER   VINCENT  ELLSWORTH,  SOMERVILLE   NEW  JERSEY 
METZNER  CHARLES  PHILLIP,  ST.  LOUIS,  MISSOURI 
MEULER,  KENNETH  JAMES,  MILWAUKEE,  WISCONSIN 
MEW,  MARK  THOMAS,  ANCHORAGE,  ALASKA 
MEYER,  ALVIN  ALLEN,  WATERLOO,  IOWA 
C.  LLOYD,  MACON,  MISSOURI 
DEAN  CURTIS,  LADYSMITH,  WISCONSIN 
ELMER,  CAMDENTON,  MISSOURI 
EUGENE  THOMAS,  DES  MOINES,  IOWA 
FRED  G,  CEDAR  RAPIDS,  IOWA 
JACK  R,  MIAMI,  FLORIDA       ._„„,. 
JOHN  G.,  JR.,  FALLS  CHURCH,  VIRGINIA 
MELVIN  K.,  HOMEWOOD,  ILLINOIS 
RICHARD,  STURGIS,  SOUTH  DAKOTA 
ROBERT  GEORGE,  ORANGEBURG,  NEW  YORK 
SCHUYLER  MERRITT,  III,  RICHARDSON,  TEXAS 
STEVEN  BRUCE,  FAYETTEVILLE,  ARKANSAS 
VERNON  J.,  CHERRY  POINT,  NORTH  CAROLINA 
BRADLEY  CRAIGH,  JAMESTOWN,  NEW  YORK 
CHARLES  L.,  JR.,  ROCK  ISLAND,  ILLINOIS 
FRANK  A,  MADISON,  WISCONSIN 
JOSEPH  F,  YAPHANK,  NEW  YORK 
JOSEPH  MICHAEL,  DECATUR,  ILLINOIS 
LLOYD  THOMAS,  LANSDALE,  PENNSYLVANIA 
RICHARD  A,  ROCKFORD,  ILLINOIS 
STANLEYH.,  SACRAMENTO,  CALIFORNIA 
,  STEPHEN  JEROME,  NEWTOWN,  PENNSYLVANIA 
MEYNARD,  KENNETH  MICHAEL,  METAIRIE,  LOUISIANA 
MEZOS,  NICOLAS  MICHAEL,  NICOSIA,  CYPRUS 
MHEISEN,  IBRAHIM  H.  ,  AMMAN,  JORDAN      rnuucrTTrllT 
MIANO,  NICHOLAS  RICHARD,  JR,  NEWINGTON,  CONNECTICUT 
MICALE,  PETER  NICHOLAS,  IV,  WASHINGTON,  DISTRICT  OF  COL 
MIT4N   CHARLES  L   ROSEBURG,  OREGON 

NICER:  RICHARD  WALLACE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MICHAEL,  ROBERT  M. ,  LOS  ANGELES,  CALIFORNIA 
MICHAELIS,  ALEX,  SUNNYVALE,  CALIFORNIA      „_„,, 
MICHAELS  CHARLES  W. ,  FOUNTAIN  VALLEY,  CAL  FORNIA 
MICHAELS.  LAWRENCE  R,  BENSALEM,  PENNSYLVANIA 
M  CHAELSEN  MARK  ALAN,  FORT  LEAVENWORTH,  KANSAS 
MICHALAK,  EDWARD  V,  JR,  CAMDEN,  NEW  JERSEY 
JOHN  ANDREW,  BATAVIA,  NEW  YORK 
JOSEPH,  ELMIRA,  NEW  YORK 
EUGENE  BERNARD,  MADISON,  WISCONSIN 
NOLAN  DAVID,  PORTSMOUTH,  VIRGINIA 
JOSEPH  KENT,  VALDEZ,  ALASKA 
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MICHALAK, 
MICHALKO, 
MICHALSKI 
MICHALSKI 
MICHAUD, 
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MICHAUD,  THOMAS  BERNARD,  PRINCETON,  NEW  JERSEY 
MICHEL,  DAVID  B.,  ANAHEIM,  CALIFORNIA 
MICHEL,  EDWIN  JAMES,  HUNTINGTON,  NEW  YORK 
MICHEL,  GARY  DEAN,  SALEM,  OREGON 
MICHEL,  ROLAND,  NEWARK,  NEW  JERSEY 
MICHELL,  GARY  CALVERT,  CONWAY,  SOUTH  CAROLINA 
MICHELOTTI,  BARRY  CARL,  GREAT  FALLS,  MONTANA 
MICHELSON,  RALPH  D. ,  LETHBRIDGE,  CANADA 
MICKEL,  CLEO  DAVID,  CHARLESTON,  WEST  VIRGINIA 
MICKELSON,  RICHARD  ALLAN,  TWO  HARBORS,  MINNESOTA 
MICKELSON,  RODNEY  DELBERT,  LONG  BEACH,  CALIFORNIA 
MICKLER,  JOSEPH  EDWIN,  FORT  MEADE,  MARYLAND 
MICKLOS   NORBERT  MICHAEL,  PITTSBURGH,  PENNSYLVANIA 
MICKULAS,  WALTER  D,  WOODHAVEN,  NEW  YORK 
MIDDAUGH,  ROBERT  B,  OAKVILLE,  CANADA    „„„,,,. 
MIDDLETON,  LAWRENCE  R,  BRIDGEPORT,  CONNECTICUT 
MIDDLETON,  MICHAEL  DAVID,  SHREVEPORT,  LOUISIANA 
MIDDLETON,  SAMUEL  KENT,  BAKERSFIELD,  CALIFORNIA 
MIDDLETON  THOMAS  CLINTON,  JR,  FORT  MEADE,  MARYLAND 
MIDDLETON  THOMAS  JOSEPH,  HACKENSACK,  NEW  JERSEY 
MIDDLETON,  WILLIAM  DOUGLAS,  SHERWOOD,  OREGON 
MIDGETT,  RODNEY  WAYNE,  MANTEO,  NORTH  CAROLINA 
MIDKIFF,  MICHAEL  WAYNE,  PHOENIX,  ARIZONA 
MIECZKOWSKI,  GEORGE  WALTER,  EDISON,  NEW  JERSEY 
MIELBRECHT,  PAUL  DAVID,  TACOMA,  WASHINGTON 
MIELE,  JOSEPH,  SUFFERN,  NEW  YORK 
MIESEL,  PHILIP  C,  JR.,  PORT  ANGELES,  WASHINGTON 
MIEZIN  DONALD  JOSEPH,  SAGAMORE  HILLS,  OHIO 
MIFSUD  WILLIAM  CHARLES,  MERCER,  PENNSYLVANIA 
MIGAUX,  PHILIPPE  FRANCOIS,  PARIS,  FRANCE 
MIGLIO  ALLEN  MARTIN,  HARPER  WOODS,  MICHIGAN 
MIGLIORATTI,  PHILIP,  IRONDEQUOIT,  NEW  YORK 
M  HAN,  ROBERT  J.,  YELLOWSTONE  NAT'L  PARK,  WYOMING 
MIHM,  FREDERIC  LEO,  JR,  TUALATIN,  OREGON 
MIKKO,  DONALD  MICHAEL,  FORT  GILLEM,  GEORGIA 
!  MIKOLIC,  RONALD  C,  SHEBOYGAN,  WISCONSIN 
i  MIKUDIK  JAMES  FREDRICK,  YERINGTON,  NEVADA 
MIKULA,  KENNETH  H. ,  FARGO,  NORTH  DAKOTA 
MILAM,  DAVID  LAWRENCE,  AUBURN,  CALIFORNIA 
MILAM,  TERRY  D,  ST.  JOHN,  MISSOURI 
MILAN,  DAVID  LINDSAY,  BUCKSPORT,  MAINE 
MILAN,  RUSSELL  GENE,  BATON  ROUGE,  LOUISIANA 
MILCHAN,  DAVID  C,  PINELLAS  PARK,  FLORIDA 
M  [DREW  BRUCE  P.,    ST.  MARYS,  PENNSYLVANIA 
MILES,  ANTHONY  L.,  INDIANAPOLIS,  INDIANA 
MILES,  EVAN  E.,  NEWARK,  NEW  JERSEY 
MILES,  KENNETH  REED,  SALT  LAKE  CITY,  UTAH 
MILES  MICHAEL  EARL,  PONTIAC,  MICHIGAN 
MILES,  PHILIP  R,  ODESSA,  TEXAS 
MILES  WILLIAM  H. ,  MALVERN,  PENNSYLVANIA 
MILEY  RAYMOND  A,  JACKSONVILLE,  FLORIDA 
MILHOLEN,  RANDOLPH  FOSTER,  PORT  ORANGE,  FLORIDA 
M  [HOLLAND,  FRANKLIN  W,  MILLERSVILLE,  MARYLAND 
MILIANO,  JOHN  EDWARD,  LINDEN,  NEW  JERSEY 
MILKE,  ROBERT  L.,  TAVARES,  FLORIDA 
MILKE,  ROBERT  LEE,  SAN  DIEGO,  CALIFORNIA 
MILKS  HARLEY  G,  BINGHAMTON,  NEW  YORK 
MILKS  MIKEL  NATHANIEL,  GLENCOE,  ILLINOIS 
MILLAR,  COLIN  T,  HAMILTON,  CANADA 
MILLAR,  THEODORE  M,  NEWNAN,  GEORGIA 
MILLARD,  RICHARD  GEORGE,  BILLINGS,  MONTANA 
MILLER,  A.  K.,  ELECTRA,  TEXAS 

ALBERT  W.,  VENTURA,  CALIFORNIA 
ALFRED  EUGENE,  ALBANY,  GEORGIA 
ALLEN  ROY,  EAST  AURORA,  NEW  YORK 
BENJAMIN  L.,  SPRINGFIELD,  OHIO 
BILLY  RANDALL,  SAN  BERNARDINO,  CALIFORNIA 
BRUCE  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  D..  ANAHEIM,  CALIFORNIA 
,  CARL  MAYNARD,  JR,  PACIFIC  GROVE,  CALIFORNIA 
MILLER  CAROL  F,  LOS  ANGELES,  CALIFORNIA 
MILLER  CARROLL  V.,  ROCKVILLE,  MARYLAND 
MILLER  CHARLES  EVANS,  KENT,  WASH  NGTON 
MILLER  CHARLES  FRANCIS,  MIAMI,  FLORIDA 
MILLER  CHARLES  GREGORY,  MEXICO,  MISSOURI 
MILLER  CHARLES  LEE,  GRAND  PRAIRIE,  TEXAS 
'  CHARLES  M,  III,  SALEM,  NEW  JERSEY 
CHARLES  R,  SEAFORD,  DELAWARE 
CHARLES  W.,  SPRINGDALE,  ARKANSAS 
CLAUDE  W,  TITUSVILLE,  FLORIDA 
CLAY  COY,  MUSKOGEE,  OKLAHOMA 
DANIEL  JOHN,  LAPEER,  MICHIGAN 
DANIEL  THOMAS,  GREENSBURG,  PENNSYLVANIA 
DANIEL  W.,  WORTHINGTON,  OHIO        „„,,„, 
DANNIE  ALLEN,  CAMP  LEJEUNE,  NORTH  CAROLINA 
MILLER  DANNY  CHARLES,  RIVERSIDE  CALIFORNIA 
MILLER  DANNY  GUST AVE,  MONROE,  LOUISIANA 

#  MILLER,  DARYL  S.,  JACKSON,  MICHIGAN 
MTIIER  DAVID  CARL,  COPPELL,  TEXAS 
MILLER  DAVID  EARL   FORT  MC  CLELLAN,  ALABAMA 

#  MILLER  DAVID  GOODMAN,  HARRISBURG,  PENNSYLVANIA 

#  MILLER  DAVID  L.,  GRANDVIEW  HEIGHTS,  OHIO 
MILLER  DENNIS  WAYNE,  SCOTTSBORO,  ALABAMA 
MILLER  DENNIS  WILLIAM,  WHEATON,  ILLINOIS 
MILLER  DON  LUTHER,  PHOENIX,  ARIZONA 
MILLER;  DONALD  DELBERT,  FORT  MONROE  VIRGINIA 
MILLER  DOUGLAS  S,  SANTA  ANA,  CALIFORNIA 
MILLER,  DWAYNE  LEE,  MC  ALLEN,  TEXAS 

#  MILLER,  EDD  L,  PASADENA,  TEXAS    „__„., 

#  MILLER,  EDWARD  E,  BAKERSFIELD,  CALIFORNIA 
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1ILLER,  EDHIN  D.  -  MITCHELL,  MICHAEL  HAYNE 
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MILLER,  EDHIN  D. ,  SAN  DIEGO,  CALIFORNIA 

MILLER,  ERNEST  A,  JR,  FARMINGTON  HILLS,  MICHIGAN 

MILLER,  GARY  J,  MARYSVILLE,  CALIFORNIA 

MILLER,  GARY  L,  ALBUQUERQUE,  NEH  MEXICO 

MILLER,  GARY  LEE,  INDIANAPOLIS,  INDIANA 

MILLER,  GARY  STEPHEN,  MC  ALLEN,  TEXAS 

MILLER,  GEORGE  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MILLER,  GEORGE  HENRY,  JR,  LONG  BEACH,  CALIFORNIA 

MILLER,  GEORGE  V,  EDISON,  NEW  JERSEY 

MILLER,  GILBERT  E.,  WACO,  TEXAS 

MILLER,  GLEN  R,  CEDAR  CITY,  UTAH 

MILLER,  GLENN  MICHAEL,  WEST  TRENTON,  NEW  JERSEY 

MILLER,  HANS  JOHN,  JACKSONVILLE,  NORTH  CAROLINA 

MILLER,  HARRY  L,  DARLINGTON,  SOUTH  CAROLINA 

MILLER,  IRA  WAYNE,  MARIETTA,  GEORGIA 

MILLER,  J.  J.,  BARTOW,  FLORIDA 

MILLER,  JAMES  ALONZO,  JR,  ZELIENOPLE,  PENNSYLVANIA 

MILLER,  JAMES  AUBREY,  SCOTTSBORO,  ALABAMA 

MILLER,  JAMES  E.,  LONG  BEACH,  CALIFORNIA 

MILLER,  JAMES  JACKSON,  PLAINFIELD,  INDIANA 

MILLER,  JAMES  L,  HALIFAX,  VIRGINIA 

MILLER,  JAMES  LUKE,  NEW  YORK,  NEW  YORK 

MILLER,  JAMES  MICHAEL,  KENT,  WASHINGTON 

MILLER,  JAMES  PATRICK,  LOUISVILLE,  OHIO 

MILLER,  JAMES  RILEY,  ORLANDO,  FLORIDA 

MILLER,  JAMES  T,  DECATUR,  GEORGIA 

MILLER,  JAMES  WALTER,  UKIAH,  CALIFORNIA 

MILLER,  JEFFREY  BRIAN,  HARRISBURG,  PENNSYLVANIA 

MILLER,  JERRY  D. ,  SHERMAN,  TEXAS 

MILLER,  JESSE  L,  BATON  ROUGE,  LOUISIANA 

MILLER,  JOHN  FRANKLIN,  CHARLOTTESVILLE,  VIRGINIA 

MILLER,  JOHN  L,  HOUSTON,  TEXAS 

MILLER,  JOHN  R,  PYMATUNING,  PENNSYLVANIA 

MILLER,  JONATHAN  DUANE,  SOUTHAMPTON,  PENNSYLVANIA 

MILLER,  JOSEPH  MICHAEL,  GREELEY,  COLORADO 

MILLER,  KEITH  ALLEN,  GOSHEN,  INDIANA 

MILLER,  KENNETH  FREDERICK,  UPPER  SADDLE  RIVER,  NEW  JERS 

MILLER,  KIM  MICHAEL,  ALPENA,  MICHIGAN 

MILLER,  KIRBY  CLINTON,  PLANO,  TEXAS 

MILLER,  KRISTIN  THORNE,  ANCHORAGE,  ALASKA 

MILLER,  LARRY  CECIL,  MONTGOMERY,  ALABAMA 

MILLER,  LAWRENCE  E,  BAY  CITY,  MICHIGAN 

MILLER,  LEONARD  MICHAEL,  NASHVILLE,  TENNESSEE 

MILLER,  LEVY  C. ,  REIDSVILLE,  GEORGIA 

MILLER,  MARK  RANDALL,  SOUTH  PASADENA,  CALIFORNIA 

MILLER,  MARVIN  S.,  ARKADELPHIA,  ARKANSAS 

MILLER,  MICHAEL  DAVID,  ADA,  OKLAHOMA 

MILLER,  MICHAEL  LINDSAY,  PERTH,  AUSTRALIA 

MILLER,  MICHAEL  R,  BELLE  GLADE,  FLORIDA 

MILLER,  MICHAEL  RAY,  VIENNA,  VIRGINIA 

MILLER,  MYRON  DALE,  BLOOMINGTON,  ILLINOIS 

MILLER,  PHIL  DANIEL,  DOUGLASVILLE,  GEORGIA 

MILLER,  POWELL  CLAYTON,  LAKE  JACKSON,  TEXAS 

MILLER,  RANSOME  EVAN,  BESSEMER,  ALABAMA 

MILLER,  RAYMOND  C,  CLAWSON,  MICHIGAN 

MILLER,  RAYMOND  FRANCIS,  JR,  FAIRBANKS,  ALASKA 

MILLER,  RAYMOND  JOHN,  CHICAGO,  ILLINOIS 

MILLER,  RICHARD  E,  WEST  CHESTER,  PENNSYLVANIA 

MILLER,  RICHARD  J.,  DENTON,  TEXAS 

MILLER,  RICHARD  P.,  LANCASTER,  TEXAS 

MILLER,  RICHARD  P.,  HARRISBURG,  PENNSYLVANIA 

MILLER,  RICHARD  WAYNE,  SANTA  FE,  NEW  MEXICO 

MILLER,  ROBERT  A,  PUNTA  GORDA,  FLORIDA 

MILLER,  ROBERT  C,  PHILADELPHIA,  PENNSYLVANIA 

MILLER,  ROBERT  DEAN,  JR,  SPRINGFIELD,  ILLINOIS 

MILLER,  ROBERT  LEE,  FORT  PIERCE,  FLORIDA 

MILLER,  ROBERT  P.,  LOCKPORT,  ILLINOIS 

MILLER,  ROBERT  W,  SHREVEPORT,  LOUISIANA 

MILLER,  RONALD  FORGEY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MILLER,  RONALD  LEE,  KANSAS  CITY,  KANSAS 

MILLER,  ROY  G. ,  ST.  LOUIS,  MISSOURI 

MILLER,  RUDOLPH  G,  SANTA  FE,  NEW  MEXICO 

MILLER,  S  I,  MELBOURNE,  AUSTRALIA 

MILLER,  SANDRA  SUZETTE,  LIVONIA,  MICHIGAN 

MILLER,  SCOTT  KEVIN,  PACITIC  GROVE,  CALIFORNIA 

MILLER,  STEPHEN  JOHN,  SPRINGFIELD,  ILLINOIS 

MILLER,  STEPHEN  JOSEPH,  CHEYENNE,  WYOMING 

MILLER,  TERRY  LEE,  EVERETT,  WASHINGTON 

MILLER,  THOMAS  ANDREW,  OAK  HARBOR,  WASHINGTON 

MILLER,  TIMOTHY  DALE,  METAIRIE,  LOUISIANA 

MILLER,  TODD  ALLAN,  WHITE  BEAR  LAKE,  MINNESOTA 

MILLER,  VIRGIL  K.,  DRY  RIDGE,  KENTUCKY 

MILLER,  W.  C,  RAWLINS,  WYOMING 

MILLER,  WILLIAM  A,  BOSTON,  MASSACHUSETTS 

MILLER,  WILLIAM  CHARLES,  MERRIMACK,  NEW  HAMPSHIRE 

MILLER,  WILLIAM  HAROLD,  JR,  PHOENIX,  ARIZONA 

MILLER,  WILLIAM  HENRY,  SPOKANE,  WASHINGTON 

MILLER,  WILLIAM  HERMAN,  LAS  VEGAS,  NEVADA 

MILLER,  WILLIAM  JEAN,  SANTA  ANA,  CALIFORNIA 

MILLER,  WILLIAM  KENNETH,  YANKTON,  SOUTH  DAKOTA 

MILLER,  WILLIAM  MICHAEL,  FLOSSMOOR,  ILLINOIS 

MILLER,  WILLIAM  PAUL,  TROY,  NEH  YORK 

MILLETT,  F.  DAVID,  MOLINE,  ILLINOIS 

MILLHOLLAND,  LEONARD  WILLIAM,  WINCHESTER,  VIRGINIA 

MILLHOUSE,  DONALD  GLENN,  SR,  MISSOULA,  MONTANA 

MILLIGAN,  RAYMOND  ALBERT,  DEPTFORD  TWP,  NEW  JERSEY 

MILLIGAN,  ROBERT  EUGENE,  FRANKFORT,  KENTUCKY 

MILLIKEN,  DONALD  H. ,  DALLAS,  TEXAS 

MILLIKEN,  FRANK  CLARENCE,  RIDGEWOOD,  NEW  JERSEY 

MILLIKEN,  JOHN  WAYNE,  NASHVILLE,  TENNESSEE 
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MILLIMAKI,  ROBERT  H. ,  NORTH  CHICAGO,  ILLINOIS 
MILLION,  JACKIE  E,  ATHENS,  TENNESSEE 
MILLNER,  MACON  GLENN,  RICHMOND,  VIRGINIA 
MILLS,  BRUCE  ALTON,  DUNEDIN,  FLORIDA 
CURTIS,  NAPLES,  FLORIDA 
DAVID  P,  NEWBURY,  BRITISH  CROHN  COLONY 
GEORGE  A,  SR,  OAK  RIDGE,  TENNESSEE 
GERALD  WAYNE,  LAKEPORT,  CALIFORNIA 
GREGORY  PAUL,  KANSAS  CITY,  MISSOURI 
HAROLD  M.,  SPRINGFIELD,  OHIO 
JAMES  W,  TUSCALOOSA,  ALABAMA 
JERRY  DOUGLAS,  LANSING,  MICHIGAN 
JOHN  J.,  MONROVIA,  CALIFORNIA 
JOSEPH  V.,  BOSTON,  MASSACHUSETTS 
KEITH  G,  NIAGARA  FALLS,  NEW  YORK 
MILLS,  LAWRENCE  CHARLES,  FRENCH  CAMP,  CALIFORNIA 
MILLS,  MARLIN  LEE,  BEL  AIR,  MARYLAND 
MILLS,  MICHAEL  EUGENE,  WEST  PALM  BEACH,  FLORIDA 
MILLS,  PERCY  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MILLS,  RONALD  D. ,  PROSPECT  PARK,  PENNSYLVANIA 
MILLS,  TIMOTHY  WARD,  MARTINSVILLE,  VIRGINIA 
MILLSAP,  ARNOLD  LAVONNE,  EUREKA,  CALIFORNIA 
MILLSAP,  THELBERT,  BELTON,  TEXAS 
MILLWRIGHT,  RICK  FOX,  COLORADO  SPRINGS,  COLORADO 
MILNER,  JOHN,  CANBERRA,  AUSTRALIA 
MILNER,  ROBERT  WEST,  JR,  STARKE,  FLORIDA 
MILONE,  BRIAN  LEE,  BOURBONNAIS,  ILLINOIS 
MILOT,  BERNARD  NORRIS,  WYANDOTTE,  MICHIGAN 
MILSTEAD,  JAMES  RICHARD,  PHOENIX,  ARIZONA 
MILHEE,  CURTIS  DAUGHERTY,  BIRMINGHAM,  ALABAMA 
MIMS,  DAVID  ALLEN,  SR,  NEW  SMYRNA  BEACH,  FLORIDA 
MINARDI,  ROCCO  N. ,  NEH  YORK,  NEW  YORK 
MINASIAN,  LAWRENCE  VICTOR,  SAN  FRANCISCO,  CALIFORNIA 
MINCEY,  HENRY  RAY,  LEE'S  SUMMIT,  MISSOURI 
MINEO,  RANDOLPH,  PORT  WASHINGTON,  NEH  YORK 
MINER,  CHARLES  RUSSELL,  MASSILLON,  OHIO 
MINER,  RONALD  PAUL,  FAIRFAX,  VIRGINIA 
MINETTI,  PAT  G. ,  HAMPTON,  VIRGINIA 

FRANCIS  KAY,  BLOOMINGTON,  INDIANA 
WILLIAM  M,  MOBILE,  ALABAMA 
PAUL  E,  FORT  HAYNE,  INDIANA 
PATRICK  M.,  MONROVIA,  LIBERIA 
MINK,  GARY  MICHAEL,  CORTLAND,  OHIO 
MINNICH,  ROBERT  M,  ARLINGTON,  VIRGINIA 
MINNIE,  ROBERT  E.,  SAN  MARCOS,  TEXAS 
MINNIEAR,  ERNEST  G.  ,  INDIANAPOLIS,  INDIANA 
MINNIS,  GERALD  WILLIAM,  LOS  ANGELES,  CALIFORNIA 
MINOGUE,  EDWARD  THOMAS,  NEW  YORK,  NEW  YORK 
MINOR,  ALEX  JOHN,  BINGHAMTON,  NEH  YORK 
HENRY  R,  MANCHESTER,  CONNECTICUT 
MARVIN,  GREENVILLE,  MISSISSIPPI 
PAUL  K.,  BALTIMORE,  MARYLAND 
THOMAS  MEDLIN,  SAN  BERNARDINO,  CALIFORNIA 
MINSHALL,  CLIFTON  STEVE,  MEDIA,  PENNSYLVANIA 
MINTER,  EDWARD  B.,  HOPEWELL,  VIRGINIA 
MINTER,  J.  N.,  JR.,  RALEIGH,  NORTH  CAROLINA 
MINTER,  WILLIAM  D,  LOUISVILLE,  KENTUCKY 
MINUS,  NEVILLE,  NASSAU,  BAHAMAS 
MIRACLE,  WILLIAM  ROYAL,  ASHLAND,  OHIO 
MIRAH,  F.  FOMALHOUT  J,  BALIKPAPAN,  INDONESIA 
MIRANDA  ALVAREZ,  OSCAR,  SANTIAGO,  CHILE 
MIRANDA,  RICHARD  MOLINA,  TUCSON,  ARIZONA 
MIRES,  JERRY  LEE,  LANSING,  MICHIGAN 
MIREY,  LIYAB,  YAP,  FEDERATED  STATES  OF  MICRONESIA 
MIRON,  GILLES  J,  SARANAC  LAKE,  NEW  YORK 
MISCHLER,  MICHAEL  DAVID,  JASPER,  INDIANA 
MISCIA,  ROCCO  LAWRENCE,  JR,  MONTCLAIR,  NEW  JERSEY 
MISHRA,  PRAKASH,  HYDERABAD,  INDIA 
MISNER,  PAUL  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
MISSEL,  GARY  WAYNE,  BURLINGAME,  CALIFORNIA 
MISSIGMAN,  JOSEPH  CHARLES,  III,  WASHINGTON,  DISTRICT  OF 
MITARNOWSKI,  RAYMOND  JOSEPH,  PUNXSUTAWNEY,  PENNSYLVANIA 
MITCHELL,  ALFRED  H,  OAKLAND,  CALIFORNIA 
ASHBY  L.,  MIDLAND,  TEXAS 
BOB  L.,  SACRAMENTO,  CALIFORNIA 
BRUCE  W.,  LOS  ANGELES,  CALIFORNIA 
CHARLES  MICHAEL,  III,  MERIDIAN,  MISSISSIPPI 
CLARENCE,  BIRMINGHAM,  ALABAMA 
CLARENCE  EDWARD,  ATLANTA,  GEORGIA 
CRAWFORD  JOHN,  BELFAST,  NORTHERN  IRELAND 
CREAR  S.,  DETROIT,  MICHIGAN 
DANA  CHARLES,  DOVER,  NEW  HAMPSHIRE 
DAVID,  TAMPA,  FLORIDA 
DAVID  BRUCE,  PIKESVILLE,  MARYLAND 
DAVID  BRUCE,  KANSAS  CITY,  MISSOURI 
DONALD  E.,  JR.,  HOULTON,  MAINE 
DONALD  WAYNE,  SPRINGFIELD,  ILLINOIS 
EDWARD  JAMES,  MINEOLA,  NEW  YORK 
FRANK  EDWARD,  DETROIT,  MICHIGAN 
JAMES  E,  HIGHLAND,  INDIANA 
JOHN  ALBERT,  DETROIT,  MICHIGAN 
JOHN  W.,  TORONTO,  CANADA 
JOHNNIE  MICHAEL,  LEXINGTON,  KENTUCKY 
JOHNNY  B,  WEST  MONROE,  LOUISIANA 
JOSEPH  F.,  HARTFORD,  CONNECTICUT 
LARRY  BISMARK,  RICHMOND,  VIRGINIA 
LYNDELL  VON,  MOORE,  OKLAHOMA 
MARK  ALAN,  LAFAYETTE,  INDIANA 
MICHAEL  D.,  NASHVILLE,  TENNESSEE 
MICHAEL  WAYNE,  DURHAM,  NORTH  CAROLINA 


MINGER, 
MINGUS, 
MINICK, 
MINIKON, 


MINOR, 
MINOR, 
MINOR, 
MINOR, 


MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
MITCHELL 
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MITCHELL.  NELSON  EDDY,  JR  -  MOORE,  DAVID  PAUL 


1  '•'••■' 


180 
185 

74  I 
171 
120 
98 
95 
166 
109 
155 
167 
127 
92 
57 
131 
118 
160 
124 
124 
139 
108 
95 
179 
138 
128 
140 
33 
98 
187 
74 
95 
176 
77 
133 
189 
12 
191 
161 
123 
109 
133 
146 
138 
178 
190 
155 
73  # 
195 

92  # 
142 
141 
61  n 
189 
159 
150 
188 
133 
130  # 
193 
86 

33  # 
91 
138 
129  ft 
82  n 
171 

82  # 
188 
95  # 
109  # 
66  # 
132 
151 
194 
92  # 
153 
27 
193 
181 
47  4 
95  * 
92 
150 
123 
111 
175 
188 
95  t 
125 
160 
120 
75  I 
168 
117 
96 
182 
110  i 
109 
186 
148 


MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 
MITCHELL, 


NELSON  EDDY,  JR,  PITTSBURGH,  PENNSYLVANIA 
RICKY  RICARDO,  WASHINGTON,  DISTRICT  OF  COLUMB 
ROBERT  C,  PORTLAND,  OREGON 
ROBERT  EUGENE,  YUMA,  ARIZONA 
ROBERT  JAMES,  HILKES-BARRE ,  PENNSYLVANIA 
ROBERT  K. ,  WACO,  TEXAS 
ROBERT  L.,  LIVONIA,  MICHIGAN 
ROBERT  PHILIP,  RIDGEFIELD,  CONNECTICUT 
ROBERT  S,  II,  GAINESVILLE,  FLORIDA 
SCOTT,  ALLENTOHN,  PENNSYLVANIA 
SIDNEY  RALPH,  LEAHOOD,  KANSAS 
STANLEY  HILLIAM,  HARHICK,  RHODE  ISLAND 
STEHART  A,  PLATTSBURGH,  NEH  YORK 
THEODORE  D. ,  PHILADELPHIA,  PENNSYLVANIA 
THOMAS  HILLIAM,  SARATOGA  SPRINGS,  NEH  YORK 
HALTER  HILLIAM,  LA  MESA,  CALIFORNIA 
,  YVONNE  MARIE,  NEH  YORK,  NEH  YORK 
MITOSINKA,  GERALD  THOMAS,  MARTINEZ,  CALIFORNIA 
MITTELSTAEDT,  CHARLES  VICTOR,  POUGHKEEPSIE,  NEH  YORK 
MITZEL,  NED  JOHN,  MINNEHAUKAN,  NORTH  DAKOTA 
MIX,  JERRY  F,  SCOTTSDALE,  ARIZONA 
MIXON,  BOBBY  C,  TEXARKANA,  ARKANSAS 
MIXON,  HOYT  EDHARD,  JR,  BUCHANAN,  GEORGIA 
MIXON,  JAMES  BRYANT,  OZARK,  ALABAMA 
MIXSON,  LARRY  HAYNE,  SR,  COLUMBIA,  SOUTH  CAROLINA 
MIYAKE,  SHIGERU,  TOKYO,  JAPAN 

MIZE,  HEYMAN  CARTHELL,  ARROYO  GRANDE,  CALIFORNIA 
MIZEL,  ROBERT  H,  GREEN  RIVER,  HYOMING 
MIZEL,  ROBERT  HILLIAM,  JR,  GREEN  RIVER, 
MIZELL,  GERALD  0,  CLAYTON,  MISSOURI 
MIZERKA,  JOHN  M,  BELOIT,  WISCONSIN 
MIZNER,  HILLIAM  LEE,  NORFOLK,  NEBRASKA 
MIZUMACHI,  OSAMU,  TOKYO,  JAPAN 
MO,  TIEN-HU,  TAIPEI,  REPUBLIC  OF  CHINA 
MOAKE,  RANDALL  LARRY,  WRIGHT-PATTERSON  AFB,  OHIO 
MOALES,  HOMER  B.,  CHARLESTON,  WEST  VIRGINIA 
MOAT,  RONALD  EDWIN,  TALLAHASSE,  FLORIDA 
MOATES,  CRAIG  BRYAN,  FRANKLIN,  TENNESSEE 
MOBLEY,  RICKY  DALE,  MONTGOMERY,  ALABAMA 
MOCKALIS,  WILLIAM  E,  FAIRFIELD,  CONNECTICUT 
MODAFFERI,  PETER  A,  NEW  YORK,  NEW  YORK 
MOE,  STANLEY  DEAN,  BAKERSFIELD,  CALIFORNIA 
MOEDE,  STEPHEN  CRAIG,  LOS  ANGELES,  CALIFORNIA 
MOELLER,  BRIAN  JAMES,  PORT  HURON,  MICHIGAN 
MOELLER,  DENNIS  ARNOLD,  RICHARDSON,  TEXAS    1„klllrr„TA 
MOELLER,  JAMES  MICHAEL,  SR,  WHITE  BEAR  LAKE,  MINNESOTA 
MOEN,  EMIL  K.,  BEND,  OREGON 
MOEN,  JON,  TRONDHEIM,  NORWAY 
MOERLINS,  BRADLEY  G. ,  ANCHORAGE,  ALASKA 
MOESTA,  JOSEPH  DAVID,  JR,  BAKERSFIELD,  CALIFORNIA 
MOFFATT,  CHARLES  HILLIAM,  PITTSBURGH,  PENNSYLVANIA 
MOFFETT,  ALFRED  A.,  MILFORD,  CONNECTICUT 
MOFFETT,  TOMMY  LEE,  BILOXI,  MISSISSIPPI 
MOFFETT,  WILLIAM  A,  III,  CHERRY  HILL,  NEW  JERSEY 
MOFFITT,  JAMES  HOWARD,  JR,  HILTONS,  VIRGINIA 
MOGARD,  STEVEN  MICHAEL,  HUTCHINSON,  MINNESOTA 


HYOMING 


MOGAVERO,  CARL  HERMAN,  FORT  WORTH,  TEXAS 
MOGAVERO,  CHARLES  MATTHEH,  BROCKPORT,  NEW  YORK 
MOGILDEA,  VIRGIL,  BUCHAREST,  ROMANIA 
MOHLER,  MARKUS  H. ,  BASEL,  SWITZERLAND 
MOHR,  JOHN  ARTHUR,  MASSILLON,  OHIO 
MOHR,  HILLIAM  M.,  ALBANY,  NEW  YORK 
MOILAN,  JOHN  EDWIN,  PIEDMONT,  CALIFORNIA 
MOINE,  ROBERT  ROWEN,  SALEM,  OREGON 
MOJICA   AUGUSTO,  BOGOTA,  COLOMBIA 
MOLCHAN,  MICHAEL  STANLEY,  LAWRENCE,  MASSACHUSETTS 
MOLDEN,  JACK  B,  CHAMPAIGN,  ILLINOIS 
MOLINA,  ELIAS  ROBERT,  OAKLAND,  CALIFORNIA 
MOLINARFS-SARMIENTO,  LUIS  A,  BOGOTA,  COLOMBIA 
MOLINE,  JAMES  J.,  ST.  CLOUD,  MINNESOTA 
MOLINE,  KENT  D. ,  DENVER,  COLORADO 
MOLINE,  MARK  EDHIN,  COUNCIL  BLUFFS,  IOWA 
MOLNEAUX,  DONALD  JOSEPH,  SR,  YEADON,  PENNSYLVANIA 
MOLLAHAN,  ROBERT  PATRICK,  JR,  CORVALLIS,  OREGON 
MOLLECK,  ROBERT  H,  CANTON,  ILLINOIS 
MOLLER,  KENNETH  ERIK,  SAN  DIEGO,  CALIFORNIA 
MERLE  C,  ESTHERVILLE,  IOWA 
JAMES  G,  NEW  YORK,  NEW  YORK 
JAMES  W,  GREEN  BAY,  WISCONSIN 
W.  LYLE,  PADUCAH,  KENTUCKY 
JOHN  F,  MEMPHIS,  TENNESSEE 
JOSEPH  D.,  SOUTH  BEND,  INDIANA 
,  TIMOTHY  VICTOR,  COPPERAS  COVE, 
MOLYNEAUX,  ADELBERT  DELANO,  ST  THOMAS, 
MOMCHILOV.  LAHRENCE  J.,  AKRON,  OHIO 
MONACO,  FRANCIS  GEORGE,  DAYTONA  BEACH  SHORES,  FLORIDA 
MONACO,  FRANK  HAROLD,  HARRISBURG,  PENNSYLVANIA 
MONAGLE,  JOHN  P,  JR,  JUNEAU,  ALASKA 

CHARLES  EDWARD,  NEW  YORK,  NEW  YORK 
FRANCIS  EDWARD,  NEW  YORK,  NEW  YORK 
GERALD  MICHAEL,  JR,  ALLENTOHN,  PENNSYLVANIA 
JOHN  H.,  ALBANY,  NEH  YORK 
RICHARD  PHILIP,  JR,  MINEOLA,  NEH  YORK 
THOMAS  JAMES,  GREAT  NECK,  NEW  YORK 
DANIEL  G.,  KANSAS  CITY,  KANSAS 
MONCKTON,  DONALD  ERIC,  RIDGEFIELD,  CONNECTICUT 
MONCUR,  DWIGHT  A.,  NASSAU,  BAHAMAS 
MONCUR,  PAUL  G,  CULVER  CITY,  CALIFORNIA 
MONDAY,  NICHOLAS  MARK,  DOTHAN,  ALABAMA 
MONDRAGON,  RAYMOND,  CLOVIS,  NEW  MEXICO 


MOLLER, 
MOLLOY, 
MOLLOY, 
MOLLOY, 
MOLNAR, 
MOLNAR, 
MOLNES, 


MONAHAN, 
MONAHAN, 
MONAHAN, 
MONAHAN, 
MONAHAN, 
MONAHAN, 
MONCHIL, 


TEXAS 

U.S.  VIRGIN  ISLA 


15  / 
102 
193 
83  i 
141 
181 
77  , 
112 
178 

98 
189 
183 
165 
168 
129 
114 
180 
162 
159 
160 
187 
155 
161 
143 
100 

73 
181 
139 
102 

33 

85 
144 
181 
163 
173 
105 
175 
147 

75 

52 

149 

125 

46 

188 

146 

163 

145 

189 

145 

161 

166 

179 

122 

131  # 

178 

139 

123 

136  # 

147 

148  # 
97 
60  # 

193 
93 

171 

195 
76  # 

156  # 

158 

127 

91  # 

92  # 
157 
124  n 
123  * 
131 

88  # 
193 
182 
153 

45  # 

97 
121 
159 
192 
148 
168 
108 
132  t) 
117  * 
114 
122 
183 
191 

92  / 
168 
195 
186 
43  > 
163 


MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 


MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 
MONTGOMERY, 


MONG,  ROY  B.,  ERIE,  PENNSYLVANIA 
MONGE,  GEOFFREY,  SARASOTA,  FLORIDA 
MONGEAU,  THOMAS  HENRY,  NARRAGANSETT ,  RHODE  ISLAND 
MONGER,  J.  L.,  OAK  RIDGE,  TENNESSEE 
MONK,  RICHARD  GORDON,  LONDON,  ENGLAND 
MONLEY,  LANCE  ROTH,  BAY  MINETTE,  ALABAMA 
MONROE,  CHARLES  M. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MONROE,  DONALD  L.,  WILMINGTON,  NORTH  CAROLINA 
MONROE,  GREGORY  CRAIG,  KNOXVILLE,  TENNESSEE 
MONROE,  LLOYD  W,  INDIANAPOLIS,  INDIANA 
MONROE,  RANDY  MICHAEL,  BOISE,  IDAHO 
MONROE,  ROBERT  GLEN,  TRAVERSE  CITY,  MICHIGAN 
MONROE,  RODNEY  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MONROE,  RONALD  CHAUNCEY,  WASHINGTON,  DISTRICT  OF  COLUMB 
MONTAGNER,  DAVID  PETER,  FRESNO,  CALIFORNIA 
MONTAGUE,  MONTY  G,  IDAHO  FALLS,  IDAHO 
MONTALBANO,  JAMES  MICHAEL,  SLEEPY  HOLLOW,  ILLINOIS 
MONTALVO,  ANGEL  DELOS,  PONCE,  PUERTO  RICO 
MONTANEZ-SERRANO,  HECTOR  L,  SAN  JUAN,  PUERTO  RICO 
MONTANIO,  JOHN  ALLEN,  CULVER  CITY,  CALIFORNIA 
MONTANO,  WILLIAM  ANTHONY,  POMPTON  PLAINS,  NEW  JERSEY 
MONTEIRO,  ROBERTO  DAS,  CURITIBA,  BRAZIL 
MONTEITH,  CLADA  ANN,  KIRTLAND  AFB,  NEW  MEXICO 
MONTEITH,  JAMES  WESLEY,  SHARON  HILL,  PENNSYLVANIA 
MONTEITH,  JOSEPH  L,  YAPHANK,  NEW  YORK 
MONTENEGRO,  M  ALEX,  CARACAS,  VENEZUELA 
MONTEZ,  RONALD  GABRIEL,  TAOS,  NEW  MEXICO     __,.__.. 
MONTGOMERY,  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ARTHUR  J,  SIERRA  VISTA,  ARIZONA 
BENJAMIN  E.,  COUNCIL  BLUFFS,  IOWA 
,  BILLY  J.,  DALLAS,  TEXAS 
MONTGOMERY,  CHARLES  ROBERT,  TINLEY  PARK,  ILLINOIS 
MONTGOMERY,  DAVID  LOUIS,  PECOS,  TEXAS 

JAMES  ALAN,  GERMANTOWN,  TENNESSEE 
JAMES  DONALD,  MIAMI,  FLORIDA 
JAMES  E,  SEATTLE,  WASHINGTON 
JAMES  HARRY,  TUSCALOOSA,  ALABAMA 
LARRY  B,  TUSCALOOSA,  ALABAMA 
LESLIE  F.,  BILOXI,  MISSISSIPPI 
,  ORIS  A.,  LANSING,  MICHIGAN    .„MMT1 
MONTGOMERY,  PAUL  KENNETH,  BAKERSFIELD,  CALIFORNIA 
MONTGOMERY,  ROWLAND  PRICE,  LOS  ANGELES,  CALIFORNIA 
MONTI,  ANDREW  H.,  MONTPELIER,  VERMONT 
MONTICELLO,  VINCENT  PAUL,  ITHACA,  NEW  YORK 
MONTOYA,  ERNEST  JAMES,  BRYAN,  TEXAS 
MONTOYA,  JAMES  ANDREW,  TRINIDAD,  COLORADO   uruTrrt 
MONTOYA,  NORBERT  RANDOLPH,  ALBUQUERQUE,  NEH  MEXICO 
MONTOYA,  PAUL  THOMAS,  LAGUNA,  NEW  MEXICO 
MONTOYA,  RICHARD,  ALBUQUERQUE,  NEH  MEXICO 
MONTROIS,  RAYMOND  GEORGE,  WATERTOWN,  NEW  YORK 
MOODIE,  JAMES  RODERICK,  SUFFOLK,  VIRGINIA 
MOODIE,  KENNETH  DOUGLAS,  GLOUCESTER,  CANADA 
MOODY,  BOBBY  DANIEL,  MARIETTA,  GEORGIA 
MOODY,  DAN  LEWIS,  BENTONVILLE,  ARKANSAS 
MOODY,  DANIEL  LOUIS,  EL  CAJON,  CALIFORNIA 
MOODY,  EDDIE  JAMES,  DECATUR,  GEORGIA 
MOODY,  ELMER  EUGENE,  WALTON  HILLS,  OHIO 

HORACE  ALEXANDER,  TALLAHASSEE,  FLORIDA 
JEFFERIES,  JR,  LOUISVILLE,  KENTUCKY 
JERRY  DEAN,  SAN  DIEGO,  CALIFORNIA 
JOHN  C,  BEACHWOOD,  NEW  JERSEY 
RAYMOND  D,  GREENVILLE,  ALABAMA 
REBECCA  JANE,  SPRINGFIELD,  ILLINOIS 
ROBERT  E.,  CLAREMONT,  CALIFORNIA 
SHARON  TATE,  MARIETTA,  GEORGIA 
STEPHEN  PATRICK,  SPRINGFIELD,  OHIO 
muu   ,  STEWART  C,  MONTGOMERY,  ALABAMA 
MOOERS,  DONALD  GEORGE,  JR,  ANDOVER,  MASSACHUSETTS 
MOOK,  DENNIS  ALAN,  NEWPORT  NEWS,  VIRGINIA 
MOOK  JOHN  FREDERICK,  SEWICKLEY,  PENNSYLVANIA 
MOOMAU,  ELAM  P.,  JR,  TOPEKA,  KANSAS 
MOON,  HAROLD  W,  LINCOLN,  NEBRASKA 
MOON,  RONALD  WILLIAM,  DES  MOINES,  IOWA 
MOON  WILLIAM  RICHARD,  JACKSON,  MISSISSIPPI 
MOONEY,  DANNY  MICHAEL,  GILLETTE,  HYOMING 
MOONEY  DEAN  LOWELL,  GOLDEN  VALLEY,  MINNESOTA 
GORDON  J,  MONTPELIER,  VERMONT 
JOHN  JOSEPH,  ATLANTIC  CITY,  NEW  JERSEY 
KEVIN  JOHN,  COLUMBIA,  SOUTH  CAROLINA 
RICHARD  CARL,  HARRISBURG,  PENNSYLVANIA 
WILLIAM  J.,  LONG  BEACH,  CALIFORNIA 
MOONIER,  THOMAS  P.,  CLAYTON,  MISSOURI 
MOONITZ,  DAVID  LEE,  CINCINNATI,  OHIO  mui„ 
MOORE,  AIDAN  JOSEPH,  CONCORD,  NEW  HAMPSHIRE 
ALAN  JEROME,  WILBER,  NEBRASKA 
ALFRED  R,  MIAMI,  FLORIDA 
ALVIN  E,  MEMPHIS,  TENNESSEE 

^Sin'j!UJR:V^Sh1nGtSS!SDISTRICT  OF  COLUMBIA 
BETTY  JOAN,  MEMPHIS,  TENNESSEE 
BOB  H.,  LITTLE  ROCK,  ARKANSAS 
BOBBY  EUGENE,  CHARLESTON,  WEST  VIRGINIA 
BRIAN  CARL,  SAN  BERNARDINO,  CALIFORNIA 
CEASER,  JR,  HOUSTON,  TEXAS 
,  CHARLES  D,  URBANA,  ILLINOIS 

MOORE,  DALE  WILLARD,  CLIO,  MICHIGAN 

MOORE,  DAVID  BURTON,  MARTIN,  TENNESSEE 

MOORE  DAVID  JAMES,  JANESVILLE,  WISCONSIN 

MOORE,  DAVID  P.,  PORT  ARTHUR,  TEXAS 

MOORE,  DAVID  PAUL,  HOOD  RIVER,  OREGON 


MOODY , 
MOODY , 
MOODY , 
MOODY , 
MOODY , 
MOODY, 
MOODY , 
MOODY , 
MOODY , 
MOODY , 


MOONEY, 
MOONEY, 
MOONEY, 
MOONEY, 
MOONEY, 


MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
MOORE, 
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MOORE,  DELMER  RAY  -  MORTON,  PAUL  M. 


DELMER  RAY,  OAK  HILL,  HEST  VIRGINIA 
EDHARD  FRANCIS,  SARATOGA  SPRINGS,  NEH  YORK 
EMMERSON  ADOLPHUS,  BRIDGETOWN,  BARBADOS 
FREDRICK  PAUL,  JOLIET,  ILLINOIS 
GARY  A.,  MADISON,  WISCONSIN 
GREGORY  NAPOLEON,  BELLHOOD,  ILLINOIS 
HAROLD  V.,  HAZEL  CREST,  ILLINOIS 
HERMAN  MILTON,  JR,  HONOLULU,  HAHAII 
JACKIE  R,  FRANKLIN,  TENNESSEE 
JAMES  B. ,  TOLEDO,  OHIO 
JAMES  DAVID,  CROSSVILLE,  TENNESSEE 
JAMES  HELLAMS,  LAURENS,  SOUTH  CAROLINA 
JAMES  P.,  JR.,  SAVANNA,  ILLINOIS 
JAMES  H.,  SAN  MARINO,  CALIFORNIA 
JAMIE,  BIRMINGHAM,  ALABAMA 
JERALD  DUANE,  RAPID  CITY,  SOUTH  DAKOTA 
JESS  E.,  REYNOLDSBURG,  OHIO 
JOHN  C,  SR,  STARKVILLE,  MISSISSIPPI 
JOHN  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHNNY  K.,  SAPULPA,  OKLAHOMA 
JOSEPH  ALDRIDGE,  NEWPORT  NEWS,  VIRGINIA 
JOSEPH  DALE,  WAUCHULA,  FLORIDA 
KENNETH  WAYNE,  HOLBROOK,  ARIZONA 
KENNETH  WAYNE,  GAINESVILLE,  FLORIDA 
M.  W.,  WOODSTOCK,  VERMONT 
MARK  ALLEN,  WASHINGTON,  GEORGIA 
MARK  WESLEY,  ABILENE,  TEXAS 
MARSHALL  C,  CHARLOTTE,  NORTH  CAROLINA 
MARVIN  NATHANIEL,  STANFORD,  CALIFORNIA 
MICHAEL  LINN,  BIRMINGHAM,  ALABAMA 
PATRICK  J.,  MONROEVILLE,  PENNSYLVANIA 
RALPH  KENNETH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  H.,  FARMINGTON,  CONNECTICUT 
RICHARD  L.,  ATHERTON,  CALIFORNIA 
ROB  E,  RAPID  CITY,  SOUTH  DAKOTA 
ROBERT  ADAM,  PERTH  AMBOY,  NEW  JERSEY 
ROBERT  ANTHONY,  YAPHANK,  NEH  YORK 
ROBERT  B,  ROGERSVILLE,  TENNESSEE 
ROBERT  EDWARD,  III,  ENGLEWOOD,  COLORADO 
ROBERT  S.,  COLUMBIA,  SOUTH  CAROLINA 
RONALD  GENE,  GOLDEN  POND,  KENTUCKY 
RONALD  LEE,  HUTCHINSON,  KANSAS 
SAMUEL  ESTER,  JR,  SAN  ANTONIO,  TEXAS 
STEPHAN  DAMIAN,  FRENCH  CAMP,  CALIFORNIA 
STEVEN  CRAIG,  NAPLES,  FLORIDA 
STEVEN  HARLEY,  ATHENS,  ALABAMA 
TERRENCE  L.,  EL  TORO,  CALIFORNIA 
TERRY  GILBERT,  HAMLET,  NORTH  CAROLINA 
THOMAS  HARTFORD,  MARTINEZ,  CALIFORNIA 
WALTER  J.,  JR.,  VIRGINIA  BEACH,  VIRGINIA 
WILLIAM  A,  HANOVER,  NEW  HAMPSHIRE 
WILLIAM  G,  WAUWATOSA,  WISCONSIN 
WILLIAM  PATRICK,  NEWPORT,  KENTUCKY 
,  WILLIAM  T,  AMERICUS,  GEORGIA 
MOOREHEAD,  GUSTAVE,  JR,  NEW  YORK,  NEW  YORK 
MOORHEAD,  MICHAEL  JOHN,  TACOMA,  WASHINGTON 
MOOSE,  CHARLES  ALEXANDER,  PORTLAND,  OREGON 
MOOTZ,  FRANK  JOHN,  NECEDAH,  WISCONSIN 
MORACZEWSKI,  MARK  STEVEN,  OMAHA,  NEBRASKA 
MORALES  ORTIZ,  JOSE  I,  SANTA  ISABEL,  PUERTO  RICO 
MORALES  ORTIZ,  JOSE  R,  SAN  JUAN,  PUERTO  RICO 
MORALES-ORTIZ,  WIGBERTO,  SAN  JUAN,  PUERTO  RICO 
MORALES,  ANGEL  JOSE,  CLEVELAND,  OHIO 
MORALES,  NICOMEDES,  SAN  JUAN,  PUERTO  RICO 
MORAN,  ALLAN  A.,  MINNEAPOLIS,  MINNESOTA 
ANICETO  RAUL,  SANTA  FE,  ARGENTINA 
FRANK  DARBY,  JR,  PIKESVILLE,  MARYLAND 
JOHN  EDWARD,  LOS  ANGELES,  CALIFORNIA 
JOHN  T,  LAS  VEGAS,  NEVADA 
KEITH  DANIEL,  HINESVILLE,  GEORGIA 
RANDALL  R,  MONTPELIER,  VERMONT 
,  ROBERT  JOHN,  WATERBURY,  CONNECTICUT 
MORAND,  GARY  ROGER,  FITCHBURG,  MASSACHUSETTS 
91  tt   MORDEAUX,  CORRY,  FORT  MEADE,  MARYLAND 
183   MOREAU,  DONALD  RAY,  BATON  ROUGE,  LOUISIANA 

MOREAU,  EDWIN  LOUIS,  WINSTON-SALEM,  NORTH  CAROLINA 
MOREAU,  ROBERT  RAYMOND,  EL  CAJON,  CALIFORNIA 
MOREE,  LLOYD  D,  JR,  NASHVILLE,  TENNESSEE 
MOREHEAD,  ORME  R.,  PHOENIX,  ARIZONA 
55  #  MOREHOUSE,  ELMER  W. ,  EXETER,  CALIFORNIA 
125   MOREHOUSE,  MICHAEL  RAYMOND,  BERLIN,  WISCONSIN 
70  tt   MOREL-TINEO,  RAFAEL,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 
102  tt   MORELAND,  DON  R.,  OCALA,  FLORIDA 
159   MORELAND,  MICHAEL  RICHARD,  TYNDALL  AFB,  FLORIDA 
173   MORELLO,  MICHAEL  ANGELO,  AUBURN,  CALIFORNIA 
192   MORENO  RODRIGUEZ,  CLEOTILDE,  BOGOTA,  COLOMBIA 
172   MORENO,  ALEXANDER  BRAVO,  GERING,  NEBRASKA 
143   MORENO,  GEORGE,  NEW  YORK,  NEW  YORK 
58   MORENO,  JOHN  R.,  MORGAN  HILL,  CALIFORNIA 
85  tt   MORETTI,  ANTHONY,  CRANSTON,  RHODE  ISLAND 

MOREY,  WILLIAM  RUSSELL,  KENNEWICK,  WASHINGTON 
MORFORD,  JOHN  GARRETT,  LAFAYETTE,  LOUISIANA 
MORFORD,  ROBERT  ALLEN,  OMAHA,  NEBRASKA 
MORGAN,  BILLY  EDWARD,  COEUR  D  ALENE,  IDAHO 
BILLY  R,  SELMA,  ALABAMA 
BYRON  PATRICK,  LAKE  CHARLES,  LOUISIANA 
CASPER  WILLIAM,  III,  BEDMINSTER,  NEW  JERSEY 
,  CHARLES  CURTIS,  EAST  PEORIA,  ILLINOIS 
MORGAN,  CHARLES  K,  ATLANTA,  GEORGIA 
MORGAN,  DAVID  D,  PORT  ORCHARD,  WASHINGTON 
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103 
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MORAN, 
MORAN, 
MORAN, 
MORAN, 
MORAN, 
MORAN, 
MORAN, 


130 
135 
127 
111 
170 
140 
126 
152 
108 


MORGAN, 
MORGAN, 
MORGAN, 
MORGAN, 


162    MORGAN,  DAVID  FRANKLIN,  HOUSTON,  TEXAS 
21  tt   MORGAN,  EARL  W.  ,  IRVINGTON,  NEH  JERSEY 
184   MORGAN,  FRANK  C,  YAPHANK,  NEW  YORK 
171    MORGAN,  GEORGE  BYRON,  II,  ELMWOOD  PARK,  NEW  JERSEY 

148  MORGAN,  GEORGE  OSCAR,  KEOKUK,  IOWA 

133  MORGAN,  JAMES,  JR,  TALLAHASSEE,  FLORIDA 
140   MORGAN,  JOHN  DALE,  JR,  GULF  BREEZE,  FLORIDA 

132  MORGAN,  JOHNNY  EVERETT,  CONWAY,  SOUTH  CAROLINA 
107  tt   MORGAN,  KENNETH  0,  JR,  HOMESTEAD,  FLORIDA 

194   MORGAN,  MARK  HOWARD,  MILLERSVILLE,  MARYLAND 
183   MORGAN,  MARK  PATRICK,  BROOKLINE,  MASSACHUSETTS 
103  #  MORGAN,  PAUL  J,  CINCINNATI,  OHIO 

149  MORGAN,  RAYMOND  PETER,  MEDINA,  NEW  YORK 

90  tt   MORGAN,  ROBERT  B.,  SANTA  MONICA,  CALIFORNIA 
176   MORGAN,  ROBERT  RAY,  CLOVIS,  NEH  MEXICO 
83  #  MORGAN,  ROY  M,  PORT  ANGELES,  WASHINGTON 

121  MORGAN,  TERRY  ELDON,  OVERLAND  PARK,  KANSAS 
92  tt   MORGAN,  THOMAS  A,  JR,  RICHFIELD,  MINNESOTA 

134  MORGAN,  TIMOTHY  EUGENE,  PICKENS,  SOUTH  CAROLINA 

122  MORGAN,  WILLIAM,  MOUNT  ARLINGTON,  NEW  JERSEY 
121  tt  MORGAN,  WILLIAM  THEODORE,  COLUMBIA,  MISSOURI 
134  tt   MORGANII,  CARMEL  JOSEPH,  NORFOLK,  VIRGINIA 

82  tt   MORGENTHALER,  EDWARD  A.,  CLAYTON,  MISSOURI 
187   MORIARTY,  JOHN  MICHAEL,  ARLINGTON,  TEXAS 

115  MORIARTY,  MATTHEW  E,  FORT  KNOX,  KENTUCKY 

140  tt   MORIN,  ALBERT  WALTER,  WEST  SPRINGFIELD,  MASSACHUSETTS 
151   MORINI,  EUGENIO,  MILAN,  ITALY 
29  tt   MORKEN,  ARTHUR  N.,  PORT  ORCHARD,  WASHINGTON 
127   MORLEY,  JOHN  WINFIELD,  CUMBERLAND,  MARYLAND 
191   MORLEY,  SUSAN,  NEW  YORK,  NEW  YORK 
153   MORMAN,  DONALD  JOSEPH,  MISSOULA,  MONTANA 

133  MORNING,  ANITA,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GERMANY 

1 16 
151 


MORRELL,  HARVEY  F.,  JR.,  HOWELL,  NEW  JERSEY 
MORRELL,  RICHARD  LEE,  GREENEVILLE,  TENNESSEE 
173  tt   MORRILL,  BILLY  CLINTON,  HOBBS,  NEH  MEXICO 
62  tt   MORRIS,  BERNARD  J.,  NEW  YORK,  NEW  YORK 

MORRIS,  BRUCE  ANTHONY,  PROSPECT  HEIGHTS,  ILLINOIS 
MORRIS,  BRYAN  HUNTER,  NEWARK,  NEW  JERSEY 
MORRIS,  CARLTON  HUGH,  MARIETTA,  GEORGIA 
MORRIS,  CHARLES  WILLIAM,  SHALIMAR,  FLORIDA 
MORRIS,  CLAIR  ALLEN,  ELKO,  NEVADA 
MORRIS,  DANIEL  LYNN,  KENAI ,  ALASKA 
MORRIS,  DONALD  L,  COLUMBUS,  NEBRASKA 
MORRIS,  EARL  RAYMOND,  SALT  LAKE  CITY,  UTAH 
MORRIS,  EDDIE  LEE,  DOUGLASVILLE,  GEORGIA 
MORRIS,  EVA  CAROL,  STATESBORO,  GEORGIA 
MORRIS,  GEORGE  MOORMAN,  JR,  APPOMATTOX,  VIRGINIA 
MORRIS,  JACK  F.,  TAMPA,  FLORIDA 
MORRIS,  JACK  HOMER,  SPOKANE,  WASHINGTON 
MORRIS,  JACOB  HAWKE,  GLOUCESTER,  VIRGINIA 
MORRIS,  JAMES  CALDWELL,  BAINBRIDGE,  GEORGIA 
MORRIS,  JOHN  EDWARD,  SUFFERN,  NEW  YORK 
MORRIS,  JOHN  K,  UPPER  DARBY,  PENNSYLVANIA 
MORRIS,  KENNETH  ALLEN,  QUANTICO,  VIRGINIA 
MORRIS,  MELVIN  ROY,  LIHUE,  KAUAI,  HAWAII 
MORRIS,  PHILLIP  WAYNE,  DAYTON,  OHIO 
MORRIS,  RAYMON  LEE,  LOS  ANGELES,  CALIFORNIA 
MORRIS,  RICHARD  DAVID  ALAN,  HARRISBURG,  PENNSYLVANIA 
MORRIS,  RICHARD  P.,  WOOD  RIVER,  ILLINOIS 
MORRIS,  RICHARD  T,  CLAYTON,  MISSOURI 
MORRIS,  ROBERT  KEITH,  KITTY  HAWK,  NORTH  CAROLINA 
MORRIS,  ROBERT  WILLIAM,  PHILADELPHIA,  PENNSYLVANIA 
MORRIS,  THOMAS  N,  DANVILLE,  VIRGINIA 
MORRIS,  VICTOR  B. ,  COLORADO  SPRINGS,  COLORADO 
MORRIS,  WESLEY  DUANE,  ORRVILLE,  OHIO 
MORRIS,  WILLIAM  EDWARD,  GRAND  PRAIRIE,  TEXAS 
MORRIS,  WILLIAM  H. ,  SPRINGFIELD,  ILLINOIS 
108  #  MORRIS,  WILLIAM  J,  COON  RAPIDS,  MINNESOTA 

MORRIS,  WILLIAM  JOSEPH,  CHARLOTTESVILLE,  VIRGINIA 
MORRISON,  CHARLES  QUAY,  FORT  LEAVENWORTH,  KANSAS 
MORRISON,  DONALD  G. ,  ELLENSBURG,  WASHINGTON 
MORRISON,  GREGORY  THOMAS,  VAIL,  COLORADO 
MORRISON,  JAMES  MARTIN,  HOBBS,  NEW  MEXICO 

JOHN  THOMAS,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
MICHAEL  P,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  JAMES,  CONCORD,  CALIFORNIA 
SHELTON  HILTON,  LAFAYETTE,  GEORGIA 
WILLIE  J,  MIAMI,  FLORIDA 
MORRISSETTE,  RANDOLPH  LEE,  HUDSON,  WISCONSIN 
88  tt   MORRISSEY,  EDWARD  F,  CLAYTON,  MISSOURI 
108  tt   MORRO,  FREDERICK  C,  HAMDEN,  CONNECTICUT 
MORRONE,  FREDERICK  M,  DAYTON,  OHIO 
MORROW,  ALAN  RAY,  GAINESVILLE,  FLORIDA 
MORROW,  JONATHAN  GEORGE,  SPARKS,  NEVADA 
MORROW,  TYRONE  RUSSELL,  FAIRFAX,  VIRGINIA 
tt   MORSE,  JACK  W,  CAMBRIDGE,  MASSACHUSETTS 
tt   MORSE,  JOHN  MEREDITH,  NORFOLK,  VIRGINIA 

MORSE,  ROBIN  ERIC,  LAURENS,  SOUTH  CAROLINA 
tt   MORSE,  WALTER  A.,  CONCORD,  NEW  HAMPSHIRE 
MORT,  WILLIAM  DALE,  JOLIET,  ILLINOIS 
MORTENSEN,  ROBERT  H. ,  TROY,  MICHIGAN 
MORTENSON,  STEVEN  JOHN,  LINO  LAKES,  MINNESOTA 
tt   MORTIMER,  WILLIAM  D,  PORTSMOUTH,  NEW  HAMPSHIRE 
10  tt   MORTLAND,  WILLIAM  J.,  JR.,  FRESNO,  CALIFORNIA 
176   MORTON,  ANTHONY  KEITH,  FOUNTAIN  INN,  SOUTH  CAROLINA 
MORTON,  CLYDE  DAVID,  YORK,  SOUTH  CAROLINA 
MORTON,  DANNY  LEE,  ONEONTA,  ALABAMA 
MORTON,  JAMES  A.,  SR,  PALM  BEACH,  FLORIDA 
MORTON,  LEROY  DELANO,  WINTER  PARK,  FLORIDA 
MORTON,  PAUL  M. ,  STOCKTON,  CALIFORNIA 
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96 

70 
168 
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193 

97 
194 

97 
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105  tt 
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MORTON,  RENNIE  MUIR  -  MURPHY,  CLARENCE  SIDNEY 
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138 
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99 
164 
141 
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53  * 
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180 
85 
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88  tt 
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78  tt 

183 
183 
29  tt 
184  tt 
137 
96 
160 
118  # 
176 
158 
171 
180 
159 
151 
120 
134 
170 
192 
167 
54  » 
182 
166 
187 
161 
120 
194 
128  * 
76  < 
192 
163 
75  / 
123 
138 
153 
74 
43  I 
89  i 
138 
150 
80 
163 
141 
165 
98 
189 
93 
103 
138 
142 
140 
95 
181 
104 
62 
49 
188 
93 
141 
137 
118 
51 
92 
188 
185 
192 
129 
32 
139 
195 
195 
152 
51 
110 
189 
94 
142 
122 
105 
179 


MOSER, 
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MOSES, 
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MOSES, 
MOSES, 
MOSHER, 


MOSKAU, 

MOSLEY, 

MOSLEY, 

MOSLEY, 

MOSLEY, 

MOSLEY, 

MOSLOW, 

MOSS, 

MOSS, 


MORTON,  RENNIE  MUIR,  PENRITH,  ENGLAND 
MORTON,  ROBERT  MARSHALL,  REDMOND,  HASHINGTON 
MORYKON,  HANDA  GAIL,  RICHMOND,  VIRGINIA 
MOSBACK,  RONALD  E.,  DEKALB,  ILLINOIS 
MOSBY,  TIMOTHY  JAMES,  KINGMAN,  ARIZONA 
MOSCA,  EDMUND  H. ,  OLD  SAYBROOK,  CONNECTICUT 
MOSCA,  MICHAEL  F,  MOUNT  VERNON,  NEH  YORK 
MOSELEY,  NORMAN  ARTHUR,  MAUMELLE,  ARKANSAS 
MOSELLE,  THOMAS  RALPH,  LOS  ANGELES,  CALIFORNIA 
MOSER,  A.  WAYNE,  COUNCIL  BLUFFS,  IOhA 

ALDINE  N.,  JR.,  HAGERSTOWN,  MARYLAND 
ROBERT  EUGENE,  GRANDVIEH,  MISSOURI 
ALEX.  A.,  JR.,  PITTSBURGH,  PENNSYLVANIA 
JERRY  R,  MEMPHIS,  TENNESSEE         „„111UDT. 
RODERIC  W.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ROSIE  MARIE,  MONTGOMERY,  ALABAMA 
TERRI  SUE,  WICHITA,  KANSAS 
.  BURNETT  RONALD,  OREM,  UTAH 
MOSHER,  RICHARD  WAYNE,  BENSENVILLE,  ILLINOIS 
MOSHER,  HALTER  C. ,  RICHMOND,  KENTUCKY 
MOSHER,  WILLIAM  V.,  SPRINGFIELD,  ILLINOIS 
MOSIC,  JAMES  RAYMOND,  WORTHINGTON,  OHIO 
HOSIER,  JUDITH  ANN,  DOUGLAS,  WYOMING 

MILTON,  BISMARCK,  NORTH  DAKOTA 
GEARY  WAYNE,  DOVER,  DELAWARE 
JIMMY  LEROY,  FORT  PIERCE,  FLORIDA 
LEONARD  G.,  BIGGS,  CALIFORNIA 
ROBERT  LEE,  FOUNTAIN  VALLEY,  CALIFORNIA 
ROY  EDWARD,  CANAL  FULTON,  OHIO 
JOHN  JOSEPH,  JR,  AMHERST,  NEW  YORK 
CHARLES  THOMAS,  FALLS  CHURCH,  VIRGINIA 
,  JOHN  EVEN,  JR,  LANDOVER,  MARYLAND 
MOSS,  LINDSEY  K,  JACKSON,  WYOMING     „A1TCADUTA 
MOSS   RUSSELL  0,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
MOSS,  THOMAS  MILTON,  KINSTON,  NORTH  CAROLINA 
MOSS,  TIM  MICHAEL,  MARION,  ILLINOIS 
MOSTAFA,  AHMED-NASHAT  MOHAMM,  CAIRO,  EGYPT 
MOTEN,  KENNETH  GENE,  MIDLAND,  TEXAS 
MOTES,  BRUCE  JAMES,  LITTLE  FALLS,  MINNESOTA 
MOTES,  JAMES  RANDALL,  BRADENTON,  FLORIDA 
MOTHERSHED,  LEE  B.,  JR.,  PINE  MOUNTAIN,  GEORGIA 
MOTLEY,  JOYCE  ANN,  DETROIT,  MICHIGAN 
MOTON,  WILLIAM  HENRY,  TOLEDO,  OHIO      ,„„T1U 
MOTSINGER,  TIMOTHY  JAMES,  INDIANAPOLIS,  INDIANA 
MOTT,  FRANCIS  BRADLEY,  EAST  HAMPTON,  NEW  YORK 
MOTT,  JOSEPH  PAUL,  NAPLES,  ITALY 
MOTT,  TULLIO,  ROME,  ITALY 
MOTTA,  RUSSELL  ANTHONY,  VAIL,  COLORADO 
MOTTISHAH,  BRIAN,  NEEDLES,  CALIFORNIA 
MOTY,  LEONARD  FRANCIS,  REDDING,  CALIFORNIA 
MOUAFFAK,  HATEM,  TUNIS,  TUNISIA    _,Ti 
MOUDAKAS,  T.  N.,  REDWOOD  CITY,  CALIFORNIA 
MOUGHABGHAB,  ELIAS  SEMAAN,  BEIRUT   LEBANON 
MOUGHTY,  KENNETH  JOHN,  GREENWICH,  CONNECTICUT 
MOULAS,  GUST  WILLIAM,  ELM  GROVE,  WISCONSIN 
MOULDS,  EARNEST  A.,  HATTIESBURG,  MISSISSIPPI 
MOULIN,  ELMER  F.,  JR.,  BUFFALO,  NEW  YORK 
MOULTON,  ALBERT  E.,  YORK,  MAINE 
MOULTON,  MARK  STEVEN,  HOUSTON,  TEXAS 
MOULTON,  ROBERT  ALAN,  SCARBOROUGH,  MAINE 
MOUNCY,  JAMES  E.,  TORONTO,  CANADA       1M1TeTAUA 
MOUNICOU,  RALPH  JOHN,  III,  NEW  ORLEANS,  LOUISIANA 
MOUNT,  LARRY  EDWIN,  BELLINGHAM,  WASHINGTON 
MOUNTS,  RAYMOND  WILLIAM,  ROSWELL,  NEH  MEXICO 
MOURAD,  TOUFIC  E.,  BEIRUT,  LEBANON 
MOURING,  MICHAEL  CLAYTON,  MIAMI,  FLORIDA 
MOUROUZIDES,  KYPROS  I,  NICOSIA,  CYPRUS 
!  MOUSER,  KENNETH,  WELLINGTON,  KANSAS  „A|TcnDUTt 
MOUSER   MELVIN  WAYNE,  GRASS  VALLEY,  CALIFORNIA 
MOW-ROBINSON,  CARLOS  ROGELIO,  BOGOTA,  COLOMBIA 
MOHELL,  RICHARD  ELLIOTT,  SPEARFISH,  SOUTH  DAKOTA 
I  MOHEN,  CLINTON  E,  HAGERSTOWN,  MARYLAND 

MOHEN,  MICHAEL  LEO,  DECATUR,  ILLINOIS 
t   MOWERS,  ROBERT  S,  HOLLYWOOD,  FLORIDA 
1   MOWERY,  FRANCIS  W. ,  SPRINGFIELD,  ILLINOIS 
MOXLEY,  DALE  P.,  LAS  VEGAS,  NEVADA 
MOXLEY,  DAVID  PATRICK,  TOWSON,  MARYLAND 
1   MOY,  JOHN  E,  NORTH  SCITUATE,  RHODE  ISLAND 
MOYD,  GEORGE  EDWARD,  FAYETTEVILLE,  NORTH  CAROLINA 
MOYER,  DALE  LEON,  ALEXANDRIA,  VIRGINIA 
»  MOYER,  FRASER  EUGENE,  SAN  DIEGO,  CALIFORNIA 
l  MOYER  GEORGE  HAUSMAN,  COLLEGEVILLE ,  PENNSYLVANIA 
MOYER,  JOSEPH  F.,  BETHLEHEM,  PENNSYLVANIA 
MOYER,  LEWIS  EDWARD,  SANDY,  UTAH 
MOYER,  ROBERT  B,  JR,  OIL  CITY,  PENNSYLVANIA 
MOYLAN,  WILLIAM  THOMAS,  ELIZABETH,  NEW  JERSEY 
MOYLE,  TERRY  LEE,  CEDAR  RAPIDS,  IOWA 
tt   MOYNIHAN,  LAHRENCE  J.,  SALEM,  MASSACHUSETTS 

*  MOZINGO,  LINDA  SUE,  MOBILE,  ALABAMA  „.„-_.„ 
MRAZIK,  MICHAEL  CHARLES,  NEW  MILFORD,  CONNECTICUT 
MROCZKOWSKI,  GERALD  LYNN,  LONDON,  OHIO 

MUCCI,  J  MICHAEL,  ELMIRA,  NEH  YORK 
tt   MUEHLEISEN,  GENE  S.,  SACRAMENTO,  CALIFORNIA 
MUEHLER,  HARLAN  C,  WAHPETON,  NORTH  DAKOTA 
MUEHLING,  CURTIS  CLAYTON,  SANDUSKY,  OHIO 

#  MUELLER,  DANIEL  W,  YAPHANK,  NEW  YORK  r„ur,.AU 
MUELLER  JAMES  FREDERICK,  HOUGHTON  LAKE,  MICHIGAN 
MUELLER,  LEONARD  ALLEN,  ARLINGTON,  VIRGINIA 

MUELLER,  MARK  A,  ATLANTA,  GEORGIA       .__,-,--  nc   r-co 

mueller!  reinhard,  duesseldorf,  federal  republic  of  ger 
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133 
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MULLEN, 


MULLER, 
MULLER, 
MULLER, 
MULLER, 


WEST  VIRGIN 


MUELLER,  RICHARD  K,  MINEOLA,  NEW  YORK 
MUELLER,  RONALD  CHARLES,  MINEOLA,  NEW  YORK 
MUELLER,  VERN  A.,  EAU  CLAIRE,  WISCONSIN 
MUELLER,  WILLIAM  C,  SAGINAW,  MICHIGAN 
MUGAVERO,  EDWARD,  DARIEN,  CONNECTICUT 
MUGNANI,  MICHAEL  GILBERT,  JANESVILLE,  WISCONSIN 
MUHLY,  ROBERT  PATRICK,  PHILADELPHIA,  PENNSYLVANIA 
MUIR,  ALBERT  WILLIAM,  JR,  IRVINE,  CALIFORNIA 
MUIR,  WILLIAM  A.,  SACRAMENTO,  CALIFORNIA 
MULADORE,  ROBERT  GENE,  EAST  LANSING,  MICHIGAN 
MULCAHY,  ROBERT  DESMOND,  CHICAGO,  ILLINOIS 
MULDERRIG,  TERENCE  MARK,  NEW  YORK,  NEW  YORK 
MULDERRIG,  WILLIAM  M. ,  SACRAMENTO,  CALIFORNIA 
MULDOON,  DOUGLAS  FRANCIS,  PALM  BAY,  FLORIDA 
MULDOON,  MICHAEL  TIMOTHY,  COCOA  BEACH,  FLORIDA 
MULHALL,  JAMES  FRANCIS,  SAN  LUIS  OBISPO,  CALIFORNIA 
MULHALL,  RICHARD  COLLINS,  BLOOMFIELD,  CONNECTICUT 
MULHALL,  SEAN  THOMAS,  CHARLOTTE,  NORTH  CAROLINA 
MULHALL,  WILLIAM  PATRICK,  LITTLE  NECK,  NEW  YORK 
MULHEARN,  ROBERT  EDWARD,  RAYTOWN,  MISSOURI 
MULHERN,  HUGH  EDWARD,  HAMDEN,  CONNECTICUT 
MULHERN,  JAMES,  BOSTON,  MASSACHUSETTS 
MULHOLLAND,  GARRICK  R,  CLINTON,  IOWA 
MULHOLLAND,  JAMES  JOSEPH,  WEST  TRENTON,  NEW  JERSEY 
MULKEY,  TERRY  LEE,  SR,  ATLANTA,  GEORGIA 
MULL,  WILLIAM  JACKSON,  PLAINVIEW,  TEXAS 
MULLAN,  BRIAN  JOHN,  HAMILTON,  CANADA 
MULLANEY,  JOHN  EDWARD,  PEPPER  PIKE,  OHIO 
MULLANY,  JAMES  E.,  JR,  GLEN  ELLYN,  ILLINOIS 
MULLEN,  ALLAN  CORNELIUS,  PHOENIX,  ARIZONA 
CARL,  HIGHLAND  HEIGHTS,  KENTUCKY 
EDWARD  J,  PERTH  AMBOY,  NEW  JERSEY 
ELIZABETH  JANE,  HUNTSVILLE,  TEXAS 
FRANCIS  E.,  QUINCY,  MASSACHUSETTS 
JAMES  PATRICK,  NORTH  SCITUATE,  RHODE  ISLAND 
RONALD  J,  BALTIMORE,  MARYLAND 
SCOTT  DAVID,  BATAVIA,  NEW  YORK 
TERRENCE  JOHN,  JACKSONVILLE,  FLORIDA 
TIMOTHY  STEVEN,  FREMONT,  NEBRASKA 
,  WILLIAM  PATRICK,  PITTSBURGH,  PENNSYLVANIA 
MULLENDORE,  DOUGLAS  WILLIAM,  HAGERSTOWN,  MARYLAND 
MULLENIX,  JACK  L,  OKLAHOMA  CITY,  OKLAHOMA 
MULLENS,  THOMAS  KYLE,  JR,  SOUTH  CHARLESTON, 
MULLER,  BASIL  ERNST,  ZURICH,  SWITZERLAND 
DAVID  J.,  SPEARFISH,  SOUTH  DAKOTA 
RAYMOND,  BLOOMINGDALE,  NEW  JERSEY 
ROMUALD,  LILLE,  FRANCE 
,  THOMAS  PAUL,  NEW  HAVEN,  CONNECTICUT 
MULLIGAN,  CHARLES  THOMAS,  JR,  KENTLAND,  INDIANA 
MULLIGAN  JAMES  EDWARD,  NASHUA,  NEW  HAMPSHIRE 
MULLIGAN  THOMAS  MICHAEL,  J,  K  I  SAWYER  AFB,  MICHIGAN 
MULLIN,  THOMAS  P.,  NEW  YORK,  NEW  YORK 
MULLINS,  CHESTER  L.,  BIRMINGHAM,  ALABAMA 

HARRY  JOHN,  ROSEBURG,  OREGON     

JOHN  SHERMAN,  JR,  COMMERCE  CITY,  COLORADO 
NOAH  W.,  FRANKFORT,  KENTUCKY 
,  RICHARD  LEW,  AKRON,  OHIO 
MULLIS,  ROBERT  ROGER,  CHARLOTTE,  NORTH  CAROLINA 
MULRAIN,  ANDREW  MICHAEL,  MINEOLA,  NEW  YORK 
MULRAIN,  ANDREW  W,  MINEOLA,  NEW  YORK 
MULREY,  BRIAN  D. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MULRY,  JOHN  JOSEPH,  JR,  LARGO,  FLORIDA 
MULVEY,  LAWRENCE  WILLIAM,  MINEOLA,  NEW  YORK 
MULVIHILL,  RICHARD  FRANCIS,  ABSECON,  NEW  JERSEY 
MUMFORD,  TIMOTHY  D,  SYRACUSE,  NEW  YORK 
MUMFORD,  WAYMON,  FLORENCE,  SOUTH  CAROLINA 
MUMMA,  JOHN  HARLAN,  MANNHEIM,  FEDERAL  REPUBLIC  OF  GERMA 

#  MUNCH,  HARRY  A.,  OAK  LAWN,  ILLINOIS 
tt   MUNCH,  PAUL  ALAN,  MAMARONECK,  NEW  YORK 

MUNCY,  JILL  SUSAN,  DALLAS,  TEXAS 

#  MUNDAY,  ERSKIN  LEWIS,  DALLAS  TEXAS 
MUNGAVIN,  FRANCIS  MICHAEL,  ROBINS  AFB,  TEXAS 
MUNGER,  DONALD  R,  CHICAGO,  ILLINOIS 
MUNGER  HENRY  ERNEST,  JONESTOWN,  PENNSYLVANIA 

tt   MUNGER,  SEWARD  K.,  CASTILE,  NEW  YORK 

MUNIZ,  ANDRES  OCTAVIO,  JR,  HARLINGEN,  TEXAS 

MUNN,  MELVIN  T.,  RALEIGH,  NORTH  CAROLINA 
tt   MUNN,  TED,  PASCAGOULA,  MISSISSIPPI 

MUNOZ,  BENJAMIN  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MUNOZ,  FELIX,  MODESTO,  CALIFORNIA 

MUNOZ,  JOSEPH  MANUEL,  OXNARD,  CALIFORNIA 

MUNOZ  PETER  CHRISTOPHER,  EAST  LANSING,  MICHIGAN 

MUNSEY,  RICHARD  WILLIAM,  BATH,  OHIO 

MUNSEY  RICHARD  WILLIAM,  PATERSON,  NEW  JERSEY 

MURAKI,  HIDEHIKO,  CHIYODA-KU,  JAPAN 

MURASHITA,  OSAMU,  TOKYO,  JAPAN 

Mimno   I ARRY  PAUL.  ALBANY,  CALIFORNIA 

MURDOCH  STEPHEN  RISTINE, 'REDONDO  BEACH  CALIFORNIA 

*  MURDOCH  VERNON  M. ,  JR.,  CORVALLIS,  OREGON 
tt   MURDOCK,  HUBERT  P,  OGDENSBURG,  NEW  YORK 

MURDOCK  JOHN  EUGENE,  WALNUT  CREEK,  CALIFORNIA 
MURDOCK,  NEWTON  H,  BRADENTON,  FLORIDA 

*  MURELLO  LAWRENCE  JAIME,  NEW  BERN,  NORTH  CAROLINA 
MURILLO-GELVEZ,  NORBERTO  A,  BOGOTA,  COLOMBIA 
MURKEN,  WALTER  PHILIP,  ESCALON,  CALIFORNIA 
MURPHEY,  JAMES  FLYNN,  TALLAHASSEE,  FLORIDA 
MURPHY,  ANTHONY,  NEW  BRUNSWICK  NEW  JERSEY 
MURPHY  ARTHUR  P.,  BROOKLINE,  MASSACHUSETTS 
MURPHY,  CHARLES  E. ,  RICHMOND,  VIRGINIA 
MURPHY,  CLARENCE  SIDNEY,  AUBURN,  ALABAMA 
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tt   MURPHY,  COLIN  PETER,  ALBION,  NEW  YORK 

tt   MURPHY,  DANIEL  A.,  BOSTON,  MASSACHUSETTS 

tt   MURPHY,  DANIEL  D,  FORT  MEADE,  MARYLAND 

tt   MURPHY,  DANIEL  P.,  BOSTON,  MASSACHUSETTS 

MURPHY,  DANIEL  THOMAS,  JR,  NEH  YORK,  NEH  YORK 

MURPHY,  DENNIS,  SALEM,  VIRGINIA 

MURPHY,  DENNIS  MICHAEL,  LA  MESA,  CALIFORNIA 

tt   MURPHY,  DONALD  M,  TOPEKA,  KANSAS 

*  MURPHY,  DONALD  MICHAEL,  AVON,  CONNECTICUT 
MURPHY,  EDHARD  FRANCIS,  TOMS  RIVER,  NEH  JERSEY 
MURPHY,  ERNEST  P,  KISSIMMEE,  FLORIDA 
MURPHY,  GEORGE  JOSEPH,  SCRANTON,  PENNSYLVANIA 

tt   MURPHY,  GERALD  J,  BRISTOL,  CONNECTICUT 

MURPHY,  HAROLD  FRANCIS,  CAMBRIDGE,  MASSACHUSETTS 
MURPHY,  HOHARD  HAYNE,  TUSCALOOSA,  ALABAMA 

tt   MURPHY,  J.  ALBERT,  SPRINGFIELD,  MASSACHUSETTS 
MURPHY,  JAMES  C,  RAYMOND,  NEH  HAMPSHIRE 
MURPHY,  JAMES  DENNIS,  PHILADELPHIA,  PENNSYLVANIA 

*  MURPHY,  JAMES  F.,  AUGUSTA,  MAINE 
MURPHY,  JOHN  MICHAEL,  BRUNSWICK,  MAINE 
MURPHY,  JOHN  ROBERT,  JUNEAU,  ALASKA 
MURPHY,  JOHN  W,  LANSDOWNE,  PENNSYLVANIA 

tt   MURPHY,  JOSEPH  G.  ,  JR.,  DALLAS,  TEXAS 
MURPHY,  JUSTIN  BARRY,  FAIRFAX,  VIRGINIA 
MURPHY,  KENNETH  A,  SEYMOUR,  INDIANA 

tt   MURPHY,  KENNETH  R.  ,  WOBURN,  MASSACHUSETTS 
MURPHY,  KEVIN  MATTHEW,  BOSTON,  MASSACHUSETTS 
MURPHY,  LAWRENCE  JOSEPH,  CAMBRIDGE,  MASSACHUSETTS 

tt   MURPHY,  LAWRENCE  W.  ,  EAST  LANSING,  MICHIGAN 
MURPHY,  LUIS  M.,  SAN  JUAN,  PUERTO  RICO 
MURPHY,  MICHAEL  DALE,  TOLEDO,  OHIO 
MURPHY,  MICHAEL  DAVID,  YREKA,  CALIFORNIA 
MURPHY,  MICHAEL  JOHN,  REVERE,  MASSACHUSETTS 
MURPHY,  MICHAEL  SCOTT,  BREWTON,  ALABAMA 
MURPHY,  PATRICK  MICHAEL,  MESQUITE,  NEVADA 

tt   MURPHY,  PATRICK  V.,  NEW  YORK,  NEW  YORK 

MURPHY,  PAUL  FRANCIS,  JR,  CONCORD,  NEW  HAMPSHIRE 

tt   MURPHY,  PAUL  R,  MEDFORD,  MASSACHUSETTS 
MURPHY,  PAUL  RICHARD,  SALEM,  MASSACHUSETTS 
MURPHY,  RICHARD  DENNIS,  FARMINGTON  HILLS,  MICHIGAN 
MURPHY,  RICHARD  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBI 
MURPHY,  RICKY  JOE,  BATON  ROUGE,  LOUISIANA 
MURPHY,  ROBERT  J,  MANAHAWKIN,  NEW  JERSEY 
MURPHY,  S  MICHAEL,  FORT  WASHINGTON,  PENNSYLVANIA 
MURPHY,  STEVEN  DANIEL,  HASTINGS,  NEBRASKA 

tt   MURPHY,  TERRENCE  WAYNE,  TACOMA,  WASHINGTON 
MURPHY,  THOMAS  C.  ,  JR.,  BROOKLYN,  OHIO 
MURPHY,  THOMAS  JOHN,  LAWRENCE,  MASSACHUSETTS 
MURPHY,  THOMAS  L,  HAUPPAUGE,  NEW  YORK 
MURPHY,  TIMOTHY  IGNATIUS,  NEW  YORK,  NEW  YORK 
MURPHY,  WAYNE  A.,  SPRINGFIELD,  MISSOURI 

tt   MURPHY,  WILLIAM  F.,  QUINCY,  MASSACHUSETTS 
MURRAY,  BERLE  GORDON,  UKIAH,  CALIFORNIA 
MURRAY,  CHARLES  EDWARD,  CINCINNATI,  OHIO 
MURRAY,  CHARLES  WAYNE,  NOBLESVILLE,  INDIANA 

tt   MURRAY,  CLIFFORD  G.  ,  SAN  CLEMENTE,  CALIFORNIA 
MURRAY,  DANIEL  J,  ARLINGTON,  VIRGINIA 
MURRAY,  DANIEL  JOHN,  POMPANO  BEACH,  FLORIDA 
MURRAY,  GAROLD  LEE,  LODI ,  CALIFORNIA 

tt   MURRAY,  HUBERT  W.,  OAKLAND,  CALIFORNIA 

MURRAY,  JAMES  VINCENT,  PEACHTREE  CITY,  GEORGIA 
MURRAY,  JOHN  HUGH,  SAVANNAH,  GEORGIA 
MURRAY,  JOHN  MICHAEL,  WHITE  PLAINS,  NEW  YORK 
MURRAY,  JOHN  S,  III,  WEST  POINT,  PENNSYLVANIA 
MURRAY,  MICHAEL  DAVID,  GREECE,  NEW  YORK 
MURRAY,  RICHARD  CHARLES,  WENATCHEE,  WASHINGTON 

tt   MURRAY,  ROBERT  E.,  EAST  LANSING,  MICHIGAN 
MURRAY,  ROBERT  THOMAS,  FALLS  CHURCH,  VIRGINIA 

tt   MURRAY,  RONALD  LEE,  FREMONT,  CALIFORNIA 
MURRAY,  THOMAS  JOSEPH,  NEW  YORK,  NEW  YORK 
MURTAUGH,  DAVID  REID,  LAFAYETTE,  INDIANA 
MUSCARNERA,  VINCENT  JOSEPH,  MINEOLA,  NEW  YORK 
MUSCAT,  PATRICK  HENRY,  DETROIT,  MICHIGAN 

tt   MUSCHONG,  CARL  JAMES,  WARREN,  MICHIGAN 

*  MUSGRAVE,  CHARLES  E.,  PRINCETON,  WEST  VIRGINIA 
MUSIAL,  EDWARD  STANLEY,  DARIEN,  ILLINOIS 
MUSIAL,  VINCENT  EUGENE,  JR,  WESTMONT,  ILLINOIS 
MUSIC,  JIMMY  DONALD,  MEMPHIS,  TENNESSEE 
MUSICK,  PAUL  FRANK,  III,  PERRY,  GEORGIA 

tt   MUSSELWHITE,  ROSCOE  E.,  ROANOKE,  VIRGINIA 

MUSSER,  THOMAS  MERLE,  HILLSBOROUGH,  CALIFORNIA 
MUSSER,  WILLIAM  EDWARD,  MERIDIAN,  IDAHO 

*  MUSSO,  BENNY  F.,  THIBODAUX,  LOUISIANA 
MUSTAKIM,  MUZLI  BINTI,  KUALA  LUMPUR,  MALAYSIA 
MUTERT,  WALTER  H. ,  BRIDGETON,  MISSOURI 

*  MUTISPAUGH,  JAMES  HYATT,  CHESTERFIELD,  VIRGINIA 
tt   MUTTERS,  LEWIS  E.,  ASHLAND,  KENTUCKY 
tt   MUTTIAH,  PERCY  N.,  KUALA  LUMPUR,  MALAYSIA 

MUZERALL,  FRANCIS  ROBERT,  JR,  NORTH  SCITUATE,  RHODE  ISL 
MUZQUIZ,  RAYMOND,  SAN  ANTONIO,  TEXAS 

*  MYATT,  M.  W.,  OKLAHOMA  CITY,  OKLAHOMA 
MYER,  PHILIP  GORDON,  LA  GRANDE,  OREGON 

tt   MYERS,  BILL  R,  BIRMINGHAM,  ALABAMA 

MYERS,  DALE  E.,  SPRING  GROVE,  PENNSYLVANIA 
MYERS,  DON  ROBIN,  SEVIERVILLE,  TENNESSEE 

tt   MYERS,  EMIL  C,  PIKESVILLE,  MARYLAND 
MYERS,  LARRY  HUGH,  SALINAS,  CALIFORNIA 
MYERS,  MAC  KINNON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MYERS,  MARY  ELIZABETH  ANNE,  AKRON,  OHIO 


MYERS,  MATTHEW  JAMES,  MASON,  MICHIGAN 


95  tt   MYERS,  RICHARD  D,  SPOKANE,  WASHINGTON 

194  MYERS,  RICHARD  GLENN,  STOW,  OHIO 

156  MYERS,  RICHARD  WEST,  LISLE,  ILLINOIS 

177   MYERS,  SCOTT  MARSHALL,  ST.  CHARLES,  MISSOURI 

176  MYERS,  STANTON  LESTER,  JR,  OXNARD,  CALIFORNIA 
106  tt   MYERS,  STEELE  T,  HIGH  POINT,  NORTH  CAROLINA 
148   MYERS,  WALTER  EUGENE,  LAS  VEGAS,  NEVADA 

119  MYERS,  WILLIAM  THOMAS,  MINEOLA,  NEW  YORK 
169   MYHRE,  GARY  ALAN,  ABERDEEN,  SOUTH  DAKOTA 

177  MYHRE,  MICHAEL  D,  SPOKANE,  WASHINGTON 

148   MYLANDER,  THOMAS  AUGUST,  BROOKSVILLE,  FLORIDA 

117   MYNCZYWOR,  THOMAS  J,  ALTON,  NEW  HAMPSHIRE 

188   MYNSBERGE,  JAMES  HAROLD,  AUBURN  HILLS,  MICHIGAN 

80  tt   MYONG,  CHUNG-SOK,  SEOUL,  KOREA 
111   MYRIND,  ASBJORN  F.,  OSLO,  NORWAY 

74   NABIPOOR,  REZA,  TEHRAN,  IRAN 

53  tt   NADEAU,  CLARENCE  L.,  NORTH  SCITUATE,  RHODE  ISLAND 
171   NADEAU,  JAMES  FRANCIS,  RENO,  NEVADA 
141   NADEAU,  LEO,  ESSEX,  VERMONT 

92  tt   NADER,  CHARLES  M,  SANTA  ROSA,  CALIFORNIA 

157  NADRICZNY,  EDWARD  JOSEPH,  NEW  CANAAN,  CONNECTICUT 
167   NAGAHAMA,  HIROSHI,  TOKYO,  JAPAN 

124  tt   NAGEL,  HAROLD  DANE,  LARAMIE,  WYOMING 
99  *  NAGEL,  JOHN  E.,  SALT  LAKE  CITY,  UTAH 
132   NAGOSKY,  RICHARD  EDMUND,  ERIE,  PENNSYLVANIA 

195  NAGURNY,  MICHAEL  RONALD,  HARRISBURG,  PENNSYLVANIA 
187   NAGY,  STEPHEN  THOMAS,  PLANO,  TEXAS 

90  tt   NAIL,  WILLIAM  M.,  JR.,  ASHEVILLE,  NORTH  CAROLINA 

120  NAINAPPAN,  S/0  SUPPIAH,  KUALA  LUMPUR,  MALAYSIA 
193   NAIR,  P  MADHUSOODANAN,  NEW  DELHI,  INDIA 

161  NAIR,  SUKUMARAN,  SINGAPORE,  SINGAPORE 

162  NAJERA,  ALBERT,  SACRAMENTO,  CALIFORNIA 

182  NAJOLIA,  KERRY  JOSEPH,  METAIRIE,  LOUISIANA 

181  NAKAO,  TERUO,  SAGA,  JAPAN 

122   NAKASHIMA,  GLEN  MIKIO,  WAILUKU,  MAUI,  HAWAII 

173  NAKASHIMA,  RICHIE  MITSUGI ,  WAILUKU,  HAWAII 

176  NALANGAN,  ALFONSO  GARCIA,  QUEZON  CITY,  PHILIPPINES 

177  NALBACH,  PETER  PAUL,  JERSEY  CITY,  NEW  JERSEY 

131  tt   NALEPA,  ALLAN  ARTHUR,  STERLING  HEIGHTS,  MICHIGAN 
134   NALL,  MARK  ARNOLD,  LACKLAND  AFB,  TEXAS 

183  NALL,  PHILIP  MABRY,  OAK  RIDGE,  TENNESSEE 
157   NALL,  ROBERT  EUGENE,  QUINCY,  ILLINOIS 

187   NALLEY,  JEFFRY  GLENN,  DOUGLASVILLE,  GEORGIA 

116  tt   NALLEY,  LAMAR  0.,  NORTON  SHORES,  MICHIGAN 

161   NALLS,  JAMES  MADISON,  JR,  SANTA  BARBARA,  CALIFORNIA 
85  tt   NANCE,  THOMAS  W,  GREENVILLE,  MISSISSIPPI 

117  tt   NANNENGA,  IVAN  S,  MESA,  ARIZONA 

94   NANNEY,  WEBER  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

152  NAPOLEON,  BENNY  NELSON,  DETROIT,  MICHIGAN 

153  NAPOLEONE,  GERALD  JOSEPH,  S,  BUTLER,  NEW  JERSEY 

157  tt   NAPOLITANO,  JOSEPH  THOMAS,  YAPHANK,  NEW  YORK 
45   NAPPLE,  LEONARD  L.,  FAIRMONT,  WEST  VIRGINIA 

145   NARAMORE,  ROBERT  ALLEN,  BELTON,  TEXAS 

156   NARDINI,  ALLAN  NAZARENO,  FRAMINGHAM,  MASSACHUSETTS 

190   NARDINI,  MICHAEL  LOUIS,  GARY,  INDIANA 

140  NARDOLILLO,  WAYNE  THEODORE,  FALLS  CHURCH,  VIRGINIA 
100   NARLOW,  KENNETH  A.,  NAPA,  CALIFORNIA 

141  NARRAMORE,  RANDY  EARL,  EL  CAJON,  CALIFORNIA 

190  NASCI,  DENNIS  LEE,  ALBUQUERQUE,  NEW  MEXICO 

174  NASH,  ALLEN  F,  PLANTATION,  FLORIDA 

158  NASH,  HENRY  BRUCE,  TALLAHASSEE,  FLORIDA 

187  NASH,  MICHAEL  EDWARD,  AURORA,  COLORADO 
128   NASH,  ROGER  LEE,  CHANDLER,  ARIZONA 

188  NASIF,  RICHARD  LORING,  EL  CAJON,  CALIFORNIA 
76  tt   NASIR  BIN  MOHAMED,,  KUALA  LUMPUR,  MALAYSIA 

170  NASPRETTO,  ERNEST  JAMES,  NEW  YORK,  NEW  YORK 
188   NASSER,  HESHAM  YEIHA,  CAIRO,  EGYPT 

102  *  NASSEREDINE,  ISSAM  MOHAMED,  BEIRUT,  LEBANON 

182  NASTA,  JOHN  PAUL,  PEMBROKE  PINES,  FLORIDA 
100  tt   NASTROM,  JOHN  D,  HOQUIAM,  WASHINGTON 

102  *  NASUTION,  IWA  Y.,  JAKARTA,  INDONESIA 

143   NATALE,  PASQUALE  RALPH,  HAMDEN,  CONNECTICUT 
121   NAUBERT,  THOMAS  HAROLD,  EL  PASO.  TEXAS 

103  tt   NAUCKE,  THEODORE  F.,  SAN  JOSE,  CALIFORNIA 
165   NAUERT,  GERALD  ANTHONY,  FRANKFORT,  KENTUCKY 

1  tt   NAUGHT,  MORGAN  J.,  ELIZABETH,  NEW  JERSEY 
92  tt   NAULT,  JOHN  T,  SR,  WHITE  PLAINS,  NEW  YORK 
148   NAVA,  ARMANDO,  JR,  EL  PASO,  TEXAS 
105   NAVARRE,  ANTHONY  G,  BATON  ROUGE,  LOUISIANA 
169   NAVARRE,  DENNIS  EARL,  NOTRE  DAME,  INDIANA 
163   NAVARRE,  MICHAEL  JAMES,  TOLEDO,  OHIO 

191  NAVARRETE  PANIAGUA,  MANUEL,  MADRID,  SPAIN 

192  NAVARRO,  GILBERTO  LUIS,  LAREDO,  TEXAS 
105  tt   NAVE,  CLYDE  W.  ,  DENISON,  TEXAS 

190   NAYLOR,  JEAN  FRANCES,  TRENTON,  NEW  JERSEY 
33  tt   NAYLOR,  WALTER  E.,  AUSTIN,  TEXAS 
43  tt   NAZARIO,  JOSE  A.,  SAN  JUAN,  PUERTO  RICO 

172   NAZER,  DAVID  JAMES,  ITHACA,  NEW  YORK 

139   NEACE,  RAYMOND  LEROY,  CHESTERFIELD,  VIRGINIA 

165   NEAGLE,  BRIAN  A,  AUBURN,  NEW  YORK 

115  *  NEAGLE,  JAMES  R,  CEDAR  RAPIDS,  IOWA 

111   NEAL,  JERRY  H,  AMARILLO,  TEXAS 

171  NEAL,  MICHAEL  EDWARD,  DOVER,  DELAWARE 
103   NEAL,  RAE  D,  NEWCASTLE,  OKLAHOMA 

154   NEAL,  TERRY  JOHNNIE,  DALTON,  GEORGIA 
118   NEAL,  THOMAS  LEE,  ALTAVISTA,  VIRGINIA 

75  tt   NEAL,  WILLIAM  J,  DEERFIELD  BEACH,  FLORIDA 

80  tt  NEALIS,  SEYMOUR  S.,  GOODYEAR,  ARIZONA 
102  tt  NEALL,  JAMES  W.  ,  WARREN,  PENNSYLVANIA 
187   NEALON,  PATRICK  JOSEPH,  FAIRVIEW  PARK,  OHIO 
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OKLAHOMA 
MICHIGAN 


NEFF, 
NEFF, 
NEFF, 
NEFF, 


NEALY,  EDDIE  J.,  ODESSA,  TEXAS 

NEAPOLITAN,  MARK  MICHAEL,  HEATHERLY,  PENNSYLVANIA 
NEARPASS,  CHARLES  BRUCE,  RENO,  NEVADA 
NEARY,  JOHN  M. ,  ROCHESTER,  NEH  YORK 
NEARY,  HILLIAM  E,  GREECE,  NEH  YORK 
NEAVES,  JOE,  JR.,  SAN  ANTONIO,  TEXAS 
NEAVES,  RICHARD  ENGLAND,  OKLAHOMA  CITY, 
NEBLETT,  PAUL  E,  CLARKSVILLE,  TENNESSEE 
NEBUS,  CHARLES  ALLEN,  FARMINGTON  HILLS, 
NECESSARY,  JACKIE  LEE,  BRISTOL,  TENNESSEE 
NEEB  GEORGE  F.,  JR.,  TOHSON,  MARYLAND 
NEEDELS,  DON  MICHAEL,  FALLS  CHURCH,  VIRGINIA 
NEEDHAM   REGINALD  HILLIAM,  HORCESTER,  MASSACHUSETTS 
NEEDLE,  ALAN  JOHN,  NORTH  MIAMI  BEACH,  FLORIDA 
NEEL,  CHARLES  A.,  LUFKIN,  TEXAS 
NEELY,  DOUGLAS  A,  ROANOKE,  VIRGINIA 
NEELY,  FRANKLIN  D,  JACKSONVILLE,  ARKANSAS 
NEELY,  LUCIAN  BUFFINGTON,  STOCKTON,  CALIFORNIA 
NEELY,  TERRENCE  DOUGLAS,  LONDON,  OHIO 
NEER,  PEGGY  INEZ,  ST.  CHARLES,  MISSOURI 
NEER,  THOMAS  HADE,  ST.  CHARLES,  MISSOURI 
NEES,  HAROL  HUGH,  DURANGO,  COLORADO 
NEFF,  BENJAMIN  L,  III,  KETCHIKAN,  ALASKA 
BRIAN  DANA,  CAMBRIDGE,  OHIO 
HARRY  HELDIN,  JR,  FINDLAY,  OHIO 
J  FRANKLIN,  HANNIBAL,  MISSOURI 
,  HARREN  R.,  HOPKINS,  MINNESOTA 
NEFOSKY,  HILLIAM  FRANCIS,  NEHARK,  DELAHARE 
NEGM-ELDIN,  HAZEM  ABD-EL,  CAIRO,  EGYPT 
NEGRON,  ANGEL  J,  SAN  JUAN,  PUERTO  RICO 
NEGRON,  PEDRO,  PONCE,  PUERTO  RICO 
NEIDNER,  ROBERT  HERMAN,  IDAHO  FALLS,  IDAHO 
NEIGEL,  LAWRENCE  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 
NEILL,  WILLIAM  RHOADS ,  BEAUFORT,  SOUTH  CAROLINA 
NEILLANDS,  PETER  T.,  HACKENSACK,  NEH  JERSEY 
NEIMEYER,  RONALD  L,  ALLENTOHN,  PENNSYLVANIA 
NELLIGAN,  JIMMIE  LEE,  EVANSVILLE,  INDIANA 
NELLIS,  FRANCIS  GERALD,  MANITOHOC,  WISCONSIN 
NELMS,  ROBERT  HUNTER,  JR,  SALISBURY,  MARYLAND 
NELSEN,  HALTER  STEVEN,  QUINCY,  CALIFORNIA 
ALAN  LOHRY,  LOGAN,  UTAH 
BILLIE  JOE,  ARNOLD,  MISSOURI 
BILLY  H,  MEMPHIS,  TENNESSEE 
BRUCE  HENRY,  EL  CERRITO,  CALIFORNIA 
C.  H.,  WHITE  PLAINS,  NEW  YORK 
,,  DALE  E.,  BEAVER,  UTAH 
NELSON  DALE  EDWARD,  FORT  LAUDERDALE,  FLORIDA 
NELSON,  DAVID  JAMES,  CLATSKANIE,  OREGON 
NELSON,  DERRICK,  CHICAGO,  ILLINOIS  „,„„„„, 
NELSON,  DONALD  ARTHUR,  MINNEAPOLIS,  MINNESOTA 
NELSON,  DUDLEY  HENDELL,  PORTLAND,  OREGON 
EDWARD  C,  FARGO,  NORTH  DAKOTA 
ELMER  SOREN,  KANKAKEE,  ILLINOIS 
,  FRANCIS  AUGUSTUS,  CASTRIES,  ST. 
NELSON,  GARY  A,  FERGUS  FALLS,  MINNESOTA 
NELSON,  GEORGE  D.  ,  MONROVIA,  LIBERIA 
NELSON,  GERALD,  NEH  YORK,  NEW  YORK 
NELSON,  GERALD  LYNN,  LOGAN,  UTAH 
NELSON,  HARRY  B.,  ALBANY,  NEW  YORK 
NELSON,  HARRY  K.,  RICHMOND,  VIRGINIA 
NELSON,  HENRY  D.,  JACKSONVILLE,  FLORIDA 
NELSON,  JAMES  LARRY,  PETERSBURG,  INDIANA 
JERRY  L,  BERKELEY,  MISSOURI 
JOHN  JOSEPH,  ABBOTSFORD,  HISCONSIN 
,  JOHN  TERRANCE,  TRENTON,  NEH  JERSEY 
NELSON,  JOSEPH  R.,  EAST  LANSING,  MICHIGAN 
NELSON,  JULIE  DIANE,  LOS  ANGELES,  CALIFORNIA 
NELSON,  KENNETH  HARVEY,  MIAMI,  FLORIDA 
KIRK  DEE,  POCATELLO,  IDAHO 
LARRY  C,  FRESNO,  CALIFORNIA 
LEROY  R.,  IDAHO  FALLS,  IDAHO 
NELSON  LEHIS  WALTER,  JR,  REDLANDS,  CALIFORNIA 
NELSON  PATRICK  E,  FORD  CITY,  PENNSYLVANIA 
NELSON,  PATRICK  HENRY,  PORTLAND,  OREGON 
NELSON,  RANDY  LEE,  THORNTON,  COLORADO 
NELSON,  RAY  DALE,  TULSA,  OKLAHOMA 
NELSON,  RICHARD  H. ,  AUSTIN,  TEXAS 
NELSON,  RICHARD  LEROY,  AUBURN,  CALIFORNIA 
NELSON,  ROBERT  L,  AUSTIN,  MINNESOTA 
NELSON,  ROBERT  L,  OKEMOS,  MICHIGAN 

STEPHEN  FRANKLIN,  BELTON,  TEXAS 
THOMAS  ADAM,  INVER  GROVE  HEIGHTS, 
HALTER  G.,  DENVER,  COLORADO 
WAYNE  ARTHUR,  DAVENPORT,  IOWA 
,  WILLIAM  KEITH,  JR,  FORT  WAYNE,  INDIANA 
NEMEC,  FRANK  III,  WALLA  WALLA,  WASHINGTON 
NEMECEK,  DARRELL  EUGENE,  ADA,  OKLAHOMA 
NEPOMUCENO.  ENRICO  S.,  MANILA,  PHILIPPINES 
NERI   JOSEPH  MICHAEL,  NORTH  TONAHANDA,  NEW  YORK 
NERO,  JOSEPH  A.,  LANSDOWNE,  PENNSYLVANIA 
NESLER,  JAMES  STEPHEN,  MURPHYSBORO,  ILLINOIS 
NESMITH,  JOHNNY  BENSON,  CULLMAN,  ALABAMA 
NESS,  DEBORAH  KATHRYN,  BISMARCK,  NORTH  DAKOTA 
NESS,  ROBERT  H. ,  HARTFORD,  CONNECTICUT 
NESTEL.  THOMAS  J,  PHILADELPHIA,  PENNSYLVANIA 
NESTER,  DAVID  GERARD,  BELLEVILLE,  ILLINOIS 
NESTER  KIMMY  GARLAND,  MARTINSVILLE,  VIRGINIA 
NESTOR  JAMES  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PAUL  P.,  QUINCY,  MASSACHUSETTS 
STEPHEN  T.,  JERSEY  CITY,  NEW  JERSEY 
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NETKO,  TOBY  R,  WEST  BEND,  WISCONSIN 
NETTESTAD,  CHARLES  RICHARD,  ALEXANDRIA,  MINNESOTA 
NETTIE,  RONALD  GEORGE,  LOS  ANGELES  AFB,  CALIFORNIA 
NEUBAUER,  RONALD  S,  ST.  PETERS,  MISSOURI 
NEUBERT,  ROBERT  WILLIAM,  ALEXANDRIA,  VIRGINIA 
NEUENS,  MICHAEL  L,  NEW  BERLIN,  HISCONSIN 
NEUHAUS,  KENNETH  R,  EAST  HAMPTON,  NEW  YORK 
NEUHAUSER,  RAYMOND  EMIL,  WOOSTER,  OHIO 
NEULEN,  BARRY  CAMERON,  KANEOHE  BAY,  HAWAII 
NEUMAN,  ROGER  L.,  SAN  LUIS  OBISPO,  CALIFORNIA 
NEVELLE,  GLENN  JAMES,  KALAMAZOO,  MICHIGAN 
NEVELOH,  ERIC,  GALVESTON,  TEXAS 
NEVES,  JEFFREY  ALAN,  PLACERVILLE,  CALIFORNIA 
NEVES,  JOEL  ANDREH,  ROSEVILLE,  CALIFORNIA 
NEVILLE,  GERARD  PATRICK,  NEW  YORK,  NEW  YORK 
NEVILLeI  JAMES  RICHARD,  CARNEGIE,  PENNSYLVANIA 
NEVIN,  CHARLES  WILLIAM,  AUBURN,  ALABAMA 
NEVIN,  STEPHEN  D,  ELKO,  NEVADA 
NEVINS,  ROBERT  A,  WINDSOR,  CONNECTICUT 
NEVINS,  THOMAS  P,  SR,  HIALEAH,  FLORIDA 
NEW.  LEE  F,  ATLANTA,  GEORGIA 

NEW  WILLIAM  F,  JR,  CHARLESTON,  SOUTH  CAROLINA 
NEHBANKS,  REX  ANTHONY,  CAMBRIDGE,  OHIO 
NEWBERGER,  DONALD  W,  TAMPA,  FLORIDA 
NEWBERT,  ROBERT  MICHAEL,  MINEOLA,  NEW  YORK 
NEWBY,  JAMES  EDWIN,  DAYTON,  OHIO 
NEWCOMB,  KEEN  COLLINGS,  TAMPA,  FLORIDA 
NEWCOMB,  MARK  DANIEL,  WHITEHALL,  OHIO 
NEHELL,  CHARLES  H,  RIDGELAND,  MISSISSIPPI 
NEWELL,  MICHAEL,  BRISTOW,  OKLAHOMA 
NEHELL,  RICHARD  S,  LOS  ANGELES,  CALIFORNIA 
NEHELL,  ROBERT  E,  SPRINGFIELD,  OHIO 
NEWGENT,  THOMAS  GEORGE,  INDIANAPOLIS,  INDIANA 
JOHN  G,  ROCHESTER,  NEW  HAMPSHIRE 
JOHN  R.,  CHESAPEAKE,  VIRGINIA 
,  CARL  T,  JR,  TITUSVILLE,  FLORIDA 
NEHLAND,  STANLEY  KEITH,  NEWBERG,  OREGON 
NEWMAN,  EDWARD  ANTHONY,  PLACERVILLE,  CALIFORNIA 
HENRY  B,  III,  LOCKPORT,  NEW  YORK 
JAMES  R.,  KANSAS  CITY,  MISSOURI 
JOSEPH  PATRICK,  BALTIMORE,  MARYLAND 
JULE  DEMPSEY,  JR,  MCCOMB,  MISSISSIPPI 
KEVIN  LAMAR,  NEW  ORLEANS,  LOUISIANA 
LANCE  HOWARD,  ORLANDO,  FLORIDA 
LOIS  H,  MINEOLA,  NEW  YORK 
MARSHALL  RICHARD,  HOBBS,  NEH  MEXICO 
MICHAEL  CLIFTON,  PARKER,  ARIZONA 
n1hm£n',  MONTE  J.,  PALOS  VERDES  ESTATES,  CALIFORNIA 
NEWMAN,  NATHANIEL,  SAN  JOSE,  CALIFORNIA 

SIDNEY  COREY,  BATON  ROUGE,  LOUISIANA 
THOMAS  M.,  MAYWOOD,  ILLINOIS 
WALTER  EARL,  NORTH  AUGUSTA,  SOUTH  CAROLINA 
WESLEY  E,  HATERBURY,  VERMONT 
.  WILLIAM  0,  FRANKFORT,  KENTUCKY 
NEWMEYER,  JAMES  E   EAST  BRUNSWICK,  NEW  JERSEY 
NEhSuIST,  ROGER  BYFORD,  SACRAMENTO,  CALIFORNIA 
NEWSHAM,  KENNETH  J,  K  I  SAWYER  AFB,  MICHIGAN 
NEHSOM,  JAMES  R.,  PORT  ARTHUR,  TEXAS 
NEWSOME  WILLIAM  JOHN,  WEST  TRENTON,  NEW  JERSEY 
NEWTON, 'DAVID  ARTHUR, ' NORTH  SCITUATE,  RHODE  ISLANO 
NEWTON   FREDERICK  W,  JR,  NEWPORT,  RHODE  ISLAND 
NEWTON,  JAMES  C,  MIDLAND,  MICHIGAN 
NEHTON  JIM  MURRY,  PORT  TOWNSEND,  WASHINGTON 
NEWTON  PERRY  EDISON,  SR,  NASSAU,  N.P, 

SAMUEL  EARL,  CHARLOTTESVILLE,  VIRGINIA 
THOMAS  M.,  GREENWICH,  CONNECTICUT 
,  THOMAS  STEWART,  NEWPORT  NEWS,  VIRGINIA 
SeWVINE,  JAMES  FRANKLIN,  SAGINAW,  MICHIGAN 
NEY.  JIM  CHARLES,  WOODLAND,  CALIFORNIA 
NG,  KAM-WING,  HONG  KONG,  HONG  KONG 
NG  KEE  HOE,  SINGAPORE,  SINGAPORE 
NG  SENG-LIANG,  SINGAPORE,  SINGAPORE 
NIBLER   FRANK  X,  DELAND,  FLORIDA 
NICAS?RO  STEPHEN  JAMES \    NEW  YORK  NEW  YORK 
NICHALSON  TERRY  LEE,  FRANKLIN,  INDIANA 
NICHOLAS   RONALD  LAWRENCE,  BLAINE  MINNESOTA 
NICHOLAS  STEVEN  BERNARD,  NEW  ORLEANS,  LOUISIANA 
NICHOLAS  GARY  EDWARD,  ST  CATHARINES,  CANADA 
NICHOLS,  ALAN  DOUGLAS,  TEMPLE,  TEXAS 

KlI:  B^A^BY^PEWELf  JUNCTION,  NEW  YORK 
NICHOLS  DOUGLAS  A,  BRISTOW,  OKLAHOMA 
NICHOLS  DOUGLAS  BRENT,  DES  MOINES   IOWA 

EDNA  KATHY,  CHARLOTTE,  NORTH  CAROLINA 
J.  C,  DALLAS,  TEXAS 
JAMES  ALVIN,  RICHMOND,  VIRGINIA 
,  JAMES  AUDWIN,  CAHOKIA,  ILLINOIS 
NICHOLS   JOHN  GILBERT,  BOARDMAN,  OHIO 
NICHOLS   KENNETH  G. ,  CORRY,  PENNSYLVANIA 
NCHOLS   LANCE  WILL  AM,  JOPLIN,  MISSOURI 
NTPHniS  MELVIN  E   SAN  DIEGO,  CALIFORNIA 

-*  SaNDY  MICHAEL,  GREENVILLE,  NORTH  CAROLINA 
TERRY  LEE,  MARYVILLE,  TENNESSEE 
THOMAS  A.,  WALNUT  CREEK,  CALIFORNIA 
THOMAS  JAMES,  LUBBOCK,  TEXAS 
WILLIAM  DAVID,  JACKSONVILLE,  ALABAMA 
WILLIS  OLIVER,  TUSCALOOSA,  ALABAMA 

ElSStlS!!'  Wh^\  KngtoKstrict  of  COLUMBI 
Nicholson!  john  carl, 'hendersonville,  north  Carolina 
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NICHOLSON,  JOHN  VESTER  -  NYGREN,  KEITH  RICHARD 

NICHOLSON,  JOHN  VESTER,  OZARK,  ALABAMA 
NICHOLSON,  LARRY  GENE,  ALBUQUERQUE,  NEH  MEXICO 
NICHOLSON,  PHILLIP  LEE,  CHARLESTON,  WEST  VIRGINIA 
NICHOLSON,  THOMAS  WILLIAM,  GRAND  RAPIDS,  MICHIGAN 
NICK,  PETER  JAMES,  GOODYEAR,  ARIZONA 
NICKEAS,  NICHOLAS  JAMES,  CHICAGO,  ILLINOIS 
NICKEL,  DEAN  HARVEY,  MADISON,  WISCONSIN 

*  NICKELL,  RODGER  L.,  LA  PORTE,  INDIANA 

*  NICKERSON,  GEORGE  C,  MONTPELIER,  VERMONT 
NICKERSON,  LELAND  JAMES,  BOISE,  IDAHO 
NICKERSON,  NORMAN  R.,  SPOKANE,  WASHINGTON 

ft   NICKERSON,  SAMUEL  L,  DOVER,  DELAWARE 

NICKLE,  JAMES  J,  SEATTLE,  WASHINGTON 
tt   NICKLES,  JAMES  L,  OCEAN  CITY,  NEW  JERSEY 

NICKOLAI,  ALLEN  W,  JACKSON,  MICHIGAN 

*  NICKOLITE,  ED  J.,  LINCOLN,  NEBRASKA 
tt   NICKOLS,  GARY,  KANNAPOLIS,  NORTH  CAROLINA 

NICKS,  EDWARD  MERLE,  MIDLAND,  TEXAS 
tt   NICKS,  RICHARD  G,  YAKIMA,  WASHINGTON 

*  NICOLA,  JOHN  S.,  WORLAND,  WYOMING 
NICOLAI,  TRENTON  JOHN,  ARLINGTON,  VIRGINIA 

tt   NICOLL,  DAVID  L,  ANDOVER,  MASSACHUSETTS 

NICOSIA,  GEORGE  JOSEPH,  MAYWOOD,  ILLINOIS 

NIEBUHR,  JOHN  ALTON,  EAGLE  RIVER,  WISCONSIN 

NIEBUR,  DAVID  RALPH,  JOPLIN,  MISSOURI 

NIEDERHAUSER,  KURT,  BERN,  SWITZERLAND 
tt   NIEHAUS,  GREGORY  ROBERT,  BLUE  ASH,  OHIO 

NIELSEN,  BOBBY  J,  SALT  LAKE  CITY,  UTAH 
tt   NIELSEN,  CHRIS,  REDFORD,  MICHIGAN 

NIELSEN,  JOHN  CHRISTIAN,  ALBANY,  NEW  YORK 

NIELSEN,  MIKE  ARTHUR,  FAIRBANKS,  ALASKA 

NIELSEN,  ROBERT  CHARLES,  BALTIMORE,  MARYLAND 

NIELSEN,  ROBERT  ISAAC,  SALMON,  IDAHO 

NIELSEN,  THAYLE  BUZZ,  WEST  VALLEY,  UTAH 
tt   NIELSEN,  THOMAS  J.,  EAST  MOLINE,  ILLINOIS 

*  NIELSON,  BRIAN  DONNELLY,  ALEXANDRIA,  MINNESOTA 
NIELSON,  THEO  GILBERT,  PHOENIX,  ARIZONA 

tt   NIEMANN,  DONALD  WALTER,  LINCOLN,  NEBRASKA 
NIEMANN,  RONALD  GEORGE,  LAS  VEGAS,  NEVADA 
NIEMISTO,  RICHARD  W,  FARMINGTON  HILLS,  MICHIGAN 
NIEMSKUL,  AMARIN,  BANGKOK,  THAILAND 
NIEVAARD,  ROBERT  HENDRIK,  SALT  LAKE  CITY,  UTAH 
NIEVES,  EVELYN,  NEW  YORK,  NEW  YORK 
NIGH,  PETER  K,  GRAND  CANYON,  ARIZONA 
NIGOSANTI,  RICHARD  JOSEPH,  OLD  SAYBROOK,  CONNECTICUT 
NIGRO,  RICHARD  JOSEPH,  BUFFALO,  NEW  YORK 
NILES,  AVERY  D,  GAINESVILLE,  GEORGIA 

108  tt   NILSSON,  DUANE  A,  VALLEJO,  CALIFORNIA 

NIMITZ,  JOSEPH  ALBERT,  RICHMOND,  INDIANA 
NINK,  ROBERT  DONALD,  COOS  BAY,  OREGON 
NINNEMAN,  RONALD  HAROLD,  MADISON,  WISCONSIN 
NINTEMANN,  GEORGE  J.,  ST.  LOUIS,  MISSOURI 
NIPPER,  LEON  C,  ATLANTA,  GEORGIA 
NIPPER,  WILLIAM  C,  RALEIGH,  NORTH  CAROLINA 
NIPPINS,  LLOYD  EDWARD,  III,  BURLINGTON  TWP,  NEW  JERSEY 
NISBETH,  DESTA  W. ,  HILLEMSTAD,  CURACAO 
NISHI,  HIROYUKI,  TOKYO,  JAPAN 
NISHISAKA,  THOMAS  S.,  MILPITAS,  CALIFORNIA 
88  #  NIUH  SOON  HOCK,,  KUALA  LUMPUR,  MALAYSIA 

111   NIVER,  DAVID  A.,  LAS  CRUCES,  NEW  MEXICO 
NIX,  JOSEPH  EDDIE,  MARIETTA,  GEORGIA 
NIX,  RONALD  JOSEPH,  SUDBURY,  MASSACHUSETTS 
NIXON,  EDWARD  WASHINGTON,  HUNTSVILLE,  ALABAMA 
ETHER  ELIJAH,  JR,  ATLANTA,  GEORGIA 
.  FLOYD  D.,  PANAMA  CITY,  FLORIDA 
NIXON,  JOSEPH  W,  BALTIMORE,  MARYLAND 
NIXON,  NOBLE  LEE,  DALLAS,  TEXAS 
NIXON,  SUSAN  CAROLYN,  HOUSTON,  TEXAS 
84  tt   NOBLE,  JAMES  M,  TORONTO,  CANADA 

NOBLE,  JAN  WESLEY,  BELVIDERE,  ILLINOIS 
NOBLE,  THOMAS  EVANS,  MILTON,  PENNSYLVANIA 
NOBLE,  WILLIAM  D.,  DURANGO,  COLORADO 
NOBLES,  JIMMY  WAYNE,  HOT  SPRINGS,  ARKANSAS 

113  tt   NOBRIGA,  EDWIN  W. ,  HILO,  HAWAII 

186   NOEL,  SHAWN  EDWARD,  BROWN  DEER, 

180   NOFCHISSEY,  HAROLD,  SAN  CARLOS, 

116  tt   NOGGLE,  DAVID  L.,  TOLEDO,  OHIO 

139   NOH,  KYUNG-HWAN,  SEOUL,  KOREA 

NOIPRASERT,  ADISAK,  SAMUTPRAKAN,  THAILAND 
NOLAN,  ARTHUR  DENNIS,  NEWPORT  NEWS,  VIRGINIA 
NOLAN,  DONNA  RAE,  SEATTLE,  WASHINGTON 
NOLAN,  GEORGE  A,  SCOTTSDALE,  ARIZONA 
NOLAN,  JAMES  JOSEPH,  ROCKLAND,  MAINE 
NOLAN,  JAMES  JOSEPH,  III,  WILMINGTON,  DELAWARE 
NOLAN,  JERRY  KING,  GREENVILLE,  SOUTH  CAROLINA 
NOLAN,  JOHN  F.,  MINEOLA,  NEW  YORK 
NOLAN,  JOHN  HUGH,  ST.  JOSEPH,  MICHIGAN 
NOLAN,  ROBERT  FRANCIS,  HAMDEN,  CONNECTICUT 
NOLAN,  TIMOTHY  BRUCE,  CHICAGO,  ILLINOIS 
NOLAN,  WILLIAM  GLEN,  PAW  PAW,  MICHIGAN 
NOLTE,  JOHN  WILLIAM,  LOUISVILLE,  KENTUCKY 
NOLTING,  STEPHEN  MICHAEL,  INDIANAPOLIS,  INDIANA 
NOMELLINI,  DARIO  ANTHONY,  CHICAGO,  ILLINOIS 
NOOJIN,  EDWARD  JAY,  JR,  MOBILE,  ALABAMA 
NOONAN,  PETER  THOMAS,  NEW  CITY,  NEW  YORK 
*  ^.M.'    RICHARD  N->  JR--  SACRAMENTO,  CALIFORNIA 

no  I   u^AN'  HILLIAM  FRANCIS,  NORTH  ATTLEBORO,  MASSACHUSETTS 

119  tt   NOONAN,  WILLIAM  JOSEPH,  COLMA,  CALIFORNIA 

\l,        !!22RD'  TH0MAS  HENRY-  HASHINGTON,  DISTRICT  OF  COLUMBIA 

151   NORBECK,  JOHN  HADE,  ANNAPOLIS,  MARYLAND 
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NORRIS, 
NORRIS, 
NORRIS, 
NORRIS, 
NORRIS, 


NORTON, 
NORTON, 
NORTON, 
NORTON, 
NORTON, 
NORTON, 
NORTON, 


NORWOOD, 
NORWOOD, 
NORWOOD, 


NORBERG,  JERRY  WAYNE,  LYNCHBURG,  VIRGINIA 

NORD,  JOHN  C,  ST.  PAUL,  MINNESOTA 

NORDBLOOM,  KIRK  NELSON,  MONTGOMERY,  OHIO 

NORDFELT,  DENNIS  J.,  WEST  VALLEY,  UTAH 

NORDINE,  HARVEY  ELLSWORTH,  MINNEAPOLIS,  MINNESOTA 

NORDSTROM,  DENNIS  WAYNE,  TALLAHASSEE,  FLORIDA 

NORMAN,  BOBBY  J,  PINE  BLUFF,  ARKANSAS 

NORMAN,  HAROLD  LESLIE,  JR,  WICHITA,  KANSAS 

NORMAN,  JIMMIE  E,  VALDOSTA,  GEORGIA 

NORMAN,  ROBERT  D. ,  KNOXVILLE,  TENNESSEE 

NORMAND,  NEWELL  DANIEL,  METAIRIE,  LOUISIANA 

NORMANDIN,  RONALD  STEVEN,  WASHINGTON,  DISTRICT  OF  COLUM 

NORRED,  CARL  DENNIS,  PENSACOLA,  FLORIDA 

BENJAMIN  PAUL,  PORTSMOUTH,  VIRGINIA 
EDWARD  THOMAS,  NEW  YORK,  NEW  YORK 
ERNEST  N.,  GREENVILLE,  SOUTH  CAROLINA 
JAMES  ALBERT,  COLUMBUS,  INDIANA 
,  JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
NORRIS,  PAUL  EVERETT,  JR,  BLOOMINGTON,  INDIANA 
NORRIS,  RANDOLPH  PAUL,  NANTUCKET,  MASSACHUSETTS 
NORRIS,  RONALD  EDWARD,  MEDFORD,  OREGON 
NORRIS,  ROY,  WHITEVILLE,  NORTH  CAROLINA 
tt   NORTH,  ROBERT  A,  ROLLA,  MISSOURI 
tt   NORTH,  STEPHEN  L.,  WEST  PALM  BEACH,  FLORIDA 

NORTON,  BRYAN  DARRELL,  MESQUITE,  NEVADA 
tt   NORTON,  DAN  LEROY,  MEDINA,  OHIO 
NORTON,  DONALD  V,  CHICAGO,  ILLINOIS 
NORTON,  GEORGE  N.,  FAIRBANKS,  ALASKA 
HENRY  GEORGE,  MIDLAND,  TEXAS 
HERBERT  CARL,  MONTGOMERY,  ALABAMA 
JAMES  I.,  LAKELAND,  FLORIDA 
JEFFREY  VANCE,  PISMO  BEACH,  CALIFORNIA 
LAWRENCE  HARRY,  PHILADELPHIA,  PENNSYLVANIA 
RALPH  STEVE,  ATLANTA,  GEORGIA 
,  REBECCA  SUSAN,  SEATTLE,  WASHINGTON 
NORTON,  ROBERT  DENNIS,  MOTT,  NORTH  DAKOTA 
NORTON,  WILLIAM  JAMES,  ENDICOTT,  NEW  YORK 
NORVELL,  C  LANIE,  FORT  PIERCE,  FLORIDA 
NORVELL,  JOHN  R,  JR,  FORT  PIERCE,  FLORIDA 
NORWINE,  GEORGE  E.,  SAN  MARINO,  CALIFORNIA 
NORWOOD,  CARLUS  W,  AMITE,  LOUISIANA 

ERIC  ELSTON,  WHEATON,  ILLINOIS 
J.  DONALD,  ATLANTA,  GEORGIA 
.  ROBERT  BENJAMIN,  GUNTERSVILLE,  ALABAMA 
NOSKI,  MICHAEL  WAYNE,  WEST  RICHLAND,  WASHINGTON 
NOSSETT,  LUTHER  HARRIS,  JR,  FAIRFAX,  VIRGINIA 
NOTBOHM,  DOUGLAS  RICHARD,  WAUSAU,  WISCONSIN 
NOTH,  JUERG,  BERN,  SWITZERLAND 
NOTHDURFT,  CHARLES  THEODORE,  ANNISTON,  ALABAMA 
NOTTINGHAM,  BENNY  EDMUND,  LOS  ANGELES,  CALIFORNIA 
NOU,  ROBERT  PETER,  MCMINNVILLE,  OREGON 
NOURSE,  JOHN  W,  FARMINGTON,  NEW  MEXICO 
NOUVEL,  CHARLES  JOSEPH,  PRINCETON,  NEW  JERSEY 
NOVAK,  JAMES  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
NOVAK,  JERROLD  ANTHONY,  EL  CENTRO,  CALIFORNIA 
NOVAKY,  GEORGE  SAMUEL,  ANCHORAGE,  ALASKA 
NOVESKI,  TED  L,  OMAHA,  NEBRASKA 
NOVICK,  CRAIG  ROBERT,  SOMERSET,  NEW  JERSEY 
NOVINGER,  CLARENCE  WAYNE,  CONCORD,  CALIFORNIA 
NOVOSAD,  RONALD  ALLEN,  SEALY,  TEXAS 
NOVOTNY,  JOSEPH  E,  HERMITAGE,  PENNSYLVANIA 
NOVOTNY,  MICHAEL  STEPHEN,  YONKERS,  NEW  YORK 
NOWACZCK,  RUSSELL  ALAN,  WESTLAND,  MICHIGAN 
NOWAK,  CHESTER  S.,  SHAKER  HEIGHTS,  OHIO 
NOWAK,  MARTIN  NESTOR,  JOLIET,  ILLINOIS 
NOWAK,  NORMAN  FRANCIS,  STERLING  HEIGHTS,  MICHIGAN 
NOWLIN,  JAMES  RONALD,  MAYFIELD,  KENTUCKY 
NOYES,  DOUGLAS  CUSHMAN,  RAPID  CITY,  SOUTH  DAKOTA 
NOYES,  ROBERT  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
NOZAHI,  ADEL  ABDELFATAH,  CAIRO,  EGYPT 
NUCHIA,  SAMUEL  M,  HOUSTON,  TEXAS 
NUGENT,  RICHARD  BYRON,  BROOKSVILLE,  FLORIDA 
NUGENT,  TIMOTHY  OWEN,  KANKAKEE,  ILLINOIS 
NUGROHO,  SADONO  BUDI ,  JAKARTA,  INDONESIA 
NULL,  DONALD  GILBERT,  TERRE  HAUTE,  INDIANA 
NULL,  MARCEL  JOSEPH,  HOUMA,  LOUISIANA 
NULL,  PAUL  EDWIN,  WOODBURN,  OREGON 
NULL,  WILLIAM  J,  THIBODAUX,  LOUISIANA 
NULTY,  KEVIN  ARTHUR,  ORANGEBURG,  NEW  YORK 
NUMATA,  KAZUO,  TOKYO,  JAPAN 
NUMRICH,  JOHN  ARTHUR,  CAROL  STREAM,  ILLINOIS 
NUNES,  DONALD  J,  AUBURN,  CALIFORNIA 
NUNES,  JAMES  RICHARD,  PLEASANT  HILL,  CALIFORNIA 
NUNN,  ANNETTA  WATTS,  BIRMINGHAM,  ALABAMA 
NUNN,  CURTIS  R,  MILLERSVILLE,  MARYLAND 
NUNN,  JAMES  PRENTICE,  KANSAS  CITY,  MISSOURI 
NUTT,  THOMAS  LYN,  HOLDREGE,  NEBRASKA 
NUTTALL,  GEORGE  C,  WESTMINSTER,  CALIFORNIA 
NUTTELMAN,  ROBERT  A,  COEUR  D  ALENE,  IDAHO 
NUTTER,  ALAN  WILLIAM,  EAST  LANSING,  MICHIGAN 
NUTTER,  JIM  C,  OKLAHOMA  CITY,  OKLAHOMA 
NUZZI,  ANTHONY,  JR,  MINEOLA,  NEW  YORK 
NYANTI,  GABRIEL  W. ,  MONROVIA,  LIBERIA 
NYCZ,  BONNIE  LEA,  TOMS  RIVER,  NEW  JERSEY 
NYE,  DAVID  WALTER,  ALEXANDRIA,  VIRGINIA 
NYE,  EDWARD  M. ,  MASON,  MICHIGAN 
NYE,  JACK  R.,  INDIANAPOLIS,  INDIANA 
NYE,  KENNETH  ROY,  PITTSBURGH,  PENNSYLVANIA 
NYGREN,  FREDRIK  ANDERS  SAMUEL,  STOCKHOLM,  SWEDEN 
NYGREN,  KEITH  RICHARD,  CRYSTAL  LAKE,  ILLINOIS 
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NYKANEN,  MICHAEL  DOUGLAS  -  OLEARY,  JOHN  R. 
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NYKANEN,  MICHAEL  DOUGLAS,  SUPERIOR,  VIRGINIA 

I  NYLAND,  HARVEY  S.,  HOLLISTER,  CALIFORNIA 
NYLAND,  JAMES  DUANE,  SR,  MOAB,  UTAH 
NYLEN  GARY  D. ,  CONCORD,  NEH  HAMPSHIRE 
NYLEN.  LARS  MAGNUS,  TIERP,  SHEDEN 
NYMAN   ALBERT,  JR,  SAN  DIEGO,  CALIFORNIA 
OAKES   BRIAN  CHARLES,  SR,  CHICAGO,  ILLINOIS 
OAKLAND,  DENNIS  EUGENE,  HOMER,  ALASKA 

t   OAKMAN,  VERNON  C,  TOHSON,  MARYLAND 

1   OATES,  GUY  R.,  SACRAMENTO,  CALIFORNIA 
OATES,  ROBERT  CARL,  TAMPA,  FLORIDA 
OATIS   ROBERT  EUGENE,  II,  MARION,  INDIANA 

»  OATMAN,  ROBERT  LYMAN,  TOWSON,  MARYLAND 

6BAL   STEPHEN  HILLIAM,  BRIDGEHATER,  NEH  JERSEY 
OBENSHAIN,  EVERETTE  B.,  JR.,  SALEM,  VIRGINIA 
OBERG  JOSEPH  PATRICK,  ASTON,  PENNSYLVANIA 
OBERGH,  RICHARD  CARL,  PAGE,  ARIZONA 

tt   OBERHOFER,  JAMES  LEE,  MISSOULA,  MONTANA 

*  orfrholtzer  ronald  j,  chandler,  arizona 
Killer,  donald  ray,  des  moines,  Washington 

OBERSCHMIDT,  THOMAS  R,  CINCINNATI,  OHIO 
OBORSKI,  STEVEN,  HARTFORD,  CONNECTICUT 

•  OBORSKY  DEAN  MATTHEW,  HUTCHINSON,  MINNESOTA 
OBREMSKI,  FRANK  LEO,  JAMAICA   NEW  YORK 
OBRIEN,  ANDREW  JOHN,  RIDGEFIELD,  NEW  JERSEY 
OBRIEN   ANTHONY  H. ,  WOODBRIDGE,  NEW  JERSEY 

*  OBREN   BARRIE  CORNELIUS,  BRISBANE   AUSTRALIA 
tt   nRRTFN   DANIEL  FRANCIS,  ELMIRA,  NEW  YORK 

OBRIEN:  DAVD  JOSEPH  MONTGOMERY  COUNTY,  PENNSYLVANIA 

OBRIEN  DENNIS  JOSEPH,  BLOOMINGTON,  ILLINOIS 

#  OBRIEN  EDHARD  D. ,  FARIBAULT,  MINNESOTA 
OBR  EN  EDWARD  DONALD,  HAZEL  CREST   ILLINOIS 

tt   OBRIEN  HUGH  A,  MANHATTAN  BEACH,  CALIFORNIA 

«  OBRIEN  JAMES  WILLIAM,  ROCHESTER,  NEW  YORK 

#  OBRIEN,  JIMMY  ALLEN,  SANGER,  CALIFORNIA 
OBRIEN  JOHN  MATHEH,  YAPHANK,  NEW  YORK 
OBRIEN  JOHN  THOMAS,  NEH  YORK,  NEW  YORK 
OBR  EN  JOSEPH  P.,  SPRINGFIELD,  MASSACHUSETTS 

tt   OBRIEN   KENNETH  J,  SACRAMENTO,  CALIFORNIA 

6BR  EN,  KEVIN  ANTHONY,  ELKINS  PARK,  PENNSYLVANIA 

tt   OBRIEN   MAURICE  J.,  GLEN  COVE,  NEW  YORK 
OBRIEN,  MICHAEL  A.,  PORTLAND,  OREGON 
OBRIEN,  PATRICK  JOHN,  ORILLIA,  CANADA 
OBRIEN   ROBERT  EMMETT,  FARMINGTON,  CONNECTICUT 
OBRIFN,  ROBERT  J,  DUBUQUE,  IOWA  iiot<witj 
OBRIEN,  ROBERT  JOHN,  ADELAIDE,  AUSTRALIA 
OBR  EN   ROBERT  P.,  MEDFORD,  MASSACHUSETTS 
OBRIEN   SIOBHAN  MARIE,  ATLANTA,  GEORGIA 
nRR  FN   STEPHEN  PAUL,  NEW  YORK,  NEW  YORK 
OBRIEN;  THOMAS  FRANCIS,  SCOTCH' PLAINS,  NEW  JERSEY 
OBRIEN   THOMAS  J,  BILLINGS,  MONTANA 
OBRIEN   THOMAS  J  ,  SPOKANE,  WASHINGTON 
ORR  EN   THOMAS  V.   GULFPORT,  MISSISSIPPI 
OBR  EN'  TIMOTHY  CARROLL,  DAYTONA  BEACH,  FLORIDA 


OBR  EN!  WILLIAM  BERNARD,  CHEMUNG,  NEW  YORK 

nrryan  j  w  los  angeles,  california 

Bryant  tilmon  b  ,  Washington,  district  of  Columbia 

OBRYON  DAVID  NEAL,  ROSWELL,  NEW  MEXICO 
OBST   ARTHUR  H. ,  SHAKER  HEIGHTS,  OHIO 
OCALLAGHAN,  DANIEL  LEO,  NATICK,  MASSACHUSETTS 
OCALLAGHAN  KAREN  EDNA  MINEOLA,  NEW  YORK 
OCASIO-CLASS,  EMILIO,  SAN  JUAN,  PUERTO  RICO 
OCCH  UZZO   JOHN,  JR,  CARLSTADT,  NEW  JERSEY 
OCHES   ROBERT,  MIDDLETOWN,  NEW  JERSEY 
OCHOA  JESSE  GEORGE,  TUCSON,  ARIZONA 
OCHS   CATHERINE  TERESA,  WEST  WARWICK,  RHODE  ISLAND 
OCHS,  PAUL  NICKOLAS,  SPARKS,  NEVADA 
OCKENFELS,  ALFRED,  ROCKLAND,  MAINE 
OCLOCK  GEORGE  D.   GRAND  RAPIDS,  MINNESOTA 
OCONNELL?  DENNIS  PATRICK  ALBANY   NEW  YORK 
OCONNELL,  JOHN  PATRICK,  LOS  ANGELES,  CALIFORNIA 
OCONNELL,  MICHAEL  JOHN,  RIVERDALE,  ILLINOIS 
I  OCONNELL,  THOMAS  F,  COCOA,  FLORIDA 
OCONNELL   THOMAS  LEO,  CAROL  STREAM,  ILLINOIS 
^CONNOR,  BRUCE  WILLIAMS,  GRAND  RAPIDS,  MICHIGAN 
OCONNOR,  GEORGE  J,  BATON  ROUGE,  LOUISIANA 
1   OCONNOR  GERALD  6  ,  WESTFIELD,  MASSACHUSETTS 

OCONNOR   JAMES  BERNARD,  LYNDHURST,  NEW  JERSEY 
1   OCONNOR   JAMES  ROGER,  WILMINGTON,  DELAWARE 
nrnNNOR  JOHN  JOSEPH.  HOLLIS,  NEW  YORK 
ScSNNOR'  JOSEPH  EDWARD,  PHILADELPHIA,  PENNSYLVANIA 
OCONNOR  MATTHEW  PETER  HILLSBOROUGH,  CALIFORNIA 
^CONNOR:  MICHAEL  FRANCIS   NEW  YORK,  NEW  YORK 
OCONNOR   MICHAEL  JOSEPH,  SAN  JOSE,  CALIFORNIA 
OCONNOR   PATRICK  THOMAS,  MINEOLA   NEW  YORK 

•  OCONNOR   RICHARD,  SCHENECTADY   NEW  YORK 
OCONNOR,  ROBERT  MICHAEL,  MORRISTOWN   NEW  JERSEY 
OCONNOR,  THOMAS  CHARLES,  SAN  ANTONIO  TEXAS 

*  OCONNOR,  HILLIAM  HENRY,  MIAMI,  FLORIDA 
ODACHOWSKI,  DOUGLAS,  NEH  YORK,  NEW  YORK 
ODEA,  MARJORIE  HELEN,  CHICAGO,  ILLINOIS 

tt   ODEGARD.  FRED,  HIBBING,  MINNESOTA 

ODEGARD  GARY  GUST AVE,  MI  NOT,  NORTH  DAKOTA 
ODELL,  ALAN  LEE,  ESCANABA,  MICHIGAN 
ODELL.  JAMES  M,  KETTERING,  OHIO 
ODELL   ROBERT  GREATHOUSE,  WINFIELD,  KANSAS 
ODELL   RUSSELL  ALEXANDER,  CORNWALL,  NEW  YORK 
tt    ODEM   RICHARD  K,  CAHOKIA,  ILLINOIS 
U   ODER,  ROBERT  EUGENE,  FARMINGTON,  MISSOURI 

ODOM,  ANTHONY  CARL,  GREENSBORO,  NORTH  CAROLINA 
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ODOM, 

ODOM, 

ODOM, 

ODOM, 

ODOM, 

ODOM, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 
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ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONNELL, 

ODONOVAN, 

ODONOVAN, 


B.  G.,  HAMPTON,  VIRGINIA 
BENTON  POWELL,  BATON  ROUGE,  LOUISIANA 
CHARLES  WAYNE,  SELMA,  ALABAMA 
HERBERT  JULIOUS,  RALEIGH,  NORTH  CAROLINA 
PAUL  HILLIAM,  ELIZABETHTON,  TENNESSEE 
WILLIARD  W.,  GRENADA,  MISSISSIPPI  „„„„„„,.,„ 
CHARLES  THOMAS,  OLD  SAYBROOK,  CONNECTICUT 
DAVID  PAUL,  RICHMOND,  CALIFORNIA 
DENNIS  JAMES,  SALEM,  OREGON 
DONALD  PATRICK,  NEW  YORK,  NEW  YORK 
GERALD  LAWRENCE,  KINGSTON,  PENNSYLVANIA 
HUGH  P,  BELFAST,  NORTHERN  IRELAND 
JAMES  DESMOND,  MIDDLETOWN,  NEW  YORK 
JAMES  MICHAEL,  NEWTON,  MASSACHUSETTS 
JOHN  FRANCES,  MAYFIELD  HEIGHTS,  OHIO 
JOHN  WINTHROP,  JR,  NARRAGANSETT,  RHODE  ISLAND 
JOSEPH  JEFFREY  THOMAS,  PHILADELPHIA,  PENNSYLV 
JOSEPH  L.,  COLORADO  SPRINGS,  COLORADO 
MICHAEL  J,  CHICAGO,  ILLINOIS 
NEAL  JOSEPH,  CLEVELAND,  OHIO 
RICHARD  JOHN,  MINEOLA,  NEW  YORK 
RICHARD  KEVIN,  BABYLON,  NEW  YORK 
RICHARD  THOMAS,  NEW  YORK,  NEW  YORK 
THOMAS  PATRICK,  WEST  NEW  YORK,  NEW  JERSEY 
THOMAS  WILLARD,  ANAHEIM,  CALIFORNIA 
WILLIAM  BRYAN,  YAPHANK,  NEW  YORK 
WILLIAM  MICHAEL,  CHICAGO,  ILLINOIS 
JAMES  HAROLD,  BOSTON,  MASSACHUSETTS 
JOHN  R.,  BOSTON,  MASSACHUSETTS 
0D0W6;  DAVID  JOSEPH,  COLWYN  BAY,  ENGLAND 
ODOWD  GEORGE  E.,  PROVIDENCE,  RHODE  ISLAND 
OEDEKOVEN,  BYRON  FRANK,  GILLETTE,  HYOMING 
OETTEL   ROBERT  LOUIS,  FOLSOM,  PENNSYLVANIA 
SfFUTT;  THEOBORE  ALLEN,  FAIRMONT,  WEST  VIRGINIA 
OFSAK,  CHARLES  GERARD,  NEWARK,  NEW  JERSEY 
6GALLAGHER,  JEAN  M,  NEW  YORK,  NEW  YORK 
OGBORN,  RONALD  E.,  TREMONTON,  UTAH 
OGDEN,  JOHN  WALTER,  EL  SEGUNDO,  CALIFORNIA 
OGDEN,  RALPH  EDWARD,  YUMA,  ARIZONA 

OS  T^s'A!HtoSEJRWAMHOU^T?NEBANON,  PENNSYLVANIA 

OGG,  JOE  W,  NASHVILLE,  TENNESSEE 

OGLE,  GARY  WENDELL,  OAK  RIDGE,  TENNESSEE 

OGLESBY,  DURWIN  LEE,  BELLAIRE,  TEXAS 

OGLETREE,  DARLICE  STUART,  CLEVELAND,  OHIO 

6GRADY   EDWARD  T.,  FRANKFORT  KENTUCKY 

OGRADY  JEROME  L,  ALBANY,  NEW  YORK 

OGRADY  PHILIP  J,    JR,  STAMFORD,  CONNECTICUT 

OGRADY,  THOMAS  BERNARD,  TORONTO,  CANADA 

OGUIN,  RICHARD  G. ,  ANCHORAGE,  ALASKA 

OH,  KAR  CHYE,  SINGAPORE,  SINGAPORE 

OHAGAN,  JOHN,  PRESCOTT,  ARIZONA        .,..„«.. 

OHALLEN,  ROBERT  EARL,  JR,  RIVER  GROVE,  ILLINOIS 

OHALLORAN,  DONALD  IRVING,  OLD  TOWN,  MAINE 

OHALLORAn!  MICHAEL  P,  ALEXANDRIA  LOUISIANA 

1  OHALLORAN,  ROBERT,  JR,  BANGOR,  MAINE 

1  OHARA  EUGENE  M. ,  BALTIMORE,  MARYLAND 

H  CLIFFORD,  PITTSBURGH,  PENNSYLVANIA 
JOHN  JEAN,  HARTFORD,  CONNECTICUT 

SEPHIi^LR6.MKi»oS?M;ffiRICT  OF  COLUMBIA 
THOMAS  C   WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  G.,  BROOKLYN  CENTER,  MINNESOTA 


OHARA, 
OHARA, 
OHARA, 
OHARA, 
OHARA, 
OHEHIR, 


OKEEFE, 
OKEEFE, 
OKEEFE, 
OKEEFE, 


OHEIRTTHdMAs'LUDWIGrYAPHANK,  NEW  YORK 
OHLSON,  RONALD  RAYMOND,  VILLA  PARK,  ILLINOIS 
OHMIT   PHILLIP  NEIL,  INDIANAPOLIS,  INDIANA 
6IDA,* OSCAR  ARDALES',  MANILA,  PHILIPPINES 

gKANr°MICHAaMJAMirSR,JSACRAMENTO,  CALIFORNIA 
OKEEFE  DONALD  MARTIN,  REDWOOD  CITY,  CALIFORNIA 
OkIIfI;  GREGORY  MARK, "STONEHAM,  MASSACHUSETTS 
OKEEFE   JEROME  CHARLES,  KIRKWOOD,  MISSOURI 
KENNETH  EDWARD,  MATTESON,  ILLINOIS 
PAUL  DONOVAN,  FAIRFAX,  VIRGINIA 

THOMAS  JE°NWASSH?NG?6N;LDismCT  OF  COLUMBIA 
OKEEFFE,  DENNIS  R&BERt"  POUGH^EPSIE,  NEW  YORK 

S^I^iIm"^!  ME   N  RYORKLLIN°IS 

Sl^I1  H?NCRYTVILL?ALOBO^°JRARSaHiEGO,  CALIFORNIA 
OLANDER  0.  P.,  BISBEE,  ARIZONA 
OLBERDRNg"  RICHARD  R.   SPOKANE .WASHINGTON 
OLDANI,  MARK  ANTHONY  SPRINGFIELD,  ILLINOIS 
OLDENBURG.  EUGENE  ROBERT,  WEST  MILWAUKEE,  WISCONSIN 
SlDENDORF  KENNETH  EDWIN   NEW  LENOX   ILLINOIS 
OLDHAM,  BEVERLY  R,  SAN  DIEGO,  CALIFORNIA 

gffl:  ^NLESTM^SwfNLSTON^gEM,  NORTH  CAROLINA 

°0^RSIDSEELSrHEIjURG!NM6uNtAiNAH0M^SADAH0 

^^ARY^DAN^rCHASLis^BRoSk^^^MASSACHUSETTS 
OLEARY  DAVD  EDWARD,  FORT  MEADE,  MARYLAND 
OLEARY'  EDWARD  THOMAS,  FOXBOROUGH,  MASSACHUSETTS 
OlIaSy:  HAROLD  RICHARD  MINEOLA  NEW  YORK 
OLEARY  JOHN  DENNIS,  BROOKLINE,  MASSACHUSETTS 
OLEARY;  JOHN  R.,  RICHMOND,  VIRGINIA 


PAGE 


96 


OLEARY,  KEVIN  MICHAEL  -  OSTENDORF,  FRANCIS  EDWARD,  JR 


137  i 
74  I 
98  i 
96  ) 
137 
193 
192 
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111 
128 
153 
161 
118  * 
149 
187 
125 
192 
148 

80  ft 
143 
108  * 

88  # 

90  # 

85  * 
111 

92  # 
137 

82  U 
135 

98  n 

194 

168 

173 

157  # 

127 

137 

84  # 
138 
105 
100  # 

47  # 
176 

92  # 
151 
119  * 
171 
151 
194 
151 
167 

93  # 
166 
193 
169  » 
100  * 
174 

79  # 
168 
189 
171 
134 
165 

90 
108 
161 
109 
131 
175 
177 
110 
171 
145 
192 
151 
146 
120 
190 
188 
114  # 
140 

80  # 
133 
162 
126 

61  # 
53  * 
74  # 

112 
42  # 

193 

135  * 

184 

116 

195 

110  # 

151 
92  n 
60  # 

140 

127 


OLEARY,  KEVIN  MICHAEL,  ANCHORAGE,  ALASKA 

OLEARY,  PAUL  F,  CONCORD,  NEW  HAMPSHIRE 

OLEARY,  RICHARD  M. ,  JANESVILLE,  WISCONSIN 

OLEARY,  WALTER  H,  ARLINGTON,  MASSACHUSETTS 

OLEKSOW,  RENE  JOHN,  JR,  LA  MESA,  CALIFORNIA 

OLEKSYK,  BARRY,  ST.  CLAIR  SHORES,  MICHIGAN 

OLEYNICZAK,  HENRY  DALE,  HARRISBURG,  PENNSYLVANIA 

OLGUIN,  FREDERICK  GUSTAV,  SANTA  BARBARA,  CALIFORNIA 

OLIN,  JAMES  H,  DAYTON,  OHIO 

OLIN,  HILLIAM  RONALD,  LAWRENCE,  KANSAS 

OLINGER,  ASHBY  WEAVER,  WARRENTON,  VIRGINIA 

OLINYK,  DENNIS  JOHN,  TORONTO,  CANADA 

OLIPHINT,  CHARLES  RAYMOND,  PALESTINE,  TEXAS 

OLIVA  ARIAS,  FELICITO,  GUATEMALA  CITY,  GUATEMALA 

OLIVA,  RICHARD,  MILWAUKEE,  WISCONSIN 

OLIVARES,  ANTONIO,  CASTROVILLE,  TEXAS 

OLIVAREZ,  LARRY,  SR,  CORPUS  CHRISTI,  TEXAS 

OLIVARRIA,  GILBERTO  G,  PERRIS,  CALIFORNIA 

OLIVE,  CHARLES  E,  RICHMOND,  VIRGINIA 

OLIVE,  ROBERT  JACKSON,  COVINA,  CALIFORNIA 

OLIVEIRA,  GUY,  NEW  BEDFORD,  MASSACHUSETTS 

OLIVEIRA,  RAYMOND  P,  HONOLULU,  HAWAII 

OLIVER,  ALFRED  T,  JR,  BARRINGTON,  RHODE  ISLAND 

OLIVER,  CLYDE  W,  JR,  SPRINGFIELD,  ILLINOIS 

OLIVER,  DERIL  T,  TEXAS  CITY,  TEXAS 

OLIVER,  DONALD  R.,  SAN  DIEGO,  CALIFORNIA 

OLIVER,  EDWARD  D,  NEW  KENSINGTON,  PENNSYLVANIA 

OLIVER,  JAMES  A.,  NORRISTOWN,  PENNSYLVANIA 

OLIVER,  JAMES  EDWARD,  ATLANTA,  GEORGIA 

OLIVER,  JOHN  J,  SCOTTSBLUFF,  NEBRASKA 

OLIVER,  KELLY  WAYNE,  BELLEVILLE,  ILLINOIS 

OLIVER,  LAWRENCE  BURTON,  NORTH  CHARLESTON,  SOUTH  CAROLI 

N  PRICE,  III,  SARALAND,  ALABAMA 

NOEL  DEAN,  MACOMB,  ILLINOIS 

'  1™IV   EDWIN-  JR-  SANTA  MONICA,  CALIFORNIA 
OLIVER,  ROBERT  LEWIS,  SAVANNAH,  GEORGIA 
OLIVER,  TRACY  E,  CHARLESTON,  SOUTH  CAROLINA 
OLIVER,  WILLIAM  WAYNE,  COLUSA,  CALIFORNIA 
OLIVERI,  G.  C,  EL  PASO,  TEXAS 
OLIVET,  GEORGE  D. ,  NEW  YORK,  NEW  YORK 
OLIVIERI  MUNOZ,  JULIO,  SANTURCE,  PUERTO  RICO 
OLLAR,  BILLY  ODIS,  YUBA  CITY,  CALIFORNIA 
OLMOS,  EDWARD  F.,  JR.,  REDLANDS,  CALIFORNIA 
OLOUGHLIN,  NEIL  GRAEME,  MELBOURNE,  AUSTRALIA 
OLOUGHLIN,  ROBERT  IAN,  MELBOURNE,  AUSTRALIA 
OLSEN,  ALFRED  OLIVER,  LITITZ,  PENNSYLVANIA 

DONALD  RAY,  SUNNYVALE,  CALIFORNIA 

ERIC  WALTER,  KIRKLAND,  WASHINGTON 
.  LAURA  METCALF,  GLYNCO,  GEORGIA 
OLSEN  THOMAS  SANFORD,  SIOUX  FALLS,  SOUTH  DAKOTA 
OLSON,  CLAYTON  H,  LITTLE  FALLS,  MINNESOTA 
OLSON,  DARYL  EDWARD,  ST.  PAUL,  MINNESOTA 
OLSON,  DEAN  THOMAS,  OMAHA,  NEBRASKA 
OLSON,  GEORGE  EDWARD,  HELENA,  MONTANA 
OLSON,  GLEN  A,  ANOKA,  MINNESOTA 
OLSON,  GREGORY  GENE,  WOODBURN,  OREGON 
OLSON,  HAROLD  E.,  ANN  ARBOR,  MICHIGAN 
OLSON,  JAMES  LEE,  MORRIS,  ILLINOIS 
OLSON,  KEVIN  SCOTT,  HAVRE,  MONTANA 

S,Lfnu'  FA55v  ^A?ENCE'  C0UNTR*  CLUB  HILLS,  ILLINOIS 
OLSON,  LARRY  GENE,  AMES,  IOWA 

2hl2H'  MICHAEL  ROBERT,  MINNETONKA,  MINNESOTA 

OLSON,  OTHO  D,  SALEM,  OREGON 

OLSON,  PAUL  A,  JR,  AVON,  CONNECTICUT 

OLSON,  RICHARD  ALLEN,  SANDWICH,  ILLINOIS 

OLSON,  RICHARD  G. ,  BISMARCK,  NORTH  DAKOTA 

OLSON,  ROGER  LEE,  MENOMONEE  FALLS,  WISCONSIN 
OLSZEWSKI,  PAUL  ALBERT,  SOUTHGATE  MICHIGAN 

^cv«u5KIA.)(ERNA  NANCY-  WASHINGTON,  DISTRICT  OF  COLUMBI 

OLSZOWY,  DAVID  G. ,  ELMIRA,  NEW  YORK 

OLTMANN,  JOHN  FRANCIS,  EDWARDSVILLE,  ILLINOIS 

OMAHONY,  MICHAEL  JOHN,  SEATTLE,  WASHINGTON 

2SA^!Y*  ANDREW  EDWARD,  BELMONT,  MASSACHUSETTS 

2KA,L^Y'  CHARLES  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUM 

2KA^IX'  MARGARET  SHEILA,  BOSTON,  MASSACHUSETTS 

OMALLEY,  ROBERT  VINCENT,  HINSDALE,  ILLINOIS 

OMEARA,  JAMES  DOWNEY,  NEW  HOPE,  MINNESOTA 

2MpARAirWJkuIAM  ALEXANDER,  PLYMOUTH,  MASSACHUSETTS 

OMER,  VERNON  C,  LINCOLN,  NEBRASKA 

OMMEN,  TERRY  LEE,  VISALIA,  CALIFORNIA 

OMURA,  KIKUJI,  WAILUKU,  MAUI,  HAWAII 

ONAN,  JOHN  EDWARD,  LONDON,  OHIO 

ONCHIT,  AREE,  BANGKOK,  THAILAND 

ONEAL,  CHARLES  WOOTEN,  ORLANDO,  FLORIDA 

ONEAL,  FORD,  WIGGINS,  MISSISSIPPI 

ONEAL,  HUGH  N.,  STERLING,  COLORADO 

ONEAL,  NATHAN,  JR,  NORFOLK,  VIRGINIA 

ONEAL,  PAUL  A.,  CHAMPAIGN,  ILLINOIS 

ONEAL,  ROBERT  A.,  INDIANAPOLIS,  INDIANA 

SEc*,1,  ST,EVEN  FRANK'  BESSEMER,  ALABAMA 

ONEAL,  WALTER  LYNN,  ROSENBERG,  TEXAS 

22IJK'  DA^f,r  PATRICK.  GREENBELT,  MARYLAND 
ONEILL,  ALFRED  P,  ALBANY,  NEW  YORK 

SSIJm'  A2I^?cMiCHAEL'  MANSFIELD,  MASSACHUSETTS 

ONEILL,  FRANCIS  G,  BOSTON,  MASSACHUSETTS 

ONEILL,  GARY  FRANCIS,  ENDICOTT,  NEW  YORK 

ONEILL,  GEORGE  R,  GLYNCO,  GEORGIA 

ONEILL,  JAMES  A,  CHICAGO,  ILLINOIS 

ONEILL,  JAMES  FRANCIS,  NEW  HAVEN,  CONNECTICUT 
JAMES  RICHARD,  CLEARWATER,  FLORIDA 


OLIVER, 
OLIVER, 
OLIVER, 


OLSEN, 
OLSEN, 
OLSEN, 


#   ONEILL, 


118 

79  H 
115 

93  A 
116 

60  H 
112 
168 
105  # 
170 
135 

88  # 
132 

58  # 
135 

74 

89 

86  n 

122 
148 
86 
128  # 

177  # 

193 

123 

188 

191 

138 

107 
70  # 
85 

155  # 

165 

134 

144 
57  n 

106 

158 

138 

155 

172 

114 

155 

176 

186 

189 

186 

112  » 

115 

177 

169 
73 

134 

161 

151 

139 

166 

134 

170 

193 

159 

152 
92 

157 
96 
179 
128 
127 
163 
182 
174 

75 
166 

45 
182 

93 
151 
142 
168 
173 
114 
109 
147 

70 
126 
190 
127 
138 
134 

96 
104 
101 

95 
164 
145 
123 
175 
151 
169 
121 


ONEILL,  JAMES,  JR,  JERSEY  CITY,  NEW  JERSEY 
ONEILL,  JOSEPH  F.,  PHILADELPHIA,  PENNSYLVANIA 
ONEILL,  MICHAEL  T,  DENVER,  COLORADO 
ONEILL,  PATRICIA  ANN,  DETROIT,  MICHIGAN 
ONEILL,  RICHARD  A,  POINT  PLEASANT,  NEW  JERSEY 
ONEILL,  THOMAS  LEO,  DENVER,  COLORADO 
ONEILL,  WALLACE  R. ,  EAU  CLAIRE,  WISCONSIN 
ONO,  YUJI,  NAGOYA,  JAPAN 
ONSTAD,  L.,  JOHN,  BOZEMAN,  MONTANA 
ONTOG,  AGER  POBLADOR,  JR,  QUEZON  CITY,  PHILIPPINES 
ONUMA,  TEIJI,  TOKYO,  JAPAN 
ONWUKA,  ANTHONY  A.,  LAGOS,  NIGERIA 
OPASNIPUTH,  SUKHUM,  BANGKOK,  THAILAND 
#  OPEL,  WENDOLIN  G. ,  INDIANAPOLIS,  INDIANA 
OQUINN,  JOHN  PAUL,  BEAUFORT,  SOUTH  CAROLINA 
ORANGE,  DAVID  W,  BESSEMER,  ALABAMA 
ORBELL,  JOSEPH  W,  PHILADELPHIA,  PENNSYLVANIA 
n   ORDWAY,  JOE  D.,  BATH,  NEW  YORK 
ORE,  JOHN  ROBERT,  TEMPE,  ARIZONA 
OREAR,  LARRY  GREG,  COOKEVILLE,  TENNESSEE 
OREILLY,  CHARLES  M. ,  HELENA,  MONTANA 
n   OREILLY,  THOMAS  JAMES,  NEW  YORK,  NEW  YORK 
U   ORGAN,  ROBERT  EMMETT,  JR,  DENVER,  COLORADO 
ORGILL,  DANA  EDWARD,  SALT  LAKE  CITY,  UTAH 
ORISKY,  GARY  ALLAN,  EVANSVILLE,  INDIANA 
ORLANDO,  JAMES  CHRISTOPHER,  NEW  YORK,  NEW  YORK 
ORLANDO,  KIM  SALVATORE,  FORT  BRAGG,  NORTH  CAROLINA 
ORMAN,  WILLIAM  JERE,  MILLINGTON,  TENNESSEF 
ORMEROD,  CHARLES  R. ,  EXETER,  ENGLAND 
t   ORMSBY,  THOMAS  JOSEPH,  NEW  BRITAIN,  CONNECTICUT 

ORNDORF,  DOMER  G. ,  HARRISBURG,  PENNSYLVANIA 
1   ORNELAS,  GABRIEL  EDWARD,  LOS  ANGELES,  CALIFORNIA 
OROURKE,  GARY  DENNIS,  STREAMWOOD,  ILLINOIS 
OROURKE,  HUGH  EMMETT,  NEW  YORK,  NEW  YORK 
OROURKE,  MICHAEL  LEE,  SAN  BERNARDINO,  CALIFORNIA 
1   OROURKE,  THOMAS  J.,  CAMDEN,  NEW  JERSEY 
OROURKE,  WILLIAM  B.,  TORONTO,  CANADA 
OROURKE,  WILLIAM  JAMES,  PRIOR  LAKE,  MINNESOTA 
ORR,  ALAN  FRANCIS,  PORTLAND,  OREGON 
ORR,  DENNIS  ALAN,  ERIE,  PENNSYLVANIA 
ORR,  DOUGLAS  JAMES,  SACRAMENTO,  CALIFORNIA 
ORR,  IVAN  C,  JR.,  SALT  LAKE  CITY,  UTAH 
ORR,  JAMES  DRAKE,  BATAVIA,  NEW  YORK 
ORR,  STEVEN  WESLEY,  MINDEN,  NEVADA 
ORRAS,  LOUIS  PATSY,  ODESSA,  TEXAS 
ORREN,  DONALD  CURTIS,  ODESSA,  TEXAS 
ORRICK,  WILLIAM  DWAYNE,  CORDELE,  GEORGIA 
'   ORSINGER,  CURTIS  F,  ANN  ARBOR,  MICHIGAN 
ORSO,  JAMES  H,  MOBILE,  ALABAMA 
ORTEGA,  THOMAS  CECIL,  HOLBROOK,  ARIZONA 
ORTENZIO,  PAUL  ROBERT,  HACKENSACK,  NEW  JERSEY 
1  ORTICELLE,  ANTHONY  A.,  MINEOLA,  NEW  YORK 
ORTICKE,  JOSEPH  MANUEL,  NEW  ORLEANS,  LOUISIANA 
ORTIZ-MALDONADO,  ORLANDO,  SAN  JUAN,  PUERTO  RICO 
ORTIZ,  ALBERT  A,  SAN  ANTONIO,  TEXAS 
ORTIZ,  AMADEO,  SAN  ANTONIO,  TEXAS 
ORTIZ,  ANTONIO,  NEW  YORK,  NEW  YORK 
ORTIZ,  CARLOS,  MIAMI,  FLORIDA 
ORTIZ,  FRANCISCO,  JR,  NEW  HAVEN,  CONNECTICUT 
ORTIZ,  JESUS,  JR,  BRIDGEPORT,  CONNECTICUT 
ORTIZ,  JOE  RALPH,  REDDING,  CALIFORNIA 
ORTIZ,  JOSE,  SR,  WILMINGTON,  DELAWARE 

SnIkPFFi  VICT0R  c->  JR-.  HASHINGTON,  DISTRICT  OF  COLUMB 
ORTON,  GARY  D,  LAS  VEGAS,  NEVADA 
ORTQUIST,  ALAN  J.,  MUSKEGON,  MICHIGAN 
OSBON,  GARY  LYNN,  RUSTON,  LOUISIANA 
OSBORN,  ALLEN  MARSHAL,  ALBUQUERQUE,  NEW  MEXICO 
OSBORN,  GARY  DELANO,  LOS  ANGELES,  CALIFORNIA 
OSBORN,  RALPH  STEPHEN,  MONMOUTH,  OREGON 
OSBORNE,  CHARLES  EDWARD,  GREENSBORO,  NORTH  CAROLINA 
OSBORNE,  DAVID  WAYNE,  HENDERSON,  KENTUCKY 
OSBORNE,  GLENN  G. ,  GREAT  FALLS,  MONTANA 
OSBORNE,  GROVER  GALE,  KINGSPORT,  TENNESSEE 
OSBORNE,  JAMES  ROBERT,  INDIANAPOLIS,  INDIANA 
OSBORNE,  KYLE  GENE,  SEARCY,  ARKANSAS 
OSBOURN,  ERVIN  T.,  PORTLAND,  OREGON 
OSBURN,  MAX  STEVEN,  SEATTLE,  WASHINGTON 
OSBURN,  WILLIAM  ALLEN,  NATIONAL  CITY,  CALIFORNIA 
OSELL,  DOUGLAS  CARL,  SUPERIOR,  WISCONSIN 
OSGOOD,  ROWLAND  CHARLES,  TAMPA,  FLORIDA 
OSHAUGHNESSY,  ROBERT  J,  HARTFORD,  CONNECTICUT 
OSHAUGNESSY,  PATRICK  W,  HUNTSVILLE,  TEXAS 
OSHEA,  JAMES  B,  MINNEAPOLIS,  MINNESOTA 
OSHEA,  PETER  J.,  PHILADELPHIA,  PENNSYLVANIA 
OSHIELDS,  CHARLES  EVERETT,  PRINCE  WILLIAM,  VIRGINIA 
OSIECKI,  ROBERT  JOHN,  BRUNSWICK  HILLS,  OHIO 
OSKIN,  RICHARD  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
OSLER,  JERRY  LYNN,  COUNCIL  BLUFFS,  IOWA 
OSMAN,  MANAN  BIN,  GADONG,  BRUNEI 
OSMAN,  MOHD  SAIRI,  PENANG,  MALAYSIA 
OSNOWER,  JEROME  B,  CULVER  CITY,  CALIFORNIA 
OSORA,  RAYMOND  P,  MIDDLETOWN,  CONNECTICUT 
OSORIO-ROSARIO,  MARCIAL,  SAN  JUAN,  PUERTO  RICO 
OSORIO,  ELROY  THOMAS,  HILO,  HAWAII 
OSTAPOWICZ,  DANIEL  JOHN,  GRAND  RAPIDS,  MICHIGAN 
OSTASESKI,  JOSEPH  J,  JR,  OYSTER  BAY,  NEW  YORK 
OSTASHAY,  EDWARD  FRANK,  JR,  ARCADIA,  CALIFORNIA 
OSTEEN,  AUBREY  JACKSON,  ATLANTA,  GEORGIA 
OSTEEN,  JOHN  STEPHEN,  PHENIX  CITY,  ALABAMA 
OSTENDORF,  FRANCIS  EDWARD,  JR,  PARK  HILLS,  KENTUCKY 
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OSTER.  CRIEG  ALAN  -  PALMIERE,  SAMUEL  MICHAEL 


175 
103 
130 
115 
94  n 
186 

35  tt 
158 
130 
141 

10  ft 
149 
129  ft 
178 
113 
128  tt 
190 
147 
91 
145 
136 
97  tt 
164 
185 
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106 
160 
169 
191 
75  tt 
101 
93 

115  * 
153 
155  * 
162 
141 
168 
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178 
163 
117 
187 
157  i 
99 
152 
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178 
160 
193 
107 
189 
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188 
181 
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33 
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77 
150 
127 
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117 
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180 
60 
143 
171 
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16 
87 
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184 
184 
61 
160 
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87 
39 
161 
99 
169 
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99 
87 


OSTER,  CRIEG  ALAN,  MCCOMB,  MISSISSIPPI 

n<;TFR   JAMES  R..  ELYRIA,  OHIO 

SllERFELD   GERALD  MICHAEL.  AVONDALE.  ARIZONA 

OSTERGRANT,  HILLIAM  D. ,  DIXON.  ILLINOIS 

OSTHOFF   NORMAN  D.,  HONOLULU,  HAHAII 

olnSl. 'DENNIS  HILLIAM.  LAKEPORT.  CALIFORNIA 

OSTLER   CHARLES  HAROLD,  OMAHA,  NEBRASKA 

OSTRANDER   CURTIS  SIDNEY,  ITHACA,  NEH  YORK 

OSTrSfSKY,  BERNARD  RICHARD   NEH  YORK   NEW  YORK 

OSTROM,  DANIEL  EDHARD,  LANSING,  MICHIGAN 

OSTROM  PETER  G. ,  SUPERIOR,  HISCONSIN 

ntiii  IVAN   BARRY  JAMES,  BRISBANE,  AUSTRALIA 

SluLLIVAN'  HILLIAM  VINCENT,  SPRINGFIELD,  ILLINOIS 

OSUNA   FELIX  GEORGE,  SANTA  ANA,  CALIFORNIA 

OSWALD   EDHARD  T,  LITTLE  FALLS,  NEW  JERSEY 

OSHALD   GARNER  ARTHUR,  MADISON,  HISCONSIN 

oswald  robert  thomas,  yaphank,  new  york 
Oswald:  hilli am  Wallace,  batesburg,  south  Carolina 
oszman,  robert  a,  petersburg,  alaska 
ota,  shigenori,  tokyo,  japan 

S^NSYOaK^.I0UPPERJSAdSlE  RIVER,  NEW  JERSEY 
OTERO,  ANNE  KATHLEEN,  FARMINGTON   NEH  MEXICO 
OTGONBAYAR   NADMID,  ULAN  BATAR,  MONGOLIA    „„„ 
OTIS   FRANKLIN  ROOSEVELT,  CHATTANOOGA,  TENNESSEE 
OTOOLE   CHRISTOPHER  NOEL,  BRAMPTON  CANADA 
OTOOLE   MICHAEL  JOSEPH,  LA  PLATA,  MARYLAND 
OToSle'.  SHIRLEY  THERESA,  CHESAPEAKE   VIRGINIA 
OTT-JONES,  CYNTHIA  ELLEN,  PAGE,  ARIZONA 
OTT   JACK  L.,  BATON  ROUGE,  LOUISIANA 
OTT   STEPHEN  W,  ELKINS  PARK,  PENNSYLVANIA 
OTTE   RONALD  C,  WEBSTER  GROVES,  MISSOURI 
I  OTTE   RONALD  L,  ANCHORAGE,  ALASKA 

OTTEN   J  PETER   SAN  FRANCISCO,  CALIFORNIA 
.  OTTERSTAD   RONALD  JOHN,  BEMIDJI.  MINNESOTA 
OTTERSTEDT,  RICHARD  MICHAEL,  ALBANY,  NEW  YORK 
OTTMAN   RICHARD  VINCENT,  HUNTSVILLE,  ALABAMA 
OTTNEy!  ERIC  GERARD,  BEVERLY  HILLS,  MICHIGAN 
OTTO   ALAN  R,  RIVERHEAD,  NEW  YORK 
OTTO   FRED  HENRY,  III,  COLUMBIA,  MISSOURI 
SttSw  DARICK  KE  TH,  MENOMONEE  FALLS,  WISCONSIN 
niRRF   WILLIAM  K   HATTIESBURG,  MISSISSIPPI 
SuIlLETTE   DARREN  CLARKE,  NEh'bRITAIN,  CONNECTICUT 
»  OUELLETTE   RAOUL  DOUGLAS!  HARTFORD,  CONNECTICUT 
OUELLETTE   ROGER  A.,  AUBURN,  MAINE 
OUELLETTE   THOMAS  JOSEPH,  BURBANK   ILLINOIS 
5URS0,  FREDERICK  JOHN,  JR.  QUANTICO,  VIRGINIA 
OUSLEY,  DOCKY  KEITH,  RADCLIFF,  KENTUCKY 
OUTON,  DAVID  HOWARD,  AUSTIN,  TEXAS 
OUTTEN,  DREW  RUSSELL,  NEW  CASTLE,  DELAWARE 
rwcRRAY   ROY  B   MARION,  VIRGINIA 
SvERCASH.  HILLIAM  ALLEN   CONCORD,  NORTH  CAROLINA 
OVERFIELD   LARRY  ALAN,  RAYTOHN,  MISSOURI 
OVERHOLT   ROGER  DALE.  ROGERSVILLE.  TENNESSEE 
SvRMAnI'mARK  LEWIS, 'SCOTTSBLUFF,  NEBRASKA 
OVERMAN.  RICHARD  BRUCE,  SEATTLE,  WASHINGTON 
tt   OVERTON   BLAIR  P.,  HAGERSTOWN,  MARYLAND 

OVERTON   DAVID  HENRY,  LONDON,  ENGLAND 
tt   OVERTON,  RICHARD  E.,  SANTA  CRUZ,  CALIFORNIA 

oTertTn'  KlliSh  j6sepSNhesth  mp?Sn  BEACH,  NEW  YORK 

SvERTON'  HILLI AH  QUINTON,  J,  ROCKY  MOUNT,  VIRGINIA 
SvERTURF   ROBERT  LEE,  RAPID  CITY,  SOUTH  DAKOTA 
OVERy"  ROBERT  CLARENCE,  ROCK  SPRINGS,  WYOMING 

*  OWEN,  DALE  WARREN,  JOPLIN,  MISSOURI 

ft  OWEN   JAMES  EUAL,  MURFREESBORO,  TENNESSEE 

tt   OWEN   JAMES  F.,  NORFOLK,  VIRGINIA 

tt   OWEN   KEITH  B.,  TIFFIN,  OHIO 

OWEN   KENNETH  G,  JACKSONVILLE,  FLORIDA 
OHFN   KIRBY  DOUGLAS,  TAVERNIER,  FLORIDA 
OMEN  LARRY  P  ,  OKLAHOMA  CITY,  OKLAHOMA 
OHEN'  LOYCE  G.,  OXFORD,  ALABAMA 

ft  OHEN   MARVIN  M  HOT  SPRINGS,  ARKANSAS 

ft  OHEN   MAYO  C. ,  PENINSULAR,  MALAYSIA 

tt   OWEN   R   B.,  JR.,  NASHVILLE,  TENNESSEE 
nucw   WARWICK  GEORGE.  DARWIN,  AUSTRALIA 

tt   OMEN!  HILLIAM  J  WASHINGTON, 'DISTRICT  OF  COLUMBIA 
OHENS   ARTHUR  DOUGLAS,  WEST  PALM  BEACH,  FLORIDA 
OHENS '  BART  CNRIGHT.  SOUTH  LAKE  TAHOE.  CALIFORNIA 
OWENS   CHARLES,  BLADENSBURG,  MARYLAND 
OWENS   COMPTON  CLEOPHAS,  III,  HUNTSVILLE,  ALABAMA 

tt   OHENS  CRISTA  L.,  CHARLOTTE,  NORTH  CAROLINA 

»   OHENS !  DALLAS  H,  MEMPHIS   TENNESSEE 

J  °0HEnT  GeSrGGE  T^NCE1    IAM  VIRGINIA 

#  oKIUl:  JAMEsVlAN,  STERLING  HEIGHTS  MICHIGAN 
nuFM<;  lOHN  DELBERT.  PORT  ARTHUR,  TEXAS 
OHEnI'  KENNETH  BRENT.  HILLISTON,  NORTH  DAKOTA 

ft  OWENS  KENNETH  E.,  CANON  CITY,  COLORADO 
OWENS,  MELVIN,  AUBURN   ALABAMA 

ROBERT  DAVID,  BARTLETT,  TENNESSEE 
ROBERT  FERRISS,  DALLAS,  TEXAS 

*  OWENS,  ROBERT  R.,  KETTERING  OHIO 
ft  OWENS,  WILLIAM  CLARENCE,  ELIZABETH  CITY, 

nwFM^RY   ARVERN.  MARION,  INDIANA 

OHINNGBs!'jOHN ""I  GOOSE  CREEK   SOUTH  CAROLINA 

nuuBV   MANPY  MELISSA.  BEAUMONT,  TEXAS 

OHSLEY   SETH  CHRISTOPHER,  OKLAHOMA  CITY,  OKLAHOMA 

OXFORD'  JAMES  L,  THOMASTON,  GEORGIA 

OYAAS.  DONALD  F,  SAN  PABLO,  CALIFORNIA 
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WYOMING 


OYAIZU   AKIRA,  TOKYO,  JAPAN 

OYLER,  MICHAEL  RANDOLPH,  HOWELL,  MICHIGAN 

OZAWA   TOSHIHIRO,  TOKYO,  JAPAN 

OZDYCH.  VALENTINE  JOSEPH,  PONT  I  AC,  MICHIGAN 

OZMENT   ROBERT  PAT,  YELLOHSTONE  NAT'L  PARK, 

OZNOHICZ,  CAROLYN,  OAKLAND,  CALIFORNIA 

PAAR,  PHILIP  HADE,  JACKSON  TWP,  OHIO 

PACE,  TAMMIE  YVONNE,  HOUSTON,  TEXAS 

PACE   WALLACE  G,  NEWTON,  MISSISSIPPI 

PACHECO,  JUAN  FRANCISCO,  RATON,  NEW  MEXICO 

PACILLAS   RAUL,  EL  PASO,  TEXAS 

PACINELLA.  EUGENE  VINCENT,  NEW  YORK,  NEW  YORK 

PACK   ROY  EDWARD,  CHEYENNE,  WYOMING      

PACK  VERNON  FRANKLIN,  II,  BECKLEY  WEST  VIRGINIA 
PACKARD,  MELVIN  L.,  BETHLEHEM,  PENNSYLVANIA 
PACKER,  DENNIS  OTIS,  BARROW,  ALASKA 
PACKETT,  WILLIAM  E,  ARLINGTON,  VIRGINIA 
PADAR  JAMES  RICHARD,  CHICAGO,  ILLINOIS 
PADDOCK,  JERRY  RAY,  EVANSVILLE,  INDIANA 
PADDOCK  JOHN  L,  LYNNWOOD,  WASHINGTON 
PADEN  DONALD  E.,  ORLANDO,  FLORIDA 
PADEN   NELSON,  HUNTINGTON,  HEST  VIRGINIA 
PADGETT   JAMES  ANDREHS,  FORT  MEADE,  MARYLAND 
PADGETT,  RICHARD  E.,  CHARLESTON,  SOUTH  CAROLINA 
PADGETT,  WINSTON  C.  ,  BEAUMONT,  TEXAS   ,.„_„_. 
PADUS  CHARLES  EDWARD,  LOS  ANGELES,  CALIFORNIA 
1R1  *  PADICH  THEODORE  JOHN,  BOYNTON  BEACH,  FLORIDA 
T55   PADILLA  CHRISTOPHER  JOHN,  ALBUQUERQUE,  NEW  MEXICO 
PADILLA  NICHOLAS,  JR.  FORT  BRAGG,  NORTH  CAROLINA 
PADRICK,  JOHN  J.,  WILMINGTON,  NORTH  CAROLINA 
PADRUCCO,  DENNIS  J,  NEW  ROCHELLE,  NEW  YORK 
PADUA  APOLONIO  A,  JR,  MANILA,  PHILIPPINES 
PADUA  RAYMUNDO  E  JR*  QUEZON  CITY,  PHILIPPINES 
PAGAN  REYES,  LUIS  ALBERTO,  SAN  JUAN,  PUERTO  RICO 

PAGE,  DAVID  ARTHUR,  CASTILE,  NEW  YORK 

DONALD  J.,  FORT  MADISON,  IOWA 

HUGH  H.,  FRANKFORT,  KENTUCKY 

JAMES  ROBERT,  JR,  URBANA,  ILLINOIS 

JAMIE  RILEY,  AUSTIN,  TEXAS 

JEFFREY  EDWARD,  SAN  ANTONIO,  TEXAS 

NORWOOD  S.,  MONROE,  NORTH  CAROLINA 

OLLEN  HARVEY,  WILSON,  NORTH  CAROLINA 

RAYMOND  C,  EDMOND,  OKLAHOMA 
PAGEAUV  JOHN  ROLLAND,  FORT  DEVENS.  MASSACHUSET, S 
PAGEL,  LEE  WAYNE,  HOUSTON,  TEXAS 
PAGEL   ROBERT  C. ,  WAUSAU,  WISCONSIN 
PAGEL  THOMAS  JOHN,  CHEYENNE,  WYOMING 
PAGLIARO,  WALTER,  ITHACA,  NEW  YORK 
PAGNIV  ROBIN  KERRY,  SPARKS,  NEVADA 
PAHL   ALEXANDER  LEON,  SALT  LAKE  CITY,  UTAH 
PAiroUSIS,  GUS  MICHAEL  KNOXVILLE  TENNESSEE 
PAIGE,  EDWARD  WELDON,  CHICAGO,  ILLINOIS 
PAILLARD.  YVES,  TOULOWE,  FRANCE 
PAINE   ROBERT  LOUIS,  CORUNNA,  MICHIGAN 
PAINTER  CAROL  ANN,  LOS  ANGELES,  CALIFORNIA 
PAINTER  CHARLES  H,  SACRAMENTO,  CALIFORNIA 
patwtfr   FRIC  DOUGLAS.  ROMULUS,  MICHIGAN 
PA  NtIr:  GEORG?  ROBERT.  HARRISBURG  PENNSYLVANIA 
PALTER  HARRY  J.,  WASHINGTON  DISTRICT  OF  COLUMBIA 

pS'  KENHTH-LE    ,A  HArPeST^  '^VIRGINIA 
PA  nIIr  MURPHY  J,  BATON  ROUGE  LOUISIANA 
PAIT,  HAROLD  RAY,  JR,  SHI VELY,  KENTUCKY 
PAIVA,  WENDELL  DESMOND,  HILO,  HAHAII 
pa  IARTTO   FRANCISCO  T,  JR,  MANILA,  PHILIHKlNtb 
PALAC  OSAREVALOO  GU  LLERMO  R,  QUITO,  ECUADOR 
PALAD,  PERFECTO  PONCE,  MANILA,  PHILIPPINES 
PALADINO,  JOHN,  JAMESTOWN,  NEW  YORK 

PPAALAAK,AV°0NGSUECN,A-E ^^^0^   NGKOK.  THAILAND 
PALANT,  KEITH,  PEMBROKE  PINES,  FLORIDA 
PALAZZOLO,  CHARLES  EDWARD,  SPRINGFIELD,  ILLINOIS 

'  pTgUTt'  ^VINFJ0SEPH:0WASHILNG?0N  DISTRICT  OF  COLUMBIA 
PALKo!  JOS  PH  LAWRENCE,  FREELAND  PENNSYLVANIA 
DAikn  MICHAEL  GEORGE,  EDISON,  NEW  JERSEY 
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CLYDE  M. ,  SANDY,  UTAH 
DONALD  L.,  OVERLAND  PARK,  KANSAS 
EDWARD  GENE,  HOMESTEAD,  FLORIDA 
FinoN  C   JR..  BOISE,  IDAHO 
^CHARLEY,  'MADISON  MISSISSIPPI 
ERNEST  COOPER,  NIAGARA  FALLS,  NEW  YORK 
PALMER'  GARTH  M,  COLUMBUS,  MISSISSIPPI 
PALMER   JAMES  BOYD.  SCHAUMBURG,  ILLINOIS 
PALMER  JERRY  MACK  EUFAULA,  ALABAMA 
PALMER:  JOhScHRISTOPHER  WABASH   INDIANA 
PALMER,  MARK  ALAN,  SR,  NORWALK,  CONNECTICUT 
PALMER,  MICHAEL  BLAINE  WEST  VALLEY,  UTAH 

MTTHAFI  WILLIAM.  BRIELLE,  NEW  JbKbtY 
SlCHARD  H.,  FORT  BRAGG,  NORTH  CAROLINA 
RONALD  DALE,  TULSA,  OKLAHOMA 
ROSCOE  C  JR,  RIVERHEAD,  NEW  YORK 

I       !  KBhfc  BSKEvOT 


PALMER, 
PALMER, 
PALMER, 
PALMER, 
PALMER, 
PALMER, 


PALMER, 
PALMER, 
PALMER, 
PALMER, 


PALUSZCYK,    GARY   H.    -   PATTERSON,    PATRICK   ROBERT 
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PALUSZCYK,  GARY  H. ,  HAUKESHA,  HISCONSIN 
'  PAMPENA,  RALPH  D,  PITTSBURGH,  PENNSYLVANIA 
PANAYIOTOU,  GEORGE,  NICOSIA,  CYPRUS 
PANDOS,  JOSEPH  GEORGE,  NEH  CASTLE,  PENNSYLVANIA 
PANG,  DARRYL  CHU,  MILPITAS,  CALIFORNIA 
PANGAN,  RICARDO  S,  JR,  MANILA,  PHILIPPINES 
PANGBURN,  CHARLES  H. ,  MILLVILLE,  NEH  JERSEY 
PANGILINAN,  TEODORO  B.,  MANILA,  PHILIPPINES 
PANHORST,  FREDERICK  HARLOH,  INDIANAPOLIS,  INDIANA 
PANICCIA,  VALENTINO  PATRICK,  LOS  ANGELES,  CALIFORNIA 
PANKONGCHUEN.  KRISADA,  BANGKOK,  THAILAND 
PANKRATZ,  DUANE  A,  SALEM,  OREGON 

PANNELL,  HILLIE  LOUIS,  JR,  LOS  ANGELES,  CALIFORNIA 
PANOUSSIS,  IOANNIS,  ATHENS,  GREECE 
PANTALEO,  FRANK,  MORTON  GROVE,  ILLINOIS 
PANTERMUEHL,  JOHN  BOST,  AUSTIN,  TEXAS 
PANTHER,  MARK  LOUIS,  RICHLAND,  WASHINGTON 
PANTHER,  ROBERT  D,  SPOKANE,  HASHINGTON 
PANTHER,  THOMAS  MIDDLETON,  ARLINGTON,  VIRGINIA 
PANUCCIO,  FRANK  PATRICK,  HARRISBURG,  PENNSYLVANIA 
PANZARELLA,  MICHAEL  GERARD,  PROVIDENCE,  RHODE  ISLAND 
PANZERO,  RONALD  FRANKLIN,  MOUNT  VERNON,  HASHINGTON 
PAOLELLA,  TOMMY  ANDREH,  CARSON  CITY,  NEVADA 
PAPACHRISTOS,  SPRIRIDON,  ATHENS,  GREECE 
PAPAGEORGHIOU,  DEMETRIOS  M,  PAPHOS,  CYPRUS 
PAPAGNI,  DOUGLAS  MICHAEL,  FRESNO,  CALIFORNIA 
PAPANEK,  ANDREH  J,  JR,  BROOKVILLE,  OHIO 
PAPE,  JOHNNY  LEE,  HESLACO,  TEXAS 
PAPEN,  MARK  WILLIAM,  COLORADO  SPRINGS,  COLORADO 
PAPIA,  JAMES  VINCENT,  JR,  MEMPHIS,  TENNESSEE 
PAPILI,  JOSEPH  ANTHONY,  DOVER,  DELAWARE 
PAPST,  JAMES  WILLIAM,  TORRANCE,  CALIFORNIA 
PAQUETTE,  MICHAEL  DENNIS,  MONMOUTH  JUNCTION,  NEW  JERSEY 
PARADIS,  JAMES  ANTHONY,  WORCESTER,  MASSACHUSETTS 
PARAS,  GEORGE  ANTHONY,  MILWAUKEE,  WISCONSIN 
PARASPOLO,  THOMAS  EUGENE,  TWIN  CITIES,  CALIFORNIA 
PARD,  ROBERT  E.,  WOONSOCKET,  RHODE  ISLAND 
PARDINI,  RONALD  J,  UPPER  ST  CLAIR,  PENNSYLVANIA 
PARE,  EDWARD  D,  NORTH  SCITUATE,  RHODE  ISLAND 
PARE,  STEVEN  MICHAEL,  NORTH  SCITUATE,  RHODE  ISLAND 
PAREDES  MUNOZ,  OSCAR  FREDY,  BOGOTA,  COLOMBIA 
PARENT,  BRUCE  FORREST,  LAKE  GEORGE,  NEW  YORK 
PARENT,  MARC,  ST  LAWRENCE,  CANADA 
PARESI,  MARK  SCOTT,  PORTLAND,  OREGON 
PARFITT,  RICHARD  ALAN,  CONNELLSVILLE,  PENNSYLVANIA 
PARIS,  BARRY  LENZEL,  GREENVILLE,  TEXAS 
PARIS,  HARVEY  FURMAN,  GREENVILLE,  SOUTH  CAROLINA 
PARIS,  ROBERT  T.,  CAMP  LEJEUNE,  NORTH  CAROLINA 
PARISH,  JAMES  JOHN,  NORTH  PLATTE,  NEBRASKA 

JOSEPH  STEPHEN,  JR,  WASHINGTON,  DISTRICT  OF  COL 
PETER  ROBERT,  RUTHERFORD,  NEW  JERSEY 
PATRICK  JOSEPH,  ELMIRA,  NEW  YORK 
BRUCE  ARNOLD,  COLCHESTER,  VERMONT 
BYUNG-KOOG,  SEOUL,  KOREA 
FRANK  JAMES,  TOOELE,  UTAH 
GEORGE  R.,  SHANGHAI,  REPUBLIC  OF  CHINA 
JIN  SUK,  SEOUL,  KOREA 
SEI  KYU,  SEOUL,  KOREA 
THOMAS  EDWARD,  LAS  VEGAS,  NEVADA 
YANG-BAE,  SEOUL,  KOREA 
YONG-KYU,  SEOUL,  KOREA 

BOBBY  WAYNE,  ANNISTON,  ALABAMA 
CHRIS  WILLIAM,  IONE,  CALIFORNIA 
DAVID  ALLAN,  REDFORD,  MICHIGAN 
DENNIS  ALAN,  LEESBURG,  GEORGIA 
DENNIS  DEAN,  FREMONT,  CALIFORNIA 
DONALD  E,  SCHERERVILLE,  INDIANA 
EDWARD  L,  ORANGE,  TEXAS 
EUGENE,  OCEAN  CITY,  MARYLAND 
GEORGE  J,  LARAMIE,  WYOMING 
,  HERMAN  EUGENE,  GRIFFIN,  GEORGIA 
PARKER,  HOYT  JASON,  DALTON,  GEORGIA 
PARKER,  JAMES  C,  PINE  BLUFF,  ARKANSAS 

JONATHAN  PAUL,  YUBA  CITY,  CALIFORNIA 
LARRY  D.,  MANAHAWKIN,  NEW  JERSEY 
MICHAEL  ANTHONY,  ATLANTA,  GEORGIA 
MICHAEL  LEIGH,  MILLBRAE,  CALIFORNIA 
RAYMOND  J.,  JR.,  JEFFERSONVILLE,  INDIANA 
RICHARD  JOSEPH,  DAVENPORT,  IOWA 
ROBERT  L,  MIAMI,  FLORIDA 

ROSILAND  YVONNE,  WASHINGTON,  DISTRICT  OF  COLUMB 
TERENCE,  NEW  YORK,  NEW  YORK 
TERRY  WILLIAM,  ROLLA,  MISSOURI 
THOMAS  M.,  HAMPTON,  VIRGINIA 
WILLIAM  E.,  KANSAS  CITY,  MISSOURI 
WI LL I AM  THOMAS,  III,  WILMINGTON,  NORTH  CAROLINA 
,  CARY  G,  SEATTLE,  WASHINGTON 
PARKHOUSE,  FRANK  HENRY,  ST  CATHARINES,  CANADA 
PARKIN,  JOHN  PHILIP,  BURLINGAME,  CALIFORNIA 
PARKINSON,  GREGORY  ALAN,  WEST  PALM  BEACH,  FLORIDA 
PARKS,  BERNARD  C. ,  LOS  ANGELES,  CALIFORNIA 
BRYAN  DEAN,  CHEYENNE,  WYOMING 
DAVID  EUGENE,  MOBILE,  ALABAMA 
DONNIE  RAY,  HENDERSONVILLE,  NORTH  CAROLINA 
GARY  ALDON,  LAPEER,  MICHIGAN 
JAMES  T.,  RICHMOND,  VIRGINIA 
PATRICK  THOMAS,  PETALUMA,  CALIFORNIA 
.  TED  ALLEN,  BEAUFORT,  SOUTH  CAROLINA 
DASur^rSRES0RY  DALE-  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PARMENTER,  PAUL  DAVID,  ST.  LOUIS,  MISSOURI 
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12  tt 
111 
164 
91 
125  tt 
107 
105 
168 
91  tt 
165 

11  tt 
132 
77 
192 
102  tt 
136 
148  tt 
144 
102  * 
177 


PARSONS, 
PARSONS, 
PARSONS, 
PARSONS, 
PARSONS, 
PARTAIN, 


PARNELL,  IRA  BYRD,  JR,  COLUMBIA,  SOUTH  CAROLINA 
PARNELL,  THOMAS  G,  MONTGOMERY,  ALABAMA 
PARR,  D.  GEORGE,  HARRISBURG,  PENNSYLVANIA 
PARR,  MALVIN  JOHN,  SANTA  BARBARA,  CALIFORNIA 
PARR,  RICHARD  L.,  BEND,  OREGON 
PARRA,  BALTASAR,  TARRYTOWN,  NEW  YORK 
PARRA,  EDUARDO  J.,  BUENOS  AIRES,  ARGENTINA 
PARRA,  JACKIE  EDWARD,  ANAHEIM,  CALIFORNIA 
PARRICK,  ROBERT  LEE,  RICHMOND,  CALIFORNIA 
PARRILLA,  ELEUTERIO,  ST  CROIX, 
PARRIS,  JAMES,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
PARRIS,  STEPHEN  GARY,  OCEAN  CITY,  NEW  JERSEY 
PARRISH,  DAVID  MOSER,  TAMPA,  FLORIDA 
PARRISH,  DONALD  E,  PHOENIX,  ARIZONA 
PARRISH,  GERALD  J,  FLINT,  MICHIGAN 
PARRISH,  HOMER  M. ,  STATESBORO,  GEORGIA 
PARRISH,  LARRY  WADE,  LAKELAND,  FLORIDA 
PARRISH,  RICHARD  DALE,  LAKE  CITY,  FLORIDA 
PARRISH,  WILLIAM  F.,  LEESBURG,  FLORIDA 
PARRISH,  WILLIAM  J,  PALMETTO,  FLORIDA 
PARROTT,  DAVID  C. ,  TWIN  FALLS,  IDAHO 
PARROTT,  LEON  FRANKLIN,  FORT  STEWART,  GEORGIA 
PARROTT,  LESLIE  L,  NEENAH,  WISCONSIN 

PARROTTE,  ROBERT  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMB 
PARRY,  JAMES  MICHAEL,  WEST  POINT,  NEW  YORK 
PARRY,  MAX  W.,  SALT  LAKE  CITY,  UTAH 
PARSHALL,  DONALD  CHARLES,  JR,  DETROIT,  MICHIGAN 
PARSLEY,  GARLAND  CURTIS,  JACKSONVILLE,  FLORIDA 
GARY  LEE,  WILKESBORO,  NORTH  CAROLINA 
JOHN  G.,  BEAUMONT,  TEXAS 
ROBERT  L.,  ARLINGTON,  TEXAS 
VERON  KING,  JR,  TEMPLE,  TEXAS 
WALTON  J,  JR,  ARVADA,  COLORADO 
.  FRED  L,  MC  ALESTER,  OKLAHOMA 
PARTH,  HOWARD  RAYMOND,  JR,  CRYSTAL  LAKE,  ILLINOIS 
PARTI N,  JACK,  LAWTON,  OKLAHOMA 
PARUCH,  GEORGE  F,  RICHMOND,  TEXAS 

PARVIAINEN,  WILLIAM  J.,  JR.,  EAST  LANSING,  MICHIGAN 
PARYLAK,  JOSEPH  WALTER,  JR,  SPRINGFIELD,  MASSACHUSETTS 
PASCALE,  DOMINICK  ANTHONY,  HARRISON,  NEW  YORK 
PASCALE,  WILLIAM  JOHN,  WALLINGFORD,  PENNSYLVANIA 
PASCARELLA,  DANIEL  ANTHONY,  SALAMANCA,  NEW  YORK 
PASCHALL,  JOSEPH  F.,  ATLANTA,  GEORGIA 
PASCHALL,  SYLVESTER  R,  FERGUSON,  MISSOURI 
PASCHKE,  CHESTER  J,  GRAND  FORKS,  NORTH  DAKOTA 
PASCOE,  JERRY  LEE,  UKIAH,  CALIFORNIA 
PASEMAN,  ROBERT  DAVID,  SAN  DIEGO,  CALIFORNIA 
PASENELLI,  GEORGE  R.,  ANCHORAGE,  ALASKA 
PASH,  ROBERT  RICHARD,  LOS  ANGELES,  CALIFORNIA 
PASKETT,  ROBERT  JOHN,  ST.  PAUL,  MINNESOTA 
PASKO,  VINCENT  GREGORY,  COLUMBUS,  GEORGIA 
PASLEY,  LLOYD  W. ,  ST.  JOSEPH,  MISSOURI 
PASOUAN,  ALBERT  L.,  TACOMA,  WASHINGTON 
PASS,  DONALD  MARIO,  AUBURN,  CALIFORNIA 
PASSER,  RICKY  JOHN,  AITKIN,  MINNESOTA 
PASSIC,  ALBERT,  PRICE,  UTAH 
PASSMORE,  RONALD  THALEN,  FRESNO,  CALIFORNIA 
PASTRANA-RIVERA,  JOSE  MANUEL,  HATO  REY,  PUERTO  RICO 
PATCH,  GEORGE  0,  MONTPELIER,  VERMONT 
PATE,  CHARLES  E.,  KNOXVILLE,  TENNESSEE 
PATE,  DAVID  VANCE,  AUGUSTA,  KANSAS 
PATE,  ERNEST  C.  ,  OWENSBORO,  KENTUCKY 
PATERNI,  MARK  LOUIS,  ELLICOTT  CITY,  MARYLAND 
PATERSON,  THEODORE  BRUCE,  SEATTLE,  WASHINGTON 
PATERSON,  WALLACE  W. ,  LIVINGSTON,  MONTANA 
PATEY,  DAN  J.,  NEILLSVILLE,  WISCONSIN 
PATLA,  RONALD  VINCENT,  BURLINGTON,  WISCONSIN 
PATNAIK,  ASHOK  KUMAR,  NEW  DELHI,  INDIA 
PATNAUDE,  ROBERT  EARL,  ALBANY,  NEW  YORK 
PATNODE,  ERNEST  HENRY,  BOSTON,  MASSACHUSETTS 
PATRICK,  DELROY  AMANDO,  WEST  POINT,  NEW  YORK 
DENNIS  ROYCE,  BROKEN  BOW,  NEBRASKA 
GREGORY  JUAN,  TULSA,  OKLAHOMA 
,  JIMMY  GLEN,  EAST  LANSING,  MICHIGAN 
PATRICK,  MARY  L,  LOS  ANGELES,  CALIFORNIA 
PATRICK,  MAX,  UTICA,  MICHIGAN 
PATRICK,  WILLIAM  A.,  ORLANDO,  FLORIDA 
PATRICK,  WILLIAM  P,  WOODSTOCK,  ILLINOIS 
PATRIKUS,  JOHN  A,  PORTSMOUTH,  NEW  HAMPSHIRE 
PATTEN,  EDWARD  B.,  JR.,  LAUDERDALE-BY-THE-SEA,  FLORIDA 
PATTEN,  RAYMOND  L.,  CAMBRIDGE,  MASSACHUSETTS 
PATTERS,  ROBERT  W,  OLYMPIA,  WASHINGTON 
PATTERSON,  CHARLES  FRANCIS,  ELMIRA,  NEW  YORK 
PATTERSON,  DAVID  E,  FLUSHING,  MICHIGAN 

DONALD  IVAN,  CHEYENNE,  WYOMING 
EARL  F.,  BIRMINGHAM,  ALABAMA 
FREDDY  R,  MONTGOMERY,  ALABAMA 
FREDERICK  MICHAEL,  CINCINNATI,  OHIO 
FRITZ  C,  SANTA  BARBARA,  CALIFORNIA 
GREGORY  NELSON,  BUTLER,  PENNSYLVANIA 
HAROLD  F.,  EAST  ORANGE,  NEW  JERSEY 
HUBERT  RANDALL,  MC  DONOUGH,  GEORGIA 
JOE  W.,  HUNTSVILLE,  ALABAMA 
JOHN  LYLE,  CHARLOTTE,  TENNESSEE 
LLOYD,  CLEVELAND,  OHIO 
,  MICHAEL  LEWIS,  COLLEGE  STATION,  TEXAS 
PATTERSON,  MONTE  CLAY,  DENVER,  COLORADO 
PATTERSON,  NORMAN  KEVIN,  READING,  MASSACHUSETTS 
PATRICK  A,  BALTIMORE,  MARYLAND 
PATRICK  ROBERT,  GULFPORT,  FLORIDA 


PATRICK, 
PATRICK, 
PATRICK, 


PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 


PATTERSON, 
PATTERSON, 
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PATTERSON,  RICHARD  M,  JR  -  PEPPER,  LON  DEAN 
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146 
111  I 
154 
194 
167 
149 
174 
138 
114 
118 
178 
162 
141 
126 
83 
128 
190 
163 
104 
96 
129 
172 
36 
80 
160 
189 
134 
165 
95 
119 
160 
92 
85 

95  # 
119  # 
195 

84  # 
179 
153 
137 
165 
22  # 
106 
165 
73  # 
120 
190 
87 
166 
104  # 
68  # 
91  * 
164 
115 
108 
99  D 
157 
48  • 
184 
137 
65  t 
117  * 
148 
103  t 
145 
177 
94  i 
122 

90  I 
49 

111 
114 

91  i 
115 

30 
121 
128 
94 
140 
154 
102 
100 
195 
138 
63 
137 
46 
67 
72 
153 
123 
98 
195 
116 
90 
185 
110 
143 
80 
141 


PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 
PATTERSON, 


RICHARD  M,  JR,  KENT,  OHIO 
ROBERT  A,  BAKERSFIELD,  CALIFORNIA 
ROBERT  LEE,  LINCOLN,  ILLINOIS 
RODNEY  JOHN,  PITTSBURGH,  PENNSYLVANIA 
,  RUSTY  DEMON,  ANDALUSIA,  ALABAMA 
PATTERSON   HILLIAM  BURRELL,  RALEIGH,  NORTH  CAROLINA 
PATTFRSON   WILLIAM  MAURICE,  CHICAGO,  ILLINOIS 
PATTERS^'  WILLIE  EUGENE,  ROCKY  MOUNT,  NORTH  CAROLINA 
PATTILLO,  CONRAD  S,  LITTLE  ROCK,  ARKANSAS 
PATTMAN,  JOHN  HENRY,  HO  HO  KUS ,  NEW  JERSEY 
PATTON   BRIAN  VINCENT,  NEW  YORK,  NEW  YORK 
PATTON   CHARLES  ALBERT,  NEWTOWN,  PENNSYLVANIA 
PATTON',  DANIEL  ERNEST,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PATTON   JOHNIE  MELVIN,  ALBANY,  GEORGIA 

LAWRENCE  C,  JEFFERSON  CITY,  MISSOURI 
LLOYD  WENDALL,  BURLINGTON,  IOWA 
MICHAEL  ALLEN,  CHICAGO,  ILLINOIS 
MICHAEL  AMMON,  RICHMOND,  TEXAS 

HECTOR  G.,  ANDOVER,  MASSACHUSETTS 


PATTON, 
PATTON, 
PATTON, 
PATTON, 
PATTULLO 


PAUL, 
PAUL, 
PAUL, 
PAUL, 
PAUL, 
PAUL, 
PAUL, 


PATTY  CHARLES  E.,  KNOXVILLE,  TENNESSEE 
PAUDERT   ROBERT  H  JR,  ROGERSVILLE,  MISSOURI 
PAUL   BRICE  RICHARDSON,  NEW  BROCKTON,  ALABAMA 
GEORGE  B.,  FLINT,  MICHIGAN 
GUY  A.,  HILO,  HAWAII 
RICHARD  LEE,  GILLETTE,  HYOMING 
ROY  DENNIS,  SAN  DIEGO,  CALIFORNIA 
TIMOTHY  DEAN,  BALDHINSVILLE,  NEW  YORK 
TREVOR,  PORT  OF  SPAIN,  TRINIDAD 
,  WAYNE  W,  FAIRFIELD,  CALIFORNIA 
PAUL  K  DONALD  JAMES,  CASEYVILLE,  ILLINOIS 
PAULSETH,  HAROLD  ROBERT,  TWO  HARBORS,  MINNESOTA 
PAULSON   EUGENE  L. ,  SHEBOYGAN,  WISCONSIN 
PAULSON.  PAUL  S.,  RENO,  NEVADA 
PAULSON  ROBERT  J.,  ^RGO  NORTH  DAKOTA 
PAUI SON   ROY  DEAN,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PAULY  DAVID  GERHARD,  FORT  BRAGG,  NORTH  CAROLINA 
PAULY,  GLENN,  ST.  LOUIS,  MISSOURI 
PAUSZ   FERENC,  BUDAPEST,  HUNGARY 
PAUU  PENU,  JR,  NATIONAL  CITY,  CALIFORNIA 
PAVEY,  EDWIN  HAROLD,  HUTCHINSON,  KANSAS 
PAVLIS,  JOHN  JOSEPH,  ORLANDO,  FLORIDA 
PAVLOVSKY,  ANDREW  J.,  RALEIGH,  NORTH  CAROLINA 
PAVONE,  JOHN  C,  RENTON,  WASHINGTON 
PAVONE   ROBERT  LOUIS,  CROMPOND,  NEW  YORK 
pawi  FY  WILLIAM  J   PHILADELPHIA,  PENNSYLVANIA 
PAWLOSKI   ROMAN  JOSEPH  HEST  HAZLETON,  PENNSYLVANIA 
PAYNE,  ALONA  LUCILLE,  ANOKA,  MINNESOTA 
PAYNE,  BILLY,  NEWPORT  NEWS,  VIRGINIA 
PAYNE  DANIEL  JOSEPH,  EAST  LANSING,  MICHIGAN 
PAYNE  DENNIS  M,  EAST  LANSING,  MICHIGAN 
DONALD  E  ,  WILMINGTON,  DELAWARE 
DOSS  R.,  JR.,  HENATCHEE,  WASHINGTON 
,  GEOFFREY  DAVID,  ESSEX,  ENGLAND 
PAYNE  GEORGE  F.,  JEFFERSON  CITY,  MISSOURI 
PAYNE  GEORGE  H,  JR,  GULFPORT,  MISSISSIPPI 

'  GROVER  L.,  HUNTINGTON  BEACH,  CALIFORNIA 
JOHN  EDWARD,  CAPE  CHARLES,  VIRGINIA 
JOHN  HOWARD,  CHARLOTTE,  NORTH  CAROLINA 
JOHN  JOSEPH,  VILLA  PARK,  ILLINOIS 
LEE  J,  UNIVERSITY  CITY,  MISSOURI 
LESLIE  J,  JR,  SALISBURY,  MARYLAND 
ROBERT  A,  BILOXI,  MISSISSIPPI 
ROGER  LEE,  SANTA  FE,  NEW  MEXICO 
TED  K,  MONTGOMERY,  ALABAMA    lrrTnnI 
WAYNE  HAMILTON,  GULFPORT,  MISSISSIPPI 
MARK  NICHOLAS,  MERCED,  CALIFORNIA 
EDGAR  L,  PIKESVILLE,  MARYLAND 
JOHN  ANDREW,  KENT,  OHIO 
SAM  D,  NASHVILLE,  TENNESSEE 
PEACOCK,  P.  C,  CUMMING,  GEORGIA 
PEACOCK  HILLIAM  E.,  JR.,  DECATUR  GEORGIA 
PEADEN,  JOHN  W,  PENSACOLA,  FLORIDA 
JAMES  W.,  WOOSTER,  OHIO 
JEFFREY  W.,  MIAMI,  FLORIDA 
JOHN  T  .  SARASOTA,  FLORIDA 

Joseph  neal,  smithfield,  north  Carolina 
larry  eugene,  decatur,  georgia 

RICHARD  B.,  SALT  LAKE  CITY,  UTAH 
ROBERT  MELVIN,  SIERRA  VISTA,  ARIZONA 
SCOTT  LESLIE,  FOLSOM,  CALIFORNIA 
WAYNE  N.,  GAINESVILLE,  FLORIDA 
WILLIAM  J.,  CHICKASAW,  ALABAMA 
PEARSALL   ANTHONY  JOSEPH,  VALLEJO,  CALIFORNIA 
PEARSON, 'BOBBY  CARROLL,  CAVE  SPRING,  GEORGIA 
PEARSON  CARL  V.,  ST.  PAUL,  MINNESOTA 
CECIL,  RENO,  NEVADA 
CHARLES  C,  ROCKVILLE,  MARYLAND 
CHARLES  L.   STATESVILLE,  NORTH  CAROLINA 
DAVE  L.,  STERLING,  ILLINOIS 
JACK  CLAYTON,  JR,  KANSAS  CITY,  KANSAS 
JAMES  ARTHUR,  LINCOLN,  NEBRASKA 
JOAN  E,  NEW  YORK,  NEW  YORK 
JOHN  EDWARD,  DECATUR,  GEORGIA 
KENNETH  E,  BRADENTON,  FLORIDA 
KENNITH  D.,  MONTGOMERY,  ALABAMA 
LYNN  MARIE,  NEWPORT  NEWS,  VIRGINIA 
PEARSON,  MADELINE  S,  MIAMI,  FLORIDA 
PEARSON,  ROBERT  WAYNE,  SIGINAW,  MICHIGAN 
PFASE   CARL  E.,  VERO  BEACH,  FLORIDA 
PEASE!  HILLIAM  ANTHONY,  MA  HO  PAC,  NEW  YORK 
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PAYNE, 
PAYNE, 
PAYNE, 


PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAYNE, 
PAZIN, 
PEACH, 
PEACH, 
PEACH, 


PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 
PEARCE, 


PEARSON, 

*  PEARSON, 

•  PEARSON, 
PEARSON, 
PEARSON, 
PEARSON, 

#  PEARSON, 
PEARSON, 
PEARSON, 

ft  PEARSON, 
PEARSON, 
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183 
100  * 
124 
159 
181 
120 
107 
185 
177 
161 
159 
112 
114 
117  i 
160 
127 
136 
189 
132 
176 
128 
152 
194 
92 
90 
135 
121 
79 
134 
63 
132 
25 
99 
139 
174 
131 
129 
135 
151 
107 
183 
189 
182 


PEASLEY,  STEVEN  ALAN,  BOONE,  IOWA 

PEAT   RAY  A.,  PECATONICA,  ILLINOIS 

PEAVEY,  ROBERT  RANDALL,  LUKE  AFB,  ARIZONA 

PECCHIA,  DAVID  JAMES,  LINO  LAKES,  MINNESOTA 

PECK,  DAVID  JOHN,  FAIRFIELD,  CONNECTICUT 

PECK   EMMETT  CHARLES,  WALNUT  CREEK,  CALIFORNIA 

PECK  ORAN  J.,  SALT  LAKE  CITY,  UTAH 

PECK  ROBERT  JOSEPH,  TOMS  RIVER,  NEW  JERSEY 

PECKAT   CHARLES  FREDERICK,  LONOKE,  ARKANSAS 

PpEECD°CHfN^,M^?lAMC56HNtLJRRMOPROV?^NCE,  RHODE  ISLAND 
PEDERSEN   BRIAN  D,  LONGVIEW,  WASHINGTON 
PFDFRSEN   CARL  R,  SPENCER,  IOWA 
pIdERSOn!  MERVEL  R.,  BEVERLY  HILLS,  CALIFORNIA 
PEDREGON,  RODOLFO,  EL  MIRAGE,  ARIZONA 
PEDRINI,  WILLIAM  DENNIS,  REDWOOD  CITY,  CALIFORNIA 
PEED  CARL  RAY,  FAIRFAX,  VIRGINIA 
PEEK  CLAUDE  JEFFREY,  DANVILLE,  KENTUCKY 
PEEK   FAY  EDWARD,  III,  FLINT,  MICHIGAN 
PEEK  THOMAS  LYNN,  FLINT,  MICHIGAN 
PEEL   FREDERICK  DWYNE,  CHIPLEY,  F LOR  DA 
PFFI   WILLIAM  FREDERICK,  MONROE,  LOUISIANA 
PE^ER   STEPHEN  CRAIG,  HUNTINGTON  PARK,  CALIFORNIA 
PEELISH  STEVE  J.,  BECKLEY,  WEST  VIRGINIA 
PEEPLES   FLOYD  W.   JR.,  GREENWOOD,  MISSISSIPPI 
PEETZ,  DARRELL  STANLEY,  COLUMBUS,  INDIANA 
PEETZ,  ROBERT  WILLIAM,  MIDLAND,  TEXAS 
PEEVERS,  JOHN  W,  CARSON  CITY,  NEVADA 
PEEVEY,  BRADLEY  WAYNE,  EL  PASO,  TEXAS 
'  PEEVEY  PAUL  ROBERT,  FORT  SMITH,  ARKANSAS 

PEFFER  DAVID  CORY,  SPOKANE,  WASHINGTON 
I  PEFFERS,  ALBERT  H.,    OSSINING,  NEW  YORK 
.  PEGRAM,  BARRY  W. ,  KENAI,  ALASKA  tfornIA 

PEGUEROS,  FRANCISCO  XAVIER,  LOS  ANGELES,  CALIFORNIA 
PEIFER,  DAVID  C,  MEDIA,  PENNSYLVANIA 
PEGHTAL,  CHARLES  R,  LA  MESA,  CALIFORNIA 
PF  RSOL  VIC  ALLEN,  SEATTLE,  WASHINGTON 
PELAEZ  RESTREPO,  NORBERTO,  BOGOTA,  COLOMBIA 
t   PELED,  AVSHALOM,  MISCHMAR  AYALON,  ISRAEL 
PFI1SSER0   LOUIS  J.,  TORONTO,  CANADA 
PFIKOFSKY   GERARD  VINCENT,  YAPHANK,  NEW  YORK 
PEUEGRI NO,  PETER  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PFllFTTFR  DANIEL  L,  HOULTON,  MAINE 
III   #  PELLETIER  GEORGE  J   FITCHBURG,  MASSACHUSETTS 
128   PELTlCCIO   RICHARD  ALAN,  WEST  PALM  BEACH  FLORIDA 
PFI I INGER  THOMAS  GARY,  BROOKLYN,  NEW  YORK 
pfiton  01  TVER  E  WEST  HARTFORD,  CONNECTICUT 

m Serton  IVcharlesWlS!  hashing™.  DISTRICT  OF  COLUMBIA 
PFMRI ETON  DAVID  ALLEN,  FRANKFORT,  KENTUCKY 
PENA-CASAS,  JAIME  ALBERTO,  BOGOTA,  COLOMBIA 
PENA  ANDRES,  JR,  AUSTIN,  TEXAS 

'  DANIEL  MARK,  SAN  ANTONIO,  TEXAS 
FERNANDO,  JR,  EL  PASO,  TEXAS 
JOSE  LUIS,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JOSE  R,  PORT  LAVACA,  TEXAS     .__-„-, 
,  SAMUEL  HECTOR,  JR,  EL  TORO,  CALIFORNIA 
PENCE,  BILLY  CHARLES,  AUSTIN,  TEXAS 
PENCE   DONNA  MARIE,  FAYETTEVILLE,  TENNESSEE 
PENCE  KENNETH  ROSSON,  NASHVILLE,  TENNESSEE 
PFNCE  WARREN  ALLEN,  ELKTON,  VIRGINIA 
PENDER  MICHAEL  JOHN,  LITTLE  FALLS,  MINNESOTA 
PFwnFR   PATRICK  THOMAS   MUNDELEIN,  ILLINOIS 
PENDERGASt"   JAMES  NEYLON   PORT  ORCHARD,  WASHINGTON 
PFMnFRTRAFT   WILLIAM  RILEY,  NORMAN,  OKLAHOMA 
pImdIrGRAPH;  JAMES  IRVING, 'CHARLOTTE   NORTH  CAROLINA 
PENDeSgRAPH  KENNETH,  SAVANNAH  GEORGIA 
plK^  aIbIrtT'hI      OU   '™OLINA 

PpEeNnd^Snd,R^yRdaJl?!^Horr    to    Ve  &8S 

'PENDLETON'    LEWIS      :;    NO     E'scnK  RHODE   ISLAND 

alia;  ak?  fe  im*£8S8SL 

PpEE^a!NMELL^DAN^^£^NCISCO  CALIFORNIA 

EISKhd1  'GARGET GOS  ^INDIANA"  ^^ 
PENN  WILLIAM  PHILLIP,  CHEYENNE,  WYOMING 
PENNEL   LAWRENCE  W,  DENVER,  COLORADO 
PFNNELL   LAWRENCE  F,  VALPARAISO,  INDIANA 
PENNELL,  WILLIAM  L,  III,  SPRINGFIELD,  ILLINOIS 
PENNER,  BEN,  MIDLAND,  MICHIGAN 
!  PENNINGTON,  CLARENCE,  BATAVIA  OHIO 
1  PFNNINGTON   GALE  GENE,  WILLIAMS  AFB,  ARIZONA 
i  PENN  NGTON  HERMAN  DARREL,  COLUMBUS   OHIO 
pfnn  NGTON   JESSIE  IRENE,  SAVANNAH,  GEORGIA 
PFNNINGTON   RICHARD  J,  NEW  ORLEANS,  LOUISIANA 
PENN  SI   JOSEPH  ANTHONY,  NEW  YORK,  NEW  YORK 
PENNY  WILLIAM  ALLISON,  HANOVER,  VIRGINIA 
PENNYPACKER  PAUL  L.,  BERWYN,  PENNSYLVANIA 
1   pInSzA  ThSmAS  FRANK   NEW  CASTLE  DELAWARE 
PENROD  ARTHUR  BYRON,  SALT  LAKE  CITY,  UTAH 
PENSIERO,  CAROLE  LEIGH,  CAPE  CORAL   FLORIDA 
PFNSONEAU  RALPH  R.,  PHOENIX,  ARIZONA 
PEOPLES   BENNY  RAY,  MONTGOMERY,  ALABAMA 
PEOPLES;  BRANTLEY  WADE,  RALEIGH  NORTH  CAROLINA 
PEPPARD  TIMOTHY  JAMES,  CLEVELAND  OHIO 
PFPPFR  GERALD  RYLAN,  JR,  DOVER,  DELAWARE 
PEPPER*,  LON  DEAN,  GREENVILLE,  MISSISSIPPI 
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PEPPLE,  JOHN  MARTIN  -  PHALEN,  MICHAEL  EDWARD 
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PEPPLE,  JOHN  MARTIN,  SIOUX  CITY,  IOHA 
PERA,  MICHAEL  GENE,  SAN  FRANCISCO,  CALIFORNIA 
PERALTA,  R.  JOSE,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 
PERCY,  WILLIAM  C,  JR,  ST.  FRANCISVILLE,  LOUISIANA 
PERDEW,  KERMIT  ALBERT,  PADUCAH,  KENTUCKY 
PERDU,  HERMAN  ARTHUR,  BRUSSELS,  BELGIUM 
PERDUE,  DOUGLAS  CAREY,  SHREVEPORT,  LOUISIANA 
PERDUE,  JOHN  A,  JR,  SELMA,  ALABAMA 
PEREA,  CONRAD  FREDERICK,  LAS  CRUCES,  NEW  MEXICO 
PEREDA,  JAMES  RAYMOND,  CINNAMINSON,  NEW  JERSEY 
PEREZ  CALVO,  JAVIER  GONZALO,  NEUQUEN,  ARGENTINA 
PEREZ  GARCIA,  JOSE,  MADRID,  SPAIN 
PEREZ-COLLAZO,  QUIRPA,  SAN  JUAN,  PUERTO  RICO 
PEREZ-ESTILANO,  ROBERTO,  MONTEVIDEO,  URUGUAY 
PEREZ,  FERNANDO  RODRIGUEZ,  PORT  WASHINGTON,  WISCONSIN 
LUIS  MIGUEL,  MIAMI,  FLORIDA 
PEDRO  JUAN,  WALLSVILLE,  NEW  YORK 
,  RICK  ALLEN,  CANTON,  OHIO 
PEREZ,  ROBERT  JOSEPH,  SALINAS,  CALIFORNIA 
PERGANDE,  WAYNE  FRANK,  WOOD  DALE,  ILLINOIS 
PERHAM,  KEVIN  JOSEPH,  NEW  YORK,  NEW  YORK 
PERINCHIEF,  WAYNE  N,  HAMILTON,  BERMUDA 
PERKINS,  ALFRED  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  DAVID,  NICHOLASVILLE,  KENTUCKY 
CHARLES  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
,  DAVID  DODGE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PERKINS,  DAVID  MILTON,  CHAMBLEE,  GEORGIA 
PERKINS,  EVERETT  CUSHMAN,  EVERETT,  MASSACHUSETTS 
GARY  EDWARD,  SARATOGA  SPRINGS,  NEW  YORK 
GARY  HOWARD,  ST.  LOUIS,  MISSOURI 
JAMES  G.,  ONTARIO,  CALIFORNIA 
JOHN  D.,  POCATELLO,  IDAHO 
LINDA  SUE,  BRADENTON,  FLORIDA 
LYLE  C,  PORTLAND,  OREGON 
RICHARD  DALE,  HENDERSON,  NEVADA 
ROBERT  C,  MCPHERSON,  KANSAS 
,  RONALD  GOREE,  VICTORIA,  TEXAS 
PERKINS,  SAMUEL  LEIGH,  JR,  NATCHITOCHES,  LOUISIANA 
PERKINS,  TIMOTHY  ALLEN,  LONGMONT,  COLORADO 
PERKINS,  VERL  GLEN,  LAKEPORT,  CALIFORNIA 
PERLEWITZ,  ROGER  R.,  MEQUON,  WISCONSIN 
PERLEWITZ,  THOMAS  A,  MILWAUKEE,  WISCONSIN 
PERMAN,  GARY  JAMES,  FORT  COLLINS,  COLORADO 
PEROTTI,  ALBERT  L,  JR,  TAMPA,  FLORIDA 
PEROZZI,  RONALD  JOHN,  SURF  CITY,  NORTH  CAROLINA 
PERRAULT,  THEODORE  0.,  DULUTH,  MINNESOTA 
PERRAULT,  WALLACE  LOUIS,  JR,  BATON  ROUGE,  LOUISIANA 
PERREAULT,  MARC  ROLAND,  SOMERSWORTH,  NEW  HAMPSHIRE 
PERRICONE,  CHARLES  A.,  BEAUMONT,  TEXAS 
PERRIN,  WILLIAM  R,  TORONTO,  CANADA 
PERRINO,  JOSEPH  J.,  METUCHEN,  NEW  JERSEY 
PERRON,  RONALD  W,  SOMERSWORTH,  NEW  HAMPSHIRE 
PERRONE,  JOHN  JOSEPH,  JR,  ROCHESTER,  NEW  YORK 
PERROTTA,  JOHN  FRED,  STAMFORD,  CONNECTICUT 
PERROTTI,  JAMES  ANTHONY,  NEW  HAVEN,  CONNECTICUT 
PERRY-BUSE,  HELEN  LOUISE,  LANSING,  MICHIGAN 
PERRY,  B.  FRANK,  ROME,  GEORGIA 
PERRY,  BRUNO  FRANK,  OMAHA,  NEBRASKA 
PERRY,  CHARLES  WILLIAM,  TORONTO,  CANADA 
PERRY,  DENNIS  LEE,  STOCKTON,  CALIFORNIA 
PERRY,  FRANK  E.,  BELLEVUE,  WASHINGTON 
PERRY,  HARRY  A,  DECATUR,  ALABAMA 
PERRY,  HERMAN  C. ,  ARLINGTON,  TEXAS 
PERRY,  JAMES  A,  ALTAMONTE  SPRINGS,  FLORIDA 
PERRY,  JAMES  ALFRED,  RICHMOND,  KENTUCKY 

JOHN  SERGE,  GREENSBURG,  PENNSYLVANIA 
JOHN  W.,  THOMASVILLE,  GEORGIA 
JOSEPH  A,  JR,  HARTFORD,  CONNECTICUT 
LARIN  BENIGNO,  PANAMA  CITY,  PANAMA 
LEWIS  JOSEPH,  JR,  HAMDEN,  CONNECTICUT 
MICHAEL  DUANE,  FRESNO,  CALIFORNIA 
NEIL  JOSEPH,  ST  AUGUSTINE,  FLORIDA 
NICHOLAS  GRAME,  WELLINGTON,  NEW  ZEALAND 
RALPH  G.,  JR.,  MONROVIA,  LIBERIA 
.  RAYMOND  J,  EDWARDSVILLE,  ILLINOIS 
PERRY,  RICHARD  FREDERICK,  UKIAH,  CALIFORNIA 
PERRY,  RICKEY  D,  BASTROP,  LOUISIANA 

ROBERT  RALPH,  ABERDEEN,  MARYLAND 
RONNIE  DALE,  SPRINGFIELD,  TENNESSEE 
SHARON  A,  NEW  YORK,  NEW  YORK 
SYDNEY  E,  JR,  GRISSOM  AFB,  INDIANA 
TRACY  STEPHON,  ATLANTA,  GEORGIA 
.  WILLIAM  E.,  NEW  YORK,  NEW  YORK 
PERRYMAN,  LAURA  ANN,  PORT  ANGELES,  WASHINGTON 
PERRYMAN,  ROBERT  L,  SPRINGFIELD,  ILLINOIS 
PERRYMAN,  STEPHEN,  SALINAS,  CALIFORNIA 
PERSALL,  MARK  STEPHEN,  BIRMINGHAM,  ALABAMA 
PERSAUD,  SEELALL,  GEORGETOWN,  GUYANA 
PERSINGER,  BILLY  DUANE,  TOPEKA,  KANSAS 
PERSON,  PETER  WAYNE,  ALBANY,  NEW  YORK 
PERSONETT,  MEL  J.,  JUNEAU,  ALASKA 
PERSONS,  RODNEY  HENRY,  CLOVERDALE,  CALIFORNIA 
PERSSON,  DONALD  R.  ,  RENTON,  WASHINGTON 
PERUGINI,  RUGGERO,  FLORENCE,  ITALY 
PERYAM,  ROBERT  PAUL,  KEY  WEST,  FLORIDA 
PERYER,  LAWRENCE  0,  HAMDEN,  CONNECTICUT 
PESQUEIRA,  PAUL  STEPHEN,  LOS  ANGELES,  CALIFORNIA 
PESTKA,  LEROY  DONALD,  CHICAGO,  ILLINOIS 
PETBOROM,  VEJ,  BANGKOK,  THAILAND 
PETCHPON,  KITTISAK,  AMPHEU  MUANG,  THAILAND 
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PETER,  WILLIAM  BERNARD,  JR,  LOUISVILLE,  KENTUCKY 
PETERFY,  FRANK  A.,  COLUMBUS,  OHIO 

PETERS,  ANTHONY  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBI 
DENNIS  LEE,  WHITEHALL,  PENNSYLVANIA 
EDWIN  MORGAN,  HOUSTON,  TEXAS 
ERNEST  CARL,  DEERFIELD  BEACH,  FLORIDA 
JOE  ROY,  JR,  RICHMOND,  VIRGINIA 
JOHN  MICHAEL,  GARY,  INDIANA 
JOSEPH  A,  III,  SCHENECTADY,  NEW  YORK 
.  JOSEPH  ADAM,  JR,  SCHENECTADY,  NEW  YORK 
PETERS,  MATTHEW  ARNOLD,  ST.  PETER,  MINNESOTA 
PETERS,  PAUL  E,  MONROE,  MICHIGAN 
PETERS,  ROBERT  GORDON,  FARMINGTON,  UTAH 
PETERS,  ROBERT  JOHN,  BERKELEY,  CALIFORNIA 
PETERS,  WILLIAM  L.,  FARMINGTON,  UTAH 
PETERSEN,  ALVIN  H,  MILWAUKEE,  WISCONSIN 
PETERSEN,  ANDRE  D. ,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLAN 
PETERSEN,  DELBERT  D. ,  HAYTI,  SOUTH  DAKOTA 
PETERSEN,  ELMER  C. ,  DAVENPORT,  IOWA 

FRANK  R.,  PLACERVILLE,  CALIFORNIA 
GARY  L,  NEWPORT  BEACH,  CALIFORNIA 
,  GLENN  L.,  MOLINE,  ILLINOIS 
PETERSEN,  HAROLD  L,  DOLTON,  ILLINOIS 
PETERSEN,  JESSE  G.,  TOOELE,  UTAH 

PETERSEN,  LINCOLN  CURTIS,  FORT  MC  CLELLAN,  ALABAMA 
PETERSEN,  RALPH  ROY,  SYCAMORE,  ILLINOIS 
PETERSEN,  WAYNE  D,  DES  MOINES,  IOWA 
PETERSEN,  WAYNE  DOUGLAS,  LAS  VEGAS,  NEVADA 
PETERSEN,  WILLIAM  H,  HARTFORD,  ILLINOIS 

ALBERT  E.,  NORTH  SCITUATE,  RHODE  ISLAND 
ALLEN  C,  ROCKFORD,  ILLINOIS 
ALVIN  W.,  BRIDGEPORT,  WASHINGTON 
,  DARRIN  RAY,  BILOXI,  MISSISSIPPI 
PETERSON,  DAVID  CLARENCE,  DEARBORN,  MICHIGAN 
PETERSON,  DENNIS  LEE,  MARYSVILLE,  WASHINGTON 
PETERSON,  DONALD  STANLEY,  ST.  PAUL,  MINNESOTA 
PETERSON,  EARL  WAYNE,  STOCKTON,  CALIFORNIA 
PETERSON,  EDGAR  R,  KEY  WEST,  FLORIDA 
PETERSON,  GARY  G,  WAUSAU,  WISCONSIN 

GERALD  WAYNE,  MEMPHIS,  TENNESSEE 
GREG  IRWIN,  APPLETON,  WISCONSIN 
JAMES  CARTER,  SANTA  BARBARA,  CALIFORNIA 
JAMES  RAYMOND,  SMITHFIELD,  NORTH  CAROLINA 
JOHN  EMIL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  H.,  JR.,  DARLINGTON,  SOUTH  CAROLINA 
JOHN  WILLIAM,  III,  JUNCTION  CITY,  OREGON 
LARRY  JOE,  WEATHERFORD,  TEXAS 
LESTER  STEPHEN,  PALOS  HILLS,  ILLINOIS 
RAYMOND  H.,  OAK  PARK,  ILLINOIS 
RICHARD  ALLEN,  WENATCHEE,  WASHINGTON 
RICHARD  E,  OGDEN,  UTAH 
.  ROGER  I,  COUNCIL  BLUFFS,  IOWA 
PETERSON,  ROGER  LEE,  ELKO,  NEVADA 
PETERSON,  ROLAND  WILBERT,  ORANJESTAD,  ARUBA 
PETERSON,  STEVEN  LEE,  CHICAGO,  ILLINOIS 
PETERSON,  THOMAS  A.,  MADISON,  WISCONSIN 
PETERSON,  THOMAS  FRANCIS,  DETROIT,  MICHIGAN 
PETERSON,  TRACY  EDWARD,  CONROE,  TEXAS 
PETGEN,  DAVID  J,  INDIANAPOLIS,  INDIANA 
PETRACCO,  PETER  A,  BOCA  RATON,  FLORIDA 
PETRASH,  JULIUS  ROY,  BRENHAM,  TEXAS 
PETRECCA,  RONALD  JOSEPH,  BALTIMORE,  MARYLAND 
PETREE,  LINDA  KAY,  MIDLAND,  TEXAS 
PETRENCSIK,  RICHARD  ALLEN,  CLEVELAND,  OHIO 
PETRES,  JAMES  LESLIE,  NORTHVILLE,  MICHIGAN 
PETRI,  JOSEPH  LEO,  JR,  WHEELING,  WEST  VIRGINIA 
PETRINI,  EDWARD  KEITH,  MAYS  LANDING,  NEW  JERSEY 
PETRO,  PAUL,  WAILUKU,  MAUI,  HAWAII 
PETROCCHI,  RONALD  DAVID,  SR,  JOHNSTON,  RHODE  ISLAND 
PETROGLOU,  JAMES,  ST  AUGUSTINE,  FLORIDA 
PETROSKY,  RAYMOND  WILLIAM,  NEW  PORT  RICHEY,  FLORIDA 
PETROVIC,  JOHN  E,  MANVILLE,  NEW  JERSEY 
PETRUCELLE,  JOSEPH  E.,  HUNTINGTON,  INDIANA 
PETRUZZIELLO,  JAMES  V.,  PISCATAWAY,  NEW  JERSEY 
PETRY,  CARL  E.,  COLORADO  SPRINGS,  COLORADO 
PETTIJOHN,  GARY  HALL,  TOPEKA,  KANSAS 
PETTINE,  CARMEN  DANIEL,  NORRISTOWN,  PENNSYLVANIA 
PETTIT,  DEBORRAH  DENISE,  DEKALB,  ILLINOIS 
PETTIT,  MARK,  TUCSON,  ARIZONA 

PETTUS,  HERBERT  HOWARD,  LOS  ANGELES,  CALIFORNIA 
PETTYJOHN,  BOYD  G,  LITTLE  ROCK,  ARKANSAS 
PETTYS,  CHARLES  MERRITT,  AVON  LAKE,  OHIO 
PETZ,  DENNIS  ALBERT,  MINEOLA,  NEW  YORK 
PETZ,  STANLEY  EUGENE,  MANTECA,  CALIFORNIA 
PEUGH,  DWIGHT  BRIAN,  LAWRENCEVILLE,  GEORGIA 
PEVA,  JAMES  R,  INDIANAPOLIS,  INDIANA 
PEVERLY,  WILLIAM  JOHN,  EAST  SYRACUSE,  NEW  YORK 
PEYTON,  JESSE  D,  III,  HOUSTON,  TEXAS 
PEZZELLE,  BRUCE  B,  MONESSEN,  PENNSYLVANIA 
PEZZUTO,  DONALD  JOSEPH,  CHICAGO,  ILLINOIS 
PFEFFERLI,  PETER  W,  ZURICH,  SWITZERLAND 
PFEIFER  ROJAS,  GUSTAVO  ANDRES,  SANTIAGO,  CHILE 
PFEIFFER,  RONALD  FRANK,  RICHMOND  HEIGHTS,  MISSOURI 
PFEIL,  WILLIAM  THOMAS,  LIVE  OAK,  FLORIDA 
PFISTERER,  VIRGIL  L.,  CANTON,  OHIO 

PFLIEGER,  PATRICIA  ANN,  WASHINGTON,  DISTRICT  OF  COLUMBI 
PFORTMILLER,  HAROLD  E.,  ELGIN,  ILLINOIS 
PFOST,  NEIL  E.,  COLDWATER,  MICHIGAN 
PFOTENHAUER,  GEORGE  HENRY,  DOLTON,  ILLINOIS 
PHALEN,  MICHAEL  EDWARD,  PLEASANT  HILL,  CALIFORNIA 
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PHANG  CHEOH  HOCK,  -  PITTMAN,  GARRY  LYN 
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PHANG  CHEOH  HOCK,,  SINGAPORE,  SINGAPORE 
PHELAN   ERNEST  cAaRLES,  PORTLAND,  OREGON 
JAMES.  RENTON,  HASHINGTON 
JAMES  PATRICK,  CHICAGO,  ILLINOIS 
JOSEPH  GLENNON,  LAKE  ST.  LOUIS,  MISSOURI 
JOYCE  ANN,  MELBOURNE,  AUSTRALIA 
MARTIN  JOHN,  ALAMO  HEIGHTS,  TEXAS 
MICHAEL  HUGH,  MELBOURNE,  AUSTRALIA 
BILLY  RAY,  JR,  RICHMOND,  CALIFORNIA 

^Yg^E.^HASH^GTON^DISTRICT  OF  COLUMBIA 
ELLIOTT  CARLTON,  JR,  AURORA,  COLORADO 
JAMES  STEPHEN,  JACKSON,  TENNESSEE 
PENNY  MARIE,  BAY  CITY,  MICHIGAN 
AMNOUY,  BANGKOK,  THAILAND 


PHELAN, 
PHELAN, 
PHELAN, 
PHELAN, 
PHELAN, 
PHELAN, 
PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 
PHETSIRI 


PHETTEPLACE,  GEORGE  H,  JR,  ORLANDO,  FLORIDA 
PHIFER,  GEORGE  A.,  AUSTIN,  TEXAS 
PHIFER.  HENDA  D,  ATLANTA,  GEORGIA 
PHI  LB  IN,  JOHN  FRANCIS,  NEW  YORK,  NEW  YORK 
PHLBY   FRED  C  LOUISVILLE,  KENTUCKY 
PHILIPP.  PAUL  MARK,  AUSTIN,  MINNESOTA 
PHII IPPS   DAVID  KLINE,  GREECE,  NEH  YORK 
PHIL  PS   HARRY  J  JR,  BATON  ROUGE,  LOUISIANA 
PH  ll  FY   MICHAEL  PITTMAN,  HORN  LAKE,  MISSISSIPPI 
PH  LLIPS   AMY  ELIZABETH,  HASHINGTON,  DISTRICT  OF  COLUMB 
CHARLES  BROADUS,  SR,  REIDSVILLE,  NORTH  CAROLI 
D.  P.,  UNION  CITY,  TENNESSEE 
DANIEL  HILSON,  JR,  BANGOR,  HASHINGTON 
DEAN  R.,  GIG  HARBOR,  HASHINGTON 
DURELL  BOBBITT,  FORT  MYERS,  FLORIDA 
EDGAR  LORN,  FILLMORE,  UTAH 
EMMETT  H.,  BAINBRIDGE,  GEORGIA 
FRANK,  JR,  GRAMBLING,  LOUISIANA 
FRED,  JOHNSON  CITY,  TENNESSEE 
GARY  HILLIAM,  LEE'S  SUMMIT,  MISSOURI 
GRAFTON,  BRIDGETOHN,  BARBADOS 
J  MARVIN,  JR,  TALLAHASSEE,  FLORIDA 
J.  PAUL,  TALLAHASSEE,  FLORIDA    „.,„.„„ 
JAMES  ALLEN,  JR.,  LOUISVILLE,  KENTUCKY 
JAMES  D.,  TARRANT,  ALABAMA 
JAMES  RAYMOND,  HARREN,  OHIO 
IOHN  DAVID.  EXETER,  ENGLAND 
j6HN  SAMUEL,  JACKSONVILLE,  NORTH  CAROLINA 
JOHN  HARREN,  ANN  ARBOR,  MICHIGAN 
JOHN  HENDELL,  JR,  MOBILE,  ALABAMA 
JOSEPH  M,  JR,  GILROY,  CALIFORNIA 
KENNITH  R,  FORT  PAYNE,  ALABAMA 
LARRY  R,  BIRMINGHAM,  ALABAMA 
LEE  P.,  RALEIGH,  NORTH  CAROLINA 
LEHIS  LEE,  JR,  SANIBEL,  FLORIDA 
R.  BRUCE,  HOLMDEL,  NEH  JERSEY 
RirHARD  JAY   VANCOUVER,  HASHINGTON 
ROBERT  DAVID,  JR  HASHINGTON,  DISTRICT  OF  COL 
RONALD  DEXTER,  FORT  LEAVENHORTH,  KANSAS 
RONNIE  DEAN,  THOMASVILLE,  NORTH  CAROLINA 
ROY  GENE,  CHATTANOOGA,  TENNESSEE 
STEVEN  JOHN,  LAKE  ZURICH,  ILLINOIS 

Thomas  franklin,  lee's  summit,  Missouri 

THOMAS  MARTIN,  HAILUKU,  MAUI,  HAWAII 
TOBIAS  CLARENCE,  RADFORD,  VIRGINIA 
TOMMIE  EARL,  RICHMOND,  CALIFORNIA 
VERNON  RUSSELL,  ST.  PAUL,  MINNESOTA 
HILLIE  HERMAN,  ATLANTA,  GEORGIA 
HINFORD  E,  SPRINGDALE,  ARKANSAS 
PHILP,  GARY  SHELDON,  EUREKA,  CALIFORNIA 
PHILPOT   MYNOR  D,  JR,  AUGUSTA,  GEORGIA 
PHILPOTT,  BRUCE  GARDINER,  ROCHESTER,  NEH  YORK 
PHIPPS,  DENNIS  MICHAEL,  HOODBRIDGE   CONNECTICUT 
PHIPPS   ERNEST  F.,  RICHMOND,  CALIFORNIA 
PHIPPS,  JOHN  R,  YUMA,  ARIZONA 
PHIPPS   JOSEPH  EDHARD,  HONOLULU,  HAHAII 
PHOENIX,  JOHN  N.,  CAMDEN,  NEH  JERSEY 
PHOONKEAO,  SAROJ,  BANGKOK,  THAILAND 
PHOSREE,  HICHEAN,  BANGKOK,  THAILAND 
PWfiTHA   VICHIAN   BANGKOK,  THAILAND 
PHUNGSUNTHoSn   CHIRAPHAn!  BANGKOK   THAILAND 
PHUPANICH   KOVID,  BANGKOK,  THAILAND 
PUGENTIN  ,  RICHARD  JOE,  HAUKESHA,  WISCONSIN 
PALORSI,  JOHN  CARL,  JACKSONVILLE,  FLORIDA 
DTAwnu^KT   JAMES  JOSEPH.  TOHSON,  MARYLAND 
PAS^CKI   JOHN  ANTHONY,  JR,  PITTSBURGH,  PENNSYLVANIA 
PIASTRo!'paSl  RUPERT,  POUGHKEEPSIE   NEH  YORK 

^Icr^OSE^CHAEL:  STPRISCE^NNJUNCTI0N,  NEH  JERSE 

Pp!CcrR?L^?CHARGDA^SR{p,uTR^SEY   NEH  JERSEY 
PICCIONI,  ROBERT  LOUIS,  MESQUITE,  TEXAS 
PTCFNO   EDHARD,  SANTA  BARBARA,  CALIFORNIA 
PICHETTE   DAVID  JOHN,  FOND  DU  LAC,  WISCONSIN 
PICKARD,  SARAH  A,  HONOLULU,  HAHAII 
PCKARD   THOMAS  L,  JR,  HONOLULU,  HAHAII 
PKKARSKI^HN  EDHARD   SPRINGFIELD  OHIO 
PlfKFNS   JOHN  LOUIS,  ST.  LOUIS,  MISSOURI 
P  CKEnI:  MONULEE.'FORT  CARSON   COLORADO 
PTPKFN<;   TROY  SAMUEL,  JR,  HATTIESBURG,  MISSIbblPKl 
PICKETING,  DAVID  WIUIAm',  CAPE  ELIZABETH,  MAINE 
PTPKFRT   DONALD  LEO,  TOPEKA,  KANSAS 
»  P  CKETT,  DONALD  E.,  JACKSONVILLE   FLORIDA 
PICKETT,  G  MICHAEL,  MEADOWS,  TEXAS 
PICKETT,  LAVERNE  F,  ROCKFORD,  ILLINOIS 
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153 
40 
122 
140 
119 
141 
132 
114 

125  #  PIERCE, 
121  #  PIERCE, 


170 
144 
127 
161 
32 
81 
164 
122 
158 
139 
151 
172 
163 
144 
144 
176 
157 
117 
147 
186 
111 
119 
129 
120 
124 
136 
156 

115  # 
99  # 

165 
109  # 
83 
100 
100  # 

ioo  n 

116  # 
63  # 

193 
144 
105 
193 
184 
126  * 
170 
120 
106  t, 
166 
120 
119 
195 
155 
166 
177 
176 
137 
160 
141 
145 
61 
182 
103 
194 
129 
143 
70 
157 
54 
179 
4 
78 
163 
111 
92 
178 
96 
109 
176 
117 
120 
125 
152 
98 
132 
99 
87 
99 
119 
157 
57 


PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 


PICKETT,  MICHAEL  DENNIS,  HASHINGTON,  DISTRICT  OF  COLUMB 
PICKETT,  PHIL  L.,  NORHALK,  OHIO 
PICKETT,  HALTER,  MOBILE,  ALABAMA 
PICKMAN,  RONALD  EUGENE,  GOODLAND,  KANSAS 
PICOU,  BENJAMIN  ROY,  CHESTER,  ILLINOIS 
PIDGEON,  KENNETH  ROBERT,  GLENHOOD  SPRINGS,  COLORADO 
PIEL,  BRUCE,  NEH  YORK,  NEH  YORK    ,,r„nuTi 
PIERCE,  ADELBERT  A,  SACRAMENTO,  CALIFORNIA 
ARTHUR  FRANCIS,  ALBANY,  NEH  YORK 
BOBBY  GENE,  HAMPTON,  VIRGINIA 
DARRYL  LEE,  INDIANAPOLIS,  INDIANA 
DONALD  GRANT,  BELLINGHAM,  HASHINGTON 
HERBERT  KENT,  LEHISTOHN,  ILLINOIS 
JAMES  RICHARD,  HINCHESTER,  MASSACHUSETTS 
LEROY  V.,  SOMERVILLE,  MASSACHUSETTS 
LOREN  D,  SANTA  CLARA,  CALIFORNIA 
RAYMOND  JOHN,  HONG  KONG,  HONG  KONG 
RICHARD  GUY,  FRESNO,  CALIFORNIA 

robert  earl,  meridian,  mississippi 

Soger  fraSk  north  Charleston,  south  Carolina 

RONALD  HAYNE,  MORGANTOHN,  WEST  VIRGINIA 
RUSSELL  TERRENCE,  COLLEGE  PARK,  GEORGIA 
PTFRCF  THOMAS  MICHAEL,  CLAYTON,  MISSOURI 
PIERCE  TODD  ROBERT,  CAPE  MAY  COURT  HOUSE,  NEH  JERSEY 
P  IrcI:  WILSON  HERBERT,  PALOS  HEIGHTS   ILLINOS 
PIERPOINT,  JAMES  HILLIAM,  JR,  HOLLISTER,  CALIFORNIA 
PIERRE,  HERVE  ROLAND,  CHOLET,  FRANCE 
PIERRON,  PETER  LEE,  DAYTON,  OHIO 
PTFRS   RONALD  EVERETT,  TORONTO,  CANADA 
PERSAN?E  JOSEPH  GORDON,  ANN  ARBOR,  MICHIGAN 
PERSOL,  FRANK  E.,  LOS  ANGELES,  CALIFORNIA 
PIERSON  DONALD  BERTIS -CHEYENNE .WYOMING 
PIERSON  THOMAS  R,  JR,  FORT  LEE,  NEH  JERSEY   ,___, 
P  ERioN,  HRUAM  ELIAS,  SR.,  MORRISTOWN   NEW  JERSEY 
PTFHlirri   JOSEPH  ADOLF,  BELMONT,  CALIFORNIA 
PERUCCNI   WILLIAM  DAVID,  MOUNT  SHASTA,  CALIFORNIA 
PESCHEK  GARY  FRANCIS,  GREEN  BAY,  WISCONSIN 
PIESCHEK,  LEON  R,  GREEN  BAY,  HISCONSIN 
PIETRO,  LEO  A,  FAIRLAHN,  OHIO 
PIETROHSKI,  ROBERT  MARTIN,  CHICAGO,  ILLINOIS 
PIETRUCCI   EMILIO  M,  JR,  CHESAPEAKE,  VIRGINIA 
PETRZAK  EDHARD  J.   ELIZABETH,  NEW  JERSEY 
PFER  ROBERT  L.,  YPSILANTI,  MICHIGAN 
PIGORSCH  LINDA  L,  MADISON,  HISCONSIN 
PIGORSCH  ROBERT  L.,  MADISON,  HISCONSIN 
PGOTT  DONALD  E,  H  NCHESTER,  MASSACHUSETTS 
P  GOTT  HEfiRY  M.   JR.,  NEH  YORK   NEH  YORK 
PIHLAK,  KAREN  TAMAR,  AZUSA  CALIFORNIA 
PIKE,  GEORGE  ROBERT,  HINNIPEG,  CANADA 
PIKE   ROBERT  E,  ALEXANDRIA,  VIRGINIA 
PIKE  ROY  LEE,  BLOOMINGDALE,  GEORGIA 
PIKKA,  DAVID  HERBERT,  ROLLA,  MISSOURI 
■  PILANT,  STEPHEN  CHARLES,  SHERMAN,  TEXAS 
PILAT,  BETH  ANN,  TOLEDO,  OHIO 
PILAT,  VALENTINE,  TOLEDO,  OHIO 

#  PILCHER.  DON  M. ,  HICHITA  FALLS,  TEXAS 
'  PRE   ROBERT  CLAIR,  FREMONT,  CALIFORNIA 

PTIKTNGTON  GENE  BYRON,  TUSCALOOSA,  ALABAMA 

P  LK  NGTON  MURRAY  WILLIAM,  POMONA,  CALIFORNIA 

P  LlISd!  KURTISVERNE.  COLORADO  SPRINGS  COLORADO 

PILLIFANT,  RUSSELL  LYNN,  SARASOTA   FLORIDA 

PILLITTERI   CORRADO,  CHIAVARI  GE,  ITALY 

PUOH  RICKEY  ALLEN,  LYNCHBURG,  VIRGINIA 

PIMOLSIRI,  SENI,  BANGKOK,  THAILAND 

PIMOLSRI,  CHALERMCHAI,  BANGKOK,  THAILAND 

PINDADO  MARTINEZ,  RAMON,  MADRID,  SPAIN       H0NDURAS 

#  ptmfi  TAI  IX  GUILLERMO  JUSTINO,  TEGUCIGALPA,  HONUUKAS 
PImIlLI   ANTHONY  MARIO,  PRINCETON   NEW  JERSEY 

#  PINI,  GENO  JOHN,  SANTA  CRUZ,  CALIFORNIA 
PINKSTON  GARY  WAYNE,  DALLAS,  TEXAS 

#  PIMMER  ALBERT  J,  UPPER  DARBY,  PENNSYLVANIA 
PINO  ESPINOZA,  MAX  H,  SANTIAGO,  CHILE 

#  PINON,  CARLOS,  EL  PASO,  TEXAS 
PINSON,  CHARLES  ELDRED,  LANCASTER,  TEXAS 

#  PINTER  WILLIAM  E,  EDISON,  NEW  JERSEY  ANU 
ptnto  DAI  E  PATRICK,  SR,  UPPER  ST  CLAIR,  PtNNbYLVAni* 
P  PER',  5oHN  L  HASHINGTON,  "STRICT  OF  COLUMBIA 
PIPKIN,  BYRON  KEITH,  SUNNYVALE,  CALIFORNIA 

#  PIPPIN,  JOHN,  OAKLAND,  CALIFORNIA 
P  OUERAS  DEL  RAY,  ANTONIO,  MADRID,  SPAIN 
P  RAINo!  JOSEPH  ARTHUR  NEW  YORK   NEW  YORK 
PIRES,  ANTHONY  J.,  PITTSFIELD,  MASSACHUSETTS 
PIROZZOLO  JAMES  A,  ELMIRA,  NEH  YORK 
PIRTLE   STEVEN  EDHARD,  SOUTHAVEN,  MISSISSIPPI 
PIsInI;  RANDOLPH  ELIZABETH,  NEW  JERSEY 

#  pliffi:  ^BER?E?dMUND:LFrSrT,  ILLINOIS 
PPil^^l:?HC0HMrAJNtH0YN?NSAuK°5EWY0RK 

PpllTiafLHa[?AMRR6BiRTlNBLUELBEu!  PENNSYLVANIA 
PITCHER  'RUDOLPH  A   JR.',  MONTEREY  CALIFORNIA 
PITCOCK,  MICHAEL  GALE,  AUSTIN,  TEXAS 
PTKIN,  RUSSELL  F,  MARTINEZ,  CALIFORNIA 
PITRACHART,  SOMSAK,  BANGKOK,  THAILAND 
PITRUCHA,  WILLROY,  TEMPLE,  TEXAS 
PITTENGER,  GURNEY  KEVIN  OMAHA  NEBRASKA 
PITTER,  GORDON  EDHARD,  OROVILLE,  CALIFORNIA 
PITTMAN,  ENNIS  LEE,  BAINBRIDGE,  GEORGIA 
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PITTMAN,  H  MARVIN  -  POSTLE,  MICHAEL  S 


94 
176 

76 
113  * 
120  tt 
169 
124 

57 
187 
107 

97 
152 
110 

137  tt 

132 

173 

195 

125 

100 

171 

181 

105  tt 

195 

170 

115  tt 

97  tt 
171 

72  * 
111 

76  tt 
129 

118  tt 
31 

177 

119  tt 
152 

33 

49  t 
172 
170 
194 

95  t) 
166 
192 
192 
149 
134 

90  tt 
149 

99 

50 

99 
190 

90 

123  tt 
128  * 
127 
136  tt 
180 
142 
179 
178 
165 

92  # 
192 
155 
102  tt 
132 
L20 
146 
182 
174 
181 
L10 

94  tt 
L62 
161 
L51 
L69 

99 
165 

49  # 
103 

23 
.49  * 

74  tt 
60 
24  tt 

75  tt 
32 

66  tt 
75 

41  tt 
40 
34 

54  tt 
58 
62 
63 
37 


PITTMAN,  H  MARVIN,  BARTOH,  FLORIDA 
PITTMAN,  KENNETH  HAYNE,  AUSTIN,  TEXAS 
PITTMAN,  LOREN  M. ,  DETROIT,  MICHIGAN 
PITTMAN,  ROBERT  H,  GREENWOOD,  MISSISSIPPI 
PITTMAN,  ROYCE  JOHNSON,  WILSON,  NORTH  CAROLINA 
PITTMAN,  SIGNY  MAUREEN,  BURLINGTON,  CANADA 
PITTMAN,  WILLIAM  ROBERT,  JR,  BRUNSWICK,  GEORGIA 
PITTS,  CONNIE  H,  BIRMINGHAM,  ALABAMA 
PITTS,  GILBERT  LEE,  NORTH  LAS  VEGAS,  NEVADA 
PITTS,  OSCAR  L,  ROME,  GEORGIA 
PITTS,  WALLACE  E.,  GRIFFIN,  GEORGIA 
PITTS,  WILLIS  HOWARD,  MOBILE,  ALABAMA 

PITYINGER,  STEPHEN  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PITZL,  WILLIAM  MICHAEL,  AUBURN,  WASHINGTON 
PITZMAN,  HERBERT  JOHN,  WOODSTOCK,  ILLINOIS 
PIUKKALA,  RODDY  ALVER,  BRAMPTON,  CANADA 
PIVERONAS,  ROBERT  EDWARD,  HILLSBOROUGH,  CALIFORNIA 
PIZZO,  VINCENT  ANTHONY,  NEW  YORK,  NEW  YORK 
PLAAG,  ROBERT  G. ,  TRENTON,  NEW  JERSEY 
PLACE,  DAVID  THOMAS,  WHITE  SETTLEMENT,  TEXAS 
PLACK,  CHRISTIAN  JOHN,  SR,  MILFORD,  DELAWARE 
PLAGEMAN,  WILLIAM  A,  SANTA  CRUZ,  CALIFORNIA 
PLAGENS,  GREGORY  ROBERT,  TRENTON,  MICHIGAN 
PLAISANT,  ERIC,  LE  RAINCY,  FRANCE 
PLAISTED,  KERRY  P,  PORTSMOUTH,  NEW  HAMPSHIRE 
PLANT,  RICHARD  J.,  WEST  MILWAUKEE,  WISCONSIN 
PLANTZ,  WILLIAM  DAVID,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
PLASENCIA,  GALOM.,  QUITO,  ECUADOR 
PLATENKAMP,  TEUNIS,  THE  HAGUE,  NETHERLANDS 
PLATH,  DARYL  A.,  HASTINGS,  MINNESOTA 
PLATT,  FRANK,  JR,  ATHENS,  GEORGIA 
PLATT,  RICHARD  EVERETT,  FOSTER  CITY,  CALIFORNIA 
PLATZ,  OTTO  P.,  BETHEL  PARK,  PENNSYLVANIA 
PLATZ,  RAYMOND  FREDERICK,  BRISBANE,  AUSTRALIA 
1  PLAYER,  MICHAEL  WAYNE,  MYRTLE  BEACH,  SOUTH  CAROLINA 
PLEASANTS,  DAVID  LEE,  CHARLOTTESVILLE,  VIRGINIA 
PLEASANTS,  ROBERT  J.,  RALEIGH,  NORTH  CAROLINA 
PLEASANTS,  WILLIAM  WALTON,  DURHAM,  NORTH  CAROLINA 
PLEDL,  JOHN  JOSEPH,  MENOMONEE  FALLS,  WISCONSIN 
PLEMONS,  DONALD  RAY,  AUSTIN,  TEXAS 
PLEMONS,  RANDALL  LYNN,  WACO,  TEXAS 
PLETCHER,  THOMAS  G,  MIAMI,  FLORIDA 
PLEVELL,  JOHN  PAUL,  INVERNESS,  FLORIDA 
PLISZKA,  MICHAEL,  BUFFALO,  NEW  YORK 
PLOCK,  STEVEN  EUGENE,  OSWEGO,  ILLINOIS 
PLOEHN,  DECKER  PATRICK,  II,  BETTENDORF,  IOWA 
PLOMP,  WILLIAM,  LETHBRIDGE,  CANADA 
PLOTT,  LARRY  B,  BOISE,  IDAHO 
PLOTT,  LARRY  HUGH,  RUSSELLVILLE,  ALABAMA 
PLOTTS,  RAYMOND,  WALLINGFORD,  PENNSYLVANIA 
PLOUFFE,  LEO,  MONTREAL,  CANADA 

PLOWFIELD,  FREDERICK  B.,  LANCASTER,  PENNSYLVANIA 
PLUMLEE,  REX  ANTHONY,  GARLAND,  TEXAS 
PLUMMER,  CHARLES  C. ,  OAKLAND,  CALIFORNIA 
PLUMMER,  DENVER  PAUL,  LITTLE  ROCK,  ARKANSAS 
PLUMMER,  JOHN  PAUL,  ROSENBERG,  TEXAS 
PLUNKETT,  CARROLL  LEE,  JEFFERSON  CITY,  MISSOURI 
POCHE,  RALPH  JOSEPH,  THIBODAUX,  LOUISIANA 
POCOCK,  GERALD  ALBERT,  WINDSOR,  CANADA 
POCOCK,  KEITH  OWEN,  HONOLULU,  HAWAII 
PODVRSIC,  ANDREJ,  LJUBLJANA,  SLOVENIA 
o2£'  CHARLES  ROBERT,  HUNTINGTON  BEACH,  CALIFORNIA 
POE,  RICHARD  MICHAEL,  BLUEFIELD,  WEST  VIRGINIA 
POE,  WILLIAM  T,  BATON  ROUGE,  LOUISIANA 
POEHLMAN,  KENNETH,  SAN  FRANCISCO,  CALIFORNIA 
EHI"^'  MICHAEL  STUART,  OCEANSIDE,  CALIFORNIA 
POESCHEL,  RAYMOND  F,  OVERLAND,  MISSOURI 
POGGIONE,  WILLIAM  JOSEPH,  WILLIAMSBURG,  VIRGINIA 
POGUE,  OTIS  HARVIE,  JR.,  SANTA  CRUZ,  CALIFORNIA 
POHLMAN,  DONALD  ORIN,  NEENAH,  WISCONSIN 
POHLMAN,  JOHN  HENRY,  II,  BLUE  ASH,  OHIO 
POHLMAN,  SCOTT  ALAN,  COLUMBUS,  OHIO 
POHLMANN,  JAMES  JOHN,  CHALMETTE,  LOUISIANA 
POINDEXTER,  RONALD  W,  TALLAHASSEE,  FLORIDA 
POINIER,  DAVID  N.,  SAN  ANTONIO,  TEXAS 
POINTS,  DAVE  ALLEN,  OMAHA,  NEBRASKA 
POIRIER,  RICHARD  PAUL,  ANOKA,  MINNESOTA 
POISSON,  MICHAEL  GLENN,  CANANDAIGUA,  NEW  YORK 
POITRAS,  WARREN  EDWARD,  JR,  CARMEL,  CALIFORNIA 
POJER,  GEORGE  R.,  YONKERS,  NEW  YORK 
POKLUDA,  VINCENT  STEVEN,  EL  PASO,  TEXAS 
dS!"^^6NDREW  J0SEPH.  HUDSON,  NEW  HAMPSHIRE 
POLENSKY,  RAYMOND,  FERGUS  FALLS,  MINNESOTA 
POLICARO,  FRANK,  JR,  BEAVER,  PENNSYLVANIA 
POLING,  STEPHEN  EUGENE,  AURORA,  OHIO 
POLIO,  JOHN  V.,  BRAINTREE,  MASSACHUSETTS 
d°J-J?'  J0SEPH  RALpH.  NEW  HAVEN,  CONNECTICUT 
D°J-JhnHARRY  J0HN'  F0REST  HEIGHTS,  MARYLAND 
POLISAR,  JOSEPH  MICHAEL,  ALBUQUERQUE,  NEW  MEXICO 

P°,.L  ^E,mMI£HAEK^ENNETH'  BLOOMIMGTON?  INDIANA 
POLITIS,  M.  N.,  LITTLE  ROCK,  ARKANSAS 
POLK,  BOBBY  BARRI ,  OMAHA,  NEBRASKA 

EDWIN  M.,  EAST  CLEVELAND,  OHIO 

HOWARD  ANTHONY,  INDIANAPOLIS,  INDIANA 

JAMES  GREGORY,  BERKELEY,  CALIFORNIA 

JAMES  WILBUR,  CHICAGO,  ILLINOIS 
.  LLOYD  CALVIN,  AUSTIN,  TEXAS 
POLLAK,  STEPHEN  JOHN,  MOKENA,  ILLINOIS 
dSL^SS*  KEVIN  PETER'  HAMILTON,  NEW  JERSEY 
POLLARD,  RUSSELL  EDWIN,  CHEYENNE,  WYOMING 


POLK, 
POLK, 
POLK, 
POLK, 
POLK, 


93 
195 
126 
158 
123 
192 
70  tt 
156 
190 
94  * 
136 
124 
145 
159 
172 
32  tt 
158 
84  tt 
166 
102 
184 
177 
109  tt 
158 
171 
58  tt 
97 
195 
121 
112 
126 
116 
125  tt 
183 
166 
151 
126 
171 
135 
121  tt 
51 
144 
110 
92  , 
94  , 
88 
173 
114 
113 
135 
154 
100  > 
136 
165 
170 
121  i 
176 
149 
108  t 
86  t 
149 
85  t 
116 
192 
174 
78  tl 
85  tl 
118 

14  * 
152  * 
182 
172 
195 
62  tt 
181 
146 
128  tt 
195 
59  * 
96 

33  * 
121  tt 
175 
182  tt 
62  tt 
33  tt 
97  # 
50  * 
127 
33  tt 
162 
139 
162 
157 
131  * 
115 
151 
96  tt 
167 
104  tt 


POLLEI,  JON  R,  ST  GEORGE,  UTAH 

POLLICK,  RANDY  ALAN,  STATE  COLLEGE,  PENNSYLVANIA 
POLLITT,  GEORGE  FREDERICK,  ANCHORAGE,  ALASKA 
POLLOCK,  BRUCE  STEVEN,  PAW  PAW,  MICHIGAN 
POLLOCK,  DENNIS  WAYNE,  THOMASVILLE,  GEORGIA 
POLLOCK,  MITCHELL  THOMAS,  MEXICO  BEACH,  FLORIDA 
POLLOCK,  ROBERT  DAVID,  IDAHO  FALLS,  IDAHO 
POLLUTRO,  ROCCO  MICHAEL,  CLEVELAND,  OHIO 
POLNAR,  GEORGE  WALTER,  MONROEVILLE,  PENNSYLVANIA 
•  POLWORT,  ERNEST  N.,  ENID,  OKLAHOMA 
POLZIN,  RICHARD  VERNON,  RACINE,  WISCONSIN 
POMAGER,  RICHARD  ANTHONY,  J,  FORT  MONROE,  VIRGINIA 
POMEROY,  MARTIN  HENRY,  III,  LOS  ANGELES,  CALIFORNIA 
POMEROY,  ROBERT  JUDE,  PLYMOUTH,  MASSACHUSETTS 
POMRENKE,  RUSS  J,  GAINESVILLE,  GEORGIA 
1  POND,  EUGENE  M. ,  WICHITA,  KANSAS 
PONDER,  BENJAMIN,  JR,  FORSYTH,  GEORGIA 
PONESSA,  WILLIAM  V.,  KANSAS  CITY,  MISSOURI 
PONGCHAREON,  PAIRAT,  BANGKOK,  THAILAND 
PONGRACZ,  CHARLES  III,  AKRON,  OHIO 
PONTARELLI,  JOSEPH  ROBERT,  EXTON,  PENNSYLVANIA 

PONTES,  JORGE  BARBOSA,  RIO  DE  JANEIRO,  BRAZIL 

PONTIOUS,  LARRY  G. ,  CIRCLEVILLE,  OHIO 

PONTIOUS,  ROBERT  HUGH,  DES  MOINES,  IOWA 

PONTON,  WILLIAM  ROY,  JR,  WASHINGTON,  DISTRICT  OF  COLUMB 

PONTY,  FRED  C. ,  PORT  CHESTER,  NEW  YORK 

POOLE,  HENRY  L.,  RALEIGH,  NORTH  CAROLINA 

POOLE,  STEVEN  EDWARD,  JACKSONVILLE,  ILLINOIS 

POOR,  FREDDIE  LEE,  GALVESTON,  TEXAS 

POORE,  KENNETH  C,  GEORGE  TOWN,  KENTUCKY 

POOS,  LYNN  EDWIN,  JR,  LOS  ANGELES,  CALIFORNIA 

POPCHEFF,  MICHAEL,  INDIANAPOLIS,  INDIANA 

POPE,  BRADLEY  LEE,  MARIETTA,  GEORGIA 

POPE,  CLIFFORD  GERALD,  KIRKWOOD,  MISSOURI 

POPE,  DAVID  FRANKLIN,  LOUISVILLE,  KENTUCKY 

POPE,  DON  REYNARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

POPE,  DONALD  BUFORD,  PASCAGOULA,  MISSISSIPPI 

POPE,  EDWARD  JOSEPH,  SCHAUMBURG,  ILLINOIS 

POPE,  JAMES  JOHN,  REDDING,  CALIFORNIA 

POPE,  JOHN  FREDERICK,  JR,  PHOENIX,  ARIZONA 

POPE,  RAYMOND  S.,  TOPEKA,  KANSAS 

POPE,  STANLEY  DAVID,  MINDEN,  NEVADA 

POPE,  WALLACE,  BELLEVILLE,  ILLINOIS 

POPE,  WILLIAM  H,  JR,  PASCAGOULA,  MISSISSIPPI 

POPECK,  ROBERT  A,  BATAVIA,  ILLINOIS 

POPERNIK,  RICHARD  M,  OXFORD,  MISSISSIPPI 

POPP,  ALAN  VICTOR,  STREAMWOOD,  ILLINOIS 

POPP,  STANLEY  W. ,  MANSFIELD,  OHIO 

POPPE,  RICHARD  R. ,  BISMARCK,  NORTH  DAKOTA 

POPPELL,  HUGH  DONALD,  PERRY,  FLORIDA 

POPPLEWELL,  ROBBIE  ALAN,  SHEPHERDSVILLE,  KENTUCKY 

POPWELL,  JERRY  P,  OPELIKA,  ALABAMA 

PORCH,  CHARLES  ANTHONY,  MILLVILLE,  NEW  JERSEY 

PORE,  LARRY  WAYNE,  ORANGE,  CALIFORNIA 

n0.^*'  R0BERT  LYSLE<  CHAPEL  HILL-  NORTH  CAROLINA 
PORRETTA,  SALVADORE,  JR,  BURBANK,  CALIFORNIA 
PORRETTA,  VITTORIO,  SENECA  FALLS,  NEW  YORK 
PORT,  STEPHEN  RICHARD,  HAWTHORNE,  CALIFORNIA 
PORTALATIN,  RAMON,  ABILENE,  TEXAS 
PORTEOUS,  NORMAN  W,  TRUMBULL,  CONNECTICUT 
PORTER,  ARLEIGH  RAY,  JR,  STURGEON  BAY,  WISCONSIN 
CARL  E.,  MAPLEWOOD,  MISSOURI 
CLIFTON  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
,  CLINT  MATTHEW,  EL  PASO,  TEXAS 
PORTER,  DEAN  FREDRICK,  CORUNNA,  MICHIGAN 
PORTER,  DONALD  E,  OAKWOOD,  OHIO 

DONALD  W.,  BOUNTIFUL,  UTAH 
DOUGLAS  DON,  RICHMOND,  MISSOURI 
EARL  C,  POPLAR  BLUFF,  MISSOURI 
EDGAR  KENNETH,  JR,  INDEPENDENCE,  KENTUCKY 
JOSEPH  AUSTIN,  PITTSBURG,  CALIFORNIA 
LESTANT  KEITH,  COTTONWOOD,  ARIZONA 
LOWELL  MICHAEL,  OLYMPIA,  WASHINGTON 
MERVYN  HENRY,  TORRANCE,  CALIFORNIA 
PAUL,  RANDOLPH,  MASSACHUSETTS 
RALPH  RAYMOND,  JR,  FLORENCE,  SOUTH  CAROLINA 
RONNEY  RAY,  ROSWELL,  NEW  MEXICO 
RUSSELL  MARK,  DES  MOINES,  IOWA 
RUSSELL  V.,  PORTSMOUTH,  VIRGINIA 
,  SAMUEL  G.,  BALBOA  HEIGHTS,  CANAL  ZONE 
PORTERFIELD,  ARNOLD  G. ,  BLUEFIELD,  WEST  VIRGINIA 
PORTESI,  LOUIS  VINCENT,  JR,  LOS  ANGELES,  CALIFORNIA 
PORTILLA  ROMO,  WILSON  OMAR,  BOGOTA,  COLOMBIA 
PORTZ,  ROBERT  ANDERSON,  NORTH  MIAMI,  FLORIDA 
POSEY,  A.  L.,  ATLANTA,  GEORGIA 

HARRY  T.,  HOMEWOOD,  ALABAMA 
LEO  E,  EL  CAJON,  CALIFORNIA 
MILFORD  M.,  JASPER,  ALABAMA 
.  THOMAS  EDWIN,  SIKESTON,  MISSOURI 
POSHEPNY,  JOSEPH  CHARLES,  MILWAUKEE,  WISCONSIN 
POSIEGE,  PETRA,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
POSMA,  LEE  ALLYN,  GRAND  HAVEN,  MICHIGAN 
POST,  GARY  MICHAEL,  EAST  LANSING,  MICHIGAN 
POST,  JOANNE  LEE,  DETROIT,  MICHIGAN 
POST,  KENNETH  WAYNE,  KINGSTON,  NEW  YORK 
POST,  LEONARD  W. ,  SALIDA,  COLORADO 

MICHAEL  STANLEY,  GLENDALE,  CALIFORNIA 
RICHARD  A,  BLOOMINGTON,  INDIANA 
WILLIAM  HOLMAN,  HICKORY,  NORTH  CAROLINA 
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POSTLE,  MICHAEL  S,  MINNEAPOLIS,  MINNESOTA 
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POSTLEHAIT,  JOHN  H  -  PROETZ,  HILLIAM  F. 
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POTTER, 
POTTER, 
POTTER, 
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POTTER, 
POTTER, 
POTTER, 


'poItoHoCErT  F^R^e'sOUTH^^A 

PpS{^rC^eESpe^6.TK^^Ar^DAaRgehtiha 

POTTER   ANTHONY  N,  JR.  YORK,  PENNSYLVANIA 
GARY  G.,  OAK  PARK,  ILLINOIS 
GEORGE  A,  COLUMBUS,  GEORGIA 
GEORGE  JOSEPH,  MENLO  PARK,  CALIFORNIA 
HAROLD  S.,  MONTPELIER,  VERMONT 
JAMES  EDHARD,  JACKSONVILLE,  ILLINOIS 
JAMES  KENNETH,  HUTCHINSON   KANSAS 
JAMES  MICHAEL.  SALT  LAKE  CITY,  UTAH 
JOHN  ALBERT,  SOUTHINGTON,  CONNECTICUT 
PHILIP  KEITH,  PIOUA,  OHIO 
ROBERT  SAMUEL,  SURREY,  ENGLAND 
HALTER  MARSHALL,  SAUSALITO,  CALIFORNIA 
POTTIER,  PAUL  JOSEPH,  OTTAHA,  CANADA 
POTTS  GEORGE  EDHARD,  REDMOND,  HASHINGTON 
potts  GRFG  ARLEN.  DUBLIN,  OHIO 
POTtI:  JIMMIE  RAND,  SR,  TENNENT   NEH  JERSEY 
POULIN   RONALD  DAVID,  MESA,  ARIZONA    „._„-■„. 
POULOS  HILLIAM  LAMBERT,  SUMTER,  SOUTH  CAROLINA 
POULTON.  RONALD  LOY,  DELAHARE,  OHIO 
POUNDERS.  PHILLIP  L.,  ^AN  BERNARDINO  CALIFORNIA 
POUNDS  PHILLIP  BURTON,  LOS  ANGELES,  CALIFORNIA 
povfy  KFITH  HUMBERSIDE,  ENGLAND 
pom'  PHILIP  FRANCIS   I  ,  IRVINE,  CALIFORNIA 
POHELL,  ALVIE  L   JR,  JACKSONVILLE,  FLORIDA 
'  BARRY,  BALTIMORE,  MARYLAND 

RRIIPF  FDHARD  CHICAGO,  ILLINOIS 
,  BRUCE  HILLllM,  MANHATTAN  BEACH  CALIFORNIA 
POHELL  CLIFFORD  R,  SAN  DIEGO,  CALIFORNIA 
POHELL  DONALD  G. ,  GAINESVILLE,  FLORIDA 
EVERETT  LEROY,  LANCASTER,  TEXAS 
IACK  ALLEN.  ROANOKE,  VIRGINIA 
JAMES  M..  WASHINGTON.  DISTRICT  OF  COLUMBIA 
POwItt  JERRY  THOMAS,  ALBUQUERQUE,  NEW  MEXICO 
POHELL   JIMMIE  EDHARD,  DAYTONA  BEACH,  FLORIDA 
POHELL   JOHN  ROBERTS,  CHEYENNE,  HYOMING 
MARY  L   READiNG,  PENNSYLVANIA 
MICHAEL  STEPHEN  ST.  CHARLES,  MISSOURI 
MICHAEL  H.,  OCEAN  CITY,  NEH  JERSEY 
RAI  PH  WILLIAM.  BOISE,  IDAHO 
rScCO  WILLIAM  JR,  GREENWICH,  CONNECTICUT 
SAMUEL  DALE,  CHEYENNE,  WYOMING 
THOMAS  JAY,  KENNER,  LOUISIANA 
HALTER  G,  COLUMBIA,  SOUTH  CAROLINA 
HILLIAM  ANNAPOLIS,  MARYLAND 

william' edgar,  palm  beach,  Florida 

POWELL'  WILLIAM  J,  SAN  JUAN  CAPISTRANO,  CALIFORNIA 

POWELL*  HILLIAM  V  VeNESEO.^YORK 
POM  ER  'JOHNNIE  MCALASTER,  DAYTONA  BEACH,  FLORIDA 
POWER  ROGER  DALE,  HAYWARD,  CALIFORNIA 
POWERS  ANDY  PARKER,  CHESAPEAKE,  VIRGINIA 
POWERS  DAVID  JOHN,  LOS  ANGELES,  CALIFORNIA 
'  DONALD  R,  FRANKFORT,  KENTUCKY 
HOWARD  L   EAST  LANSING,  MICHIGAN 
JAMES  F.,  BUFFALO,  MINNESOTA 
LEON  G,  GREENVILLE,  TEXAS 
LYLE  A.,  JR.,  NEWTON,  KANSAS 
MICHAEL  JOHN,  CORUNNA,  MICHIGAN 
POWERS:  MICHAEL  JOHN  LAKEPORT,  CALIFORNIA 
POWERS   REED  M,  PALOS  HEIGHTS,  ILLINOIS 
'  ROBERT  E,  CAMILLUS,  NEW  YORK 

RODNEY  r'sJARRATSGTARsJTRiNKHN^YORK 
POWERS,  THOMAS  FRANCIS*  II,  KEEK  '(JEW  ™PSMR| 
POWERS  WILLIAM  JOSEPH,  JR,  FRAMINGHAM,  MASSACHUSt I l s 
POHLOvicH  THOMAS  A,  W  LLISTON,  VERMONT 
POYTHRESS   STEVE  ALGIN,  TACOMA,  WASHINGTON 
P07UN  ANTHONY  LOUIS,  MINEOLA,  NEW  YORK 
°rach;  MARkThOMAS,  morristown,  new  JERSEY 
PRAIS  BERNARD  M. ,  LAKE  FOREST,  ILLINOIS 
PRAJANURAKS*  THASANAI ,  BANGKOK,  THAILAND 
PRAMIK,  RUDOLPH  P.,  BARBERTON,  OHIO 
PRANGE,  DONALD  H,  TWINSBURG,  OHIO 
PRASATTONGOSOTH,  VISANU,  BANGKOK,  THAILAND 
PRASOMTHONG,  WINAI,  BANGKOK,  THAILAND 
PRASSER  ROBERT  DANIEL,  HONOLULU,  HAWAII 
ppatf   RONALD  FRANC IS,  ROCHESTER,  NEW  YORK 
PRATER  "TIMOTHY  DAVID   FORT  LEONARD  HOOD,  MISSOURI 
PRATHFR   MICHAEL   MADISON,  NEBRASKA 
PRATHEr',  RAYMOND  BERNARD, 'NEW  YORK  NEW  YORK 
PRATHNADI,  SOMPRASONGK,  BANGKOK,  THAILAND 
pratka  HILLIAM  M,  VICTORIA,  TEXAS 
PRATT   BRYAN  CLIFFORD,  EPHRATA,  WASHINGTON 

'  HARVEY  PHILLIP,  OKLAHOMA  CITY,  OKLAHOMA 
RICHARD  H,  WILMINGTON  VERMONT 
RICHARD  HILLIAM,  GALENA,  ILLINOIS 
THOMAS  W.,  ELLENSBURG,  WASHINGTON 
PRAYOONRAT.  SOMCHAI,  BANGKOK,  THAILAND 
PREDMORE,  THOMAS  REILLY,  PETERSON  AFB   COLORADO 
PREEO,  GARY  DEAN,  STOCKTON,  CALIFORNIA 
PREINING.  KLAUS,  VIENNA,  AUSTRIA 
PRE  SS,  JOSEPH  A.,  NEH  YORK,  NEW  YORK 
PREJEAN  ABEL  P.,  HOUMA,  LOUISIANA         „,„,.... 
PRELOH, 'MICHAEL  C,  HASHINGTON  DISTRICT  OF  COLUMBIA 
PREMO   FRANK  WESLEY,  COEUR  D  ALENE,  IDAHO 
PREMPOOTI   PEERAPHAN,  BANGKOK,  THAILAND 
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PRENTICE, 
PRENTISS, 
PRENTISS, 
PRESCOTT, 


PRFNDERGAST   CHARLES  F,  FRIENDSHOOD,  TEXAS 
PRENDERGAST   MICHAEL  THOMAS,  WASHINGTON,  DISTRICT  OF  CO 
PRFNDERGAST   THOMAS,  SEWICKLEY,  PENNSYLVANIA 
PRENDERGAST   THOMAS  JOSEPH,  NEW  CITY,  NEW  YORK 
PRENTICE   JOSEPH  A.,  MANCHESTER,  CONNECTICUT 
--'  RICHARD,  JR,  HAHTHORNE,  CALIFORNIA 
KEVIN  LEE,  EVERETT,  WASHINGTON 
ROBERT  H,  SAN  ANTONIO,  TEXAS 
DENNIS  G,  KIRTLAND  AFB,  NEW  MEXICO 
PRESCOTT   DENNIS  LYNN,  SANTA  BARBARA,  CALIFORNIA 
PRESCOTT   EDWARD  M,  MONTPELIER,  VERMONT 
PRESENT   RANDALL  LEE,  JAMESTOWN,  NEW  YORK 
PRESGRAVE   RICHARD  H.  HARRISONBURG,  VIRGINIA 
PRESGRAVE,  ROBERT  LAWRENCE,  HERNDON,  VIRGINIA 
PRESLEY,  GERALD  F,  CHATTANOOGA,  TENNESSEE 
PRFSLEY   JAMES  H.,  ATLANTA,  GEORGIA 
PRESLEY   ROBERT  BUEL,  RIVERSIDE,  CALIFORNIA 
PRESOTTO,  GEORGE  JOSEPH,  NEH  YORK,  NEW  YORK 

PpSEE^IAtLCA^INEKW?i!^AM!'sTTATNEE^L^EGE,  PENNSYLVANIA 
-  '  CHARLES  R,  NEW  YORK,  NEW  YORK 
BYRD  T,  JR,  ABINGDON,  VIRGINIA 
thari  FS  MICHAEL.  ANCHORAGE,  ALASKA 
PREiT6N;  CHRISpIn  F.   WASHINGTON,  DISTRICT  OF  COLUMBIA 
PRESTON.  DANIEL  LAUREN,  EL  PASO,  TEXAS 
DAVID  JOHN,  EDMOND,  OKLAHOMA 
EDGAR,  III,  BROOKVILLE,  OHIO 
,  THOMAS  GLENN,  ROCHELLE,  ILLINOIS 
PRFUTTT   WILLIAM  GEORGE,  DENVER,  COLORADO 
PREUSCH'  THEODORE  FRANCIS,  UPPER  SADDLE  RIVER,  NEW  JERS 
PRIAL   MARY  THERESE,  LONG  ISLAND,  NEW  YORK 
PRTBIL   WILLIAM  BRENT,  FLAGSTAFF,  ARIZONA 
PRICE   ALEXANDER  JOHN   SHREVEPORT,  LOUISIANA 

ALEXIS  BUNYAN,  COLUMBIA,  SOUTH  CAROLINA 
BILL  S,  MEMPHIS,  TENNESSEE 
BOB,  SHEFFIELD,  ALABAMA 
CHRISTOPHER  L,  HOUSTON,  TEXAS 
CLARK  W,  THE  COLONY,  TEXAS 
DALE  RONALD,  ARLINGTON,  VIRGINIA 
DANNY  LLOYD,  INDIANAPOLIS,  INDIANA 
PRICE*,  DON  L,  FALMOUTH,  MASSACHUSETTS 
PRICE   EVERETT  E,  ATHENS,  GEORGIA 

'  GERARD  E,  PITTSBURGH,  PENNSYLVANIA 
GREGORY  STUART,  CHICAGO   ILLINOIS 

^^ELBRECWKIYN^DG!R0WW^MiLNGT6NlENSSRTH  CAROLINA 
JOE  H,  GULFPORT,  MISSISSIPPI 
IOHN  D  JR  KNOXVILLE,  TENNESSEE 
JOhK  DARRYL,  HOT  SPRINGS,  SOUTH  DAKOTA 
JOHNNY  THELBERT,  VIENNA,  VIRGINIA 
JOSEPH  RAPHAEL,  ROCKVILLE,  MARYLAND 
JUSTIN  LESTER,  LONG  KEY,  FLORIDA 
PRICE;  KENNETH  WAYNE \    KIRKWOOD  MISSOURI 
prtpf   MARLIN  ROBERT,  DALLAS,  TEXAS 
PRICE;  MICHAEL  ANTHONY,  INDIANAPOLIS   INDIANA 
"   RALPH  MATTHEW,  CHICAGO,  ILLINOIS 

RICHARD  ARLEN',  SACRAMENTO  CALIFORNIA 
RICHARD  WILLIAM,  DEER  PARK  TEXAS 
ROBERT  0,  BAKERSFIELD,  CALIFORNIA 
WILLIAM  DOUGLAS,  SAN  DIEGO,  CALIFORNIA 
,  HILLIAM  EARL,  MOUNT  VERNON   ILLINOIS 
PRICKETT.  ROBERT  J,  ALBANY,  GEORGIA 
PRIDDY   JERRY  NEAL   JACKSON,  TENNESSEE 
PR  ER,' CLAUDE  SUTTON,  MONTGOMERY  ALABAMA 
PRIFST   ANTHONY  EARL,  ATLANTA,  GEORGIA 
PRIEST   BILLY  RAY,  COLUMBIA,  SOUTH  CAROLINA 

ESISII'  KttHw-oSOlbfLoillOfllE.  ttHTUCW 

PR  NG   JOSE,  MANILA.  PHILIPPINES  TunftU_CT. 

PR  NGGOSENTONO,  WITONO,  JAKARTA   INDONESIA 

PRINGLE,  ROBERT  H,  WAYNE,  NEW  JERSEY 

PRINS   LUPPO  REINT,  HOBART,  AUSTRALIA 

PR  NZ   DANIEL  R,  EDMONDS.  WASHINGTON 

PRIOR   LE  ROY,  WATERBURY,  VERMONT 

PR  SCO  MICHAEL  F,  LAKEWOOD.  NEW  JERSEY 

PRISER   STEPHEN  NEAL,  ANDERSON   INDIANA 

PR  TCHARD   EDWIN  G. ,  NEH  ORLEANS,  LOUISIANA 

DPiTrwARn  GARY  EVAN   ROANOKE,  VIRGINIA 

PR  TCHAM  JOHN  WILLIAM,  VIRGINIA  BEACH,  VIRGINIA 

PRITCHaRd',  RAYMOND  FRANKLIN,  WEATHERFORD  TEXAS 

PRTTCHETT   CHARLES  H,  INDIANAPOLIS,  INDIAKA 

OBTTCHETT  GARRY  LEE   POCATELLO,  IDAHO 

PROETZ?' WILLIAM  *",    HOPKINS,  MINNESOTA 
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PROFATER,  CARL  V.  -  RAHM,  LONNIE  CRAIG 
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PROFATER,  CARL  V.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PROFFITT,  DENNIS  STEWART,  CHESTERFIELD,  VIRGINIA 
PROIETTY,  JAMES  A,  ALBION,  NEW  YORK 
PROPPS,  RILEY  RANDOLPH,  FLORENCE,  SOUTH  CAROLINA 
PROPST,  CHARLES  WINSTON,  WEBSTER,  TEXAS 
PROPSTER,  RICHARD  K. ,  GARDENA,  CALIFORNIA 
PROSCHWITZ,  KURT  REYNOLDS,  WAUKEGAN,  ILLINOIS 
PROSCIA,  DONALD  G. ,  ORADELL,  NEW  JERSEY 
tt   PROSKEY,  L.  A.,  HAMPTON,  VIRGINIA 
tt   PROSTLER,  VERNON  JOSEPH,  TOPEKA,  KANSAS 
tt   PROTHRO,  JAMES  M. ,  LUBBOCK,  TEXAS 
tt   PROTO,  NICHOLAS  LOUIS,  NEW  YORK,  NEW  YORK 
PROTSMAN,  DANIEL  N.,  LIMA,  OHIO 
PROTTO,  JAMES  L.,  ESTES  PARK,  COLORADO 
PROVENCE,  JERALD  THOMAS,  FRANKFORT,  KENTUCKY 
PROVENCIO,  JOAQUIN  REYMUNDO,  ARLINGTON,  TEXAS 
PROVIS,  HAZEL  RUTH,  GREENVILLE,  MISSISSIPPI 
PROVOOST,  ARTHUR  GILLES,  MANCHESTER,  ENGLAND 
PROVOST,  BRADLEY  GAYLEN,  SHOW  LOW,  ARIZONA 
»  PROVOST,  ROBERT  0,  FORT  PIERCE,  FLORIDA 
¥  PROWSE,  CHARLES  L.,  WICHITA,  KANSAS 

PROZZO,  MICHAEL  L.,  JR.,  CLAREMONT,  NEW  HAMPSHIRE 
PRUE,  SAMUEL  ANDREW,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PRUITT,  CLEMENT  MELVIN,  CAPE  CHARLES,  VIRGINIA 
PRUITT,  RAYMOND  E.,  TULSA,  OKLAHOMA 
I   PRUITT,  WILLIAM  MORRIS,  LOS  ANGELES,  CALIFORNIA 

PRUNK,  BRUCE  WILLIAM,  PORTLAND,  OREGON 
*  PRUSSING,  FRED  W,  JUNEAU,  ALASKA 
t   PRYCE,  JAMES  HURCHEL,  JR,  FRESNO,  CALIFORNIA 

PRYOR,  FRANCIS  MICHAEL,  PHILADELPHIA,  PENNSYLVANIA 
>  PRYOR,  HARVEY  E.,  OAKTON,  VIRGINIA 
PRZESLAWSKI,  LAWRENCE  E.,  TOLEDO,  OHIO 
PSENAK,  BENJAMIN  JOSEPH,  MONTREAL,  CANADA 
PTAK,  DAVID  CHARLES,  HICKAM  AFB,  HAWAII 
PUCHNICK,  LOUIS  F.,  HARRISBURG,  PENNSYLVANIA 
PUCKETT,  JAMES  RICHARD,  LOVES  PARK,  ILLINOIS 
PUDLINER,  WILFRED  JOHN,  JOHNSTOWN,  PENNSYLVANIA 
PUDLOWSKI,  DAVID  THOMAS,  CLAYTON,  MISSOURI 
PUETT,  JOSEPH  JENNINGS,  MOORESVILLE,  NORTH  CAROLINA 
PUFPAF,  THOMAS  MARTIN,  CHICAGO,  ILLINOIS 
PUGEL,  JAMES  VINCENT,  SEATTLE,  WASHINGTON 
PUGH,  DAVID  LAMAR,  ARLINGTON,  TEXAS 
'  PUGH,  GEORGE  D. ,  ATLANTIC  CITY,  NEW  JERSEY 
PUGH,  JAMES  F,  MEMPHIS,  TENNESSEE 
PUGH,  MARION  NEWELL,  MONTGOMERY,  ALABAMA 
PUGH,  RUSSELL  F,  JR,  LOUISVILLE,  KENTUCKY 
PUGLIESE,  THOMAS,  SUFFERN,  NEW  YORK 
PUKACH,  DANIEL  WILLIAM,  CLEVELAND,  OHIO 
PUKEMA,  RICHARD  DAVID,  SUPERIOR,  WISCONSIN 
PUKPRAYURA,  KRERKPHONG,  BANGKOK,  THAILAND 
PULIDO-BARRANTES,  ISRAEL,  BOGOTA,  COLOMBIA 
PULIS,  MICHAEL  ROY,  NORTH  MANKATO,  MINNESOTA 
PULKOWNIK,  ROBERT  H,  BUFFALO,  NEW  YORK 
PULLIAM,  OWEN  PERRY,  MC  KINNEY,  TEXAS 
PULLIN,  CHARLES  HERSHAL,  DENVER,  COLORADO 
PULS,  GARY  L.,  LARAMIE,  WYOMING 
PULS,  JEFFREY  LAWRENCE,  COLUMBUS,  OHIO 
PULVER,  KEN  B,  RENO,  NEVADA 
PULVER,  WILLIAM  EDWARD,  LYONS,  NEW  YORK 
PUMPHREY,  BERTUS  RAY,  BAKERSFIELD,  CALIFORNIA 
PUMPHREY,  JONAS  WILSON,  SAN  DIEGO,  CALIFORNIA 
PUPKOFF,  HENRY  H. ,  TORRANCE,  CALIFORNIA 
PURCELL,  BILLY  DONALD,  TIFTON,  GEORGIA 
EH5£IKL'  J0SEPH  D-.  J"-.  LONG  BRANCH,  NEW  JERSEY 
SHSSIhh  UEIL  J*  JR'  LAGUNA  BEACH'  CALIFORNIA 
PURCELL,  ROBERT  L.,  CLINTON,  IOWA 

n^^L*nTIM0THY  EARLE<  F0RT  LEAVENWORTH,  KANSAS 
PURDEN,  B.  J.,  FLORENCE,  ARIZONA 

EH52IS'  JEFFREY  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PURDON,  JAMES  HERMAN,  SPRINGFIELD,  ILLINOIS  ULUnD1A 
PURDON,  JERRY  D,  TEXAS  CITY,  TEXAS 
PURDY,  DAVID  WILSON,  AUBURN,  WASHINGTON 
PURDY,  JAMES  F.,  RHINELANDER,  WISCONSIN 
PURDY,  ROBERT  MILFORD,  OWENSBORO,  KENTUCKY 
PURITIS,  MICHAEL  DENNIS,  YAPHANK,  NEW  YORK 
PURNABIMBA,  PRAMOD,  BANGKOK,  THAILAND 
PURNASAMRIDDHI,  SATHAPHORN,  BANGKOK,  THAILAND 
PURNELL,  NORMAN  R.,  DOVER,  DELAWARE 
PURSE,  WILLIAM  L,  AUSTIN,  TEXAS 
nMnx,E?'  h    G-'  OKLAHOMA  CITY,  OKLAHOMA 
PURTLE,  TED  LYNN,  AUSTIN,  TEXAS 

5U5.T3  TERRY  FRANCIS-  MELBOURNE,  AUSTRALIA 

PURVIS,  PRESTON  L,  SYLVANIA,  GEORGIA 

PUSCHER,  DAVID  JAMES,  SEBASTIAN,  FLORIDA 

PUSCHNIG,  DEAN,  WEST  ALLIS,  WISCONSIN 

PUSHAK,  JOHN  THOMAS,  CECIL,  PENNSYLVANIA 

PUSINS,  ROBERT  RANDY,  FORT  LAUDERDALE,  FLORIDA 

PUTERBAUGH,  RONALD  KEITH,  OTTAWA,  KANSAS 

PUTHOFF,  RONALD  J,  CELINA,  OHIO 

PUTMAN,  EMORY  BURKE,  MOUNT  DORA,  FLORIDA 

PUTMAN,  GARY  WARREN,  SAINT  PAUL  ISLAND,  ALASKA 

PUTMAN,  LINDSEY  JOE,  AUSTIN,  TEXAS 

PUTMAN,  STERLING  EUGENE,  LOS  ANGELES,  CALIFORNIA 

PUTNAM,  JERRY  D,  HEMET,  CALIFORNIA 

PUTZULU,  PAUL  DENNIS,  HONOLULU,  HAWAII 

PYBURN,  DWAIN  T. ,  ABILENE,  TEXAS 

PYKLES,  ARTHUR  L. ,  FARIBAULT,  MINNESOTA 

PYLES,  CARROLL  E.,  PORTSMOUTH,  OHIO 

J™,  CLARENCE  ALLEN,  ONEIDA,  NEW  YORK 

PYRTLE,  ARMOR  REECE,  JR,  EDEN,  NORTH  CAROLINA 
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QUICK, 
QUICK, 
QUICK, 
QUICK, 


QUINN, 
QUINN, 
QUINN, 
QUINN, 
QUINN, 


QABLAN,  FAYEZ  M. ,  AMMAN,  JORDAN 

QAMBAR,  SABAH  OBAID,  ABU  DHABI,  UNITED  ARAB  EMIRATES 

QUADE,  JOHN  BENNETT,  ARLINGTON,  VIRGINIA 

QUAID,  ROBERT  S.,  DETROIT,  MICHIGAN 

QUALLS,  C.  TIM,  JR.,  TWIN  FALLS,  IDAHO 

QUALLS,  FRANKLIN  D. ,  MANCHESTER,  TENNESSEE 

QUASULA,  THEODORE  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

QUEBEDEAUX,  JERRY  J,  LAFAYETTE,  LOUISIANA 

QUEDENS,  EDWARD  CHARLES,  SPRINGFIELD,  ILLINOIS 

QUEEN,  IMMANUEL  DAVID,  NEW  CASTLE,  DELAWARE 

QUERY,  WILLIAM  R.,  LONGVIEW,  TEXAS 

QUESINBERRY,  EUGENE  E.,  NORFOLK,  VIRGINIA 

QUESTEL,  JOHN  PHILIP,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

QUICK,  ELDON  L,  RANTOUL,  ILLINOIS 

N.  W.,  LAURINBURG,  NORTH  CAROLINA 
ROBERT  D,  ALBANY,  NEW  YORK 
VAN  K,  EAST  HAMPTON,  NEW  YORK 
,  WILLIAM  CRAIG,  CARMEL,  NEW  YORK 
QUIGLEY,  JOSEPH  B,  MESA,  ARIZONA 
QUIGLEY,  ROBERT  VINCENT,  BRIDGETON,  MISSOURI 
QUIGLEY,  WILLIAM  H,  JR,  NASHUA,  NEW  HAMPSHIRE 
QUIJAS,  LOUIS  FRANCES,  JR,  KANSAS  CITY,  MISSOURI 
QUILLEN,  DAVID  NEAL,  MOGADORE,  OHIO 
QUILLIGAN,  DENIS  J,  ST  PETERSBURG,  FLORIDA 
QUILLIN,  DAVID  ALAN,  KINGSPORT,  TENNESSEE 
QUILLIN,  DAVID  FRANKLIN,  SALEM,  OREGON 
QUILTY,  JAMES  R,  JR,  WALLINGFORD,  CONNECTICUT 
QUINLAN,  KEVIN  TERRANCE,  CHARLESTON,  WEST  VIRGINIA 
QUINLAN,  LAWRENCE  M. ,  POUGHKEEPSIE,  NEW  YORK 
QUINLAN,  ROLAND,  POUGHKEEPSIE,  NEW  YORK 
QUINN,  CHARLES  B.,  HADDONFIELD,  NEW  JERSEY 
CLAUDE  J,  MONTREAL,  CANADA 
GREGORY  THOMAS,  MINEOLA,  NEW  YORK 
JAMES  E.,  FAIRFIELD,  ALABAMA 
JAMES  MICHAEL,  MEMPHIS,  TENNESSEE 
,  JOHN  T,  MANCHESTER,  MISSOURI 
QUINN,  JOSEPH  BERNARD,  SOMERVILLE,  NEW  JERSEY 
QUINN,  MARTIN  EDWARD,  BROCKPORT,  NEW  YORK 
QUINN,  MICHAEL  DAVIS,  WEBSTER  CITY,  IOWA 
QUINN,  PATRICK  JAMES,  CAROL  STREAM,  ILLINOIS 
QUINONES-ROSADO,  ERASMO,  SAN  JUAN,  PUERTO  RICO 
QUINONES,  GUARDIOLA,  EMILIO,  SAN  JUAN,  PUERTO  RICO 
QUINONEZ  ESCOBAR,  OSCAR  A,  GUATEMALA  CITY,  GUATEMALA 
QUINTANA,  ANTHONY  ARTHUR,  BRIGHTON,  COLORADO 
QUINTANAR,  MICHAEL  LAZARO,  MANHATTAN,  KANSAS 
QUINTON,  WILLIAM  TRUMAN,  CLEVELAND,  MISSISSIPPI 
QUINZIO,  JOHN  MICHAEL,  ANAHEIM,  CALIFORNIA 
QUIRK,  EDWARD  PATRICK,  WEST  TRENTON,  NEW  JERSEY 
QUIRK,  WILLIAM  F.,  PHILADELPHIA,  PENNSYLVANIA 
QUIROGA-CUENCA,  VICTOR,  LA  PAZ,  BOLIVIA 
QUISENBERRY,  THEODORE  HUGH,  SOUTHFIELD,  MICHIGAN 
QUISENBERRY,  THOMAS  EDWARD,  PONTIAC,  MICHIGAN 
QUIST,  JAMES  ROBERT,  SUGAR  GROVE,  ILLINOIS 
QUITTSCHREIBER,  ROBERT  E. ,  FREEPORT,  ILLINOIS 
QUOW,  OSBORNE  BERTRAM,  KINGSTOWN,  ST.  VINCENT  AND  THE  G 
RAAB,  LARRY  L,  CARLISLE,  PENNSYLVANIA 
RAABE,  ANDREW  GEORGE,  CINCINNATI,  OHIO 
RAACKE,  ROBERT  S.,  HAMMOND,  LOUISIANA 
RAASCH,  GARY  LEE,  LANCASTER,  PENNSYLVANIA 
RABAGO,  JOE  FRANK,  SR,  HOUSTON,  TEXAS 
RABENORT,  RICHARD  RAY,  SR,  RED  WING,  MINNESOTA 
RABER,  RONALD  ALLEN,  PUNXSUTAWNEY,  PENNSYLVANIA 
RABIDEAU,  CHARLES  WILLIAM,  ORLAND  PARK,  ILLINOIS 
RABON,  TOMMY  L.,  MOULTRIE,  GEORGIA 
RABORN,  WENDELL  EUGENE,  LAFAYETTE,  LOUISIANA 
RABURN,  JAMES  M. ,  SWAN  QUARTER,  UTAH 
RACE,  JOHN  M,  DECATUR,  ILLINOIS 
RACE,  JOSEPH  HERBERT,  MEDINA,  WASHINGTON 
RACE,  RICHARD  CHARLES,  IRONDEQUOIT,  NEW  YORK 
RACK,  ROBERT  NEIL,  MISSOURI  CITY,  TEXAS 
RADAU,  WILLIE  CHARLES,  II,  HOUMA,  LOUISIANA 
RADCLIFF,  DWIGHT  E. ,  CIRCLEVILLE,  OHIO 
RADEMAKER,  GERALD  J.,  CLEVELAND,  OHIO 
RADFORD,  ROBERT  C,  SACRAMENTO,  CALIFORNIA 
RADFORD,  ROBIN  SHAFER,  EL  SEGUNDO,  CALIFORNIA 
RADKE,  FRANK  ROBERT,  JR,  CHICAGO,  ILLINOIS 
RADKE,  SVEN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
RADNEY,  HARVEY  L,  CHICAGO,  ILLINOIS 
RADOSEVICH,  FRED  KARL,  GRANTS,  NEW  MEXICO 
RADOSEVICH,  MARK  ALAN,  SANTA  FE,  NEW  MEXICO 
RADTKE,  JAMES  DENNIS,  SHEBOYGAN,  WISCONSIN 
RAE,  ROBERT  EARL,  SAGINAW,  MICHIGAN 
RAEDER,  STEVE  RAYMOND,  LAS  VEGAS,  NEVADA 
RAFFENSBERGER,  REGIS  R,  FREDERICK,  MARYLAND 
RAFFERTY,  JOSEPH  A,  JR,  PATERSON,  NEW  JERSEY 
RAFFERTY,  KEVIN  MICHAEL,  JAMAICA,  NEW  YORK 
RAFTER,  JOHN  J,  CHICAGO,  ILLINOIS 
RAFTEVOLD,  RONALD  RICHARD,  FARGO,  NORTH  DAKOTA 
RAGAN,  DWANE  EVERETTE,  SAVANNAH,  GEORGIA 
RAGAN,  JAMES  MICHEAL,  COLLEGE  STATION,  TEXAS 
RAGAN,  JOHN  WILLIAM,  WOODLYNNE,  NEW  JERSEY 
RAGAN,  THOMAS  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RAGATZ,  EDWARD  M. ,  LINCOLN,  NEBRASKA 
RAGER,  RODGER  WESLEY,  JR,  FREMONT,  CALIFORNIA 
RAGLAND,  MICHAEL  D,  ROME,  GEORGIA 
RAGLAND,  SAMUEL  THADDEUS,  TUCSON,  ARIZONA 
RAGUIDEAU,  GILBERT  BENOIT,  PARIS,  FRANCE 
RAGUSO,  JOSEPH  PAUL,  NEW  YORK,  NEW  YORK 
RAHINSKY,  MARTIN  R,  PEMBROKE  PINES,  FLORIDA 
RAHM,  LONNIE  CRAIG,  EVANSVILLE,  INDIANA 
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RAINES, 
RAINES, 
RAINES, 
RAINEY, 
RAINEY, 
RAINEY, 


RAIA.  MATTHEH  ANTHONY,  WESTMINSTER,  COLORADO 
RAMUNDO.  MARIANA  MARIA,  LISBON   PORTUGAL 
RANER.  THOMAS  ISREAL,  III,  "ETAIRIE,  LOUISIANA 
JONATHAN  E.,  NEH  YORK,  NEH  YORK 
THOMAS  ANDREH,  CHICAGO   ILLINOIS 
HOODROH  H.,  JR.,  NEHPORT  NEHS,  VIRGINIA 
nnkil  D  E   MARIETTA,  GEORGIA 

gary  Carles  sr,  north  las  vegas,  nevada 
richard  k,  martinez,  california 

RAINGUET   FRED  HILLIAM,  JR,  LONGMONT   COLORADO 

RANS   DONALD  D. ,  HICHITA  FALLS,  TEXAS 

RA  NS,  GILBERT  E  ,  CREVE  COEUR,  MISSOURI 

RA  OLE,  RENE  A.,  KEY  WEST,  FLORIDA 

RAJA  LOPE  RAZMAN,,  PENANG,  MALAYSIA 

RAKE,  MICHAEL  PATRICK,  TULSA,  OKLAHOMA 

RAKER,  OSCAR  M. ,  TALLAHASSEE,  FLORIDA 

RAKOH   REX  JOHN,  NOTRE  DAME,  INDIANA 

RAKOHSKI,  DONALD  P.,  MUSKEGON,  MICHIGAN 

RALEY   C   T  ,  OKLAHOMA  CITY,  OKLAHOMA 

RALICKI.'jOHN  FRANCIS,  BUFFALO,  NEH  YORK 

RALPH   OAKLEY  C,  DODGE  CITY,  KANSAS 

RALPH   WILLIAM  H   JR,  WEST  MEMPHIS,  ARKANSAS 

RAI^TON   VERNON  ALROY,  LIBERAL,  KANSAS 

KAMAUNGAM,  NADANARAJAH,  KUALA  LUMPUR,  MALAYSIA 

RAMBLER,  RICHARD  M. ,  ATLANTA,  GEORGIA 

RAMROSK   KEVIN  JAMES,  NAPLES,  FLORIDA 

RAME   EUGENE  B,  EAST  HAMPTON,  CONNECTICUT 

Saner  philip  Gregory,  temple  terrace,  Florida 

RAMEY   MILFORD  H,  WATERBURY,  VERMONT 
RAMIREZ   JAIME  E   UTUADO,  PUERTO  RICO 

J     '  VINCENT  P    NEW  YORK,  NEW  YORK 
RAMLAN^'lIiJRENCE  ANThSnY,  SAN*  FRANCISCO,  CALIFORNIA 

rA^MkrTELRRYEDMAR^rUHKDCALIFORNIA 
RATON  LFRTANKCURTIS,  SEATTLE  WASHINGTON 

PATRICK  JOSEPH,  SR,  ELSMERE,  DELAWARt 

A.  J.,  SUGAR  LAND,  TEXAS 

ANTHONY  J,  NEW  YORK,  NEW  YORK 

MELVIN  W.,  LOMPOC,  CALIFORNIA 

PEDRO,  OCEANSIDE,  CALIFORNIA 

RAPHAEL,  CHICAGO,  ILLINOIS 

RAUL  A,  SANTA  ANA,  CALIFORNIA 
HARRY  D.,  MARTINEZ,  CALIFORNIA 
PETER  DAVID,  PEORIA,  ARIZONA 
RONALD  JOSEPH,  THOMASVILLE,  GEORGIA 
WALTER  J,  MONTICELLO,  NEW  YORK 
CHARLES  HERBERT,  CHICAGO,  ILLINOIS 
KENNETH  RAYMOND   SR,  GENEVA,  ILLINOIS 
THOMAS  EDWARD,  CHATHAM  TWP,  NEW  JERSEY 
RANA  KUBER  SINGH,  KATHMANDU,  NEPAL 

JAY  WALLACE,  MAPLE  GROVE,  MINNESOTA 
JOE  ANN,  OKLAHOMA  CITY,  OKLAHOMA 
NORMAN,  ANNAPOLIS,  MARYLAND 
PETER  E,  NORWALK,  CONNECTICUT 
RICHARD  ALBERT,  YORKVILLE,  ILLINOIS 
ROBERT  MICHAEL,  LONDON,  ENGLAND 
TIMOTHY  JAY,  DALLAS,  TEXAS 
VERNON  E.,  RIVERSIDE,  CALIFORNIA 
THOMAS  E.,  FORT  LAUDERDALE,  FLORIDA 


RAMONE, 

RAMOS, 

RAMOS, 

RAMOS, 

RAMOS, 

RAMOS, 

RAMOS, 

RAMSAY, 

RAMSAY, 

RAMSAY, 

RAMSAY, 

RAMSEY, 

RAMSEY, 

RAMSEY, 


RANDALL, 
RANDALL, 
RANDALL, 
RANDALL, 
RANDALL, 
RANDALL, 
RANDALL, 
RANDALL, 
RANDEL, 


RANDELL,  CHARLES  C.FOLSOM  PENNSYLVANIA 

SAANN^E^RO^R?Eca^ULL^^RE^EUFLOR^f 

RRANERL,WILL1AM-PHRIP:  JR^ANDERSON,  CALIFORNIA 
RANEY'  DAVID  ELLIOT   BLOOMINGDALE,  ILLINOIS 
RANICH   STEPHEN  N.,  HIGHLAND,  INDIANA 
RANKENS   STEVEN,  EAST  LANSING,  MICHIGAN 
RANKIN   DENNIS  MICHAEL,  BUFFALO,  NEW  YORK 
'  JAMES,  PORT  WASHINGTON,  NEW  YORK 
PAUI  F   NEVADA  CITY,  CALIFORNIA 
ROBERt'bLAIR?  JR,  HIGH  POINT,  NORTH  CAROLINA 
ANTHONY  ROBERT,  ADELAIDE,  AUSTRALIA 
ALFRED,  GREENVILLE,  MISSISSIPPI 


RANKIN, 
RANKIN, 
RANKIN, 
RANKINE 
RANKINS, 


RANNALS,  LONNIE  JOE   CORPUS  CHRIST  I   TEXAS 
RANTAMA,  KARI  ILMARI,  HELSINKI,  FINLAND 
RANTANEN,  KARI  OLAVI ,  HELSINKI,  FINLAND 
o/innc  Al  T   SAHIBZADA,  QUETTA,  PAKISTAN 
Sip?K.  ROBERT  JOHN?  HARRISBURG   PENNSYLVANIA 
dadfbt   RFNNIF  L   CHARLESTON,  MISSOURI 
RAPONE'  GENE  ANTHONY,  PHILADELPHIA,  PENNSYLVANIA 
RAPONE'  JOSEPH  A  ,  PHILADELPHIA,  PENNSYLVANIA 
RAPP   GARY  ALAN,  CORONADO,  CALIFORNIA 
RAPP   JAMES  ALLEN,  LANSING,  MICHIGAN 

RARY   JOSEPH  MICHAEL,  ATLANTA,  GEORGIA 
RASCON   ALEX,  JR,  SANTE  FE,  NEW  MEXICO 
RASJID   HERMAN,  JAKARTA,  INDONESIA 
RASM  JN   LUCAS  EVARISTO,  ORANJESTAD,  ARUBA 
RaImUSEN   THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SilMUSSEN.  ARLAND  HANS   FARGO   NORTH  DAKOTA 
RASMUSSEN,  RAYMOND  FREDRIC,  FAIRFIELD,  CONNECULUi 
I  RASMUSSEN   RAYMOND  M   ALBANY   NEW  YORK 
RASMUSSEN,  ROBERT  ALFRED,  NOVI ,  MICHIGAN 
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RASO,  EDWARD,  ALBANY,  NEW  YORK 
RASPOVICH,  KEITH  ALAN,  OAK  LAWN,  ILLINOIS 
RASSEM,  MOHAMED  M. ,  CAIRO,  EGYPT 
RATANASIN,  OPAS,  BANGKOK   THAILAND 
RATASSEPP,  MEELIS,  TALLINN,  ESTONIA 
rath  IFF  MICHAEL  LEWIS,  VICTORIA,  TEXAS 
!  WARD T,  OCEANSIDE,  CALIFORNIA 
RATH,  HUGH  J.,  LEXINGTON,  NEBRASKA 
RATHBUN,  THOMAS  MICHAEL,  FREMONT,  OHIO 
RATHJEN   HARRY  C,  CANADIAN,  TEXAS 
RATLIFF   LEONARD  D. ,  CAPE  GIRARDEAU,  MISSOURI 
RATLIFF  ROBERT  WORTH,  ASHLAND,  KENTUCKY 
RATTANAVADI,  KOSOL,  NAKORN  PATHOM,  THAILAND 
RAU  FREDDIE  OTTO,  BURNSVILLE,  MINNESOTA 
RAU,  KENNETH  RANDALL,  YAPHANK,  NEW  YORK 
RAUCCI   RALPH  G,  HAMDEN,  CONNECTICUT 
RAUCH  BRUCE  CHANCELLOR,  COLTON,  CALIFORNIA 
RAlJSCH  KEITH  ARNOLD,  BILLINGS,  MONTANA 
RAUTENBERG  HAROLD  J  ,  FOND  DU  LAC,  WISCONSIN 
RAVFNSCRAFT   JAMES  F.   RUSHVILLE,  INDIANA 
RAHLINS  RAY  HRSCHk;  LAWRENCEVILLE,  GEORGIA 
RAWIINSON.  RONALD,  GARLAND,  TEXAS 
RAHLS   RICKEY  JOE   PURVIS,  MISSISSIPPI 
RAWLS,  TOD  BENSON   SHREVEPORT,  LOUISIANA 
RAWSON,  GEORGE  EVERETT,  WATSONVILLE,  CALIFORNIA 
RAY   BARBARA  J.,  WICHITA,  KANSAS 

BENE,  ALBUQUERQUE,  NEW  MEXICO 

BILLY  D.,  MIDLAND,  TEXAS 

BRIAN  EUGENE,  EAST  LANSING,  MICHIGAN 

DANNY  LEE,  DIBOLL,  TEXAS 

DAVID  JOHN,  BALLWIN,  MISSOURI 

DAVID  M  TAZEWELL,  TENNESSEE 

DOUGLAS  SCOTT,  VANCOUVER  WASHINGTON 

ELMER  TEATER,  JR,  FRANKFORT,  KENTUCKY 

GEORGE  0  ,  WALLA  WALLA,  WASHINGTON 

JACK  EUGENE,  CAMP  PENDLETON,  CALIFORNIA 

JEWELL  G,  MEMPHIS,  TENNESSEE 

LAURENCE  EDWARD,  WHEAT  RIDGE,  COLORADO 

mark  allan  beverly,  massachusetts 
monica  Elizabeth!  Milwaukee,  Wisconsin 
paul  m,  las  vegas,  nevada 
william  seay,  savannah,  georgia 

RAYRON  WENDELL  PAUL,  BATON  ROUGE,  LOUISIANA 
RAYBURN,  ROBERT  HAROLD,  VANCOUVER,  WASHINGTON 
RAYCrSfT,  VICTOR,  ROCHESTER   NEW  YORK 

RR^MORND,GARRAYLPHLLEDwiN!°fR^N?0  f^ST 

^!^BE^:RhoYH^E^US,ENSEW  1  ft        '  ^^ 

RE  RONALD' RICHARD,  TIPP  CITY,  OHIO 

READ  BILLY  JEAN,  LITTLE  ROCK,  ARKANSAS 

READ  CLARENCE  H  ,  JR.,  TAMPA,  FLORIDA 

RFAD  PAUL   PHILADELPHIA,  PENNSYLVANIA 

RFaS'  WILLIAM  HENRY,  JR.   RICHMOND,  VIRGINIA 

READER  CARL  RAYMOND,  CORVALLIS,  OREGON 

R FADER  LOCKHEED  DOUGLAS,  PUYALLUP,  WASHINGTON 

R  ADING,L3aMESEH.?  OKLAHOMA  CITY .OKLAHOMA 

RFADY  DWAYNE  WILLIAM,  HOUSTON,  TEXAS 

READY!  EUGENE  F.   NEW  CANAAN,  CONNECTICUT 

RFADY  WILLIAM  THOMAS,  CARLSBAD,  CALIFORNIA 

REAGAN,  DAVID  LARNELL   FORT  WORTH,.  TEXAS 


RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 
RAY, 


n  l  SSS:      ..  5     i  ss.»  •"«-"- 


176 
131 
187 
195 
137 
142 
183 
162 
168 
189 

74 
152 

93 
113 
107 
190 


TIMOTHY  EDWARD,  ST.  LOUIS,  MISSOURI 
SISSaSS:  WILLIAM  JOHN,  JACKSON  NEW  JERSEY 

RREErMESTHRMONALDRHENRYANGREENViaE,  SOUTH  CAROLINA 
RREE^DON,RSeS   LIOTT ,  WATERTOW> Jj  JEN  YORK 

SiffiS'  DANIEL  DAV°D  'PRESTO  'PENNSYLVANIA    unTc 
RFASONER  THOMAS  MICHAEL?  CLARENDON  HILLS,  ILLINOIS 
MATHER  KENNETH  ALLEN,  THORNTON,  COLORADO 
REAUMER'CHARLES  GEORGE*,  JR   LAKELAND,  FLORIDA 

RlBSii?«OSPRAU0L?EiAN'DliG   CALIFORNIA 
RFRFNSAL  KENNETH  C,  TOLEDO,  OHIO 
rISholZ 7MILLIAM  J,   T  BERNARD  OHIO 
dfrman   RICHARD  A..  SEATTLE,  WASHINGION 
RECKERT,  SHELL?  ANN,  INDIANAPOLIS,  INDIANA 

•  n  EM  ;ig£"  c^n 

j  mast  ftifet, 
sisssf:  auns5h£m  »  s^ ^ 

SeDFERN   ROBERT  H.  COHCORD,  CALIFORHU 
RiDFSEro/BlRBERT  CLEMENT   NORFOLK  JIRGIKIA 

DcnirAW   VINCENT  J..  MINEOLA,  NtW  YUKl\ 
RREEDD^ER:  GRfcENLpRRAlNE   CROFTON  MARYL AND 
REDING,  THOMAS  LLOYD,  ST.  PAUL,  MINNfcbUiA 


187 

104 

173 

162 

43 

80 

162 

83 

123 

119 

186 

123 

52 

99 

126 

90 

121 

149 


REDISH,  GEORGE  -  REYNA,  BENIGNO  GUADALUPE 
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161 

155 

165 

194 
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96 
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119 
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182 

171 

114  I 

191 

193 

168 
89  I 

137 
99  t. 

138 

142 

151 

175 

146 
96 

163 

118 

152  * 

51  * 
32  * 

94  * 

98  # 

154 

47  * 

178 

182 

174 

93 
123 
161 
121 
139  # 
103 
152  * 
145 
131 
129 

58 

87  # 
132 
112 
183 
168 
142 

97 
194 

96 
127 
110 

91 

138  # 
168 
173 
114 
183 

49  * 
189 

62  * 
124  * 
129 

93  # 
116 
131 
189 
144 
176 
116 
184 
164 
169 
132 
115  # 
171 
139 
161 
106  # 
154 
149 
120 
108 
136 
120 
191 
154 
172 
170 
151 


REDISH,  GEORGE,  WEIRTON,  HEST  VIRGINIA 
REDMAN,  ANDREH  GORDON,  MELBOURNE,  AUSTRALIA 
REDMAN,  HARVEY  R,  MORTON  GROVE,  ILLINOIS 
REDMOND,  JIMM  HARREN,  GREEN  COVE  SPRINGS,  FLORIDA 
REDMOND,  JOSEPH  VINCENT,  ONEONTA,  NEH  YORK 
tf   REDPATH,  JAMES  H.  ,  OXFORD,  MISSISSIPPI 
U   REECE,  DANNY  LEE,  SCOTTSBLUFF,  NEBRASKA 

#  REECE,  JOHN  F.,  JR.,  HAMILTON,  OHIO 
REECE,  RICHARD  MAURICE,  REDKEY,  INDIANA 
REED,  CYNTHIA  ELAINE,  GIG  HARBOR,  WASHINGTON 
REED,  DAVID  G. ,  OGDEN,  UTAH 
REED,  FREEMAN  SHELLIE,  BATAVIA,  ILLINOIS 
REED,  GEORGE  H. ,  LAS  VEGAS,  NEVADA 
REED,  HENRY  JOSEPH,  BATON  ROUGE,  LOUISIANA 
REED,  HOHARD  LEE,  FORT  COLLINS,  COLORADO 

#  REED,  JAMES  A,  ORANGE,  TEXAS 
REED,  JAMES  BOYD,  SALEM,  OREGON 
REED,  JAMES  MICHAEL,  RAWLINS,  WYOMING 
REED,  JOHN  CALE,  JR,  LOUISVILLE,  KENTUCKY 

#  REED,  JOHN  G,  JUNEAU,  ALASKA 
REED,  JOSEPH  MICHAEL,  EVANSVILLE,  INDIANA 

U   REED,  MELVIN  M. ,  ALLIANCE,  NEBRASKA 
REED,  MICHAEL  CHARLES,  MIDLAND,  TEXAS 
REED,  RANDY  GLEN,  FORT  SMITH,  ARKANSAS 
REED,  RAYMOND  BILLY,  JR,  JACKSON,  MISSISSIPPI 
REED,  RICHARD  BRUCE,  RIVERSIDE,  CALIFORNIA 
REED,  RICHARD  WAYNE,  SAN  DIEGO,  CALIFORNIA 
REED,  ROBERT  D,  KANSAS  CITY,  MISSOURI 
REED,  ROBERT  HOUSTON,  PRESCOTT,  ARIZONA 
REED,  WARDELL  ALFRED,  JR,  COVINGTON,  GEORGIA 
I   REED,  WILLIAM  CARLTON,  NORTON  SHORES,  MICHIGAN 
<t   REED,  WILLIAM  J.,  PITTSBURGH,  PENNSYLVANIA 
P  REED,  WILLIAM  S.,  JR.,  INDIANAPOLIS,  INDIANA 

#  REEDER,  JAMES  V,  LA  PORTE,  INDIANA 
t   REEDER,  JOHN  A.,  ALTOONA,  PENNSYLVANIA 

REEDUS,  MICHAEL  FRANK,  INDIANAPOLIS,  INDIANA 
>  REEG,  NORMAN  M.,  LA  PORTE,  INDIANA 
REENTS,  TIMOTHY  ERNEST,  SPRINGFIELD,  ILLINOIS 
REES,  DEBRA,  NEW  CASTLE,  DELAWARE 
REES,  JOHN  ANDREW,  LA  HABRA,  CALIFORNIA 
REESE,  BILLY  W,  NASHVILLE,  TENNESSEE 
REESE,  JEFFREY  ALAN,  MENTOR,  OHIO 
REESE,  LEE,  CLEVELAND,  TENNESSEE 
REESE,  THOMAS  GEORGE,  DALY  CITY,  CALIFORNIA 
REEVE,  FREDERICK  WILLIAM,  TURNERSVILLE,  NEW  JERSEY 
REEVE,  PATRICK  T.,  EL  CERRITO,  CALIFORNIA 
REEVES,  FLOYD  LEROY,  OPA  LOCKA,  FLORIDA 


REEVES,  GERALD  NORMAN,  PONTIAC,  MICHIGAN 
REEVES,  GRADY  ANDREW,  TROY,  ALABAMA 
REEVES,  JACK  EDWARD,  HUNTSVILLE,  TEXAS 
REEVES,  JAMES  H.,  WICHITA,  KANSAS 
REEVES,  WESLEY  L.,  JACKSON,  MISSISSIPPI 
REEVES,  WESLEY  LEE,  JR,  CLINTON,  MISSISSIPPI 
REFF,  FRANK  P.,  JR.,  HIGHLAND  PARK,  NEW  JERSEY 
REFFETT,  RONALD  LEE,  OAKLAND  PARK,  FLORIDA 
REFSLAND,  ESKIL  LEE,  WOODLAND,  CALIFORNIA 
REGAL,  DAVID  FRANKLIN,  SCOTCH  PLAINS,  NEW  JERSEY 
REGAN,  ALAN,  NEW  YORK,  NEW  YORK 
REGAN,  PATRICK  JOSEPH,  ALBANY,  NEW  YORK 
REGER,  HENRY  A.,  HUNTINGTON,  WEST  VIRGINIA 
REGINALDI,  RONALD  FRANK,  WASHINGTON,  DISTRICT  OF  COLUMB 
REGISTER,  BILLY  E.,  VALDOSTA,  GEORGIA 
REGISTER,  CURTIS  L.,  RALEIGH,  NORTH  CAROLINA 
REGISTER,  WILLIAM  PURVIS,  FAYETTEVILLE,  NORTH  CAROLINA 
REGNIER,  DONALD  JAMES,  SPRING  GROVE,  ILLINOIS  LAKULINA 
REGULUS,  ROBERT  LEE,  JR,  BIRMINGHAM,  ALABAMA 
REHL,  MICHAEL  R. ,  SUPERIOR,  WISCONSIN 
REHM,  WILLIAM  ROBERT,  ALBUQUERQUE,  NEW  MEXICO 
REHMERT,  CHARLES  W.,  MEXICO,  MISSOURI 
REICH,  ROBERT  ANTON,  EAST  HAMPTON,  NEH  YORK 
REICH,  WILLIAM  0.,  WENATCHEE,  WASHINGTON 
REICHEL,  JAMES  EDMUND,  KEITHVILLE,  LOUISIANA 
REICHELT,  RUDOLF  HERBERT,  ALBANY,  NEW  YORK 
REICHERT,  WILBUR  E,  CAROL  STREAM,  ILLINOIS 
REICHERT,  WILLIAM  H,  STUART,  FLORIDA 
REICHHEIN,  WILLIAM  CHARLES,  HARRISBURG,  PENNSYLVANIA 
REID,  CRAIG  ALAN,  AMES,  IOWA 
REID,  DANIEL  JOSEPH,  OAKVILLE,  CANADA 
REID,  DANIEL  PATRICK,  CINCINNATI,  OHIO 
REID,  DENNIS  R.,  PLATTSBURGH,  NEW  YORK 
EID.  FRANK  EUGENE,  SAN  DIEGO,  CALIFORNIA 

JAMES  HARRELL,  JASPER,  FLORIDA 

JAMES  MARCUS,  VIDALIA,  GEORGIA 

JOSEPH  WILLIAM,  MARIETTA,  GEORGIA 

RICHARD  R.,  ARLINGTON  HEIGHTS,  ILLINOIS 

ROBERT  RICHARD,  JR,  BEDFORD,  OHIO 
,  THOMAS  MAYNARD,  ROANOKE  CITY,  VIRGINIA 
REID,  TIMOTHY  MICHAEL,  BANGOR,  MAINE 
REID,  WILLIAM  M.,  BRIDGEPORT,  CALIFORNIA 
2c^DWILLJAM  SHERMAN,  COLUMBIA,  SOUTH  CAROLINA 
REIDER,  CHARLES  MICHAEL,  KILLEEN,  TEXAS 
REIFF,  JOHN  WILLIAM,  JR.,  ELKHORN,  WISCONSIN 
REIFSNYDER,  CHARLES  E,  LANSING,  MICHIGAN 
REIFSTECK,  JAMES  KENNETH,  URBANA,  ILLINOIS 
REILEY,  RENO  WAYNE,  SEGUIN,  TEXAS 

l\\\\l'    ^icc  £HPH'  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  ROBERT,  JR,  EASTON,  PENNSYLVANIA 
JOHN  DENIS,  DUNEDIN,  NEW  ZEALAND 
MICHELE  ELIZABETH,  LAUDERHILL,  FLORIDA 
THOMAS  PATRICK,  SR,  WOODBURY  HEIGHTS,  NEW  JERSE 


REID, 
REID, 
REID, 
REID, 
REID, 
REID, 


REILLY, 
REILLY, 
REILLY, 
REILLY, 
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35 
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119 
95 

146 
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137 

126  # 

152 

173 

172 

167 

64  # 
186 
136 
111 
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97 
124 

91  # 
140 
185 
158 
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180 
128 
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183 
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112  U 

99 
167 
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127 
172 
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103 
119 
180 
133 
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133 
120 
106 
152 
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101 
189 

64 

188 

116 

149 

77 

138 

147 

192 

67 

152 

70 

183 

165 


REILLY,  WILLIAM  J.,  SPOKANE,  WASHINGTON 

REIMONDO,  MATTHEW  ALAN,  EAST  HAMPTON,  CONNECTICUT 

REINDL,  JOHN  W. ,  MENOMINEE,  MICHIGAN 

REINHARDT,  ANDREAS  JURGEN,  BERLIN,  FEDERAL  REPUBLIC  OF 

REINHART,  DENNIS  GEORGE,  EAST  PEORIA,  ILLINOIS 

REINHART,  DONALD  F,  GREENVILLE,  PENNSYLVANIA 

REINHOLTZ,  JACK  LEONARD,  HUNTINGTON  BEACH,  CALIFORNIA 

REINTZELL,  JOHN  FREDERICK,  BALTIMORE,  MARYLAND 

REINWARTH,  JUERGEN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 

REIS,  JOHN  MICHAEL,  MARCH  AFB,  CALIFORNIA 

REIS,  ROGER  CHARLES,  HARRISBURG,  PENNSYLVANIA 

REISINGER,  CHARLES  LYNN,  YAPHANK,  NEW  YORK 

REISS,  GEORGE  P.,  ROCHESTER,  NEW  YORK 

REISS,  JEROME  JOSEPH,  JR,  ANAHEIM,  CALIFORNIA 

REITER,  CHARLES  J.,  ST.  PAUL,  MINNESOTA 

REITER,  JOHN  A.,  WINNETKA,  ILLINOIS 

REITER,  MICHAEL  STEPHEN,  PALM  BEACH,  FLORIDA 

REITER,  NORMAN  F,  PORTLAND,  OREGON 

REITHER,  JON  MICHAEL,  PACIFIC  GROVE,  CALIFORNIA 

REITHUBER,  DIETRICH  HEINZ,  MUNICH,  FEDERAL  REPUBLIC  OF 

REITTINGER,  RICHARD  BARTON,  MINEOLA,  NEW  YORK 

REITZ,  RICHARD  ALLEN,  LINCOLN,  NEBRASKA 

REITZE,  HARRY  WILLIAM,  FALLS  CHURCH,  VIRGINIA 

REJAB,  BAHARIN  BIN,  KUALA  LUMPUR,  MALAYSIA 

REMELIUS,  TERRY  LEE,  COLLINSVILLE,  ILLINOIS 

REMICK,  STANTON  GEORGE,  PORTSMOUTH,  NEW  HAMPSHIRE 

REMKE,  DAVID  ALAN,  NASHVILLE,  TENNESSEE 

REMMING,  KENNETH  L,  LARGO,  FLORIDA 

REMSEY,  JOHN  MARK,  PHOENIX,  ARIZONA 

REMUS,  DALE  F,  GRAFTON,  NORTH  DAKOTA 

REMY,  EMMETT  L.,  REEDLEY,  CALIFORNIA 

RENAUD,  RAYMOND  ANDRE,  GLOUCESTER,  CANADA 

RENAUD,  ROGER  J.,  TAUNTON,  MASSACHUSETTS 

RENCEVICZ,  CHESTER  J.,  BURLINGTON,  NEW  JERSEY 

RENDER,  DONALD  LOWELL,  SURREY,  CANADA 

RENEAU,  BRUCE  A,  AUSTIN,  TEXAS 

RENEGAR,  ROBERT  CARLTON,  CLEVELAND,  TENNESSEE 

RENES,  JOSEPH  J.,  GARDNER,  MASSACHUSETTS 

RENFREW,  ROBERT,  CHELSEA,  MASSACHUSETTS 

RENFROW,  DEAN  LEE,  SALEM,  OREGON 

RENGSTORFF,  ROBERT  PHILLIP,  SACRAMENTO,  CALIFORNIA 

RENICO,  STEPHEN  CHARLES,  SAGINAW,  MICHIGAN 

RENIFF,  PERRY  LOUIS,  OROVILLE,  CALIFORNIA 

RENMAN,  LAWRENCE  RICHARD,  GREAT  FALLS,  MONTANA 

RENO,  JAMES  LYNN,  INDIANAPOLIS,  INDIANA 

RENSHAW,  ROLAND  R.,  LOS  ALTOS,  CALIFORNIA 

RENTERIA,  MARTIN  ANTHONY,  SAN  PEDRO,  CALIFORNIA 

RENTFROW,  JACK  MCMAHON,  MIAMI,  FLORIDA 

RENTZ,  EILEEN  A.,  NEW  YORK,  NEW  YORK 

RENZ,  DALE  HERBERT,  JEFFERSON,  WISCONSIN 

RENZELMAN,  DAVID  M,  LANCASTER,  CALIFORNIA 

RENZI,  ANTHONY  PETER,  PHILADELPHIA,  PENNSYLVANIA 

RENZULLO,  VITTORIA,  NEW  YORK,  NEW  YORK 

REONAS,  JAMES  WILLIAM,  JR,  JONESBORO,  GEORGIA 

REONAS,  MICHAEL,  LAWRENCEVILLE,  GEORGIA 

REPA,  ANTHONY,  CORNWALL,  CANADA 

REPAR,  ROBERT  JOSEPH,  JR,  FOLSOM,  CALIFORNIA 

REPASS,  ROBERT  GLENN,  LOS  ALAMOS,  NEW  MEXICO 

REPEC,  JOSEPH  ANTHONY,  BUFFALO,  NEW  YORK 

REPETTI,  GARY  JOSEPH,  MINEOLA,  NEW  YORK 

REPICKY,  JAMES  GERARD,  EUCLID,  OHIO 

RESCH,  JOHN  CHARLES,  POUGHKEEPSIE,  NEW  YORK 

RESCHKE,  JOHN  E,  LOWELL,  INDIANA 

RESEK,  THOMAS  M.,  SEVEN  HILLS,  OHIO 

RESENDEZ,  JESSE,  JR,  CHICAGO,  ILLINOIS 

RESENDEZ,  RICHARD,  LORAIN,  OHIO 

RESMONDO,  CARL  ALEXANDER,  FOLEY,  ALABAMA 

RESNICK,  BRUCE  KENDALL,  BAYSIDE,  WISCONSIN 

RESOS,  ARSENIO  C,  MANILA,  PHILIPPINES 

RESTAURI,  DONALD  A.,  DETROIT,  MICHIGAN 

RESTIVO,  CARMINE,  JR,  CARMEL,  NEW  YORK 

RESTREPO,  LUZ  ELENA,  BOGOTA,  COLOMBIA 

RETTIG,  DANIEL  THOMAS,  WINTER  PARK,  FLORIDA 

RETTIG,  MARION  D. ,  ARLINGTON,  TEXAS 

REUBEN,  PAUL  WILLIE,  PORT  VILA,  VANUATU 

REUNGOAT,  YVES  LOIC,  PARIS,  FRANCE 

REUTER,  EDWARD  AUGUST,  SEYMOUR,  INDIANA 

REUTHER,  BRIAN  EDWARD,  PORT  ST  LUCIE,  FLORIDA 

REUTHER,  KURT  JOSEPH,  DOVER,  DELAWARE 

REUTTER,  WILLIAM  RICHARD,  PHOENIX,  ARIZONA 

REUVERS,  GERALD  WILLIAM,  FARIBAULT,  MINNESOTA 

REVAJ,  EDWARD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

REVELLS,  MONICA  ANN,  HONOLULU,  HAWAII 

REVENEW,  MARK  NORMAN,  POOLER,  GEORGIA 

REVERCOMB,  THOMAS  LEWIS,  FORT  THOMAS,  KENTUCKY 

REVERING,  ANDREW  C,  ANOKA,  MINNESOTA 

REVLING,  RANDALL  LYLE,  GREEN  BAY,  WISCONSIN 

REW,  HAROLD  CONRAD,  HACKENSACK,  NEW  JERSEY 

REWERS,  KENNETH  WAYNE,  MAYWOOD,  ILLINOIS 

REXRODE,  RALPH  W. ,  LYNCHBURG,  VIRGINIA 

REXROTH,  KENNETH  DALE,  MOLINE,  ILLINOIS 

REY,  EMILIO  R.,  BUENOS  AIRES,  ARGENTINA 

REYES,  ANTONIO  ALDAN,  SAIPAN,  FEDERATED  STATES  OF  MICRO 

REYES,  FRANK  RODRIGUEZ,  FLORENCE,  ARIZONA 

REYES,  JAY  ANTHONY,  MONETT,  MISSOURI 

REYES,  JOSE  F,  MANILA,  PHILIPPINES 
JUAN,  JR,  CHICAGO,  ILLINOIS 
PACIFICO  DELOS,  QUITO,  ECUADOR 
VICTOR  BALDERRAMA,  JR,  LEON  VALLEY,  TEXAS 
BENIGNO  GUADALUPE,  BROWNSVILLE,  TEXAS 


REYES, 
REYES, 
REYES, 
REYNA, 
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REYNA,  RAUL  G.  -  RIGNEY,  HILLIAM  D. 
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REYNOLDS, 
REYNOLDS, 
REYNOLDS, 


REYNA   RAUL  G.,  EDINBURG,  TEXAS 

REYNARD  CLAY  FERRIS,  SAN  DIEGO,  CALIFORNIA 

RFYNOLDS   BILLY  DEAN   SR,  RICHMOND  HILL,  GEORGIA 

'  CHARLES  LEIGHTON.  PORT  ST  LUCIE,  FLORIDA 

CHARLES  HALTER,  JR,  MIAMI,  FLORIDA 
,  CLEM  J.,  KIRKLAND,  HASHINGTON 
REYNOLDS   DANIEL  DAVID,  SAVANNAH,  GEORGIA 
REYNOLDS   DANNY  LEE,  KANSAS  CITY,  MISSOURI 

DONITA  B,  OKLAHOMA  CITY,  OKLAHOMA 

DOUGLAS  H,  TORONTO,  CANADA 

EARL  M.,  MANILA,  PHILIPPINES 

EDHARD  DOUGLAS,  SILVER  CITY, 

EDWARD  J,  BANGOR,  MAINE 

GERALD  L,  DOVER,  DELAWARE 


REYNOLDS 

REYNOLDS. 

REYNOLDS, 

REYNOLDS, 

REYNOLDS, 

REYNOLDS, 


NEW  MEXICO 


REYNOLDS,  HARRY  V.',  JR.,  WEST  GLACIER  MONTANA 


REYNOLDS. 
REYNOLDS, 
REYNOLDS, 
REYNOLDS, 
REYNOLDS, 
REYNOLDS, 


REYNOLDS, 
REYNOLDS, 
REYNOLDS, 
REYNOLDS, 


REYNOLDS, 
REYNOLDS, 
REYNOLDS, 
REYNOLDS, 


HOHARD  k!  GREENWICH,  CONNECTICUT 
JAMES  DAVID,  MIDLAND,  TEXAS 
JAMES  E.,  CAMDEN,  SOUTH  CAROLINA 
JAMES  MICHAEL,  ROME,  GEORGIA 
JAMES  TILDEN,  SAN  DIEGO,  CALIFORNIA 
JOSEPH  ANTHONY,  JONESBORO,  GEORGIA 
REYNOLDS!  JOSEPH  MILTON, *JR,  LENOIR,  NORTH  CAROLINA 
RFYNOIDS   LEO   FRANKFORT,  KENTUCKY 

[ESTER  JORDAN,  LEXINGTON,  SOUTH  CAROLINA 
MYRON  EUGENE,  RALEIGH,  NORTH  CAROLINA 
PATRICK  JOSEPH,  MAYWOOD,  NEW  JERSEY 
RAYMOND  WILLIAM,  ST.  LOUIS,  MISSOURI 
REYNOLDS',  ROBERT  D,  SACRAMENTO,  CALIFORNIA 
REYNOLDS   ROBERT  LEIGH,  DRAYTON  PLAINS,  MICHIGAN 
STEPHEN  ELMO,  SOLDOTNA,  ALASKA 
STEVEN  EDWARD,  NORTH  SCITUATE,  RHODE  ISLAND 
STUART  C,  EVERETT,  WASHINGTON 
WALTER  C,  ALEXANDRIA,  LOUISIANA 
REYNOlBs;  WESLEY  GENE,  REDDING,  CALIFORNIA 
REZZA  THOMAS  E.,  MOUNT  VERNON,  NEW  YORK 
REZZO  JOSEPH  PAUL,  LOS  ANGELES,  CALIFORNIA 
RHILINGER  SUSAN  MARIE,  TORRANCE,  CALIFORNIA 
RHNEHART   LARRY  GENE,  INDIANAPOLIS,  INDIANA 
RHINEHART  NORMAN  LEE,  BINGHAMTON,  NEW  YORK 
RHINES,  JACK  L,  KODIAK,  ALASKA  uTC„|1DT 
RnriAnF<;  JAMES  C.  ST.  JOSEPH,  MISSOURI 
RHOADeI;  ROBERT  MAURICE,  JR,  FRANKLIN,  TENNESSEE 
RHOADES,  RONALD  L,  COLUMBUS   INDIANA 
RHOADS  DALE  MARTIN,  MANSFIELD,  OHIO 
RHOADS  JAMES  PATRICK,  YAPHANK,  NEW  YORK 
RHOADS  JOHN  W.,  FORESTVILLE,  MARYLAND 
RHOADS  STEVEN  ALAN,  CALUMET  CITY   ILL  NOIS 
RHODENIZER,  ALBERT  EUGENE,  CHARLOTTESVILLE,  VIRGINIA 
RHODES,  ALLEN  A.,  DANVILLE,  CALIFORNIA 
RHODES,  CECIL,  EUTAW,  ALABAMA 
RHODES,  DANIEL  BERNARD,  YUMA,  ARIZONA 
RHODES,  EDDIE  CHARLES,  PUEBLO,  COLORADO 
RHODES,  EDHARD,  ANCHORAGE,  ALASKA 
RHODES,  EUGENE  EDWARD,  DETROIT,  MICHIGAN 
RHODES   LYNN,  BORREGO  SPRINGS,  CALIFORNIA 
RHOnFS   MICHAEL  ANTHONY,  SANTA  ANA,  CALIFORNIA 

-S>  MICHAEL  RICHARD',  DEERFIELD  BEACH   FLORIDA 
RAYMOND  EUGENE,  CAMP  HILL,  PENNSYLVANIA 
STEPHEN  LEE,  CEDAR  HILL,  TEXAS 
W  LLIAM  STEVENSON,  ROCK  HILL,  SOUTH  CAROLINA 
RHOe'aLTON  RAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RHOTEN  DENNIS  LEE,  FREDERICKSBURG,  TEXAS 
RIBEIRO,  JOHN  PAUL!  HONG  KONG,  HONG  KONG 
RIBEIRO,  VALDEMAR  GOMES,  BRASILIA,  B RAZIL 
RIBEL,  THOMAS  ELLSWORTH,  NORTH  MIAMI  BEACH, 

R^BOnTvI^NT   5&^PlK/        LIFORNIA 

Kgffii:  SgSSc5.r-ioS!BpKW  new  jersey 
SS'  eSt  !:  sptrSMMey?s%.d 

RICC  ARDI   JOHN  L  ,  LITTLE  FERRY,  NEW  JERSEY 

R  CCO   RANK  LEWIS,  MT  PLEASANT   SOUTH  CAROLINA 

RICCIO  JOHN  J,  JR,  WINDSOR,  CONNECT  CUT 

RICE,  CHARLES  M,  SAN  DIEGO,  CALIFORNIA 

RICE  DANIEL  S.,  PINE  BLUFF,  ARKANSAS 

RICE  DAVID  A.,  ASHLAND,  KENTUCKY  TunjAUA 

RICE  DENNIS  LEE,  CRAWFORDSVILLE ,  INDIANA 

RICE  DEWARD  B,  JR,  STUTTGART,  FEDERAL  REPUBLIC  OF  GERM 

RICE*  EVERETT  STROUSE,  LARGO,  FLORIDA 

RICE,  GEORGE  W,  COLUMBUS,  OHIO 

RICE   JAMES  E,  PARK  FOREST,  ILLINOIS 

Ricl;  JEROME  M.,  MOUNTAINSIDE,  NEW  JERSEY 

RICE  JOE  EDWARD,  SODA  SPRINGS,  IDAHO 

RICE   JUDITH  POTTS,  METAIRIE,  LOUISIANA 

RICE   LEE  THOMAS,  BATON  ROUGE,  LOUISIANA 

RICE',  MARK  ALLEN,  INDIANAPOLIS   INDIANA 

RICE  MICHAEL  ALLAN,  EAST  LANSING,  MICHIGAN 

RICE   RICHARD  E,  GREEN  BAY  WISCONSIN 

ROBERT  MICHAEL,  LOS  ANGELES,  CALIFORNIA 
ROY  E.,  JR.,  CATLETTSBURG,  KENTUCKY 
,  SALLIE  KATE,  HUNTSVILLE,  ALABAMA 
RICE  WALTER  IGNATIUS,  DUBLIN   IRELAND 
RICE  WILLIAM  H.,  JR.,  ARKANSAS  CITY,  KANSAS 
RICE!  WILLIAM  RODNEY,  DETROIT,  MICHIGAN 
RICH  HAROLD  WAYNE,  FORT  WORTH,  TEXAS 

'  JERRY  T,  HIGH  POINT,  NORTH  CAROLINA 

LAHRIE  CLAUDETTE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
ROBERT  FRANCIS,  WORCESTER,  MASSACHUSETTS 


RHODES, 
RHODES, 
RHODES, 
RHODES, 


FLORIDA 


RICE, 
RICE, 
RICE, 


RICH, 
RICH, 
RICH, 


RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 
RICHARDS, 


SicH',  WENDELLrA?  PHILaBe'lPHIa;  PENNSYLVANIA 


124    RICHARD,  DAVID  NORMAN,  BURLINGTON,  VERMONT 
111  tt   RICHARD.  JOHN  L.,  IRVING,  TEXAS 

RICHARDS,  A.  RUSSELL,  YAPHANK,  NEW  YORK 
RICHARDS,  ALAN  R,  EAST  RIDGE,  TENNESSEE 
RICHARDS,  DANIEL  THOMAS,  AUSTIN,  TEXAS 
RICHARDS  DENNIS  RAY,  GIG  HARBOR,  WASHINGTON 
EDGAR,  EAST  HEMPFIELD,  PENNSYLVANIA 
GEORGE  JOSEPH,  PHOENIX,  ARIZONA 
GERALD  C,  LAWRENCEVILLE,  GEORGIA 
HUGH  RONALD,  EDMONTON,  CANADA 
JOE  D.,  FLAGSTAFF,  ARIZONA 
LARRY  JOE,  SAN  BERNARDINO,  CALIFORNIA 
LAWRENCE  WILLIAM,  YEADON,  PENNSYLVANIA 
LIONEL  C,  FRESNO,  CALIFORNIA 
MICHAEL  D.,  LONDON,  ENGLAND 
ROBERT  ALAN,  LITCHFIELD,  MINNESOTA 
ROGER  A.,  FAIRVIEW  HEIGHTS,  ILLINOIS 
,  THOMAS  SCOTT   ENDICOTT   NEW  YORK 
RTCHARDSON   ARCHIE  J.,  SEATTLE,  WASHINGTON 
R  CHARDSON,  BEN  C.,  ROCKY  MOUNT,  NORTH  CAROLINA 
RICHARDSON,  BERNARD  ALVIS,  FLORENCE,  ALABAMA 
118  #  RICHARDSON  CRAIG  ELMORE,  LAKE  NORTH,  FLORIDA 
102  tt   RICHARDSON  DANIEL  G,  MILWAUKEE  WISCONSIN 

RICHARDSON,  DENNIS  MICHAEL,  DETROIT,  MICHIGAN 
RICHARDSON   EDWARD  L.,  HAMPTON,  VIRGINIA 
RICHARDSON  HENRY  N,  JAMAICA,  NEW  YORK 
RICHARDSON  HERNDOn't,  HATTIESBURG,  MISSISSIPPI 
RICHARDSON,  JESSE  IRA,  SPRINGFIELD  TENNESSEE 
RICHARDSON,  JOHN  WESLEY,  JR,  CHICAGO,  ILLINOIS 
RICHARDSON  MARK  E,  BEAVERCREEK,  OHIO 
RICHARdIoN  MERVYN'CECIL   PORT  OF  SPAIN  TRINIDAD 
RICHARDSON   MICHAEL  A.,  BLYTHEVILLE,  ARKANSAS 
RICHARDSON  MILLARD  p/ JACKSONVILLE,  FLORIDA 
RICHARDSON,  PAUL  DOUGLAS,  HOFFMAN  ESTATES,  ILLINOIS 
iiq  M   RTCHARDSON  PORTER  LUTHER,  NORFOLK,  VIRGINIA 
III  #   i  CHARDSON:  RONALD  ERROL  MOUNT  PROSPECT   ILLINOIS 
65  #  RICHARDSON,  RUSSELL  R. ,  JR. ,  TACOMA,  WASHINGTON 
117  *  RICHARDSON,  TIMOTHY  BRUCE,  BANGOR,  MAINE 

RICHARDSON  HAYLON  B.,  SALISBURY,  NORTH  CAROLINA 
RICHARDSON  WILLIAM  DONALD,  WARREN,  MICHIGAN 
BTCHARnsON  WILLIAM  E   PORTLAND,  OREGON 
SlCHBURG   EARL  ANSEL, ' JR   GEORGETOWN,  SOUTH  CAROLINA 
RICHENS,* GARY  THOMAS i  LONG  BEACH,  CALIFORNIA 
RICHENS,  SHIRLEY  DUANE,  MESA  UTAH 
RICHERT,  RANDALL  JAMES,  FORT  DIX,  NEW  JERSEY 
RTCHEY   JIMMIE  DEE,  DUNCAN,  OKLAHOMA 
RICHEY  ROBERT  JAMES,  ELLENSBURG,  WASHINGTON 
RICHMOND,  DANIEL  HARLAND,  SEATTLE,  WASHINGTON 
RICHMOND  HARVEY  F,  PEKIN,  ILLINOIS 
RICHMOND  VICTOR  GRAHAM,  HAMILTON  BERMUDA 
ll  tt   RICHTER  CHARLIE  E,  CHESTERFIELD,  VIRGINIA 

■IX      btchtfr  Barrel  floyd  san  jose,  California 

llo   RICIGLIANO  DONALD  RICHARD,  JR,  HAMILTON,  NEW  JERSEY 
iSo   r1cKARd!N2ra?GNCHARLES,  JENKINTOWN,  PENNSYLVANIA 

ill  }  ROCKER'  J^MI&AEL^ANDErSn  °SSuTH  CAROLINA 
RICKER  ROBERT  C,  WEST  TRENTON,  NEW  JERSEY 
RICKERSON,  HAROLD  ALLAN,  EAST  POINT,  GEORGIA 
RICKETTI,  GUY  V.,  CLEVELAND,  OHIO 
RCKETTS   JOSEPH  F.,  TAUNTON,  MASSACHUSETTS 
RICKEY  LONNIE  RAY,  HATONGA,  OKLAHOMA 
RICKFORD,  DALE  A,  ANTIOCH,  CALIFORNIA 
RTCKS  CAPPY   KIRKWOOD,  MISSOURI 
RICKS  GEORGE  MELVIN,  JR,  VALDOSTA,  GEORGIA 
RICKS  WALTER  HOBBS,  ORLANDO   FLORIDA 

£   #  Si!  SKS  KVuMBIa',  ^CAROLINA 
U  I   rIK  JRAoS^TLBLADK^LMYRTTLlXfEACH  SOUTH  CAROLINA 
1%   h   oinni  F   RODNEY  J  .  FRESNO,  CALIFORNIA 
1  I   RlKi:  SAMUEL  JA"",  PITTSBURGH  PENNSYLVANIA 
184   RIDDLE   STARLANE  MARIE,  AUSTIN,  TEXAS 
183   RIDEN0UR.  EDWARD  WALTER,  MODESTO,  CALIFORNIA 
76  tt   RIDEOUT,  BENJAMIN  P.,  SR,  MORRISTOWN,  NEW  JERSEY 
162   RIDER  JAY  CARL,  FORT  SMITH,  ARKANSAS 
RIDGEWAY   LYMAN  I.,  LIBERTY,  MISSOURI 
RDGLEy!' MICHAEL  THEODORE,  PLYMOUTH  MINNESOTA 
RIDINGS   LOWELL  HOWARD,  JR,  ALCOA,  TENNESSEE 
dtfck   nnNAin  E   MILWAUKEE,  WISCONSIN 
rIIck!  ROUND  THOMAS  HOPEWELL  JUNCTION,  NEW  YORK 
RIECK  ROX  ALVIN,  BELLEVUE,  WASHINGTON 
RTFRFI   BRIAN  JAMES,  GALVESTON,  TEXAS 
nice  win  AM  L   MOUNT  LEBANON,  PENNSYLVANIA 
SlELLO  ANTHONY  JOSEPH  PITTSFIELD,  MASSACHUSETTS 
REPE  THOMAS  EDWARD  PORT  ANGELES,  WASHINGTON 
Al   tt   RIESS   ERNEST  HENRY,  FORESTVILLE,  MARYLAND 
134  #  R  EVES,  JOSEPH  WILLIAM,  JACKSON  MISSISSIPPI 
191   R  FFE,  KIMBERLY  SUE,  CONVERSE,  TEXAS 

16  tt   RIFFLE   JOSEPH  J.,  WARREN,  OHIO 
101  tt   RIGGIN  DEAN  F,  LITTLE  ROCK,  ARKANSAS 

Strric  c.FORGE  V  JR   FREMONT,  NEBRASKA 
RGGS   ERNEST  CLYDE,  JR   INDIANAPOLIS,  INDIANA 
'  GEORGE  CATHEY,  HOT  SPRINGS,  ARKANSAS 
RICKY  LEE,  HARRISON,  ARKANSAS 
ROSS  LELAND,  LOUISVILLE,  OHIO 
RUSSELL  ALBERT,  ST  GEORGE,  UTAH 
RIGHTER  DONALD  CLLEN   SAN  PABLO,  CALIFORNIA 
RIGHTMER,  THOMAS  LIDDELL,  LAWTON,  OKLAHOMA 
RIGNEY   RONNY  A.,  WHITNEY,  TEXAS 
RIGNEY I  WILLIAM  6.,  DANVILLE,  VIRGINIA 
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RIGGS, 
RIGGS, 
RIGGS, 
RIGGS, 
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RIGO,  MICHAEL  MAURICE  -  ROBEY,  JAMES  N,  JR 
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RIGO,  MICHAEL  MAURICE,  MARIETTA,  GEORGIA 
RIGSBY,  ROBERT  FREDERICK,  LOUISA,  VIRGINIA 
RIHA,  RICHARD,  FORT  LAUDERDALE,  FLORIDA 
RIKALA,  JOY  MICHELLE,  ST.  PAUL,  MINNESOTA 
RIKARD,  GARY  LEE,  BARTLETT,  TENNESSEE 
RIKER,  JOHN  MARTIN,  MORRISTOHN,  NEW  JERSEY 
RILEY,  BRIAN  A,  SALEM,  OREGON 
RILEY,  BYRON  JOE,  HENDERSONVILLE,  TENNESSEE 
RILEY,  CONNIE  MACK,  CARLSBAD,  NEH  MEXICO 
RILEY,  DAVID  H. ,  ATLANTA,  GEORGIA 
RILEY,  JOHN  A,  POMPANO  BEACH,  FLORIDA 
RILEY,  LARRY  HILLIAM,  PITTSBURGH,  PENNSYLVANIA 
RILEY,  LEONARD  WALTER,  BRADLEY  BEACH,  NEW  JERSEY 
RILEY,  MILTON  RICHARD,  JR,  NEW  BRITAIN,  CONNECTICUT 
RILEY,  SAMUEL  PAUL,  GREENWOOD,  SOUTH  CAROLINA 
RILEY,  TIMOTHY  JOHN,  NEWPORT  BEACH,  CALIFORNIA 
RILEY,  W  MICHAEL,  NEW  BADEN,  ILLINOIS 
RILEY,  WILLIAM  FREDERICK,  J,  AKRON,  OHIO 
RILEY,  WILLIAM  M. ,  ATLANTA,  GEORGIA 
RILING,  FREDERICK,  HIALEAH,  FLORIDA 
RIMES,  CLYDE  MANNING,  JR,  MIAMI,  FLORIDA 
RINCON,  VINCENT  RUBIO,  WICHITA  FALLS,  TEXAS 
RINEER,  DAVID  MARTIN,  LANCASTER,  PENNSYLVANIA 
RINEHART,  ROBERT  E,  INDEPENDENCE,  MISSOURI 
RINEHART,  WILLIAM  LYLE,  LOS  ANGELES,  CALIFORNIA 
RINER,  DOUGLAS  MACARTHUR,  WINFIELD,  ILLINOIS 
RINER,  JOHN  TRAVIS,  PANAMA  CITY,  FLORIDA 
1  RING,  CHARLES  EUGENE,  SANTA  FE,  NEW  MEXICO 
1  RING,  HENRY  D. ,  EAU  CLAIRE,  WISCONSIN 
RING,  STEPHEN  WILLIAM,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RINGEN,  JOHN,  WESTHAMPTON  BEACH,  NEW  YORK 
RINGER,  MICHAEL  A.,  HONG  KONG,  HONG  KONG 
RINGEY,  TERRY  JAMES,  PINETOP/LAKESIDE,  ARIZONA 
RINGHOFER,  JEROME  CAMPBELL,  SAN  BERNARDINO,  CALIFORNIA 
RINGSTROM,  ROBERT  JAMES,  SARTELL,  MINNESOTA 
RINGWALD,  CARL  GERARD,  NEW  YORK,  NEW  YORK 
RINKER,  RICHARD  RAY,  WOODSTOCK,  VIRGINIA 
RINN,  DONALD  GORDON,  VANCOUVER,  CANADA 
RINNA,  CARL  GILBERT,  ANN  ARBOR,  MICHIGAN 
RINNE,  URMA  TOIVO,  HELSINKI,  FINLAND 
RIO,  JAMES  VICTOR,  FARMINGTON,  CONNECTICUT 
RIO,  MICHAEL  EMMETT,  CHICAGO  RIDGE,  ILLINOIS 
RIORDAN,  JAMES  DANIEL,  CHICAGO,  ILLINOIS 
RIORDAN,  MARTIN  JOHN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RIOS  RIPPA,  ALEJANDRO,  MEXICO  CITY,  MEXICO 
RIOS,  JAN  LARRY,  YAPHANK,  NEW  YORK 
RIOS,  PANFILO,  STANFIELD,  OREGON 
RIOS,  RUBEN  PEREZ,  BROWNSVILLE,  TEXAS 
RIOUX,  WAYNE  IRVING,  MIDDLETOWN,  CONNECTICUT 
RIPLEY,  ROBERT  C,  LOS  ANGELES,  CALIFORNIA 
RIPPEE,  ALVIN  LEON,  CUSHING,  OKLAHOMA 
RIPPETO,  ARCHIE  LEE,  CLAYTON,  MISSOURI 
RIPPY,  KEITH  MALCOLM,  BURLESON,  TEXAS 
RIPPY,  ROGER  LEE,  CAMP  PENDLETON,  CALIFORNIA 
RIPSKY,  JON  A,  NAPERVILLE,  ILLINOIS 
RIQUELME,  EDUARDO  HUMBERTO,  SANTIAGO,  CHILE 
RISACHER,  LOUIS  J.,  FAIR  LAWN,  NEW  JERSEY 
RISCHE,  ROBERT  MARTIN,  JR,  FRESNO,  CALIFORNIA 
RISENHOOVER,  GARLAND  D,  SACRAMENTO,  CALIFORNIA 
RISHER,  BRADLEY  PAUL,  GRAND  HAVEN,  MICHIGAN 
RISING,  EDWARD  L.,  NEW  YORK,  NEW  YORK 
RISLEY,  JOHN  JAY,  CHICAGO,  ILLINOIS 
RISPALJE,  JOHN  ALBERT,  SIOUX  CITY,  IOWA 
RITA,  JOHN  D,  JR,  MAYWOOD,  ILLINOIS 
RITACCO,  VINCENT  CARMINE,  SUNRISE,  FLORIDA 
RITCH,  RICHARD  FREDRICK,  JR,  HARTSVILLE,  SOUTH  CAROLINA 
RITCHEY,  BRUCE  WAYNE,  SAN  ANTONIO,  TEXAS 
RITCHEY,  MICHAEL  ARTHUR,  SAN  ANTONIO,  TEXAS 
RITCHIE,  DANIEL  WILLIAM,  SASKATOON,  CANADA 
RITCHIE,  JAMES  L.,  TOLEDO,  OHIO 
RITCHIE,  JOHN  E,  ALEXANDRIA, • LOUISIANA 
RITCHIE,  JOSEPH  H. ,  OGDEN,  UTAH 
RITCHIE,  JULIUS  F.,  HARRISONBURG,  VIRGINIA 
RITCHIE,  ROBERT  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
RITTENAUER,  VOLKER  EUGEN,  HEILBRONN,  FEDERAL  REPUBLIC  0 
RITTENBERRY,  DONAL  LEE,  SHREVEPORT,  LOUISIANA 
RITTER,  DONALD  W,  CINCINNATI,  OHIO 
RITTER,  GEORGE  EDWIN,  JR,  LA  PORTE,  INDIANA 
RITTER,  JOHN  RICHARD,  SALEM,  OREGON 
RITTER,  ROBERT  GEORGE,  MILL  VALLEY,  CALIFORNIA 
RITTER,  WAYNE  ALLEN,  FORT  BRAGG,  NORTH  CAROLINA 
RITTER,  WILLIAM  F,  SPRINGFIELD,  ILLINOIS 
RIVENBARK,  TED  MARTIN,  GREENSBORO,  NORTH  CAROLINA 
RIVERA  DIAZ,  JOSE  L,  SAN  JUAN,  PUERTO  RICO 
RIVERA  HERNANDEZ,  JOSE  A.,  SAN  JUAN,  PUERTO  RICO 
RIVERA  RODRIGUEZ,  LUIS,  SAN  JUAN,  PUERTO  RICO 
RIVERA  SANTIAGO,  JUAN  E.,  SAN  JUAN,  PUERTO  RICO 
RIVERA-NAZARIO,  DAVID,  SAN  JUAN,  PUERTO  RICO 
RIVERA-RIVERA,  JULIO,  MAYAGUEZ,  PUERTO  RICO 
RIVERA-SANTANDER,  ALFONSO,  LIMA,  PERU 
RIVERA,  FERNANDO  F,  SANTA  FE,  NEW  MEXICO 
RIVERA,  LUIS  ARTURO,  MAYAGUEZ,  PUERTO  RICO 
RIVERA,  PABLO  FELIPE,  SAN  JUAN,  PUERTO  RICO 
RIVERA,  RALPH,  WEST  TRENTON,  NEW  JERSEY 
RIVERA,  RAYNALDO  VICTOR,  ALBUQUERQUE,  NEW  MEXICO 
RIVERA,  ROBERTO,  PEARL  HARBOR,  HAWAII 
RIVERA,  RUBEN,  JR,  NEW  YORK,  NEW  YORK 
RIVERIA,  MIGUEL  A,  SAN  JUAN,  PUERTO  RICO 
RIVERS,  ROY  JEROME,  CHARLOTTE,  NORTH  CAROLINA 
RIVES,  ERNEST  E,  BATON  ROUGE,  LOUISIANA 
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RIVES,  JUDSON  CAREY,  MANSFIELD,  LOUISIANA 
RIVES,  RUEL  BUCHANAN,  SHREVEPORT,  LOUISIANA 
RIXEN,  COLLIN  MARK,  BISMARCK,  NORTH  DAKOTA 
RIZAL,  KERSON  CHIWI ,  TRUK,  FEDERATED  STATES  OF  MICRONES 
RIZO,  THEODORE  GARCIA,  CHICAGO,  ILLINOIS 
RIZY,  JAMES  FRANCIS,  DALLAS,  TEXAS 
RIZZI,  DOMINIC,  CHICAGO,  ILLINOIS 
RIZZO,  JOSEPH  F,  BAY  MINETTE,  ALABAMA 
RIZZO,  THOMAS  DOMINICK,  NEW  BRUNSWICK,  NEW  JERSEY 
RIZZUTI,  LOUIS  HENRY,  JR,  ST.  LOUIS,  MISSOURI 
ROACH,  DOUGLAS  GERALD,  SIGNAL  MOUNTAIN,  TENNESSEE 
ROACH,  GERALD  R,  SR,  PORTAGE,  INDIANA 
ROACH,  GLEN  SEDLEY,  PORT  OF  SPAIN,  TRINIDAD 
ROACH,  JAMES  D,  TERRE  HAUTE,  INDIANA 
ROACH,  JOHN  KEVIN,  CLAYTON,  MISSOURI 
ROACH,  RICHARD  WILLIAM,  OCEANSIDE,  CALIFORNIA 
ROACHE,  FRANCIS  MICHAEL,  BOSTON,  MASSACHUSETTS 
ROARK,  RUSSELL  F,  III,  COLUMBIA,  SOUTH  CAROLINA 
ROB,  JOHN  VINCENT,  FAIRFAX,  VIRGINIA 
ROBARDS,  JOHN  D.,  SAN  ANTONIO,  TEXAS 
ROBB,  CLARENCE  E.,  ARDMORE,  PENNSYLVANIA 
ROBBERSTAD,  KNUT  INGE,  STAVANGER,  NORWAY 
ROBBERTS,  D.  J.,  SAN  ANTONIO,  TEXAS 
ROBBINS,  CHARLES  E,  TACOMA,  WASHINGTON 
ROBBINS,  DANIEL  ALLEN,  SAN  BERNARDINO,  CALIFORNIA 
ROBBINS,  DAVID  W. ,  GREENWICH,  CONNECTICUT 
ROBBINS,  HAROLD  MANSFIELD,  ANNAPOLIS,  MARYLAND 
ROBBINS,  JOSEPH  EVERETT,  NOBLESVILLE,  INDIANA 
ROBBINS,  NEWTON  C,  HARRISBURG,  PENNSYLVANIA 
ROBBINS,  PETER  JOHN,  GREENWICH,  CONNECTICUT 
ROBBINS,  RAY  K. ,  SNYDER,  TEXAS 
ROBBINS,  STEVEN  DAVID,  MIAMI  BEACH,  FLORIDA 
ROBERDS,  TERRY  LAWRENCE,  CLAYTON,  MISSOURI 
ROBERSON,  BARRY  WAYNE,  PRINCETON,  NEW  JERSEY 
ROBERSON,  GARY,  NORMAN,  OKLAHOMA 
ROBERSON,  JAMES  MASON,  BIRMINGHAM,  ALABAMA 
ROBERSON,  LONZO  GROVER,  ROME,  GEORGIA 
ROBERT,  CECIL  PAUL,  JR,  GONZALES,  LOUISIANA 
ROBERTS,  ALGIN,  FRANKFORT,  KENTUCKY 
ROBERTS,  ALLEN  T,  JR,  ALLENTOWN,  PENNSYLVANIA 
ROBERTS,  BERNADETTE  LOUISE,  MONTEREY  PARK,  CALIFORNIA 
ROBERTS,  BRIAN  HOWARD,  SAN  DIEGO,  CALIFORNIA 
ROBERTS,  BRUCE  ALAN,  SPOKANE,  WASHINGTON 
ROBERTS,  CHARLES  E.,  GALLATIN,  TENNESSEE 
ROBERTS,  COURTNAY  A.,  GAINESVILLE,  FLORIDA 
ROBERTS,  DAVID  0.,  TOLEDO,  OHIO 
ROBERTS,  DONALD  D. ,  SALT  LAKE  CITY,  UTAH 
ROBERTS,  DONALD  ROBIN,  WILMINGTON,  DELAWARE 
ROBERTS,  DONALD  W,  MIDLAND,  TEXAS 
ROBERTS,  EUGENE  B.,  CHULA  VISTA,  CALIFORNIA 
ROBERTS,  EUGENE  CARLTON,  JR,  LOUISVILLE,  KENTUCKY 
ROBERTS,  GEORGE  FREDERICK,  KANSAS  CITY,  MISSOURI 
ROBERTS,  GERALD  G,  NORTH  PALM  BEACH,  FLORIDA 
JERRY  SHERMAN,  HERMISTON,  OREGON 
JOE  H.,  KNOXVILLE,  TENNESSEE 
JOHN  CHARLES,  WALTERBORO,  SOUTH  CAROLINA 
,  LANE  JAY,  UNION  GAP,  WASHINGTON 
ROBERTS,  LARRY  LEE,  OMAHA,  NEBRASKA 
ROBERTS,  LIONEL  F,  REDFORD,  MICHIGAN 
ROBERTS,  MICHAEL  BASSETT,  SALT  LAKE  CITY,  UTAH 
ROBERTS,  NICHOLAS  JOHN,  JR,  SALT  LAKE  CITY,  UTAH 
ROBERTS,  PAMELA  JEAN,  PERRIS,  CALIFORNIA 
ROBERTS,  PHILIP  JAMES,  CAMDEN,  MAINE 
ROBERTS,  RICHARD  C,  YAPHANK,  NEW  YORK 
ROBERTS,  ROBERT  HUGH,  CHARLESTON,  SOUTH  CAROLINA 
ROBERTS,  ROBERT  LEE,  JR,  EAST  ORANGE,  NEW  JERSEY 
ROBERTS,  ROBERT  MICHAEL,  BOISE,  IDAHO 
ROBERTS,  STEVEN  EVERETT,  WESTBROOK,  MAINE 
ROBERTS,  THOMAS  M,  EASTLAKE,  OHIO 
ROBERTS,  VICTOR  M. ,  ALBANY,  NEW  YORK 
ROBERTS,  WALLY  L.,  ATLANTA,  GEORGIA 
ROBERTS,  WILLIAM  RUSSELL,  LANDOVER,  MARYLAND 
ROBERTS,  WILLIAM  T,  LARGO,  FLORIDA 
ROBERTS,  WILLIAM  THOMAS,  BECKLEY,  WEST  VIRGINIA 
ROBERTSHAW,  PETER  GARTH,  MARTINEZ,  CALIFORNIA 
ROBERTSON,  CALVIN  E,  JR,  LYNCHBURG,  VIRGINIA 
ROBERTSON,  CARL  W. ,  EAST  LANSING,  MICHIGAN 
ROBERTSON,  CHRISTOPHER  MARK,  CINCINNATI,  OHIO 
ROBERTSON,  DONA  BATEMAN,  DECATUR,  GEORGIA 
ROBERTSON,  FRANK  M.,  II,  BONNER  SPRINGS,  KANSAS 
ROBERTSON,  GLYNN  CLEVELAND,  CHICAGO,  ILLINOIS 
ROBERTSON,  JERRY  WADE,  SR,  PHOENIX,  ARIZONA 
ROBERTSON,  JOHN  CYRIL,  CHICAGO,  ILLINOIS 
ROBERTSON,  JOHN  RICHARD,  GARDEN  GROVE,  CALIFORNIA 
ROBERTSON,  JOHN  WINSTON,  HANOVER,  VIRGINIA 
ROBERTSON,  JOHNNIE  W. ,  REIDSVILLE,  GEORGIA 
ROBERTSON,  KENNETH  DANIEL,  HAMILTON,  CANADA 
ROBERTSON,  LLOYD  H,  PHOENIX,  ARIZONA 
ROBERTSON,  MARGARET  J.,  LOS  ANGELES,  CALIFORNIA 
ROBERTSON,  MARK  WILLIAM,  MEMPHIS,  TENNESSEE 
ROBERTSON,  MELVIN  E.,  CHEHALIS,  WASHINGTON 
ROBERTSON,  MICHAEL  DAVID,  RALEIGH,  NORTH  CAROLINA 
ROBERTSON,  REUBEN  W. ,  KINGSTON,  JAMAICA 
ROBERTSON,  ROBERT  DERRICK,  WACO,  TEXAS 
ROBERTSON,  RONALD  WILLIAM,  TUSCALOOSA,  ALABAMA 
ROBERTSON,  ROSS  H.,  GARDEN  GROVE,  CALIFORNIA 
ROBERTSON,  WALTER  EVANS,  ASHEVILLE,  NORTH  CAROLINA 
ROBERTSON,  WILLIAM  ABNER,  JR,  PRINCE  GEORGE,  VIRGINIA 
ROBERTSON,  WILLIAM  J,  WAKEFIELD,  RHODE  ISLAND 
ROBEY,  JAMES  N,  JR,  ELLICOTT  CITY,  MARYLAND 
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ROBEY   JOHN  D.  FRANKFORT,  KENTUCKY 
ROBICHAUD   ARTHUR  A,  GLEN  RIDGE,  NEH  JERSEY 
ROB  CHmE:  HAROLD  J.,  CONCORD,  NEH  HAMPSHIRE 
ROBICHAUX!  MICHAEL  PAUL,  PASCAGOULA,  MISSISSIPPI 
ROBICHAUX,  HALTER  F,  HOUSTON,  TEXAS 
ROBINS,  DAVID  SEHELL,  SHELBY,  MONTANA 
RORINS   ELBERT  E,  BIRMINGHAM,  ALABAMA 
WB  NSOn!  CARL  NORMAN,  H1LL0W  GROVE   PENNSYLVANIA 
CARL  PRICE,  II,  MIDLAND,  TEXAS 
CAROLYN  MAXINE,  TULSA,  OKLAHOMA 
CHRISTOPHER  HAROLD,  MADISON,  ALABAMA 
CLARENCE  R,  MARIETTA,  GEORGIA 
DALE  KIMBALL,  MANCHESTER,  NEH  HAMPSHIRE 
DANIEL  BLISS,  YUMA,  ARIZONA 
DONALD  J.,  RIVERHEAD,  NEH  YORK 
DOUGLAS  H,  LONG  BEACH,  CALIFORNIA 
EUGENE,  NEH  YORK,  NEH  YORK 
EUGENE,  ATLANTA,  GEORGIA 
FLOYD  E,  JR,  BOISE,  IDAHO 
FRANCIS  R,  FORT  MEADE,  MARYLAND 
FRANK  R,  HARTFORD,  CONNECTICUT 
GARY  LEE.  CASTLE  ROCK,  COLORADO 
GEORGE  FREDERICK,  FORESTVILLE,  MARYLAND 
GLEN  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GLEN  FRASER,  ALTONA,  CANADA 
HAMILTON,  NEH  YORK,  NEH  YORK 
HORACE  BOOTHBY,  I,  DAVENPORT,  FLORIDA 
JAMES  L,  MARTINEZ,  CALIFORNIA 
JEDDER  FERNEAUX,  BRIDGETOHN,  BARBADOS 
JEFFREY  LYNN,  PROVO,  UTAH 
JERRY  H.,  JONESBORO,  GEORGIA 
JOHN  GRAYSON,  LITTLETON,  COLORADO 
JOHN  RAYMOND,  BENSALEM,  PENNSYLVANIA 
KENNETH  0,  LIHUE,  KAUAI,  HAWAII 
KEVIN  LEE,  PHOENIX,  ARIZONA       „.„„». 
LAHRENCE  FREDERICK,  TORRANCE,  CALIFORNIA 
LEANDER  JACK,  ATLANTA,  GEORGIA 
MARK  LUTTRELL,  BATAVIA,  NEW  YORK 
MICHAEL  DEAN,  LANSING,  MICHIGAN 
MICHAEL  HAYNE,  THE  VILLAGE,  OKLAHOMA 
RICHARD  LAMONT,  BEAUFORT,  SOUTH  CAROLINA 
RKHARD  HAlTeR,  ARLINGTON  HEIGHTS   ILLINOIS 
ROBERT  DALE,  SR,  SAN  ANTONIO,  TEXAS 
ROGER  J,  SACRAMENTO,  CALIFORNIA 
RONNIE  TIMOTHY,  HENDERSON,  NORTH  CAROLINA 
ROSS  ROBERT,  ASHEVILLE,  NORTH  CAROLINA 
SCOTT  LEE,  SALT  LAKE  CITY,  UTAH 
STEVEN  LEE,  ARLINGTON,  HASHINGTON 
STUART  DEPYSTER,  BROOKLYN  CENTER, 
TERRY  S.,  HASHINGTON,  DISTRICT  OF 
THOMAS  M.,  TITUSVILLE,  FLORIDA 
THOMAS  HILLIAM,  IV,  RENO,  NEVADA 
HAYNE  ARTHUR,  BUFFALO,  NEH  YORK 
HILLIAM  EDWARD,  WASHINGTON  COURT  HOUSE, 
HILLIAM  THOMAS   BOOTHWYN,  PENNSYLVANIA 
WILLIAM  WARREN,  ST  AUGUSTINE,  FLORIDA 
ARCHIE  LESTER,  ELY,  NEVADA 
ARMOND  R.,  IDAHO  FALLS,  IDAHO  „„_,„ 
CHARLES  RAYMOND,  ST.  JOSEPH,  MISSOURI 
CHARLES  W.,  COLUMBUS,  OHIO 
JAMES  E,  SOUTH  BEND,  INDIANA 
L.  R.,  BATON  ROUGE,  LOUISIANA 
MANOAH  FLAVUS,  SAN  JOSE,  CALIFORNIA 
ROBITAILLE,  DAVID  JOSEPH,  HARWICK,  RHODE  ISLAND 
ROBITAILLE   EARLE  W. ,  HUNTINGTON  BEACH,  CALIFORNIA 
ROBITAILLE   JOHN  J,  ESCANABA,  MICHIGAN 
ROBLES  CRUZ,  MARIO   SAN  JUAN,  PUERTO  RICO 
SoBLES   JAMES  FLORES,  LAS  CRUCES,  NEW  MEXICO 
ROBUSTELLI   SAMMY  LOUIS,  SANTA  CRUZ,  CALIFORNIA 
WCCO   ANTHONY  WILLIAM,  MINEOLA,  NEW  YORK 
SoCCOSANTO   JOSEPH,  NAZARETH  PENNSYLVANIA 
ROCHA   RAMON  E.,  ROMEOVILLE,  ILLINOIS 
ROCHANAVEDYA,  SATHIT,  BANGKOK,  THAILAND 
ROCHE   BRIAN  DAVID,  PALM  BEACH,  FLORIDA 
'  CL1VE  JEREMY,  BIRMINGHAM,  ENGLAND 
FRANCIS  B.,  SCRANTON,  PENNSYLVANIA 
FRANCIS  J.   PLAINVILLE,  CONNECTICUT 
GARY  HAYNE,  ROANOKE,  VIRGINIA 
J.  R.,  MONTREAL,  CANADA 
JAMES  LEO,  ST.  CHARLES,  ILLINOIS 
JOHN  STEVEN,  RIDGEFIELD,  CONNECTICUT 
HILLIAM  F   JR,  NEH  HAVEN,  CONNECTICUT 
unrwF^TFR   ALVIE  G.  LAKEPORT,  CALIFORNIA 
SScHFORD  DENNIS  EDWARD,  FARMINGTON  HILLS,  MICHIGAN 
SScHFORD,  EDWARD  VINCENT,  MORRISTOWN,  NEW  JERSEY 
RnfK   EDWARD.  DUBLIN,  IRELAND 
ROCK!  MICHAEL  JOSEPH',  GLENDALE  CALIFORNIA 
ROCK   THOMAS  J.,  VERONA,  NEH  JERSEY 
ROCKEFELLER.  STEVEN  DOUGLAS   LEESBURG.  FLORIDA 
ROCKHELL,  DOUGLAS  LEE,  FORT  EUSTIS,  VIRGINIA 
ROCKHELL   JOHN  MICHAEL   COLUMBUS   OHIO 
ROCKHELL,  ROBERT  JOHN,  OMAHA,  NEBRASKA 
ROD   LARRY  MICHAEL,  COLUMBUS,  OHIO 
ROD  TIM  C,  TRAVERSE  CITY,  MICHIGAN 
RODBELL   ALAN  GARY,  GERMANTOHN,  MARYLAND 
RODDY   FRANCIS  R,  FITCHBURG,  MASSACHUSETTS 
RODDY  I  RAnSaLL  EDHARD,  CAPE  GIRARDEAU,  MISSOURI 
RODEN   JAMES  TYLER,  CULLMAN,  ALABAMA 
RODENSKI,  ROBERT  HAYNE,  FORT  MCCLELLAN .ALABAMA 

Roderick!  craig  byron,  ann  arbor,  Michigan 
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RODEZ,  ANDREW  L,  BENTON  HARBOR,  MICHIGAN 
RODGER   JOHN  M,  RAHHAY,  NEH  JERSEY 
RODGERS,  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
RODGERS   DARREL,  MILWAUKEE,  WISCONSIN 
RODGERS   DONALD  L.,  WASHINGTON,  DISTRICT  OF 
RODGERS  GARY  WAYNE,  FAIRFIELD.  CALIFORNIA 
GERALD  F,  FAIRVIEW,  OREGON 
GORDON  LEE,  ALEXANDRIA,  VIRGINIA 
KENNETH  KYLE,  HOUSTON,  TEXAS 
LARRY  DON,  OKLAHOMA  CITY,  OKLAHOMA 
PATRICK  ALAN,  IRVINE,  CALIFORNIA 
,  THOMAS  RAY,  INDIANAPOLIS,  INDIANA 
RODIA,  THOMAS  RALPH,  STRATFORD,  CONNECTICUT 
RODILLAS   FRANCIS  M. ,  HILO,  HAHAII 
RODMAN?  EDWARD  JOSEPH,  ELIZABETH  NEH  JERSEY 
RODRIGUE,  RICHARD  R. ,  JR.,  METAIRIE,  LOUISIANA 
RODRIGUES   STANLEY  E.,  HAILUKU,  MAUI,  HAHAII 
RODRIGUEZ  ACOSTA,  DAVID,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ  RIVERA  CARLOS  OCT,  PONCE,  PUERTO  RICO 
RODRIGUEZ  SEMPRIT,  ELISEO,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ  TORRES   JOSE  MANUEL,  BOGOTA,  COLOMBIA 
RODRIGUEZ-COLON,  MANUEL  E,  SAN  JUAN   PUERTO  RICO 
RODrIgUEZ-GARCIA,  HOMERO  BOGOTA  COLOMBIA 
RODRIGUEZ-MALDONADO,  JORGE  M,  SAN  JUAN,  PUERTO  RILU 
RODRIGUEZ-RIVERA,  ABIMAEL,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ-SAMBOLiN  VICTOR  M,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ,  ALBERTO,  AUSTIN,  TEXAS 
RODRIGUEZ  ANTONIO,  NEW  YORK,  NEH  YORK 
nnnRTGUEZ  ANTONIO.  JR.,  GALVESTON,  TEXAS 

'  CARLOS  RAUL.'PATERSON,  NEW  JERSEY 

CHARLES  MANUEL,  LOS  ANGELES,  CALIFORNIA 
DONALD  ANDERSON,  MONTEREY  PARK,  CALIFORNIA 
DULCIDIO  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
ERIC  JASON,  SALEM,  OREGON 
FELIPE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GILBERT  M,  TALLAHASSEE,  FLORIDA 
RODRIGUEZ  GUILLERMO  A,  MONTEVIDEO,  URUGUAY 
RODRIGUEZ  HECTOR  JOSEPH,  CHICAGO   ILLINOIS 
RODRIGUEZ  JAMES,  NEH  YORK,  NEH  YORK 
RODRIGUEZ   JAMES,  SALINAS,  CALIFORNIA 
RODRIGUEZ   JESUS  R.,  LOS  ANGELES,  CALIFORNIA 
RODRIGUEZ;  JORGE  SALOMON,  CARACAS   VENEZUELA 
Rnr>RTGUF7   JUAN  MANUEL,  DALLAS,  TEXAS 
RODR  Gull:  JUAN  MANUEL*  NEW  YORK  NEW  YORK 
RODRIGUEZ,  LAWRENCE  RODOLFO,  EAST  LANSING,  MICHIGAN 
RODRIGUEZ  MELVIN,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ;  NELSON!  NEW  YORK,  JEW JTWK 
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RODRIGUEZ, 


ill  #  RODRIGUEZ;  NICOLAS,  WILMINGTON  DELAWARE 


82 

143 

97 

191 

151 

162 

96  tt 

112 

190 

154 

143 

109  * 

95  t 

124 

173 

105 

144 

190 

183 

163 

157 

180 

81  : 

180 
142 
115 
104 
126 
96 
191 
92 
182 
138 
125 
167 
130 
189 
60 
143 
158 
97 
121 
135 
150 
181 
114 
192 
148 
190 
72 
189 
106 


RODRIGUEZ, 
RODRIGUEZ, 
RODRIGUEZ, 
RODRIGUEZ, 


RODRIGUEZ   NIEVES  J.,  WACO,  TEXAS 
RODRIGUEZ   PABLO  FELIX,  PANAMA  CITY,  PANAMA 
RODRIGUEZ   PERFECTO,  JR,  CORPUS  CHRISTI,  TEXAS 
RODRIGUEZ  RICHARD  EMANUEL   GRANTS   NEW  MEXICO 
RODRIGUEZ   RODDY,  JR,  HAYWARD,  CALIFORNIA 
RODRIGUEZ  RUBEN!  BUENOS  AIRES   ARGENTINA 
RUDOLFO  F.,  SAN  ANTONIO,  TEXAS 
SAUL,  NEW  YORK,  NEW  YORK 
<;TIVFR   PORTERVILLE,  CALIFORNIA 
,  VENVANcV°JR   FORT  BRAGG  NORTH  CAROLINA 
RODRIGUEZ,  VICTOR,  BROWNSVILLE,  TEXAS 
RR0oSRRiQGUUEEZ:cJRUufADO;L^CTOREL:SSAN  JUAN,  PUERTO  RICO 
ROE  JADEL  LYN,  PHOENIX,  ARIZONA 
ROEDERER,  DWIGHT  ALLEN  DUBLIN  OHIO 

S^SERJAMl^kBRAYMSND!NST  L  AUL  Lm!nNESSOTA 
RoIke!  KdL  ANTONY  'MADISON  HEIGHTS  .MICHIGAN 
ROFSKF   WALTER  EUGENE,  COEUR  D  ALENE,  IDAHO 
ROESSLER   EUGENE  LOUIS,  HAZELWOOD,  MISSOURI 
RolTS  TIMOTHY  JOHN,  HATERTOHN,  WISCONSIN 
SSS;  DAVIDEDWARD  BETHEL  ^.PENNSYLVANIA 
ROHATO   THOMAS  A.,  FORESTVILLE,  MARYLAND 

ALTON  DWAINE,  CHATTANOOGA,  TENNESSEE 
BRAD  ALAN,  KILLEEN,  TEXAS 
CHARLES  F   SR.  NILES,  MICHIGAN 
CHARLES  T  BATESVILL   MISSISSIPPI 
DARRYL  ROY,  ST.  CHARLES,  ILLINOIS 
DONALD  R,  AUBURN,  ALABAMA 
"ROGERS',  DOUGLAS  6,  LANSING  MICHIGAN 
DnrcDC   CRAkiri";  r   HAVERHILL,  MASSACHUbt  I  I  b 

roger!'  guy  Alexander*  horsemeads,  neh  york 
Sogers'  Horace  eugene  san  Bernardino,  California 

ROGERS;  HOHARD  EUGENE',  SPRINGFIELD   ILLINOIS 

ROGERS  JACK  RUSSELL,  OAKLAND,  CALIFORNIA 

ROGFRS  JAMES  H,  JR,  HEST  ORANGE,  NEH  JERSEY 

ROgISI:  JAMES  KENNETH  NEH  YORK,  NEH  YORK 

Rnr,FR<;  JOHN  D..  SALT  LAKE  CITY,  UTAH 

rogerI;  john  j6seph,  lake  forest,  Washington 
Sogers  Joseph  leon,  hampden,  maine 

HnrFRt;   KFNNETH  H.  DUMAS,  ARKANSAS 

Sogers"  lahrence  edmard.  Plymouth,  Minnesota 
Rogers!  louis  richard,  miawi,  Florida 

ROGERS  MARK  STEVEN,  CINCINNATI   OHIO 

rogfrs  michael  eugene,  martinsville,  virginia 
Sogers'  paul  e,  institute,  hest  Virginia 

ROGERI;  RALPH  ANTHONY,  COLLEGE  PARK  GEORGIA 

Sogers  ranard  rick,  casper,  Wyoming 

ROGERS   RICHARD  CHARLES,  GARNERVILLE,  NEH  YORK 

Sogers  samuel  l.,  concord  California 
rogers  steven  ernest,  barrie,  canada 
Sogers,  steven  r,  kokomo,  Indiana 


ROGERS, 
ROGERS, 
ROGERS, 
ROGERS, 
ROGERS, 
ROGERS, 
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ROGERS,  STEVEN  H  -  ROTH,  THEODORE  RUSSELL 


94 
130 
169 
179 

92 

7 

138 

98 
112 
148 
144 
116 
119 
168 
166 

97 
146 
186 

97 
144 
135 
188 
185 
128 

95 
111 
165 
186 
135 


ROGERS,  STEVEN  H,  JACKSON,  WYOMING 

ROGERS,  THOMAS  PATRICK,  EAGLEVILLE,  PENNSYLVANIA 

ROGERS,  THOMAS  TERRY,  HILLCOX,  ARIZONA 

ROGERS,  TROY  LAMAR,  TULSA,  OKLAHOMA 

ROGERS,  WILLIAM  F,  TOWSON,  MARYLAND 

ROGERS,  WILLIAM  G. ,  HAXAHACHIE,  TEXAS 

ROGERS,  WILLIAM  GEORGE,  TUCSON,  ARIZONA 

ROGILLIO,  WAYNE  R,  BATON  ROUGE,  LOUISIANA 


ROGINSKI,  BENNETT  L.,  CLOQUET,  MINNESOTA 

ROGNESS,  GARY  EDWARD,  LOS  ANGELES,  CALIFORNIA 

ROHAN,  JAMES  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROHLFS,  ROBERT  H,  ALBUQUERQUE,  NEW  MEXICO 

ROHLING,  RUSSELL  KENNETH,  EDGEWOOD,  KENTUCKY 

ROHR,  DENNIS  RICHARD,  MANDAN,  NORTH  DAKOTA 

ROHRBACH,  ROBERT  WESLEY,  JR,  CINCINNATI,  OHIO 

ROHRBACHER,  EDWARD  F.,  JR.,  BYRON,  ILLINOIS 

ROHRER,  ROY  EDDIE,  SAN  ANTONIO,  TEXAS 

ROJAS  SOTO,  PATRICIO,  SANTIAGO,  CHILE 

ROJOWSKI,  EDWARD  J,  CHICOPEE,  MASSACHUSETTS 

ROKICKI,  ROGER  ROBERT,  HAWTHORNE,  NEW  YORK 

ROLAN,  MICHAEL  ANTHONY,  SAN  DIEGO,  CALIFORNIA 

ROLAND,  DALE  ALAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROLAND,  JOHN  WILLIAM,  JR,  MOUNT  VERNON,  NEW  YORK 

ROLAND,  KENNETH  FRANCIS,  PERU,  INDIANA 

ROLEN,  NORIS  L.,  MOUNTAIN  VIEW,  CALIFORNIA 

ROLES,  LEWIS  E.,  CHARLESTON,  WEST  VIRGINIA 

ROLL,  FREDERICK  RONALD,  CHEEKTOWAGA,  NEW  YORK 

ROLLAND,  LUCRE,  PARIS,  FRANCE 

ROLLE,  NATHANIEL  JULIAN,  NASSAU,  BAHAMAS 

114  #  ROLLE,  RICHARD  L.,  FARGO,  NORTH  DAKOTA 
161   ROLLE,  ROOSEVELT  WINSTON,  NASSAU,  BAHAMAS 

ROLLIN,  GEORGE  CARTER,  NEW  ORLEANS,  LOUISIANA 
ROLLINS,  CHESTER  C,  ABERDEEN,  SOUTH  DAKOTA 
ROLLINS,  JOSEPH  E.,  BELVIDERE,  ILLINOIS 
ROLLINS,  KENNETH  RAY,  GREENEVILLE,  TENNESSEE 
ROLLINS,  LARRY  RAY,  FORT  WAYNE,  INDIANA 
ROLLINS,  TIMOTHY  J,  BURLINGTON,  VERMONT 
ROLLINS,  WILLARD  ROY,  DALLAS,  TEXAS 
ROLLINSON,  MICHAEL  GEORGE,  MADISON,  CONNECTICUT 
ROLOFF,  BRUCE  ARTHUR,  BATAVIA,  NEW  YORK 
ROLOFF,  JAMES  MICHAEL,  PLACERVILLE,  CALIFORNIA 
ROMAINE,  CHARLES  LEO,  EL  PASO,  TEXAS 
ROMAN-CRUZ,  SECUNDINO,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
..  ROMAN,  LEE  MARTIN,  YAPHANK,  NEW  YORK 
92  #  ROMAN,  LOUIS,  NEEDHAM,  MASSACHUSETTS 
87  *  ROMAN,  MAYNARD  T,  NEW  HARTFORD,  NEW  YORK 
71  #  ROMANO,  GEORGE  PETER,  UNION  CITY,  NEW  JERSEY 

115  #  ROMANO,  JOHN,  YAPHANK,  NEW  YORK 
182   ROMANOS-LINARES,  YESID,  BOGOTA,  COLOMBIA 

ROMANSKI,  STANLEY  A,  LAS  VEGAS,  NEVADA 
ROMEO,  DONALD  HENRY,  VIRGINIA  BEACH,  VIRGINIA 
ROMER,  WILLIAM  S.,  CASPER,  WYOMING 
ROMERIL,  BILLY  G,  INDIANAPOLIS,  INDIANA 
ROMERO,  ANDY  PATRICK,  SANTA  ANA,  CALIFORNIA 
ROMERO,  BERNARDINO,  ELY,  NEVADA 
ROMERO,  EDRICK  LEE,  ST.  MARTINVILLE,  LOUISIANA 
ROMERO,  FRANK  R,  HAYWARD,  CALIFORNIA 
ROMERO,  JOHN  JOSEPH,  BROOKLYN,  NEW  YORK 
ROMERO,  JUAN  D.,  LAS  CRUCES,  NEW  MEXICO 
ROMERO,  SAM  B,  ALBUQUERQUE,  NEW  MEXICO 
ROMINE,  CHARLES  DAVID,  WINTER  HAVEN,  FLORIDA 
ROMINE,  LOYD  RUSSELL,  STILLWATER,  OKLAHOMA 
ROMINE,  WILLIAM  JAY,  HOLMES  BEACH,  FLORIDA 
ROMINES,  PARVIN,  ARKADELPHIA,  ARKANSAS 
ROMINGER,  CHARLES  K,  CHATTANOOGA,  TENNESSEE 
ROMITO,  JAMES  A,  JERSEY  CITY,  NEW  JERSEY 
ROMONOWSKI,  FRED,  WEST  TRENTON,  NEW  JERSEY 
ROMYANAN,  ANUCHA,  BANGKOK,  THAILAND 
ROMYNS,  LARRY  EDSON,  NEWTON,  NEW  JERSEY 
RONAYNE,  JOHN  A.,  NEW  YORK,  NEW  YORK 
RONAYNE,  JOHN  KEVIN,  YAPHANK,  NEW  YORK 
RONCONI,  RODOLFO,  ROME,  ITALY 
RONDINELLI,  JOHN  JOSEPH,  YAPHANK,  NEW  YORK 
RONDINI,  JOSEPH  J.,  BEDFORD  HILLS,  NEW  YORK 
RONEY,  REGINALD  LEWIS,  INDIANAPOLIS,  INDIANA 
RONEY,  STEVEN  KENNETH,  BUFFALO,  NEW  YORK 
RONSTADT,  PETER,  TUCSON,  ARIZONA 
ROOD,  HEIKI,  TARTU,  ESTONIA 
ROOHR,  THOMAS  ALBERT,  CROMHELL,  CONNECTICUT 
ROOK,  JOHN  EARL,  NEW  ORLEANS,  LOUISIANA 
ROOK,  RONALD  PATRICK,  SEATTLE,  WASHINGTON 
ROOK,  ROY  EDWARD,  WOODHAVEN,  MICHIGAN 
ROOKSTOOL,  BYRON,  CHEYENNE,  WYOMING 
ROONEY,  GARVIN  JOHN,  DENVILLE,  NEW  JERSEY 
ROONEY,  JAMES  PATRICK,  JR,  YAPHANK,  NEW  YORK 
ROONEY,  JOHN  F,  JR,  WALTHAM,  MASSACHUSETTS 
ROONEY,  JOSEPH  E.,  SACRAMENTO,  CALIFORNIA 
ROONEY,  LAWRENCE  PETER,  SR,  YAPHANK,  NEW  YORK 
ROONEY,  PATRICK  EDWARD,  ROHNERT  PARK,  CALIFORNIA 
H  i   ROOPE,  GEORGE  N.,  ROBBINSDALE,  MINNESOTA 
59  tt   ROOS,  CLIFFORD  E.,  LOS  ANGELES,  CALIFORNIA 
177   ROOSEVELT,  HARRY  WAYNE,  CHAMPAIGN,  ILLINOIS 
180   ROOT,  FRANCIS  DEE,  JR,  LEXINGTON,  KENTUCKY 
171  tt   ROOT,  JAMES  ALAN,  COLUMBUS,  OHIO 
49  *  ROOT,  RICHARD  E.,  OWEGO,  NEW  YORK 

ROOT,  ROBERT  JAMES,  HARTFORD,  CONNECTICUT 
ROPER,  ANTHONY  WAYNE,  BERRYVILLE,  VIRGINIA 
ROPER,  BRIAN  ROBERT,  GERMANTOWN,  TENNESSEE 
ROPER,  RALPH  W.,  WILMINGTON,  NORTH  CAROLINA 
ROPER,  ROBERT  RONALD,  MARIETTA,  GEORGIA 
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78 

98 

62 

135 

114 

142 

174 

152 

168 

159 

152 

125 


111 
119 
69 
94 
157 
101 
134 
102 
170 
108 
77 
158 
179 
184 
56 
91 
141 
139 
190 
154 
57 
142 
150 
128 
115 
158 
145 
106 
188 
154 
137 
126 
178 
100 
105 
195 
84 
39 
150 
124 


160 
192 
142 
59 
136 


145  ROQUE,  FELIX,  JR,  NEW  BRAUNFELS,  TEXAS 
96  tt   ROSA,  THOMAS  J.,  SAN  JOSE,  CALIFORNIA 

110  tt   ROSADO  TORRES,  FRANCISCO,  HUMACAO,  PUERTO  RICO 
177    ROSADO,  ANGEL  SFREN  MERCADO,  CABO  RUSO,  PUERTO  RICO 
180   ROSADO,  EDWIN  R  MORALES,  VILLABA,  PUERTO  RICO 
160    ROSADO,  MARIO,  NEW  YORK,  NEW  YORK 

142  ROSALES,  ROY,  SANTA  BARBARA,  CALIFORNIA 

164   ROSARIO  DELACRUZ,  RAMON  L,  SAN  JUAN,  PUERTO  RICO 

143  ROSARIO-REYES,  VICTOR  L,  SAN  JUAN,  PUERTO  RICO 

146  ROSARIO,  RUBEN,  FORT  MEADE,  MARYLAND 

163   ROSAS-LOPEZ,  JORGE  CANCIO,  HATO  REY,  PUERTO  RICO 
108   ROSAS,  MIGUEL  E.,  SEGUIN,  TEXAS 
195   ROSATO,  MARK  CHRISTOPHER,  DANBURY,  CONNECTICUT 
192   ROSCH,  ROBERT  JOHN,  HARTLAND,  WISCONSIN 
188   ROSCOE,  ROBERT  FRANCIS,  HILLSBOROUGH,  NEW  JERSEY 
106  #  ROSCOE,  ROBERT  J.,  FARGO,  NORTH  DAKOTA 
101  #  ROSE,  CHARLES  A.,  SALT  LAKE  CITY,  UTAH 
ROSE,  CHARLES  L,  HONOLULU,  HAWAII 
ROSE,  FREDERICK  SYLVESTER,  TOMS  RIVER,  NEW  JERSEY 
ROSE,  GARY  W,  PIKEVILLE,  KENTUCKY 
ROSE,  GEORGE  FRANKLYN,  PROSPECT,  BERMUDA 
ROSE,  JAMES  ANTONY,  RAWLINS,  WYOMING 
ROSE,  JAMES  WILLIAM,  SAN  RAMON,  CALIFORNIA 
tt   ROSE,  JOHN  E,  GLENDALE,  ARIZONA 
tt   ROSE,  LONNIE  M,  SR,  MEMPHIS,  TENNESSEE 
tt   ROSE,  PATRICK  H. ,  SAN  DIEGO,  CALIFORNIA 
*  ROSE,  RALPH  B.,  BLYTHEVILLE,  ARKANSAS 

ROSE,  RAYMOND  JOHN,  JR,  MUNDELEIN,  ILLINOIS 
ROSE,  RICHARD  ANTHONY,  SOMERVILLE,  NEW  JERSEY 
ROSE,  RONALD  MARTIN,  NEW  YORK,  NEW  YORK 
ROSEBERRY,  HAROLD  EVERETT,  GREENVILLE,  TEXAS 
ROSEBRAUGH,  CHARLES  EDGAR,  ROSEBURG,  OREGON 
ROSEGRANT,  DAVID  EUGENE,  PINE  BLUFF,  ARKANSAS 
tt   ROSELLE,  DOMINICK  D,  LINCOLN  PARK,  MICHIGAN 
ROSEMA,  GARY  ALAN,  GRAND  HAVEN,  MICHIGAN 
ROSEN,  DENISE  LAURIE,  TEWKSBURY,  MASSACHUSETTS 
tt   ROSENBAUER,  DONALD  E.,  JACKSON,  WISCONSIN 
tt   ROSENBERG,  FLOYD  W. ,  LOS  ANGELES,  CALIFORNIA 
ROSENBERG,  MAYNARD  CHARLES,  SHAWANO,  WISCONSIN 
ROSENBERGER,  LARRY  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUM 
tt   ROSENCRANS,  HARVEY  W. ,  JR.,  HELENA,  MONTANA 
ROSENOW,  MARK  LEE,  ST.  PAUL,  MINNESOTA 
ROSENQUIST,  TERRY  ERIC,  VANCOUVER,  WASHINGTON 
ROSENTHAL,  AARON  HARRY,  NEW  YORK,  NEW  YORK 
ROSENTHAL,  ERNIE  LAWRENCE,  BUTLER,  WISCONSIN 
ROSENTHAL,  JAMES  GEORGE,  TAKOMA  PARK,  MARYLAND 
ROSENTHAL,  JOHN  LIGHTHOLDER,  CLAYTON,  MISSOURI 
ROSENZWEIG,  ANDREW  R,  NEW  YORK,  NEW  YORK 
tt   ROSER,  S.  MARSHALL,  JR.,  YORK  HAVEN,  PENNSYLVANIA 
ROSIELLO,  ROBERT  MATTHEW,  FRANKLINVILLE,  NEW  JERSEY 
ROSIER,  LISA  TERESE,  BRISBANE,  AUSTRALIA 
ROSIERE,  JACKIE  N.,  SR. ,  CLEBURNE,  TEXAS 
ROSKO,  JOSEPH  PETER,  JR,  BLUE  BELL,  PENNSYLVANIA 
ROSOFF,  ERIC  BOYAN,  BURBANK,  CALIFORNIA 
158  tt   ROSS,  CALVIN,  MIAMI,  FLORIDA 
173   ROSS,  CARL,  ALBUQUERQUE,  NEW  MEXICO 

DANIEL  RAYMOND,  JR,  PORTLAND,  MAINE 
DAVID  CLARK,  WINNEMUCCA,  NEVADA 
DAVID  G.,  SAN  FERNANDO,  CALIFORNIA 
EDWIN  W,  PEARL  HARBOR,  HAWAII 
FRANK  JOSEPH,  KISSIMMEE,  FLORIDA 
GLENN  COLIN,  BANGOR,  MAINE 
GRANT  DUANE,  RICHFIELD,  UTAH 
100  tt   ROSS,  JAMES,  LANDOVER,  MARYLAND 

ROSS,  JAMES  DAVID,  RICHMOND,  VIRGINIA 
ROSS,  JAMES  DAVID,  NEW  YORK,  NEW  YORK 
ROSS,  JAMES  E,  SALEM,  NEW  HAMPSHIRE 

JEWELL  L.,  BERKELEY,  CALIFORNIA 
JOHN  C,  SEATTLE,  WASHINGTON 
JOHN  S,  BAY  HARBOR  ISLANDS,  FLORIDA 
JULIAN,  MANCHESTER,  ENGLAND 
KARL  TRACY,  LOS  ANGELES,  CALIFORNIA 
LARRY  GLENN,  MCMINNVILLE,  TENNESSEE 
LARRY  JOHN,  ATLANTIC  CITY,  NEW  JERSEY 
MICHAEL  JAMES,  ELMIRA,  NEW  YORK 
NORMAN  EUGENE,  BEL  AIR,  MARYLAND 
RICHARD  A,  KENAI,  ALASKA 
RICHARD  0.,  BRAINERD,  MINNESOTA 
ROSS,  RICKARD  ANTHONY,  BILLINGS,  MONTANA 
ROSS,  RICKEY  MONROE,  BROKEN  ARROW,  OKLAHOMA 
ROSS,  ROBERT  F.,  CAPE  GIRARDEAU,  MISSOURI 

ROBERT  LEE,  JR,  FLORENCE,  SOUTH  CAROLINA 
STANLEY  FORBUS,  JR,  MODESTO,  CALIFORNIA 
STEPHEN  PATRICK,  TORRANCE,  CALIFORNIA 
STEVEN  RAY,  MISSOULA,  MONTANA 
ROSS,  THOMAS  WILLIAM,  SACRAMENTO,  CALIFORNIA 
ROSS,  WILLIAM  EARL,  SALUDA,  SOUTH  CAROLINA 
ROSSALL,  WALLACE  D. ,  CARLSBAD,  CALIFORNIA 
ROSSI,  ARDO  ANTHONY,  JR,  ROCKY  HILL,  CONNECTICUT 
ROSSITER,  LEO  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROSSITER,  LOUIS  F.,  CENTER  SQUARE,  PENNSYLVANIA 
ROSSMAN,  ROBERT  AARON,  PALM  BAY,  FLORIDA 
ROSSMY,  RUDOLF  MICHAEL,  VERNON,  CONNECTICUT 
ROST,  GERALD,  HAMILTON,  OHIO 

ROST,  HAROLD  ALFRED,  JR,  PITTSBURGH,  PENNSYLVANIA 
ROST,  ROBERT  WALLACE,  GRAND  FORKS,  NORTH  DAKOTA 
ROTH,  JAMES  ROLLINS,  PLACERVILLE,  CALIFORNIA 
ROTH,  RICHARD  D,  KEY  WEST,  FLORIDA 
ROTH,  ROGER  L.,  ST  HELENS,  OREGON 
ROTH,  THEODORE  RUSSELL,  READING,  PENNSYLVANIA 


97 
135 
114 
130 
162 
171 
104 
90 
96 
14 
161 
150 
193 
188 
140 
126 
104 
151 
156 
91 
64 
131 
118 
40 
185 
182 
120 
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130 
104 
72 
178 
183 
111 
177 
188 


139 
174 
100 
79 
122 
185 
139 


122 

148 
111 

54 
192 
105 
193 
172 
142 
190 
140 
179 
112 
116 
120 
159 
117 
181 
128 
180 
184 
128 
154 

78 
181 
145 

55 
137 
129 

92 
156 
134 
149 

95 

95 
176 
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ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 


ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 
ROSS, 


ROSS, 
ROSS, 
ROSS, 
ROSS, 
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ROTH,  HILLIAH  MICHAEL  -  RUTLAND,  CHARLES  M 


XaJM 


SfWG 


173 
191 
169 
159 
160 
23 
103 
144 
184 
109 
21 
126 
182 
53 
181 
137 
158 
70 
92 
175 
47 
128 
100 
83 
137 
132 
128 
127 
177 
145 
105 
160 
104  tt 
183 
147 
159 
177 
130 
71  tt 
154 
136 
169 
149 
176 
142 
65  tt 
147 
146  tt 
193 
95 
101  tt 
112  tt 
161 
187 
111 
43  tt 
74  tt 
90 
144  tt 
118 
154 
108  * 
65  t, 
122 
164 
178 
144  / 
181 
129  ■ 
127 
192 
188 
113  , 
184 
49 
169 
101 
91 
110 
44 
176 
152 
162 
186 
162 
125 
129 
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189 
184 
131 
111 
122 
124 
144 
182 
126 
161 
105 
185 


FEDERAL  REPU 


ROHAN, 

ROHAN, 

ROHAN, 

ROHAN, 

ROHAN, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 


ROHLAND, 
ROHLAND, 
ROHLAND, 
ROHLAND, 
ROHLAND, 
ROHLAND, 
ROHLAND, 


FLORIDA 


RflTH  HILLIAH  MICHAEL,  LEXINGTON,  SOUTH  CAROLINA 
WTHROCK   ROBERT  HAINES,  JEFFERSON  CITY.  MISSOURI 
ROTKVICH   JOSEPH,  CHICAGO,  ILLINOIS 
ROTONDOF  MICHAEL,  BAKERSFIELD,  CALIFORNIA 
SSuiLLIER.  NORMAN  LOUIS,  LOS  ANGELES*  CALIFORNIA 
ROULS,  EDHARD  D. ,  MIAMI,  FLORIDA 

ROUND   JOHN  E,  OVERLAND  PARK,  KANSAS        —_„.. 
R^NDS.  GERALD  CHARLES,  SAN  BERNARDINO  CALIFORNIA 
ROUNDS  KENNETH  MICHAEL,  VESTAL,  MEN  YORK 
ROUNDTREE,  BASIL  E.,  GAINESVILLE,  FLORIDA 
ROUNTREE,  H.  S.,  SUFFOLK,  VIRGINIA 
ROURK,  RAPHAEL  PATRICK,  RAMSTEIN  AIR  BASE, 
ROUSCH,  PAMELA  KAY,  KISSIMMEE,  FLORIDA 
ROUSE,  CHARLES  A.,  SEATTLE,  WASHINGTON 
ROUSH  FREDERICK  DALE,  ANAHEIM,  CALIFORNIA 
ROUSH,  FREDERICK  LOUIS,  LANSING  MICHIGAN 
ROUSSE,  ALBERT  JOSEPH,  JR,  RUTLAND,  VERMONT 
ROUSSEAU,  MARSHALL  FOCH,  HOUSTON,  TEXAS 
ROUTH  DARRELL,  LAHTON,  OKLAHOMA 
ROUTSON.  JEFFREY  LEON,  CHESAPEAKE,  VIRGINIA 
ROUZER,  VAUL  E.,  ALTOONA,  PENNSYLVANIA 
ROHAN,  DAVID  PAUL,  LITTLE  ROCK,  ARKANSAS 
'  JAMES  h.,  KNOXVILLE,  TENNESSEE 
RICHARD  H.,  ST.  PAUL,  MINNESOTA 
THOMAS  EDHARD,  CHEEKTOHAGA,  NEH  YORK 
THOMAS  JAMES,  CHICAGO,  ILLINOIS 
HILLIAM  JAMES,  MANASQUAN,  NEH  JERSEY 
ERNESTINE,  DENVER,  COLORADO 
FRANK  MELVIN,  LINCOLN,  NEBRASKA 
GENE  PATRICK,  RICHARD  HEIGHTS,  OHIO 
LYNN  S,  SPRINGFIELD,  MISSOURI 
NEAL  HAROLD,  ST.  CLOUD,  MINNESOTA 
RICHARD  M.,  NAPERVILLE,  ILLINOIS 
,  TERRENCE  AUSTIN,  HEST  PALM  BEACH 
ROHELL,  JAMES  MICHAEL.  DECATUR,  GEORGIA 
ROHELL  RONNY  TERRELL,  FULLERTON,  CALIFORNIA 
ROHELL   STEVEN  RHOADES,  BRATTLEBORO,  VERMONT 
ROHELL  MILLIE  JOE,  FORT  MC  CLELLAN,  ALABAMA 
ROHIN,  EDHIN,  HARTFORD,  CONNECTICUT 
ROHINSKI,  CHARLES  SYLVESTER,  HOODBRIDGE,  NEW  JERSEY 
ALVAN  ALBERT,  BELMOPAN,  BELIZE 
FRANKLYN  DEE,  MURRAY,  UTAH 
JERRY  LEE,  CHUBBUCK,  IDAHO 
JODY  PERRY,  AIKEN,  SOUTH  CAROLINA 
PATRICK  MICHAEL,  EUGENE,  OREGON 
PRESTON  B,  PIKESVILLE,  MARYLAND 
RONALD  RANDOLPH,  NEH  YORK,  NEH  YORK 
ROHLEY  JAMES  HENRY,  NORTH  SCITUATE,  RHODE  ISLAND 
ROHLEY  SHAWN  EDHARD,  SOUTHFI ELD  MICHIGAN 
ROHLISON,  DENNIS  L.,  JACKSON,  MICHIGAN 
ROXSON   CAMILO,  SANTA  ROSA,  CALIFORNIA 
ROXSON  GEORGE  D.,  LAKEPORT,  CALIFORNIA 
ROY  BRIAN  SCOTT,  BENTON,  KENTUCKY 
ROY  JEFFREY  JOSEPH,  AMHERST,  MASSACHUSETTS 
ROY!  JOYCE  A,  REDLAKE,  MINNESOTA 
ROYAL,  ALVIN,  ECORSE,  MICHIGAN 
ROYAL,  GEORGE,  ATLANTA,  GEORGIA 
ROYALL.  LYNN  E.,  ALEXANDER  CITY,  ALABAMA 
ROYBAL  DAVID  BENNIE,  ALBUQUERQUE,  NEH  MEXICO 
ROYLE,  STUART  HALKER,  HACO,  TEXAS 
R07FI L   MARY  ANN,  CHICAGO,  ILLINOIS 
RUANE  JOHN  F."  JR-.  CANTON,  MASSACHUSETTS 
RUBESHAFRANK^HOMAS   EAST  CHICAGO  INDIANA 

RUBEY,  ORVAL  EUGENE,  VISALIA,  CALIFORNIA 
biirtn  DANIEL  DAVID.  DENVER,  COLORADO 
RUB  k.  FREDERICK  MICHAEl -.^SMOUTH  NEW  HAMPSHIRE 
RUBINO  ROBERT  ARTHUR,  ORANGE,  CONNECTICUT 
RUBIS,  JOHN  CHARLES,  CANTON,  OHIO 
RllRI  F  ROBERT  LEE,  KENNESAW,  GEORGIA 
RXHh6fT?R0BERTPAUL,  LOS  ANGELES  CALIFORNIA 
RUCKER  GREGORY,  WILLINGBORO,  NEW  JERSEY 
RUCKER.  IVY  LORRAIN,  PIEDMONT,  CALIFORNIA 
RUDDER  BOBBY  M. ,  BAKERSFIELD,  CALIFORNIA 
RUDE  CURTIS  EDWARD,  AUSTIN,  MINNESOTA 
RUDGE,  HARPER  R. ,  MCDONALD,  OHIO 

RUDNICK,  ROBERT  R,  MINDEN,  NEVADA        WIcC0NSIN 
RUDOLPH,  EDWARD  A.,  JR.,  PORT  WASHINGTON,  WISCONSIN 
!  RUDOLPH  GEORGE  W. ,  BUFFALO,  NEW  YORK 
I  RUDOLPH,  HOHARD  E.,  CLEVELAND,  OHIO 
f  RUDOLPH,  WARREN,  WINCHESTER,  VIRGINIA 
RUE  LLOYD,  JR,  LAFAYETTE,  LOUISIANA 
RUEB,  GUY  WILLIAM,  GUTHRIE,  OKLAHOMA 
RUEBLING,  GARY  L,  ST.  PETERS,  MISSOURI 
RUECKER,  RONALD  CURTIS,  SALEM,  OREGON 
RUEFF,  DAVID  ANDREW,  NASHVILLE,  TENNESSEE 
rufhi   RUSSELL  FRED.  PALOS  HEIGHTS,  ILLINOIS 
RUELAS  JOE  LUIS  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RUESCH  KENT  EUGENE,  CHARLOTTE,  MICHIGAN 
RUET,  JOSEPH  WILLIAM,  GILBERT,  ARIZONA 
RUFENER,  LORNA  KRIS,  KENT  WASHINGTON 
RUFFINO,  RICHARD  THOMAS,  HACKENSACK  NEW  JERSEY 
tt   RUFTY,  THOMAS  D,  ROCKVILLE,  MARYLAND 

RUGGIERO,  ANTHONY  GEORGE,  BATON  ROUGE,  LOUISIANA 
RUGGLES,  MICHAEL  GENE   NORHALK,  OH  0 
RUHANA,  GEORGE  MICHAEL,  DETROIT,  MICHIGAN 
RUHL  GARY  LEE,  ST.  JOSEPH,  MICHIGAN 
RUHLi  JEANETTE'KAY,  SEATTLE,  WASHINGTON 
RUHLAND,  JAMES  RANDOLPH ,  JR,  SALEM,  VI RGINI A 
U   RUI7  DE  JESUS  PEDRO  J,  CAGUAS,  PUERTO  RICO 
RUIZ-BORRAS  WILLIAM,  SAN  JUAN,  PUERTO  RICO 
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RUIZ, 
RUIZ, 
RUIZ, 
RULE, 
RULE, 
RULO, 


RUSH, 
RUSH, 
RUSH, 
RUSH, 
RUSH, 
RUSH, 
RUSH, 
RUSH, 


RUSHING, 
RUSHING, 
RUSHING, 
RUSHTON, 
RUSINKO, 


ALBERTO,  SAN  JUAN,  PUERTO  RICO 
ANDRES  M.,  QUEZON  CITY,  PHILIPPINES 
RAMON   SAN  ANTONIO,  TEXAS 

ROBERT  ALLEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RONALD  JOSEPH,  FORT  RILEY,  KANSAS 
,,  MICHAEL  LAWRENCE,  WOODLAND  PARK,  COLORADO 
RUMMEL,  CHARLES  ARNOLD,  DICKINSON,  NORTH  DAKOTA 
RUNDE,  GERALD  JOSEPH,  BAY  CITY,  MICHIGAN 
RUNDE,  KENNETH  JAMES,  DUBUQUE,  IOWA 
RUNGE  WARREN  SLATER,  BRIDGETON,  MISSOURI 
RUNKEL,  CHARLES  P,  SPRINGFIELD,  ILLINOIS 
RUNKLE.  ROBERT  J,  LAS  VEGAS,  NEVADA 
RUNNING,  BRENT  CHARLES,  MINNEAPOLIS,  MINNESOTA 
RUNYON,  DAMON  LARRY,  COLLINSVILLE,  ILLINOIS 
RUNYON,  HOWARD,  L.,,  CLINTON,  NEW  JERSEY 
RUNYON,  JOEY  EUGENE,  HANNIBAL,  MISSOURI 
RUNYON  MICHAEL  THOMAS,  SALEM,  OREGON 
RUONALA,  RICHARD  PHILLIP,  GOOSE  CREEK,  SOUTH  CAROLINA 
RUONAVAARA,  KENNETH  C,  SAGINAW,  MICHIGAN 
RUOTOLO,  LOUIS  W. ,  EAST  BRUNSWICK,  NEW  JERSEY 
RUPARD  STEVE  THOMAS,  PIKESVILLE,  MARYLAND 
RUPERT!  HAROLD  DONALD,  GREENSBURG,  PENNSYLVANIA 
RUPF,  WARREN  EUGENE,  MARTINEZ,  CALIFORNIA 
RUPNIK,  ANDREJ,  LJUBLJANA,  SLOVENIA 
RUPPENTHAL,  GOODHYN  J.,  MONTGOMERY,  ALABAMA 
RUPPERT,  E.  J.,  IOWA  CITY,  IOWA 
RUSCH,  HENRY  EVART,  GREELEY,  COLORADO 
RUSH,  ALLEN  C. ,  TOPEKA,  KANSAS 
CECIL  F.  BEAUMONT,  TEXAS 
CLARENCE  W,  MOUNT  LEBANON,  PENNSYLVANIA 
CLYDE  C,  BEAUMONT,  TEXAS         ,.-„,„, 
JAMES  CRAIG,  NORTH  CALDWELL,  NEW  JERSEY 
JAMES  F.,  PHILLIPSBURG,  NEW  JERSEY 
STEPHEN  COLIN,  BEDFORD,  VIRGINIA 
WILLIAM  GEORGE,  HEDWIG  VILLAGE,  TEXAS 
,  WILLIAM  P.,  WEST  HARTFORD,  CONNECTICUT 
RUSHIN,  GREGORY  WAYNE,  PLANO,  TEXAS 
RUSHING,  LEON,  MARTIN,  TENNESSEE 

SUSAN  DEERING,  METAIRIE,  LOUISIANA 
THOMAS  JEROME,  GRETNA,  LOUISIANA 
WILLIAM,  ALLEN,  TEXAS 
OLIN  DUDLEY,  SALUDA,  SOUTH  CAROLINA 
,  KENNETH  JOHN,  CLEVELAND,  OHIO 
RUSO  KARL  HEINZ,  VIENNA,  AUSTRIA 
RUSS  BRADLEY  JAY,  PORTSMOUTH,  NEW  HAMPSHIRE 

SSI'  gSeCBENNETT°UJr'  RALEIGH,  NORTH  CAROLINA 
RuIIaRT  WERNER  WIESBADEN  FEDERAL  REPUBLIC  OF  GERMANY 
RUSSEL  JAY  ALAN,  SR,  TAMPA,  FLORIDA 
RUSSEL  RICHARD  J.,  PORT  HURON,  MICHIGAN 
RUSSELL,  BRUCE  A.,  CONCORD,  NEW  HAMPSHIRE 
(UbbtLL,  m<u    n|lSON,  PHOENIX,  ARIZONA 

DONALD  PATRICK,  JR,  RUTLAND,  VERMONT 
FREDERICK  LEE,  BEDFORD,  VIRGINIA 
,  GAIL  STEPHEN,  GREEN  COVE  SPRINGS, 
RUSSELL  GLENN  D.,  RALEIGH,  NORTH  CAROLINA 
RUSSELL  GREGORY  ALLEN,  SOLDOTNA  ALASKA 
JAMES  L.,  LINCOLN,  NEBRASKA 
LARRY  DEE,  JACKSONVILLE,  FLORIDA 
LOUIS  HOMER,  BATON  ROUGE,  LOUISIANA 
LOUISE  E.,  SANTA  BARBARA,  CALIFORNIA 
MARIGOLD,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
NELSON  MONROE,  CONCORD,  NEW  HAMPSHIRE 
PAUL  J,  BOSTON,  MASSACHUSETTS 
RFGTNALD  A   BAY  CITY,  MICHIGAN 
RICHARD  ADAH,  LONDONDERRY,  NORTHERN  IRELAND 
RICHARD  JACKSON,  NOBLESVILLE,  INDIANA 
ROBERT  ANDREW,  II,  KANEOHE  BAY,  HAWAII 
ROBERT  D,  FAIRFAX,  VIRGINIA 
ROBERT  P,  NASHVILLE,  TENNESSEE 
SCOTT  DAVID,  FORT  EUSTIS,  VIRGINIA 
SOMME,  YAZOO  CITY,  MISSISSIPPI 
STEVEN  LEE,  MEMPHIS,  TENNESSEE 
,  STEVEN  MARK,  ROGERS,  ARKANSAS 
RUSSI   JOHN  M,  TALLAHASSEE,  FLORIDA 
RUSS IN,  RANDALL  BRENT,  TOMSON  MARYLAND 
RUSSO,  CARMINE  F,  WESTBROOK,  MAINE 

MICHAEL  EARL,  HIALEAH,  FLORIDA 
MICHAEL  SCOTT,  INDIANAPOLIS,  INDIANA 
ROBERT,  NEW  YORK,  NEW  YORK 
THOMAS,  NEW  YORK,  NEW  YORK 
THOMAS  JOSEPH,  MONTCLAIR,  NEW  JERSEY 
VINCENT  MARIO,  CHICAGO,  ILLINOIS 
i  WILLIAM,  SR.,  MAHWAH,  NEW  JERSEY 
RUSSOTTO  DARIO  J,  ENFIELD,  CONNECTICUT 
RUSZKOHSKI   DONALD  A,  SOUTH  BEND,  INDIANA 
RUTALLIE,  LANCE  MARK  INDIANAPOLIS,  INDIANA 
RUTH.  HOHARD  J,  KEYPORT,  NEW  JERSEY 
RUTH  JOHN  RUSSELL,  EASTLAKE,  OHIO 
RUTH  RICHARD  STEPHEN,  ATLANTA,  GEORGIA 
RUTH  WILLIAM  V  .  NEW  YORK,  NEW  YORK 
RUTHERFORD  ANDREHL.,  WILLIAMSBURG  VIRGINIA 

ZSZ'    HERBERT-HALS',  WASHINGTON,  DISTRICT  OF  CO 
RUTHERFORD'.  JOHN  HENRY,  JACKSONVILLE  FLORIDA 
RUTHERFORD  JONATHAN  DEWEY ,  ST.  ALBANS ,  WEST  VIRGI NI A 

KeTnEIlTwAYNE  °   i  E'cSBS:  A^BAMARGINIA 
rTKOSKE,NTHOMASAmCHAEL .GLEMDALE .CALIFORNIA 
RUTLAND,  CHARLES  M,  KIRTLAND  AFB,  NEW  MEXICO 
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RUSSELL, 
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FLORIDA 


RUSSO, 
RUSSO, 
RUSSO, 
RUSSO, 
RUSSO, 
RUSSO, 
RUSSO, 
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RUTLEDGE,  DAVID  PHILIP  -  SANDOVAL,  JOE  G. 
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RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 


RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 


RUTLEDGE,  DAVID  PHILIP,  ASHEVILLE,  NORTH  CAROLINA 
RUTLEDGE,  DONALD  R.,  BLOUNTVILLE,  TENNESSEE 
RUTLEDGE,  STEPHEN  G,  SPRINGFIELD,  ILLINOIS 
RUTTELL-MEDINA,  JORGE  JUAN,  PONCE,  PUERTO  RICO 
RUXLOH,  THOMAS  R,  DES  MOINES,  IOHA 
RUZGA,  THOMAS  VYTAUTAS,  GARY,  INDIANA 
RUZICKIS,  CATHRYN,  PERTH,  AUSTRALIA 
RUZINSKI,  ANNA  MARIA,  MILHAUKEE,  HISCONSIN 
RYALS,  ELMER  L,  MEMPHIS,  TENNESSEE 
RYALS,  MARVIN  URIEL,  EL  PASO,  TEXAS 
RYAN,  ALBERT  E.,  ARLINGTON,  MASSACHUSETTS 
RYAN,  ARTHUR  HUDSON,  LOHELL,  MASSACHUSETTS 
RYAN,  ARTHUR  HUDSON,  JR,  LOHELL,  MASSACHUSETTS 
RYAN,  CHARLES  J.,  GARDEN  CITY,  NEH  YORK 
RYAN,  CHARLES  V,  OKLAHOMA  CITY,  OKLAHOMA 

DARRELL  EUGENE,  NASHVILLE,  TENNESSEE 

DENNIS  PATRICK,  LANGLEY  AFB,  VIRGINIA 

FREDERICK,  CONCORD,  MASSACHUSETTS 

GEORGE  R.,  MADISON,  HISCONSIN 

JACK  H.,  OXNARD,  CALIFORNIA 

JOHN  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

JOHN  FARRELL,  NEH  YORK,  NEH  YORK 

JOHN  MICHAEL,  JACKSONVILLE,  ILLINOIS 

JOSEPH  F,  BINGHAMTON,  NEH  YORK 

JOSEPH  GORDON,  NAMPA,  IDAHO 

LLOYD  L,  OREGON  CITY,  OREGON 

MARTIN  ARTHUR,  SACRAMENTO,  CALIFORNIA 

MARY  ELIZABETH,  NEH  CITY,  NEW  YORK 
RYAN,  MAUREEN  CATHERINE,  NEH  YORK,  NEW  YORK 
RYAN,  NELSON  EMMETT,  MANASSAS,  VIRGINIA 

RICHARD  ALLEN,  BLOOMINGTON,  ILLINOIS 

RICHARD  ANTHONY,  DECATUR,  ILLINOIS 

ROBERT  F,  BOSTON,  MASSACHUSETTS 

THOMAS  G,  NEW  YORK,  NEW  YORK 

THOMAS  J,  SILVER  CITY,  NEW  MEXICO 
RYAN,  THOMAS  JOHN,  NEW  YORK,  NEW  YORK 
RYAN,  TIMOTHY  GEORGE,  NORTH  LAS  VEGAS,  NEVADA 
RYAN,  TIMOTHY  PATRICK,  OAKLAND,  CALIFORNIA 
RYAN,  WILLIAM  EDWARD,  TOWSON,  MARYLAND 
RYAN,  WILLIAM  EDWIN,  MINNEAPOLIS,  MINNESOTA 
RYAN,  WILLIAM  G. ,  NEW  YORK,  NEW  YORK 
RYAN,  WILLIAM  H. ,  LANSING,  MICHIGAN 
RYAN,  WILLIAM  R. ,  SOUTH  HINDSOR,  CONNECTICUT 
RYANS,  PERVIS  J,  JR,  BOSTON,  MASSACHUSETTS 
RYBA,  JAMES  RICHARD,  FRANKLIN,  NEW  HAMPSHIRE 
RYBAR,  JOHN  A,  MC  KEESPORT,  PENNSYLVANIA 
RYBICKI,  JAMES  EDWARD,  SR,  CAPE  MAY  COURT  HOUSE,  NEW  JE 
RYCKMAN,  KENNETH  ANDREW,  JR,  WAUKEGAN,  ILLINOIS 
RYE,  RICHARD  EVERETT,  GLADSTONE,  OREGON 
RYLAND,  RALPH  B,  SR,  HAGERSTOWN,  MARYLAND 
RYMPH,  GEORGE  LEWIS,  JR,  POUGHKEEPSIE,  NEW  YORK 
RYON,  JAMES  ROBERT,  HINESVILLE,  GEORGIA 
S.  ANTHONY  THANGARAJ,,  KUALA  LUMPUR,  MALAYSIA 
SAACKS,  ANTOINE  M,  JR,  NEW  ORLEANS,  LOUISIANA 
SAAVEDRA,  THOMAS  SAMUAL,  MERCED,  CALIFORNIA 
SABA,  THOMAS  C. ,  PLYMOUTH,  MINNESOTA 
SABATINO,  EUGENE  J.,  YOUNGSTOWN,  OHIO 
SABATINO,  FRANK  GEORGE,  WEST  TRENTON,  NEW  JERSEY 
SABEH-AION,  MOHAMMAD  ALI,  BEIRUT,  LEBANON 
SABEN,  DAVID  GILBERT,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
SABIN,  JAMES  PREN,  LONDON,  OHIO 
SABIN,  LINHOOD  LEE,  FLUSHING,  MICHIGAN 
SABLAN,  FERNANDO  LEON  GUERRERO,  AGANA,  GUAM 
SABLE,  ERNEST  P.,  SAN  DIEGO,  CALIFORNIA 
SABO,  TERRY  LEE,  LINCOLN,  ILLINOIS 
SABOL,  MICHAEL  A,  HARRISBURG,  PENNSYLVANIA 
SACAGUING,  ARTEMIO  MENDOZA,  MANILA,  PHILIPPINES 
SACCO,  ANTHONY,  SPRINGFIELD,  ILLINOIS 
SACCO,  GLORIE  JULIE,  LA  MESA,  CALIFORNIA 
SACIA,  THOMAS  MARK,  ELLSWORTH,  WISCONSIN 
SACKETT,  MILTON  G. ,  SOUTHFIELD,  MICHIGAN 
SACKS,  MAX  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SADEGHI-TEHRANI-MEHDI,,  TEHRAN,  IRAN 
SADER,  RICHARD  DEAN,  WAUKESHA,  WISCONSIN 
SADERUP,  DEAN  E,  ELY,  NEVADA 
SADLER,  DANNY  LEE,  NORMAL,  ILLINOIS 
SADLER,  DAVID  WILLIAM,  ELMIRA,  NEW  YORK 
SADOWSKI,  JOHN  EDWARD,  TOMS  RIVER,  NEW  JERSEY 
SADOWSKI,  RAYMOND  WALTER,  NORTHBROOK,  ILLINOIS 
SAENZ,  HOMER  G. ,  BROWNSVILLE,  TEXAS 

SAENZ,  ROBERTO  SERGIO,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SAFFERY,  EUGENE  HENRY,  SR,  WAILUKU,  MAUI,  HAWAII 
SAGANS,  JAMES,  HARRISBURG,  PENNSYLVANIA 
SAGE,  DAVID  RAY,  FORT  ORD,  CALIFORNIA 
SAGER,  CHARLES  RICHARD,  GRAND  PRAIRIE,  TEXAS 
SAGOL,  RICARDO  ALBERTO,  BUENOS  AIRES,  ARGENTINA 
SAHIN,  HUSEYIN  GUNGOR,  ANKARA,  TURKEY 
SAINAGHI,  ANTHONY  A,  STOCKTON,  CALIFORNIA 
SAINSBURY,  PAUL  ROBERT,  MADISON,  WISCONSIN 
SAINT  VINCENT,  VERNE  R,  AURORA,  COLORADO 
SAIS,  NICK  J,  SANTA  FE,  NEW  MEXICO 
SAITO,  SHINICHI,  TOKYO,  JAPAN 
SAITTA,  JAMES  JOSEPH,  NEH  YORK,  NEH  YORK 
SAITZ,  DANIEL  MICHAEL,  AURORA,  COLORADO 
SAJJAPHAN,  PARKPOOM,  BANGKOK,  THAILAND 
SAK,  THOMAS  ROBERT,  GARY,  INDIANA 
SAKAMOTO,  LEON,  POMONA,  CALIFORNIA 
SAKAMOTO,  TOSHIKAZU,  OSAKA,  JAPAN 
SAKODA,  JIMMY  T.,  LOS  ANGELES,  CALIFORNIA 
SAKOIAN,  JOHN  MICHAEL,  UPPER  ST  CLAIR,  PENNSYLVANIA 
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SALAGNAC,  PHILIPPE,  GUADELOUPE,  FRANCE 
SALAH  EL-DIN,  MOHAMED  WAGIH,  CAIRO,  EGYPT 
SALAME,  EDWARD,  GRAPEVINE,  TEXAS 
SALAS  WENZEL,  JUAN  C,  SANTIAGO,  CHILE 
SALAS,  DAVID  JAMES,  LAS  VEGAS,  NEVADA 

SALAS,  JUAN  SABLAN,  SAIPAN,  FEDERATED  STATES  OF  MICRONE 
SALAS,  ROBERT  MARTINEZ,  VENTURA,  CALIFORNIA 
SALAZAR  GUTIERREZ,  MANUEL,  SANTIAGO,  CHILE 
SALAZAR-OCONITRILLO,  RAIMUND,  SAN  JOSE,  COSTA  RICA 
SALAZAR,  JIMMY  RUSSELL,  SANTA  FE,  NEW  MEXICO 
SALDIAS-ARTEAGA,  JOSE  ANTONI,  SANTIAGO,  CHILE 
SALDIVAR,  RICHARD,  SAN  JOSE,  CALIFORNIA 
SALE,  MICHAEL  ARTHUR,  TORONTO,  CANADA 
SALE,  RONALD  LEE,  MODESTO,  CALIFORNIA 
SALEEN,  THOMAS  E,  LEWISTON,  IDAHO 
SALEH,  ABDEL  RAOUF,  CAIRO,  EGYPT 
SALEMME,  JOHN  ALBERT,  NEWTON,  MASSACHUSETTS 
SALESE,  GIOVANNI,  ROME,  ITALY 

SALESKI,  ROBERT  STEPHEN,  MEDWAY,  MASSACHUSETTS 
SALETTA,  RICHARD  JOSEPH,  MAYVILLE,  NEW  YORK 
SALGADO,  JUAN  CARLOS,  SANTIAGO,  CHILE 
SALINAS,  MARIO,  EDINBURG,  TEXAS 
SALINAS,  ROBERTO,  JR,  EDINBURG,  TEXAS 
SALISBURY,  WAYNE  LYLE,  HILLSBORO,  OREGON 
SALLE,  JOHN  PARK,  SALEM,  OREGON 
SALLE,  STEVEN  KIRTLEY,  ST  HELENS,  OREGON 
SALLEY,  JOHN  THOMAS,  ALAMOGORDO,  NEW  MEXICO 
SALLMAN,  DAVID  HARRIS,  FRIDLEY,  MINNESOTA 
SALO,  DONALD  GEORGE,  FORT  BENNING,  GEORGIA 
SALO,  JOUKO  UOLEVI,  HELSINKI,  FINLAND 
SALO,  MICHAEL  VICTOR,  TROY,  NEW  YORK 
SALOM-CLOTET,  D  MIGUEL,  BARCELONA,  SPAIN 
SALTER,  HUGH,  RALEIGH,  NORTH  CAROLINA 
SALTER,  JACK  PERRY,  GARDEN  CITY,  MICHIGAN 
SALTZMAN,  MICHAEL  DALE,  INDIANAPOLIS,  INDIANA 
SALTZMAN,  MICHAEL  JOHN,  FRAMINGHAM,  MASSACHUSETTS 
SALVADOR,  MAX  BALAO,  MANILA,  PHILIPPINES 
SALVADOR,  VICTOR  MARK,  LAKE  CHARLES,  LOUISIANA 
SALVATORE,  ANTHONY  JAMES,  CROMWELL,  CONNECTICUT 
SALVATORE,  JOHN  LEROY,  WETHERSFIELD,  CONNECTICUT 
SALVATORE,  PAUL  A.,  WATERBURY,  CONNECTICUT 
SALVERDA,  RICHARD  HENRY,  ROSEVILLE,  MINNESOTA 
SAMANIEGO,  LEONARDO,  EL  PASO,  TEXAS 
SAMANIEGO,  RAMON  JOHN,  III,  TUSCALOOSA,  ALABAMA 
SAMARRA,  CHARLES  E.,  ALEXANDRIA,  VIRGINIA 
SAMBOR,  GREGORE  J,  PHILADELPHIA,  PENNSYLVANIA 
SAMEK,  STEVEN  PAUL,  PUEBLO,  COLORADO 
SAMELSTAD,  MARK  WALTER,  MONROE,  WISCONSIN 
SAMMON,  KATHLEEN  MARIE,  NEW  YORK,  NEW  YORK 
SAMPILA,  DANIEL  DEAN,  CHICAGO,  ILLINOIS 
SAMPLE,  DAVID  RANDOLPH,  BEAUMONT,  TEXAS 
SAMPLE,  DENNIS  ALLEN,  SALEM,  NEW  JERSEY 
SAMPLEY,  RAY  HOUSTON,  KNOXVILLE,  TENNESSEE 
SAMPSON,  ARTHUR  WAYNE,  SHREWSBURY,  MASSACHUSETTS 
SAMPSON,  DOUGLAS  JAMES,  CENTER  CITY,  MINNESOTA 
SAMPSON,  EDWARD  D,  CORONA,  CALIFORNIA 
SAMPSON,  ROBERT  DAVID,  BEAVERCREEK,  OHIO 
SAMPSON,  ROBERT  M,  ELY,  NEVADA 
SAMS,  GEORGE  H. ,  CHICAGO,  ILLINOIS 
SAMUEL,  RICHARD  M. ,  RIVER  FOREST,  ILLINOIS 
SAN  MARCO,  CHARLES  S,  ST  PETERSBURG,  FLORIDA 
SANBORN,  BOYCE  ARNOLD,  SOUTH  PORTLAND,  MAINE 
SANBORN,  BRUCE  D. ,  COLUMBUS,  GEORGIA 
SANCHEZ  MORALES,  EDGAR,  BOGOTA,  COLOMBIA 
SANCHEZ-FONSECA,  JORGE  ARNOLDO,  SAN  JOSE,  COSTA  RICA 
SANCHEZ,  DANIEL,  JR,  CHICAGO,  ILLINOIS 
SANCHEZ,  ERNEST  ADAM,  JR,  BATON  ROUGE,  LOUISIANA 
SANCHEZ,  FREDDIE,  OAKLAND,  CALIFORNIA 
SANCHEZ,  MARIO  VALLEJANO,  CALEXICO,  CALIFORNIA 
SANCHEZ,  MICHAEL  JAMES,  SALIDA,  COLORADO 
PATRICIA  ANN,  DALLAS,  TEXAS 
PHILLIP  LEE,  SANTA  MONICA,  CALIFORNIA 
RICHARD  ABEL,  LOS  ANGELES,  CALIFORNIA 
TONY  S,  GALLUP,  NEW  MEXICO 
SANDBERG,  KENT  RANDALL,  NORTH  BEND,  OREGON 
SANDBERG,  RICHARD  A.,  CHICAGO,  ILLINOIS 
SANDBERG,  RICHARD  E,  SAN  DIEGO,  CALIFORNIA 
SANDELIER,  TONY,  HOLLYWOOD,  FLORIDA 
SANDERS,  ARTHUR  J.,  FAIRFAX,  VIRGINIA 
CHARLES  R.,  SALEM,  ILLINOIS 
CHARLES  STEPHEN,  RIPLEY,  TENNESSEE 
DARRELL  LYNN,  FRANKFORT,  ILLINOIS 
EDWARD  L,  HILLSBORO,  OREGON 
JAMES  FLOYD,  NAPLES,  FLORIDA 
JAMES  WALTER,  BLYTHEVILLE,  ARKANSAS 
JOHN  C,  YORKTOWN  HEIGHTS,  NEW  YORK 
SANDERS,  JOSEPH  DAVID,  MARTIN,  TENNESSEE 
SANDERS,  LARRY  EVAN,  HOT  SPRINGS,  ARKANSAS 
SANDERS,  MARSHALL  C,  BOLING  AFB,  DISTRICT  OF  COLUMBIA 
SANDERS,  MYRON  BERNARD,  WILLISTON,  NORTH  DAKOTA 
SANDERS,  RICKEY  LE,  FORT  LEWIS,  WASHINGTON 
SANDERS,  TERRY  EUGENE,  VALLEY,  ALABAMA 
SANDERS,  VAN  A,  ANDREWS  AFB,  MARYLAND 
SANDERS,  WILLIAM  FRANK,  TRENTON,  TENNESSEE 
SANDERSON,  JAMES  GILLIAN,  COMMERCE  CITY,  COLORADO 
SANDERSON,  LAWRENCE  JAMES,  CAHOKIA,  ILLINOIS 
SANDFORT,  MICHAEL  FELIX,  CASPER,  WYOMING 
SANDIDGE,  DONALD  E,  ALTON,  ILLINOIS 
SANDIE,  ROBERT  F.,  MINEOLA,  NEW  YORK 
SANDOVAL,  JOE  G. ,  LOS  ANGELES,  CALIFORNIA 
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SANDRIDGE,  MALCOLM  M. ,  JR.  -  SCHENCK,  DUANE  C 
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SANDRIDGE,  MALCOLM  H. ,  JR.,  CHARLOTTESVILLE,  VIRGINIA 

SANDS   HARRY  SLATER,  JR,  TITUSVILLE,  FLORIDA 

SANDS!  JACK  M.  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SANDS   RODNEY  JOSEPH,  JR,  LAKEMORE,  OHIO 

SaUdSTROM.  ERLING  M.;  BEAR  MOUNTAIN   NEW I  YORK 

SANFORD,  BRENDA  KAY,  KANSAS  CITY,  MISSOURI 

SANFORD,  CURTIS  G. ,  MALDEN,  MASSACHUSETTS 

SANFORD,  HOHARDT.,  INDIANA,  PENNSYLVANIA 

SANFORD,  J  RAY,  JR,  MONTGOMERY,  ALABAMA 

SANFORD,  LOGAN  H.,  TOPEKA,  KANSAS 

SANGMITR,  KASEM,  BANGKOK,  THAILAND 

SANGMITR,  PRAMOAT,  BANGKOK,  THAILAND 

SANGSTER,  JOHN  H. ,  JR.,  LAKELAND,  FLORIDA 

SANSEVERINO,  VINCENT,  NEW  YORK,  NEH  YORK 

SANSONE,  FRED  M. ,  MEMPHIS,  TENNESSEE 

SANTIAGO  ECHEVARRIA,  EDDIE,  SAN  JUAN.  PUERTO  RICO 

SANTIAGO,  MIGUEL  ANGEL,  SAN  JUAN,  PUERTO  RICO 

SANTO,  LOUIS  H,  HEST  PALM  BEACH,  FLORIDA 

SANTOMAURO,  JOHN  ROLAND,  CANTON   MICHIGAN 

SANTOR,  DAVID  ALLEN,  SIERRA  VISTA,  ARIZONA 

SANTOR   RONNIE  LEE,  ALBANY,  NEH  YORK 

SANTORO,  PHILIP  LOUIS,  SR,  READING,  PENNSYLVANIA 

SANTOS  VELEZ,  ANIBAL,  SAN  JUAN,  PUERTO  RICO 

SANTOS,  FRANK  NUNES,  III,  HAILUKU,  MAUI,  HAWAII 

SANTOS,  MARIO,  JR,  LAREDO,  TEXAS 

lillT5lci!IFS0AHi|-HICH0AEEr,U?PEBRR^LE  RIVER,  NEW  JERSEY 

SANTUCCI,  RICHARD  ANGELO,  BUFFALO,  NEW  YORK 

SAPP  GLEN  ELLERY,  PUNTA  GORDA,  FLORIDA 

SAPPINGFIELD,  ROBERT  C. ,  SALEM,  OREGON 

SAPYEN,  NARONG,  BANGKOK,  THAILAND 

SARAGOZA,  SAVAS,  TEXAS  CITY,  TEXAS   ,.„_„_. 

SARCINELLA,  ANDREW  JOSEPH,  AUBURN   CALIFORNIA 

SARCONE,  RICHARD  NICHOLAS,  CROTON-ON-HUDSON,  NEW  YORK 

SARDINO,  FRANK,  SYRACUSE,  NEW  YORK 
!  SARGEANT,  ROBERT  G,  HILLSBORO,  OREGON 

SARGENT  PHIL  SCOTT,  PICKENS,  SOUTH  CAROLINA 

SARLO   KEVIN  ANTHONY,  EAST  HAMPTON,  NEW  YORK 
I  SARNO  HENRY  CHARLES,  NEW  YORK,  NEW  YORK 

SARO  MONCLOA,  JUSTO  MANUEL,  BARCELONA,  SPAIN 

SAROUIZ.  ALFRED  A.,  KALAMAZOO,  MICHIGAN 

SARRIS,  TODD  HOLM,  EAST  HAMPTON,  NEW  YORK 
I  SARTOR  RICHARD  J,  CHESHIRE,  CONNECTICUT 

SARVELLO,  SALVATORE  DOMINIC,  MARQUETTE,  MICHIGAN 

#  qarvpr  WINSTON  H  COCOA  BEACH,  FLORIDA 
IaRVIs'  WILLIAM  BOSTON  WASHINGTON,  DISTRICT  OF  COLUMBI 
SASALA  JOSEPH  A.,  HARRISBURG,  PENNSYLVANIA 
SASS   STANLEY  WALTER,  MOUNT  VERNON,  WASHINGTON 
SASSI,  RICHARD  JOSEPH,  BEACON,  NEW  YORK 
SASSMAN,  RODGER  MARK,  AUSTIN,  TEXAS 
SATCHER,  JERRY  DON,  HOUSTON,  TEXAS 
SATO,  KAZUO,  TOKYO,  JAPAN 

#  SATO.  TATSUMI,  HILO,  HAWAII 
SATRULEE.  MANOCH,  BANGKOK,  THAILAND 
SATTERFIELD,  DANNY  L.,  NASHVILLE,  TENNESSEE 
SATTERF  ELD  KIMBERLEE  FALL   WASHINGTON  DISTRICT  OF  CO 
SATTERLEE,  TERRANCE  LYNN,  SIOUX  FALLS,  SOUTH  DAKOTA 
SATTERHHITE,  MICHAEL  LEE,  LONGVIEW,  TEXAS 

#  SATTIG,  DAVID  B.,  WILLARD,  OHIO 
SATTLER,  DAVID  EDHARD,  COPLEY,  OHIO 
SAUCEDA,  EZEOUIEL  D. ,  BROWNSVILLE,  TEXAS 
SAUCEDO,  PAUL  G,  EL  PASO,  TEXAS 

#  SAUER,  DAVID  D,  ABERDEEN,  SOUTH  DAKOTA 
SAUER,  MICHAEL,  HAMBURG,  NEW  YORK 

#  SAULNIER,  CHARLES  NORMAN,  RENO,  NEVADA 
SAULS  MicHAEL  JAY.  GREENEVILLE,  TENNESSEE 

#  SAULSBURY,  DONN  DUANE,  UKIAH,  CALIFORNIA 
SAULTERS,  HAROLD  DOUGLAS,  ST.  CHARLES,  MISSOURI 
SAUM,  BYRON  GENE,  AURORA,  ILLINOIS 

#  SAUNDERS,  ERNEST  E.,  TALLAHASSEE   FLORIDA 

sTncIerI'  KelT*    erg       S         'klino!^" 
aunders!  Raymond  8:,  cape  may  court  house    new  jersey 

SAUNDERS,  REGINALD  STUART,  ALBANY,  NEW  YORK 
SAURO,  DANIEL  A,  WAYLAND,  MASSACHUSETTS 
SAUTER  KATHLEEN,  SPRINGFIELD,  ILLINOIS 
SAUTER  KEVIN  ALAN,  COLTS  NECK.  NEW  JERSEY 

#  SAVAGE,  ALTON  E.,  AUBURN,  MAINE        ,„.„„,. 
SAVAGE!  BRENDAN  JOHN,  WESTMINSTER,  CALIFORNIA 
SAVAGE,  DON  G,  PALMER,  ALASKA         ..-«■«,. 
SAVAGE  DONALD  PHILLIP,  SACRAMENTO,  CALIFORNIA 
SAVAGE  DONALD  T.,  SYRACUSE,  HEW  YORK 
SAVAGE,  GREGORY  WKLIAM,  OAKLAND,  CALIFORNIA 
SAVAGE   JAMES  A.,  EUCLID,  OHIO 
SAVAGE  L1NDEL  M   SAN  BERNARDINO,  CALIFORNIA 
SAVAGE   MARY  ANN   SACRAMENTO,  CALIFORNIA 
SAVAGE  MICHAEL  DEAN,  GREELEY,  COLORADO 
IaVAGE   RAYMOND  FREDRICK,  WARR  ACRES,  OKLAHOMA 
SAVAGE   RONALD  WILLIAM.  LANCASTER.  PENNSYLVANIA 
SAVAGE  WILLIAM  HENRY.  JR,  NEW  YORK,  NEW  YORK 
SAVARESE   JAMES  GORDON,  KIRTLAND  AFB,  NEW  MEXICO 
SAVARESE,  ROBERT,  YAPHANK,  NEW  YORK      .„11T„1U 
SAVELA   ALAN  WALTER,  STERLING  HEIGHTS,  MICHIGAN 
SAVELL,  HILLIAM  L.,  JR.,  DALLAS,  TEXAS 

sTvir,  M^AEY  GEORGE 'mO^REY  PARK,  CALIFORNIA 
SAVIERS,  CHARLES  W. ,  SANTA  PAULA,  CALIFORNIA 
SAVIERS,  DONALD  LEE,  TURNER,  OREGON 
SAVILLE,  DAVID  DERONE,  SPARKS,  NEVADA 
SAVIO,  ENRICO,  ROME,  ITALY 
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SAVIO,  SHERRY  HATOSY,  FORT  MEADE,  MARYLAND 
SAVITSKY,  FRANK  ANDREW,  JR,  MEDIA,  PENNSYLVANIA 
SAVOIE,  MICHAEL  LEO,  LAFAYETTE,  LOUISIANA 
SAVOIE,  RAYMOND  ALBERT,  WARWICK,  RHODE  ISLAND 
SAVORD,  GEORGE  H. ,  CYPRESS,  CALIFORNIA 
SAVUA,  ISIKIA  RABICI,  SUVA,  FIJI 
SAWDON,  ROBERT  J.,  LINCOLN,  NEBRASKA 

JENSON  J.   JR.,  CHESAPEAKE,  VIRGINIA 
MICHAEL  SCOTT,  NEW  ORLEANS,  LOUISIANA 
ROBERT  CHARLES,  TUSCALOOSA,  ALABAMA 
ROBERT  RICHARD,  CHERRY  HILL,  NEW  JERSEY 
WALTER  ALLEN,  JR,  TAMPA,  FLORIDA 
GEORGE  W,  BILOXI,  MISSISSIPPI 


SAWYER, 
SAWYER, 
SAWYER, 
SAWYER, 
SAWYER, 
SAXON 


SAXON !  RAYMOND  EDWARD,  FORT  LAUDERDALE,  FLORIDA 
SAXTON,  WALTER  E.,  DOVER,  DELAWARE 
SAYERS   JOHN  FAUST,  LIBERTYVILLE,  ILLINOIS 
SAYLOR   LAWRENCE  STUART,  JR,  FRANKLIN  TENNESSEE 
SAYLORS,  KENNETH  W,  GREENWOOD,  SOUTH  CAROLINA 

sayo  apollo  yuson,  manila,  philippines 
sayre,  james  a.,  liberty,  missouri 
sayset  dale  patrick,  chicago,  illinois 
Ibarra  anthony  f,  jr,  Philadelphia,  Pennsylvania 

SCADUTO,  ALBERT  ANTHONY,  LOS  ANGELES,  CALIFORNIA 

SCAFE  MYRON  E.,  OVERLAND  PARK,  KANSAS 

SCAFIDI,  ROBERT,  CHALFONT,  PENNSYLVANIA 

SCAGGS,  RONALD  JOSEPH,  FESTUS,  MISSOURI 

SCALES   ANTHONY  LORRE  GREENSBORO,  NORTH  CAROLINA 

iCALES   JAMES  SHELDON,  BELMONT,  CALIFORNIA 

SCALESE,  JOHN  A,  LYNDHURST,  NEW  JERSEY 

SCALF,  DAVID  RICHARD,  LYNCHBURG,  VIRGINIA 

SCALIA,  DANIEL  N.,  CHICAGO,  ILLINOIS 

SCALLEY,  THOMAS  EDWARD,  NEW  YORK,  NEW  YORK 

SCANDONE,  BRUNO,  ROME,  ITALY 

iCANGA  DIANE  MARIE,  KIRKWOOD  MISSOURI 

SCANLAN   PETER  CHARLES,  BRISBANE,  AUSTRALIA 

icANLON;  LOUIS  JAMES,  JR,  SAN  DIEGO,  CALIFORNIA 

SCANLON  THOMAS  JOSEPH,  BRIDGEPORT,  CONNECTICUT 

SCARA,  ROBERT  V,  MOUNT  HOLLY,  NEW  JERSEY 

SCARANO,  WAYNE  VICTOR,  MILLINOCKET,  MAINE 

SCARCLIFF.  STEVEN  CRAIG,  MOBILE,  ALABAMA 

SCARINGELLI,  PATRICIA  HOLLAND,  CARY,  NORTH  CAROLINA 

SCARPA  GEORGE  J.,  ODESSA,  TEXAS 

SCARPONI,  E.  EDWARD,  PORTSMOUTH,  NEW  HAMPSHIRE 

SCAT ES,  DAVID  BAYARD,  COEUR  D  ALENE,  IDAHO 

SCEGO,  JAMES  LEE,  ST.  LOUIS,  MISSOURI 

13$'  TsIpH'R^SSHiNStoN!  DISTRICT  OF  COLUMBIA 

ig^iSIDFRAffk6HXR0"A!I"'HgT  cSrROLLTON.  OHIO 
SCHACHT,  LEONARD  LORRAIN  OCONOMOWOC,  WISCONSIN 
SCHAEFER,  ALBERT  P,  JR,  MT  HEALTHY,  OHIO 
SCHAEFER   EDHARD  ALEXANDER,  JAMAICA,  NEW  YORK 
SCHAEFER  WADE  EDWARD,  CHARLOTTE,  MICHIGAN 
SCHAEPE,  GLENN  STEPHEN,  RHINELANDER,  WISCONSIN 
SCHAFER  CHARLES  RONALD,  CHESAPEAKE,  VIRGINIA 
SCHAFER   FRANK  GEORGE,  JR,  NEWARK,  NEW  JERSEY 
SCHAFER,  RAYMOND  A.,  PITTSBURGH,  PENNSYLVANIA 
SCHAFER  WILLIAM  R,  WAYCROSS,  GEORGIA 
SCHAFFER  CHARLES  B.,  ALLENTOWN,  PENNSYLVANIA 
SCHAFFER  GARY  GERARD,  OCEAN  CITY,  NEW  JERSEY 
SCHAFFNER  CHARLES  E,  II,  FALLSINGTON,  PENNSYLVANIA 
SCHALK,  KATHLEEN  ANN  CAMP  LEJEUNE,  NORTH  CAROLINA 
SCHALLER   JOHN  FRANCIS,  CHEEKTOWAGA,  NEW  YORK 
SCHALLER  JOSEPH  F,  NEW  ROCHELLE,  NEW  YORK 
SCHALLER  LAWRENCE  DAVID,  REDDING,  CALIFORNIA 
SCHALLER  TODD  MICHAEL,  TORRINGTON,  CONNECTICUT 
SPHAIIOCK  HILLIAM  HENRY,  CARMEL,  NEW  YORK 
SCHAMP?  JOHN  DELoNG?  WASHINGTON, 'DISTRICT  OF  COLUMBIA 
SCHANAKER.  RONALD  C,  MILWAUKIE,  OREGON 
^phanffn   PETER  JR   EMERSON,  NEW  JERSEY 
icHANEY  'ROY  WALTER  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SCHANZ   DEWEY  C. ,  JR.,  NEWPORT  NEWS,  VIRGINIA 
SCHAPPA  MICHAEL  GERARD,  SHARONVILLE,  OHIO 
IcHAPPAUGH  KATHLEEN  ANN,  LITCHFIELD   ILLINOIS 
SCHARF,  JAMES  IRVING,  EVERETT,  WASHINGTON 
«  icHARUu,  ROBERT  P.,  TALLAHASSEE   FLORIDA 
SCHARMANN,  FRANCIS  ANDREW,  TOOELE,  UTAH 
SfHATZ  DANIEL  RYAN,  LOS  ANGELES,  CALIFORNIA 
SCHATZ  KURT  ALLEN,  PROVIDENCE,  RHODE  ISLAND 
SCHATZEL,  JOHN  FRANCIS,  KINGSTON,  NEW  YORK 
SCHAU  MARK  E,  ERIE,  PENNSYLVANIA 
SCHAUER  CHARLES  ALBERT,  RIVER  FOREST,  ILLINOIS 
SCHAUER  WILLARD,  BELLE  VERNON,  PENNSYLVANIA 
t   IcHAUFFERT,  RICHARD  C  NEW  YORK,  NEW  YORK 
IcHAULAND,' RICHARD  EARL,  PALATKA .FLORIDA 
SCHECTER,  CHARLES  W,  JR,  FLINT,  MICHIGAN 
SCHEE   GEORGE  B.,  SPOKANE,  WASHINGTON 
SCHEETZ   MICHAEL  JACOB,  IOWA  CITY,  IOWA 
SCHEETZ   ROBERT  EMMETT   JR,  ST.  LOUIS,  MISSOURI 
IcHEFFNER  DOUGLAS  WARREN ,  GLADSTONE ,  Ml I SSOURI 
I  SCHE IB   JOHN  EUGENE,  SALT  LAKE  CITY  UTAH 

SCHEIBE,  MICHELE  RANEY,  HOUSTON,  TEXAS 
B  SCHEIBNER  A.  M.,  TOPEKA,  KANSAS 

SCHE  DECKER,  THOMAS  JACK  RIPON,  CALIFORNIA 
SfHFINER   ADAM,  MINEOLA,  NEW  YORK 
*  IcHELLENGER-0  T  WESLEY  .GAINESVILLE,  FLORIDA 
cruPMRRT   ANTHONY  J.  RYE,  NEW  YORK 
IcHEMENAURV  JEROLD  WAYNE   INDIANAPOLIS,  INDIANA 
SCHEMMEL   MARK  HENRY,  SIDNEY,  OHIO 
SCHENCK, 'DUANE  C,  BELLINGHAM,  WASHINGTON 
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SCHENCK,  THOMAS  ROY,  MIAMISBURG,  OHIO 
SCHENK,  CHARLES  PAUL,  MAYWOOD,  ILLINOIS 
SCHENK,  HILLIAM  H.,  OMAHA,  NEBRASKA 
SCHENKER,  HILLIAM  L. ,  SOUTH  HADLEY,  MASSACHUSETTS 
SCHEOPNER,  JAMES  JOSEPH,  HARLINGEN,  TEXAS 
SCHEPIS,  DAVID  FRANCIS,  HATERTOWN,  CONNECTICUT 
SCHEPP,  MILTON  RUSSELL,  ST.  GEORGE,  MISSOURI 
SCHERER,  GARY  ALAN,  KANSAS  CITY,  MISSOURI 
SCHERER,  ROBERT  KENNETH,  ORANGE,  CALIFORNIA 
SCHERFF,  JAMES  EDHARD,  RACINE,  HISCONSIN 
SCHERPA,  CHARLES  LOUIS,  AMHERST,  MASSACHUSETTS 
SCHERTZING,  PHILLIP  DANIEL,  ITHACA,  MICHIGAN 
SCHERWITZ,  RICHARD  L,  PARKER,  COLORADO 
SCHETTENHELM,  STEVEN  JOHN,  BIRMINGHAM,  MICHIGAN 
SCHETTINO,  PAUL  JOSEPH,  BEACON,  NEH  YORK 
SCHEU,  EDHARD  R.,  CHICAGO,  ILLINOIS 
SCHEUFENS,  HILLIAM  ARNOLD,  LAKE  CHARLES,  LOUISIANA 
SCHEY,  LORENZ  0,  JR,  MORTON  GROVE,  ILLINOIS 
SCHIAPELLI,  CHARLES  STEVEN,  VINELAND,  NEH  JERSEY 
SCHIAVONE,  PATRICK  A,  LAHRENCE,  MASSACHUSETTS 
SCHICK,  JAMES  BELLFORD,  LODI ,  CALIFORNIA 
SCHIELE,  KEITH  FRANCIS,  SACRAMENTO,  CALIFORNIA 
SCHIFFER,  JAMES  V.,  FORSYTH,  MONTANA 
SCHILD,  EDWARD  ANDREW,  ANCHORAGE,  ALASKA 
SCHILDER,  CHARLES  ROBERT,  SAN  DIEGO,  CALIFORNIA 
SCHILDGEN,  KENNETH  E,  HOT  SPRINGS,  ARKANSAS 
SCHILLING,  LARRY  ALAN,  CONHAY,  SOUTH  CAROLINA 
SCHILLING,  WILLIAM  J,  LOS  ANGELES,  CALIFORNIA 
SCHILLINGER,  JOSEPH  JOHN,  GILFORD,  NEW  HAMPSHIRE 
SCHIMKE,  ARNOLD  R,  BISMARCK,  NORTH  DAKOTA 
SCHIMMELS,  DONALD  R,  OKLAHOMA  CITY,  OKLAHOMA 
SCHINDLER,  DARRELL  JAMES,  HOUSTON,  TEXAS 
SCHINDLER,  JOSEPH  W. ,  ST.  BERNARD,  OHIO 
SCHINZ,  WOLFGANG  B.,  WEST  BERLIN,  FEDERAL  REPUBLIC  OF  G 
SCHIPPERS,  RICHARD  J.,  DENVER,  COLORADO 
SCHIRA,  GARY  JOSEPH,  BLOOMINGDALE,  ILLINOIS 
SCHIRO,  JERRY  MICHAEL,  LURAY,  VIRGINIA 
SCHIRO,  STEVEN  WAYNE,  FRONT  ROYAL,  VIRGINIA 
SCHLAF,  JOHN  HOWARD,  GALESBURG,  ILLINOIS 
SCHLAFLY,  FRED  EDWARD,  MIAMI,  FLORIDA 
SCHLAFLY,  ROBERT  KARL,  NASHVILLE,  TENNESSEE 
SCHLANGE-SCHOENINGEN,  STEPHAN,  BERLIN,  FEDERAL  REPUBLIC 
SCHLECHT,  JAMES  A,  HOUSTON,  TEXAS 
86  tt   SCHLEIGH,  RICHARD  W. ,  ESCONDIDO,  CALIFORNIA 
L33   SCHLEIN,  HENRY  RICHARD,  CHARLESTON,  SOUTH  CAROLINA 
SCHLESINGER,  CLAUDE  A,  NEW  ORLEANS,  LOUISIANA 
SCHLEVE,  DAVID  ROSS,  GREAT  BEND,  KANSAS 
SCHLICHTER,  J.  BYERS,  CHAMBERSBURG,  PENNSYLVANIA 
SCHLISKEY,  CHARLES  MICHAEL,  WESTMINSTER,  CALIFORNIA 
SCHLOSSER,  DONALD  EUGENE,  PONTIAC,  ILLINOIS 
SCHMAHL,  HORACE  WILLIAM,  JR,  WHITE  BEAR  LAKE,  MINNESOTA 
SCHMALZ,  EDWARD  AUGUST,  III,  HACKENSACK,  NEW  JERSEY 
SCHMEDING,  RICHARD  T.,  FORT  WAYNE,  INDIANA 
SCHMELZER,  BARRY  JOSEPH,  MOLINE,  ILLINOIS 
SCHMIADE,  JOSEPH  E,  INDEPENDENCE,  KENTUCKY 
96  #  SCHMICK,  JOAN  A.,  SPOKANE,  WASHINGTON 
160   SCHMIDIG,  JOHN  MICHAEL,  HACKENSACK,  NEW  JERSEY 
SCHMIDLIN,  JOHN  ALBERT,  MONTEREY,  CALIFORNIA 
SCHMIDT,  ARTHUR  K,  STREAMWOOD,  ILLINOIS 
DALE  ALLEN,  ST.  LOUIS,  MISSOURI 
DAVID  JAMES,  ORLAND  PARK,  ILLINOIS 
DAVID  M.,  COVINGTON,  KENTUCKY 
.  EDWARD  JOHN,  III,  UNIVERSITY  HEIGHTS,  OHIO 
SCHMIDT,  GARY  EDWARD,  EAGLE  RIVER,  WISCONSIN 
SCHMIDT,  GARY  JOSEPH,  CAMP  LEJEUNE,  NORTH  CAROLINA 
SCHMIDT,  HENRY  GEORGE,  THREE  RIVERS,  CALIFORNIA 
SCHMIDT,  JOHN  JOSEPH,  SAN  DIEGO,  CALIFORNIA 
KENNETH  MASON,  LA  GRANGE,  TEXAS 
KLAUS  E,  MUNSTER,  FEDERAL  REPUBLIC  OF  GERMANY 
LOREN  TODD,  RINGGOLD,  GEORGIA 
ROBERT  D,  HAYMARKET,  VIRGINIA 
,  ROBERT  KEHAULANI,  HONOLULU,  HAWAII 
SCHMIDT,  ROGER  DEAN,  BLOOMINGTON,  MINNESOTA 
SCHMIDT,  RUSSELL  LOUIS,  AUSTIN,  TEXAS 
SCHMIDT,  STEVEN  C,  VANDENBERG  AFB,  CALIFORNIA 
SCHMIDT,  STEVEN  JOSEPH,  COVINGTON,  KENTUCKY 
SCHMIDT,  THOMAS  DONALD,  LOS  ANGELES,  CALIFORNIA 
SCHMIEG,  ANTHONY  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SCHMIT,  MICHAEL  JAMES,  CHICAGO,  ILLINOIS 
SCHMIT,  RAYMOND  JOSEPH,  BUFFALO,  NEW  YORK 
SCHMITT,  JAMES  ALLEN,  GROTON,  CONNECTICUT 
SCHMITZ,  DONALD  ANTHONY,  KANSAS  CITY,  MISSOURI 
SCHMITZ,  ELMER  GEORGE,  RAPID  CITY,  SOUTH  DAKOTA 
SCHMITZ,  RONALD  FRANCIS,  BLOOMINGTON,  MINNESOTA 
SCHMITZ,  WILLIAM  THURMAN,  ALAMEDA,  CALIFORNIA 
SCHMOLL,  WILLIAM  FLOYD,  LOVELAND,  COLORADO 
SCHNACKE,  JOHN  ALAN,  EVANSVILLE,  INDIANA 
SCHNAKENBERG,  WILLIAM  E.,  J,  ORANGEBURG,  NEW  YORK 
SCHNARR,  RICHARD  ERNST,  CREVE  COEUR,  MISSOURI 
SCHNEBLIN,  MERLIN  R,  HUNTINGTON  BEACH,  CALIFORNIA 
SCHNEEDLE,  JACK  WAYNE,  KIRKWOOD,  MISSOURI 
SCHNEEMAN,  ROBERT  E,  RAYBROOK,  NEH  YORK 
SCHNEEWEIS,  HAROLD  N,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SCHNEIDER,  DONALD  WILLIAM,  MINOT,  NORTH  DAKOTA 

ELMER  EDWARD,  JR,  COLLEGE  STATION,  TEXAS 
FREDERICK  L.,  CAPE  GIRARDEAU,  MISSOURI 
GEORGE  WALTER,  DALTON,  GEORGIA 
JEFFREY  JOSEPH,  YAKIMA,  WASHINGTON 
JOSEPH  EDHARD,  J,  WHITE  PLAINS,  NEW  YORK 
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SCHNEIDER,  KENNETH  R,  CINCINNATI,  OHIO 


158    SCHNEIDER,  LANA  JANE,  LAWRENCE,  INDIANA 

73  tt   SCHNEIDER,  NORMAN  0.,  JR.,  ST.  LOUIS,  MISSOURI 
186    SCHNEIDER,  PATRICIA  LEE,  MIAMI  BEACH,  FLORIDA 
174    SCHNEIDER,  THOMAS  FRANCIS,  COVINGTON,  KENTUCKY 

149  SCHNELL,  MICHAEL  THOMAS,  LOUISVILLE,  KENTUCKY 
56   SCHNORBUS,  JOSEPH  A.,  NEWARK,  NEW  JERSEY 

150  SCHOBER,  JOSEPH  BERNARD,  WASHINGTON,  DISTRICT  OF  COLUMB 
99  tt   SCHOCH,  THEODORE  J,  III,  CINCINNATI,  OHIO 

185    SCHOEN,  BRADLEY  JAMES,  MANHATTAN,  KANSAS 

130  SCHOENBERGER,  RICHARD  WARREN,  EAST  LANSING,  MICHIGAN 

131  SCHOENECK,  RUSSELL  WILLIAM,  GLENWOOD,  ILLINOIS 
105  tt   SCHOENFELD,  ROGER  JACK,  KENOSHA,  WISCONSIN 

119  tt   SCHOENFELDT,  LOUIS  FRANK,  CHICAGO,  ILLINOIS 
189   SCHOENLE,  GERALD  WILLIAM,  JR,  BUFFALO,  NEW  YORK 
103  tt   SCHOEPKE,  ALTON  F.,  WHITEFISH  BAY,  WISCONSIN 
181    SCHOFIELD,  DAVID  BROWN,  JR,  WOODSTOCK,  GEORGIA 
SCHOL,  GREGORY  EDHARD,  CHASKA,  MINNESOTA 
SCHOLLY,  JOHN  PATRICK,  ELKINS  PARK,  PENNSYLVANIA 
SCHOLTZ,  WALTER  J,  HARTFORD,  CONNECTICUT 
SCHOLZ,  RICHARD  F,  MUSKEGO,  WISCONSIN 
SCHONBRUNNER,  DORIS,  SALISBURY,  MARYLAND 
SCHONECKER,  THOMAS  E.,  COVINGTON,  KENTUCKY 
99  tt   SCHOOL,  ARTHUR  H,  TOMAH,  WISCONSIN 
123   SCHOOLCRAFT,  RONALD  WAYNE,  TEXAS  CITY,  TEXAS 
40  tt   SCHOONOVER,  GROVER  C. ,  JR.,  PHOENIX,  ARIZONA 
146    SCHORLE,  JON  DAVID,  RENO,  NEVADA 

tt   SCHORNER,  WILLIAM  C. ,  HAMPTON,  PENNSYLVANIA 
tt   SCHORPP,  OTTO  WAYNE,  EAST  BRUNSWICK,  NEW  JERSEY 
SCHOTT,  MICHAEL  HUGH,  SARASOTA,  FLORIDA 
SCHOTTIE,  MICHAEL  C. ,  HOUSTON,  TEXAS 
SCHRADE,  DOUGLAS  MARK,  SOMERVILLE,  NEW  JERSEY 
SCHRADER,  FLOYD  G.,  REDONDO  BEACH,  CALIFORNIA 
SCHRADER,  GARY  LYNN,  TIGARD,  OREGON 
SCHRADER,  GEORGE  EDHARD,  ANAHEIM,  CALIFORNIA 
SCHRADER,  ROBERT  WILLIAM,  WYANDOTTE,  MICHIGAN 
SCHRANK,  CHRISTIAN  LEON,  SPENCERPORT,  NEW  YORK 
SCHRAUFNAGEL,  DEL  A.,  HARTFORD,  WISCONSIN 
SCHREIBER,  PETER  CAMERON,  MADISON,  WISCONSIN 
SCHREIBER,  WAYNE  JOHN,  GAINESVILLE,  FLORIDA 
SCHREINER,  JAMES  A.,  BURLINGTON,  IOWA 
SCHREMMER,  ANTHONY  LEAR,  SEASIDE  HEIGHTS,  NEW  JERSEY 
55  tt   SCHRIVER,  EDWIN  S,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
189   SCHRODER,  EDWARD  CHARLES,  LOWELL,  INDIANA 

SCHROEDER,  CHARLES  DONALD,  NEW  BERLIN,  WISCONSIN 
SCHROEDER,  CHRISTOPHER  ROBER,  BATON  ROUGE,  LOUISIANA 
SCHROEDER,  ERNEST  W,  CANTON,  MISSOURI 
SCHROEDER,  FREDERIC  GEORGE,  NEW  YORK,  NEW  YORK 
SCHROEDER,  JOHN  OREN,  GRAND  FORKS,  NORTH  DAKOTA 
SCHROEDER,  JOSEPH  LAWRENCE,  DELRAY  BEACH,  FLORIDA 
SCHROEDER,  ROBERT  H,  COLONA,  ILLINOIS 
SCHROEDER,  TIMOTHY  L.,  SCHOFIELD  BARRACKS,  HAWAII 
SCHROEN,  JOHN  RICHARD,  SALT  LAKE  CITY,  UTAH 
SCHROM,  HILLIAM  ANDREW,  ELMIRA,  NEW  YORK 
SCHROTEL,  STANLEY  R. ,  CINCINNATI,  OHIO 
SCHROTH,  JOHN,  JR,  WEST  TRENTON,  NEW  JERSEY 
SCHUBERT,  BRIAN  LEE,  POMONA,  CALIFORNIA 
112  tt   SCHUBERT,  ERIC  J.,  LOS  ANGELES,  CALIFORNIA 
139  tt   SCHUCHMAN,  CLEVE  ALLEN,  MOSES  LAKE,  WASHINGTON 
"  tt   SCHUCK,  MELVIN  LEE,  MEDINA,  OHIO 

tt   SCHUELER,  WARREN  FREDERICK,  DOVER,  DELAWARE 
SCHUESSLER,  JEAN  ANN,  LOS  ANGELES,  CALIFORNIA 
SCHUETH,  PAUL  JOHN,  WINNER,  SOUTH  DAKOTA 
tt   SCHULDT,  GEORGE  D,  BEAUMONT,  TEXAS 

*  SCHULER,  CHARLES  A.,  SAN  FRANCISCO,  CALIFORNIA 
SCHULER,  RENEE,  LANCASTER,  PENNSYLVANIA 
SCHULHAFER,  JAMES  MICHAEL,  LINDEN,  NEW  JERSEY 
SCHULMEISTER,  BEATRIZ  REGINA,  BUENOS  AIRES,  ARGENTINA 
SCHULTE,  GERALD  PAUL,  OFALLON,  MISSOURI 
SCHULTE,  MICHAEL  WAYNE,  LEBANON,  OREGON 
SCHULTEA,  JAMES  ROBERT,  HOUSTON,  TEXAS 
SCHULTEA,  JOSEPH  M,  SR,  TOMBALL,  TEXAS 
SCHULTEN,  LEO  B,  CUMBERLAND,  MARYLAND 
SCHULTEN,  LILLIAN  MARIE,  CUMBERLAND,  MARYLAND 
SCHULTHEIS,  THOMAS  RALPH,  SAN  DIEGO,  CALIFORNIA 
SCHULTZ,  DAVID  A.,  EAU  CLAIRE,  WISCONSIN 
SCHULTZ,  DAVID  CHARLES,  CHURCHVILLE,  PENNSYLVANIA 
SCHULTZ,  DAVID  J,  BUFFALO,  NEW  YORK 
SCHULTZ,  DAVID  WAYNE,  CINCINNATI,  OHIO 
SCHULTZ,  LARRY  LEE,  ROCKFORD,  ILLINOIS 
SCHULTZ,  RICHARD  BRUCE,  MINNEAPOLIS,  MINNESOTA 
SCHULTZ,  ROBERT  F.,  GULF  STREAM,  FLORIDA 
SCHULTZ,  ROBERT  RAY,  GULFPORT,  MISSISSIPPI 
SCHULTZ,  SHELDON  A.,  CRESCENT  CITY,  FLORIDA 

*  SCHULTZ,  WILLIAM  J,  JR,  MILFORD,  CONNECTICUT 
SCHULZ,  MARILYN  R,  PORTLAND,  OREGON 
SCHULZ,  WALTER  JOSEPH,  NEW  ALBANY,  INDIANA 
SCHULZ,  WILLIAM  EDWARD,  PORT  ORANGE,  FLORIDA 
SCHUMACHER,  DAVID  RUSSELL,  LAKEWOOD,  COLORADO 

*  SCHUMACHER,  MICHAEL  DEAN,  LEWISTON,  IDAHO 
tt   SCHUMANN,  LAVERN  EDWARD,  WATERTOWN,  WISCONSIN 

SCHUNK,  DALE  THOMAS,  MILWAUKEE,  WISCONSIN 

SCHUNN,  JOHANN,  KRUMPENDORF,  AUSTRIA 
tt   SCHUREMAN,  GEORGE  J.,  TOPEKA,  KANSAS 

SCHURMAN,  RICHARD  LEE,  JOPLIN,  MISSOURI 

SCHURMEIER,  ROBERT  LINDEKE,  JR,  CHARLOTTE,  NORTH  CAROLI 
tt   SCHUST,  WILLIAM  E,  WALDWICK,  NEW  JERSEY 
tt   SCHUSTER,  ROBERT  C.  ,  LOS  GATOS,  CALIFORNIA 
tt   SCHUTTE,  HARRY  A,  WESTERVILLE,  OHIO 

SCHUTTE,  ROBERT  M,  LARGO,  FLORIDA 

SCHUTTER,  LEON  JON,  GRAND  RAPIDS,  MICHIGAN 
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SCHUYLER,  PHILIP  KENNETH  -  SENICK,  GREGORY  KEITH 
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SCHUYLER   PHILIP  KENNETH,  SAN  BERNARDINO,  CALIFORNIA 
SCHHALBACH   JOSEPH  H. ,  SAN  DIEGO,  CALIFORNIA 
SCHHALBE   PAUL  A.,  HRENTHAM,  MASSACHUSETTS 
IrtMANDT   ROBERT  DOUGLAS,  COLUMBIA,  MISSOURI 

CONGER   ROLF  ALFRED!  HI  ESBADEN   FEDERAL  REPUBLIC  0 
SCHHANTES,  THOMAS  LEONARD,  KODIAK,  ALASKA 
SCHWARBER   MICHAEL  ALLEN,  SHAKER  HEIGHTS,  OHIO 
"   CLARENCE  A.,  MADISON,  WISCONSIN 

DAVID  MICHAEL,  FOREST  LAKE,  MINNESOTA 
DONALD  CONRAD,  CHEHALIS,  HASHINGTON 
GEORGE  V.,  HAZELHOOD,  MISSOURI 
JEFFREY  THOMAS,  HASTINGS,  MINNESOTA 
JOHN  RUSSELL,  BINGHAMTON,  NEW  YORK 
LYLE  F,  COVINGTON,  KENTUCKY 
RICHARD  KELDUN,  LAKEVILLE,  MINNESOTA 
ROBERT  MICHAEL,  SOUTH  PORTLAND,  MAINE 
RONALD  GEORGE,  GRANTS  PASS,  OREGON 
THOMAS  J.,  JR.,  BURLINGTON,  KENTUCKY 
ERNEST,  RENO,  NEVADA 


SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHWARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARTZ, 
SCHHARZ, 


hfnry  joseph!  gurnee,  Illinois 

SCHHEIGAR?   CHARLES  ALBERT,  MANAHAHKIN  NEW  JERSEY 
SCHHEIKART   EDWIN  M. ,  CRESSKILL,  NEW  JERSEY 
SCHHEIN,  STEPHAN  DOUGLAS,  OXFORD,  OHIO 
^fHHFND  MAN   FRED  CHARLES,  MURRAY,  UTAH 
SSCHH IMOLER  'LAHRENCE  JOSEPH,  BUFFALO  NEW  YORK 
SCHHOERKE,  CHARLES  ANTHONY,  SAN  DIEGO,  CALIFORNIA 
SCIALDONE   FRANK  JOHN,  FONT ANA,  CALIFORNIA 
SCIANIMANICO,  JOHN  TIMOTHY,  NEH  YORK,  NEW  YORK 
SC  ANNAMEO,  CAROL,  BROOKLYN,  NEW  YORK 
SC  BELLI,  STEPHEN  GARY,  KELSO,  HASHINGTON 
SCIMECA  DANIEL,  MANASQUAN,  NEH  JERSEY 
SCIOLI   ALLEN  FELIX,  HEST  SENECA,  NEH  YORK 
SCIOLI   JOSEPH  BRIAN,  AMHERST,  NEH  YORK 
SCIOLI   TIMOTHY  JACK,  BUFFALO,  NEW  YORK 
chafant   LEONARD  A.  NEW  YORK,  NEW  YORK 
IcUTeS  ' JAMES  S?RAhbN   III,  BROWNSTOWN  MICHIGAN 
SCOBELL   NOEL  DONALD,  MELBOURNE,  AUSTRALIA 
SCOFIELD,  JAN  STEPHEN,  PENN  YAN,  NEH  YORK 
SCOGGINS   EDDIE  LAVOY  CLEVELAND,  TENNESSEE 
SCOTT-HERRI DGE,  DENNIS  V,  HINNIPEG,  CANADA 
eroTT-SMITH  RICHARD,  WOODSTOCK,  VERMONT 
SCOn   A  RODMAN  WASHINGTON  COURT  HOUSE,  OHIO 
ALBERT  JACK,  SUNNYVALE,  CALIFORNIA 
ALBERT  JAMES,  JR,  RICHMOND,  VIRGINIA 
ANDREW  J,  III,  BOCA  RATON,  FLORIDA 
ANTHONY  ROY,  ROCK  ISLAND,  ILLINOIS 
ARTHUR  MORONI,  BEAVERCREEK,  OHIO 
BERNARD  S.,  HILTON  MANORS,  FLORIDA 
BEVERLY  RICHARD,  BRANDON,  CANADA 
CHARLES  GLYNN,  JACKSBORO,  TENNESSEE 
CLYDE,  ALEXANDRIA,  VIRGINIA 
DALE  GRANT,  WATERTOWN,  NEW  YORK 
DALLAS  LYNN,  MODESTO,  CALIFORNIA 
DANNY  DEAN,  SR,  RICHFIELD,  MINNESOTA 
DAVID,  PHILADELPHIA,  PENNSYLVANIA 
DAVID  EDWARD,  JEFFERSON  CITY,  MISSOURI 
DONALD  M  .  KOKOMO,  INDIANA 
DONALD  MORTON,  SAN  FRANCISCO,  CALIFORNIA 
DONALD  REX,  LAGRANGE,  GEORGIA 
EDWARD  DENNIS,  MINNEAPOLIS,  MINNESOTA 
HAROLD  CALVIN,  DETROIT,  MICHIGAN 
JAMES  ARTHUR,  MODESTO,  CALIFORNIA 
JAMES  H.,  TALLAHASSEE,  FLORIDA 
JOHN  W.,  COLUMBIA,  SOUTH  CAROLINA 
LARRY  D.,  OGDEN,  UTAH 
LAHRENCE  WILLIAM,  BROADVIEW,  ILLINOIS 
MARK  ALAN,  THOMASVILLE,  GEORGIA 
MICHAEL  DEXTER,  HOUSTON,  TEXAS 
MICHAEL  DOUGLAS,  FAIRFAX,  VIRGINIA 
MICHAEL  LESLIE,  MUSCATINE,  IOHA 
RALPH  M,  NEH  CANAAN,  CONNECTICUT 
RICHARD  RAY,  MONTESANO,  HASHINGTON 
ROY  EDWARD,  FRANKFORT,  INDIANA 
SAMUEL  CLARENCE,  FONTANA,  CALIFORNIA 
SHERRYL  LYNNE,  DALLAS,  TEXAS 
THOMAS  LEONARD,  EAST  HAMPTON,  NEW  YORK 
TIMOTHY  ALAN,  MI  NOT  AFB,  NORTH  DAKOTA 
WALTER  R.,  SAN  DIEGO,  CALIFORNIA 
WILBUR  B.,  SYCAMORE,  ILLINOIS      TimT4ll, 
WILLIAM  ANTHONY,  II,  INDIANAPOLIS,  INDIANA 
IcoW:    HKL  AM  hSra?E,'jR,  TALLAHASSEE,  FLORIDA 
SCOTT   HILLIAM  RUSSELL,  ARVADA,  COLORADO 
IcOTT   WILLIE  TOM,  JR,  MONTGOMERY,  ALABAMA 
SCOTTBERG,  BRUCE  ARTHUR,  WAUKEGAN,  ILLINOIS 
SCRANTON,  DAVID  HAYNE,  VERSAILLES,  INDIANA 
SCRANTON   PAUL  ROBERT!  INDIANOLA,  IOWA 
SCRIPTURE   JAMES  E.,  BANGOR,  MAINE 
SCR  VEN   JOHN  B.,  JR.,  CEDAR  RAPIDS,  IOWA 
SCRVNER   T AMI  CARL,   NDIANOLA,  MISSISSIPPI 
SCR  VO   JOSEPH  A,  NORTH  TONAHANDA,  NEH  YORK 
SCROGGiNJS?SHILLIAM  FRANCIS.  KANKAKEE.  ILLINOIS 

SSCCRRUGGGGSS'  W^Tt",  SP  R  ANB^URG  ^uft  CAROLINA 
lew  I  Y   JOHN  JOSEPH.  LOS  ANGELES,  CALIFORNIA 
SCUUY'  JOHN  MICHAEL,  OKLAHOMA  CITY,  OKLAHOMA 
SCULLY   KEVIN  P,  BURLINGTON,  VERMONT 
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SEAL,  JOEL  K.,  MORRISTOHN,  TENNESSEE 
SEAL   RICHARD  JAMES,  FRONTENAC,  MISSOURI 
SEALES   THOMAS  G.,  HOLLYHOOD,  ALABAMA 
SEALOCK,  JOHN  VELVIE,  LEESBURG,  VIRGINIA 
SEALS,  PATRICK  WILLIAM,  CHEYENNE,  WYOMING 
<;FAI  S   THOMAS  CARL,  CLEVELAND,  OHIO 
SEALY  MARION  EUGENE,  JR,  COLUMBIA,  SOUTH  CAROLINA 
SEAMAN   EUGENE  THOMAS,  II,  PITTSBURGH,  PENNSYLVANIA 
'  JAMES  RAY,  EVERETT,  WASHINGTON 
LONNIE  L,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  MARK,  PHILADELPHIA,  PENNSYLVANIA 
STEVEN  FRANCIS,  PORTLAND,  MAINE 
ROBERT  S.,  ARCADIA,  CALIFORNIA 
BRIAN  R,  SOUTH  BURLINGTON,  VERMONT 


SEAMAN, 
SEAMAN, 
SEAMON, 
SEARCY, 
SEARES, 
SEARLES, 


5LEN  F   WATERTOWN,  SOUTH  DAKOTA 
SEARS'  JEFFREY  WAYNE,  ROCKY  MOUNT,  NORTH  CAROLINA 
SEARS  KEITH  RHODES,  LA  MESA,  CALIFORNIA 
SFARS  WILLIAM  AUSTIN,  MEMPHIS,  TENNESSEE 
HarIoN   FRANCIS  MARION,  CHARLESTON   SOUTH  CAROLINA 
SEAHELL   DAVID  ALBRIGHT,  BRUNSHICK,  GEORGIA 
SEAY  HALTER  GERALD,  PANAMA  CITY,  FLORIDA 
SEAY  WAYNE  T,  MINEOLA,  NEW  YORK 
SEAY  WELLFORD  D. ,  LOS  ANGELES,  CALIFORNIA 
siBEK,  ARTHUR  RAYMOND,  JR.  CHICAGO,  ILLINOIS 
SFRENICK  JOSEPH  URBAN,  EAST  RIDGE,  TENNESSEE 
SEBOE  MELVIN  ARTHUR,  LEXINGTON.  SOUTH  CAROLINA 
^FPANKY   JOHN  STEVE,  RACINE,  WISCONSIN 
SECHOKa'  KENNETH  J,  PENN  HILLS,  PENNSYLVANIA 
SECK  J  VINCENT,  GRASS  VALLEY,  CALIFORNIA 
SECONDO  KARL  W. ,  BATH,  NEW  YORK 
SECOTT   EDWIN  V.,  HARRISBURG,  PENNSYLVANIA 
SECRIST   DAVID  E,  TULSA,  OKLAHOMA 
ImFN   RONALD  JON,  SAN  DIEGO,  CALIFORNIA 
Ifdfr'  CHARLES  EDWARD,  PRESCOTT  VALLEY,  ARIZONA 
sIdILLO  MELECIO,  JR,  ALBUQUERQUE,  NEW  MEXICO 
iEE   RONALD  LEE,  ELKINS,  WEST  VIRGINIA 
SEEBERT,  ROLLIE  KENNETH,  PHOENIX,  ARIZONA 
SEELEY   NEIL  G. ,  LOS  ALAMOS,  NEW  MEXICO  „,|TcnDUTA 
'  SFELEY   ROBERT  PALMER,  JR,  SAN  LEANDRO,  CALIFORNIA 
IeIuNGER?  CHARLES  MATHEW!  SHERWOOD  ARKANSAS 
SEEMEYER.  STEVEN  ROGER,  INDIANAPOLIS,  INDIANA 
.  SEESARAN  BERTRAM  N,  LAWTON,  OKLAHOMA 
SEEVERS,  MATTHEW  ELWOOD,  MILTON,  FLORIDA 
SEFTON,  ROBERT  S,  MINEOLA,  NEW  YORK 
SEGAL,  ALVIN  ALAN,  PORTSMOUTH,  VIRGINIA 
I   SEGAL   RALPH  K,  SOUTH  PORTLAND,  MAINE   niirnTn  DT„ 
'  IIgARRARODRIGUEZ.  LUIS  ANTON   SAN  JUAN   PUERTO  RICO 
cctfi  KFN   WILLIAM  E.  EAST  HAMPTON,  NEW  YORK 
IeGUINe"' RICHARD  KENNETH,  DALY  CITY  CALIFORNIA 
eFfillRA   SAL  RAY.  SALINAS,  CALIFORNIA 
lilBERLING  DOUGLAS  DON,  RICHMOND,  CALIFORNIA 
SFT BERT   CHARLES  MICHAEL,  BUCKNER,  MISSOURI 
illBLER'.  RICHARD  IhERMAN.'jR,  JACKSONVILLE,  FLORIDA 
SFIF   FAYEZ  MOHAMED,  BEIRUT,  LEBANON 
SEIFERT   JAMES  EDWARD,  ALBUQUERQUE,  NEW  MEXICO 
"'  ROBERT  EARL,  INDIANAPOLIS,  INDIANA 

JOSEPH  MATTHEW,  LYNCHBURG.  VIRGINIA 
IOELU,  PAGO  PAGO,  AMERICAN  SAMOA 
MICHAEL  JOSEPH,  THOMSON,  GEORGIA 
JEFFERSON  D. ,  JR.,  BEAUMONT,  TEXAS 


SEIFERT, 
SEIFFERT 
SEIGAFO, 
SEIGLER, 
SEILEY, 


FLORIDA 


EINSOtH   ROBERT  JOSEPH,  WILMINGTON,  DELAWARE 
SETNER  MANFRED,  COPENHAGEN,  DENMARK 
SEKEU,  GREGORY  ANDREW,  TOLEDO,  OHIO 
SFKFRAK  GEORGE  DANIEL,  CLEVELAND,  OHIO 
SEKERES',  BRUCE  FREDERICK,  NORTH  PALM  BEACH, 
SFIRY   DEFOREST  LLOYD,  ASHLAND,  OREGON 
UlIy;  GORDON  FREDERICK,  PHOENIX,  ARIZONA 
SELBY   JOHN  BERT,  LAKE  ST.  LOUIS,  MISSOURI 
SELE  KENNETH  ROGERS,  NEH  YORK,  NEW  YORK 
SELF   CHARLES  SPENCER,  BUENA  PARK,  CALIFORNIA 
SELF',  DARRELL  D,  GLYNCO,  GEORGIA 
SELF   HOWARD  R.,  GREENEVILLE,  TENNESSEE 
SFLIG  LARRY  JOE,  HOT  SPRINGS,  ARKANSAS 
SFITGER   SCOTT  LEWIS,  TERRE  HAUTE,  INDIANA 
tin rman   ARNOLD  LEON,  FORT  MEADE,  MARYLAND 
HlIgSaS:  LAHRENCE  FRALEY,  III.  TUCSON,  ARIZONA 
SELKE,  RONALD  H,  HIGHLAND,  MICHIGAN 
^Fl  I   RICHARD  ALLEN,  BOARDMAN ,  OHIO 
ceil cn5  CHARLES  RICHARD,  MONTROSE,  COLORADO 

RS'  MICHAEL  FREEMAN,  SEAL  BEACH,  CALIFORNIA 
RONALD  CRAIG,  ALCOA,  TENNESSEE 
WILLIAM  DUREL,  KIRTLAND  AFB,  NEW  MEXICO 
ROBERT  A,  JR,  YORKTOWN,  NEW  YORK 
SELLINGER,  JACK  A,  INDIANAPOLIS,  INDIANA 
SFLLMEYER  LOWELL  E.,  MILFORD,  NEBRASKA 
IeLLS   JOHN  MONROE,  SHREVEPORT,  LOUISIANA 
SELLSTROM  LOUIS  SVEN,  RYE,  NEW  YORK 
qFITFNRICH  JOSEPH  ROBERT,  FRANKLIN  LAKES, 
SELTlK  GREG  AUN,  MEDIA',  PENNSYLVANIA 

qemfi  ciRFRGFR   THOMAS  P.,  HOLLIDAYSBURG,  HtNNSTLVAniM 
SFMINARA   PETER  JOSEPH,  WATERTOWN,  MASSACHUSETTS 
ccui,  cb   nnwlin  EUGENE   PIERRE,  SOUTH  DAKOTA 
SSEMPLE  'LAWRENCE  WAYNE \    JR.  HARPER  WOODS,  MICHIGAN 

sInTeR  H^RTLESECZToRTHUMYR^LE  BEACH,  SOUTH  CAROLIN 
cfmp   VFAP  KIM   KUAU  LUMPUR,  MALAYSIA 
SSENKk!  GREGORY  KEnH,  HARTFORD,  CONNECTICUT 
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SELLICK, 


NEW  JERSEY 
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SENKOW,  HALTER  JOSEPH  -  SHEETS,  RICHARD  LEE 
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SENKOH,  HALTER  JOSEPH,  CLIFTON  HEIGHTS,  PENNSYLVANIA 

tt   SENN,  CHARLES  W,  MOUNT  LEBANON,  PENNSYLVANIA 
SENNA,  HOHARD  B,  CHARLOTTESVILLE,  VIRGINIA 
SENNA,  MICHAEL  LAHRENCE,  SACRAMENTO,  CALIFORNIA 

tt   SENTER,  BIRD  EUGENE,  DALLAS,  TEXAS 

SEPULVEDA  CID,  IVAN  ALBERTO,  SANTIAGO,  CHILE 

SERBST,  HENRY  F,  NORTH  PROVIDENCE,  RHODE  ISLAND 

SERIO,  GEORGE  LACY,  CLEVELAND,  MISSISSIPPI 

SERMON,  RICHARD  CHARLES,  PACIFIC  GROVE,  CALIFORNIA 

SERNA,  RUSSEL  L,  MODESTO,  CALIFORNIA 

SERON,  MICHEL,  LIEGE,  BELGIUM 

SERPA,  RUSSELL  STEPHEN,  BRISTOL,  RHODE  ISLAND 

SERRA,  ROGELIO  C,  SEATTLE,  HASHINGTON 

tt   SERYAK,  JOSEPH  V.,  COLUMBUS,  OHIO 

tt   SERYAK,  MARTIN  A.,  BARBERTON,  OHIO 

SESSOMS,  SAMUEL  CLAUDE,  JR,  FAYETTEVILLE,  NORTH  CAROLIN 

#  SESSUM,  THOMAS  F,  METAIRIE,  LOUISIANA 

SETHMAN,  RICHARD  GEORGE,  HAYNESBURG,  PENNSYLVANIA 

SETO,  ALVIN  M,  LIHUE,  HAHAII 

SETTER,  LORA  LEE,  MINNETONKA,  MINNESOTA 

tt   SETTER,  RICHARD  W,  MINNETONKA,  MINNESOTA 

SETTER,  HADE  RONALD,  BROOKLYN  PARK,  MINNESOTA 
SETTLE,  KENNETH  R.,  CHARLESTON,  HEST  VIRGINIA 
SETZER,  DEBORAH  KAREN,  EL  CAJON,  CALIFORNIA 
SEUFERT,  HILLIAM  A.,  TINTON  FALLS,  NEW  JERSEY 
SEVART,  NICHOLAS  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
SEVERANCE,  HAROLD  DEAN,  GRAND  RAPIDS,  MICHIGAN 
SEVERIN,  MARK  DUKE,  ROSEAU,  DOMINICA 
SEVERN,  DAN  HERBERT,  JR,  COLLEGE  STATION,  TEXAS 
SEVERN,  HALTER  MICHAEL,  AUSTIN,  TEXAS 
SEVERSON,  DAVID  STANLEY,  ANAHEIM,  CALIFORNIA 
SEVERSON,  HILLIAM  PAUL,  SIOUX  FALLS,  SOUTH  DAKOTA 
SEVETZ,  PETER  P,  JR,  SIMSBURY,  CONNECTICUT 
SEVIER,  ROBERT  L.,  KALISPELL,  MONTANA 
SEHALLS,  ROBERT  C,  LEXINGTON,  KENTUCKY 
SEHELL,  BRUCE  B.,  DETROIT,  MICHIGAN 

It   SEWELL,  GEORGE  D.,  TEXARKANA,  ARKANSAS 

SEHELL,  HARRY,  JR,  MT  PLEASANT,  SOUTH  CAROLINA 

SEHELL,  JAMES  D,  TALLAHASSEE,  FLORIDA 

SEHELL,  HILLIAM  CHARLES,  MORROH,  GEORGIA 

SEXSON,  CHARLES  HILLIAM,  TOPEKA,  KANSAS 

SEXTON,  CHALMA  LEE,  JR,  BARKSDALE  AFB,  LOUISIANA 

SEXTON,  DAVID  ALLEN,  SKAGHAY,  ALASKA 

SEXTON,  EDMUND  MANGES,  SR,  TUSCALOOSA,  ALABAMA 

SEXTON,  JOHN  F,  CONROE,  TEXAS 

SEXTON,  KENNETH  MICHAEL,  LARAMIE,  HYOMING 

SEXTON,  ROBERT  BERYLE,  JR,  KNOXVILLE,  TENNESSEE 

SEXTON,  ROBERT  CURTIS,  LITTLETON,  COLORADO 

t   SEYMOUR,  BERT  R.,  JR.,  VENTURA,  CALIFORNIA 
SEYMOUR,  CALVIN  CHESTER,  NASSAU,  BAHAMAS 
SEYMOUR,  GEORGE  T,  JR,  TOKYO,  JAPAN 
SEYMOUR,  GLENN  DALE,  MADERA,  CALIFORNIA 

t   SEYMOUR,  WALLACE  A.,  TACOMA,  HASHINGTON 

t   SGAMBELLURI,  ADOLFO  P.,  AGANA,  GUAM 

t   SGOBBA,  MICHAEL  A.,  SAN  DIEGO,  CALIFORNIA 
SHAABAN,  MOATASEEM  MOHAMED,  CAIRO,  EGYPT 
SHACHAK,  YACOV,  JERUSALEM,  ISRAEL 
SHACKELFORD,  ROBERT  L.,  ATLANTA,  GEORGIA 

t   SHACKELFORD,  RONALD  D.,  PHOENIX,  ARIZONA 

t   SHACKELTON,  LELAND  J.,  ANCHORAGE,  ALASKA 
SHACKELTON,  STEPHEN  JAMES,  ANCHORAGE,  ALASKA 
SHADE,  DONALD  S,  GLENDALE,  CALIFORNIA 

I   SHADE,  FORREST  D.,  DOHNEY,  CALIFORNIA 
SHADIX,  RONALD  HENLEY,  DOUGLASVILLE,  GEORGIA 
SHADLEY,  ROBERT  ARTHUR,  JR,  HILLOHS,  CALIFORNIA 

•  SHADY,  ROLLIE  I.,  ASHTABULA,  OHIO 
SHAEFFER,  DOUGLAS  FLOYD,  NOVI ,  MICHIGAN 

I   SHAFER,  FRANK  H. ,  JR,  DECATUR,  ALABAMA 
SHAFER,  KENT  H,  COLUMBUS,  OHIO 
SHAFER,  PAUL  STEVEN,  NAPERVILLE,  ILLINOIS 
SHAFER,  VICKY  LYNN,  SPRINGFIELD,  MISSOURI 
SHAFFER,  DALE  F.,  EVANSTON,  ILLINOIS 
SHAFFER,  GARY  M,  KNOXVILLE,  TENNESSEE 
SHAFFER,  RICHARD  SCOTT,  HARRISBURG,  PENNSYLVANIA 
SHAFFER,  THOMAS  EUGENE,  OMAHA,  NEBRASKA 

'  SHAFFER,  HILLIAM  BERT,  SOUTHGATE,  MICHIGAN 
SHAFFERMAN,  EDHARD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SHAFFERY,  JOSEPH  THOMAS,  MIDDLETOHN,  NEW  JERSEY 
SHAGREN,  THOMAS  JOHN,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
SHAH,  SURENDRA  BAHADUR,  KATHMANDU,  NEPAL 
SHAHI,  KESH  BAHADUR,  KATHMANDU,  NEPAL 
SHAIBU,  YAKUBU,  LAGOS,  NIGERIA 
SHAILOS,  ANDREAS  T,  NICOSIA,  CYPRUS 
SHAKE,  HILLIAM  LEE,  RICHMOND,  INDIANA 
SHAKKOUR,  MICHEL  JAMIL,  BEIRUT,  LEBANON 
SHALLOH,  JAMES  DANIEL,  HONOLULU,  HAHAII 
SHAMBACH,  JOHN  HILLIAM,  HARRISBURG,  PENNSYLVANIA 
SHAMBAUGH,  DANIEL  EARL,  LIVINGSTON,  CALIFORNIA 
SHANAHAN,  JAMES  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
SHANAHAN,  MICHAEL  G. ,  SEATTLE,  HASHINGTON 
SHANAHAN,  PATRICK  THOMAS,  PAoADENA,  MARYLAND 
SHANAHAN,  ROBERT  EMMETT,  CHICAGO,  ILLINOIS 

1  SHANAHAN,  HALTER  F.,  CHICAGO,  ILLINOIS 
SHANE,  JON  MICHAEL,  NEWARK,  NEW  JERSEY 
SHANER,  DONALD  GREGG,  MONTGOMERY,  ALABAMA 
SHANER,  RICHARD  ALBERT,  FORESTVILLE,  MARYLAND 
SHANK,  CLIFFORD  ALVIN,  JR,  JACKSONVILLE  BEACH,  FLORIDA 
SHANK,  WILBUR  E,  CUMBERLAND,  MARYLAND 
SHANKLE,  GARY  JOHN,  CANTON,  OHIO 
SHANKS,  DARRELL  E,  CHISHOLM,  MINNESOTA 


108    SHANKS,  KENNETH  B.,  QUINCY,  CALIFORNIA 
105  tt   SHANKS,  LARRY  L.,  LANDOVER,  MARYLAND 
122  tt   SHANKS,  RALPH  HOODROH,  JR,  PITTSBURG,  KANSAS 
tt   SHANLEY,  JOHN  F. ,  NEH  YORK,  NEW  YORK 

SHANLEY,  THOMAS  MICHAEL,  RIVERSIDE,  CALIFORNIA 
SHANLEY,  TIMOTHY  JOHN,  ST.  PAUL,  MINNESOTA 
tt   SHANNON,  JAMES  ALBERT,  MEDLEY,  FLORIDA 
tt   SHANNON,  RAY,  HARLINGEN,  TEXAS 

#  SHANNON,  ROBERT  C,  DOVER,  DELAWARE 
SHANNON,  STEVEN  ROY,  ARLINGTON,  VIRGINIA 

tt   SHANNON,  THOMAS  JOSEPH,  III,  HILMINGTON,  DELAHARE 
SHANNON,  HILLIAM  BERRY,  ATLANTA,  GEORGIA 
SHARABY,  OSAMA  FAROUK,  CAIRO,  EGYPT 
SHARAYREH,  MUNZER  T.,  AMMAN,  JORDAN 

*  SHARER,  CARL  EDWARD,  JR.,  INDIANAPOLIS,  INDIANA 
SHARP,  DANIEL  GLENN,  TUCSON,  ARIZONA 
SHARP,  DONALD,  COVINGTON,  LOUISIANA 
SHARP,  DONALD  J.,  BERKELEY  SPRINGS,  WEST  VIRGINIA 

tt   SHARP,  KEVIN  JOHN,  SR,  PLEASANT  HILL,  CALIFORNIA 
SHARP,  LESLIE  DOUGLAS,  PETERSBURG,  HEST  VIRGINIA 
SHARP,  MICHAEL  THOMAS,  YAKUTAT,  ALASKA 
SHARP,  ROBERT  ALEXANDER,  VANCOUVER,  CANADA 
tt   SHARP,  ROBERT  H. ,  SANTA  ANA,  CALIFORNIA 
SHARP,  RONNY  JAMES,  TEXARKANA,  TEXAS 
SHARP,  STEPHEN  ERIC,  BLOOMINGTON,  INDIANA 
60  #  SHARPE,  DANIEL  J.,  ROCHESTER,  NEH  YORK 
143   SHARPE,  HAL  FRANKLIN,  FORT  HOOD,  TEXAS 

SHARRETT,  CLARENCE  EDHARD,  PLANTATION,  FLORIDA 
SHARROCK,  JAMES  ANDREH,  JERSEY  CITY,  NEH  JERSEY 
SHARROCK,  LESLIE  A.,  WAUKESHA,  MINNESOTA 
SHASTID,  DALE  HAYNE,  BENTONVILLE,  ARKANSAS 
tt   SHATRAH,  DARWIN  D.  ,  MASSENA,  NEW  YORK 
tt   SHAUGHNESSY,  EDWARD  A,  HADDONFIELD,  NEH  JERSEY 
tt   SHAUGHNESSY,  GERALD  J.,  SAN  FRANCISCO,  CALIFORNIA 
103  tt   SHAUGHNESSY,  JOSEPH  M. ,  CHICAGO,  ILLINOIS 
137  #  SHAURETTE,  RICHARD  VERNON,  POMONA,  CALIFORNIA 
172   SHAVER,  CHARLES  WALLACE,  JAMESTOWN,  NEH  YORK 
118  tt   SHAVER,  LARRY  STEPHEN,  BEDFORD,  INDIANA 
93  tt   SHAVER,  MURL  L,  NEEDLES,  CALIFORNIA 

SHAVER,  PAUL  A.,  ALBUQUERQUE,  NEW  MEXICO 
SHAVER,  STUART  RAYMOND,  SPRINGFIELD,  ILLINOIS 
SHAW,  ALFRED  ROBERT,  JR,  SUTTON,  MASSACHUSETTS 
SHAH,  BARRY  DENNIS,  NORTH  YORKSHIRE,  ENGLAND 
SHAW,  CHARLES  D,  REDFORD,  MICHIGAN 
SHAH,  DAVID  ALAN,  JACKSON,  MISSISSIPPI 
SHAW,  DAVID  LESLIE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DELL  RAY,  AUSTIN,  TEXAS 
DONALD  G,  ST.  CHARLES,  ILLINOIS 
EDWARD  T.,  NORTH  SCITUATE,  RHODE  ISLAND 
LEWIS  EDWARD,  JR,  RICHMOND,  VIRGINIA 
MARK  MICHAEL,  BATON  ROUGE,  LOUISIANA 
MELVIN  J,  FLORENCE,  OREGON 
PATRICK  MICHAEL,  WEST  POINT,  NEW  YORK 
ROBERT  A. ,  CLARION,  IOWA 
ROBERT  BERNARD,  DOVER,  NEW  HAMPSHIRE 
RONALD  A,  WESTERVILLE,  OHIO 
RUSSEL  DUANE,  HASTINGS,  NEBRASKA 
S  DAVID,  DAYTONA  BEACH,  FLORIDA 

WESLEY  JOHN,  III,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
WILLIAM,  JR,  CHICAGO,  ILLINOIS 
SHAWBER,  RONNY  JOEL,  BUCYRUS,  OHIO 
SHAHKAT,  MAHMOUD  ALI,  CAIRO,  EGYPT 
SHAY,  MAURICE  MICHAEL,  DES  MOINES,  IOHA 
SHAY,  MICHAEL  DAVID,  EPHRATA,  WASHINGTON 
SHAYKA,  ANDREH,  FRANKLIN,  PENNSYLVANIA 
SHEA,  BRIAN  EUGENE,  SALINA,  KANSAS 
DAVID,  NEH  CITY,  NEW  YORK 
JAMES  K.,  RUMSON,  NEW  JERSEY 
17  #  SHEA,  LAWRENCE  P.,  YONKERS,  NEW  YORK 

MARK  STEPHEN,  NICHOLASVILLE,  KENTUCKY 
MICHAEL,  ERIE,  PENNSYLVANIA 
MICHAEL  EDHARD,  NEW  YORK,  NEW  YORK 
ROBERT  J,  PALM  BEACH,  FLORIDA 
TIMOTHY  P,  UKIAH,  CALIFORNIA 
W.  JOSEPH,  NATICK,  MASSACHUSETTS 
SHEAFFER,  PAUL  LEROY,  HARRISBURG,  PENNSYLVANIA 
SHEAHAN,  THOMAS  MICHAEL,  KINGMAN,  ARIZONA 
SHEALY,  ANDREW,  NEWBERRY,  SOUTH  CAROLINA 
SHEARER,  BENJAMIN  H.  ,  JACKSON,  MISSISSIPPI 
SHEARER,  MARK  J,  GALESBURG,  ILLINOIS 
SHEARER,  WILLIAM  THEODORE,  BRIGHTON,  COLORADO 
49  #  SHEARN,  JOHN  J.,  PITTSBURGH,  PENNSYLVANIA 
150   SHEDLOCK,  ANDREW  EMERY,  HARRISBURG,  PENNSYLVANIA 
SHEDLOCK,  CARL  JOHN,  FORT  LAUDERDALE,  FLORIDA 
SHEEHAN,  DONALD  JAMES,  WILDWOOD  CREST,  NEW  JERSEY 
SHEEHAN,  GARRETT  MICHAEL,  LOWELL,  MASSACHUSETTS 
SHEEHAN,  GERALD  PATRICK,  NILES,  ILLINOIS 
SHEEHAN,  JAMES  MICHAEL,  BOSTON,  MASSACHUSETTS 
tt   SHEEHAN,  JOHN  B.,  MINEOLA,  NEW  YORK 

#  SHEEHAN,  JOSEPH  J.,  BRENTWOOD,  CALIFORNIA 
SHEEHAN,  LAWRENCE  GERARD,  BRONX,  NEW  YORK 

tt   SHEEHAN,  MICHAEL  EUGENE,  NEH  YORK,  NEH  YORK 

#  SHEEHAN,  ROBERT  E,  CHICAGO,  ILLINOIS 
tt   SHEEHAN,  ROBERT  WILLIAM,  JR,  REDMOND,  WASHINGTON 
"  SHEEHY,  EDWARD  J.,  HOBOKEN,  NEH  JERSEY 
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SHEEKS,  WILLIAM  L.,  INDIANAPOLIS,  INDIANA 
SHEELER,  DONALD  W. ,  LANCASTER,  PENNSYLVANIA 
SHEELY,  FRANK  H,  JR,  CONWAY,  SOUTH  CAROLINA 
SHEETS,  JOHN  A,  TUKWILA,  WASHINGTON 
SHEETS,  RICHARD  LEE,  WEST  PALM  BEACH,  FLORIDA 
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SHEETS.  THOMAS  E  -  SIDES,  FREDERICK  GENE 


11*  i 
192 

125  I 
135 
125 

126  l 
171 
107 
1*1 
133 
182 

33 
161 
117 

94 
111 
182 
19* 
190 
113 
131 
150 

55 
141 
119 
173 

98 
115 
164 

130 

191 

112 

138 

147 

163 

105 

187 

126  tt 

113  tt 
88 

139  tt 

122 

111 

152 

169 

189 

125 

188 
92 

91  tt 
150 
142 
125 
188 
152 

67  tt 
172 
114 
195 

92  tt 
191 

96 

61  * 
92  * 
130 
190 
133 
128 
163 
188 
166 
75  I 
78  i 
191 
93  i 
111 
167 
179 
152 
110 
172 
161 
195 
188 
181 
93 
116 
118 
131 
188 
158 
194 
142 
104 
82 
175 
95 
151 
134 
147 


SHELTON, 
SHELTON, 
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SHEETS,  THOMAS  E,  ORLANDO,  FLORIDA 
SHEFFER   EARL  H,  JR,  HERNDON,  VIRGINIA 
SHEFFER   LAHRENCE  EUGENE,  ORLANDO,  FLORIDA 
SHEFFIELD   MICHAEL,  CHARLOTTESVILLE,  VIRGINIA 
IhIfFIELD:  STEVEN  OMEN.  COLONIAL  HEIGHTS.  VIRGINIA 

ISlL  TLrABD^AMlB^^uSlTED  ARAB  EMIRATES 

iKllLOS  TS  CLIFF^SR?  WGNOLIA.  NEH  JERSEY 

IhIlIE  iJircONK^^/jMN?  MISSISSIPPI 
SHELBY   G  LBERT  J.,  DETROIT,  MICHIGAN 
SHELDON,  MARGIE  KATHLEEN,  DETROIT,  MICHIGAN 
SHELDON,  RICHARD  L,  LIHUE,  KAUAI,  HAHAII 
SHELDON   ROBERT  J,  BATAVIA,  NEH  YORK 
IHELDONE,  MICHAEL   HHITE  PLAINS,  NEW  YORK 
SHELHART   JOHN  THOMAS,  MERRILLVILLE ,  INDIANA 

Shell,  jeffr"  allen,  mt.  pleasant,  Michigan 

SHELL   LARRY  C,  ELIZABETHTON ,  TENNESSEE 
SHELL   HILLIAM  E.,  DETROIT,  MICHIGAN 
SHELL  MILLIE  LEE   JR,  BAKERSFIELD,  CALIFORNIA 
SHELLER   ROBERT  JOSEPH,  HEST  CHESTER,  PENNSYLVANIA 
SHELLEY   DANIEL  EDWARD!  SAN  FRANCISCO,  CALIFORNIA 
SHELLEY,  GEOFF,  SYDNEY,  AUSTRALIA     .__-„,. 
SHELLEY  KIMBALL  MARK,  LONG  BEACH,  CALIFORNIA 
SHELLEY   RONDOL  LANE,  AIKEN,  SOUTH  CAROLINA 
SHELLY   FREDDIE  G. ,  GEORGETOWN,  SOUTH  CAROLINA 
SHELTON   BURKS  D,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
SHELTON  DEBORAH  ANN,  COPPERAS  COVE,  TEXAS 
SHELTON!  DONALD  RAY,  JEFFERSON  CITY,  MISSOURI 

1  SffN'c.TJHINGTSSl^STRICT  OF  COLUMBIA 
JAMES  ALBERT,  WICHITA  FALLS,  TEXAS 
JEFFREY  SCOTT,  COLUMBIA,  MISSOURI 
LAWRENCE  EDWIN,  MAYODAN,  NORTH  CAROLINA 
RirHARD  C   INDIANAPOLIS,  INDIANA 
THEODORE  FRANKLIN   FAIRCHILD  AFB,  WASHINGTON 
,  WILLIAM  CLARK,  OKEMOS,  MICHIGAN 
chfi  V   PATRICK  M.  VALDEZ,  ALASKA 
IhEN  CHENG-TSENG  ,  TAIPEI,  REPUBLIC  OF  CHINA 
SHENBERGER,  LARRY  FRANCIS,  DEKALB,  ILLINOIS 
SHENK   DAVID  LEE,  CORUNNA,  MICHIGAN 
SHENK   EARLE  K. ,  RED  LION,  PENNSYLVANIA 
IhEPARD  MARVIN  RICHARD,  NEW  YORK,  NEW  YORK 
SHEPARD  MICHAEL  GENE,  JACKSON,  TENNESSEE 
SHEPARD  WILLIAM  A,  SMITHFIELD,  RHODE  ISLAND 
SHEPHARD,  WARREN  FRANKLIN,  MACON,  GEORGIA 
SHEPHERD,  ANTHONY  WAYNE,  GAHANNA,  OHIO 
SHEPHERD,  GARY  B,  LAGRANGE,  GEORGIA 
SHFPHFRD   ROBERT  C,  SYDNEY,  AUSTRALIA 

'  ROBERT  LAWRENCE,  SHELTON,  WASHINGTON 
BUDDY  JOE,  NEWCASTLE,  CALIFORNIA 
EDWIN  MARK,  FOND  DU  LAC,  WISCONSIN 
IAMFS  MITCHELL   ROCHESTER,  NEW  YORK 
jam!!  THOMAS   SR  GREENSBORO,  NORTH  CAROLINA 
LESLIE  T,  SR,  RICHMOND,  VIRGINIA 
MARY  LOUISE,  GREEN  RIVER,  WYOMING 
,  NELSON  L,  WASHINGTON   NORTH  CAROLINA 
cupppcRi  v   JACK  RICHARD,  BATTLE  CREEK,  MICHIGAN 
SHEPPERSON  MELVIN  M,  RAPID  CITY,  SOUTH  DAKOTA 
SHERBERT   JOHN  FREDERICK,  ANNAPOLIS,  MARYLAND 
SHERBONDY,  RONALD  J.,  GREENVILLE,  PENNSYLVANIA 
SHERIDAN   DONALD  F.,  SYRACUSE,  NEW  YORK 
SHERIDAN   JAMES  R,  NORTH  CALDWELL,  NEW  JERSEY 
'  JOHN  THOMAS,  WHIPPANY,  NEW  JERSEY 

PAUL.  MELBOURNE,  AUSTRALIA 
,  TERRENCE  BAILEY,  TOWSON,  MARYLAND 
SHFRI   JIMMIE  DEE,  TULSA,  OKLAHOMA 
SHERMAN  DENNIS  KEITH,  GRAND  JUNCTION,  COLORADO 
IhERMAn'  JOHN  MICHAEL   NORTHVILLE,  MICHIGAN 
SHERMAN   RAYMOND  EUGENE,  AUBURN,  WASHINGTON 
SHERMAN  WAYNE  L.,  MINNEAPOLIS,  MINNESOTA 
shfrrard   BILLY  L..  LA  GRANGE,  KENTUCKY 
SHERRILL   JOHN  WAYNE,  MOUNT  HOLLY,  NORTH  CAROLINA 
SHERRILL '  REUBEN  T,  BATON  ROUGE,  LOUISIANA 
SHERRON  SPURGEON  E,  DURHAM,  NORTH  CAROLINA 
IhERRY   JAMES  JOHN,  SOUTHAMPTON,  NEW  YORK 
SHERVEN   ALLEN  JOHN,  SHEBOYGAN,  HISCONSIN 
SHERW IN   BRUCE  WAYNE,  RUTLAND,  VERMONT 
SHFRWN   ROBERT  L,  SR,  SYRACUSE,  NEW  YORK 
IheRMOOD.  HILClAM  THOMAS,  NEW  CITY   NEW  YORK 
SHETLER,  HOWARD  DALE,  MANSFIELD,  OHIO 

shfung  simon  chi-keung,  hong  kong,  hong  kong 
Ihevlin  philip  francis:  fort  myers,  Florida 
shewchuk,  david  mark,  london,  canada 

SHEWELL,  SCOTT  E.,  YORK,  PENNSYLVANIA 

shfhfy  david  m.,  bronson,  florida 

Shields  brian  paul.  town  of  tonawanda,  new  york 

SHIELDS  DONALD  EDWARD,  BROOKSVILLE,  FLORIDA  _iuuoTA 

SHIELDS  DOROTHY  ANN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SHIELDS  FRANCIS  MARTIN,  HAUPPAUGE,  NEW  YORK 

'  GeSSg  ANDREW, "FRANKLIN,  NORTH  CAROL  NA 

JACK  WILLIAM,  ROHNERT  PARK,  CALIFORNIA 
JOHN  H,  TACOMA,  WASHINGTON 
NEAL  G.,  SHREVEPORT,  LOUISIANA 
ROBERT  DONALD,  ROANOKE,  VIRGINIA 
,  HAYNE  S,  BLACKSTONE   VIRGINIA 

STIFLE!  "SSnSaEl  g5CRK?°N0RTH1!l?CHLAND  HILLS.  TEXAS 
SHIFLETT,  CHARLES  WILlIaM,  ROME,  GEORGIA 
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74  # 
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54  # 
187 
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127 
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SHIFLETT,  THOMAS  A,  ROME,  GEORGIA 

SHIFLEY   RICKY  ALLEN,  GALION,  OHIO 

SHIGEMASA   THOMAS  KEN,  SAN  JOSE,  CALIFORNIA 

SHILAOS   ALECK  K,  PRICE,  UTAH 

SHILLING,  DAVID  WARREN,  RIVERDALE,  ILLINOIS 

SHIN,  SOO  CHUL,  SEOUL,  KOREA 

SHINER,  DANIEL  LEE,  LANCASTER,  TEXAS 

SHING,  MICHAEL  DOUGLAS,  DALLAS,  TEXAS 

SHTMf,   RICHARD  LINDSLEY,  GARLAND,  TEXAS 

IhINGLEDECKER,  CONSTANCE  KAY,  BRADENTON,  FLORIDA 

SHINN   DENNIS  SAM,  OAKLAND,  CALIFORNIA 

SHINN  WILLIAM  DAVID,  MARTINEZ,  CALIFORNIA 

SHINNAMON,  E.  DONALD,  TOWSON   MARYLAND 

SHINNEMAN,  LAHRENCE  C,  PORTAGE,  INDIANA 

SHINNERS  RICHARD  JOSEPH,  CHICAGO,  ILLINOIS 

SHINYAMA   CAL  ANSELM,  HAILUKU,  MAUI,  HAWAII 

SH  PARSK  ,  LEON  C. ,  MICHIGAN  CITY,  INDIANA 

SHIPLEY  HOWARD  A,  SUNNYVALE,  CALIFORNIA 

SHIPLEY   LEE  V,  FORT  COLLINS,  COLORADO 

SHIPLEY  MICHAEL  JOHN,  CARLSBAD,  CALIFORNIA 

SHIPLEY  OSCAR  R. ,  MEDFORD,  OREGON 

SHIPMAN  GLENN  A,  MCMINNVILLE,  OREGON 

SHIPP  GARY  WAYNE,  ARLINGTON,  TEXAS 

SHIPP  MONTY  ANTHONY,  FAIRFIELD,  CALIFORNIA 

SHIRAisHI   RICHARD  H,    SACRAMENTO,  CALIFORNIA 

SHIRATAKE.  TATSUO,  NAGASAKI,  JAPAN  ,,„„.. 

SHIRES   HENRY  C. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SHIrIy;  ELBERT  FRANKLIN,  JR,  BALTIMORE,  MARYLAND 

SHIRLEY,  EARL  PALMER,  JR,  BETHANY,  OKLAHOMA 

SHIRLEY   JOSEPH  N,  EDISON,  NEW  JERSEY 

SHIRLEY  MICHAEL  DOUGLAS,  OCEANSIDE,  CALIFORNIA 

SHIRLEY I  WAYNE  HERBERT,  CHARLOTTE,  NORTH  CAROLINA 

SHIROMA,  JULIAN  HIROSHI,  HILO,  HAWAII 

SHISHIKURA.  TAKAO,  TOKYO,  JAPAN 

*  SHVELY   RAYMOND  E. ,  ANTIOCH,  CALIFORNIA 
SHIVELY  THOMAS  LAYNE,  FRANKLIN,  INDIANA 
IhIVELY   TIMOTHY  ERIC,  BARTLESVILLE,  OKLAHOMA 
SHIVERS   STEPHEN  L,  OKINAWA,  JAPAN 

I  SHOAFf!' HARVEY  CLYDE,  WEST  PALM  BEACH  FLORIDA 
SHOAP,  RODNEY  MARK,  FORT  MYERS,  FLORIDA 
shoar  DAVID  BERNARD,  ST  AUGUSTINE,  FLORIDA 
SICKLE?  THOMAS  RAY,  NORTH  RICHLAND  HILLS,  TEXAS 

*  QwnFMiKF   WILLIAM  R.,  MIDLAND,  TEXAS 
IhoImAKER,  BRADLEY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
'SHOEMAKER  JERRY  Li,  MONTGOMERY  ALABAMA 
SHOEMAKER,  SAMUEL  LEWIS,  JR,  GAINESVILLE,  FLORIDA 
swnFMAKFR  WILLIAM  M,  JR,  ATLANTA,  GEORGIA 

*  STOKES   E.  KAY,  CHARLESTON,  SOUTH  CAROLINA 
M   SHOI  FS  RUSSELL  R,  BATTLE  CREEK,  MICHIGAN 

IhoNTz'  CHARLES  DANIEL,  BRIDGETON,  NEW  JERSEY 
tt   IhoSk  'HOWARD  CHARLES,  LEVITTOWN  PENNSYLVANIA 

SHOOK  WALTER  KALLIN,  HUDSON,  NEW  YORK 
tt   SHOPE  WILLIAM  B,  SAN  DIEGO,  CALIFORNIA 
SHORF  DOUGLAS  LEE,  FOLSOM,  CALIFORNIA 
IhSrT*  CRAIG  ALAN,  NATIONAL  CITY,  CALIFORNIA 
SHORT  GEORGE  CLAYTON,  PULASKI   VIRGINIA 
SHORT   JOHN  WARD,  MELBOURNE,  FLORIDA        „.„-.. 
IhORT;  KENNETH  d!,  WASHINGTON  DISTRICT  OF  COLUMBIA 

#  SHORT   LEROY  M,  SACRAMENTO,  CALIFORNIA 

tt   SHORTER,  C  B,  JR,  KINGSTREE,  SOUTH  CAROLINA 
tt   SHORTER  ROBERT  J.,  ORANGEBURG,  NEW  YORK 

SHORTUND  STEPHEN  JOHN,  AUCKLAND,  NEW  ZEALAND 

I   IK!'  ?RN^rs.MAYGRAEFTDON.°SoSTH  DAKOTA 

#  Endup!  Ralph  Robert,  JR.  pun™  gorda .  Florida 

tt   SHOVER,  ROBERT  JOHN,  FAIRBANKS,  ALASKA 

swnvi  TN  WILLIAM  ALBERT,  WEST  HAVELTON,  PENNSYLVANIA 
SHOWERS:  RUSSELL  c[yDe!'jR,  GERMANTOWN,  MARYLAND 
SHOWS,  DAVID  GLENN,  MEDINA,  OHIO 


\lt  tt   SHSKq  ANE  A.  .'LOS  ANGELES,  CALIFORNIA 
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SHRAnFR   JEFFERYALAN,  GOLDEN,  COLORADO 
iHREEVE'  JOHN  STEPHEN  WEST  VALLEY  CITY,  UTAH 
IhREVE, 'DENNIS  RAY,  KANSAS  CITY,  MISSOURI 
SHRUM   EDWARD  B,  SANTA  BARBARA,  CALIFORNIA 
shiikfr   TIMOTHY  PATRICK,  FLINT,  MICHIGAN 
SHULENBERGEr!  ARTHUR  M.   HARRISBURG  PENNSYLVANIA 
SHULL   ALFRED  L.,  SIMSBURY,  CONNECTICUT 
SHULL  MICHAEL  C  MEDIA,  PENNSYLVANIA 
SHULTZ   ROBERT  DANIEL,  CLINTON,  TENNESSEE 
SHUMATE   ROBERT  GLENN  KINGSPORT,  TENNESSEE 
SHUMATE   STARLING  E.,  MARTINSVILLE,  VIRGINIA 
shiink  WILLIAM  D.,  SAULT  SAINTE  MARIE,  MICHIGAN 
SHUPE'  DAVID  LESLIE,  OKLAHOMA  CITY,  OKLAHOMA 
SHUPP!  DAMON  WAYNE,  MIDLAND,  TEXAS 
SHUSTA,  ROBERT  MILWARD,  CONCORD,  CALIFORNIA 
SHUTACK,  ANDREW,  MANVILLE,  NEW  JERSEY 
SHY E  CARL  W. ,  LEXINGTON,  KENTUCKY 
SIAMAS   JOHN  A.,  CRAWFORDSVILLE,  INDIANA 
llANEZ  MICHEAL   GARDEN  GROVE,  CALIFORNIA 
s  rfrto  RAMOS   SERGIO,  SATO  REY,  PUERTO  RICO 
1  BUY   BUFORD  RANDOLPH,  GULFPORT,  MISSISSIPPI 
SIBLEY  JOHN  PATRICK,  ROCHESTER,  MINNESOTA 

!  RICHARD  JAMES.  LIVERMORE  CALIFORNIA 
SICINSKI,  KARL  A. ,  JOLIET T   ILL  NOIS 
sxriNSKI   RAYMOND  E,  JOLIET,  ILLINOIS 
SICKLER  NORBERT  V,  DICKINSON,  NORTH  DAKOTA 
S  DELL   JOSEPH  PAUL,  JR,  CLEVELAND,  OHIO 
!  ilDERS  BURT  DARRELL,  FAIRFAX,  VIRGINIA 
»  SIDES   EUGENE,  COLLEGE  PARK,  MARYLAND 
SIDES   FREDERICK  GENE,  MONTGOMERY,  ALABAMA 


SIDES,  PAUL  RAY  -  SKINNER,  DEARL  EUGENE 
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101 
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171 

76 
136 
163 
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112 
177 
104 


SIDES,  PAUL  RAY,  MONTGOMERY,  ALABAMA 
SIDWELL,  RONALD  LEE,  JR,  FORT  MEADE,  MARYLAND 
SIEBENMAN,  JOHN  M,  ST.  LOUIS,  MISSOURI 
SIEBER,  BYRON  PAUL,  GRAND  FORKS,  SOUTH  DAKOTA 
SIEBER,  HILLIAM  CHARLES,  LOS  ANGELES,  CALIFORNIA 
SIEBERT,  GEORGE  LEE,  HAGERSTOHN,  MARYLAND 
SIEDELMANN,  ARNOLD  E,  AMES,  IOHA 
SIEE,  RICHARD  J.,  YAPHANK,  NEW  YORK 
SIEGEL,  HARVEY  NELSON,  TORRANCE,  CALIFORNIA 
SIEGEL,  HEIMO,  LINZ,  AUSTRIA 
SIEGEL,  STEVEN  WAYNE,  ELIZABETH,  NEW  JERSEY 
SIEGRIST,  GEORGE  E,  WEST  PALM  BEACH,  FLORIDA 
SIEMENS,  MARK  JAMES,  MARYSVILLE,  CALIFORNIA 
SIEPERT,  BLAIR  K.,  REXBURG,  IDAHO 
SIETSMA,  KORNELIS  J.,  AMSTERDAM,  NETHERLANDS 
SIEVERS,  ALVIN  JAMES,  MARISSA,  ILLINOIS 
SIEVERS,  ROBERT  LOUIS,  YAPHANK,  NEW  YORK 
SIGLER,  CHARLES  B.,  JR.,  COLUMBIA  FALLS,  MONTANA 
SIGLER,  TODD  DEE,  CARBONDALE,  ILLINOIS 
SIGMON,  EDDIE  R. ,  RALEIGH,  NORTH  CAROLINA 
SIGRAH,  CARSON  KUN,  KOSRAE,  FEDERATED  STATES  OF  MICRONE 
SIGWALD,  CHARLES  EDWARD,  CHARLESTON,  SOUTH  CAROLINA 
SIGWALD,  ROBERT  M,  JR,  ROCKVILLE,  MARYLAND 
SIITARI,  MICHAEL  JAMES,  EDINA,  MINNESOTA 
SIKES,  CHARLES  D,  STATESBORO,  GEORGIA 
SIKES,  JACK  D.,  YORK,  NEBRASKA 
SIKORA,  JOSEPH,  HARTFORD,  CONNECTICUT 
SIKORSKI,  LEONARD  A.,  WARREN,  MICHIGAN 
SILL,  ALLEN,  WEST  COVINA,  CALIFORNIA 
SILL,  RICHARD  LESLIE,  CHINO,  CALIFORNIA 
SILLS,  HOWARD  RICHARD,  MILLEDGEVILLE,  GEORGIA 
SILLS,  MURRAY  L.,  VICKSBURG,  MISSISSIPPI 
SILVA-VAZQUEZ,  DAVID,  SAN  JUAN,  PUERTO  RICO 
SILVA,  HERMAN  DANIEL,  SANTE  FE,  NEW  MEXICO 
SILVA,  JAMES  JESSE,  HILLSIDE,  NEW  JERSEY 
SILVA,  JOHN  F,  BENICIA,  CALIFORNIA 
SILVA,  JOHN  JOSEPH,  HOUSTON,  TEXAS 
SILVA,  JOSE  R.,  GRAND  JUNCTION,  COLORADO 
JOSEPH  D.,  MILPITAS,  CALIFORNIA 
LOUIS  A.,  WALLA  WALLA,  WASHINGTON 
,  ROBERT  JOHN,  READING,  MASSACHUSETTS 
102  tt   SILVA,  ROBERT  0.,  PUEBLO,  COLORADO 
82  tt   SILVER,  SEYMOUR,  NEW  YORK,  NEW  YORK 

SILVERBERG,  BARRY  PHILIP,  SKOKIE,  ILLINOIS 
SILVERTHORN,  RICHARD  CHARLES,  FORT  MYERS,  FLORIDA 
SILVIE,  SIGGIE,  JR,  NATCHITOCHES,  LOUISIANA 
tt   SILVIO,  SALVATORE,  CONCORD,  MASSACHUSETTS 
SIM,  FREDERICK  B.,  BRUNEI,  BRUNEI 
SIMBOL,  HOWARD  MARK,  PASSAIC,  NEW  JERSEY 

*  SIMCO,  J.  E.,  RANKIN,  TEXAS 
tt   SIMECKA,  RAPHAEL  J.,  TOPEKA,  KANSAS 

SIMEON-DREVON,  PHILIPPE,  PARIS,  FRANCE 
SIMES,  GORDON  LOUIS,  MONTGOMERYVILLE,  PENNSYLVANIA 
SIMMERS,  MICHAEL  DENNIS,  HARRISBURG,  PENNSYLVANIA 
38  tt   SIMMERS,  WILLIAM  C,  ITHACA,  NEW  YORK 
II  tt   SIMMONS,  BILLY  SMITH,  MCCOMB,  MISSISSIPPI 

#  SIMMONS,  CHARLES  PHILLIPS,  BROOKLINE,  MASSACHUSETTS 
SIMMONS,  CHARLIE  JOE,  PLAINVIEW,  TEXAS 
SIMMONS,  CLIFFORD  EUGENE,  HOUSTON,  TEXAS 
SIMMONS,  DAVID  LEROY,  DETROIT,  MICHIGAN 

EDWARD  DANIEL,  BOSTON,  MASSACHUSETTS 
FRANK  E.,  MONMOUTH  JUNCTION,  NEW  JERSEY 
,  GARY  THOMAS,  MANCHESTER,  NEW  HAMPSHIRE 
SIMMONS,  HUGH  JUSTIN,  CORNING,  NEW  YORK 
SIMMONS,  HULON  L.,  AMITE,  LOUISIANA 
SIMMONS,  JAMES  ALFRED,  JR,  HOLLIS,  NEW  YORK 
SIMMONS,  JAMES  OLIVER,  AMARILLO,  TEXAS 
SIMMONS,  JEFFREY  ALAN,  PEMBROKE,  GEORGIA 
SIMMONS,  JIMMY  TED,  JACKSON,  MISSISSIPPI 
SIMMONS,  JOHN  JOSEPH,  RALEIGH,  NORTH  CAROLINA 
SIMMONS,  LAWRENCE  DEA,  MARTINEZ,  CALIFORNIA 
SIMMONS,  LESTER  MONDELL,  LAS  VEGAS,  NEVADA 
SIMMONS,  MILTON  C,  HOUSTON,  TEXAS 
SIMMONS,  RICHARD  J,  SOUTHFIELD,  MICHIGAN 
SIMMONS,  VERNON  L,  NORFOLK,  VIRGINIA 
SIMMONS,  WESLEY  GRAY,  BOYDTON,  VIRGINIA 
SIMMS,  THOMAS  HASKELL,  ROSEVILLE,  CALIFORNIA 
SIMON,  DONALD  RAY,  WHITEWATER,  WISCONSIN 
SIMON,  ELMER  R,  PERTH  AMBOY,  NEW  JERSEY 
SIMON,  JAMES  SIDNEY,  IRVING,  TEXAS 
SIMON,  JOSEPH  WALTER,  KIRKLAND,  WASHINGTON 
SIMON,  ROBERT  E.,  PUEBLO,  COLORADO 
SIMON,  SAMUEL  JOSEPH,  ST.  LOUIS,  MISSOURI 
SIMON,  SIDNEY  ARNOLD,  INDIANA,  PENNSYLVANIA 
SIMONCELLI,  JAMES  MICHAEL,  ROUND  LAKE  BEACH,  ILLINOIS 
SIMONE,  GEORGE  F.,  JR.,  SOUTHINGTON,  CONNECTICUT 
SIMONEAU,  KENNETH  ALLEN,  NEW  LONDON,  CONNECTICUT 
SIMONS,  PAUL  WILLIAM,  INDIANAPOLIS,  INDIANA 
SIMONSON,  CLAIRE  E.,  MILWAUKEE,  WISCONSIN 
SIMPKINS,  WALTER  JOSEPH,  WOODSTOWN,  NEW  JERSEY 
SIMPSON,  BRAD  KENDALL,  LAS  VEGAS,  NEVADA 
SIMPSON,  BRIAN,  BUTLER,  PENNSYLVANIA 
SIMPSON,  BRUCE  CLAYTON,  SANTA  CRUZ,  CALIFORNIA 
SIMPSON,  CHARLES  RALPH,  YREKA,  CALIFORNIA 
SIMPSON,  DANIEL  L,  DOVER,  DELAWARE 
SIMPSON,  DONALD  E.,  CRESTVIEW,  FLORIDA 
SIMPSON,  FRANKLIN  JOSEPH,  BARBOURSVILLE ,  WEST  VIRGINIA 
SIMPSON,  JAMES  HERBERT,  PORTSMOUTH,  VIRGINIA 
SIMPSON,  JAMES  RUSSELL,  LIBERTY,  MISSOURI 
SIMPSON,  JIMMY  RAY,  BEDFORD,  TEXAS 
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SIMMONS, 
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62 
116 
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98 
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93 
192 
128 

49 
132 
177 
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158 
187 
113 

71 
167 

46 
188 
128 


123 

188 

136 

179 
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115 

168 

132  * 

112  tt 

169 

175 
82  tt 

177 

165 

188 

149 

132 
81  tt 
94  tt 

128 
97  tt 
87 

148  tt 

185 

127 

135 
95 

142 

124 

182 

101  tt 

161 

160  tt 

129  tt 

165 
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137 

131 

144 

143 

138 

180 

171 
94 

141 

114 

131 

138 

118 
54  tt 

173 

92  tt 

151 

195 

132 

187 

94  tt 

146  tt 

136  tt 

193 
120 
184 
124  tt 
111 
186 
128  tt 
166 
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65  tt 

86  tt 

96 

90 
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92  tt 

97  tt 
181 
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135 
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122  tt 

83  tt 
103  * 
189 


SIMPSON,  JOHN  DOUGLAS,  BARTOW,  FLORIDA 
SIMPSON,  JOHN  J,  JR,  CHARLESTON,  SOUTH  CAROLINA 
SIMPSON,  KIETH  DALE,  SALT  LAKE  CITY,  UTAH 
SIMPSON,  LESLIE  DAVID,  ST.  CHARLES,  MISSOURI 
SIMPSON,  LUCIA  H.,  DETROIT,  MICHIGAN 
SIMPSON,  MARVIN  B,  WEST  ORANGE,  TEXAS 
SIMPSON,  MELVILLE  JAMES,  BRAMPTON,  CANADA 
SIMPSON,  RICHARD  THOMAS,  FORT  LAUDERDALE,  FLORIDA 
SIMPSON,  SONNIE  B,  GREENSBORO,  NORTH  CAROLINA 
SIMPSON,  TERRY  LEE,  PLEASANT  HILL,  CALIFORNIA 
SIMPSON,  THEODORE,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SIMPSON,  WALTER  E.,  LITTLE  ROCK,  ARKANSAS 
SIMPSON,  WILLIAM  PATRICK,  HOPKINSVILLE,  KENTUCKY 
SIMS,  CHARLES  MITCHELL,  HATTIESBURG,  MISSISSIPPI 
SIMS,  CLYDE  MICHAEL,  OAKLAND,  CALIFORNIA 
SIMS,  ELIE,  MORRISTOWN,  NEW  JERSEY 
SIMS,  GEORGE  THOMAS,  MOBERLY,  MISSOURI 
SIMS,  HARRY  E.,  OXFORD,  ALABAMA 
SIMS,  LEE  R.,  JR.,  ALBANY,  OREGON 
SIMS,  LEONARD  LEE,  RENO,  NEVADA 
SIMS,  RICHARD  C. ,  DALY  CITY,  CALIFORNIA 
SIMS,  WALTER  R,  ELIZABETHTOWN,  KENTUCKY 
SIMS,  WAYNE  TIMOTHY,  SUMTER,  SOUTH  CAROLINA 
SIMS,  WILLIAM  GLENN,  ROME,  GEORGIA 
SIMSER,  EDWARD  VAN,  WATERTOHN,  NEW  YORK 
SINCLAIR,  CHARLES  ERVIN,  PONCA  CITY,  OKLAHOMA 
SINCLAIR,  DAVID  E,  LANSING,  MICHIGAN 
SINCLAIR,  HENRY  WALLACE,  COLUMBIA,  SOUTH  CAROLINA 
SINCLAIR,  THOMAS  EDWARD,  MINEOLA,  NEW  YORK 
SINDAC,  REUBEN  THEODORE  CASENAS,  QUEZON  CITY.  PHILIPPIN 
SINDLINGER,  JOHN  A,  MANASSAS,  VIRGINIA 
SINE,  RICHARD  ALBERT,  HUDSON,  OHIO 
'  SINES,  EARL  THOMAS,  FAIRFAX,  VIRGINIA 
'  SING,  JAMES  BRUCE,  SAN  DIEGO,  CALIFORNIA 
SING,  THOMAS  PUAALA,  SAN  JOSE,  CALIFORNIA 
SINGER,  DAVID  MARK,  SIGNAL  HILL,  CALIFORNIA 
SINGH,  MIGUEL,  CALEXICO,  CALIFORNIA 
SINGHA,  RAJENDRA  BAHADUR,  KATHMANDU,  NEPAL 
SINGLETARY,  BRUCE  WARREN,  ARLINGTON,  VIRGINIA 
SINGLETARY,  LARRY  FONDREN,  THOMASVILLE,  GEORGIA 
SINGLETON,  BARBARA  ELIZABETH,  GALVESTON,  TEXAS 
SINGLETON,  DAVID  GARY,  WADSWORTH,  OHIO 
SINGLETON,  DENNIS  JOSEPH,  NEW  YORK,  NEW  YORK 
SINGLETON,  JAMES  R.,  AUSTIN,  TEXAS 
SINGLETON,  JOHN  HENRY,  DENVER,  COLORADO 
SINGLETON,  LEO  E,  JR,  GALVESTON,  TEXAS 
SINGLETON,  RICHARD  LEE,  GALVESTON,  TEXAS 
SINGLETON,  RICKY  LAMAR,  FLORENCE,  ALABAMA 
SINGLETON,  TERRY  LEE,  MACON,  GEORGIA 
SINGLEY,  KENNETH  CHARLES,  LEWISTOWN,  MONTANA 
SINHA,  MALAY  KUMAR,  NEW  DELHI,  INDIA 
SININ,  ABDUL  SAMAT,  KUALA  LUMPUR,  MALAYSIA 
SINNAR,  JOAN  MARIE,  BALTIMORE,  MARYLAND 
SINNOTT,  EDWARD  JOHN,  GREAT  FALLS,  MONTANA 
SINSOOK,  KRAISOOK,  BANGKOK,  THAILAND 
SINTIN,  ALEX  BOTES,  QUEZON  CITY,  PHILIPPINES 
SIRCY,  MAXEY  L,  KNOXVILLE,  TENNESSEE 
SIRECI,  PAUL  FREDERICK,  NAPLES,  FLORIDA 
SIRES,  ROBERT  DESALES,  ORANGE,  CONNECTICUT 
SIREVOG,  GERALD  GRANT,  KETCHIKAN,  ALASKA 
SIRIANNO,  JOHN  LEROY,  MAYVILLE,  NEW  YORK 
SIROIS,  RODNEY  DELLWYN,  BANGOR,  DISTRICT  OF  COLUMBIA 
SISCO,  RICHARD  JERRY,  ST.  LOUIS,  MISSOURI 
SISK,  JAMES  L,  STARKVILLE,  MISSISSIPPI 
SISNEROS,  EDWIN  JACOB,  RED  BLUFF,  CALIFORNIA 
SISTO,  EUGENE  PATRICK,  DULUTH,  MINNESOTA 
SISTO,  JOHN  JOSEPH,  ROCKAWAY,  NEW  JERSEY 
SISTRUNK,  ERNEST  E.,  MIAMI,  FLORIDA 
SITER,  GEORGE  R. ,  JR.,  TRENTON,  NEW  JERSEY 
SITLER,  GREGORY  CHARLES,  ALBANY,  NEW  YORK 
SIUCHTA,  STANLEY  JOHN,  EAGLEVILLE,  PENNSYLVANIA 
SIWAK,  FRANK  JOHN,  WINNETKA,  ILLINOIS 
SIZEMORE,  DANIEL  WAYNE,  FORT  MYERS,  FLORIDA 
SIZEMORE,  RICHARD  D,  HAMILTON,  OHIO 
SIZER,  ROSANNE  MARGARET,  PORTLAND,  OREGON 
SJOBERG,  KARL  GUSTAF,  STOCKHOLM,  SWEDEN 
SJOBLOM,  WALFRID  JOHN,  NEW  YORK,  NEW  YORK 
SKADSEN,  DON  W,  SIOUX  FALLS,  SOUTH  DAKOTA 
SKAGEN,  NOREEN  T,  SEATTLE,  WASHINGTON 
SKAGEN,  ROY  C,  SEATTLE,  WASHINGTON 
SKAGGS,  JAMES  D. ,  MERCER  ISLAND,  WASHINGTON 
SKAGGS,  PAUL  VERNON,  TRUSSVILLE,  ALABAMA 
SKALASKI,  CHARLES  W,  JR,  CORAL  GABLES,  FLORIDA 
SKAMFER,  CARL,  JR.,  EAU  CLAIRE,  WISCONSIN 
SKANDALIS,  ACHILLEAS,  ATHENS,  GREECE 
SKANSE,  RICHARD  CONSTANTINE,  EL  PASO,  TEXAS 
SKAPIK,  JOSEPH  P.,  HARRISBURG,  PENNSYLVANIA 
SKARE,  DARYL  WILLIAM,  SANTA  BARBARA,  CALIFORNIA 
SKEHAN,  ANN  M,  SANTA  BARBARA,  CALIFORNIA 
SKELLY,  DANIEL  LEO,  BOSTON,  MASSACHUSETTS 
SKERRY,  HOWARD  ROLAND,  SANTA  CRUZ,  CALIFORNIA 
SKERRY,  RAYMOND  H. ,  WOODLAKE,  CALIFORNIA 
SKEWES,  JAY  B,  KENT,  WASHINGTON 
SKIDMORE,  JAMES  W.,  WEST  BEND,  WISCONSIN 
SKIDMORE,  STEVEN  LYNN,  BELLEFONTAINE,  OHIO 
SKILES,  OREN  K. ,  ARKANSAS  CITY,  KANSAS 
SKILES,  RUSSEL  HAWTHORNE,  LANCASTER,  PENNSYLVANIA 
SKILLEN,  CHARLES  R,  BILLINGS,  MONTANA 
SKINNER,  BLAINE,  IDAHO  FALLS,  IDAHO 
SKINNER,  DEARL  EUGENE,  YUBA  CITY,  CALIFORNIA 
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SKINNER,  DOUGLAS  STEVEN  -  SMITH,  GREGORY  KENT 
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SKINNER,  DOUGLAS  STEVEN,  INDIANAPOLIS,  INDIANA 
SKINNER   JOHN  JAMES,  FAIRFAX,  VIRGINIA 
SKINNER,  LAWRENCE  I,    HARTFORD,  CONNECTICUT 
SKINNER,  RALPH  R,  HOOD  RIVER,  ILLINOIS 
SKINNER,  RAYMOND  OREN,  DALLAS,  TEXAS 
SKINNER,  RICHARD  GORDON,  TOHSON,  MARYLAND 
SKINNER   ROBERT  C.  GREENVILLE,  MISSISSIPPI 
SKINNER,  ROGER  A,  INDIALANTIC,  FLORIDA 
SKINNER   RONALD  VERNON,  LOVELOCK,  NEVADA 
SKINNER  WILLIAM  S,  BAKERSFIELD,  CALIFORNIA 
SKINNER  HILLIAM  WAYNE,  SAN  DIEGO,  CALIFORNIA 
SKIPPER   CHARLES  M.,  MARION,  SOUTH  CAROLINA 
SKOBO   RICHARD  EDWARD,  TRENTON,  NEW  JERSEY 
SKOBO   RONALD  MATTHEH,  SOMERVILLE,  NEW  JERSEY 
SKDRirH   MICHAEL  JOHN,  CLEVELAND,  OHIO 
SKOTARCZYK   RANDOLPH  ALLEN,  HARPER  WOODS,  MICHIGAN 
IkOTZKO  MICHAEL   WASHINGTON,  DISTRICT  OF  COLUMBIA 
IkOHRON   WESLEY  HAROLD  LIVONIA  MICHIGAN 

SKRABALA,  THOMAS  JOHN,  DEERFIELD,  ILLINOIS 

SKULETICH,  GEORGE  THOMAS,  BUTTE,  MONTANA 

SKUZINSKI   STANLEY  J.,  GRAND  RAPIDS,  MICHIGAN 

SKVAREK,  FRANK  J.,  BUFFALO,  NEW  YORK 

SLABAUGH,  MERLE  H. ,  MISHAWAKA,  INDIANA 

SLACK,  HILLIAM  ROBERT,  SAN  JOSE,  CALIFORNIA 

SLADE  WILLIAM  EARNEST.  PEARL.  MISSISSIPPI 

SLAMONS,  LAWRENCE  J.,  JR.,  FAYETTEVILLE,  ARKANSAS 

SLAPP   JOSEPH  PETER,  VENICE,  FLORIDA 

SLATER,  GERALD  FRANK,  OAKLAND,  CALIFORNIA 

SLATER   LAHRENCE  RAY,  CLAYTON,  MISSOURI 

SLATER   ROBERT  J,  JR  KALAMAZOO,  MICHIGAN 

SLATER   SHELBY  L   NORTHVILLE,  MICHIGAN 
!  SLATTERY   JAMES  J,  NASHUA,  NEW  HAMPSHIRE 

qi  aiirhtfr   BILL  L  .  BOZEMAN,  MONTANA 

Daughter:  gregory'wrliam.'santa  monica,  California 

i  SLAUGHTER   JAMES  F,  MELBOURNE,  FLORIDA 
SLAUGHTER   RAMON  F  ,  SR,  ALBANY,  GEORGIA 
IlaUGTHER,  ROBERT  LINCOLN,  SAN  DIEGO,  CALIFORNIA 
SLAVINSKI   BOBBY  ALLEN,  RICHMOND,  TEXAS 
SLAY,  JOSEPH,  JR,  GARY,  INDIANA      .„„„.„.. 
SLAYTON,  CLAUDE  IRVIN,  JR,  DANVILLE,  VIRGINIA 

1   SLAYTON,  GEAN  A,  FLAGSTAFF,  ARIZONA 

SLAZINIK,  DON,  OFALLON,  ILLINOIS       .„...„ 
SLEETER,  FRANK  GERALD,  SUN  PRAIRIE,  WISCONSIN 

»  SLENKAMP,  A.  H. ,  PITTSBURGH,  PENNSYLVANIA 
SLEPECKY   BARBARA  LYNN,  BAY  VILLAGE,  OHIO 
SLETNER,  CAROL  MARIE,  ROSEVILLE,  MINNESOTA 
SLIFKA,  ANTHONY  ANDREW,  FAIRBORN,  OHIO 
SITGAY   JOHN  PAUL,  DEARBORN,  MICHIGAN 

tt   SL  IGH|  'JOHN  H   WASHINGTON,  'DISTRICT  OF  COLUMBIA 
SL  MAN,  FRED,  JR.,  BATON  ROUGE,  LOUIS  ANA 
SlTVKA   JOHN  FREDERICK,  GLENVIEW,  ILLINOIS 

m   IhoAN   ALLEN  FREDERICK  COLUMBIA,  SOUTH  CAROLINA 

#  IloaB:  bruce  arthur!  south  Charleston,  west  Virginia 
s^an!  Kd^gISnd  ^nction!^! Iorado 

S   CDUDi!SS0WNASHiTNYGt0N!NS!SSTR!cT  OF  COLUMBIA 

E  'cffi  ^APH^NE^  *»" 
SLOAT,  DONALD  E.   PORT  HURON,  MICHIGAN 
siorUM  WALTER  EDWARD,  II,  PORTLAND,  MAINE 
IlOGGIE.  DAVID  CAIRNES,  WILLIAMSBURG  VIRGINIA 
SlOMAN  DENNIS  EUGENE,  SPRINGFIELD,  ILLINOIS 
IlOPEr!  GARY  MICHAEL,  SR,  CONCORD,  NEW  HAMPSHIRE 
SLOVER.  JOHN  R,  FORT  WORTH,  TEXAS 
SI  OWE   PAUL  ESMOND,  GEORGETOWN,  GUYANA 
SIOHF   WILLIAM  GERARD,  NEEDHAM,  MASSACHUSETTS 
ItoYER,  WILLIAM  CLAYTON,  EAST  PROVIDENCE   RHODE  ISLAND 
SLUSSER,  DAVID  WAYNE,  PANAMA  CITY,  FLORIDA 
SLY,  JOHN  ROBERT,  RUTLAND,  VERMONT 
SLYE  HILLIAM  L,  MACON,  GEORGIA 
SLYMAN  AUDREY  MARY,  FAIRFAX,  VIRGINIA 
SLYHAN   PAUL  M.,  WILLIMANTIC,  CONNECTICUT 
SMAHA,  THOMAS  L.,  MOLINE.  ILLINOIS 
SMAIL,  DAVID  EUGENE,  PAOLA,  KANSAS 
SMALL  HOMER  ROSCOE,  ROCK  SPRINGS, 
SMALL.  MAURICE  W. ,  BANGOR,  MAINE     .__._, 
SMALL   RICHARD  T.   HEBSTER  GROVES,  MISSOURI 
SMALL   RICHARD  HINSLOW,  JR,  AUBURN,  MAINE 
ISaUBACK.  M  RAYMOND,  EAST' AURORA,  NEW  YORK 
SMALL EY,  DONALD  L.,  TRENTON,  NEW  JERSEY 
SHALLEY   DOYTE  M,  INDIANAPOLIS,  INDIANA 
SMART,  LUTHER  MACK,  ATHENS,  GEORGIA 
SMART   ROGER  TYRON,  IDAHO  FALLS,  IDAHO 
a    SMATHERS   LEWIS  W,  PASCO,  WASHINGTON 

IKeIl   HILLIAM  RONALD;  DOVER,  PENNSYLVANIA 
SMEE   RAYMOND  L,  BELLEVILLE,  KANSAS 
•  SMELTZER   ARNOLD  E.,  EPHRATA,  WASHINGTON 

SMERECKI   CASIMER  J  ,  NEW  BRUNSWICK,  NEW  JERSEY 
tt   SMETANA  DENNIS  LEROY.  MI  NOT,  NORTH  DAKOTA 
SMICK  DANIEL  STANLEY  HAZEL  PARK,  MICHIGAN 
SMILEY.  JAMES  R,  ANN  ARBOR,  MICHIGAN 
SMILEY   ROBERT  J,  KINGSLAND,  FLORIDA 
SMIT,  ROBERT  JOE,  BEND,  OREGON 
U   SMITH  IBARRA   FEDERICO,  SANTIAGO,  CHILE 

SmItH  PATRICK,  CONNIE  LYNN,  TALLAHASSEE,  FLORIDA 
tt   SMITH,  ALBERT  M,  CAMDEN,  MAINE 
a   SMITH  ALFRED  E   RAYBROOK,  NEW  YORK 

IS  TH  ALLEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ImitH,  ANDREW,  JR.,  CARBONDALE,  ILLINOIS 
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ARCHIE,  JR,  OGDEN,  UTAH 

ARLIE  H,  JR.,  FRANKLIN,  TENNESSEE 

BARRY  ALLEN,  ALEXANDER  CITY,  ALABAMA 

BENJAMIN  C,  JERSEY  CITY,  NEW  JERSEY 

BILL  DAMRON,  JEFFERSON  CITY,  MISSOURI 

BILLY  G,  ADA,  OKLAHOMA 

BILLY  J,  MEMPHIS,  TENNESSEE 

BILLY  JACK,  JR,  POTEAU,  OKLAHOMA 

BILLY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BOBBY  0.,  LITTLE  ROCK,  ARKANSAS 

BOBBY  GENE,  TALLAHASSEE,  FLORIDA 

BRADFORD  SEWALL,  AUGUSTA,  MAINE 

BRENDA  GAIL,  PICAYUNE,  MISSISSIPPI 

BRET  ANTHONY,  OROVILLE,  CALIFORNIA 

BRIAN  CRAIG,  CHICAGO  HEIGHTS,  ILLINOIS 

BRUCE  RICHARD,  STONINGTON,  CONNECTICUT 

BRYAN  DWIGHT,  AKRON,  OHIO 

BUDDY  GENE,  CHEYENNE  MOUNTAIN  AFB,  COLORADO 

BYRON  DWIGHT,  CORPUS  CHRISTI,  TEXAS 

CALVIN  D.,  SPOKANE,  WASHINGTON 

CARMEN  DEWAYNE,  WARM  SPRINGS,  OREGON 

CHARLES  DOUGLAS,  SANTA  BARBARA,  CALIFORNIA 

CHARLES  ELMER,  LA  PORTE,  TEXAS 

CHARLES  FRANK,  DENVER,  COLORADO 

CHARLES  L,  PHOENIX,  ARIZONA 

CHARLES  n!,  SAN  FRANCISCO,  CALIFORNIA 

CHARLES  ROBIN,  KNOXVILLE,  TENNESSEE 

CHARLES  S.,  BALBOA  HEIGHTS,  CANAL  ZONE 

CHARLES  VERNON,  NASHVILLE,  TENNESSEE 

CHARLES  WILLIAM,  JR,  TUNICA,  MISSISSIPPI 

CHESTER  R  ,  JR.   SACRAMENTO,  CALIFORNIA 

CYNTHIA  RAE,  GRANTSVILLE,  MARYLAND 

CYRIL  W.,  STOCKTON,  CALIFORNIA 

DALE  ROSS,  DURANGO,  COLORADO 

DAN,  JR,  BELOIT,  WISCONSIN 

DANIEL  JOSEPH,  BELTON,  TEXAS 

DANNY  EDGAR,  FORT  PAYNE,  ALABAMA 

DANNY  F.,  DALTON,  GEORGIA 

DARRYL  CONRAD,  SR,  HERNDON,  VIRGINIA 

SKIS  bCeNaIhiSgMsTRICT  OF  COLUMBIA 

DAVID  EDHIN  COLORADO  SPRINGS,  COLORADO 

DAVID  LADWIC,  GREAT  FALLS,  MONTANA 

DAVID  LEWIS,  LISBON,  OHIO 

DAVID  R,  LAWRENCEBURG,  TENNESSEE 

DELBERT  WAYNE,  ANCHORAGE,  ALASKA 

DENIS  LEE,  NORTH  SMITHFIELD,  RHODE  ISLAND 

DENNIE  G.,  PAGE,  ARIZONA 

DENNIS  C,  MEDFORD,  OREGON 

DFNNIS  E..  DES  MOINES,  IOWA 

DENNIS  HOWARD,  GOLDEN  VALLEY,  MINNESOTA 

DENNIS  UGO  GLASTONBURY,  CONNECTICUT 

DENNIS  WELLFORD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

DEWAYNE  LEE,  WACO,  TEXAS 

DONALD,  CENTRALIA,  WASHINGTON 

DONALD  EDWARD,  PEKIN,  ILLINOIS 

DONALD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DONALD  L.,  ROCK  FALLS,  ILLINOIS 

DONALD  LEROY,  CARMEL,  MEM  YORK 

DONNIE  KIM,  HOBBS,  NEW  MEXICO 

DOUGLAS  FORDHAM,  TUCSON,  ARIZONA 

EARL  D.,  WAUCHULA,  FLORIDA 

EARL  OSCAR,  JR,  COLUMBUS,  OHIO 

EDSEL  HAYNE,  ALEXANDRIA,  LOUISIANA 

EDWARD  LEONARD,  BLACKWELL,  OKLAHOMA 

EDWARD  M,  SR,  DUNEDIN,  FLORIDA 

EDWARD  STEPHEN,  GLOUCESTER,  NEW  JERSEY 

EMERSON  WAYNE,  DALLAS,  TEXAS 

EMIL  PAUL,  TACOMA,  WASHINGTON 

FORREST  LEE,  SANTA  FE,  NEH  MEXICO 

FRANCIS  EDWARD,  NEW  YORK,  NEW  YORK 

FRANK  D.,  LEXINGTON,  KENTUCKY 

FRANK  D.   LEXINGTON,  KENTUCKY 

FRANKLIN  JAMES,  CHEYENNE,  WYOMING 

FREDERIC  H,  JR  ALBANY,  NEW  YORK 

FREDERICK  RUSSELL,  SANTA  BARBARA, 

GARLAND  D.,  BELTON,  TEXAS 

GARLAND  L.,  LITTLE  ROCK,  ARKANSAS 

GARY  C,  FORKED  RIVER,  NEH  JERSEY 

GaSy  FRANKLIN,  GREER,  SOUTH  CAROLINA 

GARY  L.,  HOUNTAIN  VIEH,  CALIFORNIA 

GARY  LEE,  LACEY,  WASHINGTON 

GARY  LEO,  TACOMA,  WASHINGTON 

GARY  OTIS,  TEHPLE,  TEXAS 

GARY  Z.  BROOKSVILLE,  FLORIDA 

GEORGE  A  ,  PHILADELPHIA,  PENNSYLVANIA 

GEORGE  EDWARD,  ATLANTA,  GEORGIA 

GEORGE  P,  GULFPORT,  HISSISSIPPI 

GEORGE  RAY,  BIRMINGHAM,  ALABAMA 

GEORGE  H.,  TEXARKANA,  ARKANSAS 

GEORGE,  JR,  DETROIT,  MICHIGAN 

GERALD  DEAN,  SPRINGFIELD,  OREGON 

GERALD  JOHN,  JR,  KIRTLAND  HILLS,  OHIO 

GERALD  L,  KETTERING,  OHIO 

GILBERT  M.,  YUMA,  ARIZONA 

GG0RAH2MEEpH?RLf{ptEDARR?iNS?!  AUSTRALIA 

GGRfG0^N^??H,HSNs6N!E^UTH  CAROLINA 
GREGORY  KENT,  KINGMAN,  ARIZONA 


CALIFORNIA 


PAGE 
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SMITH,  GROVER  HILLIAM  -  SNEED,  BOBBY  LAHRENCE 


GROVER  WILLIAM,  BREHTON,  ALABAMA 

HARLEY  A.,  ONTARIO,  CALIFORNIA 

HAROLD  D.,  LINCOLN,  NEBRASKA 

HAROLD  E,  SHELBY,  NORTH  CAROLINA 

HAROLD  E,  DETROIT,  MICHIGAN 

HAROLD  LEE,  MONTESANO,  HASHINGTON 

HOWARD  W.,  AUSTIN,  TEXAS 

HUBERT  L,  ROME,  GEORGIA 

JACK  G.,  EL  CAJON,  CALIFORNIA 

JAMES  ALBERT,  TIFTON,  GEORGIA 

JAMES  ANDREW,  BINGHAMTON,  NEW  YORK 

JAMES  B.,  TYLER,  TEXAS 

JAMES  C,  BEAUMONT,  TEXAS 

JAMES  CARLTON,  III,  VALDOSTA,  GEORGIA 

JAMES  D,  HATTIESBURG,  MISSISSIPPI 

JAMES  D,  HOUSTON,  TEXAS 

JAMES  DURLAND,  BOULDER,  COLORADO 

JAMES  E,  SACRAMENTO,  CALIFORNIA 

JAMES  E,  HOUSTON,  TEXAS 

JAMES  EDWARD,  ST.  CLOUD,  MINNESOTA 

JAMES  EDWARD,  BEVERLY  HILLS,  CALIFORNIA 

JAMES  FRANCIS,  JR.,  WASHINGTON,  DISTRICT  OF  COLU 

JAMES  FRANK,  ALEXANDRIA,  VIRGINIA 

JAMES  M.,  FORT  WORTH,  TEXAS 

JAMES  0,  LAS  VEGAS,  NEVADA 

JANET  KATHLEEN,  NEW  CASTLE,  DELAWARE 

JEANETTE  JOYCE,  MANASSAS,  VIRGINIA 

JEFFREY  DOUGLAS,  SR,  CHESTER,  NEW  JERSEY 

JEROME  GRANVILLE,  SAN  FRANCISCO,  CALIFORNIA 

JERRY  WAT,  HONDO,  TEXAS 

JIMMY  D.,  LOMPOC,  CALIFORNIA 

JIMMY  WAYNE,  MESQUITE,  TEXAS 

JOANNE  MARIE,  NEW  YORK,  NEW  YORK 

JOE  LOMAN,  DADEVILLE,  ALABAMA 

JOEL  STEVEN,  WILMINGTON,  NORTH  CAROLINA 

JOHN  DEAN,  CEDAR  RAPIDS,  IOWA 

JOHN  E.,  PALESTINE,  TEXAS 

JOHN  K.,  SHREVEPORT,  LOUISIANA 

JOHN  RANDAL,  MIDLAND,  TEXAS 

JOHN  RICHARD,  DOVER,  DELAWARE 

JOHN  ROWLAND,  MODESTO,  CALIFORNIA 

JOHN  W.,  BATON  ROUGE,  LOUISIANA 

JOHN  WALTER,  FAIRFAX,  VIRGINIA 

JOHNIE  ALLEN,  DEL  CITY,  OKLAHOMA 

JOHNNIE  LEE,  MILWAUKEE,  WISCONSIN 

JOHNNIE  WILLIAM,  AUBURN,  CALIFORNIA 

JOHNNY  MARION,  BRONSON,  FLORIDA 

JOHNNY,  JR,  COLUMBUS,  MISSISSIPPI 

JOSEPH  A,  BELLEVUE,  WASHINGTON 

JOSEPH  ALBERT,  SANTA  BARBARA,  CALIFORNIA 

JOSEPH  D,  TRAVERSE  CITY,  MICHIGAN 

JOSEPH  DOUGLAS,  SAVANNAH,  GEORGIA 

JOSEPH  PAYTON,  JR,  ATLANTA,  GEORGIA 

JOSEPH  R.,  HILLSIDE,  NEW  JERSEY 

JUDITH  IRENE,  FORT  MYERS,  FLORIDA 

KEITH  R,  CLINTON,  ILLINOIS 

KENNETH  R,  OKLAHOMA  CITY,  OKLAHOMA 

KENNY  LEE,  MC  DONOUGH,  GEORGIA 

KEVIN  JOHN,  READING,  PENNSYLVANIA 

KEVIN  M.,  NEW  YORK,  NEW  YORK 

KEVIN  SCOTT,  MARTINSBURG,  WEST  VIRGINIA 

LARRY  DAVID,  LEESVILLE,  LOUISIANA 

LARRY  EUGENE,  OLATHE,  KANSAS 

LARRY  GUY,  KINGWOOD,  WEST  VIRGINIA 

LARRY  W.,  PANTEGO,  TEXAS 

LAURIE  RUSSELL,  SAN  JOSE,  CALIFORNIA 

LAWRENCE,  BABYLON,  NEW  YORK 

LESLIE  L,  MALMSTROM  AFB,  MONTANA 

LEWIS  G.,  EAST  LANSING,  MICHIGAN 

LILE  R.,  ANTLERS,  OKLAHOMA 

LOUIS  C,  JACKSON,  MISSISSIPPI 

LOYD  W,  FAIRFAX,  VIRGINIA 

LYLE  E,  TACOMA,  WASHINGTON 

MARK  ALLEN,  RICHMOND,  INDIANA 

MARK  LEWIS,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

MARK  R,  WOODLAND,  CALIFORNIA 

MARSHALL  LEE,  ROME,  GEORGIA 

MARVIN  CECIL,  LAUREL,  MISSISSIPPI 

MARVIN  KENT,  ELKHORN,  WISCONSIN 

MERRELL  C,  BUFFALO,  NEW  YORK 

MICHAEL  ALAN,  SACRAMENTO,  CALIFORNIA 

MICHAEL  FRANCIS,  WEST  CHESTER,  PENNSYLVANIA 

MICHAEL  GEORGE,  AMES,  IOWA 

MICHAEL  LAWRENCE,  MACOMB,  ILLINOIS 

MICHAEL  ROBERT,  ELKO,  NEVADA 

MICHAEL  TERRANCE,  ST.  PAUL,  MINNESOTA 

MICHAEL  WAYNE,  LANSING,  KANSAS 

MYRON  LEROY,  TACOMA,  WASHINGTON 

NEIL  DOUGLAS,  FALLS  CHURCH,  VIRGINIA 

NORBERT  F.,  EVERGREEN  PARK,  ILLINOIS 

NORMAN  K.,  EAST  LANSING,  MICHIGAN 

NUMON  K,  SCOTTSBORO,  ALABAMA 

OCTAVIO  ALONSO,  TUSTIN,  CALIFORNIA 

ODDIS  MONROE,  HOUSTON,  TEXAS 

PATRICK  ALLEN,  CHOWCHILLA,  CALIFORNIA 

PAUL  F.,  NANTUCKET,  MASSACHUSETTS 

PAUL  M,  FRANKFORT,  KENTUCKY 

PAUL  RAYMOND,  NEW  ROADS,  LOUISIANA 

PRITCHARD  C,  JR.,  CULLOWHEE,  NORTH  CAROLINA 

RALPH  LEROY,  PUEBLO,  COLORADO 
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SMITH,  RANDOLPH  LINTON,  PORT  ANGELES,  WASHINGTON 

SMITH,  RANDY  DUANE,  ELK  CITY,  OKLAHOMA 

SMITH,  RANDY  RICHARD,  QUANTICO,  VIRGINIA 

SMITH,  REGINALD  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLUM 

SMITH,  RENNY  JAY,  SIDNEY,  OHIO 

SMITH,  RICHARD  CLIFFORD,  JR,  ALBANY,  NEW  YORK 

SMITH,  RICHARD  EDWIN,  ORANGEBURG,  NEW  YORK 

SMITH,  RICHARD  ERNEST,  MELROSE,  MASSACHUSETTS 

SMITH,  RICHARD  J,  LOS  ANGELES,  CALIFORNIA 

SMITH,  RICHARD  KENT,  BELLEVUE,  WASHINGTON 

SMITH,  RICHARD  LAVELAH,  GULFPORT,  MISSISSIPPI 

SMITH,  RICHARD  MICHAEL,  JR,  BOSTON,  MASSACHUSETTS 

SMITH,  RICHARD  RENNIE,  MERCER  ISLAND,  WASHINGTON 

SMITH,  RICHARD  WAYNE,  DALLAS,  TEXAS 

SMITH,  ROBERT,  BURBANK,  CALIFORNIA 

SMITH,  ROBERT  ALLEN,  CARMEL,  INDIANA 

SMITH,  ROBERT  ALLEN,  FARMVILLE,  NORTH  CAROLINA 

SMITH,  ROBERT  BERNARD,  JR,  WESTMONT,  ILLINOIS 

SMITH,  ROBERT  C,  ST.  JOSEPH,  MISSOURI 

SMITH,  ROBERT  D,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SMITH,  ROBERT  DENNIS,  FREEPORT,  ILLINOIS 

SMITH,  ROBERT  G,  OAK  RIDGE,  TENNESSEE 

SMITH,  ROBERT  G. ,  MADISON,  NEW  JERSEY 

SMITH,  ROBERT  GERARD,  FRAMINGHAM,  MASSACHUSETTS 

SMITH,  ROBERT  NEIL,  WOODWAY,  TEXAS 

SMITH,  ROBERT  VINCENT,  JR,  OAK  LAWN,  ILLINOIS 

SMITH,  ROBERT  W,  HUNTSVILLE,  ALABAMA 

SMITH,  ROBERT  WILLIAM,  PONTIAC,  MICHIGAN 

SMITH,  ROGER  TYRRELL,  ROCKFORD,  ILLINOIS 

SMITH,  ROHN  HYLAND,  MOUNT  SHASTA,  CALIFORNIA 

SMITH,  RONALD  A,  YAPHANK,  NEW  YORK 

SMITH,  RONALD  ARTHUR,  ROYAL  OAK,  MICHIGAN 

SMITH,  RONALD  CLIFTON,  LAWTON,  OKLAHOMA 

SMITH,  RONALD  E,  CHESTERLAND,  OHIO 

SMITH,  ROY  K.,  OCEANSIDE,  CALIFORNIA 

SMITH,  ROY  LEE,  SALT  LAKE  CITY,  UTAH 

SMITH,  RUSSEL  RENNE,  PLANTATION,  FLORIDA 

SMITH,  RUSSELL  G. ,  SPARTA,  NEW  JERSEY 

SMITH,  SCOTT  GOODWIN,  MOUNTLAKE  TERRACE,  WASHINGTON 

SMITH,  SIDNEY  BURTON,  JR,  BEAUMONT,  TEXAS 

SMITH,  SIDNEY  DENNIS,  YERINGTON,  NEVADA 

SMITH,  STANLEY  A.,  PITTSBURGH,  PENNSYLVANIA 

SMITH,  STEPHEN  A.,  YAPHANK,  NEW  YORK 

SMITH,  STEPHEN  EDWARD,  OVERLAND  PARK,  KANSAS 

SMITH,  STEPHEN  JAMES,  SAVANNAH,  GEORGIA 

SMITH,  STEPHEN  K. ,  JACKSONVILLE,  NORTH  CAROLINA 

SMITH,  STEPHEN  RAY,  JOHNSON  CITY,  TENNESSEE 

SMITH,  STEPHEN  WAYNE,  SUFFOLK,  VIRGINIA 

SMITH,  STEPHEN  WINN,  TULSA,  OKLAHOMA 

SMITH,  STEVEN  ARNOLD,  SR,  COLUMBIA,  SOUTH  CAROLINA 

SMITH,  STEVEN  DEAN,  LENEXA,  KANSAS 

SMITH,  STEVEN  Q. ,  MAMMOTH  CAVE  NATIONAL  PARK,  KENTUCKY 

SMITH,  STEVEN  WAYNE,  SAN  DIEGO,  CALIFORNIA 

SMITH,  STUART  GREGORY,  SALT  LAKE  CITY,  UTAH 

SMITH,  SYLVESTER  P.,  OKLAHOMA  CITY,  OKLAHOMA 

SMITH,  TERRY  CORNELL,  CINCINNATI,  OHIO 

SMITH,  TERRY  L,  FORT  MEADE,  MARYLAND 

SMITH,  THOMAS  ALLEN,  ATLANTA,  GEORGIA 

SMITH,  THOMAS  D. ,  UPLAND,  CALIFORNIA 

SMITH,  THOMAS  DWIGHT,  MEMPHIS,  TENNESSEE 

SMITH,  THOMAS  EDWARD,  ST.  PAUL,  MINNESOTA 

SMITH,  THOMAS  ELLIOTT,  LAWRENCEVILLE,  GEORGIA 

SMITH,  THOMAS  F,  AZTEC,  NEW  MEXICO 

SMITH,  THOMAS  J.,  TENAFLY,  NEW  JERSEY 

SMITH,  THOMAS  J.,  FORT  WORTH,  TEXAS 

SMITH,  THOMAS  S,  PIKESVILLE,  MARYLAND 

SMITH,  TIMOTHY  JAY,  ATHENS,  GEORGIA 

SMITH,  TRACY  L,  MINEOLA,  NEW  YORK 

SMITH,  VAUGHAN  R.,  PLYMOUTH,  MICHIGAN 

SMITH,  VICTOR  EUGENE,  CHARLESTON,  SOUTH  CAROLINA 

SMITH,  VICTOR  H. ,  JR.,  FLINT,  MICHIGAN 

SMITH,  WALTER  J,  MONTGOMERY,  ALABAMA 

SMITH,  WALTER  LEE,  ANDERSON,  INDIANA 

SMITH,  WAYNE  EDWARD,  SHREVEPORT,  LOUISIANA 

SMITH,  WILLIAM  A,  TORONTO,  CANADA 

SMITH,  WILLIAM  B,  BALTIMORE,  MARYLAND 

SMITH,  WILLIAM  B.,  BURBANK,  CALIFORNIA 

SMITH,  WILLIAM  CHARLES,  PHENIX  CITY,  ALABAMA 

SMITH,  WILLIAM  EDWARD,  JR,  KELLY  AFB,  TEXAS 

SMITH,  WILLIAM  EDWIN,  LAKE  WORTH,  FLORIDA 

SMITH,  WILLIAM  H,  CINCINNATI,  OHIO 

SMITH,  WILLIAM  H,  PASADENA,  TEXAS 

SMITH,  WILLIAM  HOBART,  EUGENE,  OREGON 

SMITH,  WILLIAM  J.,  SADDLE  RIVER,  NEW  JERSEY 

SMITH,  WILLIAM  RANDY,  MARTINSBURG,  WEST  VIRGINIA 

SMITH,  WILLIAM  THOMAS,  BURNET,  TEXAS 

SMITH,  WILLIAM  WESLEY,  HOLLAND,  MICHIGAN 

SMITH,  WINDELL  J,  CORPUS  CHRISTI,  TEXAS 

SMITH,  WORLEY  FRANCOIS,  GROTON,  CONNECTICUT 

SMITHEART,  RONALD  L.,  PLANO,  TEXAS 

SMITHER,  JOHN  BENJAMIN,  SAN  DIEGO,  CALIFORNIA 

SMITHERMAN,  MELVIN  THOMAS,  COLUMBIANA,  ALABAMA 

SMITHERS,  CARL  ROBERT,  JR,  BECKLEY,  WEST  VIRGINIA 

SMITS,  DENNIS  LEE,  SOUTH  HOLLAND,  ILLINOIS 

SMOLLEY,  MICHELE  MARIE,  MINNEAPOLIS,  MINNESOTA 

SMYC,  STEPHEN,  AUBURN,  MAINE 

SMYTH,  ROGER  M,  LYNDHURST,  OHIO 

SNAVELY,  MICHAEL  WILLIAM,  ROLLA,  MISSOURI 

SNEDDEN,  TERRY  D. ,  SPOKANE,  WASHINGTON 

SNEED,  BOBBY  LAWRENCE,  DALTON,  GEORGIA 


PAGE 


121 


SNELL,  JOHN  MANNING,  JR  -  SPELLACY,  JOHN  MICHAEL 
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SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 
SNYDER, 


JOHN  MANNING,  JR,  CHEYENNE,  WYOMING 
KENNETH  AUGUST,  NEH  YORK,  NEW  YORK 
SNEL  '  LOREN  J.,  HUTCHINSON,  KANSAS 
SNELL   ROBERT  L  ,  BLOOMFIELD  HILLS,  MICHIGAN 
SNELL   TIMOTHY  JOSEPH,  COON  RAPIDS,  MINNESOTA 
SNFLLBAKER   ARTHUR  CHARLES,  ATLANTIC  CITY,  NEH  JERSEY 
In  LUNG   RICHARD  NEIL,  JACKSONVILLE,  ILLINOIS 
SNELLING,  HILLIAM  THOMAS,  II ,  ESSEXVILLE ,  M  CHIGAN 
SNELLINGS   FREDERICK  D.,  JR,  ATLANTA,  GEORGIA 
SNELSON   JOHN  LAHRENCE,  BERKELEY,  MISSOURI 
SNELSON,  JOHN  HAYNE,  ARDMORE,  OKLAHOMA 
SNG.  JIN  POH,  SINGAPORE,  SINGAPORE 
SNIDER   EMMETT  L,  HOMESTEAD,  FLORIDA 
SNIDER   JEFFREY  ROALD,  GIG  HARBOR,  HASHINGTON 
SNIDER!  MARVIN  ASA,  NORTHVILLE,  MICHIGAN 
SNTDVONGS   NADHAPIT,  BANGKOK,  THAILAND 
SN  PES   THOMAS  H,  CHAPEL  HILL,  NORTH  CAROLINA 
SNITKIN,  HALTER  WYLIE,  HOUSTON,  TEXAS 
SN  TWONGSE   ISARAPHAN,  BANGKOK,  THAILAND 
tJoDHGRASSS  'tERRaScE  MICHAEL fELKINSHEST  VIRGINIA 
SNODY,  JAMES  R. ,  JR.,  EAST  LANSING,  MICHIGAN 
SNOW,  EVA  ELAINE,  ROME,  GEORGIA 
SNOW  JAMES  HAROLD,  KANSAS  CITY,  KANSAS 
sKoh!  JAMES  MICHAEL,  MILLERSVILLE   MARYLAND 
SNOH  JOHN  E.,  CONCORD,  NEH  HAMPSHIRE 

SNOW'  ROBERT  A,  YAPHANK,  NEH  YORK   

SNOHDEN   CHARLES  C,  GAINESVILLE,  FLORIDA 
SNOHDEN   MICHAEL  CHARLES,  CINCINNATI,  OHIO 
SNYDER   ALBERT  D.,  FORT  LEONARD  WOOD,  MISSOURI 
CURTIS  J.   KALISPELL,  MONTANA 
D.H.,  EUPORA,  MISSISSIPPI 
DARRYL  IRVIN,  HINDSOR,  CANADA 
GEORGE  M,  PIKESVILLE,  MARYLAND 
JAMES  JOHN,  SOUTH  BURLINGTON,  VERMONT 
JAMES  ROBERT,  BLUE  SPRINGS,  MISSOURI 
KENNETH  M. ,  ROCKFORD,  ILLINOIS 
LYNN  E,  ODESSA,  TEXAS  „„„ 

ROBERT  EMERSON,  BRANT  BEACH,  NEW  JERSEY 
RONALD  HAYNE,  MORGANTOWN,  WEST  VIRGINIA 
THEODORE  P. ,  ALLENTOHN,  PENNSYLVANIA 
WAYNE  ROY,  ELMIRA,  NEW  YORK 
WESLEY  BERNARD,  JR,  CLEVELAND,  TENNESSEE 
WILLIAM  ALOYSIUS,  NEW  PROVIDENCE,  NEW  JERSEY 
WILLIAM  D.,  MARION,  OHIO 
SO  DANIEL  PING-HUNG,  HONG  KONG,  HONG  KONG 
SOARES   STEPHEN  JOSEPH,  DARTMOUTH,  MASSACHUSETTS 
SOBBA,  ROBERT  LLOYDE,  CALDWELL,  IDAHO 
SOBCZAK,  EDWARD  C,  TOLEDO  OHIO 
SOBEIH,  MOHAMED  MOSTAFA,  CAIRO,  EGYPT 
SOBERANES,  THOMAS  GERALD,  WALNUT  CREEK,  CALIFORNIA 
SOBERON,  TONY,  BRUSSELS,  BELGIUM 
SOBEY   WILLIAM  J.,  AITKIN,  MINNESOTA 
SODEN   KENNETH  E.   EASTCHESTER,  NEW  YORK 
SOD  RBURG'   GREGORY  JOSEPH,  AVON,  CONNECTICUT 
SODERSTROM,  OSCAR  N. ,  YAKIMA  WASH  NGTON 
SOEKARNA,  NANAN,  JAKARTA,  INDONESIA       MTruTniN 
SOFFREDINE,  RALPH  LEONARD,  TRAVERSE  CITY,  MICHIGAN 
SOFIE   JOHN  ROBERT,  RENTON,  WASHINGTON 
toH  ALLAN  CHEE-SENG,  SINGAPORE,  SINGAPORE 

^INLEaSONJOYhHaYNEEOBATON°ROUGE,  LOUISIANA 

toKE   JOHN  jSsEPH  JR?  EAST  BRUNSWICK,  NEW  JERSEY 

SOL   JOEL  R,  HELENA,  MONTANA 

SOLAN,  GERARD  JOHN,  SYRACUSE,  NEW  YORK 

SOLAR   PATRICK  JOSEPH,  SYCAMORE,  ILLINOIS 

sol AR   CHARLES  WALTER,  PENSACOLA,  FLORIDA 

sSlaRo',  DAVID  ALAN,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

SOLDO   SAVERIO,  MINEOLA,  NEW  YORK 

SOLIMAN   CEC  L  0  SANTIAGO,  MANILA,  PHILIPPINES 

sni  tmando  MICHAEL  J,  EMERSON,  NEW  JERSEY 

\l[   S   aUthSnY  ETTORE,  JR,  STONE  HARBOR,  NEW  JERSEY 

:  SOLIS',  GEORGE  R.,  BROWNSVILLE,  TEXAS 

l  SOLIS   JOE  M,  CORPUS  CHRISTI,  TEXAS 
SOLS   VICTOR  E.,  JR.,  AUSTIN,  TEXAS 

I  SOLLACK  JOSEPH  A,  SOUTHINGTON,  CONNECTICUT 
sSlLECITO  ANTHONY  JOSEPH,  HUNTINGTON  BEACH 
SOLLIE   W  LLIAM  DUANE,  MERIDIAN,  MISSISSIPPI 

t   SOLLTTO   ROBERT  A.,  REDMOND,  WASHINGTON 
ISlLOHUb!  MARK  RAYMOND,  SCHENECTADY,  NEW  YORK 

'  solo!™  leS'  mcLkeSespor?*Spennsylvania 

»  toffi',  MORTON  BERNARD,  PHILADELPHIA,  PENNSYLVANIA 
SOLOMON   ROBERT  WILLIAM,  GREENEVILLE   TENNESSEE 

tt   SOIOHITZ   IRWIN  ALAN,  MIAMI  BEACH,  FLORIDA 
ISLflS   KENNETH  BERNARD,  YEADON,  PENNSYLVANIA 
SOMBOONSUB,  N0PAD0L,  BANGKOK  THAILAND 

,  IISS^,hShtS^l!,ah  M  k  'MS JEasEV 

»    SOMMER   ROBERT  J.   YAPHANK,  NEW  YORK 
S  SUMMERS,  HARRY  S,  JR,  FAIRFAX,  VIRGINIA 

*  SOMMERS   RAY  T.,  COLUMBUS,  OHIO 
IKvENDESAN, 'SINGAPORE   SINGAPORE 

tt   SONDERGAARD,  DONALD  L.,  MINEOLA,  NEW  YORK 

#  ^GER^RSBE^LEROrVAN^UVER,  WASHINGTON 
a   ISnnENFELD  MELVIN  J  ,  PIERRE,  SOUTH  DAKOTA 

SONNEVELD   RUSSELL  BR  AN,  CHICAGO,  ILLINOIS 
SONNCK   JOHN  MICHAEL,  BURLINGTON,  VERMONT 
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srHA'DENNYSR.WEwrSHINGTTOXNtSDISTRICT  OF  COLUMBIA 
SORCHIK   ERIC  ALFRED,  WEST  TRENTON,  NEW  JERSEY 
SORDEN,  RONALD  EUGENE,  ANCHORAGE,  ALASKA 
SORENSEN,  BRADLEY  HAROLD,  SHAPE,  BELGIUM 
SORENSEN   CLYDE  A.,  ST.  LOUIS  PARK,  MINNESOTA 
SORENSEN,  MOGENS,  COPENHAGEN,  DENMARK 
SORENSON  DARWIN  ALLEN,  MANKATO,  MINNESOTA 
SORENSON,  DUANE  E.,  CHALLIS,  IDAHO 
SORENSON,  EARL  E.,  MADISON,  WISCONSIN 
SORENSON,  FRED  M. ,  BRIGHAM  CITY,  UTAH 
SORFLATEN,  ODD  MAGNE,  MOLDE,  NORWAY 
SORGER   EDWARD  MARTIN,  LACEY,  WASHINGTON 
SORRELL,  JOSEPH MICHAEL,  BAKERSFIELD,  CALIFORNIA 
SORRENTINO,  THOMAS  RALPH,  NEW  YORK,  NEW  YORK 
SORTE  GLENN  EUGENE,  LAS  VEGAS,  NEVADA 
SOSA-BARRENO,  JUAN  FRANCISCO,  QUITO,  ECUADOR 
SOSA-BOUVIER  ALVARO,  MONTEVIDEO,  URUGUAY 
SOS A,  JESUS  B,  SANTA  FE,  NEW  MEXICO 
SOSEBEE   EARNEST  E,  ONEONTA,  ALABAMA 
SOTIRESCU,  ION  GABRIEL,  BUCHAREST,  ROMANIA 
SOTO-RASCON,  DOVER  JESUS,  CHICHUAHUA,  MEXICO 
ioTO,  ANTHONY  RICHARD,  METAIRIE  LOUIS  ANA 
SOTO  ROBERT  RONALD,  LA  MESA,  CALIFORNIA 
SOUCEK,  DENNIS  DEAN,  ST.  JOSEPH,  MICHIGAN 
SOUCIE  VERNE  E.,  CARBONDALE,  COLORADO 
SOUDER  GEORGE  ELBERT,  CHESTER,  PENNSYLVANIA 
SOUKUP   ROBERT  EDWARD,  ORLAND  PARK,  ILLINOIS 
SOULES   JAMES  HERBERT,  PRINEVILLE,  OREGON 
SOUSA  MARTINS,  JOSE  AUGUSTO,  LISBON  PORTUGAL 
SOUSA,  DENNIS  A.,  ARCATA,  CALIFORNIA 
f  SOUTER  JAMES  M. ,  DALLAS,  TEXAS 
SOUTH  DELWIN  JAY,  GRAND  HAVEN,  MICHIGAN 
SOUTH'.  ELTON  ADOLPH,  TUSCALOOSA,  ALABAMA 
SOUTHWARD,  CHRISTOPHER  ROBERT,  ESSEX  CANADA 

^irzrRATLVAR^UI^ERI^SrANE^OHI^ZIL 

Ssgw^RDSRI^EDES,FWAlH?NG^N:F0DRNSTARICT  OF  COLUMBIA 

#  ^0H^^'rS11DAYLDCEU^!'lANC^Pr,  SOUTH  CAROLINA 
SOWINSKI   ANNE  REGINA,  NEW  YORK,  NEW  YORK 

tt   SOWL,  FRED  FORREST,  DULUTH,  MINNESOTA 

SPAANS,  ARIE  ABRAHAM,  EDMONTON,  CANADA 

SPADA,  ALFRED  L,  SPRINGFIELD,  ILLINOIS 
a   SPADONI   STANLEY  G,  STARKVILLE,  MISSISSIPPI 

#  Ipagnolett   daryl'l,  MENOMONIE,  WISCONSIN 
SPAHR,  LAURENCE  CHARLES,  JAMAICA  NEW  YORK 

tt   ?PAIN  GEORGE  ASA,  GOLDSBORO,  NORTH  CAROLINA 
SPMN  WILLIAM  WALTER,  EAST  WINDSOR,  NEW  JERSEY 
SPA  NHOUR  tSnY  HENRY  RALEIGH,  NORTH  CAROLINA 

#  SPALLINA,  FRANK  A.,  INDIANAPOLIS,  INDIANA 
%   SPANG  JON  C.  COVINGTON,  KENTUCKY 
«  cDAurFWRMRG  WILLIAM  M  NEWBURGH,  NEW  YORK 

#  SPA^LER  SCOTT  ALAN,  JACKSONVILLE,  NORTH  CAROLINA 
cpann  DAVID  SCOT,  CONYERS,  GEORGIA 

#  IpaKK'  EUGENE  TiMOTHY,  SUMTER,  SOUTH  CAROLINA 
tt   SPANn!  MERLIN  S,  SUSANVILLE  CALIFORNIA 

SSPpAANSviTAG?ORGlM{^a:  pS  CITY,  WEST  VIRGINIA 
SPaSkE  M  CHAEL  ERNEST,  BRISBANE  AUSTRALIA 

#  SPARKES,  WILFORD  S.,  MAYWOOD,  CALIFORNIA 
SPARKMAN,  LONNIE  R,  PAINESVILLE,  OHIO 
SPARKS-BARNES,  REINALDO  LUIS,  SAN  JOSE,  COSTA  RICA 

a   SPARKS  BILLY  E.,  MC  ALESTER,  OKLAHOMA 

SPARKS  CARL  L.,  BAKERSFIELD,  CALIFORNIA 

#  IpARKS  CLIFTON  DHAYNE,  ROSENBERG,  TEXAS 
l   iPARKS  JAMES  W,  LEXINGTON,  KENTUCKY 

SPARKS  JOHNNY  L,  ATLANTA,  GEORGIA 

SPARKS  KENNETH  R,  ENID,  OKLAHOMA 

IpARKS  LARRY  VINCENT,  EVANSVILLE,  INDIANA 

iPARKS,  mSnTY  GENE,  HENDERSON  NEVADA 

SPARKS  PAULA  SUE,  MARIETTA,  GEORGIA 

iPARKS,  RAYMOND  LEE,  CARSON  CITY,  NEVADA 

sparks  RICHARD  L,  ROME,  GEORGIA 

SPARRY  DONALD  LEGH,  BRUNSWICK,  GEORGIA 

SPATES!  L  JEROME,  JACKSONVILLE,  FLORIDA 

ffiD  Srwi?riAM^EF^EYWI^ICOTT  CITY,  MARYLAND 
SpZd  Kg!  HILLIAM  R  BEAUFORT,  SOUTH  CAROLINA 
SPAWN  MARK  ALAN,  FULTON,  NEW  YORK 
IpEAR  RICHARD  A  BELLOWS  FALLS,  VERMONT 
SPEARE  CHARLES  DAVID,  NEW  ROCHELLE   NEW  YORK 
SPEARMAN  KENNETH  PALMER .BUCHANAN  G  ORG  A 
SPEARS,  CURTIS  LEE,  LOS  ANGELES,  CALIFORNIA 
SPFARS   JAMES  EDWARD,  BOISE,  IDAHO 

•  gaa«"BSS:  BBBnitPJBL- 

SPEERS  GARY  GLENN,  NORMAL,  ILLINOIS 
161   SPEIDEL,  ARLAND  ALBERT  CENTRALI A   ILLINOIS 
i?a  tt   ?PFIGEL   JOHN  HARTLEY,  HADDON  HEIGHTS,  NEW  JtKbtY 
\ll        III   GHTS  WALTON  A.,  JACKSON,  MISSISSIPPI 

SPFGLF  MICHAEL  DALE,  WARSAW,  INDIANA 

spfr   RICKEY  LYNN,  BOSSIER  CITY,  LOUISIANA 
'  SIScrt  F   WILMINGTON,  NORTH  CAROLINA 

IpIlLACY?  JOHN  MicHAEi!!  PARKERSBURG,  WEST  VIRGINIA 
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SPELLEN,  ANNETTE  LOUISE  -  STANTON,  GEORGE  EDWARD 
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SPELLEN,  ANNETTE  LOUISE,  NEW  YORK,  NEW  YORK 
SPELLMAN,  IDA  B.,  VENTURA,  CALIFORNIA 
SPELMAN,  WALLACE  R.,  ALBANY,  NEW  YORK 
SPENARD,  EARL  JOSEPH,  JR,  GOLDEN,  COLORADO 
SPENCE,  DARRELL  VON,  LEVELLAND,  TEXAS 

FREDDIE  MARSHALL,  LEXINGTON,  VIRGINIA 
WALTER  W.,  RALEIGH,  NORTH  CAROLINA 
WILLIAM  E.,  ATLANTA,  GEORGIA 
ALBERT,  TUCKAHOE,  NEW  YORK 
SPENCER,  ALLEN  L.,  WISCONSIN  RAPIDS,  WISCONSIN 
SPENCER,  CHARLES  A,  BARTLESVILLE,  OKLAHOMA 

CHARLES  DEETON,  EAST  GRAND  RAPIDS,  MICHIGAN 
CHARLES  R,  ANADARKO,  OKLAHOMA 
CLEMENT  H,  MARSHFIELD,  WISCONSIN 
DAVID  ALLEN,  EASTON,  MARYLAND 
FREDERICK  R,  ST.  PAUL,  MINNESOTA 
GAROLD  LLOYD,  OKLAHOMA  CITY,  OKLAHOMA 
GARY  LEE,  BOWLING  GREEN,  OHIO 
GERALD  WILLIAM,  FLINT,  MICHIGAN 
JACK  LEE,  SAN  CARLOS,  ARIZONA 
SPENCER,  KENNETH  MASON,  WEST  CARROLLTON,  OHIO 
SPENCER,  LAWRENCE  EVANS,  VERO  BEACH,  FLORIDA 

MIRL  JOSEPH,  FARMINGTON  HILLS,  MICHIGAN 
RALPH  F.,  GRAND  ISLAND,  NEBRASKA 
RICHARD  MARK,  HOUSTON,  TEXAS 
ROBERT  D,  CHEYENNE,  WYOMING 
WILLIAM  FULTON,  BATON  ROUGE,  LOUISIANA 
JAMES  P.,  ROCHESTER,  NEW  YORK 
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SPENCER, 
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SPENCER, 
SPENCER, 
SPENCER, 
SPENCER, 
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SPENCER, 
SPENCER, 
SPERANZA, 


SPERE,  LOUIS  W.,  ALAMOGORDO,  NEW  MEXICO 
SPERLING,  MILES  WILLIAM,  LODI ,  CALIFORNIA 
SPERRY,  DAVID  LEE,  WAHIAWA,  HAWAII 
SPES,  LEO  J.,  FREMONT,  NEBRASKA 
SPICER,  DONALD  N. ,  ST.  LOUIS,  MISSOURI 
SPICER,  GWEN  MARIE,  ST.  LOUIS,  MISSOURI 
SPICHER,  CHARLES  R,  ALBUQUERQUE,  NEW  MEXICO 
SPICOCCHI,  CARL  LEE,  SWATARA,  PENNSYLVANIA 
SPICOCCHI,  SAMUEL  ROBERT,  MASSILLON,  OHIO 
SPIEWAK,  FERDINAND  J,  PHILADELPHIA,  PENNSYLVANIA 
SPIGARELLI,  DOMINICK  FELIX,  MEDIA,  PENNSYLVANIA 
SPIGHT,  VIRGIL  LEE,  DETROIT,  MICHIGAN 
SPIKE,  RONALD  GEORGE,  PENN  YAN,  NEW  YORK 
SPILLAN,  JAMES  R,  DOVER,  DELAWARE 
SPINDEN,  JAMES  STUART,  HILLSBORO,  OREGON 
SPINDLER,  EDWARD  C. ,  SOMERVILLE,  NEW  JERSEY 
SPINKS,  JACK  L,  INDIANAPOLIS,  INDIANA 
SPINNER,  CLIFFORD  HUGH,  WILLIMANTIC,  CONNECTICUT 
SPIRES,  JAMES  MERRITTE,  JR,  CHAMPAIGN,  ILLINOIS 
SPIRITO,  MICHAEL  JOSEPH,  BERWYN,  PENNSYLVANIA 
SPIRLET,  RAYMOND  JOHN,  BOSTON,  MASSACHUSETTS 
SPIRUTA,  EDWARD  J,  ALBANY,  OREGON 
SPISAK,  DAVID  JOHN,  SAN  DIEGO,  CALIFORNIA 
SPITLER,  ROBERT  JOSEPH,  DAYTON,  OHIO 
SPITTLER,  ERNEST  RICHARD,  HERSHEY,  PENNSYLVANIA 
SPITZ,  LOUIS  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SPIVEY,  JOSEPH,  NEWPORT  NEWS,  VIRGINIA 
SPIVEY,  TONY  RAY,  OZARK,  ALABAMA 
SPLICHAL,  JOSEPH  WILLIAM,  LINCOLN,  NEBRASKA 
SPLITT,  REX  ANTHONY,  CRAIG,  COLORADO 
SPOERR,  LUDWIG,  TIROL,  AUSTRIA 
SPOGNARDI,  BILL  N.,  MANSFIELD,  OHIO 
SPOHN,  ROBERT  L.,  FORT  HARRISON,  INDIANA 
SPOHNHOLTZ,  GERALD  0.,  AUSTIN,  TEXAS 
SPOMER,  HENRY  LEE,  SACATON,  ARIZONA 

SPONAUGLE,  SIDNEY  LEE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
SPOONER,  KEITH  ANTHONY,  ALTUS,  OKLAHOMA 
SPOONER,  ROBERT,  PLANT  CITY,  FLORIDA 
SPRADLEY,  JESSE  RALPH,  JACKSONVILLE,  NORTH  CAROLINA 
SPRADLIN,  BOBBY  D. ,  PORT  ARTHUR,  TEXAS 
SPRADLIN,  DENNIS  CRAIG,  BENTONVILLE,  ARKANSAS 
SPRADLIN,  LEVIS  J,  LAGRANGE,  GEORGIA 
SPRADLIN,  WALTER  DANIEL,  DUNCANVILLE,  TEXAS 
SPRADLING,  JAY  DEE,  TEMPE,  ARIZONA 

SPRAGUE,  BOBBY  LOUIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SPRAGUE,  GEORGE  H. ,  CHICAGO  HEIGHTS,  ILLINOIS 
SPRAGUE,  LARRY  J.,  MESQUITE,  TEXAS 
SPRATZ,  GARLAND,  MADISON,  WISCONSIN 
SPRAWLS,  J.  M.,  AIKEN,  SOUTH  CAROLINA 
SPRAY,  CHARLIE  RAYMOND,  VALDOSTA,  GEORGIA 
SPRIGGS,  CARL  L.,  HUTCHINSON,  KANSAS 
SPRINGER,  HENRY  F.,  BABYLON,  NEW  YORK 
SPRINGER,  STEPHEN  MICHAEL,  FAIRVIEW  HEIGHTS,  ILLINOIS 
SPRINGS,  JAMES  ARNOLD,  JR,  COLUMBIA,  SOUTH  CAROLINA 
SPRINGSTEAD,  KEITH  KENNETH,  CHICKASHA,  OKLAHOMA 
SPRINKLE,  RONALD  NEAL,  FINCASTLE,  VIRGINIA 
SPROLES,  GLENN  PAUL,  BOSSIER  CITY,  LOUISIANA 
SPRUELL,  CHARLES  W,  SPRINGFIELD,  ILLINOIS 
SPRUILL,  WILLIAM  LAWRENCE,  CHESAPEAKE,  VIRGINIA 
87  #  SPRUNK,  CHARLES,  KIRTLAND  AFB,  NEW  MEXICO 
SPURLIN,  JERE  LEN,  FORT  MYERS,  FLORIDA 
SPURRIER,  CHESTER  S.,  ELIZABETHTOWN,  KENTUCKY 
SQUADRITO,  JOSEPH  M. ,  FORT  WAYNE,  INDIANA 
SQUIERS,  MARK  MICHAEL,  LOS  ANGELES,  CALIFORNIA 
SQUIRE,  DOUGLAS  JERALD,  MOAB,  UTAH 
SQUIRE,  ROBERTA  MAE,  LOS  ANGELES,  CALIFORNIA 
SQUIRE,  WILLARD  SEARLE,  JR,  FORT  CAMPBELL,  KENTUCKY 
SQUIRES,  ROBERT  S,  JR,  GOLDEN,  COLORADO 
SQUYARS,  WILLIAM  E.,  JACKSONVILLE,  FLORIDA 
SRIJAIYANTA,  PRACHIT,  BANGKOK,  THAILAND 
SROKA,  RICHARD  ANTHONY,  MILWAUKEE,  WISCONSIN 
ST  CLAIR,  RICHARD  DEAN,  CHATTANOOGA,  TENNESSEE 
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23 

121 

62 

99 

172 

180 

193 
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161 

98 
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101 
116 
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172 
118 
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157 
82 
96 
126 
130 


194 

176 

188 

142 

186 

146 
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100 

77 

44 
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STAFFORD, 
STAFFORD, 
STAFFORD, 
STAFFORD, 


STAGG, 
STAHL, 
STAHL, 
STAHL, 


ST  DENIS,  RICHARD,  MONTREAL,  CANADA 
ST  JOHN,  RICHARD  WESLEY,  BILLINGS,  MONTANA 
ST  LOUIS,  JAMES  QUINN,  MIDLAND,  MICHIGAN 
ST  ONGE,  JEFFREY  LYNN,  LOCKPORT,  NEW  YORK 
ST  PIERRE,  MARLA  ANNE,  SCARBOROUGH,  MAINE 
ST  PIERRE,  RICHARD  JOSEPH,  OTTAWA,  CANADA 
ST.  CLAIR,  CHAN  J.,  COLVILLE,  WASHINGTON 
ST.  CLAIR,  RICHARD  J.,  SAN  MATEO,  CALIFORNIA 
ST.  LAWRENCE,  AL,  SAVANNAH,  GEORGIA 
ST.  PIERRE,  LESLIE  F.,  COLUMBUS,  OHIO 
STABLES,  JOSEPH  R. ,  SAN  DIEGO,  CALIFORNIA 
105  tt   STABLES,  MARY  M. ,  SAN  DIEGO,  CALIFORNIA 
103  tt   STABLES,  ROBERT  M. ,  REDWOOD  CITY,  CALIFORNIA 
STACER,  GERALD  EDWARD,  MT  CLEMENS,  MICHIGAN 
STACEY,  JACK  ROBERT,  JR,  ORLANDO,  FLORIDA 
STACEY,  JOHN  WESLEY,  BELLEVUE,  NEBRASKA 
STACHECKI,  MICHAEL  D,  DOVER,  DELAWARE 
STACHELEK,  WALTER  ROBERT,  WEST  POINT,  PENNSYLVANIA 
STACKHOUSE,  CARLOTTA  CUNNINGHAM,  COLUMBIA,  SOUTH  CAROLI 
STACKHOUSE,  DIANE  MARIE,  MOUNTVILLE,  PENNSYLVANIA 
STACKHOUSE,  GEORGE  B.,  Ill,  CHARLESTON,  SOUTH  CAROLINA 
STACKOWITZ,  JOHN  R.,  NEW  YORK,  NEW  YORK 
STACY,  JAMES  E,  WHITEHALL,  OHIO 
STADLER,  KENNETH  EUGENE,  HOUSTON,  TEXAS 
STADTFELD,  JAMES  ARTHUR,  MARSHALL,  MICHIGAN 
STAEBELL,  DAVID  RONALD,  DENVER,  COLORADO 
STAEBELL,  THOMAS  R,  BUFFALO,  NEW  YORK 
STAEHLE,  ALAN  WALLACE,  BOULDER,  COLORADO 
STAFF,  WILLIAM  DOUGLAS,  BERKELEY,  MISSOURI 
STAFFORD,  DALE  K,  LADUE,  MISSOURI 

FREDERICK  LEE,  WAYNE,  MICHIGAN 
JAMES  T.,  JR,  FRANKLIN,  TENNESSEE 
MILLARD  D.,  JR.,  BIG  SPRING,  TEXAS 
ROBERT  BARNARD,  JR,  MILTON,  VERMONT 
STAFFORD,  WILBUR  E,  JACKSONVILLE,  ILLINOIS 
STAFFORD,  WILLIE  RANSOME,  III,  GREENSBORO,  NORTH  CAROLI 
STAFT,  JOSEPH  J.,  JR.,  CINCINNATI,  OHIO 

LOUIS  ERVIN,  III,  TEXARKANA,  TEXAS 
FREDERICK  E,  INVER  GROVE  HEIGHTS,  MINNESOTA 
JAMES  F.,  YUMA,  ARIZONA 
ROLAND  BERTHOLD,  STOCKHOLM,  SWEDEN 
STALDER,  DALE  ALAN,  LARAMIE,  WYOMING 
STALDER,  FLOYD  EUGENE,  COEUR  D  ALENE,  IDAHO 
STALDER,  RONALD  BRUCE,  AUSTIN,  TEXAS 

STALLBAUMER,  LYNN  EDWARD,  JACKSONVILLE,  NORTH  CAROLINA 
STALLINGS,  JAMES  MICHAEL,  WILMINGTON,  DELAWARE 
STALLINGS,  JIMMY  ALEXANDER,  TAMPA,  FLORIDA 
STALLONE,  FRANK  MARTIN,  YAPHANK,  NEW  YORK 
STALLUP,  LARRY  S,  LAFAYETTE,  COLORADO 
STALLWORTH,  LUKE  AMOS,  SANFORD,  FLORIDA 
STALVEY,  LESLIE  MARVIN,  JR,  WAYCROSS,  GEORGIA 
STALY,  FREDERICK  JUSTIN,  ORLANDO,  FLORIDA 
STAMEY,  DOUGLAS  LEE,  GASTONIA,  NORTH  CAROLINA 
STAMILIO,  ANTHONY  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUM 
STAMPS,  JACK  WILSON,  AUSTIN,  TEXAS 
STAMPS,  ROBERT  E,  LITTLE  ROCK,  ARKANSAS 
STAN,  JOSEPH  RICHARD,  III,  AUSTIN,  TEXAS 
STANAWAY,  ROBIN  PRESTON,  GLOUCESTER,  VIRGINIA 
STANCEL,  ROBERT  JOHN,  WILLISTON,  NORTH  DAKOTA 
STANDARD,  AUBREY  N.,  BIG  SPRING,  TEXAS 
STANDEN,  MICHAEL  ROBERT,  ADELAIDE,  AUSTRALIA 
STANDEN,  THOMAS  K. ,  MARIPOSA,  CALIFORNIA 
STANDFEST,  STEVEN  RAE,  BEVERLY  HILLS,  MICHIGAN 
STANDRIDGE,  JACK  DAVID,  ONEONTA,  ALABAMA 
STANDRIDGE,  LANNY,  TEMPE,  ARIZONA 
STANFIELD,  HAROLD  WARREN,  JEFFERSON  CITY,  MISSOURI 
STANFORD,  GLENN  S,  PEARLAND,  TEXAS 
STANFORD,  NEVILLE  ARTHUR,  SYDNEY,  AUSTRALIA 
STANGO,  RALPH  P,  NEWARK,  NEW  JERSEY 
STANHOPE,  JAMES  S,  SR,  PORTLAND,  MAINE 
STANILAND,  RICHARD  GORDAN,  OXNARD,  CALIFORNIA 
STANKE,  JAMES,  NORTH  BRUNSWICK,  NEW  JERSEY 
101  #  STANKIEWICZ,  STANLEY,  PITTSFIELD,  MASSACHUSETTS 
175   STANKIEWICZ,  THOMAS  LAWRENCE,  PHILADELPHIA,  PENNSYLVANI 
STANKO,  ARNOLD  EDWARD,  HUNTING  VALLEY,  OHIO 
STANKOWICZ,  MARTIN  J.,  NILES,  ILLINOIS 
STANLEY,  ALLAN  FRANCIS,  ENGLEWOOD,  COLORADO 
STANLEY,  CLIFFORD  VERNON,  LITTLETON,  COLORADO 
STANLEY,  DEAN  R. ,  LANSING,  ILLINOIS 
STANLEY,  GEORGE  WILLIAM,  COLUMBIA,  SOUTH  CAROLINA 
STANLEY,  HENRY  WINFRED,  JR,  RICHMOND,  VIRGINIA 
STANLEY,  JAMES  T,  DECATUR,  GEORGIA 
STANLEY,  JOHNNY  EARNEST,  MOUNTAIN  BROOK,  ALABAMA 
STANLEY,  JOSEPH  RICHARD,  EL  RENO,  OKLAHOMA 
STANLEY,  KATHLEEN  ROSE,  IRVINE,  CALIFORNIA 
STANLEY,  LEIGHTON  HANSEN,  MOORE,  OKLAHOMA 
STANLEY,  STEVEN  THOMAS,  BRIGANTINE,  NEW  JERSEY 
STANLEY,  SYLVESTER,  ALBUQUERQUE,  NEW  MEXICO 
STANLEY,  THOMAS  JOSEPH,  RICHMOND,  VIRGINIA 
STANLEY,  WALTER  CLIFTON,  SMITHFIELD,  NORTH  CAROLINA 
STANLEY,  WILLIAM  ROBERT,  HATFIELD,  PENNSYLVANIA 
STANNARD,  GLENN  MICHAEL,  WINDSOR,  CANADA 
STANNARD,  MICHAEL  JOHN,  GLASGOW,  SCOTLAND 
STANNARD,  WILLARD  E.,  LEON  VALLEY,  TEXAS 
STANPHILL,  TERRY  RICHARD,  EL  CAMPO,  TEXAS 
STANSBURY,  ALLEN  FRANKLIN,  WASHINGTON,  DISTRICT  OF  COLU 
STANTON,  DAMIAN  KEVIN,  FLORENCE,  KENTUCKY 
STANTON,  DAVID  RAY,  WATERBURY,  VERMONT 
STANTON,  GARY  ROBERT,  FAIRFIELD,  CALIFORNIA 
STANTON,  GEORGE  EDWARD,  ATHERTON,  CALIFORNIA 
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STANTON,  GREGORY  HAYNE  -  STEHART,  GARY  A. 
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177 
88  tt 
173 
105  tt 
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69  tt 
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STANTON,  GREGORY  HAYNE,  INDIANAPOLIS,  INDIANA 
STANHIX,  R.  RICHARD,  LAWRENCE,  KANSAS 
STANZIOLA  RODRIGUEZ,  JUAN  A,  PANAMA,  PANAMA 
STAPLE   DENZIL  NELSON,  PORTLAND,  OREGON 
STAPLES,  PATRICK  THOMAS,  SPRINGFIELD,  ILLINOIS 
STAPLETON,  DENNIS  ALLEN,  WACO-TEXAS 
STAPLETON,  LLOYD  LESLIE,  JR,  PIKEVILLE,  KENTUCKY 
STAPLETON,  ROBERT  ANDON,  RICHMOND,  VIRGINIA 
STARBARD,  HOHARD  RAY,  PALMER,  ALASKA  wTOrTij 

STARCHER  CHESTER  EUGENE,  SOUTH  CHARLESTON,  WEST  VIRGIN 
STARCK  JAMES  JOSEPH,  ELLISVILLE,  MISSOURI 
<;taRFK   HFNRY   VANCOUVER,  CANADA 

STARGEL  JAMES  E   WASHINGTON ,  DISTRICT  OF  COLUMBIA 
STARK   BILLY  DHAIN,  BOURBONNAIS,  ILLINOIS 
STARK   TERRY  DAVID,  NEVADA,  IOWA 
STARK   THOMAS  G. ,  SACRAMENTO,  CALIFORNIA 
STARKE  GARY  ROBERT,  SEDALIA,  MISSOURI 
STARKE !  ROBERT  GEORGE,  ROMEOVILLE,  ILLINOIS 
STARKEY,  ROBERT  DALE,  NAPOLEON,  OHIO 
ST  ARKS   LARRY  W,  LITTLE  ROCK,  ARKANSAS 
STARLEY,  CHARLES  WAYNE,  ATLANTA,  GEORGIA 
STARLING,  HAYWOOD  R.,  RALEIGH,  NORTH  CAROLINA 
STARLING  HALTER  R,  BRUNSWICK,  GEORGIA 
1tARNES?'jOHN  PATRicK,  GASTONIA,  NORTH  CAROLINA 
STARNES  MARVIN  LEWIS,  CHESTERFIELD  VIRGINIA 
STARNES,  MATTHEH  ANDREW,  MARIETTA,  GEORGIA 
STARR,  HENRY  BARRON,  CONYERS,  GEORGIA 
STARR   HOWARD  E.,  TOPEKA,  KANSAS 
STARR   LEON,  ST.  CLAIR  SHORES,  MICHIGAN 
STARRETT   ROBERT  GERALD,  DOUGLASVILLE,  GEORGIA 
START  TIMOTHY  LEE,  MIDVALE,  UTAH 
ST ARTEK  RICHARD  L  LACKAWANNA,  NEW  YORK 
STARZYNSKI   FLORENCE  ALFF,  ARLINGTON,  VIRGINIA 
STASAITIS   PAUL  ANTHONY,  HAWTHORNE,  NEW  YORK 
I  STATEN  CHARLES  ALASKAS,  NEW  YORK,  NEW  YORK 
STATLER,  JOHN  CONHAY,  JR,  GREELEY,  COLORADO 
STATON,  NELSON,  GREENVILLE,  NORTH  CAROLINA 
t   STATUM,  JOSEPH  L.,  OXFORD,  OHIO 
STAUFFER,  HENRY  MICHAEL,  LOGAN,  UTAH 
STAUFFER  JOSEPH  PAUL,  ALLENTOHN,  PENNSYLVANIA 
I  STAUFFER   RONNIE  LLOYD,  SALISBURY,  MARYLAND 
^TAUFFFR   ROYAL  L   MT.  PLEASANT,  MICHIGAN 

ER  JAMES 'DAVID,  TOHN  OF  TONAHANDA  NEW  YORK 
STAVELY,  JAMES  REYNER,  JR,  HAMPTON,  VIRGINIA 
STAVLO  OMAR  TOM,  PRATT,  KANSAS 
STAYER  KENNETH  J.,  WATKINS  GLEN,  NEW  YORK 
STAYTON.  EDWIN  JAMES,  SAN  BERNARDINO,  CALIFORNIA 
tt   STEACH  JOSEPH  F.,  KANSAS  CITY,  KANSAS 
tt   STEAD  JAMES  FREDERICK,  WHITE  PLAINS,  NEW  YORK 
STEARNS   THOMAS  TINSLEY,  SR,  ANCHORAGE,  ALASKA 
ImBINS  DANNY  ROBERT,  MIDDLETOWN,  CONNECTICUT 

*  STEBBINS   ROBERT  H.  ,  SANTA  ANA,  CALIFORNIA 
STEBL  TON,  LARRY  RALPH,  ALBUQUERQUE  NEW  MEXICO 
STECH  THOMAS  JOSEPH,  COLCHESTER,  VERMONT 

*  STECKEL   WELLS  SAFFORD,  ALBANY,  NEW  YORK 
STECKLER,  CRAIG  THEODORE.  FREMONT,  CALIFORNIA 

tt   STEDMAN,  ROBERT  PAUL,  MEDFORD,  OREGON 
STEED  HILL  H. ,  III,  ATHENS,  GEORGIA 
STEED  JABUS  B.,  ATLANTA,  GEORGIA 

*  STEEL  ROBERT  DAVID,  JR,  PAGE,  ARIZONA 
STEELE  CHARLES  EDHARD,  DERRY,  NEH  HAMPSHIRE 

U   STEELE,  EMILE  FRANCIS,  BILLERICA,  MASSACHUSETTS 
STEELE  GERALD  H,  GRAND  RAPIDS,  MICHIGAN 
STEELE   JAMES  W.   LYNCHBURG,  VIRGINIA 

JOHN  PERSHING.  HOPEWELL  JUNCTION,  NEW  YORK 
JOHN  RICHARD,  FLINT,  MICHIGAN 
,  KENNETH  RAYMOND,  CLEVELAND,  TENNESSEE 
STEELE  ORMOND  ANDRE,  LAS  VEGAS,  NEVADA 
STEELE   ROBERT  W.  ,  GREENSBORO,  NORTH  CAROLINA 

steele!  roger  langton,  horcester,  Massachusetts 

STEELE   STEVEN  REID,  TULSA,  OKLAHOMA 
STEELE  H    AM  G  GREAT  FALLS,  MONTANA 
STEELE  WILLIAM  J,  FLAGSTAFF,  ARIZONA 

steen,  philip  duane,  waco,  texas 

^tfpnrfrg  edward  j  st.  paul,  minnesota 

ItIenb  ergen  Robert  tim6thy,  fort  huachuca,  Arizona 

STEENO  MILTON  G,  GREEN  BAY,  WISCONSIN 
STEEPY  CALVIN  r!  ,  TRENTON,  NEW  JERSEY 
STEERS'  DANIEL  HARLAN,  CINCINNATI,  OHIO 
ItEEVES.  WARREN  LEE,  SACRAMENTO,  CALIFORNIA 
STEFAN, 'WILLIAM  A,  WESTPORT,  CONNECTICUT 
STEFFEL   JEFFREY  JOHN,  EAST  LANSING,  MICHIGAN 
STEFFEn'  EARL  C,  MIAMI  SPRINGS,  FLORIDA 
STEFFEN  MERLE  KENNETH,  COLTON,  CALIFORNIA 
STEFFENILLA  SAMUEL  CHARLES,  LEROf,  NEW  YORK 
STEGALL,  NOAH  A.,  THOMASVILLE,  GEORGIA 

^EEH^GE^RRSCHOTTGSoUGrA^'L{v^STON,  NEW  JERSEY 

SBbiT-sTSSB  KdSaaS:  SIPvork  tq 

STE  DINGER  HERBERT  LEE  CHARLESTON,  ILLINOIS 
ST  FIN   DOUGLAS  KURT,  KENOSHA,  WISCONSIN 
STEIN'  GEORGE  KENNETH,  CHERRY  HILL,  NEH  JERSEY 
STE  S'  MICHAEL  PAUL,  ESCONDIDO,  CALIFORNIA 
STEIN   ROBERT  D. ,  WALKER,  MINNESOTA 

stfinbeck  allen  f,  spencer,  iowa 
Steinberg!  steven.'aventura.  Florida 
steiner,  douglas  roy,  anchorage,  alaska 
steiner  jerry  lee,  canton,  ohio       ,„-— 

STEINER,  WILLIAM  CHRISTIAN,  ABSECON,  NEW  JERSEY 


STEELE, 
STEELE, 
STEELE, 
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119 
147 
153 
121 
155 
117 
137 
163 
166 
183 
100 
181 
117 
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55 
36  * 
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191 
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120 
116  tt 
111 
104  # 
126  # 
124 
190 
102  # 
115 
104 
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77  # 
148 
98  # 
183 
150 
94 
158 
176 
131  tt 
94  « 
126 
119 
93  * 
147  t 
123 
187 
125 
98  i 
140 
175 
191 
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119 
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184 
184 
151 
89 
117 
146 
98 
193 
176 
174 
34 
125 
54 
161 
85 
185 
112 
76 
104 
117 
180 
100 
143 
130 
96 
194 
115 
22 
179 
160 
74 
158 
116 


STEINGRABE,  GLENN  RAYMOND,  BROCKWAY,  PENNSYLVANIA 
STEINGRAEBER.  THOMAS  JACK,  MADISON,  WISCONSIN 
STE  NHORST,  MICHAEL  EDHARD,  JEFFERSON .WISCONSIN 
STEININGER   THOMAS  LOUIS,  SHAKOPEE,  MINNESOTA 
STEINLINE,  ROBERT  D.,  PERRYSBURG,  OHIO 
STEINMAN,  DONALD  CECIL,  BRIDGETON,  MISSOURI 
STELMA  JOSEPH  GEORGE,  JR,  JACKSONVILLE,  FLORIDA 
STELMA',  LAWRENCE  ALAN,  GRAND  RAPIDS,  MICHIGAN 
STEMMELEN,  ERIC  JEAN,  PARIS,  FRANCE 
STEMPLE,  FRANK  DEWAYNE,  AKRON,  OHIO 
STEMPLE  JESSE  RICHARD  WHITEMARSH,  PENNSYLVANIA 
STEMPLE  JOSEPH  C,  BLUE  BELL,  PENNSYLVANIA 
STENSON,  JOHN  WILLIAM,  PEORIA,  ILLINOIS 
STEO,  DOMINICK  VINCENT,  YAPHANK,  NEW  YORK 
STEPANOV,  JOHN  MICHAEL,  ST  PETERSBURG,  FLORIDA 
STEPANOVICH,  MARK,  STRONGSVILLE,  OHIO 
STEPHEN.  HERBERT  B,  WINNIPEG,  CANADA 
STEPHENS-LOCK,  THERESA  ANN,  FLINT,  MICHIGAN 
STEPHENS,  BILLY  ROY,  BIRMINGHAM,  ALABAMA 
STEPHENS,  BOBBY  R,  HAPEVILLE,  GEORGIA 
STEPHENS   BRUCE  A.,  GARDEN  CITY,  GEORGIA 
STEPHENS  CLAUDE  GORDON,  AMARILLO,  TEXAS 
STEPHENS  DANIEL  MALLORY,  I,  CARMEL,  NEH  YORK 
STEPHENS,  DONALD  RAY,  IRVING,  TEXAS 
STFPHENS   FRED  EMMETTE,  GAINESVILLE,  GEORGIA 
STEPHENS'  GARY  WOODROW  LOS  ANGELES,  CALIFORNIA 
STEPHENS  GEORGE  A.,  CHARLOTTE,  NORTH  CAROLINA 
STEPHENS,  HUBERT  LEE,  ATLANTA,  GEORGIA 

IteE',  Michael  SSWftifc  Sleigh,  north  Carolina 

STEPHENS  NORMAN  FRED,  BROKEN  ARROW,  OKLAHOMA 

STEPHENS  PATRICK  LEE,  CLEVELAND,  OHIO 

STEPHENS  ROBERT  ALLEN,  KILLEEN,  TEXAS 

t   STEPHENS  ROBERT  B.,  LOS  ANGELES,  CALIFORNIA 

STEPHENS  ROGER  L.,  DES  MOINES,  IOWA 

t   STEPHENS  WALLACE  F,  SANTA  ROSA,  CALIFORNIA 

*  <;TFPHFNS  WAYNE  ALLAN,  TIFFIN,  OHIO 
STEPHENS'  WAYNE  TIMOTHY,  ALLENTOWN,  PENNSYLVANIA 
STEPHENSON,  CHARLES  ALLEN,  ORANGE,  TEXAS 

h   ctpphfnson   JOHN  T..  UKIAH,  CALIFORNIA 

STEPHENSON   ROBERT  L,    JR.   WEST  POINT,  PENNSYLVANIA 
StIpNOWSKi!  EDWARD  A.'jR,  ROYAL  PALM  BEACH,  FLORIDA 
STEPP   STEPHEN  JOHN,  NORTH  MIAMI,  FLORIDA 

tt   STERBA,  JOHN  J,  MADISON,  WISCONSIN 

"   STERLING,  DANY* EARL,  CHI CKASHA  OKLAHOMA 

#  STERLINSKI,  RAY  R,  HAYWARD,  CALIFORNIA 
STFRMER  REX  ALLEN,  FLAGSTAFF,  ARIZONA 
STERNER  ROY  DONALD,  HILLSBOROUGH,  CALIFORNIA 
qtfrnfiis  LEIF  A..  MALMO,  SWEDEN 
Itftar  JOHN  JAMES   JR,  SOUTH  PADRE  ISLAND,  TEXAS 
STEVENS  SuN  ROBERTS,  JACKSONVILLE,  NORTH  CAROLINA 

'  ALEXANDER,  SAN  FRANCISCO,  CALIFORNIA 
ALLISON  M,  SANTA  CRUZ,  CALIFORNIA 
DIANA  LEE,  BOUNTIFUL,  UTAH 
DONALD  HARVEY,  MAYFIELD  VILLAGE,  OHIO 
DONALD  K.,  SAN  ANTONIO,  TEXAS 
EDWARD  ALLEN,  FAIRFAX,  VIRGINIA 
STEVENS'  EVERETT  HERBERT,  GAINESVILLE,  FLORIDA 
STFVFNS  GEORGE  WILLIAM,  CAMBRIDGE,  CANADA 
ItIvInI;  GREGORY  ALVIN,' CHARLES  TOWN  WEST  VIRGINIA 
STEVENS  JAMES  R.,  GREENWOOD,  MISSISSIPPI 
STEVENS  JIMMY  MURL,  AMARILLO,  TEXAS 
STEVENS   JOHN  LOUIS   AUBURN  HILLS,  MICHIGAN 
STEVENS '  JOHN  THOMAS,  CONCORD,  NEW  HAMPSHIRE 
STFVFNS  KATHRYN  JEANNETTE,  FORT  WAYNE,  INDIANA 
ItEVENS  MARK  DONALD,  LOS  ANGELES,  CALIFORNIA 
ctfvfm^  MARK  PATRICK.  ALBANY,  NEH  YORK 
ItEVEnI*  MICHAEL  LEE,  KENNEDY' SPACE  CENTER,  FLORIDA 
STEVENS   PAULA,  CHRISTCHURCH,  NEW  ZEALAND 
STEVENS  PETER  ROY,  HONG  KONG,  HONG  KONG   f.Mlumr. 
STEVENS  RALPH  P. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
STEVENS  RAYMOND  A,  0SS1NING,  NEH  YORK 
STEVENS.  ROBERT  DANIEL,  NOBLESVILLE,  INDIANA 

SsJfVENNs'  RONALD  DEAN^ALTIMORe"  MARYLAND 

"even!'  RANALD  FRANCIS?  HASHINGTON,  DISTRICT  OF  COLUM 

ctfvfn^  ROY  EDWIN   FORT  WAYNE,  INDIANA 

Sevens'  THOMAS  L.  JR  san  francisco,  California 
Stevens:  Walter  charles!  Southampton,  Pennsylvania 
stfvens  william  c. ,  dayton,  ohio 

STEVENS  WILLIAM  LEWIS,  NEWARK,  NEW  JERSEY 
STEVENSON  CHARLIE  C,  KUALA  LUMPUR,  MALAYSIA 
IIeVeS;  GERALD  WAYNE   MARSEILLES   ILLINOIS 

IIIvInIoN*  PHILIpY/REdS  g'.  CALIFORNIA 

iffjt     DJB.M°  TE=YNVA:L^KAPN^^YLVANIA 

5     °oK  fraSv^KTBa.  CAROLINA 

|Si  BlAh  mK'marylanT 

ART'  ^reS'charlIs!  jr'J'greensboro,  NORTH  CAROLII 

CHARLES  E.,  FILLMORE,  UTAH 

D  LAMAR,  ALBANY,  GEORGIA 

DON  MONROE,  GAUTIER,  MISSISSIPPI 

DOUGLAS.  JR.  JACKSON,  MISSISSIPPI 

EUGENE  E.,  REDWOOD  CITY,  CALIFORNIA 

FRANCIS  MATTHEW,  SANFORD,  FLORIDA 


STEVENS, 
STEVENS, 
STEVENS, 
STEVENS, 
STEVENS, 
STEVENS, 


STEWART, 
STEWART, 
STEHART, 
STEHART, 
STEHART, 
STEWART, 
STEWART, 


STEWART,  GARY  A?,  CANANDAIGUA,  NEW  YORK 
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STEHART,  GARY  SCOTT  -  STRICKER,  ROGER  HENRY 
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STEWART,  GARY  SCOTT,  KEYSER,  HEST  VIRGINIA 
f   STEHART,  GEORGE  HOUSTON,  LOUISVILLE,  KENTUCKY 

STEHART,  GERALDINE  SUE,  HOUSTON,  TEXAS 
t   STEHART,  HAROLD  F. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

STEHART,  JAMES  K.,  OAKLAND,  CALIFORNIA 

STEHART,  JAMES  H. ,  NIXON,  TEXAS 

STEHART,  JERRY  DEAN,  AMES,  IOHA 

STEHART,  JIMMIE  LEE,  FARMINGTON,  UTAH 

STEHART,  JOHN  DAVID,  OREGON  CITY,  OREGON 
<  STEHART,  KARL  FREDERICK,  FULTON,  NEH  YORK 
!  STEHART,  KENNETH  F,  BALTIMORE,  MARYLAND 

STEHART,  KENNETH  RAY,  STOCKTON,  CALIFORNIA 

STEHART,  LARRY  ELDON,  CANTON,  MICHIGAN 

STEHART,  MARK  EDWARD,  TRAVERSE  CITY,  MICHIGAN 

STEHART,  MICHAEL  HUGH,  OXFORD,  MISSISSIPPI 
1  STEWART,  NORMAN  M,  HINNIPEG,  CANADA 

STEHART,  PAUL  R.,  PICKENS,  SOUTH  CAROLINA 

STEHART,  RALPH  CHRISTOPHER,  BRUNSHICK,  GEORGIA 

STEHART,  ROBERT  LOUIS,  ORMOND,  FLORIDA 

STEHART,  ROBERT  M,  SR,  COLUMBIA,  SOUTH  CAROLINA 

STEHART,  RONDELL  F,  INDEPENDENCE,  MISSOURI 

STEHART,  HAYNE  ARTHUR,  JAMESTOHN,  NEH  YORK 

STEYER,  THOMAS  GERARD,  MEDINA,  OHIO 

STICA,  KENNETH  FRANK,  VESTAL,  NEW  YORK 

STICKLER,  PAUL  ANDREW,  SOUTHAMPTON,  HAMPSHIRE,  ENGLAND 

STICKLER,  THOMAS  JAY,  HORSEHEADS,  NEH  YORK 

STICKNEY,  HERBERT  EUGENE,  NISKAYUNA,  NEH  YORK 

STIEFER,  CHARLES  CLAYTON,  DURANT,  OKLAHOMA 

STIEFER,  FLOYD  HAYNE,  JACKSONVILLE,  TEXAS 

STIEG,  HAROLD  E.,  HACO,  TEXAS 

STIEGLER,  HILBUR  J.,  LARGO,  FLORIDA 

STIEL,  VERNON  J.,  SALT  LAKE  CITY,  UTAH 

STIERS,  JAMES  MICHAEL,  AURORA,  COLORADO 

STIFFLER,  J.  E.,  SR.,  PUEBLO,  COLORADO 

STIFTAR,  ROBERTA  KANE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

STIGALL,  JACK,  BRISTOL,  VIRGINIA 

STIGLER,  THOMAS  HENRY,  WAUKESHA,  WISCONSIN 

STIKA,  JAMES  J.,  ST.  LOUIS,  MISSOURI 

STILES,  DAVID  PAUL,  DOYLESTOWN,  PENNSYLVANIA 

STILES,  JOSEPH  CARROLL,  KINGWOOD,  WEST  VIRGINIA 

STILES,  KEITH  ALISON,  LEESBURG,  VIRGINIA 

STILES,  LESTER  WHITNEY,  BEND,  OREGON 

STILES,  LOUIS  RAY,  FRANKFORT,  KENTUCKY 

STILES,  ROBERT  JOE,  EVERETT,  WASHINGTON 

ILL,  FRANK  (SA,  FBI-RETIRED),  APPALACHIA,  VIRGINIA 


STILL,  GUY  MICHAEL,  CAMDEN,  NEW  JERSEY 
18  #   STILL,  J.  CHARLES,  KINGSPORT,  TENNESSEE 
86  tt   STILL,  RONALD  R,  PORTLAND,  OREGON 

STILL,  STANLEY  G,  JR,  TOWN  OF  POUGHKEEPSIE,  NEW  YORK 

STILLINGS,  ROGER  D.,  URBANA,  OHIO 

STILLMAN,  RICHARD  BATTELLE,  HALPOLE,  MASSACHUSETTS 

STILLS,  MICHAEL  LAWRENCE,  LAKE  STATION,  INDIANA 

STILSON,  FREDERICK  C,  MARIETTA,  GEORGIA 

STILWELL,  DARREL  EDSEL,  RICHMOND,  VIRGINIA 

STILHELL,  LESLIE  E.,  HARRISBURG,  PENNSYLVANIA 

STIMSON,  JOHN  KEITH,  NEWINGTON,  NEW  HAMPSHIRE 

STIMSON,  RICHARD  FRANCIS,  ROCKY  RIVER,  OHIO 

STINE,  CHRISTOPHER  C,  LOUISVILLE,  KENTUCKY 

STINE,  JOSEPH  JAMES,  PHILADELPHIA,  PENNSYLVANIA 

STINE,  PIERCE  CHARLES,  JR,  FREDERICK,  MARYLAND 

STINEBOHER,  KELLEY  M,  EAST  LANSING,  MICHIGAN 

STINNER,  FREDERICK  A,  JERSEY  CITY,  NEW  JERSEY 

STINSON,  EDWARD  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 

STINSON,  JAMES  KEITH  GLENN,  WINNIPEG,  CANADA 

STINSON,  WILLIAM  TAYLOR,  NORTON  AFB,  CALIFORNIA 

STIPES,  KENNETH  HAYNE,  SAN  DIEGO,  CALIFORNIA 

STIPS,  JOHN  A.,  MANCHESTER,  NEH  HAMPSHIRE 

STITES,  CLYDE  MICHAEL,  PORTLAND,  OREGON 

STITZ,  PAULA  GRAY,  EUREKA  SPRINGS,  ARKANSAS 

STITZEL,  RICHARD  A.,  GOHANDA,  NEW  YORK 

STIVALA,  SEBASTIAN  J.,  JR.,  ELIZABETH,  NEH  JERSEY 

STOBBE,  MARCELLE  HENRY,  WESTLAND,  MICHIGAN 

STOCK,  DONALD  EARL,  FARMINGTON,  NEW  MEXICO 

STOCK,  GREGORY  JOSEPH,  SANTA  BARBARA,  CALIFORNIA 

STOCKER,  WILLIAM  E,  ORRVILLE,  OHIO 

STOCKHAM,  RICHARD  ALLAN,  LANCASTER,  CALIFORNIA 

STOCKS,  GREGORY  ALLEN,  LEESBURG,  VIRGINIA 

STOCKS,  SAMUEL  E,  SCOTT  AFB,  ILLINOIS 

STOCKTON,  JAMES  M. ,  JACKSON,  MISSISSIPPI 

STOCKY,  ERIC  CHARLES,  HASHINGTON,  VIRGINIA 

STODDARD,  HILLIAM  LAWRENCE,  ALLEN  PARK,  MICHIGAN 

STOECKLE,  LAWRENCE  ARTHUR,  HILTON,  CONNECTICUT 

STOEHR,  KEVIN  JOHN,  MOUNT  LEBANON,  PENNSYLVANIA 

STOFEL,  BERNARDO.,  COLUMBIA,  TENNESSEE 

STOJCEVSKI,  UROS  STOJAN,  SKOPJE,  MACEDONIA 

STOKES,  ABJOHN  C. ,  HARTFORD,  CONNECTICUT 

STOKES,  ALVIN,  SAVANNAH,  GEORGIA 

STOKES,  CARL  B,  COLUMBIA,  SOUTH  CAROLINA 

STOKKOS,  PAVLOS  ZENONOS,  NICOSIA,  CYPRUS 

STOKOHSKI,  RONALD  R,  MILLBURY,  MASSACHUSETTS 

STOLL,  ALBERT  FRED,  BRIGHTON,  COLORADO 

STOLL,  LARRY  CHARLES,  ADDISON,  ILLINOIS 

STOLLARD,  ROGER  ALLEN,  NEHARK,  OHIO 

STOLLSTEIMER,  JOHN  CHRISTOPHER,  BLACKWOOD,  NEH  JERSEY 

STOLZE,  GERALD  LOUIS,  GLENDALE,  CALIFORNIA 

STONE,  ANDREW  IRBY,  FLORENCE,  SOUTH  CAROLINA 

STONE,  ARNOLD  J.,  CHUBBUCK,  IDAHO 

STONE,  C.  DAVID,  PICKENS,  SOUTH  CAROLINA 

STONE,  CHARLES  HENRY,  JR,  NORFOLK,  MASSACHUSETTS 

STONE,  CHARLES  STENIUS,  ATLANTA,  GEORGIA 
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STONE, 
STONE, 
STONE, 
STONE, 


STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 


STOPKA, 
STOREY, 
STOREY, 
STOREY, 


DENNIS  H.,  FORT  HORTH,  TEXAS 
EARL  PAUL,  OMAHA,  NEBRASKA 
GEORGE  P.,  DOHNEY,  CALIFORNIA 
,  J  T,  MEMPHIS,  TENNESSEE 
STONE,  KEITH  HARREN,  BLOOMINGTON,  MINNESOTA 
STONE,  KELLEY  EDMONDS,  MC  KINNEY,  TEXAS 

KENDALL  J.,  SAN  BERNARDINO,  CALIFORNIA 
KENNETH  E,  MESA,  ARIZONA 
LARRY  HAYNE,  MATHEWS,  VIRGINIA 
MARVIN  CLIFFORD,  GRAND  RAPIDS,  MICHIGAN 
PAUL  ANDREH,  FRAMINGHAM,  MASSACHUSETTS 
RICHARD  BRYAN,  OAK  RIDGE,  TENNESSEE 
RICK  DON,  HOLLYHOOD,  FLORIDA 
ROBERT  E.,  HUTCHINSON,  KANSAS 
STANLEY  MICHAEL,  RUSTON,  LOUISIANA 
STANTON  E,  HARVARD,  ILLINOIS 
STEPHEN  HALTER,  SAN  DIEGO,  CALIFORNIA 
HALTER  E.,  NORTH  SCITUATE,  RHODE  ISLAND 
HILLIAM  ERNEST,  HIGHLAND  FALLS,  NEH  YORK 
,  WILLIAM  ROY,  LONGVIEW,  TEXAS 
STONEBRAKER,  VICKI  L,  FORT  WAYNE,  INDIANA 
STONEMAN,  VIRGIL  KENNETH,  ROANOKE,  VIRGINIA 
STONER,  ROY  DANIEL,  PHILADELPHIA,  PENNSYLVANIA 
DANIEL  JOSEPH,  LAS  VEGAS,  NEVADA 
BARRY  DAVID,  FORT  LEAVENHORTH,  KANSAS 
RONALD  DEAN,  MARIETTA,  GEORGIA 
,  THOMAS  A,  NASHVILLE,  TENNESSEE 
STORM,  DOUGLAS  DHIGHT,  SANTA  ANA,  CALIFORNIA 
STORRAR,  THOMAS,  JR,  NAPLES,  FLORIDA 
STORTEN,  HILLIAM  ANTON,  ERIE,  PENNSYLVANIA 
STORTI,  ANTHONY  ALBERT,  HEST  CHESTER,  PENNSYLVANIA 
STORY,  MELVIN  JOROY,  SOMERVILLE,  MASSACHUSETTS 
STORY,  RANDALL  NATHAN,  SEARCY,  ARKANSAS 
STOTESBURY,  PAUL  ALAN,  SHAFTER,  CALIFORNIA 
STOTT,  KENNETH  NELSON,  PRINCE  HILLIAM,  VIRGINIA 
STOTT,  LARRY  ALAN,  SALT  LAKE  CITY,  UTAH 
STOUGH,  ELOISE  MARTIN,  TUSCALOOSA,  ALABAMA 
STOUGH,  HOYT  DALE,  BIRMINGHAM,  ALABAMA 
STOUT,  ANTHONY  ROBERT,  FRESNO,  CALIFORNIA 
STOUT,  BOBBY  F,  HICHITA,  KANSAS 
STOUT,  CONNIE  MAXINE,  PHOENIX,  ARIZONA 
STOUT,  DAVID  RUSSELL,  PALATKA,  FLORIDA 

EDWARD  FREDERICK,  FONTANA,  CALIFORNIA 
JAMES  WILLIAM,  LAGRANGE,  INDIANA 
JOSEPH  E.,  LAKE  CHARLES,  LOUISIANA 
RICHARD  NOEL,  NASHVILLE,  TENNESSEE 
THOMAS  LESLIE,  PENSACOLA,  FLORIDA 
,  HILLIAM  GEORGE,  JR,  CLARKS  SUMMIT,  PENNSYLVANIA 
STOUTHAMER,  DONALD  CRAIG,  HAYNE,  NEW  JERSEY 
STOVALL,  A  RONALD,  HOPE,  ARKANSAS 
STOVALL,  HAYNE  EUGENE,  BELLMEAD,  TEXAS 
STOVALL,  WILLIAM  F.,  JR.,  LONG  BEACH,  CALIFORNIA 
STOVER,  DAVID  HAILE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HERSCHEL  B.,  AURORA,  ILLINOIS 
JAMES  MICHAEL,  OFALLON,  ILLINOIS 
JAMES  R,  BROKEN  ARROH,  OKLAHOMA 
RICHARD  LEO,  DETROIT,  MICHIGAN 
HILLIAM  K.,  ARLINGTON,  VIRGINIA 
ELMER  OTTO,  ST.  PAUL,  MINNESOTA 


STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 


STOVER, 

STOVER, 

STOVER, 

STOVER, 

STOVER, 

STOVERN,  . 

STOYE,  GABRIELLE  JEANETTE,  FORT  MEADE,  MARYLAND 

STRACHAN,  WILTON  G,  NASSAU,  BAHAMAS 

STRACK,  WILLIAM  EDWARD,  SPENCER,  NEW  YORK 

STRACKBEIN,  CHARLES  K,  ODESSA,  TEXAS 

STRADER,  HILLIAM  STEWART,  MORGANTOWN,  WEST  VIRGINIA 

STRAHAN,  DONALD  L.,  RICHMOND,  INDIANA 

STRAHLER,  THOMAS  CHARLES,  GREENVILLE,  PENNSYLVANIA 

STRAIN,  BRUCE  HAZLITT,  JR,  HAZEL  CREST,  ILLINOIS 

STRAIT,  EDWARD  M. ,  CHESTER,  NEH  JERSEY 

STRAKA,  GEORGE  JOHN,  CONCORD,  CALIFORNIA 

STRAND,  ALVIN  M. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

STRAND,  DONALD  H. ,  IOHA  CITY,  IOHA 

STRANDELL,  JOHN  LESLIE,  GREAT  FALLS,  MONTANA 

STRANGE,  ROBERT,  ORLANDO,  FLORIDA 

STRATE,  OONALD  EUGENE,  ST.  LOUIS,  MISSOURI 

STRATER,  STUART  ALLEN,  CINCINNATI,  OHIO 

STRATTON,  JACK  HOHARD,  COLTON,  CALIFORNIA 

STRATTON,  JAMES  PAUL,  COLUMBUS,  OHIO 

STRATTON,  NEAL  J,  COLORADO  SPRINGS,  COLORADO 

STRATTON,  NEIL  ROBERT,  HALNUT  CREEK,  CALIFORNIA 

STRATTON,  RAYMOND  W,  CHEYENNE,  WYOMING 

STRATTON,  RICHARD  ALLEN,  TYLER,  TEXAS 

STRATTON,  ROBERT  GREGORY,  ROSEBURG,  OREGON 

STRAUB,  JEFFREY  JARED,  MCGREGOR,  TEXAS 

STRAUBE,  CONRAD  ARTHUR,  HILLOUGHBY,  OHIO 

STRAUGHAN,  CHARLES  DOUGLAS,  HILLSBORO,  OREGON 

STRAHDERMAN,  LEONARD  L.,  AKRON,  OHIO 

STRAYER,  KENNETH  R. ,  PAINESVILLE,  OHIO 

STRAYHORN,  EDHARD  EUGENE,  J,  GAINESVILLE,  GEORGIA 

STRAYHORN,  LARRY  LEE,  MEMPHIS,  TENNESSEE 

STREAGLE,  DAVID  H. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

STREET,  FRED  HALTER,  JR,  HASHINGTON,  PENNSYLVANIA 

STREET,  ROBERT  SCOTT,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

STREET,  RONALD  DALE,  JOHNSON  CITY,  TENNESSEE 

STREET,  STEPHEN  H. ,  BIRMINGHAM,  ALABAMA 

STREET,  THOMAS  EDWARD,  REDFORD,  MICHIGAN 

STREETER,  JOHN  HILLIAM,  JR,  YAPHANK,  NEW  YORK 

STREETS,  JUDY  ELIZABETH,  EAU  CLAIRE,  WISCONSIN 

STREHLOH,  STEPHEN  LESLIE,  MINNEAPOLIS,  MINNESOTA 

STRELNECK,  MARTIN  A,  JR,  BRIDGEPORT,  CALIFORNIA 

STRICKER,  ROGER  HENRY,  AUBURN,  MAINE 
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STRICKLAND,  FRANK  TERRELL,  JR  -  SUTTON,  ROSS  STEPHEN 
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STRICKLAND,  FRANK  TERRELL,  JR,  ATHENS,  GEORGIA 
STRICKLAND,  RALPH  HERBERT,  SR,  RALEIGH,  NORTH  CAROLINA 
STRICKLAND,  RANDALL  E.,  MARIETTA,  GEORGIA 
STRICKLIN,  LEE  ELMER,  HOOVER,  ALABAMA 
STRIKE,  DOUGLAS  JOHN,  NEW  HAMPTON,  IOWA 
STRILLACCI,  JAMES  JOSEPH,  HEST  HARTFORD,  CONNECTICUT 
STRIMPLE,  CHARLES  DEAN,  NORHALK,  OHIO 
1    STRINGER,  HOOD,  JR,  JACKSON,  MISSISSIPPI 

STRINGFELLOH,  KEITH  HAYNE,  SEATTLE,  WASHINGTON 
STRITENBERGER,  MICHAEL  LEE,  WASHINGTON  COURTHOUSE,  OHIO 
STROBBE,  ROBERT  JAMES,  SPENCER,  WEST  VIRGINIA 
I  STROBEL,  CHARLES  T.,  ALEXANDRIA,  VIRGINIA 
STROBEL,  NEIL  CASPER,  MERRILL,  HISCONSIN 
STROBRIDGE,  JACK  L.,  JR.,  MARTINSBURG,  WEST  VIRGINIA 
I  STROCK,  THOMAS  C,  TACOMA,  WASHINGTON 
I  STRODE,  JAMES  M,  INDIANAPOLIS,  INDIANA 

STRODT,  JEFFREY  ROBIN,  BASKING  RIDGE,  NEW  JERSEY 
I  STROH,  JAY  R,  INGLEWOOD,  CALIFORNIA 
STROHL,  JOHN  H,  SPRINGFIELD,  ILLINOIS 
STROIK,  JOSEPH  CARL,  MARSHFIELD,  WISCONSIN 
STROIBERG,  RONALD  WALTER,  POCATELLO,  IDAHO 
STROM,  DONALD  EDWARD,  JR,  CARBONDALE,  ILLINOIS 
STROMAN,  BRENT  EUGENE,  WACO,  TEXAS 
tt   STRONG,  CHARLES  E.,  PHOENIX,  ARIZONA 
tt   STRONG,  DAVID  PAUL,  CAMP  PENDLETON,  CALIFORNIA 
STRONG,  DON  J.,  SALT  LAKE  CITY,  UTAH 
STRONG,  JAMES  RODGER,  SALT  LAKE  CITY,  UTAH 
STRONG,  JOHN  OSCAR,  MARTINSVILLE,  VIRGINIA 
STRONG,  KENNETH  GARY,  ORLANDO,  FLORIDA 
STRONG,  STEPHEN  CHARLES,  CAPE  GIRARDEAU,  MISSOURI 
STROPE,  MICHAEL  LEE,  PEORIA,  ARIZONA 
STROTHER,  SHERRIE  KAYE,  SHREVEPORT,  LOUISIANA 
STROUD,  FRANK  WESLEY,  CAMBRIDGE,  OHIO 
tt   STROUD,  GALE  DANIEL,  SAN  JOSE,  CALIFORNIA 
*  STROUD,  H  JENNINGS,  FALL  BRANCH,  TENNESSEE 
STRUBEN,  STEPHEN  J,  MONROE,  LOUISIANA 
STRUBLE,  STEVEN  V,  EAST  MOLINE,  ILLINOIS 
tt   STRUDGEON,  JOHN  CHRISTIAN,  PORTLAND,  OREGON 
STRUNGIS,  ANTHONY  P,  JR,  DENVILLE,  NEW  JERSEY 
STRUNK,  DANIEL  MERLE,  BIRMINGHAM,  ALABAMA 
STRUTTMAN,  MICHAEL  ALFRED,  JEFFERSON  CITY,  MISSOURI 
STRYKER,  GARY  PAGE,  DEERFIELD,  ILLINOIS 
STUART,  DANIEL  E,  CHEYENNE,  WYOMING 
STUART,  ELLIS  AINSWORTH,  GREENWOOD,  MISSISSIPPI 
STUART,  EMILY  JEAN,  KANSAS  CITY,  MISSOURI 
STUART,  RAYMOND  SCOTT,  WOODBRIDGE,  CONNECTICUT 
STUART,  ROBIN  LEE,  SALINAS,  CALIFORNIA 
STUBBS,  DONALD  R,  NEWPORT,  VERMONT 
tt   STUBBS,  EDMUND,  NASSAU,  BAHAMAS 
tt   STUEFLOTEN,  LARRY  N. ,  SAN  JOSE,  CALIFORNIA 
STUELAND,  CULLEN  B,  CHINO,  CALIFORNIA 
STUERMER,  JOHN  STANLEY,  CHATTANOOGA,  TENNESSEE 
STUFLICK,  DAVID  CHARLES,  SAN  DIEGO,  CALIFORNIA 
STUGART,  RONALD  NEIL,  GILLETTE,  WYOMING 
STUHLFAUTH,  HARRY  W. ,  WARMINSTER,  PENNSYLVANIA 
STUHMER,  PAUL  EVAN,  MILHAUKEE,  WISCONSIN 
STUKENHOLTZ,  KEVIN  LYNN,  LINCOLN,  NEBRASKA 
STUMP,  LINDA  JEAN,  WEST  LAFAYETTE,  INDIANA 
tt   STUPER,  JOHN  S.,  SPRINGFIELD,  ILLINOIS 

STUROIVANT,  FRANKLIN  DURREL,  JACKSONVILLE,  ARKANSAS 
STURGEON,  THOMAS  KAY,  OAKDALE,  PENNSYLVANIA 
STURGES,  WALTER  EUGENE,  FERNANDINA  BEACH,  FLORIDA 
tt   STURGILL,  ELISHA  N.,  BLUE  ASH,  OHIO 
tt   STURGILL,  LUTHER  BRYAN,  KNOXVILLE,  TENNESSEE 
STURGILL,  ROY  EVERETT,  SR,  FRANKFORT,  KENTUCKY 
STURGIS,  CHARLES  MARLIN,  SEWARD,  NEBRASKA 
tt   STURKEY,  LYNN  THOMAS,  HARRISBURG,  PENNSYLVANIA 

STURKIE,  DANIEL  RICHARD,  II,  ELMENDORF  AFB,  ALASKA 
#  STURNER,  JOHN,  ST.  PAUL,  MINNESOTA 

STUTTS,  JOHN  BURNETT,  COURTLAND,  VIRGINIA 
tt   STUTZ,  GEORGE  R,  FARMINGTON,  CONNECTICUT 
SU,  CHUNG-KAN,  TAIPEI,  REPUBLIC  OF  CHINA 
SUALDEA  MARTIN,  FRANCISCO  J,  MADRID,  SPAIN 
SUAREZ  KALISE,  GUILLERMO  RAU,  SANTIAGO,  CHILE 
tt   SUAREZ,  SILVER,  SPRINGFIELD,  ILLINOIS 
SUBARNBHESAJ,  AJIRAVID,  BANGKOK,  THAILAND 
SUBIA,  CARLOS  LORENZO,  EL  PASO,  TEXAS 
SUBIN,  JOSEPH  DONALD,  NEWPORT,  RHODE  ISLAND 
SUCCI,  JEFFREY  LOUIS,  MIAMI,  FLORIDA 
SUCHOCKI,  JOHN  THOMAS,  JR,  WEST  HARTFORD,  CONNECTICUT 
SUDDOCK,  WARREN  BRIAN,  ANCHORAGE,  ALASKA 
SUDDUTH,  BRADLEY  CHARLES,  COLFAX,  LOUISIANA 
SUDNIK,  MICHAEL  PAUL,  FORT  E'JSTIS,  VIRGINIA 
SUEDA,  KAZUNORI,  YAMAGUCHI ,  JAPAN 
SUESSMAN,  JOHN  H,  LACEY,  WASHINGTON 
SUGAR,  MICHAEL  JOHN,  NORTHRIDGE,  CALIFORNIA 
SUGG,  CARL  LEON,  NORMAN,  OKLAHOMA 

SUGGS,  ROBERT  S.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SUGRUE,  ROWLAND  DONALD,  OTTAWA,  CANADA 
SUH,  JAE  KUN,  SEOUL,  KOREA 
SUHY,  THOMAS  A,  HARREN,  MICHIGAN 
SUKAVACHANA,  VAN,  BANGKOK,  THAILAND 
SUKHAHUTA,  PONGCHA  I,  BANGKOK,  THAILAND 
SULENTIC,  NICK  J.,  COUNCIL  BLUFFS,  IOWA 
SULLENBERGER,  WILLIAM  H. ,  LANCASTER,  PENNSYLVANIA 
SULLIVAN,  ARTHUR  EDWARD,  BROCKTON,  MASSACHUSETTS 
SULLIVAN,  CAREY  FRANCIS,  MORGAN  HILL,  CALIFORNIA 
SULLIVAN,  CLARENCE  SNYDER,  III,  SMITHVILLE,  OHIO 
SULLIVAN,  D.  EDWARD,  BROCKTON,  MASSACHUSETTS 
SULLIVAN,  DANIEL  F,  NEW  YORK,  NEW  YORK 
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SULLIVAN,  DANIEL  WILL,  MANSFIELD,  TEXAS 

SULLIVAN,  EMORY  EVAN,  OCALA,  FLORIDA 

SULLIVAN,  FRANCIS  J.,  BEDFORD,  MASSACHUSETTS 

SULLIVAN,  FRANCIS  XAVIER,  HAUPPAUGE,  NEW  YORK 

SULLIVAN,  FRANK  CARROL,  MOBILE,  ALABAMA 

SULLIVAN,  FRED  T,  WATERBURY,  CONNECTICUT 

SULLIVAN,  GERARD  C,  NEW  YORK,  NEW  YORK 

SULLIVAN,  JAMES  E.,  JR.,  CHATTANOOGA,  TENNESSEE 

SULLIVAN,  JAMES  J.,  NEW  YORK,  NEW  YORK 

SULLIVAN,  JAMES  KENNETH,  JACKSON,  MISSISSIPPI 

SULLIVAN,  JAMES  KIRBY,  JR,  MANASSAS,  VIRGINIA 

SULLIVAN,  JAMES  RICHARD,  BRAINTREE,  MASSACHUSETTS 

SULLIVAN,  JOHN  LEE,  LAS  VEGAS,  NEVADA 

SULLIVAN,  JOHN  MICHAEL,  ELMIRA,  NEW  YORK 

SULLIVAN,  MARK  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUMBI 

SULLIVAN,  MAURICE  THOMAS,  OLD  BROOKVILLE,  NEW  YORK 

SULLIVAN,  MICHAEL  B,  MONTGOMERY,  ALABAMA 

SULLIVAN,  MICHAEL  L,  FORT  BELVOIR,  VIRGINIA 

SULLIVAN,  MICHAEL  P,  JEFFERSON,  WISCONSIN 

SULLIVAN,  PATRICK  J,  JR,  LITTLETON,  COLORADO 

SULLIVAN,  PAUL  JAMES,  NEWPORT,  RHODE  ISLAND 

SULLIVAN,  R.  BRUCE,  DURANGO,  COLORADO 

SULLIVAN,  RICHARD  P,  NORTH  SCITUATE,  RHODE  ISLAND 

SULLIVAN,  RICHARD  SCOTT,  CEDAR  HILL,  TEXAS 

SULLIVAN,  ROBERT  J.,  CORPUS  CHRISTI,  TEXAS 

SULLIVAN,  ROBERT  K,  INDIANOLA,  MISSISSIPPI 

SULLIVAN,  ROBERT  MICHAEL,  GREECE,  NEW  YORK 

SULLIVAN,  ROLAND  D.,  BESSEMER,  ALABAMA 

SULLIVAN,  RONALD  T,  FAIRFIELD,  CONNECTICUT 

SULLIVAN,  STANLEY  JOSEPH,  II,  FERNDALE,  MICHIGAN 

SULLIVAN,  TERRENCE  J,  POMPANO  BEACH,  FLORIDA 

SULLIVAN,  THOMAS  J.,  WETHERSFIELD,  CONNECTICUT 

SULLIVAN,  WILLIAM  ARNOLD,  JR,  COACHELLA,  CALIFORNIA 

SULLIVAN,  WILLIAM  B.,  MEXICO,  MISSOURI 

SULLIVAN,  WILLIAM  H. ,  HARTFORD,  CONNECTICUT 

SULLIVAN,  WILLIAM  TIMMONS,  ATLANTA,  GEORGIA 

SULLIVAN,  WILLIAM  VINCENT,  OSSINING,  NEW  YORK 

SULLO,  ARTHUR  PATRICK,  DANBURY,  CONNECTICUT 

SULLY,  JOHN  STEPHEN,  SANTA  ROSA,  CALIFORNIA 

SULZER,  ALBERT  J.,  NEW  YORK,  NEW  YORK 

SUMBOONNANONDHA,  MONTRI ,  BANGKOK,  THAILAND 

SUMERACKI,  MICHAEL,  WAYNE,  MICHIGAN 

SUMI,  HIROSHI,  TOKYO,  JAPAN 

SUMISAKI,  ROY  MASAO,  GILROY,  CALIFORNIA 

SUMMER,  THOMAS  HARRISON,  MONCKS  CORNER,  SOUTH  CAROLINA 

SUMMERFIELD,  HARVEY  W. ,  CHARLESTON,  WEST  VIRGINIA 

SUMMERFORD,  LESLIE,  ALBANY,  GEORGIA 

SUMMERLIN,  DEAN  PALMORE,  LUBBOCK,  TEXAS 

SUMMERLIN,  RUSSELL  E.,  UNIVERSITY,  ALABAMA 

SUMMERS,  DAVID  E.,  INDIANAPOLIS,  INDIANA 

SUMMERS,  JOHN  HOWARD,  CHANDLER,  ARIZONA 

SUMMERS,  LUTHER  M. ,  NASHVILLE,  TENNESSEE 

SUMMERS,  LYLE  R. ,  JR.,  VIRGINIA,  MINNESOTA 

SUMMERS,  MICHAEL  RAYMOND,  AMHERST,  NEW  YORK 

SUMMERS,  TOUSSAINT  ELDRIDGE,  JR,  MANASSAS,  VIRGINIA 

SUMMEY,  ARTHUR  HOLTON,  CHAPEL  HILL,  NORTH  CAROLINA 

SUMMEY,  ERIK  BRIAN,  HENDERSONVILLE,  NORTH  CAROLINA 

SUMNER,  CHARLES  AUSTON,  TUPELO,  MISSISSIPPI 

SUMPTER,  JIMMY  WAYNE,  HICKORY,  NORTH  CAROLINA 

SUNDBERG,  ROBERT  J,  JUNEAU,  ALASKA 

SUNDERLAND,  JERRY  M,  ALTUS,  OKLAHOMA      ,..„,.„„„„ 

SUNDERMEYER,  LEONARD  HARLAN,  NEILLSVILLE,  WISCONSIN 

SUNDIN,  KERMIT  W,  EAST  GRAND  FORKS,  MINNESOTA 

SUNDQUIST,  H.  ROBERT,  SALT  LAKE  CITY,  UTAH 

SUNDSTROM,  NELS  ERIC,  ABERDEEN,  WASHINGTON 

SUNG,  KWANG  HO,  CHUNCHEON,  KOREA 

SUNGKAHAPONG,  PAISITH,  BANGKOK,  THAILAND 

SUNGONG,  SUPAWUT,  BANGKOK,  THAILAND 

SUNIER,  EMILE  HENRY,  III,  INDIANAPOLIS,  INDIANA 

SUPNET,  MANUEL  MUNAR,  MANILA,  PHILIPPINES 

SUPRANO,  BERNARD  LEO,  SCOTTSBLUFF,  NEBRASKA 

SURACE,  JOHN  ANTHONY,  NORTHFIELD,  NEW  JERSEY 

SURDYK,  ROBERT,  SHOREWOOD,  WISCONSIN 

SURIANO,  LOUIS  EDWARD,  ROTTERDAM,  NEW  YORK 

SURPRISE,  BENJAMIN  F,  WESTFIELD,  MASSACHUSETTS 

SURRENCY,  TROY  E.,  PLANT  CITY,  FLORIDA 

SURRETT,  DENNIS  EDWARD,  TALLADEGA,  ALABAMA 

SURRIDGE,  ROBERT  C. ,  MONTEREY,  CALIFORNIA 

SUSTAIRE,  DANNY  MURNICE,  ARLINGTON,  TEXAS 

SUTHAMBHITAK,  NATVINUTCH,  BANGKOK,  THAILAND 

SUTHARD,  ROBERT  L,  RICHMOND,  VIRGINIA 

SUTHER,  LAWRENCE  RAY,  TOWSON,  MARYLAND 

SUTOR,  ANDREW  P,  PHILADELPHIA,  PENNSYLVANIA 

SUTPHIN,  JOHN  RAY,  KISSIMMEE,  FLORIDA 

SUTTER,  WILLIAM  HENRY,  SCOTTSDALE,  ARIZONA 

SUTTLE,  GEORGE  FREDERICK,  CARLSBAD,  CALIFORNIA 

SUTTLE,  WALTER  TONY,  ODESSA,  TEXAS        rllirnnuI. 

SUTTMEIER,  THOMAS  WILLIAM,  SAN  FRANCISCO,  CALIFORNIA 

SUTTNER,  TERENCE  LEE,  DEPERE,  WISCONSIN 

SUTTON,  EDWARD,  MONTEREY,  CALIFORNIA 

SUTTON,  GARY  WAYNE,  EAST  MOLINE,  ILLINOIS 

SUTTON,  JIMMY  RAY,  GRIFFIN,  GEORGIA 

SUTTON,  JOHN  ROBERT,  JR,  BAINBRIDGE  ISLAND, 

SUTTON,  KEVIN  BRUCE,  LEXINGTON,  KENTUCKY 

SUTTON,  LAWRENCE  OTHA,  LEXINGTON,  VIRGINIA 

SUTTON  MORTON  LAWSON,  LEVITTOWN,  PENNSYLVANIA 

SUTTON  PETER  JOSEPH,  CHARLESTON,  WEST  VIRGINIA 

SUTTON  PHILLIP  LEE,  SR,  LANGLEY  AFB,  VIRGINIA 

SUTTON,  RICHARD  Y.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SUTTON,  ROSS  STEPHEN,  WALNUT  CREEK,  CALIFORNIA 
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SUTTON,  STANLEY  E. 
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TANGYE,  ROYAL  M. 
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SWANSON, 
SWANSON, 
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SUTTON,  STANLEY  E.,  SR,  ROME,  GEORGIA 

cnrJnu'  HJhtIA*1  CARL  •  SELLERSVILLE ,  PENNSYLVANIA 
SUTTON,  WILSON  PLANEY,  CHARLESTON,  WEST  VIRGINIA 
SUVANATAD,  NATTETHONG,  BANGKOK,  THAILAND  1KU1N1A 
SUZUKI,  MINORU,  TOKYO,  JAPAN 

SVERTESKY,  RICHARD  JAMES,  ROCKVILLE,  MARYLAND 
SVOBODA,  TOM  ALBERT,  ELMHURST,  ILLINOIS 

^*r«0R«co^SDKERSHAH'  JR'  KANSAS  CITY-  KANSAS 

SWAIM,  BERNARD  R. ,  SAN  DIEGO,  CALIFORNIA 
SAMMY  FRANK,  DES  MOINES,  IOWA 
CHARLES  RICHARD,  MEMPHIS,  TENNESSEE 
CYNTHIA  MARIE,  NEW  ORLEANS,  LOUISIANA 
DONALD  THOMAS,  NIAGARA  FALLS,  NEW  YORK 
G  DUNCAN,  HONOLULU,  HAWAII 

J,iSSP,  MALICHIA>  NORTH  LITTLE  ROCK,  ARKANSAS 

JOHN  L. ,  GALION,  OHIO 

KENNETH  R,  GLEN  RIDGE,  NEW  JERSEY 

MICHAEL  DAVID,  NORTH  PLATTE,  NEBRASKA 
.  PATRICIA  COOP,  MEMPHIS,  TENNESSEE 
SWALGREN,  NORMAN  G. ,  HIGHLAND  PARK,  ILLINOIS 
SWAN,  DAVID  JOHN,  CLEVELAND,  OHIO 
SWAN,  JAMES  EDWARD,  PORT  LAVACA,  TEXAS 
SWAN,  JEREMY  CANTEL,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
SWAN,  MICHAEL  A,  SANTA  BARBARA,  CALIFORNIA 
SHANBERG,  ROBERT  JOHN,  TRUCKEE,  CALIFORNIA 

QuA^Y,0cJCrAELn£UGENE'  ELMENDORF  AFB,  ALASKA 

SWANK,  BEN  I.,  PORTLAND,  OREGON 

SWANN,  CHARLES  WILLIAM,  JR,  PORT  ARTHUR,  TEXAS 

SWANN,  EDWARD  C. ,  MEMPHIS,  TENNESSEE 

SWANN,  EUGENE  JOHN,  SLIDELL,  LOUISIANA 

SHANNACK,  ROBERT  EUGENE,  OAKHURST,  NEW  JERSEY 

SWANSON,  ALBERT  W. ,  EVANSTON,  ILLINOIS 

5RELHARPHAM*  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CRAIG  G.,  EDINA,  MINNESOTA 
RICHARD  ALLEN,  EAGAN,  MINNESOTA 
.  TIMOTHY  ALLAN,  CANTON,  OHIO 

SWAPP,  NORMAN  S.,  KANAB,  UTAH 

SWARBRICK,  JEROLD  ROBERT,  CHICAGO,  ILLINOIS 
SWART,  JAY  CHARLES,  PHOENIX,  ARIZONA 
cuARt2!£a  GIRALD  S"  SPOKANE,  WASHINGTON 
cWARtuSSS'  £E0RGE  BURTON,  MARTINSBURG,  WEST  VIRGINIA 
SHARTWOOD,  RICKY  DEAN,  MARTINSBURG,  WEST  VIRGINIA 
SWARTZ,  DONALD  W.  ,  COLUMBUS,  OHIO        ™«»w 
SWARTZ,  LEE  ALLAN,  FREMONT,  OHIO 
SWASSING,  WILLIAM  JOSEPH,  DES  MOINES.  IOWA 
l&f £!££!!'  ^GUS  S'  MARSHALLTOWN.'lOwT 
qEEaR?^N*  £AR^  LEE>  SPRINGDALE,  ARKANSAS 
cuEARJNG^N'  £E0RGE  ERNEST,  MIDWEST  CITY,  OKLAHOMA 
SWEARINGEN,  HAROLD  R,  TURLOCK,  CALIFORNIA 
SWEARINGEN,  LYELL  DUANE,  LOS  ALAMITOS  CALIFORNIA 
SWEARINGIN,  RALPH  DONALD,  J,  FORT  WORTH  TEXAS 
SWEAT,  GEORGE  LAWRENCE,  SPRINGFIELD?  ILLINOIS 
lultU   °?±Lh   JR'  ROCKVILLE,  MARYLAND 
SWEATT,  CHARLES  K,  COLUMBIA,  SOUTH  CAROLINA 
SWEDBERG,  DENNIS  LEE,  CALEDONIA,  MINNESOTA 
SWEEDEN,  EMMETT  C,  GREENVILLE,  MISSISSIPPI 
ISHSci  E2WARDA  JR-  MORRISTOWN,  NEW  JERSEY 
lullull'    E,VSENE„DAVID'  NEGAUNEE,  MICHIGAN 
cWEE^E!*  ^E,SrD-'  JR'  NEW  MILFORD,  CONNECTICUT 
SWEENEY,  JOHN  E,  JR,  AURORA,  ILLINOIS 

ISIIKcv'  o2^DEDWARD'  HYANNIS,  MASSACHUSETTS 
SWEENEY,  ROBERT  E,  JR,  ALBANY,  NEW  YORK 
SWEENEY,  STEPHEN  F,  SAVANNAH, 'GEORGIA 
lucwl'    If2^ALJ0HN'  BLOOMINGTON,  MINNESOTA 
^rc«vY,Dy^C^T  ANTHONY,  MANCHESTER,  ENGLAND 
SWEENY,  RICHARD,  W  VALLEY  CITY,  UTAH 
SWENCKI,  JOHN  EDWARD,  LOUISVILLE,  KENTUCKY 
SWENGROS,  RICHARD  WILLIAM,  ALEXANDRIA  VIRGINIA 
SWENSON,  SIGMUND  CHARLES,  SLIDELL?  LOUISIANA 
cSHE^N'  STEVEN  PAUL'  SPRINGFIELD  OREGON 
lu  FE?CZi„^,EPHcWibLIAM'  FERNDALE  MICHIGAN 
SWIFT,  RUSSELL  ERNEST,  DOVER,  NEW  JERSEY 
SWIM,  DAVID  HUGH,  STOCKTON,  CALIFORNIA 
SWINDLE,  GARY  MICHAEL,  TYLER,  TEXAS 

Imwtuml-   ^n? taAS^3  NEWBERRY,  SOUTH  CAROLINA 
SWINEBURG,  WILLIAM  STEWART,  JEFFERSON  CITY  MISSOURI 
SWINEY,  RICHARD  LYNN,  DALTON,  GEORGIA     '  MISS0URI 
IHJHr«5S'  JAMES  F'  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
SWINFORD,  JAMES  MERLE,  GLENDALE,  CALIFORNIA 
SWING,  CLAUDE  AUSTIN,  JR,  SHELBYVILLE  TENNESSEF 

SHlll^pHIfc^HloP?^NS60^  "*™  CAROLINA^" 

SWINGLE,  BRUCE  CARLTON,  GALLUP,  NEW  MEXICO 

S"  NNEY,  HERBERT  WALTERMER,  ONTARIO,  CALIFORNIA 

SHINNEY,  VINCENT  G,  RENO,  NEVADA 

SWINNEY,  WILFORD  REED,  AUSTIN,  TEXAS 

SWINto^  JA^?DG^  WA^I,NGT0N-  DISTRICT  OF  COLUMBIA 

^{y   nn,',riB»AIR,.E:,rGREENSBURG-  PENNSYLVANIA 

rSIrA„R0UGLAS  DUANE,  ANN  ARBOR,  MICHIGAN 

SWOPF0RDUMPcC^AEkc5^H0ND'  SUN*ET  HILLS.  MISSOURI 
SWOPE,  JAMES  CLARENCE,  LEVITTOWN,  PENNSYLVANIA 
»-  MICHAEL  R,  NORTHVILLE,  MICHIGAN 

SHORn'  noMr.E^ARD;cuA^NGT0N'  DISTRICT  OF  COLUMBIA 
SWORD,  DOUGLAS  L,  ASHLAND,  KENTUCKY 
SYDNAM,  HAROLD  J,  JUNEAU,  ALASKA 
c!nN2R'  2ENE  ELVIN-  WARSAW,  VIRGINIA 
cvPN?S'  GEORGE  FREDRICK,  WAYNE,  PENNSYLVANIA 
^vpRAin2AVJDcHAYNE'  SAN  PABL°-  CALIFORNIA 
™vI*T52MAfcRrSIEEHEN'  SEATTLE,  WASHINGTON 
cv^iaTERAdRSGER  PAUL'  AV°N.  CONNECTICUT 
SYLVIA,  ROBERT  JOSEPH,  PROVIDENCE,  RHODE  ISLAND 
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SYTSMA, 

SYTSMA, 

SZABO, 

SZABO, 

SZABO, 


SZEREDY, 
SZESTAK, 
SZKODNY, 
SZMURLO, 
SZOSTEK, 


TACKETT, 
TACKETT, 
TACKETT, 
TACKETT, 


c!hWfSTRZUK'  EDWARD  A.,  WILMINGTON,  DELAWARE 
SYMPSON,  MICHAEL  CLYDE,  DALLAS,  TEXAS 
SYPNIEHSKI,  FRANK  A,  BARTOW,  FLORIDA 
SYSAK,  PETER  JOHN,  SAN  LUIS  OBISPO,  CALIFORNIA 
JOHN  BERNARD,  CARBONDALE,  ILLINOIS 
RAY  CHARLES,  JR,  PHILOMATH,  OREGON 
LOUIS  S,  JR,  FLINT,  MICHIGAN 
RICHARD,  LOS  ANGELES,  CALIFORNIA 
,  ZSIGMOND,  BUDAPEST,  HUNGARY 
SZAFRANSKI,  LEONARD  DANIEL,  NEW  CASTLE,  DELAWARE 
SZALAY,  JOSEPH  RONALD,  MESQUITE,  NEVADA  CL™*Kt 
SZALDA,  JOHN  PAUL,  LYNNWOOD,  WASHINGTON 
SZARY,  GEORGE  JOSEPH,  SR,  ALBANY,  NEW  YORK 
SZATKOWSKI,  BERNARD  J.,  LAWTON,  OKLAHOMA 
c^AIK0H^K1,  LEONORE,  GOLDSBORO,  NORTH  CAROLINA 
SZEPLAKI,  VILMOS,  BUDAPEST,  HUNGARY 

STEVEN  CHARLES,  JR,  GATES  MILLS,  OHIO 
EUGENE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT,  BRIDGEWATER,  NEW  JERSEY 
GERALD  THEODORE,  EPHRATA,  PENNSYLVANIA 
,  ROGER  DEAN,  LAKE  STATION,  INDIANA 
SZUHAI,  ILONA,  BUDAPEST,  HUNGARY 
SZUMANSKI,  SANDRA  LEA,  SAN  DIEGO,  CALIFORNIA 

^7mpSI',JER0MEoLESLIE'  LANCASTER,  NEW  YORK 
HH^.I.NKA'  LYLE  MAROLD,  WASHINGTON,  PENNSYLVANIA 
SZUTU,  YUAN-YEN,  TAIPEI,  REPUBLIC  OF  CHINA 
SZYCHOWSKI,  RICHARD  T,  ERIE,  PENNSYLVANIA 
SZYMANSKI,  GREGORY  ROBERT,  LYNWOOD,  ILLINOIS 
tAACK^RICHARD  EDWIN-  SAN  BERNARDINO,  CALIFORNIA 
TA8ALD0,  LEONARDO  J.,  MANILA,  PHILIPPINES 
tA^,E,RI'  R0BERT  W-,  FOND  DU  LAC,  WISCONSIN 
TABBUTT,  RODOLFO  MANUEL,  EL  PASO,  TEXAS 
J-^™6.'  STEPHEN  B.,  BALTIMORE,  MARYLAND 
TABER,  DANIEL  EDWARD,  MANASSAS,  VIRGINIA 
TABER,  EDWIN  SHANNON,  PENDLETON,  OREGON 

}Ar?RNT  MICrAdt  ALAN.^WASHINGT0N'  DISTRICT  OF  COLUMBIA 
TACKETT,  ALBERT  HARVEY,  GREENVILLE,  MISSISSIPPI 

JERRY  WAYNE,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PAUL  D,  NASHVILLE,  TENNESSEE 
PHILIP  EUGENE,  FORT  MEADE,  MARYLAND 
,  ROY  CURTIS,  BLOUNTVILLE,  TENNESSEE 
l^li    GUSTAVE  ADOLPHE,  JR,  TALLAHASSEE,  FLORIDA 
TADAKI,  STANLEY  TOSHIAKI,  WAILUKU,  MAUI   HAWAII 
TADE,  JOSEPH  PHILLIP,  ELIZABETH  CITY,  NORTH  CAROLINA 
TADICH,  KATHLEEN,  MINDEN,  NEVADA  lakulina 

TAELOUR,  FRANCIS  D. ,  ELKO,  NEVADA 
TAFE,  EUGENE  E.,  NASHUA,  NEW  HAMPSHIRE 
TAFF,  RICHARD  LYNN,  CARROLLTON,  OHIO 

S:  ^KI^MItVVyS?EJAPaS'  ALBU0UER°UE-  NE"  MEXICO 

TAGGART,  ROBERT,  YONKERS,  NEW  YORK 

TAGLE,  PALMER  GEORGE,  MINEOLA,  NEW  YORK 

TAGOMORI,  HOWARD  H,  WAILUKU,  MAUI,  HAWAII 

TAINATONGO,  FRANCISCO  T,  AGANA,  GUAM 

TAJIRI,  YUKIO,  TOKYO,  JAPAN 

TAKACH,  BRUCE  ALBERT,  TALLAHASSEE,  FLORIDA 

TAKACS,  ROBERT  S,  COLUMBUS,  OHIO 

TAKAGI,  YUKA,  NAGOYA,  JAPAN 

TAKAHASHI,  KENZO,  TOKYO,  JAPAN 

TAKEBUCHI,  YOSHIHIRO,  TOKYO,  JAPAN 

TAKEDA,  SATORU,  OSAKA,  JAPAN 

TAKEDA,  SHIRO,  TOKYO,  JAPAN 

TAK2?5£ARSADH»  -WGDHEESH,  PIETERMARITZBURG,  SOUTH  AFRIC 

TALBERT,  BOBBY  J.,  CORONA,  CALIFORNIA 

T-ALBJRT'  C-  LANEY,  JR.,,  COLUMBIA,  SOUTH  CAROLINA 

TALBERT,  MARION  A.,  SAN  ANTONIO,  TEXAS 

TALBERT,  MICHAEL  EDWARD,  FORT  MEADE,  MARYLAND 

TALBOT,  DOYLE  ELI,  LAYTON,  UTAH 

TALBOT,  LA  RAY,  PRESTON,  IDAHO 

TALBOT,  RONALD  JAMES,  FORT  THOMAS,  KENTUCKY 

tALoHII*  LARRY  MACKLIN,  FRIDAY  HARBOR,  WASHINGTON 

TALBOTT,  STEVEN  DOUGLAS,  OFALLON,  MISSOURI 

TALERICO,  FRANCIS  JOSEPH,  WYOMING,  PENNSYLVANIA 

TALLEY,  GREGORY  BRENT,  LOS  ALAMOS   NEW  MEXICO 

TALLEY,  JOIE  A,  TOWSON,  MARYLAND 

TALLEY,  MALCOLM  JERYL,  VICTORIA,  TEXAS 

TALLIA,  JAMES  H. ,  ALLENDALE,  NEW  JERSEY 

IA,L^AN'UCLARENCE  M-  JR-  ST  PETERSBURG,  FLORIDA 

TALTON,  MICHAEL  HOLMES,  HOUSTON,  TEXAS 

TAM  HO,  ROBERT  L  Y,  JR,  WAILUKU,  MAUI,  HAWAII 

TAMANKAMNANGED,  CHARLES  LEO,  YAP,  FEDERATED  STATES  OF  M 

TAMARGO  SADA,  PABLO,  MONTERREY,  MEXICO 

TAMASHIRO,  MICHAEL  HIROSHI,  HONOLULU,  HAWAII 

TAMBLING,  ELI  B,  JR,  MANCHESTER,  CONNECTICUT 

TAMBORSKI,  STEPHEN  F.,  CONCORD,  CALIFORNIA 

TAMBURELLI,  JOSEPH  GERARD,  JERSEY  CITY,  NEW  JERSEY 

TAMBURO  PETE  R. ,  LITTLE  ROCK,  ARKANSAS 

TAME,  CRAIG  WESLEY,  SALT  LAKE  CITY,  UTAH 

TAMISIEA,  LEO  WILLIAM,  OAKLAND,  CALIFORNIA 

TAMKE,  RICHARD  LEROY,  FERGUS  FALLS,  MINNESOTA 

TAMKE,  THOMAS  GREGG,  FREMONT,  NEBRASKA 

TAN  KAH  WAN,,  SINGAPORE,  SINGAPORE 

TAN,  KEE  MENG,  SINGAPORE,  SINGAPORE 

TAN,  NGO-CHEW,  SINGAPORE,  SINGAPORE 

TAN,  SIANG  KHNG,  SINGAPORE,  SINGAPORE 

J*^^;  WILLIAM  LYLE,  ANCHORAGE,  ALASKA 

TANDIAMPA,  ADE,  JAKARTA,  INDONESIA 

TANEYHILL,  JOHN  I.,  INGLEWOOD,  CALIFORNIA 

TANGE,  DANIEL  E.,  NEW  YORK,  NEW  YORK 

TANGYE,  ROYAL  M. ,  DENVER,  COLORADO 
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TANKERSLEY,  LARRY  HUBERT  -  TERHUNE,  HILLIAM  B. 
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TATUM, 
TATUM, 
TATUM, 
TATUM, 


TANKERSLEY,  LARRY  HUBERT,  STOCKTON,  CALIFORNIA 
TANKSLEY,  RICKIE  CONRAD,  OAK  PARK,  ILLINOIS 
TANNEHILL,  HARRY  ALLAN,  JR,  CHICAGO,  ILLINOIS 
TANNEHILL,  THOMAS  ALBERT,  SAN  ANTONIO,  TEXAS 
TANNER,  ANTHONY  HUGH,  HAYCROSS,  GEORGIA 
TANOUS,  RICHARD  FRANCIS,  LAKE  CHARLES,  LOUISIANA 
TANTALO,  RICHARD  VICTOR,  IRONDEQUOIT,  NEH  YORK 
TAPIA  ACEVEDO,  CARLOS  MANUEL,  SANTIAGO,  CHILE 
TAPIA  GATICA,  ALEJANDRO  HORACIO,  SANTIAGO,  CHILE 
TAPIA  PACHECO,  RODOLFO,  LA  PAZ,  BOLIVIA 
TAPIA-SUAREZ,  ARMANDO,  SAN  JUAN,  PUERTO  RICO    fMilM, 
TAPSCOTT,  KATHIE  RENEE,  HASHINGTON,  DISTRICT  OF  COLUMBI 
TAPSCOTT,  LEHIS  D. ,  DECATUR,  ALABAMA 
TARAILA,  RAYMOND,  DOVER,  DELAHARE 
TARANTO,  LOUIS  H,  HEST  TRENTON,  NEH  JERSEY 
TARANTO,  LOUIS  HECTOR,  HEST  TRENTON,  NEH  JERSEY 
TARASOVIC,  RAY  J,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
TARAZON,  JOE  JR,  ESPANOLA,  NEH  MEXICO 
TARBET,  JOHN  SHAH,  HEST  SAYVILLE,  NEH  YORK 
TARDI,  MICHAEL,  HICKORY  HILLS,  ILLINOIS 
TARDIFF,  ROBERT  IVAN,  JR,  NEHBERG,  OREGON 
TARDY,  EDMOND  PETER,  III,  LITTLETON,  COLORADO 
TARDY,  JOHN  C,  MACDILL  AFB,  FLORIDA 
TARGOHSKI,  EDHARD  F,  FAIRFIELD,  CONNECTICUT 
TARGOHSKI,  FRANK  JOSEPH,  FAIRFIELD,  CONNECTICUT 
TARNO,  VERAL  E,  COQUILLE,  OREGON 
TARR,  CHARLES  ROBERT,  FORT  DIX,  NEH  JERSEY 
TARR  HILLIAM  L,  PAOLI,  PENNSYLVANIA 
TARRY,  RONALD  C,  MOUNT  VERNON,  HASHINGTON 
TARVER,  JOHN  LOY,  BRIDGE  CITY,  TEXAS 
TASKY,  MILO  STEPHEN,  DULUTH,  MINNESOTA 
TATE,  JOHN  RANDOLPH,  COLUMBIA,  SOUTH  CAROLINA 
TATE,  LOYCE  A.,  BIRMINGHAM,  ALABAMA 
TATE,  NELSON,  JACKSON,  MISSISSIPPI 
TATE,  ROBERT  R. ,  BARSTOH,  CALIFORNIA 
TATREAU,  TAMMY  LEE,  LOS  ANGELES,  CALIFORNIA 
TATRO,  RONALD  FRANCIS,  SHELBURNE,  VERMONT 
GARY  H.,  VACAVILLE,  CALIFORNIA 
JOHN  G,  GATLINBURG,  TENNESSEE 
L  G,  OKLAHOMA  CITY,  OKLAHOMA 
,  LARRY  HAYNE,  RIO  RANCHO,  NEH  MEXICO 
TATUM,  MORRIS,  LAGRANGE,  GEORGIA 
TATUM,  TEX  H. ,  FLORENCE,  ALABAMA 
TAUBEL,  RODNEY  J,  MILHAUKEE,  HISCONSIN 
TAULANE,  HILLIAM  V,  AUDUBON,  NEH  JERSEY 
TAUNTON,  MAROUENITA  ANNETTE,  MONROE,  LOUISIANA 
TAUS,  FRANK  A.,  GRANTS  PASS,  OREGON 
TAUZIN,  JOHN  ARISTIDE,  CRESTED  BUTTE,  COLORADO 
TAVARES,  EDHARD,  OUANTICO,  VIRGINIA 
TAVARES,  JOSEPH  RICHARD,  VIENNA,  VIRGINIA 
TAHNEY,  RAY  M,  BRUNSHICK,  GEORGIA 
TAY,  JOHNNY,  SINGAPORE,  SINGAPORE 
TAYLOR,  ANNETTE,  MEMPHIS,  TENNESSEE 
TAYLOR,  CHARLES  EDHARD,  LOUISVILLE,  KENTUCKY 
TAYLOR,  CHARLES  M. ,  SANTA  BARBARA,  CALIFORNIA 
TAYLOR,  CHARLES  R,  INDIANAPOLIS,  INDIANA 
TAYLOR,  CHARLES  R. ,  SR.,  YONKERS,  NEH  YORK 
TAYLOR,  CLABERT  H. ,  FORESTVILLE,  MARYLAND 
TAYLOR,  DAVID  J,  CONCORD,  NORTH  CAROLINA 
TAYLOR,  DE  FORREST,  NEH  YORK,  NEH  YORK 
TAYLOR,  DONALD  LUCIEN,  BOUNTIFUL,  UTAH 
TAYLOR,  DONALD  PAUL,  FAIRFAX,  VIRGINIA 
TAYLOR,  DOUGLAS  C,  PORTLAND,  OREGON 

EARL  DOUGLAS,  ALEXANDRIA,  ALABAMA 
EARL  RENFROE,  KISSIMMEE,  FLORIDA 
EARL  VERN,  PETERSON  AFB,  COLORADO 
EARNEST  BARHAM,  SUGAR  LAND,  TEXAS 
ERNEST  H.,  CINCINNATI,  OHIO 
ESTEBAN  ALLEN,  SAN  JOSE,  COSTA  RICA 
FRANK  JOSEPH,  EMMAUS,  PENNSYLVANIA 
FREDDIE  M,  VALDOSTA,  GEORGIA 
FREDDIE  RAY,  TULSA,  OKLAHOMA 
,  FREDERICK  M,  ANCHORAGE,  ALASKA 
TAYLOR,  GARY  LEE,  COLUMBUS,  OHIO 
TAYLOR,  GEORGE  H. ,  HEST  SENECA,  NEH  YORK 
TAYLOR,  GORDON  EUGENE,  ANDERSON,  SOUTH  CAROLINA 
TAYLOR,  GORDON  J,  GRAND  FORKS,  NORTH  DAKOTA 
TAYLOR,  HAL  EDHIN,  COVINGTON,  LOUISIANA 
TAYLOR,  HALSTEAD,  HORCESTER,  MASSACHUSETTS 
TAYLOR,  HAROLD  C. ,  ISLE  OF  HIGHT,  VIRGINIA 
TAYLOR,  JACK  M,  FORT  COLLINS,  COLORADO 
JACK  T,  ANNAPOLIS,  MARYLAND 
JACKIE  E.,  LUMBERTON,  NORTH  CAROLINA 
JAMES  FRANCIS,  AUSTIN,  TEXAS 
JAMES  ROBERT,  JACKSONVILLE,  FLORIDA 
JAMES  T,  KNOXVILLE,  TENNESSEE 
JEFFREY  LYNN,  STILLHATER,  OKLAHOMA 
JEROME,  CHARLESTON,  SOUTH  CAROLINA 
JOHN  DEMPSEY,  NEH  YORK,  NEH  YORK 
JOHN  FREDERICK,  PONTIAC,  MICHIGAN 
JOHN  R.,  FORT  ORD,  CALIFORNIA 
JOHN  STEVEN,  OKLAHOMA  CITY,  OKLAHOMA 
JON  A,  KELSO,  HASHINGTON 
,  KENNETH  R,  LANSING,  MICHIGAN 
TAYLOR,  KERMIT  STUART,  MIAMI,  FLORIDA 
TAYLOR,  LAHRENCE  M,  SPRINGFIELD,  ILLINOIS 
LESLIE  P,  TEMPE,  ARIZONA 
LORAN  ELLINGTON,  SAVANNAH,  GEORGIA 
MARION  R.,  NORTH  OLMSTED,  OHIO 
MICHAEL,  PICKERINGTON,  OHIO 
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TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 
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TAYLOR, 
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TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 

TAYLOR, 


MICHAEL  MILTON,  ELKINS,  HEST  VIRGINIA 
MICHAEL  HILSON,  CHATHAM,  VIRGINIA 
MONROE,  EL  DORADO,  ARKANSAS 
NORMAN  LEE,  THOMASVILLE,  GEORGIA 
OLIVER,  LOS  ANGELES,  CALIFORNIA 
PAUL  RONALD,  DECATUR,  GEORGIA 
PHILIP  STUART,  LEXINGTON,  MASSACHUSETTS 
RALPH  DEVAL,  DILLINGHAM,  ALASKA 
RALPH  EDGAR,  PITTSBURGH,  PENNSYLVANIA 
RALPH  JOHN,  PHILADELPHIA,  PENNSYLVANIA 
REGINALD  STANTON,  DURHAM,  NORTH  CAROLINA 
RICHARD  LEHIS,  HAMILTON,  NEH  JERSEY 
RICHARD  MILLETT,  NEHTONVILLE,  NEH  YORK 
ROBERT  EMMETT,  GALENA,  OHIO 
ROBERT  G.,  HOPKINS,  MINNESOTA 
ROBERT  HOHARD,  OKLAHOMA  CITY,  OKLAHOMA 
ROBERT  JAMES,  COLUMBUS,  GEORGIA 
ROBERT  LANCE,  ST  AUGUSTINE,  FLORIDA 
ROBERT  LEE,  SALINAS,  CALIFORNIA 
ROBERT  R.,  SALT  LAKE  CITY,  UTAH 
ROBIN  H,  EL  CAMPO,  TEXAS 
RUFUS  L.,  ARLINGTON,  TEXAS 
SAMMY  LEE,  BARTOH,  FLORIDA 
SCOTT  LEONARD,  KISSIMMEE,  FLORIDA 
SETH  W.,  SEATTLE,  HASHINGTON 
STEVEN  CHARLES,  TRACY,  CALIFORNIA 
STUART  SCOTT,  SAN  FRANCISCO,  CALIFORNIA 
TERRY  NORMAN,  OREM,  UTAH 

THEODORE  SCOTT,  SR,  HADDON  HEIGHTS,  NEH  JERSEY 
THOMAS  GORDON,  CLEVELAND,  MISSISSIPPI 
TIMOTHY  JOHN,  SR,  DECATUR,  GEORGIA 
TOMMY,  JR,  KEY  HEST,  FLORIDA 
TONY  ROCK,  FORT  HALTON  BEACH,  FLORIDA 
HAYNE  LEHIS,  LITTLETON,  COLORADO 
HEST  HELLEN,  III,  HASHINGTON,  DISTRICT  OF  COLUM 
HILLIAM  DAVID,  BATON  ROUGE,  LOUISIANA 
HILLIAM  FRANCIS,  ST.  LOUIS,  MISSOURI 
HILLIAM  GUY,  JR,  JACKSON,  MISSISSIPPI 
HILLIAM  L.,  HAYCROSS,  GEORGIA 

HILLIAM  MITCHELL,  GAINESVILLE,  GEORGIA        • 
HILLIAM  QUANDER,  HASHINGTON,  DISTRICT  OF  COLUMB 
HILLIAM  S.,  JACKSON,  ALABAMA 
,  HILLIE  JAMES,  ATLANTA,  GEORGIA 
TEAL,  DONALD  HAYNE,  MARTIN,  TENNESSEE 
TEAS  MICHAEL  HILLIAM,  MURPHYSBORO,  ILLINOIS 
TEBALDI,  ALBERT  M. ,  SUNNYSIDE,  HASHINGTON 
TEBO,  JEFFREY  THOMAS,  BARTOH,  FLORIDA 
TEDESCHI,  LOUIS  DAVID,  JEFFERSON  CITY,  MISSOURI 
TEEL,  JOHN  RICHARD,  GREENVILLE,  NORTH  CAROLINA 
TEELiNG,  GEORGE  MICHAEL,  GRIFFITH,  INDIANA 
TEEM,  MICHAEL  ROY,  RALEIGH,  NORTH  CAROLINA 
TEEPLES,  ALFRED  JAMES,  NORMANDY  PARK,  HASHINGTON 
TEETZ,  TERRY  F.,  CORSICANA,  TEXAS 
TEGG.  JOHN  BUELL,  III,  ORLANDO,  FLORIDA 
TEGGE,  ROBERT  ALLAN,  JR,  DOYLESTOHN,  PENNSYLVANIA 
TEGTMEYER,  GLENN  H,  ALBUQUERQUE,  NEH  MEXICO 
TEITELBAUM,  BRET  DAVID,  EDGEHATER,  FLORIDA 
TEJEIRA  MEDINA,  ALVARO  MANUEL,  PANAMA  CITY, 
TELBAN,  JOHN  VICTOR,  FOLSOM,  CALIFORNIA 
TELLARDIN,  BRUCE  HAYNE,  OAKLAND,  CALIFORNIA 
TELLATIN,  STEPHEN  FROST,  FREMONT,  NEBRASKA 
TELLEFSEN,  EDHARD  G,  ALLENDALE,  NEH  JERSEY 
TELLER,  CONRAD  H. ,  HAMPTON  BAYS,  NEH  YORK 
TELLER  MICHAEL  JOHN,  COLORADO  SPRINGS,  COLORADO 
TELLEZ  GOMEZ,  RICARDO,  BOGOTA,  COLOMBIA 
TELLEZ,  EUGENE,  MIAMI,  FLORIDA 
TEMME,  ROBERT  EDHARD,  STAMFORD,  CONNECTICUT 
TEMPERINO,  STEVEN  HOHARD,  PLYMOUTH,  NEH  HAMPSHIRE 
TEMPLE,  FREDERICK  VINCENT,  CALDHELL,  NEH  JERSEY 
TEMPLE,  GALEN  CHARLES,  OAKLAND,  CALIFORNIA 
TEMPLE   JERRY  A.,  NEH  CUMBERLAND,  PENNSYLVANIA 
TEMPLE,  KENNETH  STEVEN,  BAINBRIDGE,  OHIO 
TEMPLE   PAUL  HARTLEY,  FORT  BELVOIR,  VIRGINIA 
TEMPLETON,  DARRELL  PATRICK,  MARSHALLTOHN,  IOHA 
TEMPLETON   JERRY  LEE,  TERRE  HAUTE,  INDIANA 
TEMPLETON   RICHARD  S,  LEVITTOHN,  PENNSYLVANIA 
TEMPLETON,  THOMAS  JAMES,  OTTAHA,  ILLINOIS 
TEMPLETT.  ROBERT  M,  BATON  ROUGE,  LOUISIANA 
TEN  HAKEN,  RONALD  DIRK,  KIRTLAND  AFB,  NEH  MEXICO 
TENAGLI A,  ANTHONY  PETER,  SOUTHHAMPTON,  NEH  YORK 
TENCH,  CHARLES  LEE,  JR.  ,    NEHPORT  NEHS,  VIRGINIA 
TENCZA.  ADAM  S.,  CLIFTON,  NEH  JERSEY 
TENERIFE,  ALEJANDRO  RODULFO,  MANILA,  PHILIPPINES 
TENGAN   VICTOR  SHUICHI ,  HAILUKU,  MAUI,  HAHAII 
TENNANT,  CHARLES  RUSSELL,  JR,  BUENA  VISTA,  PENNSYLVANI, 
TENNANT,  FRANK  JAMES,  OHENSBORO,  KENTUCKY 
TENNANT.  THOMAS  PAUL,  HOODBURN,  OREGON 
TENNERY   THOMAS  JESSE,  OKLAHOMA  CITY,  OKLAHOMA 
TENNEY,  STANLEY  PRESTON,  BOZEMAN,  MONTANA 
TENNIS,  LARRY  D. ,  JOPLIN,  MISSOURI 
TENNIS,  ROBERT  L,  SAN  ANTONIO  TEXAS 
TENORIO,  TELESFORO,  MANILA,  PHILIPPINES 
TENORIO,  THOMAS  PANGELINAN,  FORT  ORD,  CALIFORNIA 
TENVOOREN,  CHARLES  R.,  TITUSVILLE,  FLORIDA 
TEO,  SENG  HUAT,  SINGAPORE,  SINGAPORE 
TEPPER,  JAN  CLAIRE,  SANTA  CRUZ,  CALIFORNIA 
TERBRACK,  JOHN  ANTHONY,  SOUTHGATE,  MICHIGAN 
TERDIK,  JOSEPH,  BRAMPTON,  CANADA 
TERHUNE,  JOHN  SPENCER,  TEANECK,  NEH  JERSEY 
TERHUNE,  HILLIAM  B.,  ROME,  GEORGIA 
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TERLAJE,  HENRY  S  -  THOMPSON,  JAMES  F. 
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TERRY, 
TERRY, 
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TERRY, 
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TERRY, 
TERRY, 
TERRY, 
TERRY, 
TERRY, 
TERRY, 
TERRY, 


TERLAJE,  HENRY  S,  AGANA,  GUAM 
TERLIKOWSKI „  RICHARD  J.,  MADISON,  HISCONSIN 
JI5i;IFE5I{  J0SEPH  LOUIS,  PALM  BEACH,  FLORIDA 
TERNES,  KEITH  ALLAN,  FARGO,  NORTH  DAKOTA 
TERNES,  PIUS,  BISMARCK,  NORTH  DAKOTA 
TERRAL,  CLYDE  ALFRED,  ALEXANDRIA,  LOUISIANA 
TERRAL,  RICHARD  BOYD,  HOUSTON,  TEXAS 
JERRAN0VA'  MICHAEL  ANGELO,  NEW  CASTLE,  DELAHARE 
TERRELL,  GARY  BLAINE,  FOREST  PARK,  OHIO 
TERRIBILE,  THOMAS  ANTHONY,  GUILFORD.  CONNECTICUT 
TERRION,  DANIEL  C.  ,  MAPLE  HEIGHTS  OHIO 
TERRY,  ALFRED  G. ,  PRINCETON,  NEW  JERSEY 

CHARLES  ROBERT,  OLIVETTE,  MISSOURI 
DONALD  ALBERT,  TAYLOR,  MICHIGAN 
DONALD  R,  MONTGOMERY,  ALABAMA 
EUGENE  L.,  LARAMIE,  HYOMING 
GARY  GENE,  TAMPA,  FLORIDA 
GLENN  L.,  SOUTH  BEND,  INDIANA 
HAROLD  M,  SHREVEPORT,  LOUISIANA 
HARRIS  GAIL,  MC  PHERSON,  KANSAS 
J.  T.,  ATLANTA,  GEORGIA 
JOHN  PATRICK,  ESSEX,  VERMONT 
JOHN  PAUL,  SANIBEL,  FLORIDA 
LARRY  BERTON,  TAMPA,  FLORIDA 
MARGOT  HADE,  SEATTLE,  WASHINGTON 
ROGER  LEE,  ALAMO  HEIGHTS,  TEXAS 
'  ,?2LMA?IS0N'  RICHMOND,  VIRGINIA 
}p^TMAAMrLL^  WINSTON-SALEM,  NORTH  CAROLINA 
TESHIMA,  FRANK  K.,  JR.,  HAILUKU,  MAUI,  HAWAII 
TESMuND,  JEROME  MATTHEW,  CHICAGO,  ILLINOIS 
TESSENDORF,  RICHARD  G,  CINCINNATI,  OHIO 
llclhJ?^10   VINCENT,  PHILADELPHIA,  PENNSYLVANIA 
JrlH\^lChnPML   S'  LOSING,  MICHIGAN 
TriT.IJNGAcI^MAS  ALAN'  WAUKESHA,  WISCONSIN 
TEUNE,  GEORGE  JOHN,  PARK  RIDGE,  ILLINOIS 
TEW,  ARVIE  G.,  EUFAULA,  ALABAMA 
TEW,  HARCOURT  A,  JR,  PALMER,  ALASKA 

IiWcSBDRu;,WI.LyAM•  JR'  Nt)RWICH,  CONNECTICUT 
TEWS,  RONALD  LEE,  MADISON,  WISCONSIN 
TEYECHEA,  JAMIE  C,  NOGALES,  ARIZONA 
THACHER,  RICHARD  CHARLES,  PHOENIX,  ARIZONA 
I2AC^DHARVEY  G'  OLYMPIA,  WASHINGTON 

^^ER;^THUR  ""  M0BILE.  ALABAMA 
THALKEN,  TODD  DOUGLAS,  COLUMBUS,  NEBRASKA 
JHALMAN,  JAMES  STUART;  ANAHE I M^ CALIFORNIA 

TSAunRS'xSSn^JCHEAL'  CAMP  LEJEUNE,  NORTH  CAROLINA 
JHANOS,  INDRADI  INDRA,  JAKARTA,  INDONESIA  UA"UL1NA 
THARP,  DONALD  RAYMOND,  TELL  CITY,  INDIANA 

ItJAR^ILT0N  MAXEL'  0DESSA-  TEXAS 
THATCHER,  GARY  JUDSON,  COLUMBUS,  OHIO 

ruAvEn*  2^.&D   L-'  SHAWANO,  WISCONSIN 

tuAvER'  5RUCE  H-'  JR-'  SACRAMENTO,  CALIFORNIA 

THAYER,  CHARLES  DANIEL,  JR,  EAST  HARTFORD  roNNFrTTniT 

THAYER,  DIRK  LINDSEY,  KOSCIUSKO  MISSISSIPPI 

THAYER,  JAMES  LOREN.'heBER  SPRINGS  ARKANSAS 

JOHN  ROBERT,  II,  SANTA  BARBARA  CALIFORNIA 
LEWIS,  WOODSTOCK,  ILLINOIS 
.  BRUCE  WENDELL,  SALT  LAKE  CITY  UTAH 
^EAR;„TH?MAS-  BURLINGTON,  VERMONT    ' 
ISIBEAU'  EVAN  G,  ST.  CHARLES,  MISSOURI 
'  S     'tSERAc°  !fec?I£KINS0M'  NORTH  DAKOTA 
u,L   '  tu«S  S'  WEST  BEND.  WISCONSIN 
™liiE2iuIH05rSuG'  MILWAUKEE,  WISCONSIN 
TurkbMAKN'„KENN  L0UIS-  WALTON  HILLS,  OHIO 
THFORAm'  2np^AScAR^TEAD'  BROOKSTON,  INDIANA 
Tuc2nAL£'  NORMAN  EARLE,  TAVARES,  FLORIDA 
THEOBALD,  RONALD  CLARK,  PEORIA,  ILLINOIS 
THEODORIDES,  NICOS  K,  NICOSIA,  CYPRUS 
THEREAULT,  ALBERT  A,  PORTSMOUTH,  VIRGINIA 
THEREAULT,  CHARLES  PHILLIP,  PORTSMOUTH  VIRGINIA 
THERIAULT,  ALBERT  J.,  RUMFORD,  MAINE    V1KbINIA 
THERIOT,  RONALD  JOSEPH,  LAFAYETTE   LOUISIANA 
THERKILDSEN,  GARY  ANDREW,  SR,  WASHINGTON  DISTRICT  OF  r 
THERWHANGER,  LINDSEY  KYLE,  MIDLAND  TEXAS  DIS™ICT  0F  C 
KfXIBiiS0'  PHILIPPE-  PARIS,  FRANCE 
TWEVENOT,  JOHN  LOUIS,  METAIRIE,  LOUISIANA 

TH  KKEApHin?pRKFN^D,,5RccPONINGToS  CONNECTICUT 
miLK,  PHILLIP  KENNETH,  LAPEER.  MICHIGAN 

TH  eTcARlT  "f-p!^  R2CK  HlLL   SoStS  CAROLINA 
Tufc,  '  ££5*3  APPLETON,  WISCONSIN 
THIEL,  CHRIS  EMIL,  EUREKA,  CALIFORNIA 
THIELE,  HOWARD  M.  ,  GLEN  EL.LYN   ILLINOIS 
THIELEN,  LE  ROY,  ST.  PAUL,  MINNESOTA 
THIERRY,  FRANCOIS,  ABYMEs!  GUADELOUPE 

JmERHF^TE,RiCT°u^REIDER<  HARRISBURG,  PENNSYLVANIA 
THIESSEN,  JANET  MARIE,  VANCOUVER  WASHINGTON 

HiSmf^RA^tSEI,TH'  FL0RENCE   ALA«AMA 
IH  MM"CHA  ALVIN  J.,  WICHITA,  KANSAS 

THTwLiS  ROBERT  B  WAKEFIELD,  MASSACHUSETTS 
THOPlS  uandE^F?RT  LAUDERDALE,  FLORIDA 
THOELE,  MAURICE  E.,  CHICAGO.  ILLINOIS 
THOM,  KEVIN  LEE,  PIERRE,  SOUTH  DAKOTA 

{H0M^LufrPA!iDnJAME5'  MAPLEWOOD,  MINNESOTA 
IHOMAS  WILLIAM  D.,,  YORK   SOUTH  CAROI  twa 
THOMAS,  ADOLPH,  AUSTIN?  TEXAS   CAR°LINA 

nSSS;  ARTHUR  M!^0MPTBgAMPc2LNiFSA!ir 

it:  Kffif  •  f^^'^ass"'  south  carolin 

THOMAS,  BYRON  L.,  GREENSBORO,  NORTH  CAROLINA 
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THOMAS,  CHRISTOPHER  DAVID,  BURGAW,  NORTH  CAROLINA 
THOMAS,  CLARK,  ASHLAND,  OREGON  CAROLINA 

THOMAS,  CLYDE  A.,  MOREHEAD,  KENTUCKY 
THOMAS,  DARROLD  LEROY,  SAN  JOSE,  CALIFORNIA 

DAVID  LEWIS,  SAN  BERNARDINO,  CALIFORNIA 
DAVID  PAUL,  PHOENIX,  ARIZONA 
DAVID  SCOTT,  FORT  HUACHUCA,  ARIZONA 
DENNIS  ROBERT,  BATAVIA,  ILLINOIS 
DONALD  MICHAEL,  ST.  CHARLES,  ILLINOIS 
.  DORENE  JANE,  PINELLAS  PARK,  FLORIDA 
THOMAS,  DOUGLAS  A.,  ALLIANCE,  NEBRASKA 
THOMAS,  DOYLE  WAYMAN,  PENSACOLA,  FLORIDA 
THOMAS,  EDGAR  ARNOLD,  JR,  PELHAM,  ALABAMA 
ELMER  J,  SEARCY,  ARKANSAS 
EMIL  S.,  MADISON,  WISCONSIN 
GARRY  DON,  OKLAHOMA  CITY,  OKLAHOMA 
GARY  DWAYNE,  PALESTINE,  TEXAS 
.  GARY  L.,  RADFORD,  VIRGINIA 
THOMAS,  GARY  LYNN,  AVON,  COLORADO 
THOMAS,  GEOFFREY  KELLUM,  ASHLAND,  OHIO 

SRE>bSRf  SIEPHnNA.WASHINGT0N'  DISTRICT  OF  COLUMB 
HARRY  E,  OAK  RIDGE,  TENNESSEE 
HERMAN  J.,  MADISON,  WISCONSIN 
IVY  A.,  ATLANTA,  GEORGIA 
,  JAMES  ANDREW,  JR,  WASHINGTON.  DISTRICT  OF  mi  mm 

IHOMAS'  UMF^  GURTISS  WASHINGTON,  DIS?RICTRIOF  COLUMBlS 
THOMAS,  JAMES  DEWITT,  SANTA  BARBARA,  CALIFORNIA 

JAMES  HARGROVE,  BATON  ROUGE,  LOUISIANA 

JAMES  M,  GLASTONBURY,  CONNECTICUT 

JAMES  M.,  HARRISON,  ARKANSAS 

■inRRn.P,ATRICK'  L0S  ANGELES,  CALIFORNIA 

JOE  DAVID,  FINDLAY,  OHIO 

JOHN  M,  TUCSON,  ARIZONA 

JOHN  M.,  COLUMBUS,  MISSISSIPPI 

JOHN  ROBERT,  DAYTON,  OHIO 

;)0SEP,H,EPWARD'  JR-  ALBION,  MICHIGAN 
.  KEITH  ALLAN,  WAYNE,  MICHIGAN 
Ju2uAr'  LARRY  G-'  EASLEY,  SOUTH  CAROLINA 
IH0^A£'  LAWRENCE  EDWIN,  PANAMA  CITY,  FLORIDA 
THOMAS,  MARK  STEPHEN,  SAUSALITO,  CALIFORNIA 
THOMAS,  MARSHALL,  NORTH  HILLS,  CALIFORNIA 
lu9.^h    MICHAEL  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS,  MICHAEL  FRANCIS,  HERTFORDSHIRE,  ENGLAND 
THOMAS,  MIKEY  C,  CARBONDALE,  ILLINOIS   tNbLANU 
runMAc'  EAT,R.ICK  J-'  PAPILLION,  NEBRASKA 
Ju°,MAc'  RAY.  W'  BAT°N  ROUGE,  LOUISIANA 
Ju°.MAS'  RICHARD  DALE,  NORTH  RIDGEVILLE,  OHIO 
THOMAS,  RICHARD  JAMES,  HOPE,  ARKANSAS 
THOMAS,  RICHARD  LEE,  PORTSMOUTH,  VIRGINIA 
THOMAS,  RICHRD  PAUL,  BELOIT,  WISCONSIN 

RICKEY  DALE,  HOQUIAM,  WASHINGTON 
ROBERT  A,  COLLEGEVILLE,  PENNSYLVANIA 
ROBERT  MELTON,  GREAT  FALLS,  MONTANA 
ROBERT  TERRY,  SANTA  MONICA,  CALIFORNIA 
ROY  J.,  HAMILTON,  ALABAMA 
SCOTT  EARL,  MARYVILLE,  TENNESSEE 
STEPHEN  ANTHONY,  MERIDIAN,  MISSISSIPPI 
STUART,  LITTLE  ROCK,  ARKANSAS 
TERRY  LEE,  FAIRFIELD,  CALIFORNIA 
,  VICTOR  R,  JACKSONVILLE,  FLORIDA 
l^Ah    VIVIAN  M->  HUTCHINSON,  KANSAS 
THOMAS,  WALTER  M. ,  KINSTON,  NORTH  CAROLINA 
WILLIAM  E,  FORT  COLLINS,  COLORADO 
WJLL!AM  FRANKLIN,  BELLEVUE,  WASHINGTON 
WILLIAM  HANK,  MEMPHIS,  TENNESSEE 
WILLIAM  JOHN,  VALLEJO,  CALIFORNIA 

tiiniiAc'  WrILLJAM.  PAU!;'  ASHEVILLE,  NORTH  CAROLINA 

THOMAS,  WILLIAM  R,  DONELSON,  TENNESSEE 

tu^AcSN-  BRUCE  ALLEN,  JACKSONVILLE  BEACH,  FLORIDA 

THOMASON,  MORRIS  L.,  DOUGLAS,  WYOMING 

ISSHASS0Nl  ROBERT  LEE,  JR,  BATON  ROUGE,  LOUISIANA 

THOME,  JAMES  F,  OSHKOSH,  WISCONSIN      L«^i«NA 

THOMPSON  G.,  JORGE,  SANTIAGO,  CHILE 

tu°.MES2N'  ALONZO,  WINSTON-SALEM,  NORTH  CAROLINA 

THOMPSON,  ALVIN  STUART,  JR,  FAIRFAX,  VIRGINIA 

THOMPSON,  ARTHUR  ROBERT,  JR,  NAPA,  CALIFORNIA 

THOMPSON,  BERNIE  CLARK,  KANKAKEE,  ILLINOIS 

THOMPSON,  BERYL  A,  SEATTLE,  WASHINGTON 

TuSMnS2K'  5JLLY  H"  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMPSON,  BILLY  WALTON,  EULESS  TEXAS  ""-"idia 
THOMPSON,  CHARLES,  TUSCUMBIA,  ALABAMA 

£HARLES  HERBERT,  WENATCHEE,  WASHINGTON 

CHARLES  L,  MIAMI,  FLORIDA 

£HAR!:ES.rSTEVEN'  LOUISVILLE,  KENTUCKY 

CLARENCE  L.,  SALT  LAKE  CITY,  UTAH 
.  DAVID  L,  NASHVILLE,  TENNESSEE 
ruSMnS^'  SAVID  WESLEY,  YAKIMA,  WASHINGTON 
THOMPSON,  DENNIS  CLIFFORD,  FRONT  ROYAL,  VIRGINIA 

DONALD  G,  ALBUQUERQUE,  NEW  MEXICO 

DONALD  N,  GUILFORD,  CONNECTICUT 

DURWOOD  L,  OPELIKA,  ALABAMA 

ELMER  J,  NEWARK,  NEW  JERSEY 

EUGENE  FRANCIS,  FULTON,  NEW  YORK 

FREDERICK  ABNER,  MONMOUTH  JUNCTION,  NEW  JERSE 
.  G  R,  PASCAGOULA,  MISSISSIPPI 
TunMP,c2.N'  GAYLORD  L.,  LEXINGTON,  KENTUCKY 
THOMPSON,  GEORGE  N.,  LAS  VEGAS,  NEVADA 
THOMPSON,  GEORGE  WILLIAM,  MIDLAND,  TEXAS 
THOMPSON,  GERALD  H. ,  COLBY,  KANSAS 
THOMPSON,  JAMES  F. ,  HUNTSVILLE,  ALABAMA 
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THOMPSON,  JAMES  J  -  TOLLEY,  JOHN  FRANCIS 
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IDAHO 


JAMES  J,  POUGHKEEPSIE,  NEH  YORK 
iamf<;  HILLARD   SIDNEY,  OHIO 

Jeffrey  peter  sr.  toms  river,  new  jersey 

JOHN  B..  JR.,  BATON  ROUGE,  LOUISIANA 
,  JOHN  E,  LINCOLN,  NEBRASKA 
THOHPSON,  JOHN  EDHARD,  PRINCETON,  ILLINOIS 
THOMPSON   JOHN  H. ,  YAKIMA,  WASHINGTON 
JOHN  HAROLD,  MIDLAND,  TEXAS 
JOHN  L.,  SACRAMENTO,  CALIFORNIA 
JOHN  R,  MUSKEGON  HEIGHTS,  MICHIGAN 
THOMPSON,  JULIA  EILEEN,  NEH  YORK,  NEH  YORK 
THOMPSON   KARL  FREDERICK,  JR,  COEUR  D  ALENE, 
THOMPSON,  KEITH,  KETTERING,  OHIO 
THOMPSON   KENNETH  C,  HAINES  CITY,  FLORIDA 
"■'  KENNETH  N.   WESTCHESTER,  ILLINOIS 
KENNETH  R.,  VENTURA,  CALIFORNIA 
KIRK  DOUGLAS,  TOPEKA,  KANSAS 
LESTER  J,  JR   BILOXI,  MISSISSIPPI 
LESTER  N,  GLOUCESTER,  CANADA 
LIONEL  MORRISON,  BRIDGETOHN,  BARBADOS 
SON,  LONNIE  OTHOLA.  YERINGTON .NEVADA 
THOMPSON   MARK  ALAN,  LOS  ANGELES,  CALIFORNIA 
THOMPSON   MARK  CLEVELAND,  MONTGOMERY,  ALABAMA 

Thompson!  michael  harold!  mustang  Oklahoma 

MICHAEL  LEE,  ARANSAS  PASS,  TEXAS 
NORMAN  C0ULS0N,  SALT  LAKE  CITY,  UTAH 
NORMAN  PHILLIP,  PORT  HURON,  MICHIGAN 
PAUL  L.,  KNOXVILLE,  TENNESSEE 
RALPH  C,  PUEBLO,  COLORADO 

THOMSON',  RAY  J.,  TERRE  HAUTE,  INDIANA 

THOMPSON   RAY  H,  PORTSMOUTH,  OHIO 
hSmPSOn!  RICHARD  BRENT   FLORENCE  ALABAMA 
ROBERT  J,  BOSTON,  MASSACHUSETTS 
ROBERT  J.,  HOODBRIDGE,  NEH  JERSEY 
RORFRT  J  .  LEXINGTON,  NEBRASKA 

THOMPSON'  ROBERT  j6sEPH,  GREENHICH,  CONNECTICUT 

Thompson;  robin  heeks,  Montgomery  Alabama 

RONALD  GENE,  CHICAGO,  ILLINOIS 


THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 


THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 


THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 
THOMPSON, 


THOMPSON, 
THOMPSON, 
THOMPSON, 


BK        &T&SK' 


SOUTH  CAR 


FLORIDA 


THORNTON, 
THORNTON, 
THORNTON, 


THOMPSON;  RONALD  RUSSELlJ  NORTH  MYRTLE  BEACH, 
TunMP<;nw   STANLEY  L..  ATLANTA,  GEORGIA 
H°0MMPS°0N:  THOMASM.  NEW  BRUNSWICK,  NEH  JERSEY 
THOMPSON  THOMAS  NORVAL,  SR,  WEST  PALM  BEACH, 
THOMPSON  TOMMY  H. ,  HENDERSON,  NEVADA 
THOMPSON  HALTER  STEPHEN,  MONTGOMERY,  ALABAMA 
THOMPSON  HAYNE  LAHRENCE,  CHICAGO   ILLINOIS 
THOMPSON,  HILLAN,  ST  GEORGES,  GRENADA 
THOMPSON,  WILLIAM  ARTHUR  JR.  TSA"NAHA0S0CHK^?UCKY 
THOMPSON  WILLIAM  DELBERT,  III,  OWENSBORO,  KtNiui-M 
THOMpIon:  WILLIAM  JAMES  WINNIPEG,  CANADA 
THOMPSON  WILLIAM  M,  BAKERSFIELD,  CALIFORNIA 
THOMsS'jACK  L.,  KANSAS  CITY   MISSOURI 
THONTON,  RONALD  E,  ODESSA,  TEXAS 

TH«.  RoilE  JOSEPH"   Nr  ^   ,  CALIFORNIA 
THORDSEN,  HAROLD  A.,  DAVENPORT   IOWA 
THOREN,  LARRY  GLENN,  ROCK  FALLS,  ILLINOIS 
THnRFN  RICHARD  FLOYD,  JAMESTOHN,  NEH  YORK 
THORESON  ROBERT  FRANCIS,  LOS  ANGELES,  CALIFORNIA 
THORN   JAMES  N.JR,  BOSS  ER  CITY,  LOUISIANA 
THORNE  COLIN  STANLEY,  BRISBANE,  AUSTRALIA 
THORNE  HAROLD  MILLIAM,  LAHTON,  OKLAHOMA 
!  THORNE  HILL  I AM  G,  HACKENSACK,  NEH  JERSEY 
THoKeLL   RICHARD  DALE,  MONTGOMERY,  ALABAMA 
C  R,  JONESBORO,  GEORGIA 
EDGAR  JAN,  SITKA,  ALASKA 
FDHARD  JOHN,  BOCA  RATON,  FLORIDA 
THORNTON'  GEORGE  HENRY,  ST  AUGUSTINE,  FLORIDA 

■  ■AWtApr- 

TTrRNp!°^DLEnENC|T^^LNG.    IL   K'    DEUWARE 

THORPE   JJ^WANToS.TEVEERLrDHiLNLS.    CALIFORNIA 
THORPE*,    WADE   STEVE     SACRAMENTO     CALIFORNIA 
THRASHER,    DENNIS   ALAN,    GALLATIN     TENNESSEE 

TMRaIIIIr'    rTh^PhSlPH^ENNSYLVANIA 
THRASHER      "ONALD'rAY.STILLMATER.    OKLAHOMA 
thrtft      WILLIAM   R.,    BALBOA   HEIGHTS,    CANAL    iUNt 
THRfiHFR      STEVEN   VANDYKE,    BEAUMONT,    TEXAS 
THRUN     PETER  HARRY ,    JR.      STEVENS  POINT,    HISCONSIN 
THUERK      THOMAS   CLYDE,    YAKIMA,    HASHINGTON 

HUMAN',    GARY   LYLE,    OAKLAND,    CALIFORNIA 
THiiMHART      FREDERICK   D,    SR,    ALBANY,    NEH  YORK 
THUMM     DOROTHY   ELLEN,    HUNTINGTON,    NEW  YORK 

HUR^R     ROGER   B,    ARLINGTON     VIRGINIA 

JRHAN*    JaSiCE1  lit      !    N^SpSRT°KNEffMVIRGINIA 
RICHARD,    JR,    CHATTANOOGA,    TENNESSEE 
ROBERT   R,    SHEBOYGAN,    WISCONSIN 
THURMAn'    ROLAND   D      ROBBINSDALE,    MINNESOTA 
THURMa";    MAYMEHARRY,    MIAMI    SHORES      FLORIDA 

WieYdTaVD  NIL      AM^SmINGHaTeNGLAND 
TIMET     HALTER  BURTON,    SAN   JOSE,    CALIFORNIA 
T IBBETTS     PAUL   A,    OLD  ORCHARD  BEACH,    MAINE 
T   CE !TTCH»RLES    E.;    EAST    LIVERPOOL,    OHIO 
Tire      rnRTi  AND  H    .    JR..    BERHICK,    MAINt 
TICHNEU?  HARLAND  STANLEY,    OAKLAND.    MARYLAND 
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35  I 
156 
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TICKVITZA,  ANDREW,  AGANA,  GUAM 
TIDHELL   DAVID  M,  JONESBORO,  GEORGIA 
T  DWELL   DENVER  H. ,  FLORENCE,  ALABAMA 

'  FLOYD  E,  SAN  BERNARDINO,  CALIFORNIA 
JOHN  M,  OXFORD,  MISSISSIPPI 
NORMAN  WAYNE,  NASHVILLE,  TENNESSEE 
PAUL  J   WILMINGTON,  DELAWARE 
HALTER  VIRGIL,  SACRAMENTO,  CALIFORNIA 
JAMES  RICHARD,  HAWTHORNE,  NEH  YORK 


TIDHELL, 
TIDHELL, 
TIDHELL, 
TIDHELL, 
TIDHELL, 
TIEDEMANN 


MILLIAM  ARTHUR,  GREENFIELD,  HISCONSIN 
TIERNEY   ALBERT  GERARD,  ALEXANDRIA  VIRGINIA 
TIERNEY  KIM  ELLEN,  LIGHTHOUSE  POINT,  FLORIDA 
TIERS?  JOHN  JOSEPH  PHILADELPHIA,  PENNSYLVANIA 
TIESO  GARY  JOSEPH,  CARPINTERIA,  CALIFORNIA 
TIESZEN,  CRAIG  JOHN,  RAPID  CITY,  SOUTH  DAKOTA 
TIETYEN  TERRY  LEE,  MEQUON,  HISCONSIN 
TIETZ  DOUGLAS  LEe!  SHAKOPEE,  MINNESOTA 
TIGERA  LUIS  C,  CHICAGO,  ILLINOIS 
IiHADA;  LANNY.  WAILUKU,  MAUI,  HAWAII 
tti I FR  DANNY  H. ,  DALLAS,  TEXAS 
TILLINGHAST.  STEVEN  C. ,  PORTLAND,  OREGON 

tilIon1!  So  Si!  s^raS,  neh  jersey 

TiMTESMANR°BRO?TpEIAWASH{SWGToS,:IODISTRICT  OF  COLUMBIA 
TIMKOV  JOSEPH  R.  FARRELL,  PENNSYLVANIA 
T  MM,  HERBERT  ARTHUR  HINNETKA   ILLINOIS 

t1SANdaviAdNfreS       k,G      NRd!eYn:  wSngton 

T  MMOwl;  KENNETH EARl!  COEUR  D  ALENE ;  IDAHO 

iiSS'  SSSLR  SBSBBBi:  S 

TINDAL   HI LLIAM  J,  CHARLESTON,  SOUTH  CAROLINA 
TINDALE   WARISSA  JANE,  BRUNSWICK,  GEORGIA 
TTNDALL   HOWARD  W,  BOULDER  CITY,  NEVADA 
TINDEL   ROBERT  HOUSTON,  INDIO,  CALIFORNIA 
TTNniF   GEORGE  A.  GLYNCO,  GEORGIA 
TINELLI   FRANK  J  TOMKINS  COVE,  NEW  YORK 
TTNER   ROBERT  T.   JR.,  AUBURN,  MAINE 
TINES  GRAYDON  P..  MEMPHIS,  TENNESSEE 
TINKER   JOHN  W,  DES  MOINES,  IOWA 
TINNEY   BUDDY  J.,  MADISON   FLORIDA 
TTPPFTT   ELMER  HUNTT,  JR,  PIKESVILLE,  MARYLANU 
TIPPINi'sCOTT  M,  ALAMOGORDO,  NEW  MEXICO 
TIPPINS,  LARRY  EDHARD,  FELLSMERE,  FLORIDA 

I  TIPTON  G^URAWVEro5!'cAMpArEJEUNE,  NORTH  CAROLINA 
TIPTON',  JAMES  ANTHONY,  LEXINGTON  KENTUCKY 

i  TTDTnu   rii<^<;fi  L  L   NASHVILLE,  TENNESSEE 
TIPTON'  STANLEY  ERHIN   POMPANO  BEACH,  FLORIDA 

t   TIPTON  WALTER  G,  ST  PETERSBURG,  FLORIDA 

TliBStl:  JOHN  ALAN,  JACKSON  MISSISSIPPI 
ISlS'  JRSYESL.%ARURrsLB°URGC°«YLVANIA 
TITTLe/Kge"  EDWARD,SJRONFO?rY°BEACH  SOUTH  CAROLINA 
TJ^LA  r^rVN^W^I^W^^^N 
TO  HON-KI,  HONG  KONG,  HONG  KONG 
tt   TOAL,  JAMES,  WINNIPEG,  CANADA 
TOBA  MASAHIRO,  TOKYO  JAPAN 

■  tobIas.TameI  I ,'k!    e      g', p  es 

TT°0BBiAASS:    T^EUGEN W TV J       "  "an 

{0oBb!AnS'eugeSTeHoALAERE      Ta  sacXtts 

TOBIN,  EUGENE  0   EVfcKUc|,ENsAcKi         ^ 

KEVIN  F   STAMFORD,  CONNECTICUT 
ROBERT  M,  PORTLAND,  OREGON 
THERESA  CLAIRE,  NEW  YORK,  NEH  YORK 

wiuSamV  Bdanbury!Hconnecticut  n 

MILLIAM  P   JR.,  JOHNSTON,  RHODE  ISLAND 
ANTHONY  J,  BLOOMFIELD,  CONNECTICUT 
TOMIO,  SAITAMA,  JAPAN   ,„,„..„. 
HAROLD  PERRY,  HAMMOND,  LOUISIANA 
IRVIN  ELMER,  COLLEGE  STATION,  TEXAS 
JAMES  CLAIR,  CHARDON,  OHIO 
REUEL  ALBERT,  OSWEGO,  NEW  YORK 
TODD,  THOROLD  EDSEL,  BATAVIA  OHIO 
TnnFRICO   FRANK  J,  SOUTH  PORTLAND,  MAINE 
TOELKE  GARY  FRANK,  UNION,  MISSOURI 
TOFFANT   ML  J,  EDWARDSVILLE,  ILLINOIS 
TOGNERI ',  ENRICO'  NATOLE   RENO  NEVADA 

TOLLETT,  HUBERT  HAYNE,  DALLAS,  TEXAS 
TOLLEY,  JOHN  FRANCIS,  CHICAGO,  ILLINOIS 


TOBIN, 

TOBIN, 

TOBIN, 

TOBIN, 

TOBIN, 

TOBIN, 

TOCCO, 

TOCE, 

TODA, 

TODD, 

TODD, 

TODD, 

TODD, 

TODD, 


TOLLISON,  DANIEL  NALLEY  -  TROSPER,  DAVID  LUTHER 
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TOLLISON,  DANIEL  NALLEY,  PARRIS  ISLAND,  SOUTH  CAROLINA 
«  TOLLIVER,  GRANVER  LEE,  DALLAS,  TEXAS 
TOLLIVER,  JOE  H,  SEATTLE,  WASHINGTON 
TOLMAN,  THOMAS  F,  BEMIDJI,  MINNESOTA 
TOLOSO,  MARK  ALAN,  BENTON,  LOUISIANA 
TOLSMA,  JAMES  L.,  EAST  LANSING,  MICHIGAN 
TOM,  ANSELM  CHARLIE,  WINDOH  ROCK,  ARIZONA 
t   TOMAC,  JOHN  P,  MOUNTAIN  VIEW,  CALIFORNIA 
'  TOMACHEK,  FRANK  G. ,  CALENDONIA,  WISCONSIN 
TOMARONG,  OSCAR  DESTACAMENTO,  MANILA,  PHILIPPINES 
TOMASOVIC,  JOSEPH  RICHARD,  II,  GULF  BREEZE,  FLORIDA 
TOMASZEWSKI,  JOHN  M.,  JERSEY  CITY,  NEW  JERSEY 
TOMER,  CLARK  A.,  PITTSBURGH,  PENNSYLVANIA 
TOMEY,  GENE  EDWARD,  INDIANAPOLIS,  INDIANA 
'  TOMLIN,  JACK,  ODESSA,  TEXAS 
TOMLINSON,  DAVID  L.,  TUPELO,  MISSISSIPPI 
TOMLINSON,  JAMES  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
TOMLINSON,  WILL  H. ,  JR.,  ANCHORAGE,  ALASKA 
TOMPKINS,  JAMES  ROY,  BAY  VILLAGE,  OHIO 
TOMPKINS,  TIMOTHY  WAYNE,  PITTSBURG,  KANSAS 
TOMPKINS,  WILLIAM  C,  JR.,  TUSCALOOSA,  ALABAMA 
TOMSON,  STEVEN  RALPH,  COLFAX,  WASHINGTON 
TONCZYCZYN,  ROBERT  J.,  CHERRY  HILL,  NEW  JERSEY 
TONDIGLIA,  DEAN  PHILIP,  KENT,  OHIO 
TONECK,  RICHARD  MACK,  SAN  DIEGO,  CALIFORNIA 
TONEY,  JOHN  EDGAR,  OPELIKA,  ALABAMA 
TONEY,  LARRY  MICHAEL,  SR,  NEW  ORLEANS,  LOUISIANA 
TONKIN,  WILLIAM  JOHN,  IV,  ALLENTOWN,  PENNSYLVANIA 
TOOLE,  CHARLES  ANTHONY,  SR,  AUGUSTA,  GEORGIA 
TOOLEY,  HARRY  ORSON,  SR,  CHINO,  CALIFORNIA 
TOOLEY,  NORMAN  F.,  MERCER  ISLAND,  WASHINGTON 
TOOMEY,  MARK  A,  HATFIELD,  PENNSYLVANIA 
TOONE,  ALEX  S,  NEW  ROCHELLE,  NEW  YORK 
TOPHAM,  BARTON  HADLEY,  SAN  LUIS  OBISPO,  CALIFORNIA 
TOPP,  NATHANIEL,  DETROIT,  MICHIGAN 
TOPPER,  STANLEY  M. ,  UNIVERSITY  CITY,  MISSOURI 
TOR,  RODOLFO  ASEL,  QUEZON  CITY,  PHILIPPINES 
TORBERT,  CARY,  JR,  OPELIKA,  ALABAMA 
TORBETT,  CAROL  LEE,  ALBUQUERQUE,  NEW  MEXICO 
TORDAL,  KAI  ERIK,  OSLO,  NORWAY 
TORIGIAN,  FRANCIS  D.,  PORTERVILLE,  CALIFORNIA 
TORKAR,  JAMES  EDWARD,  HARRISBURG,  PENNSYLVANIA 
TORMASI,  JAMES  EDWARD,  BELLEVILLE,  ILLINOIS 
TORNSTROM,  WILLIAM  A.,  MAYVILLE,  NEW  YORK 
TORO,  ELMER,  NEW  YORK,  NEW  YORK 
TOROK,  WAYNE  CHARLES,  CLEVELAND,  OHIO 
TORRANCE,  GORDON  V,  HAMILTON,  CANADA 
TORRE,  JOAQUIN  ALFAGUE,  AGANA,  GUAM 
TORRES  NEGRON,  LUIS  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
TORRES  RODRIGUEZ,  NESTOR,  SAN  JUAN,  PUERTO  RICO 
TORRES  SANTIAGO,  LUIS  R. ,  SAN  JUAN,  PUERTO  RICO 
TORRES-COLON,  LUIS  E.,  SAN  JUAN,  PUERTO  RICO 
TORRES-LOPEZ,  ANGEL  L,  SAN  JUAN,  PUERTO  RICO 
TORRES,  ALEXANDER  RODRIGUEZ,  SAN  ANTONIO,  TEXAS 
TORRES,  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
TORRES,  DAVID,  CORPUS  CHRISTI,  TEXAS 
TORRES,  HENRY  M,  NEW  YORK,  NEW  YORK 
TORRES,  JOSEPH  MICHAEL,  MINEOLA,  NEW  YORK 
TORRES,  NELLIE,  NEW  YORK,  NEW  YORK 
TORRES,  ROLANDO,  MC  ALLEN,  TEXAS 
TORRES,  TOMAS  MERCADO,  BROWNSVILLE,  TEXAS 
TORREY,  THOMAS  EARL,  PORT  HURON,  MICHIGAN 
TORREZ,  FILIMON,  ALBUQUERQUE,  NEW  MEXICO 
TORREZ,  JESSE  JOSEPH,  TOPEKA,  KANSAS 
TORRILLO,  MICHAEL  NICOLA,  AMHERST,  NEW  YORK 
TOSCANO,  ALFRED  ALEX,  SAN  ANTONIO,  TEXAS 
TOSCANO,  ANGELO  A,  WILTON,  CONNECTICUT 

J2riE\.WILLIAM  ORLANDO,  KOSRAE,  FEDERATED  STATES  OF  MIC 
TOTH,  MATHEW  STUART,  KEFLAVIK,  ICELAND 
TOTH,  STEPHEN  A.,  PEPPER  PIKE,  OHIO 
TOTHILL,  WILLIAM  G. ,  ALEXANDRIA,  VIRGINIA 
TOTOKAWA,  KANJI,  TOKYO,  JAPAN 
TOTORICA,  JOE  J,  ALAMEDA,  CALIFORNIA 

tSmTExA  WILLIAM  DEMPSEY,  SOUTH  CHARLESTON,  WEST  VIRGINI 
TOU,  TE  KANG,  TAIPEI,  REPUBLIC  OF  CHINA 

TnnpA*r,  J??uJ^  dR-£SA"  FALL  RIVER'  MASSACHUSETTS 
TOUREAU,  TIMOTHY  M,  FALLS  CHURCH,  VIRGINIA 

tSmRJ^T:,tCLEMENT  gerARD,  BOSTON,  MASSACHUSETTS 
I°^?^T'  DAVID  PAUL-  LOWELL,  MASSACHUSETTS 
TOUSSAINT,  DALE  RAYMOND,  OAKLAND,  CALIFORNIA 
TOUSSAINT,  TED  ALBERT,  ST  GEORGES,  GRENADA 
TOWELL,  MARVIN  DEAN,  PARKER,  ARIZONA 
TOWERY,  CLAUDE  E.,  GAMBOA,  CANAL  ZONE 
TOWLER,  RICHARD  DEAN,  FAIR  HAVEN,  NEW  JERSEY 
TOWNE,  DAVID  ROBLEE,  BALLSTON  SPA,  NEW  YORK 

TSuuE^',r,RICHARD  EARLE.  NORTH  CHARLESTON,  SOUTH  CAROLINA 

TOWNSEND,  DAVID  W,  SCOTTSDALE,  ARIZONA 

TOWNSEND,  DEBORAH  ANN,  ALBANY,  GEORGIA 

TOWNSEND,  HOWARD  F.,  ELMIRA,  NEW  YORK 

TOWNSEND,  JOHN  J.,  CHICAGO,  ILLINOIS 

TOWNSEND,  MICHAEL  RAY,  PHOENIX,  ARIZONA 

TOWNSEND,  RICK  JOE,  MARIETTA,  GEORGIA 

T°,uN,r.END'  TH0MAS  HUDSON,  HAMPTON,  VIRGINIA 

'  RJFHARB  H0WARD'  F0RT  MEADE,  MARYLAND 
IRArvSEkbcSIL,kJAM  F-'  SAN  FERNANDO,  CALIFORNIA 
TRACY,  DREW  JOSEPH,  ROCKVILLE,  MARYLAND 
TRACY,  LYNN  A,  YERINGTON,  NEVADA 
TRACY,  RALPH  LEE,  SAN  PEDRO,  CALIFORNIA 
TRACY,  THOMAS  AMES,  SAVANNAH,  GEORGIA 
TRADER,  ARTHUR  L.,  LOS  ANGELES,  CALIFORNIA 
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TRAEGER,  JAMES  W. ,  SOUTH  BEND,  INDIANA 

TRAFTON,  WILLIAM  W. ,  JUNEAU,  ALASKA 

TRAHAN,  HUBERT  P,  ABBEVILLE,  LOUISIANA 

TRAHAN,  RONNIE  DALE  FRANCIS,  OPELOUSAS,  LOUISIANA 

TRAHEY,  MICHAEL  JOHN,  HACKENSACK,  NEW  JERSEY 

TRAINER,  STEVEN  DALE,  WICHITA,  KANSAS 

TRAINHAM,  CHARLES  E.,  WICHITA  FALLS,  TEXAS 

TRAINHAM,  RONALD  NELSON,  BRIARCLIFF  MANOR,  NEW  YORK 

TRAINOR,  FRANK  LOUIS,  CINCINNATI,  OHIO 

TRAMBUKIS,  LEO  P,  PROVIDENCE,  RHODE  ISLAND 

TRAMMELL,  M.  H.,  BEAUFORT,  SOUTH  CAROLINA 

TRAMMELL,  TRAVIS  IRA,  JR,  NATCHITOCHES,  LOUISIANA 

TRAMP,  ROBERT  JEROME,  OMAHA,  NEBRASKA 

TRANSUE,  CYNTHIA  LEE,  FOGELSVILLE,  PENNSYLVANIA 

TRANSUE,  THOMAS  ALBERT,  AVON,  CONNECTICUT 

TRAORE,  BABA,  CONAKRY,  GUINEA 

TRAPNELL,  JAMES  HOWARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

TRAPNELL,  WILLIAM  C,  VAN  PORT,  PENNSYLVANIA 

TRASK,  DONALD  R,  JR,  SHAW  AFB,  SOUTH  CAROLINA 

TRAUB,  NORMAN  A,  ORANGE,  CALIFORNIA 

TRAUBERT,  HERBERT,  WELLSBURG,  WEST  VIRGINIA 

TRAUNER,  JOHN  EDWARD,  NEVADA  CITY,  CALIFORNIA 

TRAUTWEIN,  THOMAS  EDWARD,  PLAINFIELD,  NEW  JERSEY 

TRAUTZ,  SCOTT  ARTHUR,  BRUNSWICK,  GEORGIA 

TRAVELSTEAD,  LOREN  W.,  HARRISBURG,  ILLINOIS 

TRAVIS,  BRION  DEREK,  CARMEL,  NEW  YORK 

TRAVIS,  ERNEST  R,  LITTLE  VALLEY,  NEW  YORK 

TRAWICK,  GARY  F,  FORT  VALLEY,  GEORGIA 

TRAYLOR,  BRUCE  E.,  GARDENA,  CALIFORNIA 

TRAYLOR,  CHARLES  EDWARD,  SPRINGFIELD,  ILLINOIS 

TREADAWAY,  BRUCE  S,  CHARLOTTE,  NORTH  CAROLINA 

TREADWAY,  FRANK  DONOVAN,  LUBBOCK,  TEXAS 

TREADWELL,  J  CRAIG,  COVINGTON,  GEORGIA 

TREANOR,  JOHN  TERRENCE,  GREENACRES  CITY,  FLORIDA 

TREGO,  JEFFREY  LYNN,  DUQUOIN,  ILLINOIS 

TREIB,  FREDDIE  DAVID,  OKLAHOMA  CITY,  OKLAHOMA 

TREIBENREIF,  BERNHARD,  LINZ,  AUSTRIA 

TREIBER,  JOHN  R,  FLORHAM  PARK,  NEW  JERSEY 

TREJCHEL,  BERNARD  J.,  ERIE,  PENNSYLVANIA 

TREJOS  RIVERA,  LUIS  HUMBERTO,  PANAMA,  PANAMA 

TRELLA,  JOEL  GREGORY,  HACKENSACK,  NEW  JERSEY 

TREMAINE,  NEIL  H. ,  PACIFICA,  CALIFORNIA 

TREMBLAY,  THOMAS  RAYMOND,  BURLINGTON,  VERMONT 

TREMBLY,  ALFRED  W. ,  SANTA  BARBARA,  CALIFORNIA 

TREMER,  WILLIAM  FLETCHER,  WEST  PALM  BEACH,  FLORIDA 

TRENDE,  RICHARD  WILLIAM,  HUDSON,  WISCONSIN 

TRENDLE,  NEVILLE  B,  WELLINGTON,  NEW  ZEALAND 

TRENGROVE,  JOHN  THOMAS,  JR,  MANASQUAN,  NEW  JERSEY 

TRENNER,  ROBERT  H. ,  MONTEREY,  CALIFORNIA 

TRENTHAM,  TIMOTHY  LEE,  PIGEON  FORGE,  TENNESSEE 

TREON,  EDWARD  LOWELL,  TAVARES,  FLORIDA 

TREON,  GARY  EUGENE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TRESCHUK,  TERRANCE  N,  ROCKVILLE,  MARYLAND 

TREUTKEN,  ROBERT  C,  FLORISSANT,  MISSOURI 

TREVENA,  JIMMY  R.,  MODESTO,  CALIFORNIA 

TREVER,  LESLIE  HOWARD,  BOULDER,  COLORADO 

TREVINO  WONG,  MANUEL  ALBERTO,  MONTERREY,  MEXICO 

TREVINO,  JOHN  PHILLIP,  HOUSTON,  TEXAS 

TREVINO,  LUIS,  MC  ALLEN,  TEXAS 

TREVINO,  RAMON,  JR,  SAN  ANTONIO,  TEXAS 

TREVINO,  RAMON,  JR,  SAN  ANTONIO,  TEXAS 

TRIANDAFILS,  JOHN,  YAPHANK,  NEW  YORK 

TRIBBLE,  RALPH  E.,  STOCKTON,  CALIFORNIA 

TRIBUZIO,  PHILIP  WALLACE,  EVERETT,  WASHINGTON 

TRIBUZIO,  WALLACE  CARLYLE,  EDMONDS,  WASHINGTON 

TRICKER,  MICHAEL  GEORGE,  NATIONAL  CITY,  CALIFORNIA 

TRIDICO,  THOMAS  J,  GREENSBURG,  PENNSYLVANIA 

TRIGGS,  TIMOTHY  SPENCE,  WINDSOR,  CONNECTICUT 

TRILLING,  PETER  HUGO,  LOS  ANGELES,  CALIFORNIA 

TRIM,  LEON  EWART,  GEORGETOWN,  GUYANA 

TRIMBLE,  JAMES  EDMUND,  HAYWARD,  CALIFORNIA 

TRIMBLE,  LAWRENCE  S.,  SACRAMENTO,  CALIFORNIA 

TRIMBLE,  RONALD  STEVE,  JONESBORO,  GEORGIA 

TRIPLETT,  JOHN  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TRIPLETT,  R.  DEWEY,  LENOIR,  NORTH  CAROLINA 

TRIPLETT,  RICHARD  GENE,  PIOCHE,  NEVADA 

TRIPLETT,  STANLEY  GLENN,  DEADWOOD,  SOUTH  DAKOTA 

TRIPOLI,  MARTIN  HORACIO,  BUENOS  AIRES,  ARGENTINA 

TRIPP,  GREGORY  SCOTT,  SR,  KENNEWICK,  WASHINGTON 

TRIPP,  SAMUEL  GARY,  HAWKINSVILLE,  GEORGIA 

TRIPPODO,  JOSEPH  MICHAEL,  JR,  MOUNT  VERNON,  NEW  YORK 

TRISTAN,  MACARIO,  JR,  CARROLLTON,  TEXAS 

TRKOVSKY,  JOSEPH  LEONARD,  ROUND  LAKE,  ILLINOIS 

TROCCOLA,  DENNIS  JOSEPH,  ALLENTOWN,  PENNSYLVANIA 

TROCHE,  EDGARDO  LUIS,  INDIANAPOLIS,  INDIANA 

TROELSTRUP,  WILLIAM  A.,  TALLAHASSEE,  FLORIDA 

TROGDON,  DEXTER  LEE,  ASHEBORO,  NORTH  CAROLINA 

TROLAN,  DOUGLAS  MERCER,  RICHMOND,  VIRGINIA 

TROLAND,  WILLIAM  J.,  STRATFORD,  CONNECTICUT 

TROLLINGER,  JAMES  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TROMBETTA,  GIACOMO  JOSEPH,  VILLAS,  NEW  JERSEY 

TROMBLEY,  DONALD  E. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TROMBLEY,  MARTIN  EARL,  MT.  PLEASANT,  MICHIGAN 

TROMBLEY,  RAYMOND  GEORGE,  HICKAM  AFB,  HAWAII 

TRON,  DANIEL  OSCAR,  SAN  DIEGO,  CALIFORNIA 

TRONCOSO,  JOSE  G,  LAS  VEGAS,  NEVADA 

TRONOVITCH,  STEVEN  RICHARD,  II,  BINGHAMTON,  NEW  YORK 

TRONRUD,  JOSEPH  J,  WINNIPEG,  CANADA 

TRONTVET,  PAUL  STANLEY,  ALBERT  LEA,  MINNESOTA 

TROSPER,  DAVID  LUTHER,  STERLING,  ILLINOIS 
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TROSTEL,  HARK  VANCE  -  ULRICH,  STEIN 
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TROTTER, 
TROTTER, 
TROTTER, 
TROTTER, 


TROSTEL,  MARK  VANCE,  DURANGO.  COLORADO 
TROTH,  DONALD  EUGENE,  TOPEKA,  KANSAS 

trotman    albert,  bridgetohn,  barbados 

'  Barrel  hayne,  port  orchard,  Washington 
dennis  0,  clinton,  tennessee 

iamF<;   I  EE      DES   MOINES,    IOWA 
JWNW        WASHINGTON,    DISTRICT   OF   COLUMBIA 
TROUPE?" DONALD   J.    NEW   HOLLAND      PENNSYLVANIA 
TROUT,    DOUGLAS   PARSHALL,    HILLSBORO      OHIO 
iSoUT      WILLIAM   L-,    SPRING    I  ELD      OREGON 
TROWBRIDGE,    JAMES   B.,    LORING   AFB,    MAINE 
T^^DAV^^HARrE^^WAirGT^I^I^Rl^^^COLUMBIA 

TTRR°OY:    KoSS^^-HlgoS^HlSK^LLIHOIS 
TROVER      PETER   LEROY,    WICHITA,    KANSAS 

JKIEi  jJ"el.  S  Eiils&5.arMsSi!5£.KA 

TRUETT   JOHN  TAYLOR,  ROSEBURG,  OREGON 
TRUITT:  RALPH  JAMES;  CHERRY  VALLEY,  ILLINOIS 
TRUJILLO,  ALLEN  DAVID,  SAN  DIEGO,  CALIFORNIA 

tS^ILLO1  jShN  SPAULJOBERNALILLo"NNEW  MEXICO 
TRUJILLO!  SAMUElTlBERT,  ALAM0G0RD0,  NEW  MEXICO 
TRULOCK,  ROMA,  TALLAHASSEE   FLORIDA 
TRUMBULL,  JOHN  HERBERT,  NEEDLES   CALIFORNIA 
TRUNDLE,  JOHN  ROBERT   LOS  ANGELES,  CALIFORNIA 
TRlKrOTT   ANDREW  LEE,  LA  CROSSE,  WISCONblN 

'  TRUSTY   ANTHONY  R,  LOUISVILLE,  KENTUCKY 
TRUSTY   JACK  BRADLEY,  DEFUNIAK  SPRINGS,  FLORIDA 
TRUTa!" JEANMARIE   NEW  YORK,  HEN  YORK 

'  trYKA^&RY  V  ; '  BROS*!!™ '  NNEWWYOR^SEY 
I  Iryon'  EUGENE  MILTON,  PIEDMONT,  CALIFORNIA 

Jc.AT   CHAO-SHENG  TAIPEI,  REPUBLIC  OF  CHINA 

TSAl'  CHlSc-LUNG  TAIPEI   REPUBLIC  OF  CHINA 
I  TSAMPIKOU   JOHN  M,  DETROIT,  MICHIGAN 
in  TONY  TAIPEI,  REPUBLIC  OF  CHINA 

TSCHIDA   PAUL  MICHAEL   LITTLE  FALLS,  MINNESOTA 

TSCHOFEN  HARDY,  BREGENZ,  AUSTRIA 

TSO  WAI  YAN  KENNY,  HONG  KONG.  HONG  KONG 

TSO  YEE  BONG,  NEW  YORK,  NEW  YORK 

TSUNASHIMA,  EIICHIRD,  TOKYO,  JAPAN 

TMINODA  HIDETO,  TOKYO,  JAPAN 

TiirKFR  DANIEL  S,  HURT,  VIRGINIA 

'  DONALD  WAGNER,  OAKLAND,  MARYLAND 
GEORGE  D  ,  EAST  LANSING,  MICHIGAN 
HUBERT  CLiFTON,  JR.  VICTORIA .TEXAS 
JIMMY  PARVIN,  MEMPHIS,  TENNESSEE 
10HN  E   HICKAM  AFB,  HAWAII 
JOHN  KEVIN,  PORTSMOUTH,  VIRGINIA 
JUDITH  LYNN.  FRESNO,  CALIFORNIA 
JUSTUS  M.,  WINSTON-SALEM,  NORTH  CAROLINA 
tK.  MICHAEL  DAVID  HONOLULU  HAWAII 
TiirKFR   MICHAEL  RAY,  TALLAHASSEE,  FL0K1UA 
TUCKER:  MICHEAL  DEAN.  ^LLIPOLIS   OHIO 
TUCKER,  PAUL  FRANCIS,  SALEM,  MASSACHUSETTS 

'  robERt"  MONT^RY^MARKL^VILLE,  CALIFORNIA 

ffil  Si:  CHEHiflS^ffiliGTON 

SS^TpHENL^ARTsUNSDOUTVHErHAHRLESTON,  WEST  VIRGINI 

'  WAAYNEERGUY  ^KSSd.^SJI^KI 
TUCK  R*.  WILLI Am'stEVEN.  UNIVERSITY,  ALABAMA 
Tunnn  w  A   LITTLE  ROCK,  ARKANSAS 
tu??f"  THOMAS  W LLIAM,  SEWICKLEY,  PENNSYLVANIA 

T'JLLY  DUNCAN  MICHAEL,  ST.  LOUIS,  MISSOURI 
TUILY   PAUL  ANTHONY,  MINEOLA,  NEW  YORK 
TUMA   BRYAN  JEROME,  LINCOLN,  NEBRASKA 
TUMBACl.  BENJAMIN  GABINO,  NATSONVILLE, 
TUMLINSON,  TED  LAWRENCE,  BRYAN,  TEXAS 
TUNAL   JOE  R,  FORT  WORTH,  TEXAS       irDCCV 
thmtson   JACK  E  ,  HIGHLAND  PARK,  NEW  JERSEY 
TUNNELL  JERRY  GLENN,  JOHNSON  CITY,  TENNESSEE 
TUOmIy'' GERARD  EUGENE,  NEW  YORK   NEW  YORK 
TUPIN,  ARTHUR  RAY,  AMARILLO  TEXAS 
107  n   TURANO,  MICHAEL  J.,  JR. ;  VAPHANK   NEW  YORK 
158   TURBETT,  ROY  WILLIAM,  LIVONIA,  MICHIGAN 

TURCOTTE,  WILLIAM  SCOTT   JACKSON,  MISSISSIPPI 

38:  SRSi^&.'aiSSi.    KSk 
rSiS!!V2M5:.TKieK   "S™" 

TURK,  ROBERT  MICHAEL,  MINEOLA,  NEW  YORK 
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TUCKER, 
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TUCKER, 
TUCKER, 
TUCKER, 
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TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 


TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 
TURNER, 


TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNER, 

TURNEY, 

TURPEN, 


TURK  SHERYL  LOUVONNE,  INDIANAPOLIS,  INDIANA 

TURNAGE  DAVID  RUSSELL,  CHATTAHOOCHEE.  FLORIDA 

TURNBOH,  KRISTOFER  PAUL   RAYTOHN.  MISSOURI 

tiirnfr   ALFRED  A.,  MINNEAPOLIS,  MINNESOTA 

'  ALMOND  JAMES,  JR,  COVINGTON,  GEORGIA 

ANTHONY  ROBERT,  OSHAWA,  CANADA       

ARTHUR  RICHARD  JACKSONVILLE,  NORTH  CAROLINA 
AVERY  ANSEL,  GREENVILLE,  SOUTH  CAROLINA 
CLARENCE  E.,  DYERSBURG,  TENNESSEE 
COURTLANDT  ARTHUR,  BRIDGETON,  NEW  JERSEY 

SiviS  !1arofdortam^dclepl^S:  18SSF 

TURNER'  DOUGUSAVAN-DYKE:0SrOOKFIE^,  WISCONSIN 
TURNER:  EDHARdV. NSR.,  INDIANAPOLIS,  INDIANA 
GARY  RAY,  URBANA,  ILLINOIS 
GEORGE  BRIAN,  LAKE  KATRINE   NEW  YORK 
JAMES  P.,  WASHINGTON,  DISTRICT  OF  COLUHBIA 
JOHN  H,  MOUNTLAKE,  WASHINGTON 
inwN  WTI  I  TAM  METAMORA,  ILLINOIS 
kSrL  TAYLOR  'WASHINGTON,  DISTRICT  OF  COLUMBIA 
KENNETH  A,  ODESSA,  TEXAS 

IS:  L^T,  jEW&g "ICT "' C0LUM61 

TURNER  MELVIN  EUGENE,  DETROIT  MICHIGAN 
MILES  C,  JR.,  TAMPA,  FLORIDA 
PFRCY  ALLEN.  AUGUSTA,  MAINE 
PERRY  SANDERS,  TALLAHASSEE,  FLORIDA 
PHILIP  CARL,  LOUISVILLE,  KENTUCKY 
REGINALD  M,  CLEVELAND,  OHIO 
RICE  T,  FORESTVILLE,  MARYLAND 
RICHARD  A.,  CORSICANA,  TEXAS 
RICHARD  LEONARD,  QUANTICO,  VIRGINIA 
ROBBY  LOY,  TULSA,  OKLAHOMA 
ROBERT  BRUCE,  WESTON,  CONNECTICUT 
RORFRT  J   LIVONIA,  MICHIGAN 
ROBERT  LEE,  SR,  STREATOR,  ILLINOIS 
ROBERT  SOMERS,  LAKE  JACKSON  TEXAS 
ROLAND,  MT.  CRESTED  BUTTE,  COLORADO 

THOMAS  kENNET^sVPlAKE  CITY,  UTAH 
THOMAS  RICHARD  SR,  ANNAPOLIS  HARYLAND 
THOMAS  T,  HADISONVILLE,  KENTUCKY 
WILLIAM  L,  TOWSON,  MARYLAND 
uti  i  1AM  MICHAEL  PALOS  HEIGHTS,  ILLINOIS 
HILLIAM  R   WASHINGTON,  DISTRICT  OF  COLUMBIA 
WILLIAM  ROBERT,  OVERLAND,  MISSOURI 
JEFFERY  JAMES,  MCGUIRE  AFB,  NEW  JERSEY 
CORNELIUS  J.,  JR.,  COUNCIL  BLUFFS,  IOWA 
TURPEN*  DAVID  ALLEN,  HENDERSON,  KENTUCKY 
Si  HARRY  JAMES  JR.  MEMPHIS,  TENNESSEE 
tiicpamv   RONALD  PAUL.  MT  CLEMENS,  MICHIGAN 
TUSHAUs'  DANIEL  KENNETH,  BROOKFIELD,  WISCONSIN 
TUSHAUS!  KENNETH  ARTHUR*,  THIENSVILLE,  WISCONSIN 
TllTFN  JIM  D  RUSTON,  LOUISIANA 
TUTKO  CHRISTOPHER  J  ,  MANASSAS,  VIRGINIA 
TUTTLE.  DOUGLAS  FREEMAN,  NEWARK,  DELAWARE 
tiitti  F   FDWARD  V   TRENTON,  NEW  JERSEY 
TUTTlI'  JAMES  PAUL,  EAST  LANSING,  MICHIGAN 
TUTWI  ER  EDWARD  FOREST   FORT  WAYNE   INDIANA 
TWARn7TK  JOSEPH  JOHN,  DETROIT,  MICHIGAN 
THITTY  JAMES  J  ,  DELRAY  BEACH,  FLORIDA 
TWOMRLY  DAVID  NELSON,  SCARBOROUGH,  MAINE 
TYE   ERNEST  BOYD;  STILLWATER,  OKLAHOMA 
ivifcp  nK  ROBERT  TERRE  HAUTE,  INDIANA 
TYlIr:  mCHRAELEETDWARDR  SAN  DIEGO  CALIFORNIA 
TYLER  NATHANIEL,  THOMASVILLE,  GEORGIA 
TYNDA  L°  SEENNisN^ITHERwtsTL°CUOLUH^A,  SOUTH  CAROLINA 
TVO  JOSEPH  M  JR,  FALLS  CHURCH,  VIRGINIA 
TYRe/mITCHEU  LEO,  JUNO  BEACH,  FLORIDA 
TYREE,  TERRY  TUNSTALL,  ODESSA,  TEXAS 
.  TYRRELL,  ARTHUR,  WOODSTOCK   LLINOIS  pl 

,  U^MI^HoKng',    HONG*  ''  ^"^ 

1  UBBBEE%I!ERLI'AM  E-.'lIi;    SnG^O^^ItRICT   OF   COLUHBI, 

UDELL^GILMAN  l™&\    WASHINGTON,    DISTRICT  OF  COLUMBIA 

iinFN       IOHN  KIENAST,    MILES  CITY,    MONTANA 

B  fe     ¥  "  ?ANA^I^TSNASDtsTRICT  OF  COLU, 

*  E^S^ffl:    ^StS^S  OF  HICR 
UELMEN'    TLAOYDHRAYM0OND0'WESTANBEND,    WISCONSIN 
U  LRZ  NJEFLF°RE?  ALLEN.    flCHMOMD,    VIRGINIA 

*  UHHLENH°0BPPRTLARRY  '   A       ^HUR^  v?KlNIA 
UHLLEErBRiALNARSoMA  ''CORPUS  CHRIST!      TEXAS 
iimi  F<;     PHILLIP  WADE,    DELANO,    CALIEOKNlA 
UHRIg'.    FREDERIC  G,    JUNCTION  CITY     KANSAS 

hi trHNY     MICHAEL   ROBERT,    TUCSON,    AKI^una 
ULLEVIG:    MICHAEL  KENNETH     OLMOS  PAR C        EXAS 
u   iii  i  oirn      RORFRT    J      LOS   ALAMOS,    NtH   MtAii-u 
"   ULMAN     HI      UH  DUANE.    SOUTHFIELD,    MICHIGAN 
ULRICH,    STEIN,    SKI,    NORWAY 
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ULTSCH,    THOMAS    ROBERT   -   VAPPIE,    RUSSELL   MARK 
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UNDERHILL, 
UNDERHILL, 
UNDERWOOD, 
UNDERHOOD, 
UNDERHOOD, 
UNDERWOOD, 
UNDERWOOD, 
UNDERWOOD, 


ULTSCH,  THOMAS  ROBERT,  RACINE,  WISCONSIN 
UMBERHIND,  LLOYD  K.,  LOS  ALAMOS,  NEW  MEXICO 
UMLAUF,  RICHARD  M,  INDIANAPOLIS,  INDIANA 
UMPLEBY,  WILLIAM  BRUCE,  JR,  CANTON,  OHIO 
UNDERCUFFLER,  DAVID  C,  PENNSAUKEN,  NEW  JERSEY 
UNDERDAHL,  HOBART  R. ,  COOS  BAY,  OREGON 
BURL  A.,  FORT  MYERS,  FLORIDA 
THOMAS  COY,  ATHENS,  TEXAS 
GEORGE  R,  PENSACOLA,  FLORIDA 
JAMES  ERVIN,  BIRMINGHAM,  ALABAMA 
JOSEPH  MORRIS,  J,  CASSOPOLIS,  MICHIGAN 
REGINALD  GEORGE,  RIVERHEAD,  NEW  YORK 
RICHARD  LEE,  SR,  HILLSBORO,  OREGON 
,  ROBERT  GLENN,  GULFPORT,  MISSISSIPPI 
UNDERWOOD,  WILLIAM  BLAINE,  DEPTFORD,  NEW  JERSEY 
UNGER,  FRED  M. ,  OLYMPIA  FIELDS,  ILLINOIS 
UNO,  CHARLES  AKIRA,  SAN  DIEGO,  CALIFORNIA 
UNRUH,  DELBERT  RAY,  FRESNO,  CALIFORNIA 
UNRUH,  IRVIN  M.,  JR.,  WILDWOOD  CREST,  NEW  JERSEY 
UNSWORTH,  STEPHEN  HARRY,  WALTHAM,  MASSACHUSETTS 
UPCHURCH,  LARRY  K,  OKLAHOMA  CITY  OKLAHOMA 
UPCHURCH,  MALCOLM  W. ,  CHATTANOOGA,  TENNESSEE 
UPCHURCH,  STEPHEN  RALPH,  OKLAHOMA  CITY,  OKLAHOMA 
UPHAM,  KENNETH  W,  QUINCY,  MASSACHUSETTS 
UPTON,  JOHNNY  WARREN,  LONGVIEW,  TEXAS 
UPTON,  PAUL  J,  SOMERVILLE,  MASSACHUSETTS 
URANGA,  CLIFFORD  GREGORY,  ALTUS  AFB,  OKLAHOMA 
URANGA,  ERMINO,  ODESSA,  TEXAS 
URBAN,  GEORGE  M. ,  EAST  ALTON,  ILLINOIS 
URBAN,  TIBOR,  BUDAPEST,  HUNGARY 
URBANSKI,  JOHN  DANIEL,  WEST  SENECA,  NEW  YORK 
URBINA  FLORES,  DIEGO  A,  SAN  JUAN,  PUERTO  RICO 
URBY,  JOHN  ANTHONY,  MIDLAND,  TEXAS 
^fJSKY,  THOMAS  MARTIN,  PACIFIC  GROVE,  CALIFORNIA 
URGENT,  RUBY  MARIA,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
URIBE,  STEVEN  KENT,  ROSEVILLE,  CALIFORNIA  lbLANUb 
URICK,  MEREDITH  S.,  RICHMOND,  VIRGINIA 
URISTA,  TERRENCE  D,  GREELEY,  COLORADO 
URQUHART,  DONALD  VINCENT,  HOLLIS,  NEW  YORK 
URQUIDI,  ANTONIO,  ALPINE,  TEXAS 
URRY,  SANDRA  JEAN,  SALT  LAKE  CITY,  UTAH 
URRY,  WILLIAM  HOWARD,  HAWTHORN  WOODS,  ILLINOIS 

EM^Io  W^RI^.^S501^"'  RH°DE  ISUND 

USINA,  PAUL  EDWARD,  PALATKA,  FLORIDA 

USRY,  THOMAS  N,  GLEN  ELLYN,  ILLINOIS 

USSERY,  CHARLES  B.,  LONG  BEACH,  CALIFORNIA 

M?fI?Y,nKIAt1r;!A£KS0N'  BERNARDSVILLE,  NEW  JERSEY 

mtt?£a  DAV>ID  ALFRED,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

UTITCO,  LOLITO  V.,  MANILA,  PHILIPPINES 

.UJIlc?IIPHEN  LEE'  CHARLESTON,  WEST  VIRGINIA 

UTTASART,  CHOOMPOL,  BANGKOK,  THAILAND 

UTZ,  CHARLES  ANTHONY,  CHICAGO,  ILLINOIS 

UTZ,  JAMES  JOSEPH,  CHICAGO,  ILLINOIS 

UTZ,  RONALD  A.,  SAN  JOSE,  CALIFORNIA 

UYEDA,  MICHAEL  ALLAN,  SACRAMENTO,  CALIFORNIA 

UYEDA,  RODNEY  BRIAN,  PASADENA,  CALIFORNIA 

VACHON,  JOSEPH  H. ,  BIDDEFORD,  MAINE 

VADAS,  STEPHEN,  MC  KEESPORT,  PENNSYLVANIA 

VADEN,  ANDREW  ROBERT,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

VADEN,  JAMES  D,  JUNEAU,  ALASKA 

VAFLOR,  RENATO  MIRANDA,  MANILA,  PHILIPPINES 

vaK'S;  t^inn  WesEtZaN'  FEDERAL  REPUBLIC  of  germ 

VAITEIKS,  ARTURS,  LIEPAJA,  LATVIA 
VAJDA,  RICHARD  J,  HARRISBURG,  PENNSYLVANIA 
l^?B'    MARI°  ALBERTO,  TUCSON,  ARIZONA 
VALBURG,  MARION  D,  MOMOUTH,  OREGON 
»»|-RcRRAMA  ALARCON,  RAMON  CAMIL,  SANTIAGO,  CHILE 
VALDERRAMA,  GERONIMOG.,  QUEZON  CITY,  PHILIPPINES 
VALDEZ,  JESSE  JAMES,  DEER  PA«K,  TEXAS  KMILIPPINES 
XaH?E.2*.RA!2ELA  AMELIA,  NEW  YORK,  NEW  YORK 
VALENCIA,  FELIX  BUNOAN,  JR.,  CHICAGO.  ILLINOIS 
SJflBRSi'  2ANIEL  J0HN:  CARMEL,  N?W  YORK 
vaLc2tJKc'  uRA^  MARSHALL,  KEARNY,  ARIZONA 
»ALcutJ^'  HILLEL  J->  NEW  Y0RK-  nEW  YORK 
VALENTINE,  JASON  MICHAEL,  DALLAS,  TEXAS 
JOHN  J,  FREEHOLD,  NEW  JERSEY 
MARSHAL  ANTHONY,  FAIRFAX,  VIRGINIA 
5JfHA!?2  FRANCIS,  WEST  CALDWELL,  NEW  JERSEY 
,  WILLIAM  LLOYD,  SHREVEPORT,  LOUISIANA 
vllIE?'  fKJ!  LE0'  BURBANK,  CALIFORNIA 
»ALE:N^,  D0NALD  J0SEPH,  DOTHAN,  ALABAMA 
X*  ™  *•  GEORGE  J.,  EL  SEGUNDO,  CALIFORNIA 
VALENZUELA,  JOE,  PHOENIX,  ARIZONA 
vA.LuncUEbAAuMANUEL  F"  CHANDLER,  ARIZONA 
vaM^t*  NLC,H?L£S  JAMES-  HYDE  PARK,  NEW  YORK 

fj.  JOOHI  TAPANI,  HELSINKI,  FINLAND 
wA.LLA£'  PAUL  DOUGLAS,  DRAYTON  PLAINS,  MICHIGAN 
VALUNDINGHAM,  CHARLES  EDWARD,  TUSTIN,  CALIFORNIA 
VALLE,  JAMES  DALE,  CORONA,  CALIFORNIA  ,"ALlhU'<N1A 
VALLE,  RAFAEL  A,  SAN  JUAN,  PUERTO  RICO 
VALLETTA,  BASIL,  SOLVAY,  NEW  YORK 
wALbIcA>,GE0RGE'  CALUMET  CITY,  ILLINOIS 
vAL/AMNi  AL,ME.RIS'  VENEZIA  MESTRE,  ITALY 
*  ALLEN-  JAMES  ARTHUR,  ORILLIA,  CANADA 
VAN  ARSDALE,  RONALD  G,  MIDDLETOWN,  OHIO 
VAN  CAMP,  JOHN  R,  BATAVIA,  OHIO 
VAN  CAMP,  ROBERT  MARK,  PARADISE  VALLEY,  ARIZONA 
VAN  COUTREN,  ANTHONY  LANE,  LONG  BEACH,  CALIFORNIA 


VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 


164 
184 
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175 
78  tt 
134 
115  tt 
172 
151 
131 
147 
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171 
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179 
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175 

131  tt 

98  tt 
113 
136 
146 

84  tt 

85  tt 
89  tt 
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185 
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134 
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185 
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108 
142 
108 
184 
167 
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71  tt 
169 
103  tt 
113  tt 
96 
195 
150 
173 
169 
95  tt 
128  tt 
98 
120  tt 
53  tt 
133 
179 
91 
91 
111  tt 
147  tt 
138 

71  tt 
152 
95 
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71 
110 
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96  tt 
95  tt 
178 


VAN  GIESON,  ROBERT  DUNCAN,  TACOMA,  WASHINGTON 
VAN  HAAFTEN,  MARVIN,  KNOXVILLE,  IOWA 

VAN  HISE,  ROBERT  DONALD,  JR,  EAST  WINDSOR,  NEW  JERSEY 
VAN  HORN,  GARY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
VAN  HORN,  JONATHAN  S,  HAWTHORNE,  CALIFORNIA  UULUPmlA 
VAN  HORN,  LARRY  ALLEN,  LIMA,  OHIO 
t   VAN  HOUTEN,  JAMES  H. ,  BUCKLEY  ANG  BASE,  COLORADO 
VAN  HOUTEN,  RUSSELL  LEWIS,  NORTHGLENN,  COLORADO 
VAN  LAERE,  MARC,  BRUSSELS,  BELGIUM 
VAN  LEER,  MICHAEL  G,  WEXFORD,  PENNSYLVANIA 
VAN  LEEUWEN,  MARIO  C,  LEIDERDORP,  NETHERLANDS 
VAN  MALE,  RAYMOND  PAUL,  GERMANTOWN,  WISCONSIN 
VAN  METER,  ROBERT  ALLEN,  SR,  SALISBURY,  MARYLAND 
VAN  OOSTERHOUT,  JOSEPH  WALTER,  NEGAUNEE,  MICHIGAN 
VAN  OPHUIZEN,  HENDRIKUS  W  J,  THE  HAGUE,  NETHERLANDS 
VAN  PUTTEN,  CONNIE  RAE,  UNION  CITY,  CALIFORNIA 
VAN  ROO,  MICHAEL  LEE,  MILWAUKEE,  WISCONSIN 
VAN  STREAIN,  TERRY  IVAN,  KALAMAZOO,  MICHIGAN 
VAN  TIL,  CARL  JAMES,  EAST  LANSING,  MICHIGAN 

y,*N  WALcEN2,A,^b  WESLEY  E'  JR-  HINEOLA,  NEW  YORK 

VAN  ZILE,  RUSSELL  HENRY,  CEDAR  GROVE,  NEW  JERSEY 

VANALST,  GERALD  P.,  BAY  CITY,  MICHIGAN 

VANARSDOL,  JACKIE  D,  SHERIDAN,  COLORADO 

VANATTA,  WALTER  KEITH,  KEMMERER,  WYOMING 

VANAUKEN,  GARY  MICHAEL,  VIRGINIA  BEACH,  VIRGINIA 

VANBEVEREN,  LESLIE,  EAST  LANSING,  MICHIGAN 

VANBLARICOM,  DONALD  P,  BELLEVUE,  WASHINGTON 

VANCE,  C.  REED,  SIERRA  VISTA,  ARIZONA 

VANCE,  GARY  EVAN,  LOS  ANGELES,  CALIFORNIA 

VANCE,  HENRY  MAHLON,  III,  ALBANY,  NEW  YORK 

VANCE,  JAMES  MARTIN,  TEMPE,  ARIZONA 

VANCE,  JIMMY  RAY,  GARLAND,  TEXAS 

VANCE,  LANE  W,  ALBUQUERQUE,  NEW  MEXICO 

VANCE,  MICHAEL  L,  GREENVILLE,  OHIO 

VANCE,  OSCAR  PALMER,  JR,  NORRISTOWN,  PENNSYLVANIA 

VANCE,  RONALD  DOUGLAS,  INDIANAPOLIS   INDIANA 

VANCLEAVE,  GUY  F.,  BRIGHTON,  COLORADO 

VANDEMORTEL,  ROGER  JAMES,  NEWARK,  NEW  YORK 

VANDEN  BERGHE,  RAYMOND  J.,  SR.,  WEST  TRENTON,  NEW  JERSE 

VANDENBERG,  CURTIS  LEE,  EAST  LANSING,  MICHIGAN 

VANDENBERG,  JAMES  LEROY,  LOS  ANGELES,  CALIFORNIA 

VANDER  MEULEN,  JAMES  F.,  WALKER,  MICHIGAN 

VANDERBILT,  RICHARD  LEROY,  DELMAR,  NEW  YORK 

VANDERFORD,  JOHN  R. ,  HICKORY,  NORTH  CAROLINA 

VANOERGOOT,  GEORG  C,  BRIDGEWATER,  NEW  JERSEY 

VANDERHEIDE,  SAMUEL  LEWIS,  OGDEN,  UTAH 

VANDERHOOF,  WILLIAM  H,  JR,  FAIRFIELD  TWP,  NEW  JERSEY 

VANDERKLIS,  CORSTIAAN  A,  JR,  ARCATA,  CALIFORNIA 

VANDERLELIE,  JOHANNES  GERARD,  OAKVILLE,  CANADA 

VANDERLINDEN,  RICHARD  SCOTT,  ALEXANDRIA,  VIRGINIA 

VANDERMEE,  THOMAS  EDWARD,  ENGLEWOOD,  COLORADO 

VANDERPLOEG,  DAVID  JOHN,  SR,  GLENVIEW,  ILLINOIS 

VANDERPOOL,  ROGER  LEE,  CASA  GRANDE,  ARIZONA 

VANDERPOOL,  WILLIAM  F. ,  WASHINGTON,  DISTRICT  OF  COLUMBI 

VANDERTOOK,  H  E,  GRAND  JUNCTION,  COLORADO 

VANDEUSEN,  KENNETH  R. ,  AMARILLO,  TEXAS 

VANDEVENTER,  CHRISTOPHER  W. ,  PLACERVILLE,  CALIFORNIA 

VANDEVORT,  HARRY  E.,  PRESCOTT,  ARIZONA 

VANDIVEER,  RODNEY  N.,  MEMPHIS,  TENNESSEE 

VANDIVER,  HUGH  MICHAEL,  PASCO,  WASHINGTON 

VANDIVER,  JAMES  D,  LITTLE  ROCK,  ARKANSAS 

VANDYKE,  RAYMOND  E.,  JOLIET,  ILLINOIS 

VANDYKEN,  JAMES  FRANCIS,  KALAMAZOO,  MICHIGAN 

VANGENT,  DALE  A,  OMAHA,  NEBRASKA 

VANGILDER,  JEFFREY  CHARLES,  LEESBURG,  VIRGINIA 

VANGILDER,  JOHN  WILLIAM,  HAVRE  DE  GRACE,  MARYLAND 

VANHEES,  PHILIP,  UCCLE,  BELGIUM 

VANHOOSE,  BILLY  J.,  ASHLAND,  KENTUCKY 

VANHOOSER,  JACK  MARLER,  JR,  MEMPHIS,  TENNESSEE 

VANHORN,  WILLIAM  P.,  JR.,  GARDEN  GROVE,  CALIFORNIA 

VANHOUTTE,  VIRGINIA  J.,  LOS  ANGELES,  CALIFORNIA 

VANICK,  HOWARD  R.,  MAYWOOD,  ILLINOIS 

VANIKIOTIS,  GEORGE  THANASIS,  ATHENS,  GREECE 

VANKEUREN,  MICHAEL  PAUL,  HORNELL,  NEW  YORK 

VANLANDINGHAM,  ROGER  DALE,  BATESVILLE,  MISSISSIPPI 

VANLENT,  PATRICK  PAUL,  FORT  MC  CLELLAN,  ALABAMA 

VANLEUVEN,  WENDELL  R,  POCATELLO,  IDAHO 

VANNICE,  RICHARD  LEE,  ALBANY,  OREGON 

yA^SJJ'  HERBERT  A.,  JR.,  WEST  LONG  BRANCH,  NEW  JERSEY 

VANORDEN,  HOWARD  EUGENE,  MARTINEZ,  CALIFORNIA 

VANOSTRAND,  HERBERT  L.,  ITHACA,  NEW  YORK 

VANOTTERLOO,  ALVIN,  LONG  BEACH,  CALIFORNIA 

VANOVER,  GENE  WILLARD,  WISE,  VIRGINIA 

VANRYN,  KENNETH  E,  FORT  WAYNE,  INDIANA 

VANSCOY,  DAVID  G. ,  SR. ,  HAMPTON  BAYS,  NEW  YORK 

VANSCOY,  PERRY  E. ,  MILLERSVILLE,  MARYLAND 

VANSCOY,  THEODORE  WAYNE,  COLUMBUS,  OHIO 

VANSCOYK,  JOSEPH,  CROWN  POINT,  INDIANA 

VANSCOYOC,  DONALD,  ORLANDO,  FLORIDA 

VANSLYKE,  LARRY  CHARLES,  ZION  NATIONAL  PARK,  UTAH 

VANSTRATEN,  JAN,  THE  HAGUE,  NETHERLANDS 

VANTHIELEN,  PAUL  FERDINAND,  BRUSSELS,  BELGIUM 

VANTRONK,  JOHN  E,  TAMPA,  FLORIDA 

VANTUYL,  RICHARD  F,  NILES,  MICHIGAN 

VANVEGHEL,  WILLIAM,  SOUTH  EUCLID,  OHIO 

VANVLACK,  DALE  W. ,  MAYVILLE,  NEW  YORK 

VANWERT,  CARL  EUGENE,  MONROE,  MICHIGAN 

VANYO,  ANDREW  S,  CLEVELAND,  OHIO 

VANZEE,  JAMES  L.,  LOS  ANGELES,  CALIFORNIA 

VAPPIE,  RUSSELL  MARK,  NEW  ORLEANS,  LOUISIANA 
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VARA,  JOSEPH  RAY  -  VODDE.  ROBERT  FRANCIS 
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79  tt 
162  tt 
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110 
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134 
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194 
148  * 
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130 
78  tt 
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52  tt 
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VARGAS, 

VARGO, 

VARGO, 


VARNER, 
VARNER, 
VARNES, 
VARNEY, 


U.S.  VIRGIN 


VASTINE, 

VAUGHAN, 

VAUGHAN, 

VAUGHAN, 

VAUGHN, 

VAUGHN, 

VAUGHN, 

VAUGHN, 

VAUGHN, 


VAUGHN, 
VAUGHN, 
VAUGHN, 
VAUGHT , 


VARA   JOSEPH  RAY,  HOUSTON,  TEXAS 
VARAMISRA,  PISAKDI,  BANGKOK   THAILAND 

^^NEGR^^^r  ANSIS  ■  ^      icSEVADA 
rArAS-ALE^SN.J?urSHiN^!o:ONSANNJHUA^   SeRTO  RICO 
All  CORVERA,  MANILA,  PHILIPPINES 
G  MICHAEL,  PETOSKEY,  MICHIGAN 
VAKbU,  HILLIAM  F.,  CLEVELAND,  OHIO 
VARISCO  PHILIP  J.,  HILLSDALE,  NEW  JERSEY 
VARNER   DANIEL  LEE   HUNTINGDON,  PENNSYLVAN  A 
VARNFR   DAVID  WARREN,  EDINBORO,  PENNSYLVANIA 
E  '  RKHARD  DEWAYNE,  CARSON  CITY   NEVADA 
RONALD  CLAUD,  FAIRFAX,  VIRGINIA 
MARTHA  V.,  GAINESVILLE,  FLORIDA 
FRANCIS  J  MINEOLA,  NEW  YORK 
v«RFNTI   DANIEL  PATRICK,  ROCHESTER,  NEW  YORK 
VARRO   JOSEPH  ANTHONY,  MORRISTOWN,  NEW  JERSEY 
VARRONE,  DOMINICK,  YAPHANK,  NEW  YORK 
VARTY   ARTHUR  FORREST,  LAKOTA,  NORTH  DAKOTA 
silVco'    JOSEPH  D  JR,  FORESTVILLE,  MARYLAND 
VASCONCELLES   MARY  LOUISE,  SPRINGFIELD,  ILLINOIS 
VASEL   FREDERICK  J.,  HILLSBORO,  MISSOURI 
VASEy!  JUDY  ROBERTS  CHICAGO,  ILLINOIS 
VASIL   VINCENT  LEO,  SANTA  ANA,  CALIFORNIA 
VAllLOFF   RONALD  DAVID,  DETROIT,  MICHIGAN 
va^TN   YURIY  GENNADYEVICH,  MOSCOW,  RUSSIA 
VASOUEZ-GONZALEZ   FRANCISCO,  CHRISTIANSTED, 
VASOUEZ,  EDWARD  J.,  VENTURA,  CALIFORNIA 
VASOUEZ   FRANK  G. ,  SANTA  CLARA,  CALIFORNIA 
VASOUEZ,  GREGORIO'.  JR,  LOS  ANGELES  CALIFORNIA 
VASOUEZ,  LIONEL,  MCMINNVILLE,  OREGON 
VASOUEZ,  MANUEL,  DALLAS,  TEXAS 

THEODORE  Y.,  JR.,  CHADRON,  NEBRASKA 
JAMES  E.,  JR.,  SEATTLE,  WASHINGTON 
JOHN  KEVIN,  NEW  YORK,  NEW  YORK 
PATRICK  F.,  DECATUR,  ILLINOIS 
BOBBY  A,  TALLAHASSEE,  FLORIDA 
CLARENCE  R.,  Ill,  CONYERS,  GEORGIA 
GENE  T,  JEFFERSON  CITY,  MISSOURI 
JAMES  T,  SMYRNA,  DELAWARE 
JOHN  C,  INDEPENDENCE,  MISSOURI 
VAUGHN  MICHAEL  WESLEY   NORMAN ,  OKL AHOMA 
VAUGHN   NELSON  LEE,  SAN  DIEGO,  CALIFORNIA 
'  SHAWN  MARK  TEXARKANA,  ARANSAS 

TRAMMELL  EDWARD,  CHATTANOOGA,  TENNESSEE 
WTI  LIAM  S   ST.  LOUIS,  MISSOURI 
JOSEPH  WENDELL,  COLUMBIA,  SOUTH  CAROLINA 
VAZQUEZ  RODRIGUEZ?*  TONIO  SAN I  JUAN ,  gHTO  gCO 

vazqUIz  SSBF'jS  Epablo  Aguan1M  Rhex?P° 

VAzffiiz-LOZANO  SAMUEL,  SAN  JUAN   PUERTO  RICO 

vc*ru   nFNNTS  RAY   COLUMBIA,  MISSOURI 

VEASEY  MATTHEW  JOSEPH,  PHILADELPHIA  PENNSYLVANIA 

VEDITZ   THOMAS  E.,  PIKESVILLE  MARYLAND 

VEGA  ANDRES,  JR.,  BROWNSVILLE,  TEXAS 

VEGA  LOUIS  ARSENIC  NEW  YORK,  NEW  YORK 

VEGA*  MICHAEL  ANGEL  SACRAMENTO,  CALIFORNIA 

VEGAS   JOSEPH  THOMAS,  HAILUKU,  MAUI   HAWAII 

VFILLEUX   LAURENT  E,  LEWISTON,  MAINE 

VE  LLEUX   PETER  BRIAN,  MILFORD,  MASSACHUSETTS 

VF  TENHE  MER,  DON,  MUSKEGON,  MICHIGAN 

VELA  ARLIS  EUSEBIO,  MANILA,  PHILIPPINES 

VELASCO  ANDREW,  FLORISSANT,  MISSOURI 

VELASQUEZ   CARLOS  JOEL,  OKINAWA,  JAPAN 

VELAZQUEZ,  HECTOR  SANABRIA,  CEIBA,  PUERTO  RICO 

VELAZQUEZ  MIGUEL  A,  ARECIBO  PUERTO  RICO 

VELCHEK,  EUGENE  A,  CLINTON,  ILLINOIS 

unnHFFR   1AHRENCE   ZEELAND,  MICHIGAN 

ylEEEntano?^ 

vfi  f7-felician0,  luis,  san  juan,  puerto  kilu 

VELEZ   BORGES   SAN  JUAN,  PUERTO  RICO 
VELEZ   LUIS,  COLORADO  SPRINGS,  COLORADO 

,  VELON,  ROBERT  C,  RESTON  VIRGINIA 

i   vci  TMAN   JAY  A.  MILLVILLE,  NEW  JERSEY 
VENA   LOUIS  ANTHONY.  KENOSHA,  WISCONSIN 
VENABLE   ALLEN  JUDE   LAFAYETTE,  LOUISIANA 

*  u  uari  p   THARI  ES  E  DOVER,  DELAWARE 
'  «2tl}l'  FRVIN  PAUL   JR.  BATON  ROUGE,  LOUISIANA 

VENABLE'  JAMES  C   WASHINGTON,  DISTRICT  OF  COLUMBIA 
I  VENCILl,  JOHN  REX  MARTINSVILLE   VIRGINIA 

SvvEe^asTr^oH-jrB°^^ame^R^ifornia 

'JbsS  gHCNHERJR.T^WApROV?^SACE,  NEW  JERSEY 

l   V ENSON.  CLYDE  R  MEMPHIS  TENNESSEE 

*  VENTRIGLIA,  ANTHONY  C. .ORANGEBURG,  NEW  YORK 
VENTURA,  JOSEPH  GUADALUPE,  VISALIA.  CALIFORNIA 

h   vcuTMRTNO   NORMAN  LEWIS,  CLAYTON,  CALIFORNIA 
VENUS   VICTOR  ERNST,  MILWAUKEE,  WISCONSIN 
VERBISH  MARY  ELIZABETH,  INDIANAPOLIS,  INDIANA 
VFREB   NINA  A,  YAKIMA,  WASHINGTON 

M   VERETTO  JOSEPH  J.  OAKLAND,  CALIFORNIA 
VFRr.FS   ROBERT  J.   BELLEVILLE,  ILLINOIS 
VfShOREVOORT   JAY  ANTHONY,  DAVENPORT,  IOWA 
VFRLEY   JAMES  ARTHUR   EVANSVILLE,  INDIANA 
V  RRMEER,JSCOTTAS  G,   EDWOOD  CITY  CALIFORNIA 
VERMILLION,  JOHN  W,  III,  VICTORIA,  TEXAS 
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VETTER, 
VETTER, 
VETTER, 


VFRMIILION   PHILLIP  LEE,  WILMINGTON,  OHIO 
VERNES   ANDREW  R . .  MINNEAPOLIS,  MINNESOTA 
VERNON,  RUDY  MATTHEW,  SAN  ANTONIO,  TEXAS 
VERNON   WILLIAM  EMMETT,  EL  CENTRO,  CALIFORNIA 
VFRSEPUT   GARY  W,  FORT  HOOD,  TEXAS 
VERTIN  WILLIAM  JOHN,  JR,  DETROIT,  MICHIGAN 
VESCOVO,  PAUL  CLEMENT,  III,  SMITHVILLE,  MISSOURI 
VESKI,  LEONARD,  MIAMI  BEACH,  FLORIDA 
VEST   ANDREW  LEE,  LYNCHBURG,  VIRGINIA 
VFST'  DEWEY  FERRELL,  HARTSELLE,  ALABAMA 
VEST   HOWARD  KESLER,  BECKLEY,  WEST  VIRGINIA 
VFSTA   DALE  NORMAN,  SYCAMORE,  ILLINOIS 
VESTAL   BRUCE  DAVID,  BELLEVUE,  WASHINGTON 
ROBERT,  MEMPHIS,  TENNESSEE 
BILLY  R,  EDMOND,  OKLAHOMA 
CHARLES  F,  EXETER,  NEW  HAMPSHIRE 
JOHN  ANTHONY,  FORT  MYERS,  FLORIDA 
MICHAEL  THOMAS,  ITHACA,  MICHIGAN 
THOMAS  MARION,  LOS  ANGELES,  CALIFORNIA 
VTAR   'lAMES  L.  ROANOKE,  VIRGINIA 
VIARENGO.  JOHN  JAMES,  PARADISE,  CALIFORNIA 
V  CARS  DONALD  ARMOND,  OREGON  CITY  OREGON 
VICARS  DWIGHT  ELSWORTH,  GRESHAM,  OREGON 
VICE   PAUL  H.,  KANSAS  CITY,  MISSOURI 
VICK  ASHLEY,  MILLERSVILLE,  MARYLAND 
VICK'  BENNIE  JOE,  CARBONDALE,  ILLINOIS 
VICK  DANNY  L,  CLARKSDALE,  MISSISSIPPI 
VICKERS,  MONTY  HUGH,  LITTLE  ROCK,  ARKANSAS 
VICKERY,  JAMES,  FAIRFAX,  VIRGINIA 
VICTORINE,  LEROY  JOHN,  HILO,  HAHAII 
VTDAURRE   ALBERTO  T,  TAOS,  NEW  MEXICO 
V  DRINE.'L  COLEMAN,  BATON  ROUGE,  LOUISIANA 
VTFHI   LOUIS  C  ,  ALBANY,  NEW  YORK 
VIENS  THOMAS  W  JR,  WATERFORD,  CONNECTICUT 
VIERRA   PHILIBERT  L  ,  WAILUKU,  MAUI,  HAWAII 
VIEm:  HAYNE  VICTOR!  FOLSOM  CALIFORNIA 

v'lET^Ei/SA^^^^ 
virrt ANT   PERRY   EVERGREEN  PARK,  ILLINOIS 
VIGILIA  RUSTICO  QUIBUYEN.  MANILA,  PHILIPPINES 
VIGNOLA  JOHN  PAUL,  WILMINGTON,  DELAWARE 
VTKA   TORLEIV,  OSLO,  NORWAY 

VILLA   FRANCISCO  AGRAVA,  PASAY  CITY,  PHILIPPINE 

VILLADA,  ARTURO,  NEW  YORK,  NEW  YORK 

vtii AGOMEZ   LUIS  A,  CORPUS  CHRISTI,  TEXAS 

V  MAS?   LEONARD  J  ,  BRIDGEVILLE,  PENNSYLVANIA 

VILLANI   THEODORE  R  ,  MORGAN,  PENNSYLVANIA 

VILLANOVA;  EDWARD  R.   PHOENIXVILLE.  PENNSYLVANIA 

VILLANUEVA  MELERO,  JORGE  JOSE  MADRID  SPAIN 

JlKffilvi^ 

VILLANUEVA,    ROGELIO  S,    KANSAS  CITY,    KANSAS 

VISAS',    S        ASH^S   BISECT  OF  COLUMBIA 

it'  SLYrMAK!:  SKIORNIA 

ALEDWARS  kGUILAR,  MANILA,  PHILIPPINES 

utmarao  VICENTE  G.  MANILA,  PHILIPPINES 
VINARAO,  VICENTE  G.^A^  ^  ^^    QKLAH0MA 

HERMAN  E.,  LARGO,  FLORIDA       „__» 

VTNFS   JAMES  DENNIS,  JR,  WOODVILLE,  MISSISSIPPI 
VINES  MACK  M   ST  PETERSBURG,  FLORIDA 
VINEY  KEITH  H,  HOBART.  AUSTRALIA 

riNrK^'jOH^CASMERE^GRlENVIuI,  SOUTH  CAROLINA 

V  nIon!' CARL  EDWARD,  OAKLAND  CALIFORNIA 
uTw^nw  noN  RAY   SHALIMAR,  FLORIDA 

s,S? E  SffiH:  ^:=^rrcncUT 

V  RDEN,  RICHARD  EUGENE,  SANTA  FE,  NEW  MEXICO 
„  Srii   UFI  I  TNGTON  ARTHUR,  PORT  OF  SPAIN,  TK1N1UAU 
^  RRGULLAKWEFRANNaSNEDWARD  NORWALK  .CONNECTICUT 
VISCIONE  MARTIN  ALLEN,  GROTON,  CONNECTICUT 
VISGAK   LAWRENCE  ANDREW,  CLEVELAND  OHIO 

Vvi^[^'  KK  GRO      •pS1ntTe0woCoSs:FOm    hAgan 

VITEK  ' ANTHONY  J   JR.  COCOA  BEACH,  FLORIDA 

vtiii  i  FRMFT   MARTIN  D.,  WILLIMANTIC,  LONNtLiicui 
V  VFRETTE   MARY  ANN,  GAITHERSBURG,  MARYLAND 
«I      flHIMG   WEST  HAVEN,  CONNECTICUT 
^   OLiNIDMJAMES-H,W  ANTA  BARBAR/ ^CALIFORNIA 

^LAADHAK?SP0JAMirYCHRI  °J   KTCoSRAsSuTHVKiU 
VLASAK  GORDON  JAMES ,  SAVAGE ,  MI NNESOTA 
VLCEK,  JEFFREY  RAYMOND   ELMHURST   ILLINOIS 
VODDE,  ROBERT  FRANCIS,  LEONIA,  NEW  JERSEY 


VINCENT, 
VINCENT, 
VINCENT, 
VINCENT, 
VINCENT, 
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VODEGEL,  DONALD  HENRY  -  HALLACE,  CLYDE,  JR 
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VODEGEL,  DONALD  HENRY,  MINNEAPOLIS,  MINNESOTA 
VODILKO,  MICHAEL  JOSEPH,  JR,  YOUNGSTOWN,  OHIO 
VOEGELE,  JERRY  LEE,  PEORIA,  ILLINOIS 
VOELKER,  RAY  A,  JANESVILLE,  HISCONSIN 
VOELKL,  THOMAS  MICHAEL,  BRIGHTON,  NEH  YORK 
VOGE,  JAMES  FRANK,  LOS  ANGELES,  CALIFORNIA 
VOGEL,  ELTON  JAMES,  LAS  VEGAS,  NEVADA 
VOGL,  MATHIAS  OSKAR,  VIENNA,  AUSTRIA 
VOGT,  ROBERT  DON,  STILLWATER,  OKLAHOMA 
VOHS,  JAMES  PETER,  WARREN,  MICHIGAN 
VOIDA,  DAWN  HIGGINS,  INDIANAPOLIS,  INDIANA 
VOIGT,  ROBERT  P,  AIKEN,  SOUTH  CAROLINA 
VOIGT,  THEODORE  C,  WATERTOWN,  WISCONSIN 
VOKAL,  CHARLES  WILLIAM,  MANKATO,  MINNESOTA 
VOKES,  THOMAS  R,  FARGO,  NORTH  DAKOTA 
VOLBERG,  PETER  HENRY,  JR,  NEW  YORK,  NEW  YORK 
VOLKMAN,  STEVEN  DONALD,  WAHIAUA,  HAWAII 
VOLLAND,  JOHN  C,  JR.,  CHICAGO,  ILLINOIS 
VOLLMAR,  STEPHEN  C,  EDGEWOOD,  KENTUCKY 
VOLOSIN,  JAMES  EDWARD,  PERTH  AMBOY,  NEW  JERSEY 
VOLPE,  CATHERINE  MARY,  NEH  YORK,  NEW  YORK 
VOLPE,  JOHN  LOUIS,  HACKENSACK,  NEW  JERSEY 
VOLPE,  JOSEPH  S,  PUNXSUTAWNEY,  PENNSYLVANIA 
VON  HERBULIS,  RICHARD  ARTHUR,  FAIRFAX,  VIRGINIA 
VON  TUNGELN,  GARY,  SAN  DIEGo!  CALIFORNIA 
v™  uJ,LkAS;J?£??GE  ANTHONY,  NEWPORT,  RHODE  ISLAND 
VON  WALD,  CHARLES  R. ,  ROCHESTER,  MINNESOTA 
VONA,  PATRICK  DANIEL,  WEST  TRENTON,  NEW  JERSEY 
VONK,  HENRY  G. ,  SACRAMENTO,  CALIFORNIA 
VONKOCH,  ALEXANDER  WERNER,  NEWARK,  DELAWARE 
VONWALD,  STEVEN  CHARLES,  ROCHESTER,  MINNESOTA 
VOOGD,  STANLEY,  ALAMEDA,  CALIFORNIA 
VOORTMAN,  ARTHUR  DALE,  MODESTO,  CALIFORNIA 
VORE,  DAVID  ANDREW,  DAYTON,  OHIO 
'  VOS,  LARRY  D,  GERMANTOWN,  TENNESSEE 
'  VOSS,  HERMAN  E,  HILLSBOROUGH,  CALIFORNIA 
VOSS,  WILLIAM  ROBERT,  RACINE,  WISCONSIN 
VOSTORIS,  JOHN  P,  WARREN,  MICHIGAN 
VOTAVA,  EDWARD  MARK,  ITASCA,  ILLINOIS 
VOTAVA,  THOMAS  EDWARD,  BOWLING  GREEN,  OHIO 
VOTEL,  DANIEL  JOSEPH,  ST.  PAUL,  MINNESOTA 
VOTYPKA,  JAMES  CHARLES,  CLEVELAND,  OHIO 
VOYIATZES,  JAMES  ALAN,  AUBURN,  CALIFORNIA 
wSTIrS*  R0BERT  NICHOLAS,  HAGERSTOWN,  MARYLAND 
VRABEC,  TERRY  EDWARD,  FAIRBANKS,  ALASKA 
VRDOLYAK,  JOHN  JOSEPH,  CHICAGO,  ILLINOIS 
VUJOVICH,  DANIEL  SAM,  SOUTH  ST.  PAUL,  MINNESOTA 

WAAGE,  RICHARD  DUANE,  HUTCHINSON,  MINNESOTA 

uapLtoa'  ^R^x!:0UISE'  EAST  LANSING,  MICHIGAN 
WACHIRA,  FRANCIS  ELIUD,  NAIROBI,  KENYA 
WACHSENEGGER,  ANTON,  LINZ,  AUSTRIA 
WACHTEL,  BRUCE  NORMAN,  WHEATON,  ILLINOIS 
WACK,  ROCCO,  AMBLER,  PENNSYLVANIA 

waptpS'  uERrARDt  WIESBADEN'  FEDERAL  ^PUBLIC  OF  GERMANY 

uAn!rR,'  WALJ£R  E-'  JR->  VALDOSTA,  GEORGIA 

SAnRrL.L'  JAMES  ELLSWORTH,  WATERFORD,  CALIFORNIA 

WADDELL,  MARK  G,  BATON  ROUGE,  LOUISIANA 

WADDELL,  ROY  D,  DANVILLE,  INDIANA 

WADDING,  KIM  BRUCE,  NEWTON,  IOWA 

WADE,  CONRAD  D,  GREENSBORO,  NORTH  CAROLINA 

WADE,  DAVID,  GARY,  INDIANA 

WADE,  DOUGLAS  ALLAN,  PELHAM,  ALABAMA 

uARE'  J°5EPH  D0NALD.  HIGH  POINT,  NORTH  CAROLINA 

WADE,  KARL  EUGENE,  MONTGOMERY,  ALABAMA 

WADE,  LAURENCE  A,  WATERBURY,  VERMONT 

WADE,  SYDNEY  L.,  TUCSON,  ARIZONA 

EARE,:1,HA,RREN  A'  WORCESTER,  MASSACHUSETTS 

WADMAN,  WILLIAM  W. ,  JR.,  BERKELEY,  CALIFORNIA 

WADSACK,  LAWRENCE  JOSEPH,  CLAYTON  MISSOURI 

SS?THiuf??ER„LEEl  WASHINGTON,  DISTRICT  OF  COLUMBIA 

WA^CKii  PHJLIP  P-  BERKELEY,  ILLINOIS 

WA^NER'  TED  *■•  KALISPELL,  MONTANA 

WAGGONER,  CHARLES  ROBERT,  WARSAW,  INDIANA 

WAGGONER,  JAMES  MICHAEL,  KNOXVILLE,  TENNESSEE 

WAGGONER,  JOHN  LARRY,  JACKSON,  MISSISSIPPI 

uA^ER'  ALBERT  C'  SR'  FARMERS  BRANCH,  TEXAS 

WAGNER,  ARTHUR  L.,  LINCOLN,  NEBRASKA 

WAGNER,  CHADWICK  EDWARD,  HOLLYWOOD,  FLORIDA 

WAGNER,  CHARLES  STAFFORD,  ANGLETON   TEXAS 

WAGNER,  DALE  A,  TOLEDO,  OHIO 

WAGNER,  DWAYNE  KEITH,  ALEXANDRIA,  VIRGINIA 

Ea™ER'  Si25S!  AMBROSE,  NORTHFIELD,  ILLINOIS 

WAGNER,  GEORGE  L.,  KANSAS  CITY,  KANSAS 

GEORGE  R.,  GRAFTON,  WEST  VIRGINIA 

JOHN  A.,  JR.,  DOYLESTOWN,  PENNSYLVANIA 

JOHN  PHILLIP,  OLYMPIA,  WASHINGTON 

JOHN  RICHARD,  BALTIMORE,  MARYLAND 

JOHN  RICHARD,  FERGUS  FALLS,  MINNESOTA 

KENNETH  RAY,  HALLANDALE,  FLORIDA 

PAT  R,  URBANA,  OHIO 
,  RICHARD  R.,  CLEVELAND,  OHIO 
WAGNER,  ROBERT  G. ,  CLEVELAND,  OHIO 
WAGNER,  RONALD  HERBERT,  ALEXANDRIA,  LOUISIANA 
WAGNER,  TERRY  TOM,  LINCOLN,  NEBRASKA 
WAGNER,  WAYNE  0,  WINSLOW,  ARIZONA 
WAGNON,  EMORY  TODD,  DECATUR,  GEORGIA 
uAr^NA  GEORGE  M.,  JR.,  BIRMINGHAM,  ALABAMA 
WAGONER,  DAVID  F,  LAKE  CHARLES,  LOUISIANA 


WAGNER, 
WAGNER, 
WAGNER, 
WAGNER, 
WAGNER, 
WAGNER, 
WAGNER, 
WAGNER, 
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WAHL,  BRUCE  PATRICK,  DEHITT,  NEW  YORK 
WAHL,  WAYNE  CARL,  BEDFORD  PARK,  ILLINOIS 
WAHLBERG,  RICHARD  LEE,  DULUTH,  MINNESOTA 
WAHMANN,  MICHAEL  FREDERICK,  LEBANON,  PENNSYLVANIA 
t   WAIAMAU,  ABRAHAM  H,  LIHUE,  KAUAI,  HAWAII 
*  WAID,  GERALD  W. ,  MIDLAND,  TEXAS 
t   WAIGHT,  ARTHUR  A,  JR,  BORGER,  TEXAS 
WAINACHT,  ANDREW  JOHN,  NEW  CANAAN,  CONNECTICUT 
WAINWRIGHT,  JONATHAN  D. ,  SR,  MARLTON,  NEW  JERSEY 
WAITE,  JACK  ROSS,  EL  PASO,  TEXAS 
WAITE,  JEFFREY  ALLEN,  MARIETTA,  OHIO 
WAITES,  ROBERT  JAMES,  SYDNEY,  AUSTRALIA 
'  WAITH,  ROGER  E.,  GRAND  FORKS,  NORTH  DAKOTA 
WAITZMAN,  JOSEPH  WARREN,  ROLLING  MEADOWS,  ILLINOIS 
WAKASA,  NOBUY'JKI,  TOKYO,  JAPAN 
WAKEFIELD,  ERNEST  RALPH,  MIDLAND,  TEXAS 
WALCH,  MICHAEL  ALLAN,  SOUTHFIELD,  MICHIGAN 
WALCHAK,  DAVID  G. ,  CONCORD,  NEW  HAMPSHIRE 
WALD,  FLORA  L.,  LOS  ANGELES,  CALIFORNIA 
WALDEN,  JOSEPH  EARL,  MONTGOMERY,  ALABAMA 
WALDIE,  LARRY  LOWELL,  LOS  ANGELES,  CALIFORNIA 
WALDINGER,  PETER,  VIENNA,  AUSTRIA 
WALDNER,  RONALD  GRAY,  TUKWILA,  WASHINGTON 
WALDRON,  JOAN  S,  STUART,  FLORIDA 
WALDRON,  MERVIN  NEIL,  STUART,  FLORIDA 
WALDROP,  JAMES  D,  NASHVILLE,  TENNESSEE 
SALSRSn'  KENNETH  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WALDROP,  MALCOLM  EUGENE,  MADISON,  MISSISSIPPI 
WALDROP,  RON,  DALLAS,  TEXAS 
WALDROP,  TOM  G. ,  CULLMAN,  ALABAMA 
WALDROP,  WILLIAM  R,  ROCKMART,  GEORGIA 
WALDROUP,  GARY  GLENN,  GATLINBURG,  TENNESSEE 
WALDSCHLAGER,  JOHN  EDWARD,  HANNIBAL,  MISSOURI 
WALE,  GEORGE  V.,  LOCKPORT,  NEW  YORK 
WALES,  JAMES  ANDREW,  LAKE  IN  THE  HILLS,  ILLINOIS 
WALKE,  WILLIAM  HAROLD,  CEDAR  FALLS,  IOWA 
WALKER,  ALBINO  ALLEN,  LAREDO,  TEXAS 
WALKER,  ARNOLD  GEORGE,  BUFFALO,  NEW  YORK 
WALKER,  CHRIS  BAILEY,  AUSTIN,  TEXAS 
WALKER,  CURTIS  ELBERT,  JR,  BENBROOK,  TEXAS 
WALKER,  DANIEL  HAROLD,  AUSTIN,  TEXAS 
WALKER,  DANNY  WALTER,  HOLBROOK,  ARIZONA 
WALKER,  DAVID  L,  JACKSON,  MISSISSIPPI 
WALKER,  DAVID  LON,  MARSHALLTOWN,  IOWA 
WALKER,  DONALD  ROBERT,  DOUGLASVILLE,  GEORGIA 
WALKER,  DWIGHT  LEE,  DALLAS,  TEXAS 
WALKER,  GARY  WAYNE,  LEE'S  SUMMIT,  MISSOURI 
WALKER,  GERALD  HOBBY,  DOUBLE  SPRINGS,  ALABAMA 
WALKER,  GREGORY,  SR,  ATLANTA,  GEORGIA 
WALKER,  HAROLD  F.,  CHARLESTON,  WEST  VIRGINIA 
WALKER,  HAROLD  GUINN,  MANCHESTER,  TENNESSEE 
WALKER,  HARRY  E,  SCOTTSDALE,  ARIZONA 
WALKER,  HENRY  HOWARD,  III,  RUTHERFORD,  NEW  JERSEY 
WALKER,  JAMES  A.,  PANAMA  CITY,  PANAMA 
JAMES  L,  LAKE  OSWEGO,  OREGON 
,  JAMES  LARRY,  FAIRFIELD,  CALIFORNIA 
WALKER,  JEROME  OTIS,  PRICHARD,  ALABAMA 
WALKER,  JOHN  FREDERICK,  LARGO,  FLORIDA 

JOHN  KARL,  RAPID  CITY,  SOUTH  DAKOTA 
.  JOHN  W,  PERRY,  FLORIDA 
WALKER,  JOSEPH  E,  III,  HUNTINGTON,  WEST  VIRGINIA 
WALKER,  JOSEPH  F.,  ROCKFORD,  ILLINOIS 
WALKER,  JOSEPH  MICHAEL,  RIVERDALE,  ILLINOIS 
*  WALKER,  JOSEPH  S.,  MADISON,  WISCONSIN 
WALKER,  KENNETH,  EUFAULA,  ALABAMA 
WALKER,  KENNETH  PATRICK,  LONG  BRANCH,  NEW  JERSEY 
WALKER,  LARRY  EUGENE,  WASHINGTON  COURT  HOUSE,  OHIO 
tt   WALKER,  LEWIS  HAROLD,  JR,  CONROE,  TEXAS 
WALKER,  MARTIN  WOODROW,  II,  OKINAWA,  JAPAN 
WALKER,  MICHAEL  CHARLES,  PATERSON,  NEW  JERSEY 
WALKER,  MICHAEL  RAY,  CHARLESTON,  WEST  VIRGINIA 
"  WALKER,  MORRIS  ROGER,  AURORA,  COLORADO 
WALKER,  NICHOLAS  H. ,  NORTH  KINGSVILLE,  OHIO 
WALKER,  ROBERT  CARLTON,  MERCED,  CALIFORNIA 
WALKER,  ROBERT  MILTON,  III,  SAN  LUIS,  ARIZONA 
WALKER,  RODNEY  PARKE,  ST.  LOUIS  PARK,  MINNESOTA 
WALKER,  RONALD  DARRELL,  PORTALES,  NEW  MEXICO 
WALKER,  RONALD  DEAN,  HOUSTON,  TEXAS 
WALKER,  THOMAS  CHESTER,  SEWARD,  ALASKA 
WALKER,  W.  EARNEY,  GREENSBORO,  NORTH  CAROLINA 
WALKER,  WAYNE  WALLACE,  SANTA  CRUZ,  CALIFORNIA 
WALKER,  WENDELL  L,  ODESSA,  TEXAS 

WALKINSHAW,  KENNETH  RAY,  SAN  BERNARDINO,  CALIFORNIA 
WALKOWIAK,  REBECCA  ANN,  VALPARAISO,  INDIANA 
WALL,  DANIEL  PIERCE,  MONROE,  CONNECTICUT 
DAVID  MARTIN,  SYRACUSE,  NEW  YORK 
DONALD  J.,  LITTLE  ROCK,  ARKANSAS 
EDMOND  J.,  TORRINGTON,  CONNECTICUT 
JAMES  GERALD,  OSSINING,  NEW  YORK 
.  JOHN,  HOMESTEAD,  FLORIDA 
WALL,  LEON  THOMAS,  II,  CHARLOTTE,  TENNESSEE 
WALL,  ROBERT  D,  TULSA,  OKLAHOMA 
WALL,  SANDRA  JOAN,  CONYERS,  GEORGIA 
WALLACE,  AUGUST  S,  ANNAPOLIS,  MARYLAND 
WALLACE,  BENITA  ANN,  ATLANTA,  GEORGIA 
BILLIE  B,  DES  MOINES,  IOWA 
CECIL  C,  DALLAS,  TEXAS 
.  CHARLES  MICHAEL,  BOWLING  GREEN,  KENTUCKY 
WALLACE,  CHRIS  DIANGELO,  BLUE  ASH,  OHIO 
WALLACE,  CLYDE,  JR,  WEBSTER  GROVES,  MISSOURI 


WALKER, 
WALKER, 


WALKER, 
WALKER, 


WALL, 
WALL, 
WALL, 
WALL, 
WALL, 


WALLACE, 
WALLACE, 
WALLACE, 
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WALLACE.  CURTIS  N  -  WASHINGTON,  JOHN  WESLEY 

105  *   HALLACE,  CURTIS  N  WHEATON   ILLINOIS 

191    HALLACE.  DAVID  LEE,  CRETE,  ILLINOIS 

,11   *  uAiur  EDWARD  H.   SR.,  BEAUHONT,  TEXAS 

120   HAUACe!  JACK  BENJAMIN, 'ORLANOO   FLORIDA 

II   *   WALLACE  JACK  F.,  MEMPHIS,  TENNESSEE 

4n  !  Slhbiil'  LAMY  '.    «N  BE«S»«D  «0.  CALIFORNIA 

1"     Sltuci:  laSrerce  allak,  Ja«estoh«    keh  vork 

,   ffiSS1    ^."lE.SeR  K.E   "I»CLA»D 

It   #  WALLEN      ALVES    E,    LAKE    FOREST,    ILLINOIS 
ill        WALLER     GARY   LEE,    DULUTH,    MINNESOTA 
17Z        SaTifr      ROBERT      OAKVILLE,    CANADA 

;  SVKSrrkjK?.   CAUEORR.A 

ici        will  FY      DYAL  WAYNE,    MOBILE,    ALABAMA 

1I2   #  WALL IS      ALAN   LEWIS,    RENTON,    WASHINGTON 
\3>        Saii  TS     HOWARD   FRANKIE,    TALLADEGA,    ALABAMA 
178        HALLli'    THOMAS   DEAN      EVANSVILLE,    INDIANA 
,1?        SaTis     CLIFFORD  A,    FROSTBURG,    MARYLAND 
ill       HALlI'    KELLY  GEME      BLUEFIELD,    WEST  VIRGINIA 
12*  #  WAul:    ROBERT   SHAW,    DOVER,    DELAWARE 
tin       WALLS     WILLIAM  L,    JR,    DIXON,    ILLINOIS 
\ll        HALLS     WILLIAM  LEE,    COLUMBUS,    INDIANA 
121        HALP.' GLENN   ARLEN, BULLHEAD,    ARIZONA 

*  l!    SftffiK  HDEAPN?RTSCST?S  8EB,    CALIFORNIA 

n  f    5ecmi*ecumm^:  saar 

101  *  SaLSH  BERNARD  F,  JR.  WILMINGTON,  DELAWARE 
}2n  EitsH  DANIEL  ROBERT  NORWALK,  CONNECTICUT 
\Xl       SUsS'    DAVID   IGNATIUS,    BOSTON,    MASSACHUSETTS 

'  :  A  Sil  W5M°^AL;tLfE     IviVAHU 

:  SS&swft  ■"  jebsey 

129  #  HALSH,  JOHN  EDWIN,  SARASOTA,  FLORIDA 
inc  5  uai  SH  JOHN  J  WORCESTER,  MASSACHUSETTS 
1™  #  KaiIm   IOHN  PATRICK,  BROOKLYN,  NEW  YORK 
ill   Ealsh'  LAHRENCE  EDWARD,  LEXINGTON,  KENTUCKY 
Xt2  *  SaMh'  LEE  A   LEHIGHTON,  PENNSYLVANIA 
«  »  EH!m  1  FONARD  F   CAMBRIDGE,  MASSACHUSETTS 

1  Si  Satis  53MSBHC  « 

126  #  WALSTON,  DONALD  EV|RETT,  FORT  PIERCE,  FL0K1UA 
150   WALT,  EDDIE  RAYMOND,  DALLAS,  TEXAS 

l\\  .  wAALLTTERPAcuLRnsAYL'cuSciTY  California 

l!24  ##  SaltPr',  GARy'kENN  TH  DENVER,  COLORADO 
121  5  HALTER,  JOHN  CARTER,  AUBURN,  NEW  YORK 

''   uaiTFRS  DAVID  GEORGE,  FORT  PIERCE,  FLORIDA 
\l%        SmTERS  DAVID  LEE,  SPRINGFIELD,  OHIO 
1  93   WAITERS",  DONALD  i!:  El  .  CAJOt .CALIFORNIA 

s•al:aH&la^Jlill,• 

17?  #  SalTErI'    JoTFREDE  ?«;    JR  SMUKILTEO,    WASHINGTON 
III    u  Saitcbq'    Iarry   LEE      VACAVILLE,    CALIFORNIA 

*  Salt  SI:  noRraYjan  ,  foCri r  pierce    Florida 

ifn   SalTON   ALFRED  LEONARD,  CLEVELAND,  OHIO 
\VL       SalTON   FRANCIS  W,  BUTLER,  PENNSYLVANIA 
lot  #  WALTON'  HARRY  E.,  CARLSBAD,  CALIFORNIA 

Jl "  SS  fejJHFfcHW!  caL,eo,»u 
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WARD, 
WARD, 
WARD, 
WARD, 
WARD, 
WARD, 


WARD, 
WARD, 
WARD, 
WARD, 
WARD, 


WARD, 
WARD, 
WARD, 
WARD, 


WARD, 
WARD, 
WARD, 


uai tom  THOMAS  E  TOMS  RIVER,  NEW  JERSEY 

WALTR?P  BILLY  JOSEPH,  BOWLING  GREEN,  KENTUCKY 

WALZEL   FREDERICK  H.  ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

WAMACk',  MICHAEL  ALAN*  POWELL  TENNESSEE 

uAMnrV  PHILLIP  ELDON,  LITTLE  ROCK,  ARKANbAb 

f  k  mK  .B^d{°aLnapo^Ns!S^diana 

'•     UM^SSGE^HAiH^GTr  S?^TRICT  OF  COLUMB 

HANDELL,  RICHARD  C,  ELMIRA,  NEW  YORK 
HANDRA  JAMES  F.,  CLEVELAND,  OHIO 
HANEK  ALLEN  DOUGLAS,  SHEBOYGAN,  WISCONSIN 
Samp   IADE  HSI-KO,  TAIPEI,  REPUBLIC  OF  CHINA 

Sanger'  Gregory  price,  Montgomery  Alabama 

WAOAVESI.  ISIKELI  VUNIWAQA,  SUVA,  FIJI 
Sard  ANTHONY,  FALLS  CHURCH,  VIRGINIA 
WARD'  BOBBY  L  NORTH  LITTLE  ROCK  ARKANSAS 

BRENDON  DENNIS,  JOLIET,  ILLINOIS 

DAVID  CHARLES,  BILLINGS,  MONTANA 

DON  FRANKLIN.'MILLERSVILLE,  MARYLAND 

ELMER  K,  CAPE  CHARLES,  VIRGINIA 

FRNEST  E   TARBORO,  NORTH  CAROLINA 
Sard'  GEORGE  R  CHARD,  FORT  LUPTON,  COLORADO 

Sard',  george  william',  elberton,  Georgia 

*    JJAAMEeI  AARTMHuSMINEPTUNEDtwP,    NEW  JERSEY 
JOHN  MICHAEL     PLYMOUTH,    MINNESOTA 

j6hn  michael;  ii,  crescent  springs,  Kentucky 
kenneth  eugene,  pikesville,  maryland 

lAun  KFVIN  OKLAHOMA  CITY,  OKLAHOMA 
*  HARD*  LAWRENCE  EUGENE,  SUNNYSIDE,  WASHINGTON 

115  u  Sard"  laSrence  j,  Minneapolis,  Minnesota 
III  *  Sard;  mar?  kim,  towson  Maryland 

HARP;  NICHOLAS  JOHN  SITKA  ALASKA 

PREE[oRDUmcmGANXSRAMiDpLETOWN  CONNECTICUT 
RICHARD  WAYNE,  EL  CAJON,  CALIFORNIA 
RICKY  WAYNE,  JACKSON,  MISSISSIPPI 

Sard'  Robert  john  Toronto,  canada 

Sffi  RONALD  KENT   LAWTON  OKLAHOMA 
TED  L,  WARSAW,  INDIANA 
WAYNE  N.,  JONESBORO,  ARKANSAS 
UTIITAM  G   JR  .  PITTSBURGH,  PENNSYLVANIA 
HARD'  HILLIAM  M*.  \    ASHEVILLE,  NORTH  CAROLINA 
13  *  HARdLl  JOSEPH.  'NEPTUNE  THP,  NEW  JERSEY 
125  #  WARDEN,  HENRY  CURTIS,  JR,  COVINGTON,  KENTUCKY 
7Q  *  WARDLE  RAYMOND  J.,  FORT  DUCHESNE,  U1AH 
SaRDLOW  HAROLD  EUGENE,  HILLSBORO,  TEXAS 

sai:  ±st  saa.3JfcSSBS3a^r 

WARF   ROBERT  W..  LOS  ANGELES,  CALIFORNIA 
SaRF*  WILLIAM  JAMES,  LARAMIE,  WYOMING 

WARI OW  ROY  0.,  JR..  HERSHEY,  PtNNbYLVAru* 

SaSmaK;  GARYWAYNE  "HUMBLE  TEXAS 

HARNE,  RODNEY  WAYNE,  GILLETTE,  WYOMING 

WARNER,  HERBERT  U..HIALEAH,  FLORIDA 

WARNER,  ROBERT  JOSEPH  BATAVIA,  ILLINOIS 
ROGER  L,  EAST  LANSING,  MICHIGAN 
SHIRLEY  ANN,  SOLDOTNA,  ALASKA 
Rimnv  NFIL  MARIETTA,  GEORGIA 
CALVERT  L1HT0K,  PORTSH0U1H,  VIRGWIA 
CHARLES  ALLER,  HAUKESHA,  MISC0HS1K 

5AaS»I!'  SA0».f»  rX^'jR.'Slo'I&'orioHKECTlCUT 

Gr?.."KL.n™'c;s;sc.L.EORK.» 

11?   HARRIS:  rIbIrTJ.  ■"O'ARAPOLIS,  1R01ARA 

'  S'  ERL feK'SrA.Sffi'S™  CAROL-, 

Si? '  KISS:  KS&  SSSEj  sr   1  p.  eLo».Da 
18   H*a«ilSs!i  "A"¥UKD 

158   WASHINGTON,  DEBORAH  ANN  CLEVELAND,  OHIO 
IS   SAASSHHiNNGGT°ON',  ^^Y^^*™ 
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HASHINGTON,  SARAH  ANN  -  HEILAND,  HILLIAM  EDHARD 
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WASHINGTON,  SARAH  ANN,  GERMANTOWN,  TENNESSEE 
HASIK,  JACEK  LESZEK,  KIELCE,  POLAND 
HASON,  C.  ROBERT,  GEORGETOWN,  GUYANA 
WASSERMAN,  IRA  ANDREW,  NEW  YORK,  NEW  YORK 
WASSON,  DIANNE  JONES,  AUGUSTA,  GEORGIA 
WASSON,  M  DALE,  WINTER  PARK,  FLORIDA 
WASSON,  PHILLIP  KARL,  AUGUSTA,  GEORGIA 
WASYLIK,  NICHOLAS  J,  HASTINGS,  MINNESOTA 
WATAHOVICH,  JOHN  M. ,  FREELAND,  PENNSYLVANIA 
WATERS,  DANIEL  W. ,  SALT  LAKE  CITY,  UTAH 
WATERS,  GARY  WAYNE,  PORTSMOUTH,  VIRGINIA 
WATERS,  JAMES  HOMER,  VALDOSTA,  GEORGIA 
WATERS,  ROGER  NELSON,  GREENTREE,  PENNSYLVANIA 
WATFORD,  JIMMIE  J,  KISSIMMEE,  FLORIDA 
WATHEN,  GUY  0.,  PALO  ALTO,  CALIFORNIA 
WATKIN,  PAUL  RICHARD,  FORT  BRAGG,  NORTH  CAROLINA 
WATKINS,  BEAUMONT  WEIGHTMAN,  UVALDE,  TEXAS 
WATKINS,  CARL  M,  DETROIT,  MICHIGAN 
WATKINS,  CHARLIE,  COLUMBUS,  MISSISSIPPI 
WATKINS,  DAVID  LEE,  GRANBY,  CONNECTICUT 
WATKINS,  DENNIS  MICHAEL,  RICHMOND,  MICHIGAN 
WATKINS,  GARY  GROVE,  CARMEL,  NEW  YORK 
WATKINS,  GERALD  DEAN,  AUSTIN,  TEXAS 
WATKINS,  HAROLD  UPCHURCH,  HENDERSON,  NORTH  CAROLINA 
KENNETH  WINSTEAD,  ROCKVILLE,  MARYLAND 
LAWRENCE  A,  SACRAMENTO,  CALIFORNIA 
RICHARD  C,  MOUNTAIN  BROOK,  ALABAMA 
RICKY  VERNON,  CHARLESTON,  WEST  VIRGINIA 
RITA  JANE,  BRYAN,  TEXAS 
RONALD  L,  OPELIKA,  ALABAMA 
SCOTT  EDWARD,  OKLAHOMA  CITY,  OKLAHOMA 
WILLIAM  EUGENE,  SPRINGFIELD,  TENNESSEE 
WATKO,  LEO  S,  JR,  ST  CLOUD,  FLORIDA 
WATRING,  JACK  WILLIAM,  COLUMBIA,  MISSOURI 
WATSON,  BILLY  B.,  JACKSON,  MISSISSIPPI 
CALVIN  C,  JACKSON,  MICHIGAN 
CHARLES  R.,  ROCKFORD,  ILLINOIS 
COKES,  JR,  SOUTH  MIAMI,  FLORIDA 
CORINNE  E,  AMITE,  LOUISIANA 
CURTIS  DEAN,  WINNEMUCCA,  NEVADA 
DENNIS  RAY,  HEATH,  TEXAS 
DONALD,  CAMDEN,  NEW  JERSEY 
DOUGLAS  ARTHUR,  FRANKFORT,  KENTUCKY 
DOUGLAS  C,  LOS  ANGELES,  CALIFORNIA 
EARL  H.,  GREENVILLE,  SOUTH  CAROLINA 
EDMON  WILMER,  ARLINGTON,  TEXAS 
FRED  E.,  HARTSVILLE,  SOUTH  CAROLINA 
FREDERICK  E.,  NORFOLK,  VIRGINIA 
.  GARRY  LEE,  MIDDLETOWN,  OHIO 
WATSON,  GARY  HAROLD,  NASHUA,  NEW  HAMPSHIRE 
WATSON,  GERALD  ALLEN,  ELKHORN,  WISCONSIN 
WATSON,  GLENN  RAY,  PONTIAC,  MICHIGAN 

E&I2S'  HftJjJk^  SYLVESTER,  BRIDGETOWN,  BARBADOS 

WATSON,  HAROLD,  MARLOW,  OKLAHOMA 

WATSON,  HENRY  M,  TALLAHASSEE,  FLORIDA 
HOLLIS  D,  SALEM,  OREGON 
JAMES  D.,  JR.,  COLUMBIA,  SOUTH  CAROLINA 
JOHN  ANDREW,  EVERGREEN  PARK,  ILLINOIS 
JOHN  BARDWELL,  ROSWELL,  GEORGIA 
JOHN  GLENN,  HENDERSONVILLE,  TENNESSEE 
ROBERT  C,  JUNCTION  CITY,  KANSAS 
STEVE  0,  SEVIERVILLE,  TENNESSEE 
TERENCE,  BARNSLEY,  ENGLAND 
THOMAS  CHARLES,  SANTA  CRUZ,  CALIFORNIA 
THOMAS  OTHA,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
URAL  W.,  DANVILLE,  VIRGINIA 
VERNON,  OLATHE,  KANSAS 
.  WILLIE  ALBERT,  JR,  TALLAHASSEE,  FLORIDA 

WATT,  JAMES  CRAIG,  GOSHEN,  NEW  YORK 

WATT,  STEVEN  RANDALL,  OGDEN,  UTAH 

!^nr^VRANGKUL'  CHONASIT,  BANGKOK,  THAILAND 

H»UfRS:,££5THEL  RAY-  LITTLE  R0CK'  ARKANSAS 
WATTS,  ALBERT  L,  WALLA  WALLA,  WASHINGTON 
WATTS,  CHARLES  ANTHONY,  POMONA,  CALIFORNIA 
WATTS,  GEORGE  D,  TOWSON,  MARYLAND 
WATTS,  -JAMES  A   JR.,  PACIFIC  GROVE,  CALIFORNIA 

LESLIE  M.,  HEBRON,  KENTUCKY 

PEYTON  LAWRENCE,  LIMA,  OHIO 
.  RONALD  D.,  FAIRFAX,  VIRGINIA 
WAUGH,  CLINTON  RICHARD,  OROVILLE,  CALIFORNIA 
EflEH'  RISHARD  GARY'  GREENWOOD  VILLAGE,  COLORADO 
WAUGH,  ROY  STEVEN,  LAS  VEGAS,  NEVADA 
WAUGH,  WESLEY  REED,  HAZLETON,  PENNSYLVANIA 
WAHRZYNIAK,  KAZIMER  JACOB,  MONROE,  LOUISIANA 
WAWRZYNIAK,  STANLEY,  SMYRNA,  DELAWARE 
WAY,  ABEL  TRUMAN,  III,  ST  ALBANS,  VERMONT 
WAY,  JACK  ALLEN,  IDAHO  FALLS,  IDAHO 
WAY,  WALTER  GORDON,  OLATHE,  KANSAS 
WAYCASTER,  HERMAN  H,  PONTOTOC,  MISSISSIPPI 
"AYMAN,  DAVID  CARL,  ALBANY,  NEW  YORK 
WAYMIRE,  RAY  V,  JR,  VENICE,  FLORIDA 
WAYMIRE,  ROBERT  R,  BATON  ROUGE,  LOUISIANA 
u^Xll   J2H?„0WEN'  EL  SEGUNDO,  CALIFORNIA 
SA^Y:„£ATRICIA  DEE-  EVANSVILLE,  INDIANA 
«»KLAS2^StSRIA  ANN'  LITTLE  R0CK<  ARKANSAS 
H£AN./wGREG0RY  J0HN-  EDMONDS,  WASHINGTON 
WEARLY,  STEVEN  BRENT,  SIDNEY,  OHIO 

SrAT^R^RS'  DAVID  J0E'  PADUCAH,  KENTUCKY 
ucaIucRu2R?;  HJL!:IE  WILLIAM,  MANTECA,  CALIFORNIA 
WEATHERHOLTZ,  GLENN  M. ,  HARRISONBURG  VIRGINIA 
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WEATHERLY,  WILLIAM  T,  JR,  PULLMAN,  WASHINGTON 
WEATHERMAN,  LARRY  CLARK,  MISSOULA,  MONTANA 
WEATHERSBEE,  ROBERT  I.,  RALEIGH,  NORTH  CAROLINA 
WEAVER,  CHARLES  MCRAE,  JR,  THOMASVILLE,  GEORGIA 
DANIEL  LELAND,  MOSCOW,  IDAHO 
FREDRICK  ROMAIN,  OIL  CITY,  PENNSYLVANIA 
GEORGE  E,  INDEPENDENCE,  OREGON 
JAMES  E.,  SAVANNAH,  GEORGIA 
JAMES  H,  JR,  CHICAGO,  ILLINOIS 
JAMES  JOSEPH,  OVERLAND  PARK,  KANSAS 
JAMES  WILLIAM,  TARRYTOWN,  NEW  YORK 
,  JOHN  E.,  MIAMI,  FLORIDA 
WEAVER,  KENNETH  EDWARD,  SAN  DIEGO,  CALIFORNIA 
WEAVER,  LEE  ANN,  MADISON,  ALABAMA 

OWEN  N.,  GOLDSBORO,  NORTH  CAROLINA 
PATRICK  CHARLES,  TALLAHASSEE,  FLORIDA 
PAUL  E.,  JR.,  FORT  WRIGHT,  KENTUCKY 
STEVEN  DENNIS,  NEWPORT,  RHODE  ISLAND 
W  DOUGLAS,  LIMERICK,  PENNSYLVANIA 
■  SJhfc£AM  BEVERLEY,  NEWPORT  NEWS,  VIRGINIA 
WEAVER,  WILSON,  ATLANTA,  GEORGIA 
WEBB,  AMMON  V.,  MAYWOOD,  ILLINOIS 
WEBB,  BARRY  WILLIAM,  LONDON,  ENGLAND 
WEBB,  CARLOS  BROOKS,  JR,  LAKEPORT,  CALIFORNIA 
WEBB,  DONALD  REX,  TULSA,  OKLAHOMA 
WEBB,  ELDON  H,  NORTH  PLATTE,  NEBRASKA 
WEBB,  GEORGE  R,  BONNEY  LAKE,  WASHINGTON 
WEBB,  GILES  H,  PERRY,  GEORGIA 
WEBB,  HAROLD  G,  LITTLE  ROCK,  ARKANSAS 
WEBB,  IDA  MAE,  KNOXVILLE,  TENNESSEE 
JACK  J,  CLAYTON,  MISSOURI 
JACK  L,  MIAMI  BEACH,  FLORIDA 
JAMES  L,  MUSKOGEE,  OKLAHOMA 
JAMES  L,  JR,  NEW  ORLEANS,  LOUISIANA 
JAMES  MILTON,  JASPER,  TENNESSEE 
JERRY  WAYNE,  SHREVEPORT,  LOUISIANA 
MICHAEL  DANE,  MARIETTA,  GEORGIA 
SAMMY  GENE,  SENATOBIA,  MISSISSIPPI 
TERRY  LEE,  GREENEVILLE,  TENNESSEE 
W.  L.,  BECKLEY,  WEST  VIRGINIA 
.  WENDELL  WAYNE,  COLUMBUS,  OHIO 
WEBBER,  DON  DEWYATT,  BOSSIER  CITY,  LOUISIANA 
WEBBER,  NELSON  OLEN,  JR,  MANASSAS,  VIRGINIA 
WEBBER,  RONALD  LEWIS,  PORTLAND,  OREGON 
WEBER,  BARRY  MARTIN,  WAUWATOSA,  WISCONSIN 
BRIAN  A,  MINEOLA,  NEW  YORK 
EDWARD  VINCENT,  NEWARK,  NEW  JERSEY 
ELMER  JACOB,  AURORA,  ILLINOIS 
FREDERICK  N.,  CADILLAC,  MICHIGAN 
GERALD  LYLE,  FAIRFIELD,  CALIFORNIA 
RICHARD  E.,  ATLANTA,  GEORGIA 
ROBERT  DAVIS,  JR,  BRIARCLIFF  MANOR,  NEW  YORK 
RONALD  F.,  GALENA,  MISSOURI 
THOMAS  EDWARD,  LAWRENCEVILLE,  NEW  JERSEY 
THOMAS  FRANCIS,  FARMINGDALE,  NEW  YORK 
,  TIMOTHY  J,  SAN  ANTONIO,  TEXAS 
WEBSTER,  ALLAN  JAMES,  TOWSON,  MARYLAND 
WEBSTER,  ARTHUR  T,  SCOTT  AFB,  ILLINOIS 

DENNIS  LEE,  LONG  BEACH,  CALIFORNIA 
ISAIAH  JIMMIE,  BATON  ROUGE,  LOUISIANA 
JAMES  L.,  DEKALB,  ILLINOIS 
JEFFREY  WAYNE,  YUBA  CITY,  CALIFORNIA 
JILL  ALICIA,  BARSTOW,  CALIFORNIA 
JOHN  D,  TORONTO,  CANADA 
,  THOMAS  E,  KEY  WEST,  FLORIDA 
WEBSTER,  WILLIAM  SCOTT,  CAPE  MAY  COURT  HOUSE,  NEW  JERSE 
HECKEL,  RICHARD  JOSEPH,  MARTINEZ,  CALIFORNIA 
WEDA,  TONY  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WEDDING,  DAVID  LAWRENCE,  EVANSVILLE,  INDIANA 
WEDDLE,  ROYCE  0,  NORMAN,  OKLAHOMA 
WEDEMEYER,  CHARLES  N,  JR,  HOUSTON,  TEXAS 
WEDEMEYER,  WALTER  D. ,  TUSTIN,  CALIFORNIA 
WEDLOCK,  BOBBY  M,  SAVANNAH,  GEORGIA 
WEED,  ABNER  E.,  YREKA,  CALIFORNIA 
WEEDEN,  GEORGE  H,  HOPKINGTON,  RHODE  ISLAND 
WEEKES,  CHESTER  ALLEN,  NEW  YORK,  NEW  YORK 
WEEKLEY,  DAVID  RAMOND,  BOWLING  GREEN,  OHIO 
WEEKS,  CHARLES  EDWARD,  ARLINGTON,  VIRGINIA 
WEEKS,  DAVE  A.,  JR.,  LYNCHBURG,  VIRGINIA 
WEEKS,  GALE  F. ,  LITTLE  ROCK,  ARKANSAS 
WEEKS,  GERALD  LEE,  ANCHORAGE,  ALASKA 
JOHN  J,  ROCKFORD,  ILLINOIS 
THOMAS  EVERETT,  JACKSONVILLE,  ILLINOIS 
.  JERRY  W,  LAMPASAS,  TEXAS 
WEERAPHAN,  PHANRAWEE,  BANGKOK,  THAILAND 
WEHBRING,  RICHARD  PAUL,  IRONDEQUOIT,  NEW  YORK 
WEHMEYER,  WILLIAM  GEORGE,  CLYDE  HILL,  WASHINGTON 
HEHNER,  JOSEPH  GEORGE,  AMES,  IOWA 
WEHNES,  GEORGE  0.,  OLYMPIA,  WASHINGTON 
WEIAND,  CURTIS  DEE,  SOUTH  BEND,  INDIANA 
WEIBL,  EDWARD  BRUCE,  CORDOVA,  ALASKA 
ScJRiifSER,*^PHS  HARVEY,  JR,  SAN  FRANCISCO,  CALIFORNIA 
WEIDMAN,  LESLIE  PAUL,  MODESTO,  CALIFORNIA 
LINDA  LEE,  MODESTO,  CALIFORNIA 
GARY  WAYNE,  ALBUQUERQUE,  NEW  MEXICO 
CAROLYN  LELIA,  NEW  ORLEANS,  LOUISIANA 
.  DAVID  THOMAS,  DES  PLAINES,  ILLINOIS 
WEIGHT,  GEORGE  C. ,  SALINAS,  CALIFORNIA 
WEIL,  JOSEPH  C,  HEBRON,  KENTUCKY 
WEILAND,  WILLIAM  EDWARD,  ALBUQUERQUE,  NEW  MEXICO 
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WEBER, 
WEBER, 
WEBER, 
WEBER, 


WEBSTER, 
WEBSTER, 
WEBSTER, 
WEBSTER, 
WEBSTER, 
WEBSTER, 
WEBSTER, 


WEEKS, 
WEEKS, 
WEEMS, 


WEIDMAN, 
WEIDNER, 
WEIGAND, 
WEIGAND, 


PAGE 


137 


HE1LER.  EUGENE  R  -  WHELAN,  MICHAEL  JAMES 
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SOUTH  CAROLINA 


HELCH, 
WELCH, 
HELCH, 


WF1IFR   EUGENE  R,  SAGINAH,  MICHIGAN 

HE  LER   RICHARD  P,  TRAVERSE  CITY,  MICHIGAN 

HE  HER   MARK  HILL  AM,  DOHNERS  GROVE,  ILLINOIS 

WFNBERG   FREDERICK,  BROOKLYN,  NEW  YORK 

HENDORF-.  ARTHUR  JOSEPH   ERIE   PENNSYLVANIA 

HEINGART,  GARY  "ANCIS.METUCHEN   NEW  JERSEY 

WEINGARTEN,  ROBERT  H,  MINEOLA.  NEW  YORK 

uftmhaRDT   JOHN  V.,  LAFAYETTE,  INDIANA 

SI™  DONALD  HAMILTON,  PATCHOGUE   NEW  YORK 

WFIR  GEORGE  F.,  ROCKFORD,  ILLINOIS 

Sf  R   WALTER  F    PITTSBURGH,  PENNSYLVANIA 

WE  SBErK  JOSEPH  ANTON,  BISMARCK,  NORTH  DAKOTA 

WF^FR   ROGER  A   VILLA  PARK,  ILLINOIS 

WEISHER,  STEVENH,  BLOOMFIELD,  CONNECTICUT 

HEISS,  JOHN  WAYNE,  SARNIA,  CANADA 

SHU;  i;lX»DV«Ki/«™™0,  CONHECTICm 

SfTZEL   EDWARD  N  ,  SPRINGFIELD,  OREGON 

S    born!  r5bert  morris,  J".s?artanburg, 

WELCH  DAVID  E.,  CHICAGO,  ILLINOIS 

WELCH!  JAMES  LYMAN,  FAIRBANKS  ALASKA 

ucTru  inHM  ARTHUR   CLINTON,  CONNECTICUT 

WELCH '  3^1$  VINEYARD  HAVEN,  MASSACHUSETTS 

WELCH  PAUL  EDWARD,  MONONA,  WISCONSIN  TrrtnuIA 

'  RAY  ALFRED,  CAMP  PENDLETON,  CALIFORNIA 
SILAS  B  CHARLESTON,  SOUTH  CAROLINA 

,  VIRGIL  GRADY,  ATHENS,  GEORGIA 

HELCH,  WAYNE  E,  GLYNCO  GEORGIA 

SSSI'  WIU?AMLEVER  TTN,LEWISTON,  MAINE 
S  LCH'  WU  AM  NICHOLS   SAN  FRANCISCO,  CALIFORNIA 
hIlSeR,  BILL  GENE,  EVANSVILLE  INDIANA  u 

WELDIE   RAYMOND  HENRY,  III,  FEASTERVILLE ,  Pennsylvania 

Seldom',  james  Robert, 'auburn,  California 
Seldom  mark  david,  massillon  ohio 

WELDON,  THOMAS  AVERY,  VALLEY   ALABAMA 
HELGOS   JOHN,  SR,  EDISON  NEW  JERSEY 
WFl KA  BRUCE  RICHARD,  CATTARAUGUS,  NEW  YORK 
S luER.  MARK  ALLEN,  *NOXVILLE.  TENNESSEE 

wfl i  brock  george  albert,  yaphank,  new  york 
Seller  Robert  steven,  muncie,  Indiana 

S  LLLI NGToS!  DONALD  F .  \    LAS  VEGAS ,  NEVADA 
SlttlNGTON'  RANDALL'i  ^YoTgS  6w£  'oHIO 

Sell  ver  h  Sallace,   i,  old  orchard  beach,  maine 

Sfi I  MAN  CHARLIE  R,  WOODWARD,  OKLAHOMA 
SIlLNEr'  RICHARD  DUANE,  JEFFERSON,  WISCONSIN 

Sells  carlos  eugene,  westwood,  Kansas 

ucmq'  n  ARFNCF   NEW  LONDON,  CONNECTICUT 

S    ',  GARy'fRANKLiS,  nSrTh'kaMSAS  CITY   MISSOURI 

wfl  is  george  oren,  jr,  frankfort,  kentucky 
Sells'  grafton  lee  jr  staunton,  Virginia 

I  Sfi  IS     HUGH  A        GREENEVILLE,    TENNESSEE 
Scmc       ifffrfVailEN      INDIANAPOLIS,    INDIANA 

Sells'  jerry  l.  Washington  district  of  Columbia 
Sells'  jerry  m  bowling  green,  Kentucky 
jessie  James,  monroe,  Louisiana 

JIM  L,  LAS  CRUCES,  NEW  MEXICO 
JON  MICHAEL,  CHESAPEAKE,  VIRGINIA 

RlYMoS^vl^OR^^n^RINGGotHEORGIA 
SIllI:  RICHARD  GJR  MILTON  MASSACHUSETTS 
ufi  \V    RODNEY  D  .  MODESTO,  CALIFORNIA 

'  STEVEN  ALAN,  COON  RAPIDS,  MINNESOTA 
STUART  LEE,  PORTLAND,  OREGON 
TED  P.,  DALLAS,  TEXAS 
H  HOWARD,  UNION,  SOUTH  CAROLINA 
JAMES  JONATHON,  ST.  PAUL,  MINNESOTA 
tforhf   ]R  DENVER,  COLORADO 
J^HILLARD',  SAULT  SAINTE  MARIE.  MICHIGAN 
MICHAEL  H,  COATESVILLE,  PENNSYLVANIA 
ROBERT  FRANCIS,  BUCYRUS,  OHIO 
RONALD  ISRAEL,  NEW  YORK,  NEW  YORK 

S!lter,Rjohn  Arthur'' san  diego   California 

wfi TY  KENNETH  EDWIN,  LOS  ANGELES,  CALIFORNIA 
SfnDEL  MICHEL  JOHN,  CHARLES  CITY,  IOWA 
SeNDELL   GEORGE  DONALD,  CARSON  CITY,  NEVADA 
WFNfiT   HINFIELD  FREDERICK,  EVERGREEN  PARK,  ILLINOIS 
S  NGERT   SeNNIS  JOHN,  ELlIsVRLE   MISSOURI 
WENK  JOHN  C,  MUSKEGON,  MICHIGAN 
SfnnER  ROBERT  LEWIS,  MINDEN,  NEVADA 
SfNSKUNAS   THOMAS  M,  ROCKFORD,  ILLINOIS 
S  MTLA^'hoSaRD  H.   RIVERSIDE   CALIFORNIA 
WENTZ   ALLEN  JOHN,  DOVER,  DELAWARE 
SeNTZ   ANTON,  YAKIMA,  WASHINGTON 
WFNT7   DONALD  J  ,  WILLISTON,  NORTH  DAKOTA 
SeNTZ*  LEONARD  R  BISMARCK,  NORTH  DAKOTA 
SeRDER,  EDWARD  J  COOPER  CITY   FLORIDA 
HERKOWITCH,  VINCENT   OLATHE.  KANSAS 
wFRuniY  CHRISTIAN  G,  CEDAR  GROVE,  NtH  JtK?lJ;T.,.__. 
SfrneR  DAVID  MICHAEL,  BROOKLYN  CENTER,  MINNESOTA 
SfrnER   ELLEN  JEANINE   MADISON,  WISCONSIN 
SfrNEr'  GERALD  LEROY ,  ALEXANDRIA,  MINNESOTA 
SfRNER  WAYNE  LEE,  K  RKWOOD,  MISSOURI 
SIrr"' DONALD  EDWARD   MILWAUKEE   WISCONSIN 
WERSAL,  DONALD  EDWARD,  ST   PETER,  MINNESOTA 
I  WERSICH,  DENNIS  P.  EL  PASO,  TEXAS 
WERT,  GAYLORD  R.,  SIGNAL  HILL,  CALIFORNIA 


HELLS, 
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WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 
WEST, 


WFRT   PAUL  ADAM,  SOUTH  DAYTONA,  FLORIDA 
SeRTS   ROBERT  GEORGE,  BETHLEHEM,  PENNSYLVANIA 
SeSBROCK?  TERRANCE  JOSEPH,  KEARNY  ARIZONA 
WESCOTT   ARNOLD  B.,  EUGENE,  MISSOURI 
SeSCOVICH  WALLACE  W,  BILOXI,  MISSISSIPPI 
SeSLEY   JEFFREY  LEROY,  DENHAM  SPRINGS,  LOUISIANA 
SeSLEY   ROBERT  DALE,   NDIANAPOLIS,  INDIANA 
mfIoioHSKI   JAMES  ANTHONY,  LOCKPORT,  NEW  YORK 
SlisEL   EDWARD  MARTIN,  JR,  EVANSVILLE,  INDIANA 
WESSELY   JOHN  A.,  UPLAND,  CALIFORNIA 
SeSSON, 'RAY  ERNEST,  NASHUA,  NEW  HAMPSHIRE 
WEST   ANITA  D,  TACOMA,  WASHINGTON 
WEST   BART  WILLIAM,  CINCINNATI,  OHIO 
SIsT   CHARLES  EDWARD,  JR,  ST  AUGUSTINE,  FLORIDA 
WEST   DANIEL  HENRY,  WEST  PALM  BEACH,  FLORIDA 
'  DONALD  T.,  PENSACOLA  FLORIDA 

Sf  Joseph'  hIh         ,C    h'yorkAS 

GEORGE  KIMBROUGH,  JR.  COMHAY .SOUTH  CAROLINA 

GEORGE  MARION,  BOSSIER  CITY,  LOUISIANA 

GUY  C  .  THOMASTON,  GEORGIA 

HARRY  JOSEPH,  FRANKFORT,  KENTUCKY 

JERRY  LEROY,  LOS  ANGELES,  CALIFORNIA 

JOHN  F.,  OAKLAND,  CALIFORNIA 

JOSEPH  E,  NASHVILLE,  TENNESSEE 

LAWRENCE  VICTOR,  CANTON,  GEORGIA 

MARY  ANN,  CHICAGO,  ILLINOIS 

MELVIN  L  SANTA  FE,  NEW  MEXICO 

MELVIN  L  ,  FALLS  CHURCH,  VIRGINIA 
uccl'  onRFRT  MICHAEL   GLASGOW,  MONTANA 
SIIt'  THOMAS  HUNTER,  GREENVILLE,  SOUTH  CAROLINA 
HEST  WALTER  G  SPRING  HOUSE,  PENNSYLVANIA 
WEST*,  WILLIAM  A.,  HOMEWOOD,  ALABAMA 

SEE!TTBRY06K,;ErTR:,LW^HI0NHGT00N,  DISTRICT  OF  COLUMBIA 
SeSTBY?  CRAIG  ARNOLD,  JUKWIU  WASHINGTON 

BIstcEt'  SSSS    enr  R-joRn^town,C^yI:v  NIA 

SfsTENDICK  WILLIAM  A.   FRANKFURT,  FEDERAL  REPUBLIC  OF 
SPsIeRmK'wARRENBRUCE,  ELKINS  PARK  PENNSYLVANIA 
EccTCAii   PARI  DEAN  CARLSBAD,  NEW  MEXICO 
SfItfwl*  WILLIAM  STANTON,  JR  TALLAHASSEE,  FLORIDA 
SUtFIELD  LUTHER  DANIEL,  CLEVELAND,  TENNESSEE 

Seagate;' james  Howard,  lompoc,  California 

wf^TGATE   RICHARD  JAN,  JUPITER,  FLORIDA 
SlsTLAKE'  DONALD  R,  WHITE  PLAINS,  NEW  YORK 
SeSTLAKE   PAMELA,  ELKHART,  INDIANA 
SeSTMAN,  BRIAN  NYE ,  OGUNQUIT  MA  NE 
WFSTMAN  ROBERT  L,  SALEM,  ILLINOIS 
SeSTON  DANIEL,  KALAMAZOO,  MICHIGAN 
SeSTON  THOMAS  E.,  NORTH  OLMSTED,  OHIO 
I  SeSTPHAL   JACK  A.,  MINOT,  NORTH  DAKOTA 

f  SISerSeI  J^ONTARDPPJAMRE^°60N^V0SDDA  MASSACHUSETTS 

SeTMORE   ALLISON  WEEDEN,  BANGOR,  MAINE 
(  WFTMORE   JOHN  A  ,  SAN  DIEGO,  CALIFORNIA 

HETTIG  TERRY  LEE,  LANGLEY  AFB,  VIRGINIA 

SEEUVE?'JAMESLARRY  CYPRESS  CALIFORNIA 

SEEYMOTufHJARAN^CL   0  ^ B&oSft'SSSSu^ 
HEYMOUtS:  MICHAEL  PAUL.'mARTIMEZ.  CALIFORNIA 

wHALEN-j>oSN^^HD'FBAy^rv?RGiNrcKY 

«e?frAnc}NsC S5SS: H-elphia,  PENNSYLV 

MICHAEL  KENNETH,    MESA     ARIZONA 

i  SARVAWLEY°^VWALSHiN^orDISTRICT   OF  COLUMBIA 
SwARTON     ROBERT   L.    MARINA,    CALIFORNIA 

WHEAT     DAVID  GLENN,    INDIANAPOLIS,    INDIANA 

S:  ARSES:  SKg™ 

GARY  R,  ANCHORAGE,  ALASKA 

H  MELVIN,  ROCKVILLE,  MARYLAND 
juccrcii'  iamfs  E   SPRINGFIELD,  VIRGINIA 
ShEELEr'  KELTON  W,  POMPANO  BEACH,  FLORIDA 
SucFrFR  I ARRY  D  ATLANTA,  GEORGIA 
KuIfHh'  MACK  R  GREEN  COVE  SPRINGS,  FLORIDA 
uuffIfS'  RICHARD  M  SMITHFIELD,  RHODE  ISLAND 
SSeELEr'  RICHARD  PAUL  HARTFORD,  CONNECTICUT 
--'  RTCHARD  T  HAINES  CITY,  FLORIDA 

ROBERT  DOUGLAS?  SAN  MARCOS,  CALIFORNIA 

ROBERT  JOE,  TIGARD,  OREGON 

Et  LEE°Sn??'NNEWWYK  NEW  YORK   ^ 
?HE0D0REEr60SEVELT ,  CHATTANOOGA .TENNESSEE 
,  THOMAS  PATRICK,  TALLAHASSEE,  FLORIDA 

SSfELANNGHATRRYNMICHAELMA^    E,VN^WINJEARSEY 
SSElAN:  MICHAePjAHES;  MONTESANO,  WASHINGTON 
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WHELEHAN,  WILLIAM  JAMES  -  HILCOX,  ROBERT  H 
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HHISENANT, 

HHISNANT, 

HHITAKER, 
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HHITAKER, 
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HHITCOMB, 

HHITE, 

HHITE, 

HHITE, 


HHELEHAN,  HILLIAM  JAMES,  CHICAGO,  ILLINOIS 
HHERTHEY,  JOHN  PAUL,  PITTSBURGH,  PENNSYLVANIA 
HHETSELL,  RUFUS  M. ,  CHARLESTON,  SOUTH  CAROLINA 
HHIDDON,  HARRY,  AKRON,  OHIO 
HHIMS,  HOHARD  EUGENE,  FREDERICK,  MARYLAND 
HHIPKER,  KENNETH  JOSEPH,  COLUMBUS,  INDIANA 
WHIPPLE,  LELAND  ARTHUR,  MONTOURSVILLE,  PENNSYLVANIA 
WHIPPLE,  MYRON  J.,  MIDLAND,  MICHIGAN 
HHIPPLE,  TREVOR  SCOTT,  BARRE,  VERMONT 
HHIRTY,  DAVID  MERRILL,  CANTON,  CONNECTICUT 
HHISANTE,  JOE  HAYNE,  HUNTSVILLE,  ALABAMA 

JOSEPH  LOHRY,  DOUGLASVILLE,  GEORGIA 
JOSEPH  LARRY,  MORGANTON,  NORTH  CAROLINA 
HORACE  EDHIN,  JR,  ALVIN,  TEXAS 
JAMES  EDHARD,  FOREST  PARK,  OHIO 
RICKY  TYSON,  CARTHAGE,  NORTH  CAROLINA 
ROBERT  E.,  EL  CERRITO,  CALIFORNIA 
THOMAS  FORGEY,  SOMERVILLE,  TENNESSEE 
.  CHARLES  R,  HOUSTON,  TEXAS 
AARON  GILBERT,  INDIANAPOLIS,  INDIANA 
ALPHONSA,  RALEIGH,  NORTH  CAROLINA 
,  BILLY  V,  JR,  TUPELO,  MISSISSIPPI 
HHITE,  CHAD  B.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HHITE,  CHARLES  NEEDHAM,  NORFOLK,  VIRGINIA 
WHITE,  DANNY  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HHITE,  DAVID  G.,  LUBBOCK,  TEXAS 
WHITE,  DENNIS  P.,  BEAUMONT,  TEXAS 
HHITE,  DENNIS  R,  SR,  SEBASTIAN,  FLORIDA 
HHITE,  DONALD  A,  PIQUA,  OHIO 
HHITE,  DONALD  LESTER,  PHOENIX,  ARIZONA 
WHITE,  DUANE  DOUGLAS,  ESCONDIDO,  CALIFORNIA 
HHITE,  EDDIE  RAY,  INDEPENDENCE,  MISSOURI 
WHITE,  EDGAR  THOMAS,  FORT  LAUDERDALE,  FLORIDA 
HHITE,  EDHIN  HORACE,  PUYALLUP,  HASHINGTON 
WHITE,  GARY  ALLEN,  SOUTH  DAYTONA,  FLORIDA 
HHITE,  GEORGE  ALAN,  GROTON  LONG  POINT,  CONNECTICUT 
GEORGE  DONALD,  MINEOLA,  NEW  YORK 
GEORGE  HARROLD,  PORTLAND,  TEXAS 
HAROLD  E.,  MEDFORD,  MASSACHUSETTS 
HAROLD  T,  TACOMA,  HASHINGTON 
HERSCHEL  L.,  MUSCLE  SHOALS,  ALABAMA 
J  L,  GLENDALE,  ARIZONA 
JACK  HALL,  ATLANTA,  GEORGIA 
JAMES  BLAIR,  ISLE  OF  PALMS,  SOUTH  CAROLINA 
JAMES  C,  LOS  ANGELES,  CALIFORNIA 
JAMES  E.,  CLEVELAND,  OHIO 
JAMES  HARMON,  TEXARKANA,  TEXAS 
JAMES  R.,  CAPE  CORAL,  FLORIDA 
JEFFREY  LEE,  MINOT,  NORTH  DAKOTA 
JERRY  LON,  SANTA  ROSA,  CALIFORNIA 
JOHN  CALVIN,  DOTHAN,  ALABAMA 
JOHN  DAVID,  AUGUSTA,  MAINE 
,  JOHN  GAINES,  AMERICUS,  GEORGIA 
HHITE,  JOHN  RAYMOND,  NASHVILLE,  TENNESSEE 
HHITE,  KARL  B.,  JR,  NEW  BRITAIN,  CONNECTICUT 
KERMIT  E,  LONGVIEW,  WASHINGTON 
L.  C,  AUSTIN,  TEXAS 
.  LAVALLE,  JR,  OAKLAND,  CALIFORNIA 
HHITE,  MARCO  JOHN,  III,  PENSACOLA,  FLORIDA 
HHITE,  MARK  EDHARD,  MASSAPEQUA  PARK,  NEW  YORK 
MARTIN  JOSEPH,  DAYTONA  BEACH,  FLORIDA 
MICHAEL  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PATRICK  ROBERT,  CAPITOLA,  CALIFORNIA 
PAUL  JOSEPH,  BOSTON,  MASSACHUSETTS 
RALPH  E,  BATON  ROUGE,  LOUISIANA 
RALPH  EUGENE,  PLYMOUTH,  MICHIGAN 
RAYMOND,  LLANGUNNOR,  ENGLAND 
RAYMOND  CARSON,  BELFAST,  NORTHERN  IRELAND 
RAYMOND  D.,  SAN  FRANCISCO,  CALIFORNIA 
RICHARD  CLAY,  JR,  FRESNO,  CALIFORNIA 
RICHARD  DEAN,  BURGAH,  NORTH  CAROLINA 
,  RICKY,  ARCADIA,  FLORIDA 
WHITE,  ROBERT  ADAM,  BATON  ROUGE,  LOUISIANA 
HHITE,  ROBERT  C,  SALEM,  OREGON 

ROBERT  D.,  SALT  LAKE  CITY,  UTAH 
ROBERT  PRESTON,  FLAGSTAFF,  ARIZONA 
RONNIE  LOHELL,  GREENWOOD,  MISSISSIPPI 
SINCLAIR  HAROLD,  PROSPECT,  BERMUDA 
STANLEY  HERSHEL,  DALTON,  GEORGIA 
STEPHEN  J,  DOYLESTOWN,  PENNSYLVANIA 
TERRY  ALAN,  NASHVILLE,  TENNESSEE 
THOMAS  B.,  ROCKDALE,  TEXAS 
'  ™?.MAS  CLIFFORD,  CLINTON  THP,  MICHIGAN 
WHITE,  THOMAS  E,  HILMINGTON,  OHIO 
SuJtc*  u!NCENI  ANDREH,  NEH  CITY,  NEH  YORK 
SuJ^'  "JLLIAM  DANIEL,  RALSTON,  NEBRASKA 
uulll'    KlhH*"'  m»  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HHITE,  HINGATE  M,  BATON  ROUGE,  LOUISIANA 

HEAD,  CHARLIE  CLIFFORD,  JR,  AMERICUS,  GEORGIA 
GERALD  MATTHEH,  LAKE  BUTLER,  FLORIDA 
JAMES  DON,  BOISE,  IDAHO 
JOHNNY  COLEY,  SR,  TOHSON,  MARYLAND 
LETTY  LEE,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
.  HENRY  LEE,  BOSSIER  CITY,  LOUISIANA 
HHITEHURST,  SIDNEY  GENE,  KNOXVILLE   TENNESSEE 
HHJTENER,  BILLY  FRANK^  ROME,  GEORGIA 
SuJIixIPE'  CARL  WALLACE,  DENVER,  COLORADO 
Su  JFJEL%  EMMETT  H-j  JR.  °ALTON,  GEORGIA 
EmJJSr'  fE2ncE^-'  SAN  LUIS  OBISPO,  CALIFORNIA 
HHITING,  LAWRENCE  RAYMOND,  ENGLEHOOD  CLIFFS,  NEH  JERSEY 
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HHITE, 
HHITE, 
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94  tt 
79 
25  tt 
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165 
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157 
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178 
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193 
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80  tt 
167 
165 
99 
151 
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167 
137  tt 
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117 
118 
115 
193 
92  # 
124  tt 
85 
115 
125 
162 
179 
189 
170  tt 
108  tt 
118  tt 
102  * 
155 
120  * 
92 
195 
131 
92 
126 
116 
112 
195 
191 
173 
128 
167 
61 
31 
11 
183 
143 
142 
108 
116 
105 
49 
66 
122 
113 
95 
99 
139 
171 
110 
70 
139 
44 
166 
131 
156 
100 
128 
186 
104 
118 
111 
132 
155 
127 
139 
148 
72 
180 
114 
129  , 
125 
76 
138 
90  i 


HHITLEY, 

WHITLEY, 

HHITLOCK, 

WHITMAN, 

HHITMAN, 

HHITMER, 

HHITMER, 


HHITNEY, 
HHITNEY, 
WHITNEY, 


WHITLATCH,  HAROLD  T.,  NASHVILLE,  TENNESSEE 
WHITLEY,  CHARLES  G. ,  PARIS,  TEXAS 
DONALD  B.,  AUSTIN,  TEXAS 
JOE  D.,  CHARLOTTE,  NORTH  CAROLINA 
GREGORY  DALE,  SAN  ANTONIO,  TEXAS 
MARK  LEE,  HORNELL,  NEW  YORK 
RUSSELL  D.,  ENDICOTT,  NEW  YORK 
CHARLES  MICHAEL,  GRETNA,  LOUISIANA 
,  THEODORE,  EL  CENTRO,  CALIFORNIA 
HHITMIRE,  BOBBY  RANDAL,  MIDLOTHIAN,  TEXAS 
WHITMORE,  EARL  B.,  REDWOOD  CITY,  CALIFORNIA 
HHITMORE,  MICHAEL  RICHARD,  PASCAGOULA,  MISSISSIPPI 
HHITNEY,  JOHN  STEPHEN,  OZARK,  MISSOURI 

RANDALL  DALTON,  LAS  VEGAS,  NEVADA 
RAYMOND  EDHARD,  SPRINGFIELD,  MASSACHUSETTS 
,  RICKY  LYNN,  BOLIVAR,  NEH  YORK 
HHITSON,  RANDY  SCOTT,  HANOVER,  PENNSYLVANIA 
WHITT,  FREDERICK  H,  FREMONT,  NEBRASKA 
HHITT,  GEOFFREY  RICHMOND,  TERRELL,  TEXAS 
WHITTAKER,  MICHAEL  ROSS,  HOQUIAM,  HASHINGTON 
HHITTAKER,  ROBERT  N,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WHITTED,  SAMUEL  STEPHEN,  FLAGSTAFF,  ARIZONA 
HHITTED,  WENDALL  LAMONT,  DES  PLAINES,  ILLINOIS 
WHITTEN,  DONALD  ARTHUR,  DALLAS,  TEXAS 
'   HHITTEN,  JERRY  DEAN,  HOODLAND,  CALIFORNIA 

HHITTEN,  LARRY  T.,  CAMDENTON,  MISSOURI 
'  HHITTINGTON,  EDWARD  F,  III,  ARLINGTON,  TEXAS 
SuJttJ^JSK'  J,£$  D-'    S0UTH  CHARLESTON,  HEST  VIRGINIA 
WHITTINGTON,  JOSEPH  LARRY,  WASHINGTON,  DISTRICT  OF  COLU 
HHITTINGTON,  HILLIAM  R,  BATON  ROUGE,  LOUISIANA 
WHITWAM,  KERRIE  ANNE,  HOBART,  AUSTRALIA 
HHITWORTH,  WILLIAM  C,  COLUMBIA,  SOUTH  CAROLINA 
HHYTE,  NORMAN  LOUIS,  JR,  GREECE,  NEH  YORK 
HUNT,  HILLIAM  F,  BECKLEY,  WEST  VIRGINIA 
WICK,  GARY  A,  CLARKSBURG,  WEST  VIRGINIA 
WICKENHAUSER,  DONALD  JOSEPH,  LADUE,  MISSOURI 
HICKER,  JOHNNIE  HALTER,  III,  MIAMI,  FLORIDA 
WICKER,  MARK  STEVEN,  CLUTE,  TEXAS 
HICKRAMASINGHE,  SENADIPATHI  M,  GALLE,  SRI  LANKA 
HICKS,  DORANCE  HILLIAM,  MENDOTA  HEIGHTS,  MINNESOTA 
HICKSTRAND,  RAYMOND  D. ,  ARLINGTON,  VIRGINIA 
HICKUM,  THOMAS  GERALD,  SAN  BERNARDINO,  CALIFORNIA 
WICTUM,  JAMES  C,  SACRAMENTO,  CALIFORNIA 
HIDEMAN,  JAMES  STUART,  GREECE,  NEW  YORK 
WIDEMAN,  JOHN  CHESLEY,  JR.,  HASHINGTON,  DISTRICT  OF  COL 
HIDNER,  ROBERT  L.,  SIOUX  CITY,  IOWA 
WIDUP,  CHARLES  ALBERT,  LA  JUNTA,  COLORADO 
HIEBE,  GARY  LEE,  BEATRICE,  NEBRASKA 
HIEBOLD,  WILLIAM  C,  CINCINNATI,  OHIO 
WIEDEMANN,  RONALD  P,  ROLLA,  MISSOURI 
WIEGAND,  EUGENE  R,  JR,  LARAMIE,  WYOMING 
WIEGAND,  JAMES  W. ,  BOWLING  GREEN,  OHIO 
HIEGAND,  MICHAEL  ANDREH,  EUREKA,  MISSOURI 
WIEGAND,  STEPHEN  ALLEN,  FOREST  PARK,  GEORGIA 
WIEGERT,  SCOTT  LAURENCE,  WEST  DES  MOINES,  IOWA 
HIEGHAT,  WALLACE  HENRY,  SPLENDORA,  TEXAS 
WIEGMAN,  HILLIAM  FREDERICK,  JR,  FEASTERVILLE,  PENNSYLVA 
HIELT,  JOHN  L,  CARBONDALE,  ILLINOIS 
WIENER,  WILLIAM  GEORGE,  TOLEDO,  OHIO 
HIER,  LEON  W.,  GREENWOOD,  MISSISSIPPI 
WIESE,  KARL  RAUL,  RIO  RANCHO,  NEW  MEXICO 
WIESE,  RICHARD  LEE,  SPRINGFIELD,  OREGON 
HIESMUELLER,  JERRY  EDWARD,  MILWAUKEE,  WISCONSIN 
WIESNER,  DOUGLAS  E.,  NEW  ULM,  MINNESOTA 
HIESTER,  WILLIAM  A,  MOSES  LAKE,  WASHINGTON 
WIETERSEN,  FRANK  D,  MADISON,  WISCONSIN 
HIGFIELD,  GRAYSON  LEO,  HAGERSTOHN,  MARYLAND 
WIGFIELD,  PAUL  ELLSWORTH,  HAGERSTOHN,  MARYLAND 
WIGGIN,  RICHARD  DUANE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HIGGINS,  BILLY  C,  WARWICK,  RHODE  ISLAND 
BOBBY  N.,  ARLINGTON,  TEXAS 
CHRISTOPHER  R,  DURANGO,  COLORADO 
GRADY  HARRY,  TROY,  ALABAMA 
,  SIDNEY  LORENZA,  JR,  WASHINGTON,  DISTRICT  OF  CO 
WIGGINTON,  CHARLES  K,  SAN  DIEGO,  CALIFORNIA 
WIGGINTON,  DONALD  ROBERT,  BAKERSFIELD,  CALIFORNIA 
WIGGS,  DAVID  EMRYS,  WESTMINSTER,  CALIFORNIA 
HIGGS,  H.  R.,  JR.,  HILMINGTON,  NORTH  CAROLINA 
HIGHT,  RANDALL  GREENE,  EUGENE,  OREGON 
HIGHTMAN,  MICHAEL  J,  KINSTON,  NORTH  CAROLINA 
HIGMAN,  GARY  RONALD,  MCHENRY,  ILLINOIS 
HIGNES,  HAROLD  J,  MINEOLA,  NEH  YORK 
HIKE,  JERRY  LEE,  SPARKS,  NEVADA 

HIKOFF,  HILLIAM  HENRY,  III,  LITTLE  SILVER,  NEH  JERSEY 
HILBANKS,  JOHN  R.,  LOS  ANGELES,  CALIFORNIA 
WILBANKS,  WILLIAM  WESLEY,  HOLBROOK,  ARIZONA 
HILBER,  HAROLD  B,  LARGO,  FLORIDA 
HILBER,  ROBERT  NATHANIEL,  LOS  ANGELES,  CALIFORNIA 
HILBERG,  EDHARD  RALPH,  ANOKA,  MINNESOTA 
HILBON,  KENNETH  ESTES,  STOCKTON,  CALIFORNIA 
WILBOURN,  JAMES  RUSSELL,  BRIGHTON,  COLORADO 
HILBURN,  HERBERT  CARY,  HUNTSVILLE,  ALABAMA 
WILBURN,  THEODORE,  JR.,  PORTSMOUTH,  OHIO 
HILCE,  JON,  SURREY,  ENGLAND 
HILCOX,  BLYNN  B.,  SODA  SPRINGS,  IDAHO 

DALE  ARTHUR,  ANAHEIM,  CALIFORNIA 
EDWARD  MARVIN,  LUDLOW,  MASSACHUSETTS 
EVERETT  E,  ASHLAND,  KENTUCKY 
LINDALL  ALLEN,  CORUNNA,  MICHIGAN 
ROBERT  H,  SANDPOINT,  IDAHO 
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HILCOX.  HILLIAM  LEHIS  -  WILLIAMS,  REGAN  GENE 
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99 
130 
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174 
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93 
164 
75 
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164 
96 
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170  # 
173 
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175  M 
94  * 
119 
129 
159 
138 
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71 

94  # 

95  n 
158 
120  * 
184 

92 
162 
130 
185 
154 
95  * 
143 
189 
140 
127 
85  ) 
17  f 
109  i 
50 

111  i 
143 
108 
105 
114 
176 
130 
95 
188 
153 
133 
60 
127 
91 
194 
150 
112 
180 
149 
84 
146 
147 
74 
179 
103 
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138 
96 
121 
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98 
145 
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168 
109 
183 
122 
153 
144 
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uTirnx   WILLIAM  LEWIS,  GERMANTOWN,  OHIO 

MUD  CURTIS  J  .RICHMOND  HEIGHTS,  MISSOURI 

unn   IFROME  JACOB,  RICHMOND  HEIGHTS,  MISSOURI 

H  LDE   DENNIS  CORNELL   BREVARD,  NORTH  CAROLINA 

BiSl:  HARRY  MBERTJR  CLAYTON  .MISSOURI 

HILDEN,  MARCUS  P.,  JR.,  TEXAS  CITY,  TEXAS 

uiiriFR   PAUL   BLUE  ASH,  OHIO 

H  LDEr!  ROBERT  V   OKLAHOMA  CITY,  OKLAHOMA 

MILOEY   ROGER  GLENN,  SANTA  CRUZ,  CALIFORNIA 

H  LDISH,  MARK  LYLE,  GREENFIELD,  WISCONSIN 

WILDS   EDDIE  LEE,  HUNTINGTON,  WEST  VIRGINIA 

WUES,  RALPH  T,  JR.  WEST  PALM  BEACH  FLORIDA 

WILES   RICHARD  DAVID,  EL  PASO,  TEXAS 

WILES   ROBERT  LEE,  EL  PASO,  TEXAS 

utTcv'  ROR  W   VISALIA,  CALIFORNIA 

H KEY'  CHARTS  BARRETT,  CHARLESTON,  SOUTH  CAROLINA 

WILEY   EVERETT  L.,  PORT  ARTHUR,  TEXAS 

SrEY   FRANCES  BISHOP,  ATLANTA,  GEORGIA 

WILEY'  FRANKLIN  R,  LUBBOCK,  TEXAS 

W  LEY   JACKIE  RAY   EL  DORADO,  ARKANSAS 

W  LEY   JAMES  WARNER,  BEECH  GROVE,  INDIANA 

HUEY'  ROBYN  ALLEN,  FORT  WAYNE,  INDIANA 

WUHELM  DAVID  ALLEN,  MOBILE,  ALABAMA 


H  LHELM   EDWARD  JENNINGS,  AUGUSTA,  GEORGIA 
WUHELM  WALTER,  OKLAHOMA  CITY,  OKLAHOMA 
WUHOIT   STEPHEN  MICHAEL   SPRINGFIELD  TENNESSEE 

KiTE.^L^^^ 

ffitft  R^WRARDAWiL[lAMl0?ND!°A^POLIS,    INDIANA 
uirScwi      i ARRY   LEE      MINNEAPOLIS,    MINNESOTA 
WUKeS16nU?hUPhuSs3I1SeATTLE  .WASHINGTON 
ytr^PR      WFSLEY   E      OWATONNA,    MINNESOTA 

l°o  CR  XT.  ^fI2Gn,GRa^Nz6nKaENTUCKY 

^        MiPGltl   RTM°SnGCSLn:F0D?^ARICT   OF  C0LUM 

FoH  B^X?^"^™ 
HILkII;    RAYMOND  LAWRENCE,' MACON     GEORGIA 

wIlkPe'    RB?UYTEC-ME^{^'TENXNfsSEE 

WILKINS  TaSrE^Y^VKiTY,    OKLAHOMA 

HILKINS     DON   LEWIS,    L   NCOLN,    NEBRASKA 

W   LKINS      GLENN   BROOKS,    NASHVILLE,    TENNESSEE 

I  VSSS'JSH:  SK^SR™,  -  — » 

utiktns   THOMAS  RAY,  MIDLAND,  TEXAS 
/  MTLKlSl'  VICTOR  M,  LAKE  HAVASU  CITY,  ARIZONA 
S    Ss'  WILLIAM  VIRGIL,  TUSCALOOSA,  ALABAMA 
WLK  nIoN   BERT  ALLAN,  OAKLAND,  CALIFORNIA 
WIIKINSON   FRANCIS,  BIRMINGHAM,  ENGLAND 
WUK InIon;  Gm  WAYNE,  INDIANAPOLIS,  INDIANA 

rwiLLKiNNi°0NN'roGH^:,S»wSRE^XAS 

«:    K^ENVU^    BBSS* 

^^^hDomaSsALpo^hke^TsIe,UTnAHwvork 
ralph  d,  iii,  dover,  delaware 
terry  dennis,  anaconda,  montana 

'uiiK^   DAVID  J..  MIDLAND,  TEXAS 
WILKS   PAUL  CARL,  CLINTON,  PENNSYLVANIA 
WUL   LAURENCE  EDWARD,  MINNEAPOLIS,  MINNESOTA 
(  WUL   RUDOLPH  R.,  MILWAUKEE,  WISCONSIN 
H   iRO  GARY  WAYNE,  DALTON,  GEORGIA 
W  l"laRd'  RANDOLPH  HUTT,  ATLANTA,  GEORGIA 
WILLARD  ROBERT  TYE,  JR,  ALEXANDRIA,  VIRGINIA 
WILLARD '  WENDELL  M,  MARSHALLTOWN,  IOHA 
uTnrax'  WAYNE  RICHARD,  PIOUA,  OHIO 
I  W  LLE   RICHARD  P   WEST  PALM  BEACH,  FLORIDA 
WULEFORD  GREGORY  MORTON,  SALEM,  OREGON 
uiTi  cut       ii ■■  IAN  A  WILLEMSTAD,  CURACAO 
1  w  U  ENBRING   ROBERT  M.,  DICKINSON,  NORTH  DAKOTA 
u ill fEbrINK   MARK  HENRY,  WARSON  WOODS,  MISSOURI 
N  LL llT "jOHN^DGAR,  SAN  FRANCISCO  CALIFORNIA 
WULETT   WILLIAM  J,  MINEOLA,  NEW  YORK 
WILLEY   LEO  RAY,  W  CHITA,  KANSAS    TEUU„cee 
WIIIHOIT   CLYDE  L,  II,  CHATTANOOGA,  TENNESSEE 

s      :  SB  t&E'sora&o 

m    MS   ALOIS  GAL AENDO,  BUFFALO,  NEW  YORK 
WUL  AMS   ARTHUR,  NEW  YORK,  NEW  YORK 

i  i:  sua  BekaSffwee  ,«««*.. 

WTIl  IAMS  BOBBY  JACKSON,  LYNCHBURG,  VIRGINIA 

W ILL iSS:  BObSy  RAY,  SR',  NEOSHO  MISSOURI 

WILLIAMS  BRODERICK  THADDEUS,  DETROIT,  MICHIGAN 

WILLIAMS!  BURNETT  E,  JR,  CINCINNATI,  OHIO 


WILKINSON, 
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WILKINSON, 
WILKINSON, 
WILKINSON, 


66 
141 
173 
90 
192 
104 
135 
195 
112 
116 
126 
108 
128 
129 
157 
111 
126  # 
103 
121 
170 
176 
52  # 
128 
134 
112  # 
107  # 
83  # 
124 
134  U 
165 
146 
135 
128 
114  t 
113 
193 
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195 
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176 
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69  n 
67  # 
183 
140 
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145 
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195 
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142 
111  * 
176 
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C   RAYMOND,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  AUGUST,  JR,  WEST  TRENTON   NEW  JERSEY 
CAROL  ALICE,  MORRISTOWN,  NEW  JERSEY 
CHARLES  L.,  OAKLAND  PARK,  FLORIDA 
CHARLES  LEE,  CHICAGO,  ILLINOIS 

S^EW6uYMARJrCHESTEEXRAIELD,  VIRGINIA 
CLAUDE  C,  JR,  WATERTOWN,  NEW  YORK 

D  C,  JR,  OKEECHOBEE,  FLORIDA 

nAVfn  A   EL  DORADO,  KANSAS 

DAVID  CURRY,  GREENSBORO,  NORTH  CAROLINA 

DAVID  E,  MOSCOW,  IDAHO 

DAVID  JOHN,  SURREY,  ENGLAND 

DAVID  NEIL,  FRANKFORT,  KENTUCKY 

DEAN  ALLEN,  CEDAR  FALLS,  IOWA 

DON  F.,  SANTA  BARBARA,  CALIFORNIA 

DONALD,  CHATTANOOGA,  TENNESSEE 

DONALD  H,  LACEY  SPRINGS,  ALABAMA 

DONALD  RAY,  GLENWOOD  SPRINGS,  COLORADO 

nnNAID  RUSSELL  DETROIT,  MICHIGAN 

DWIGH?  MORGAN.'WASHINGTON,  DISTRICT  OF  COLUMB 
E.  BERWIN,  TALLAHASSEE,  FLORIDA 
EDWARD,  SAVANNAH,  GEORGIA   „,,_._. 
EDWARD  BERWIN,  TALLAHASSEE,  FLORIDA 
EDWARD  C,  SAN  LUIS  OBISPO,  CALIFORNIA 
ELMO,  SEATTLE,  WASHINGTON 
EF??RYR0Y-GE0^EAHAPTH6MAs!RUDt  VIRGIN  ISLAND 

Ff^Dk^FeRxaSdeLr?DmerCSen:°RSnSecticut 

FRANK  ALLEN,  JR  RICHMOND,  VIRGINIA 
GARRETT  STEVEN,  LOS  ANGELES,  CALIFORNIA 
GEORGE  CROWL,  EAST  CLEVELAND,  OHIO 
GERALD  L,  AURORA,  COLORADO 
GERALD  S.,  RADFORD,  VIRGINIA 
TFRALD  WAYNE   RIVERSIDE,  CALIFORNIA 
GILBERT  HIHSTEAD.  RALEIGH,  NORTH  CAROLINA 
GLEN  EVERETT,  ST.  LOUIS,  MISSOURI 
GLENN  PRESTON,  YORK,  SOUTH  CAROLINA 
H   ELMER,  LEXINGTON,  KENTUCKY 
HOWARD,  KIRTLAND  AFB,  NEW  MEXICO 
HUBERT  EARL,  JACKSON,  MISSISSIPPI 
HUGHINGTON  GUSTAVU,  BELMOPAN,  BELIZE 
HUSTON,  JR,  HARRISBURG,  PENNSYLVANIA 
J   B.,  CEDARTOWN,  GEORGIA 
J   C,  BIRMINGHAM,  ALABAMA 
JACK  H.,  TOPEKA,  KANSAS 
JACK  L,  JR,  HELENA,  MONTANA 
iamf<;  FVERETT   STAUNTON,  VIRGINIA 
JAmII  KENNETH,  V  CKSBURG,  MISSISSIPPI 
JAMES  LAWRENCE,  JR,  DECATUR,  ILLINOIS 
JAMES  NEIL,  SAN  DIEGO,  CALIFORNIA 

J^ET  HSYRTEASBEANm6n?EEWRE^TaRK,  CALIFORNIA 

JERRY  WAYNE,  AZTEC,  NEW  MEXICO 

JIMMY  ARVES',  BIRMINGHAM  ALABAMA 

JOHN  DUNCAN,  III,  HOUSTON,  TEXAS 
inHN  F   TALLAHASSEE,  FLORIDA 
JOHN  JOSEPH  PORT  JERVIS,  NEW  YORK 
JOHN  JOSEPH  JERSEY  CITY   NEW  JERSEY 

S   MEIRION,  WELLINGTON',  NEW  ZEALAND 
JOHN  R   ALBION,  NEW  YORK 
JONATHAN  FRANCIS,  MONTEREY,  CALIFORNIA 
IKFHKIG   I  .  FOLSOM,  CALIFORNIA 
JoIePH  M   JR   BOSTON ,  MASSACHUSETTS 

Joseph  milburn,  frankfort,  Kentucky 

KATFR  W   DOTHAN,  ALABAMA 
KELVIS  TURELL,  INDIANAPOLIS,  INDIANA 
KENNETH  DALE,  CHARLOTTE,  NORTH  CAROLINA 
KENNETH  L,  YAPHANK,  NEW  YORK 
kIKt  FRAZiER,  BARTLETT   ILLINOIS 
KIRK  OWEN.  MOORE,  OKLAHOMA 
LARRY?  HARRISBURG,  PENNSYLVANIA 
l ARRY  CLARENCE,  CHICAGO,  ILLINOIS 
LAWRENCE  EUGENE,  GREENWOOD,  MISSISSIPPI 
LEE  A,  FORT  MEADE,  MARYLAND 
LEON  VERNON,  PARIS,  TENNESSEE 
LEONZO  GRANT,  FAIRFAX,  VIRGINIA 
LESLIE  R  ,  GRAND  JUNCTION,  COLORADO 
LESLIE  W,  JR.,  HARTFORD,  CONNECTICUT 
LEWIS  E   RALEIGH,  NORTH  CAROLINA 
LOREN  CLINE,  III,  STATESBORO,  GEORGIA 
MARCUS  C  JR,  SHREVEPORT,  LOUISIANA 

MICHEL  DGETR?LT0SSM0C0R:GULIN0IS 
SSaIl  LESLIE?   SLIP  TERRACE   NEW  YORK 
NEIL  RICHARD,  CAPE  ELIZABETH,  MAINE 
NORMAN  D,  WICHITA,  KANSAS 
NORMAN  GAYLE,  MADISON,  INDIANA 

2iTSTrKAALANN'PALMASPRINGS,  CALIFORNIA 

PAUL  THOMAS  '  II   AlIuWERQUE,  NEW  MEXICO 

PAUL  WENDELL,  URBANA,  OHIO 

dut ITP  M   ENDICOTT,  NEW  YORK 

PHILLIP  DARNELL?  FALLS  CHURCH,  VIRGINIA 

RALPH  DAVID,  LA  PLATA,  MARYLAND 

RALPH  E  ,  F  TCHBURG,  MASSACHUSETTS 

daiph  MASON   STAFFORD,  VIRGINIA 

RANDY  ALLAN,  ONALASKA  WISCONSIN 

REGAN  GENE,  SUNNYVALE,  CALIFORNIA 
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WILLIAMS,  RICHARD  G  -  WINDHAM,  ROBERT  LAMAR 
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HILLIAMS,  RICHARD  G,  SAN  BERNARDINO,  CALIFORNIA 
HILLIAMS,  RICHARD  GENE,  ENUMCLAH,  HASHINGTON 
HILLIAMS,  RICKY  FENTON,  BEL  AIR,  MARYLAND 
HILLIAMS,  RILEY  LYNN,  CHICKASHA,  OKLAHOMA 
HILLIAMS,  ROBERT  DONALD,  PITTSBURGH,  PENNSYLVANIA 
HILLIAMS,  ROBERT  E,  SHELBYVILLE,  INDIANA 
HILLIAMS,  ROBERT  EARL,  FAIRFAX,  VIRGINIA 
HILLIAMS,  ROBERT  EUGENE,  INDIANAPOLIS,  INDIANA 
HILLIAMS,  ROBERT  GEORGE,  JR,  HAMBURG,  NEH  YORK 
ROBERT  M.,  TITUSVILLE,  FLORIDA 
ROBERT  S.,  AUSTIN,  TEXAS 
ROBERT  T,  PHOENIX,  ARIZONA 
ROBERT  H.,  SAN  DIEGO,  CALIFORNIA 
ROBERT  WAYNE,  MORGANTON,  NORTH  CAROLINA 
ROBYN  ANTIONETTE,  MURRAY,  UTAH 
ROCHELLE  ELAINE,  ST  CROIX,  U.S.  VIRGIN  ISLAND 
RODGER  DALE,  GREENVILLE,  MISSISSIPPI 
RODGER  LEE,  GRAND  ISLAND,  NEBRASKA 
RODNEY  LYNN,  RENO,  NEVADA 
ROGER  OLIN,  MARINA,  CALIFORNIA 
,  RONALD  EUGENE,  CLARKSBURG,  HEST  VIRGINIA 
HILLIAMS,  RUFUS  DELRO,  RALEIGH,  NORTH  CAROLINA 
HILLIAMS,  RUFUS  G. ,  LANCASTER,  PENNSYLVANIA 
HILLIAMS,  SAMUEL  GORDON,  IRVINGTON,  NEH  JERSEY 
SAMUEL  RALPH,  LITTLE  ROCK,  ARKANSAS 
SANDRA  JOY,  SAN  JOSE,  CALIFORNIA 
SAUNDRA  LEE,  NEH  YORK,  NEH  YORK 
SIDNEY  STEVEN,  BOONEVILLE,  MISSISSIPPI 
STEPHEN  ARTHUR,  SAN  DIEGO,  CALIFORNIA 
STEPHEN  THOMAS,  FRANKLIN,  MASSACHUSETTS 
STEVEN,  MACOMB,  ILLINOIS 
STEVEN  ROGER,  NEH  YORK,  NEH  YORK 
,  T.  J.,  LAS  VEGAS,  NEVADA 
HILLIAMS,  TED  DEREK,  MOORE,  OKLAHOMA 
HILLIAMS,  TEDDY  MUNDA,  FREETOWN,  SIERRA  LEONE 
HILLIAMS,  THAMOUS  EDHIN,  OCILLA,  GEORGIA 
HILLIAMS,  THOMAS  FRANKLIN,  MONTOURSVILLE,  PENNSYLVANIA 
HILLIAMS,  THOMAS  H. ,  CHARLOTTE,  NORTH  CAROLINA 
WILLIAMS,  WARREN  REGINAL,  ST.  LOUIS,  MISSOURI 
WILLIAMS,  WILBUR  WALTER,  MOBILE,  ALABAMA 
WILLIAMS,  HILLIAM  BEAMON,  EDENTON,  NORTH  CAROLINA 
WILLIAMS,  WILLIAM  EARLE,  FORT  HOOD,  TEXAS 
HILLIAMS,  HILLIE  RUSSELL,  WILSON,  NORTH  CAROLINA 
HILLIAMSON,  DANIEL  DHIGHT,  PAPILLION,  NEBRASKA 
WILLIAMSON,  DAVID  ALEXANDER,  TORONTO,  CANADA 
WILLIAMSON,  DENNIS  ARTHUR,  TALLAHASSEE,  FLORIDA 
HILLIAMSON,  GARY  ROSS,  PUYALLUP,  HASHINGTON 
GLEN  EDHARD,  GLENDIVE,  MONTANA 
HARRY  HARDY,  SR,  CONCORD,  CALIFORNIA 
JAMES  EDHARD,  ATHENS,  GEORGIA 
JAMES  M.,  RUSTBURG,  VIRGINIA 
,  JAMES  MONROE,  LITTLETON,  COLORADO 
WILLIAMSON,  JERRY  DEAN,  ANDALUSIA,  ALABAMA 
WILLIAMSON,  JETER  L.,  JR.,  WASHINGTON,  DISTRICT  OF  COLU 
HILLIAMSON,  JOHN  T,  NEH  YORK,  NEH  YORK 
HILLIAMSON,  KENNETH  RAY,  HOUSTON,  TEXAS 
HILLIAMSON,  MARK  ARNOLD,  TULSA,  OKLAHOMA 
HILLIAMSON,  MIKEIAL  KEITH,  MARYSVILLE,  CALIFORNIA 
WILLIAMSON,  NEIL  M,  SPRINGFIELD,  ILLINOIS 
WILLIAMSON,  RANDALL  LEE,  KENTWOOD,  MICHIGAN 
HILLIAMSON,  RAYMOND  D,  BEAUMONT,  TEXAS 
WILLIAMSON,  RICHARD  A.,  HONG  KONG,  HONG  KONG 
HILLIAMSON,  ROBERT  AARON,  DANVILLE,  KENTUCKY 
HILLIAMSON,  VON  B,  LOGAN,  UTAH 
105  #   WILLIAMSON,  HINFRED  ATWELL,  NORFOLK,  VIRGINIA 
143   WILLICK,  NICHOLAS  STEPHEN,  AUBURN,  CALIFORNIA 
HILLIFORD,  PETER  ALAN,  FLORENCE,  ALABAMA 
HILLINGHAM,  DAVID  JOE,  ARDMORE,  OKLAHOMA 
HILLINGHAM,  DONNIE  RAY,  SHEETHATER,  TEXAS 
HILLINGHAM,  MARK  ALAN,  JACKSONVILLE,  FLORIDA 
WILLIS,  ALVIN  L.,  HOPE,  ARKANSAS 

ANTHONY  G.,  PASCAGOULA,  MISSISSIPPI 
BILLIE  ANN,  DETROIT,  MICHIGAN 
FREDDIE  CLARENCE,  TAMARAC,  FLORIDA 
,  HERBERT  CLAUDE,  BRYAN,  TEXAS 
HILLIS,  JOHN  D.,  FREEHOLD,  NEW  JERSEY 
WILLIS,  JOHN  P,  THOMASVILLE,  GEORGIA 

JOHN  RICHARD,  AMERICUS,  GEORGIA 
KENNETH  IAN,  NORTHAMPTON,  ENGLAND 
LINDA  JANETTE,  BALTIMORE,  MARYLAND 
MILLARD  JAMES,  SALEM,  OREGON 
ODIS  R.,  LAS  VEGAS,  NEVADA 
,  RANDAL  RAY,  MORRIS,  MINNESOTA 
HILLIS,  RICHARD  T.,  SIDNEY,  NEBRASKA 
HILLIS,  ROY  CECIL,  JR,  SAVANNAH,  GEORGIA 
WILLIS,  RUSSELL  ERVIN,  CINCINNATI,  OHIO 
WILLIS,  STEPHEN  MICHAEL,  SAUSALITO,  CALIFORNIA 
HILLIS,  WILLIAM  STEPHEN,  ASHLAND,  KENTUCKY 
WILLIS,  WILLIE,  JACKSONVILLE,  ALABAMA 
WILLITS,  CHARLES  H. ,  JR.,  DAYTONA  BEACH,  FLORIDA 
HILLOCKS,  GLENN  CURT,  GULFPORT,  FLORIDA 
57  #  HILLOUGHBY,  RALPH  HILLIAM,  BREHER,  MAINE 
134   WILLOW,  ROGER  BRADFORD,  BLOOMINGTON,  MINNESOTA 
WILLS,  JOHN  STEVEN,  COVINGTON,  KENTUCKY 
WILLS,  MARK  ROGER,  CLINTON,  TENNESSEE 
HILLWERTH,  JENE  A,  EPHRATA,  PENNSYLVANIA 
HILMER,  JOHN  DANIEL,  TITUSVILLE,  FLORIDA 
WILMES,  KARL  HAYNE,  THORNTON,  COLORADO 
WILMOT,  WILLIAM  THEODORE,  CLAREMONT,  NEW  HAMPSHIRE 
HILMOTH,  MARVIN  GLEN,  JR,  MOGADORE,  OHIO 
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163 
191 
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125 


165  I 
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149 
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165 
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142 
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167 
146 
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52  * 

96  # 
135 

82 
156 
136 
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121 
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177 
136 

94  * 
122 
175 
181 
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57 
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173 
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177 
194 
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155 
135 
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163 
125 
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191 
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THOMAS  ALLEN,  ST.  PAUL,  MINNESOTA 
ALAN  LEE,  WESTMINSTER,  COLORADO 
ALEXANDER,  CANTON,  MICHIGAN 
ANDREW  ROBERT,  EL  PASO,  TEXAS 
BRUCE  ALLEN,  MASSILLON,  OHIO 
CECIL  BENSON,  JR,  HATTIESBURG,  MISSISSIPPI 
CHARLES  EUGENE,  DETROIT,  MICHIGAN 
COLLEEN  ELAINE,  MONROE,  HASHINGTON 
CURTIS  L,  RICHMOND,  VIRGINIA 
DARICK  KYLE,  MONTGOMERY,  ALABAMA 
DARLENE  IRENE,  EAST  LANSING,  MICHIGAN 
DARRELL  L,  SALINA,  KANSAS 
DAVID  YORK,  COLUMBIA,  SOUTH  CAROLINA 
DENZEL  EDWIN,  NEW  CUMBERLAND,  WEST  VIRGINIA 
DONALD  GEORGE,  HADDON  HEIGHTS,  NEH  JERSEY 
,  DONALD  K.,  KANSAS  CITY,  MISSOURI 
HILSON,  DONALD  L.,  ROLLA,  MISSOURI 
WILSON,  DONALD  WAYNE,  SAN  ANGELO,  TEXAS 

HAROLD  HAYNE,  VALLEJO,  CALIFORNIA 
HOHARD  LEE,  PLACERVILLE,  CALIFORNIA 
ISIAH,  JACKSONVILLE,  FLORIDA 
JACK  ALLEN,  JACKSON,  TENNESSEE 
JACK  L.,  SIDNEY,  OHIO 
,  JAMES  A,  OAKLAND,  CALIFORNIA 
HILSON,  JAMES  KERMIT,  COLUMBIA,  SOUTH  CAROLINA 
WILSON,  JAMES  MATHEW,  JR,  DELRAY  BEACH,  FLORIDA 
JAMES  S,  DECATUR,  GEORGIA 
JERRY  ELDON,  WEST  YELLOWSTONE,  MONTANA 
JOHN,  BLOOMINGTON,  INDIANA 
JOHN  CHARLES,  DALLAS,  TEXAS 
JOHN  DAVID,  HONOLULU,  HAWAII 
JOHN  HALBERT,  III,  MONTGOMERY,  ALABAMA 
JOHN  J,  JR,  NEH  YORK,  NEW  YORK 
JOHN  MICHAEL,  QUINCY,  ILLINOIS 
JOHN  MILTON,  HOLLYHOOD,  FLORIDA 
JOHN  ROBERT,  ESCONDIDO,  CALIFORNIA 
JON  ROBERTS,  DES  MOINES,  IOHA 
JOSEPH  B.,  FRANKFORT,  KENTUCKY 
JOSEPH  HENRY,  JR,  KIRKWOOD,  MISSOURI 
JOSEPH  LARRY,  FLINT,  MICHIGAN 


#  WILSON,  KENNETH  R.,  FAIRFAX^  VIRGINIA 

#  " 
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WILSON, 


L  THOMAS,  DAYTON,  OHIO 
LARRY  DAVID,  MINOT  AFB,  NORTH  DAKOTA 
LARRY  EDHARD,  SUFFOLK,  VIRGINIA 
LARRY  RAY,  GARLAND,  TEXAS 
LAHRENCE  TATEM,  STONE  HARBOR,  NEW  JERSEY 
LEONARD  L,  SALINAS,  CALIFORNIA 
LESLIE  DOW,  LOUISVILLE,  KENTUCKY 
LESLIE  HAYES,  RAY  BROOK,  NEW  YORK 
LEWIS  ALBERT,  III,  MIAMI,  FLORIDA 
MARK  DANA,  EMERALD  ISLE,  NORTH  CAROLINA 
,  MARVIN  ALLEN,  LOUISVILLE,  KENTUCKY 
HILSON,  MARVIN  JUNIOR,  DES  MOINES,  IOWA 
WILSON,  ORVILLE  JAY,  VENTURA,  CALIFORNIA 

PAUL  E,  SAN  BERNARDINO,  CALIFORNIA 
PETER  MOWAT,  EDINBURGH,  SCOTLAND 
PHILLIP  ROY,  PUEBLO,  COLORADO 
RALPH  EUGENE,  JR,  DECATUR,  GEORGIA 
RANDALL  L.,  SHERIDAN,  WYOMING 
RAYMOND  A,  WINNIPEG,  CANADA 
RAYMOND  PAUL,  HOLMDEL,  NEW  JERSEY 
RICHARD  T.,  BILLINGS,  MONTANA 
ROBERT  BADGLEY,  JR,  SALT  LAKE  CITY,  UTAH 
ROBERT  CALVIN,  MODESTO,  CALIFORNIA 
ROBERT  DEANEL,  CLEVELAND  HEIGHTS,  OHIO 
ROBERT  EDWARD,  SAN  JOSE,  CALIFORNIA 
ROBERT  T.,  HAWTHORNE,  NEH  YORK 
RONALD  LEWIS,  BILLINGS,  MONTANA 
RONNIE  RHEA,  MIDLAND,  TEXAS 
SAMUEL  B.,  JR.,  AUSTIN,  TEXAS 
STEVEN  GARY,  BEAVERTON,  OREGON 
TERRY  LEE,  GLENWOOD  SPRINGS,  COLORADO 
,  TOMMY  GAIL,  HOUSTON,  TEXAS 
WILSON,  WALTER  JACOB,  JR,  RALEIGH,  NORTH  CAROLINA 
WILSON,  WAYNE  T.,  GARDEN  GROVE,  CALIFORNIA 
WILSON,  WAYNE  WELFORD,  GLYNCO,  GEORGIA 
WILSON,  WESTON  CHARLES,  COMMERCE  CITY,  COLORADO 
WILSON,  WILLIAM  A.,  MEMPHIS,  TENNESSEE 
WILSON,  WILLIAM  BARRY,  PISCATAWAY,  NEW  JERSEY 
WILSON,  WILLIAM  H. ,  WAYNE,  PENNSYLVANIA 
HILSON,  WILLIAM  WHITSETT,  JR,  OAK  CREEK,  WISCONSIN 
WILSON,  WILLIAM  WOODROW,  OLYMPIA,  WASHINGTON 
WILSON,  WILLIE  C,  LAGRANGE,  GEORGIA 

WILSON,  WINSTON  JAMES,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
WILT,  JAMES  L.,  FAIRFAX,  VIRGINIA 
WILTSE,  WALTER  M,  TOPEKA,  KANSAS 
WILTSHIRE,  REUBEN  A.,  RICHMOND,  VIRGINIA 
WIMBERLY,  DANNY  HARRIS,  CROHLEY,  LOUISIANA 
WIMPEE,  JERRY  MARTIN,  DALLAS,  TEXAS 
WIMPY,  JEFFREY  WAYNE,  GAINESVILLE,  GEORGIA 
WINALL,  BRADFORD  WILLIAM,  CINCINNATI,  OHIO 
HINANS,  EARL  F.,  COEUR  D  ALENE,  IDAHO 
HINANS,  FRANCIS  SCOTT,  WAUKEGAN,  ILLINOIS 
HINBORN,  ROGER  LEE,  OKLAHOMA  CITY,  OKLAHOMA 
WINCH,  CHRIS  MICHAEL,  ALBANY,  NEW  YORK 
WINCHESTER,  DON,  MERCURY,  NEVADA 
HINDELL,  RONALD  DEXTER,  POMONA,  CALIFORNIA 
WINDERS,  THOMAS  M,  PASADENA,  CALIFORNIA 
HINDFUHR,  ERNEST  0.,  CARLSTADT,  NEW  JERSEY 
WINDHAM,  ROBERT  LAMAR,  ALBANY,  GEORGIA 
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HINDHAH,    THOHAS    R   -   WOODMANSEE,    LYNDEN   H 
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HINSHIP, 
HINSLOW, 
HINSLOW, 


WINDHAM   THOMAS  R,  FORT  HORTH,  TEXAS 

WINDSOR  DAVID  L,  INDIANAPOLIS,  INDIANA 

HI  NOT   JAMES  LEGROS,  SACRAMENTO,  CALIFORNIA 

HINEGAR   STEVEN  JOEL.  TUALATIN.  OREGON 

HINEGAROEN  BRUCE  THOMAS,  KEY  HEST,  FLORIDA 

HINES   LARRY  F,  FAIRFAX,  VIRGINIA 

WINFREY   WALTER  JAMES.  MEMPHIS.  TENNESSEE 

HING   ALFERD  H. ,  CALDHELL.  IDAHO 

N  NG.  DAVID  REED.  MEMPHIS   TENNESSEE 

WINGATE,  BARRY  HALTER,  BRISTOL,  NEH  HAMPSHIRE 

HINGATE   JAMES  R,  BRAMPTON,  CANADA 

HINGATE   JOHN  C.   JR.,  SARASOTA,  FLORIDA 

H  NGER  'doSaLDSTUARt',  MAPLEHOOD.  MINNESOTA 

HINGET,  RICHARD  ZENOS,  LAS  VEGAS,  NEVADA 

MINEFIELD   DAVID  C,  OUINCY.  CALIFORNIA 

HINGFIELD   EUGENE  CLYDE.  LYNCHBURG.  VIRGINIA 

HNM   ROBERT  DAVIS.  STOCKTON  CALIFORNIA 

nir-ROBER^H  H?OHNESf  TOHANAMDa/mEmSoRK 

WINKLER  DAVID  LEE,  NORFOLK,  NEBRASKA 
HINKLEY   RONALD  ROBERT.  LEHIST0N,  NEH  YORK 
WNNINGHAM  JAMES  ROBERT,  VALDOSTA,  GEORGIA 
HNSCHER  THOMAS  RICHARD  HAUPUN,  HISCONSIN 
WTNSFTT   RICHARD  LEE,  HOWELL,  MICHIGAN 
HiSIhIP:  DAVID  EARLE   SR,  ROCHESTER,  NEH  HAMPSHIRE 
"   PETER  JAMES,  LONDON,  ENGLAND 

ARLAN  KEITH,  IMLAY  CITY,  MICHIGAN 

DONALD  JOSEPH,  BANGOR,  MAINE 
HInIlOH:  THOMAS  FRANK,  MILWAUKEE,  WISCONSIN 

WINTER  DAVID  J.,  BOUNTIFUL,  UTAH 
WINTER'  GREGORY  ALAN,  LINCOLN,  ILLINOIS 
ututfr   KFNNFTH  RAY   INDIANOLA,  MISSISSIPPI 
W  NTER'  ROBERT  CORNEL  US   BLOOMING  GROVE,  NEW  YORK 
WINTERS   PAUL  DANIEL,  WAILUKU,  HAWAII 
WINTERS   RICHARD  KENT,  CARNEGIE,  PENNSYLVANIA 
W INTERS  HILLIAM  J.,  CHULA  VISTA,  CALIFORNIA 
H  NTERliEEN   jShN  D  PARADISE  VALLEY,  ARIZONA 
WNTLE,  JAMES  P.,  OMAHA,  NEBRASKA 
WIPPER   JAMES,  NEW  YORK,  NEW  YORK 
W  PPERLING   FOREST  M,  RED  WING,  MINNESOTA 
WPPLER   FRANK  FREDERICK,  FOLEY,  MINNESOTA 
WRTHDUaSe  EDWARD,  BELVIDERE   ILLINOIS 
WIRTH  JOSEPH  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HTRT7   CARL  OSCAR,  JR,  LA  MESA,  CALIFORNIA 
W  SCHMEYER  JOHN  CHARLES .CAMP  VERDE  ARIZONA 
HISDOM,  MARION  F,  FRANKLIN,  TENNESSEE 
HISE  DALE  BYRON,  TALLAHASSEE,  FLORIDA 
!  WISE  GARRETT  PAUL,  GEORGETOWN,  OHIO 
WISE   JACK  FRANKLIN,  JACKSONVILLE,  FLORIDA 
'  JAMES  W   CARTHAGE,  NORTH  CAROLINA 
JERRY  LEE,  COLUMBUS,  OHIO 
WISE,  JOHN  HENRY,  DENVER,  COLORADO 
WISE   RICHARD  GILLILAND,  BALLWIN,  MISSOURI 
WUEMAN   JACK  EDWARD,  BOZEMAN  MONTANA 
WISEMAN,  RICHARD  EDHARD,  FORT  BRAGG,  CALIFORNIA 
HISEMAN,  WOODROW  EUGENE,  BATH,  OHIO 

HITHROH,  CHARLES  A..  JR-.  HELLS,  MASSACHUSETTS 
uttkou^KT   GERALD  A..  CUDAHY ,  WISCONSIN 
NITKOWSKI'  LESLIE  CHARLES,  B  SMARCK,  NORTH  DAKOTA 
H  TKOhIkI:  RONALD  D,  NORTH  PLATTE   NEBRASKA 

E$St\  Richard  BR)  jTSeech^ove,  Indiana 

M{I!SlH^C&PcMJHELK  RIVER.  MINNESOTA 

W ITSIL,  JERROLD  L,  PRINCETON,  NEW  JERSEY 

HITT   DAVID  L,  PORTLAND,  OREGON 

httt'  FLOYD  L..  HEBER,  UTAH 

HITT   KEITH  ALLEN,  BISMARCK,  NORTH  DAKOTA 

MITT'  MICHAEL  HENRY,  COLORADO  SPRINGS,  COLORADO 

WITT   RICHARD  L.,  STEUBENVILLE ,  OHIO 

W  TTAYAWuSthTkUL   NIRUN,  BANGKOK  THAILAND 

WITTEN,  ROY  A.,  FLORESVILLE  TEXAS 

WITTFNWILER   JOHN  J.,  JR.,  LINWOOD,  NEW  JEKbbY 

WITTER  DAVID  MICHAEL,  PHOENIX,  ARIZONA 

HITTER:  LAWRENCE  DENNS,  SYRACUSE,  NEW  YORK 

htttich  bruce  allen,  longmont ,  colorado 
Bitting;  Silliam  Stephen,  holmdel  new  jersey 

NITTMAN   EMIL  T.,  ST.  LOUIS,  MISSOURI 
W  X  DANNY  M,  MORRISON,  TENNESSEE 
NIX  GARY  LANE,  NASHVILLE,  TENNESSEE 
H  7INSKY   RONALD  EDWIN,  HOUSTON,  TEXAS 
W  ZST   wiLLIAM  J,  SR,  NORTH  WILDWOOD,  NEW  JERSEY 
WODNICKl!LEDWARD' STANLEY .CHICAGO   ILLINOIS 
a   unFTKFNFR   AUGUST  F.,  SECAUCUS,  NEW  JERbtY 
MOELKERS  TIMOTHY  MICHAEL,  SANDUSKY,  MICHIGAN 
WOEPKE   GARY  STEVEN,  GLENDALE,  MISSOURI 


WISE, 
WISE, 
WISE, 


WOLFE, 
WOLFE, 
WOLFE, 
WOLFE, 
WOLFE, 


WOERTHER,  ROBERT  E,  BERKELEY,  MISSOURI 
HOGER  H  LLIAM  J,  MILWAUKEE,  WISCONSIN 
WOHI FAHRT  HALTER,  MARSHFIELD,  HISCONSIN 
HOHLRAThI'vOLKER ROBERT,  WIESBADEN  FEDERAL  REPUBLIC  OF 
WOIDYLA,  MARVIN  VINCENT,  PORTLAND,  OREGON 
HOJACK   BRUCE  E.,  ANOKA,  MINNESOTA 
HOJTAL   PETER  ANTHONY,  VERONA,  NEW  JERSEY 
wni RFRT  DAVID  E,  LINCOLN,  NEBRASKA 
WOLD  ROBERT  ALLAN,  THIEF  RIVER  FALLS,  MINNESOTA 
WOLF*  EDWARD  GEORGE,  COLORADO  SPRINGS,  COLORADO 
WOLF,  JOHN  FRANCIS,  LARGO,  FLORIDA 
WOLF  MARK  RANDALL,  GLENDALE,  COLORADO 
WOLF!  RICHARD  ERWIN,  OFFUTT  AFB,  NEBRASKA 
WOLF,  ROBERT  D.,  MISSOULA,  MONTANA 
WOLF!  ROBERT  FRANK,  ST.  LOUIS,  MISSOURI 
WOLFE,  BENJAMIN  F,  SELMA,  TEXAS 
WOLFE   BILLY  D,  DENVER,  COLORADO 
WOLFE  CHARLES  HARRY,  JR,  FORT  MEADE,  MARYLAND 
WOLFE  CHARLES  H.,  SPARTANBURG,  SOUTH  CAROLINA 
'  DALLAS  DAYTON,  CHARLESTON,  HEST  VIRGINIA 
FRED  W.,  ROCK  HILL,  SOUTH  CAROLINA 
FREDERICK  JOHN,  PITTSBURGH,  PENNSYLVANIA 
MICHAEL  WILLIAM,  LA  MESA,  CALIFORNIA 
HULrc,  RICHARD  R,  FAIRBANKS,  ALASKA 
WOLFE  TERRY  DEAN,  SEYMOUR,  TENNESSEE 
WOLFE  WARREN  JOSEPH,  SACRAMENTO,  CALIFORNIA 
WOLFE  WILLIAM  CLIVE  TRINIDAD,  COLORADO 
KoLFF,  JEROME  R.,  BROOKFIELD,  WISCONSIN 

WW0OLFFiNNGGEERR'  ^\TSSfibZS&t    PENNSYLVANIA 
WOLFORD  JAMES  B,  KING  WILLIAM,  VIRGINIA 
WOLFORD  ROBERT  6,  ESCONDIDO,  CALIFORNIA 
WOLINSKI,  EDWARD  P.,  RIVERHEAD,  NEW  YORK 
WOLL,  HERMAN,  HILLSBORO,  OREGON 
wni NTK   TERENCE  B.  THUNDER  BAY,  CANADA 

holsky",  rank  "..'basking  Ridge  new  jersey 
womack  harold  l.,  belleville,  illinois 

WOMACK;  RALPH  MILTON,  STOCKTON  CALIFORNIA 
WOMACK,  RICHARD  CLARK,  AUSTIN,  TEXAS 
HONG,  CARL  JOSEPH,  SR,  HONOLULU,  HAWAII 
WONG  DICKIE,  FORT  RILEY,  KANSAS 
WONG   ERIC  ONG-MING,  SINGAPORE,  SINGAPORE 
hSng'  FOOK-CHUEN  VINCENT,  HONG  KONG  HONG  KONG 
HONG  NOE  ALBANO,  MANILA,  PHILIPPINES 
WONG  TSAN-KWONG,  HONG  KONG,  HONG  KONG 

,   HOOD!  DANIEL  EARL,  GREENSBORO,  NORTH  CAROLINA 

t   WOOD  DANNY  J.,  FALLON,  NEVADA 

WOOD  DAVID  L,  OVERLAND  PARK,  KANSAS 

WOOD  DAVID  ONNIE,  HASTINGS,  MICHIGAN 

t   WOOD!  DON  W,  WALLA  WALLA,  WASHINGTON 

WOOD,  DONNA  MARIE,  MESQUITE,  TEXAS 

WOOD!  DWIGHT,  STAUNTON,  VIRGINIA 

WOOD  JEFFREY  G,  GARDEN  CITY,  GEORGIA 

WOOD,  JOHN  DENNis,  JACKSON,  MISSISSIPPI 

WOOD  LAWRENCE  PAUL,  JR,  VANDENBERG  AFB,  CALIFORNIA 

HOOD,  MICHAEL  A.,  ATCHISON,  KANSAS 

WOOD  PAUL  L,  JR,  ROSEVILLE,  MINNESOTA 

76  *  WOOD  RALPH  M.,  BISMARCK,  NORTH  DAKOTA 

i  :  E  its  fcKSH^F- C0LUM6,A 

WOOD  ROBERT  A.,  CLEVELAND,  MISSlbblfKl 
nil]    ROBERT  J.  LOUISVILLE  KENTUCKY 
WOOD  ROBERT  KEITH,  MARYVILLE,  MISSOURI 
HOOD  ROBERT  W,  RICHMOND,  CALIFORNIA 

'  RONALD  THOMAS,  FRESNO,  CALIFORNIA 

S  D  .  REDWOOD  CITY,  CALIFORNIA  iM_,M_ 
STEPHEN  WILLIAM,  NEW  CANAAN,  CONNECTICUT 
,  THOMAS  JAMES,  EDINBURGH  SCOTLAND 
unnn  TIMOTHY  CORTEZ,  COLORADO 
WoSd',  VERNON  LEROY,  EL  SEGUNDO  CALIFORNIA 

B&F&kSBFBk  P"  lrTlAxAs 

KSffi;  SXh     EO   Kg  ER    !  FLORIDA 

WOODARD,  JAMES  EDWARD,  CRYSTAL  SPRINGS  MISSISSIPPI 
WOODARD,  WILLIAM  RONALD,  TACOMA,  WASHINGTON 
HOODCOCK,  WALLACE  L. .JONESBORO,  GEORGIA 

km^KBWJUIHr 

WOODHAM,  GARY  LEE,  SR,  DECATUR,  GEORGIA 

100   WOODLEE,  DOUGLAS  D,  NASHVILLE,  TENNESSEE 
i69   WOODMAN,  JACK  DAVID,  DALLAS,  TEXAS 
93   WOODMANSEE,  LYNDEN  W,  OLYMPIA,  WASHINGTON 
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HOODRING,  CHARLES  GORDON  -  YAHYA,  ZAMRI  BIN 
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HOODS , 
HOODS, 


HOODS , 
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WOODS , 
HOODS , 
HOODS , 
WOODS , 
WOODS , 


HOODRING,  CHARLES  GORDON,  HOMESTEAD  AFB,  FLORIDA 
HOODRING,  PAUL  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
WOODRUFF,  HAROLD  E,  FRANKFORT,  INDIANA 
HOODRUFF,  JOSEPH  DONALD,  ACWORTH,  GEORGIA 
WOODRUFF,  MARVIN  R. ,  REDDING,  CALIFORNIA 
WOODRUFF,  WADE  STEVEN,  HOUSTON,  TEXAS 
WOODRUM,  THOMAS  ARTHUR,  STATESBORO,  GEORGIA 
WOODS,  ALLEN  D. ,  REDONDO  BEACH,  CALIFORNIA 
ARTHUR  L.,  JACKSONVILLE,  ILLINOIS 
BERNADETTE  COLE,  SAVANNAH,  GEORGIA 
CHARLES  E.,  ELMHOOD  PARK,  ILLINOIS 
CLYDE  E.,  ALBANY,  GEORGIA 
DONALD  E,  BALTIMORE,  MARYLAND 
EDHARD  V,  BALTIMORE,  MARYLAND 
JIMMY  LEE,  TYBEE  ISLAND,  GEORGIA 
JOHN  CURTIN,  JR,  BUFFALO,  NEW  YORK 
JOHN  M.,  NORTH  ARLINGTON,  NEH  JERSEY 
LAHRENCE  LEE,  JR,  HIGHLAND,  INDIANA 
,  MATTHEW  JOHN,  NEW  YORK,  NEW  YORK 
WOODS,  MERLE  EUGENE,  CORVALLIS,  OREGON 
WOODS,  MICHAEL  JOSEPH,  POUGHKEEPSIE,  NEH  YORK 
RICHARD  HALTER,  PALM  BEACH,  FLORIDA 
ROBERT  EARL,  HOUSTON,  TEXAS 
ROY  DENNIS,  MOODY  AFB,  GEORGIA 
SHERRY  ELAINE,  ANN  ARBOR,  MICHIGAN 
THOMAS  EDHARD,  ALEXANDRIA,  VIRGINIA 
THOMAS  JOSEPH,  YAPHANK,  NEH  YORK 
HALTER  E.,  FRANKFORT,  KENTUCKY 
HILLIAM  F,  MODESTO,  CALIFORNIA 
.  HILLIAM  H.,  SAN  DIEGO,  CALIFORNIA 
HOODSMALL,  EDMUND  C,  BEAUMONT,  TEXAS 
HOODSON,  JOHN  SCOTT,  CLEVELAND,  OHIO 
HOODSON,  PHILLIP  P,  RICHMOND,  VIRGINIA 
HOODWARD,  CECILE  TUFTS,  PHOENIX,  ARIZONA 
HOODHARD,  DAVID  REX,  VANCOUVER,  HASHINGTON 
HOODWARD,  GEORGE  N,  LOUISVILLE,  MISSISSIPPI 
WOODWARD,  GUY  B.,  EL  CENTRO,  CALIFORNIA 
HOODHARD,  JIMMY  HOHARD,  BIRMINGHAM,  ALABAMA 
HOODWARD,  MICHAEL  EDHARD,  FREEPORT,  NEH  YORK 
WOODWARD,  RONALD  J,  MONTPELIER,  VERMONT 
WOODWORTH,  HAROLD  J.,  PIOCHE,  NEVADA 
WOODY,  ARTHUR  BRENT,  PHILADELPHIA,  PENNSYLVANIA 
WOODY,  WILLIAM  CHARLES,  SALT  LAKE  CITY,  UTAH 
HOODYARD,  EARL  DANIEL,  JR,  PITTSBURGH,  PENNSYLVANIA 
HOODYARD,  RICKEY  LEE,  PARKERSBURG,  HEST  VIRGINIA 
HOOLDRIDGE,  FRED  C,  MIAMI  BEACH,  FLORIDA 
WOOLDRIDGE,  MICHAEL  HILLIAM,  LADUE,  MISSOURI 
HOOLEY,  JESSE  DAVID,  GRAND  JUNCTION,  COLORADO 
WOOLF,  DAVID  WAYNE  HAUOLI,  KETTERING,  OHIO 
HOOLF,  ERNEST  G,  GRANTS  PASS,  OREGON 
HOOLFENDEN,  JAMES  C,  MARANA,  ARIZONA 
WOOLSEY,  HERBERT  L.,  MISSOULA,  MONTANA 
HOOLVERTON,  ROBERT,  BOTHELL,  WASHINGTON 
HOOSLEY,  JAMES  REID,  II,  LOUISVILLE,  KENTUCKY 
HOOSLEY,  LARRY  J,  FRANKFORT,  KENTUCKY 
HOOTEN,  BILLY  R.,  BIRMINGHAM,  ALABAMA 
HOOTEN,  DENNIS  RAY,  HUNTSVILLE,  ALABAMA 
WOOTEN,  IVEN  THEODORE,  PHOENIX,  ARIZONA 
HOOTEN,  VICK  GLENN,  ANDERSON,  SOUTH  CAROLINA 
HOOTERS,  HOHARD  L.,  GREENSBORO,  NORTH  CAROLINA 
HOOTTEN,  JOHN  S.,  AMERICUS,  GEORGIA 
WORD,  ALAN  LEE,  BRYAN,  OHIO 
WORD,  RICHARD  LAWRENCE,  OAKLAND,  CALIFORNIA 
WORDEN,  THOMAS  G.,  GALESBURG,  ILLINOIS 
WORK,  KENNETH  CHARLES,  LANCASTER,  PENNSYLVANIA 
HORKING,  JOEL  ANDREH,  FORT  WAYNE,  INDIANA 
WORKMAN,  JESSE  G.,  CHARLESTON,  HEST  VIRGINIA 
WORKMAN,  ORLIE  J,  CEDAR  RAPIDS,  IOWA 
HORLEY,  DAVID  RANDOLPH,  HEBSTER,  TEXAS 
HORLEY,  DHAYNE  NELSON,  ROSHELL,  NEW  MEXICO 
WORLEY,  JOHN  F.,  JR.,  OCALA,  FLORIDA 
WORLEY,  JON  BILLY,  ROCKFORD,  ILLINOIS 
HORNER,  JAMES  CARLTON,  BRECKENRIDGE,  MINNESOTA 
HORRELL,  PAT  MURPHY,  MISSOURI  CITY,  TEXAS 
HORSHAM,  LARRY  STEVE,  COTTAGE  GROVE,  OREGON 
HORSHAM,  RONALD  ORIS,  JEFFERSON  CITY,  MISSOURI 
HORSHAM,  THOMAS  S.,  HILMINGTON,  NORTH  CAROLINA 
HORTHAN,  DOUGLAS  DELANO,  ATLANTA,  GEORGIA 
HORTHINGTON,  CALVIN  RAY,  FORT  MONMOUTH,  NEH  JERSEY 
HORTHINGTON,  IRIS  KAY,  DETROIT,  MICHIGAN 
HORTHY,  ANTHONY  KEITH,  ALEXANDER  CITY,  ALABAMA 
HORTHY,  JAMES  L,  SPARTANBURG,  SOUTH  CAROLINA 
WORTMAN,  DANIEL  NELSON,  TAKOMA  PARK,  MARYLAND 
WRAY,  HOWARD  LEE,  JR,  HANOVER,  VIRGINIA 
HREN,  MATTHEH  DAVID,  CHANDLER,  OKLAHOMA 
WREN,  RALPH  H,  SHREVEPORT,  LOUISIANA 
WRENN,  SIDNEY  R,  COLUMBIA,  SOUTH  CAROLINA 
WENN,  HILLIAM  LAHRENCE,  JR,  HAMPTON,  NEH  HAMPSHIRE 
HRIGGELSHORTH,  GENE  LEROY,  MASON,  MICHIGAN 
WRIGHT,  ANDREH  M. ,  JR.,  BALBOA  HEIGHTS,  CANAL  ZONE 
WRIGHT,  BRUCE  ROBERT,  LOCKPORT,  NEW  YORK 
WRIGHT,  CHARLES  A,  TUCSON,  ARIZONA 
HRIGHT,  CHARLES  E.,  ATLANTA,  GEORGIA 
HRIGHT,  CHARLIE  JAMES,  BUTLER,  GEORGIA 
HRIGHT,  CREEKMORE  BRUNNER,  JACKSON,  MISSISSIPPI 
WRIGHT,  DANNY,  SR,  FORT  LAUDERDALE,  FLORIDA 
WRIGHT,  DAVID  CLEMENS,  AVONDALE,  ARIZONA 
WRIGHT,  DAVID  MERLIN,  COLUMBUS,  GEORGIA 
HRIGHT,  DAVID  MICHAEL,  BAY  VILLAGE,  OHIO 
WRIGHT,  DON  WAYNE,  MEMPHIS,  TENNESSEE 
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HRIGHT, 
WRIGHT, 
HRIGHT, 
HRIGHT, 
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WRIGHT, 
HRIGHT, 
WRIGHT, 
WRIGHT, 
HRIGHT, 
WRIGHT, 


DONALD  GILBERT,  MANCHESTER,  CONNECTICUT 
DONNELL  W,  JR,  WINNEMUCCA,  NEVADA 
,  EDWARD  MILLER,  JR,  OCALA,  FLORIDA 
tt   WRIGHT,  EDWIN  E,  MONTGOMERY,  ALABAMA 
tt   WRIGHT,  EMMETT  G,  NEWPORT  NEWS,  VIRGINIA 
tt   WRIGHT.  FRANK  W.  ,  WATCHUNG,  NEH  JERSEY 

FREDRICK  EARL,  STOCKTON,  CALIFORNIA 
GILMAN  D,  BOISE,  IDAHO 
GREGORY,  PEMBROKE,  MASSACHUSETTS 
HERMAN  EVAN,  MONTGOMERY,  ALABAMA 
JAMES  ANDREH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  HENRY,  HILMINGTON,  DELAWARE 
JEROME  (SA,  FBI),  PARIS,  TEXAS 
JERRY  LEE,  LEXINGTON,  KENTUCKY 
JIMMY  CHARLES,  PANAMA  CITY,  FLORIDA 
.  JOHN  L.,  SANTA  ROSA,  CALIFORNIA 
HRIGHT,  JOHN  M.,  RICHMOND,  VIRGINIA 
HRIGHT,  JOHN  T,  WAYNE,  MICHIGAN 

JOSEPH  C,  BROCKTON,  MASSACHUSETTS 
LARRY  CRAHFORD,  BATON  ROUGE,  LOUISIANA 
LONNIE  GENE,  OKLAHOMA  CITY,  OKLAHOMA 
MARK,  LANDOVER,  MARYLAND 
MARK  ALLEN,  HERMOSA  BEACH,  CALIFORNIA 
,  MARTIN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HRIGHT,  MARY  JENKINS,  MEMPHIS,  TENNESSEE 
HRIGHT,  0  NEAL,  DETROIT,  MICHIGAN 
WRIGHT,  PHILLIP  ERIC,  GAFFNEY,  SOUTH  CAROLINA 
HRIGHT,  RANDOLPH  LEE,  INGLESIDE,  TEXAS 
HRIGHT,  RAYMOND  J.,  LEXINGTON,  KENTUCKY 
WRIGHT,  RHON  NOEL,  NORFOLK,  VIRGINIA 
HRIGHT,  RICHARD  LELAND,  LOGAN,  UTAH 
HRIGHT,  RICHARD  HALLACE,  SIMI  VALLEY,  CALIFORNIA 
WRIGHT,  ROBERT  S. ,  WATERLOO,  IOWA 
WRIGHT,  ROBERT  HRENO,  SANDY,  UTAH 
HRIGHT,  SETH  R.,  MONTICELLO,  UTAH 
HRIGHT,  STEPHANIE  JO,  ORLANDO,  FLORIDA 
HRIGHT,  STEVE  BYRON,  COLUMBIA,  SOUTH  CAROLINA 
HRIGHT,  STEVEN  CHESLEY,  HICKORY,  NORTH  CAROLINA 
WRIGHT,  STEVEN  D. ,  SR.,  HANOVER,  VIRGINIA 
HRIGHT,  THOMAS  HOOD,  ANNISTON,  ALABAMA 
HRIGHT,  THOMAS  LARRY,  MONTGOMERY,  ALABAMA 
WRIGHT,  THOMAS  SHERMAN,  PERRY,  GEORGIA 
HRIGHT,  TIMOTHY  CHARLES,  MILAN,  TENNESSEE 
HRIGHT,  HAYNE  E,  BOCA  RATON,  FLORIDA 
WRIGHT,  WAYNE  THOMAS,  PAGE,  ARIZONA 
HRIGHTSON,  HAYNE  HARVEY,  CAMBRIDGE,  CANADA 
HRIGLEY,  JOHN  P.,  DECATUR,  ILLINOIS 
WROBLESKI,  HENRY  MYRUM,  EDINA,  MINNESOTA 
HROBLESKI,  RONALD  JAMES,  LEAGUE  CITY,  TEXAS 
HROTEN,  RUSSELL  E.,  CAMBRIDGE,  MARYLAND 
WRZESINSKY,  ERNEST  ROBERT,  WEST  TRENTON,  NEW  JERSEY 
HU  YING,,  TAIPEI,  REPUBLIC  OF  CHINA 
HUERGLER,  CHARLES  FRED,  ROSEBURG,  OREGON 
WUESTEFELD,  ALBERT  E.,  KEYPORT,  NEW  JERSEY 
WULFEKOTTE,  PETER  EDWARD,  HOHELL,  NEW  JERSEY 
WUNDERLICH,  ROBERT  HESLEY,  HEBSTER  GROVES,  MISSOURI 
WUNNENBERG,  DAVID  ARTHUR,  BURLINGTON,  IOHA 
HUNSCH,  EDHARD  F.,  FEASTERVILLE,  PENNSYLVANIA 
HUNSCH,  ROBERT  ARNOLD,  OSHEGO,  ILLINOIS 
WUORINEN,  KATHLEEN  ANNE,  ST.  PAUL,  MINNESOTA 
WUORIO,  STEVEN,  FRAMINGHAM,  MASSACHUSETTS 
HURPEL,  RICHARD  E,  EWING  TWP,  NEW  JERSEY 
WUSINICH,  MARTIN  JOSEPH,  MEDIA,  PENNSYLVANIA 
HYANT,  FREDERICK  MICHAEL,  LA  PLATA,  MARYLAND 
HYATT,  CLYDE  PUSEY,  ELIZABETHTOWN,  KENTUCKY 
WYATT,  DENNIS  MICHAEL,  BELLEVUE,  WASHINGTON 
EDWARD  PARKER,  DELAND,  FLORIDA 
ELZY  CHRIS,  JR,  ROSWELL,  NEW  MEXICO 
FREDERICK  RUSSELL,  CODY,  WYOMING 
,  LEWIS  E.,  KANSAS  CITY,  MISSOURI 
WYATT,  PAULA  NICHOLSON,  HOPEHELL,  VIRGINIA 
WYATT,  TERRY  VAN,  BASTROP,  LOUISIANA 

WARREN  LANIER,  II,  MARGATE,  FLORIDA 
CARL  JACKSON,  HAMPTON,  VIRGINIA 
HARVEY  LARRY,  NEH  YORK,  NEH  YORK 
,  ROBERT  BENTSEN,  SHREVEPORT,  LOUISIANA 
HYGANT,  ROBERT  W,  OIL  CITY,  PENNSYLVANIA 
WYKOFF,  EARL  RICHARD,  AKRON,  OHIO 
HYLDE,  DANIEL  HILLIAM,  RIALTO,  CALIFORNIA 
HYLIE,  THOMAS  H. ,  DAYTONA  BEACH,  FLORIDA 
HYLIE,  HILLIAM  KIMBALL,  DETROIT,  MICHIGAN 
WYLLIE,  WILLIAM  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WYNKOOP,  KENNETH  I,  GRAND  JUNCTION,  COLORADO 
WYNN,  CHARLES  BRUCE,  FALLS  CHURCH,  VIRGINIA 
HYNN,  DAVID  CHARLES,  HATTIESBURG,  MISSISSIPPI 
HYNN,  EDMUND  R,  GREENSBORO,  NORTH  CAROLINA 
HYNN,  MALCOLM,  GREENVILLE,  MISSISSIPPI 
WYNN,  MARK  ALAN,  NASHVILLE,  TENNESSEE 
WYNNE,  JAMES  LESTER,  NORTH  KINGSTOHN,  RHODE  ISLAND 
HYRICK,  BOB  E,  THOMASVILLE,  GEORGIA 
WYRKO,  DAVID  JOHN,  NORTHAMPTONSHIRE,  ENGLAND 
HYSS,  RUDOLF,  BERNE,  SHITZERLAND 
HYZYKOWSKI,  ROBERT  C,  NEW  BRUNSWICK,  NEW  JERSEY 
YACCARINO,  ROBERT  P,  MINEOLA,  NEW  YORK 
YACKOSKI,  STANLEY  JOSEPH,  NEH  CASTLE,  DELAWARE 
YADEN,  KENNETH  N,  JR,  ERLANGER,  KENTUCKY 
YAE,  KYAE-HAE,  SEOUL,  KOREA 

YAGER,  EDHARD  N. ,  III,  MCMINNVILLE,  TENNESSEE 
YAHAYA  BIN  YEOP,,  KUALA  LUMPUR,  MALAYSIA 
YAHYA,  ZAMRI  BIN,  KUALA  LUMPUR,  MALAYSIA 


HYATT, 
HYATT, 
WYATT, 
WYATT, 


WYATT, 
WYCHE, 
WYCHE, 
HYCHE, 
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YAKEL,  JERREL  C  -  ZAKHARY,  YOUSRY  AMIN 

106   YAKEL,  JERREL  C,  GRANTS  PASS,  OREGON 
135    YAKOPATZ,  JAY  VINCENT,  ANCHORAGE,  ALASKA 

\\l        Mil   J2lCHEiLMJER0ME'  Sr"  SAmSrANCISCO,  CALIFORNIA 

1   7AMAM6TS!CHRICHARDR^HIKAZu!AHASHINGTON,, DISTRICT  OF  CO 
182    YAMAN,  YASAR,  ANKARA,  TURKEY 
108    YAMANE,  SHINGO,  TOKYO,  JAPAN 
161    YAMATE,  YASUO,  TOKYO,  JAPAN 

93    YAHOKGUL,  ROONGROAJ,  BANGKOK,  THAILAND 
188   YANAK  MITCHELL  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
182    YANCEY,  DANIEL  MARK,  PAHHUSKA,  OKLAHOMA 
163    YANCEY   JACKIE  DEAN,  MELBOURNE,  ARKANSAS 
180   YANCEY,  JOHN  THOMAS,  JR,  MEMPHIS,  TENNESSEE 

93  »   YANCEY,  TRAVIS,  YUMA,  ARIZONA 

70  #  YANCY  ALBERT  KEITH,  PADUCAH,  KENTUCKY 

17  §   YANDLE,  JOHN  H. ,  CHARLOTTE,  NORTH  CAROLINA 
120   YANDOH  ROBERT  GARY,  ESSEX,  VERMONT 
182    YANEZ-AVILA,  ALEJANDRO  G,  SANTIAGO,  CHILE 

89   YANG  WEI-TSU,,  TAIPEI,  REPUBLIC  OF  CHINA 
134   YANG,  BO-SANG,  SEOUL,  KOREA 
111   YANG  HSIN-CHUNG,  TAIPEI,  REPUBLIC  OF  CHINA 

191   YYANNK^%Ma!CR^LJ^0^EELAH^SeI°OHIOENNESSEE 

US   ^^^0^°'.  sf^RD  NORTH  CAROLINA 

»   YSB8S:  SMU^SS^B^ 

175   YARBROUGH  JAMES  OLIN,  NEWNAN,  GEORGIA 

113   YARBROUGH  JOHN  D. ,  SAN  DIEGO,  CALIFORNIA 

08   YARBROUGH',  JOHN  R   JR,  HUMTSVILLE.  TEXAS 

113  #  YARBROUGH,  JOHNNY  L.,  GAINESVILLE,  FLORIDA 
194   YARBROUGH  PAUL  DURAND,  TALLAHASSEE,  FLORIDA 

life   YARCIA  JULIUS  FELICANO,  ANGELES  CITY,  PHILIPPINES 
191   YARR"  AHTOMIO  CANDIDO,  MANILA,  PHILIPPINES 

28  #  YARSLEY,  GEORGE  A.,  JR.,  LONGMEADOH,  MASSACHUSETTS 
139   YATES  CRAIG  ALLEN  KNOXVILLE,  TENNESSEE 
\l\        YATES  GEORGE  ANTHONY,  LAGRANGE,  GEORGIA 
129   WES',  JEFFREY  SKILTON.  FARMINGTON  CONNECTICUT 
103   YATES  THOMAS  R.,  SR,  DECATUR,  GEORGIA 

151  #  YATES,  THOMAS  WRLIAM,  WATERBURY  VERMONT 

114  YATES  TOMMY  B,  GUNNISON,  COLORADO 

Wo  #   YYAAWHSRSMK^HAALANLjSNSEpSRLH^iNGT°0  °  ISTRICT  OF  COLUMBIA 

Ifel    YBARBO.  RAYMOND,  SAN  ANTONIO,  TEXAS 

55  #  YBARRA  RICHARD*,  LAS  CRUCESNEH  MEXICO 
151  *  YBARRONDO,  PAUL  WALTER,  SAN  DIEGO  CALIFORNIA 
177   YEAGER,  NANCY  YELONDA,  ELLICOTT  CITY,  MARYLAND 
105  *  YEAGER  HILBUR  L,  MELBOURNE   FLORIDA       MICHIGAN 
155   YEAGLEY,  WILLIAM  EARNEST,  J,  MT.  PLEASANT,  MICHIGAN 

94  .  YEAKEL,  RICHARD  E,  LANGLEY  AFB,  VIRGINIA 
191    YEAKLEY  MARK  RANDALL,  IRVING,  TEXAS 

60  U   YEAMAN, ' THOMAS  ELHOOD  DANVILLE,  VIRGINIA 

98  »   YEARWOOD,  ARTHUR  B,  NASSAU,  BAHAMAS 
5  •  YEATS,  EUGENE  L.,  GADSDEN,  ALABAMA 

188  YEE  DWIGHT  G,  NEW  YORK,  NEH  YORK 
122   YEHYA  ANWAR  CHAFIC,  BEIRUT,  LEBANON 

ii   .  vcinci'l   RERRY  0   BATON  ROUGE,  LOUISIANA 

172  •  yIlLOH  ROBE?  LUTHER  PHILIP.  RAPID  CITY   SOUTH  DAKOTA 

172  YELVINGTON,  JESSE  FERN,  JR,  LONGHOOD,  FLORIDA 

122  YEO,  PENG  SOON,  SINGAPORE,  SINGAPORE 

170  YFO  YUN-YONG,  SEOUL,  KOREA 

\ll  YERDON  HERBERT  GENE  OSHEGO,  NEH  YORK 

189  YERMACHENKo!  YURIY  ALEXEEVICH,  MOSCOW,  RUSSIA 
life  YERRICK  DONALD  P,  BUCHANAN,  MICHIGAN 

Ul  §   YERXA  6eSSiS  JOHN,  MINNEAPOLIS  MINNESOTA 
102  •  YESKE   JACK  D. ,  SAN  MARINO,  CALIFORNIA 
ll   a   VFTMAN  GEORGE  R,  TOMS  RIVER,  NEW  JERSEY 
126  #  YETTER',  CORSON  CHARLES,  JR,  CINCINNATI,  OHIO 
lS  J  YYiN^E°R6Bi^LLERK0?REM0NTEREY,  CALIFORNIA 

5'  MK[UfuEN?°KG0NKGT0NG?°SG0NKGT0NG 
lS  «  YOCKEL  RAYMOND  C*  ROCHESTER,  NEH  YORK 
167   YOCKEY,  DONALD  ERVIN,  WEST  ALLIS,  WISCONSIN 

159"  J  YY0OHMHAN,J^VIDRTeKNPIKeIvILLE,  MARYLAND 

l%  I   YY00^'wRANSDALNG,DKUALKAHtuMPUrHrLiYSIA 

186   YOKOTA,  NAOYUKI ,  TOKYO,  JAPAN 

126   YOKOYAMA,  HARUMASA,  TOKYO,  JAPAN 

175   YONEYAMA  HENRY,  SALINAS,  CALIFORNIA 
99  tt   YONIKAS  CHARLES  A,  SPRINGFIELD,  ILLINOIS 
92  I   YONKMAN:  EDHARD  D.:  FORT  LAUDERDALE,  FLORIDA 

18   ».  ffiHoK'cSR'ASSSRO.NORTH  CAROLINA 

V  ^K'  ^rA.W-NA!HVlKH?ENNEEXsfEE 

ill  YORK  JAMES  ANDREW,  MAPA.  CALIFORNIA 

159  YORK,  MARGARET  ANN,  LOS  ANGELES,  CALIFORNIA 

Tnn  »  vnRK   MPIVIN  T   MEMPHIS,  TENNESSEE 

Ufe  YoSk'  SoBERT  L  JR.  JEFFERSON  CITY,  MISSOURI 

153  YORK,  RUSSELL  PAUL   FORT  WAYNE,  INDIANA 

145  YORK   STANLEY  DEOTTIS,  STATESBORO,  GEORGIA 

55  YOST',  JACK  LAMBERT,  viRGINIA  MINNESOTA 

1Q9  YOST   ROLAND  F.  PAPILLION,  NEBRASKA 

170  YOUIL.L   ROBERT  LOUIS,  HONG  KONG,  HONG  KONG 

95  YOUNG^ ANN  ELZABETH  LOS  ANGELES  CALIFORNIA 

99  YOUNG  BENJAMIN  R,  MAITLAND,  FLORIDA 
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161 

182 

54 
166 
188 

13 
127 

91 
148 
160 
128 
108 

84 

86 
155 
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YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 

1  YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 

t  YOUNG, 
YOUNG, 
YOUNG, 


BRUCE  WALTER,  HUNTINGTON  BEACH,  CALIFORNIA 
CARL  E.,  HUNTSVILLE,  ALABAMA 
CARL  EUGENE,  COLUMBIA,  SOUTH  CAROLINA 
CHARLES  ARTHUR,  HENDERSON,  KENTUCKY 
CHARLES  F.,  FRANKFORT,  KENTUCKY 
DENNIS  FREDERICK,  PHOENIX,  ARIZONA 
DIANNE,  HOUSTON,  TEXAS 
DONALD  R.,  MARYVILLE,  TENNESSEE 
DONALD  RAY,  BOWLING  GREEN,  KENTUCKY 
DONALD  W.,  DIXON,  CALIFORNIA 
DRISCOLL  RALPH,  III,  TEXAS  CITY   TEXAS 
EVERETT  JOHN,  JR,  NORTH  BEND,  OREGON 
FRANK  WARREN,  MEMPHIS,  TENNESSEE 
FRANKLIN  C,  BELOIT,  WISCONSIN 
GENE  A.  WEBSTER  GROVES,  MISSOURI 
GEORGE  R,  PT.  PLEASANT,  WEST  VIRGINIA 
GERALD  VINCENT,  SARALAND,  ALABAMA 
GREGORY  JOSEPH,  SAN  ANTONIO,  TEXAS 
120  #  YOUNG'  JOEL  WENDELL,  MC  ALLEN,  TEXAS 
IIS  #  YOUNG  JOHN  DAVID,  OLYMPIA,  WASHINGTON 

JOHN  FRANCIS,  WILDWOOD  CREST,  NEW  JERSEY 

JOHN  HENRY,  JR,  OMAHA,  NEBRASKA 

JOHN  M.,  EASTON,  PENNSYLVANIA 

JOHN  WILLIAM,  GILBERT,  ARIZONA 

JOSEPH  EDWARD,  SR,  WINTHROP,  MAINE 

KERMIT  STEVEN,  MARION,  OHIO 

KIRWAN  HENRY,  ST.  LOUIS,  MISSOURI 

L.  W.,  CEDAR  FALLS,  IOWA 

LEONARD  W.,  AUSTIN,  TEXAS 

MICHAEL  WAYNE,  FAIRFAX,  VIRGINIA 

NATHAN  WAYNE,  BAR  HARBOR,  MAINE 

NORMAN  D.,  PINE  BLUFF,  ARKANSAS 

PATRICK  BRIAN,  FORT  SMITH,  ARKANSAS 

RALPH  J.,  PITTSBURGH,  PENNSYLVANIA 

RAYMOND  L.,  LITTLE  ROCK,  ARKANSAS 

REGGIE  LADON,  TIFTON,  GEORGIA 

RICHARD  ALAN,  EXCELSIOR,  MINNESOTA 

ROBERT  C,  CLAYTON,  MISSOURI 

ROBERT  C,  KENOSHA,  WISCONSIN 

ROBERT  DAVID,  LANSING,  MICHIGAN 

RUBIN  MILTON,  SAVANNAH,  GEORGIA 

STANLEY  HARRY,  JR,  GOUVERNEUR  NE>,  YORK 

THEODORE  PRESTON,  JR,  OLD  BRIDoc,  NEW  JERSEY 

THOMAS  RAY,  ELLENSBURG,  WASHINGTON 

TOMMY  ALLEN,  FORT  SMITH,  ARKANSAS 

YOUNG',  WAUER  GARN??T,°STAMFORD,  CONNECTICUT 

ySung:  KIlliah  Aallen:TjRr:NtyleTtexas 

vn.lNfRAR   LESLIE  GENE,  LAKE  OSWEGO,  OREGON 
YOUNGBLOOD  "oNNy'hAROLD   BAKERSFIELD  CALIFORNIA 
YOUNGBLOOD,  GLENN  S,  CHARLESTON,  SOUTH  CAROLINA 
YOUNGER,  COLLIN  LESTER,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GARRY  ALLEN,  JOHNSON  CITY,  TENNESSEE 
GARY  L,  CASTLE  ROCK,  COLORADO 
JAMES  D,  WINTER  PARK,  FLORIDA 
iamfs  ROBERT.  DETROIT,  MICHIGAN 
LEWIS  TRUMAN,  JR,  JACKSON,  HISSISSIPPI 
FRANK  D..  ORANGEBURG,  NEW  YORK 
ySuNGOUIST,  MARC  JOSEPH,  CHESHIRE  CONNECTICUT 
YOUNGS,  ALAN  CHARLES,  LAKEWOOD,  COLORADO 
YOUNGS   LARRY  DEAN,  DES  MOINES,  IOWA 
YOUNKINS,  RICHARD  CLARK,  HOOD  RIVER,  OREGON 
YOUNT,  AUGUST  MAPLE,  JR,  PITTSFIELD,  ILLINOIS 
YOUSSEF,  MOHAMED  ABDEL  HAMID,  CAIRO,  EGYPT 
YOVANOVICH,  NADEAN,  LANSING,  MICHIGAN 

YUMULHAR0MEr6  FE0USEAm|A  WASHINGTON 
YUNEs'mEDINA?  JOSEALTAGRfciA,  SANTO  DOMINGO, 

Z^LO  K^zlcVr^FO  S   5DDA^EE  HEF?0AR?DDA 
TATAMV  LEONARD  JOSEPH,  BARRINGTON,  NEW  JERSEY 
ZACCANELLI?  ERNEST  J.V'UPPER  MARLBORO,  MARYLAND 

ZAACCCCAaSoA'gRABECRESCaSthSSy!'nOTRAHYBEND,  OREGON 
ZACCA&  SoHNTHOMAS,  OAKWOOD  VILLAGE,  OHIO 
7*rrHT0  DOMENIC  A.  AVON,  CONNECTICUT  • 

ZACHAR?;s?°DAVID  UWRENC   III,  RICHARDSON,  TEXAS 
ZACHARY,  CLAUDE  G.,  CLEBURNE,  TEXAS 

JAHES  BARCLAY,  DETROIT,  MICHIGAN 

JAMES  0.,  MEMPHIS,  TENNESSEE 

N  E,  WYNNE,  ARKANSAS 

M.  V.,  DUNCAN,  OKLAHOMA 
WILLIAM  F,  SELMA,  ALABAMA 
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180 
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179 
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154 
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128 
179  # 
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172 
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153 
117 
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138 
137 
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174 
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190 
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116  A 
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112 
172 
112 
160 
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YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
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YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
YOUNG, 
1  YOUNG, 


YOUNGER, 
YOUNGER, 
YOUNGER, 
YOUNGER, 
YOUNGER, 
YOUNGMAN, 


DOMINICAN 


ZACHARY, 
ZACHARY, 
ZACHARY, 
ZACHARY, 
ZACHRY, 


ZACKULAR,  WILLIAM'HENRY   WELLS  MAINE 
7Annun7MY   PATRICIA  JEAN,  DETROIT,  MICHIGAN 
ZADROGA?  JOSEPH  NORTH  ARLINGTON  NEH  JERSEY 
ZAFRULLAH,  HARAB,  JAKARTA,  INDONESIA 
ZAGER   LAREN  JOHN,  ANCHORAGE,  ALASKA 
7ArnRSKT   MICHAEL  J.  LAS  VEGAS,  NEVADA 
ZAGURY^AlCHAEL  EDHARD  .NEPTUNE  NEW  JERSEY 

iir  NOBR   H  DOWNERS  GROVE,  ILLINOIS 
7A^*r'  THFonORE  R   JR   BENSALEM  PENNSYLVANIA 
zTjESKiTaSiIl  MYROS,   R"  SOUTH  HOLLAND,  ILLINOIS 

fflK;  =YDAMiN,CSAYGYTEXAS 
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ZAKINSKI,  STANLEY  B  -  ZYWOCINSKI,  CARL  E. 


96 

169 

119 

96 

94 
146 
140 

78 
180 
149 
131 
143 
175 
177 
119 

53 
155 
190 
133 
103 

85 

95 
131 
162 
100 
172 
187 
117 

91 
179 

97 
153 
124 
103 

27 
132 

99 
145 
110 
101 
152 
106 
169 
115 
157 
106 

50 
118 

93 
129 
145 
159 
110 

25 
150 
129 
137 
166 
181 
158 
149 
166 

64 
174 
142 
195 
121 
181 
157 
193 
140 
105 
126 
134 
127 

76 
135 

99 
151 
156 
164 

80 

84 
149 
117 
186 
163 
166 
190 
164 

83 
114 

99 

97 
134 
117 
165 
149 
178 
117 


!  ZAKINSKI,  STANLEY  B,  RAPID  CITY,  SOUTH  DAKOTA 
ZALESKI,  MARY  FRANCES,  NEH  YORK,  NEW  YORK 
ZALINSKY,  MATTHEW  THEODORE,  ELIZABETH,  NEH  JERSEY 
ZALOT,  JOSEPH  A.,  JR.,  LEVITTOWN,  PENNSYLVANIA 
1  ZAMBARANO,  LOUIS  T.,  JOHNSTON,  RHODE  ISLAND 
ZAMBETTI,  RONALD  RUSSELL,  CLEVELAND,  OHIO 
ZAMBONI,  TONY  EDWARD,  SPARKS,  NEVADA 
ZAMORA  MORENO,  JUAN,  MADRID,  SPAIN 
ZAMORA,  MANUEL  FLORES,  HOUSTON,  TEXAS 
ZAMORY,  YOSEF,  JERUSALEM,  ISRAEL 
ZANCOLA,  EMIL  J,  NEH  YORK,  NEH  YORK 
ZANE,  MARK  ANTHONY,  TONOPAH,  NEVADA 
ZANFES,  JEFFREY  ARTHUR,  SIOUX  FALLS,  SOUTH  DAKOTA 
ZANOTTI,  JEFFREY  ALLAN,  WASHINGTON,  DISTRICT  OF  COLUMBI 
ZAPATA-RIVERA,  JOSE  RAMON,  SAN  JUAN,  PUERTO  RICO 
ZAPENAS,  ALPHONSE  ANDREW,  NASHUA,  NEH  HAMPSHIRE 
ZAPPILE,  RICHARD  ALFRED,  PHILADELPHIA,  PENNSYLVANIA 
ZAQZOUQ,  FAHAZ  BIN  H  S,  JEDDAH,  SAUDI  ARABIA 
ZAREK,  EDHARD  THOMAS,  NEH  YORK,  NEH  YORK 
ZARGER,  ROBERT  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ZARLE,  ROBERT  D.  ,  AKRON,  OHIO 
ZARRA,  JOSEPH  J,  DETROIT,  MICHIGAN 
ZARRELLI,  VINCENT  MICHAEL,  NELLIS  AFB,  NEVADA 
ZARUBI,  DAVID  LYNN,  SPARKS,  NEVADA 
ZASTROW,  RAYMOND  E.,  RHINELANDER,  WISCONSIN 
ZAVADIL,  JONATHAN  JAMES,  COLUMBUS,  NEBRASKA 
ZAVALA,  ROBERTO,  CHICAGO,  ILLINOIS 
ZAVARAS,  ARISTEDES  W,  DENVER,  COLORADO 
ZAHELENSKY,  ANDREW  C. ,  UNIONTOWN,  PENNSYLVANIA 
ZAHODNY,  JAMES  LOUIS,  TOLEDO,  OHIO 
ZAWROTNY,  WALTER  L.,  HENDERSON,  NEVADA 
ZAYC,  HANS  WOLFGANG,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GE 
ZBINDEN,  RICHARD  BARRY,  POMONA,  CALIFORNIA 
ZEAGLER,  DONALD  S,  CHESAPEAKE,  VIRGINIA 
ZEE  SHENG-SHEE,,  TAIPEI,  REPUBLIC  OF  CHINA 
ZEH,  PETER  JOHN,  FORT  MEADE,  MARYLAND 
ZEHNDER,  BARRY  S.,  NEWARK,  DELAWARE 
ZEIGLER,  DOUGLAS,  NEW  YORK,  NEW  YORK 
ZEIHEN,  ROGER  C. ,  KENOSHA,  WISCONSIN 
ZEIN,  MARWAN  A.H.,  BEIRUT,  LEBANON 
ZEINS,  WALLACE  ROBERT,  NEW  YORK,  NEW  YORK 
ZELASKA,  JOHN  W,  FAIRFAX,  VIRGINIA 
ZELIFF,  DAVID  JAMES,  FORT  LEWIS,  WASHINGTON 
ZELINSKY,  JAMES  D,  ROSEVILLE,  MINNESOTA 
ZELLIE,  JACOB  PAUL,  GREENSBURG,  PENNSYLVANIA 
ZEMITES,  JOHN  V.,  OLATHE,  KANSAS 
ZENGA,  ARMOND  J.,  NEW  BRITAIN,  CONNECTICUT 
ZENTZIS,  LANCE  JOHN,  MINNEAPOLIS,  MINNESOTA 
ZEPP,  MURRAY  J,  PIKESVILLE,  MARYLAND 
ZERANGUE,  GERVIS,  LAFAYETTE,  LOUISIANA 
ZETINA,  CARMEN,  DANGRIGA,  BELIZE 

ZETT,  ROBERT  RICHARD,  SR,  EVERGREEN  PARK,  ILLINOIS 
ZIDEK,  ROBERT  M,  BLADENSBURG,  MARYLAND 
ZIEBELL,  IRVIN  J.,  WAUPACA,  WISCONSIN 
ZIEGERT,  ROBERT  ANTHONY,  WISCONSIN  RAPIDS,  WISCONSIN 
ZIEGLER,  CLIFFORD  HENRY,  PITTSBURGH,  PENNSYLVANIA 
ZIEGLER,  KENNETH  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUM 
ZIEGLER,  STEPHEN  JAMES,  TAHOE  CITY,  CALIFORNIA 
ZIELINSKI,  THOMAS  M,  CALUMET  PARK,  ILLINOIS 
ZIEMBA,  FRANK  MICHAEL,  JR,  WASHINGTON,  DISTRICT  OF  COLU 
ZIEMER,  DAVID  JAMES,  STERLING,  COLORADO 
ZIEMIAN,  JOSEPH  JOHN,  JR,  EULESS,  TEXAS 
ZIGA,  GEORGE  DON,  ALLIANCE,  OHIO 
ZIMMER,  GEORGE  JAMES,  JR,  HAMILTON,  NEW  JERSEY 
ZIMMER,  MILTON  JOSEPH,  ROCK  HILL,  MISSOURI 
ZIMMERMAN,  CARL  DAVID,  AUSTIN,  TEXAS 
ZIMMERMAN,  DONALD  EDWARD,  BLOOMFIELD  HILLS,  MICHIGAN 
ZIMMERMAN,  JAN  MICHELE,  KANSAS  CITY,  MISSOURI 
ZIMMERMAN,  LARRY  EUGENE,  MONETT,  MONTANA 
ZIMMERMAN,  ROBERT  PETER,  ORANGEBURG,  NEH  YORK 
ZIMMERMAN,  THOMAS  EUGENE,  SOCORRO,  NEH  MEXICO 
ZIMMERMAN,  HILLIAM  H. ,  HARRISBURG,  PENNSYLVANIA 
ZIMMERMANN,  HANS-MARTIN,  MUNSTER,  FEDERAL  REPUBLIC  OF  G 
ZIMMON,  GARRETT  HAYNE,  LOS  ANGELES,  CALIFORNIA 
ZINCK,  RAYMOND  GEORGE,  DARTMOUTH,  CANADA 
ZINDAR,  JOHN  H. ,  SHEBOYGAN,  HISCONSIN 
ZINDROSKI,  JAMES  EDWARD,  CLEVELAND,  OHIO 
ZINK,  ARNOLD  J,  SACRAMENTO,  CALIFORNIA 
ZINN,  JOHN  STANLEY,  BRENTWOOD,  MISSOURI 
ZINNA,  SAM  MICHAEL,  HAHNVILLE,  LOUISIANA 
ZINSBERGER,  JOSEF,  VIENNA,  AUSTRIA 
ZINSMEISTER,  WILLIAM  F.,  SAN  ANTONIO,  TEXAS 
ZINZER,  WILLIAM  M. ,  DES  MOINES,  IOWA 
ZIOL,  RONALD  JOSEPH,  MUNSTER,  INDIANA 
ZIOLA,  STANLEY  ALLAN,  VANCOUVER,  CANADA 
ZIRELLI,  JODY  BRACKEN,  REDWOOD  CITY,  CALIFORNIA 
ZITZER,  THOMAS  FREDERICK,  EVERETT,  WASHINGTON 
ZITZKE,  RICHARD  RAY,  WHITEHALL,  OHIO 
ZIVKOVICH,  DANIEL  ROBERT,  CHEYENNE,  WYOMING 
ZIZZA,  JAMES  MICHAEL,  CLARK,  NEW  JERSEY 
ZLOTOPOLSKI,  ALFRED  T,  SR,  JENNINGS,  MISSOURI 
ZOBOROSKI,  MARK  A.,  SEGUIN,  TEXAS 
ZOBOROSKI,  ROBERT  L.,  SEGUIN,  TEXAS 
ZOD,  SAMI  J.,  BEIRUT,  LEBANON 

ZOELLER,  NICHOLAS  EDHARD,  LITTLE  ROCK,  ARKANSAS 
ZOLKO,  RICHARD  A,  LAFAYETTE  HILL,  PENNSYLVANIA 
ZOLL,  THOMAS  ALLEN,  SAN  DIEGO,  CALIFORNIA 
ZOMER,  DAVID  ALAN,  JACKSON,  MICHIGAN 
ZON,  MARTIN  PETER,  CONYERS,  GEORGIA 
ZOOK,  GEORGE  F.,  PIKESVILLE,  MARYLAND 


169  ZOOK,  LOUIS  GORDON,  SYLACAUGA,  ALABAMA 

127  #  ZOOVAS,  MICHAEL  ANTHONY,  MIAMI  SHORES,  FLORIDA 

123  ZORSCH,  GEORGE  MICHAEL,  HILLOH  SPRINGS,  MISSOURI 

111  ZOTOS,  MICHAEL  C,  ABERDEEN,  MARYLAND 

115  #  ZUBER,  JOSEPH  P.,  HARRISBURG,  PENNSYLVANIA 

170  ZUCH,  KLAUS  JUERGEN,  BERLIN,  FEDERAL  REPUBLIC  OF  GERMAN 

115  n  ZUEHLSDORFF,  KENNETH  L.,  BLOOMINGTON,  MINNESOTA 

188  ZULAUF,  BRUCE  ALAN,  WRAY,  COLORADO 

143  #  ZULEGER,  EDMUND  WILLIAM,  PHOENIX,  ARIZONA 

170  ZUMBRUN,  ALVIN  JOHN,  JR,  ELLICOTT  CITY,  MARYLAND 

121  ZUMMO,  LOUIS  MICHAEL,  NEW  ROCHELLE,  NEH  YORK 

178  ZUNIE,  CLYBERT,  SR,  ZUNI,  NEW  MEXICO 

189  ZUNIGA,  BARRY  RAY,  SAN  DIEGO,  CALIFORNIA 

173  ZUNIGA,  GILBERT  ERNEST,  SANTA  BARBARA,  CALIFORNIA 

118  ZUNK,  MICHAEL  HENRY,  INDIANAPOLIS,  INDIANA 

156  ZURBEY,  MICHAEL  DAVID,  COTTAGE  GROVE,  MINNESOTA 

116  ZURCHER,  CLARENCE  L,  GRAND  ISLAND,  NEBRASKA 
97  ZURCHER,  JAMES  C,  PALO  ALTO,  CALIFORNIA 

186  ZURN,  CATHERINE  ELLEN,  SANTA  ANA,  CALIFORNIA 

138  ZWELLING,  THOMAS  CHARLES,  NIAGARA  FALLS,  NEW  YORK 

176  ZWETTLER,  ERICH,  VIENNA,  AUSTRIA 

154  ZHICKEY,  JARED  LOREN,  CONCORD,  CALIFORNIA 

111  ZWIRNER,  ADOLF  A.,  FORT  MC  CLELLAN,  ALABAMA 

111  ZYMANEK,  CAESAR  FRANCIS,  AMHERST,  NEW  YORK 

140  ZYWCZYK,  ZBIGNIEW  RICHARD,  WESTMONT,  ILLINOIS 

73  #  ZYWOCINSKI,  CARL  E.,  MIDDLETOWN,  CONNECTICUT 
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GRADUATES   OF   THE 
FBI    NATIONAL   ACADEMY 

?Ht MS»f«   KtcfStSc "51   !«£E5fL?HE  GrIdUAIES    IKDICATES   THE    SESSION   ATTE.DED. 


H 


■ 


2^ 


170 
88 
45 

128 
94 

175 
90 

188 

145 


ALABAMA  -  ALABAMA 

ALABAMA 
ARBF VI LL  E 

179   MATHIS,  STEPHEN  EDHARD,  COP, 
ALEXANDER  CITY 
155   BAKER,  TIMOTHY  DEREK,  CPT,  PD 

CLAYBROOK,  JAMES  OSCAR,  CPT,  PD 
DENNIS,  BYRON  R.,  CPT,  PD 
FUNDERBURK,  EMMETT  EUTHER,  COP 
GREGG,  BARON  KENNETH,  COP 
JONES,  DEWEY  L.,  CAPTAIN,  PD 
KENNEDY,  HILLIE  LOUIS,  CPT,  PD 
ROYALL,  LYNN  E. ,  DIR,  DPS 
SMITH,  BARRY  ALLEN,  CPT,  PD 
HORTHY,  ANTHONY  KEITH,  LT,  PD 
ALEXANDRIA 

124   TAYLOR,  EARL  DOUGLAS, 
ANDALUSIA 
132  *  EASLEY,  HOHARD  AULTON,  JR,  ASST  CHF, 
167   PATTERSON,  RUSTY  DEMON,  CPT,  PD 
149    WILLIAMSON,  JERRY  DEAN,  COP 
ANNISTON 

BLACKMON,  A.  L.,  DET,  PD 
BRACKETT,  CHARLES  EDWARD,  LT,  PD 
CHANDLER,  CHARLES  H. ,  COP 
CLEMENTS,  ROBERT  CHARLES,  CPT,  USMC 
DRYDEN,  JOHN  ALLEN,  CPT,  PD 
FINCHER,  MICHAEL  ROSS,  CPT,  PD 

hiSSs  "fS  Mw!  jMm  INFO  ADV,  AL  CRIM  INFO  PD 

HOLDEN,  JOSEPH  GERALD,  CPT,  PD, 

LANDERS,  JOE  T,  SA,  FBI,  LIEUTENANT,  PD, 

MCGRADY,  ROBERT  LAYTON,  LT,  PD 

NOTHDURFT,  CHARLES  THEODORE,  LT,  PD 

PARKER,  BOBBY  WAYNE,  CPT,  PD 

WRIGHT,  THOMAS  HOOD,  LT,  PD 


SPECIAL  AGENT,  DOJ 


PD 


5 

170 

94 

178 

151 

156 

98 

91 

56 

39  tt 
192 
187 
137 
163 
ATHENS 
115 
180 
193 
AUBURN 
174 
139 
82  # 
106  * 
118  * 
144 
160 
96  » 
98 


BRAZELL,  JAMES  E.,  CPT,  TN  VALLEY  AUTH 
HARPER,  REED  WAYNE,  COP 
MOORE,  STEVEN  HARLEY,  SGT,  PD 

AUBURN  UNIV  PD 


CEROVSKY,  RANDAL  MARK,  LT, 

DOWNING,  EDWIN  DALE,  COP 

HARDING,  MARION  B,  COP 

HAY   RONNIE  D. ,  LT ,  AUBURN  UNIV  SEC  DEPT 

MURPHY,  CLARENCE  SIDNEY,  CPT,  PD 

NEVIN,  CHARLES  WILLIAM,  CHF,  AUBURN  UNIV  PD 

OWENS,  MELVIN,  MAJ,  AUBURN  UNIV  PD 

ROGERS,  DONALD  R,  CPT,  AUBURN  UNIV  CAMPUS  POL 

walton;  jack  l,  jr,  chf,  auburn  univ  pd 
bay  minette 
122  *  gee,  luther  gale,  cop  ^r„ 

95   HALL.,  ALLEN  H,  INVSTGR,  BALDWIN  CO  DA  OFC 
181   MONLEY,  LANCE  ROTH,  SGT,  BALDWIN  CO  SO 
114  *  RIZZO,  JOSEPH  F,  SGT,  BALDWIN  CO  SD 
BESSEMER 
122   ADAMS,  OLIVER  RAY,  COP 

BARRON,  GEORGE  WINSTON,  COP 

BROWN,  RONALD  WALTER,  SR,  LT,  PD 

EASTERLING,  JOE  FRANK,  SGT,  PD 

HINTON,  BRAD  R.,  DET  SGT,  JEFFERSON  CO  SD 

MAXWELL,  RAYMOND  J,  (SA,  FBI)  SGT,  PD 

MILLER,  RANSOME  EVAN,  SGT,  PD 

ONEAL.  STEVEN  FRANK,  SGT,  PD 

ORANGE,  DAVID  W,  COMMISSIONER,  JEFFERSON  CO 

SULLIVAN,  ROLAND  D. ,  PATROLMAN,  PD 

B125INGALEXANDER,  FRANK  ANTHONY,  CPT,  USMC 
31  *  ALEXANDER,  LACEY,  SPEC  INVSTGR,  ABC  BD 
39   ARNETT,  J   T.,  (SA,  FBI),  LT,  AL  HPTL 
66  tt   BAILEY   ARLIE  MELVIN,  SHF  OF  JEFFERSON  CO 
61  tt   BAKER,  EARL  CLEVELAND,  SR.,  DET,  VA  HOSPITAL 

SlRliY.Ta^RicfSI'piRO^OFCR.  AL  BOARD  PARDONS 

BERRY,  ROBERT  LEE,  LT,  PD 

BLASS,  DENNIS  ROHLAND,  COP 

BUTLER,  JAMES  0.,  JR.,  DET  SGT,  JEFFERSON  CO  SD 

CASHATT,  JAMES  W,  PTLM,  PD 

CLIFTON,  FRANKLIN  WALLACE, 

COPPAGE,  WILLIAM  M,  LT,  PD 

COX,  JIMMY  R,  LT,  AL  DPS 

DANNER,  BOBBY  J,  SEC  OFCR, 

DENNY,  MICHAEL  ALLEN,  CPT, 

DEUTCSH,  ARTHUR  V,  COP 

EAST,  EDHARD  E.,  LT,  PD 

EATON,  JUANITA  KAY,  LT, 

GOODWIN,  ELMER  HERBERT, 

GOOLSBY,  WALTER  ATKINS,  - 

HALE,  FRANK  MICHAEL,  LT,  JEFFERSON  CO  SD 

HARPER,  ROBERT  R.,  SR.,  LT,  PD 

HAYNES,  DONALD  F.,  LT ,  JEFFERSON  CO  SD 

HIGGINS,  DAVID  L,  SR,  SERGEANT,  PD 

HOFFMAN,  PETER  D,  MAJ,  USA 

HORTON,  CHARLES  D. ,  SGT,  JEFFERSON  CO,  SD 
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63 
171 

166 

116 

43 

180 

193 

74 

56 


177 
134 
118 

90 

56  , 
182 
132 
112 

91 
118 

85 
110 
168 
121 
119 
140 

82 
103 
100 
107 
112 


LT,  JEFFERSON  CO  SO 


ST  VINCENT'S  HOSPITA 
PD 


PD 

LT,  PD 

JR,  CPT,  AL  DPS 


99  HOWZE,  GEORGE  C,  INSPR,  PD 

186  JOHNSON,  CARL  LEE,  CPT,  JEFFERSON  CO  SO 

115  JOHNSON,  JOHNNIE,  JR.,  COP 

83  JORDAN,  E.  DANIEL,  CPT,  JEFFERSON  CO  SD 

105  KING,  WILLIAM  D,  DIR  OF  SEC,  ST  VINCENT  HOSPITA 

94  LAHLEY,  EDGAR  M. ,  CPT,  JEFFERSON  CO  SD 

147  LEE,  MICHAEL  GENE,  LT,  JEFFERSON  CO  SD 

146  LEE,  MICHAEL  STEVEN,  SGT,  PD 

i57  MCCRELESS,  JAMES  CHARLES,  CPT,  JEFFERSON  CO  SD 

53  MILWEE,  CURTIS  DAUGHERTY,  LIEUTENANT,  PD 

173  MITCHELL,  CLARENCE,  CPT,  PD 

58  tt  MOORE,  JAMIE,  INVSTGR,  AL  ATTY  GEN  OFC 

125  MOORE,  MICHAEL  LINN,  LT,  JEFFERSON  CO  SD 

6  #  MULLINS,  CHESTER  L.,  CAPTAIN,  PD 

79  #  MYERS,  BILL  R,  COP 

189  NUNN,  ANNETTA  WATTS,  CPT,  PD 

107  PATTERSON.  EARL  F.,  LT,  JEFFERSON  CO  SD 

191  PERSALL,  MARK  STEPHEN,  CPT,  JEFFERSON  CO  SD 

108  PHILLIPS,  LARRY  R,  LT,  AL  DPS 
57  PITTS.  CONNIE  H,  CMDR,  PD 

173  REGULUS   ROBERT  LEE,  JR,  SGT,  JEFFERSON  CO  SO 

139  ROBERSON,  JAMES  MASON,  CPT,  JEFFERSON  CO  SO 

92  ROBINS,  ELBERT  E,  ASST  SHF,  JEFFERSON  CO  SD 

137  SMITH,  GEORGE  RAY,  LT,  AL  DPS 

117  M   STEPHENS.  BILLY  ROY,  LT,  PD 

118  STOUGH  HOYT  DALE,  LT,  UNIV  OF  AL,  LE  ACADEMY 

128   ItRUNK:  DTAN?ELNMERLe!GDEp'DUNIV  OF  AL  IN  BIRMINGHAM 
76   TATE,  LOYCE  A.,  CAPTAIN,  PD 

«   WA^r^Rcf  M.!R^:  iSS'.  SSI  OF  AL  PD 

\tl  ^LE?:CKlLLLlK^ES6,PiGT,  JEFFERSON  CO  SD 

78  WILLIAMS,  J.  C. ,  CAPTAIN,  JEFFERSON  COUNTY  SO 

130  WILLIAMS,  JIMMY  ARVES,  LT,  PD 

122  WOODWARD,  JIMMY  HOWARD,  LT,  JEFFERSON  CO  SD 

114  WOOTEN,  BILLY  R. ,  TPR,  AL  DPS 

B192T°NMURPHY,  MICHAEL  SCOTT,  MAJ,  ESCAMBIA  CO  SD 

130   SMITH,  GROVER  WILLIAM,  COP 
BRUNDIDGE 

168   CONNELL,  JOE  FRANK,  COP 
CALERA 

106   GLASGOW,  JAMES  F.,  COP 

C186°LLABST0N,  DAVID  EUGENE,  SHF  OF  PICKENS  CO 
fHATOM 

193   GARRICK,  MICHAEL  DWAYNE,  COP 
CHICKASAW  irrT  _uc   D_ 

100   PEARCE,  WILLIAM  J.,  ASST  CHF,  PD 

129  *  HENDERSON,  JAMES  ARNOLD,  COP 
COLUMBIANA    CHRISTOpHER  DUVALL,  CPT,  SHELBY  CO  SO 
\%       SMITHERMAN  MELVIN  THOMAS*,  CHf'dEP  SHELBY  CO  SO 
191   WALTERS,  JAMES  HOWELL,  JR,  LT,  SHELBY  CO  SD 

C190MANCULPEPPER,  KENNY  CHARLES,  COP 
119   NESMITH,  JOHNNY  BENSON,  SGT,  AL  DPS 
183   RODEN   JAMES  TYLER,  SHF  OF  CULLMAN  CO, 
55  *  WAlDROP,  TOM  G . ,  CHF  DEP  SHF,  CULLMAN  CO  SO 
DADEVILLE  ,   „nc 

113   ABBETT,  JAMES  H,  LT,  DPS  tai  ,  AnftnCA  „ 
150   SMITH,  JOE  LOMAN,  SHF  OF  TALLAPOOSA  CO 
DAPHNE 

180   MCNICHOL,  CHARLES  KANE,  LT,  PD 
DAUPHIN  ISLAND 

171   BEASLEY,  TERRY  WAYNE,  COP 
DECATUR  ,_   _„. 

105  tt   BONDS,  THOMAS  L,  LT,  TVA 
153   BOTTOM,  JERRY  LYNN,  CPT,  PD 
143   COLLIER,  KENNETH  DWIGHT,  CPT,  PD 
80  #  HANCOCK,  ROBERT  E.,  SGT  AL  DPS 
40  tt   LEE,  WILLIAM  H. ,   SA,  FBI),  CRIM  INVSTGR,  AL  HP 
97   PERRY?  HARRY  A,  CHF  DEP  SHF,  MORGAN  CO  SD 
107  tt   SHAFER,  FRANK  W.  ,  JR,  COP 
101  *  TAPSCOTT,  LEWIS  D. ,  LIEUTENANT,  PD 
DEMOPOLIS 
138  tt   BROCK,  JOHNIE  RAY,  COP 
82  *  JOHNSON,  LESLIE  C,  JR,  CHIEF  OF  POLICE 
DOTHAN  „   „ 

80  tt   ADKINS,  JACK  M.,  LT,  PD 
110  tt   BLACK,  RONALD  W. ,  CPT,  PD 
162   COLLIER,  JOHN  STANTON,  CPT,  PD 
62  #  DEAL,  JAMES  EDWARD,  CPT   PD 
176   DEVANE,  STANLEY  EUGENE,  LT,  PD 
86  tt   DILLARD,  MARLIN,  LT ,  PD 
98   HABBARD,  ARTIS  0.,  CPT,  PD 
96  tt   HICKS,  ALBERT  J,  LT,  PD 
56  tt   HILSON,  HENRY  H.  ,  ASST  CHF,  PD 
154   KIRKLAND,  DAVID  ROY,  LT,  PD 
135   KNIGHT,  GARY  RUSSELL,  CPT,  PD 
101   LIVINGSTON,  BILLY  J,  CPT,  AL  DPS 


ALABAMA  -  ALABAMA 


102  #  MCCORD,  JAMES  R. ,  SGT,  PD 
186    MONDAY,  NICHOLAS  MARK,  LT,  PD 

193   VALENZA,  DONALD  JOSEPH,  INVSTGR,  HOUSTON  CO  SD 
166   HHITE,  JOHN  CALVIN,  COP 
76  n   HILLIAMS,  KATER  H.,  COP 
DOUBLE  SPRINGS 


INVSTGR,  MARSHALL  CO  SO 


167 
ELBA 

151 

ELMORE 

83 


ENTERPRISE 

181   HUDGINS 
EUFAULA 

104   HOWARD, 


HALKER,  GERALD  HOBBY,  SHF  OF  HINSTON  CO 

BAILEY,  HILLMAN  LEONARD,  INVSTGR,  DEPT  OF  CORFRECTIONS 

HOHARD,  DALE,  WARDEN,  DRAPER  CORR  FACILITY 


VERNON  LAVOYED,  COP 


184 
189 
113 
175 
EUTAW 
57 


EARL  K. ,  LT,  DPS 
MARSH,  TIMOTHY  PATRICK,  DET  SGT,  PD 
PALMER,  JERRY  MACK,  DET,  PD 
TEW,  ARVIE  G. ,  CPT,  AL  DPS 
WALKER,  KENNETH,  COP, 


RHODES,  CECIL,  COP 
EVERGREEN 

109  #  WHEAT,  AUBREY  D,  CPT,  AL  DPS 
FAIRFIELD 
175   MARDIS,  PATRICK  WAYNE,  SGT,  PD 
95   QUINN,  JAMES  E.,  LIEUTENANT,  PD 
FAYETTE 

146   DURR,  GORDON  EARL,  SGT,  PD 
FLORENCE 
117   CRUNK,  THOMAS  M,  LT,  PD 

DODD,  MARTY  WADE,  CPT,  PD 
GOFORTH,  JOHN  WILLIAM,  CAPTAIN,  PD 
LOGAN,  ANTHONY  DERRELL,  DEP  CHF,  PD 
RICHARDSON,  BERNARD  ALVIS,  INVSTGR,  AL  DPS 
SINGLETON,  RICKY  LAMAR,  DEP  CHF,  PD 
TATUM,  TEX  H. ,  LIEUTENANT,  PD 
THIGPEN,  RANDY  KEITH,  LT,  PD 
THOMPSON,  RICHARD  BRENT,  COP, 
TIDWELL,  DENVER  H. ,  LT,  AL  DPS 
WILLIFORD,  PETER  ALAN,  CPT,  PD 


190 
45  * 
162 
121 
138 
111 
159 
124 
104 
153 
FOLEY 
107  n 
142 
170 
127 


ANDERSON,  JAMES  W. ,  COP 

FLANAGAN,  JIMMIE  LEE,  CPT,  PD 

JANOWSKI,  MARK  STEVEN,  INVSTGR,  PD 

RESMONDO,  CARL  ALEXANDER,  LT,  PD 
FORT  MC  CLELLAN 
194   ANDREWS,  WILLIAM  BRIAN,  SA,  USA 

BAKER,  ROBERT  VERNON,  MAJ,  USA 

CLARKE,  KEVIN  ROBERT,  CPT,  USA 

CRONIN,  ROBERT  BARRY,  MAJ,  USMC 

FORSTER,  LARRY  MARTIN,  MAJ,  USA 

HOLT,  GARY  LYNN,  CPT,  USA 

LYONS,  ROBERT  ERNEST,  SA,  USACIDC 

MILLER,  DAVID  EARL,  SA,  USACIDC 

OKOLOVITCH,  STEPHEN  THOMAS,  SA,  USACIDC 

PETERSEN,  LINCOLN  CURTIS,  GUNNERY  SGT,  USMC 

PRIM,  DAVID  F.,  MAJ,  USA 

RODENSKI,  ROBERT  WAYNE,  WO,  USMC 

ROWELL,  WILLIE  JOE,  CWO  IV,  USA 

RUTHVEN,  NEILL  WAYNE,  MAJ,  USA 

TURNER,  DAVID  J.,  MAJ,  USMC 

VANLENT,  PATRICK  PAUL,  MSGT,  USMC 

ZWIRNER,  ADOLF  A.,  MAJOR,  USA 
FORT  PAYNE 
135   BELL,  GARY  RAY,  DET  SGT,  PD 

JAMES,  CARL  MICHAEL,  INVSTGR,  DEKALB  CO  SO 

PHILLIPS,  KENNITH  R,  INVSTGR,  DA  OFC 

SMITH,  DANNY  EDGAR,  INVSTGR,  DA  OFC 
FORT  RUCKER 

134  #  JERRAM,  BRIAN  PATRICK,  SA,  USACIDC 
GADSDEN 

130   BOWEN,  EDDIE  RAY,  LT,  PD 
COX,  TEDDIE  F.,  LT,  PD 

ENTREKIN,  KAREN  TUCKER,  INVSTGR,  ETOWAH  CO  SD 
ENTREKIN,  TODD  EDWARD,  CPT,  ETOWAH  CO  SD 

#  HAMRICK,  LEONARD  E.,  COORDINTR,  LAW  ENF  PLANG  AGY 

*  YEATS,  EUGENE  L.,  SERGEANT,  PD 
GARDENDALE 

125   CAMPBELL,  WALLACE  ONEIL,  LT,  PD 
52  tt   JOLLY,  JOHN  B.,  SUPV,  AL  DPS 
GENEVA 

135  HAND,  JOSEPH  MARCINE,  INVSTGR,  DA  OFC 
GILBERTOWN 

182   ABATE,  THOMAS,  SR,  COP 
GORDO 

168   HALL,  GERALD  TODD,  COP 
GREENVILLE 
133   INGRAM,  WILLIAM  LONZO,  COP 
60  U   MOODY,  RAYMOND  D,  COP 
GROVE  HILL 

LEMUEL  HENRY,  III,  COP 


127 
192 
126 
152 
165 
167 
159 
171 
191 
109 
119 
130 
148 
115 
169 
111 


148 

93 

139 


110 

185 

172 

79 

5 


181   DUBOSE, 
GULF  SHORES 
143   BEAMAN, 


,  FREDERICK  MARTIN,  DEP  CHF,  PD 
163   BOURNE,  ARTHUR  KEELER,  IV,  COP 
108  #  COOPER,  RICHARD  E,  SGT,  PD 
175   KEMP,  CHRISTOPHER  ROBIN,  DET  SGT,  PD 
159   MCVICKERS,  JACK  GLENN,  SGT,  PD 
GUNTERSVILLE 
179   CHASTAIN,  MITCHELL  LAMAR,  COMM,  MARSHALL  CO  DRUG  ENF  UN 
35   JONES,  WARREN  G. ,  SHF  OF  MARSHALL  CO 


145    NORWOOD,  ROBERT  BENJAMIN, 
HALEYVILLE 

32  *  HOWELL,  ROY  D.,  CHIEF  OF  POLICE 
HAMILTON 

113    THOMAS,  ROY  J.,  INVSTGR,  BU  OF  INVSTGN 
HARTSELLE 

177   MERKH,  RONALD  WILLIAM,  LT,  PD 

191    VEST,  DEWEY  FERRELL,  COP, 
HOLLYWOOD 

111    SEALES,  THOMAS  G. ,  LT,  BELLEFONTE  NUCLEAR  DIV 
HOMEWOOD 

155   CARR,  GEORGE  REUBEN,  III,  SGT,  PD 

189   DODD,  PHILLIP  WAYNE,  SGT,  PD 

169   GORDON,  JOHN  MICHAEL,  DET  LT,  PD 

140  #  HAYNES,  JERRY  TRUMAN,  COP 

33  #  POSEY,  HARRY  T.,  (SA,  FBI-RETIRED),  ASST  CHF 
105   WEST,  WILLIAM  A.,  COP 

HOOVER 
136 
110 
155 
166 


PD 


PD 


CLARK,  JIMMY  FRANK,  CPT, 
CUMMINGS,  DAVID  A. ,  COP 
DERZIS,  NICHOLAS  CHARLES,  CPT, 
STRICKLIN,  LEE  ELMER,  LT,  PD 
HUEYTOWN 

195   HAGLER,  CHARLES  MILLER,  JR,  SGT,  PD 
HUNTSVILLE 

45  n   BREEDLOVE,  GERALD  W,  TRFFC  PRGRM  SPCLST,  REDSTONE  A 
34  #  CARROLL,  JAMES  L.,  DEPT,  ARMY  ORDNANCE  MISSILE  CM 
141   CLIFT,  MARION  RAY,  CHF  OF  INVSTGN,  REDSTONE  ARSEN 
98   COMBS,  KENNETH  W,  CPT,  AL  DPS 

93   COTTEN,  EDWARD  L,  CHF  INVSTGR,  23RD  JUDICIAL  CIR 
64  *  CRABTREE,  CHARLES  JERRY,  SHF  OF  MADISON  CO 
128   CURLEE,  RONALD  JAMES,  CPT,  MADISON  CO  SD 
165   DEAN,  ROGER  M,  LT,  PD 
182   DUBOSE,  VICTOR  LAMAR,  SUPV,  NASA 
136   DUCK,  RANDALL  JUDSON,  LT,  PD 
109   HOLDER,  JIMMY  H,  LT,  AL  DPS 
195   HUDSON,  JAMES  MARK,  MAJ,  PD 
112   HUNT,  LOWELL  L.,  SERGEANT,  PD 
133    IWANKOVITSCH,  HAROLD  L,  SA,  USA 
152   JACKS,  JAMES  PAUL,  CPT,  PD 
49  *  MCCRARY,  TOM  E.,  INSPR,  ARMY  ORDNANCE  MISSILE  C 
157   NIXON,  EDWARD  WASHINGTON,  LT,  PD 
141   OTTMAN,  RICHARD  VINCENT,  COP 
178   OWENS,  COMPTON  CLEOPHAS,  III,  MAJ,  PD 

77   PATTERSON,  JOE  W. ,  SHERIFF  OF  MADISON  CO. 
174   RICE,  SALLIE  KATE,  INVSTGR,  MADISON  CO  SD 
73   SMITH,  ROBERT  W,  MAJ,  PD, 
89   THOMPSON,  JAMES  F.,  LIEUTENANT,  PD 
120   WHISANTE,  JOE  WAYNE,  LT,  MADISON  CO  SD 
148   WILBURN,  HERBERT  CARY,  CPT,  PD 
187   WOOTEN,  DENNIS  RAY,  MAJ,  PD 
YOUNG,  CARL  E.,  CAPTAIN,  PD 


67 
JACKSON 

96   CHIRICO,  FRANCIS  M, 
117   TAYLOR,  WILLIAM  S., 
JACKSONVILLE 

80  #  HEADLEY,  PAUL,  DIR, 


CRIME  INVSTGR,  DEPT  OF  AGRI 
CHIEF  OF  POLICE 


138 
174 
102  * 
JASPER 
182 

38 

87  # 
158 

50  * 

KILLEN 

171 

107 


NORTHEAST  AL  POL  ACADEMY 
LOCKE,  PAUL  WOODROW,  JR,  COP 
NICHOLS,  WILLIAM  DAVID,  DIR  OF  PS,  JACKSONVILLE  STATE 
WILLIS,  WILLIE,  TPR,  AL  DPS 

CANTRELL,  LARRY  LYNN,  SGT,  PD 

CLARK,  LOUIS  W. ,  COP 

GUTHRIE,  GEORGE  H,  MAJOR,  PD 

JEAN,  GILBERT  STANLEY,  LT,  PD 

POSEY,  MILFORD  M. ,  CHF  DEP  SHF,  WALKER  CO  SO 


JAMES  DUANE,  COP 
RALPH  E.,  LT,  PUB 


COLLINS, 

JACKSON,  RALPH  E.,  LT,  PUB  SFTY  SERV  TVA 
LACEY  SPRINGS 

103   WILLIAMS,  DONALD  H,  CPT,  AL  DPS 
LAFAYETTE 

162   BOYD,  MICHAEL  DAVID,  CHF  INVSTGR,  CHAMBERS  CO  SD 
LEEDS 

103   MANN,  HOYT  L.,  DET,  PD 
LIVINGSTON 

176   MANUEL,  JEFFREY,  COP 
MADISON 

166   ROBINSON,  CHRISTOPHER  HAROLD,  LT,  PD 

132  WEAVER,  LEE  ANN,  DET  SGT,  PD 
MAXWELL  AFB 

181   JAMERSON,  ALLEN  JEROME,  MAJ,  USAF 
MOBILE 

133  AGUILLARD,  THOMAS  S,  DEP  SHF,  MOBILE  CO  SO 
183   ARTHUR,  STEPHEN  KEITH,  LT,  PD 

99  #  BISHOP,  JACK  C,  SGT,  PD 
188   BRASWELL,  JAMES  LARRY,  CPT,  PD 
122   BRAZELL,  RAYMOND  OBED,  INVSTGR,  CO  DA  OFC 
145   CALHOUN,  THOMAS  LEON,  CPT,  PD 
180   COCHRAN,  SAMUEL  MARTIN,  COP 
119   CONNICK,  JOSEPH  VINCENT,  SGT,  PD 
164   CROSBY,  JAMES  B,  SGT,  MOBILE  CO  SD 

96  #  EDDY,  BOBBY  J,  CHF  INVSTGR,  DA  OFC 
111    ESTES,  WILLIE  E. ,  DET  SGT,  MOBILE  CO  SD 
121  #  FARRIS,  PAT,  SGT,  MOBILE  CO  SD 
194   GARRETT,  PHILLIP  MITCHELL,  CPT,  PD 

192   GOUBIL,  FORREST  ANTHONY,  CHF  INVSTGR,  MOBILE  CO  DA  OFC 
132  #  HART,  THOMAS  EARL,  MAJ,  PD 
103   HOWELL,  WILLIAM  E,  DEP  SHF,  MOBILE  CO  SO 
130  #  HUEY,  JAMES  LEE,  SGT,  PD 


PAGE 


147 


ALABAMA  -  ALABAMA 


137 

93 

179 

101 

157 

187 

128 

81 

85 

139 

172 

115 

142 

123 

122 

152 

73 

149 

161 

4 

151 

191 

156 


124 
160 
104 
182 
157 
113 
120 
119 


IVIE,  HAYNE  LEHIS, 
JOHNSON,  HAROLD  L, 
LEE,  BRUCE  EDHARD, 
LEE,  THOMAS  E, 


SO 


DEP  CHF,  PD 

COP 

SGT,  MOBILE  CO  SO 
DEP  CHF,  PD 
LUKER,  DAVID  ALLEN,  SGT,  MOBILE  CO  SO 
LUNCEFORD,  DONALD  EDWARD,  DEP,  MOBILE  CO 
MAIR,  RONALD  KAY,  MAJ ,  PD       „„DT1C  rn   cn 
MCLARTY,  SAMUEL  L,  JR,  CHF  DEP,  MOBILE  CO  SO 
MINGUS,  WILLIAM  M,  COP 
MOZINGO,  LINDA  SUE,  SGT,  PD 

NOOJIN,  EDWARD  JAY,  JR,  DEP  SHF,  MOBILE  CO  SD 
ORSO,  JAMES  H,  CPT,  PD 

fffiipRV5WBBkCTil!DCrT>  AL  DEPT  PF  REVENUE 
PICKETT,  WALTER,  SGT,  PD, 
PITTS,  WILLIS  HOWARD,  SGT,  DPS 
RIDDLE,  DONALD  MAYHER,  COP 
SCARCLIFF,  STEVEN  CRAIG,  CPT,  PD 

SULLIVAN,  FRANK  CARROL,  MAJ,  PD    

THALACKER,  ARTHUR  W.  ,  INSPECTOR  OF  POLICE,  PD 
WALLEY,  DYAL  WAYNE,  LT ,  PD 
WILHELM,  DAVID  ALLEN,  CPT,  PD 
WILLIAMS,  WILBUR  WALTER,  MAJ,  PD 
MONROEVI LLE 
116   IKNER,  WOODROW,  LIEUTENANT,  PD 

H?mTaLFORD,  EDWARD  BLACK,  JR,  DEP  CHF   PD 

ANDERSON,  JOHN  WALTER,  EXEC  SEC,  AL  PEACE  OFCRS  TNG  C 
ANDREHS,  CHARLES  EDHARD,  MAJ,  AL  DPS 
ANSLEY,  ALEX  P,  JR,  SGT,  PD 
ARMSTEAD,  LARRY,  MAJ,  PD 
BAYLOR,  ARTHUR  DARROW,  MAJ,  PD 
RFNFFTFID   ALAN  A.  EXEC  SEC,  AL  POSTC 
BENJAMIN,  LONiilE  LEE   STATE' INVSTGR,  AL  BD  OF  NURSIN 
„  BOGGS,  JAMES  SHADDIX,  LT,  AL  DPS 
56  #  BOWLES,  GRADY  H.,  MAJ/SUPT,  AL  DPS 
96  t   BRADFORD,  LOUIS  N,  LT,  AL  BU  OF  INVSTGN 
t   BROWN  EDWARD  PEARSON,  FIRST  ASST  CHF   PD 

BROWN  ROY  CLAYTON,  JR,  PRLE  OFCR,  AL  BD  OF  PRDNS  &  PR 
1   BRYANT,  JIM  F.,  SGT,  AL  DPS 
I   BUNN,  FLOYD,  CPT,  AL  DPS 
CODY,  HOWARD  EUGENE,  JR,  CPT,  PD 
COOPER  RONALD  JOSEPH,  CPT,  PD 
CROZIER   LARRY  WAYNE,  CPT,  AL  MARINE  POL  DIV 
DARCPRETE,  MICHAEL  JOSEPH,  LT ,  AUBURN  UNIV  AT  MOMTGOME 
DAVIS,  WILLIAM  DEAN,  CHF  INVSTGR,  MONTGOMERY  FIRE  D 
I  DIXON,  ELMER  F,  CPT,  AL  DPS 

»   DIXON,  EMMETT  J,  INVSTGR,  MONTGOMERY  CO  DA  OFC 
DIXON,  RANDALL  E,  CPT,  PD 

*  DONALDSON,  C.  T. ,  CPT,  AL  HPTL 

Keff/KnIS  WALXSSR,LASSTDEX-DIR,  BD  OF  PAROLE 

»  fS'    iSSS  rTdEP  SKr.™  DEPT  OF  CORR      „  _ 
EVANS  HERMAN  STEVENSON,  INVSTGR,  AL  CRIM  JUST  INFO  CEN 

*  FENDER,  E.  C,  OFC  OF  SPC  INVSTGNS,  USAF 
g   FOSTER,  RICHARD  ALDEN,  WARDEN,  PD 
U    FUOUA,  JAMES  L,  MAJ,  DPS 

GAMEL,  BENJAMIN  GERALD,  MAJ,  AL  DPS 
GANTT,  G  WYATT,  MAJ,  PD 
GRANT,  GERONE,  CPL,  AL  DPS 
HALLFORD,  CHARLES  K,  MAJ,  AL  DPS 
HAMMOND,  HAROLD  J,  LTC,  AL  DPS 
§   HANKINS,  JERRY  THOMAS,  SR,  MAJ,  PD 
HATFIELD   JERRY  E.,  CHF  PILOT,  AL  DPS 

*  H$RNSBY,  H  ALLEN,  BRIG,  GEN,  STATE  ADJUTANT  GEN 
HOULTOn!  ROY  HINTON,  JR,  ASST  DIR,  AL  ABC  BOARD 

KSSItts.CWffl?lHRgl5?l:  I^NVStMnTGOMERY  CO  SD 
^ER.HRCOGER^ARR?SON,L{nV^G^SAL  CRIM  JUSTICE  INFO 
INGRAM,  STANLEY  WAYNE,  CPT,  PD 
JACKSON,  JAMES  EDWARD,  CPT,  DPS 

JoSeSS°NCaSyTECHF:  AUBUR^UNIV  AT  MONTGOMERY 

*  LaSnEYMKHAELHSHAw5;'iSvSTGR,  AL  CRIM  JUST  INFO  CTR 
HMH.    PAUL  HAYWARD.'MGR,  AL  CRIM  JUSTICE  INFO  CENT 
MANNING,  PATRICK  SEAN,  SGT,  DPS 
MAYS,  JAMES  GARLAND,  SGT,  AL  DPS 
MCDUFF,  OLIVER  T.,  CPT,  AL  HPTL 
MCGILVRAY,  DAVID  HAL,  MAJ,  PD 
MCLELLAN,  ROY  E.,  LT,  DPS 
MCRAE,  HILL1AM  CHRISTEN,  INVSTGR, 
MFRRITT   MICHAEL  DENSON,  INVSTGR,  .. 
MILLER!  LARRY  CECIL,  INVSTGR,  ATTORNEY  GEN  OFC 
MOBLEY,  RICKY  DALE,  MAJ,  PD 

1  MOODY,  STEWART  C. ,  CAPTAIN,  PD 
MOSES!  ROSIE  MARIE,  LT,  MONTGOMERY  CO  SD 

I  NORTON,  HERBERT  CARL,  MAJ,  PD 

i  PARNELL,  THOMAS  G,  SGT,  PD 
PATTERSON,  FREDDY  R,  CPT,  AL  DPS 

(  PAYNE,  TED  K,  CPT,  AL  STATE  TROOPERS 

!  PEARSON,  KENNITH  6.,  CHF  OF  SEC,  VA  HOSPITAL 
PEOPLES,  BENNY  RAY,  CPT,  AL  DPS 

I  PRIER.  CLAUDE  SUTTON,  MAJ,  AL  DPS         ««„--■« 
PUGH  MARION  NEWELL,  ASST  DIR,  AL  DEPT  OF  CONSERV 

1   RUPPENTHAL,  GOODWYN  J.,  COP  ,,_...  IU,n 

SANFORD,  J  RAY,  JR,  INVSTGR,  AL  CRIM  JUSTICE  INFO 
SCOTT  WILLIE  TOM,  JR,  LT,  MONTGOMERY  CO  SD 


43 
164 
107 
89 
142 
188 
167 
189 
180 
96 
90 
165 
6 
190 
155 
181 
34 
174 
14 
185 
84 
127 
148 
177 
100 
104 
140  ) 
116 
82  i 
177 
156 
150 
168 
166 
173 
141 
115 
66 
51 
188 
153 
176 
148 
33 
146 
97 
126 
173 
131 
123 
76 
169 
132 
115 
105 
103 
90 
125 
64 
134 
17 
183 
185 


AL  DEPT  OF  INDUSTRIAL 
MONTGOMERY  CO  DA  OFC 


SHANER,  DONALD  GREGG,  CPT,  PD 

SHOEMAKER,  JERRY  L.,  DIRECTOR,  AL  DPS 

SIDES,  FREDERICK  GENE,  CPT,  AL  DPS 

SIDES,  PAUL  RAY,  ASST  DIR,  AL  DEPT  OF  CORRECTIO 

SMITH,  WALTER  J,  LT,  AL  DPS 

SULLIVAN,  MICHAEL  B,  CPT,  AL  DPS 

TERRY,  DONALD  R,  CPT,  PD 

THOMPSON,  MARK  CLEVELAND,  SGT,  MONTGOMERY  CO  SD 

THOMPSON,  ROBIN  HEEKS,  SGT,  PD 

THOMPSON,  WALTER  STEPHEN,  MAJ,  PD 

THORNELL   RICHARD  DALE,  INVSTGR,  AL  CRIM  JUST  INFO  CTR 

WADE,  KARL  EUGENE,  LT,  AL  DPS 

WALDEN,  JOSEPH  EARL,  SGT,  AL  DPS 

WALLACE   ROBERT  BRUCE,  ASST  DIR,  ABC  BOARD 

HANGER,  GREGORY  PRICE;  MED  EXAM,  AL  DEPT  OF  FORENSIC 

WILSON,  DARICK  KYLE,  LT,  PD 

WILSON,  JOHN  HALBERT,  III,  COP 

WRIGHT,  EDWIN  E,  INVSTGR,  AL  DPT  OF  MENTAL  HLTH 

HRIGHT,  HERMAN  EVAN,  LT,  AL  DPS 

WRIGHT,  THOMAS  LARRY,  DIR,  AL  CRIM  JUS  INFO  CNTR 

LITTLE,  THOMAS  WALKER,  CHF  DEP,  MORGAN  CO  SO 


153 
92 
165 
159 
99  # 
114 
91  # 
178 
151  * 
177 
195 
128 
181 
160 
191 
195 
136 
97  # 
193 
129 
MORGAN 

185 
MOUNTAIN  BROOK 
189   GATES,  EDWARD  MASON,  JR,  SGT,  PD 
GILMORE,  CLAYTON  ESTES,  SGT,  PD 
HALEY,  JOHN  FRANKLIN,  CHIEF  OF  POLICE 
HOULDITCH,  GLEN  RUBLE,  LT,  PD 
KEELY,  CHESTER  MARTIN,  COP 
LITTLEFIELD,  EARL  WINFORD,  LT,  PD 
STANLEY,  JOHNNY  EARNEST,  LT,  PD 
WATKINS,  RICHARD  C. ,  LIEUTENANT, 
VERNON 


PD 


PD 


170 
86 
164 
136 
126 
154 
111 
MT.  . 

125   MARTIN,  LARRY  JAMES,  COP 
MUSCLE  SHOALS 

99  *  BOATWRIGHT,  GEORGE  E.,  ASST  CHF, 
165   BRADFORD,  DAVID  HUGH,  LT,  PD 
121   HALL,  ROBERT  LOWELL,  CPT,  PD 
90   WHITE,  HERSCHEL  L.,  CPT,  TN  VALLEY  AUTH 

N172B#°PAUU  BRICE  RICHARDSON,  SHF  OF  COFFEE  CO 
NORTHPORT 
152   GALLOWAY,  JOHN  WILLIAM,  CPT,  PD 

N°95S#LSCRUGGS,  EDWARD  D,  DEP  SHF,  TALLAPOOSA  CO  SO 

°144NTADICKIE,  TOM  ED,  SGT,  BLOUNT  CO  SO 
161   MORTON  DANNY  LEE,  INVSTGR,  BLOUNT  CO  SD 
84   SOSEBEE,  EARNEST  E,  SHF  OF  BLOUNT  CO 
188   STANDRIDGE,  JACK  DAVID,  CHF,  BOUNT  CO  SO 

°120IKAABBETT,  VANCE  NICHOLAS,  CHF  ASST,  LEE  CO  DA  OFC 
CARTER  JACK  THOMAS,  SGT,  LEE  CO  SD 
CHAPMAN,  HERMAN,  SHF  OF  LEE  CO 
COOPER,  DANIEL  RAY,  LT,  PD 
DENNIS,  PAUL  THOMAS,  CPT,  LEE  CO  SD 
JONES,  JAY  MELVYN,  CPT, LEE  CO  SD 
LOWE,  EUGENE  E. ,  SHF  OF  LEE  CO  SO 
MAJORS,  JAMES  MORRIS,  LT,  LEE  CO  SD 
POPWELL,  JERRY  P,  CHF  DEP,  LEE  CO  SO 
THOMPSON,  DURWOOD  L,  CPT,  AL  HPTL 
TONEY,  JOHN  EDGAR,  CPT,  PD 
TORBERT,  CARY,  JR,  MAJ,  LEE  CO  SD 
WATKINS,  RONALD  L,  CPT,  LEE  CO  SD 


187 

79 
169 
124 
146 

59  * 
194 
100  * 

93  # 
184 
140 
115  * 
OXFORD 
179 

48  * 
116 
81  # 
OZARK 
138 

143 

171 
PELHAM 

194 

183 

145 

131 


HERBOWY,  RONALD  GLENN,  LT,  PD 
HODGES,  CHARLES  R.,  COP 
OWEN,  LOYCE  G.,  COP 
SIMS,  HARRY  E.,  DPT,  AL  DPS 

MIXON,  JAMES  BRYANT,  SHF  OF  DALE  CO 
NICHOLSON,  JOHN  VESTER,  CPT,  PD 
SPIVEY,  TONY  RAY,  COP 


178 
158 
169 
186 


DELK,  MARK  ANDREWS,  SR,  SGT,  PD 
HALL,  MARK  RANDAL,  SGT,  PD 
THOMAS,  EDGAR  ARNOLD,  JR,  CPT,  PD 
WADE,  DOUGLAS  ALLAN,  COP 

P129IX  BOSWELL,  THOMAS  F,  JR,  SHF  OF  RUSSELL  CO 

HARRELL,  DENNIS  ROBBIN,  CHF  DEP,  RUSSELL  CO  SD 
MCGARR,  BRIAN  EDWIN,  LT,  PD 
OSTEEN  JOHN  STEPHEN,  LT,  RUSSELL  CO  SD 
SMITH,  WILLIAM  CHARLES,  LT,  PD 
PIEDMONT 

150  *  DOYAL,  RICKEY  DALE,  COP 
PLEASANT  GROVE 

92   LOVE,  ROBERT  L.,  COP 

P136HARHALKER,  JEROME  OTIS,  CPT,  PD 
REDSTONE  ARSENAL 
171   KANE,  JAMES  ALLEN,  SA,  USA 

R149ELLPL0TT,  LARRY  HUGH,  SHF  OF  FRANKLIN  CO 
SARALAND  ..   „_ 

173   OLIVER,  N  PRICE,  III,  COP 

155   YOUNG,  GERALD  VINCENT,  LT,  PD 

S163UMABENEFIELD,  DAVID  BRUCE,  SGT,  PD 

SC8T1TSBBR0WN,  OZELLE  F.  SR,  JAIL  ADMIN,  JACKSON  CO  SO 


PAGE 


148 


ALABAMA  -  ALASKA 


•*> 


BYNUM,  HAYNE,  ASST  CHF,  PD 

DANE,  RALPH  HILLIAM,  III,  LT,  PD 

MILLER,  DENNIS  HAYNE,  CHF  DEP,  JACKSON  CO  SD 

MILLER,  JAMES  AUBREY,  CPT,  PD 

SMITH,  NUMON  K,  COP 

BINGHAM,  BOBBY  J,  CPT,  AL  DPS 

GIBSON,  CHARLES  WILLIAM,  CPL,  AL  DPS 

GREEN,  ROBERT  HAYNE,  ASST  CHF,  PD 

HOHELL,  JOHN  P.,  CHF  DEP,  PD 

HUFFMAN,  HARRIS  HERMAN,  JR,  SHF  OF  DALLAS  CO 

LAPORTE,  GLENN  R. ,  CAPTAIN,  PD 

LASHLEY,  DAVID  LAHRENCE,  SGT,  AL  STATE  TROOPER 

MCGUIRE,  CHARLES  E.,  CPT,  DALLAS  CO  SO 

MORGAN,  BILLY  R,  LT,  PD 

ODOM,  CHARLES  HAYNE,  DEP,  DALLAS  CO  SD 

PERDUE,  JOHN  A,  JR,  CPT,  AL  DPS 

ZACHRY,  HILLIAM  F,  CPT,  PD 

C.  LARRY,  DEP  SHF,  CHAMBERS  CO  SO 

AYCOCK,  WARREN  DOUGLAS,  COP 
LONG,  TRAVIS  D,  CPT,  PD 
PRICE,  BOB,  COP 


,  COP 
INVSTGR  SGT, 


PD 


TALLADEGA  CO  DA  OFC 
TALLADEGA  CO  SD 


137 

194 

179 

142 

116 
SELMA 

102 

127 

192 

105 

137 

110 

178 

104  i 

111 

152 

130 

109  * 
SHAWMUT 

19  *  AVERA, 
SHEFFIELD 

119 

101  * 
35 

SHELBY 

131   JONES,  JAMES  LEWIS,  SHF  OF  SHELBY  CO 
SYLACAUGA 

34  *  ASHCRAFT,  HALTER  D. 
169   ZOOK,  LOUIS  GORDON, 

TALLADEGA 

130  HAMLIN,  MICHAEL  JAMES,  CPT,  PD 
156   HARE,  JOSEPH  WILLIAM,  CPT,  PD 
149   SURRETT,  DENNIS  EDWARD,  INVSTGR, 
162   WALLIS,  HOHARD  FRANKIE, 

TARRANT 

85   PHILLIPS,  JAMES  D. ,  COP 
THORSBY 

141  *  CARTER,  THOMAS  RAY,  COP 
TROY 

116  *  BENNEFIELD,  MELVIN  D,  COP 

55  *  HAMILTON,  PAUL  M.,  SA,  AL  ABC  BOARD 

117  *  LEE,  JOHN  P,  COP 

131  REEVES,  GRADY  ANDREH,  COP 

139   WIGGINS,  GRADY  HARRY,  CPT,  PD 
TRUSSVILLE 

160   SKAGGS,  PAUL  VERNON,  INVSTGR,  PD 
TUSCALOOSA 

123   BAKER,  JAMES  LELAND,  LT,  UNIV  OF  AL  PD 

159   BUTLER,  WILLIAM  GARRETT,  LT,  TUSCALOOSA  CO  SD 

102  CHAMBERS,  JOEL  C,  INVSTGR,  DEPT  OF  MENTAL  HEALTH 
114   EVERETT,  MICHAEL  T,  CPT,  PD 

133   FULGHAM,  CURTIS  EDWARD,  CPT,  AL  DPS, 
158   HOLT,  MARION  RONALD,  DIR,  UNIV  OF  AL  LAW  ENF  ACDMY 
152   JOHNSON,  RECTOR,  JR,  TPR,  AL  BU  OF  INVSTGN 
192   JONES,  ALLEN  COLLINS,  JR,  SGT,  AL  DPS 
90  #  JUNKIN,  JAMES  H,  CHF  INSPR,  DEPT  OF  MENTAL  HEAL 
133   LAKE,  EARL  DONALD,  SGT,  TUSCALOOSA  CO  SO 

35  #  MAYES,  THOMAS  REEVES,  CAPTAIN,  PD 

108  #  MILLS,  JAMES  W,  LT,  AL  DEPT  OF  MENTAL  HEALTH 

175  MONTGOMERY,  JAMES  HARRY,  CHF  DEP,  TUSCALOOSA  CO  SO 
147   MONTGOMERY,  LARRY  B,  CPT,  UNIV  OF  AL  PD 

144   MURPHY,  HOWARD  WAYNE,  INVSTGR,  TUSCALOOSA  CO  SO 
87  #  NICHOLS,  WILLIS  OLIVER,  CPT,  AL  DPS 
120   PILKINGTON,  GENE  BYRON,  LT,  TUSCALOOSA  CO  SD 
154   ROBERTSON,  RONALD  WILLIAM,  CPT,  PD 

176  SAMANIEGO,  RAMON  JOHN,  III,  CPT,  PD 
62  #  SAWYER,  ROBERT  CHARLES,  CAPTAIN,  PD 

167   SEXTON,  EDMUND  MANGES,  SR,  SHF  OF  TUSCALOOSA  CO 
127   SOUTH,  ELTON  ADOLPH,  CPT,  PD 
125   STOUGH,  ELOISE  MARTIN,  SGT,  TUSCALOOSA  CO  SD 
51  #  TOMPKINS,  WILLIAM  C,  JR.,  COP 
143   WILKINS,  WILLIAM  VIRGIL,  COP 
TUSCUMBIA 
129   MAY,  RAYMOND  B,  JR,  INVSTGR,  COLBERT  CO  SD 
94   THOMPSON,  CHARLES,  CHIEF  OF  POLICE 
TUSKEGEE 

87   HARRISON,  EUGENE,  CHF,  VA  HOSPITAL  SEC 
UNIVERSITY 

97   FIELDS,  IRVIN,  CHF,  UNIV  OF  AL  PD 

SUMMERLIN,  RUSSELL  E.,  DIR,  LAW  ENF  ACADEMY,  UNIV  OF 
TUCKER,  WILLIAM  STEVEN,  CHF,  UNIV  OF  AL  PD 


85 

137 

VALLEY 

161 

191 


SANDERS,  TERRY  EUGENE,  MAJ,  PD 
WELDON,  THOMAS  AVERY,  LT,  PD 
VESTAVIA  HILLS 

126  JEFFERSON,  DOUGLAS  JUNIOR,  COP 
WEAVER 

103  #  HAIL,  CHARLES  H,  CPT,  PD 

ALASKA 
ANCHORAGE 
102  #  ALLEN,  RICHARD  H,  LT,  PD 
67  U   ANDERSON,  CHARLES  G. ,  COP 
85  #  ANDERSON,  THOMAS  R,  DIR,  AK  ST  TPRS 

127  ft   AUDINO,  CHARLES,  LT,  PD 

173  BACHMAN,  TED  MICHAEL,  CPT,  AK  STATE  TPR 

149  BAXTER,  RONALD  JAMES,  CW-4,  USA 

90  ft  BIVINS,  ULE  D,  CPT,  AK  ST  TRP 

165  BOITNOTT,  WILLIAM  MCKINLEY,  SGT,  FAA,  CIVIL  AVIATION  SE 

193  BOWMAN,  DONALD  HOHARD,  1SGT,  AK  STATE  TPR 


139 
121 
108 
185 
195 
169 
174 
185 
177 
187 
152 
141 
150 
180 
169 
139 
172 
178 

97 

66 
178 
103 
114 
129 

49 
120 

79 
176 
188 


UNIV  AK  CAMPUS  POL 

PD 

PD 


ft   BROOKS,  GLENN  PHILLIP,  DIR, 
ft   CARLSON,  THEODORE  ROY,  CPT, 
ft   CHRISTIANSON,  RALPH  M,  CPT, 
COBB,  GARDNER  L,  SGT,  PD 
COCKRELL,  JAMES  ENSER,  CPT,  AK  ST  TPR 
ft   CORKILL,  MICHAEL  JOSEPH,  1SGT,  AK  ST  TPR 
CRAHFORD,  RANDY  E,  SGT,  AK  STATE  TPR 
D'ANGELO,  FRANCO  DARIO,  SGT,  DPS 
DAMICO,  JOSEPH  SALVATORE,  1SGT,  AK  STPR 
ERIKSON,  CARLTON  LOUIS,  CPT,  ANCHORAGE  INTERNATL  AIRPO 
FLOTHE,  GLENN  MILO,  CPT,  AK  ST  TPRS 
FOSTER,  KENNETH  ROBERT,  LT,  PD 
FOSTER,  TIMOTHY  WILLIAM,  CHF,  AIRPORT  SEC  POL 
GAUSE,  WILLIAM  RANDLE,  LT,  AK  STATE  TRP 
GIFFORD,  WILLIAM  DAVID,  LT,  PD 
GILSON,  PHILLIP  VANCE,  COL,  AK  DPS 
GRIMES,  MICHAEL  AARON,  DET  SGT,  PD 
HARD,  JOEL  LEE,  1ST  SGT,  AK  STATE  TPR 
ft   HENDERSON,  ROBERT  M,  DIR,  AK  FISH  AND  WILDLIFE 
ft   HIBPSHMAN,  EARL  W. ,  COP 

HOLLOWAY,  AUDIE  EDWARD,  LT,  PD 
HUTCHISON,  ANDREW  E,  INSTRUCTOR,  NPS 
KOLIVOSKY,  MICHAEL  C,  DIRECTOR,  AK  STATE  TPRS 
LACEY,  WADE  CONRAD,  LT,  PD 
ft   MAYFIELD,  E.  L.,  SPC  AGENT,  FEDERAL  AVIATION  AD 
ft   MCCONNAUGHEY,  JOHN  TERRANCE,  MAJ,  AK  STATE  TPRS 
ft   MCQUEEN,  DONALD  L.,  DEP  COMMISSIONER,  DPS 
MEW,  MARK  THOMAS,  DEP  CHF,  PD 
MILLER,  KRISTIN  THORNE,  LT,  PD 
92  ft   MOERLINS,  BRADLEY  G. ,  CPT,  PD 
146  ft   NOVAKY,  GEORGE  SAMUEL,  CPT,  PD 
102  *  OGUIN,  RICHARD  G. ,  LAW  ENF  SPC,  NPS 
137  ft   OLEARY,  KEVIN  MICHAEL,  COP 
115  ft   OTTE,  RONALD  L,  COP 
92  ft   PASENELLI,  GEORGE  R.,  ANALYST,  DEA  (COP,  MCHENRY, ID 
POLLITT,  GEORGE  FREDERICK,  LT,  AK  STATE  TPR 
PRESTON,  CHARLES  MICHAEL,  LT,  AK  DPS 
RHODES,  EDHARD,  DEP  CHF,  AK  STATE  TPRS 
SCHILD,  EDWARD  ANDREW,  INVSTG,  ST  OF  AL  WELFARE  FRAUD 
SHACKELTON,  LELAND  J.,  REG  LAW  ENF  SPC,  NPS 
SHACKELTON,  STEPHEN  JAMES,  CHF  LAW  ENF  RGR,  NPS 
SMITH,  DELBERT  WAYNE,  CPT,  PD 
SORDEN,  RONALD  EUGENE,  LT,  AK  STATE  TROOPERS 
STEARNS,  THOMAS  TINSLEY,  SR,  LT,  AK  STATE  TRP 
STEINER,  DOUGLAS  ROY,  CPT,  ANCHORAGE  AIRPORT  POL 
SUDDOCK,  WARREN  BRIAN,  CPT,  PD 
TANDESKE,  WILLIAM  LYLE,  1SGT,  AK  STATE  TPR 
TAYLOR,  FREDERICK  M,  CAPTAIN,  PD 
76  ft   TOMLINSON,  WILL  H. ,  JR.,  LIEUTENANT,  PD 
148   UDLAND,  DUANE  SELMER,  COP 
165   WEEKS,  GERALD  LEE,  LT,  PD 
75  ft   WELLINGTON,  JAMES  P.,  DIRECTOR,  AK  STATE  TPRS 
187   WHEELER,  GARY  R,  SGT,  AK  STATE  TPR 

YAKOPATZ,  JAY  VINCENT,  LT,  AK  STATE  TPR 
ZAGER,  LAREN  JOHN,  CPT,  PD 


126 
122 
123 
126 

96 
162 
122 
118 
145 
161 
134 
162 

88 


CARR,  PAUL  ANDREW,  CPT,  NORTH  SLOPE  BOROUGH  DPS 
CHRISTENSEN,  JAMES  ELDON,  CPT,  NORTH  SLOPE  BOR  DPS 
PACKER,  DENNIS  OTIS,  CPT,  NORTH  SLOPE  BOR  DPS 

BURKE,  PAUL  MILES,  1SGT,  AK  STATE  TRP 
DETEMPLE,  JOSEPH  F,  CMDR,  "B"  DET,  AK  STATE  TPR 
LIU,  CHRIS  MENG  JUNG,  COP, 


72 
154 
172 
179 


135 

174 

BARROH 

170 

159 

140 

BETHEL 

183 

130  ft 

177 

CORDOVA 

78  ft   BAGRON,  WILLIAM  T.,  COP 
CALHOON,  JAMES  F.,  COP 
CLAYTON,  KEVIN  CURTIS,  COP 

LORRING,  DAVID  WILLIAM,  SGT,  AK  DIV  OF  FISH  &  WILDLIFE 
WEIBL,  EDWARD  BRUCE,  CPT,  PD 
DILLINGHAM 

171   TAYLOR,  RALPH  DEVAL,  COP 
EIELSON  AFB 

164   BUCKNER,  DANNY  MICHAEL,  CHF  MSGT,  USAF 
ELMENDORF  AFB 
175   STURKIE,  DANIEL  RICHARD,  II,  TECHNICAL  SGT,  USAF 
164   SWANEY,  MICHAEL  EUGENE,  CPT,  USAF 
FAIRBANKS 
163   COILE,  LEONARD  REX,  SGT,  AK  ST  TPR 
CUMMINGS,  RICHARD  LYNN,  COP 
ENGLISH,  ARTHUR  A,  CMDR,  AK  ST  TPR 
FLORIAN,  DALE  A.,  DIR  OF  SEC,  UNIV  OF  AK 
GIBSON,  LEWIS  J.,  CAPTAIN,  PD 
IVERSEN,  ROGER  B,  MAJ,  AK  STPR 
KEBER,  KENNETH  EARL,  LT,  PD 
KIERNAN,  MATTHEW  K,  COP 

LAWRENCE,  DONALD  R,  LT,  AK  STATE  TROOPERS 
MILLER,  RAYMOND  FRANCIS,  JR,  LT,  DPS 
NIELSEN,  MIKE  ARTHUR,  LT,  PD 
NORTON,  GEORGE  N.,  COP 
SHOVER,  ROBERT  JOHN,  CPT,  AK  STATE  TPRS 
VRABEC,  TERRY  EDWARD,  CHF,  UNIV  OF  AK  PD 
WELCH,  JAMES  LYMAN,  LT,  PD 
WOLFE,  RICHARD  R,  COP 
FORT  RICHARDSON 

170   HOUSER,  BILLY  LEE,  SA,  USACIDC 
GALENA 

109  ft   HARRINGTON,  ROBERT  A,  COP 
GLACIER  BAY  NATIONAL  MONUMENT 

100   CHAPMAN,  JOHN  F.,  SUPT,  NPS 
HAINES 


118 
110 

98 

74 
103 
125 

91 
105 
181 
158 

18 
142 
186 
168 

82 
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ALASKA  -  ARIZONA 


101  * 
HOMER 
131 
116 
153 
173 
164 
HOONAH 

194 
JUNEAU 
67  I 
70  * 
81  n 
182 
157 

84  • 
155 
133  * 
95  * 
138 
73  * 
78  « 
89  * 
69  / 
77  / 
52  * 
98 
KENAI 
119 
175 
184 
107  i 
162 
99  i 
112 


MCKEE,  DONALD  F.,  COP 

CHRISTOPHER,  LUTHER  PIKE,  SGT,  PD 
DAUGHERTY,  MICHAEL  L.,  COP 
EASTHAM,  MICHAEL  HAYNE,  SGT,  PD 
KLAMSER,  ANDREH  STUART,  SGT,  PD 
OAKLAND,  DENNIS  EUGENE,  LT,  PD 

BEASLEY,  ROBERT  LLOYD,  COP 


JR. ,  COMM,  AK  DPS 


LT,  PD 


BARKLEY,  JAMES  H. ,  COP 

CHAPPLE,  EMERY  HINDSOR, 

CIRAULO,  JOSEPH  R,  COP 

FLETCHER,  ROBERT  ALLEN, 

GLASS.  JOHN  D,  LT,  AK  STATE  TPR 

JANSON,  LOHELL  C,  CRIM  PREV  COORDNTR,  AK  DPS 

KALHARA,  STEVEN  SANFORD,  SGT,  PD 

MARCH,  ALAN  RANDOLPH,  LT ,  PD       Tn„„ncDC 

M0NAGL.E,  JOHN  P,  JR,  CPT,  AK  STATE  TROOPERS 

MURPHY,  JOHN  ROBERT,  1SGT,  AK  STATE  TPRS 

PERSONETT,  MEL  J.,  DEP  COMMISSIONER,  AK  DPS 

PRUSSING,  FRED  H,  CHF,  US  FOREST  SERV 

REED,  JOHN  G,  SGT,  PD 

SUNDBERG,  ROBERT  J,  COMM,  DPS 

SYDNAM,  HAROLD  J,  DEP  COMMISSIONER,  DPS 

TRAFTON,  HILLIAM  H. ,  MAJ,  AK  STATE  TPRS 

VADEN,  JAMES  D,  DEP  COMMISSIONER,  DPS 


PD 


KALAR,  LONNIE  C,  STATE  CORRECTIONS  OFCR,  PD 
KOHLER,  JEFFRY  STEVEN,  SGT,  PD 
KOPP,  CHARLES  M,  SGT,  PD 
MAHURIN,  MARSHALL  L,  LIEUTENANT,  PD 
MORRIS,  DANIEL  LYNN,  SGT,  PD 
PEGRAM,  BARRY  H. ,  COP 
ROSS,  RICHARD  A,  COP 
KETCHIKAN  „   ,   „„„ 

144  ANSLINGER,  DANIEL  ARNOLD,  I,  COP 
BELLON,  CHARLES  R.,  ASST  CHF,  PD 
HACKSTOCK,  R.  F.,  COP 
HUNTER,  MICHAEL  JERRY,  DEP  CHF, 
LEIGHTON,  RONALD,  DET  LT,  PD 
NEFF,  BENJAMIN  L,  III,  LT ,  PD 
SIREVOG,  GERALD  GRANT,  SGT,  PD 

LOCHMAN,  ROBERT  A,  CPT,  AK  DPS 
MARTIN,  EDGAR  E,  COP 
RHINES,  JACK  L,  COP 

SCHHANTES,  THOMAS  LEONARD,  LT,  AK  DPS 
KOTZEBUE 

128  *  BUEHLER,  DONALD  EDHIN,  COP 
NOME 
181   HAKEN,  MILTON  JEFFREY,  COP 
149   KAUER,  ROBERT  LORIN,  COP 
NORTH  POLE  r^ 

191   HATMAN,  LONNIE  JOE,  SGT,  PD 


61  * 

64  tt 
167 
124 

94  tt 
193 
KODIAK 
104 
105  tt 

86  * 
145  M 


PALMER 
156 
163 
132 
166 
192 
93  tt 


CG^HAM:ERRicH^TYA^NSGTS?TAKPDDIV  OFFISH  »  HILDLIFE 
MCKIBBEN,  JOHN  LOREN,  STATE  CORRECTIONS  OFCR 
SAVAGE,  DON  G,  SGT,  AK  STATE  TRP 
STARBARD,  HOHARD  RAY,  LT,  AK  DPS 

AK  STATE  TPRa 


DPS 


BENCARDINO,  LOUIS  A,  COP 
BROSSOW,  CHARLES  DAVID, 
WALKER,  THOMAS  CHESTER, 


SGT, 
COP 


PD 


CARLEY,  LAHRENCE  E.,  JR 
MERRILL,  KENNETH  HARRY, 
THORNTON,  EDGAR  JAN,  SGT,  PD 
HARD,  NICHOLAS  JOHN,  LT,  PD 


COP 
SGT,  AK  DPS 


DAVID  ALLEN,  COP, 


TEW,  HARCOURT  A,  JR,  CPT, 
PETERSBURG 

91   OSZMAN,  ROBERT  A,  COP 
SAINT  PAUL  ISLAND 

190   PUTMAN,  GARY  WARREN,  DIR, 
SEWARD 

111 

136 

151 
SITKA 
87  tt 

186 

124 

176 
SKAGWAY 

184    SEXTON 

S064°#NH0LIFIELD,  ROBERT  W. ,  CHIEF  OF  POLICE 
131  #  KAUFMAN,  WILLIAM  RICHARD,  LT,  AK  STATE  TPR 
136  tt   REYNOLDS,  STEPHEN  ELMO,  LT,  DPS 
180   RUSSELL,  GREGORY  ALLEN,  SGT,  PD 
164    WARNER,  SHIRLEY  ANN,  COP 

Tt89EETFELLER,  CHARLES  LINDBERG,  JR,  SGT,  AK  STATE  TPR 
UNALASKA 

143    HERBST,  GLENN  HERMAN,  COP 
VALDEZ 

105  tt 

178  tt 

148 

113  tt 

V  A  a  I  IT  AT 

183   SHARP,  MICHAEL  THOMAS,  RANGER,  NPS 
ARIZONA 

A  10 

193   OLAIS,  ANICETO  LOPEZ,  CHF  RNGR,  NPS 
APACHE  JUNCTION 
192    DUNCAN,  BRIAN  KEITH,  LT ,  PD 

PAGE 


BEHREND,  KENNETH  R,  DIST  SUPV,  AMERICAN  GUARD  AND 
COTTLE,  BERT  LLOYD,  COP, 
MICHAUD,  JOSEPH  KENT,  SUPVR,  PD 
SHELY,  PATRICK  M,  COP 


AVONDALE 
141   LOWE,  FLOYD  LEON,  COP 
130  tt   OSTERFELD,  GERALD  MICHAEL,  CPT,  AZ  DPS 
176   WRIGHT,  DAVID  CLEMENS,  LT,  PD 

BI61  tt   OLANDER,  0.  P.,  SHF  OF  COCHISE  CO 
BUCKEYE 

164  tt   MAUGHAN,  WILLIAM  LELAND,  COP 
BULLHEAD 

121   WALP,  GLENN  ARLEN,  COP 
BULLHEAD  CITY  ,   „„ 

157   CRARY,  JOHN  CHAMBERS,  CPT,  PD 

189   HEAD,  RODNEY  BRENT,  DEP  CHF,  PD 

C140  VEWISCHMEYER,  JOHN  CHARLES,  MARSHAL,  MARSHAL'S  DEPT 
CASA  GRANDE 
106   HALL,  LEO,  LIEUTENANT,  PD 
193   VANDERPOOL,  ROGER  LEE,  LT,  AZ  DPS 
CHANDLER  ,  „   „„ 

185   BLAINE,  THOMAS  ALLAN,  LT,  PD 

BRZUCHALSKI,  RICHARD  WILLIAM,  CPT,  PD 
HARRIS,  BOBBY  JOE,  COP 
LOUTHAN,  WILLIAM  T.,  COP 
NASH,  ROGER  LEE,  ASST  CHF,  PD 
OBERHOLTZER,  RONALD  J,  COP 
SUMMERS,  JOHN  HOWARD,  CPT,  PD 
VALENZUELA,  MANUEL  F.,  CPT,  DPS 


169 
135 

87 
128 

99  * 
149 
105  tt 
CHINLE 

73 


YAZZIE,  ALFRED  WALTER,  DIR  OF  SAFETY,  NAVAJO  COMM  COL 
CHINO  VALLEY 

164   HUNTSMAN,  PATRICIA  ANN,  COP 
C\   T  FTON 

94  *  WILKERSON,  FORREST  G. ,  SHF  OF  GREENLEE  CO 
CLOVIS 

129   BODEN,  HARRY  GREGORY,  COP 
COTTONWOOD 

124  tt   FRANCE,  THOMAS  JAY,  COP 

172   PORTER,  LESTANT  KEITH,  LT,  PD 
DAVIS-MONTHAN  AIR  FORCE  BASE 

113   BUSH,  MICHAEL  K. ,  MSGT,  USAF 
DOUGLAS  ,   „„„ 

139   AUSTIN,  CHARLES  EWELL,  COP 
EAGAR 

153  #  HALL,  DAVID  FREDRIC,  COP 

137   JAMES,  LESTER  ROY,  COP 
EL  MIRAGE 

160  *  PEDREGON,  RODOLFO,  COP 

F122S#ABRAWLEY,  THOMAS  MURRAY,  LT,  COCONINO  CO  SD 

CDg?^5LLBRj!JME^SR^ARDaLT:DC0C0NIN0  CO  SD 

Zr!z,EHE^RRTMATNUEJLR'lT°PNORTHERN  AZ  UNIV  POL 

LATHAM,  GARY  DICKINSON,  COP 

LEE,  WILLIAM  P,  SGT,  AZ  DPS 

MADDEN,  EDWARD  PATRICK,  COP 

MANSON,  FRANK  GRANT,  LT,  PD 

MCCANN,  JAMES  THEODORE,  CPT,  PD 

MTMAHON  JESSE  A.,  DEP  SHF,  COCONINO  CO  SO 

PRIBR, 'WILLIAM  BRENT,  CHf'dEP,  COCONINO  CO  SD 

RICHARDS,  JOE  D. ,  SHF  OF  COCONINO  CO 

It^'w^Um'j^CHF^EP,  COCONINO  CO  SO 
STERMER,  REX  ALLEN,  DET  LT,  COCONINO  CO  SD 
WHITE,  ROBERT  PRESTON,  CPT,  PD 
WHITTED,  SAMUEL  STEPHEN,  CPT,  COCONINO  CO  SD 

FL52E#CHARDESTY,  GORDON  W,  ADMIN  GUARD,  AZ  STATE  PENITENT 
LOPEZ,  PABLO,  LT,  PINAL  CO  SO 
MARTINEZ,  JOSEPH  LAWRENCE,  SGT,  PINAL  CO  SD 
PURDEN,  B.  J.,  INVSTGR,  PINAL  CO  ATTY  OFC 
REYES,  FRANK  RODRIGUEZ,  SHF  OF  PINAL  CO 

F0R-I  DEBI.GMAN,  ROSS,  ASST  SPEC  OFCR   BIA 
120  *  BLUEHOUSE,  PHILMER,  SPEC  OFCR,  BIA 

"5  #UCONWAY,  MICHAEL  JAMES,  CWO  III,  USA 
184   MANLEY,  GERALD  JOSEPH,  MAJ,  USA   ,,„,„. 
172   STEENBERGEN,  ROBERT  TIMOTHY,  SA,  USACIDC 

184  THOMAS,  DAVID  SCOTT,  CWO  III,  USA 

F?23TAIGENDL:kR,  STEVEN  CHARLES,  MARSHAL,  MARSHAL'S  OFFICE 
C*I  LBERT 

185  BRAD,  JAMES  AARON,  LT,  PD 
189   RUET,  JOSEPH  WILLIAM,  LT,  PD 
167   YOUNG,  JOHN  WILLIAM,  LT,  PD 

GU5DALBABC0CK,  CHARLES  LYNN,  ASST  CHF,  PD 

#  BANDY,  DAVID  WESLEY,  CPT,  PD 
DOBROTKA,  DAVID  ALLEN,  COP 
FELICE,  PAUL  JOSEPH,  ASST  CHF,  PD 

#  jSHNSTON°BEERLEENCRfiEH;  D?R  COLLEGE  SAFETY,  MARICOPA  C 
KOBOJEK,  STANLEY  ANTHONY,  J,  CPT,  PD 
KRYSTEK,  JOHN  EDWARD,  CPT,  PD 

#  MCCOWN,  JERRY  EDWARD,  CPT,  PD 
tt   ROSE,  JOHN  E,  COP 
tt   HHITE,  J  L,  CAPTAIN,  PD 


182 

168 

102 

155 

129 

98 

119 

195 

146 

34 

138 

99 

79 

75 

183 

167 

151 


164  # 
174 
54 
147 


128 
145 
173 
154 
191 
135 
186 
121 
104 
91 
GLOBE 
132 


BAROLDY,  FRANK  RICHARD,  COP 


150 


ARIZONA  -  ARIZONA 


PD 


JR,  ASST  CHF 
RNGR,  NPS 


RNGR,  NPS 


BERNHAM,  ROBERT  ROSS,  LT,  NAVAJO  CO  SD 

BUTLER,  GARY  H,  SHF  OF  NAVAJO  CO 

MOORE,  KENNETH  HAYNE,  COP 

ORTEGA,  THOMAS  CECIL,  SGT,  PD 

HALKER,  DANNY  HALTER,  ADMIN  ASST,  NAVAJO  CO  SD 

HILBANKS,  HILLIAM  HESLEY,  LT,  NAVAJO  CO  SO 

VALENTINE,  FRANK  MARSHALL,  COP 
HESBROCK,  TERRANCE  JOSEPH,  COP 


148 

143 

135 

43 

63 

101 

83 

174 

192 

179 

166 

194 


119   ULFIG,  BERNARD  JULIUS,  SGT,  PD 
GOODYEAR 
191    BROHN,  MARK  RICHARD,  LT, 
80  tt   NEALIS,  SEYMOUR  S.,  COP 
167   NICK,  PETER  JAMES,  COP 
GRAND  CANYON 
105    FARABEE,  CHARLES  ROSCOE, 
117   NIGH,  PETER  K,  SUPR  PARK 
HOLBROOK 
175 
110 
145 
177 
137 
118 
KEARNY 
134 
182 
KINGMAN 
115   BERG,  ARLAN  C,  CPT,  PD 

BONZELET,  JOSEPH  THEODORE,  SHF  OF  MOHAVE  CO 
BROHN,  CARROLL  OSMAN,  JR,  COP 
BUTLER,  LARRY  JAMES,  CPT,  PD 
IMUS,  ELMER  P.,  CHIEF  OF  POLICE,  PD 
JACKSON,  NORMAN  L,  SGT,  MOHAVE  CO  SO 
JENNINGS,  GAYLE  L,  LT,  PD 
JORDAN,  HALTER  P.,  JR.,  SHF  OF  MOHAVE  CO 
LENT,  DALE  DAVID,  LT,  MOHAVE  CO  SD 
MCCABE,  JAMES  ALLEN,  JR,  CHF  DEP,  MOHAVE  CO  SD 
MOSBY,  TIMOTHY  JAMES,  CPT,  PD 
SHEAHAN,  THOMAS  MICHAEL,  CHF  DEP,  MOHAVE  CO  SO 
SMITH,  GREGORY  KENT,  CPT,  MOHAVE  CO  SO 
LAKE  HAVASU  CITY 
159   ALEXANDER,  JOHN  STUART,  JR,  COP 
147   EIDSON,  JAMES  CLARENCE,  LT,  PD 
95  tt   HILKINS,  VICTOR  M,  COP 
LAKESIDE 

195   HARRIS,  RANDALL  DIETRICK,  CMDR,  PINETOP-LAKESIDE  PD 
LUKE  AFB 

124   PEAVEY,  ROBERT  RANDALL,  MAJ,  USAF 
MARANA 

118 

MESA 

94 

122 

185 

136 

100 

118 

144 

132 

57 

117 

171 

76 

112 

161 

NOGALES 

67  tt   TEYECHEA,  JAMIE  C,  SHF  OF  SANTA  CRUZ  CO 

PAGE 

179 

58 

96 

124 

191 

17 

159 

169 


WOOLFENDEN,  JAMES  C,  CHF,  USPP 

ALLEN,  JAMES  H,  JR,  MAJ,  PD 
BALLENTYNE,  DELMAS  RAY,  ASST  CHF,  PD 
BREHER,  JOHN  CARLING,  CPT,  PD 
CONWAY,  FRED  ARTHUR,  CPT,  PD 
KOTSUR,  LEONARD  S,  COP 
LOH,  JAMES  IRELAND,  MSGT,  USAF 
MASON,  DENNIS  HILLIAM,  CPT,  PD 
MEEKS,  HILLIAM  GUY,  JR,  COP 
MENDOZA,  RAMON  G. ,  COP 
NANNENGA,  IVAN  S,  ASST  CHF,  PD 
POULIN,  RONALD  DAVID,  ASST  CHF,  PD 
QUIGLEY,  JOSEPH  B,  COP 
STONE,  KENNETH  E,  ASST  CHF,  PD 
HHALEN,  MICHAEL  KENNETH,  ASST  CHF,  PD 


PD 


CABRAL,  CAROLINA  M,  LT, 
KOFFORD,  DON  B.,  COP 
LYON,  JOHN  U.,  COP 
OBERGH,  RICHARD  CARL,  COP 
OTT-JONES,  CYNTHIA  ELLEN,  RANGER,  NPS 
SMITH,  DENNIE  G.,  RANGER,  U.S.  BU  OF  RECLAMATION 
STEEL,  ROBERT  DAVID,  JR,  DEP  CHF,  PD 
WRIGHT,  WAYNE  THOMAS,  COP 
PARADISE  VALLEY 

77  tt   LOZIER,  DONALD  D,  COP 

VAN  CAMP,  ROBERT  MARK,  SGT,  PD 
WINTERSTEEN,  JOHN  D,  DIRECTOR,  DPS 


156 

128 
PARKER 

127 

175 

153 

181 
PAYSON 

136 

146 
PEORIA 

189 

152 

176 

130 
PHOENIX 

113  tt   ALANDAR,  JAMES  E,  JR,  CHF  DEP  SHF,  MARICOPA  CO  SD 

183   ANDERSON,  MURRAY  LEE,  LT,  PD 
82  tt   ANTHONY,  EDWIN  G,  LT,  PD 

133   ATHEY,  RICHARD  HARRY,  CPT,  MARICOPA  CO  SO 

104  tt   AUDSLEY,  DAVID  L.,  SGT,  AZ  DPS 

163   AUGUSTYN,  JOHN  ALBERT,  LT,  PD 
84  tt   AYARS,  G  A,  DIR  OF  SEC,  MARICOPA  CO  GEN  HO 

132   BENNETT,  DAVID  LAURENCE,  CMDR,  PD 

192   BENSON,  RICHARD  LEON,  LT,  PD 

160   BLOUCH,  CLEVE  RUSSELL,  TNG  MGR,  AZ  DEPT  OF  CORRECTION 

128  tt   BROHN,  ROBERT  ALVIN,  CPT,  FIRE  DEPT 

139   BUCHANAN,  JOHN  LYNN,  II,  CMDR,  PD 

116  tt   CALLES,  EZEQUIEL  J,  LT,  MARICOPA  CO  SO 


COLLETT,  DANIEL  HAL,  CPT,  LA  PAZ  CO  SO 
HARE,  MARVIN  LEON,  SHF  OF  LA  PAZ  CO, 
NEWMAN,  MICHAEL  CLIFTON,  MAJ,  LA  PAZ  CO  SD 
TOWELL,  MARVIN  DEAN,  COP 

CRAIG,  STEVEN  OWEN,  CPT,  PD 
GARTNER,  GORDON  HOWARD,  COP 

ASHLEY,  KAREN  ELIZABETH,  LT,  PD 
BAKER,  ARTHUR  WADSWORTH,  JR,  LT,  PD 
RAMSAY,  PETER  DAVID,  CPT,  PD 
STROPE,  MICHAEL  LEE,  COP 


95  tt   CARLSON,  ARNOLD  H,  LT,  MARICOPA  CO  SHF  DEPT 


91  tt   CHILCOAT,  JAMES  N,  LTC.AZ  DPS 

38    CLOWER,  FLOYD  L,  SEC  INVSTGR,  CORPORATE  SEC,  HU 

44  *  CONSTANTINE,  MARLIN  EDGAR,  DEP  SHF,  MARICOPA  CO  SO 

160   COOPER,  PATRICK  CHASE,  DEP  CHF,  MARICOPA  CO  SO 

157   COVEY,  RODNEY  DREW,  LTC,  AZ  DPS 

105  tt   DAVIS,  MILTON  C,  SGT,  PD 

117  tt   DAVIS,  ROBERT  J,  CPT,  AZ  DPS 

175   DORN,  TIMOTHY  JAMES,  CPT,  MARICOPA  CO  SD 

90  tt    FIELDS,  JOHN  I. ,  LT,  PD 

91  tt   FORGIA,  KENNETH  C,  LTC,  AZ  DPS 
tt   FOSTER,  WILLIAM  L.,  MAJ,  AZ  DPS 

FULLAM,  BRIAN  M,  MAJ,  PD 
tt   GENTNER,  JAMES  C,  MAJ,  AZ  DPS 
tt   GONZALES,  SAM,  CPT,  PD 

GRIFFITH,  RALPH  DOUGLAS,  CMDR,  PD 

GROENEVELD,  RICHARD  FRANK,  LT,  PD 
tt   HANGER,  BILL  D. ,  LT,  AZ  HPTL 
tt   HARDT,  GERALD  EUGENE,  SR,  DEP  CHF,  MARICOPA  CO  SO 

HARRIS,  JACK  FREDRICK,  LT,  PD 
130  tt   HAUER,  JOSEPH  JOHN,  LT,  PD 
177   HERGERT,  RONALD  JAY,  LT,  PD 

HERRMAN,  ARTHUR  RAPHAEL,  SR  SA,  US  CUSTOMS 

HILL,  ANDREW  DAVID,  SGT,  PD 

HILL,  CHARLES  A,  LT,  PD 

HODGES,  CHARLES  W. ,  INVSTGR,  MARICOPA  CO  ATTY  OFC 

HOWARD,  DEBRA  LYNN,  LT,  AZ  DPS 

HOWARD,  GEORGE  WILLIAM,  SGT,  SOUTHERN  PACIFIC  RAILRD 

HOY,  VERNON  L,  DIRECTOR,  AZ  DPS 

HUMPHREY,  JAMES  M,  III,  COP 

JAHN,  THOMAS  MICHAEL,  CMDR,  PD 

KENNER,  GLENN  E.,  SERGEANT,  PD 

KINNEY,  GEORGE  EMERSON,  JR,  SGT,  PD 

LANE,  JACK  GORDON,  LT,  AZ  DPS 

LOCKHART,  MICHAEL  LYNN,  III,  LT,  AZ  DPS 

LOCKSA,  JESSE  NEAL,  DEP  CHF,  MARICOPA  CO  SO 

LONGMAN,  ARTHUR  MICHAEL,  LT,  AZ  DPS 

MADRID,  ROY  C,  AGENT,  STATE  LIQ  LIC  AND  CNTL 

MARTIN,  JUAN,  JR,  DIR,  DMV,  AZ  DPS 

MARTINSON,  HOWARD  E.,  INVSTGR,  MARICOPA  CO  ATTY  OFC 

MAXEY,  SAMUEL  A,  III,  AGENT,  DEFENSE  CRIM  INVSTG  SER 
142  #  MCCARTY,  CHARLES  LEON,  CPT,  AZ  DPS 
184   ^MILLION,  BETTINA,  SA,  AZ  ATTY  GEN  OFC 

l*DKIFF,  MICHAEL  WAYNE,  LT,  PD 

MILLER,  DON  LUTHER,  LT,  AZ  DPS 

MILLER,  WILLIAM  HAROLD,  JR,  MAJ,  MARICOPA  CO  SO, 
166  tt   MILSTEAD,  JAMES  RICHARD,  LT,  PD 
39  tt   MOREHEAD,  ORME  R.  ,  CHIEF  OF  DETECTIVES,  PD 

MULLEN,  ALLAN  CORNELIUS,  SGT,  PD 

NIELSON,  THEO  GILBERT,  CHF,  CAPITOL  POLICE 

OVERTON,  TIMOTHY  D,  DEP  CHF,  MARICOPA  CO  SO 

PARRISH,  DONALD  E,  DIR  ADMIN  SERVICES,  AMERICAN  E 

PENSONEAU,  RALPH  R. ,  AREA  SPC  OFCR,  BIA 

POPE,  JOHN  FREDERICK,  JR,  CPT,  AZ  DPS 

REMSEY,  JOHN  MARK,  SGT,  AZ  DPS 

REUTTER,  WILLIAM  RICHARD,  CPT, 

RICHARDS,  GEORGE  JOSEPH,  CMDR, 
121  tt   ROBERTSON,  JERRY  WADE,  SR,  LT, 
51  tt   ROBERTSON,  LLOYD  H,  SUP,  AZ  DEP  OF  LIQ  AND  LIC  CNT 
193   ROBINSON,  KEVIN  LEE,  LT,  PD 

ROE,  JADEL  LYN,  CHF  DEP,  MARICOPA  CO  SO 

RUSSELL,  DONALD  NELSON,  DIR  INFO  BU,  PD 
tt   SCHOONOVER,  GROVER  C,  JR.,  (SA,  FBI),  DEP  SHF,  MARICOP 

SEEBERT,  ROLLIE  KENNETH,  LT,  MARICOPA  CO  SD 
tt   SELBY,  GORDON  FREDERICK,  ASST  CHF,  DPS 
tt   SHACKELFORD,  RONALD  D. ,  LT,  AZ  DPS 
tt   SMITH,  CHARLES  L,  SUPT,  CRIM  INVSTGR,  BIA 

#  STOUT,  CONNIE  MAXINE,  CPL,  PD 
tt   STRONG,  CHARLES  E.,  ASST  COP 

SWART,  JAY  CHARLES.  CPT,  AZ  ST  CAPITOL  POL 
THACHER,  RICHARD  CHARLES,  CHF  PILOT,  AZ  DPS 
THOMAS,  DAVID  PAUL,  CMDR,  PD 
133  #  TOWNSEND,  MICHAEL  RAY,  SGT,  PD 

45  #  VALENZUELA,  JOE,  SERGEANT,  PD 
WHITE,  DONALD  LESTER,  CPT,  PD 
WILLIAMS,  ROBERT  T,  SA,  AZ  ATTY  GENERALS  OFC 
WITTER,  DAVID  MICHAEL,  LT,  AZ  DPS 
WOODWARD,  CECILE  TUFTS,  ASST  CHF,  PD 
WOOTEN,  IVEN  THEODORE,  LT,  AZ  DPS 
YOUNG,  DENNIS  FREDERICK,  LT,  AZ  DPS 
ZULEGER,  EDMUND  WILLIAM,  LT,  MARICOPA  CO  SO 

PINETOP 

46  *  BRISENDINE,  JAMES  E.,  DEP  SHF.  NAVAJO  CO  SO 
PINETOP/LAKESIDE 

129  RINGEY,  TERRY  JAMES,  COP 
PRESCOTT 

99  tt   LOVE,  DONALD  E,  ASST  CHF,  PD 

MASCHER,  SCOTT  LYNN,  LT,  YAVAPAI  CO  SD 

#  MERRITT,  MAX  L,  COP 
OHAGAN,  JOHN,  LT,  YAVAPAI  CO  SD 
REED,  ROBERT  HOUSTON,  COP 

tt   VANDEVORT,  HARRY  E.,  CHIEF  OF  POLICE 

#  WEYMOUTH,  FRANK  CLIFTON,  CHF  DEP,  YAVAPAI  CO  SO 
PRESCOTT  VALLEY 

130  SEDER,  CHARLES  EDWARD,  COP 
SACATON 

132   SPOMER,  HENRY  LEE,  AGENCY  SPEC  OFCR,  BIA 
SAFFORD 

166   MACK,  RICHARD  IVAN,  SHF  OF  GRAHAM  CO 
SAN  CARLOS 

180   NOFCHISSEY,  HAROLD,  CHF  RNGR,  SAN  CARLOS  REC  &  H/L 


72 
111 
114 
115 
143 
190 

81 
131 
170 


139 
187 
107 

42 
180 

33 

84 

85 
150 

97 
127 
177 
169 
137 
188 

62 
107 

86 
104 


123 

144 
124 


125 
86 
150 
97 
106 
121 
175 
133 
173 


124 

69 

40 

186 

70 

108 

102 

133 

67 

179 

129 

126 


126 
102 
149 
127 
186 
166 
143 


193 
103 
165 
163 
82 
99 


AZ  DPS 

PD 

MARICOPA  CO  SO 


PAGE 


151 


ARIZONA  -  ARKANSAS 
131    SPENCER,  JACK  LEE,  SUPVY  CRIM  INVSTGR,  BIA 
SH1LUIHALKER,  ROBERT  MILTON,  III,  COP 
S165TSDBART0SH,  DOUGLAS  LEE,  DEP  CHF,  PD 

iS  *  ^^manHEh?lTl{ah-6.INd^RSse^Land  safety,  scottsdale 

18  *  ^sss^wbfhS&ir^  chp.pd 

139  0  LEGAULT,  ANTHONY  ROOSEVELT,  LT,  PD, 
168   MARSHALL,  DAVID  BRUCE,  CPT,  PD 
108  0  MIX,  JERRY  F,  SERGEANT,  PD 
96  0  NOLAN,  GEORGE  A,  CPT,  PD 
187    SUTTER,  HILLIAM  HENRY,  CPT,  PD 

S  J  ^thS&VbXSiJZ,    SCOTTSDALE  JUSTICE 

S188HA  CHRISTY,  RICHARD  MICHAEL,  SGT,  PD 

113    IRISH,  ROBERT  C,  COP 
cut  pRQCK 

136   YAZZA.  BILL  RODGER,  CRIM  INVSTGR,  BIA 

CUQU  |_0H 

172   PROVOST,  BRADLEY  GAYLEN,  LT,  PD 

S178RA  ALINEN,  THOMAS  MARTIN,  SGT,  PD 
130   HILB,  THOMAS  JOSEPH,  CPT,  PD 
148   KIMMEL,  KENNETH  EDHARD,  CPT,  PD 
102   MONTGOMERY,  ARTHUR  J,  COP 
140   PEARCE,  ROBERT  MELVIN,  DET,  PD 
118   SANTOR,  DAVID  ALLEN,  MAJ,  PD 

89  0  VANCE,  C.  REED,  COP 
ST.  JOHNS 

78  0  GOLDING,  DON  A,  COP 
101  *  LEE,  CLAUDE  A,  SHF  OF  APACHE  CO 

CMDCDT  QR 

190   LOHE,  ROBERT  HILLIAM,  COP 

T133E   BESS,  HILLIAM  ROBERT,  DIR,  AZ  STATE  UNIV  DPS 
131   BURKETT,  MARTHA  HARRIETTE,  LT,  PD 

90  0  CHRISTENSEN,  RICHARD  E,  ASST  COP 

176  ft  EMANUEL,  CRAIG  EUGENE,  CHF,  AZ  STATE  UNIV  DPS 

126  ERICKSON,  CHARLES  ARTHUR,  DIR,  AZ  STATE  UNIV  DPS 

145  GARLINGTON,  JOHN  LEE,  LT,  PD 

73  *  HILL,  BILL  G. ,  CAPTAIN,  PD 

116  #  HYDRO,  RICHARD  L,  LT,  AZ  STATE  UNIV  PD 

138  KUSH,  RICHARD  JAMES,  LT,  PD 

162  METCALF,  JAMES  ALBERT,  LT,  PD 

122  ORE,  JOHN  ROBERT,  MAJ,  PD 

187  SPRADLING,  JAY  DEE,  LT,  PD 

193  STANDRIDGE,  LANNY,  CHF,  AZ  STATE  UNIV 

110  #  TAYLOR,  LESLIE  P,  ASST  CHF,  PD 
173  VANCE,  JAMES  MARTIN,  LT,  PD 

TUCSON 

142  BOSMAN,  DAVID  LEE,  MAJ,  PIMA  CO  SO 

178  BURKETT,  LINDA  GRAY,  CPT,  PD 

69  #  CARTER,  JOHN  L,  MAJ,  PD 

112  CHESKE   STANLEY  L,  CHF  DEP,  PIMA  CO  SD 

156  0  DICK,  GAMBLE  CROCKETT,  III,  LT,  AZ  DPS 

180  DOSS,  CHRISTOPHER  TODD,  SA,  FBI 

111  ^ZASpH?^rSEDHHAAYR3!'s^'p;rcSMMuSlTY  COLLEGE  PD 
132  0  GIBSON,  ROBERT  JOHN,  MAJ,  PIMA  CO  SO 

61  0  GILKINSON,  HILLIAM  JOHN,  COP 
170   HACKER,  THOM  RAYMOND,  CPT,  PD 
i70   HEANEY,  GEORGE  JOSEPH,  CPT,  PIMA  CO  SD 
183   HILL,  COLLIER  MERRITT,  ASST  CHF,  PD 
161  0  HOBBS,  JAMES  JOSEPH,  JR,  ASST  CHF,  PD 
111  0  JOHNSON,  KENNETH  F.,  CAPTAIN,  PD,. 
172   KLEISMIT,  JOSEPH  STANLEY,  JR,  CPT,  PD 

Ht   tJ^^SSbiSSiJil'cR.  PIMA  COLLEGE  CAMPUS  POL 
140  0  LEVERENZ,  MICHAEL  JOHN,  ASST  CHF,  PD 

80  0  LOHE,  DONALD  E,  CPT,  PD 

41  0  MCNEILL,  PARLEY  H. ,  CAPTAIN,  PD 
185   MIRANDA,  RICHARD  MOLINA,  ASST  CHF,  PD 
195   OCHOA,  JESSE  GEORGE,  ASST  CHF,  PD 
17A   PETTIT   MARK,  CPT,  PIMA  CO  SD 
15$   RAGLAND,  SAMUEL  THADDEUS,  CMDR,  UNIV  OF  AZ  PD 

35  #  RICKEL,  THOMAS  C,  CAPTAIN,  PD 
138  #  ROGERS,  HILLIAM  GEORGE,  LT,  AZ  DPS 

ffi  "  T,\IZ\    EaHrEnC?ErALEY.  Ill,  CPT,  PIMA  CO  SD 

190  SHARP,  DANIEL  GLENN,  ASST  CHF,  PD 

163  SMITH,  DOUGLAS  FORDHAM,  COP 

105  THOMAS,  JOHN  M,  COP,  UNIV  OF  AZ 

33  #  TURIGLiATTO,  JOHN,  PARKS  GUARD,  PARK  POLICE 

125  ULICHNY,  MICHAEL  ROBERT,  ASST  CHF,  PD 

170  VALADEZ,  MARIO  ALBERTO,  LTC,  USAF 

10  *  HADE,  SYDNEY  L.,  RANGE  DEP,  PIMA  CO  SO 

92  #  HRIGHT,  CHARLES  A,  CPT,  PD 

WH98E#!GARCIA,  JOHN  B,  CRIM  INVSTGR,  BIA 
144   HUBBARD,  VINCENT,  CRIM  INVSTGR,  BIA 
140   KANE,  ANDREH,  SR,  CHF,  BIA 
125   KESSAY,  REUBEN  MICHAEL,  CRIM  INVSTGR,  BIA 

W141C0XHAZLEH00D,  RONALD  HAYNE,  DET/SGT,  PD 
169   ROGERS,  THOMAS  TERRY,  COMMANDER,  PD 

"IsVrpENNINGTON,  GALE  GENE,  MSGT,  USAF 


181   DELMAR,  JESSE,  CRIM  INVSTGR,  NAVAJO  DEPT  OF  L 
172   FULTON  DOROTHY  LAMEMAN,  CPT,  NAVAJO  DEPT  OF  LAW  ENF 
122   TOM,  ANSELM  CHARLIE,  CRIM  INVSTGR,  BIA 
HINSLOH 

93  #  MAULE,  WALTER  D,  COP 

181  WAGNER,  WAYNE  0,  COP 
YOUNGTOWN 

125  #  BRANHAM,  MICHAEL  DENNIS,  COP 

1R7   ANDERSON.  RICHARD  ALFRED,  MAJ,  USMC 
121   CABRERA,  MANUEL  VASQUEZ,  CHF,  AZ  WESTERN  COLLEGE  PD 

77  #  CROW,  CECIL  S,  CHF  DEP,  YUMA  CO  SO 
180   LEE,  DOUGLAS  BERNARD,  SGT,  PD 
109   LEFFLER,  RICHARD  C,  JR.,  LT,  PD 

182  LYONS,  VICKY  MARLENE,  CWO  III,  USMC 

92  MARTINEZ,  GEORGE  F.,  SERGEANT,  PD 

171   MITCHELL   ROBERT  EUGENE,  CPT,  YUMA  CO  SO 

120   OGDEN,  RALPH  EDHARD,  SHF  OF  YUMA  CO 

100  #  PHIPPS,  JOHN  R,  SHF  YUMA  CO  SO 

168   RHODES,  DANIEL  BERNARD,  LT,  PD 

137   ROBINSON,  DANIEL  BLISS,  CWO  II,  USMC 

115   SMITH,  GILBERT  M. ,  CPT,  USMC 

II  *  STAHL,  JAMES  F.,  SERGEANT,  PD 

93  #  YANCEY,  TRAVIS,  SHF  YUMA  CO  SO 

ARKANSAS 
ARKADELPHIA  „nn 

102  *  JOHNSTON,  GEORGE  R,  COP 
85  #  MILLER,  MARVIN  S.,  PROBATION  OFCR,  CLARK  CO 
56  ft   ROMINES,  PARVIN,  COP 
180   TURNER,  DAVID  HAROLD,  SGT,  PD 
RFEBE 

194   BRITT,  HAROLD  ERNEST,  JR,  COP 
BENTON 
149   ELMENDORF,  RICHARD  FRED,  COP 
145   MCCORMACK,  CURTIS  DALE,  COP 

186  MCNEIL,  MICHAEL  HAYNE,  LT,  PD 
BENTONVILLE 

III  StSfaniSK  samuIl  Somas,  cpt,  benton  coso 

131  #  MOODY,  DAN  LEWIS,  COP 

144   SHASTID,  DALE  HAYNE,  LT,  PD 

187  SPRADLIN,  DENNIS  CRAIG,  LT,  PD 
Rl  VTHFVTLLE 

118   CHRISTIE,  LAWRENCE  BRUCE,  COP 
84  #  COX,  ROBBIE  J,  COP 

l8   ?0R6,CGESLRGi  CLAY?Sn,  JR.,  SHF  OF  MISSISSIPPI  CO 
117   HEALEY,  JAMES  W. ,  DET  SGT,  PD 
159   HILL,  RALPH  HESLEY,  JR,  CPT,  PD 

lf|   ScSaRdIIn!  Ek  CAPI'INVSTGR,  DEP  PROS  ATTNYS  OFC 

14  *  ROSE,  RALPH  B.,  DEP  SHF,  MI  CO  SO 
192   SANDERS,  JAMES  WALTER,  CPT,  PD 

CA65E#  BENTLEY,  ROBERT  DAVID,  COP 

106  #  BRATTON,  LAWRENCE  E,  COP 

157   HAMMETT,  DAVID  ALLEN,  LT,  PD 

135  #  LIGON,  PERCY  WOODROW,  JR,  CPT,  PD 

115   PALADINO,  MICHAEL  J,  COP 
CONWAY 

176   BATTLES,  BENNY  THOMAS,  CPT,  PD 

110   DALEY,  TIMOTHY  P,  COP 

161   GARY,  ALLEN  JAMES,  DET,  PD 

121   KING!  JAMES  WILLIAM,  SGT,  AR  SPOL 
DERMOTT 

108   MELTON,  JERRY  D. ,  COP 

DE15ARCGRADY,  REGNALD  L.,  DEP  SHF,  PRAIRIE  CO  SO 

DU97S*  ROGERS,  KENNETH  W,  LT,  AR  SPOL 
EL  DORADO  _   __ 

173   DYKES,  CAROLYN  JO,  LT,  PD 
187   ELLIS  CHARLES  ROWLAND,  ASST  CHF,  PD 
41  *  MARTIN,  CHARLES  ROSS,  SERGEANT,  PD 
71   TAYLOR,  MONROE,  CHF  DEP,  UNION  CO  SO 

164  WILEY,  JACKIE  RAY,  COP 
EUREKA  SPRINGS 

168   STITZ,  PAULA  GRAY,  COP 

^"BLOCKER,  MIKEL  R,  INVSTGR,  HASHINGTON  CO  PROS  OF 
125  #  BRADLEY  GERALD  GLEN,  ASST  CHF,  PD 
130  0  BRADLEY,  RANDALL  KEITH,  LT,  PD 
"l   BRUNS,  BRADLEY  WAYNE,  CPT,  UNIV  OF  AR  PD 
ill   MAIN  GARY  HAYNE,  LT,  UNIV  OF  AR  POL 

15  0  HiLRg!5G,TjSHHHKSJRtTAS^0C  DIR,  UNIV  OF  AR  PD 

165  HOYT   R  CHARD  LORRAINE,  JR,  LT,  PD 

178   MEYER,  STEVEN  BRUCE,  LT  UNIV  OF  AR  PD 
98   SLAMONS,  LAWRENCE  J.,  JR.,  DIR  OF  PUB  SFTY,  UNIV  Ot   ak 

F°2lE«TnAVIDS0N  WINFRED  D. ,  CPT,  AR  SPOL 
108   GATTll?  MORRIS  G.f  FIELD  INVSTGR,  AR  ABC  BD 

F102  SMACOACH,  ARVEL  L,  JR,  SGT,  AR  SPOL 
155   BOYD  DAVID  CHRISTOPHER,  SR,  SGT,  PD 
148   BROOKS,  ROBERT  MICHAEL,  CPT,  PD 
86   DANIELS,  KEITH  E,  COP 
180   HOWARD,  DONALD  STEPHEN,  SGT,  PD 


PAGE 


152 


■ 


n 
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68  #  KNOX,  HILLIAM  W. ,  CRIM  INVSTGR,  SEBASTIAN  CO  SO 

94  #  LINTON,  PAUL  E,  ASST  CHF,  PD 

63  #  PEEVEY,  PAUL  ROBERT,  DEP  US  MARSHAL,  WESTERN  DISTRI 
142   REED,  RANDY  GLEN,  COP 
162   RIDER,  JAY  CARL,  SGT,  PD 
171   YOUNG,  PATRICK  BRIAN,  SGT,  PD 
177   YOUNG,  TOMMY  ALLEN,  INVSTGR,  SEBASTIAN  CO  SD 
HARRISON 

144  COMBS,  RODNEY  LEN,  SGT,  AR  SPOL 

90   LINAHAN,  JOHN  D,  PARK  MANAGER,  NPS 
156   RIGGS,  RICKY  LEE,  CPT,  PD 
101  *  THOMAS,  JAMES  M. ,  SGT,  AR  SPOL 
HEBER  SPRINGS 

132  THAYER,  JAMES  LOREN,  COP 
HOPE 

97  *  CLARK,  HILLIAM  R.,  SGT,  PD 

133  FULLERTON,  HARVEY  LEE,  COP 

134  GREEN,  ARIE  GENE,  CPT,  AR  SPOL, 
181  JACKSON,  NATHANIEL,  LT,  AR  SPOL 
183   STOVALL,  A  RONALD,  CPT,  AR  SPOL 

145  THOMAS,  RICHARD  JAMES,  COP 

46  #  HILLIS,  ALVIN  L.,  CHIEF  OF  POLICE,  PD 
HOT  SPRINGS 
148   BIRDSONG,  DONALD  EARL,  INVSTGR,  AR  SPOL 

COSTON,  OTIS  RAY,  SGT,  AR  SPOL 

FLETCHER,  DENNIS  M.  ,  SGT,  AR  SPOL 

HALE,  JAMES  H,  LT,  AR  SPOL 

HRVATIN,  HILLIAM  D,  CPT,  PD, 

NOBLES,  JIMMY  HAYNE,  DET  SGT,  PD 

OWEN,  MARVIN  M,  COP 

RIGGS,  GEORGE  CATHEY,  CPT,  AR  SPOL 

SANDERS,  LARRY  EVAN,  CPT,  GARLAND  CO  SO 

SCHILDGEN,  KENNETH  E,  CPT,  PD, 

SELIG,  LARRY  JOE,  LT,  GARLAND  CO  SD 
JACKSONVILLE 
130   BOUILLON,  KENNETH  HILLIAM,  CPT,  PD 

HOLZ,  THOMAS  LYNN,  MAJ,  USAF 

NEELY,  FRANKLIN  D,  COP 

STURDIVANT,  FRANKLIN  DURREL,  CPT,  PD 

HALTHER,  JAMES  ROBERT,  LT,  PD 
JONESBORO 
138  U   BRADLEY,  AUDIE  DEAN,  COP 

DAVIDSON,  MICHAEL  DEHAYNE,  SGT,  AR  SPOL 

DOZIER,  STEPHEN  FARRELL,  INVSTGR,  AR  SPOL 

HOLMES,  RAY  M. ,  JUVENILE  OFCR,  CRAIGHEAD  CO 

HUDDLESTON,  GEORGE  STEPHAN,  CPL,  AR  SPOL 

LAMB,  WALTER  L.,  LT,  PD 

MASHBURN,  MICHAEL  DAVID,  CPT,  PD 

HARD,  WAYNE  N.,  CPT,  PD 

ROCK 

ANDERSON,  RONNIE  EUGENE,  LT,  AR  HPTL 

BOHANNON,  ROBERT  STANLEY,  LT,  PULASKI  CO  SO 

BRIANS,  ROBERT  E.,  DIR,  ABC  BOARD 

BRISCOE,  WILLIAM  M,  SA,  USSS 

CAMPBELL,  RONALD  JAY,  SGT,  PULASKI  CO  SD 

CARNAHAN,  RAY  E,  CPT,  AR  SPOL 

CAUDELL,  LOUIE  COE,  COP 

CAUSEY,  DELOIN  E,  CMDR,  AR  HPTL 

COX,  DEULON  M.,  PRBTN  OFCR,  6TH  JUDICIAL  DIS 

CRIST,  EUGENE  L.,  JR.,  BUSINESS  MANAGER,  PD 

DILLINGER,  DAVID  OTTIE,  INVSTGR  TPR,  AR  SPOL 

ETHERIDGE,  EDWIN  J,  CPT,  PD 

FAULKNER,  JOHN  G. ,  JR.,  DEP  SHF,  PULASKI  CO  SO 

FLETCHER,  LARRY  M. ,  CPT,  AR  SPOL 

FOSTER,  JAMES  LUTHER,  LT,  PD 

FRANKS,  GEORGE  ROBERT,  JR,  1LT,  AR  HWY  POL 

FULKS,  MELVIN  RICHARD,  LT,  PD 

GARNER,  HERSCHEL  S.,  CHF  DEP,  USMS 

GATEWOOD,  RONNY  L,  CPT,  PD, 

GENTRY,  LARRY  HURST,  SGT,  AR  SPOL 

GIBSON,  HILLIAM  D. ,  CAPTAIN,  PD 

GILBERT,  HAROLD  DAVID,  SGT,  AR  SPOL 

GLASSCOCK,  ROBERT  E.,  COP 

HARRIS,  LEO,  LIEUTENANT,  PD 

HARRIS,  WILLIE  J.,  LIEUTENANT,  PD 

HASTINGS,  DONALD  GENE,  CPT,  AR  HPTL 

HATCHETT,  LINDSEY,  DIRECTOR,  AR  SPOL 

HENSLEY,  FRED  WAYNE,  LT,  PD 

HILGER,  DALE,  SPC  AGENT,  AT  &  F 

HOLLADAY,  CHARLES  EDGAR,  LT,  PD 
100  #  JENKINS,  ROBERT  L.,  LT,  PD 
67   JOHNSON,  JAMES  FREDERICK,  DEP  US  MARSHAL 
129   JOHNSON,  JOHN  RANDAL,  SHF  OF  PULASKI  CO 
108  #  JONES,  ROBERT  B,  LT,  PD 
63  #  KEEGAN,  DAVID  T.,  PROBATION  OFCR,  MUNICIPAL  COUR 

KERBY,  JERRY  M. ,  LIEUTENANT,  USAF 

KIMBLE,  CAROLYN  DENNESE,  LT,  PULASKI  CO  SO 

LAWRENCE,  JOHN  DAVID,  LT,  PD 

#  MAACK,  WILLIAM  H. ,  ASST  CHF,  PD 

#  MALLETT,  NORMAN  E,  ASST  CHF,  PD 
MCDONALD,  PAUL  R. ,  FIREARMS  EXAMINER,  DPS  CRIM  LA 

#  MCMURRY,  ALVIN  C. ,  CAPTAIN,  PD 
MOORE,  BOB  H. ,  CPT,  PD 
PATTILLO,  CONRAD  S,  CPT,  AR  SPOL 
PETTYJOHN,  BOYD  G,  CPT,  PD 

#  PLUMMER,  DENVER  PAUL,  CPT,  PD 

#  POLITIS,  M.  N.,  CAPTAIN,  PD 

#  READ,  BILLY  JEAN,  SGT,  AK  STATE  POLICE 

#  RIGGIN,  DEAN  F,  LT,  PD 
ROWAN,  DAVID  PAUL,  ASST  CHF,  PD 
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176 
92 
104 
111 
154 
88 
128 
185 
105 
166 


167 
116 
125 
155 


152 
178 

12  # 
170 
102  * 
169 

98  ft 
LITTLE 
170 
193 

67  * 

89 
175 
106 
130 

96 

64 

73 
139 

95  # 
11  * 
99 

132 

193 

131  tt 

100  tt 

104  # 

146 
92 

166 
50  tt 
80  tt 

96  tt 
184 

2  * 
151 
41  # 
137 


103 

183 

175 

62 

97 

43 

74 

114 

114 

103 

123 

66 

57 

101 

128 


82  tt   SIMPSON,  WALTER  E.,  COP 
116  tt   SMITH,  BOBBY  D.  ,  DET  SGT,  PD 

78  SMITH,  GARLAND  L.,  PROBATION  OFCR,  PULASKI  CO  CIR 
171   SPEER,  CHARLES  WAYNE,  LT,  PD 

97   STAMPS,  ROBERT  E,  CPT,  USAF 

99   STARKS,  LARRY  W,  ASST  CHF,  PD 
113   TAMBURO,  PETE  R. ,  LT,  PULASKI  CO  SO 
112  tt   THOMAS,  BOBBY  L,  LT,  PD 
184   THOMAS,  STUART,  ASST  CHF,  PD 

82  tt   TUDOR,  W.  A.,  MAJ,  AR  SPOL 
106  #  VANDIVER,  JAMES  D,  ASST  CHF,  PD 
139   VICKERS,  MONTY  HUGH,  SGT,  PD 

87  tt   WALL,  DONALD  J.,  LT,  AR  SPOL 
153   WALTERS,  HORACE  LEE,  CPT,  PD 
151  tt   WAMOCK,  PHILLIP  ELDON,  SGT,  AR  SPOL 
119   WATTERS,  CARTHEL  RAY,  CPT,  PD 
192   WEAKLAND,  GLORIA  ANN,  SGT,  AR  SPOL 

93  #  WEBB,  HAROLD  G,  CPT,  PD 

79  tt   WEEKS,  GALE  F.,  CHIEF  OF  POLICE 
WILLIAMS,  SAMUEL  RALPH,  CPT,  PD 
YOUNG,  RAYMOND  L.,  LT,  AR  SPOL 
ZOELLER,  NICHOLAS  EDWARD,  ASST  CHF,  PULASKI  CO  SO 


165 

93 

134 

LONOKE 

177 


PECKAT,  CHARLES  FREDERICK,  COP 
MARIANNA 
150   BIRCHLER,  MARK  ROBERT,  COP 
37  tt   CAUGHLEY,  JAMES  KERLIN,  COP 

137  MAY,  ROBERT  DAVID,  SHF  OF  LEE  CO 
MAUMELLE 

141  MOSELEY,  NORMAN  ARTHUR,  COP 
MELBOURNE 

163  YANCEY,  JACKIE  DEAN,  SHF  OF  IZARD  CO 
MENA 

142  #  HADAWAY,  ALMER  LEE,  SHF  OF  POLK  CO 
MOUNTAIN  HOME 

164  MANUEL,  CARRY  ALLEN,  SGT,  PD 
MOUNTAIN  VIEW 

47   KENT,  BEN,  CHF  DEP  SHF,  STONE  CO  SO 
MURFREESBORO 

172  BAKER,  DAVID  HARRELL,  SHF  OF  PIKE  CO 
NEWPORT 

136   IRBY,  BASIL  EUGENE,  LT,  AR  SPOL 
152   LONG,  JERRY  LYNN,  COP 

173  MCGEE,  PATRICK  GLEN,  SGT,  PD 
NORTH  LITTLE  ROCK 

#  BAKER,  JESSE,  JR,  CPT,  PD 
tt   BARENTINE,  W  GENE,  CPT,  PD 
tt   BLANKENSHIP,  RAY  OWEN,  IDENT  OFCR,  PD 
tt   BROWN,  WILLIAM  F,  LT,  PD 

BURKS,  RONALD  DEAN,  LT,  PD 
CATES,  SAMUEL  EUGENE,  JR,  LT,  PD 

#  FARLEY,  THOMAS  J.,  SGT,  PD 
149  tt   GARNER,  JOHN  LEE,  SGT,  PD 

138  #  GILBERT,  DON  ALLEN,  LT,  PD 
136   GOODSON,  JACKIE  LYNN,  LT,  PD 

GREEN,  JIMMY  F,  ASST  COP 
HARRIS,  EUGENE  LEO,  DIR,  UNIV  OF  AK  DPS 
HICKS,  CLIFFORD  RAY,  LT,  PD 
tt   HOLLEY,  JOHNNY  L.,  SGT,  PD 

tt   JUELS,  MAURICE  P.,  SGT,  PD 

LAMBERSON,  JERRY  EARLE,  INVSTGR,  PULASKI  CO  PROS  ATTY 
107  tt   MCFARLIN,  JAMES  W,  LT,  PD 
133   SWAIN,  JAMES  MALICHIA,  SGT,  PD 
113  tt   WARD,  BOBBY  L,  SGT,  PD 
OZARK 

91   MCFERRAN,  KENNETH  R,  COP 
PARAGOULD 
122   LANGSTON,  DANNY  RAY,  LT,  PD 
93   LINDLEY,  WILLIAM  W. ,  COP 
PINE  BLUFF 

CPT,  JEFFERSON  CO  SD 
CPT,  PD 
CORR  OFCR,  AK  DPT  OF  CORR 
SERGEANT,  PD 
KENNETH  LESLIE,  LT,  PD 
WILLIAM,  CHIEF  OF  POLICE 


109 
95 
6 
101 
167 
153 
111 


103 
105 
159 
115 
117 
124 


109 
182 
100 

96 
157 

69  # 
160 

92 
107 

28  * 
126 

59  # 

ROGERS 

120 

90  * 
181 
131  tt 
156 
172 


BROWN,  VIRGIL  I., 
CLARK,  NATHANIEL, 
FOSTER,  GORDON  L., 
GOODMAN,  BILLY  R., 
HEROMAN, 
HOWARD, 


HOWELL, 
NORMAN, 
PARKER, 


JOHN  EMMETT,  INVSTGR,  AR  SPOL 
BOBBY  J,  DIR,  AR  LAW  ENF  TNG  ACADEMY 
JAMES  C,  CPT,  PD 
RICE,  DANIEL  S.,  DEP  SHF,  JEFFERSON  CO  SO 
ROSEGRANT,  DAVID  EUGENE,  LT,  AR  SPOL 
YOUNG,  NORMAN  D. ,  CHIEF  OF  POLICE 


PD 


BROCK,  DERREL  LEE,  LT, 
COLE,  MARVIN  J.,  COP 
HELMS,  HOBERT  STEPHEN,  CPT,  PD 
ILES,  HAROLD  LEE,  LT,  PD 
JONES,  CHARLES  MICHAEL,  LT,  PD 
RUSSELL,  STEVEN  MARK,  SGT,  PD 
RUSSELLVILLE 
194   DAVIS,  DAVID  PAUL,  SGT,  PD 

HARTZELL,  LLOYD  DOUGLAS,  DET,  PD 
JOHNSTON,  HERBERT  F,  COP 
LEATHERWOOD,  HUBERT  HARRIS,  COP 
MCMILLEN,  THOMAS  NORMAN,  CPT,  PD 


146 

69  tt 

75 
179 
SEARCY 
150 
174 
195 
182 


BOND,  JAMES  WELDON,  LT,  PD 
EDMUNSON,  KENNETH  STEPHEN,  LT,  PD 
HOWARD,  ROBERT  GIDEON,  JR,  SGT,  AR  SPOL 
OSBORNE,  KYLE  GENE,  LT,  PD 


CO 


ARKANSAS  -  CALIFORNIA 

19*    STORY,  RANDALL  NATHAN,  SGT ,  PD 
154    THOMAS,  ELMER  J,  COP 
SHERIDAN  „  „„  „_ 

176    ADAMS,  BOBBY  DALE,  SHE  OF  GRANT 
SHERHOOD 
188    CROCKETT,  JAMES  CARLOS,  COP 
126    SEELINGER,  CHARLES  MATHEH,  COP 
SILOAM  SPRINGS 

190   GREGORY,  ALBERT  LEROY,  COP 
SPRINGDALE  „  „„„ 

174    BASKIN,  HILLIAM  BOYD,  CPL,  AR  SPOL 
BREHER,  TRUMAN  R,  COP 
CLARK,  STEVE  MARLIN,  ASST  CHF,  PD 
FENDLEY,  OLEN,  SGT,  PD 
GOODHIN,  T  L,  DIR,  AR  SPOL 
HANCOCK,  FLOYD  JAMES,  SGT,  PD 
MILLER,  CHARLES  H. ,  TPR,  AR  SPOL 
PHILLIPS,  HINFORD  E,  CPT,  AK  SPOL 
SHEARINGEN,  GARY  LEE,  LT ,  PD 
STAR  CITY 

94  n   GRIFFITH,  ROBERT  L,  COP, 
TEXARKANA 


114 
190 
140 

81 
123 
110 

98 
120 


127 

179 

99 

122 

110 

121 

135 

166 

158 

188 

95 

92 

41 

117 

195 


VAN  BUREN 


ARNOLD,  LARRY  DANIEL,  CPT,  BOHIE  CO  SO 

ATES,  CALVIN  RICHARD,  SGT,  PD 

BRANCH,  HILLIAM  D. ,  CHF  DEP,  MILLER  CO  SO 

GILES,  RICHARD  KELLY,  LT,  DPS 

GRAY,  ZANE,  CPT,  DPS 

HARRISON,  ROBERT  HENRY,  COP 

HARTSHORN,  ALLEN  LEROY,  CPT,  DPS 

JONES,  BILLY  LENARD,  SGT,  PD 

KECK,  ERNEST  ARTHUR,  CPT,  DPS 

LEHIS,  MARK  DEHAYNE,  SGT,  PD 

MIXON,  BOBBY  C,  OFCR,  BOHIE  CO  PROBATION  OFC 

SEHELL,  GEORGE  D.,  CAPTAIN,  PD 

SMITH,  GEORGE  H.  ,  INVSTGR,  AR  REVENUE  COM 

STEHARD,  DONALD  B.,  LT,  DPS 

VAUGHN,  SHAHN  MARK,  LT ,  PD 


185 


JOHNSON,  KEVIN  RAY,  CPL,  PD 
HEST  HELENA 
129   CROSS,  JAMES  THOMAS,  COP 

T  ^BARKER,  CLYDE,  CHF,  CRITTENDEN  CO  JUVENILE  CO 
BELL,  JIMMY  L,  ASST  CHF,  PD 
GITCHELL,  GARY  HESLEY,  INSPR,  PD 
HUBBARD,  JERRY  WAYNE,  CPT,  PD, 
JONES,  DAVID  FRANKLIN,  CPT,  PD, 
KEEN,  BOBBY  R,  COP 
RALPH,  HILLIAM  H,  JR,  COP, 


30 
103  A 
169  « 
119 
124 
107  d 

88  / 
HYNNE 

73  tt   ZACHARY,  N  E,  COP 

ARMED  FORCES  EUROPE 

R190TEIJACKS0^SARN0LD  DEHAYNE,  CHF  MSGT,  USAF 

186   KINSMAN,  JEFFREY  ROBERT,  LT,  USN 

ARMED  FORCES  PACIFIC 
AGANA 

190   CALDHELL,  GARY  LLOYD,  LT,  USN 
TOKYO 

188   BARNEY,  PAUL  KEITH,  CPT,  USAF 

CALIFORNIA 

A158EDACARR,  DONALD  DALE,  SR  SA,  US  COAST  GUARD 
COLVIN,  STEPHEN  FRANK,  CPT,  PD 
GARRETT,  GREGORY  LYNN,  LT,  PD 
LEITZ,  FREDERICK  WILLIAM,  JR,  LT, 
SCHMITZ,  WILLIAM  THURMAN,  CPT,  PD 
TOTORICA,  JOE  J,  LIEUTENANT,  PD 
VOOGD,  STANLEY,  LT ,  PD 


141 

191 

167 

149 

92  ft 

159 

ALBANY 

60  # 

185 


PD 


JENSEN,  RALPH  M. ,  CHIEF  OF  POLICE 
MUROO,  LARRY  PAUL,  COP 

ALHAMBRA 

29  #  BUHMAN,  RAYMOND  J.,  COP 

ALTURAS  „   „_ 

190   CALLAGHAN,  STACY  LEE,  SGT, 
HARBAUGH,  DEAN  LAVELL,  LT, 
HARRIS,  LYNN  E.,  SHF  OF  MODOC  CO 
LOVELESS,  EDHARD  EARL,  COP 
TILSON,  PERRY,  USHF,  MODOC  CO 


148 

67 
128 

92 

ANAHEIM 

156 

175 

167 

95 
128 
162 
150 
124 

94 

49 

82 

91 
190 
166 
186 


PD 

CA  HPTL 


SD 


BAKER,  ROGER  ALAN,  CPT,  PD 
DE  PAOLA,  PETER,  JR,  CPT,  PD 
FLEMING,  FRANK  EDWARD,  LT,  PD 
FRANKLIN,  WILLIAM  J.,  CPT,  PD 
GASTON,  RANDALL  WALLACE,  COP 
HEDGPETH,  MARCUS  WILLIAM,  CPT,  PD 

kantor,  stanley  sheron,  cpt,  pd 
kennedy,  jimmie  dale,  cop 

&N°ja1kTcV:  Csupv  P°or  internal  sec,  disneyl 
michel,  david  b.,  cop 

MILLER,  CARL  D. ,  CPT,  PD 
ODONNELL,  THOMAS  HILLARD,  LT ,  PD 
PARRA,  JACKIE  EDWARD,  CPT,  PD 
QUINZIO,  JOHN  MICHAEL,  SGT,  PD 

PAGE 


180 
181 
147 
195 
133 
129 


REISS,  JEROME  JOSEPH,  JR,  SGT,  PD 
ROUSH,  FREDERICK  DALE,  SGT,  PD 
SCHRADER,  GEORGE  EDWARD,  LT,  PD 
SEVERSON,  DAVID  STANLEY,  LT,  PD 
THALMAN,  JAMES  STUART,  LT,  PD 
WILCOX,  DALE  ARTHUR,  CPT,  PD 

ANDERSON  ,„   „_ 

118    RANER,  WILLIAM  PHILIP,  JR,  COP 

ANTIOCH 
112  #  BLOMSETH,  GLENN  M,  LT,  PD 
CARLSON,  EUGENE  A.,  COP 
GLEN,  JAY  SHERWOOD,  CPT,  PD 
HERENDEEN,  LEONARD  K. ,  COP 
KELLER,  EDGAR  FARR,  CPT,  PD 
LEHIS,  DAVID  THOMAS,  COP 
MCEACHIN,  RICHARD  WHITNEY,  LT 
RICKFORD,  DALE  A,  CPT,  PD 
SHIVELY,  RAYMOND  E.,  LT,  PD 


85 
155 
109 
125 
133 
177 

98 
115 


PD 


ARCADIA 
129 
166 

98  # 
135 
118 
175 

37  # 
ARCATA 
106 

96  # 


BERNSTEIN,  BURTON  MAURICE,  AGENT,  PD 
HINIG,  DAVID  HOWARD,  CPT,  PD 
HONAKER,  RICHARD  L,  CPT,  PD 
JOHNSON,  NEAL  ROGER,  CPT,  PD 
LITTLE,  LOUIS,  SGT,  PD 
OSTASHAY,  EDWARD  FRANK,  JR,  LT,  PD 
SEARES,  ROBERT  S.,  CHIEF  OF  POLICE 


SOUSA  DENNIS  A.,  SGT,  HUMBOLDT  STATE  UNIV  PD 
VANDERKLIS  CORSTIAAN  A,  JR,  CHF.CA  STATE  UNIV-HUMBOLT 
ARROYO  GRANDE 
156   ANDREWS,  WILLIAM  CLINTON,  LT,  PD 
33  *  MIZE,  WEYMAN  CARTHELL,  COP 
ATASCADERO  „^n 

137   MCHALE,  RICHARD  HOWARD,  COP 

ATHFRTON 

139  #  HARRIS,  RONALD  ALLEN,  CMDR,  PD, 
HUBBARD,  LEROY  ALBERT,  COP 
MALIM,  GEORGE  RALPH,  CAPT,  ATHERTON  PD 
MOORE,  RICHARD  L.,  COP 
STANTON,  GEORGE  EDWARD,  CAPTAIN,  PD 


41  # 

183 

110  # 

105 

AUBURN 

177 

91  # 

139 

119 

174 

90  U 

193 

179 

138 

151 

173 

158  * 

107 

125 

132 

123 

135 

161 

143 

AZUSA 

183 

193 


ADDOMS,  JOHN  FILLMORE,  III,  SGT,  PLACER  CO  SD 

BENNETT,  MAXWELL  T,  CPT,  PLACER  CO  SD 

BONNER,  EDWARD  NEIL,  USHF,  PLACER  CO  SD 

BOTHELLO,  EUGENE  FLOYD,  INSPR,  PLACER  CO  SD 

GUMMOH,  ROBERT  MICHAEL,  CHF  INVSTGR,  PLACER  CO  DA  OFC 

HARRINGTON,  WILLIAM  R,  DET  LT,  PLACER  CO  SO 

HARRIS,  DAVID  PAUL,  LT,  PLACER  CO  SD 

KEYES  DAVID  LEE,  SGT,  PLACER  CO  SD 

MAHLBERG,  RAYMOND  JOSEPH,  CPT,  PLACER  CO  SD 

MILAM,  DAVID  LAWRENCE,  SGT,  PLACER  CO  SD 

MORELLO,  MICHAEL  ANGELO,  COP 

NELSON,  RICHARD  LEROY,  SGT,  PD 

NUNES,  DONALD  J,  SHF  OF  PLACER  CO 

PASS.'DOSALD  MARIO,  CHF  INVSTGR .PLACER  CO  DA  OFC 

SARCINELLA,  ANDREW  JOSEPH,  LT,  PLACER  CO  SD 

SMITH,  JOHNNIE  WILLIAM,  INSPR,  PLACER  CO  SO 

VOYIATZES,  JAMES  ALAN,  LT,  PLACER  CO  SD 

WELDON,  JAMES  ROBERT,  LT,  PD 

WILLICK,  NICHOLAS  STEPHEN,  DIR,  DPS 


BRODERICK,  JOHN  PAUL,  COP 
PIHLAK,  KAREN  TAMAR,  CPT,  PD 

B155RSFANDERS0N,  ALLEN  MAC,  ASST  CHF,  PD 

ANDERSON  LEROY  P,  CHF  DEP,  KERN  CO  SD 

BAKER,  GARY  F,  CMDR,  KERN  CO  SO 

BEENE,  FRANKLIN  DEE,  LT,  KERN  CO  SD 

BENOIT,  JOHN  JOSEPH,  LT,  CA  HPTL 

BENTLEY,  LAWRENCE  EUGENE,  LT,  KERN  CO  DA  OFC 

BLACKBURN,  CLEO  ALBERT,  JR,  LT,  PD 

BRESSON,  GREGG  ERNEST,  INVSTGR,  KERN  CO  DA  OFC 

BRUMMER,  STEVEN  EUGENE,  LT,  PD 

CASH.  JAMES  R,  ASST  CHF,  PD 

CHEALaSdER,  HAROLD  BRUCE,  CMDR,  KERN  CO  SD 

CLEMENTS,  ROBERT  ELLIOTT,  LT,  CA  HPTL 

CRAFTON,  BOBBY  D,  CPT,  KERN  CO  SO 

dX  H^^R?'HA!SSRCyNVS?DGR,  KERN  CO  DAS  OFC 

DODGE,  CHARLES  HORACE,  SF  OF  KERN  CO 

FINDLEY,  JERRY  DEAN,  CMDR,  KERN  CO  SD 

FISHER  ROBERT  JOE,  LT,  KERN  CO  SO 

F  VECOAT  CHARLIE  V,  JR,  CMDR,  KERN  CO  SD 

FOTE,  LOREN  G,  CHF  CRIM  DEP,  KERN  CO  SO 

FREDENBURG,  DONALD  LEROY,  LT,  KERN  CO  SD 

GREER,  FRANK  C,  PATROLMAN,  PD 

GUTIERREZ,  ALFRED,  CPT,  KERN  CO  SD 

HAYNES  DAVID  J.  ASST  SHF,  KERN  CO  SD 

HILL ill  CHRISTOPHER  DONALD,  LT,  KERN  CO  DA  OFC 

HODGSON,  TAM  KEITH,  LT,  KERN  CO  DA  OFC 

KoVioSEPH  SSCHr*iNVPS?GR,  KERN  CO  DA  OFC 

KENT.  PAUL  C,  LT,  KERN  CO  SD 

KLEER,  EDWARD  L  JR,  SHF  OF  KERN  CO 

LACKEY  LAWSON  KEITH,  LT,  KERN  CO  SD 

MATLOCK.  ERIC  WENDELL,  CPT,  PD 

MCCATHRON,  RICHARD  WAYNE   CMDR  KERN  CO  SD 

MERRITT,  WILLIAM  DAVID,  CMDR,  KERN  CO  SD 

METTLER,  STEVEN  MARTIN,  CMDR,  PD 

MIDDLETON,  SAMUEL  KENT,  LT,  PD 


95 

112 

117 

147 

188 

140 

169 

159 

102 

178 

190 

113 
85  # 
97  # 
41  # 

120 

121 

195 
72  » 

152 
30  * 

129  n 
111 

167 
175 
183 

92  # 
143 

87 
137 
171 
187 
127 
132 
125  # 


154 


:.-■•• 


1£ 


CALIFORNIA  -  CALIFORNIA 


100 
146 
142 
149 
111 
148 

91 
118 
159 
113 
131 
107 
126 
114 
115 

70 


MILLER,  EDWARD  E,  CPT,  PD 

MOE,  STANLEY  DEAN,  CMDR 

MOESTA,  JOSEPH  DAVID,  JR,  LT,  PD 

MONTGOMERY,  PAUL  KENNETH,  LT,  KERN  CO  SD 

PATTERSON,  ROBERT  A,  COP 

PENDLETON,  ROBERT  DHIGHT,  CHF  INVSTGR,  PD 

PRICE,  ROBERT  0,  COP 

PUMPHREY,  BERTUS  RAY,  LT,  KERN  CO  SD 

ROTONDO,  F  MICHAEL,  LT,  CA  HPTL 

RUDDER,  BOBBY  M.,  LT,  PD 

SHELL,  HILLIE  LEE,  JR,  COP 

SKINNER,  HILLIAM  S,  CHF  INVSTGR,  KERN  CO  DA  OFC 

SORRELL,  JOSEPH  MICHAEL,  LT,  PD 

SPARKS,  CARL  L.,  LIEUTENANT,  KERN  CO.  SO 

THOMPSON,  HILLIAM  M,  ASST  CHF,  PD 

HIGGINTON,  DONALD  ROBERT,  ASST  CORONER,  KERN  CO 

YOUNGBLOOD,  DONNY  HAROLD,  LT,  KERN  CO  SD 


187 
158 
156 
161 
116 
171 


129 
180 
100 


144 
BANNING 

152  CROSS,  RUSSELL  GALE,  COP 

164   LANTERMAN,  GEORGE  RICHARD,  DEP  CHF,  PD 
BARSTOH 
173   ALCANTARA,  RUDOLPH  ANGEL,  SGT,  PD 

GIBSON,  CALEB  LELAND,  SR,  SGT,  PD 

GRACE,  MATT  LAHSON,  1ST  LT,  USMC 

HIBBETTS,  ARTHUR  EUGENE,  SGT,  PD 

LINDLEY,  JAMES  NOLAN,  SGT,  PD 

TATE,  ROBERT  R. ,  HO,  USMC 

WEBSTER,  JILL  ALICIA,  LT,  SAN  BERNARDINO  CO  SD 
BEAUMONT 

192  ACOSTA,  JOHN  ANTHONY,  LT,  PD 
BELL  GARDENS 

DONOHOE,  WILLIAM  LELAND,  COP 
FREEMAN,  FREDRICK  MARK,  CMDR,  PD 
HENSON,  PHILIPP  S.,  CHIEF  OF  POLICE 
BELMONT 
188   MATTEI,  DONALD  JOSEPH,  CMDR,  PD 
124   PIERUCCI,  JOSEPH  ADOLF,  CMDR,  PD 
119   SCALES,  JAMES  SHELDON,  LT,  PD 
BENICIA 

193  DELTORCHIO,  ALFRED  EDWARD,  SGT,  PD 
179   GARD,  DENNIS  MARTIN,  DEP  CHF,  PD 

153  GIULIANI,  OTTO  WILLIAM,  COP 
112  #  SILVA,  JOHN  F,  DEP  CHF,  PD, 

BERKELEY 
182   ALBERTS,  KAREN  SUE,  SGT,  UNIV  OF  CA  BERKELEY  PD 

BECKFORD,  GUILLERMO  ALEJANDRO,  CPT, UNIV  OF  CA  AT  BERKEL 
tt   BOWLES,  DERRY  E,  COP 

CARROLL,  PATRICK  JAMES,  CPT, UNIV  OF  CA  AT  BERKELEY  PD 
DELATOUR,  MICHEL  ALEXANDER,  LT,  PD 
tt   DORAN,  PHILIP  E,  CPT,  PD 

FOLEY,  HILLIAM  PATRICK,  JR,  CPT, UNIV  OF  CA  AT  BERKELEY 
HARRISON,  VICTORIA  LOUISE,  CHF,  UNIV  OF  CA  AT  BERKELEY 

#  HEALY,  MICHAEL  J.,  CPT,  PD 
KIDD,  WORTH  ROBERT,  LIEUTENANT,  PD 

tt   PETERS,  ROBERT  JOHN,  LT,  PD 

POLK,  JAMES  GREGORY,  CPT,  PD 
tt  ROSS,  JEWELL  L.,  CAPTAIN,  PD 
tt   WADMAN,  WILLIAM  W. ,  JR.,  ASST  SUPT  OF  POL,  UNIV  OF  CA  P 

#  WHALEY,  HENRY  F.,  LIEUTENANT,  PD 
BEVERLY  HILLS 

91  #  GEORGE,  PETER  A.,  LT.PD 

KOCH,  LOTHAR  FRED,  CPT,  PD 
KREINS,  EDWARD  S,  CITY  MANAGER 

#  PEDERSON,  MERVEL  R.,  CPT,  PD 
tt   SMITH,  JAMES  EDWARD,  LT,  PD 

THORPE,  JACK  ANTON,  LT,  PD 


174 

110 

162 

174 

115 

166 

154 

100 

8 

129 

134 

54 

40 

30 


123 
92 

117  # 
141  tt 
133 
BIGGS 

96 

BLYTHE 

93 


MOSLEY,  LEONARD  G. ,  CHIEF  OF  POLICE 


CHIEF  OF  POLICE 

CMDR,  BAY  AREA  TRANSIT 
CHIEF  OF  POLICE 


PD 


INGRAM,  HUGHY  B.,  CHIEF  OF  POLICE 
BORREGO  SPRINGS 

165   RHODES,  LYNN,  CHF,  CA  PARKS  &  REC 
BREA 

98   FORKUS,  DONALD  L., 
BRENTHOOD 
172   GOMES,  WADE  ALLEN, 
45  tt   SHEEHAN,  JOSEPH  J., 
BRIDGEPORT 

127  tt   MANN,  SANFORD  LEWIS,  USHF,  MONO  CO  SD 
106  #  REID,  WILLIAM  M. ,  LT,  CA  HPTL 

97   STRELNECK,  MARTIN  A,  JR,  SHF  OF  MONO  CO 
BRISBANE 

105   MARTINI,  E.  A.,  COP 
BRYTE 

141   BRADY,  CHARLES  THOMAS,  JR,  ASST  CHF,  CA  HPTL 
BUENA  PARK 

160   BLACK,  PATRICK  MICHAEL,  LT,  PD 

128  SELF,  CHARLES  SPENCER,  CPT,  PD 
BURBANK 

139   BOWERS,  GORDON  ALLAN,  CPT,  PD 
112  tt   CUTLER,  RICHARD  D,  LT,  PD 
125   FARRAND,  JAY  VINSON,  LT,  PD 
170   GILES,  ROBERT  EDWIN,  LT,  PD 
163   HOEFEL,  THOMAS  KEITH,  LT,  PD 
153   KOCH,  LARRY  WAYNE,  LT,  PD 
146   LATTA,  JOSEPH  TAYLOR,  LT,  PD 
172   MADRID,  RICHARD  MICHAEL,  SGT,  PD 
121  tt   PORRETTA,  SALVADORE,  JR,  SGT,  PD 
188   ROSOFF,  ERIC  BOYAN,  SGT,  PD 
79  tt   SMITH,  ROBERT,  LIEUTENANT,  PD 


105  tt    SMITH,  WILLIAM  B.,  CPT,  PD 
129    VALENTO,  JOSEPH  LEO,  LT,  PD 
BURLINGAME 
111  tt   CHASE,  THOMAS  B.,  LT,  PD 
CLARK,  JAMES  A,  LT,  PD 


103 
129 
79 
181 
121 


ELDREDGE,  JAMES  LORING,  SGT,  PD 


MISSEL,  GARY  WAYNE,  COP 
PARKIN,  JOHN  PHILIP,  SGT,  PD 
CALEXICO 
162   SANCHEZ,  MARIO  VALLEJANO,  CMDR,  PD 

137  SINGH,  MIGUEL,  COP 
CALIFORNIA  CITY 

145   DEMPSEY,  WILLIAM  HENRY,  COP 
CAMARILLO 

134   LATIMER,  JAMES  ALBERT,  LT,  PD 
CAMP  PENDLETON 

121   ALBRIGHT,  JERRY  WAYNE,  WO,  USMC 

176   BROUSSARD,  GORDON  ALEXANDER,  LTC,  USMC 
86   COURTNEY,  ROBERT  E.,  MAJ,  PMO,  USMC 

178  DUNN,  TYRONE  JOHN,  M/SGT,  USMC 
127   DURHAM,  JAN  MORTON,  LTC,  USMC 

131  tt   FABRIZIO,  JOSEPH,  MAJ/PROVOST  MARSHAL,  USMC 

138  tt   FENSLER,  ROBERT  KENNETH,  JR,  CWO  III,  USMC 
184   FORQUER,  JOHN  ALBERT,  MAJ,  USMC 

133  GOSSETT,  TIMOTHY  REID,  ILT,  USMC 

134  #  JACKSON,  CLYDE  RAY,  LT,  USMC 

179  JOHNSON,  TIMOTHY  MICHAEL,  CWO,  USMC 
189   LOCH,  EDWARD  LEON,  MSGT,  USMC 

88  tt   MATTHIAS,  RAYMOND  C. ,  CPT,  USMC 
74  tt   MCDONALD,  RICHARD  C,  COL,  USMC 

132  RAY,  JACK  EUGENE,  SECOND  LT,  USMC 
141  tt   RIPPY,  ROGER  LEE,  MAJ,  USMC 

119  tt   STRONG,  DAVID  PAUL,  WO,  USMC 
157  tt   WELCH,  RAY  ALFRED,  CPT,  USMC 
CAMPBELL 

172   GULLO,  DAVID  LAWRENCE,  LT,  PD 
CAPITOLA 
138   BRAUNTON,  DONALD  ERNEST,  COP 
152   GRANATA,  JOSEPH  III,  CPT,  PD 
125   HANNA,  THOMAS  ALLEN,  CPT,  PD 
168   MARTIN,  BRIAN  KEITH,  SGT,  PD 
141   RICCABONA,  VINCENT  JOHN,  SGT,  PD 
178   WHITE,  PATRICK  ROBERT,  SGT,  PD 
CARLSBAD 
172   FRIED,  GREGORY  KENT,  LT,  PD 

HASENAUER,  JOSEPH  EDWARD,  LT,  PD 

HAWKS,  JAMES  RE,  LT,  PD 

KELLOGG,  GENE  R. ,  CPT,  PD 

LAUGHLIN,  RALPH  W. ,  SR.,  COP 

LEWIS,  DON  TYLER,  LT,  PD 

METCALF,  DON  TERRY,  LT,  PD 

READY,  WILLIAM  THOMAS,  LT,  PD 

ROSSALL,  WALLACE  D. ,  CAPTAIN,  PD 

SHIPLEY,  MICHAEL  JOHN,  LT,  PD 

SUTTLE,  GEORGE  FREDERICK,  LT,  PD 

WALTON,  HARRY  E.,  SGT,  PD 


181 
167 
106 

89  tt 
177 
192 
122 

78 

187 

117 

103  # 

CARMEL 

76  # 

94 
171 

33  tt 
169 


ELLIS,  WILLIAM  H,  COP 
FISCHER,  FRANCIS  P.,  CAPTAIN,  PD 
HERT,  LUTHER  MARTIN,  JR,  CPT,  MONTEREY  CO  SD 
KLAUMANN,  CLYDE  PATTISON,  COP 
POITRAS,  WARREN  EDWARD,  JR,  DET  SGT,  PD 
CARMEL-BY-THE-SEA 

155   BOWMAN,  JON  SAMUEL,  LT,  PD 
CARPINTERIA 
163   DONNELLY,  MICHAEL  WILBUR,  LT,  PD 

91  tt   FRONTADO,  JOHN  R,  COP 
139   TIESO,  GARY  JOSEPH,  COP 
CASTLE  AFB 

101  *  MCCORMACK,  STEVE  W,  LTC,  USAF 
CASTRO  VALLEY 

177   LAPERA,  NORMAN  ANTHONY,  JR,  CPT,  EAST  BAY  REGIONAL  PARK 
CERES 
128   ARROLLO,  LEWIS,  CMDR,  PD, 
165   CHAPMAN,  JOHN  GARLEN,  CMDR,  DPS 
95  tt   CUNNINGHAM,  LEROY  B,  COP 
CHICO 
176   AEILTS,  ANTHONY  ALLEN,  LT,  PD 
150  tt   BRAGDON,  WILLIAM  THOMAS,  LT,  PD 
105  tt   BULLERJAHN,  ULRICH  F.,  COP 

186  GURROLA,  RUBEN  ANTHONY,  JR,  CPT,  PD 

193  MALONEY,  MICHAEL  ROBERT,  LT,  PD 
131   MASSIE,  JAMES  MARVIN,  COP 

CHINA  LAKE 

104   KAUPP,  STEPHEN  L,  DIR  OF  SEC,  NAVAL  WEAPONS  CENT 
CHI  NO 

187  BECKMAN,  STEVEN  RANDALL,  LT,  PD 

194  CISNEROS,  EDWARD  RICHARD,  LT,  PD 

40  tt   GORDON,  PAUL  SIGMUND,  LT,  CA  INSTITUTION  FOR  MEN 

176   MATTHEWSON,  THOMAS  WADSWORTH,  LT,  PD 

149   SILL,  RICHARD  LESLIE,  COP 

162   STUELAND,  CULLEN  B,  LT,  PD 

169   TOOLEY,  HARRY  ORSON,  SR,  LT,  PD 
CHOWCHILLA 

146   SMITH,  PATRICK  ALLEN,  COP 
CHULA  VISTA 

112   BLACKSTON,  DAN  L.,  SGT,  PD 

133   GIRDNER,  DEAN  CARLYLE,  JR,  LT,  PD 

104   KING,  HARLANDC,  LIEUTENANT,  PD 


PAGE 
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107    KOHLS,  JOHN  A.,  CAPTAIN,  PD 
35    HCCULLUM,  BERNARD,  COP 

51  »  ROBERTS,  EUGENE  B.,  CHIEF  OF  POLICE,  PD 
95    HINTERS,  HILLIAM  J.,  CHIEF  OF  POLICE 
CLAREHONT 

93   MOODY,  ROBERT  E. ,  COP 

C131T°NGACK0HSKI ,  JOHN  LOUIS,  CMDR,  CONTRA  COSTA  CO  SO 

181  tt   VENTURINO,  NORMAN  LEWIS,  COP 
CLEARLAKE 

185   CHALK,  ROBERT  SHELTON,  COP 

190   DICK,  GARY  LEE,  LT ,  PD 
CLOVERDALE  ,^„ 

139   PERSONS,  RODNEY  HENRY,  COP 

C190HELSULLIVAN,  HILLIAM  ARNOLD,  JR,  SGT,  PD 

Clfc5   DE  ANGELIS,  JOHN  JOSEPH,  COP 

60  tt   GRIFFITH,  A.  C. ,  CHIEF  OF  POLICE,  PD 

C119A#  NOONAN,  HILLIAM  JOSEPH,  CHF,  BROADMOOR  PD 

121  CONNOLLY,  PAUL  JOSEPH,  LT,  PD 

175  CROWE,  PATRICK  GEORGE,  COP 

167  HEUSTERBERG,  RANOALL  FRANK,  CPT,  PD 

189  MCCANN,  JOSEPH  FRANCIS,  LT,  PD 

184  RAUCH,  BRUCE  CHANCELLOR,  LT,  PD 

136  STEFFEN,  MERLE  KENNETH,  LT,  PD 

156  STRATTON,  JACK  HOWARD, 

C153SA  AUSTIN,  DOUGLAS  JAY,  LT,  COLUSA  CO  SD 

141   MARSHALL,  SCOTT  DREW,  CPT,  COLUSA  CO  SD 

93  U   MCDERMOTT,  JOEL  A,  USHF,  COLUSA  CO  SD 

138  OLIVER,  WILLIAM  WAYNE,  USHF,  COLUSA  CO  SD 

C033T#NINGRAM,  WILLIAM  K. ,  CHIEF  OF  POLICE 

73   THOMAS,  ARTHUR  M. ,  COMMANDER,  PD 
CONCORD 

189   ALCORN,  JAMES  JEFFREY,  LT,  PD 

117  tt   BURNS,  RICHARD  F.,  LT,  PD 

129  ft   COLLINS,  GEORGE  EDWARD,  CPT,  PD 

169    ERNST,  MARK  EDWARD,  LT,  PD 

139  EVANS,  ROBERT  EDWARD,  CPT,  PD 
163  GORDY,  RICHARD  JOSEPH,  LT,  PD 
166   JENNINGS,  JAMES  MADISON,  LT,  PD 

18356  .  KrSO^WA^^CRI^NVs'tGR.  NAVAL  AMMUNITION 

iS  '  Z\&.    cSnVwS.^T^PD 

99  tt   REDFERN,  ROBERT  H,  CPT,  PD 

72  tt  ROGERS,  SAMUEL  L.,  CAPTAIN,  PD 
158  SHUSTA,  ROBERT  MILHARD,  LT,  PD 
121  #  STRAKA,  GEORGE  JOHN,  COP 

94  tt   TAMBORSKI,  STEPHEN  F.,  CPT,  PD 
123   WILLIAMSON,  HARRY  HARDY,  SR,  LT,  PD 
154   ZWICKEY,  JARED  LOREN,  LT,  PD 

C137NA  DALZELL,  JOHN  ROBERT,  CPT,  PD 

108  tt   EVANS,  THOMAS  L.,  CHF  INVSTGR,  PD 

165   MARTIN,  ROBERT  JAMES,  LT,  PD 

115  tt   SAMPSON,  EDWARD  D,  DEP  CHF,  PD 

106   TALBERT,  BOBBY  J.,  COP 

133   VALLE,  JAMES  DALE,  CPT,  PD 
CORONADO  .   „„ 

160   ABEL,  BILL  GENE,  LT,  PD 

181   ADAMS,  JAMES  LEE,  SGT,  PD 

179   CROOK,  PAUL  WESLEY,  JR,  LT,  PD 

124   HUTTON,  ROBERT  STEWART,  COP 

172  RAPP,  GARY  ALAN,  SGT,  PD 
CORTE  MADERA  ,„,, 

167    EDELMAN,  JOHN,  CPT,  CA  HPTL 
88  tt   MCINTOSH,  DAVID  L.,  COP 

C°57A  "MCKENZIE,  ARTHUR  R. ,  DIR,  YOUTH  SERVICES  PROGRAM 
COVINA  „,   __ 

173  HARVEY,  ANDREW  J,  CPT,  PD 

143  OLIVE,  ROBERT  JACKSON,  CPT,  PD 

C105C#NBEARd!  BILL  R.,  USHF,  DEL  NORTE  CO  SO 

91  HOPPER,  GEORGE  T.,  SHF  OF  DEL  NORTE  CO 
CULVER  CITY 

144  tt   AUGUSTA,  FRANK  RICHARD,  LT,  PD 
163   BURCK,  WILLIAM  LEE,  LT ,  PD 

94   CARPENTER,  RICHARD  W. ,  LT,  PD 
124    ERICSSON,  DON  HAROLD,  LT,  PD 

79  #  LANG,  ARTHUR  E.,  JR.,  CAPTAIN,  PD 
141   MAHONEY,  THOMAS  EDWARD,  LT ,  PD 

109  MONCUR,  PAUL  G,  CPT,  PD 

82   rNK'jER'oV^cVoF  &.  LORIMER  STUDIOS 

92  tt   WALTER,  CURTIS  L.,  CPT,  PD 
CYPRF^S 

91  *  SAVORD,  GEORGE  H. ,  CHIEF  OF  POLICE 
194   HEUVE,  JAMES  LARRY,  LT ,  PD 

°165  CIAURILIO,  STEVEN  LEONARD,  SGT,  PD 

110  *  AUSTIN,  ROGER  RENNE,  CPT,  PD 

117  BARRON,  JAMES  JOHNSTON,  CPT,  PD 

118  *  CULLEY,  THOMAS  ROBERT,  LT ,  PD 
104  tt   DORAN,  JAMES  E.,  LT ,  PD 
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106  tt   GUZMAN,  EDWARD  G.  ,  CPT,  PD 
128   INGBRITSEN,  ROBERT  ARTHUR,  SGT,  PD 
172   JORDAN,  ROBERT  ALLEN,  CPT,  PD 
115   LOWE,  STEVEN  C,  LT,  PD 
134   MALLIN,  JOHN  RICHARD,  LT,  PD 
152   MENDIARA,  JAMES  RICHARD,  LT,  PD 
121   REESE,  THOMAS  GEORGE,  CPT,  PD 
142   SEGUINE,  RICHARD  KENNETH,  SGT,  PD 

97  tt   SIMS,  RICHARD  C.  ,  ASST  CHF,  PD 
178   WARREN,  JOHN  FRANKLIN,  LT,  PD 

35  #  RHODES,  ALLEN  A.,  CONSTABLE 

D170S  HANDY,  CALVIN  EARL,  CHF,  UNIV  OF  CA  AT  DAVIS  PD 

65  *  LUECKEMANN,  ARTHUR  P.,  COP 
DEL  REY  OAKS 
109   AMOS,  HERSCHEL  R.,  COP 


DELANO 

116 

120  * 

113  * 

145 
DIXON 
91  # 


COMBS,  EDWARD  L.,  DEP  CHF,  PD 
GARZELLI,  BERT  HOWARD,  CMDR,  PD 
HESLING,  HENRY  G,  CITY  MANAGER 
UHLES,  PHILLIP  WADE,  CMDR,  PD 


YOUNG,  DONALD  W.,  COP 
DOS  PALOS 

94   CROCKETT,  DAVID  J.,  SGT, 


PD 


DOWNEY 
192 
162 
110 
114 
105  tt 
101  tt 
95 


LOS  ANGELES  CO  PD 


PD 
PD 


BERKUTA,  NICHOLAS  III,  ASST  CHF, 
FINCH,  JOHN  CHRISTIAN,  LT,  PD 
FOSTER,  RONALD  D. ,  LIEUTENANT,  PD 
LUND,  WILLIAM  B.,  LIEUTENANT,  PD 
MAYES,  DEWEY  CLAYTON,  COP 
SHADE,  FORREST  D. ,  CAPTAIN,  PD 
STONE,  GEORGE  P.,  CAPTAIN,  PD 

E?48RDSGERLACH,  DOUGLAS  NEIL,  MSGT,  USAF 

E159AJ°CULLEN,  DORSEY  HURD,  JR,  CPT,  PD 
DART,  WALLACE  A.,  COP 
DAVIS,  JAMES  RICHARD,  CPT,  PD 
LEIN,  ROBERT  HENRY,  LT,  PD 
MCCLURG,  WILLIAM  FRANKLIN,  JR,  CAPT,  PD 
MOODY,  DANIEL  LOUIS,  LT,  PD 
MOREAU,  ROBERT  RAYMOND,  COP 
NARRAMORE,  RANDY  EARL,  LT,  PD 
NASIF,  RICHARD  LORING,  LT,  PD 
POSEY,  LEO  E,  LT,  PD 
SETZER,  DEBORAH  KAREN,  LT,  PD 
SMITH,  JACK  G.,  COP 
WALTERS,  DONALD  E.,  ASST  CHF,  PD 
WARD,  RICHARD  WAYNE,  LT,  CA  HPTL 
ri  CFNTRO 
176   BLANKENSHIP,  TIMOTHY  GENE   SGT   PD 

CARTER.  HAROLD  DEAN,  SHF  OF  IMPERIAL  COUNTY  SD 
GARCIA  MANUEL  PALLAN,  JR,  SGT,  IMPERIAL  CO  SD 
HACKETT   JAMES  MICHAEL,  ASST  SHF,  IMPERIAL  CO  SO 
HAKES   CHARLES  P  ,  SRMPORT  SPCLIST,  US  CUSTOMS 
HUGHES,  HERBERT  H. ,  SHF-CRNR,  IMPERIAL  CO  SD 
LOERA,  RAYMOND,  JR,  LT,  PD 
LONGORIA,  PAUL,  SGT,  PD 
MADUENO,  EDDIE  SILVA,  LT,  PD 
MERIDETH,  RONALD  NATHAN,  LT, 

rR^N,JW^?iSMAETM^?T;  lIId  RANGER,  BU  OF  LAND  MANAGE 
WHITMER,  THEODORE,  LT   IMPERIAL  CO  SO 
WOODWARD,  GUY  B.,  CHIEF  OF  POLICE,  PD 
EL  CERRITO  rr  _ 

158  #  BLEVINS,  ELMER  LEE,  JR,  LT, 
BOWERS,  ROBERT  EDWARD,  COP 
GIVENS,  DANIEL  GERALD,  COP 
KIRKLAND,  SCOTT  CHARLES,  CMDR, 
NELSON,  BRUCE  HENRY,  CPT,  PD 
REEVE,  PATRICK  T.,  COP 
WHITAKER,  ROBERT  E.,  COP 

E106°#°GARBER,  CHARLES  PHILIP,  MAJ,  USMC 
pi  MONTF 

173   ANKENY,  JAMES  WILLIAM,  ASST  CHF, 

121   CLAYTON,  WAYNE  CHARLES,  COP 

E165EGUBARKDULL,  DAVID  GRANT,  LT   PD 
CUMMINGS,  DAVID  ALBERT,  LT,  PD 
DEVILBISS,  JAMES  C,  COP 
GRAY,  ELIZABETH  CULLEN,  SGT,  PD 
GREEN,  RONALD  RICHARD,  CPT,  PD 
GRIMMOND,  TIMOTHY  JAMES,  CPT,  PD 
JOHNSON,  JAMES  H. ,  COP 
KRUMBACH,  WALTER  GEORGE,  LT,  PD 
LEIGH,  RICHARD  S.,  LIEUTENANT,  PD 
LEWIS,  RAYMOND  WAYNE,  CPT,  PD 
OGDEN,  JOHN  WALTER,  LT,  PD 
RADFORD,  ROBIN  SHAFER,  LT   PD 
VALENZUELA,  GEORGE  J.,  LIEUTENANT, 
WAYT,  JOHN  OWEN,  LT,  PD 
WOOD,  VERNON  LEROY,  ASST  CHF,  PD 

E103°#°HAUFF,  GRAYDON  D.,  MAJ,  PROVOST  MARSHAL,  USMC 
112   MOORE,  TERRENCE  L.,  CPT,  USMC 
173   PEN A,  SAMUEL  HECTOR,  JR,  GUNNERY  SGT,  USMC 

ESCALON 


67 
183 
132 
164 
178 
136 
141 
188 

97 
194 

97 

73 
194 


132 

193 

187 

49 

59 

174 

186 

184 

183 

192 

134 

135 

37 


69 
137 
169 
147 
103 

91 


181 

99 

188 

186 

128 

93 

168 

109 

139 

192 

159 

114 

151 

36 


PD 


PD 


PD 


PD 


•■-• 


CALIFORNIA  -  CALIFORNIA 

187    FOX,  DANNY  ALLEN,  LT,  PD 
180   MURKEN,  HALTER  PHILIP,  COP 
ESCONDIDO 


121 
171 
134 
82  tt 
125  tt 
116 
112  tt 
190 

86  # 
129  ft 
167 
127  # 

91  # 
EUREKA 
95 

87  # 
161 
113 
184 
109 
117 
117 

92 
131 
153 
186 

68  tt 
130 
172 
126 
EXETER 
107  # 

55  # 
FAIRFAX 


ASKEGREEN,  CHARLES  HEHITT,  CPT,  PD 
BENNETT,  BLAINE  JOSEPH,  JR,  CPT,  PD 
CALLANDER,  EARL  VERNON,  CPT,  PD 
CONNOLE,  JAMES  H,  COP 
FITZGERALD,  JOHN  DOUGLAS,  CPT,  PD 
HARRIS,  EDHARD  L.,  LIEUTENANT,  PD 
IPPOLITO,  MARK  T,  CPT,  PD 
MAHER,  JAMES  ROBERT,  LT,  PD 
SCHLEIGH,  RICHARD  H. ,  CAPTAIN,  PD 
STEIN,  MICHAEL  PAUL,  COP 
HHITE,  DUANE  DOUGLAS,  COP 
WILSON,  JOHN  ROBERT,  LT,  PD 
WOLFORD,  ROBERT  D,  ASST  CHF,  PD 

BATES,  GARY  W. ,  INVSTGR,  HUMBOLDT  CO  DAS  OFC 

BOLLMANN,  ROBERT  G,  INVSTGR,  HUMBOLDT  CO  DA  OFC 

DE  CARLI,  DENNIS  VICTOR,  CPT,  HUMBOLDT  CO  SD 

DOANE,  HENRY  B.,  LT,  HUMBOLDT  CO  SD 

DOUGLAS,  DAVID  ALLEN,  CPT,  PD 

DUTTON,  FREDRICK  H,  LT,  HUMBOLDT  CO  SO 

HARPHAM,  MURL  EUGENE,  CPT,  PD 

HEILMANN,  THOMAS  STEPHEN,  USHF,  HUMBOLDT  CO  SD 

HICKOK,  ROBERT  D.  ,  CHF  INVSTGR,  HUMBOLDT  CO  DAS  0 

HILL,  GEORGE  REX,  INVSTGR,  HUMBOLDT  CO  SD 

HONSAL,  WILLIAM  FREDERICK,  CPT,  PD 

KNIGHT,  STEPHEN  ERIC,  SGT,  HUMBOLDT  CO  SD 

LODWICK,  FRANK,  INVSTGR,  HUMBOLDT  CO  DAS  OFC 

MILLSAP,  ARNOLD  LAVONNE,  COP 

PHILP,  GARY  SHELDON,  CHF  DEP  SHF,  HUMBOLDT  CO  SO 

THIEL,  CHRIS  EMIL,  DET,  HUMBOLDT  CO  SD 

JEFFERS,  FRANK  F.,  COP,  PD 
MOREHOUSE,  ELMER  W. ,  COP 


186 
125 
107 
194 


188 
190 
184 
137 
131 


COP 


AKINS,  JERRY  A,  LT,  PD 
LAUGHLIN,  MICHAEL  TIMOTHY,  LT,  PD 
PEARCE,  SCOTT  LESLIE,  LT,  PD 
REPAR,  ROBERT  JOSEPH,  JR,  LT, 
SHORE,  DOUGLAS  LEE,  LT,  PD 
TELBAN,  JOHN  VICTOR,  SGT,  PD 
VIERRA,  WAYNE  VICTOR,  LT,  PD 
WILLIAMS,  JOSEPH  KING,  II,  COP 


PD 


127   GRASSO,  CHARLES  ALBERT,  COP 
FAIRFIELD 
143   GERRANS,  ARTHUR  WILLIAM,  CRIM  INVSTGR,  SOLANO  CO  DA  OFC 
HALL,  JACK  LYNN,  LT,  SOLANO  CO  SD 
KIDDER,  CHARLES  EDWIN,  LT,  CA  HPTL 
LAVRAR,  TOMMY  R.,  LIEUTENANT,  PD 
LUCAS,  FRANK,  SGT,  SOLANO  CO  SO 
95  #  PAUL,  WAYNE  W,  CPT,  PD 
194   RODGERS,  GARY  WAYNE,  SGT,  PD 
SHIPP,  MONTY  ANTHONY,  SGT,  PD 
STANTON,  GARY  ROBERT,  LT,  SOLANO  CO  SO 
THOMAS,  TERRY  LEE,  LT,  PD 
WALKER,  JAMES  LARRY,  LT,  DPS 
WEBER,  GERALD  LYLE,  LT,  SOLANO  CO  SD 
FILLMORE 

100   BREWER,  WILLIAM  A. 
FOLSOM 

115  tt 
171 
154 
163 
149 
191 
176 
142 

FONTANA 

99   BENCH,  DARREL  L.,  INSPR,  SAN  BERNARDINO  CO  SD 
BENNETT,  STANLEY  BRERETON,  CPT,  PD 
CLARK,  LARRY  JAMES,  LT,  PD 
EDMONSON,  ROBERT  EDWARD,  SGT,  PD 
HUTCHINSON,  DOUGLAS  DUANE,  LT,  PD 
SCIALDONE,  FRANK  JOHN,  CPT,  PD 
SCOTT,  SAMUEL  CLARENCE,  COP 
STOUT,  EDWARD  FREDERICK,  COP 
FORT  BRAGG 

155   WISEMAN,  RICHARD  EDWARD,  COP 
FORT  IRWIN 
169   BESS,  BRENDA  KAY,  CPT,  USA 
168   DOYLE,  RANDAL  LYNN,  SA,  USACIDC 
FORT  ORD 
112   KREBILL,  GENE  D. ,  SA,  USA  CID 
164   SAGE,  DAVID  RAY,  SA,  USACIDC 
89   TAYLOR,  JOHN  R. ,  MA J,  USA 
120   TENORIO,  THOMAS  PANGELINAN,  SA,  USACIDC 
FOSTER  CITY 

118  tt   PLATT,  RICHARD  EVERETT,  LT,  SAN  MATEO  CO  SO 
FOUNTAIN  VALLEY 

116  tt   BARLOW,  LEWIS  W. ,  LT,  PD 
BEDDOW,  JOHN  R.,  CPT,  PD 
DENISI,  WILLIAM  HORACE,  CPT, 
GILLMAN,  RODNEY  EARL,  CAPT, 
GRISWOLD,  LARRY  ALAN,  LT,  PD 
HANRAHAN,  K  MICHAEL,  LT,  PD 
MCCLAIN,  ROBERT,  CPT,  PD 

71  tt   MICHAELIS,  CHARLES  W.,  CAPTAIN, 
160   MOSLEY,  ROBERT  LEE,  LT,  PD 
FREMONT 
186   ARROYO,  GUSTAVO  EMIGDIO,  LT,  PD 
CLARK,  STEVEN  CARROLL,  LT,  PD 
CROSS,  BRIAN  JOHN,  SGT,  PD 
GOVE,  JANET  LYNN,  LT,  PD 

HAGAN,  FREDERICK  WILLIAM,  CPT,  ALAMEDA  CO  SD 
108  tt   HEYEN,  HARRY  C,  JR,  DEP  CHF,  PD 


178 
182 
188 
170 
159 
154 
131 


109 
131 
149 
193 
168 
123 


145 
128 
173 
158 


PD 
PD 


PD 


161  HUNT,  RONALD  EUGENE,  CPT,  PD 

176  LANAM,  MICHAEL  WILLIAM,  CPT,  PD 

183  LIVINGSTON,  DAVID  ORD,  CPT,  PD 

150  LOYD,  STEVEN  MICHAEL,  LT,  PD 

156  MCKIERNAN,  JAMES  PATRICK,  J,  LT,  PD 

137  tt  MURRAY,  RONALD  LEE,  LT,  PD 

132  tt  PARKER,  DENNIS  DEAN,  SGT,  PD 

166  PILE,  ROBERT  CLAIR,  SGT,  PD 

141  tt  RAGER,  RODGER  WESLEY,  JR,  LT,  PD 

128  STECKLER,  CRAIG  THEODORE,  COP 

FRENCH  CAMP 

178  HEIN,  STANLEY  WALTER,  LT,  SAN  JOAQUIN  CO  SD 

MILLS,  LAWRENCE  CHARLES,  LT,  SAN  JOAQUIN  CO  SD 
MOORE,  STEPHAN  DAMIAN,  LT,  SAN  JOAQUIN  CO  SD 


195 
185 
FRESNO 
188 
135 

40  tt 
139 

14  * 
113  * 
148 
150 
170 
158 

93  tt 
143  tt 
140 
156 
129 
191 
181 


ADOLPH,  RONALD  HERBERT,  SGT,  FRESNO  CO  SD 

ANDERSON,  RODNEY  GENE,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

BAKER,  LEE  W. ,  DEP  CHF,  PD 

BENNETT,  DEBORAH  JANE,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

BERGON,  FRANK  A.,  PTLM,  PD 

BOLING,  WAYNE  C,  LT,  FRESNO  CO  SD 

BUTTON,  LYNN  EDWARD,  CPT,  PD 

CARVALHO,  JOSEPH  VERNON,  LT,  PD 

COLEMAN,  GREGORY  ALLEN,  LT,  PD 

DAVIS,  JERRY,  LT,  PD 

DENNIS,  DON  A.,  CPT,  FRESNO  CO  SD 

DRAGOO,  WILLIAM  MORRIS,  LT,  PD 

FRIES,  JOHN  MARTIN,  JR,  LT,  PD 

GALLAGHER,  GERALD  ALLEN,  LT,  FRESNO  CO  SD 

GATTIE,  THOMAS  H,  JR,  SGT,  FRESNO  CO  SD 

GOMEZ,  FRED,  LT,  FRESNO  CO  SD 

GUTHRIE,  MICHAEL  GALEN,  LT,  PD 
121  #  HOGUE,  KENNETH  EDWARD,  CPT,  FRESNO  CO  SO 
55  tt   HUNT,  GLENISTER  A.,  SGT,  FRESNO  CO  SD 

HYLTON,  RODNEY  TALMADGE,  ASST  CHF  INVSTGR,  FRESNO  CO  DA 

KENNEDY,  DARAL  EDMUND,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

KING,  STEVEN  RAY,  LT,  CA  STATE  UNIV  PD 

LEEDOM,  MICHAEL  D. ,  SGT,  CA  STATE  UNIV  POL 

LEHMAN,  WILLIAM  ALFRED,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

LEONARDO,  MICHAEL,  LT,  FRESNO  CO  SD 
tt   LINDSTROM,  RICHARD  JOHN,  LT,  PD 

MAGARIAN,  STEVEN  DAN,  SHF  OF  FRESNO  CO 

MCDONALD,  ROBERT  EDMONDS,  LT,  FRESNO  CO  SD 

MCKINNEY,  HAROLD  C.  ,  SH  OF  FRESNO  CO 

MONTAGNER,  DAVID  PETER,  ASST  CHF,  PD 
tt   MORTLAND,  WILLIAM  J.,  JR.,  DEPUTY  CHIEF,  PD 

#  NELSON,  LARRY  C. ,  CPT,  CO  SD 
PAPAGNI,  DOUGLAS  MICHAEL,  LT,  FRESNO  CO  SD 

tt   PASSMORE,  RONALD  THALEN,  LT,  PD 

PERRY,  MICHAEL  DUANE,  DET,  FRESNO  CO  SD 

PIERCE,  RICHARD  GUY,  LT,  FRESNO  CO  SD 
tt   PRYCE,  JAMES  HURCHEL,  JR,  LT,  PD 

RICHARDS,  LIONEL  C,  ASST  CHF,  CA  SPOL 

#  RIDDLE,  RODNEY  J.,  CPT,  FRESNO  CO  SD 
RISCHE,  ROBERT  MARTIN,  JR,  SSA,  CA  DOJ 
SOUZA,  RICHARD  JOHN,  ASST  SHF,  FRESNO  CO  SD 
STOUT,  ANTHONY  ROBERT,  LT,  FRESNO  CO  SD 
TUCKER,  JUDITH  LYNN,  SUPR  SR  INVSTGR,  FRESNO  CO  DA 
UNRUH,  DELBERT  RAY,  ASST  CHF,  FRESNO  CO  DA  OFC 
WHITE,  RICHARD  CLAY,  JR,  LT,  FRESNO  CO  SD 
WOOD,  RONALD  THOMAS,  CHF,  FRESNO  CO  SD 

FULLERTON 

68  tt   BORNHOFT,  WAYNE  H.  ,  COP 

BURKS,  ALLEN  WAYNE,  CPT,  PD 

CAVE,  DOUGLAS  LELAND,  SGT,  PD 

HERNANDEZ,  ANTONIO  HERNANDEZ,  LT,  PD 

KING,  FRED  M. ,  CAPTAIN,  PD 

KREITZ,  GORDON  R,  CPT,  PD 

LOPEZ,  JESS  ANDREW,  SGT,  CA  STATE  UNIV-FULLERTON  P 

MATSON,  STEVEN  MALCOLM,  SGT,  PD 

MAYNARD,  MICHAEL  CARSON,  SGT,  PD 

MCKINLEY,  PATRICK  E.,  COP 

ROWELL,  RONNY  TERRELL,  LT,  PD 
GARDEN  GROVE 
171   ABRECHT,  DAVID  JAMES,  CPT,  PD 
111   CORONA,  PANFILIO  H. ,  LT,  PD 
101   DAVIS,  MONTE  R.,  CPT,  PD 
195   HAMILTON,  SCOTT  ROBERT,  LT,  PD 
115   HODGES,  LAWRENCE  E. ,  LIEUTENANT,  PD 
68   KESSLER,  FRANCIS  RICHARD,  COP 
152   ROBERTSON,  JOHN  RICHARD,  CPT,  PD 
105   ROBERTSON,  ROSS  H. ,  LIEUTENANT,  PD 

107  SIANEZ,  MICHEAL,  LIEUTENANT,  PD 
103  tt   VANHORN,  WILLIAM  P.,  JR.,  LT,  PD 

108  WILSON,  WAYNE  T.,  LIEUTENANT,  PD 
GARDENA 


129 
175 
165 
111 
179 
150 
151 
120 
130 

74 
129 

10 
110 
181 
146 
127 
122 
138 
115 

45 
134 
125 
151 
154 
157 
126 
123 


179 
190 
185 
92 
105 
184 
177 
182 
110 
159 


i 
\ 

3 


116 
94 
GILROY 
131 
145 
141 


PROPSTER,  RICHARD  K. ,  COP 
TRAYLOR,  BRUCE  E.,  CAPTAIN, 


PD 


MCCUISTON,  BILLIE  JOE,  CMDR,  PD 
PHILLIPS,  JOSEPH  M,  JR,  CPT,  CA  HPTL 
SUMISAKI,  ROY  MASAO,  COP 
GLENDALE 
112  tt   ANTHONY,  JAMES  E.,  COP 
164   BILHEIMER,  JACK  STANLEY,  LT,  PD 
40  tt   BROHN,  PHIL  M.  ,  CPT,  PD 
180   DEPOMPA,  RONALD  LEROY,  CPT,  PD 
193   DISTASO,  MARK  WAYNE,  LT,  PD 
186   EDEY,  RAYMOND  ANTHONY,  LT,  PD 
47   HARTMAN,  FRED,  DETECTIVE,  PD 


PAGE 
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S3 


126 
145 
151 
183 
143 
176 
155 
158 


ROBERT  ELIJAH,  JR,  CHO  III,  USA 
PD 


,  PD 
PD 
CPT, 

PD 
PD 


PD 


PD 


LATHROP, 

MCMAHON,  BROOK  JAMES,  CPT 
POST,  MICHAEL  STANLEY,  LT 
ROCK,  MICHAEL  JOSEPH,  LT, 
RUTKOSKE,  THOMAS  MICHAEL, 
SHADE,  DONALD  S,  LT,  PD 
STOLZE,  GERALD  LOUIS,  CPT, 
SWINFORD,  JAMES  MERLE,  LT, 
GRASS  VALLEY  .   „„ 

172   HART,  GREGORY  DEAN,  LT ,  PD 
144   JOHNSON,  HAROLD  JEROD,  LT, 
138   MOUSER,  MELVIN  HAYNE,  COP 
102  *  SECK,  J  VINCENT,  SGT,  PD 
CU  I  Dl  FY 

74   GEYER,  HOHARD  E.,  CHIEF  OF  POLICE 
GROVER  CITY 

100   BROHN,  DAVID  L.  ,  COP 
HALF  MOON  BAY 

99  I  DOVE,  ROBERT  L,  COP 
127  0  GONZALES,  JOHN  EDHARD,  JR,  COP 
HAN  FORD 

93  tt   ALCORN,  DAVID  L,  USHF,  KINGS  CO  SO 
122   CLARK,  TOMMY  MONROE,  SHF  OF  KINGS  CO 
34  tt   CLYDE,  ORVIE  H. ,  SHF  OF  KINGS  CO 
58   HENDERSON,  CURTIS  L.,  CHIEF  OF  POLICE,  PD 
HAWTHORNE  .   „ 

178   EFFLER,  MICHAEL  JAY,  LT,  PD 

MCINERNY,  JAMES  MICHAEL,  II,  LT 
PORT,  STEPHEN  RICHARD,  CPT,  PD 
PRENTICE,  RICHARD,  JR,  CPT,  PD 
VAN  HORN,  JONATHAN  S,  COL,  USA 


PD 


PD 


165 
149 
155 
78  tt 
HAYHARD 

93  tt   BENNETT,  KEITH  Y,  CPT,  PD 
BRANN,  JOSEPH  EUGENE,  COP 
BREAZEALE,  CHARLES  FRANCIS,  LT, 
DETTMER,  RICHARD  LEROY,  CPT,  PD 
FARROH,  JOSEPH  ANDREW,  CPT,  CA  HPTL 
FELICIANO,  DANIEL  BAYES,  CHF,  CA  STATE  UNIV  PD 
HEITZ,  CHARLES  MARTIN,  LT,  PD 
KELLY,  GEORGE  JR,  CPT,  PD 

&KE5o8ftSrSuR  SPEC  INVSTGR,  CA  DMV 

ROMERO,  FRANK  R,  LT ,  PD 

STERLINSKI,  RAY  R,  CPT,  PD 

TRIMBLE,  JAMES  EDMUND,  CPT,  PD 

TRUSCOTT,  PRATT  D,  LIEUTENANT,  PD 

WALLACE,  PAUL  ALAN,  LT,  PD 


144 

165 

132 

170 

146  J 

162 

95  I 
150 
151 
102 

98 
184 
112 
157 
HEMET 
172 
160 
100 


CABRERA,  RODOLFO  RAFAEL,  LT,  PD 

DEICHSEL,  RAY  GREGORY,  CMDR,  PD 

PUTNAM,  JERRY  D,  COP 
HERMOSA  BEACH 

95  tt   DAVIS,  BILL  K,  SGT,  PD 
179   ENDOM,  STEVEN  GORDON,  SGT,  PD 

KEARIN,  JOHN  JOSEPH,  LT,  PD 

LAVIN,  MICHAEL  JAMES,  CPT,  PD 

MEBIUS,  JOHN  JOHANNES,  CPT,  PD 

WRIGHT,  MARK  ALLEN,  LT,  PD 
HILLSBOROUGH 
168   MUSSER,  THOMAS  MERLE,  CMDR,  PD 

OCONNOR,  MATTHEW  PETER,  CMDR,  PD 

PIVERONAS,  ROBERT  EDWARD,  CMDR,  PD 

STERNER,  ROY  DONALD,  LT,  PD 

VOSS,  HERMAN  E,  LT,  PD 

H158ISTHILL,  CURTIS  JOHN,  SHF  OR  SAN  BENITO  CO  SD 

93  tt   NYLAND,  HARVEY  S.,  SHF-CORONER,  SAN  BENITO  CO  SD 
176   PIERPOINT,  JAMES  WILLIAM,  JR,  COP 
HUNTINGTON  BEACH 
187   ARNOLD,  JONATHAN  WHAN,  LT,  PD 

#  BURKENFIELD,  MICHAEL  C,  CPT,  PD 

CUTSHAW,  JAMES  MICHAEL,  LT,  PD 
tt   EKSTROM,  BERT  T.,  CPT,  PD 

GILDEA,  PATRICK  FRANCIS,  LT,  PD 
JENKINS,  DONALD  L.,  CAPTAIN,  PD 
KELLY,  BRUCE  CURTIS,  LT,  PD 
MAMELLI,  WILLIAM  DAVID,  LT, 
MCERLAIN,  EDWARD  JAMES,  JR, 
tt   PAYNE,  GROVER  L.,  COP 

POE,  CHARLES  ROBERT,  LT,  PD 
REINHOLTZ,  JACK  LEONARD,  LT, 
tt   ROBITAILLE,  EARLE  W. ,  COP 
tt   SCHNEBLIN,  MERLIN  R,  CPT,  PD 

SOLLECITO,  ANTHONY  JOSEPH,  LT ,  PD 
HISNIEWSKI,  STEVE  STANLEY,  DIR,  DPS 
YOUNG,  BRUCE  WALTER,  CPT,  PD 
HUNTINGTON  PARK 
171   GHALTNEY,  MICHAEL  JONATHAN,  LT, 
194   PEELER,  STEPHEN  CRAIG,  LT,  PD 
HURON 

48  *  ENOS,  CLARENCE,  COP 
IMPERIAL  BEACH 

69  #  LECOUNT,  FRANK,  COP 

MCCLESKEY,  CURTIS  D,  COP 


183 
163 
145 
173 


191 

195 

150 

91 


107 
183 
101 
174 
109 
176 
167 
179 

99 
178 
141 

91 
148 
192 
125 
143 


PD 
CPT, 


PD 


PD 


PD 


100  tt 
INDIO 
182 
99  tt 
178 
130 


INGLEHOOD 


BAYNE,  ORIEN  JAMES,  SR  INVSTGR,  RIVERSIDE  CO  DA  OF 
CROSS,  CURTIS  R.,  COP 
HAGGARD,  DAVID  LEE,  JR,  LT,  PD 
TINDEL,  ROBERT  HOUSTON,  CPT,  CA  HPTL, 


PD 


AUGUSTA,  ALEXANDER  N.,  CPT, 
COOK,  RALPH  D.,  CPT,  PD 
DIEMER,  JOHN  E.,  JR.,  CPT,  PD 
GAVNEY,  ROBERT  EUGENE,  DEP  CHF, 
STROH,  JAY  R,  COP 
TANEYHILL,  JOHN  I.,  CAPTAIN,  PD 


PD 


EICHMAN,  DONALD  ALLEN,  OFCR 
KAUCHER,  TERRELL  G. ,  COP 
PARKER,  CHRIS  WILLIAM,  CPT, 


II,  CA  DEPT  OF  FORESTRY 
CA  DEPT  FORESTRY/FIRE  PRO 


PD 


ALLEVATO,  SAM,  JR,  LT,  PD 

HUME,  THOMAS,  JR,  LT,  PD 

KERMODE,  JEFFERY  JOHN,  SGT, 

MUIR,  ALBERT  WILLIAM,  JR,  LT,  PD 

POVEY,  PHILIP  FRANCIS,  II,  SGT,  PD 

RODGERS,  PATRICK  ALAN,  LT,  PD 

STANLEY,  KATHLEEN  ROSE,  CHF,  UNIV  OF  CA  AT  LA  PD 


106 

116 

108 

126 

90 

94 

IONE 

130 
95 

182 
IRVINE 

171 

192 

183 

173 

179 

159 

164 
JACKSON 

125   ALDER,  THOMAS  DUNLAVEY,  COP 

JA68S#°JAMES,  DOUGLAS  B.,  CONSTABLE  5TH  JUDICIAL  DIS,  TU 

ISITgIST,  WALTER  E.,  CHIEF  OF  POLICE 
LA  HABRA 

144  MEEHAN,  RONALD  DREW,  COP 

181  RAMMELL,  TERRY  MARTIN,  CPT,  PD 
174   REES,  JOHN  ANDREW,  CPT,  PD 

LA  MESA  „   „ 

114  tt  AMES,  NORMAN  R,  CPT,  PD 

151  BARRETT,  BOBBY  GENE,  LT,  PD 

128  #  BEATTY,  MAURUS  WAYNE,  CPT,  PD 

182  BRADDY,  CHARLES  RAY,  SGT,  PD 
104  tt  BURKE,  BERNARD  C,  SGT,  PD 
191  CANTOR,  GREGORY  DALE,  SGT,  PD 

93  tt   COOK,  BERLYN  J.,  CPT,  PD 
71  tt   FACH,  DONALD  G,  COP 

145  JOSLYN,  ALLAN  LEROY,  CPT,  PD 
156   LANNING,  ALAN  EDWARD,  CPT,  PD 
172   MARKS,  TERRANCE  GUY,  SGT,  PD 
134  #  MEEK,  JAMES  L,  SGT,  PD 

118   MITCHELL,  WALTER  WILLIAM,  COP 

140   MURPHY,  DENNIS  MICHAEL,  SGT,  PD 

137   OLEKSOW,  RENE  JOHN,  JR,  LT,  PD 

131   PEIGHTAL,  CHARLES  R,  SGT,  PD 

164   SACCO,  GLORIE  JULIE,  SGT,  PD 

169   SEARS,  KEITH  RHODES,  SGT,  PD 

120  #  SOTO,  ROBERT  RONALD,  COP 

136   WIRTZ,  CARL  OSCAR,  JR,  LT,  PD 

144   WOLFE,  MICHAEL  WILLIAM,  LT,  PD 
LA  PALMA 

172   GIAMPA,  VINCENT  JOHN,  COP 

127   HANSEN,  NORMAN  GERALD,  COP 
LAGUNA  BEACH 

19  *  BLAKENEY,  JACK  L.,  COP 

96   CAVENAUGH,  WILLIAM  J,  CMDR,  PD 

107   DILLON,  FRANKLIN  J.,  LT,  PD 

103  #  PURCELL,  NEIL  J,  JR,  COP 

U91  TlOWE,  RICHARD  J.,  CPT,  EL  DORADO  CO  SD 

L102P#RBENEVEDES,  RAYMOND  R,  SHF  OF  LAKE  CO 
138   BUCHHOLZ,  GARY  RAYMOND,  CPT,  LAKE  CO  SD 

123  CAMPBELL,  JAMES  LOUIS,  COP  ^ 
III   CLAUSEN,  KEITH  CLIFFORD,  USHF,  LAKE  CO  SD 

130  ENGSTROM,  THOMAS  WALTER,  COP 

131  MARKHAM,  JEFFREY  BARTON,  CPT   LAKE  CO  SD 
131  tt   MILLS,  GERALD  WAYNE,  CPT,  CA  HPTL 

life   OSTINI,  DENNIS  WILLIAM,  LT   LAKE  CO  SD 

124  tt   PERKINS,  VERL  GLEN,  CPT,  LAKE  CO  SD 
146   POWERS,  MICHAEL  JOHN,  LT,  LAKE  CO  SD 

93  tt   ROCHESTER,  ALVIE  G,  SHF  OF  LAKE  CO 
11?  #  ROXSON.  GEORGE  D. ,  CPT,  LAKE  CO.  SD 
HI  #  WEBB  CARLOS  BROOKS,  JR,  LT,  LAKE  CO  SD 

L141W0°B0STIC,  MICHAEL  JOHN,  CMDR,  PD 

L1UASTGR0VES,  ELSWORTH  E. ,  CPT,  CA  HIGHWAY  PTL 
97   RENZELMAN,  DAVID  M,  DET  MGR,  USAFOSI 
160   STOCKHAM,  RICHARD  ALLAN,  LT,  CA  HPTL 

L161SPUCASTEEN,  MICHAEL  RICHARD,  SGT,  TWIN  CITIES  PD 
124   GREEN?  PHILLIP  DALE,  CHF,  TWIN  CITIES  PD 
U3   HOKE,  ANTHONY  THOMAS,  CPT,  TWIN  CITIES  PD 

i  AVFRNE 

28  tt   CASE,  HARVEY  MARCUS,  COP 

LINDSAY 

II  I   MAhSn!  RMERtS   CONSTABLE  AND  ACTING  COP 
I TVERMORE 

itS '  KS.'iSSS.  V>v  of  «  po 

111  tt   JENSEN,  ROBERT  I.,  CHF,  PROTECTIVE  SERV 
180   SIBLEY,  RICHARD  JAMES,  CPT,  PD 
LIVINGSTON 

99  #  MCKINNEY,  HAROLD  D. ,  COP 

SHAMBAUGH,  DANIEL  EARL,  LT,  PD 


187 

LODI 

161 

193 


ADAMS,  JERRY  JAY,  CPT,  PD 
CUNNINGHAM,  DENNIS  RAY,  SGT,  PD 
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154   HANSEN,  LAWRENCE  DONALD,  COP 

148  tt   MARTIN,  JOHN  ALFORD,  CPT,  PD 

152   MAUCH,  CHARLES  ALVIN,  CPT,  PD 

159   MCDANIEL,  BRUCE  FRANKLIN,  LT,  PD 

185   MURRAY,  GAROLD  LEE,  LT,  PD 

165   SCHICK,  JAMES  BELLFORD,  CPT,  PD 
57  tt   SPERLING,  MILES  WILLIAM,  CAPTAIN,  PD 

134  tt   WILLIAMS,  FLOYD  ALFRED,  COP 
LOMA  LINDA 

75   LINN,  GLADE  A.,  CPT  SEC  DEPT,  JERRY  PETTIS  VA 
LOMITA 

165 
LOMPOC 

169 

111 

104 
99  tt 

127 
LONG  BEACH 

127  tt   ALFORD, 


MANUSIA,  JOSEPH  RUSSELL,  LT,  LOS  ANGELES  CO  SD 

BROWN,  WILLIAM  FREDERICK,  JR,  COP 
HEBERT,  ROBERT  0.,  CAPTAIN,  PD 
RAMOS,  MELVIN  W. ,  CAPTAIN,  PD 
SMITH,  JIMMY  D.,  COP 
WESTGATE,  JAMES  HOWARD,  CPT,  PD 


ROBERT  DONALD,  CPT,  PD 

168  BATTS,  ANTHONY  WILLIAM,  CMDR,  PD 

176  BONSWOR,  STEPHEN  ENDLY,  CMDR,  PD 
115  It   BOSTARD,  DOUGLAS  E.,  LT,  PD 

180  BRETZA,  JOHN  HARRY,  CMDR,  PD 

172   BROWN,  DALE  LAVERNE,  DEP  CHF,  PD 
98  tt   DRUMMOND,  DOUGLAS  S.,  CMDR,  PD 

189  FIERRO,  LINDA  MARIE,  LT,  PD 
160   FIRST,  DONALD  MICHAEL,  LT,  PD 
124  tt   FORBES,  ROBERT  EVAN,  CMDR,  PD 
195   GADBAW,  JAROLD  GEORGE,  LT,  PD 

184  GEORGE,  ALBERT  ARTHUR,  LT,  PD 

177  HALLIDAY,  GARY  LEE,  LT,  PD 

169  HAUN,  RONALD  COLEMAN,  SGT,  PD 
131  tt   HOLTON,  GEORGE  WATT,  CPT,  PD 

181  HULSEY,  TED  R,  CMDR,  PD 
194   JACOBS,  JOHN  CRAIG,  LT,  PD 

185  JOHNSON,  JEFFRY  LELAND,  LT,  PD 
153   JORDAN,  RAY  EDWARD,  CMDR,  PD 
192   KILMER,  KEITH  LAWRENCE,  LT,  PD 

190  KING,  JUDITH  DIANE,  LT,  CA  ST  UNIV  AT  LONG  BEACH  P 
130   KOOB,  BOBBY  MAURICE,  SGT,  PD 

165   LANCE,  JEROME  EMERY,  CMDR,  PD 
60  tt   LANDSDOWNE,  PAUL  F,  CPT,  PD 
106   LLOYD,  CLIFTON  NORMAN,  DIR,  DPS 
LUMAN,  ROBERT  MARQUIS,  COP 

#  MICKELSON,  RODNEY  DELBERT,  LIEUTENANT,  PD 
MILLER,  GEORGE  HENRY,  JR,  LT,  PD 
MILLER,  JAMES  E.,  LIEUTENANT,  PD 

tt   MOONEY,  WILLIAM  J.,  COP 

RICHENS,  GARY  THOMAS,  LT,  PD 

*  ROBINSON,  DOUGLAS  W,  DEP  DPS,  CA  STATE  UNIV  AND  COL 
SHELLEY,  KIMBALL  MARK,  COMMANDER,  PD 

tt   STOVALL,  WILLIAM  F.,  JR.,  DEPUTY  CHIEF,  PD 
tt   USSERY,  CHARLES  B.,  COP 

VAN  COUTREN,  ANTHONY  LANE,  DEP  CHF,  PD 

VANOTTERLOO,  ALVIN,  CMDR,  PD 

WALTON,  TERRY  MICHAEL,  LT,  PD 

WEBSTER,  DENNIS  LEE,  LT,  PD 
LOS  ALAMITOS 
135   BIGGERSTAFF,  GARY  LEE,  LT,  PD 

CABOT,  ROBERT  E.,  COP 

GUESS,  JAMES  DAVID,  COP 

LEWIS,  ORVILLE  ROBERT,  JR,  CMDR,  PD 

MCDANIEL,  KELSON  L.,  COP 

SWEARINGEN,  LYELL  DUANE,  SGT,  PD 
LOS  ALTOS 
89  tt   BRANNAN,  RICHARD  G.  ,  COP 
144  tt   JONES,  RONALD  LEONARD,  COP 
64  tt   RENSHAW,  ROLAND  R.  ,  CHIEF  OF  POLICE 
LOS  ANGELES 
146   ABLOTT,  JO  ANNE,  SGT,  LOS  ANGELES  CO  SD 

ADAMS,  PATRICIA  ANN,  DET  III,  PD 

ALLEN,  WALTER,  III,  SAC,  CA  DOJ 

ALLEY,  WILLIAM  H. ,  JR.,  INSPR,  LOS  ANGELES  CO  SD 
tt   ALLSOP,  WALTER  D.  ,  INSPR,  LOS  ANGELES  CO  SD 

ANDERSON,  LARRY  LEE,  CPT,  LOS  ANGELES  CO  SD 

ANDERSON,  LUCINDA  B,  SGT,  LOS  ANGELES  CO  SD 

ANDERSON,  SANDRA  SUE,  SGT,  LOS  ANGELES  CO  SO 

ASHBY,  GLADYS  H. ,  CHF  OF  DET,  LOS  ANGELES  CO  SD 

AUSTIN,  GARLAND  D. ,  DIV  CHF,  LOS  ANGELES  CO  SD 

BACA,  DAVID  EUGENE,  LT,  PD 

BACKMAN,  STANLEY  FAYE,  CPT,  LOS  ANGELES  CO  SD 

BAGDONAS,  MICHAEL  ANTHONY,  CPT  III,  PD 

BAKER,  WILLIAM  ARNOLD,  CPT,  LOS  ANGELES  CO  SD 

BARKER,  ROBERT  M,  LT,  PD 

BARNES,  GERALD  DEAN,  LT,  LOS  ANGELES  CO  SD 

BARNICK,  JOHN  HARNER,  LT,  LOS  ANGELES  CO  SD 

BERG,  GREGORY  RUDOLPH,  CMDR,  PD 

BERGMANN,  RONALD  WILLIAM,  LT,  PD 

BLACKHELL,  RAYMOND  J,  III,  LT,  CA  HPTL 

BONNEAU,  RICHARD  EUGENE,  LT,  PD 

BOOKER,  FREDDIE  L,  LT,  PD 
tt   BORUNDA,  JOHN  ZAMORA,  LT  II,  PD 

BOYARSKI,  DONALD  ARTHUR,  LT,  UNIV  OF  CA  AT  LA  PD 

BRADSHAW,  BILLY  LEROY,  LT,  CA  HPTL 

BRENNAN,  GARY  JOHN,  CPT,  PD 
tt   BRENNER,  ROSEMARY,  DET,  LOS  ANGELES  CO  SD 
tt   BROOKS,  DONN  PHILIP,  CPT,  LOS  ANGELES  CO  SD 

BROWN,  ALVIN  LEWIS,  SGT,  UNIV  OF  CA  PD 

BROWN,  ROY  MILTON,  CPT,  LA  CO  SD 


164 
117 
157 

93 

45 
173 

92 
119 
106 

96 
161 
133 
188 
193 


81 
120 
141 
105 
163 


127 
172 
117 
106 
123 
143 
171 
113 
105 
182 
136 
121 
122 
107 
166 
144 
130 
126 
154 
150 
185 
141 
176 
132 
158 
108 
142 
156 
128 


115  tt 
96  tt 

132 
118 
129 
133 
111  tt 
98  tt 
170 
107 
121  tt 
123 
104  # 

116  tt 
166 
121 
168 
135 
169 
114 
125 
176 
160  tt 
115 
125 
139 
138  # 
191 
137 
167 
193 

89 
123 
151 
150 
153 
125 
129 
140 

80 
184 
180 
127 
170 
186 
138 
189 
124 
165 
149 
154 
157 
151 
177 
137  tt 

82  * 
130 
143 
116 
118 
158 
157 
103  tt 
107 

56  tt 

117  tt 
135 
188 
162 
137 
163 
116 
192 
136 
159 
164 
140 
103  # 
164  # 
179 
113  tt 
134 
136 
131 
129  tt 
169 
149  # 
114 
134  tt 
142 
128 
191 
142 
174 
105  tt 
125  * 
155 
128 
153 
161 


BRUTSCH,  GARY  L.,  DET  III,  PD 

BURDICK,  ALVIN  H,  SEC  OFCR,  US  POSTAL  SERV 

BURGESS,  JAMES  PATRICK,  CHF,  RAPID  TRANSIT  DIS 

BURGESS,  MARIAN  JOYCE,  DET  SGT,  LOS  ANGELES  CO  SD 

BURGESS,  RACHEL  MARIE,  LT,  LOS  ANGELES  CO  SD 

BURGOON,  SUSAN  ANN,  LT,  LOS  ANGELES  CO  SD 

BURLISON,  RONALD  G. ,  INVSTGR,  PD 

BURNEY,  DAVID  B. ,  CPT,  PD 

BYRD,  ROBERT  EARL,  CMDR,  CA  SPOL 

CABLE,  KENNETH  M,  CHF,  LOS  ANGELES  CO  SD 

CALLANAN,  NANCY  CAROL,  LT,  LOS  ANGELES  CO  SD 

CAMPBELL,  ROBERT  DARRELL,  DIV  CHF,  LOS  ANGELES  CO  SD 

CANFIELD,  ROBERT  K.,  SGT  II,  PD 

CARPENTER,  MICHAEL  D. ,  LT,  PD 

CARTER,  CAYLER  LEE,  JR,  CPT,  PD 

CARTER,  JYMES,  ASST  CHF,  UNIV  OF  CA,  LOS  ANGE 

CASTRO,  LYNDA  RAE,  LT,  LOS  ANGELES  CO  SD 

CHANT,  KENNETH  ARTHUR,  DIR  OF  SEC,  LOYLA  MARYMONT  UNI 

CHAPMAN,  CLARENCE  ROBERT,  CHF,  UNIV  OF  CA  AT  LA  PD 

CHENEY,  MARGARET  H.,  DET  SGT,  LOS  ANGELES  CO  SD 

CHIARENZA,  THOMAS  JAMES,  LT  II,  PD 

CHRISTIANSEN,  WILLIAM  GARY,  LT,  LOS  ANGELES  CO  SO 

CHRISTOPHER,  ALAN,  SGT,  UNIV  OF  CA  PD 

CLAPP,  BILL  S,  SGT  ICL,  USA 

CLINE,  JAMES  L,  INSPR,  LOS  ANGELES  CO  SD 

COIL,  LESTER  ALLEN,  JR,  LT,  PD 

COLBY,  KENNETH  WINTER,  LT,  PD 

COLE,  JAMES  EDWARD,  LT,  PD 

CONINE,  BERNARD  DENNIS,  LT,  PD 

COTTON,  OREAL,  CPT,  LOS  ANGELES  CO  SD 

CRAIG,  JAMES  E,  LT,  PD 

CROFOOT,  THOMAS  H,  JUDGE,  ORANGE  CO  SUPERIOR  CT 

CUDIO,  CARLO  SANTO,  CPT,  PD 

CUEBA,  ALAN  RICHARD,  LT,  UNIV  OF  CA  PD 

CUVELIER,  HEINZ  JOACHIM,  LT,  SD 

DACUS,  SAMUEL  MONROE,  LT  II,  PD 

DAVIS,  JULIUS  ISAAC,  CMDR,  PD 

DAVIS,  OTHA  BENJAMIN,  LT,  PD 

DEAL,  ALAN  BRIAN,  CPT,  PD 

DEAR,  JULY  C,  FIELD  SUPV,  DOJ,  STATE  OF  CA 

DECOUDRES,  MICHAEL  LOUIS,  LT,  PD 

DESMOND,  JOHN  CHARLES,  LT,  PD 

DEVANEY,  PATRICK  OWEN,  CPT,  LOS  ANGELES  CO  SD 

DIAL,  CONSTANCE  MARIE,  LT,  PD 

DIAZ,  SERGIO  GILBERTO,  JR,  LT,  PD 

DICKINSON,  ELIZABETH  ANN,  CMDR,  LOS  ANGELES  CO  SD 

DIETRICH,  RICHARD  DAVID,  JR,  LT,  LOS  ANGELES  CO  SD 

DINSE,  CHARLES  FREDERICK,  DEP  CHF,  PD 

DOAN,  DAVID  RICHARD,  LT,  PD 

DOBINE,  OTIS,  LT,  PD 

DRULIAS,  GUS  S,  CPT,  PD 

DUBE,  DENISE  MARIE,  LT,  DA  OFC 

DURAN,  LOUIS,  SGT,  LOS  ANGELES  CO  SD 

DURHAM,  PETER  BOIEN,  LT,  PD 

DYKHOUSE,  LAWRENCE  EDWARD,  CMDR,  LOS  ANGELES  CO  SD 

EARLE,  HOWARD  H. ,  ASST  SHF,  LOS  ANGELES  CO 

EARLY,  JUDITH  ANN,  LT,  LOS  ANGELES  CO  SD 

ECHOLS,  THOMAS,  LT,  CA  ST  UNIV  DPS 

ELFMONT,  THOMAS  D,  CPT,  PD 

ENGQUIST,  MARVIN  GEORGE,  DET  III,  PD 

ETZEL,  ALLAN  GEORGE,  LT,  LOS  ANGELES  CO  SD 

FERNANDEZ,  ROBERT  ARTHUR,  CPT,  SD 

FERRELL,  EUDON,  LT,  PD 

FETTERS,  LAWRENCE  E.,  CMDR,  PD 

FIMBRES,  FRED  GEORGE,  DIV  CHF,  LOS  ANGELES  CO  SD 

FINDON,  WILMA  A.,  LT,  LOS  ANGELES  CO  SD 

FINN,  JIMMIE  JOE,  LT,  PD 

FLOYD,  DONALD  CHARLES,  LT,  PD 

FORCE,  WALKER  ROBERT,  LT,  LOS  ANGELES  CO  SD 

FOSTER,  GLORIA  DEAN,  LT,  LOS  ANGELES  CO  SD 

FOX,  ROGER  DONALD,  LT,  PD 

FREEMAN,  CAROLE  A.,  CPT,  LOS  ANGELES  CO  SD 

GARNER,  KENNETH  OTTO,  CPT,  PD 

GOEBEL,  LARRY  RANDALL,  LT,  PD 

GOMEZ,  DAVID  JESUS,  CPT,  LOS  ANGELES  CO  SD 

GONZALES,  RICHARD  OSCAR,  LT,  PD 

GOTT,  RAYMOND  EUGENE,  CPT,  LA  CO  SD 

GRAHAM,  JOHN  C. ,  INSPR,  LOS  ANGELES  CO  SO 

GRANT,  RAYMOND  SPENCER,  LT,  LOS  ANGELES  CO  SD 

GRAVES,  WALLACE  SPAULDING,  LT,  PD 

GRAVETT,  PETER  J.,  SGT,  PD 

GRAY,  LOUIS  HEARD,  JR,  CPT,  PD 

GREEN,  KAREN  JANE,  SGT,  LOS  ANGELES  CO  SD 

GRIMM,  ROBERT  T,  CPT,  LOS  ANGELES  CO  SD 

HAGTHROP,  DAVID  MORSE,  CMDR,  LOS  ANGELES  CO  SD 

HALFORD,  HUGH  ALLAN,  LT,  PD 

HANSELL,  STUART  LYLES,  CPT,  LOS  ANGELES  CO  SD 

HANSEN,  ALLEN  J.,  INSPR,  LOS  ANGELES  CO  SD 

HANSEN,  HARRY  SIGURD,  JR,  CHF,  LOS  ANGELES  CO  SD 

HARMON,  LINDSEY,  JR,  LT,  PD 

HARPER,  WILMER  KENNETH,  LT,  PD 

HAUSKEN,  ROBERT  HARRISON,  SUPVR  INVSTGR,  LOS  ANGELES  CO 

HELM,  CHARLES  IRA,  LT,  PD 

HERRERA,  ARTHUR  ERNEST,  CPT,  LOS  ANGELES  CO  SD 

HESS,  MURLE  C,  CPT,  LOS  ANGELES  CO  SD 

HINES,  MARYLOU,  LT,  PD 

HINKLE,  WILLIAM  RAY,  CPT,  LOS  ANGELES  CO  SD 

HOLT,  JACK  LEE,  CPT,  LA  CO  SD 

HORVATH,  JACK  EUGENE,  INVSTGR,  LOS  ANGELES  CO  DA  OFC 

HOYOS,  SALVADOR  VILLA,  CPT,  PD 
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HUNTER,  BEVERLY  A.,  SGT,  LOS  ANGELES  CO  SD 

HUSSIAN.  VIRGINIA  B..  LT   LOS  ANGELES  CO  SD 

HUTCHENS   LARRY  RAY,  ASST  CHF,  LOS  ANGELES  UNIFIED 

HUTfoN  GARY  hIrREn!  SR  INVSTGR,  LOS  ANGELES  CO  DA 

IBARRA,  GEORGE  LUIS,  LT,  PD 

IDEN,  RONALD  L.,  ASAC,  FBI  LOS  ANGELES 

JACOBS,  STEPHEN  RICHARD,  SGT,  PD 

JEFFERSON,  PAUL  DANNY,  CPT,  PD 

JUSTICE,  HAROLD  L.,  CPT,  PD 

KANE,  SEAN  KEVIN,  CPT,  PD 

KELEPECZ,  BETTY  PATRICE,  CMDR,  PD 

KIDDER,  HELEN  A.,  LT  II,  PD 

KIENAST,  CECILIA  MARGARET,  SGT,  LOS  ANGELES  CO  SD 

KILCREASE,  ARTHUR  R. ,  DEP,  USMS 

KIM,  PAUL  MYUNGCHYUN,  LT,  PD 

KING,  BARRY  STINSON,  CPT,  LOS  ANGELES  CO  SD 

KING,  TIMOTHY  LAHRENCE,  CPT,  PD 

KIRKPATRICK,  VANCE  G,  CPT,  LOS  ANGELES  CO  SD 

kSlMAn!  JOHN  ALBERT;  CPT   LOS  ANGELES  CO  SD 

KOPPERUD,  SUSAN  MARY,  SGT,  LOS  ANGELES  CO  SD 

KUEHN,  THOMAS  JAMES,  SGT,  UNIV  OF  CA  PD 

KURTH,  ROBERT  EDWARD,  LT,  PD 

LACHASSE,  ROYAL  SCOTT,  CMDR,  PD 

LAGUARDIA,  DONALD  E.,  LT,  PD    Aurcl  „  „  „ 

LANGGLE,  MICHAEL  JOHN,  LT,  LOS  ANGELES  CO  SD 

LANGNER.  ROGER  L.,  DET,  PD 

LAWSON,  REGINALD,  LT,  LOS  ANGELES  CO  SD 

LEACH,  RUSSELL  SCOTT,  LT,  PD 

tl^H^DT^KR^KuilM^T,  LOS  ANGELES  CO  DA  OFC 

ti&oVSERA&WA  PS?ATE  UNIV  DPS 
LOCKLEY,  CLYDE  H. ,  CPT,  CA  HPTL 
LONG,  DAVID  JOHN,  LT,  LOS  ANGELES  CO  SO 
LORENZEN,  THOMAS  HILLARD,  CMDR,  PD 

'  L-SfT  JErNEmr^PUTY  !il™LOS  ANGELES  CO  SD 

'  LL^EER'cSaHFOSRDGh;  SI;  PL?,  PD  UNIV  OF  CA 
MABON,  MONROH,  LT,  PD 

1   MACKLEY,  WAYNE  WALTER,  LT  II ,  PD 
MAEWEATHER,  THOMAS  REGENALD,  LT,  PD 
MAHFR   SUSAN  BOND,  LT,  LOS  ANGELES  CO  SD 
MALDONADO   ERNEST  MONTEZ,  CPT,  LOS  ANGELES  CO  SD 
EaLONE,  JOHN  JOSEPH,  CPT,  LOS  ANGELES  CO  SD 
MALONE   NANCY  LOU,  CPT,  LOS  ANGELES  CO  SD 
MANNIS  KARYN  JOAN,  LT,  LOS  ANGELES  CO  SO 
MARLOWE,  HAROLD  CLINTON,  USHF,  LOS  ANGELES 
MASUDA,  SUSUMU  SAM,  DET,  PD 

#  MATHES,  ANDREW  J.,  CPT,  PD 
MCBRIDE,  JAMES  T.,  CPT,  PD      .„--,«  rn 
wrniiRF   DOUGLAS  WARE,  CPT,  LOS  ANGELES  CO  _ 

#  MCDONALD,DHUGhACHISHOLM,  DIV  CHF   LOS  ANGELES  CO  SO 
ft   MCLAUGHLIN,  KENARD  VINCENT,  DIV  CHF,  LOS  ANGELES  CO  SO 

MCNAMARA,  ROBERT  WILLIAM,  CPT,  PD 
MCNEILL,  THOMAS  EDHARD,  INSPR,  LOS  ANGELES  CO  SD 
U   MICHAEL,  ROBERT  M. ,  CPT,  PDANT,  PD 

#  MILLER,  CAROL  F,  DET,  PD 
MINNIS,  GERALD  WILLIAM,  CPT,  LA  CO  SD 
MITCHELL,  BRUCE  W. ,  CPT,  PD 

MM°0N?g6mFrYPHrSw[RaSdGPRICE,PCPT,  LOS  ANGELES  CO  SD 

^^.Ta^nTee';  gff'lS  ANGELES  CO  SD 
MOSELLE,  THOMAS  RALPH,  LT,  PD 
NELSON,  JULIE  DIANE,  LT,  PD 

#  NOt'tINGHA^BeSny'ed'muND,  LT,  LOS  ANGELES  CO  SD 

#  0BRYAN,  J.  W.,  SGT,  LOS  ANGELES  CO  SO 
OCONNELL,  JOHN  PATRICK,  LT,  PD 

tt   ORNELAS,  GABRIEL  EDWARD,  CPT,  PD 

6SB0RN,  GARY  DELANO,  CPT,  LOS  ANGELES  CO  SD 

PADIAS  CHARLES  EDWARD,  CPT,  LA  CO  SD 

PAINTER   CAROL  ANN,  LT   LOS  ANGELES  CO  SD 

PAINTER:  JAMES  W,  INSPR,  LOS  ANGELES  CO  SD 

PANICCIA,  VALENTINO  PATRICK  CPT   PD 

PANNELL,  WILLIE  LOUIS,  JR,  CPT,  PD 

PARKS,  BERNARD  C,  DEP  CHF,  PD 

PASH,  ROBERT  RICHARD,  CPT,  LA  CO  SD 

PATRICK,  MARY  L,  DET,  PD 

PEGUEROS,  FRANCISCO  XAVIER,  CPT,  PD 

PESOUEIRA.  PAUL  STEPHEN,  CPT,  PD 

PETTUS  HERBERT  HOWARD,  LT,  LOS  ANGELES  CO  SD 

PIERSOL,  FRANK  E.,  CMDR,  PD 

POMEROY  MARTIN  HENRY,  III,  CMDR,  PD 

POOS,  LYNN  EDWIN,  JR,  CPT,  LOS  ANGELES  CO  SD 

PORTESI,  LOUIS  VINCENT,  JR,  CPT,  LOS  ANGELES  CO  SD 

PHILLIP  BURTON,  MAJ,  USAF 

DAVID  JOHN,  LT,  PD 

HILLIAM  MORRIS,  CPT, 

STERLING  EUGENE,  LT, 

THOMAS,  COP 
JOSEPH  PAUL,  LT,  PD 


CO  SO 


SD 


POUNDS 

POWERS, 

PRUITT, 

PUTMAN, 

REDDIN, 

REZZO, 


PD 


SOUTHERN  CA  RAPID  TRANSIT 


USAF 
PD 


RICE,  ROBERT  MICHAEL,  MSGT , 

gi^^RoSlR^C^^CMDR.^S-ANGELI 
ROBERTSON   MARGARET  J.,  LT,  LOS  ANGELES  CO  SD 
RODRIGUEZ,  CHARLES  MANUEL,  CPT,  LOS  ANGELES  CO  SD 
RODRIGUEZ,  JESUS  R.,  CPT,  PD 
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LOS  ANGELES  CO. 
PD 


SD 


RR00G0NSESCLi?F5YRDErR?HFL0F  PR?L  DIV,  LOS  ANGELES  CO 
ROSENBERG  FLOYD  H.,  CHF  OF  DET,  LOS  ANGELES  CO  SO 
ROSS  KARL  TRACY,  ASST  CHF,  PD  UNIV  OF  CA 
ROUILLIER,  NORMAN  LOUIS,  LT ,  PD 
RUCHHOFT,  ROBERT  PAUL,  CPT,  PD 

^Sz,JRICHATR6'ALBTEL,PSGT,  UNIV  OF  CA  AT  LA  PD 

^rUT^'A^iRT-AN?HONYCAC^T°LLOS  ANGELES  CO  SD 

SSCCrL^iNDGANHaLIYAMNJ,CATSSTPDCHF,  CA  HPTL 
!  IcHMIDT  THOMAS  DONALD,  LT ,  LOS  ANGELES  CO  SD 
f  SCHUBERT,  ERIC  J.,  LT,  PD 

SCHUESSLER,  JEAN  ANN,  DET  III,  PD 

.  i^YLYWE^^R^BE:HiMVTstGLR?SLSNSGALNEiLi?  8  DA  OFC 

'  iyR^RR,W?t,fuMACHArES,P?T,  LOS  ANGELES  CO  SD 

SMITH,  RICHARD  J,  LT,  PD 

SPEARS  CURTIS  LEE,  LT,  LOS  ANGELES  CO  SD 

SQUIERS,  MARK  MICHAEL,  CPT,  LOS  ANGELES  CO  SD 

SQUIRE,  ROBERTA  MAE,  DET,  PD     „„„,,.  „„  cri 

STEPHENS,  GARY  WOODROW,  LT,  LOS  ANGELES  CO  SD 
»  STEPHENS,  ROBERT  B.,  CPT,  LOS  ANGELES  CO  SD 

STEVENS,  MARK  DONALD,  CPT,  PD 

SZABO,  RICHARD,  LT  II,  PD 

TATREAU,  TAMMY  LEE,  LT,  PD 

TAYLOR,  OLIVER,  INSPECTOR, 

THOMAS,  JERRY  PATRICK,  SGT, 

THOMPSON,  MARK  ALAN,  LT,  LOS  ANGELES  CO  SD 

THORESON,  ROBERT  FRANCIS,  DET,  PD 

TRADER,  ARTHUR  L.,  LT,  PD 

TRILLING,  PETER  HUGO,  2LT,  PD 

TRUNDLE,  JOHN  ROBERT,  LT,  PD 

VANCE  GARY  EVAN.  LT,  LOS  ANGELES  CO  SD 

VANDENBERGi  JAMES  CeROY,  LT,  UNIV  OF  CA  LOS  ANGELES 

#  VANHOUTTE,  VIRGINIA  J.,  LT,  PD 

#  VANZEE,  JAMES  L.,  LTC,  USA 
VASOUEZ.  GREGORIO,  JR,  LT,  PD  „  __ 

#  VETTER,  THOMAS  MARION;  CMDR,  LOS  ANGELES  CO  SD 
VOGE,  JAMES  FRANK,  LT,  PD 

U   WALD  FLORA  L.,  SGT,  LOS  ANGELES  CO.  SD 

WALDIE  LARRY  LOWELL,  CPT,  LOS  ANGELES  CO  SD 
WALLER  WILLIAM  ROGER,  SR   INSPR,  LOS  ANGELES  CO  SD 

#  WARE   ROBERT  W  ,  U.S.  MARSHAL,  SOUTHERN  DISTRIC 

#  WATSON,  DOUGLAS  C. ,  CPT,  PD 
WELTY,  KENNETH  EDWIN,  LT,  PD 
WFST   JERRY  LEROY,  CPT,  LOS  ANGELES  CO  SD 
WEYANT   JAMES  M  ,  DEP  DIST  ATTY,  LOS  ANGELES  CO 
WHITE.'JAMES  C  ; 'INSPECTOR,  LOS  ANGELES  CO.  SD 

^11!!%^  NATHANIEL"?  CPT,  LOS  ANGELES  CO  SD 

Siliffi:  GARRETT^N,  LT,  PD 
YORK,  MARGARET  ANN,  LT,  PD 
YOUNG,  ANN  ELIZABETH,  LT,  PD 
ZIMMON,  GARRETT  WAYNE,  CMDR,  PD 

L?18ANGNETTIEFBR0NALD  GEORGE,  LTC,  SPACE  &  MISSILE  SYSTEMS  C 

L°i8BANBR0DDRICK,  LORIS  T.   CITY  MANAGER 
92   MARTIN,  CHARLES  J.,  CITY  MANAGER 

L110  #  SCHUSTER,  ROBERT  C,  CPT,  PD 
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MADERA 
96  # 

103 

104  * 

114 

116 

120 
MALIBU 

192 


BATES.  EDWARD  B,  SHF-CORONER  OF  MADERA  CO 
BERKLEY  GARLAND  LEE,  SHF  OF  MADERA  CO 
COLSTON,  WILLIAM  F,  COP 
CONWAY.  ALLEN  L.,  JR.,  LT,  MADERA  CO  SD 
fSSe  GARLAND  D.;  SGT  MADERA  CO  SD 
SEYMOUR,  GLENN  DALE,  SHF  OF  MADERA  CO 


GUINEY,  RUSSELL  GLENN,  SUPT  III,  CA  DEPT  OF  PARKS  &  R 
MANHATTAN  BEACH 

100   BURGESS,  RAYMOND  E.,  CPT,  PD 

125   DENEUI,  JAMES  JOHN,  LT,  PD 

104   GUITARE,  ROLAND  E.,  LIEUTENANT   PD 

132   MARSHALL,  PAUL  LAWRENCE,  CPT,  PD 

108   MASTICK,  GORDON  K. ,  LIEUTENANT,  PD 
75  ft   OBRIEN,  HUGH  A,  COP      ' 

123   POWELL,  BRUCE  WILLIAM,  LT,  PD 
MA  NT  Ff*A 

178   GREGSON,  RICHARD  WILLIAM,  COP 

164   HALFORD  CHARLES  MARSHALL,  CPT, 

161   PETZ,  STANLEY  EUGENE,  LT,  PD 

ll5   WEATHERFORD,  WILLIE  WILLIAM,  COP 

H125H  AREIS,  JOHN  MICHAEL,  LT,  USAF 


PD 


MARINA 
164  # 
194 
154 
146 


KLAPUT,  PETER  GARY,  LT,  DPS 
MARTIN,  BRUCE  CHARLES,  LT,  DPS 
WHARTON,  ROBERT  L,  LT,  DPS 
WILLIAMS,  ROGER  OLIN,  DIR,  DPS 

MA?6P°SSTANDEN,  THOMAS  K. ,  CPT,  CA  HPTL 

MlRSLEETUckER,  ROBERT  MONTGOMERY,  CHF  DEP,  ALPINE  CO  SO 

M110INEARD,  LARRY  R,  CHF  DEP,  CONTRA  COSTA  CO  SO 


OH 

ft 
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128 

96 
148 
165 
157 

93 
142 
114 
141 
145 
170 

91 
127 
139 
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124 
195 

99 
106 

83 
125 
133 
117 
160 
177 
120 
167 
184 
188 


BENNETT,  RICHARD  HENRY,  SGT,  PD 
BURTON,  ALAN  R,  CPT,  CONTRA  COSTA  CO  SD 
COUSER,  RICHARD  LEE,  CHF,  CONTRA  COSTA  COMM  COLL  PD 
DASHNER,  JON  ROBERT,  LT,  CONTRA  COSTA  CO  SD 
DAVIS,  RODGER  LE,  ASST  SHF,  CONTRA  COSTS  CO  SD 
DERUM,  HARRY  A.,  CPT,  CONTRA  COSTA  CO  SO 
DUNCAN,  EDHARD  ROBERT,  ASST  CHF,  PD 
GARVIN,  STANLEY  S,  CPT,  CONTRA  COSTA  CO  SD 
HARROD,  PAUL  DEAN,  SR,  LT,  CONTRA  COSTA  CO  SD 
HART,  JOHN  CHARLES,  CPT,  CONTRA  COSTA  CO  SD 
HENDERSON,  ROBERT  REY,  USHF,  CONTRA  COSTA  CO  SD 
HOBERT,  HAROLD  E,  ASST  SHF,  CONTRA  COSTA  CO  SD 
IRWIN,  DONNA  CLEOLA,  CPT,  CONTRA  COSTA  CO  SO 
KINION,  ROY  VICTOR,  JR,  LT,  CA  HPTL 
MARKHITH,  ROBERT  GARLAND,  COP 

MITOSINKA,  GERALD  THOMAS,  CHF,  F.S., CONTRA  COSTA  CO  SO 
MOORE,  THOMAS  HARTFORD,  LT,  CONTRA  COSTA  CO  SD 
PITKIN,  RUSSELL  F,  CPT,  CONTRA  COSTA  CO  SD 
RAINEY,  RICHARD  K,  SHF-CORONER  OF  CONTRA  COSTA  CO 
RAMSAY,  HARRY  D.,  SHF-CORONER,  CONTRA  COSTA  CO  S 
ROBERTSHAH,  PETER  GARTH,  LT,  CONTRA  COSTA  CO  SD 
ROBINSON,  JAMES  L,  CPT,  CONTRA  COSTA  CO  SD 
RUPF,  HARREN  EUGENE,  SHF  OF  CONTRA  COSTA  CO 
SHINN,  WILLIAM  DAVID,  CPT,  CONTRA  COSTA  CO  SD 
SIMMONS,  LAWRENCE  DEA,  CMDR,  CONTRA  COSTA  CO  SD 
VANORDEN,  HOWARD  EUGENE,  LT,  CONTRA  COSTA  CO  SD 
VILLARREAL,  VERA  LYNN,  FRAUD  INV,  CA  INSURANCE  DEPT 
WECKEL,  RICHARD  JOSEPH,  LT,  CONTRA  COSTA  CO  SD 
WEYMOUTH,  MICHAEL  PAUL,  LT,  CONTRA  COSTA  CO  SD 
MARYSVILLE 
107  #  BLANKENSHIP,  AVERY  C,  CPT,  YUBA  CO  SO 
BLEVINS,  JOHN  0.,  COP 

MILLER,  GARY  J,  SHERIFF-CORONER,  YUBA  COUNTY 
SIEMENS,  MARK  JAMES,  COP 
WILLIAMSON,  MIKEIAL  KEITH,  DET  SGT,  YUBA  CO  SD 


49 

90 

164 

161 

MAYWOOD 

85  #  SPARKES,  WILFORD  S 
MENLO  PARK 
160   HUTTON,  RICHARD  LOUIS,  LT,  PD 

POTTER,  GEORGE  JOSEPH,  CHIEF  OF  POLICE 


CHIEF  OF  POLICE 


42  # 
MERCED 

48  * 
142 
182 
140 

92 

84  # 
177 
171 

69  U 


BOND,  RALPH  R. ,  COP 
CORTEZ,  JOSEPH,  CMDR,  PD 
DOSSETTI,  MARK  ANTHONY,  CMDR,  PD 
HAMMOND,  DAVID  LEE,  CPT,  MERCED  CO  SD 
KNUTSEN,  DAVID  A.,  CAPTAIN,  PD 
KULBETH,  HAROLD  T.,  COP 
PAZIN,  MARK  NICHOLAS,  SGT,  MERCED  CO  SD 
SAAVEDRA,  THOMAS  SAMUAL,  SGT,  MERCED  CO  SD 
WALKER,  ROBERT  CARLTON,  CPT,  PD 
MILL  VALLEY 

193  BERNAL,  JESUS  ANGEL,  LT,  PD 
130  #  BRINDLEY,  PETER  ROBINGS,  COP 
185   RITTER,  ROBERT  GEORGE,  COP 

MILLBRAE 
191   BARSI,  BRUCE  ALLEN,  CPT,  PD 
DEAN,  ROBERT  ALLYN,  CPT,  PD 

#  DINEEN,  JOHN  M,  COP 

#  JOHNSON,  WARREN  MICHAEL,  CPT,  PD 
PARKER,  MICHAEL  LEIGH,  COP 

MILPITAS 
174   DOLL,  KENNETH  ROGER,  SGT,  PD 

FLOREZ,  ISMAEL,  SGT,  DPS 

HOLMES,  DENNIS  CARL,  LT,  PD 

LAWRENCE,  GREGORY  WELDON,  CMDR,  PD 

MERKEL,  DONALD  ALAN,  LT,  PD 

NISHISAKA,  THOMAS  S.,  COMMANDER,  PD 

PANG,  DARRYL  CHU,  CPT,  PD 
109  #  SILVA,  JOSEPH  D.,  COMMANDER,  PD 
MODESTO 

194  ATCHLEY,  TIMOTHY  KEITH,  LT,  PD 
BRESHEARS,  RICHARD  KENT,  LT,  STANISLAUS  CO  SO 

#  BROWN,  JAMES  D,  CPT,  STANISLAUS  CO  SO 

#  CAHILL,  LAWRENCE  G. ,  JR.,  SR  INVSTGR,  STANISLAUS  CO  DA 
CLARK,  ZANE  DALE,  LT,  STANISLAUS  CO  SD 
CRAWSHAW,  GARY  A,  CPT,  STANISLAUS  CO  SD 

#  ESSELMAN,  RICHARD  G. ,  CHF  INVSTGR,  STANISLAUS  CO  DA 
FONTES,  ALAN  LEE,  SR  INVSTGR,  STANISLAUS  CO  DA  0 
FORTH,  JOHN  THOMAS,  III,  CRIM  INVSTGR,  STANISLAUS  CO  DA 
GEE,  JOHN  CLIFTON,  LT,  STANISLAUS  CO  SO 
HINKLE,  DALE  LEROY,  LT,  STANISLAUS  CO  SD 
JACKSON,  EDWARD  LAMOIN,  CHF  INVSTGR,  STANISLAUS  CO  DA 
JOHNSON,  JAMES  RICHARD,  LT,  STANISLAUS  CO  SO 

#  KELSAY,  DAN,  SHF  OF  STANISLAUS  CO 
tt   KILROY,  CECIL  EDWARD,  LT,  STANISLAUS  COUNTY  SO 

LADD,  VINCENT  PAUL,  LT,  STANISLAUS  CO  SD 
LAKE,  GEORGE  ALAN,  LT,  STANISLAUS  CO  SD 
LARSON,  MYRON,  LT,  STANISLAUS  CO  SO 
MCFARREN,  RICHARD  LEE,  LT,  STANISLAUS  CO  SD 
MCKAY,  RICHARD  D,  CPT,  STANISLAUS  CO  SO 
MUNOZ,  FELIX,  LT,  STANISLAUS  CO  SD 
RIDENOUR,  EDWARD  WALTER,  LT,  STANISLAUS  CO  SD 

#  ROSS,  STANLEY  FORBUS,  JR,  LT,  STANISLAUS  CO  SO 
SALE,  RONALD  LEE,  LT,  PD 
SCOTT,  DALLAS  LYNN,  LT,  PD 
SCOTT,  JAMES  ARTHUR,  LT,  STANISLAUS  CO  SO 
SERNA,  RUSSEL  L,  LT,  PD 

SMITH,  JOHN  ROWLAND,  LT,  STANISLAUS  CO  SD 
TREVENA,  JIMMY  R.,  CHF  DEP,  STANISLAUS  CO  SD 
VOORTMAN,  ARTHUR  DALE,  LT,  STANISLAUS  CO  SD 


185 

94 

123 

133 


119 
142 
122 
169 
112 
121 


131 
100 
113 
127 
117 
102 
127 
148 
122 
170 
122 
129 
43 
65 
176 
142 
189 
157 
110 
133 
183 
128 
189 
184 
118 
180 
120 
94 
165 


CAPTAIN,  PD 
LIEUTENANT,  PD 

,  PRK  &  ENF  SPCLIST,  CA  ST  PRKS 
COP 


137   WEIDMAN,  LESLIE  PAUL,  SHF  OF  STANISLAUS  CO 

166   WEIDMAN,  LINDA  LEE,  INVSTGR,  STANISLAUS  CO  DA  OFC 

114  #  WELLS,  RODNEY  D. ,  CPT,  STANISLAUS  CO.  SO 

119  WILKERSON,  HERBERT  LEE,  LT,  STANISLAUS  CO  SD 

136  WILSON,  ROBERT  CALVIN,  LT,  STANISLAUS  CO  SD 
91   WOODS,  WILLIAM  F,  SHF  OF  STANISLAUS  CO 

MONROVIA 
151   DELANEY,  MICHAEL  PATRICK,  LT,  PD 
114  #  MILLS,  JOHN  J.,  LT,  PD 

97  U   TUBBS,  BILLIE  R,  COP 
MONTCLAIR 

193   JONES,  KEITH  EUGENE,  LT,  PD 
MONTEBELLO 

28  *  HELFREY,  FRANK  E., 

58  *  MERCIER,  RALPH  0., 

MONTEREY 

102  #  BAMBAUER,  ROBERT  F 

87  #  BENADOM,  HAROLD  L. 

120  #  BUVIA,  RICHARD  LEE,  CPT,  PD 
123   CHRISTIANSEN,  EDWARD  THOMAS,  MAJ,  USA 

131  CRISAN,  JOHN  L,  JR,  LT,  MONTEREY  CO  SD 

137  DAVIDSON,  ALLEN,  LT,  PD 

193  FORTUNE,  DAVID  NORMAN,  CPT,  PD 

98  #  HOUSEMAN,  CHARLES  J.,  CPT,  PD 

136  #  LEWTSCHUK,  S  JACK,  LT,  MONTEREY  CO  SO 
98  #  PITCHER,  RUDOLPH  A.,  JR.,  MAJ,  USA 

165  #  SCHMIDLIN,  JOHN  ALBERT,  CPT,  PD 

109  U   SURRIDGE,  ROBERT  C. ,  LT,  PD 
96  #  SUTTON,  EDWARD,  ASSISTANT  CHIEF  OF  POLICE,  PD 
74  #  TRENNER,  ROBERT  H. ,  ASSISTANT  CHIEF  OF  POLICE 

194  *  WILLIAMS,  JONATHAN  FRANCIS,  PARK  SUPT,  CA  DEPT  OF  PARKS 

132  #  YINGLING,  ROBERT  LEROY,  SGT,  PD 
MONTEREY  PARK 

34  #  CONAWAY,  HERMAN  E.,  PTLM,  PD 

DREDD,  JOHNNY,  LT,  LOS  ANGELES  CO  SD 
HELLER,  STUART  DENNIS,  LT,  LOS  ANGELES  CO  SD 
JAMES,  HERBERT  STONE,  III,  LT,  LOS  ANGELES  CO  SD 
ROBERTS,  BERNADETTE  LOUISE,  LT,  LOS  ANGELES  CO  SD 
RODRIGUEZ,  DONALD  ANDERSON,  LT,  LOS  ANGELES  CO  SD 
SAVIDAN,  MICHAEL  GEORGE,  LT,  LOS  ANGELES  CO  SD 
VILLANUEVA,  HENRY  JOSEPH,  LT,  LOS  ANGELES  CO  SD 
WILLIAMS,  JANET  HORTENSE,  LT,  LOS  ANGELES  CO  SD 


184 

195 

193 

194 

180 

183 

186 

191 
MORAGA 

145  *  LANZAROTTI,  PAUL  ANGELO,  SGT,  PD 
MORGAN  HILL 

136   ABBEY,  JOHN  DAVID,  JR,  COP 

149  #  LONG,  LEONARD  MATTHEW,  JR,  CMDR,  PD 
58   MORENO,  JOHN  R.,  CITY  MANAGER,  PD 

171    SULLIVAN,  CAREY  FRANCIS,  CPT,  PD 
MORRO  BAY 

171   LOVEN,  JOSEPH  S,  LT,  PD 
MOUNT  SHASTA 

92  #  BALDI,  LOUIS  P,  COP 

98   LENSING,  GORDON  L,  SGT,  PD 

136   PIERUCCINI,  WILLIAM  DAVID,  CPT,  PD 

184   SMITH,  ROHN  HYLAND,  SGT,  PD 
MOUNTAIN  VIEW 

190   BERTUCCELLI,  LARRY  JOSEPH,  LT,  PD 

#  FAIRFIELD,  JEROME  R.,  CPT,  PD 

#  ROLEN,  NORIS  L.,  CAPTAIN,  PD 

#  SMITH,  GARY  L.,  LT,  PD 

#  TOMAC,  JOHN  P,  CPT,  PD, 


97 

95 

111 

101 

NAPA 

137 

109 

191 

82 

50 

181 

140 

90 

122 

175 

100 

84 

133 

161 


BERG,  MICHAEL  JOSEPH,  CMDR,  PD 
BISHOP,  WILLIAM  G. ,  CPT,  NAPA  CO  SD 
ELWER,  KENNETH  MELVIN,  SGT,  NAPA  CO  SD 

#  FORLOINE,  CLINTON  R. ,  CPT,  PD 

#  GARDNER,  WESLEY,  USHF,  NAPA  CO  SO 
HARRY,  GARLAND  RAY,  CPT,  NAPA  CO  SD 

#  JARECKI,  ROBERT  LEO,  CPT,  PD 
U   JOHNSON,  THOMAS  0.,  USHF,  NAPA  CO  SD 

LONERGAN,  RICHARD  LOUIS,  USHF,  NAPA  CO  SD 
LOUGHRAN,  MICHAEL  JOSEPH,  LT,  NAPA  CO  SD 
NARLOW,  KENNETH  A.,  CAPTAIN,  NAPA  COUNTY,  SO 

#  RANDOL,  EARL  F.,  SHERIFF  OF  NAPA  CO. 

#  THOMPSON,  ARTHUR  ROBERT,  JR,  USHF,  NAPA  CO  SD 
YORK,  JAMES  ANDREW,  CPT,  NAPA  CO  SD 

NATIONAL  CITY 

72  #  CAGLE,  WALTER  EDWIN,  COP 
160   CONNELLY,  MICHAEL  TRACY,  LT,  PD 
138   DEESE,  EDWARD  THOMAS,  CPT,  PD 
110  #  FOWLER,  TOMMY  W,  ASST  CHF,  PD 

78  *  KANAGY,  WARREN  H. ,  CHIEF  OF  POLICE 
131   KNEE,  STANLEY  LAMOYNE,  COP 

76  #  LIESMAN,  JOHN  F.,  COP 
142   OSBURN,  WILLIAM  ALLEN,  LT,  PD 
153   PAUU,  PENU,  JR,  LT,  PD 
147   SHORT,  CRAIG  ALAN,  CPT,  PD 
175   TRICKER,  MICHAEL  GEORGE,  LT,  PD 
NEEDLES 

76  *  MOTTISHAW,  BRIAN,  CHIEF  OF  POLICE 

93  #  SHAVER,  MURL  L,  ASST  CHF,  PD 

181  TRUMBULL,  JOHN  HERBERT,  LT,  SAN  BERNARDINO  CO  SD 
NEVADA  CITY 

163   ARBAUGH,  TROY  EUGENE,  SHF  OF  NEVADA  CO 
175   BAXLEY,  JOHN  DAVID,  LT,  NEVADA  CO  SD 

182  LEWIS,  LAWRENCE  ROBERT,  LT,  NEVADA  CO  SD 

172   MARK  BAILEY,  LAURA  JEANNE,  SUPRV  SA,  US  FOREST  SERVICE 

98  #  RANKIN,  PAUL  F,  USHF,  NEVADA  CO  SD 
172   TRAUNER,  JOHN  EDWARD,  ASST  SHF.  NEVADA  CP  SD 
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NEHCASTLE  r      „nT   _A  UDT1 

142    SHEPPARD,  BUDDY  JOE,  CPT ,  CA  HPTL 

N1310RTBLITCH,  MICHAEL  BUCHANAN,  CPT,  PD 
103  tt   CAMPBELL,  ARBRA,  COP 

'It         C$NE%OHN  ^I'mGr'of'iNVSTGN,  NYC  TRANSIT  AU 

96  tt   HAMILTON,  RICHARD  S.,  CPT,  PD 

92  tt   HEERES,  LOUIS  P,  CPT,  PD 
167    HENISEY,  PAUL  KEVIN,  LT   PD 
187    HYAMS,  MICHAEL  THOMAS,  SGT ,  PD 
163    JACOBS,  JAMES  MICHAEL,  CPT,  PD 

60  tt    LACE.  HARRY,  CAPTAIN,  PD 
181    LONG,  RICHARD  THOMAS,  LT,  PD 

95  tt   PETERSEN,  GARY  L,  CPT,  PD 
169    RILEY,  TIMOTHY  JOHN,  CPT,  PD 
145  tt    VILLA,  ANTHONY  JOSEPH,  JR.  CPT,  PD 
NORTH  HILLS 
109  tt   THOMAS,  HARSHALL,  CHO,  USA 

N?5T4HRI?RIEDMAN,  STANLEY  DARRYL,  CHF,  CA  STATE  UHIV  PD 
158    SUGAR,  MICHAEL  JOHN,  LT,  CA  STATE  UNIV  POL 

N11570H  STINSON,  HILLIAM  TAYLOR,  MAJ,  USAF 
NOVATO 

184   BARNER,  GARY  JOSEPH,  CPT,  PD 

162    BROBECK,  CHARLES  STEHARD,  COP 

104  tt   KIRKPATRICK,  HILLIAM  E,  COP 

°181A#DANGST   ARTHUR  DONALD,  CPT,  ALAMEDA  CO  SD 
146    BARBOUR  JAMES  ROBERT,  CPT,  ALAMEDA  CO  DA  OFC 
104    BIRGE,  EDMOND  R.,  JR.,  LT,  PD 
25  tt   BOLGER,  ANTHONY  J.,  CPT  OF  INSPRS,  PD 
167    BOND,  RICHARD  LEE,  LT,  ALAMEDA  CO  SO 
114  tt   BOYER,  KEITH  E,  CPT,  ALAMEDA  CO  SD 
140   BRADY,  JERRY  ALLEN,  LT,  CA  HPTL 

16*4  *   ^CKH0ut,J^M6THYPCCA^;  B.  ALAMEDA  CO  SD 

i-i-?  »   r*iu   RflNAI  n  WILLIAM   DIV  CHF,  ALAMEDA  CO  SD 

6  I   DANNER  TARRY  IRVlSM,C?!,  BAY  AREA  RAPID  TRANSIT  PD 
149   DEALY,  JOHN  MICHAEL,  LT,  ALAMEDA  CO  SD 

66  tt   DEAN.CARL  A.,  DIV  CHF,  ALAMEDA  CO  SO 

91  tt   DYER,  GLENN  E,  SHF  OF  ALAMEDA  CO 
173  tt    EHLE,  RICHARD  JOHN,  JR.  LT,  PD 
160    EILERS   ROBERT  EDWARD,  LT,  ALAMEDA  CO  SD 
182    ARrSgGIA,  CHARLES  DENNIS   LT   ALAMEDA  CO  SD 
187    FERNANDEZ,  ROBERT  EDWARD,  LT,  ALAMEDA  CO  DA  OFC 
179    FINN,  D  ROBIN,  LT,  ALAMEDA  CO  SD 
158  tt    FRY,  PHILIP  DEAN,  LT ,  ALAMEDA  CO  DA  OFC 
102  *  GARRIGAN,  HOWARD  T,  USHF,  ALAMEDA  CO  SD 
168    GINGERY,  DAVID  WILLIAM   INSPR,  ALAMEDA  CO  DA  OFC 
187    GOMES,  NORMAN  VICTOR,  LT,  ALAMEDA  CO  SD 
173   GREEN,  DONNA  PAULINE,  COP 
153   HARNETT,  MICHAEL  PATRICK  COP 
158   HARRISON,  MARY  CORNILIA,  LT,  CA  HPTL 

19233  *  ^FR^'F^Y^N^^iEUTEN^T,  ALAMEDA  COUNTY  SO 
185   HOIG,  HAROLD  DAVID,  LT,  ALAMEDA  CO  SD 

iS  tt   JOHN^,SCAVRrR^EERT"TLT,^AY  AREA R«APID  TRANSIT  DIS 

},J    inHNSON   PHILLIP  RUSSEL,  AG  INVSTGR,  CA  DOJ 
III        KAN  'SSlOREs'aNNa'  LT,   AY  AREA  RAPID  TRANSIT  PD 
i^7  tt   KFNNFnY   KEVIN  PAUL,  CPT,  ALAMEDA  CO  DA  OFC 
^40  tt   KENNISON   MARK  ALLEN,  LT   ALAMEDA  CO  DA  OFC 

89  #  K  RwirJOHNPARKER.'cMDR   BAY  AREA/TRANSIT  PD 
148    LYNCH  CHARLES  CLARK,  CMDR,  BAY  AREA  TRANSIT  PD 

«  *  LYNN   DONALD  F.,  INSPR,  ALAMEDA  CO  DA  OFC 
,q^   MARCHITIELLO   R  CHARD,  INSPR  3,  ALAMEDA  CO  DA  OFC 

64   MARTI   MARIA* JOSE   SGT,  BAY  AREA  RAPID  TRANSIT  PO 
K*  tt   MITCHELL?  ALFRED  H,  DIV  CHF  ALAMEDA  CO  SD 
ibr    M01 INA   ELIAS  ROBERT,  LT ,  CA  HPTL 
if  tt   MURRAY',  HUBERT  W.  ,  LT  OF*  INSPECTORS   PD 
lin  tt   07N0WICZ   CAROLYN,  LT,  ALAMEDA  CO  SD 

4  tt    PIPPIN   JOHN   STATE  LIQUOR  CONTROL  OFFICER 

90  PLUMMER,  CHARLES  C,  SHF  OF  ALAMEDA  CO 

tin        Bnr.FR<;   IACK  RUSSELL,  CPT,  EAST  BAY  REG  PARK  uibi  ru 

175  8?S   TIMOTHY  PATRICK,  CHF  OF  CORR,  SANTA  CLARA  CO 
180   SANCHEZ,  FREDDIE,  LT,  PD 

178    SAVAGE,  GREGORY  WILLIAM,  LT,  BART  PD 

176  SHINN,  DENNIS  SAM,  LT,  PD 

i!t  i  IL!:TERa^ArDTRANK^TpT,PDALAMEDA  CO  SD 

III   .  V^Vd^o\K^Tt\\l     AREA  RAPID  TRANSIT  DIS 

£  •  {ImPlI"^^^^  «LT  'aSS S W 

III  THUMAN  GARY  LYLE,  LT   ALAMEDA  CO  SD 

195  TOUSSAINT,  DALE  RAYMOND,  LT,  ALAMEDA  CO  SD 

169  TUCKER  HAYNE  GUY,  CMDR,  ALAMEDA  CO  SD 

56  tt  VERETTO,  JOSEPH  J   LT,  ALAMEDA  CO  DA  OFC 

177  VINSON,  CARL  EDWARD,  LT,  ALAMEDA  CO  SD 

IK"   WHITE.^VALLE,^  R  ALAMEDA  CO  DA  OFC 
12  *  wlLLK0NJAM^RTA.ACLpr>ALLTAMEDAAHC0V0  » 
184   HORD,  RICHARD  LAWRENCE,  LT,  PD 

^""aLLEMAH,  RICHARD  MICHAEL,  LT,  PD 
114   BERRY,  GENE  N.,  JR.,  CPT   PD 
195   BRUCKNER,  FRANKLIN  LEE,  CPT,  PD 


PD 
COP 


DONNELLY,  WILLIAM  GEORGE,  JR,  LT,  PD 

DUNNE,  ROBERT  B.,  COP 

GALLARDI,  JOHN  FRANK,  CAPT ,  PD 

GRIGSBY,  REGINALD,  LT,  PD 
tt   HENZE,  ROLF  A,  COP 

KORBACHER,  RALPH  LEE,  LT, 
tt   MARSHALL,  LAURENCE  R,  COP 

POEHLMAN,  MICHAEL  STUART, 

RAMOS,  PEDRO,  LT,  CA  HPTL 
tt   RATCLIFF,  WARD  K.,  COP 
tt   ROACH,  RICHARD  WILLIAM,  LT,  PD 

SHIRLEY,  MICHAEL  DOUGLAS,  CPT, 
#  SMITH,  ROY  K.,  CAPTAIN,  PD 

ONTARIO  „..»■« 

48  tt   BOLES,  BILLEE  CLYDE,  LT ,  PD 

DOYLE,  JAMES  FREDRICK,  CPT,  PD 

FRANTOM,  RICHARD  W,  LT,  PD 

HALL,  STEPHEN  RALPH,  INVSTGR,  PD 

PERKINS,  JAMES  G. ,  CPT,  CA  HPTL 

SMITH  HARLEY  A.,  LIEUTENANT,  PD 

iwiNNEY,  HERBERT  WALTERMER,  CHIEF  OF  POLICE 


174 
113 
166 
191 
101 
180 
111 
155 
167 
61 
118 
147 
111 


PD 


168 
102  tt 
144 

97 

51  # 

36  tt 
ORANGE 
137 
154 
165 
138 

99  tt 


HARRISON,  THOMAS  EDWARD,  CPT,  ORANGE  CO  SD 
HERNANDEZ,  EUGENE  JESS,  CPT,  PD 
PORE,  LARRY  WAYNE,  SGT,  PD 
SCHERER,  ROBERT  KENNETH,  LT,  PD 
TRAUB,  NORMAN  A,  COP 

°116ILLBR00KS,  HAL  T,  SHF  OF  BUTTE  CO 
GRANT,  GARY  HOWARD,  COP, 
PITTER,  GORDON  EDWARD,  COP 
RENIFF,  PERRY  LOUIS,  ASST  SHF, 
SMITH,  BRET  ANTHONY,  LT,  PD 
WAUGH,  CLINTON  RICHARD,  LT,  PD 


137  tt 
157 
173 
187 
169 
OXNARD 
132 
96 
104  tt 
136 
148 
195 
176 
28  » 
130 


BUTTE  CO  SD 


PD 
PD 


PD 


187 
35 
161 
174 
116 
180 
146 
168 
186 
101 


CADY,  WILLIAM  ARTHUR,  LT,  PD 
HANLINE,  DON  L.,  LIEUTENANT, 
HAWKINS,  BERNELL  A.,  LT,  PD 
HUBBARD,  GORDON  KEITH,  COMM, 
KELLEY,  ROBERT  ALAN,  LT,  PD 
MUNOZ,  JOSEPH  MANUEL,  CMDR,  PD 
MYERS,  STANTON  LESTER,  JR,  ASST  CHF, 

RYAN,  JACK  W.,  CHIEF  OF  POLICE 

STANILAND,  RICHARD  GORDAN,  LT,  PD 
PACIFIC  GROVE  „,,  „_ 

194   AMOS,  CHESTER  EDGAR,  SGT,  PD 

COX,  RICHARD  ALLEN,  SGT,  PD 

FAHEY,  JOSEPH  M. ,  PTLM,  PD 

HENDERSON,  MICKEAL  CURTIS,  DET  SGT,  PD 

KENNEDY,  WILLIAM  JOHN,  LT,  PD 

MAUDLIN,  THOMAS  E,  COP 

MILLER,  CARL  MAYNARD,  JR,  LT,  PD 

REITHER,  JON  MICHAEL,  COP 

SERMON,  RICHARD  CHARLES,  CPT,  CA  DEPT  OF  PARKS  &  RtC 

URETSKY,  THOMAS  MARTIN,  SGT,  PD 

WATTS,  JAMES  A.,  JR.,  COP 

PA38"CTREMAINE,  NEIL  H. ,  CHIEF  OF  POLICE 
PACITIC  GROVE 
170   MILLER,  SCOTT  KEVIN,  COP 

P194  DEKILLIN,  JOHN  MARK,  LT,  RIVERSIDE  CO  SD 
PALM  SPRINGS  „nT   „ 

97   BURNETT,  DONALD  J.,  CPT,  PD 

174   MCCABE,  MICHAEL  ANTHONY,  LT,  PD 

180   MCCRACKEN,  MICHAEL  CHARLES,  LT   PD 

189   WILLIAMS,  PATRICK  ALAN,  SGT,  PD 

P144  ^AUSTIN,  EDWARD  CLARKE,  LT,  PD 
BONANDER,  JIMMIE  DAVE,  CPT,  PD 
BOWRA,  ALLAN  A..  LT,  PD 
COFFMAN,  JAMES  ANTHONY,  LT,  PD 
HYDIE,  WILLIAM  A.,  CHIEF  OF  POLICE 
JOHNSON,  LYNNE  ELLEN,  CPT,  PD 
MERSON,  THOMAS  MICHAEL,  SGT,  PD 
40  tt   WATHEN.  GUY  0.,  CAPTAIN,  PD 
9°   ZURCHER,  JAMES C,  CHIEF  OF  POLICE 
PALOS  VERDES  ESTATES  .   __ 

163   DREILING,  DANIEL  ALFRED,  SGT,  PD 
167   HANES,  GEORGE  PETER,  JR,  SGT,  PD 
185   KASTEN,  DARIN  KEITH,  LT,  PD 
101  *  NEWMAN,  MONTE  J.,  COP 

PA55D#SVIARENG0,  JOHN  JAMES,  COP 

P150DENMELEKIAN,  BERNARD  KEITH,  COP 

187   UYEDA,  RODNEY  BRIAN,  SGT,  PD 

83  tt   WINDERS,  THOMAS  M,  DEP  COP 

P170ERSB0NACICH,  LOUIS  RAYMOND,  SGT,  PD 

P143  #ACARIUS,  JOHN  PAUL,  LT,  CA  HPTL 
PFRRI S 
148   OLIVARRIA,  GILBERTO  G,  COP 

183  ROBERTS,  PAMELA  JEAN,  CMDR,  PD 

PE40L#MC0LE,  DELBERT  RICHARD,  ASST  CHF, 

184  PARKS,  PATRICK  THOMAS,  CPT,  PD 

"ItTgOUVEIA,  FRED  LYNN,  CPT,  PD 


122 
111 
159 
44 
134 
129 


PD 
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138    MOILAN,  JOHN  EDWIN,  LT,  PD 

188   RUCKER,  IVY  LORRAIN,  SGT,  PD 
38  tt   TRYON,  EUGENE  MILTON,  CAPTAIN,  PD 
PISMO  BEACH 

151    BOON,  DANNY  MICHAEL,  COP 

108   GANSEMER,  DUANE  G. ,  COP 

140   HOLT,  GARY  HAYNE,  LT,  PD 

195   NORTON,  JEFFREY  VANCE,  SGT,  PD 
PITTSBURG 

177   BAKER,  AARON  LEE,  CMDR,  PD 

182   PORTER,  JOSEPH  AUSTIN,  CMDR,  PD 
PLACENTIA 

79  tt   COLEMAN,  EARL  H. ,  COP 
PLACERVILLE 

177  ALTMEYER,  ROBERT  MARSHALL,  CPT,  EL  DORADO  CO  SD 
BARKER,  HAROLD  N,  SHF  OF  EL  DORADO  COUNTY 
BROWN,  STEPHEN  BRADFORD,  COP 

tt   HARMON,  ROBERT  STAFORD,  JR,  COP 

tt   HAWKINS,  RAYMOND  EUGENE,  CRIM  INVSTGR,  EL  DORADO  CO  DA 
HILLMAN,  ERNEST  NOEL,  CPT,  EL  DORADO  CO  SD 
HUNT,  ALLEN  RICHARD,  CPT,  EL  DORADO  CO  SD 

tt   MCDONALD,  DONALD  LOUIS,  SHF  OF  EL  DORADO  CO  SD 
NEVES,  JEFFREY  ALAN,  LT,  EL  DORADO  CO  SD 
NEWMAN,  EDWARD  ANTHONY,  CPT,  EL  DORADO  CO  SD 
PETERSEN,  FRANK  R.,  USHF,  EL  DORADO  CO  SD 
ROLOFF,  JAMES  MICHAEL,  LT,  EL  DORADO  CO  SD 
ROTH,  JAMES  ROLLINS,  USHF,  EL  DORADO  CO  SD 
VANDEVENTER,  CHRISTOPHER  W. ,  INVSTGR,  EL  DORADO  CO  DA  0 
WHEALTON,  WILLIAM  JOSEPH,  JR,  LT,  EL  DORADO  CO  SD 
WILSON,  HOWARD  LEE,  CPT,  EL  DORADO  CO  SD 
PLEASANT  HILL 

178  HORGAN,  DENNIS  RAYMOND,  LT,  PD 
NUNES,  JAMES  RICHARD,  COP 
PHALEN,  MICHAEL  EDWARD,  COP 
SHARP,  KEVIN  JOHN,  SR,  DEP  CHF,  PD 
SIMPSON,  TERRY  LEE,  LT,  PD 


86 
173 
169 
121 
166 
169 
124 
186 
137 

88 
168 
149 
109 
194 
135 


139  tt 
157 
149  tt 
169 
POMONA 
183 
155 
145 
144  tt 
182 
161 
119 
185 
142 
137  tt 
167 
191 
124 


ARAGON,  TONY,  CHF,  POMONA  UNIFIED  SCHOOL  DIS 

FRAZIER,  RONALD  SCOTT,  SGT,  PD 

HERMAN,  CHARLES  MARTIN,  SGT,  PD 

JOHNSON,  ARCHIE  RAY,  LT,  PD 

MACKEY,  RICHARD  THOMAS,  LT,  PD 

MCELWEE,  JOHN  EDWARD,  JR,  SGT,  PD 

PILKINGTON,  MURRAY  WILLIAM,  LT,  CA  ST  POLYTECHNIC  UNIV 

SAKAMOTO,  LEON,  LT,  PD 

SCHUBERT,  BRIAN  LEE,  LT,  PD 

SHAURETTE,  RICHARD  VERNON,  COP 

WATTS,  CHARLES  ANTHONY,  SGT,  PD 

WINDELL,  RONALD  DEXTER,  LT,  PD 

ZBINDEN,  RICHARD  BARRY,  CPT,  PD 
PORT  HUENEME 

189   CAMPBELL,  STEPHEN  ROBERT,  COP 
PORTERVILLE 
162   HOGAN,  HUBERT  CLEMENT,  CMDR,  PD 

RODRIGUEZ,  SILVER,  LT,  PD 

TORIGIAN,  FRANCIS  D. ,  CHIEF  OF  POLICE 


190 

96 

OUINCY 

186 

108 

92 


NELSEN,  WALTER  STEVEN,  USHF,  PLUMAS  CO  SD 
SHANKS,  KENNETH  B.,  USHF,  PLUMAS  CO  SO 
WINGFIELD,  DAVID  C,  ASST  SHF,  PLUMAS  CO  SD 
RANCHO  CORDOVA 

Dcn1D,ncrRRANT0'  0ALE  ANTH0NY.  SAC,  CA  DOJ  BU  OF  NARC  ENF 
KtD  BLUFF 

93   BLANUSA,  RUDY  M,  SHF  OF  TEKAMA  CO  SD 

GARTON,  DENNIS  CLAY,  USHF,  TEHAMA  CO  SD 

GONZALEZ,  WILLIAM  J.,  USHF,  TEHAMA  CO  SO 

GROVES,  ALLEN  WAYNE,  USHF,  TEHAMA  CO  SD 

SISNEROS,  EDWIN  JACOB,  CMDR,  PD 


192 
90  tt 

155 

186 
REDDING 

150   ADKINS,  RICKLES  N,  JR,  LT,  SHASTA  CO  SD 
BLANKENSHIP,  ROBERT  PAUL,  COP 
BOATNER,  DENNIS  LEE,  LT,  SHASTA  CO  SD 
COULTER,  B.  G.,  CPT,  PD 

DAVIDSON,  HERBERT  HOFFMAN,  LT,  SHASTA  CO  SD 
EOFF,  PHILLIP  DAVID,  SHF  OF  SHASTA  CO 
FLETCHER,  STANLEY  G. ,  INVSTGR,  SHASTA  CO  DA  OFC 
FOUST,  RAY  C,  SUPT,  NATL  PRK  SERV 
HARRINGTON,  PATRICK  JAMES,  ASST  CHF,  CA  HPTL 
HUBBELL,  ROBERT  HOWARD,  LT,  CA  HPTL 
JARRETT,  LARRY  GILLIS,  CPT,  SHASTA  CO  SD 
JUDSON,  RONALD  S,  CPT,  CA  HPTL 
LINCECUM,  SCOTT  F.,  COP 
MOTY,  LEONARD  FRANCIS,  LT,  PD 
ORTIZ,  JOE  RALPH,  ASST  CHF,  CA  HPTL 
POPE,  JAMES  JOHN,  SHF  OF  SHASTA  CO  SD 
REYNOLDS,  WESLEY  GENE,  LT,  PD 
SCHALLER,  LAWRENCE  DAVID,  USHF,  SHASTA  CO  SD 
STEVENSON,  PHILIP  B.,  USHF,  SHASTA  CO  SD 
WOODEN,  CRAIG  SCOTT,  LT,  PD 
LANDS°0DRUFF'  MARVIN  R"'  DETECTIVE  SERGEANT,  PD 
98   BACHELOR,  HARRY  R.,  LT,  PD 
BRAY,  JACK  G.,  LT,  PD 
BRINKMAN,  DIRK  E.,  LT,  PD 
BUEERMANN,  JAMES  RICHARD,  LT,  PD 
CRANFILL,  BILL  LEE,  SGT,  PD 
NELSON,  LEWIS  WALTER,  JR,  COP 
OLMOS,  EDWARD  F.,  JR.,  CPT,  PD 
WOODIN,  CHRIS  N,  LT,  PD 


146 
163 

92 
185 
140 
101 

89 
136 
171 
167 
106 

34 
192 
159 
135 
185 
181 

76 
173 

21 


105 
115 
157 
177 
134 
92 
164 


120   BASS,  ROGER  FLOYD,  CPT,  PD 

162   CAMERON,  JEFFREY  RICHARD,  CPT,  PD 

78   CAVENAUGH,  EUGENE  S.,  CPT,  PD 
142   FREEMAN,  THOMAS  FRANKLIN,  LT,  PD 
128  tt   GRAHAM,  HUBERT  RAY,  CPT,  PD 

37  tt   HOPKINS,  A.  LOWELL,  CHIEF  OF  POLICE,  PD 
169   KAUFFMAN,  KENNETH  ROSS,  LT,  PD 
189   MURDOCH,  STEPHEN  RISTINE,  CPT,  PD 

113  SCHRADER,  FLOYD  G. ,  CPT,  PD 
111   WOODS,  ALLEN  D. ,  CAPTAIN,  PD 

REDWOOD  CITY 
162   ANDERMAHR,  KIMBERLIE  FRANCES,  DET,  SAN  MATEO  CO  SO 

95  tt   BINKLEY,  ROGER  L.,  LT,  PD 
92  tt   BOLD,  GEORGE  W.  ,  COP 

96  CARDOZA,  LEONARD  E,  SHF  OF  SAN  MATEO  CO 
117   DAVIS,  GRANT  WILLIAM,  CPT,  SAN  MATEO  CO  SD 

114  FITTING,  GERALD  J.,  CPT,  SAN  MATEO  CO  SO 
130   FRANK,  KENNETH  JACK,  LT,  SAN  MATEO  CO  SO 
102  tt   GSELL,  ROBERT  H.  ,  JR.,  CAPTAIN,  PD 
169   HURST,  HORACE  ISHMAEL,  LT,  SAN  MATEO  CO  SD 

JOHNSON,  HUBERT  CARR,  SGT,  PD 

LABERGE,  ROBERT  R.,  LT,  PD 

MCDONALD,  JOHN  R.,  JR,  SHF  OF  SAN  MATEO  CO 

MOUDAKAS,  T.  N.,  DEPUTY  CHIEF,  PD 

OKEEFE,  DONALD  MARTIN,  LT,  SAN  MATEO  CO  SO 

PEDRINI,  WILLIAM  DENNIS,  LT,  SAN  MATEO  CO  SO 

STABLES,  ROBERT  M. ,  INSPR,  DA  OFC,  CO  OF  SAN  MATED 

STEWART,  EUGENE  E.,  ASST  SHF,  SAN  MATEO  CO  SO 

VERMEER,  SCOTT  S  G,  CPT,  PD 

WHITMORE,  EARL  B.,  SHF  OF  SAN  MATEO  CO 

WOOD,  S.  D.,  COP 

ZIRELLI,  JODY  BRACKEN,  LT,  SAN  MATEO  CO  SD 


122 

93 

88 

75 
172 
127 
103 

74 
189 

52 

38 
186 
REEDLEY 


143 
184 
35 
RIALTO 
172 
101  tt 
104  tt 


BROWN,  FORREST  JOSEPH,  JR,  COP 
DOVE,  TERRENCE  MICHAEL,  COP 
REMY,  EMMETT  L.,  COP 


122 
155 
107 
179 


152 

31 
100 
104 

85 
113 
118 
190 
136 
178 
171 
195 
157 

33 
145 

92 


REDONDO  BEACH' 


BECKNELL,  KENNETH  LEE,  LT,  PD 

BUSBY,  JAMES  W,  CPT,  PD 

FARMER,  RAYMOND  E. ,  COP 
118  tt   GREEK,  PHILIP  DALE,  LT,  PD 
148   HEBBARD,  ROLAND  BRIAN,  CPT,  PD 

LEWIS,  JAMES  EDWIN,  COP 

VISSER,  MICHAEL  DENNIS,  LT,  PD 

WESTCOTT,  GEORGE  E. ,  JR.,  LIEUTENANT,  PD 

WYLDE,  DANIEL  WILLIAM,  LT,  PD 
RICHMOND 

36  tt   BACON,  JOHN  EDWARD,  CPT,  PD 

BECKER,  ROBERT  JOHN,  CPT,  PD 
tt   BROWN,  CHARLES  E.,  COP 

CEBALLOS,  MICHAEL  W. ,  CPT,  PD 

CLEMENTS,  EARNEST  R,  COP 
tt   DAVIS,  DARROL  D. ,  CPT,  PD 
tt   GARFIELD,  LEO  C,  CHIEF  OF  POLICE 
tt   HAMBERLIN,  WILLIAM  LEO,  CPT,  PD, 

HUDSON,  TERRY,  LT,  PD 

JOHNSON,  ARTHUR  LEE,  CPT,  PD 

ODONNELL,  DAVID  PAUL,  LT,  PD 

PARRICK,  ROBERT  LEE,  LT,  PD 

PHELPS,  BILLY  RAY,  JR,  LT,  PD 

PHILLIPS,  TOMMIE  EARL,  LT,  PD 
tt   PHIPPS,  ERNEST  F.,  COP 

SEIBERLING,  DOUGLAS  DON,  CAPT,  PD 
#  WOOD,  ROBERT  W,  DEP  CHF,  PD 
RIDGECREST 

145  tt   BRUNSON,  LARRY  LON,  COP 
164   FOWLER,  ALDEN  KURT,  LT,  PD 

153   LINENKUGEL,  JEROME  F,  JR,  LT,  PD 

160   LOVGREN,  JON  CHRISTIAN,  LT,  PD 
RIO  VISTA 

131   COOK,  RICHARD  DENNIS,  COP 
RIPON 

174   SCHEIDECKER,  THOMAS  JACK,  COP 
RIVERBANK 

166   JONES,  STANLEY  WAYNE,  LT,  PD 

146  MCBRIDE,  JERRY  HAL,  SR,  COP 
RIVERSIDE 

118   BROWN,  JAY  KENNETH,  SR  INVSTGR,  RIVERSIDE  CO  DA  OF 
CLARK,  BERNARD  J.,  SHF  OF  RIVERSIDE  CO 
COOPER,  CHARLES  ARTHUR,  CPT  OF  DET,  PD 
CROSS,  IRVIN  L. ,  CPT,  PD 
CUNRADI,  DAVID  RICHARD,  CPT,  PD 
FEINSTEIN,  MERVIN  D.,  CPT,  PD 

HANSEN,  JOHN  THOMAS,  SR  INVSTGR  II,  RIVERSIDE  CO  DA 
HODSON,  CLAY  W,  ASST  CHF,  RIVERSIDE  CO  DA  OFC 
HOWE,  WILLIAM  LESTER,  COP,  UNIV  OF  CA  AT  RIVERSIDE 
JONES,  VICTOR  E.,  DIR  OF  SEC,  RIVERSIDE  COMM  COL 
KOLB,  THOMAS  GORDON,  JR,  ASST  MARSHAL  OF  RIVERSIDE  CO 
LEWIS,  PAUL  F.,  CHF  INVSTGR,  RIVERSIDE  CO  DA  0 
LYNCH,  ALLAN  WILLIAM,  SR  SUPV  INVSTGR,  RIVERSIDE  CO 
MCCOY,  JOHN  J.,  DIV  CHF,  RIVERSIDE  CO  SD 
MILLER,  DANNY  CHARLES,  LT,  RIVERSIDE  CO  SD 
PRESLEY,  ROBERT  BUEL,  USHF,  RIVERSIDE  CO  SD 
RANDALL,  VERNON  E.,  CPT,  PD 
REED,  RICHARD  BRUCE,  CPT,  CA  HPTL 

SHANLEY,  THOMAS  MICHAEL,  INVSTGR,  RIVERSIDE  CO  DA  OFC 
WENTLAND,  HOWARD  H. ,  CAPTAIN,  PD 
WILLIAMS,  GERALD  WAYNE,  LT,  RIVERSIDE  CO  SD 
ROHNERT  PARK 
125  tt   AMANTITE,  DENNIS  ROSS,  POL  CMDR,  DPS 


59 

30 

95 

146 

115 

177 

184 

122 

107 

120 

92 

140 

90 

191 

70 

98 

175 

188 

97 

193 


PAGE 


163 


CALIFORNIA  -  CALIFORNIA 

177    BULLARD,  THOMAS  RAY,  LT ,  DPS 

134   COURIER,  R  RICHARD,  DIR,  DPS 

101   DENNETT,  ROBERT  E.t  COP 

119  tt   HOLMES,  LEE  ROY,  CPT ,  DPS, 

124   ROONEY,  PATRICK  EDHARD,  PUB  SAFETY  OFCR, 

142   SHIELDS,  JACK  WILLIAM,  CMDR,  DPS 

150  BARROH,  JOHN  ADELBERT,  III,  CPT,  PD 

134  KNUTHSON,  CHARLES  VERNON,  CPT,  PD 

124  LUDLOH,  DENNIS  LAHRENCE,  CONSTABLE  OF  PLACER  CO 

191  LUMSDEN,  STANLEY  JOE,  SGT ,  PD 
162  NEVES,  JOEL  ANDREH,  LT,  PD 
128  SIMMS,  THOMAS  HASKELL,  COP 
175  URIBE,  STEVEN  KENT,  LT,  PD 

SA64*#E ANDERSON.  HERBERT  M,  CHF  DEP,  SACRAMENTO  CO  SO 
189   ANDERSON,  RODNEY  LOUIS,  LT,  SACRAMENTO  CO  SD 
146  tt   ARTHUR,  FREDERICK  LESLIE,  DEP  CHF,  PD 
103   ASHBURN,  JACK  F,  CHF  DEP,  USMS 
156   AUGUSTA,  GREGORY  MORRIS,  CPT,  CA  HPTL 

192  BABCOCk!  JAMES  HEST,  CPT,  SACRAMENTO  CO  SO 

lg  J  ^UIIt.TraN^Is'l^COO^TR,  CA  OFC  OF  EMRGNCY  SE 
105   BEARD,  LONNIE  A,  CPT,  SACRAMENTO  CO  SD 
108  #  BEELER.  HAROLD  W,  JR,  CPT,  CA  HPTL 

144  BENBOW  JOHN  LOREN,  CHF  DEP,  SACRAMENTO  CO  SD 
123  BENDER  GABRIELE  EVELYN,  LT,  SACRAMENTO  CO  SD 
172   BERRY  WILLIAM  BUD,  JR,  DIV  CHF,  CA  STATE  PARKS 

145  BEVERLY  DEREK  TYSON,  CHF  INVSTGR,  DEPT  OF  DEV  SERV 
92  M   BIBICA,  JOHN  M,  INSPR,  PD 

136  BLANAS   LOUIS  JAMES,  USHF,  SACRAMENTO  CO  SD 

94  0  BONNER,  WILLIS  B,  CPT,  SACRAMENTO  CO  SD 

153  BRIGGS,  GERALD  RICHARD,  ASST  CHF,  CA  DOJ 

187  BROWN,  LESLIE  KAY,  LT,  SACRAMENTO  CO  SD 

179  BROWN,  MICHAEL  LYLE,  ASST  CHF,  CA  HPTL 

160  #  BUDA,  ERNEST  ROY,  CPT,  SACRAMENTO  CO  SD 
191  BURNETT,  PATRICK  RUSSELL,  LT,  CA  HPTL 

161  BYRNES,  DIANE  KATHLEEN,  SUPV  SPC  INVSTGR  II,  DMV 

174  CAHILL,  WILLIAM  JAMES,  LT,  CA  HPTL 
189   CAMPAS,  STEVEN,  JR,  LT,  PD 

186  CARROL,  ALBERT  JOHN,  CPT,  CA  HPTL 

l«!6  CHISHOL.M  FRANK  ROGER,  CHF  LOTTERY  AGT,  CA 

175  DACRE,  JOHN  CALVIN,  INVSTGR,  SACRAMENTO  CO  DA  OFC 
166  DALE,  FRANK,  INVSTGR,  SACRAMENTO  CO  DA  OFC 

101   DALY  CAROL  A,  CHF  DEP,  SACRAMENTO  CO  SD 

115  DALY  THEODORE  L.,  SGT,  SACRAMENTO  CO  SD 

87  tt   DEASY   BILL  D,  CHF  INVSTGR,  SACRAMENTO  CO  DA 
57  #  DEHNER,  RAYMOND  W. ,  COP 

S  DDEENhAMM0NR0^RTGNlwT6N?PJR,CACHr°DEP.  SACRAMENTO  CO  SD 

113  DOLMSETH,  RICHARD  L.,  ASST  CHF,  CA  HPTL 

116  DOONAN,  EDWARD  F,  CPT,  SACRAMENTO  CO  SD 
133  DURAN,  ERNEST  JOSEPH,  SAS,  CA  DOJ 

109  tt   DYER,  TERRELL  W.  ,  LT,  SACRAMENTO  CO  SD 

123  tt   EDGERTON,  GEORGE  MURRAY,  DEP  CHF,  CA  HPTL 

158   FACIO,  ANA  MARGARITA,  DEP  CHF,  MEDICAL  BOARD  OF  CA 

100   FLYNN,  JOHN  J.,  LT,  CA  HPTL 

176   FOLLETT,  DONALD  ROBERT,  CPT,  CA  HPTL 

105  FRADENBURG,  WILLIAM  A.,  INSPR,  CA  HPTL 

107  GANZ,  H.  THOMAS,  LT,  CA  HPTL 

181   gS  JR^Rf-BE^ix!RI^SALSTsrCHFP-?A  G  VERNOR'S  OFC 
174   GOODWIN,  KENNETH  DUANE,  LT,  SACRAMENTO  CO  SD 
136  tt   GORMAN,  THOMAS  JOSEPH,  DEP  CHF,  CA  DOJ, 
73  tt   GUTHRIE.  J.  BRUCE,  ASST  COP,  PD 

108  tt   HALASZ,  JOSEPH  J,  CHF  IVST.CA  ST  FIRE  MARSHAL 

109  tt   HANNIGAN,  MAURICE  J,  COMM,  CA  HPTL 
194   HAU,  MICHAEL  F,  LT,  SACRAMENTO  CO  SD 
102  tt   HELSLEY,  STEPHEN  C,  ASST  DIR,  CA  DOJ 

106  tt   HENRIKSON,  ARTHUR  S,  USHF,  SACRAMENTO  CO  SD 
111   HILL,  TIMOTHY  J.,  CPT,  CA  SPOL 

133   HOLLOWAY,  AUBREY  NEIL,  LT,  CA  SPOL 
106  tt   HUFF,  TIMOTHY  G,  CHF  OF  LAW  ENF,  CA  DIV  OF  FORE 
189   HUME,  JULIE  ANN,  SAC,  CA  DOJ 
11?   HUNT   HARRY  H. ,  LT,  CA  HPTL 

182   IKEUCHI,  HaYNE'hIROSHI.  LT   SACRAMENTO  CO  SD 
7  tt   JAHNSEN,  OSCAR  J.,  DEP  DIR,  DMV,  STATE  OF  CA 
155   JENNINGS,  DONALD  PAUL,  LT,  CA  SPOL 
181  tt   JOELSON,  DIANE  MARIE,  LT,  PD 
171   JOHNSON,  KEVIN  BRETT,  CPT,  PD 

192   JOLLY,  JERRY  RAYMOND,  DEP  DIV  CHF   CA  DEPT  ABC 
119   JONES,  JOHN  THOMAS,  SA,  CA  DEPT  OF  JUSTICE  . 

139   JOURDAN,  KENNETH  ROBERT,  DEP  CHF,  CA  OFC  OF  EMERGENCY  S 

110  I  KEUAr!  JOHN  a;'jR?PASST  COMMISSIONER,  CA  HPTL 

114   KING.  CHARLES  E,  CPT,  CA  HPTL 

104   KYNASTON,  EDWARD  E,  ASST  CHF,  CA  HPTL 

138   LAFOND,  EDHARD  GERALD.  LT   CA  HPTL    _....  „.„„ 

166   LANCARA,  JOHN  CARMELO,  CHF  OF  ENF,  CA  MEDICAL  BOARD 
39  tt   LANGNER,  RICHARD  B..  CPT  CA  HPTL 
on   I  cra<;   Al  RFRT  E   ASST  LEGS  SEC,  OFC  OF  THE  GOVE 

109   LEWIS'  GEORGE  l'.  ,  SR  ,  SR  CRIM  INVSTGR,  SACRAMENTO  CO 
93  tt   LINKS,  FRED  W.,  JR.,  SR  CRIM  INVSTGR.  SACRAMENTO  CO 

142  tt   LONG,  BILLIE  LLOYD,  LT ,  SACRAMENTO  CO  SD 

185  *   LUSHBAUGh!XCHARLESANTHONY,  LT,  SACRAMENTO  CO  SD 
114   MACHEN  HARRY  N.,  SGT,  SACRAMENTO  CO  SD 

1  #  MAGNESS,  ALEXANDRIA  I.  CHF  DEP.  SACRAMENTO  CO  SD 
106   MAHER,  LARRY  J,  CHF  OF  STAFF,  CA  SPOL 
194   MANDALLA,  THEODORE  JOHN,  JR,  LT ,  PD 


99 

182 
122 

91 

2 

100 

167 

175 

97 
183 

66 
104 

98 

51 
100 

99 
162 
137 

96 

83 
104 


COM  ON  PEACE  OFCR  S 

DA  OFC 

PD 


MANNEN,  ROBERT  P.,  ASST  CHF,  CA  DEPT  OF  JUSTICE 

MANUEL,  GREGORY  FRANKLIN,  CPT,  CA  HPTL 

MARCHESCHI,  DENNIS  EUGENE,  INVSTGR,  SACRAMENTO  CO  DA  OF 

MARTIN,  EDWARD  L..  JR.,  DEP  CHF,  PD 

MCDONALD,  ROSS  R.,  DEP  COMR,  CA  HPTL       „.--„., 

MCELHANEY,  VOL  GENE,  ASST  CHF,  CA  DEPT  OF  JUSTICE 

MCKINNEY,  STEVEN  DOUGLAS,  CHF,  BU  OF  INVSTGN 

MCLAUGHLIN,  JAMES  EDWARD,  LT,  CA  HPTL 

MCVErSJOHNMROBERT?ECRIMFiNVSTGR,  SACRAMENTO  CO  DA 

MEREDITH,  HERBERT  DANIEL,  CAPTAIN,  PD 

MEYERS,  STANLEYH.,  LT ,  CA  HPTL 

MITCHELL,  BOB  L.,  LT,  CA  HPTL 

MUEHLEISEN,  GENE  S.,  EXEC  OFCR, 

MUIR,  WILLIAM  A.,  CRIM  INVSTGR, 

MULDERRIG,  WILLIAM  M. ,  CAPTAIN, 

NAJERA,  ALBERT,  CPT,  PD 

NEWQUIST,  ROGER  BYFORD,  ASST  COMM,  CA  HPTL 

NOONAN,  RICHARD  N.,  JR.,  ASST  CHF,  CA  HPTL 

OATES,  GUY  R.,  CHF,  CA  SPOL 
„  OBRIEN,  KENNETH  J,  ASST  DIR,  PD 
158  tt   OKANE,  MICHAEL  JAMES,  SR,  CPT,  PD 
172   ORR,  DOUGLAS  JAMES,  CPT,  CA  HPTL 

PAINTER,  CHARLES  H. ,  SGT,  CA  HPTL 

PIERCE,  ADELBERT  A,  USEC,  STATE  &  CONSUMER  SER  AGC 

PRICE,  RICHARD  ARLEN,  CPT,  SACRAMENTO  CO  SD 

RADFORD   ROBERT  C.  CHF  DEP,  SACRAMENTO  CO  SO 

ReSgSTORFF   ROBERT ' PHILLIP,  ASST  COMMISSIONER,  CA  HPTL 

REYNOLDS,  ROBERT  D,  USHF,  PD 

RISENHOOVER,  GARLAND  D,  ASST  CHF,  CA  HPTL 

ROBINSON,  ROGER  J,  CHF  CRIM  INVSTGR,  SACRAMENTO  C 

ROONEY,  JOSEPH  E.,  CHIEF  OF  POLICE 

ROSS,  THOMAS  WILLIAM,  DEP  CHF,  CA  HPTL 

RYAN,  MARTIN  ARTHUR,  ASST  CHF,  CA  DOJ 

SAVAGE,  DONALD  PHILLIP,  CPT,  SACRAMENTO  CO  SD 

SAVAGE,  MARY  ANN,  CPT,  PD 

SCHIELE,  KEITH  FRANCIS,  DEP  CHF,  PD, 

SENNA,  MICHAEL  LAWRENCE,  LT,  CA  HPTL 

SHIRAISHI,  RICHARD  H,  LT,  PD 

SHORT,  LEROY  M,  ASST  CHF,  CA  HPTL 

SMITH  CHESTER  R.  ,  JR.,  LT,  SACRAMENTO  CO  SD 

SMITH  JAMES  E,  COMMISSIONER,  CA  HPT 

SMITH  MICHAEL  ALAN,  CPT,  SACRAMENTO  CO  SD 

SOMERS,  SAMUEL  DOCKE,  SR,  CPT,  PD 

STARK,  THOMAS  G. ,  CAPTAIN,  PD 

STFFVES   WARREN  LEE,  SUPV,  USMS 

THAYER?  BRUCE  H.,  JR.,  DEPUTY  CHIEF  OF  POLICE 

TH^PSE0NWADrSTLE;E,LTSUPRACRIMLINVSTGR,  SACRAMENTO 
TIDWELL  WALTER  VIRGIL,  CRIM  INVSTGR,  SACRAMENTO  CO  DA 
TRIMBLE  LAWRENCE  S.,  CHIEF  OF  DETECTIVES,  PD 
UYEDA,  MICHAEL  ALLAN,  LT,  PD 
VEGA,  MICHAEL  ANGEL,  DEP  CHF,  PD 
VENEGAS,  ARTURO,  JR,  COP 
VONK,  HENRY  G. ,  CPT,  CA  HPTL 
WALTERSCHEID,  FRANK  DENNIS,  LT,  CA  SPOL 
WARE,  GAITHEL  OSHIE,  III,  CPT,  PD 

:  K^JAME^  ^^ 

,  WOlTe'  W^rInLSh,LCHF?ACAP0DEPT  OF  CONSUMER  AFFAI 
ZINK,  ARNOLD  J,  ASST  CHF,  CA  HIGHWAY  PTL 


44 
114 
121 
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115 
95 
117 
39 
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186 
152 
165 
141 
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180 
103 
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93 
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119 
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44 
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139 
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99 
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101 
102 
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154 


99 

S192NA  ALLARD,  DAVID  JOSEPH,  LT,  MONTEREY  CO  SD 
BAEHR,  ROBERT  DOUGLAS.  LT,  MONTEREY  CO  SD 
BRASSFIELD,  MICHAEL  PAUL,  LT,  MONTEREY  CO  SD 

BROWn! 'KENNETH  EDWARD!  USHF,  MONTEREY  CO  SD 
CAMARA,  PATRICK  ROOS,  LT,  CA  HPTL 

^E^/SSSS^ilAlicisV.  MONTEREY  CO  SD 

COLLINS,  VICTOR  SYLVESTER,  ASST  CHF,  PD 

COOK,  DAVID  B.,  SHF  OF  MONTEREY  CO 

DARLiNG,  JOHN  GORDON,  LT,  MONTEREY  CO  SD 

DAVIS   BILLY  W. ,  CPT,  MONTEREY  CO  SO 

DAV  SON,  JOHN  DONALD  CHF  DEP,  CORRECTIONS  BU 

DEERINC!  STEVEN  RALPH,  LT,  MONTEREY  CO  SD 

?»,  Kes'cURtVss/c'hF  DEP,  MONTEREY  CO  SD 
FREEMAN,  WILLIAM  ARTHUR,  LT,  MONTEREY  CO  SD 
I  GARWOOD,  GEORGE  D. ,  CAPTAIN,  PD 

I  G^P?NNS*HENRYAE-L'  CPt/mONTEREY  CO  SD 
GREBMEIEr!  JOSEPH  PAUL,  CHF  DEP,  MONTEREY  SD  COM  DIV 

'  hIfFINGTOnAoMNIe' LOUIS,  LT,  MONTEREY  CO  SD 
HICKS,  NORMAN  GRADY,  SHF  OF  MONTEREY  CO 

HSK^ItSicI^MArIe/lT,  MONTEREY  CO  SD 
il^l^BX^B^rjSHN^LT^ONTEREY  CO  SD 
MYERS,  LARRY  HUGH,  LT,  PD 

?EREZ,GR0LBERTRM36SLETPH,P?PT,  MONTEREY  CO  SD 
PERRYMAN,  STEPHEN,  LT,  PD 
tt   RODRIGUEZ,  JAMES,  USHF,  MONTEREY  CO  SO 
SEGURA,  SAL  RAY,  LT,  CA  HPTL 

TAYLOR'  ROBERTLLEEE,LTSUPVG  INVSTGR,  MONTEREY  CO  DAS 
*  WEIGHT,  GEORGE  C.  ,  CHIEF  OF  POLICE,  PD 
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190   HILSON,  LEONARD  L,  LT,  PD 
175   YONEYAMA,  HENRY,  LT,  PD 
SAN  ANDREAS 

97  tt   GARRISON,  FRED  V.,  JR,  SHF  OF  CALAVERAS  CO  SD 
SAN  ANSELMO 

74  #  BUCHIGNANI,  RAYMOND  R.,  COP 
SAN  BERNARDINO 

16  *  ALLISON,  HARRY  D. ,  COP 
132  tt   AULT,  ROBERT  EUGENE,  JR,  CPT,  SAN  BERNARDINO  CO  SD 
178   BAMRICK,  LARRY  FRANCIS,  LT,  CA  HPTL 
119   BASHAH,  PAUL  ALOYSIUS,  LT,  PD 

149   BRADFORD,  JIMMIE  G,  DEP  CHF,  SAN  BERNARDINO  CO  SD 
142  tt   BRODY,  GERALD  LELAND,  CPT,  SAN  BERNARDINO  CO  SD 
163   BRUINS,  BARRY  ALAN,  INVSTGR,  DA  OFC 
108   BURCHETT,  JIM  C,  CPT,  CA  HPTL 

97  *  CALLAHAN,  CHARLES  E,  CPT,  SAN  BERNARDINO  CO 
105  #  CAMPBELL,  EARL  R.,  CPT,  SAN  BERNARDINO  CO  SD 
157   CARDWELL,  MICHAEL  DEXTER,  CPT,  SAN  BERNARDINO  CO  SD 
103   COCKE,  B.  WARREN,  COP 
103   COSTELLO,  HALTER  E.,  INSPR,  CA  HPTL 
121  #  CRAHFORD,  EARL  EUGENE,  CPT,  SAN  BERNARDINO  CO  SD 
175   DALY,  YOLANDA  GOMEZ,  INVSTGR,  SAN  BERNARDINO  CO  DA 

107  DELAURIE,  ERNEST  G,  DEP  CHF,  SAN  BERNARDINO  CO  SO 

134   DORSEY,  RAYMOND  FRANCIS,  ASST  SHF,  SAN  BERNARDINO  CO  SD 
59  #  DYAL,  KOMER  WARREN,  CHF  INSPR,  SAN  BERNARDINO  CO  S 

119  #  EDMONDS,  ROBERT  DEAN,  LT,  SAN  BERNARDINO  CO  SD 

195   ELZIG,  LECIA  LOREE,  LT,  CA  HPTL 

192   EMOTO,  MARK  TERUO,  SGT,  PD 

166   FARMER,  WESLEY  STEVEN,  LT,  PD 
91  tt   FARQUHAR,  WILLARD  B,  INSPR,  SAN  BERNARDINO  CO  SD 

123   FERRONATO,  JAMES  JOSEPH,  CPT,  SAN  BERNARDINO  CO  SO 

110  #  FOLLETT,  CHARLES  E,  ASST  SHF,  SAN  BERNARDINO  CO  SO 

159   FUTSCHER,  JOHN  ALAN,  CPT,  SAN  BERNARDINO  CO  SD 

190   GOMEZ,  OSCAR,  MAJ,  SAN  BERNARDINO  CO  SD 

108  #  GONZALES,  BENJAMIN,  COP 
126  tt   HAGSTROM,  VICTOR  ALDEN,  CPT,  SAN  BERNARDINO  CO  SO 

HAMILTON,  VICTOR  LEE,  SR  INVSTGR,  CO  DA'S  OFC 
tt   HARBAUER,  MELVIN  LAWRENCE,  ASST  CHF,  PD 

#  HENSLEY,  HAROLD  ROBERT,  CPT,  SAN  BERNARDINO  CO  SD 
tt   HERMANSON,  EVERETT  SELMER,  CPT,  SAN  BERNARDINO  CO  SD 

HUFF,  GARY  DANA,  DEP  CHF,  SAN  BERNARDINO  CO  SD 

HUME,  RONALD  J.,  CPT,  PD 

JAGERSON,  TERRY  D. ,  CPT,  SAN  BERNARDINO  CO  SD 

JOHNSON,  LEONARD  JOHNNIE,  DEP  CHF,  SAN  BERNARDINO  CO  SD 
tt   KARR,  JOSEPH  M,  DEP  CHF,  SAN  BERNARDINO  CO  SO, 

KAUFFMAN,  JENIFER  LEE,  SGT,  PD 

KLETTENBERG,  STEVEN  MICHAEL,  SGT,  PD 

KRAUS,  DENNIS  WAYNE,  CHF,  CA  ST  UNIV  DPS 
tt   LARSON,  KEITH  E,  DEP  CHF,  SAN  BERNARDINO  CO  SO 

LEVAN,  DONALD  MARTIN,  CPT,  PD 

#  MAJORS,  EUGENE  L,  DEP  CHF,  SAN  BERNARDINO  CO  SO 
MALONE,  DANIEL  DEAN,  LT,  PD 

tt   MARTIN,  DAVID  J.,  DEP  CHF,  CA  HPTL 

#  MARTIN,  TIMOTHY  C. ,  CHIEF  INVEST,  CO  DA  OFC 
MILLER,  BILLY  RANDALL,  LT,  PD 
MINOR,  THOMAS  MEDLIN,  CPT,  PD 

MOORE,  BRIAN  CARL,  INVSTGR,  SAN  BERNARDINO  CO  DA 
NEIGEL,  LAWRENCE  EUGENE,  LT,  PD 
OROURKE,  MICHAEL  LEE,  CPT,  SAN  BERNARDINO  CO  SD 

#  POUNDERS,  PHILLIP  L.,  CPT,  SAN  BERNARDINO  CO  SO 
REDDING,  SANDRA  LOUISE,  CPT,  CA  HPTL 
RICHARDS,  LARRY  JOE,  LT,  PD 

RINGHOFER,  JEROME  CAMPBELL,  DEP  CHF,  SAN  BERNARDINO  CO 
ROBBINS,  DANIEL  ALLEN,  LT,  PD 

tt   ROGERS,  HORACE  EUGENE,  CPT,  SAN  BERNARDINO  CO  SD 
ROUNDS,  GERALD  CHARLES,  LT,  CA  HPTL 

154  tt   SAVAGE,  LINDEL  M,  CPT,  SAN  BERNARDINO  CO  SD 

125  tt   SCHUYLER,  PHILIP  KENNETH,  CPT,  SAN  BERNARDINO  CO  SO 
STAYTON,  EDWIN  JAMES,  LT,  CA  HPTL 

tt   STONE,  KENDALL  J.,  USHF,  SAN  BERNARDINO  CO  SD 
TAACK,  RICHARD  EDWIN,  SGT,  PD 
THOMAS,  DAVID  LEWIS,  LT,  PD 
tt   TIDWELL,  FLOYD  E,  SHF  OF  SAN  BERNARDINO  CO 

WALKINSHAW,  KENNETH  RAY,  LT,  CA  HPTL 
tt   WALLACE,  LARRY  D,  INSPR,  SAN  BERNARDINO  CO  SO 
tt   WICKUM,  THOMAS  GERALD,  CPT,  SAN  BERNARDINO  CO  SD 

WILLIAMS,  RICHARD  G,  USHF,  SAN  BERNARDINO  CO  SD 
tt   WILSON,  PAUL  E,  INSPR,  SAN  BERNARDINO  CO  SO 
SAN  BRUNO 
63  tt   CUNNINGHAM,  RUSSELL  JOSEPH,  COP 
130   GIBSON,  JACK  R,  CPT,  PD 
105   HEDLEY,  FRANK  E.,  COP 

126  tt   PALLA,  JOSEPH  JOHN,  JR,  COP 
SAN  CARLOS 

127  tt   GERST,  CLIFFORD  JOHN,  JR,  COP 
183   GRANUCCI,  JAMES  ROBERT,  COP 

155  HELLMAN,  GERALD  FRANCIS,  CMDR,  PD 
115  tt   MCGUIGAN,  OWEN  K. ,  COP 

SAN  CLEMENTE 
122   EHLOW,  ALBERT  CHARLES,  COP 
158   FALK,  PAUL  ALLAN,  LT,  PD 
59  #  MURRAY,  CLIFFORD  G. ,  DPS 
SAN  DIEGO 
U2   AGUILAR,  RUDOLF  ANTHONY,  CPT,  SAN  DIEGO  CO  MARSHALS  OFC 
ALLEN,  RICHARD  HAROLD,  CPT,  SAN  DIEGO  CO  MARSHAL'S  OF 
APOSTOLOS,  ROBERT  J,  JR,  CMDR,  SAN  DIEGO  CO  SO 
ARMSTEAD,  RULETTE  VILLARANTE,  ASST  CHF,  PD 
BEALL,  RICHARD  C,  SHF  OF  SAN  DIEGO  CO 
BECKER,  WILLIAM  FREDERICK,  LT,  PD 
BEJARANO,  RAUL  DAVID,  ASST  CHF,  PD 


189 
54 
136 
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125 
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153 
120 
132 
138 
144 


127 

58 
168 
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76 
151 

90 
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115 

87 


159 
167 
161 
108 
179 
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175   BERGLUND,  DANIEL  LEE,  CHF,  DISTRICT  ATTY'S  OFC 

190   BIRD,  LORI  ANN,  CPT,  SAN  DIEGO  CO  SD 

194   BISHOP,  MICHAEL  CONRAD,  SUPVR  INVSTGR,  SAN  DIEGO  DA  OF 

185   BOIES,  SCOTT  THOMAS,  CPT,  SAN  DIEGO  CO  SD 

137   BOULDEN,  JOHNNY  WAYNE,  DC  INVSTGR,  SAN  DIEGO  CO  DA 

162   BOYER,  THOMAS  RUSSELL,  SR  DET,  SAN  DIEGO  STATE  UNIV  D 

120  tt   BURROUGHS,  JOHN  MICHAEL,  SHF  OF  SAN  DIEGO  CO 
148   CALI,  VITO  MICHAEL,  CPT,  CONVENTION  CENTER  PD 

98   CARPENTER,  JOHN  J.,  DIR,  DPS,  SAN  DIEGO  STATE  UNIV 
151  #  CARROLL,  TIMOTHY  OWEN,  DEP  SHF,  SAN  DIEGO  CO  SD 
189   CARSON,  KATHLEEN  SARAH,  SUPV  INSPR,  USMS 

121  CASEY,  ADRIENNE  RUTH,  SUPVY  INVSTGR,  SAN  DIEGO  CO  DA 
87  tt   CASH,  QUENTIN  D.,  INSPR,  SAN  DIEGO  CO  SD 

140   CECELSKI,  RICHARD  H,  DEP  CHF,  SAN  DIEGO  CO  DA  OFC 

185  CLARK,  GREGORY  DEAN,  CPT,  PD 
140  tt   CLINE,  JOHN  JAER,  LT  CMDR,  USN 

186  COLE,  DENNIS  MICHAEL,  CPT,  SAN  DIEGO  SD 

177   COLLINS,  YOLANDA  LILLIAN  M,  CPT,  SAN  DIEGO  CO  SD 
140   CONNELL,  MICHAEL  DAVID,  PTL  AGENT,  US  BORDER  PTL 
125  tt   CONNER,  LESLEY  ALLEN,  CPT,  SAN  DIEGO  CO  MARSHALS  OFC 
117  #  CORINDIA,  WARNER  J,  SHF  OF  SAN  DIEGO  CO 

CREIGHTON,  STEVEN  DOUGLAS,  CPT,  PD 

CROW,  CHARLES  DAVID,  CPT,  PD 

DAVIS,  DONALD  L,  DEP  CHF,  PD 

DECKER,  JAMES  EDWARD,  CMDR,  SAN  DIEGO  CO  SD 

DEERING,  KENNETH  W,  CPT,  SAN  DIEGO  SD 

DEPAOLA,  SALVATORE,  ASST  CHF,  CA  HPTL 

DESTEUNDER,  ROBERT  FREDRICK,  ASST  SHF,  SAN  DIEGO  CO  SD 

DISNEY,  RICHARD  V.,  SGT,  PD 
111  tt   DODSON,  GEORGE  T.,  CPT,  SAN  DIEGO  CO  SD 
164   DOWNHAM,  NEAL  EATON,  SUPR  INVSTGR,  SAN  DIEGO  CO  DA 

DROWN,  JOHN  M,  USHF,  SAN  DIEGO  CO  SD 

DULYEA,  DONNA  ANN,  INVSTGR,  SAN  DIEGO  CO  DA  OFC 

#  EMIG,  JAMES  A,  CMDR,  SAN  DIEGO  CO  SD 
ENERSON,  KEITH  WILLIAM,  ASST  CHF,  PD 

#  EWENS,  RICHARD  DONALD,  SUPV,  SAN  DIEGO  SCHOOLS  PD 
FALCONER,  JOHN  FRANK,  CPT,  SAN  DIEGO  CO  SD 
FRAME,  RICHARD  CROMWELL,  CHF  INVSTGR,  SAN  DIEGO  CO  DA  0 
FRANKE,  KENNETH  DALE,  LT,  SAN  DIEGO  HARBOR  POL 

#  FRANKLIN,  PAUL  N.,  LT,  SAN  DIEGO  CO  SD 
FRENCH,  HUGH  B.,  COP 

FULMER,  ALAN  CLARK,  CMDR,  SAN  DIEGO  CO  SD 
GALLIGAN,  GORDON  KENNETH,  LT,  UNIFIED  PORT  DIST  HARBOR 

tt   GALT,  JOHN  A,  CMDR,  SAN  DIEGO  CO  SO 

GILBERT,  EDWARD  MICHAEL,  SGT,  SAN  DIEGO  STATE  UNIV  DPS 

GILLESPIE,  MICHAEL,  LT,  PD 

GLEASON,  GARY  WAYNE,  LT,  SAN  DIEGO  CO  DA 

GONZALES,  ADOLFO,  CPT,  PD 

GONZALES,  SAM  TORRES,  LT,  SAN  DIEGO  CO  MARSHAL'S  OFC 
tt   GRAY,  CLAUDE  DEAN,  LT,  PD 

GREGORY,  JOHN  RICHARD,  LT,  PD 

#  GUADERRAMA,  MANUEL  C,  DEP  CHF,  PD 
HADLEY,  DONALD  LEON,  CPT,  UNIFIED  PRT  DIS  HARBOR  PO 
HALL,  DAVID  ALAN,  CPT,  PD 

#  HALL,  ROY  LESTER,  SGT,  PD 

#  HALL,  THOMAS  WESLEY,  COP,  S.D.  CITY  SCHOOLS 
HANSON,  LARRY  JAMES,  SUPR  INVSTGR  IV,  SAN  DIEGO  DA 
HARRISON,  BARBARA  ANNE,  ASST  CHF,  PD 
HERINGER,  EMIL  J,  CPT,  CA  HPTL 
HIGHT,  MARTIN  WILLIAM,  CHF,  HARBOR  PD 

101  #  HILL,  FRANCIS  P,  ASST  SHF,  SAN  DIEGO  CO  SD 

151   HOWELL,  WILLIAM  EDWIN,  LT,  PD 

HUTCHISON,  JEFFREY  DEAN,  SGT,  UNIV  OF  CA-SAN  DIEGO  PD 

HUTTON,  ROBERT  G. ,  ASST  MGR,  SAN  DIEGO  HARBOR  POL 

JARRETT,  STEFFANI  ROSE,  LT,  CA  STATE  PARKS 

JENSEN,  TERRY  EDWARD,  INVSTGR  IV,  SAN  DIEGO  DA  OFC 

JESSUP,  KARLA  MARIE,  CPT,  USMC 

JOHNSON,  DAVID  CHARLES,  CPT,  PD 

JOHNSON,  DONALD  EDWARD,  CHF,  SAN  DIEGO  COMM  COLLEGE  DI 

JOHNSON,  DONALD  RICHARD,  DIR,  UNIV  OF  SAN  DIEGO  DPS 

JONES,  LEWIS  E,  CPT,  SAN  DIEGO  CO  SD 

JONES,  ROBERT  LINDSAY,  DET  SGT,  UNIV  OF  CA  AT  SAN  DIE 

JONES,  WAYNE  DOLAN,  CWO  II,  USMC 

JORDAN,  J.  W.,  ASST  SEC  OFC,  USN  AIR  STATION 

JOSLIN,  LOREN  E.,  CPT,  PD 

KESSLER,  KRAIG  KEITH,  CPT,  PD 

KILDAY,  JAMES  E.,  ASST  CHF  OF  INVSTGNS,  DA  OFC 

KLIPPERT,  MYRON  ALLEN,  ASST  SHF,  SAN  DIEGO  CO  SD 

KNOWLES,  WILLIAM  WESTON,  CPT,  SAN  DIEGO  CO  SD 

KRUSEN,  JAMES  PAUL,  CPT,  SAN  DIEGO  HARBOR  PD 

LANE,  CHARLES  OTIS,  CMDR,  SAN  DIEGO  CO  SD 

LASUER,  J  C,  USHF,  SAN  DIEGO  CO  SD 

LEACH,  JAMES  H. ,  CPT,  SAN  DIEGO  CO  MARSHALS  DEP 

LEBLANC,  ARTHUR  G,  CHF,  SAN  DIEGO  UNIFIED  PORT  DI 

LEE,  FRED  J.,  INSPR,  SAN  DIEGO  CO  SD 

LORD,  LESLI  KAY,  CPT,  PD 

MADDUX,  STANLEY  GENE,  SUPV  INVSTGR,  SAN  DIEGO  CO  DA 

MALLOY,  GEORGE  JAMES,  CPT,  PD 

MARMACK,  JAMES  MICHAEL,  ASST  SHF,  SAN  DIEGO  CO  SD 

MILKE,  ROBERT  LEE,  CPT,  PD 

MILLER,  EDWIN  D. ,  LTC,  USMC 

MOLLER,  KENNETH  ERIK,  CPT,  PD 

MOODY,  JERRY  DEAN,  LT,  PD 

MOYER,  FRASER  EUGENE,  LT,  SAN  DIEGO  CO  SD 

NICHOLS,  MELVIN  E,  CMDR,  SAN  DIEGO  CO  SD 

NYMAN,  ALBERT,  JR,  LT,  SAN  DIEGO  CO  MARSHALS  OFC 

OLAIS,  HENRY  VILLALOBOS,  JR,  CPT,  PD 

OLDHAM,  BEVERLY  R,  ASST  SHF,  SAN  DIEGO  CO 

OLIVER,  DONALD  R. ,  USHF,  SAN  DIEGO  CO  SHF  DEPT 

PASEMAN,  ROBERT  DAVID,  DEP  DIR,  PD 
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CALIFORNIA   -   CALIFORNIA 
T,  ,  PPOUHLELLROYCL?^Sr^r"aSS^CHF,    SAN   DIEGO  CO,    SD 

111     SBW'^^J^B  jj-j-^ui  oieco  co 

III        rI^IC^A^C  DR,S MeWdPS  „ 

1st        R    ID'    FRANK    EUGENE      SUPVR'lNVSTR,    SAN   DIEGO   CO   DA 

m '  :;cei»TiHAsL»s«"HoSr»D™^ro|»  u»  g  » 

135  ROLAN,    MICHAEL    ANTHONY,    LT,    SAN   DIEGO   CO   DA 

<»6   tt  ROSE      PATRICK   H.,    CAPTAIN,    PD 

81  I  SABLE      ERNEST    P.      INSPR,    SAN  DIEGO  CO  SD 

94  '  SaSdBERG,    RICHARD   E,    USHF,    SAN  DIEGO  CO  SD 

157  SCANLON,    LOUIS   JAMES,    JR,    LT      PD 

\\l  *   SSCHMId1R*JOHNRJOSE   H   TpT.TaN  D?EGO  CO  MARSHAL 

HI        SCHUUHEIS      ?HOMAS   RALPH,  'CHF,    SAN  DIEGO  STATE  UNIV   PD 

!8  #   SSaSSSP-ciBBBBI  W»>  DIEGO  STATE  UNIV  P 

14  #   SCOTT,    HALTER   R.,    LIEUTENANT,    PD 

l!t  2  SgSbBA   RMKHAEL0A'    'MARSHAL  OF   SAN  DIEGO  COUNTY 

96  tt  ISpK'hIlSaM  B.'unSeRSHERIFF,    SAN  DIEGO  CO  SD 

129  #  SING,    JAMES   BRUCE,    CPT,    PD 

181  SKINNER,    HILLIAM  WAYNE,    LTPD 

12        SSMlfHT1?EvTMRAYNE   "  S      'I        fGRDIV,    SAN  DIEGO  CO 
168        ImITHEr!    JOHN   BENJAMIN,    SGT,    SAN  DIEGO   STATE  UNIV  DPS 

127!  I   STAGES  DJOSEPhT'    M   SAN  DIEGO  CO  SD 
105  I   STABLeI !    MARY   M.      DEP   SHf!    SAN  DIEGO  CO  SD 

&  '   SSTONEE!'sfE^HEETNHH^NER:    M  "EGO  «  MARSHALS  OFC 
187        STUFLICK,    DAVID  CHARLES,    CPT     CA  HPTL 
102  tt   SHAIM,    BERNARD  R.,    CAPTAIN,    PD 

S  #   T^N^A^^cr  iNV^   GR  Sv      SAN  DIEGO  CO  DA  OF 
122        TRUjiLLO,    ALLEN  DAVID,    INSPR,    USMS 

8?      OfUS? ^T^'Ulnoo  U.  PO«T  O.ST.PD 

178   HEAVER,  KENNETH  EDWARD,  ASST.  CHF.  INVSTGR,  SD  DA  OFC 

177   WFITER   JOHN  ARTHUR,  ASST  CHF,  PD 

in7  U   WFTMORE   JOHN  A.,  US  DEP  MARSHAL,  USMS 

15  J  S  TGG?RNt6n'°CHARLES  K,  CPT  SAN  DIEGO  CO  SD 
133  #  HILLIAMS,  JAMES  NEIL,  CPT,  SAN  DIEGO  CO  SD 

18  '   ffiSt:  "?l™«"«™  if?.  »K  MEOO  S,«E  U«>»  * 

10  #  WOODS  WILLIAM  H.  ,  USHF,  SAN  DIEGO  CO  SD 

113     Sough,  john  d'    cpt*,  depot  imspr  ofc 

151  tt   YBARR0ND0,  PAUL  WALTER,  CAPT,  PD 

itc    7011   THOMAS  ALLEN,  ASST  SHF,  SAN  DIEGO  CO  bU 
189   ZUNIGa!  BARRY  RAY, 'CPT,  SAN  DIEGO  CO  SD 
SAN  FERNANDO 

36  *  HEEBING,  WALTER,  COP 
100   ROSS  DAVID  G.,  CHIEF  OF  POLICE 
106   TRACHSE*;  WILLIAM  F.,  COMMANDER,  PD 

SlN35FRAAulTlS,  BRUCE  DONALD   SR  CRIM  INVSTGR  DA  OFC 

152  tt   AUSTRING,  RICHARD  DEANE,  SR,  CHF  S.INVSTGN  UNI!,  bAN 
127   BARGIONI,  SANDRA  CLAIRE,  DET,  PD 

129  tt   BEENE,  CHARLES  FLOYD,  CPT,  PD 

ffl   BIPPUS!  SrTsAMUEL^CHF  DEP,  USMS 
92   BUCKLE   DANIEL  J.,  JR,  CMDNG  GEN,  USMC 

144   CAIRNS,  RICHARD  JOSEPH,  LT,  PD 

97  *  CANEPA,  RAYMOND  J,  CMDR,  PD 

123   CANNON,  THOMAS  ALLEN,  LTC,  USA 

178   CASCIATO,  CROCE  ALEXANDER,  LT ,  PD 

\\\        TASEY  WILLIS  AUGUSTUS,  JR,  DEP  CHF,  PD 

120   ChIlIMI.  THOMAS  MARIO.' LT,  SAN  FRANCISCO  CO  SD 

130   CLARK,  HERMAN  HARREN,  INSPR,  PD 

170   CORRALES,  GREGORY,  LT,  PD 

160  CULLOP,  WALTER  RANDLOPH,  CPT,  PD 
90  tt   CURRAN,  JAMES  M.,  CPT,  PD 

164   DACHAUER,  JAMES  ALBERT,  LT,  PD 
176   DAVIS,  BARBARA  JEAN,  LT ,  PD 
93  •  DEAMICIS,  CLEMENT  D,  DEP  CHF   PD 
127  tt   DERR,  HILLIAM  ALAN,  REG  SA  US  FOREST  SERV 
166   DONOHOE,  THOMAS  PATRICK,  CPT,  PD 
126  tt   DOHER,  MICHAEL  JOSEPH,  JR.  CPT,  PD 
192   DUDLEY.  JAMES  IRVING.  CPT,  PD 

161  DUENAS,  JOHN  SAN,  SA,  USA 
99  tt   DYER,  GEORGE  E.,  CPT,  PD 
45  tt   ENGLER,  JOSEPH  B.,  LT ,  PD 

135  EPPERLY,  GARY  LEROY,  LT   PD 

102  FERNER,  RICHARD  D,  MAJ,  USA 

95  tt    FLYNN,  JOSEPH  M,  CAPTAIN,  PD 

ill  GLEESON,  JOHN  CHRISTOPHER,  CPT,  PD 

IM  GURNETT   LAWRENCE  ROBERT,  DEP  CHF,  PD 

183  HARPER,  SYLVIA  E  T,  CPT,  PD 

168  HENNESSEY,  JOHN  RAYMOND   SGT   PD 

151  HULSEY,  ROBERT  JAMES,  SGT,  PD 
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CA  SPOL 


PD 


JOHNSON,  ROBERT  GLENN,  LT,  USA  CID, 

KEMMITT,  MICHAEL  PATRICK,  LT ,  PD 

KERRIGAN,  JOHN  F,  CPT,  PD 

KLAPP,  RICHARD  DEAN,  CMDR,  PD 

KOWALSKI,  GEORGE  FRANCIS,  CPT,  PD 

LINGAFELTER,  W.  H. ,  CPT  OF  INSPRS, 

LORIN,  BRUCE  GARY,  LT,  PD 

MACIA,  VICTOR,  DEP  CHF,  PD 

MAJKA,  JOHN  E,  CHF  INVSTGR,  PD 

MAPLES,  MICHAEL  DUANE,  CPT,  CA  HPTL 

MATTOCH,  LILLIAN  CHAI ,  LT,  PD 

MINASIAN,  LAWRENCE  VICTOR,  CPT,  PD 

OTTEN,  J  PETER,  CPT,  PD 

PENGEL,  MELINDA  JEAN,  CPT,  PD 

PERA,  MICHAEL  GENE,  CPT,  PD 

POEHLMAN,  KENNETH,  ASST  BU  CHF.SF  DA'S  OFC 

RAMLAN,  LAURENCE  ANTHONY,  LT,  PD 

SCHULER,  CHARLES  A.,  CAPTAIN,  PD 

SCOTT,  DONALD  MORTON,  CHIEF  OF  POLICE 

SHAUGHNESSY,  GERALD  J.,  CAPTAIN,  PD 

SHELLEY.  DANIEL  EDWARD,  CAPTAIN,  PD 

SMITH;  CHARLES  N.,  USHF,  SAM  FRANCISCO  CO  SD 

SMITH,  JEROME  GRANVILLE,  SR  SA,  CA  BU  OF  NARC  ENF 

STEVENS,  ALEXANDER,  LT,  PD 

STEVENS  THOMAS  L.,  JR.,  CPT,  NAVAL  INTELLIGENCE  btnv 

SUTTMEIER,  THOMAS  WILLIAM,  CPT,  PD 

TAYLOR,  STUART  SCOTT,  CPT,  USA 

HEIDINGER,  JOHN  HARVEY,  JR,  LT, 

WELCH,  WILLIAM  NICHOLS,  CPT,  PD 

WHITE,  RAYMOND  D.,  CPT,  PD 

WILLETT,  JOHN  EDGAR,  CPT,  PD 

YALON,  MICHEAL  JEROME,  SR,  CPT, 

SA30G#BCARPENTER,  FRANCIS  LEONARD,  COP 

S117JACHICKS,  THOMAS  V.,  CHIEF  OF  POLICE 

S152J°SiBEYTA,  RICHARD  LEE,  CHF,  CA  STATE  UNIV  POL 
104  tt   ABRAM,  FRED  M,  ASST  CHF   PD 
171   ANDERS,  DONALD  KEITH,  JR,  LT,  PD 

BECK,  ROGER  BRIAN,  LT,  SANTA  CLARA  CO  SD 
BREWER,  THOMAS  EDWARD,  CPT,  PD 

BB^L0MKAURrNR0[LAN^RrHF,CEVERGDREEN  COHM  COLLEGE  PD 

CANNELL,  GEORGE  H. ,  ASST  CHF,  PD 

CHRISTIE,  KENNETH  LEE,  LT,  PD 

COLLINS   BARTON  L.,  DEP  CHF,  PD 

CONWAY  'RONALD  N,  CPT   SANTA  CLARA  CO  SD 

CUSHING,  STEVEN  TAYLOR,  LT,  SANTA  CLARA  CO  SD 

^^RWeTzARAgS  Asli  SHF,  SANTA  CLARA  CO  SD 

St',  DR°0NBELR?  MX  CHF  OF  SEC,  INTNL  AIRPORT  POL 

KsP?r  5tf.ES  ^RBE^rTASSTA?HFC?NV^,SANTA  CLARA  DA 

GONTHIEr!' FRANK  CLIFFORD'.  LT,  SANTA  CLARA  CO  SD 

GUZMAN,  DENNIS  ANTHONY,  LT,  PD 

HALL,  JERRY  FRANCIS,  CPT,  SANTA  CLARA  CO  SD 

HART   JAMES  D. ,  LT,  SANTA  CLARA  CO  SD 

HERNANDEZ,  LUIS  ANTONIO  DEP  CHF   PD 

HORAN,  TERRY  CHARLES,  CPT,  CA  HPTL 

HOSMER,  WILLIAM  DANIEL,  LT,  PD 

HUBER,  JAMES  EDWARD,  LT,  SANTA  CLARA  CO  SO 

^I?NMAWU^crE^DA0SN!TCH^'cSAANSTAAT^^VC?DSD 

l^  t   ^A^D6wNEMEWlLiAMEMICCHAEL:DASST  CHF,  PD 
173   LEWIS,  STEVEN  LEROY,  LT,  PD 

LUCAROTTI,  JAMES  ANTHONY ,  LT,  PD 

MOLONEY',  5K  ShANNO^  I!?',  SS'jSe  STATE  UNIV  POL 

SSS;    NStL^SST'cHr   aStMa^CO  DA  OF 

OCONNOR,  MICHAEL  JOSEPH,  LT,  PD 

RICHTER,  DARREL  FLOYD,  LT,  PD 

ROBISON,  MANOAH  FLAVUS,  LT,  PD 

ROSA,  THOMAS  J.,  UNDERSHERIFF,  SANTA  CLARA  CO  S 
«  SALDIVAR,  RICHARD,  CPT,  SANTA  CLARA  CO  SD 
135  tt   SHIGEMASA,  THOMAS  KEN.  ASST  CHF,  PD 
,?c   ciur   TnnMA<;  PUAALA.  ASST  SHF,  SANTA  CLAKA  i.u  »" 
165   l?AfS  WILLIAM  ROBERT,  CPT,  SANTA  CLARA  CO  SO 

ILith'  LAURIE  RUSSELL  ASST  SHF,  SANTA  CLARA  CO  SD 

!TROUD,LGUALEEDAUNiaaCPT   SANTA  CLARA  CO  SO 

^HU0MALS?TD^RR0f^ES6Y.DCPpT?^AN?DA  CLARA  CO  SD 
TIBBET.  WALTER  BURTON,  LT,  PD 
TRUJILLO,  DON,  LT,  PD 

WILLIaSsALSaS6rACPJ0Y,PCRIM  INVSTGR,  SANTA  CLARA  CO  D 
HILSON  ROBERT  EDWARD,  ASST  SHF,  SANTA  CLARA  CO  SD 
WOODALL,  JACK  ODELL,  LT,  PD 
SAN  JUAN  CAPISTRANO 
iS   BPSwRELLMICwy^UMRrCPT^6ACSE^T0F  FISH  AND  GAME 

SAN  LEANDRO 

96   BECKER,  DONALD  F.,  COP 
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CALIFORNIA  -  CALIFORNIA 


U    FUGATE,  JAMES  DUKE,  CPT,  PD 

U   KANE,  CHARLES,  CAPTAIN,  PD 

#  LIVINGSTON,  FRANK  J,  CAPTAIN,  PD 
MAGINNIS,  ROBERT  JOSEPH,  COP 

n   SEELEY,  ROBERT  PALMER,  JR,  LT,  PD 
SAN  LUIS  OBISPO 
178   ALBRECHT,  DAVID  GUSTAVE,  LT,  SAN  LUIS  OBISPO  SD 
BROHN,  HOLLIS  B.,  DEP  SHF,  SAN  LUIS  OBISPO  CO  SO 
CASTLE,  VAUGHN  C,  LT,  SAN  LUIS  OBISPO  CO  SD 
CROUT,  HILLIAM  JAMES,  LT,  SAN  LUIS  OBISPO  CO  SD 
EMERY,  BRUCE  G. ,  ASST  CHF,  CA  HPTL 
ENGLERT,  DON  E,  COP 

FAETH,  GERARD  LOUIS,  LT,  SAN  LUIS  OBISPO  CO  SD 
GARDINER,  JAMES  MILTON,  COP 
GOBLE,  ARNIE  H.,  USHF,  SAN  LUIS  OBISPO  SO 
HASTIE,  JOHN  ROBERT,  LT,  SAN  LUIS  OBISPO  CO  SD 
HAZOURI,  JOSEF  STEPHEN,  LT,  PD 
HOVING,  GARY  LLOYD,  CPT,  SAN  LUIS  OBISPO  CO  SO 
HUMPHREY,  FOREST  JOE,  LT,  CA  HPTL 
LUNSFORD,  LARRY  G.,  LIEUTENANT,  PD 
MAHER,  JOHN  HENRY,  LT,  SAN  LUIS  OBISPO  CO  SD 
MANSFIELD,  DONALD  RAY,  SGT,  SAN  LUIS  OBISPO  CO  SD 
MULHALL,  JAMES  FRANCIS,  LT,  SAN  LUIS  OBISPO  CO  SD 
NEUMAN,  ROGER  L.,  COP 

SYSAK,  PETER  JOHN,  CHF,  CUESTA  COLLEGE  PD 
TOPHAM,  BARTON  HADLEY,  LT,  PD 
HHITING,  GEORGE  S.,  SHERIFF-CORONER-MARSHAL 
WILLIAMS,  EDHARD  C. ,  SHF  OF  SAN  LUIS  OBISPO  CO 
HOOD,  ANTONY  L.,  CPT,  SAN  LUIS  OBISPO  CO  SD 
SAN  MARCOS 
158  #  HHEELER,  ROBERT  DOUGLAS,  LT,  CSU  SAN  MARCOS  PD 

129   BUTLER,  PAUL  HAYNE,  SGT,  PD 
117   CUNNING,  ROBIN  L.,  SGT,  PD 
MOORE,  JAMES  H. ,  COP 
NORHINE,  GEORGE  E.,  CAPTAIN,  PD 
YESKE,  JACK  D. ,  LIEUTENANT,  PD 
SAN  MATEO 

98  #  CAMERON,  JOHN  H,  III,  DIV  CMDR,  PD 
81  #  COPPOCK,  J  LA,  COP 
55  #  MCDONNELL,  MARTIN  C. .  COP 
100   ST.  CLAIR,  RICHARD  J.,  LIEUTENANT,  PD 
SAN  PABLO 
138   AITA,  JOSEPH  PAUL,  CMDR,  PD 

KEEFE,  TIMOTHY  DAVID,  SGT,  PD 
OYAAS,  DONALD  F,  COP 
RIGHTER,  DONALD  CLLEN,  CMDR,  PD 
SYLSTRA,  DAVID  HAYNE,  COP 
SAN  PEDRO 
170   BOYD,  RONALD  JEROME,  LT,  LOS  ANGELES  PORT  PD 
166   GODHARD,  MICHAEL  JAMES,  CPT,  LOS  ANGELES  PORT  POL 
186   RENTERIA,  MARTIN  ANTHONY,  LT,  LOS  ANGELES  PORT  PD 
180   TRACY,  RALPH  LEE,  SGT,  LOS  ANGELES  PORT  POL 
SAN  RAFAEL 

65   CHAPMAN,  HOWARD  H. ,  DIR,  WESTERN  REGION,  NPS 
100   DOUGLAS,  RICHARD  A.,  LT,  PD 

100  #  HOWENSTEIN,  GEORGE  A,  JR,  EXEC  DIR,  CRIM  JUSTCE  PLANG 
63  U   MELOVICH,  MARCO  M.,  INSPECTOR,  MARIN  COUNTY  SO 
SAN  RAMON 
182   ANDERSON,  OBIE  DON,  COP 

ROSE,  JAMES  WILLIAM,  CPT,  ALAMEDA  CO  SO 
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87 
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COOPER,  GREGORY  ROY,  COP 
OBRIEN,  JIMMY  ALLEN,  COP 
SANTA  ANA 

34  #  ALLEN,  EDWARD  J.,  COP 
161   AUMOND,  JAMES  GERALD,  SUPV,  ORANGE  CO  DA  OFC 
BLAIR,  RANDALL  DUANE,  CPT,  ORANGE  CO  SD 
CARROLL,  EARL  STEPHEN,  LT,  ORANGE  CO  SD 
CHAVEZ,  ROBERT  ANTHONY,  LT,  PD 
DAVIS,  RUSSELL  MAURICE,  MAJ,  PD 
DEVEREAUX,  JOHN  PATRICK,  CPT,  ORANGE  CO  SD 
DI  SANTO,  DANIEL  PATRICK,  INVSTGR,  ORANGE  CO  DA  OFC 
DITTMAN,  JAMES  LESLIE,  CPT,  PD 

DUCHESNE,  LOREN  WILFRED,  CHF  INVSTGR,  ORANGE  CO  DA  OFC 
ELLIS,  CELESTER  BERNARD,  GUNNERY  SGT,  USMC 
ERICKSON,  LON  DOUGLAS,  SR  ATTY'S  INVSTGR,  ORANGE  CO  D 
FERLAUTO,  VITO,  CPT,  ORANGE  CO  SD 
«  cI,E,!-?A  harold  waynE,  SR  INVSTGR,  ORANGE  CO  DA  OFC 
45  #  FOWLER,  JOHN  WILLIAM,  SGT,  ORANGE  CO  SO 
GANNON,  PETER  FRANCIS,  LT,  ORANGE  CO  SD 
GATES,  BRADLEY  L.,  SHF-CORONER  OF  ORANGE  CO 
GRIFFETH,  ROBERT  E,  ASST  SHF,  ORANGE  CO  SD 
HALL,  KENNETH  GENE,  LT,  PD 
HANSEN,  EUGENE  B.,  CMDR,  PD 
HELTON,  ROBERT  THOMAS,  LT,  PD 
HENDRY,  EDWARD  BLAKE,  CPT,  ORANGE  CO  SD 
HEWITT,  JOHN  PETER,  CPT,  ORANGE  CO  SD 
HICKS,  RICKY  ALLEN,  LT,  PD 
HOPPER,  FREDERICK  E.,  CAPTAIN,  PD 
JOHNSON,  RONALD  LLOYD,  CMDR,  ORANGE  CO  DA  OFC 
KING,  ORVILLE  ELDON,  LT,  ORANGE  CO  SD 
KRANS,  JERRY  RICHARD,  CPT,  ORANGE  CO  SD 
LADUCER,  DENNIS  WILLIAM,  ASST  SHF,  ORANGE  CO  SD 
MAGDALENA,  CHARLES  BUDDY,  LT,  PD 
MILLER,  DOUGLAS  S,  CMDR,  ORANGE  CO  DA  OFC 
MILLER,  WILLIAM  JEAN,  CPT,  ORANGE  CO  SD 
OSUNA,  FELIX  GEORGE,  LT,  PD 
RAMOS,  RAUL  A,  USHF  OF  ORANGE  CO 
RHODES,  MICHAEL  ANTHONY,  CWO  III,  USMC 
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SANTA  BARBARA 


ROMERO,  ANDY  PATRICK,  CPT,  ORANGE  CO  SD 

SHARP,  ROBERT  H. ,  UNDERSHERI FF ,  ORANGE  COUNTY  SO 

STEBBINS,  ROBERT  H. ,  CAPTAIN,  PD 

STORM,  DOUGLAS  DHIGHT,  CPT,  ORANGE  CO  SD 

VASIL,  VINCENT  LEO,  ASST  CHF  INVSTGR,  ORANGE  CO  DA 

ZURN,  CATHERINE  ELLEN,  LT,  ORANGE  CO  SD 
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AASTED,  EDWARD  ARTHUR,  CPT,  PD 
ABBOTT,  JAMES  CLIFFORD,  LT,  PD 
ACEVES,  ROGER  STEVEN,  DET,  PD 
ALVAREZ,  ANTONIO  COSTILLO,  LT,  UNIV  OF  CA  PD 
ANDERSON,  JAMES  ROY,  LT,  SANTA  BARBARA  CO  SD 
BAKER,  CHARLES  ROBERT,  SGT,  PD 

BEAN,  BILLY  DALE,  JR,  CPT,  UNIV  OF  CA-SANTA  BARBARA 
BREGANTE,  GEORGE  J,  CPT,  SANTA  BARBARA  CO  SD 
BREZA,  RICHARD  ALLAN,  COP 
BROWN,  QUENTIN  WYMAN,  LT,  PD 

BURNS,  WILLIAM  JOSEPH,  SGT,  SANTA  BARBARA  CO  SD 
CARPENTER,  JOHN  W. ,  SHF,  SANTA  BARBARA  CO 
CARROLL,  JAMES  MICHAEL,  SGT,  SANTA  BARBARA  CO  SD 
CHRISTENSEN,  WILLIAM  D,  CPT,  PD 
CROOK,  WILLIAM  MAYNARD,  LT,  SANTA  BARBARA  CO  SO 
DAFOE,  JOHN  WILLIAM,  CPT,  SANTA  BARBARA  CO  SD 
DELAGRAVE,  JOHN  E,  SGT,  CO  SHF 
DORSEY,  DAVID  S,  ASST  SHF,  SANTA  BARBARA  CO  SD 
DOYLE,  RALPH  KENT,  SGT,  SANTA  BARBARA  CO  SD 
114  it   EINOLANDER,  JOHN  CHARLES,  LT,  SANTA  BARBARA  CO  SD 
162   GEORGE,  ERIC  DOUGLAS,  SGT,  SANTA  BARBARA  CO  SD 
181   GLAUS,  RICHARD  LEE,  LT,  PD 

165   HARLING,  MICHAEL  DENNIS,  SGT,  SANTA  BARBARA  CO  SD 
108   HERSMAN,  DAVID  R.,  CPT,  SANTA  BARBARA  CO  SD 
97  #  HOBSON,  HARRY,  CPT,  PD 
107   HOLZMAN,  TERRYL  L.,  SGT,  SANTA  BARBARA  CO  SD 

HORSLEY,  NORMAN  EDWARD,  CPT,  SANTA  BARBARA  CO  SD 
JOHNSON,  JEREE  ALLEN,  CPT,  PD 
KATZENSTEIN,  ALFRED  NICHOLAS,  LT,  PD 
LENVIK,  WILLIAM  HAROLD,  CMDR,  SANTA  BARBARA  CO  SD 
'  LOWRY,  GERALD  L,  COP 
LOWRY,  ROBERT  JOHN,  LT,  PD 
MACPHERSON,  JOHN  L,  JR,  CHF,  UNIV  OF  CA  PD 
MARCHBANKS,  GLENN  HENRY,  CPT,  SANTA  BARBARA  CO  SD 
:  MCALEER,  MICHELE  DIANE,  DET,  SANTA  BARBARA  CO  SD 
MCCORMICK,  DONALD  WICKS,  ASST  SHF,  SANTA  BARBARA  CO  SD 
MCCOY,  JACQUE  GAYLE,  DEP  CHF,  PD 
NALLS,  JAMES  MADISON,  JR,  LT,  PD 

OLGUIN,  FREDERICK  GUSTAV,  CMDR,  SANTA  BARBARA  CO  SD 
PARR,  MALVIN  JOHN,  SGT,  SANTA  BARBARA  CO  SD 
1  PATTERSON,  FRITZ  C,  INSPR,  SANTA  BARBARA  CO  SO 
PETERSON,  JAMES  CARTER,  LT,  SANTA  BARBARA  CO  SD 
PICENO,  EDWARD,  CPT,  SANTA  BARBARA  CO  SD 
PRESCOTT,  DENNIS  LYNN,  SGT,  SANTA  BARBARA  CO  SD 
ROSALES,  ROY,  LT,  SD 

RUSSELL,  LOUISE  E.,  DEP  SHF,  SANTA  BARBABA  CO  SD 
SHRUM,  EDWARD  B,  CPT,  PD 
SKARE,  DARYL  WILLIAM,  SGT,  PD 
SKEHAN,  ANN  M,  INVSTGR,  SANTA  BARBARA  DA 
SMITH,  CHARLES  DOUGLAS,  LT,  SANTA  BARBARA  CO  SD 
SMITH,  FREDERICK  RUSSELL,  LT,  SANTA  BARBARA  SO 
SMITH,  JOSEPH  ALBERT,  LT,  SANTA  BARBARA  CO  SD 
STOCK,  GREGORY  JOSEPH,  CPT,  PD 
SWAN,  MICHAEL  A,  LT,  SANTA  BARBARA  CO  SO 
TAYLOR,  CHARLES  M. ,  SHF  INSPR,  SANTA  BARBARA  CO  SO 
THAYER,  JOHN  ROBERT,  II,  LT,  PD 
THOMAS,  JAMES  DEWITT,  LT,  SANTA  BARBARA  CO  SD 
TREMBLY,  ALFRED  W. ,  COP 

VIZZOLINI,  JAMES  H,  USHF,  SANTA  BARBARA  CO  SD 
WARREN,  MICHAEL  PATRICK,  SGT,  PD 
WILLIAMS,  DON  F.,  LIEUTENANT,  PD 
ZUNIGA,  GILBERT  ERNEST,  SGT,  PD 
SANTA  CLARA 

93  #  BASH,  ROBERT  H.,  CPT,  PD 
CAREY,  STAN  W,  CPT,  PD 
DEROSSETT,  CARL  STEPHEN,  LT,  PD 
KREIDER,  KIM  PATRICK,  LT,  PD 
LODGE,  STEPHEN  DAVID,  CPT,  PD 
PIERCE,  LOREN  D,  CPT,  PD 
VASQUEZ,  FRANK  G. ,  COP 
SANTA  CRUZ 
110  #  ANDERSON,  DONALD  E,  CPT,  CA  HPTL 
BELCHER,  STEVEN  RAY,  COP 

BONAR,  JAMES  ARTHUR,  CHF  DEP,  SANTA  CRUZ  CO  SO 
BYRD,  TISHA  FRANCES,  INSPR  II,  SANTA  CRUZ  DA  OFC 
CARROLL,  NANCY  ELLEN,  SGT,  UNIV  OF  CA-SANTA  CRUZ  PD 
CLARK,  DENNIS  EVERETT,  INSPR,  SANTA  CRUZ  CO  DA 
DAMON,  RICHARD  EARLE,  JR,  DEP  CHF,  PD 
FITE,  DANIEL  BAIRD,  SANTA  CRUZ  UNIV,  DPS 
GEYER,  ELMER  W. ,  ASST  CHF,  PD 
GLEASON,  JOHN  C,  DETECTIVE,  PD 
GRAY,  LLOYD  HINKLE,  SGT,  SANTA  CRUZ  CO  SD 
HAEBE,  JOSEPH  STANISLAUS,  LT,  PD 
HOLLEN,  DONALD  W,  LIEUTENANT,  PD 
HURLEY,  GRETCHEN  MARTHA,  SGT,  SANTA  CRUZ  CO  SD 
JOHNSON,  ALAN  ARTHUR,  CHF  OF  INSPR,  SANTA  CRUZ  DA  OF 
LARSON,  DAVID  NEIL,  DEP  CHF,  PD 
LOCKE,  JEFFERY  JUDSON,  DEP  CHF,  PD 

LOESCH,  RICHARD  MICHAEL,  INSPR  II,  SANTA  CRUZ  DA  OFC 
MART,  CLINTON  D,  LIEUTENANT,  PD 

MARTINEZ,  ENRIQUE  WILFREDO,  INSPR  II,  SANTA  CRUZ  CO  DA 
OVERTON,  RICHARD  E.,  CAPTAIN,  PD 
PINI,  GENO  JOHN,  COP 


136 
187 
154 
129 
96 
191 
129 
118 
127 
126 
118 
161 
195 
182 
91 
189 
119 
131 
142 
112 
113 
135 
104 
143 
146 
159 
153 
96 
47 
157 
133 
91 
97 
168 
111 
173 


91 
167 
192 
175 

81 
115 


126 
148 
176 
190 
150 
141 
123 
36 
40 
135 
195 
100 
179 
136 
175 
167 
174 
114 
162 
77 
61 
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mc  *  di  ai-fman  WILLIAM  A.  LT ,  SANTA  CRUZ  COUNTY  SO 

58   SIMpIoN  BRUCE  CLAYTON, "LT,  SANTA  CRUZ  CO  SO 
191    SKERRY,  HOHARD  ROLAND,  LT,  PD 

q/  *  cTtvckK   AM  TSON  M   CHF  DEP,  SANTA  CRU£  LU  su 
i?t   TFPPER  JAN  CLAIRE  CHF,  UN  V  CA  AT  SANTA  CRUZ  PD 

125  n   walker!!  hayne  hall ACE,  CHF  DEP  SANTA  CRUZ  CO  so 
179   HATSON,  THOMAS  CHARLES,  SGT ,  PD 
188   HILDEY,  ROGER  GLENN,  LT ,  SANTA  CRUZ  CO  SO 
SANTA  MARIA 

884  #  ffiKSr:  f^bfJVa!  fS!>    cop 

JU   MA^NEY^eVdaVID:  "TaNTA  BARBARA  CO  SD 

SlsIA  "cENTENO.  GEORGE  RICHARD,  LT, PD 

49  #  CONSTABLE,  GERALD  L.,  ASST  CHF,  PD 
145   DAHSON,  JAMES  GEORGE,  LT,  PD 

41  #   HUTCHINSON,  HUBERT  H..  ASST  CHF   PD 
126   JOHNCOLA,  RICHARD  VICTOR,  LT,  PD 

93   KEANE,  JAMES  F.,  COP 
142   MAPES,  THOMAS  ALLEN,  CPT,  PD 
147   MCCLARY,  MICHAEL  ARCHER,  CPT,  PD 
149   MCGINNIS,  ROY  ALLAN,  LT,  PD 

,!? « HSS:  SSIS  bhSTJ!  f:  B 

112  SgSBh'B34S.L5UiWSA,  «t..g  li,  «. 

177   SLAUGHTER,  GREGORY  WILLIAM,  LT,  PD 
130   THOMAS,  ROBERT  TERRY,  LT,  PD 

SA97*  PKELLEY,  DOYLE  H. ,  LIEUTENANT,  PD 
92  #  SAVIERS,  CHARLES  H. ,  CAPTAIN,  PD 

li  "sstfBUi  sKW-«r&s/s  s? °fC 

■8  .  SKS3:  "™^LcAL^"»»»^.  «DHij  |o«r  co 

94  *  KISHBAUGH,  CHARLEY  R.,  CAPTAIN,  SONOMA  CO.  SU 
101   MCLARTY,  JOHN  D.(  CPT,  CA  HPTL 
190?  }  rSn.TaMILO^CAPTAiK?  SONOMA  COUNTY  SO 

S  #  Ssu^y!Nj6hSALst^hen:  USHF^SONOMA  CO  SD 

119   WHITE   JERRY  LON,  LT,  SONOMA  CO  SD 
111  #  HRIGHT,  JOHN  L. ,  LIEUTENANT,  PD 

S14oTBROOK,  CHARLES  MICHAEL,  CHF,  HEST  VALLEY-MISSION  COLLE 

S132ALI POTTER,  HALTER  MARSHALL,  COP 

172   THOMAS,  MARK  STEPHEN,  CPT,  PD 

145   WILLIS,  STEPHEN  MICHAEL,  CPT,  PD 
SCOTTS  VALLEY  ,  „   _ 

172   LIND,  STEVEN  CURTIS,  LT,  PD 

134   WALPOLE,  STEPHEN  DEAN,  COP 
SEAL  BEACH  „nx   nn 

109   CHAFE,  ALFRED  R.,  CPT,  PD 

117  #  DAMICO,  SAMUEL  J.,  CPT,  PD 

188   SELLERS,  MICHAEL  FREEMAN,  COP 

SE91!#  COOPER,  BENNIE  W,  COP 
136   DIKE,  MARVIN  LAVERNE,  LT,  PD 
150  #  EPPERSON,  VIRGIL  OTHEL,  JR,  COP 
148   FREES,  ALAN  JAMES,  CPT,  PD 
97   GULLETT,  WILLIAM  M.(  ASST  CHF,  PD  unMTFREY  BAY 

194   MALTBY,  JOSEPH  APPLETON,  LT,  CA  ST  UNIV  AT  MONTEREY  BAY 

SEBASTOPOL 
103   BAKER,  CHARLES  H. ,  COP 
144   LITES,  GERALD  EUGENE,  SGT,  PD 

S161TERST0TESBURY,  PAUL  ALAN,  COP 
SIGNAL  HILL  „_,   „_ 

35  §   BROWN,  CLIFTON  JAMES,  COP 

133   BUTZBACH,  JAMES  RICHARD  CMDR,  PD 

114   DEELEY,  ROBERT  E,  ASST  CHF,  PD 

154  «  MCCRARY,  MICHAEL  ROBERT,  COP 

170   SINGER,  DAVID  MARK,  COP 
92   HERT,  GAYLORD  R.,  COP 
SIMI  VALLEY 

135   ADAMS,  RANDY  GEORGE,  COP 

i22   HRIGHT,  RICHARD  WALLACE,  CPT,  PD 

S?74DADGRIGGS,  JAMES  LEONARD,  DIR  PUB  SAF/POL  CHF,  PUB  SAF 

S15™  GBEECHER,  RUSSELL  DAVISON,  LT,  PD 
175   CHRIST,  DOUGLAS  FREDERICK,  LT,  PD 
1*4   GALBREATH,  RUSSELL  BENNETT   SGT,  PD 
86  #  HENDERSON,  WILLIAM  H. ,  ASST  CHF ,  PD 
150   TROXCIL,  GEORGE  BYRON,  LT,  PD 

SnT6H#LAADAMTSAHj'AMES  JOSEPH,  LT,  EL  DORADO  CO  SD 

g?        B^oXgeKlB^JR^OMMANDER,    PD 

\ll  *  Sfi^Lr!AchardITjHoseph:  c  dr,  PD 

HI  #  ^^N,BD:TNI^RIE^EST^i,P?LDORADO  CO  SD 
119  #  PAULSON,  ROY  DEAN,  CPT,  PD 
115  I  SHELTON,  BURKS  D,  COP 
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121  It   SOLARO,  DAVID  ALAN,  COP  • 

159   TACKETT,  JERRY  WAYNE,  LT,  EL  DORADO  CO  SD 

SOUTH  PASADENA  „„,.   nn 

178   MILLER,  MARK  RANDALL,  SGT,  PD 

SOUTH  SAN  FRANCISCO 

165  COOPER,  JAMES  LEE,  CPT,  PD 
152   HASKIN,  DAVID  ALLAN,  LT,  PD 
159   MOSS,  RUSSELL  0,  CPT,  PD 
108  »   SWINFARD,  JAMES  F,  CPT,  PD 

ST194F0RBANDY,  DENCIL  LORRAINE,  LT   STANFORD  UNIV  DPS 
110   HERRINGTON,  MARVIN  L. ,  DIR  OF  POL  SERVS,  STANFORD  UNI 

166  MOORE,  MARVIN  NATHANIEL,  CPT,  PD 
STANTON  ,_  ^„n 

130   EASON,  ROBERT  U,  JR,  COP 
STOCKTON 


BAKER  JERRY  BOB,  DIV  CHAIR,  SAN  JOAQUIN  DELTA  C 
BELMONT,  ROBERT  U.,  COP 
BENTZ,  DAVID  EUGENE,  CPT,  PD 

BRoKI^MARCLEUGE&Ef  SGT,  SAN  JOAQUIN  DELTA  COLLEGE 
CALAWAY,  ROBERT  G,  COP 
CALKINS,  PERLIN  F,  COP 
CECCHETTI,  JULIO  A,  COP 
CHAVEZ,  EDWARD  JOHN,  COP 

DDAAVviSS:  ?HOMAVHARRTFVRCMDR:  Sn  JOAQUIN  CO  SO 

ARS  ^S^^\^:^T^  3aS»  - 

DUNN  TEMPLE  B   JR!  CPT,  SAN  JOAQUIN  CO  SO 

ELLIOTT   TERRY  LEEl  SGt!  SAN  JOAQUIN  DELTA  COLLEGE 

EVANS,  NEIL  H,  SA,  DEPT  OF  ABC 

FrIitTs:  HALNLEYN  K^RIM  INVSTGR  II,  SAN  JOAQUIN  C 

SSciA  MAjSsEPHLAN?hSny;  DIy'cHF;  SAN  JOAQUIN  CO  SO 
GREEN  'BETSY  LEE,  INVSTGR,  SAN  JOAQUIN  CO  DA  OFC 
GREER!  MELVIN  LEE,  LT,  PD 
»,  BSffftft •jr!PS^V*IPN?STGR,  SAN  JOAQUIN  CO  D 

HURT?R'  stANLEYES?WAYNE;  INVSTGR,  SAN  JOAQUIN  CO  DA  OFC 
I  JE?FRREs!  VERNON  E   INVSTGR,  DA  OFC.SAN  JOAQUIN  CO 

JOHNSTON   FRANKLIN  WRIGHT,  LT,  PD 
f  KATES  WILLIAM  H.,  LT,  SAN  JOAQUIN  CO  SO 
'  KRUG?" ROLAND  ELLIS,  CHF,  SAN  JOAQUIN  DELTA  COLLEGE 

LERNER,  GEORGE  FRANKLIN,  JR,  LT,  PD 

LUJAN,  MARK  VICTOR,  LT,  PD 

MARNOCH,  JOHN  THOMAS,  CPT,  PD 
I  MARNOCH,  THOMAS  E.,  PATROLMAN,  PD 
i   MCHUGH,  RICHARD  EDWARD,  LT  OF  DETS,  PD 
I   MORTON   PAUL  M. ,  LT,  SAN  JOAQUIN  CO  SO 
tt   NEELY,  LUCIAN  BUFFINGTON,  COP 

^E?rRSoSENEARLLWAYN"PCRyM,IPNVSTGR,  SAN  JOAQUIN  CO  D 

PREEO  GARY  DEAN,  SUPV  INVSTGR  III,  SAN  JOAQUIN 
U   SAINAGHI.  ANTHONY  A,  ASST  SHF,  SAN  JOAQUIN  CO  SO 

#  gKiifcrfSlMSTA  K'u^HF^SAN  JOAQUIN  CO  SD 

T*ANKERSAEYD  S  HUBERT?  CHF  INVSTGR,  SAN  JOAQUIN  CO  I 
«  TRIbIlI   RALPH  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 
,    mLlo^'KESNETH  ESTES,  DEP  CHF,  PD 
149  U   WINGO,  ROBERT  DAVIS,  LT,  PD 
143   WOMACK,  RALPH  MILTON  CPT,  PD 
190   WRIGHT,  FREDRICK  EARL,  LT,  SAN  JOAQUIN  CO  SU 

SU95Y#AAMMERMAN,  JEROME  P,  DIR,  DPS 

ARMSTRONG,  VON  H.,  DIV  CMDR,  DPS 
BAKER,  JERRY  D. ,  CPT,  DPS 

Sffik8lA?5flS8t. 'gj,   SUrVALE  OPS 

HB:  SirfS  BEMSU?". 

JOHNSON,  DON  BRENT,  CPT,  DPS 

MICHAELIS,  ALEX,  DIV  CMDR,  DPS 

OLSEN,  DONALD  RAY,  CMDR,  DPS 

PIPKIN,  BYRON  KEITH,  CPT,  DPS 
133  #  SCOTT,  ALBERT  JACK,  CPT,  DPS 
113  U   SHIPLEY,  HOWARD  A,  CMDR,  DPS 
157   WILLIAMS,  REGAN  GENE,  DIR,  DPS 

S110N#ICALLEGARI,  LINO  P,  USHF,  SD 

GORBET,  DELFORD  L.,  SHF  OF  LASSEN  CO 
SPANN,  MERLIN  S,  LT,  PD 


142 

91  # 

173 

96  # 

178 

90 

116  A 
91  * 
171 
139 
134 
135 
165 
130 
168 
42  i 
153 
184 
162 
121 
183 
179 
195 
190 
138 
167 
54 
177 
53 
159 
182 
188 
132 
37 
44 
58 
125 
123 
156 
169 
90 
33 
117 
169 
152 
94 
127 


99 
94 
103 
166 
145 
121 
185 
107 
151 
179 


105 
105 
TAFT 
185 
117 
191 


PD 


GLENDENING,  DALE  LEROY,  LT, 
LANE,  ROBERT  T,  CPT,  PD 
MCMINN,  KENNETH  DWIGHT,  LT,  PD 

T132E  CCADER,  STEVEN  JAMES,  CPT,  PLACER  CO  SD 
Ml        HFNNIS  DAVID  LEON,  LT,  PLACER  CO  SO 
lS   ZIEGLER,  STEPHEN  JAMES \    SGT,  PLACER  CO  SD 

™40E#RSCHMlDT,  HENRY  GEORGE,  SUPT,  SEQUOIA  *  KINGS  CANYON  ► 

TIir°NBAILEY,  JOHN  E.,  COP 

T?28A#CARMSTR0NG,  ROBERT  MITCHELL,  LT,  PD 
146   DANE,  NOLAN  NATHANIEL,  JR,  CPT,  PD 


■ 


Sft 
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PD 


PD 


175 

98  ft 
155  § 

62  ft 

93  ft 
171 
141  ft 
180 
165 
138  ft 
TRACY 
193 
178 
184 
TRUCKEE 
153   BAYER,  NORMAN  JACK,  CPT,  NEVADA  CO  SO 
SHANBERG,  ROBERT  JOHN,  CPT,  CA  HPTL 


HERREN,  JAMES  DIXON,  CPT,  PD 
HONE,  MELVILLE  H.,  DEP  CHF,  PD 
PAPST,  JAMES  HILLIAM,  CPT,  PD 
PORTER,  MERVYN  HENRY,  ASST  CHF, 
PUPKOFF,  HENRY  H.  ,  LT,  PD 
RHILINGER,  SUSAN  MARIE,  LT,  PD 
ROBINSON,  LAHRENCE  FREDERICK,  CPT 
ROSS,  STEPHEN  PATRICK,  CPT,  PD 
SIEGEL,  HARVEY  NELSON,  CPT,  PD 
TURNER,  LEE  HOHARD,  LT,  PD 

ESPINOZA,  JUAN  ANTONIO,  LT,  PD 
HANSON,  JAMES  ORVAL,  SGT,  PD 
TAYLOR,  STEVEN  CHARLES,  CPT,  PD 


155 
TULARE 
133 
73  ft 
99 
TURLOCK 
191   COMBS,  LEONARD  RAY,  JR,  CMDR, 
JOHNSON,  JOHN  R,  COP 
LOTT,  BILL  G,  LIEUTENANT,  PD, 
LOTT,  LONALD  DALE,  COP 
SHEARINGEN,  HAROLD  R,  LT,  PD 


124  ft 
101  * 
177 
116  ft 
TUSTIN 
192 
102 
101  ft 
75  ft 
150 
171 
160 
110 


HILL,  ROGER  LEE,  COP 

LINCICUM,  CLEM  V.,  COP 

WALTON,  JOHN  0.,  LIEUTENANT,  PD 


PD 


COLON,  SAMUEL  GERONIMO,  MSGT,  USMC 

CRANE,  CHARLES  H. ,  LT,  PD 

FISHER,  FRANCIS  L. ,  LT,  PD 

KELLY,  JOSEPH  J.,  COP 

cutiu'  RJ;CHARD  PHILIP,  MASTER  GUNNERY  SGT,  USMC 

SMITH,  OCTAVIO  ALONSO,  GUNNERY  SGT,  USMC 

VALLANDINGHAM,  CHARLES  EDWARD,  MAJ  USMC 

TWENTYMOS  WAUER  D"  °ETECTIVE  SERGEANT  PD 

164   BISHOP,  SAMUEL  HUGH,  CPT,  USMC 

114   CRICHTON,  GLENN  R.,  LT,  CA  HPTL 

122   HENRY,  DANE  PAUL,  SUPVY  PRK  RNGR, 

100   LESLIE,  PHILIP  D.,  CPT,  USMC 
TWIN  CITIES 

182   PARASPOLO,  THOMAS  EUGENE,  SGT,  PD 


NPS 


UK  I  AH 

109  ft 

153 

140 
99  ft 

170 

187 

136 

148 

163 

117  ft 
75  ft 
93  ft 

102 


JOHNSON,  DAVID  G,  COP 
KEPLINGER,  FRED  WILLIAM,  COP 

uE^i!!G'  EUGENE  NEIL-  CPT'  MENDOCINO  CO  SD 
MAXSON,  LAWRENCE  E.,  CAPTAIN,  PD 
MCBRIDE,  WAYNE  ROLAND,  CPT,  PD 
MCCUTCHEON,  JOHN  CHARLES,  SGT,  PD 

2?,kk!5'  JAMES  WALTER.  LT,  MENDOCINO  CO  SO 
MURRAY,  BERLE  GORDON,  LT,  MENDOCINO  CO  SD 
PASCOE,  JERRY  LEE,  LT,  MENDOCINO  CO  SD 
PERRY,  RICHARD  FREDERICK,  CPT,  PD 
SAULSBURY,  DONN  DUANE,  CHIEF  OF  POLICE 
SHEA,  TIMOTHY  P,  SHF  OF  MENDOCINO  CO 

UNION  CITY     °N'  J0HN  T-'  LT*  MEND0CIN0  co  SD 
192   ULIBARRI,  RANDAL  MICHAEL,  CPT,  PD 
VAN  PUTTEN,  CONNIE  RAE,  CPT,  PD 


143 
UPLAND 
116 
100 
135 

92 

72 


ARNESON,  MERLE  R.,  CPT,  PD 
ESTES,  COY  D.,  COP 
HART,  GARY  STEVE,  CPT,  PD 
SMITH,  THOMAS  D. ,  CAPTAIN,  PD 
WESSELY,  JOHN  A.,  CHIEF  OF  POLICE 
VALAVILLE 

119  ARNOLD,  HOWARD  MELVIN,  LT,  PD 
132   COOK,  MICHAEL,  COP 

176   GOLDBERG,  EDWARD  THOMAS,  LT,  PD 
140  ft   KRANNICHFELD,  LARRY  DWAYNE,  SGT,  PD 

120  ft   LOPEZ,  JOSEPH  LOPEZ,  LT,  PD 
164   MAKOWSKI,  JAN  DAVID,  LT   PD 
126  ft   MALLORY,  GARY  LEE,  LT,  PD 
104  ft   MCCORD,  BILLY  R,  CPT,  PD 
101  ft   TATUM,  GARY  H. ,  COP 

136  ft   WALTERS,  LARRY  LEE,  SGT,  PD 

VALLEJOWALTERS'  WADE  VICT0R'  ln'  SGT'  PD 
104  ft   CONWAY,  ROY  L.,  CPT,  PD 
113  ft   HEALY,  JOHN  M.  ,  DEP  CHF,  CA  HPTL 
122  #  LINDEMANN,  PAUL  HENRY?  LT,  PD 
108  ft   NILSSON,  DUANE  A,  CPT   PD 
\M  u   P,EARSALL,  ANTHONY  JOSEPH,  LT,  PD 
128  ft   THOMAS,  WILLIAM  JOHN,  SUPR,  PD 

VA^ENbKfB  HAR°LD  WAYNE'  LT'  "  HPTL 
156   GARDNER,  JAY  WILLIAM,  MSGT,  USAF 
106   SCHMIDT,  STEVEN  C,  COL,  USAF 

VENTURA*000'  UHRENCE  PAUL-  JR'  TECH  SGT>  USAF 

iln  #  dALL,^'  T0NY  M"'  SR  INVSTGR,  VENTURA  CO  DA 

iffi  'S  oYLEcopNVSTGR  m'  VENTURA  co  DA  0FC 

omWIRS'  J-  G-'  USHF>  VENTURA  CO  SD 
?oRG^S'  JAMES  R'  CMDR>  VENTURA  CO  SD 
u?A^'  VINCENT  W,  LT,  VENTURA  CO  SD 
?Eu?ERm?,NVJAMJ£  D0UGL*S,  INVSTGR,  VENTURA  CO  DA 
?JKGA,MAn.G,,'  C.HE  INVSTGR.  VENTURA  DA  OFC 
LYDICK,  PAUL  W. ,  CAPTAIN,  PD 


140 
81 
35 
91 
112 
139 
82 
96 


76  ft 

88 
135 

80  ft 

95  ft 
111 
106 
127  ft 
VERNON 

105 
VISALIA 

43  ft   BENTZEN,  FRANK  D. ,  COP 

149   ~^A!!~M0ISI>  KAREN  EDNA'  CHF-  COLLEGE  OF  THE  SEQUOIAS 
FOSTER,  MAXIE  N.,  USHF,  TULARE  CO  SO 
GARAY,  JOHN,  CPT,  CA  HIGHWAY  PTL 
OMMEN,  TERRY  LEE,  LT,  PD 
RU^fY,A  0RVAL  EUGENE.  CPT,  CA  HIGHWAY  PTL 
VENTURA,  JOSEPH  GUADALUPE,  LT,  PD 
WILEY,  BOB  W.,  SHERIFF-CORONER,  TULARE  COUNTY 


MCLEAN,  RAYMOND  L,  COP 

MILLER,  ALBERT  W. ,  CHF  DEP,  VENTURA  CO  SD 

SALAS,  ROBERT  MARTINEZ,  INVSTGR  II,  DA  OFC 

SEYMOUR,  BERT  R.,  JR.,  USHF,  VENTURA  CO  SD 

SPELLMAN,  IDA  B.,  DET,  PD 

THOMPSON,  KENNETH  R.,  ASST  CHF,  PD 

uA,S?«E,Z,Ji£WARP-  J-'  SR  0MVSTGR,  VEMTIRA  CP  DAS  OFC 
WILSON,  ORVILLE  JAY,  LT,  PD 

ELY,  LEONARD  F.,  CPT,  PD 


108 

109 

140 

122 

177 

91 

VISTA 

96 


164 
116 
120 
195 
159 
167 


190 
107 
155 
143 
135 
183 
178 
106 
122 
149 
170 
103 


WALNUT  CREEK1'  CARR0LL  F-'  JR"'  ™VSTGR,  SAN  DIEGO  CITY  DA 
180   COCKERHAM,  BRUCE  EUGENE,  CPT,  PD 

MVRR°3  J0HN  EUGENE,  CRIMINALIST,  BATF  CRIME  LAB 
NICHOLS,  THOMAS  A.,  PATROLMAN,  PD 
PECK,  EMMETT  CHARLES,  PTLM,  PD 
SOBERANES,  THOMAS  GERALD,  CPT.  PD 
STRATTON,  NEIL  ROBERT,  CPT,  PD 
SUTTON,  ROSS  STEPHEN,  LT,  PD 
WATERFORD 

170   WADDELL,  JAMES  ELLSWORTH,  COP 
WATSONVILLE 
136   ALUFFI,  MICHAEL  ALLAN,  LT,  PD 
AUSTIN,  KIM  MOLINE,  SGT,  PD 
BELGARD,  RAY,  COP 
BROWN,  JAMES  ARNOLD,  SGT,  PD 
CARTER,  CHARLES  ERIC,  CPT,  PD 
CURSI,  ALBERT  GEORGE,  LT,  PD 
GALLAGHER,  CHRISTOPHER  JOHN,  LT,  PD 
GLUHAN,  EDHARD  PAUL,  SGT,  PD 
INGERSOLL,  C  ROY,  ASST  CHF,  PD 
MEDINA,  TERRENCE  ANTHONY,  COP,  PD 
RAWSON,  GEORGE  EVERETT,  SGT,  PD 
TUMBAGA,  BENJAMIN  GABINO,  SGT,  PD 
WILLIAMS,  ALBERT  L,  COP 
WEAVERVILLE 

16  ft   GRIFFITH,  JAMES  R.,  USHF,  TRINITY  CO  SO 
WEED 

109   CHAMPAGNE,  RAYMOND  A,  JR,  COP 
WEST  COVINA 
134   LEAVITT,  RAYMOND  FRED,  CMDR,  PD 
68  ft   SILL,  ALLEN,  COP 

WEST  SACRAMENTO^"'  VIRGINIA  ELSIE'  COMMANDER,  CA  DMV 

105   GORE,  LARRY  K. ,  COP 
WESTMINSTER 
103  ft   BONNET,  ROBERT  J,  COP 

BROWN,  BOBBY  LEE,  LT,  PD 
MAIN,  RICHARD  VERNON,  LT,  PD 
NUTTALL,  GEORGE  C,  CPT,  CA  HPTL 
SAVAGE,  BRENDAN  JOHN,  CPT,  PD 
SCHLISKEY,  CHARLES  MICHAEL,  LT,  PD 
WIGGS,  DAVID  EMRYS,  CPT,  PD 
WHITTIER 
174   HANNAH,  DONALD  JAMES,  JR,  LT,  PD 

uJfrLMERRITT'  ALBERT  J"'  CPT  0F  DET,  PD 
HI  L  HAMS 

utm  ttcBURKE*  HALTER  CHARLES,  CPT,  CA  HPTL 
HI LL I  IS 

173   FOSTER,  ROBERT  EDWIN,  COP 

130   KALAR,  BARRY  DOUGLAS,  COP 
WILLOWS 

168   JACOBS,  JAMES  WILLIAM,  SGT,  GLENN  CO  SD 
76   KENNON,  JAMES  W. ,  USHF,  GLENN  CO  SO 

155   SHADLEY,  ROBERT  ARTHUR,  JR,  COP 
WOODLAKE 

WOODLANDKERRY'  RAYM0ND  H-'  CHIEF  0F  PC,LICE 
178   BERA,  DOUGLAS  EDWARD,  SGT,  PD 

FARRINGTON,  PENNY  SUE,  LT,  YOLO  CO  SD 
HANSON,  DELWIN  WADE,  CPT,  PD 
JONES,  ROBERT  LEON,  LT,  PD 
KEITH,  ARDEN  F.,  CAPTAIN,  PD 
48  ft   LAWRENCE,  JOSEPH  R,  CPT,  YOLO  CO  SD 
110   MARTINEZ,  ROBERT,  SHF/CRNR  OF  YOLO  CO  SD 
NEY,  JIM  CHARLES,  LT,  PD 
REFSLAND,  ESKIL  LEE,  SGT,  YOLO  CO  SD 
SMITH,  MARK  R,  SGT,  YOLO  CO  SD 
WHITTEN,  JERRY  DEAN,  LT,  PD, 
WOODLAND  HILLS 
107  ft   KERRI,  RICHARD  L,  CPT,  CA  HPTL 


129 
148 
102 
150 
154 
139 


191 

154 

118 

37 


117 
168 
180 
137 


YREKA 

98 

35 

92 

183 

174 

187 

36 


YUBA  CITY 


ARKFELD,  LARRY  J,  CPT,  SISKIYOU  CO  SO 
COTTAR,  ALLEN  B,  SHF-CRNR,  SISKIYOU  CO 
FOSTER,  CHARLES  A.,  USHF,  SISKIYOU  CO  SO 
LYON,  MICHAEL  ALLAN,  USHF,  SISKIYOU  CO  SD 
MURPHY,  MICHAEL  DAVID,  CPT,  SISKIYOU  CO  SD 
SIMPSON,  CHARLES  RALPH,  LT,  SISKIYOU  CO  SD 
WEED,  ABNER  E.,  USHF,  SISKIYOU  CO  SO 
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CALIFORNIA  -  COLORADO 


97  ) 
157 
130 
164 
170 

92 
182 
144 
118 
105 
176 
195 
189 
190 


ADAMS,  FRANCIS  L,  LT   PD 

BBRRANYDH0C0D^V^Th50RTRAVH0ND;>F   SUTTER  CO  SD 
BROOKHAN.  CLAUDIE  NEAL,  SGT,  PD 

GROVE,  HILLIAM  MICHAEL,  SGT,  SUTTER  CO  bU 
SS6»%SH^%.  «ST  W.  SOITE.  CO  SD 
MCCLAIN,  HALLACE  L.,  LIEUTENANT,  PD 

SIS:  5!ffeEU8I«E,sftf,sl!r  co 


COLORADO 


ALAMOSA 

168   DRURY, 
ARVADA 


167 
182 
193 

83  # 

156 

103 

139 

ASPEN 

81 
113 
125  * 
AURORA 

191 

140 

111  * 

183 

161 

134 

195 

187 

152 

165 

161 

145 

119  I 

114  ) 
AVON 

124  i 

170 


JAMES  PETER,  EXEC  DIR,  CO  SHF'S  OF  COLORADO 
GARAVAGLIA,  JOHN  VINCENT   LT,  PD 

SSSSStJS&  &,%> 

MCcS.  ROBERT  »LEXA«DER,  II.  COR 

Bsruasidpa.'s "• PD 

SSTtJESi  FSI»K™OI,  CHE.  RO 

LINNERTZ,  DAVID  LEE,  CPT,  PD 

MARON,  IRVIN  THOMAS,  CPT,  PD 

MARSHALL,  STEVEN  LINN,  CPT,  PD 

NASH,  MICHAEL  EDWARD  CPT   PD 

PHELPS   ELLIOTT  CARLTON,  JR,  CPT ,  PD 

SAINT  VINCENT,  VERNE  R,  DIV  CHF   PD 

SAITZ   DANIEL  MICHAEL,  DET  SGT,  MET 

ST  ERS,  JAMES  MICHAEL,  DIV  CHF, 
|  WALKER,  MORRIS  ROGER,  CPT,  PD 
t   WILLIAMS,  GERALD  L,  COP 


PD 


BOULDER 


DALTON,  ARTHUR  WILLIAM,  COP 
THOMAS,  GARY  LYNN,  COP 


ANDREWS,  JOHN  J.,  CPT,  PD 
BARBER,  JOHN  C,  COP 

Ddunphy,R°g!oRrgeCK 
.rTsen^oSelTd "de  E  hf  'pUdNIV  °F  C  n 

LoSg.KIRK  HOHARD,  USHF,  BOULDER  CO  SD 

»  jameINdurlandN'lt?Tboulder  CO  SD 

StIfHLE   ALAN  WALLACE,  USHF,  BOULDER  CO  SD 
TREVER   LESUE  HOWARD  LT,  BOULDER  CO  SD 
'  DONALD  H.,  CHIEF  OF  POLICE 


95 

98 
130 
175 
120 
82 
179 
59 

143 

113 

118 

186 

188 

159 

168 
73  #  VENDEL, 
BRECKENRIDGE 

137  #  EWOLDT, 


DELBERT  LEROY,  SHF  OF  SUMMIT  CO 


137 

85 

60 

61 

167 

116 

129 

129 

136 

185 

64 

139 


K      L.VC. *\S£l   Sffi  S  0?RT  OE  RAROCE 

<;TOI  I   ALBERT  FRED,  CPT,  ADAMS  CO  SD 
VANCLEAVE   GUY  F . ,  SHF  OF  ADAMS  CO 
WRBOURN;  '  JAMES  RUSSELL,  LT,  ADAMS  CO  SD 
BROOMFIELD         ,lM     ,  T   on 
90  #  BROPHY,  WILLIAM  J,  LT,  PD 

is  st^Ta&'cKkS,  jr,  cop 

B^L^VANNGHOUTEEN,  JAMES  H.  ,  CPT,  USAF  SEC  POL 

B124A  HAMPTON,  CHARLES  OTTICE,  COP 

C169AS  GOMEZ  COLON,  JUAN,  SGT,  GUARDIA  MUNICIPAL  CAGUAS 

CA6lVoWYENS,  KENNETH  E.,  COP 

CARBONDALE  .„,„  nF  pni  ice 

93   SOUCIE,  VERNE  E.,  CHIEF  OF  POLILt 
l"  %   WILLIAMS,  ALFRED  LESLIE,  COP 

C16T3LE  A?REE,  MICHEAL  LYNN,  CPT,  DOUGLAS  CO  SD 

Kn.^S  BSSl:  JR:  OEP  SHF,  DOUGLAS  CO  SD 


SHF  OF  GILPIN  CO 


139   KRAUS   ROBERT  MICHAEL,  CHF  OF  OPERATIONS,  DOUGLAS  CO 
173   ROBINSON  GARY  LEE   LT   DOUGLAS  CO  SD 
182   YOUNGER,  GARY  L,  LT,  DOUGLAS  CO  SD 

CEl5T8RA\CRicYKE,  JEROME  J,  COP 

SB   StKS:  SGT,  PD 

^tTImI^B^GENE.  MAJ,  USAF 

C?59RAD0ALSEXANDER,  WILLIS  EARL,  CPT   EL  PASO  CO  SD 
BARLEY,  ELDON  WARD,  PTLM,  PD 
BOLING,  OREN  E.,  COP 
BRYANT,  FLOYD,  JR,  COL,  USAF 
CORNEL  SON,  CONNIE  RAY,  JR.  LT,  PD 
COSTER,  JAMES  J,  DEP  CHF,  PD 
COULSON,  ROBERT  RICHARD,  2LT,  USAF 
FELICE,  DAVID  JOSEPH,  CPT   PD 
FISH,  RICHARD,  SR  MSGT,  USAF 
81  #  FRITCHMAN,  LYNN  V-.LTC.WAF 

"  #  hSs^  MES^Y^S   °L  PASO  CO  SD 

SB:  few™*?*  pauI°afC0  SD 

kEe^sleRr?BdSnaBldRSYaviCd"cpt?el  PASO  CO  SO 

'  KSSEl^UgSI   JOSEPH , "cPI T,    EL  PASO  CO  SO 
(  rAARUAMIEtAmYLLrAMP^!lL,LTECHSlCAL   SGT,    USAF 
[ILLY     JAMES  WILLIAM,    DEP   CHF      PD 

.  '  Ko%rG|M%; «E  paso  co  so 

MILLHRIGHT,  RICK  FOX  CPT   PD 
MORRIS  VICTOR  B.,  CPT,  PD 
ODONNeL;  JOSEPH  L,   CAPTAIN  PD 

pS  Bffi  S^iSt  cchtf:  IT 

PSMITAHRD6AV^TEDWV^NEHFLTCRI^INVSTGR,    CO  DEPT  OF   C 
!  ItRATTON,    NEAL   J,    DEP  CHF,    PD 
'  vILLLEi:'LMu!i^PJCHHF;   ff' 

„0TLTF;  SSI  USH^EL^SO  CO  SD 

C?75ERCLoKYRANDALL  SCOTT   LTPD 

LUTTER.  DAVID  CHARLES,  LT,  ADAMS  CO  SU 
MULLINS,  JOHN  SHERMAN,  JR,  LT,  PD 
SANDERSON,  JAMES  GILLIAN,  COP 
WILSON,  WESTON  CHARLES,  LT,  PD 


38 

52 

90 

150 

91 

139 

185 

104 


193 

58  1 
122 
153 

99 
189 
169 
115 
176 
161 
132 
132 

95 
138 


174 
181 
112 

63 
190 

79 
195 
194 
119 
148 
171 
180 
144 


163 

137  # 

139  # 

123  # 
CORTEZ 

106 

127 

109 

164 
CRAIG 

168 
95  # 

135 
138 


DAVENPORT,  JAMES  J,  CHF  INVSTGR.  DA  OFC 
JOHNSON,  RUSSELL  ROBERT,  ASST  COP 

HMD*,  ??MOTHYC°SHF  OF  MONTEZUMA  CO 


CORRIVEAU,  JEFFRY  JAMES   SHF  OF  MOFFAT  CO 
EITEL,  EDWARD  F.,  LT,  CO  SPTL 
MAWHORTER,  DAVID  PAUL,  COP 
SPLITT,  REX  ANTHONY,  CPT,  PD 

CR35TEDTAUTZIN,  JOHN  ARISTIDE,  DEP  CHF,  PD 


DENVER 
31  * 
172 
170 
150 
119 
174 
84 
118 
112 
154 
138 
160 
105 
178 
81 
121 
142 
110 
192 
93 
152 
162 
107 
143 
122 
96 
12 
141 


127  # 
174 


ADAMS,  KENNETH  D. ,  CPT,  CO  SPTL 

SB  M'L|TRRYELeK  i  LDEP%  SVSTGR.  CO  ATTY  GEN  0 
BINGHAM.  ED^RD  BRWI.JR,  CPT,  PD 

Bb2rT0°WNSKIDAJRAMELS  EDMUNDD:VACGENT  5  CHARGE,  CO  BU  OF  INVS 

CRArAEDWCAHRDSJAME^:  DlloF  DPS 
CANTHELL  ROBERT  C  DEP  CHF,  PD 
CARTER.  FRED  EARL,  LT,  PD 
COLLIER,  JAMES  ROBERT  COP 
DEASY,  BRIAN  WILLIAM,  SGT,  PD 

FOOS,  THOMAS  C,  LT,  PD 
GALLAGHER,  BRIAN  DEE,  CPT   PD 
GARRITY,  JOSEPH  E,  CPT,  PD 
GOLD  EUGENE  EDWIN,  SGT,  PD 
GREEN,  LESTER  NORMAN,  SGT,  PD 

192   KOPYLOV,  JACOB,  CPT,  DENVtK  lu  su 
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COLORADO  -  COLORADO 


79 

120 
94 
166 
158 
181 
175 
112 
161 
97 
156 
66 
53 
115 
60 
177 
148 
108 
39 
149 
127 
164 
59  # 
141 
172 
130 
63  n 
144  M 
139 
131 
177 
101  # 
117  # 
DILLON 
183 


LAHEY,  THOMAS  C,  CAPTAIN,  PD 
1  LAWLESS,  DALE  FRANK,  LT,  PD 
LOPEZ,  LOUIS  J,  LT,  PD 
LUECK,  JEROME  KENNETH,  SGT,  PD 
LUSK,  DAVID  HAMPTON,  SGT,  PD 
MALDONADO,  JUAN  ANTONIO,  CPT,  PD 
MANG,  PETER  BRAMLEY,  INSPR,  CO  BU  OF  INVSTGN 
MCGOHAN,  HENRY  D,  MAJ,  CO  SPTL       iN^">N 

METROS^' STEVE T  CPT^PD  INVSTGR'  ARAPAH°E  CO  DA'S  OFC 

METZINGER,  ALTa'maRGARETTE,  SGT,  PD 

MOLINE,  KENT  D. ,  LT,  COLORADO  STATE  PATROL 

NELSON,  HALTER  G. ,  CHF  INVSTGR,  DA'S  OFFICE 

ONEILL,  MICHAEL  T,  CPT,  PD 

ONEILL,  THOMAS  LEO,  CAPTAIN,  DIVISION  CHIEF.  PD 

ORGAN,  ROBERT  EMMETT,  JR,  SGT,  PD 

PATTERSON,  MONTE  CLAY,  LT,  PD 

PENNEL,  LAHRENCE  H,  CAPTAIN,  PD 

PREUITT,  HILLIAM  GEORGE,  CPT  OF  POLICE  PD 

PULLIN,  CHARLES  HERSHAL,  LTC,  CO  SPTL 

ROHE,  ERNESTINE,  US  MARSHAL,  DIST  OF  CO 

RUBIN,  DANIEL  DAVID,  CPT,  PD 

SCHIPPERS,  RICHARD  J.,  DEP  CHF,  COLORADO  SPTL 

SINGLETON,  JOHN  HENRY,  SGT,  PD    Lurfluu  =>M  L 

SMITH,  CHARLES  FRANK,  SGT,  PD 

STAEBELL,  DAVID  RONALD,  SGT,  PD 

TANGYE,  ROYAL  M. ,  CAPTAIN,  PD 

HALTER,  GARY  KENNETH,  CPT,  PD 

HELSH,  GEORGE,  JR,  CHF  DEP,  USMS 

KSj&  h^r^ma^co^tl51^™'  C0  BU  0F  invstgn 

HOLFE,  BILLY  D,  LT,  PD 
ZAVARAS,  ARISTEDES  N,  COP 

CLINE,  GARY  CHARLES,  COP 


USHF,  MORGAN  CO  SD 


DURANGO 
160   GARDNER,  WILLIAM  PAYTON,  III,  SHF  OF  LA  PLATA  CO 
GARNAND,  JOHN  A.,  CHIEF  OF  POLICE 
HUBERTUS,  CLOYD  F.,  CHIEF  OF  POLICE 
NEES,  HAROL  HUGH,  COP 
NOBLE,  WILLIAM  D. ,  SGT,  PD 
SMITH,  DALE  ROSS,  LT,  PD 
SULLIVAN,  R.  BRUCE,  SHF  OF  LA  PLATA  CO 
TROSTEL,  MARK  VANCE,  LTC,  CO  SPTL 
WIGGINS,  CHRISTOPHER  R,  COP 


176 
80 
141 
186 
187 
184 
155 
151 
122 
142 


78  I 

46  I 
122 
117 
140 

16  i 
184 

99 
EAGLE 

ci^cuJSHNS0N'  A  J-  SHF  0E  EAGLE  CO 
ENGLEWOOD 

133   ARTHUR,  KEITH  JON,  JR,  CPT,  CHERRY  HILLS  PD 
BOCK,  THOMAS  NELSON,  LT,  DPS 
FRAZIER,  RONALD  D,  DIV  CHF,  PD 

^^FiN^?M0TSHYDRLE^5I's^TR;  SUFSRi   »  °FC 

ffi:'s^EkiJK*L?fppgHF  invstgr-  i8th  judicial 

KRAUS,  RICHARD  CURTIS,  SGT,  CHERRY  HILLS  VILLAGF  Pn 
MOORE,  ROBERT  EDWARD,  III,  DIV  CMDR  PD  VILLAGE  PD 
STANLEY,  ALLAN  FRANCIS,  DIR  CHF,  DPS 
VANDERMEE,  THOMAS  EDWARD,  LT,  PD 

140  #  AULT,  ROBERT  WENDELL,  COP 

,£?  #  S55!X-  DAVID  J-<  CHF  RANGER,  NPS 
EVANS   PR0TT0'  JAMES  L-'  SUPVY  PARK  RANGER,  NPS 

156   EVANS,  ROBERT  RICHARD,  JR,  COP 
tJ53   GUTHRIE,  MICHAEL  LOREN,  COP 
FEDERAL  HEIGHTS 

143   ACKER,  LESTER  DALE,  JR,  COP 
93   FARRIS,  DWAIN  D,  COP 

178   LOVETT,  MITCHELL  LEE,  LT,  PD 

FORT  CARSONUGHLIN'  R°DGER  DALE'  SGT'  PD 
106   DAVIS,  PETER  A,  LTC,  USA 

DENNIS,  WADE  FRANKLIN,  MAJ,  USA 
DINKEL,  ERNEST  H,  JR,  MAJ,  USA 
HARDISON,  DONALD  RAY,  SA,  USACIDC 
HUDSON,  L  PAUL,  CWO  IV,  USA 
MAROUITH,  DAVID  NICHOLAS,  CWO  IV.  USA 
MCGILL,  DENNIS  RAY,  LTC,  USA 

FORT  COLUNSENS'  ^  LEE'  HAJ'  USA 
167   ALDERDEN,  JAMES  ALAN,  USHF,  LARIMER  CO  SD 

BROOKSHER,  FRANCIS  MARION,  SGT,  LARIMER  CO  SD 

fyS  LA^CEA  CHF  INVSTGR, 'LARIMER  CO  SO 

EYCHNER,  DANIEL  E.,  ASST  CHF,  PD 

rn1:?^'  DAVID  Y->  DIVISION  CHIEF,  PD 
uRAo^„SARRELL  LEE-  LT'  LARIMER  CO  SD 
HARRISON,  DENNIS  VERN,  COP 
HOPKINS,  DONN  FRANCIS,  COP 

«  MSvnRZ^!iA  J0HN  LER0Y-  MAJ>  LARIMER  CO  SO 
123  #  LLOYD,  MYRON  EUGENE,  LT,  PD 

13n   Scd2^'  PAIRICK  DEAN'  inSPR,  LARIMER  CO  SD 
130   PERMAN,  GARY  JAMES,  LT,  PD 

II  u   RE,ES'  H0HARD  LEE,  DIV  CMDR,  PD 
IK   T*JPk^Y*  LEE  V-  CHF  INVSTGR,  DA'S  OFC 
of  u   IAYLOR,  JACK  M,  SGT,  PD 

10?  *  l^h   WI,^IAM  E'  USHF-  LARAMIE  CO  SO 
FW  LUPTON    '     Y  L"  DIVISI0N  CHIEF.  p° 
156   WARD,  GEORGE  RICHARD,  COP 


187 
111 
165 
193 
140 
131 
113 


140 
51 
86 
111 
175 
158 
160 
144 


FORT  MORGAN 

110   DOUGHERTY,  MICHAEL  L. 
GEORGETOWN 

GLENDALECGUIRE'  J°SEPH  EUGENE'  USHFC  CLEAR  CREEK  CO  SO 
180   BURGE,  KENNETH  EDWARD,  COP 
189  #  WOLF,  MARK  RANDALL,  LT,  PD 
GLENWOOD  SPRINGS 
w?  u   !*S'  ELIZABETH  ANN,  CHF  INV,  NINTH  JUDICIAL  DA  OFC 
141  #  P  DGEON,  KENNETH  ROBERT,  CPT,  GARFIELD  CO  SD 
WILLIAMS,  DONALD  RAY,  DET  LT,  PD 
WILSON,  TERRY  LEE,  LT,  PD 


121 
175 
GOLDEN 
10  # 
140 
108  # 
188 
176 
136  # 
128 

92 

44 

57 
125 
194 

53 

74 
185 
171 
102 
178 
145 
157 


oARb2^  WILLIAM  0.,  DEP  SHF,  JEFFERSON  CO  SO 
BECKHAM,  RONALD  LEE,  SHF  OF  JEFFERSON  CO 
BOEKA,  DENZIL  L.,  USHF,  JEFFERSON  CO  SD 
BOYD,  RICHARD  MERLE,  CPT,  JEFFERSON  CO  SD 
BRINSON,  JAMES  IRAN,  CPT,  JEFFERSON  CO  SD 
SALUt?A  ANTH0NY  ALLEN,  MAJ,  JEFFERSON  CO  SD 

fi'nJ0HN,IIE  HESLEY,  CMDR,  JEFFERSON  CO  SD 

EN^CArT^  sVr  JNeS0N1EC0ERS°N  C°  S° 

ffi:  SNIfHSLpI'L?HFPDNVSTGR' JEFFERS0N  co 

S?2PciN'DDENNI5  GUY'  CHF  INVSTGR,  JEFFERSON  CO  DA  0 
HAWLEY,  B.  LEWIS,  CHF  INVSTGR,  DA'S  OFC,  FIRST  J 
KECHTER,  RAYMOND  R.,  ADMIN  OFCR,  JEFFERSON  CO  DA  OF 
KILPATRICK,  WILLIAM  CHARLES,  III,  CMDR,  PD 
Mrln  TchoD0HGL,A£  FREDERIK,  USHF,  JEFFERSON  CO  SD 
MCALLISTER,  DAVID  F,  CHF/DIR,  DPS  (POLICE) 
£HRADE.R'  -JEFFERY  ALAN,  LT,  JEFFERSON  CO  SD 
Inmo??'  n«RL^0SEPH'  JR-  MA J '  JEFFERSON  CO  SD 
GRAND  JuS'  R°BERT  S'  JR'  CPT'  JEFFERS0N  C°  SD 
70  #  BECKER,  MAURICE  GEORGE,  CPT,  CO  SPTL 
BURG,  LEE  J.,  CPT,  PD 

CLAUSSEN,  RIECKE  EDWARD,  LT,  MESA  CO  SD 
DILLON,  RICHARD  EDWARD,  LT,  MESA  CO  SD 
EVERS,  ROBERT  ALLEN,  COP 
JACKSON,  JOHN  CHARLES,  LT, 


100 
141 
189 
118 
178 

34 
155 
165 
163 
104 
117 

57 
112 
169 
109 


.  PD 
tt   JOHNSON,  KARL  M. ,  CHIEF  OF  POLICE 


LARSON,  ROBERT  ELLIOTT,  LT,  PD 
LONG,  HARRY  SYKES,  JR,  CPT,  PD 
SHERMAN,  DENNIS  KEITH,  INVSTGR,  PD 
SILVA,  JOSE  R.,  SERGEANT,  MESA  COUNTY  SO 
SLOAN,  DAROLD  G,  COP 
VANDERTOOK,  H  E,  CHIEF  OF  POLICE 
Kik.L JAMS *  LESLIE  R-.  SHERIFF,  MESA  CO.,  SD 
WOOLEY,  JESSE  DAVID,  USHF,  MESA  CO  SD 
WYNKOOP,  KENNETH  I,  LT,  PD 
GREELEY 
174   COOKE,  JOHN  BAILEY,  LT,  WELD  CO  SD 

DILL,  RICKY  GARLAND,  ACTING  USHF,  WELD  CO  SO 
DULEY,  RONALD  GREGORY,  SGT,  PD 
HIRSCH,  ROBERT  E,  LT,  PD 
LANGFORD,  LESTER  WAYNE,  CPT,  PD 
LUTZ,  DONALD  L.,  LIEUTENANT,  PD 
MCGUIRK,  STEPHEN  CRAIG,  LT,  WELD  CO  SO 
MILLER,  JOSEPH  MICHAEL,  CPT,  WELD  CO  SD 
RUSCH,  HENRY  EVART,  SUPVR,  WELD  CO  SO 
SAVAGE,  MICHAEL  DEAN,  CPT,  PD 
STATLER,  JOHN  CONWAY,  JR,  LT,  PD 

greenwooSIvIllag!RRENCE  D'  LT'  UNIV  of  N0RTHERN  co  pd 

166   THORNTON,  LAIRD  LAVELLE,  CPT,  PD 
180   WAUGH,  RICHARD  GARY,  COP 
GUNNISON 
140  *  FERGUSON,  JOLYON  STUART,  SGT,  PD 
191   KEEHNE,  JAMES  ROBERT,  SUPVR,  PD 
114   YATES,  TOMMY  B,  COP 
LA  JUNTA 

195   WIDUP,  CHARLES  ALBERT,  COP 
LAFAYETTE 

116  #  STALLUP,  LARRY  S,  COP 
LAKEWOOD 

53  *  BRACE,  EUGENE  M. ,  SPC  INVSTGR,  DA  OFC,  FIRST  JUD 
BURCH,  BURDELL  BERGSTROM,  LT,  PD 
GRAHAM,  ROBERT  EMMETT,  PTLM,  PD 
JOHNSTON,  CHARLES  J,  DIR,  DPS 
LIDDELL,  ROBERT  JAMES,  LT,  PD 
PALMER,  WILLIAM  PETER,  JR,  LT,  PD 

yKCHALRAnD^LR^SC^TL:  pSVSTGR'  DEPT  °F  CORREC"ONS 


127 
158 
114 
146 
116 
153 
139 
190 
182 
165 
109 


187 
129 
104 
177 
171 
134 
166 
LAMAR 
12 
184 
160 
141 


COY,  SHIRLEY  D. ,  DEP  SHF,  PROWERS  CO  SO 
HALL,  JOHN  NEAL,  COP, 
HERNANDEZ,  JOSE,  CRIM  INVSTGR,  DA  OFC 
HOLLAR,  RICHARD  HUGH,  CPT,  PD 
LEADVILLE 

,  T??,rT5ALLTRIP'  R0Y  K-  SHF  OF  LAKE  CO 
LITTLETON 

182   ACREE,  JACK  LYNN,  CPT,  ARAPAHOE  CO  SD 

ARMSTRONG,  ROBERT  EDWARD,  CPT,  ARAPAHOE  CO  SD 
BECKMAN,  BRUCE  OWEN,  LT,  PD    flKA™MUt  L0  SD 
BRANDT,  ROBERT  CHARLES,  JR,  DIV  CMDR,  PD 
CAMP,  CRAIG  E,  COP  ' 

CAMPBELL,  MARK  RICHARD,  CPT,  ARAPAHOE  CO  SO 
CREADON,  PAUL  FRANCIS,  SGT,  PD 
HARTMAN,  BOBBY  JOE,  LT,  ARAPAHOE  CO  SO 
HENN,  FRANCIS  WILLIAM,  JR,  CPT,  ARAPAHOE  CO  SD 


163 
154 
178 
104 
191 
193 
120 
173 


PAGE 


171 


COLORADO  -  CONNECTICUT 


90 
138 

57 
130 
135 
126 
1*8 

52 
111 
166 
121 
146 


HOBSON,  MARION  B,  COP 

KLEIN,  DONALD  JAKE,  LT,  ARAPAHOE  CO  SD 

MARAGGOS,  HILLIAM,  JR.,  CHF  INVSTGR,  ARAPAHOE  CO  SO 

MARTIN,  RONALD  DEAN,  CPT ,  ARAPAHOE  CO  SD 

ROBINSON,  JOHN  GRAYSON,  CPT,  PD 

SEXTON,  ROBERT  CURTIS,  CHF  INVSTGR,  CO  ATTY  GEN 

SPEARS   LYNN  ALVIN,  CPT.  ARAPAHOE  CO  SD 

CHF  INVSTGR,  DA  OFC,  ARAPAHOE 
SHF  OF  ARAPAHOE  CO 

SGT,  PD 
ARAPAHOE  CO  SO 

SGT,  PD 


157 
62 
87 
159 
179 
145 
195 


165 
132 

73 
167 

98 
116 
122 


STANLEY,  CLIFFORD  VERNON 
SULLIVAN,  PATRICK  J,  JR, 
TARDY,  EDMOND  PETER,  III 
TAYLOR,  WAYNE  LEHIS,  LT, 
HILLIAMSON,  JAMES  MONROE 
LONGMONT 
135  *  ACKERMAN,  JON  ERIC,  LT,  PD 

BUTLER,  HAROLD  MICHAEL,  LT,  PD 
i   HEBREW,  CAROL  DEAN,  DIRECTOR  OF  PUBLIC  SAFETY 
#  JOHNS,  HARRY  C,  JR,  COP 

LAUHON,  TERRY  JAN,  CPT,  POL  BU 
PERKINS,  TIMOTHY  ALLEN,  DET  SGT,  PD 
tt   RAINGUET,  FRED  HILLIAM,  JR,  DIR  OF  POL,  DPS 
HITTICH,  BRUCE  ALLEN,  SGT,  PD 
LOVELAND  „T   „ 

184   ANDERSEN,  RONALD  ELTON,  DET  SGT,  PD 
BROWN,  TIMOTHY  MICHAEL,  PTLMN,  PD 
DAVISON,  DAVID  ALLAN,  CPT,  PD 
DAHSON,  GARTH  C. ,  DIR  OF  INFO,  LARIMER  CO 
HIGNEY,  CHARLES  JOSEPH,  JR,  SGT,  PD 
HOY,  ARTHUR  A.,  CAPTAIN,  PD 
KINKENNON,  THOMAS  W,  CHF  DEP,  LARIMER  CO  SD 
SCHMOLL,  WILLIAM  FLOYD,  CPT,  PD 
MANITOU  SPRINGS 
128   GREENMAN,  HARRY  FRANKLIN,  JR,  COP 
137  §   HUMPHREY,  JOHN  EUGENE,  COP 
MEEKER 

91   KRACHT,  ROBERT  E.,  SHF  OF  BLANCO  CO 
MONTE  VISTA 
190   KRAMER,  KARL  ERNEST,  LT,  PD 
142   MARTINEZ,  FRANK  ROBERTO,  COP 
MONTROSE 
103  #  HOEY,  GERALD  R,  COP 

162   SELLERS,  CHARLES  RICHARD,  INVSTGR,  PD 
MT.  CRESTED  BUTTE 

135   TURNER,  ROLAND,  COP 
NORTHGLENN 
195   CARMOSINO,  BETH  ANN,  SGT,  PD 
133  *  CROW,  ALBERT  LEE,  SGT,  PD 

172  VAN  HOUTEN,  RUSSELL  LEWIS,  LT,  PD 
180   WALTERS,  RODNEY  DEAN,  LT,  PD 

PAGOSA  SPRINGS  „  ,.„  „ 

176   MAY,  OTIS  DIXSON,  CPT,  ARCHULETA  CO  SD 
PARKER 

173  CORNELIUS,  THOMAS  ROBERT,  COP 
105  ft   SCHERWITZ,  RICHARD  L,  COP 

176  DOBBINS,  CHRISTOPHER  CHUCK,  MSGT,  USAF 
122   DORLAND,  GARY  ALLEN,  CPT,  USAF 

177  PREDMORE,  THOMAS  REILLY,  MSGT,  USAF 
154  #  TAYLOR,  EARL  VERN,  COL,  USAF 

PLATTEVILLE 
192   DONEWAR,  GREGORY  PAUL,  COP 


PUEBLO 
192 

114  n 

151 

150 

173 

172 

120 

127 
52  * 
68  * 

107  i 

189 

164 

181 

102  i 
98  t 

138  t 
54  t 
14  » 

117 

146 
RIFLE 

131 


ADAMS,  RONALD  LARRY,  MAJ,  CO  SPTL 

ARCHULETA,  RUBEN  E.,  COP 

BILLINGS,  JAMES  WARREN,  JR,  COP 

BUCKALLEW,  LARRY  EUGENE,  SHF  OF  PUEBLO  CO 

CLEMENTI,  JAMES  DEAN,  CPT,  CO  SPTL 

CORSENTINO,  DANIEL  LEE,  SHF  OF  PUEBLO  CO 

CUMBEE,  RICHARD  SHERIDAN,  ASSOC  VP,  UNIV  OF  CO 

ERCUL,  JOHN  PHILLIP,  CPT,  PD 

HARPER,  ROY  F.,  CHIEF  OF  POLICE 

HURLEY,  HILLIAM  THOMAS,  MAJ,  DEP  CHF,  PD 

KONCILJA,  JOHN  H. ,  SERGEANT,  PD 

LIPICH,  RICHARD  THOMAS,  SGT,  PD 

RHODES,  EDDIE  CHARLES,  SGT,  PD 

SAMEK,  STEVEN  PAUL,  SGT,  PD 

SILVA,  ROBERT  0. ,  COP 

SIMON,  ROBERT  E.,  COP 

SMITH,  RALPH  LEROY,  SGT,  PD 

STIFFLER,  J.  E.,  SR. ,  DEP  CHF,  PD 

THOMPSON,  RALPH  C.  ,  CHF  DEP  SHF,  PUEBLO  CO  SO 

USING,  JAMES  R.,  DIR  OF  POL,  UNIV  OF  SO  CO  PD 

WILSON,  PHILLIP  ROY,  AGENT,  CO  BU  OF  INVSTGN 


MEISNER,  DARYL  LYNN,  LT,  PD 
ROCKY  MOUNTAIN  NATIONAL  PARK 

74   CONE,  WAYNE  B.,  ASST  SUPT 
SALIDA 

94  *  BERRY,  CHARLES  E.,  SHF  OF  CHAFFEE  CO 
115   POST,  LEONARD  H.,  CHIEF  OF  POLICE 
192   SANCHEZ,  MICHAEL  JAMES,  ASST  CHF,  PD 
SHERIDAN 
113   VANARSDOL,  JACKIE  D,  COP 

96  it   DAPRON,  BERTIE  C,  JR,  SHF  OF  BACA  CO 
STEAMBOAT  SPRINGS  _  „„ 

133   DECHANT,  DAVID  FRANCIS,  PTL  OFCR,  PD 
170  U   JENSEN,  ROGER  ALLEN,  COP 
STERLING 

53  *  ONEAL,  HUGH  N. ,  COP 
149   ZIEMER,  DAVID  JAMES,  LT,  PD 


THORNTON 
133  *  LONG,  CHARLES  HILLIAM,  CPT,  PD 
155   NELSON,  RANDY  LEE,  CPT,  PD 
168   REATHER,  KENNETH  ALLEN,  CPT,  PD 
187   WILMES,  KARL  WAYNE,  LT ,  PD 

TRINIDAD 
163   MONTOYA,  JAMES  ANDREW,  COP 

WOLFE,  WILLIAM  CLIVE,  LT,  CO  SPTL 


121 

VAIL 

189 

128 


MORRISON,  GREGORY  THOMAS,  COP 
MOTTA,  RUSSELL  ANTHONY,  COP 
WESTCHESTER 

163   COWHIG,  GERALD  JOSEPH,  COP 
WESTMINSTER 
162   BIRK,  LEE  ARTHUR,  CPT,  PD 
78  *  BRISNEHAN,  RAYMOND  W. ,  CPT,  PD 
149   CASEY,  PATRICK  FRANCIS,  LT,  PD 
179   CRESSMAN,  MICHAEL  EMIL,  LT,  PD 

89   HAUPTMANN,  DONALD  V.,  DIV  CHF  OF  INVSTGN,  PD 
186   JOHNSON,  CHARLES  THOMAS,  LT,  PD 
172   MASON,  WILLIAM  ALBERT,  LT,  PD 
131   RAIA,  MATTHEW  ANTHONY,  CPT,  PD 
194   WILSON,  ALAN  LEE,  LT,  PD 
WHEAT  RIDGE  _  „„ 

151   CASSA,  JOSEPH  EUGENE,  DIV  CMDR,  PD 
170   CHISM,  JACK  ANTHONY,  LT,  PD 
190   GRAY,  JAMES  FRANKLIN,  SGT,  PD 

179  HAMMOND,  SAMUEL  WADE,  LT,  PD 
138  #  RAY,  LAURENCE  EDWARD,  CMDR,  PD 

WOODLAND  PARK 
194   GOMES,  JOHN  JOSEPH,  LT,  PD 

180  RULO,  MICHAEL  LAWRENCE,  DEP  CHF,  PD 
WRAY 

188   ZULAUF,  BRUCE  ALAN,  SHF  OF  YUMA  CO 

CONNECTICUT 
ANSONIA 

83   MCGRATH,  JAMES  J,  COP 


AVON 
177 
97  # 
142 
179 
165 
115 
100  * 

87 
124  * 
108  # 
149 
171 

120  n 

78  # 
BERLIN 

118 

106 

180 

128  # 

137 
BETHEL 

185 


AGNESI,  PETER  AUGUST,  SGT,  PD 
CAVANAUGH,  FREDERICK  F,  SGT,  PD 
HANKARD,  MARTIN  JOSEPH,  SGT,  PD 
HOWE,  STEVEN  ALLEN,  SGT,  PD 
KULIKOWSKI,  STEVEN  JOSEPH,  SGT, 
LEMAY,  HAROLD  T,  JR,  LT,  PD, 
MACDONALD,  WILLIAM  L.,  JR.,  SGT, 
MARTINO,  JAMES  A.,  JR,  COP 
MURPHY,  DONALD  MICHAEL,  SGT,  PD 
OLSON,  PAUL  A,  JR,  CPT,  PD 
SODERBURG,  GREGORY  JOSEPH,  SGT, 
SYLVESTER,  ROGER  PAUL,  SGT,  PD 
TRANSUE,  THOMAS  ALBERT,  SGT,  PD 
ZACCHIO,  DOMENIC  A,  COP 


CHANT,  PAUL  KENNETH,  LT,  PD 
CHARAMUT,  GERALD  R,  COP 
KLETT,  JOHN  MICHAEL,  LT,  PD 
MATTA,  PETER  MICHAEL,  JR,  SGT,  PD 
MCKONE,  WILLIAM  ROBERT,  SGT,  PD 


PD 
PD 


PD 


PD 


CEDERGREN,  ROBERT  ALLEN,  DET  SGT, 
BLOOMFIELD  ,  _,„ 

130   HOVENCAMP,  JAMES  EDWARD,  LT,  PD 
137   MULHALL,  RICHARD  COLLINS,  CPT,  PD, 
92  #  TOCE,  ANTHONY  J,  DEPUTY  CHIEF,  PD, 
191   WEISHER,  STEVEN  H,  LT,  PD 
BRIDGEPORT  ^  nn 

165   DONOVAN,  JOHN  TIMOTHY,  CPT,  PD 

GIAMMATTEI,  JAMES  FRANK,  INSPR,  STATE  ATTYS  OFC 

LADUE,  NELSON  DAVID,  INSPR,  STATES  ATTY  OFC 

MIDDLETON,  LAWRENCE  R,  LT,  PD 

ORTIZ,  JESUS,  JR,  SGT,  PD 

SCANLON,  THOMAS  JOSEPH,  DEP  CHF,  PD 


132 
155 
172 
193 

168 
BRISTOL 

194   KALWAT,  DONALD  W,  CPT,  PD 

KANE,  JAMES  J.,  SERGEANT,  PD 
MURPHY,  GERALD  J,  LT,  PD 


25 

97  tt 

CANTON 

54 

129 

162 


PD 


KEEFE,  CHARLES  J.,  JR.,  COP 
LADUCER,  JOHN  DAVID,  COP 
WHIRTY,  DAVID  MERRILL,  LT,  PD 
CHESHIRE  .  „  .__ 

126   ELLIOTT,  ROBERT  HILLIAM,  SGT, 
94  tt   SARTOR,  RICHARD  J,  COP 
118  *  YOUNGQUIST,  MARC  JOSEPH,  LT,  PD, 
CI  I NTON 
191   CHAPMAN,  WILLIAM  ELDREDGE,  LT, 
107   FAUGHNAN,  JOSEPH  P,  COP 

175  WELCH,  JOHN  ARTHUR,  SGT,  PD 
COVENTRY  ,  ,  „ 

166   DOUGHTY,  RONALD  COLIN,  LT,  PD 
CROMHE L  I 

176  AHLQUIST,  PATRICK  MICHAEL,  SGT 
154   ROOHR,  THOMAS  ALBERT,  SGT,  PD 
143   SALVATORE,  ANTHONY  JAMES,  COP 

DANBURY  ^ 

105  #  BIRAGLIA,  JOSEPH,  LT,  PD 
149   BLOMQUIST,  ROBERT  IVAR,  INSPR, 
191   MCNAMARA,  JAMES  S,  DET  LT,  PD 
195   ROSATO,  MARK  CHRISTOPHER,  CPT, 


PD 


PD 


STATE  ATTY  OFC 
PD 


PAGE 


172 


CONNECTICUT  -  CONNECTICUT 


166 

59  tt 
DARIEN 

98  # 
193 

59  # 
180 
145 

27 


SULLO,  ARTHUR  PATRICK,  CPT,  PD 
TOBIN,  WILLIAM  F.,  CHIT"  OF  POLICE 


THOMAS  JOSEPH,  SR,  COP 

JAMES  RAYMOND,  SGT,  PD 
.  LESLIE  STANLEY,  SGT,  PD 
HANCE,  GERARD  J.,  CHIEF  OF  POLICE 


PD 


BATES,  ARTHUR  J,  CPT,  PD 
BUSSELL,  RONALD  WILLIAM,  LT,  PD 
JORDAN,  JOHN  WILLIAM,  CHIEF  OF  POLICE 
KOMM,  FREDERICK  WILLIAM,  III,  CPT,  PD 
MCMANUS,  HUGH  FRANCIS,  COP 
MUGAVERO,  EDWARD,  COP 
EAST  HAMPTON 

99  tt   RAME,  EUGENE  B,  COP 
174   REIMONDO,  MATTHEW  ALAN,  COP 

119  TRUE,  PHILIP  DEAN,  COP 
155   WARGA,  JAMES  ANDREW,  SGT,  PD 

EAST  HARTFORD 
152   HANKARD,  JAMES  MICHAEL,  LT,  PD 
146   KENARY,  ROBERT  FRANCIS,  SGT,  PD 
102  #  LEWIS,  RICHARD  J,  LT,  PD 

120  THAYER,  CHARLES  DANIEL,  JR,  CMDR,  PD 
EAST  WINDSOR 

138   LAUFER, 
EASTON 
142   CANDEE, 
161    ECKERT, 
92 
ENFIELD 
124   CYBULSKI,  STEPHEN  ALAN,  PTLM, 
96  tt   LORINO,  SALVATORE  V,  DET,  PD 
186   MARCOTTE,  RONALD  GERALD,  SR,  COP 
117   RUSSOTTO,  DARIO  J,  DET,  PD, 
FAIRFIELD 
102  #  CAMPBELL,  FREDERICK  G,  CPT,  PD 

CARROLL,  PATRICK  L,  DIR  OF  SEC,  FAIRFIELD  UNIV 
COMERS,  ROBERT  PAUL,  CPT,  PD 
DYER,  PAUL  CHRISTOPHER,  CPT,  PD 
EGGERS,  PETER  THEODORE,  III,  CPT,  PD 
GUNTER,  RICHARD  B.,  LIEUTENANT,  PD 
MASTRONARDI,  ANTHONY  J,  COP 
MOCKALIS,  WILLIAM  E,  COP 
PECK,  DAVID  JOHN,  CPT,  PD 
RASMUSSEN,  RAYMOND  FREDRIC,  LT,  PD 
SULLIVAN,  RONALD  T,  COP 
116  #  TARGOHSKI,  EDWARD  F,  CPT,  PD 
163   TARGOWSKI,  FRANK  JOSEPH,  SGT,  PD 
FARMINGTON 
142   FLYNN,  PETER  JOHN,  LT,  PD 
161    INGVERTSEN,  PETER  NELSEN,  LT,  PD 
56  #  MOORE,  RICHARD  H. ,  COP 

OBRIEN,  ROBERT  EMMETT,  SGT,  PD 
RIO,  JAMES  VICTOR,  SGT,  PD 
STUTZ,  GEORGE  R,  LT,  PD 
YATES,  JEFFREY  SKILTON,  CPT,  PD 
GLASTONBURY 
169   CARON,  DAVID  ANATOLE,  LT,  PD 
110  #  DONNELLAN,  JOHN  T,  SGT,  PD 
122   FORAN,  DAVID  CLEMENT,  JR,  CMDR,  PD 
100  #  FREIHEIT,  ALLAN  F,  JR,  LT,  PD 
103  #  GIBBONS,  PAUL  J,  JR,  CMDR,  PD 
108   HAYES,  THOMAS  W,  CMDR,  PD 
MCKAIG,  TERRENCE  J.,  COP 
MCKEE,  THOMAS  JOSEPH,  CMDR,  PD 
SMITH,  DENNIS  UGO,  SGT,  PD 
THOMAS,  JAMES  M,  COP 


65 

127 
188 
145 
110 
85 
109 
181 
136 
107 


135 

175 

81 

129 


23 

146  # 
189 
106 
GRANBY 
141 
169 


MARRON,  JEREMIAH  PETER,  COP 
WATKINS,  DAVID  LEE,  SGT,  PD 
GREENWICH 

77  #  BASSETT,  GEORGE  W. ,  DET  CPT,  PD 
57  #  BURKE,  THOMAS  C. ,  DEP  CHF,  PD 
DARROW,  GORDON  HISLOP,  LT,  PD 
LALLY,  JOHN  J.,  PATROLMAN,  PD 
MERCHANT,  DONALD  EDMUND,  CPT,  PD 


118 
71 

173 

138 
39 

178 


MOUGHTY,  KENNETH  JOHN,  DEP  CHF, 
NEWTON,  THOMAS  M. ,  CAPTAIN,  PD 
POWELL,  ROCCO  WILLIAM,  JR,  CPT, 
112  #  REYNOLDS,  HOWARD  K,  CPT,  PD 
28  #  ROBBINS,  DAVID  W. ,  COP 

ROBBINS,  PETER  JOHN,  CPT,  PD 
THOMPSON,  ROBERT  JOSEPH,  LT,  PD 


PD, 
PD 


121 
184 
GROTON 
127 
119  # 
167 
158 
140 
152 
132 


DAMICO,  MERRITT  JOHN,  DET,  PD 

EDWARDS,  JOHN  THOMAS,  DET  SGT,  PD 

HALL,  PETER  ANDREW,  LT,  PD 

MARTIN,  ROBERT  ALAN,  SGT,  PD 

SCHMITT,  JAMES  ALLEN,  DET,  PD 

SMITH,  WORLEY  FRANCOIS,  LT,  GROTON  TOWN  PD 

VISCIONE,  MARTIN  ALLEN,  DET,  PD 

GROTON  LONG  POINT 
167   WHITE,  GEORGE  ALAN,  COP 

GUILFORD 

99   BEAUVAIS,  ALBERT  H. ,  DEP  CHF,  PD 
CRUZ,  KENNETH  ROBERT,  COP 
GELO,  LAWRENCE  CARL,  DET,  PD 
HEERY,  NICHOLAS  WILLIAM,  DET  SGT,  PD 
TERRIBILE,  THOMAS  ANTHONY,  DEP  CHF,  PD 
THOMPSON,  DONALD  N,  LT,  PD 


134 
138 
125 
170 
107 
HAMDEN 
112  tt 

96 

74 


CAFANO,  PETER  P,  JR,  LT,  PD 

CRONIN,  JOHN  D,  INSPR,  PD 

HASBROUCK,  DONALD  H,  CHF,  SOUTHERN  CN  STATE  UNIV  PD 


.  LT,  PD 

BOURGEOIS,  HENRY  L.,  LT,  CT  SPOL 
BRIDEAU,  MANFRED  ARTHUR,  CPT,  CT  SPOL 
EGAN,  JAMES  J.,  CPT,  PD 

HART,  MARTIN  RAYMOND,  JR,  INSPR,  DIV  OF  CRIM  JUSTICE 
JACEWICZ,  JOHN  STEVEN,  CPT,  CT  SPOL 
KELLIHER,  FRANCIS  J.,  MAJOR,  PD 
KELLY,  BRIAN  WILLIAM,  LT,  PD, 
LACAPRUCIA,  LOUIS  EDWARD,  LT,  CT  SPOL 
LEAHY,  MARK  KEVIN,  CPT,  CT  SPOL 
LEONARD,  JOHN  ALLEN,  LT,  CT  SPOL 
LOPEZ,  JOSE  LUIS,  SR,  SGT,  PD 
LYNCH,  EDWARD  JAMES,  LT,  CT  SPOL 
MARTIN,  ARNOLD  LEE,  JR,  SGT,  PD 
MITCHELL,  JOSEPH  F.,  CO  DET,  HARTFORD  CO 
NESS,  ROBERT  W. ,  TRP,  CT  SPOL 
OBORSKI,  STEVEN,  INSPR,  STATES  ATTORNEYS  OFC 
OHARA,  JOHN  JEAN,  SGT,  CT  SPOL 
OSHAUGHNESSY,  ROBERT  J,  LT,  CONNECTICUT  SPOL 
OUELLETTE,  RAOUL  DOUGLAS,  LT,  CT  SPOL 
PERRY,  JOSEPH  A,  JR,  COL,  CT  SPOL 
ROBINSON,  FRANK  R,  CPT,  CT  SPOL 
ROOT,  ROBERT  JAMES,  LTC,  CT  SPOL 
ROWIN,  EDWIN,  LIEUTENANT,  PD 
SCHOLTZ,  WALTER  J,  MAJ,  CT  SPOL 
SENICK,  GREGORY  KEITH,  LT,  CT  SPOL 
SIKORA,  JOSEPH,  SGT,  PD 

SKINNER,  LAWRENCE  E,  INSPR,  STATE  ATTY  OFC 
STOKES,  ABJOHN  C,  CAPTAIN,  PD 
SULLIVAN,  WILLIAM  H. ,  CAPTAIN,  PD 
WARREN,  PETER  FRANKLYN,  LT,  CT  SPOL 
WHEELER,  RICHARD  PAUL,  LT,  CT  SPOL 
WILLIAMS,  LESLIE  W,  JR.,  CPT,  CT  SPOL 


PD 


131   KENNELLY,  JOHN  MICHAEL,  DET,  PD 
108  #  MORRO,  FREDERICK  C,  SGT,  PD 
49  tt   MULHERN,  HUGH  EDWARD,  CHIEF  OF  POLICE 
143   NATALE,  PASQUALE  RALPH,  DET,  PD 
105   NOLAN,  ROBERT  FRANCIS,  CMDR,  PD 
170   PERRY,  LEWIS  JOSEPH,  JR,  SGT,  PD 

103  PERYER,  LAWRENCE  0,  CPT,  PD 

104  #  RAUCCI,  RALPH  G,  SGT,  PD 
HARTFORD 

69  tt   BARBER,  THOMAS  A. 
113 
179 
33 
141 
139 
75 
124 
175 
174 
169 
183 
177 
125 
19 
96 
178 
138 
114 
157 
100 
110 
160 
71 
94 
186 
189 
111 
36 
35 
183 
173 
93  tt 
MADISON 
181  #  CAMERON,  JAMES  JAY,  COP 
174   ROLLINSON,  MICHAEL  GEORGE,  SGT, 
MANCHESTER 
150   ABBIE,  ROY  NELSON,  LT,  PD 
118  #  BROOKS,  JOSEPH  HAROLD,  CPT,  PD 
122  #  CLEVELAND,  ORVILLE  LEANDER,  LT,  PD 
102   GRAVES,  PATRICIA  A.,  LT,  PD 
GULIANO,  ROBERT  J,  CPT,  PD 
HOLYFIELD,  RUSSELL  CRAIG,  CPT,  PD 
KOTSCH,  SAMUEL  W. ,  JR.,  CPT,  PD 
LANNAN,  ROBERT  D. ,  COP 
102  #  MAZZONE,  RAYMOND  A,  SGT,  PD 
99  #  MINOR,  HENRY  R,  COP 

17  *  PRENTICE,  JOSEPH  A.,  DEPUTY  CHIEF,  PD 
105  tt   TAMBLING,  ELI  B,  JR,  SGT,  PD 
159   WRIGHT,  DONALD  GILBERT,  LT,  PD 
MERIDEN 
137   AMANN,  STEPHEN  EUGENE,  LT,  PD, 
AWDZIEWICZ,  JULIUS  F,  DET,  PD 
BARRY,  TIMOTHY  FRANCIS,  LT,  CT  SPOL 
BEAVERS,  ROY  J,  LT,  CT  SPOL 
COURTNEY,  EDWARD  JOSEPH,  COP 
CUSTY,  RAYMOND  D. ,  COP 
HOURIGAN,  PAUL  L.,  DET  SGT,  PD 
KOSKO,  JOHN  JAMES,  DET  SGT,  PD 
LEWANDOWSKI,  FRANCIS  B,  LT,  PD 

r™.l;LIAMS'  FRANK  ALEXANDER,  PROG  CONSULTANT,  MUNICIPAL  P 
MIDDLETOWN 
157  #  ARESCO,  LOUIS  CARMELO,  LT,  PD 

AYLWARD,  GEORGE  ROBERT,  COP 

BALDONI,  LYNN  MARY,  LT,  PD 

BIBISI,  JOSEPH  EMANUEL,  DEP  CHF,  PD 

CLAYTON,  ROBERT  FRANCIS,  CPT,  PD 

GILL,  JAMES  AUGUSTINE,  CPT,  INSP.  STATES  ATTY  OFC 

ICE,  GEOFFREY  LEWIS,  LT,  CT  SPOL 

KNAPP,  DAVID  HOWARD,  CPT,  PD 

LEE,  RONALD  EUGENE,  DEP  CHF,  PD 

M'SADOQUES,  CLIFFORD  GEORGE,  LT,  CT  SPOL 

MARINO,  VINCENT  S.,  COP 

MARTIN,  ROBERT  W. ,  DEPUTY  CHIEF,  PD 

OSORA,  RAYMOND  P,  DEPUTY  CHIEF,  PD 

RIOUX,  WAYNE  IRVING,  LT,  CT  SPOL 

STEBBINS,  DANNY  ROBERT,  CPT,  CT  SPOL 

ULIANO,  RICHARD  R,  CPT,  PD 

VIOLISSI,  FRANK  CHARLES,  JR,  SGT,  PD 

WARD,  RELFORD  MICHIGAN,  SR,  SGT,  PD 
73  #  ZYWOCINSKI,  CARL  E.,  DEP  CHF,  PD 
MILFORD 
103   FLAHERTY,  THOMAS  E,  COP 

GRAHAM,  WILLIAM  HUNT,  CPT,  PD 

MAYER,  HERBERT  WALTER,  SGT,  PD 

MELLO,  KEITH  LAWRENCE,  CPT,  PD 

MOFFETT,  ALFRED  A.,  CAPTAIN,  PD 

SCHULTZ,  WILLIAM  J,  JR,  INSPR,  PD 


108 
134  tt 
109 
91  # 


94 

176 

192 

67 

30 

84 

156 

132 

165 


153 
172 
135 
178 
144 
187 
144 
183 
191 
12 
54 
101 
193 
194 
106 
159 
165 


130 
143  # 
190 
61  tt 
102  * 
MONROE 
109 
192 


GILLETTE,  TERRY  D. ,  DETECTIVE, 
WALL,  DANIEL  PIERCE,  CPT,  PD 


PD 


PAGE 
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CONNECTICUT  -  CONNECTICUT 

NAUGATUCK 

182    BROUILLETTE,  TODD  ADRIAN,  LT,  PD 
NEH  BRITAIN 

161    AHERN,  JAMES  FRANCIS,  LT,  PD 
90    COYLE,  WILLIAM  B.,  LT ,  PD 

75  tt   GHIAZDA,  JOHN  A.,  ACTING  DEP  CHF,  PD 
107    MARINO,  LOUIS  P.,  LIEUTENANT,  PD 

130    MCDONALD,  HILLIAM  HUGH,  CHF,  CNTRAL  CT  ST  UNIV 
97  tt   MEEHAN,  HILLIAM  P,  LT,  PD 

100  MERCIER,  EDHIN  B,  JR,  DEP  CHF,  PD 
70  tt   ORMSBY,  THOMAS  JOSEPH,  COP 

187    OUELLETTE,  DARREN  CLARKE,  CPT,  PD 
168   RILEY,  MILTON  RICHARD,  JR,  DET,  PD 

80  n   HHITE,  KARL  B. ,  JR,  SERGEANT,  PD 

50  tt   ZENGA,  ARMOND  J.,  LIEUTENANT,  PD 
NEH  CANAAN 
112   AMBRUSO,  ROCCO  J.,  LT,  PD 
185    BENDERNAGEL,  THOMAS  EUGENE,  SGT,  PD 
121   COLE,  ROBERT  ALLAN,  CPT,  PD 

46  tt   CORSON,  JAMES,  JR.,  CPT,  PD 

99  tt   DAM,  ERIK,  COP 

76  tt   JONES,  HILLIAM  H.  ,  LT,  PD 
38  tt   KELLER,  HENRY  EDHARD,  COP 

142    LYNCH,  CHRISTOPHER  JOSEPH,  COP 
157    NADRICZNY,  EDHARD  JOSEPH,  LT ,  PD 

101  READY,  EUGENE  F.,  DETECTIVE  LIEUTENANT,  PD 
92  tt   SCOTT,  RALPH  M,  CHIEF,  PD 

133   HAINACHT,  ANDREH  JOHN,  DET,  PD 
168   HARREN,  NICHOLAS  EDHARD,  SGT,  PD 
176   HOOD,  STEPHEN  WILLIAM,  LT,  PD 
ucu  HAVEN 
150   ANTUNES,  GERALD  MANUEL,  LT,  DEPT  OF  POL  SER 
137   COHENS,  ODELL,  LT,  DEPT  OF  POL  SERV 

56  tt   DILIETO,  BIAGIO,  COP  iiM„ 

94   DIRIENZO,  ANTHONY  G.  ,  JR.,  US  MARSHALL,  USMS 

25  tt   EAGAN,  RAYMOND  J.,  ASST  CHF,  PD 

60  tt    EAGAN,  RAYMOND  J.,  JR.,  ASST  CHF,  PD 

153  GALLO,  LEONARD  LOUIS,  CMDR,  PD 
111    GIANNOTTI,  CARL  C,  CPT,  PD 

110   GUYET,  ALLAN  R,  DIR  OF  SEC,  VANDERBILT  UNIV 
173   KILPATRICK,  HILDA  GRACE,  DET,  PD 
160   KOZAK,  RUSSELL  FRANCIS,  SGT,  YALE  UNIV  POL 
178   KRASZEHSKI,  WILLIAM  DAVID,  LT,  YALE  UNIV  PD 

58  tt   LAWLOR,  GEORGE  F.,  JR.,  CAPTAIN,  PD 

40  tt   MCMANUS,  FRANCIS  V.,  COP 

129  MULLER,  THOMAS  PAUL,  MAJ,  PD 
140   ONEILL,  JAMES  FRANCIS,  CMDR,  PD 
170   ORTIZ,  FRANCISCO,  JR,  LT,  PD 

154  PERROTTI,  JAMES  ANTHONY,  CMDR,  YALE  UNIV  PD 

160  POLIO,  JOSEPH  RALPH,  SGT,  PD 
82  tt   ROCHE,  WILLIAM  F,  JR,  CMDR,  PD 

90   TULLO,  MICHAEL  N.  ,  LIEUTENANT,  PD 
NEH  LONDON 
184   ACKLEY,  MARGARET  J,  DET,  PD 

130  GAVITT,  HILLIAM  CHARLES,  DET  LT,  PD,     ,  „„„„  CTkTCr 
192    SIMONEAU,  KENNETH  ALLEN,  SUPV  INSPR,  NEW  LONDON  STATES 

15  tt   WELLS,  CLARENCE,  CAPTAIN,  PD 
NEW  MILFORD 

97  tt   ADAMS,  THEODORE  R,  COP 
66  *  MANCUSI,  JAMES,  COP 
105  tt   MARCY,  HALTER  0,  LT,  PD 

161  MCCORMACK,  COLIN  DAVID,  CPT,  PD 
195   MRAZIK,  MICHAEL  CHARLES,  SGT,  PD 

113  SHEENEY,  JAMES  D. ,  JR,  COP 
NEWINGTON  „„   _ 

92  BARNETT,  ALEXANDER,  JR.,  DET  SGT,  PD 

150  CASTOPPO,  FREDERIC  W,  JR,  SGT,  PD 

188  CLARK,  STEPHEN  MICHAEL,  SGT,  PD 

172  CONDON,  JAN  ELIZABETH,  SGT,  PD 

123  CONTROVILLAS,  WILLIAM  J,  JR,  LT,  PD 

114  COTTER,  WILLIAM  J.,  SGT,  PD 
163  MERWIN,  JEFFREY  EARL,  SGT,  PD 

171   MIANO,  NICHOLAS  RICHARD,  JR,  SGT,  PD 
NEHTOHN 
168   CARNEY,  OWEN  DAVID,  LT,  PD 
128   DEJOSEPH,  MICHAEL  ANTHONY,  LT,  PD 

N°47H.HGAHRYCH,  HALTER  J.,  POL  COMR,  TN  OF  NORTH  HAVEN 
NORHALK 

126    FABRIZZIO,  ROBERT  PHILIP,  LT,  PD 

79  tt    FREDERICK,  ROBERT  H.  ,  DET  SGT,  PD 

171    PALMER,  MARK  ALAN,  SR,  LT,  PD 

185   RANDALL,  PETER  E,  SGT,  PD 
47  #  VIRGULAK,  FRANCIS  EDHARD,  CHIEF  OF  POLICE 

190   WALSH,  DANIEL  ROBERT,  CPT,  PD 
NORHICH 

179    FECTEAU,  AL  RYAN,  CPT,  PD 

166    FUSARO,  LOUIS  JOHN,  DEP  CHF,  PD 

139   TEHKSBURY,  WILLIAM,  JR,  CPT,  PD 
OLD  SAYBROOK 

99   MOSCA,  EDMUND  H.  ,  COP 

151    NIGOSANTI,  RICHARD  JOSEPH,  SGT,  PD 

181   ODONNELL,  CHARLES  THOMAS,  SGT,  PD 

155   HARREN,  DONALD  MAX,  JR,  SGT,  PD 
ORANGE 

117  tt   CYBART,  JOSEPH  RICHARD,  LT,  PD 

125   DELANEY,  EDHARD  JOSEPH,  JR,  COP 

148   DOOLEY,  JOSEPH  MICHAEL,  ASST  CHF,  PD 

121    FERRILLO,  ANDREH,  JR,  LT,  PD 

184   GRECO,  MARK  ELLIOTT,  LT,  PD 


67  tt   HEINZ,  JAMES  HENRY,  COP 
144  tt   RUBINO,  ROBERT  ARTHUR,  LT,  PD 
136  tt   SIRES,  ROBERT  DESALES,  SGT,  DEPT  OF  POL  SERV 

180   CURIOSO,  RAYMOND  JUDE,  SR,  SGT,  STONINGTON  PD 
PLAINVILLE 

95   COPPINGER,  DANIEL  J,  COP 

COSTANZO,  PETER  PAUL,  SGT,  PD 
HADDOCK,  JOHN  SMYRK,  SGT,  PD 
ROCHE,  FRANCIS  J.,  COP 


186 

123 

94 

PUTNAM 
194 


BEAUDRY,  ROBERT  HILFRED,  CPT,  PD 
RIDGEFIELD 

189   MCGRAN,  DONALD  JOHN,  JR,  LT,  PD 

166  tt   MITCHELL,  ROBERT  PHILIP,  CPT,  PD 

182   MONCKTON,  DONALD  ERIC,  LT,  PD 

172   ROCHE,  JOHN  STEVEN,  CPT,  PD 
ROCKY  HILL 

92  tt   CATANIA,  CHARLES  F,  COP 
120  tt   DUNN,  PHILIP  ROBERT,  COP 

138   HERBST,  JOHN  CLIFFORD,  LT,  PD 

172  MARINELLI,  GEORGE,  COP 

156   MAZZONE,  GARY  LOUIS,  INSPR,  CT  STATE'S  ATY  OFFICE 
181   ROSSI,  ARDO  ANTHONY,  JR,  SGT,  PD 
SEYMOUR 

173  BERES,  PAUL  MARTIN,  LT,  PD 
SHELTON 

93  tt   ANTHONY,  GEORGE  J,  LT,  PD 
SIMSBURY 

132   BECK,  RICHARD  GEORGE,  SGT,  PD 
60  tt   HANKARD,  THOMAS  J,  COP 
140   SEVETZ,  PETER  P,  JR,  CPT,  PD, 
110   SHULL,  ALFRED  L.,  COMMISSIONER,  PD 
SOUTH  WINDSOR  ^~n      „ 

122    FELBER,  FRANCIS  JOHN,  JR,  YOUTH  OFCR,  PD 
GIULINI,  BRUNO  L.,  JR,  CPT,  PD 
GODIN,  ROLAND  JOSEPH,  LT,  PD 
HART,  THOMAS  C,  CMDR,  PD 
KASHETA,  EDHARD  H. ,  JR.,  SGT,  PD 
KERRIGAN,  JOHN  J.,  COP 
LEWIS,  GERALD  SCOTT,  CMDR,  PD 
RYAN,  WILLIAM  R.,  COP 
SOUTHINGTON 
189   POTTER,  JOHN  ALBERT,  SGT,  PD 
93   SIMONE,  GEORGE  F.,  JR.,  SERGEANT,  PD 
91  #  SOLLACK,  JOSEPH  A,  COP 
STAMFORD  ,   „ 

163   BAKER,  DOUGLAS  ROBERT,  LT,  PD 

BOCCUZZI,  ARTHUR  FRANCIS,  J,  LT,  PD 
CONKLIN,  RICHARD  JAMES,  SGT,  PD 
CONSIDINE,  JOHN  T,  COP,  PD 
MAYER,  GEORGE  W,  JR,  DEP  CHF,  PD 
MCKOY,  LESTER,  LT,  PD 

OGRADY,  PHILIP  J,  JR,  INSPR,  STATE  ATTY  OFC, 
PERROTTA,  JOHN  FRED,  LT,  PD 
TEMME,  ROBERT  EDWARD,  SGT,  PD 
TOBIN,  KEVIN  F.,  CAPTAIN,  PD 
YOUNG,  WALTER  GARNETT,  DEP  CHF, 
STONINGTON 
131    ERSKINE,  DAVID  PALMER,  DEP  CHF, 
SMITH,  BRUCE  RICHARD,  SGT,  PD 
THIBDEAU,  ROBERT  EDMUND,  SR,  LT, 


115 
128 
111 
106 
49 
192 
101 


126 
185 

95 
103 
158 

95 
127 
190 

89 
134 


PD 

DEPT  OF  POL  SERV 
PD 


188 

172 

STORRS 

79  #  CICCALONE,  JOSEPH  J,  COP,  UNIV  OF  CN  PD 
STRATFORD 

55  #  CARTEN,  JOSEPH  R.,  CPT,  PD 

CHAFFEE,  RAYMOND,  ASST  CHF,  PD 
DIFEDERICO,  WILLIAM  B,  LT,  PD 
DUNN,  ALFRED  HHEELLOCK,  LT,  PD 
IMBRO,  MICHAEL  ANDREW,  CPT,  PD 
MCNAMARA,  FRANCIS  R,  COP 
RODIA,  THOMAS  RALPH,  LT,  PD 
TROLAND,  WILLIAM  J.,  CHIEF  OF  POLICE,  PD 
TORRINGTON 
114  tt   DEPAOLI,  MARIO  R,  CPT,  PD 

195   SCHALLER,  TODD  MICHAEL,  SGT,  DEPT  OF  POL  SERV 
29  tt   WALL,  EDMOND  J.,  ASST  CHF,  PD 
TRUMBULL 
136   AMBROSINI,  THEODORE  JOSEPH,  COP 
ERNST,  JAMES  PAUL,  LT,  PD 
PORTEOUS,  NORMAN  W,  COP 


50 

98 
119 
156 

95 
191 

52 


169 
86  tt 
VERNON 
164 
182 
148  tt 
129 


WALLINGFORD 


GREENIER,  MICHAEL  ELDON,  LT, 
HARDY,  MILTON  B,  JR,  SGT,  PD 
KOLOGY,  GARY  G,  COP 
ROSSMY,  RUDOLF  MICHAEL,  COP 


PD 


163 
64 

180 
96 

125 
33 
98 


STATE  ATTY  OFC 


BEST,  DAVID  JOHN,  CHF  INSPR, 
BEVAN,  JOSEPH  JAMES,  JR.,  COP 
CURRAN,  THOMAS  JAMES,  SGT,  PD 

HEAL?;  PASrjSsEPH.'lNSPR,  CHF  STATES  ATTY  FOR  CT 

b  ffiE??:  SBBP^SfcSfcSI'cS  states  aTTY  for  ct 

"iwTaNTONACCI  ,  DENNIS  FRANCIS,  LT,  PD 

131   HEALY,  JOHN  FRANCIS,  JR,  INSPTR,  STATES  ATTY  OFC 

164   MORAN,  ROBERT  JOHN,  CPT,  PD 
80   SALVATORE,  PAUL  A.,  CAPTAIN,  PD 
51  #  SULLIVAN,  FRED  T,  SUPERINTENDENT  OF  POLICE 
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CONNECTICUT  -  DELAHARE 

WATERFORD 
188   HURLEY,  MICHAEL  RICHARD,  DET,  PD 
123   PENDLETON,  MURRAY  JOSEPH,  DEP  CHF,  PD 
109  tt   VIENS,  THOMAS  H,  JR,  LT,  PD 

182  HEISS,  RICHARD  ERNEST,  DET,  PD 
HATERTOHN 

152   CARROLL,  JOHN  FRANCIS,  COP 
177   SCHEPIS,  DAVID  FRANCIS,  DET,  PD 
HEST  HARTFORD 

183  BANNAN,  JOHN  HENRY,  JR,  SGT ,  PD 
73  tt   BLASE,  JOSEPH  JOHN,  CPT,  PD 

117  #  CARUCCI,  CRAIG  J,  ASST  CHF,  PD 
181   GAREWSKI,  JEFFREY  ALEXANDER,  SGT,  PD 
141   GRIMES,  JOHN  JOSEPH,  CPT,  PD 
113  tt   LITTLE,  ERNEST  F,  LT,  PD 
133   LUVETT,  STEPHEN  ROGER,  CPT,  PD 
88  tt   MCCUE,  ROBERT  R,  ASST  CHF,  PD 
167   MCCUE,  ROBERT  THOMAS,  LT,  PD 
104   PELTON,  OLIVER  E,  CPT,  PD 
60  tt   RUSH,  WILLIAM  P.,  CHIEF  OF  POLICE 
194   STRILLACCI,  JAMES  JOSEPH,  COP 
156   SUCHOCKI,  JOHN  THOMAS,  JR,  CPT,  PD 
126  tt   HALSH,  ROBERT  VERNON,  ASST  CHF,  PD 
HEST  HAVEN 
188   CARPENTER,  GEORGE  VARNUM,  JR,  CPT,  PD 
CARROLL,  HARRY  JAMES,  COP 
FORBES,  THEODORE  WILLIAM,  ASST  CHF,  PD 
KNIEHL,  RUSSELL  FREDERICK,  ASST  CHF,  PD 
VIVIAN,  EDMUND  G. ,  SERGEANT,  PD 


133  tt 

164 

146 

18  tt 

WESTON 

186 

193 

151 

122 

90 

133 


FERULLO,  MICHAEL  JAMES,  SGT,  PD 
FILSINGER,  CARL  THOMAS,  DET,  PD 
HILL,  ROY  WILLIAM,  JR,  SGT,  PD 
LAND,  ANTHONY  PAUL,  COP 
MCALEENAN,  JOSEPH  A.,  COP 
TURNER,  ROBERT  BRUCE,  DET,  PD 
WESTPORT 
162   BARTLETT,  ROYCE  BALDWIN,  INSPR,  PD 
BROWN,  DONALD  AUBREY,  JR,  CPT,  PD 
FIORE,  ALFRED  RAYMOND,  III,  INSPR,  PD 
tt   MALONE,  RONALD  FRANCIS,  COP 
tt   MARKS,  GEORGE  H. ,  LIEUTENANT,  PD 
tt   STEFAN,  WILLIAM  A,  COP 
WETHERSFIELD 
159   CETRAN,  JAMES  LOUIS,  SGT,  PD 

CLEMENS,  RICHARD  F,  JR,  LT,  PD 
GOLDBERG,  JACK  MICHAEL,  SGT,  PD 
HAFNER,  MARK  ROBERT,  SGT,  PD 
KARANGEKIS,  JOHN  STALIOS,  LT,  PD 
KNAPP,  T.  WILLIAM,  COP 
MATURO,  JAMES  ROBERT,  SGT,  PD 
SALVATORE,  JOHN  LEROY,  SGT,  PD 
32  tt   SULLIVAN,  THOMAS  J.,  CHIEF  OF  POLICE 
128   WALSH,  RICHARD  JOHN,  III,  LT,  PD 
109   WOOD,  CARL  E.,  LIEUTENANT,  PD 
WILLIMANTIC 
170   BOLDUC,  PETER  MICHAEL,  SGT,  PD 

FLYNN,  WALTER  G. ,  LIEUTENANT,  PD 
KING,  MILTON  J,  COP 
MARUZO-BOLDUC,  LISA  MARIE,  CPT,  PD 
SLYMAN,  PAUL  M.,  LIEUTENANT,  PD 
SPINNER,  CLIFFORD  HUGH,  LT,  PD 
VIULLERMET,  MARTIN  D.,  CHIEF  OF  POLICE 


145 
153 

119 
68 

98 


149 
122 
176 
120 
102 
135 
174 


104 
110 
187 
115 
154 
63  tt 
WILTON 
151 
111 
101 
164 
184 
174 
139 
116 


BARRETT,  CHRISTOPHER  PATRICK,  EXEC  OFCR,  PD 
BARRINGER,  RICHARD  T.,  SGT,  PD 
BARTEK,  STEPHEN  A.,  SGT,  PD 
BELIVEAU,  RONALD  GEORGE,  DET  SGT,  PD 
KULHAWIK,  EDWARD  VINCENT,  SGT,  PD 
MCNEIL,  FRANCIS  R,  JR,  LT,  PD 
STOECKLE,  LAWRENCE  ARTHUR,  DET,  PD 
TOSCANO,  ANGELO  A,  COP 


WINDSOR 

121   MCDERMOTT,  PETER  JOSEPH,  JR,  CPT,  PD 
117  tt   NEVINS,  ROBERT  A,  LT,  PD 
104   RICCIO,  JOHN  J,  JR,  CMDR,  PD 
171   TRIGGS,  TIMOTHY  SPENCE,  CPT,  PD 

WINSTEAD 
133   BRAUTIGAM,  ROBERT  FREDERICK,  COP 

HINSTED 
195   CAMPI,  PAUL  ROYAL,  SGT,  PD 

HOODBRIDGE 
179   GARFIELD,  WILLIAM  HENRY,  DEP  CHF,  PD 
175   MARCUCCI,  EUGENE,  DET,  PD 
141   PHIPPS,  DENNIS  MICHAEL,  COP 
190   STUART,  RAYMOND  SCOTT,  LT,  PD 

DELAWARE 
BETHANY  BEACH 
145   GRAVIET,  CLIFFORD  MAURICE,  COP 


DOVER 
92  tt 

140  tt 

190 

165 

130  # 
77  * 

125  tt 

175 

112  tt 


BALTRUSCH,  LYLE  M,  LT,  PD 
BATES,  ROBERT  LANDON,  SR,  CPT,  PD 
BAYLOR,  DAVID  LAWRENCE,  CPT,  DE  SPOL 
BEAUCHAMP,  W  JAMES,  JR,  CPT,  PD 
BULLOCK,  LYNN  ROBERT,  CPT,  DE  SPOL 
CAMAC,  DANIEL  W. ,  JR.,  LT,  PD 
CAZER,  JAMES  L,  SGT,  DE  SPOL 
CHAFFINCH,  LEONARD  AARON,  CPT,  DE  SPOL 
CORRIGAN,  JAMES  T,  CPT,  DE  SPOL 


167   DEPUTY,  DAVID  EDWARD,  CPT,  DE  SPOL 
185   DINETTA,  THOMAS  PAUL,  CPT,  DE  SPOL 
86  tt   DONOVAN,  CHARLES  D,  SR,  CPT,  PD 
153   ELLINGSWORTH,  ALAN  DONALD,  COL/SUPT,  DE  SPOL 
123   FAILING,  BOYCE  KENNETH,  MAJ,  PD 

133  tt   FORD,  HERMAN  LEE,  CPT,  PD 

96  #  FORENSKI,  ROBERT  J,  LT,  DE  SPOL 

134  FORESTER,  JOSEPH  NEAL,  MAJ,  DE  SPOL 
149  tt   GOUGE,  ROBERT  MORRIS,  MAJ,  DE  SPOL 
114  #  GRAY,  LARRY  D,  CPT,  PD 

102  tt   HUTCHISON,  JAMES  L,  COP 

141  tt   INMAN,  TERRENCE  MURRELL,  MAJ,  DE  SPOL 

95  tt   JACKSON,  HARRY  R,  JR,  CPT,  DE  SPOL 

89  tt   KLENOSKI,  JOE  A,  COP 
106  tt   KNOTTS,  WILLIAM  H,  LT,  PD 
174   LAIRD,  JOHN  J,  LT,  DE  SPOL 
110  tt   LINGO,  JOHN  E,  JR,  (LTC),  DEP  SUPT,  DE  SPOL 
157   MACLEISH,  THOMAS  FREDERICK,  CPT,  DE  SPOL 
173   MAYS,  JAMES  ROBERT,  JR,  CPT,  PD 
164   MCDONALD,  MICHAEL  JAMES,  MAJ,  DE  SPOL 
184  tt   MOSLEY,  GEARY  WAYNE,  LT,  PD 
171   NEAL,  MICHAEL  EDWARD,  CPT,  DE  SPOL 
105  #  NICKERSON,  SAMUEL  L,  MAJ,  DE  SPOL 

194  PAPILI,  JOSEPH  ANTHONY,  CPT,  DE  SPOL 

180  PEPPER,  GERALD  RYLAN,  JR,  LTC,  DE  SPOL 
1  *  PURNELL,  NORMAN  R.,  SUPT,  DE  SPOL 

195  REUTHER,  KURT  JOSEPH,  CPT,  DE  DEPT  OF  NATURAL  RESOUR 
95  #  REYNOLDS,  GERALD  L,  CPT,  DE  SPOL 

83  #  SAXTON,  WALTER  E.,  LT,  DE  SPOL 

64  tt   SCHUELER,  WARREN  FREDERICK,  LTC,  DE  SPOL 

137  tt   SHANNON,  ROBERT  C,  CPT,  DE  SPOL 

113  tt   SIMPSON,  DANIEL  L,  COL,  SUPT,  DE  SPOL 

169  tt   SMITH,  JOHN  RICHARD,  COP 

117  tt   SPILLAN,  JAMES  R,  CPT,  DE  SPOL 
109  tt   STACHECKI,  MICHAEL  D,  CPT,  PD 
191   TARAILA,  RAYMOND,  LT,  PD 

100  tt   VENABLE,  CHARLES  E,  MAJ,  DE  SPOL 

126  tt   WALLS,  ROBERT  SHAW,  CPT,  DE  SPOL 
59  tt   WENTZ,  ALLEN  JOHN,  MAJ,  DE  SPOL 

108  tt   WILKINSON,  RALPH  D,  III,  LT,  DE  SPOL 
ELSMERE 

161   RAMONE,  PATRICK  JOSEPH,  SR,  COP 
FENWICK  ISLAND 

186   DICKERSON,  GEORGE  HENRY,  JR,  COP 
HARRINGTON 

177   HORSMAN,  JOHN  EDMUND,  COP 
MILFORD 

130  *  BOGDON,  CARL  MARK,  DET  CPL,  PD 
120  tt   CARMEAN,  RICHARD  DENNIS,  COP 
158   HUDSON,  E  KEITH,  LT,  PD 

181  PLACK,  CHRISTIAN  JOHN,  SR,  LT,  PD 
NEW  CASTLE 

151  tt   ALBENCE,  RONALD  GERALD,  CPT,  NEW  CASTLE  CO  PD 
90   BIDDLE,  RALPH  W,  JR,  SGT,  NEW  CASTLE  CO  PD 

166   BRYANT,  JOSEPH,  JR,  MAJ,  NEW  CASTLE  CO  PD 

104  tt   BURRIS,  CHARLES  R,  JR,  MAJ,  DE  SPOL 

104  tt   CARMINE,  ROBERT  R.,  CPT,  PD 

189   CAWMAN,  JOHN  WARNER,  JR,  SGT,  DE  RIVER  &  BAY  AUTH  POL 

172   CUNNINGHAM,  JOHN  LESLIE,  JR,  CHF,  NEW  CASTLE  CO  PD 
98  tt   DALE,  VAUGHN  T,  JR,  CPT,  PD 

115  tt   ESTERLING,  WILLIAM  F.,  LT,  NEW  CASTLE  CO  PD 

118  tt   FREEBERY,  GEORGE  EDWARD,  JR,  CPT,  NEW  CASTLE  CO  PD 

131  tt   GORDON,  THOMAS  PATRICK,  COL  (COP),  NEW  CASTLE  CO  PD 
188   HEDRICK,  JAMES  R,  MAJ,  NEW  CASTLE  CO  PD 

124  tt   JOHNSON,  BOOKER  T,  JR,  CPT,  PD 
97  tt   KLOSIEWICZ,  ROBERT  S,  MAJ,  NEW  CASTLE  CO  PD 

1I2  „  LITTLETON,  ALBERT  WALTER,  JR,  SGT,  DE  RIVER  AND  BAY  AUT 
80  #  MCCOOL,  JOHN  T,  JR,  DIR  OF  SPECIAL  INVSTGN,  DE  DOJ 

111  tt   MCGINTY,  EDWARD  R,  JR,  MAJ,  NEW  CASTLE  CO  PD 

128  tt   MERRITT,  JOHN  WAYNE,  MAJ,  DPS 

193   OUTTEN,  DREW  RUSSELL,  LT,  NEW  CASTLE  CO  PD 

150  tt   PENOZA,  THOMAS  FRANK,  CPT,  PD 

147  #  QUEEN,  IMMANUEL  DAVID,  SGT,  NEW  CASTLE  CO  PD 

182  REES,  DEBRA,  LT,  NEW  CASTLE  CO  PD 

136  #  SMITH,  JANET  KATHLEEN,  MAJ,  NEW  CASTLE  CO  DPS 

146  tt   SZAFRANSKI,  LEONARD  DANIEL,  CHF,  DE  RIVER  AND  BAY  AUTH 
155  tt   TERRANOVA,  MICHAEL  ANGELO,  CPT,  NEW  CASTLE  CO  DPS 
142  tt   YACKOSKI,  STANLEY  JOSEPH,  CPT,  NEW  CASTLE  CO  DPS 
NEWARK 

73  tt   BRIERLEY,  WILLIAM,  COP 

183  CLOUGH,  ROY  S,  LT,  PD 
142  tt   COFFIEY,  CHARLES,  CPT,  PD 
170   CONWAY,  GERALD  TRAVERS,  JR, 

88  tt   FITZGERALD,  MARVIN,  DET  LT, 
154   FLATLEY,  JAMES  JOSEPH,  CPT, 

91  tt   HERALD,  FREDERICK  C,  CAPTAIN,  PD 
162   NEFOSKY,  WILLIAM  FRANCIS,  CPT,  PD 

132  THORNTON,  LAWRENCE  OFERL,  J,  DIR,  UNIV  OF  DE  PD 
138  tt   TUTTLE,  DOUGLAS  FREEMAN,  DIR,  UNIV  OF  DE  DPS, 
121   VONKOCH,  ALEXANDER  WERNER,  LT,  PD 

99  tt   ZEHNDER,  BARRY  S.,  CORPORAL,  PD 
REHOBOTH  BEACH 

176   BUSHEY,  JOHN  FRANCIS,  SGT,  PD 
SEAFORD 

137  GRIFFITH,  CHARLES  WILLIAM,  LT,  PD 
HIGGINS,  WILLIAM  E,  LT,  PD 
MILLER,  CHARLES  R,  COP 


LT,  PD 

PD 

UNIV  OF  DE  PD 


93  tt 

116  tt 

SMYRNA 

101  tt 

155 


DOHERTY,  JOHN  G,  INSPR,  DEPT  OF  CORCTNS 
FAULKNER,  KEITH  IVES,  COP 
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DELAHARE  -  DISTRICT  OF  COLUMBIA 

66  0  VAUGHN,  JAMES  T,  COMMISSIONER,  DEPT  OF  CORRECTI 
105   HAHRZYNIAK,  STANLEY,  (LTC)  DIR,  DEPT  OF  CORRECTIONS 
WILMINGTON  „  mmM 

107  f  ASH,  DONALD  P,  SGT,  HILMINGTON  BU  OF  POL 
f  BARNES,  HERBERT,  MARSHAL,  USMS 

BLANCO,  DAISY,  SGT,  PD 
f  BOHLER,  HILLIAM  R,  CHF  DEP,  USMS 
I  BOYKIN,  MICHAEL  ALBERT,  LT ,  PD 
f  BRYAN,  CHARLES  E,  INSPR,  DE  ABC  COMM 
tt   CHAMBERS,  GEORGE  NELSON,  JR,  LT,  PD 
tt   DESMOND,  JOHN  JOSEPH,  CPT,  BU  OF  POL 
DIETZ,  MARLYN  HILLIAM,  CPT,  PD 

DIETZ,  NANCY  ANNE,  CPT,  PD  mml     „„  „ 

I  DUNKELBERGER,  LAWRENCE  GORDO,  DIR  OF  SPC  INVSTGN,  OFC  0 

#  EPISCOPO,  PETER  FREDRICK,  CPT,  PD 
0  FRENCH,  ROBERT  CHARLES,  JR,  SGT,  PD 

FRIEDMAN,  STANLEY,  INVSTGR,  OFC  OF  THE  ATTY  GEN 
0  HICKMAN,  PRESTON  JOHN,  CPT,  PD 
0  KNECHT,  HILLIAM,  JR,  CHF,  WESTOVER  HILLS 
tt   LAFASHIA,  RICHARD  J,  INSPR,  PD 

#  LANDON,  LEROY  H. ,  DETECTIVE,  PD 

#  LENICK,  THEODORE,  CPT,  BU  OF  POL 

#  LONGYEAR,  ROBERT  L,  CPT,  PD 
0  LYNCH,  WILLIAM  D,  CPT,  PD 
tt   MANELSKI,  HARRY  F,  COP 

NOLAN,  JAMES  JOSEPH,  III,  SGT,  PD 
0  OCONNOR,  JAMES  ROGER,  SGT,  PD 
tt   ORTIZ,  JOSE,  SR,  SGT,  PD 
0  PALMATARY,  DONALD  ALFRED,  CPT,  PD 
0  PAYNE,  DONALD  E.,  INSPR,  BU  OF  POL 

ROBERTS,  DONALD  ROBIN,  DEP  ATTY  GEN,  DE  DOJ 
0  RODRIGUEZ,  NICOLAS,  SGT,  BU  OF  POL 
0  SEINSOTH,  ROBERT  JOSEPH,  LT,  ELSMERE  BU  OF  POL 
0  SHANNON,  THOMAS  JOSEPH,  III,  LT,  DE  SPOL 

STALLINGS,  JAMES  MICHAEL,  CPT,  DEPT  OF  POLICE 
0  SYLHESTRZUK,  EDWARD  A.,  INSPR,  BU  OF  POL 
0  TIDWELL,  PAUL  J.,  CHIEF  OF  POLICE 
0  VIGNOLA,  JOHN  PAUL,  CPT,  PD 
0  WALSH,  BERNARD  F,  JR,  CPT,  WILMINGTON  BU  OF  POL 

WRIGHT,  JAMES  HENRY,  CPT,  PD 
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DISTRICT  OF  COLUMBIA 

R  A  N(~OR 

184   SIROIS,  RODNEY  DELLHYN,  CWO  III,  USN 
BOLING  AFB 

114   SANDERS,  MARSHALL  C,  CPT,  USAF 
FORT  MCNAIR 

131   JONES,  JAMES  ALAN,  CPT,  USAF 
WASHINGTON 


ABERNETHY,  THOMAS  FRASER,  SGT,  USCP 

ACOSTA,  JOSE,  CAPT,  METRO  PD 

ADAMANY,  JOSEPH  JOHN,  CPT,  METRO  PD 

AHRENS,  ROBERT  E.,  MAJ,  USA 

AJINGA,  CHRISTOPHER  FLORIAN,  MAJ,  USMC 

ALEXANDER,  PATRICIA  A.,  SGT,  METRO  PD 

ALLEN,  HAROLD  F.,  MAJ,  MILTRY  POL  SCHOOL,  USA 

ALLEN,  STEVE  EDWARD,  SGT,  METRO  PD 

ALSCHER,  STEVEN  EDWARD,  CPT,  USPP 

ALUKONIS,  JOSEPH  MICHAEL,  LT,  USCP 

AMES,  EDWARD  M. ,  PUB  SFTY  ADV,  USAID 

ANDERSON,  DONALD  J.,  CRITCL  ISSUES  TEAM,  DOJ 

ANDERSON,  JAMES  Y,  JR,  LTC,  USA 

APFELBECK,  CHARLES  P.,  LT,  USPP 

ARMSTRONG,  JOE  R.,  SA,  USA 

ARTHUR,  FRANKLIN  A.,  ASST  CHF,  USPP 

ASHTON,  VIVIAN  OPHELIA,  CPT,  USSS 

ATKINSON,  HARRY  EUGENE,  MAJ,  USMC 

ATTRIDGE,  RICHARD  MICHAEL,  CWO  3,  USMC   „„„.,„„  .  U4T11D 

ATWATER,  ROBERT  JONATHAN,  SR  SA,  US  IMMIGRATION  &  NATUR 

BAHRNS,  STEVEN  DOUGLAS,  LT,  USCP 

BAILEY,  ROLAND  J.,  SR  MSGT,  USAF 

BAILOR,  EDWARD  LOUIS,  CPT,  USCP 

BANKS,  HENRY  CLAY,  SGT,  METRO  PD 

BANOCY,  ROBERT  P.,  DEP  CHF,  USSS 

BARNES,  ANDRIAN  DELAND,  CPT,  METRO  PD 

BARNES,  GERALD  SYLVESTER,  LT,  METRO  PD 

BARNES,  JAMES  FRANKLIN,  DEP  CHF,  USSS 

BARRETT,  MICHAEL  LAWRENCE,  CPT,  USPP 

BARRON,  RAMON,  SA,  DEPT  OF  DEFENSE 

BARTREAU,  WILLIAM  L.,  PUB  SFTY  ADV,  AGY  FOR  DEV 

BASTIAN,  LLOYD  A.,  SPC  ASST,  OFC  OF  MGT  &  FIN,  DO 

BATSON,  PHILIP  D. ,  CHF  PUB  SFTY  ADV,  AGY  FOR  INTR 

BEAVER,  RUTH  E,  SA,  DEA 

BECKWITH,  KENNETH  OLIVER,  J,  LT,  USSS 

BELL,  ROY  C,  ACTING  DEP  CHF,  USCP 

BENSON,  CLARK  DAVID,  CHF,  USSS 

BERMAN,  RONALD  LEE,  LT,  USCP 

BIRCH,  PHILIP  W.,  INVSTGR,  USPP 
1  BITTICK,  LAWSON  C,  JR,  EXEC  DIR,  NATL  SHF  ASSOC 

BLACKBURN,  MICHAEL  DAVID,  CPT,  USPP 
i  BLACKSTON,  JAMES  0.,  INSPR,  USCP 
I  BLAKE,  DONALD  E,  SGT,  METRO  PD 
BOGGS,  CAROLYN  LOUISE,  INSP,  METRO  PD 
BOGGS,  ROBERT  VAN,  CPT,  METRO  PD 
BOLTON,  PAUL  EUGENE,  LT,  USPP 
BOMMARITO,  COLLETTE  JEANNINE,  SA,  USA 
62  0  BONACCORSY,  NUNZIO,  INSPR,  METRO  PD 
81   BONNEVILLE,  CHARLES  L. ,  INTELLIGENCE  ANALYST,  DEA 
86   BOHLES,  JOSEPH  B.,  JR.,  INSPR,  EXEC  PROTCTVE  SERV 
175   BOYD,  EARL  MC  COY,  CPT,  METRO  PD 
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44 
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71 
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169 

134 

97 

180 
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97 
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167 

64 

84 

30 
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115 
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49 

97 
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97 
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134 
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92 
111 
98 
114 
137 
71 
172 
114 
182 
165 
77 
160 
102 
36 
110 
61 
82 
140 
101 
79 
157 
193 
77 
113 
78  0 
178 
119 
158  0 
172 
115 
117 
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127 
93 
88 

58  0 
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87 
116  0 
94  0 
92 
135 
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141 
110 
120 
41  0 
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103  0 
194 
91 
184 
161 
94 
72  0 
189 
83  0 
142 
102  0 
102 
132 
67  0 
118  0 
114 
157 
104  J) 
115 
103 
110 
108  t 
182 
142 
77 
124 
109 
124  I 
174 
113 
134 
103  , 
98 
98 
123 
151 
183 
97 
113 
128 
128 
193 
67 
183 
159 
81 
49 
123 
141 
178 
87 
142 


BOYD,  ROBERT  M.,  INSPR,  METRO  PD 

BOYLE,  MICHAEL  J.,  LT,  USCP 

BRAIN,  JULIUS  A.,  SA,  USA 

BREHER,  ESTELL  H. ,  SGT,  USSS,  UNIFORMED  DIV 

BREWER,  FREDERICK  LEE,  INSPR,  USSS 

BRILLIANT,  LEIGH  M. ,  PUB  SFTY  OFC,  AGY  FOR  INTL  DEV 

BROADBENT,  ALFRED  JOHN,  SR,  INSP,  METRO  PD 

BRODIE,  EDWARD  R. ,  CPT,  USPP 

BROOKE,  DEBORA,  LT,  USCP 

BROOKS,  WILLIAM  LYNN,  JR,  MAJ 

BROPHY,  JOHN  P.,  DEP  CHF,  USSS  UNIFORMED  DIV 

BROWN,  BRIAN  MAXWELL,  MAJ,  USAF 

BROWN,  FRANCIS  W. ,  MAJ,  USA 

BROWN,  I.  G.,  MAJ  GEN,  USAF 

BROWN,  IRVING  W. ,  LT,  USPP  „«..,„„ 

BROWN,  RAYMOND  C,  DIR,  NATL  INSTITUTE  OF  CORREC, 

BUCH,  JACK  L.,  INSPR,  METRO  PD 


BUCHANAN,  GARY  LEE,  CPT,  USSS 

BUONO,  JOHN  J.,  DIR  OF  FLD  INVSTGNS,  FED  PROTC 

BURKE,  PATRICK  L.,  DET  LT ,  METRO  PD 

BURRELL,  PHYLLIS  W,  LT ,  METRO  PD 

BURTON,  HILTON  BERNARD,  LT,  METRO  PD 

BUTTS,  ORVILLE  N.,  LTC,  USA,  KOREA 

BYRD,  LAWRENCE  H. ,  CPT,  METRO  PD 

CALDWELL,  ROBERT  R,  DET  LT,  METRO  PD 

CALLAWAY,  DAVID  FRANKLIN,  LT,  USCP 

CAMP,  DAVID  FREYMAN,  CPT,  USSS 

CANCILLA,  RUSSELL  JOSEPH,  MAJ,  USA 

CARBONE,  LARRY  CHARLES,  CPT,  USSS 

CAREW,  CYRIL  P,  CPT,  METRO  TRANSIT  POL  FRCE 

CARSON,  RAYMOND  L.,  LT,  USCP 

CARTER,  TANDY  PAUL,  MAJ,  USMC 

CASE,  JAMES  WILBUR,  MAJ,  USA 

CASSELL,  DANIEL  M. ,  JR.,  INSPR,  USSS  UNIFORMED  DIV 

CEFALU,  FRANK  J.,  DEP  US  MARSHAL,  USMS 

CHENNAULT,  JOE  YOUNG,  LT,  METRO  PD 

CHILDRESS,  WILLIAM  CLYDE,  MSGT,  USMC 

CHIPMAN,  JOHN  E.,  MAJ,  USA  INTELLIGENCE  CMMD 

CHITTICK,  RICHARD  T.,  CPT,  USPP 

CHRISTIAN,  JOHN  D,  SR,  CPT,  USPP 

CHRISTIAN,  WILLIAM  L.,  CHF,  USSS 

CHUMAS,  JOHN  JAMES,  LT,  METRO  TRANSIT  POL 

CLANCY,  CHARLES  MICHAEL,  MSGT,  DEPT  OF  DEFENSE 

CLARK,  CHARLES  RICKY,  SGT,  USCP 

CLARK,  RICHARD  G. ,  TECHNICAL  SGT,  USAF 

CLARK,  RITA  GERTRUDE,  OFCR,  METRO  PD 

CLEARY,  VINCENT  W. ,  LT,  USPP 

CLEMENTS,  CHARLES  BRUCE,  JR,  LT,  USPP 

COALE,  JAMES  S,  LT  COL,  USMC 

COCKETT,  SHANNON  PUALANI,  CPT,  METRO  PD 

COLANGELO,  PETER  A.,  MAJ,  USAF 

COLLIER,  RAYMOND  WAYNE,  GUNNERY  SGT,  USMC 

COLVIN,  GEORGE  DANIEL,  SGT,  METRO  TRANSIT  PD 

CONNOR,  JOHN  C. ,  INSPR,  METRO  PD 

CONOVER,  A.  VERNER,  CPT,  USPP 

CONWAY,  MICHAEL  PATRICK,  ASAC,  USCP 

COOPER  CURTIS  D.,  DEP  CHF,  USSS  UNIFORMED  DIV 

CORBIN,  CECIL  WAYNE,  STAFF  SGT,  DEPT  OF  DEFENSE 

CORNELIUS,  WILLIAM  J,  INVSTGN  CHF,  OFC  OF  SEC,  US  GE 

COTTOM,  JAMES,  INSPR,  USSS 

COTTON,  DONALD  BRUCE,  SA,  FAA 

COUPERTHWAITE,  WILLIAM  JOSEPH,  INSPR,  METRO  PD 

COX,  WAYNE  HOWARD,  CHF  MSGT,  USAF 

CRALL,  DANIEL  A,  CPT,  USMC 

CRAMER,  NEVILLE  WILSON,  DEP  ASST  COMR,  DOJ 

CROCKETT,  JOHN  S,  JR,  CPT,  USPP 

CRYTZER,  RONALD  E.,  CPT,  METRO  PD 

CURRY,  DAVID  A.,  LT,  USCP 

CURTIS,  RONALD  L.,  LT,  USCP 

CUSICK,  RICHARD  J,  DEP  CHF,  USPP       

CZLONKA,  MICHAEL,  DEP  CHF,  WASHINGTON  AIRPORT  AU 
DAILEY,  KERRY  PATRICK,  SGT,  METRO  TRANSIT  POL 
DALY,  JOHN  T.,  SEC  OFCR,  US  DEP  OF  DEF 
DALY,  MICHAEL,  LT,  METRO  TRANSIT  POL 
DAMERON,  JAMES  G.,  INSPR,  USCP 
DANIELS,  CARLSON  BRADY,  JR,  SGT,  USCP 
DANIELS,  JOHN  CLEVELAND,  CPT,  METRO  PD 
DANIELS,  JOHN  E,  INSPR,  USCP 
DARDEN,  CHARLES,  SGT,  METRO  TRANSIT  POL 
DARKIS,  CHARLES  L.,  SA,  USA  CRIM  INVEST  DIV 
DASSLER,  WILLIAM  H. ,  CPT,  USAF 
DAVIS,  ADDISON  L.,  LT,  METRO  PD 
DAVIS,  EDWARD  FRANCIS,  LT,  METRO  PD 
DAVIS,  JOHN,  SA,  US  DEPT  OF  STATE 
DEANGELO,  RONALD  ANTHONY,  CPT,  USPP 
DEELY,  JAMES  P.,  JR.,  INSPR,  USPP 
!  DEGARIE,  NORMAN  J,  CPT,  USSS  UNIFRMD  DIV 

degroot.  ralph  l,  inspr,  rcmp  __j 

Slaughter,  julius  n,  jr.  (shf  of  Nevada  co)  sa,  dea 

DELINSKI   JEFFERY  PAUL,  LT,  METRO  TRANSIT  PD 
I  DENLEA,  THOMAS  H ! ,  PUB'sFTY  ADV,  AGY  FOR  INTRNTNL 

DINE,  KIM  CLARK,  CPT,  METRO  PD 

DITOLLA,  ROBERT  EDWARD,  LT,  NPS 
t   DOUGHERTY,  HAROLD  A.,  INSPR,  USSS  UNFRMD  DIV 
t   DOUGLASS,  ALEXANDER  S.,  JR.,  INSPR,  METRO  PD 
i   DOVE,  WILLIAM  EMORY,  JR,  LT,  USPP 

DOYLE,  CREIG  WILLIAM,  LT,  METRO  PD 

DREHER,  ALAN  JAMES,  CPT,  METRO  PD 
1   DRESCHER,  EARL  L. ,  SR.,  CHF,  USSS 

DUNN,  CHARLES  FRANCIS,  DET  II,  METRO  PD 
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DUNN,  FRANK  EDHARD,  LT,  METRO  WASH  AIRPORT  AUTH  PD 

#  DYE,  JOE  L,  LT,  USSS 
DYE,  ROY  E.,  LT,  USSS 

EADES,  RODNEY  CHARLES,  SGT,  USCP 
EBLING,  HILLIAM  CLARENCE,  SGT,  METRO  TRANSIT  POL 
EDELL,  LAHRENCE  A,  LTC,  USA  INTELLIGENCE  AGY 
EDMONDSON,  DENNIS  CRAIG,  SAC,  US  DOT 

#  EDWARDS,  IRVING  PAUL,  JR,  LT,  USPP 
ELDRIDGE,  CURTIS  BENJAMIN,  CPT,  USSS 

#  ELFMAN,  CHARLES  B,  JR,  LTC,  USA 
ELLISON,  MARVIN  CLAUDE,  JR,  LT,  USPP 
ELLISON,  WILLI,  DIV  CHF,  BU  OF  ATF 
EMIG,  HENRY  JOHN,  CPT,  USSS 

n   ENGLE,  BYRON,  DIR,  AGY  FOR  INTRNAL  DEV 
ENOURATO,  CHRISTOPER  LEON,  LT,  METRO  PD 
ESTES,  THOMAS  R. ,  DEP  CHF,  METRO  PD 

#  FALLIN,  ROLAND  A.,  DEP  CHF,  USPP 

#  FAWVER,  WILLIAM  G.,  MAJ,  METRO  TRANSIT  AUTH 
FEDRIGO,  JOHN  ANTHONY,  MSGT,  USAF 

FEELEY,  THOMAS  KEVIN,  LT,  USSS 

#  FELBER,  RICHARD  JOHN,  ASST  CHF  OF  DET,  METRO  PD 
FERNANDES,  VALERIE,  CPT,  USPP 

FIELDS,  LELAND  HAROLD,  CPT,  USSS 

#  FINAGIN,  ARCHIE  L.,  CPT,  USPP 

#  FINKS,  LARRY  L.,  CPT,  USPP 
FISHER,  GAYLE  A.,  OFCR,  METRO  PD 

FITZGERALD,  JAMES  RICHARD,  SA,  FBI,  (DET  SGT,  PD) 
FLANAGAN,  BRYAN,  CPT,  USSS 
FLORES,  DANIEL  QUINTIANA,  LT,  METRO  PD 
FOGARTY,  MICHAEL  DANIEL,  CPT,  USPP 

#  FONDAHL,  JOHN  E.,  INSPR,  METRO  PD 
FORD,  HUGH  DUNCAN,  SA,  FAA, 
FORDHAM,  ROBERT  A.,  LT,  METRO  PD 
FREBOWITZ,  NEIL  MICHAEL,  SGT,  METRO  TRANSIT  PD 

#  FREEMAN,  THEODORE  J.,  INSPR,  USSS 
FRIEDMAN,  RICHARD  NEIL,  CPT,  USSS 

GAFFNEY,  ROBERT  THOMAS,  SPC  INVSTGR,  DEPT  OF  DEFENSE 
GALANTI,  THOMAS  DAVID,  SGT,  METRO  TRANSIT  AUTH 
GALES,  ROBERT  LEE,  CPT,  METRO  PD 

#  GALLEGOS,  RONALD  DEAN,  LT,  USPP 
GARIFO,  MICHAEL  ROSS,  SGT,  USCP 

GARLAND,  JERIEL  STANLEY,  SA,  DEPT  OF  DEFENSE 
GARRETT,  JENNIFER  RAVEL,  SGT,  METRO  TRANSIT  POL 

#  GARRISON,  NORMAN  L.,  LT,  METRO  PD 
GERARD,  PAUL  T.,  JR.,  MAJ,  USA 

GERKE,  WILLIAM  NELSON,  CPT,  METRO  TRANSIT  POL 

GIGLIOTTI,  FRANK  C. ,  LT,  METRO  PD 

GILDON,  DIXIE  A.,  SGT,  METRO  PD 

GOGGINS,  JESSIE  JEROME,  CPT,  USA 

GOLDSTON,  PRICE  SUTTON,  LT,  USCP 

GONZALES,  RAYMON  MANUEL,  SGT,  METRO  PD 

#  GOTARD,  CHARLES  EDWARD,  JR,  CPT,  USSS  UNIFORMED  DIV 

#  GOULD,  WILLIAM  H. ,  LT,  USCP 

GRANT,  GARY  CHARLES,  SGT,  METRO  TRANSIT  POL 

GRANT,  TIMOTHY  CARROLL,  LT,  USSS 

GRASSO,  DANIEL  JAMES,  SGT,  LIBRARY  OF  CONGRESS  POL 

GREENE,  JENNIFER,  LT,  METRO  PD 

GREGG,  DANNY  CLARKE,  LT,  METRO  PD 

GREVEY,  HARRY  B,  JR,  ASST  CHF,  USCP 

GRIFFITH,  JOHN  ROBERT,  LT,  USSS 

GRIFFITH,  JOSEPH,  CPT,  METRO  PD 

GRILLO,  NELSON  JUAN,  INSPR,  METRO  PD 

GRONAU,  TIMOTHY  C,  LT,  METRO  TRANSIT  PD 

#  GROSNICK,  JOHN  I.,  SPC  ASSIST,  FED  PROTCTIVE  SERV 
GROSS,  JOHNNIE  R. ,  INSPR,  USCP 

#  GROVES,  HUGH  A.,  DEP  CHF,  USPP 

GRULER,  GEORGE  H,  DIR  OF  LAW  ENF,  US  FOREST  SERV 

«   GUIDERA,  THOMAS  F.,  COL,  USA 

GUTH,  STANLEY  W. ,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 

HALL,  DANIEL  DEIDRICH,  CPT,  METRO  TRANSIT  POL 

HAMLIN,  THOMAS  III,  SGT,  METRO  TRANSIT  PD 

HAMPTON,  JAMES  J,  CPT,  USSS 

HANNELD,  MICHAEL  R,  LT,  CAPITAL  POL 

HANSON,  POLLY  LEE,  DEP  CHF,  METRO  TRANSIT  POLICE 

U   HARALSON,  EDWARD  A.,  INSPR,  USPP 
HARASEK,  JOHN  JOSEPH,  LT,  USPP 
HARLOW,  JOHN  CURTIS,  LT,  METRO  PD 
HARRIS,  WILLIAM  MACK,  SGT.  METRO  TRANSIT  POL 

#  HARTNETT,  LAWRENCE  A.,  ASST  CHF,  METRO  PD 
HARWELL,  JOEL  0,  INVSTGR,  GEORGE  WASHINGTON  UNI 

#  HAUGHT,  HAROLD  E.,  CWO,  USMC 
HAWCO,  GEORGE  BERNARD,  LT,  USCP 
HAY,  JOHN  F,  LTC,  USA 

HAYO,  DENNIS  GEORGE,  LT,  USPP 

#  HAYWOOD,  GERALD  B.,  MSGT,  USAF  SEC  POL 
HEALY,  MICHAEL  EDWARD,  MAJ,  USPP 
HEBERT,  JOSEPH  PATRICK,  MAJ,  USA 

HERMANN,  GEORGE  FREDERICK,  LT,  METRO  TRANSIT  PD 
HELTIBRIDLE,  ROBERT  G.,  DEP  CHF,  USSS 

#  HENLEY,  EDWARD  H. ,  INSPR,  USPP 
HENNESSY,  WILLIAM  LOUIS,  CPT,  METRO  PD 
HERBST,  MARK  G,  INSPR,  USCP 

#  HERLIHY,  THOMAS  I.,  INSPR,  METRO  PD 
U   HERRING,  LYNN  H. ,  ASST  CHF,  USPP 

HERSHEY,  MARALYN,  CPT,  METRO  PD 
HICKMAN,  FENTRESS  ALVENO,  CPT,  USCP 

#  HIGGINBOTHAM,  CHARLES  W.,  CHF,  USSS 

#  HIGGINS,  KENNETH  L,  CPT,  USAF 

#  HILBERT,  JOHN  JAY,  CPT,  METRO  PD 

#  HILL,  EARL  THOMAS,  CPT,  USPP 
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HILL,  LAWRENCE  R,  CPT,  USCP 

HILL,  PARKER  T.,  CHF,  USPP 

HILL,  ROY  E.,  INSPR,  USSS 

HINES,  ROBERT  H. ,  LT,  USPP 

HINTON,  ALVIN  DAVID,  MAJ,  USPP 

HOLLEY,  BRENDA  ELIZABETH,  DET  II,  METRO  PD 

HOLMES,  BENJAMIN  JOSEPH,  JR,  CPT,  USPP 

HOLMES,  JAMES  DISNEY,  SGT,  METRO  TRANSIT  POLICE 

HOLTE,  DALE  R.,  USSS 

HOPPERT,  GLENN  CARROLL,  CPT,  METRO  PD 

HOUSENFLUCK,  EARL  L,  DEP  CHF,  USPP 

HOWE,  JACK  S.,  MAJ,  USAF 

HOWE,  ROBERT  RAY,  INSPR,  USCP 

HOWER,  SAMUEL  H. ,  INSPR,  USPP 

HOWSE,  ROBERT  WALTER,  LT,  USCP 

HUDAK,  JOHN  F.,  CPT,  USCP 

HUFFMAN,  BOBBIE  W. ,  SR.,  CPT,  USPP 

HUGHES,  JOHN  S.,  ASST  CHF,  METRO  PD 

HUNT,  FRED  R.,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 

HUNTER,  GEOFFREY  CARL,  LT,  METRO  TRANSIT  POL 

HUPP,  MICHAEL  E,  INSPR,  USCP 

HURTUK,  JOSEPH  MICHAEL,  DEP  CHF,  METRO  AIRPORTS  AUTH 

HUSH,  JAMES  A.,  LT,  METRO  TRANSIT  POL 

HUTTON,  KENNETH  ROBERT,  LT,  METRO  AIRPORT  AUTH  PD 

HYDE,  JAMES  LEE,  INSPR,  USMS 

IRWIN,  HUGH  CLARK,  LT,  USPP 

JACKSON,  MELVIN  THOMAS,  INSPR,  USSS 

JARBOE,  MICHAEL  ALAN,  CPT,  USCP 

JENKINS,  BUDDY  FRANKLIN,  LT,  USSS 

JENKINS,  DANIEL  BYRON,  DEP  CHF,  USSS 

JENKINS,  RAYBURN  0.,  CPT,  USCP 

JENSEN,  NEPHI  GOLDEN,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 

JERVIS,  COLONEL  G. ,  LT,  USCP 

JESSUP,  FRANK,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 

JOHNSON,  DENICE  M,  LT,  METRO  PD 

JOHNSON,  HARRY  B. ,  MAJ,  USA 

JOHNSON,  JOHN  STEPHEN,  LT,  USSS 

JONES,  EARL  RICHARD,  INVSTGR,  USMC 

JONES,  EDWARD,  COP,  FAA,  METRO  WASHINGTON  AIR 

JONES,  NOEL  E.,  CPT,  USA  INTLLGNCE  CMND 

JONES,  THOMAS  C,  BRIG  GEN,  USA 

JORDAN,  ANDRE  REYNAUD,  MAJ,  USPP 

JORDAN,  BRIAN  KEITH,  CPT,  METRO  PD 

JOSWIAK,  SCOTT  A,  CPT,  USSS 

KATZMAN,  MARVIN  S.,  COMMANDER,  U.  S.  NAVY 

KAVAL,  WILLIAM  GERARD,  JR,  LT,  USCP 

KEEGAN,  KEVIN  PATRICK,  CPT,  METRO  PD 

KELLEY,  ROLAND  R.,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 

KENNEDY,  MACK  ARTHUR,  LT,  USCP 

KERRIGAN,  CHARLES  PATRICK,  JR,  CPT,  USSS 

KERRIGAN,  FRANK  A,  CHF,  USCP 

KERZAYA,  RONALD  R.,  LT.,  USPP 

KIELBIEWICZ,  MICHAEL  WALTER,  LT,  METRO  TRANSIT  PD 

KIERSTEAD,  DANA  S.,  MAJOR,  USA 

KIMBALL,  DONALD  S.,  SGT,  FED  PROTCTVE  SERV 

KING,  RICHARD  P.,  INSPR,  USSS 

KINOSHITA,  GEORGE  JOJI,  JR,  LTC,  USA 

KIRKPATRICK,  ROBERT  SCOTT,  SGT,  METRO  TRANSIT  PD 

KITCHEN,  DENNIS  WAYNE,  SGT,  USCP 

KLIMA,  KENNETH  A.,  CW3,  U.  S.  ARMY 

KOEP,  DUYANE  PETER,  SPC  INVSTGR,  DEPT  OF  DEFENSE 

KOMARA,  MICHAEL  GEORGE,  LT,  USCP 

KOTARSKI,  BERNARD  JOHN,  CPT,  USSS 

KOVALCHICK,  JOSEPH  J.,  INSPR,  USSS 

KRATOCHVIL,  KAROL  LEWIS,  INSPR,  METRO  PD 

KREIS,  WESTON  P.,  SFTY  OFCR,  NPS 

KRELL,  JOSEPH  J.,  SEC  ADMIN  OFC,  GSA 

KRUG,  MARSHA  ELLEN,  LT,  USCP 

KUPFERER,  THOMAS  C,  JR,  CHF  DEP,  USMS 

LADD,  WILLIAM  F.,  MAJ,  USA  MLTRY  POL  CRPS 

LAFOND,  PHILIP  C,  SA,  USA  CID 

LAMB,  OMAR  EUGENE,  CPT,  FAA,  METRO  WASHINGTON  AIR 

LAMBERT,  D.  T.,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 

LANDON,  MICHAEL  H. ,  JR.,  DIR  OF  INTL,  IMMGRTN  AND  NTRLI 

LANGE,  WALTER  W. ,  CHIEF,  USPP 

LANGLEY,  ROBERT  K.,  ASST  CHF,  USCP 

LANGSTON,  ROBERT  E.,  ASST  CHF,  USPP 

LANIER,  BILLY  R.,  FRGN  SERV  STFF  OFCR,  US  MISSN- 

LANIER,  CATHY  LYNN,  LT,  METRO  PD 

LANIER,  GLENARD  E.,  MAJ,  CHF,  USSS  UNFRMD  DIV 

LATELLA,  JOSEPH  J.,  JR.,  CPT,  METRO  PD 

LAWLER,  ROBERT  J.,  CPT,  CMDR,  FED  PROTCTV  SERV 

LEA,  J.  W.,  MSGT,  USMC 

LEE,  DEBRA  ALICE,  LT,  METRO  TRANSIT  POL 

LEE,  JERI  KAVON,  CPT,  METRO  TRANSIT  PD 

LEITZ,  DENNIS  ALAN,  LT,  USSS 

LENNOX,  DAVID  SHIPLEY,  MAJ,  USPP 

LINDSEY,  DAVID,  DEP  CHF,  USSS 

LINDSEY,  JAMES  C,  DEP  CHF,  USPP 

LINGERFELT,  JAMES  AMBROSE,  II,  CPT,  METRO  PD 

LITTLE,  WILLIAM  ROY,  JR.,  CHF  FIREARMS  INSTRUCTOR,  DEA 

LOMAX,  MILTON  R.,  DEP  CHF,  USPP 

LORD,  JOHN  FREDERICK,  SGT,  METRO  TRANSIT  POL 

LUGINSKI,  GLENN,  CPT,  METRO  PD 

LUND,  PAUL  L.,  LT,  USCP 

LURTY,  ROBERT  E.,  CPT,  USSS 

LUTERAN,  JOSEPH  REGIS,  INSPR,  USCP 

LYNCH,  WILLIAM  THOMAS,  LT,  USPP 

LYONS,  THOMAS,  SA,  FBI 

MACKESSY,  PETER  D. ,  CPT,  USSS 
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MADER,  JAN  KIMBER,  SGT ,  METRO  TRANSIT  PD 
MAGEE,  KAREN  JEFFRIES,  LT,  USCP 

MAGEE.  HILLIAM  ANDERSON,  JR.,  ASST  TO  COMR,  US  BU  OF  CU 
MAGUIRE,  SHAHN  MILTON,  LT,  METRO  PD 
MAHON,  RICHARD  J.,  CRIM  INVSTGR,  USA 
MAIDEN,  LEONARD  A.,  CPT,  PD 
MAIER,  JOHN  FREDERICK,  III,  ILT,  USMC 
MAIER,  JOHN  H.,  INSPR,  USSS 
MAIORCA,  STEVEN,  ANALYST,  DEA 
MAJCHRZAK,  ZBIGNIEH  M. ,  CPT,  USA 
MALLORY,  TIMOTHY  EUGENE,  SGT,  METRO  TRANSIT  PD 
MALONE,  HILLIAM  HENRY,  SGT,  METRO  TRANSIT  PD 
MARSHALL-QUINONES,  VALRICA  JANE,  MAJ,  USA 
MARTIN,  DENNIS  STEPHEN,  CPT,  USSS 
MARZANO,  RONALD  J.,  LTC,  USAF 
MASON,  ALAN  C,  MAJOR,  USAF 
1  MASSARO,  FRANK  J.,  LT,  USSS 
MATTALIANO,  PETER  F.,  LT,  USCP 
MAULDIN,  NANDO  L.,  SA,  FEDERAL  BU  OF  FISHERIES 
!  MAHHORR,  RICHARD  EUGENE,  LT ,  USSS 
MAY,  KARL,  LTC,  USA 
MAYO,  ALFRED,  SGT,  METRO  PD 
MAZALESKI,  MICHAEL  C. ,  CPT,  USA 
I   MCAULIFFE,  JAMES  J.,  INSPR,  METRO  PD 

MCBRIEN,  JOHN  MARTIN,  MAJ,  USAF 
•  MCCUE,  MERRILL  HEBB,  TECH  SGT,  USMC 
MCDEVITT,  BARRY  JOSEPH,  CHIEF,  METRO  TRANSIT  POL 
MCDONALD,  DAVID  BARRY,  LT,  METRO  PD 
MCDONNELL,  THOMAS  JOSEPH,  CPT,  USPP 
MCEHEN,  HARLIN  R,  DAD,  FBI  (COP,  ITHACA,  NY) 
t   MCEHEN,  HALTER  R.,  INSPR,  USPP 
MCGAFFIN,  CHRISTOPHER  MICHAEL,  CPT,  USCP 
MCGARTY,  PAMELA  LYNN,  SA,  DEPT  OF  DEFENSE 
/  MCGEEHAN,  CONNELL  JAMES,  RESIDENT  AGENT,  DEA 

MCGINNIS,  RONNIE  HAYNE,  SPC  INVSTGR,  DEPT  OF  DEFENSE 
K  MCGRORY,  CORNELIUS  J.,  LT,  USSS 
¥  MCLANE,  CHARLES  E.,  CPT,  USPP 
MCMANUS,  HILLIAM  PAUL,  CPT,  METRO  PD 
MCNAIR,  CLEO,  LT,  METRO  WASHINGTON  AIRPORT  A 
t   MCPHERSON,  DOUGLAS  C,  INSPR,  USPP 
»  MCOUEENEY,  HILLIAM  H,  DEP  CHF,  USPP 
MECSICS,  JAMES  JOSEPH,  III,  CPT,  USAF 
MEDARIS,  MICHAEL  LEHIS,  CPT,  METRO  PD 
MEDINA,  ANGEL  LUIS,  LT,  METRO  PD 
MELAN,  ROBERT  CHRISTOPHER,  SGT,  METRO  TRANSIT  PD 
MENGES,  CHARLES  ALLEN,  SGT,  METRO  PD 
It   MERILLAT,  CHRISTOPHER  LEE,  CPT,  USPP 
MERKLE,  GRETCHEN  HILHELMINA,  CPT,  USPP 
MICALE,  PETER  NICHOLAS,  IV,  MAJ,  USAF 
MICER,  RICHARD  HALLACE,  CPT,  USCP 
tt   MILLER,  BRUCE  J,  PARK  MGR,  USPS 

MILLER,  GEORGE  C,  DIR,  AGCY  OF  INTNL  DEV-VIETNAM 
MILLER,  RONALD  FORGEY,  MAJ,  USPP 
MILLS,  PERCY  E.,  SGT,  METROPOLITAN  PD 
MISSIGMAN,  JOSEPH  CHARLES,  III,  SGT,  METRO  TRANSIT  PD 
MITCHELL,  RICKY  RICARDO,  LT,  METRO  PD 
tt   MONROE,  CHARLES  M. ,  DEPUTY  CHIEF,  METROPOLITAN  PD 
MONROE,  RODNEY  DAVID,  INSP,  METRO  PD 
MONROE,  RONALD  CHAUNCEY,  CPT,  METRO  PD 
MONTGOMERY,  ANTHONY,  SGT,  METRO  TRANSIT  PD 
tt   MOORE,  BENJAMIN  J,  JR,  SGT,  USCP 
MOORE,  JOHN  P.,  LTC,  USA 
MOORE,  RALPH  KENNETH,  LT,  METRO  PD 
MORRISON,  MICHAEL  P,  INSPR,  USCP 
tt   MOSES,  RODERIC  W. ,  MAJ,  USAF 
MULREY,  BRIAN  D. ,  CAPTAIN,  USAF 
MUNOZ,  BENJAMIN  L.,  LTC,  USA 
MURPHY,  RICHARD  JOSEPH,  CPT,  USPP 
MYERS,  MAC  KINNON,  LT,  DEPT  OF  DEFENSE 
NANNEY,  HEBER  E.,  LT,  USSS 
NESTOR,  JAMES  P.,  CPT,  METRO  PD 
NICHOLSON,  GARETH  JON,  MAJ,  USA 
NOORD,  THOMAS  HENRY,  CPT,  USCP 
NORMANDIN,  RONALD  STEVEN,  CPT,  USSS 
NOVAK,  JAMES  LAHRENCE,  CPT,  USPP 
NOYES,  ROBERT  JOSEPH,  CPT,  METRO  PD 
tt   OBRYANT,  TILMON  B.,  ASST  CHF,  METRO  PD 
It   OHARA,  JOSEPH  GERARD,  LTC,  USAF 
tt   OHARA,  THOMAS  C,  LTC,  USA 
104  It   OKEEFE,  THOMAS  J.,  SGT,  USSS 
177   OLSZEHSKI,  VERNA  NANCY,  CPT,  METRO  PD 
OMALLEY,  CHARLES  FRANCIS,  INSPR,  USSS 
ORTLOFF,  VICTOR  C. ,  JR.,  CPT,  USAF 
OSKIN,  RICHARD  JAMES,  LT ,  USSS 
tt   OHEN,  HILLIAM  J,  PROGRAMS  OFCR,  FEDERAL  PROTECT 
PAINTER,  HARRY  J.,  LTC,  USA 
PALGUTT,  KEVIN  JOSEPH,  MAJ,  USA 
PARISI,  JOSEPH  STEPHEN,  JR,  LT,  USCP 

PARKER,  ROSILAND  YVONNE,  CPT,  LIBRARY  OF  CONGRESS  POLIC 
PARMAN,  GREGORY  DALE,  LT,  USCP 
tt   PARROTTE,  ROBERT  JOSEPH,  SA,  USACIDC 

PELLEGRINO,  PETER  J,  CPT,  USPP 
tt   PEMBERTON,  CHARLES  L.,  INSPECTOR,  METROPOLITAN  PD 
#  PERKINS,  ALFRED  H. ,  LTC,  USAF 
tt   PERKINS,  CHARLES  LEE,  DEP  CHF,  USSS 
PERKINS,  DAVID  DODGE,  MAJ,  USA 
PETERS,  ANTHONY  JOSEPH,  MSGT,  USMC 
PETERSON,  JOHN  EMIL,  INSPR,  USSS 
PFLIEGER,  PATRICIA  ANN,  CPT,  METRO  PD, 
tt   PHELPS,  CLYDE  E.,  OFCR,  AGCY  FOR  INTNL  DEV 
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146 
55 

179 
86 

102  ' 

135 

115 

125 

112 

185 

181 

193 

162 
91 

114 
95 

108 
90 

141 
95 

140 

117 
75 

193 
46 

118 

170 

117 
94 
76 

166 

170 

141 

123 

103 

113 

177 

169 
90 
93 

145 

161 

190 

177 

144 

135 

172 

183 

121 

60 

45 

140 

100 

165 

185 

77 

165 

168 

139 

132 

92 

149 

96 

88 

100 

90 

187 

173 

94 

103 

145 

194 

166 

157 

151 

76 

70 

103 


151 

92 

127 

60 

51 

186 

136 

117 

176 

127 

189 

64 

71 

128 

165 

123 

148 

118 

44 


191 
141 
153 
54 
110 
171 
151 
116 
56 
184 
139 
81 
167 
77 
130 
89 
148 
188 
116 
97 
91 
52 
80 
162 
127 
191 
106 
174 
152 
137 
72  # 
99 
92 
107  # 
110 
144 
188 
118 
145 
129 
194 
124 
27  # 
147 
178 
91  # 
142 
158 
104 
130 
107  # 
64 
97 
150 
55  # 
96  tt 
81 
130 
112 
188 
85  # 
98 
175 
82 

51  # 
127 
146 
133 
132 
178 
91 
120  # 
166 
81  # 
125 
98 
136 
40 
153 
144 
137 
69  tt 
89 
176 
36  tt 
169 
173 
31  A 
95 
155 
89  H 
174 
56  » 
174 
112 
177 
192 
147 
125 
162 


PHILLIPS,  AMY  ELIZABETH,  SGT,  METRO  TRANSIT  POL 
PHILLIPS,  ROBERT  DAVID,  JR,  LT,  METRO  TRANSIT  POL 
PICKETT,  MICHAEL  DENNIS,  CPT,  METRO  PD 
PIPER,  JOHN  L,  REG  DIR,  USTD 

PITYINGER,  STEPHEN  F.,  SERGEANT,  US  SECRET  SERVICE 
PONTON,  HILLIAM  ROY,  JR,  CPT,  METRO  PD 
POPE,  DON  REYNARD,  LT,  METRO  PD 
PORTER,  CLIFTON  J.,  LT,  METROPOLITAN  PD 
POHELL,  JAMES  M. ,  CHF,  US  CAPITOL  POL 
PRELOH,  MICHAEL  C,  CPT,  USCP 
PRENDERGAST,  MICHAEL  THOMAS,  CPT,  USSS 
PRESTON,  CHRISPEN  F.,  CAPTAIN,  METROPOLITAN  PD 
PRIMAS,  EVELYN  L,  CPT,  METRO  PD 
PROCHASKA,  JOSEPH  F.,  MAJ,  USMC 
PROCTOR,  SONYA  TRINITA,  ASST  CHF,  METRO  PD 
PROFATER,  CARL  V.,  DEP  CHF,  METRO  PD 
PRUE,  SAMUEL  ANDREW,  LT,  METRO  PD 
PURDIE,  JEFFREY  J,  CPT,  USSS 
QUASULA,  THEODORE  R,  CHF,  BIA 
CHIEF,  USAF 

,  CAPTAIN,  METROPOLITAN  PD 
DEPUTY  CHIEF,  METROPOLITAN  PD 
CPT,  USSS 


RAGAN,  THOMAS  E. 
RANDALL,  DONALD  R. 
RASMUSEN,  THOMAS, 
RAYNER,  ROBERT  E. ,  - 
REDDICK,  TIMOTHY  RALPH,  MAJ,  USAF 
REGINALDI,  RONALD  FRANK,  LT,  USCP 
REILLY,  BRIAN  JOSEPH,  CPT,  USPP 
REVAJ,  EDWARD  J.,  SGT,  USSS 
RHOE,  ALTON  RAY,  CPT,  USSS 
RICH,  LAWRIE  CLAUDETTE,  SGT,  USSS 
RING,  STEPHEN  WILLIAM,  CPT,  USCP 
RIORDAN,  MARTIN  JOHN,  DEP  CHF,  USSS 
ROBINSON,  GLEN  E.,  MAJ,  USA 
ROBINSON,  TERRY  S.,  MAJOR,  USAF 
RODGERS,  DONALD  L.,  CPT,  USPP 
RODRIGUEZ,  FELIPE,  CHIEF  DEPUTY,  USMS 
ROHAN,  JAMES  PATRICK,  LT,  USCP 
ROLAND,  DALE  ALAN,  MAJ,  USMC 
ROSENBERGER,  LARRY  WAYNE,  LT,  METRO  PD 
ROSSITER,  LEO  JOSEPH,  CHF,  REAGAN  NATL  AIRPORT  PD 
RUELAS,  JOE  LUIS,  LT,  METRO  PD 
RULE,  ROBERT  ALLEN,  LT,  USPP 

RUTHERFORD,  HERBERT  MALCOLM,  MARSHAL,  EASTERN  DISTRICT 
RYAN,  JOHN  F.,  DEP  CHF,  METROPOLITAN  PD 
SACKS,  MAX  PATRICK,  CPT,  METRO  PD 
SAENZ,  ROBERTO  SERGIO,  ASST  CHF,  US  BORDER  PATROL 
SANDS,  JACK  M,  MAJ,  USPP 
SARVIS,  WILLIAM  BOSTON,  CPT,  METRO  PD 
SATTERFIELD,  KIMBERLEE  FALL,  CPT,  USA 
SCHAAP,  JOSEPH  R.,  LT,  U.  S.  CAPITOL  POLICE 
SCHAMP,  JOHN  DELONG,  MAJ,  USPP 
SCHANEY,  ROY  WALTER,  CPT,  USSS 

SCHMIEG,  ANTHONY  L.,  CHIEF,  NATL  TRANSPORTATION  SAF 
SCHNEEWEIS,  HAROLD  N,  COL,  USA 
SCHOBER,  JOSEPH  BERNARD,  CPT,  USSS 
SCHRIVER,  EDWIN  S,  JR,  POL  SPEC.DOJ 
SEABERG,  WALTER  F.,  JR.,  CPT,  USSS 
SHAFFERMAN,  EDWARD  L.,  MAJOR,  USAF 
SHAW,  DAVID  LESLIE,  DEP  CHF,  METRO  TRANSIT  POL 
SHELTON,  FRANKLIN  C,  INSPR,  USCP 
SHIELDS,  DOROTHY  ANN,  LT,  METRO  PD 
SHIRES,  HENRY  C,  INSPECTOR,  USSS 
SHORT,  KENNETH  D.,  MASTER  SERGEANT,  USAF 
SIMPSON,  THEODORE,  JR,  SGT,  METRO  TRANSIT  PD 
SKOTZKO,  MICHAEL,  MAJOR,  U.  S.  ARMY 
SLIGH,  JOHN  H.,  WARRANT  OFFICER,  ARMED  FORCES 
JOHN  DUDLEY,  SGT,  METRO  TRANSIT  POL 
ALLEN,  LT,  METRO  PD 
BILLY  LEE,  CPT,  USSS 

DAVID  BRUCE,  SUPR  SA,  US  DEPT  OF  STATE 
DENNIS  WELLFORD,  LT,  USPP 
DONALD  L.,  MARSHAL,  USMS 
JAMES  FRANCIS,  JR.,  LT,  USPP 
REGINALD  LAWRENCE,  INSP,  METRO  PD 
ROBERT  D,  POSTAL  INSPR,  US  POSTAL  INSPR 
LAWRENCE  EDWARD,  LT,  USSS 
,,  DENNY  R.,  MAJOR,  U.  S.  PARK  POLICE 
SOHARDS,  DALE  EDWARD,  LT,  USSS 
SPITZ,  LOUIS  PAUL,  EXEC  DIR,  AMERICAN  ASSOC  OF  MO 
SPRAGUE,  BOBBY  LOUIS,  CMDR,  USPP 
STAMILIO,  ANTHONY  JOSEPH,  MAJ,  USA 
STANSBURY,  ALLEN  FRANKLIN,  CWO  II,  USA 
STARGEL,  JAMES  E.,  INSPECTOR,  METRO  PD 
RALPH  P.,  LTC,  USA 
RONALD  FRANCIS,  CPT,  USSS 
HAROLD  F.,  CHIEF,  USPP 
,  ROBERTA  KANE,  SGT,  METRO  TRANSIT  PD 
STOVER,  DAVID  HAILE,  LT,  USPP 
STRAND,  ALVIN  M. ,  OFCR,  AGENCY  FOR  INTERNATIONAL 
STREAGLE,  DAVID  W.,  CID,  USA 
STREET,  ROBERT  SCOTT,  MAJ,  USMC 
SUGGS,  ROBERT  S.,  JR.,  CAPTAIN,  USSS 
SULLIVAN,  MARK  ANTHONY,  LT,  USCP 

SUTTON,  RICHARD  Y.,  OFFICE  OF  PUBLIC  SAFETY,  AGENC 
SWANSON,  BRET  HARPHAM,  CHO  II,  USMC 
SHINSON,  JAMES  G. ,  SERGEANT,  METRO  PD 
SWOPE,  ROSS  EDWARD,  CPT,  METRO  PD 
SZESTAK,  EUGENE,  CPT,  USSS 
TABORN,  MICHAEL  ALAN,  LT,  METRO  TRANSIT  PD 
TAPSCOTT,  KATHIE  RENEE,  SGT,  METRO  PD 
TARASOVIC,  RAY  J,  LT,  METRO  PD 


SLOAN, 
SMITH, 
SMITH, 
SMITH, 
SMITH, 
SMITH, 
SMITH, 
SMITH, 
SMITH, 
SOMIN, 
SORAH, 


STEVENS, 
STEVENS, 
STEWART, 
STIFTAR, 
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145  TAYLOR,  HEST  HELLEN,  III,  LT,  METRO  PD 

152  TAYLOR,  HILLIAM  QUANDER,  LT,  METRO  PD 
180   THERKILDSEN,  GARY  ANDREH,  SR,  CPT,  USSS 
154   THOMAS,  GREGORY  STEPHEN,  LT,  USCP 

146  THOMAS,  JAMES  ANDREH,  JR,  CPT,  USAF 
194   THOMAS,  JAMES  CURTISS,  CPT,  USSS 
171   THOMAS,  MICHAEL  DAVID,  CPT,  USMC 

85  #  THOMPSON,  BILLY  H. ,  CRIMINAL  INVESTIGATOR  (CH3),  U 
42  tt   TIMERMAN,  ROY  P.,  CAPTAIN,  U.  S.  MARINE  CORPS 
146   TIREVOLD,  ROBERT  HALTER,  LTC,  USAF  (PENTAGON) 

153  TISDALE,  ANTHONY  BRANDON,  LT,  METRO  TRANSIT  POL 
183   TISDALE,  DONNA  RENEE',  SGT,  METRO  TRANSIT  PD 

105   TOMLINSON,  JAMES  F.,  LIEUTENANT,  U.  S.  PARK  POLICE 
133   TRAPNELL,  JAMES  HOHARD,  MSGT,  USMC 
125  tt   TREON,  GARY  EUGENE,  CPT,  USPP 

125  TRIPLETT,  JOHN  PAUL,  LT,  METRO  TRANSIT  POL 
95  tt   TROLLINGER,  JAMES  R,  DEP  CHF,  USCP 

85   TROMBLEY,  DONALD  E.,  MAJOR,  U.  S.  AIR  FORCE 
68  tt   TROTTER,  JOHN  H. ,  DEP  CHF,  METRO  PD 
151   TROY,  DAVID  CHARLES,  ASST  SAC,  BU  OF  ALCOHOL,  TOBAC 

105  tt   TURNER,  JAMES  P.,  MAJ,  USPP 

126  TURNER,  KARL  TAYLOR,  LT,  METRO  PD 

83  TURNER,  MAURICE  T.,  JR,  COP 

84  tt   TURNER,  HILLIAM  R. ,  INSPECTOR,  USSS 
162   UBER,  WILLIAM  E,  III,  CPT,  USCP 

186  UDELL,  GILMAN  G,  JR,  CPT,  USCP 

117  UEBELACKER,  SALLY  DIANE,  COL,  USAF, (PENTAGON) 
171   UTARA,  DAVID  ALFRED,  SGT,  METRO  TRANSIT  PD 

175  VAN  HORN,  GARY  LEE,  CPT,  USPP 

88  #  VANDERPOOL,  HILLIAM  F.,  SSA,  FBI 

44   VENABLE,  JAMES  C,  1ST  LIEUTENANT,  U.  S.  MARINE  C 

187  VILLARREAL,  JESSE,  CPT,  METRO  PD 
136   HADSWORTH,  ROGER  LEE,  SA,  USA 

30  #  HALDROP,  KENNETH  A.,  PUBLIC  SAFETY  ADVISOR,  US  AID 
100  #  HALZEL,  FREDERICK  H. ,  CHF  DEP,  USSS 

154  HAMSLEY,  WILLIAM  GEORGE,  INSPR,  USSS 
144   WATSON,  THOMAS  OTHA,  CPT,  USSS 

89  WEDA,  TONY  A.,  CAPTAIN,  USMC 
77   WELLS,  JERRY  L. ,  CHIEF,  USPP 

52  #  WESTBROOK,  W.  R. ,  PUBLIC  SAFETY  ADVISOR,  USAID 
80   WHARTON,  RAWLEY  S.,  CHIEF  MSGT,  USAF 
83   WHITE,  CHAD  B.,  LTC,  USA 
144   WHITE,  DANNY  LEE,  CPT,  USMC 

106  WHITE,  MICHAEL  J.,  SA,  USA 

122   WHITE,  WILLIAM,  III,  INSPR,  METRO  PD 
99   WHITTAKER,  ROBERT  N,  DEP  CHF,  USSS 

118  WHITTINGTON,  JOSEPH  LARRY,  LT,  US  CAPITOL  POL 

120  *  WIDEMAN,  JOHN  CHESLEY,  JR.,  CRIM  INVSTGR,  GSA 
122  #  WIGGIN,  RICHARD  DUANE,  LT,  USPP 

171   WIGGINS,  SIDNEY  LORENZA,  JR,  LT,  USPP 
129   WILKERSON,  JAMES  GILBERT,  CPT,  USSS 
185   WILKINS,  THOMAS  HENRY,  CPT,  USPP 
66  *  WILLIAMS,  C.  RAYMOND,  PUB  SAFETY  ADVISOR,  USAID 

176  WILLIAMS,  DWIGHT  MORGAN,  CAPT,  METRO  PD 

37  #  WILLIAMSON,  JETER  L.,  JR.,  OFFICE  OF  PUBLIC  SAFETY,  IAD 
134   WINKEL,  EDWARD  FRANCIS,  CPT,  USPP 

13  #  WIRTH,  JOSEPH  T.,  LT,  USPP 
143   WOOD,  CHARLES  MCDONALD,  LT,  USSS 
146   WOOD,  RICHARD  ELMER,  SGT,  USSS 
126   WOODEN,  DEAN  BRUCE,  GEN  COUNSEL,  BU  OF  DIPLOMATIC 

155  WRIGHT,  JAMES  ANDREW,  CPT,  METRO  PD 

155   WRIGHT,  MARTIN  JOSEPH,  DIR  OF  INVSTGN,  US  EPA 
112   WYLLIE,  WILLIAM  J.,  MAJOR,  USA 

121  YAMAMOTO,  RICHARD  YOSHIKAZU,  MAJ,  USA 
170   YAWORSKE,  ALAN  JOSEPH,  LT,  USCP 

131   YOUNGER,  COLLIN  LESTER,  CPT,  METRO  PD 

177  ZANOTTI,  JEFFREY  ALLAN,  MAJ,  DEPT  OF  DEFENSE 
103   ZARGER,  ROBERT  F.,  CAPTAIN,  USPP 

137   ZIEGLER,  KENNETH  CHARLES,  SA,  DEPT  OF  DEFENSE 
158   ZIEMBA,  FRANK  MICHAEL,  JR,  LT,  USCP 

FLORIDA 
ALTAMONTE  SPRINGS 
169   GARVER,  STEVEN  WARNER,  SR,  CMDR,  PD 
108   LIOUORI,  WILLIAM  A,  COP 

178  MERCHANT,  ROBERT  CHARLES,  JR,  CMDR,  PD 
146   PERRY,  JAMES  A,  CMDR,  PD 

ARCADIA 

168   KEEN,  VERNON  LEE,  SHF  OF  DE  SOTO  CO 

180   WHITE,  RICKY,  CPT,  DESOTO  CO  SD 
AVENTURA 

195   STEINBERG,  STEVEN,  DEP  CHF,  PD 


BARTOW 
130 
192 

84  * 
124  # 
180 
168 
112 
155 
121 

87  * 

94 
123 
109 
103 
182 


ALLEY,  PAUL  FREDERICK,  COL,  POLK  CO  SD 
BLACKFORD,  JAMES  EDWARD,  JR,  MAJ,  POLK  CO  SO 
BRADY,  JOHN  A.,  SR.,  CPT,  POLK  CO  SO 
DEMPSY,  DONALD  CLAY,  MAJ,  POLK  CO  SD 
HOECHERL,  DENNIS  MICHAEL,  LT,  PD 
JUDD,  GRADY  CURTIS,  JR,  MAJ,  POLK  CO  SO 
LANG,  ALBERT  C,  JR,  LTC,  POLK  CO  SD 
LAWTON,  MICHAEL  LYNN,  LT,  POLK  CO  SO 
MCKINSEY,  MILLARD  LEROY,  COP 
MILLER,  J.  J.,  LT,  POLK  CO  SO 
PITTMAN,  H  MARVIN,  MAJ,  POLK  CO  SO 
SIMPSON,  JOHN  DOUGLAS,  USHF,  POLK  CO  SO 
SYPNIEWSKI,  FRANK  A,  TNG  OFCR,  POLK  CO  SD 
TAYLOR,  SAMMY  LEE,  CPT,  POLK  CO  SD 
TEBO,  JEFFREY  THOMAS,  MAJ,  POLK  CO  SD 
BAY  HARBOR  ISLANDS 
105   ROSS,  JOHN  S,  COP 
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BELLE  GLADE 
175   FULENWIDER,  JACK  REID,  JR,  LT,  PD 
53  #  GOODLETT,  CHARLES  D,  DIR  OF  PUB  SFTY 
152   LOWERY,  LOUIS  LYNN,  INSPR,  PUBLIC  SAFETY  DEPT 

78  tt   MATHIS,  DELANO  B,  DIR  OF  PUBLIC  SAFETY 
117   MILLER,  MICHAEL  R,  DIR  OF  PUBLIC  SAFETY 
BOCA  RATON 
122 
111 
45 


FL  ATLANTIC  UNIV  PD 


CONNOR,  JOHN  BERNARD,  III,  DIR, 

GOODE,  DONALD  R,  CPT,  PD 

HOLMQUIST,  MERLIN  L.,  CHF  OF  SEC,  BOCA  RATON  COMUNTY 

153  MCCOY,  KEVIN  JAMES,  LT,  PD 
101   PETRACCO,  PETER  A,  COP 

183   SCOTT,  ANDREH  J,  III,  COP 
142  tt   THORNTON,  EDHARD  JOHN,  CPT,  PD 
93  tt   HRIGHT,  WAYNE  E,  CPT,  PD 
BOYNTON  BEACH 

147  tt   DELOACH,  JOHN  FRANKLIN,  DEP  CHF,  PD 
133  tt   DETTMAN,  THOMAS  MARTIN,  COP 

97  tt   HAMILTON,  WILLIAM  R,  COP 
181  tt   PADICH,  THEODORE  JOHN,  CPT,  PD 
BRADENTON 

86  *  ANGERSOLL,  EDWARD  J,  DEP  SHF,  MANATEE  CO  SO 
127   FERENCE,  RICHARD  GEORGE,  MAJ,  PD 

174   GUSTAFSON,  DAVID  ALBIN,  INVSTGR,  FL  STATE  ATTNY  OFC 
118   HACKLE,  ROY  EDWARD,  LT,  MANATEE  CO  SO 
167   MOTES,  JAMES  RANDALL,  LT,  FL  HPTL 

95   MURDOCK,  NEWTON  H,  MAJ,  MANATEE  CO  SO 
116   PEARSON,  KENNETH  E,  MAJ,  MANATEE  CO  SO 
187   PERKINS,  LINDA  SUE,  LT,  FL  HPTL 

185   SHINGLEDECKER,  CONSTANCE  KAY,  CPT,  MANATEE  CO  SO 
BRONSON 
169   BASTAK,  CHARLES  ANTHONY,  LT,  LEVY  CO  SD 
176   GLASS,  TED  FOSTER,  SHF  OF  LEVY  CO 

116  SHEWEY,  DAVID  M.,  CPT,  LEVY  CO  SD 

189  SMITH,  JOHNNY  MARION,  SGT,  LEVY  CO  SD 
BROOKSVILLE 

181  HENSLEY,  MICHAEL,  MAJ,  HERNANDO  CO  SO 

148  MYLANDER,  THOMAS  AUGUST,  SHF  OF  HERNANDO  CO 
165   NUGENT,  RICHARD  BYRON,  MAJ,  HERNANDO  CO  SD 

131   SHIELDS,  DONALD  EDWARD,  CHF  DEP,  HERNANDO  CO  SO 
111   SMITH,  GARY  Z,  MAJ,  HERNANDO  CO  SO 

154  TINCHER,  BOYCE  EDHIN,  COP 
BUNNELL 

124   EDMONSON,  FLYNN  WEST,  COP 
139  tt   KARBACK,  WILLIAM  STEPHEN,  COP 
BUSHNELL 
152  tt   ADAMS,  JAMES  LOUIE,  JR,  SHF  OF  SUMTER  CO 
195   FARMER,  WILLIAM  OKLA,  JR,  SHF  OF  SUMTER  CO, 

182  JENKINS,  LEVERNE,  CPT,  SUMTER  CO  SD 
CAPE  CORAL 

117  BUTLER,  ROGER  G,  CPT,  PD 

163   CAIATA,  ALFRED  JOSEPH,  JR,  CPT,  PD 

150   GIBBS,  ARNOLD  ALEXANDER,  COP 

138  tt   KEPPEN,  GARY  DAVID,  DEP,  CHARLOTTE  CO  SO 

190  PENSIERO,  CAROLE  LEIGH,  LT,  PD 
93  tt   WHITE,  JAMES  R. ,  COP 

CASSELBERRY 

156   GATCH,  DURBIN  CLAUD,  COP 

195   MCNEIL,  WILLIAM  F,  SGT,  PD 
CHATTAHOOCHEE 

118  TURNAGE,  DAVID  RUSSELL,  COP 
CHIPLEY 

128   PEEL,  FREDERICK  DWYNE,  SHF  OF  WASHINGTON  CO 
CLEARWATER 


CONNOR,  ALBERT  L,  LT,  PD 

CONRY,  CAROL  ANN,  SEN  INVSTGR,  FL  ATT  GEN  OFFICE 

COSTENBADER,  RANDY  FRANKLIN,  CPT,  PD 

DANIELS,  FRANK,  COP 

DOHLING,  ERNEST  JACKSON,  LT,  PD 

FULLE,  ROBERT  F.,  DEP  SHF,  PINELLAS  CO  SO 

GENUNG,  DONALD  S.,  SHF  OF  PINELLAS  CO 

GOLDER,  THOMAS  J.,  SGT,  PINELLAS  CO  SD 

KOOSHIAN,  GARY  G. ,  CPT,  PD 

KRONSCHNABL,  JEFFERY  P,  LT,  PD 

MATO,  JOSE  LUIS,  CPT,  FL  DIV  OF  AB&T 

ONEILL,  JAMES  RICHARD,  DIV  CMDR,  PD 


56  t 
168 
189 

75  < 
138 

29  * 

78  « 

74  * 

90  * 
164 
144 
127  * 

COCOA 

173   BROWN,  JAMES  MICHAEL,  CPT,  PD 
108  tt   OCONNELL,  THOMAS  F,  COP 

COCOA  BEACH 

91  tt   HUTSON,  FRANCIS  T,  COP 

160  MULDOON,  MICHAEL  TIMOTHY,  LT,  PD 
93  tt   SARVER,  WINSTON  H,  CAPTAIN,  PD 

100   VITEK,  ANTHONY  J,  JR,  MAJ,  PD 
COCONUT  CREEK 

183   DEVINE,  STEVEN  CHARLES,  LT,  DPS 

190   MERLIN,  STEVEN  NORMAN,  CPT,  DPS 
COOPER  CITY 

114   DAVIS,  ROBERT  S,  COP 

168  HILL,  CLYDE  DANIEL,  SGT,  PD 

194  LUPO,  KREGG  PATRICK,  SGT,  PD 
91   HERDER,  EDWARD  J,  COP 

CORAL  GABLES 
110  tt   BUSH,  KENNETH  H,  COP 

161  tt   BUTLER,  JAMES  HOHELL,  COP 
117  tt   CARROLL,  JAMES  J,  MAJ,  PD 

46  tt   EDWARDS,  DELBERT  F.,  COP 

195  GINN,  MARK  ANDREWS,  SGT,  PD 

169  tt   HEADLEY,  ALAN  ROBERT,  MAJ,  PD 
179   MARTIN,  WILLIAM  IRA,  MAJ,  PD 


179 


FLORIDA  -  FLORIDA 

92  ft  SKALASKI,  CHARLES  H,  JR,  COP 
CORAL  SPRINGS 

176  •  BERTISON,  ALAN  JOSEPH,  LT,  PD 

139  ft    FIORENZA,  GEORGE  HILLIAM,  CPT,  PD 

193   FOSTER,  DUNCAN  MILLER,  MAJ,  PD 

164  f  FUJARCZYK,  JOHN  RICHARD,  JR,  CPT,  PD 

102  •  GILBERT,  HARREN  S.,  DIR,  DPS 
CRAHFORDVILLE 

112  HARVEY,  DAVID  F.,  SHF  OF  HAKULLA  CO 
CRESCENT  CITY 

113  SCHULTZ,  SHELDON  A.,  COP 
CRESTVI EH 

159   BARBERREE,  LEHIS  GLEN,  SR,  INVSTGR,  OKALOOSA  CO  SD 
71    SIMPSON,  DONALD  E.,  SPC  INVSTGR,  STATE  ATTORNEYS  0 
CRYSTAL  RIVER 

125   BROHN,  JOHN  JOSEPH,  COL,  FL  MARINE  PTL 
DADE  CITY 

104  ft   ENLOW,  BERNARD  RAY,  COP 
DAVENPORT 

125   ROBINSON,  HORACE  BOOTHBY,  I,  COP 
DAVIE 

189   GEORGE,  JOHN  A,  CPT,  PD 

139  ft   HACKIE,  JACK  PHILLIP,  COP 

174  MCDANIEL,  ROBERT  GAIL,  ASST  CHF,  PD 
DAYTONA  BEACH 

192   ANDERSON,  HILLIAM  JESSE,  CMDR,  PD 
120  ft   BECK,  JAMES  RICHARD,  LT,  PD 

138  CARROLL,  RONALD  DAVID,  PTLM,  PD 
102  ft   CLIFFORD,  CARL  N,  LT,  VOLUSIA  CO  SD 

108    EATON,  HOHARD  S.,  INVSTR,  ST  ATTY  OFC  7TH  JUDCL 

30  *  FREEMAN,  WILLIAM  HENRY,  JR.,  CONSTABLE 
130  ft   GALLOWAY,  THOMAS  CARVER,  CPT,  PD 

92  ft   MCBRIDE,  HOWARD  S.,  JR.,  CPT,  VOLUSIA  CO  SO 

163  ft   OBRIEN,  TIMOTHY  CARROLL,  CMDR,  PD 

164  POWELL,  JIMMIE  EDWARD,  LT,  FL  DIV  OF  ABT 
183  ft   POWER,  JOHNNIE  MCALASTER,  CPT,  DPS 

141   SHAW,  S  DAVID,  SGT,  PD 

175  ft   WHITE,  MARTIN  JOSEPH,  CMDR,  DPS 

68  ft   WILLITS,  CHARLES  H.  ,  JR.,  COP 

113   WYLIE,  THOMAS  H. ,  SA,  FL  BU  OF  AB&T 
DAYTONA  BEACH  SHORES 

139  ft   DARAIO,  FRANK  SILVIO,  DIR  OF  PUBLIC  SAFETY 
188   DEMBINSKY,  STEPHAN  LEE,  COP 

175   MONACO,  FRANCIS  GEORGE,  CPT,  PD 
DEERFIELD  BEACH 
112  ft   GIUFFREDA,  RICHARD  A.,  CPT,  PD 

117  «  HALVORSEN,  CAROLE  J,  DET  SGT,  PD 

100  ft   LANDOSKEY,  ELMER  F,  CPT,  PD 
75  ft   NEAL,  WILLIAM  J,  COP, 

42  ft   PETERS,  ERNEST  CARL,  COP 
133  ft   RHODES,  MICHAEL  RICHARD,  LT,  PD 
DEFUNIAK  SPRINGS 

69  ft   ALFORD,  JOEL  TURNER,  COP 

167  CHAPMAN,  WILLIAM  NOAH,  CHF  DEP,  WALTON  CO  SD 
154   TRUSTY,  JACK  BRADLEY,  MAJ,  WALTON  CO  SD 

168  ANDERSON,  DALE  ROBERT,  JR,  CPT,  VOLUSIA  CO  SD 
180   BONNEVIER,  JOHN  JOSEPH,  MAJ,  VOLUSIA  CO  SO 
127   BROHN,  RICHARD  GROVE,  LT,  PD 

110   CARROLL,  EDWARD  L,  MAJ,  VOLUSIA  CO  SO 

143   DAVIS,  LEONARD  ALPHONZO,  CPT,  VOLUSIA  CO  SD 

145   ELLIOT,  ALAN  JAMES,  CMDR,  PD 

156   JOHNSON,  BEN  FRANK,  LT,  VOLUSIA  CO  SD 

101  ft   JOHNSON,  GENE  C,  CPT,  PD 

193   JONES,  ROBERT  LOUIS,  III,  CPT,  VOLUSIA  CO  SO 

118  *  MAXWELL,  WILLIAM  DONALD,  LT,  VOLUSIA  CO  SO 
90   NIBLER,  FRANK  X,  CAPTAIN,  PD 

105  THURMOND,  CHARLES  A,  JR,  ASST  CHF,  PD 

131  WYATT,  EDWARD  PARKER,  CPT,  VOLUSIA  CO  SD 

DELRAY  BEACH 

102  ft  COCHRANE,  HILLIAM  H,  JR,  MAJ,  PD 
170  SCHROEDER,  JOSEPH  LAWRENCE,  MAJ,  PD 
114  ft  TWITTY,  JAMES  J.,  DET  LT,  PD 

185   WILSON,  JAMES  MATHEW,  JR,  LT,  PD 
DUN EDI N 
104   HAHORTH,  ROBERT  L,  COP 

170  MACKENZIE,  JAMES  ALLEN,  III,  CPT,  PD 
151   MILLS,  BRUCE  ALTON,  CPT,  PD 

69  ft   SMITH,  EDWARD  M,  SR,  DIRECTOR  OF  PUBLIC  SAFETY 
EAST  PALATKA 

171  KNIGHT,  CHRISTOPHER  ALLEN,  MAJ,  FL  HPTL 
EDGEHATER 

161   MCEVER,  JOSEPH  FREDERICK,  LT,  PD 

180   TEITELBAUM,  BRET  DAVID,  SGT,  PD 
EGLIN  AFB 

121  ft   HARMON,  RICHARD  DUANE,  CHF  MSGT,  USAF 
ELGIN  AFB 

137   JORDAN,  GARY  DEAN,  MAJ,  USAF 
FELLSMERE 

149  TIPPINS,  LARRY  EDWARD,  COP 
FERNANDINA  BEACH 

150  ft   CAMERON,  JERRY  THOMAS,  COP 
192   CARTER,  PAUL  HILLIAM,  SGT,  PD 
144   MARQUETTE,  JEFFREY  PAUL,  COP 
173   STURGES,  HALTER  EUGENE,  SGT,  PD 

FORT  LAUDERDALE 
177   AUER,  JOHN  GEORGE,  LTC,  BROWARD  CO  SD 
119   AYERS,  GARY  AVERY,  SGT,  BROWARD  CO  SO 
69  ft   BALES,  WILLIAM  D.,  LEGAL  INVSTGR,  STATE  ATTY  OFC 
124  It   BATES,  RALPH  STONEY,  (MAJ,  USMC)  LTC,  BOHARD  CO  SO 

PAGE    180 


140  ft   BOTSFORD,  NORMAN  BRUCE,  COL,  BROWARD  CO  SO 
101  ft   BRADY,  WILLIAM  E,  MAJ,  PD 

151   BRENNAN,  THOMAS  JOSEPH,  LTC,  BROHARD  CO  SO 
97  ft   CALHOUN,  LARRY  J.,  MAJ,  PD 

58  ft   CAMPBELL,  GARFIELD  J.,  INVSTGR,  ST  ATTY  OFC 
173   CARNEY,  THOMAS  JOHN,  COL,  BROWARD  CO  SO 
119  *  COLLINS,  KENNETH  EUGENE,  LT  COL,  BROWARD  CO  SD 
156  ft   DICKEY,  JANET  LYNORE,  DIR,  BROWARD  CO  SO 
165   DONISI,  JOSEPH  MICHAEL,  MAJ,  PD 
176   DOUGHTY,  DANIEL  ALAN,  CPT,  PD 
156  ft   DYE,  JIMMIE,  LT,  BROHARD  CO  SO 
154  ft   DYER,  WILLIAM  ROBERT,  SA,  DRUG  ENF  AGCY 
121  ft   FINNO,  RALPH  ANTHONY,  CPT,  PD 
121   FLEMING,  JOHN  HOMER,  SGT,  BROWARD  CO  SO 

GARDNER,  TERRILL  LEE,  INVSTGR  SUPV,  BROWARD  CO  ST  AT 
GERWENS,  JOSEPH  CARTER,  DIR,  BROWARD  CO  SO 
GILLO,  MICHAEL  CHARLES,  INVSTGR,  BROWARD  CO  ST  ATTY  OF 
ft   HARTMAN,  LEWIS  HENRY,  CMDR,  PD 

HIGGS,  RONALD  BENJAMIN,  CPT,  BROWARD  CO  SO 
ft   JOHNSTON,  ROBERT  W. ,  CHIEF  OF  POLICE 

ft   KEANE,  MICHAEL  JOSEPH,  INVSTGR,  BROWARD  CO  STATE  ATTY 
KOERICK,  ANDREW  WILLIAM,  CPT,  BROWARD  CO  SD 
LAMBERTI,  ALFRED  THOMAS,  MAJ,  BROWARD  CO  SO 
LEONARD,  JAMES  HARVEY,  INVSTGR,  BROWARD  CO  ATTY'S  OFC 
ft   MCCARTHY,  THOMAS  DANIEL,  COP 

NELSON,  DALE  EDWARD,  DEP  CHF  INVSTGR,  BROWARD  CO  AT 
PUSINS,  ROBERT  RANDY,  CPT,  PD 
ft   RANDEL,  THOMAS  E.,  MAJOR,  PD 

*  RARDON,  WILLIAM  RAY,  DEP  CRIM  INVSTGR,  BROWARD  COUN 
RIHA,  RICHARD,  INVSTGR,  BROWARD  CO  STATE  ATTY 
SAXON,  RAYMOND  EDWARD,  MAJ,  BROWARD  CO  SO 
SHEDLOCK,  CARL  JOHN,  INVSTGR,  ATTY  GENERALS'S  OFC 

*  SIMPSON,  RICHARD  THOMAS,  DEP,  BROWARD  CO  SO 
ft   THIVENER,  G  E,  LT,  BROWARD  CO  SO 
ft   WHITE,  EDGAR  THOMAS,  MAJ,  PD 

WOODALL,  KENNETH  FRANKLIN,  LT,  BROWARD  CO  SO 

WRIGHT,  DANNY,  SR,  CPT,  BROWARD  CO  SD 
ft   YONKMAN,  EDWARD  D.,  DEP  COP 

ZABLOCKI,  ZIGGY  S,  JR,  DETECTIVE  LIEUTENANT,  BROWARD 
FORT  MYERS 

30  *  BARTLESON,  JOHN  D. ,  CONSERVATION  OFCR,  STATE  OF  FL 

CLIFTON,  CHARLES  MICHAEL,  CPT,  LEE  CO  SD 

CONN,  DONN  CARLOS,  CPT,  FL  HPTL 

DANIELS,  MILES  R,  INVSTGR,  STATE  ATTY  OFC 

DUFFALA,  DENNIS  CHARLES,  COL,  LEE  CO  SD  _  _  ,  u  „ 

EMERSON,  STEPHEN  AUSTIN,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 

FORD,  HAROLD  L,  MAJ,  PD 

GROSSER,  GARY  ROMAN,  CHF,  LEE  CO  AIRPORTS  PD 

HARRIS,  ROBERT  LEE,  CPT,  PD 

HART,  LARRY  DONNELL,  CPT,  PD 

HERR,  ALVIN  J,  SEC  DIR,  LEE  CO  HEALTH  COMPLEX 

MCDOUGALL,  JOHN  JOSEPH,  SHF  OF  LEE  CO 
120  ft   PHILLIPS,  DURELL  BOBBITT,  CPT,  PD 
188   SHEVLIN,  PHILIP  FRANCIS,  LT,  PD 

SHOAP,  RODNEY  MARK,  CPT,  LEE  CO  SD        

SILVERTHORN,  RICHARD  CHARLES,  MAJ,  LEE  CO  PORT  AUTH  PD 

SIZEMORE,  DANIEL  WAYNE,  MAJ,  LEE  CO  PORT  AUTH  PD 

SMITH,  JUDITH  IRENE,  ADMIN  MGR,  PD 

SPURLIN,  JERE  LEN,  COP 

UNDERHILL,  BURL  A.,  MAYOR 

VETTER,  JOHN  ANTHONY,  LT,  LEE  CO  PORT  AUTH  PD 
FORT  PIERCE 
110  *  BOYD,  WILLIAM  F,  CPT,  ST  LUCIE  CO  SD 

*  BRUMLEY,  LEM,  CHF  INVSTGR,  ST  ATTY  OFC 

*  CASSENS,  RUDOLPH  F.,  COP 
ELDER,  TIMOTHY  HAMRICK,  SSA,  FL  DEPT  OF  LAW  ENF 
GRAVES,  MICHAEL  JEROME,  CPT,  ST  LUCIE  CO  SO 

ft   KENDALL,  FRED  M. ,  CAPTAIN,  PD 
KERLIKOWSKE,  RICHARD  GUILFOR,  COP 

MCILWAIN,  RICHARD  ELLSHORTHI,  INVSTGR,  STATE  ATTY  OFC 
MCINERNEY,  THOMAS  J,  INSPR  OF  DET  ADMIN, ST.  LUCIE 
MILLER,  ROBERT  LEE,  CPT,  ST  LUCIE  CO  SO 
MOSLEY.  JIMMY  LEROY,  LT,  PD 

*  NORVELL,  C  LANIE,  SHERIFF  OF  ST  LUCIE  CO 
.  ft   NORVELL,  JOHN  R,  JR,  ASST  CHF,  PD 

96  ft   PROVOST,  ROBERT  0,  DET  CPT,  ST  LUCIE  CO  SO 
126  ft   WALSTON,  DONALD  EVERETT,  LT,  FL  HPTL 
124   WALTERS,  DAVID  GEORGE,  MAJ,  ST  LUCIE  CO  SO 
179   WALTERS,  NORA  JANE,  INVSTGR,  STATE  ATTORNEY  OFC 

FORT  WALTON  BEACH  «,..«-..  ,.«  «-« 

156   COUP,  MICHAEL  JAMES,  MAJ,  OKALOOSA  CO  SO 
193   TAYLOR,  TONY  ROCK,  SGT,  PD 

GAINESVILLE 

98  ft   BASON,  JOSEPH  E,  CPT,  PD 

95  ft   BROWN,  KENNETH  M,  JR,  CPT,  PD 
165   CAFFIE,  LEON,  CPT,  ALACHUA  CO  SO 

146  CHAPMAN,  ROBERT  ELWOOD,  CPT,  ALACHUA  CO  SO 
94   CREVASSE,  JOE  M. ,  III,  CPT,  ALACHUA  CO  SO 
91  ft   CREWS,  WILLIAM  J.,  CPT,  PD 

168   DARNELL,  SADIE  JAN,  CPT,  PD 

184   DUNN,  THEODORE  ANTHONY,  CPT,  UNIV  OF  FL  PD 

188   GAINEY,  EMERY  ARNETT,  LT,  ALACHUA  CO  SO 

99  ft   GLADIN   EUGENE  B,  JR,  DEP  SHF,  ALACHUA  CO  SO 
143  ft   HAMILTON,  ROBERT  WALTER,  JR,  CPT,  ALACHUA  CO  SO 
112  ft   HESTER,  ROBERT  F,  LT,  UNIV  OF  FL  PD 

60  ft   HINDERY,  LUCIAN  J.,  SHF  OF  ALACHUA  CO 

147  ft   JOHNSON  CHRISTOPHER  VAN,  INVSTGR,  STATE  ATTY  OFC 
176  ft   KNOWLES,  PHILLIP  CAREY,  LT,  ALACHUA  CO  SD 

138   LAMBERT   RUSSELL  LEE,  MAJ,  FL  DEPT  OF  BUS  &  PROF  REG 
164   MCCRAY,  CHARLES  EDWARD,  SR,  LT,  UNIV  OF  FL  PD 
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110  ft   MCGRAH,  CLINTON  D.,  LIEUTENANT,  PD 

129   HCLENDON,  ROBERT  G,  JR,  EXEC  LT,  ALACHUA  CO  SO 

187   MEFFEN,  SCOTT  JONATHAN,  SR,  LT,  PD 

109   MITCHELL,  ROBERT  S,  II,  CPT,  PD 

191   MOORE,  KENNETH  HAYNE,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 

155   MORROW,  ALAN  RAY,  MA  J,  ALACHUA  CO  SO 

102  *  PEARCE,  HAYNE  N.,  CAPTAIN,  ALACHUA  COUNTY  SO 

104   POHELL,  DONALD  G.,  ASST  DIR,  UNIV  OF  FL  PD 

77  #  ROBERTS,  COURTNAY  A.,  COP 
109   ROUNDTREE,  BASIL  E.,  LT,  ALACHUA  CO.  SD 

95  *  SCHELLENGER,  K  HESLEY,  CPT,  ALACHUA  CO  SO 
K7   SCHREIBER,  HAYNE  JOHN,  LT,  UNIV  OF  FL  PD 
118   SHOEMAKER,  SAMUEL  LEWIS,  JR,  CPT,  ALACHUA  CO  SO 

84  U   SNOWDEN,  CHARLES  C,  CPT,  PD 
123   STEVENS,  EVERETT  HERBERT,  CHF,  UNIV  OF  FL  PD 
113   VARNES,  MARTHA  V.,  LTC,  UNIV  OF  FL  PD 
113  #  YARBROUGH,  JOHNNY  L.,  EXEC  DIR,  STATE  ATTY  OFFICE 
GREEN  COVE  SPRINGS 
136   CROSSLEY,  CARL  JAY,  INVSTGR,  OFC  OF  STATE  ATTY 
178   DEDMON,  DERRY  WAYNE,  LT,  CLAY  CO  SD 

64  #  HALL,  J.  P.,  JR.,  DEP  SHF,  CLAY  CO  SO 
195   HUTCHESON,  JOE  CLYDE,  LT,  CLAY  CO  SO 
129   LANCASTER,  LEON  SCOTT,  SHF  OF  CLAY  CO 

100  U   MCCORMICK,  JOHN  D.,  DIR,  CLAY  CO  SO 
155  #  MEEKS,  GARY  EUGENE,  COP 

165   REDMOND,  JIMM  WARREN,  CPT,  CLAY  CO  SD 

181   RUSSELL,  GAIL  STEPHEN,  COP 

111   WHEELER,  MACK  R,  DET,  CLAY  CO  SD 
GREENACRES  CITY 

140   TREANOR,  JOHN  TERRENCE,  DIR  OF  PUBLIC  SAFETY 
GULF  BREEZE 

163   HICKS,  KENNETH  RAY,  DEP  CHF,  PD 

140   MORGAN,  JOHN  DALE,  JR,  COP 

189   RANDLE,  ROBERT  C,  SGT,  PD 

168   TOMASOVIC,  JOSEPH  RICHARD,  II,  CHIEF,  NPS 
GULF  STREAM 

97  #  FLANNERY,  FRANKLIN  E,  COP 

108  SCHULTZ,  ROBERT  F.,  COP 
GULFPORT 

177  PATTERSON,  PATRICK  ROBERT,  LT,  PD 

127  HILLOCKS,  GLENN  CURT,  COP 
HAINES  CITY 

122   COOK,  TRAVIS  WAYNE,  CPT,  PD 

117   THOMPSON,  KENNETH  C,  DIR,  PUBLIC  SAFETY  DEPT 

101  WHEELER,  RICHARD  T,  COP 
HALLANDALE 

171   FARAGHER,  LAWRENCE  ARTHUR,  COP, 
181   MAGILL,  THOMAS  ANDREW,  ASST  CHF,  PD 
138  H   MCDONALD,  CHARLES  GERARD,  MAJ,  PD 
152  #  WAGNER,  KENNETH  RAY,  COP 
HIALEAH 

178  ANDRES,  STEVEN  ROBERT,  CPT,  PD 
65  #  BERRY,  ALDEN  RICHARD,  COP 

135  BOLANOS,  ROLANDO  DANIEL,  COP 

157  BRADHAM,  EDDIE  LAVERN,  SR,  COL,  PD 
192   ELIZARDE,  JOSEPH,  CPT,  PD 

114  #  HEDRICK,  JOHN  J.,  CPT,  PD 

109  #  LAKE,  JOHN  S,  CPT,  PD 

73  #  LEGGETT,  LAWRENCE  D,  COP 
62  #  MAYNARD,  DAVID  INSELL,  COP 

128  #  MENDEZ,  JOSE  RAUL,  COL,  PD 

71  #  NEVINS,  THOMAS  P,  SR,  ASST  CHF,  PD 

97  #  RILING,  FREDERICK,  MAJ,  PD 

136  #  RUSSO,  MICHAEL  EARL,  CPT,  PD 

28  #  WARNER,  HERBERT  U. ,  CHIEF  OF  POLICE,  PD 
HOLLY  HILL 

187  BARKER,  MARK  DAVID,  INVSTGR,  PD 
HOLLYWOOD 

155  #  CASTIGLIONE,  DARRON  PETER,  SGT,  PD 
177   D'HERON,  WILLIAM,  LT,  PD 

98  #  HESSLER,  LE  ROY,  ASST  CHF,  PD 
104  #  MOWERS,  ROBERT  S,  CAPTAIN,  PD 

94  #  SANDELIER,  TONY,  CAPTAIN,  PD 
143   STONE,  RICK  DON,  COP 

185  WAGNER,  CHADWICK  EDWARD,  SGT,  PD 

165  WILSON,  JOHN  MILTON,  LT,  PD 
HOLMES  BEACH 

171  #  MADDOX,  RICHARD  CLINTON,  JR,  COP 

184  ROMINE,  WILLIAM  JAY,  COP, 
HOMESTEAD 

186  BOWE,  EDWARD  FRANCIS,  JR,  CPT,  PD 

158  IVY,  CURTIS  KYLE,  JR,  COP 

107  #  MORGAN,  KENNETH  0,  JR,  CHF  RANGER,  EVERGLADES  NATL  PA 

166  #  PALMER,  EDWARD  GENE,  CPT,  PD 
88  #  SNIDER,  EMMETT  L,  COP 

125  *  WALL,  JOHN,  COP 
HOMESTEAD  AFB 

84   MCMICHAEL,  GENE  L.,  MAJOR,  USAF 

118   WOODRING,  CHARLES  GORDON,  CWO  II,  USA 
HOMOSASSA  SPRINGS 

"«   BUCKSON,  BRUCE  CANNON,  MAJ,  FL  MARINE  PATROL 
HUDSON 

106   HASBROUCK,  RICHARD  H,  COP 
HURLBURT  AFB 

185  HOLLINGSEAD,  GREGORY  ALLAN,  SR  MSGT,  USAF 
INDIALANTIC 

188  GEIGER,  JESSE  VALENTINE,  COP 
141  tt   SKINNER,  ROGER  A,  COP 

INDIAN  RIVER  SHORES 
160   COX,  HUGH  ALLEN,  JR,  DIR,  DPS 


SO 


INVERNESS 
182   BURNS,  WAYNE  MAURICE,  CPT,  CITRUS  CO  SD 
135  #   LACASSE,  TERRYL  CLARENCE,  MAJ,  CITRUS  CO  SD 
150   MERRITT,  THOMAS  EUGENE,  LT,  CITRUS  CO  SD 
166   PLEVELL,  JOHN  PAUL,  INVSTGR,  CITRUS  CO  SD 
JACKSONVILLE 
194   ABRAMOWITZ,  BARRY  LEONARD,  INVSTGR,  ST  ATTY  OFC 
ALLEN,  JAMES  H. ,  CPT,  PD 
ANDERSON,  DAVID  BOWIE,  LT, 

BESELER,  PAUL  RICHARD,  JR,  CHF  SUPVY  INVSTGR,  STATE  ATT 
BOSSE,  JEAN-EUDES  ROBERT,  MSGT,  USMC 
BRADEEN,  RICHARD  NILES,  SGT,  JACKSONVILLE  SO 
BRANCH,  RONALD  V.,  SGT,  OFC  OF  THE  SHF 
BROOKS,  RUSSELL  ALAN,  CPT,  USMC 

BROWN,  WILLIAM  CLINTON,  JR,  CHF  OF  PUB  SER  DIV,  JACKSON 
CARRICK,  GRADY  THOMAS,  MAJ,  FL  HPTL 
CREWS,  JAMES  OYNEL,  CPT,  PD 

CUNNINGHAM,  JOHN  J.,  JR.,  DET  SGT,  DUVAL  CO  SO 
DANSON,  JOHN  ELWYN,  DEP  DIR,  OFC  OF  THE  SHF 
DIPERNA,  DAVID  MICHAEL,  SGT,  JACKSONVILLE,  CO  SO 
EDWARDS,  HENRY,  JR,  LT,  OFC  OF  THE  SHF 
EDWARDS,  MICHEAL  PERNELL,  CHF,  JACKSONVILLE  SO 
ERICKSEN,  SUSAN  NIX,  BU  CHF,  FL  DEPT  OF  LAW  ENF 
GLOVER,  NATHANIEL,  JR,  SHF  OF  JACKSONVILLE  CO 
GORDON,  JOHN  LAWRENCE,  USHF,  JACKSONVILLE  SO 
HENDRY,  GAYWARD  FRANKLIN,  INVSTGR,  STATE  ATTY  OFC 
HENRY,  JOSEPH  NATHANIEL,  DIR  OF  OP,  JACKSONVILLE  SO 
HIDAY,  HENRY  R. ,  JR.,  SGT,  OFC  OF  THE  SHF 
HIERS,  HOODROW  WILSON,  JR,  CHF,  FL  DEPT  OF  LAW  ENF 
HODGES,  WYLLIE  BRYANT,  CHF,  JACKSONVILLE  SO 
HOWELL,  VINCENT  M,  SGT,  JACKSONVILLE  SO 
HUDGINS,  JAMES  LARRY,  CHF  OF  COMM  AFFAIRS  DIV,  JACKS 
JETT,  JAMES  BUFORD,  CHF  OF  SFTY  AND  SEC,  FL  JR  COL 
JOHNSON,  WILLIAM  H,  DEP  DIR,  JACKSONVILLE  SO 
JONES,  JOHN  FREDERICK,  LT,  JACKSONVILLE  CO  SO 
KRAMER,  CHARLES  EDWARD,  SGT,  JACKSONVILLE  SO 
LEY,  JAMES  DOUGLAS,  CHF  OF  SERV,  JACKSONVILLE. SO 
LIO,  PAUL  ROBERT,  SA,  FL  DEPT  OF  LAW  ENF 
28  #  LOWE,  JAMES  T.,  CHF,  DUVAL  CO  SO 
175   LUEDERS,  GEORGE  HERMAN,  ASST  CHF,  JACKSONVILLE  SO 
MACKESY,  FRANCIS  JAKE,  CHF,  JACKSONVILLE  SO 
MCMILLAN,  JAMES  E,  SHF  OF  JACKSONVILLE 
MILEY,  RAYMOND  A,  USHF,  OFFICE  OF  THE  SHERIFF 
MULLEN,  TERRENCE  JOHN,  SA,  FL  DEPT  OF  LAW  ENF 
NELSON,  HENRY  D. ,  LT,  JACKSONVILLE  SO 
OWEN,  KENNETH  G,  DIRECTOR,  UNIV  OF  N.  FL  PD 
PARSLEY,  GARLAND  CURTIS,  SPEC  INVSTGR,  NAVAL  INTELLIGEN 
PIALORSI,  JOHN  CARL,  DIV  CHF,  JACKSONVILLE  SO 
PICKETT,  DONALD  E.,  LT,  OFFICE  OF  THE  SHERIFF 
POWELL,  ALVIE  L,  JR,  DIR  OF  SERV,  JACKSONVILLE  SO 
RICHARDSON,  MILLARD  P,  DIR  OF  OPERATIONS,  OFFICE  OF  T 
RUSSELL,  LARRY  DEE,  CPT,  JACKSONVILLE  SO 
RUTHERFORD,  JOHN  HENRY,  DIR,  JACKSONVILLE  SO 
SEIBLER,  RICHARD  HERMAN,  JR,  CHF,  JACKSONVILLE  SO 
SPATES,  L  JEROME,  CHF,  DUVAL  CO  SO 
SOUYARS,  WILLIAM  E.,  OFFICER,  OFFICE  OF  TRAFFIC 
STELMA,  JOSEPH  GEORGE,  JR,  CPT,  JACKSONVILLE  SO 
TAYLOR,  JAMES  ROBERT,  BU  CHF,  FL  DEPT  OF  LAW  ENF 
THOMAS,  VICTOR  R,  CHF,  JACKSONVILLE  SO 
WILLINGHAM,  MARK  ALAN,  CPT,  FL  DIV  ABT 
WILSON,  ISIAH,  LT,  JACKSONVILLE  CO  SO 
WISE,  JACK  FRANKLIN,  REG  DIR,  FL  DEPT  OF  LAW  ENF 


21 
122 
141 
153 
126 

94 
152 
163 
172 

60 

75 

71 
135 
104 
186 
121 
130 
152 
184 
157 

97 
168 
146 

74 
137 
123 
117 
131 
127 
178 
127 


190 
115 

92 
168 

93 
117 
127 
168 

81 
139 

86 
182 
171 
193 
123 

82 
119 
137 
106 
149 
144 
181 


JACKSONVILLE  BEACH 


BENNETT,  ROGER  QUENTIN,  MAJ,  FL  MARINE  PATROL 

BROWN,  PAUL,  COP 

DORN,  ROY  FREDERICK,  JR,  SGT,  PD 

ENGLISH,  JOHN  H. ,  LT,  PD 

SHANK,  CLIFFORD  ALVIN,  JR,  LT,  PD 

THOMASON,  BRUCE  ALLEN,  COP 

BELOTE,  IRVIN  HAROLD,  JR,  DEP,  HAMILTON  CO  SO 
REID,  JAMES  HARRELL,  SHF  OF  HAMILTON  CO 


PD 


144 
91 

188 
99 

119 

122 
JASPER 

177 

164 
JUNO  BEACH 

158   TYRE,  MITCHELL  LEO,  COP 
JUPITER 

189   BOHLMAN,  DAVID  JOHN,  CPT,  PD 

178   HERMANSKI,  STANLEY  JOHN,  MAJ, 
98  *  HUMPHREY,  EDWARD  K,  MAJ,  PD 

130   WESTGATE,  RICHARD  JAN,  COP 
KENNEDY  SPACE  CENTER 

172   BROSS,  MICHAEL  LEE,  SA,  NASA 

174   BURCH,  CALVIN  LAWRENCE,  SUPVY  SA,  NASA 

184   STEVENS,  MICHAEL  LEE,  SA,  NASA 
KEY  BISCAYNE 

126    FLAHERTY,  MICHAEL  JOSEPH,  DIR,  DPS 
KEY  WEST 

130   BARBER,  MICHAEL  RICHARD,  CHF  INVSTGR,  STATE  ATTY  OFC 

163   CASEY,  CHARLES  STEVEN,  MAJ,  MONROE  CO  SD 

118  *  CHINN,  RONDALL  ALAN,  SGT,  MONROE  CO  SD 

124  #  CONRADY,  RICHARD  PAUL,  LT,  MONROE  CO  SD 

172   GRANTHAM,  DONALD  EDWARD,  CPT,  PD 

142  #  JONES,  JIMMIE  MONROE,  LT,  MONROE  CO  SO 

104   KNAPP,  GEORGE  S.,  JR.,  LIEUTENANT,  MONROE  COUNTY  SO 

169   MCDONALD,  WILLIAM  RUSSELL,  COL,  MONROE  CO  SD 

180   MCNEILL,  WILLIAM  GREIG,  CPT,  PD 

103  #  MEGGS,  LAWRENCE  A,  COL,  MONROE  CO  SD 

123  #  MERTZ,  LEWIS  JAMES,  MAJ,  PD 

176   PERYAM,  ROBERT  PAUL,  MAJ,  MONROE  CO  SD 

111  n   PETERSON,  EDGAR  R,  COP 
58  *  RAIOLE,  RENE  A.,  LT,  MONROE  CO  SO 


PAGE 
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FLORIDA  -  FLORIDA 

95   ROTH,  RICHARD  D,  SHF  OF  MONROE  CO 
168    TAYLOR,  TOMMY,  JR,  CPT,  MONROE  CO  SO 

98  I  HEBSTER,  THOMAS  E,  COP 

160   HINEGARDEN,  BRUCE  THOMAS,  LT,  MONROE  CO  SD 
KINGSLAND 

99  SMILEY,  ROBERT  J,  DET  PD 
KISSIMMEE 

76  »  BEST,  ROBERT  U. ,  SHF  OF  OSCEOLA  CO 
137   CROFT,  CHARLES  HAYNE,  SHF  OF  OSCEOLA  CO 

94  I  FORNES,  ROBERT  H,  SHF  OF  OSCEOLA  CO 
128   JEHELL,  DENNIS  KEITH,  CPT,  PD 
141   JOHNS,  EARL  CARL,  CPT,  PD 

163  #  LANE,  JONATHAN  SPENCER,  SHF  OF  OSCEOLA  CO 
61   MURPHY,  ERNEST  P,  ADMIN  ASST,  OSCEOLA  CO  SD 

122  ROSS,  FRANK  JOSEPH,  COP 

182  ROUSCH,  PAMELA  KAY,  CMDR,  PD 

164  SUTPHIN,  JOHN  RAY,  LT,  PD 
150  TAYLOR,  EARL  RENFROE,  LT,  PD 

183  TAYLOR,  SCOTT  LEONARD,  LT ,  OSCEOLA  CO  SD 

111   HATFORD,  JIMMIE  J,  SPECIAL  ASST,  CITY  MANAGERS  OF 

LAKE  BUTLER 

166   HHITEHEAD,  GERALD  MATTHEW,  SHF  OF  UNION  CO 

LAKE  CITY 

180   LEE,  BILLY  RAY,  MAJ,  FL  HPTL 

136   PARRISH,  RICHARD  DALE,  INVSTGR  SGT,  PD 

LAKE  MARY 

143   BEARY,  RICHARD  MICHAEL,  COP 

175   BELFIORE,  SAMUEL  LOUIS,  JR,  CPT,  PD 

119  tt   LAUDERDALE,  CHARLES  H,  DIR,  DPS 

LAKE  NORTH 

182   HAMPSHIRE,  PATRICK  LEE,  DEP  CHF,  PD 

107  #  HARRIS,  RICHARD  T,  ASST  CHF,  PD 

97  *  HERRON,  ROBERT  G,  CHF,  PALM  BEACH  CO  PRK  POL 

96  #  LENNERTZ,  DAVID  G,  COP 

118  tt   RICHARDSON,  CRAIG  ELMORE,  DEP  CHF,  PD 
195   SMITH,  WILLIAM  EDWIN,  COP 

LAKELAND 

152  tt   ALEXANDER,  LARRY  CLEO,  DEP  CHF,  PD 
133   BACA,  SAMUEL  VALDEZ,  COP 

164  CAIN,  GARRY  WAYNE,  DEP  CHF,  PD 

178  CLARK,  DAVID  JOHN,  MAJ,  USA  ( FL  SOUTHERN  COLLEGE) 

119  CROW,  LAWRENCE  WILLIAM,  JR,  SHF  OF  POLK  CO 
177  DORAS,  BRUCE  WILLIAM,  LT,  FL  HPTL 

135   GRIER,  CLARENCE  BERNARD,  SR,  DEP  CHF,  PD 
174   HENSON,  DEBRA  ANN,  CPT,  PD 
99  *  NORTON,  JAMES  I.,  MAJOR,  PD 
145   PARRISH,  LARRY  WADE,  LT,  FL  HPTL 

189  REAUME,  CHARLES  GEORGE,  JR,  CPT,  PD 
78  tt   SANGSTER,  JOHN  H. ,  JR.,  CPT,  PD 

LANTANA 

153  *  ADRIANCE,  BARRY  ANDREW,  LT,  FL  HPTL 
164   BERTRAND,  WILLIAM  GERALD,  SGT,  FL  HPTL 

LARGO 

109  BABINI,  DENNIS  L,  NARC  INTRVN  SPEC,  PINELLAS  CO 

177  BILLING,  GARY  PHILLIP,  CPT,  PINELLAS  CO  SD 

190  BOLLE,  JOHN  DAVID,  CPT,  PINELLAS  CO  SO 
187  BOUDROT,  CARLA  DOREEN,  LT,  PD 

125  BROADHURST,  ROBERT  THOMAS,  DEP,  PINELLAS  CO  SO 

149  COATS,  JAMES  FRANKLIN,  MAJ,  PINELLAS  CO  SD 

95  tt  COLEMAN,  GERARD  A,  SHF  OF  PINELLAS  CO 

101  tt  COUTER,  BRUCE  W,  CPT,  PD 

113  DAY,  DOUGLAS  L.,  CPT,  PD 

92  tt  GALLENSTEIN,  JOE  M,  COP 

137  KNAPP,  THOMAS  UPTON,  CPT,  PD 

107  LYNN,  SAMUEL  F,  MAJ,  PINELLAS  CO  SO 

159  MULRY,  JOHN  JOSEPH,  JR,  CHF  DEP,  PINELLAS  CO  SD 

101  REMMING,  KENNETH  L,  MAJ,  PINELLAS  CO  SD 

119  RICE,  EVERETT  STROUSE,  SHF  OF  PINELLAS  CO 

67  tt  ROBERTS,  WILLIAM  T,  SHF  OF  PINELLAS  CO 

115  SCHUTTE,  ROBERT  M,  MAJ,  PINELLAS  CO  SD 

95  STIEGLER,  WILBUR  J.,  LT,  PINELLAS  CO  SD 

91   VINCENT,  HERMAN  E.,  RISK  MGR,  PINELLAS  CO  SD 
167  tt   WALKER,  JOHN  FREDERICK,  CPT,  PD 
111   WILBER,  HAROLD  B,  MAJ,  PINELLAS  CO  SO 

165  WOLF,  JOHN  FRANCIS,  MAJ,  PINELLAS  CO  SD 
LAUDERDALE-BY-THE-SEA 

103   PATTEN,  EDWARD  B.,  JR.,  COP 
LAUDERHILL 

80  *  BISHOP,  DAVID  N.,  DET,  PD 

194  HENDERSON,  RANDEL  ARTHUR,  CPT,  PD 

170   REILLY,  MICHELE  ELIZABETH,  DEP  CHF,  PD 
LEESBURG 

90  tt   BROWN,  JAMES  B.,  JR,  COP 
152   IDELL,  HARLAN  CHARLES,  JR,  COP 

18  *  PARRISH,  WILLIAM  F.,  COP 
183   ROCKEFELLER,  STEVEN  DOUGLAS,  LT,  PD 
LIGHTHOUSE  POINT 

187   TIERNEY,  KIM  ELLEN,  COP 
LIVE  OAK 

166  MCLEOD,  WILBUR  NOLAN,  COP 

134   PFEIL,  WILLIAM  THOMAS,  SPEC  AGENT,  FL  DEPT  OF  LAW  ENF 

96  WILLIAMS,  ALTON  K. ,  JR.,  INVSTGR,  3RD  JUDICIAL  DIST,  ST 
( nwr  kfy 

143  PRICE,  JUSTIN  LESTER,  INVSTGR  II,  STATE  FIRE  MARSHAL 
LONGBOAT  KEY 

166   KINTZ,  JOHN  WILLIAM,  SGT,  PD 
109    MCCAMMON,  WAYNE  C. ,  COP 
LONGWOOD 

144  tt   BAKER,  TERRY  THOMAS,  ASST  CHF,  PD 

195  JACKSON,  THOMAS  SPENCER,  JR,  COP 


128   MANNING,  GREGORY  GREEN,  COP 
172   YELVINGTON,  JESSE  FERN,  JR,  LT,  PD 
MACDILL  AFB 
125  tt   BORNSTEIN,  ALVIN  HOWARD,  SA,  USA 

111  MATHEHS,  LYLE  D,  LTC,  USMC 
174   MATTHEWS,  KEVIN  E,  LTC,  USA 
110   TARDY,  JOHN  C,  LTC,  USA 

MADISON 

114   TINNEY,  BUDDY  J.,  LT,  FL  HPTL 
MAITLAND 

112  DOYLE,  EDWARD  W. ,  COP 

167    FLOYD,  ROGER  DALE,  LT,  PD 
128   HEATWOLE,  ROBERT  LEE,  LT,  PD 
186   MEROLA,  ANTHONY  CHARLES,  LT, 
99   YOUNG,  BENJAMIN  R,  SGT,  PD 

MARATHON 

66  *  CARTER,  WILLIAM  B 

MARGATE 
171   CASSESA,  EDWARD  ANTHONY,  LT,  PD 
192   HYATT,  WARREN  LANIER,  II,  LT,  PD 

MARIANNA 

97  tt   DEAN,  HERSCHEL  T,  JR,  DIR,  DPS 

MEDLEY 
160  #  SHANNON,  JAMES  ALBERT,  COP 

MELBOURNE 
179   ALLGEYER,  GARY  ALBIN,  CPT,  PD 
107  *  CAMPBELL,  BRUCE  G,  COP 
71  tt   COTRON,  ROBERT  J.,  COP 
126  tt   DOUGLASS,  GEORGE  CULVER,  CPT,  PD 
140   SHORT,  JOHN  WARD,  CPT,  PD 
116  tt   SLAUGHTER,  JAMES  F,  CPT,  PD 
105  tt   YEAGER,  WILBUR  L,  DEP  CHF,  PD 

MEXICO  BEACH 
192   POLLOCK,  MITCHELL  THOMAS,  COP 


PD 


LT,  MONROE  CO  SD 


MIAMI 
148  tt 
169 
145 

28  tt 
112  # 
149 
162  tt 
180 

84  tt 
174 


AKEY,  THEODORE  JOSEPH,  COL,  FL  MARINE  PTL 

ALLEN,  RANDY  LEE,  CPT,  METRO-DADE  PD 

ALVAREZ,  CARLOS  ALBERTO,  DIR,  METRO-DADE  PD 

ANDERSON,  ALFRED  W. ,  MAJ,  PD 

BARED,  ALFREDO,  ASST  CHF,  PD 

BECKERMAN,  WILLIAM  DAVID,  SA  SUPR,  FL  DEPT  OF  LAW  ENF 

BENNETT,  JUDITH  MITCHELL,  CPT,  PD 

BIANCO,  ROBERT  DEAN,  (SGT,  OLDHAM  CO  SO)  SA,  FBI 

BLACK,  CHARLES  C,  CPT,  METRO-DADE  PD 

BLOM,  RICHARD  MICHAEL,  CPT,  PD 


60  tt   BOHARDT,  PAUL  H,  CHF  OF  ADMIN  DIV,  DADE  CO  DPS 


116 
153 
127 
131 
179 
154 
179 
163 
172 
178 
110 
30 
144 
165 
159 
136 
181 
141 
160 
183 
168 
108 
193 
147 
184 
109 
192 
104 
41 
67 
113 
194 
155 
100 
96 
90 
157 
190 
195 
133 
106 
123 
125 
175 
98 
187 
146 
160 
75 
142 
151 
124 
134 
139 


BOLINGER,  HARRY  E,  CMDR,  METRO-DADE  PD 

BONI,  FRANK  PAUL,  JR,  ASST  DIR,  METRO-DADE  PD 

BOWERS,  JAMES  LAWRENCE,  LT,  DADE  CO  PUB  SFTY  DEPT 

BRADY,  LEONARD  CLIFFORD,  CHF  OF  SHF  SERV,  METRO-DADE  PD 

BRIERTON,  JAMES  GERARD,  CPT,  FL  HPTL 

BROOKS,  JOHN  ERNEST,  JR,  ASST  CHF,  PD 

BUTLER,  CHESTER  ALAN,  JR,  BU  CMDR,  METRO-DADE  PD 

CAMPBELL,  AARON,  JR,  MAJ,  METRO-DADE  PD 

CARBERRY,  EDWARD  JOSEPH,  III,  CPT,  PD 

CHILDRESS,  ANNE  MARIE,  CPT,  PD 

CHINN,  ALVIS  L,  SGT,  FL  HPTL 

CHRISTIANSEN,  EARL  L.,  DET,  PD 

CHRISTMAS,  FRANKLIN  EUGENE,  MAJ,  PD 

CONEY,  JEROME  JOSEPH,  LT,  METRO-DADE  PD 

COOPER,  LONNIE  THOMAS,  SAC,  FL  DEPT  OF  LAW  ENF 

DE  JONG,  DEAN  JAY,  MAJ,  PD 

DEREMER,  JACQUES  IAN,  LT,  METRO  DADE  PD 

DOMINGUEZ,  ALFREDO  ENRIQUE,  SGT,  PD 

EXPOSITO,  MIGUEL  ARNALDO,  JR,  MAJ,  PD 

FISCHER,  RUSSELL  L,  LT,  METRO  DADE  PD 

FLEITES,  JOSE  ANDRES,  CPT,  PD 

FLEMING,  WILLIAM  J,  LT,  PD 

FLINT,  MICHAEL  WAYNE,  CHF,  FL  DEP  OF  LAW  ENF 

FLYNN,  DANIEL  WILLIAM,  MAJ,  METRO-DADE  PD 

FORQUER,  CAROLYN  jEAN,  MAJ,  PD 

FOWLER,  RICHARD  H,  CPT,  METRO-DADE  PD 

GARCIA,  JUAN,  LT,  PD 

GARFIELD,  NEIL  M,  CPT,  PD 

GARMIRE,  BERNARD  LEWIS,  CHIEF  OF  POLICE 

GEYER,  GEORGE  WILLIAM,  JR.,  SA,  FL  DEPT  OF  LAW  ENF 

GLOVER,  LARRY  W,  CPT,  PD 

GONZALEZ,  ISRAEL,  LT,  PD 

GONZALEZ,  ROBERT,  CHF  OF  CNTRL,  METRO-DADE  PD 

GRACEY,  PAUL  E,  MAJ,  FL  HPTL 

GRANT,  JAMES  W,  LT,  METRO-DADE  PD 

GRIFFIN,  HARRY  L,  ASST  COP,  PD 

GRUEN,  MICHAEL  SETH,  LT,  METRO-DADE  PD 

GUZMAN,  ARMANDO  ANTHONY,  LT,  PD 

HAFNER,  FREDERICK  EDWARD,  II,  LT,  MIAMI-DADE  PD 

HANCOCK,  GARY  SCOTT,  LT,  METRO-DADE  PD 

HARMS,  KENNETH  I,  COP 

HARPER,  DORSETT  ALLEN,  LT,  METRO-DADE  PD 

HECKMAN,  STEPHEN  CHARLES,  LT,  METRO-DADE 

HERRERA,  JORGE  RAUL,  MAJ,  FL  DIV  ABT 

HOTOPP,  GERALD  D,  COP 

HOHETT,  EDWARD  ROGERS,  LT,  METRO  DADE  PD 

IBRAHIM,  ANIBAL  ERASMO,  CPT,  (COL),  PD 

JOURDAN,  DOYLE  W,  SAC,  FL  DEPT  OF  LAW  ENF 

KLIMKOWSKI,  ADAM  Z.,  ASST  CHF  OF  OPERATIONS,  PD 

KNIGHT,  ROBERT  BROWARD,  LT,  FL  MARINE  PATROL 

LINVILLE,  JAMES  WILLIAM,  CPT,  METRO-DADE  PD 

MAGRUDER,  GEORGE  EDWIN,  (INVSTGR,  DA  OFC)  SA,  FBI 

MARTINEZ,  WALTER  DAVID,  DEP  CHF,  PD 

MATTHEWS,  DONALD  HOKE,  MAJ,  METRO  DADE  PD 


PD 
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178 
126 
188 
193 
105 
161 
173 
148 
104 
189 
186 
182 
134 
191 
115 
110 
180 

95 
136 
164 
184 
135 
158 

23 
171 
106 

33 
188 
141 
129 
185 


MCAULIFFE,  MICHAEL  OHEN,  (COP,  H.  BOYLSTON.MA)  SA,  FBI 
MCCARDEL,  BENNIE  H,  DIR  OF  INVSTGN  UNIT,  DADE  CO  S 
MCQUEEN,  CRAIG  EMMIT,  LT,  PD 
MENDEZ,  FERNANDO  WALFRIDO,  MAJ,  METRO  DADE  PD 
MEYER,  JACK  R,  PTLM,  PALM  BEACH  PD 
MILLER,  CHARLES  FRANCIS,  CPT,  METRO  DADE  PD 
MONTGOMERY,  JAMES  DONALD,  CPT,  METRO  DADE  PD 
MOORE,  ALFRED  R,  BU  CMDR,  METRO-DADE  PD 
MORRISON,  HILLIE  J,  ASST  DIR/PS,  METRO-DADE  PD 
MOURING,  MICHAEL  CLAYTON,  CPT,  METRO-DADE  PD 
NELSON,  KENNETH  HARVEY,  LT,  PD 
OCONNOR,  WILLIAM  HENRY,  LT,  PD 
ORTIZ,  CARLOS,  INVSTGR,  FL  DIV  OF  INSURANCE 
PARKER,  ROBERT  L,  MAJ,  METRO-DADE  PD 
PEARCE,  JEFFREY  H. ,  LT,  PD 
PEARSON,  MADELINE  S,  MAJ,  METRO-DADE  PD 
PEREZ,  LUIS  MIGUEL,  LT,  PD 
PLETCHER,  THOMAS  G,  CPT,  METRO-DADE  PD 
RENTFROH,  JACK  MCMAHON,  CHF  INVSTGR,  DADE  CO  DA  OFC 
REYNOLDS,  CHARLES  WALTER,  JR,  CHF  INVSTGR,  DADE  CO  SAO 
RIMES,  CLYDE  MANNING,  JR,  LT,  PD 
ROGERS,  LOUIS  RICHARD,  MAJ,  METRO-DADE  PD 
ROSS,  CALVIN,  COP 

ROULS,  EDWARD  D.,  CHIEF,  DADE  COUNTY  SO 
SCHLAFLY,  FRED  EDWARD,  BU  CMDR,  METRO-DADE  PD 
SELVAGGI,  ALBERT,  CPT,  METRO-DADE  PD 
SISTRUNK,  ERNEST  E.,  CHIEF  DEP  CONSTABLE,  DADE  COUN 
SUCCI,  JEFFREY  LOUIS,  CPT,  FL  HPTL 
TAYLOR,  KERMIT  STUART,  CPT,  FL  HPTL 
TELLEZ,  EUGENE,  LT,  PD 
THOMPSON,  CHARLES  L,  MAJ,  METRO  DADE  PD 
99  #  TROY,  FRANCIS  D. ,  SA,  FL  DEPT  OF  LAW  ENF 

175   WALLER,  ROBERT  JOHNSON,  LT,  METRO  DADE  PD 
64   WARD,  JAMES  A,  DEP  DIR,  METRO-DADE  OFC  OF  HUM 

102  tt   WEAVER,  JOHN  E.,  LT,  PD 

162   WICKER,  JOHNNIE  WALTER,  III,  SA,  DRUG  ENF  ADMIN 

121   WILSON,  LEWIS  ALBERT,  III,  SA,  FL  DEPT  OF  LAW  ENF 
MIAMI  BEACH 


BARRETO,  RICHARD  RANDOLPH,  COP 
DELEO,  ROCCO,  ASST  CHF,  PD 
DIAZ,  MANUEL  WAYNE,  ASST  CHF,  PD 
GODDARD,  DENNIS  L,  INSPR,  PD 
GORDON,  JACK  C,  MAJ,  PD 
GUASTO,  LUCIAN,  COP 
KRUIDENIER,  BASTIAN  D. ,  CAPTAIN,  PD 
LEONARD,  ARTHUR  H.  ,  JR.,  MAJ,  SUPT,  PD 
ROBBINS,  STEVEN  DAVID,  MAJ,  PD 
SCHNEIDER,  PATRICIA  LEE,  MAJ,  PD 
SOLOWITZ,  IRWIN  ALAN,  ASST  CHF,  PD 
VESKI,  LEONARD,  LT,  PD 
WEBB,  JACK  L,  COP 
WOOLDRIDGE,  FRED  C,  MAJ,  PD 
MIAMI  SHORES 

115  tt   BRENTON,  WELDON  J.,  ASST  CHF,  PD 

107  tt   FLETCHER,  JOHN  A,  COP 

166   MASTEN,  RICHARD  HEZEKIAH,  JR,  COP 
67  #  THURMAN,  WAYNE  HARRY,  CHIEF  OF  POLICE 

127  #  ZOOVAS,  MICHAEL  ANTHONY,  COP 
MIAMI  SPRINGS 


175 

164 

138 

117 

92 

128 

82 

39 

189 

186 

149 

132 

68 

99 


BAAN,  PETER  GERARD,  LT,  PD 
FRIED,  PHILIP  ADAIR,  CPT,  PD 
KOSHOCK,  MICHAEL  A,  CPT,  PD 
STEFFEN,  EARL  C,  COP 


CHAPMAN, 
CUMMINGS 


NORMAN  NEPHI,  JR,  COP 
WESLEY  RALPH,  CHF  DEP,  SANTA  ROSA  SO 
MARKOPOULOS,  WILLIAM  PETER,  COP 
SEEVERS,  MATTHEW  ELWOOD,  LT,  SANTA  ROSA  CO  SD 


170 

163 

109  tt 

99 

MILTON 

142 

169 

170 

178 
MIRAMAR 

145  ATKINSON,  GEORGE  BERNHARD,  COP 

127  tt   FIANDOLA,  RICHARD  ANTHONY,  CPT,  PD 
181   GUESS,  WILLIAM  FREDERICK,  DEP  CHF,  PD 
190   KEESLING,  BRUCE  RICHARD,  SGT,  PD 
144  #  LEMIEUX,  WILLIAM  AIME,  JR,  LT,  PD 
MOUNT  DORA 

121  *  LOCKE,  ROBERT  AMOUS,  JR,  COP 
126   PUTMAN,  EMORY  BURKE,  COP 

N  MIAMI  BEACH 

162  GAGE,  MARSHALL  BURKITT,  EXEC  ASST 
NAPLES 

96  #  BARNETT,  RAYMOND  H. ,  DEP  CHF,  COLLIER  CO  SD 

122  tt   BOOTH,  HENRY  ADAM,  JR,  LT,  COLLIER  CO  SO 

163  BYRNE,  JAMES  JOSEPH,  CPT,  PD 

167   CANADY,  PAUL  WAYNE,  LT,  COLLIER  CO  SO 

150  CAPERTON,  DOUGLAS  EDWARD,  LT,  COLLIER  CO  SO 
101  tt   DAMPIER,  GEORGE  D,  ASST  CHF,  PD 

154   GRAHAM,  LAWRENCE  WAYNE,  CPT,  COLLIER  CO  SO 

179   HUNTER,  DONALD  CURTIS,  SHF  OF  COLLIER  CO, 

114  tt   MILLS,  CURTIS,  CPT,  COLLIER  CO  SD 

187   MOORE,  STEVEN  CRAIG,  CPT,  PD 

172   RAMBOSK,  KEVIN  JAMES,  CPT,  PD 

195   SANDERS,  JAMES  FLOYD,  CPT,  COLLIER  CO  SD 

146  tt   SIRECI,  PAUL  FREDERICK,  CPT,  PD 

138   STORRAR,  THOMAS,  JR,  CPT,  COLLIER  CO  SO 
NEW  PORT  RICHEY 

151  FRANCIS,  JAMES  CARL,  CHF  DEP,  PASCO  CO  SO 
193   GREENE,  DARLENE  TRIPP,  MAJ,  PASCO  CO  SO 
183   PETROSKY,  RAYMOND  WILLIAM,  CPT,  PASCO  CO  SD 

NEW  SMYRNA  BEACH 
171   FLEMING,  DENVER  HARRY,  III,  COP 


185   KIRBY,  WADE  SCOTT,  LT,  PD 

160   MIMS,  DAVID  ALLEN,  SR,  CPT,  PD 
NORTH  BAY  VILLAGE 

178   CANTOR,  LONNIE  GREGORY,  MAJ,  PD 

143  tt   DUNPHY,  FREDERICK  BLAISE,  COP 
NORTH  LAUDERDALE 

116  tt   BOYTELL,  JESS  J,  COP 

171   CAVALLO,  LOUIS  EMANUEL,  LT,  DPS 
NORTH  MIAMI 

64  tt   DEVANEY,  JAMES  PATRICK,  COP 

148   EACH,  KENNETH  HENRY,  COP 
93  tt   FLOM,  THOMAS  H,  COP 

169  HOOD,  THOMAS  SEAN,  COP 

103  tt   JURIGA,  LAURENCE  R,  DEP  CHF,  PD 
182  tt   PORTZ,  ROBERT  ANDERSON,  MAJ,  PD 
190   STEPP,  STEPHEN  JOHN,  MAJ,  PD 
NORTH  MIAMI  BEACH 
132   BERGER,  WILLIAM  BENEDICT,  SR,  COP 
99  #  HARRIS,  JIMMIE  D,  DEP  CHF,  PD 
131  tt   NEEDLE,  ALAN  JOHN,  MAJ,  PD 

170  RIBEL,  THOMAS  ELLSWORTH,  DEP  CHF,  PD 
NORTH  PALM  BEACH 

108  tt   ROBERTS,  GERALD  G,  LIEUTENANT,  DPS 
159   SEKERES,  BRUCE  FREDERICK,  DIR,  DPS 
131  tt   TOLES,  RONALD  GARY,  SGT,  DPS 
NORTH  PORT 

140   COSTELLO,  VICTOR  IRVING,  COP 
OAKLAND  PARK 

81  #  KUBALA,  STANLEY  B.,  DIRECTOR  OF  PUBLIC  SAFETY 
MANERI,  CLYDE  D. ,  DEP  DIR  OF  PUBLIC  SAFETY,  PD 
REFFETT,  RONALD  LEE,  LT,  PD 
WILLIAMS,  CHARLES  L.,  CHIEF  OF  POLICE 


100  tt 
183 

90  tt 
OCALA 
155 

48  tt 
107  tt 

81 
133 
154  # 
111  tt 
188 
157 
107 
125 
110  tt 
173 
166 
140  * 
102 
183 
116 
128 


ADKINS,  TOMMIE  EARL,  DEP  SHF,  MARION  CO  SO 

ALVAREZ,  KENNETH  CHARLES,  COP 

BOVAIRD,  LESLIE  E.,  CMDR,  PD 

BURTON,  JOHN  E,  SA,  FL  DEPT  OF  LAW  ENF 

CAREY,  BRIAN  THOMAS,  MAJ,  PD 

FERGUSON,  WILLIAM  VANCE,  JR,  CPT,  PD 

FUGITT,  WILLIAM  R,  CMDR,  PD 

GRAHAM,  KENNETH  GREGORY,  MAJ,  PD 

HENRY,  DANIEL  PATRICK,  III,  MAJ,  MARION  CO  SD 

HOLLAND,  JEREMIAH  P.,  SR. ,  CPT,  MARION  CO  SD 

JUDKINS,  EDWIN  HAIWOOD,  CPT,  PD 

KING,  GERARD  T,  SR,  CHF  INVSTGR,  STATE  ATTY  OFC 

KRIETEMEYER,  ANDY  LAMAR,  CPT,  PD 

LATORRE,  FREDRICK  EDWARD,  DEP  CHF,  MARION  CO  SD 

MESSER,  RALPH  WEBSTER,  LT,  MARION  CO  SD 

MORELAND,  DON  R. ,  SHERIFF  OF  MARION  COUNTY 

SULLIVAN,  EMORY  EVAN,  LT,  MARION  CO  SO 

HORLEY,  JOHN  F.,  JR.,  LIEUTENANT,  MARION  CO.  SD 

WRIGHT,  EDWARD  MILLER,  JR,  SGT,  MARION  CO  SD 
OCEAN  RIDGE 

120   HILLERY,  EDWARD  GERALD,  JR,  DIR,  DPS 
OKEECHOBEE 

112  *  WILLIAMS,  D  C,  JR,  SHF,  OKEECHOBEE  CO.  SD 
OPA  LOCKA 

152  *  REEVES,  FLOYD  LEROY,  COP 
ORANGE  CITY 
105  tt   LOCKE,  ARTHUR  C,  COP 
96   MASSEY,  SIDNEY  H,  COP 
ORANGE  PARK 

172   BOIVIN,  JAMES  HOGUE,  LT,  PD 
ORLANDO 

142  AHERN,  DENNIS  MICHAEL,  SGT,  PD 

143  BEARY,  KEVIN  EUGENE,  SHF  OF  ORANGE  CO 
100  tt   BIRD,  WAYNE,  CPT,  ORANGE  CO  SO 

72  *  BRANCH,  WILLIAM  E.,  SGT,  PD 

#  BRAUNER,  ROBERT  VINCENT,  CWO  IV,  USA 
tt   BUCHANAN,  CARL  DAVID,  JR,  CHF  DEP,  ORANGE  CO  SD 
tt   CHEWNING,  ROBERT  J,  DIR,  ORANGE  CO  DPS 
tt   COLEMAN,  MELVIN  G,  SHF  OF  ORANGE  CO 

DEMINGS,  JERRY  LOUIS,  DEP  CHF,  PD 
85  tt   DUKE,  JOHN  R,  LT,  PD 
137  tt   GALLAGHER,  WALTER  JOSEPH,  SHF  OF  ORANGE  CO 
GLASS,  DONALD  EUGENE,  JR,  LT,  PD 
tt   GOODE,  JAMES,  CHIEF  OF  POLICE 

HARRIS,  ALBERT  L,  DISTRICT  CMDR,  FL  HPTL 

#  HAYNIE,  WILLIAM  G. ,  CHF  OF  DET,  PD 
tt   HURLBURT,  THOMAS  DYSON,  COP 

INGS,  SAMUEL  BERNIE,  LT,  PD 

KING,  JACK  W.,  JR.,  CPT,  FL  HPTL 

LANE,  ARTHUR  JOHN,  CPT,  FL  SHP 

MARONEY,  STEPHEN  EDWARD,  ASST  BU  CHF,  FL  DEPT  OF  LAW  EN 

#  MATLACK,  JOHN  H,  SPC  INVSTGR,  FL  DEPT  OF  STATE 
It   MCCRYSTAL,  BERNARD  W,  CPT,  PD 

MCMILLION,  WILLIAM  ANTHONY,  ASAC,  FL  DEPT  OF  LAW  ENF 
MILLER,  JAMES  RILEY,  SAS,  FL  DEPT  OF  LAW  ENF 
NEWMAN,  LANCE  HOWARD,  SSA,  FL  DEPT  OF  LAW  ENF 
ONEAL,  CHARLES  WOOTEN,  SEC  OFCR,  NASA,  KENNEDY  SPACE 
PADEN,  DONALD  E.,  INV  SUPV,  STATE  ATTORNEY'S  OFC 

#  PATRICK,  WILLIAM  A.,  PATROLMAN,  PD 
PAVLIS,  JOHN  JOSEPH,  MAJ,  ORANGE  CO  SD 

#  PHETTEPLACE,  GEORGE  W,  JR,  CWO  II,  USA 
RICKS,  WALTER  HOBBS,  LT,  ORANGE  CO  SD 

tt   SHEETS,  THOMAS  E,  MAJ,  ORANGE  CO  SD 

#  SHEFFER,  LAWRENCE  EUGENE,  CPT,  PD 
STACEY,  JACK  ROBERT,  JR,  LT,  PD 
STALY,  FREDERICK  JUSTIN,  USHF,  ORANGE  CO  SD 

tt   STRANGE,  ROBERT,  DEP  CHF,  PD 


146 

121 

87 

83 

194 


138 

57 
111 

11 
146 
171 

85 
119 
152 
111 

96 
181 
137 
127 
126 
116 

32 
165 
152 
171 
114 
125 
163 
177 
103 
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184    STRONG,  KENNETH  GARY,  LT,  PD 

191  TEGG,  JOHN  BUELL,  III,  CPT,  ORANGE  CO  SO 
71  It   VANSCOYOC,  DONALD,  DEP  CHF ,  PD 

120  HALLACE,  JACK  BENJAMIN,  CPT,  FL  DIV  OF  ALCOHOLIC  BEV  A 
130  I  HRIGHT,  STEPHANIE  JO,  SA  SUPV,  FL  DEPT  OF  LAH  ENF 

124  tt   YAHN,  MICHAEL  LYNN,  SMSGT,  USAF 
ORMOND 

144   STEHART,  ROBERT  LOUIS,  COP 
ORMOND  BEACH 

194   HEDGES,  RICHARD  LEE,  CMDR,  PD 
PALATKA 

146   DOUGLAS,  CHARLES  TALOR,  SHF  OF  PUTNAM  CO 

100  tt   HODGES,  THOMAS  C,  MAJ,  FL  HPTL 

172  SCHAULAND,  RICHARD  EARL,  CPT,  PUTNAM  CO  SO 
161   STOUT,  DAVID  RUSSELL,  MAJ,  PUTNAM  CO  SD 

132   USINA,  PAUL  EDHARD,  INVSTGR,  OFFICE  OF  STATE  ATTY 
PALM  BAY 

125  ADAMS,  RICHARD  BURNETT,  LT,  PD 

193   BLACKLEDGE,  JOHN  HILEY,  III,  LT,  PD 
174   DECHENNE,  DOUGLAS  ALLEN,  LT,  PD 
153   MULDOON,  DOUGLAS  FRANCIS,  CPT,  PD 
137   ROSSMAN,  ROBERT  AARON,  COP 

PALM  BEACH 

32  *  CRIST,  WILLIAM  F.,  PTLM,  PD 

173  CROFT,  FRANKLIN  A,  COP 

86  tt   GAFFNEY,  JOSEPH  M.  ,  CHIEF  OF  POLICE,  PD 
76  tt   MEAD,  FREDERICK  A.,  COP 
105  tt   MORTON,  JAMES  A.,  SR,  CAPTAIN,  PD 
59  tt   POHELL,  HILLIAM  EDGAR,  ASST  CHF,  PD 

192  REITER,  MICHAEL  STEPHEN,  MAJ,  PD 
150  tt   ROCHE,  BRIAN  DAVID,  CPT,  PD 

95  tt   SHEA,  ROBERT  J,  CPT,  PD 

121  tt   TERLIZZESE,  JOSEPH  LOUIS,  COP 

130  #  HOODS,  RICHARD  HALTER,  ASST  CHF,  PD 
PALM  BEACH  GARDENS 

74  tt   EDHARDS,  HILLIAM  T,  JR,  COP 
141   FITZGERALD,  JAMES  ORVILLE,  COP 
128  tt   HIMMELSBACH,  EDWARD  FRANK,  COP 
PALMETTO 

109   PARRISH,  HILLIAM  J,  DIR  OF  SEC,  MANATEE  CO  SO 
PANAMA  CITY 

61   BASS,  GERALD  H. ,  INVSTGR,  ST  ATTY  OFC 
189   DOBOS,  GEORGE  GREGORY,  CMDR,  PD 
100   DOYLE,  HILLIAM  H,  SGT,  PD 

67  tt   HEINTZMAN,  MICHAEL  DEAN,  TECH  INSTRUCTOR,  LAH  ENF  ASST 
136   KLAGES,  MICHAEL  KENNETH,  SA,  FL  DEPT  OF  LAH  ENF 

54   MCAULEY,  THOMAS  JAMES,  CHF  DEP,  BAY  CO  SO 

53  tt   NIXON,  FLOYD  D.  ,  INVSTGR,  FL  FOREST  SERV 
176   RINER,  JOHN  TRAVIS,  DEP  CHF,  PD 
120   SEAY,  HALTER  GERALD,  CHF,  US  NAVAL  COASTAL  SYSTEMS 

166  SLUSSER,  DAVID  WAYNE,  COP 

134   THOMAS,  LAWRENCE  EDWIN,  MAJ,  FL  MARINE  PTL 

132   WRIGHT,  JIMMY  CHARLES,  MAJ,  FL  HPTL 
PARKLAND 

111  tt   BAILEY,  RONALD  W,  COP 

174   GRIMES,  JOHN  LEONARD,  LT,  DPS 

167  tt   LEE,  DICK  ALSON,  SR,  LT,  PD 
PEMBROKE  PINES 

149   DEMMA,  JOSEPH  MICHAEL,  LT,  PD 
182   NASTA,  JOHN  PAUL,  CMDR,  PD 
172   PALANT,  KEITH,  LT,  PD 

112  RAHINSKY,  MARTIN  R,  CHF,  BOWARD  CO  SO 
PENSACOLA 

131  tt   BARLOW,  FREDERICK  DURL,  MAJ,  ESCAMBIA  CO  SD 
125   BELL,  FELIX  AMOS,  JR,  CPT,  PD 

105  BURNS,  WILLIAM  M.,  SGT.,  PD 
70  tt   DAVIS,  JAMES  CLARENCE,  COP 

194   ENQUIST,  ERIC  RUSSELL,  LT,  ESCAMBIA  CO  SO 
69  tt   GILL,  SMYTH  R.  ,  SR.,  INVSTGR,  ESCAMBIA  CO  SOLICITOR 
78  tt   JACKSON,  RICHARD,  LT,  PD 

139  tt   JOSEY,  LLOYD  JAMES,  JR,  MAJ,  ESCAMBIA  CO  SD 

130  tt   KIRKSEY,  ADRIAN  ELWOOD,  COL,  ESCAMBIA  CO  SD 

186   KNOWLES,  PERRY  KYLE,  LT,  PD 

106  MARSHALL,  BILLY  J.,  CHF  DEP,  USMS 
167   MATHIS,  JOHN  WESLEY,  JR,  CPT,  PD 

137  NORRED,  CARL  DENNIS,  SA,  FL  DEPT  OF  LAW  ENF 

114  PEADEN,  JOHN  W,  CHF  INVSTGR,  STATE  ATTY  OFC 

53  tt  SOLARI,  CHARLES  HALTER,  CHF  SEC  OFC,  ESCAMBIA  CO  COURT 

127  STOUT,  THOMAS  LESLIE,  LT,  FL  DIV  ABT 

177  THOMAS,  DOYLE  HAYMAN,  LT,  ESCAMBIA  CO  SO 

103  It  UNDERWOOD,  GEORGE  R,  CPT,  PD 

98  It  WEST,  DONALD  T.,  SA,  FL  DEPT  OF  LAW  ENF 

149  WHITE,  MARCO  JOHN,  III,  MAJ,  ESCAMBIA  CO  SD 
PEORIA 

153  MCCOY,  MICHAEL  JAMES,  DEP  CHF,  PD 
PERRY 

135  POPPELL,  HUGH  DONALD,  LT,  TAYLOR  CO  SD 

116  HALKER,  JOHN  H,  SHF  OF  TAYLOR  CO 
PINELLAS  PARK 

184   HEMPEL,  ROBERT  JOSEPH,  LT,  PD 

92    MILCHAN,  DAVID  C,  COP 
169   THOMAS,  DORENE  JANE,  SGT,  PINELLAS  PARK  PD 

61  #  CARUTHERS,  SAMUEL  B.,  DEP  SHF,  HILLSBOROUGH  CO  SO 
33  It   SPOONER,  ROBERT,  CHIEF  OF  POLICE 

117  SURRENCY,  TROY  E.,  CHIEF  OF  POLICE 
PLANTATION 

145  tt   BENDEKOVIC,  JOSEPH  THOMAS,  LT ,  PD 

121  It   BUTLER,  BENJAMIN  HARRISON,  DEP,  SUHANNEE  CO  SO 

188   GIUSTINO,  DANIEL  STEVEN,  CPT,  PD 


tt   GREENE,  HILLIAM  E,  COP 

tt   HOFFNER,  ROBERT  L,  CPT,  PD 

tt   HUSKISSON,  SAMUEL  D.  ,  CAPTAIN,  PD 

tt   MEEK,  MORRIS  C,  COP 

NASH,  ALLEN  F,  CPT,  FL  DIV  ABT 
SHARRETT,  CLARENCE  EDWARD,  COP 
SMITH,  RUSSEL  RENNE,  CPT,  FL  DIV  ABT 
PLANTATION  KEY 

184   BELL-THOMSON,  JENNIFER  SUSAN,  CPT,  MONROE  CO  SO 
POMPANO  BEACH 
122   DEFURIA,  LAURENCE  MARION,  DEP  CHF,  PD 
DEROSE,  BARRY  ALFRED,  LT,  PD 
tt   HORN,  JOHN  MARTIN,  CMDR,  PD 
KOHNKE,  HILLIAM  R. ,  COP 
MEIROFF,  HARLEY  J,  CPT,  PD 
MURRAY,  DANIEL  JOHN,  CPT,  PD 

#  RILEY,  JOHN  A,  LIEUTENANT,  PD 

#  SULLIVAN,  TERRENCE  J,  CPT,  PD 
TIPTON,  STANLEY  ERWIN,  COP 

#  WHEELER,  KELTON  W,  CAPTAIN,  PD 
PORT  ORANGE 

136   FINK,  CHARLES  PHILIP,  DET,  PORT  ORANGE  PD 
FORD,  ROBERT  EUGENE,  COP 
GIRARD,  TIMOTHY  VINCENT,  LT,  PD 
MILHOLEN,  RANDOLPH  FOSTER,  CPT,  PD 
SCHULZ,  WILLIAM  EDWARD,  LT,  PD 
PORT  RICHEY 

82  tt   ENSWEILER,  MYRLE  E,  COP 
PORT  ST  JOE 

LEFFERT,  JAY  WALTER,  COP 

#  MAIGE,  ROBERT  GWYNN,  COP 
PORT  ST  LUCIE 

193   DAGOSTINO,  JOSEPH  MICHAEL,  CMDR,  PD 
REUTHER,  BRIAN  EDWARD,  ASST  CHF,  PD 
REYNOLDS,  CHARLES  LEIGHTON,  COP 
PUNTA  GORDA 

193   ARENAL,  ALBERT  ANTHONY,  CPT,  PD 

DAVENPORT,  JOHN  GRAY,  CPT,  CHARLOTTE  CO  SD 
MILLER,  ROBERT  A,  MAJ,  CHARLOTTE  CO  SO 
SAPP,  GLEN  ELLERY,  SHF  OF  CHARLOTTE  CO 
SHOUP,  RALPH  ROBERT,  JR,  COP 


106 
113 
93 
86 
174 
146 
139 


136 
134 
101 
109 
187 

99 
105 
164 

94 


133 
170 
153 

185 


185 
58 


141 
148 


173 
96 

130  tt 
139  # 
QUINCY 
159 


BEACH,  EDWARD  GLYNN,  LT,  DPS 

ROYAL  PALM  BEACH 
104   STEPNOWSKI,  EDWARD  A,  JR,  CPT,  PD 

SANFORD 
184   DILLARD,  JOE  ALLEN,  DEP  CHF,  PD 

ESLINGER,  DONALD  FRANCIS,  SHF  OF  SEMINOLE  CO 
FUTCH,  GREGORY  K,  MAJ,  SEMINOLE  CO  SO 
HARRELL,  LIONEL  D. ,  CHF  DEP  SHF,  SEMINOLE  CO  SD 
HARRIETT,  STEVEN  DARYL,  USHF,  SEMINOLE  CO  SO 
HUTH,  DOUGLAS  WERNER,  DEP  SHF,  SEMINOLE  CO  SD 
LABRUSCIANO,  MARTIN  SEDIA,  DEP  DIR,  SEMINOLE  CO  SD 
STALLWORTH,  LUKE  AMOS,  CPT,  SEMINOLE  CO  SD 
STEWART,  FRANCIS  MATTHEW,  LT,  SEMINOLE  CO  SO 


168 
192 
96 
158 
118 
178 
135 
158 
SANIBEL 

91  tt   DYSART,  ROBERT  E,  COP 
141   PHILLIPS,  LEWIS  LEE,  JR,  ASST  CHF,  PD 
176   TERRY,  JOHN  PAUL,  CMDR,  PD 
SARASOTA 
131   BLOUGH,  DAVID  EDWARD,  JR,  MAJ,  PD 

CREAMER,  ROBERT  E.,  MAJ,  SARASOTA  CO  SO 

DUNCAN,  THOMAS  STANLEY,  LT,  PD 

EADENS,  JAMES  ERNEST,  DET  SGT,  PD 

FRIEL,  JOSEPH  JOHN,  JR,  LT,  SARASOTA  CO  SO 

HOFFMEISTER,  GORDON  K,  LT,  PD 

HOGLE,  ALBERT  FRANCIS,  LT,  PD 

JOLLY,  GORDON  ROGER,  COP 

KELLY,  WILLIAM  F,  CPT,  UNIV  SOUTH  FL  PD 

KENDALL,  HAROLD  LYNN,  CPT,  SARASOTA  CO  SD 

KESSLER,  CHARLES  A,  MAJ,  PD 

KUEBLER,  MICHAEL  ANTHONY,  CPT,  SARASOTA  CO  SD 

LEWIS,  JOHN  P,  DIR,  DPS 

MCGUIRE,  ALVIN  D. ,  DEP  SHF,  SARASOTA  CO  SO 

MONGE,  GEOFFREY,  SHF  OF  SARASOTA  CO 

PEARCE,  JOHN  T.,  JUVENILE  PROBATION  OFFICER,  SA 

PILLIFANT,  RUSSELL  LYNN,  CPT,  PD 

SCHOTT,  MICHAEL  HUGH,  SGT,  PD 

WALSH,  JOHN  EDWIN,  LT,  SARASOTA  CO  SD 
68  tt   WINGATE,  JOHN  C.  ,  JR.,  LIEUTENANT,  PD 
SATELLITE  BEACH 
115   COTE,  LIONEL  A,  COP 

DRIGGERS,  JAMES  CARLTON,  LT,  PD 

HAND,  PATRICIA  EILEEN,  LT,  PD 

LOWE,  MARK  FRANKLIN,  LT,  PD 

MCCARTHY,  THOMAS  T,  COP 
SEBASTIAN  „   „ 

184   PUSCHER,  DAVID  JAMES,  DEP  CHF,  PD 
109   WHITE,  DENNIS  R,  SR,  COP 

C  CpOT  UQ 

114   KREULEN,  KENNETH  C,  CPT,  HIGHLANDS  CO  SO 

CUAI  TMAR 

179   ABBOTT,  PAUL  WILLIAM,  LT,  OKALOOSA  CO  SO 
ADAMS,  DONALD  LEE,  INVG,  OKALOOSA  CO  SO 
ASHMORE,  STEVEN  CARTER,  CPT,  OKALOOSA  CO  SO 
IRISH,  PHILIP  VINCENT,  MAJ,  OKALOOSA  CO  SO 
MORRIS,  CHARLES  WILLIAM,  SHF  OF  AKALOOSA  CO 


102 
192 
120 
186 
103 
182 
121 
185 
162 

90 
178 

89 

11 
102 

30 
155 
169 
129 


136 
167 
190 
100 


168 
190 
138 
160 


119  #  VINSON,  DON  RAY,  INVSTGR,  OKALOOSA  CO  SD 
SOUTH  DAYTONA 
184   HALL,  WILLIAM  CHARLES,  CPT,  PD 
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FLORIDA  -  FLORIDA 


>-N5 


148   WERT,  PAUL  ADAM,  CPT,  PD 

133   HHITE,  GARY  ALLEN,  COP 
SOUTH  MIAMI 

173   HATSON,  COKES,  JR,  COP 
ST  AUGUSTINE 

195   BOLANTE,  JOEL  SEVESES,  DIR  OF  OPER,  ST  JOHNS  CO  SO 
DUPONT,  JAMES  FULTON,  DIR  OF  PLANNING,  ST  JOHN  S  CO 
GARRETT,  DUDLEY  H,  JR,  INVSTGR,  STATE  ATTY  OFC 
JANSON,  RONALD  DEWITT,  CPT,  ST  JOHNS  CO  SO 
LOOK,  RICK  DUHAYNE,  SSA,  FL  DEPT  OF  LAN  ENF 
PERRY,  NEIL  JOSEPH,  SHF  OF  ST  JOHNS  CO 
PETROGLOU,  JAMES,  LIEUTENANT,  PD 
ROBINSON,  WILLIAM  WARREN,  COP 
SHOAR,  DAVID  BERNARD,  LT,  PD 
TAYLOR,  ROBERT  LANCE,  MAJ,  ST  JOHNS  CO  SO 
THORNTON,  GEORGE  HENRY,  COP 

WEST,  CHARLES  EDWARD,  JR,  LT,  ST  JOHNS  CO  SO 
ST  CLOUD 

150  *  CONROY,  RICHARD  JOSEPH,  CPT,  PD 

113   WATKO,  LEO  S,  JR,  COP 
ST  PETERSBURG 

112  #  CURTSINGER,  ERNEST  E.,  COP 

133   EVANS,  RICHARD  DONALD,  INVSTGR,  STATE  ATTORNEY 
HARTZ,  RONALD  KEITH,  LT,  PD 

#  HAYES,  MARVIN  H,  SPECIAL  INVESTIGATOR,  STATE  AT 

#  KARR,  WILLIAM  GLENN,  LT,  PD 
OUILLIGAN,  DENIS  J,  DIR,  OFFICE  OF  STATE  ATTORNEY 
SAN  MARCO,  CHARLES  S,  ASST  CHF,  PD 

#  STEPANOV,  JOHN  MICHAEL,  MAJ,  PD 

#  TALLMAN,  CLARENCE  M,  JR,  LIEUTENANT,  PD 

#  TIPTON,  HALTER  G,  CAPTAIN  OF  DETECTIVES,  PD 
93  #  VINES,  MACK  M,  COP 

ST  PETERSBURG  BEACH 


120 
99 
124 
176 
160 
105 
169 
193 
172 
153 
186 


191 
52 

148 
55 

180 

166 
57 
63 


132 
STARKE 

190 
83  # 
STUART 

143 

103  * 

188 

107 

176  # 

123  # 

161  # 

116 

151 

120  # 
SUNNY 


LANGE,  THOMAS  JAMES,  COP 

MILNER,  ROBERT  WEST,  JR,  SHF  OF  BRADFORD  CO, 
REDDISH,  DOLPH  E.,  SHERIFF,  BRADFORD  COUNTY 

ATCHISON,  RICHARD  EARL,  CPT,  MARTIN  CO  SO 
CHAMBERS,  MICHAEL  R,  SGT,  MARTIN  CO  SO 
CONNOLLY,  ALEXANDER  MARTIN,  LT,  PD 
CROWDER,  ROBERT  L,  SHF  OF  MARTIN  CO 
GRIFFIN,  EUGENE  JOHN,  USHF,  MARTIN  CO  SO 
GUMBINNER,  GLENN  HARGRAVE,  MAJ,  MARTIN  CO  SD 
KING,  JAMES  BYRON,  LT,  MARTIN  CO  SO 
REICHERT,  WILLIAM  H,  MAJ,  MARTIN  CO  SO 
WALDRON,  JOAN  S,  COP 
WALDRON,  MERVIN  NEIL,  LT,  PD 
ISLES  BEACH 


181   HARRISON,  RICHARD  ROYAL,  COP 
SUNRISE 

189   BIONDOLILLO,  ROBERT  ANTHONY,  SA,  FL  DEPT  OF  LAW  ENF 

124   BLOUGH,  JERRY  ALAN,  ASST  CHF,  PD 

124   BOYETT,  DAVID  TRUMAN,  COP 

131  #  ECKERT,  PETER  KARL,  CPT,  PD 

165   RITACCO,  VINCENT  CARMINE,  CPT,  PD 
SURFSIDE 

60   JONES,  GEORGE  H. ,  CHIEF  OF  POLICE,  PD 
TALLAHASSE 

191   MOAT,  RONALD  EDWIN,  LT,  FL  ST  UNIV  PD 
TALLAHASSEE 

59  #  ADAIR,  ARCHIE,  CHF  OF  INSPTS,  FL  DEPT  OF  CRIM 
AKERS,  RALPH  S.,  JR.,  CPT,  FL  HPTL 
BAILEY,  GERALD  M,  DIRECTOR,  FL  DEPT  OF  LAW  ENF 
BALL,  KENNETH  A,  ASST  CHF,  FL  DIV  OF  BEVERAGE 
BARNETT,  BILL  JAMES,  CPT,  FL  HPTL 
BAXLEY,  ROBERT  EARL,  MAJ,  FL  DIV  OF  ABT 
BAXLEY,  RONALD  ALVIE,  LT,  FL  STATE  UNIV  PD 
BENNETT,  CARL  LEVESTON,  JR,  CPT,  LEON  CO  SD 
BENTON,  COLON  FRANKLIN,  BU  CHF  OF  INVSTGN,  FL  ST  LOTTE 
BETTS,  THOMAS  M,  LT,  FL  HPTL 
BLAIR,  H.  R.,  SGT,  FL  HPTL 
BOONE,  EDDIE,  SHF  OF  LEON  CO 
BOOTH,  WILLIS  D,  EXEC  DIR,  FL  POL  CHFS  ASSN 
BOWDEN,  FRANKLIN  L.,  CORPORAL,  FL  HPTL 
BOYD,  RICHARD  ALLEN,  DIRECTOR,  DEP  OF  BUS  &  PRO  REG 
BRAND,  GEORGE  C,  JR,  CPT,  LEON  CO  SO 
BULL,  ROBERT  LAWRENCE,  CHF,  FL  HPTL 
BUMGARNER,  BARRY  LYLE,  MAJ,  PD 
B'JRKETT,  BOBBY  R,  COL/DIR,  FL  HPTL 
CAMPBELL,  LAURENCE  0,  II,  SHF  OF  LEON  CO 
CARMODY,  JOHN  W,  DEP  DIR,  FL  HWY  PTL 
CARTER,  FRANCIS  HUNTER,  DIR  OF  SEC,  FL  STATE  LOTTERY 
CLARK,  WILLIAM  ABRAM,  COL,  FL  HPTL 
COE,  THOMAS  R,  JR,  ASST  CHF,  PD 
CROY,  DALE  E.,  CHF  INVSTGR,  OFC  OF  ST  ATTY 
CUMMINGS,  ROBERT  E,  ASST  COMR,  FL  DEPT  CRIM  LAW  EN 
DAWKINS,  JACK  M,  DEP  DIR,  FL  DEPT  OF  LAW  ENF 
DICKENS,  JAMES  A.,  LT,  FL  LEGISLATIVE  SEC 
DICKSON,  BILLY,  INSPR,  FL  HPTL 

EDWARDS,  ROBERT  LEE,  JR,  DIV  DIR,  FL  GAME  &  FISH  COMM 
EKLUND,  E.  B.,  SGT,  PD 

121  #  ELLINGSEN,  DONALD  NORMAN,  COL/DIR,  FL  MARINE  PTL 

141  #  FENWICK,  JACK  ELLIS,  INSPR,  FL  DEPT  OF  LAW  ENF 
FLOYD,  A  P,  CPT,  FL  HPTL 
FREEMAN,  LYNN  E,  SGT,  LEON  CO  SD 
GARRIS,  RUSSELL  B.,  CPT,  GOV  HIGHWAY  SFTY  COMM 
GELLNER,  WILLIAM  WAYNE,  MAJ,  FL  GAME  AND  FISH  COMM 
GILL,  LEON  JACKSON,  JR,  FIRST  LT,  FL  HPTL 
GOODRICH,  L.  E.,  SPEC  INVSTGR  FOR  GOV  OF  FL 


97 

107 

108 

59 

122 

174 

185 

140 

78 

79 

100 

95 

97 

122 

96 

140 

170 

95 

95 

98 

126 

136 

117 

89 

110 

66 

49 

106 

132 

10 


101 
115 
101 
179 
148 
1 


134   GREEN,  JAMES  HOWARD,  MAJ,  FL  MARINE  PTL 
94  n   HAGLER,  E.  R.,  MAJ,  FL  HPTL 
145   HANDLEY,  JACKSON  RAY,  LT,  FL  STATE  UNIV  DPS 
113  it   HARRIS,  JOHN  J,  JR,  DIR,  BU  OF  FIRE  &  ARSON 
140   HAWKINS,  MICHAEL  LEE,  CHF,  BU  OF  FIRE  &  ARSON  INVST 
124   HOOKER,  CLARENCE  STEVENS,  CPT,  CHF  INV,  FL  STATE  UNIV  P 
191   HOOVER,  PAUL  RANDALL,  BU  CHF,  FL  GAME  &  FRESH  WATER 

113  tt   IVEY,  CHARLES  L,  JR,  CHF  INSPR,  FL  DIV  OF  ABT 

111   JOHNS,  FREDERICK  N,  ASST  EXEC  DIR,  FL  DEPT  OF  LAW 
103  U   LAMARCHE,  ALAN  R,  MAJ,  FL  GAME  AND  FISH  COMMISSI 
187   LASSITER,  GARRY  R,  CPT,  PD 

93  #  MCBRIDE,  ROBERT  M. ,  DEP  CHF,  PD 

150   MCHARGUE,  MAMRY  MICHAEL,  ASST  DIR,  FL  DEPT  OF  LAW  ENF 

91  #  MCKINNON,  JAMES  S,  COL,  FL  HPTL 

77   MCMAHON,  WILLIAM  J,  SA,  FL  DEPT  OF  LAW  ENF 
158   MCNEIL,  WALTER  AMOS,  MAJ,  PD 
136  #  MOODY,  HORACE  ALEXANDER,  DIV  CHF,  DIV  OF  AB&T 
133   MORGAN,  JAMES,  JR,  MAJ,  LEON  CO  SO 
139   MURPHEY,  JAMES  FLYNN,  BUREAU  CHIEF,  FL  DEPT  OF  LE 
158   NASH,  HENRY  BRUCE,  COL,  FL  MARINE  PATROL 
177   NORDSTROM,  DENNIS  WAYNE,  SA,  FL  DEPT  OF  LAW  ENF 
80   PHILLIPS,  J  MARVIN,  JR,  EXEC  DIR,  FL  SHERIFFS'  ASSOC 
89   PHILLIPS,  J.  PAUL,  EXEC  DIR,  FL  SHERIFF'S  ASSOC 

110  POINDEXTER,  RONALD  W,  COL,  HILLSBOROUGH  CO  SO 

114  RAKER,  OSCAR  M. ,  LT,  FLORIDA  HIGHWAY  PATROL 

92  *  RODRIGUEZ,  GILBERT  M,  BU  CHF,  FL  DEPT  OF  LAW  ENF 

94  #  RUSSI,  JOHN  M,  CPT,  FL  HPTL 

76  *  SAUNDERS,  ERNEST  E.,  LIEUTENANT,  FLORIDA  HIGHWAY  PA 
92  #  SCHARLAU,  ROBERT  P.,  INSPR,  FL  DEPT  OF  LAW  ENF 

111  SCOTT,  JAMES  H. ,  SA,  FL  DEPT  OF  LAW  ENF 
122  tt   SCOTT,  WILLIAM  HORACE,  JR,  DEP  CHF,  PD 
114   SEWELL,  JAMES  D,  DIR,  EXEC  INSTITUTE,  FDLE 

SMITH  PATRICK,  CONNIE  LYNN,  DIR,  FL  DEPT  OF  LAW  ENF 
SMITH,  BOBBY  GENE,  MAJ,  LEON  CO  SD 
TACOT,  GUSTAVE  ADOLPHE,  JR,  CPT,  PD 
TAKACH,  BRUCE  ALBERT,  MAJ,  FL  HPTL 

TROELSTRUP,  WILLIAM  A.,  COMMISSIONER,  FLORIDA  DEPT  OF 
25  #  TRULOCK,  ROMA,  SA,  FLORIDA  DEPT  OF  CRIM  LAW  E 
145   TUCKER,  MICHAEL  RAY,  CPT,  FL  MARINE  PTL 

TURNER,  PERRY  SANDERS,  INSPR  GEN,  DEPT  OF  JUVENILE  J 

VAUGHN,  BOBBY  A,  CPT,  PD 

WATSON,  HENRY  M,  DIR,  FL  DEPT  OF  NATURAL  RESOUR 

WATSON,  WILLIE  ALBERT,  JR,  MAJ,  LEON  CO  SD 

WEAVER,  PATRICK  CHARLES,  MAJ,  FL  GAME  AND  WATER  FISH 

WESTFALL,  WILLIAM  STANTON,  JR,  ASST  DIR,  FL  DEPT  OF  LAW 

WHEELER,  THOMAS  PATRICK,  CHF  OF  LE,  DIVISION  OF  ABT 

WILLIAMS,  E.  BERWIN,  EXEC  DIR,  FL  SHERIFFS  ASSOC 

WILLIAMS,  EDWARD  BERWIN,  DEP  DIR  CRIM  INVSTGN,  FL  DEPT 

WILLIAMS,  EMORY  B.,  DIR,  FL  DEPT  OF  CRIMINAL  LE 

WILLIAMS,  JOHN  E.,  SERGEANT,  PD 

WILLIAMSON,  DENNIS  ARTHUR,  REG  DIR,  FL  DEPT  OF  LAW  ENF 

WISE,  DALE  BYRON,  CPT,  LEON  CO  SD 

YARBROUGH,  PAUL  DURAND,  COP 


170 
151 
132 
126 
67 


146 

106 

108 

170 

138 

141 

155 

52 

134 

83 

44 

165 

142 


194 
TAMARAC 

119  *  WILLIS,  FREDDIE  CLARENCE,  CPT, 
TAMPA 
132 
173 
181 

49 

33 

76 

96 

58 

67 
162 

36 
123 
188 
175 
5 
192 
186 
125 

74 
142 
115 
195 
113 

51 
104 
182 
129 


PD 


ALLEN,  KENNETH  D,  LT,  HILLSBOROUGH  CO  SD 
ANSPACH,  DEBBIE  MARIE,  STAFF  MSGT,  USAF 
ASHLEY,  BRUCE  EDWARD,  CPT,  DIV  OF  ABT 
BEARD,  MALCOLM  E.,  SHF  OF  HILLSBOROUGH  CO 
BEYNON,  ORRIS  C,  SUPV  OF  SEC,  HILLSBOROUGH  CO 
BOWEN,  BENJAMIN  F.,  JR.,  MAJ,  PD 
BRANNIGAN,  JOHN  F.,  CPT,  PD 
BROWN,  NEIL  GATES,  DEP  CHF,  PD 
BROWN,  NORMAN  H. ,  MAJ,  PD 
BUSHELL,  JOHN  JAMES,  CPT,  PD 
CARR,  JOSEPH  J.,  INVSTGR,  FL  ST  BEV  DEPT 
CLEM,  JAMES  EUGENE,  CPT,  TAMPA  INTNL  AIRPORT  PD 
COOPER,  PATRICK  THOMAS,  SR  MSGT,  USAF 
CUESTA,  JOHN,  III,  DEP  CHF,  PD 
DAHL,  ROY  C,  SUPT,  BU  OF  IDENT,  HILLSBOROUG 
DAVIS,  CARL  EUGENE,  CPT,  PD 

DAWLEY,  JOYCE  FRANCES,  ASAC,  FL  DEPT  OF  LAW  ENF 
DE  POLIS,  THOMAS  ANTHONY,  COL,  HILLSBOROUGH  CO  SO 
DIAMOND,  JIM  D.,  JR,  LTC,  PD 

EVERHART,  SYLVIA  FAYE,  CPT,  HILLSBOROUGH  CO  SD 
FOX,  GEORGE  R,  COL,  FL  DEPT  OF  LAW  ENF 
GEE,  DAVID  ALLEN,  MAJ,  HILLSBOROUGH  CO  SD 
GONZALEZ,  EDUARDO,  COP 

HEINRICH,  WALTER  C,  SHERIFF  OF  HILLSBOROUGH  CO. 
HENDERSON,  HOMER  C,  JR,  SHF  OF  HILLSBOROUGH  CO 
HORNE,  POLLY  WINGFIELD,  CPT,  PD 

JOHNSON,  DANNY  RALPH,  DIR  OF  CRIM  INVSTGN,  FL  DEPT  0 
99  #  KIRK,  JOHN  F.,  JR.,  USHF,  HILLSBOROUGH  CO  SD 
173   KRAUSE,  JANE  M,  LT,  UNIV  OF  SOUTH  FL  PD 

LANE,  CURTIS,  CHF  INVSTGR,  HILLSBOROUGH  CO 
LAH,  WILLIAM  DANIEL,  CPT,  HILLSBOROUGH  CO  SO 


131 
157 
105 
147 
63 
194 
102 
116 
88 
54 
114 
156 
185 
173 
119 


LEEDOM,  JOSEPH,  COP 
LINTON,  BRYON  KEITH, 
LITTLETON,  JAMES  G. 
MARLOVITS,  STEPHEN  J, 


PD 


CPT, 

COP 
JR,  LT,  TAMPA  INTL  AIRPORT  PD 
MAXWELL,  LAMAR  J.,  SGT,  FLORIDA  HIGHWAY  PTL 
MCCANNON,  RICHARD,  SUPR  DEP,  USMS 
MITCHELL,  DAVID,  MAJ,  HILLSBOROUGH  CO  SO 
MORRIS,  JACK  F.,  SUPT,  HILLSBOROUGH  CO  SD 
NEWBERGER,  DONALD  W,  COP 
NEWCOMB,  KEEN  COLLINGS,  LT,  PD 
OATES,  ROBERT  CARL,  MAJ,  HILLSBOROUGH  CO  SO 
OSGOOD,  ROWLAND  CHARLES,  LT,  HILLSBOROUGH  CO  SO 
PARRISH,  DAVID  MOSER,  COL,  HILLSBOROUGH  CO  SO 
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129 

30 
176 
145 
139 
150 
123 

82 

74 
168 
TAVARES 
104  tt   ALLEN, 


PEROTTI,  ALBERT  L,  JR,  MAJ,  HILLSBOROUGH  CO  SO 

READ,  CLARENCE  H. ,  JR.,  DEPUTY  SHERIFF,  HILLSBOROUGH  C 

RUSSEL,  JAY  ALAN,  SR,  LT,  TAMPA  INTL  AIRPORT  PD 

SAHYER,  HALTER  ALLEN,  JR,  MAJ,  PD 

STALLINGS,  JIMMY  ALEXANDER,  DEP  CHF ,  PD 

TERRY,  GARY  GENE,  CPT,  HILLSBOROUGH  CO  SO 

TERRY,  LARRY  BERTON,  MAJ,  HILLSBOROUGH  CO  SD 

TURNER,  MILES  C. ,  JR.,  MAJOR,  PD 

VANTRONK,  JOHN  E,  SA,  FL  DEPT  OF  CRIM  LAH  ENF 

VENERO,  JENNA  SPRECHER,  MAJ,  FL  MARINE  PATROL 


HAYNE  D,  MAJ,  LAKE  CO  SO 
12   CASSADY,  R  G,  CHF  DEP  SHF,  LAKE  CO  SO 
173   DANIELS,  CHRISTOPHER  C,  CPT,  LAKE  CO  SO 
93    HORNER,  JIMMY  J,  MAJ,  LAKE  CO  SO 
63  tt   MILKE,  ROBERT  L.,  STAFF  ADVISOR,  LAKE  CO  SO 
187   THEOBALD.  NORMAN  EARLE,  SGT,  LAKE  CO  SD 
122  tt   TREON,  EDHARD  LOHELL,  DEP  SHF,  LAKE  CO  SD 
TAVERNIER 

166   OHEN,  KIRBY  DOUGLAS,  INVSTGR  III,  STATE  ATTY  OFC 
TEMPLE  TERRACE 

141   RAMER,  PHILIP  GREGORY,  SAC,  FL  DEPT  OF  LAH  ENF 
TITUSVILLE 


118 
135 
135 
149 
178 
108 
170 
174 
160 
97 
68 
135 
107 
187 
105 
147 
112 
135 
89 
109 


BARRINGER,  GARY  EDWARD,  CPT,  BREVARD  CO  SD 
CLARK,  RONALD  LEE,  CHF  DEP,  BREVARD  CO  SD 
COLLINS,  SAMUEL  LEE,  LT,  BREVARD  CO  SD 
CULLEN,  JOHN  JOSEPH,  JR,  PTLM,  PD 
DAVIS,  CALVIN  ELANG,  CPT,  FL  MARINE  PATROL 
EADS,  JERRY  E.,  COP 

EDWARDS,  TOMMY  EUGENE,  CMDR,  BREVARD  CO  SD 
FICKEY,  JAMES  WALTER,  SUPV,  PD 
GOODWIN,  TIMMIE  WAYNE,  AGT,  BEAVARD  CO  SO 
tt   HUDEPOHL,  JEROME  P.,  SGT,  BREVARD  CO  SD 
tt   JONES,  LEONARD  D,  JR,  INVSTGR,  ST  ATTY  OFC,  BREVARD 
LEATHEROW,  ROBERT  LEONARD,  SGT,  BREVARD  CO  SO 
MACDONALD,  JAMES  A.,  JR.,  LT,  BREVARD  CO  SD 
MCINNIS,  JAMES  M,  CPT,  PD 
MILLER,  CLAUDE  W,  SHF  OF  BREVARD  CO 
NEWLAND,  CARL  T,  JR,  CMDR,  BREVARD  CO  SO 
LT,  BREVARD  CO  SD 
JR,  CMDR,  BREVARD  CO  SO 
,  MAJ,  BREVARD  CO  SD 
LT,  BREVARD  CO  SD 
CMDR,  BREVARD  CO  SD 


ROBINSON,  THOMAS  M. , 
SANDS,  HARRY  SLATER, 
TENVOOREN,  CHARLES  R. 
WILLIAMS,  ROBERT  M. , 
WILMER,  JOHN  DANIEL, 


188 
TRENTON 

138   TURNER,  DAVID  PAUL,  SHF  OF  GILCHRIST  CO 
TYNDALL  AFB 

159   MORELAND,  MICHAEL  RICHARD,  MAJ,  USAF 
UNIVERSITY  PARK 

116  #  GUNSON,  HARVEY  P,  PUB  SFTY  DIR,  FL  INTN'L  UNIV  D 
VALRICO 

126  tt    FELDER,  CHARLES  WILLIAM,  JR,  MAJ,  USAF 


VENICE 

142 

181 

125 

80 

VERO 

156 

129 

125 

123 

126 

112 

190 
87 
80 

106 

177 


SO 


HANKS,  JAMES  PATRICK,  DEP  CHF,  PD 

MCGOOGAN,  GLENN  DANIEL,  CPT,  PD 

SLAPP,  JOSEPH  PETER,  COP 
tt   WAYMIRE,  RAY  V,  JR,  CHIEF  OF  POLICE 
BEACH 

BLANTON,  RONALD  BERNARD,  CPT,  PD 

BRUNNER,  WILLIAM  JENNINGS,  CPT,  INDIAN  RIVER  CO 

BURR,  JERRY  LEE,  DEP  SHF,  INDIAN  RIVER  CO  SO 

DAVIS,  JAMES  ALLEN,  USHF,  INDIAN  RIVER  CO  SO 

*  DOBECK,  RICHARD  TIMOTHY,  SHF  OF  INDIAN  RIVER  CO 
GABBARD,  JAMES  M,  COP 
GLASER,  EDWARD  FRANCIS,  JR,  LT,  INDIAN  RIVER  CO  SD 

tt   MCCANTS,  JOHN  A,  CPT,  INDIAN  RIVER  CO  SO 

tt   PEASE,  CARL  E.,  CPT,  PD 

tt   RAYMOND,  ROY  H,  CHF  DEP,  INDIAN  RIVER  CO.  S.O. 

SPENCER,  LAWRENCE  EVANS,  LT,  INDIAN  CO  SD 
WAUCHULA 
183   LANIER,  RITCHIE  ARNOLD,  USHF,  HARDEE  CO  SO 

MOORE,  JOSEPH  DALE,  CPT,  HARDEE  CO  SD 
tt   SMITH,  EARL  D.  ,  MAJ,  HARDEE  CO  SD 
MELBOURNE 

LOCK,  BRIAN  KEITH,  COP 
PALM  BEACH 

BARTOW,  HARRY  H,  DEP  SHF,  PALM  BEACH  CO  SO 

BRUCE,  RUSSELL  NORMAN,  ASST  CHF,  PD 

BRYANT,  CALVIN,  SGT,  PD 

CARR,  JACK  DENNIS,  DEP  SHF,  PALM  BEACH  SO 
tt   COOK,  MICHAEL  G. ,  INVSTGR,  ST  ATTY  OFC 

DAWSON,  SILVESTER,  CPT,  FL  HPTL 
tt    EARLEY,  GERALD  J,  MAJ,  PALM  BEACH  CO  SD 
tt    EATON,  WILLIAM  J.,  INSPR,  PD 

ENGLISH,  ROBERT  JOHN,  CPT,  PD 

*  ETCHISON,  MYRON  L,  SA,  FL  DEPT  OF  LAW  ENF 
GOUVEIA,  PETER  RUSSELL,  DEP  SHF,  PALM  BEACH  CO  SO 

*  GRIFFIN,  JAMES  L.,  SA,  FL  DIV  OF  AB&T 
GRIMES,  RICHARD  DAVID,  DEP,  PALM  BEACH  CO  SO 

*  HALEY,  VALJEAN  M.,  CPT,  PALM  BEACH  CO  SO 
It    LEE,  LOUIE  A.,  JR,  MAJ,  PALM  BEACH  CO  SO 

LINCOLN,  RICHARD  MERZ,  DIR,  PALM  BEACH  CO  SO 
It   LOFFREDO,  MICHAEL  F,  SA  SUPV,  FL  DEP  OF  LE 
tt   MCCANTS,  JAMES  R,  COL,  PALM  BEACH  CO  SD 
tt   MCCUTCHEON,  CHARLES  A.,  SHF  OF  PALM  BEACH  CO 

MCCUTCHEON,  PATRICK  CHARLES,  CPT,  PALM  BEACH  CO  SD 

*  MCKENZIE,  JOHNNY  B,  ASST  CHF,  PD 
tt   MEENAGHAN,  ROBERT  ARTHUR,  SR,  MAJ,  PALM  BEACH  CO  SO 

MILLS,  MICHAEL  EUGENE,  CPT,  PALM  BEACH  CO  SO 
tt    NORTH,  STEPHEN  L.,  SERGEANT,  PD 


142 

109 

WEST 

183 

WEST 

77 
187 
124 
142 
115 
194 
113 

84 
166 
103 
139 
101 
135 
100 
129 
144 

95 
109 

64 
151 
163 
122 
194 

94 


143 
157 
128 
183 
115  * 
119  tt 
119  tt 
94  * 
148  tt 
167 

106  tt 
177 

70  * 

110  tt 

91  tt 

WILTON 

107  tt 
88  tt 

WINTER 

158 
WINTER 

94 
179 

73  tt 

66 
106 
191 
124  tt 
133 
107  # 
115 


OWENS,  ARTHUR  DOUGLAS,  ASST  DIR,  PALM  BECH  CO  SO 

PARKINSON,  GREGORY  ALAN,  LT,  PD 

PELLICCIO,  RICHARD  ALAN,  INVSTGR,  PALM  BEACH  CO  SCHOOL 

ROHE,  TERRENCE  AUSTIN,  CPT,  PALM  BEACH  CO  SD 

SANTO,  LOUIS  W,  LT ,  PALM  BEACH  CO  SO 

SHEETS,  RICHARD  LEE,  COL,  PALM  BEACH  CO  SD 

SHOAFF,  HARVEY  CLYDE,  MAJ,  FL  SHP 

SIEGRIST,  GEORGE  E,  COP 

THOMPSON,  THOMAS  NORVAL,  SR,  ASST  DIR,  PALM  BEACH  CO  SO 

TREMER,  WILLIAM  FLETCHER,  CPT,  PALM  BEACH  CO  SO 

VINCENT,  HINTHROP  A,  MAJ,  FL  HPTL 

HASHAM,  MICHAEL  DOUGLAS,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 

WEST,  DANIEL  HENRY,  LIEUTENANT,  PD 

WILES,  RALPH  T,  JR,  CHIEF  INVESTIGATOR,  STATE  ATTO 

WILLE,  RICHARD  P.,  SHF  OF  PALM  BEACH  COUNTY 

MANORS 

HEMPSTEAD,  PERRY  F,  ASST  CHF,  PD 

SCOTT,  BERNARD  S.,  COP 

HAVEN 

ROMINE,  CHARLES  DAVID,  COP 

PARK 

AURBECK,  PAUL  G,  ASST  CHF,  PD 

BALL,  DOUGLAS  MELVIN,  JR,  DEP  CHF,  PD 

BEARY,  RAYMOND  E.,  COP 

BETHEA,  HUGH  T.,  JR.,  DEP  STATE  FIRE  MARSHAL 

HUNTER,  ELTON  M. ,  JR.,  CAPTAIN,  PD 

MCEACHNIE,  WILLIAM  ELLWYN,  JR,  DEP  CHF,  PD 

MORTON,  LEROY  DELANO,  CPT,  PD 

RETTIG,  DANIEL  THOMAS,  COP 

HASSON,  M  DALE,  LT,  PD 

YOUNGER,  JAMES  D,  COP 


GEORGIA 
ACWORTH 
189   HENSON,  RANDY  KEITH,  COP 

WOODRUFF,  JOSEPH  DONALD,  SGT, 


140 
ADEL 

124 
ALBANY 

148 

162 

176 

176 

127 
95  # 

173 


PD 


HILL,  JAMES  EDWARD,  DET  SGT,  PD 


BOREN,  JAMES  ROBERT,  ASST  CHF,  PD 
CHEEK,  DONALD  MARION,  CPT,  PD 
COLEMAN,  WILLIE  ROYE,  JR,  CPT,  PD 
COLLIER,  OTIS  DON,  MSGT,  USMC 

COTTON,  CHARLES  LAYFETT,  JR,  LT,  DOUGHERTY  CO  PD 
DENNEY,  NORMAN  E,  COP 
FINCHER,  JAMES  DE,  SGT,  GA  SPTL 
121  tt   FUSSELL,  MALCOLM  ROBERT,  COL,  PD 
140   GRIFFIN,  WILMA  JEAN,  DET,  PD 
170   HENLEY,  JOHN  DAVID,  MAJ,  USMC 
134   HILL,  DAN  BRADLEY,  LT,  PD 

30   HINSON,  ROY  ACE  B.,  CLERK,  DOUGHERTY  CO  SUPR  CRT 
112  #  HURT,  PAUL  M. ,  LT,  USMC 

133   HUTCHISON,  STEVEN  DOUGLAS,  LT,  DOUGHERTY  CO  PD 
90   KICKLIGHTER,  WILLIAM  ROGER,  CHF  OF  DOUGHERTY  CO  PD 
114   LONG,  CHARLES  L,  DET,  PD 

93   LONG,  WASHINGTON,  JR,  COP 
120   MILLER,  ALFRED  EUGENE,  CPT,  DOUGHERTY  CO  PD 
126   PATTON,  JOHNIE  MELVIN,  DET  LT,  PD 
104   PRICKETT,  ROBERT  J,  MAJ,  PD 
90  #  SLAUGHTER,  RAMON  F.,  SR,  MAJOR,  PD 
22  tt   STEWART,  D.  LAMAR,  SHF  OF  DOUGHERTY  CO  SO 
46  #  SUMMERFORD,  LESLIE,  COP 
166   TOWNSEND,  DEBORAH  ANN,  LT,  PD 
152   WINDHAM,  ROBERT  LAMAR,  SGT,  PD 
108  tt   WOODS,  CLYDE  E.,  MAJ,  USMC 
ALPHARETTA 

138  *  ABERNATHY,  LARRY  EDWARD,  COP 
AMERICUS 
154   GREEN,  JAMES  ARCHIE,  JR,  SGT,  PD 
GURR,  ARTHUR  M. ,  COP 
HICKS,  JAMES  B,  CPT,  PD 

HOWARD,  WILLIAM  RANDOLPH,  SHF  OF  SUMTER  CO 
MOORE,  WILLIAM  T,  SGT,  PD 

WHITE,  JOHN  GAINES,  ASST  SAC,  GA  BU  OF  INVSTGN 
WHITEHEAD,  CHARLIE  CLIFFORD,  JR,  COP 
WILLIS,  JOHN  RICHARD,  ASST  SAC,  GA  BU  OF  INVSGTN 
WOOTTEN,  JOHN  S.,  IDENTIFICATION  OFFICER,  PD 


103  # 
101  * 
133 
116  * 
126 
193 
167 
9  * 
ATHENS 
112 
177 
191 
116 
124 
155 
135 

78 
129 

73  # 
145 
169 
110 
162 
141 
190 


BOYNTON,  ASA  T,  DIR,  UGA  DIV  PUB  SAF 

BROADRICK,  FRANK  MILBORN,  ASST  DIR,  NORTHEAST  GA  POL  A 
CAMP,  DAVID  P,  MAJ,  ATHENS-CLARKE  CO  PD 
FREEMAN,  CLIFTON  N.,  LIEUTENANT,  PD 
HEGWOOD,  MELVIN  MASON,  SGT,  PD 
INGRAM,  JEFFREY  GORDON,  SGT,  PD 
MCCRARY,  LAWRENCE  HEARD,  SGT,  PD 
MCGAHEE,  THOMAS  C,  ASST  CHF,  PD 
PLATT,  FRANK,  JR,  SGT,  PD 
EVERETT  E,  COP 
LUTHER  MACK,  COP 

TIMOTHY  JAY,  SGT,  ATHENS  CLARKE  CO  PD 
HILL  W.,  Ill,  DETECTIVE  SERGEANT,  PD 
STRICKLAND,  FRANK  TERRELL,  JR,  LT,  PD 
WELCH,  VIRGIL  GRADY,  SGT,  PD 

WILLIAMSON,  JAMES  EDWARD,  ASST  CHF,  UNIV  OF  GA  PD 
ATLANTA 
131   ABERLE,  ROBERT  KENNETH,  SPC  INVSTGR,  FULTON  CO  SOLICIT 
87   ANGEL,  RONALD  E,  CPL,  GA  SPOL 
172   ARCANGELI,  LOUIS,  MAJ,  PD  „.„.«„,«. 

122   ARMOUR,  OSWELL,  INVSTGR,  FULTON  CO  SOLICITOR'S 
36  *  AUSTIN,  DORRIS  W.,  JR.,  ADMIN  ASST,  FULTON  CO  PRBTN  OF 


PRICE, 
SMART, 
SMITH, 
STEED, 


PAGE 


186 


GEORGIA  -  GEORGIA 


190 
90  * 

137 

192 

182 

158 
132 
182 
120 

47  # 
118 
131 
106 
124 
180 
123 
125 

31  tt 
137 

77  * 
107 
106 
162 
124 

13  * 

35  tt 
134 
100 
182 
151 

21  * 
108 

93  * 
139 
129 
145 

99  * 
140 
106  tt 
121 
119 

59  # 
123  # 
116 
133 
113 
136 
135 
103 
189 

96  # 

95 
102  * 

92 

82 
150 
131 
191 

92 
109 
113 
117 
137 
116 
137 
174 
134 
122 
118 
151 
161 
104  tt 

94 

28  tt 
152  # 
105 
160 

94 
176 
102  * 
124 
127 

90 
183 
135 
151 
173 
112 
194 
191 
138 

62  tt 

89 
139 
158 

98 
140 

80 

71  tt 

33  tt 


BARNETT,  MICHAEL  DAVID,  CPT,  M.A.R.T.  AUTH  PD 

BERMAN,  CHARLES  S,  COP 

BLACK,  STEVE  KENNETH,  LTC,  GA  DEPT  OF  NATURAL  RESOUR 

BOSHELL,  DAVID  VERNON,  LT,  GA  BLDG  AUTH  PD 

BOUDY,  ALBERT  LEWIS,  JR,  CHO  SA,  USA 

BOHMAN,  RONALD  LEE,  COL,  COMM,  DPS 

BRILEY,  WILLIAM  HENRY,  III,  SGT,  BU  OF  POL  SERV 

BRITTON,  SHIRLEY  M,  CPT,  PD 

BROOKS,  WALTON  GINN,  SR.,  SA,  GA  BU  OF  INVSTGN 

BRYANT,  ALLEN  C,  CPT,  PD 

BURNETTE,  KENNETH  ELZIE,  MAJ,  PD 

COLEMAN,  GEORGE  MARCUS,  DET  II,  FULTON  CO  PD 

COLEMAN,  RICHARD  C. ,  CPT,  GA  SPTL 

COLLINS,  RAYFORD  JAMES,  DEP  MARSHAL,  FULTON  CO  MARSHAL 

COOK,  DONALD  LEE,  CPT,  FULTON  CO  PD 

COOK,  HAROLD  EUGENE,  JR,  SA,  GA  BU  OF  INVSTGN 

COPELAND,  PAUL  QUINTON,  CPL,  GA  SPOL 

CULBERSON,  HENRY  F.,  CHF  ENF  OFCR,  ALCOHOL  TAX  UNIT 

DANIELL,  RICHARD  ALLEN,  SA,  FULTON  CO  DA  OFC 

DARSEY,  WILLIAM  N,  INSPR,  GA  BU  OF  INVSTGN 

DAVIS,  JAMES  H,  LT,  GA  SPTL 

DEARISO,  ROBERT  W.  ,  LT,  FULTON  CO  PD 

DEBORD,  JERRY  DOLPHUS,  SGT,  GA  SPTL 

DODD,  WILLIAM  GRADY,  CPT,  FULTON  CO  FIRE  MARSHALLS 

DOWIS,  PAUL  E.,  PTLM,  FULTON  CO  PD 

DUNCAN,  WILLIAM  L.,  MAJ,  PD 

ECTOR,  MOSES,  SAC,  GA  BU  OF  INVSTGN 

FERGUSON,  ANDREW  J.,  JR.,  LIEUTENANT,  PD 

FRASER,  KATHRYN,  SGT,  DEKALB  CO  PD 

FREEMAN,  MYRON  EUGENE,  CPT,  GA  SPTL 

GALVIN,  JAMES  J.,  DETECTIVE,  PD 

GAMBLE,  GRADY  L.,  LT,  BU  OF  POL  SERV 

GANN,  JOEL  D,  OFCR,  CLAYTON  CO  PD 

GOLDHAGEN,  HAROLD  BERNARD,  LT,  ATLANTA  BU  OF  POL  SERV 

GRANT,  JOHN  WILLIAM,  SGT,  FULTON  CO  PD 

GREEN,  KENNETH  HOWARD,  CPT,  PD 

GRIER,  EDDIE  W,  SGT,  METRO  ATLANTA  RAPID  TRANS 

GRIFFIN,  JERRY  LEWIS,  LT,  AT  BU  OF  POL  SERV 

GRIFFITH,  HOWARD  M,  CHF  DEP  US  MARSHAL,  USMS 

GRINER,  HERMAN,  MAJ,  ATLANTA  BU  OF  POL  SERV 

GUY,  DAVID  LYNN,  LT,  FULTON  CO  PD 

HALE,  M.  F.,  SGT,  GA  BU  OF  INVSTGN 

HALL,  EUGENE  SCOTT,  ASST  CHF  INVSTGR,  FULTON  CO  DA 

HALL,  JESSE  W. ,  SA,  GA  DEPT  OF  REV 

HANSON,  JOHN  CLYDE,  LT,  GA  SPTL 

HARRIS,  RONALD  A.,  CHF  INVSTGN,  DA'S  OFFICE 

HARRIS,  ROY  JAMES,  III,  SAC,  GA  BU  OF  INVSTGN 

HARVARD,  BEVERLY  JOYCE,  DEP  CHF,  BU  OF  POL  SERVICES 

HILL,  JIMMY,  DEP  DIR,  BU  OF  POL  SERV 

HILL,  WINFRED  EDMUND,  SA,  FULTON  CO  DA  OFC 

HODNETT,  BOBBY  G,  LT,  PD 

HOLLEY,  WATSON  W. ,  JR,  MAJ,  ATLANTA  BU  OF  POL  SERV 

HOOKS,  JAMES  G,  SSA,  GA  BU  OF  INVSTG 

HYNES,  FRANK  L.,  MANAGER  OF  SEC,  COCA  COLA  CO 

IRVIN,  RONNIE  E,  SA,  DPS 

JACKSON,  CARTER  BARNETT,  SGT,  BU  OF  POL  SERV 

JOHNSON,  ALBERT  SIDNEY,  CHF  INVSTGR,  GA  DEPT  OF  REV 

JOHNSON,  ANTONIO  ROZELLE,  LT,  FULTON  CO  SD 

JOHNSON,  GEORGE  L,  MAJ,  GA  DPS 

JONES,  JAMES  F.,  SGT,  FULTON  CO  PD 

KEADLE,  HOMER  H,  JR,  ASAC,  GA  BU  OF  INVSTGN 

KEENAN,  VERNON  M,  JR,  INSPR,  GA  BU  OF  INVESTGN 

KEINARD,  JAMES  MILTON,  SPC  INVSTGR,  GA  DEPT  OF  REVENU 

KING,  JOHN  T.,  JR.,  LT,  ATLANTA  BU  OF  POL  SERV 

KING,  ROBERT  WAYNE,  CHF  DEP,  USMS 

KNOX,  THETUS  ALLMAN,  MAJ,  PD 

KVIETKUS,  EDWARD,  LT,  FULTON  CO  PD 

LEE,  DONALD  VAN,  LT,  BU  OF  POL  SERVICES 

LINES,  JOHN  ROBERT,  DET,  FULTON  CO  PD 

LIVELY,  PHILLIP  MARSHALL,  SGT,  FULTON  CO  PD 

LLOYD,  GARY  MICHAEL,  LT,  PD 

MCCONNELL,  HENRY  W. ,  III,  SGT,  BU  OF  POL  SERV 

MCMICHEN,  CHARLES  H. ,  SAC,  GA  BU  OF  INVSTGN 

MITCHELL,  CLARENCE  EDWARD,  DIR,  FULTON  COUNTY  DPS 

MORGAN,  CHARLES  K,  LT,  FULTON  CO  SD 

MUELLER,  MARK  A,  COL,  USA 

MULKEY,  TERRY  LEE,  SR,  SGT,  FULTON  CO  PD 

NEW,  LEE  F,  CPT,  BU  OF  POL  SERVICES 

NICHOLS,  BLANCHE,  MAJ,  PD 

NIPPER,  LEON  C,  CPT,  GA  SPTL 

NIXON,  ETHER  ELIJAH,  JR,  LT,  FULTON  CO  PD 

NORTON,  RALPH  STEVE,  DET,  FULTON  CO  PD 

NORWOOD,  J.  DONALD,  CRIM  TECH,  BUREAU  OF  COMM  AFFA 

OBRIEN,  SIOBHAN  MARIE,  MAJ,  PD 

OLIVER,  JAMES  EDWARD,  MAJ,  GA  BU  OF  INVSTGN 

OSTEEN,  AUBREY  JACKSON,  SUPV,  FULTON  CO  DA  OFC 

PARKER,  MICHAEL  ANTHONY,  MAJ,  METRO  AUTH  TRANSIT  PD 

PASCHALL,  JOSEPH  F.,  SERGEANT,  BUREAU  OF  POLICE  SER 

PERRY,  TRACY  STEPHON,  ASAC,  US  FOREST  SERV 

PHIFER,  WENDA  D,  CPT,  FULTON  CO  PD 

PHILLIPS,  WILLIE  HERMAN,  TNG  SUPV,  FULTON  CO  PD 

POSEY,  A.  L.,  CAPTAIN,  PD 

PRESLEY,  JAMES  H.  ,  CAPTAIN,  GEORGIA  STATE  PATROL 

PRIEST,  ANTHONY  EARL,  SGT,  GA  SPOL 

PRINE,  JAMES  LINDER,  SGT,  GA  SPTL 

RAMBLER,  RICHARD  M. ,  LIEUTENANT,  PD 

RARY,  JOSEPH  MICHAEL,  SGT,  FULTON  CO  MARSHAL  OFC 

REDDING,  MORRIS  G,  COP,  BU  OF  POL  SERVICES 

RILEY,  DAVID  H. ,  CAPTAIN,  PD 

RILEY,  WILLIAM  M. ,  CAPTAIN,  PD 


115   ROBERTS,  WALLY  L. ,  SERGEANT,  GEORGIA  STATE  PATROL 
111   ROBINSON,  EUGENE,  CPT,  BU  OF  POL  SERVICES 
179   ROBINSON,  LEANDER  JACK,  CPT,  PD 

74  tt   ROYAL,  GEORGE,  CPT,  PD 

58  tt   RUTH,  RICHARD  STEPHEN,  SA,  BU  ALCOHOL  TOBACCO  AND  FIR 
114   SHACKELFORD,  ROBERT  L.,  SERGEANT,  FULTON  COUNTY  PD 
187   SHANNON,  WILLIAM  BERRY,  MAJ,  PD 
113   SHOEMAKER,  WILLIAM  M,  JR,  CHF  DEP,  USMS 
157   SMITH,  GEORGE  EDWARD,  SGT,  AT  BU  OF  POL  SERVICES 

133  SMITH,  JOSEPH  PAYTON,  JR,  CRIM  INVSTGR,  DA  OFC 

48  tt   SMITH,  THOMAS  ALLEN,  CPT,  DIV  OF  INVSTGN  STATE  OF  G 
128   SNELLINGS,  FREDERICK  D. ,  JR,  (SGT,  GA  SPTL)  SA,  FBI 

123  SPARKS,  JOHNNY  L,  CPT,  BU  OF  POL  SERVICES 

25  *  SPENCE,  WILLIAM  E.,  ADJUTANT  SOLICITOR,  FULTON  COU 
171   STARLEY,  CHARLES  WAYNE,  LT,  GA  SPTL 
120   STEED,  JABUS  B. ,  MAJ,  ATLANTA  BU  OF  POL  SERVICE 

36  *  STEPHENS,  HUBERT  LEE,  STAFF  SERGEANT,  GEORGIA  STATE 
148   STONE,  CHARLES  STENIUS,  SA,  GA  BU  OF  INVSTGN 

178  SULLIVAN,  WILLIAM  TIMMONS,  CRIM  INVSTGR,  DA'S  OFC 
131   TAYLOR,  WILLIE  JAMES,  DEP  CHF,  BU  OF  POL  SERVICES 

7  *  TERRY,  J.  T.,  LIEUTENANT,  GEORGIA  STATE  HIGH 
39  tt   THOMAS,  IVY  A.,  LIEUTENANT,  PD 
98   THOMPSON,  STANLEY  L.,  SPECIAL  AGENT  II,  GEORGIA  BURE 

176  WALKER,  GREGORY,  SR,  CPT,  FULTON  CO  SO 

183  WALLACE,  BENITA  ANN,  SGT,  FULTON  CO  SD 
73   WEAVER,  WILSON,  LT,  GEORGIA  STATE  PATROL 
98   WEBER,  RICHARD  E.,  LT,  PD 

97   WHALEY,  ROBERT  M. ,  ASST  DISTRICT  ATTORNEY,  FULTON 
93   WHEELER,  LARRY  D,  SPECIAL  AGENT,  GA  BU  OF  INVSTG 
130   WHITE,  JACK  HALL,  SAC,  GA  BU  OF  INVSTGN 
174   WILEY,  FRANCES  BISHOP,  SAC,  GA  BU  OF  INVSTGN 
153   WILLARD,  RANDOLPH  HUTT,  INVSTGR,  GA  OFC  OF  SEC  OF  STAT 

92  tt   WOOD,  FRANKLIN  W,  SGT,  GA  SPTL 

127   WORTHAN,  DOUGLAS  DELANO,  LT,  BU  OF  POL  SERVICES 
78   WRIGHT,  CHARLES  E.,  LIEUTENANT,  PD 
AUGUSTA 

86  *  ANDERSON,  WILLIAM  A.,  SHF  OF  RICHMOND  CO 

93  BAILEY,  HAROLD  E,  SGT,  PD 

64  *  BECK,  JAMES  G. ,  JR,  SHF  OF  RICHMOND  CO 
150   BELL,  RICHARD  WESLEY,  JR,  CPT,  PD 
101   CALHOUN,  THAD  B,  PTLM,  RICHMOND  CO  SD 

86  *  DYKES,  J  B,  SHF  OF  RICHMOND  CO 
189   FRANCISCO,  JOHN  LOUIS,  LT,  RICHMOND  CO  SD 

142  GIDDENS,  MICHAEL  EARL,  LT,  RICHMOND  CO  SD 
189   GREELY,  JOHN  STACEY,  CWO  II,  USA 

95  HATFIELD,  SIDNEY  E,  III,  CHF  DEP,  RICHMOND  CO  SD 

184  HUFFMAN,  CHESTER  V,  JR,  LTT,  RICHMOND  CO  SD 

177  IVEY,  JOHN  WILLIE,  LT,  PD 

134  JOHNSON,  WILLIAM  EUGENE,  CPT,  RICHMOND  CO  SD 
125  *  JONES,  BILLY  TILLMAN,  DET  LT,  PD 

89   LOTT,  FREDDIE  P,  COP 

156  MANECKE,  WILLIAM  BRIAN,  LT,  PD 

97  tt   PHILPOT,  MYNOR  D,  JR,  COP 

118   TOOLE,  CHARLES  ANTHONY,  SR,  CHF  JAILER,  RICHMOND  CO  SD 
165   WASSON,  DIANNE  JONES,  CPT,  PD 
138   WASSON,  PHILLIP  KARL,  LT,  PD 

164  WILHELM,  EDWARD  JENNINGS,  CPT,  RICHMOND  CO  SD 
BAINBRIDGE 

157  FUNDERBURKE,  LARRY  EARL,  DEP  DIR,  PUB  SFTY 
15  tt   LYNN,  IDUS  J.,  COP 

152   MORRIS,  JAMES  CALDWELL,  CHF  DEP,  DECATUR  CO  SD 
81   PHILLIPS,  EMMETT  W.  ,  SHF  OF  DECATUR  CO 

57  #  PITTMAN,  ENNIS  LEE,  COP 
BLOOMINGDALE 

193   PIKE,  ROY  LEE,  LT,  PD 
BRUNSWICK 

143  ALEXANDER,  CARL  HAMILTON,  CHF,  GLYNN  CO  PD 
161   ALLISON,  GEORGE  WILLIAM,  LT,  USPP 

88   ANDREWS,  FELTON  D,  MAJ,  GLYNN  CO  PD 

165  AUSTIN,  KENNETH  EDGAR,  LT,  GLYNN  CO  SD 
152   BENNETT,  WAYNE  VERNON,  SHF  OF  GLYNN  CO 

133   BLAKEBROUGH,  GERALD  BRIAN,  LT,  GLYNN  CO  PD 
167   BOYET,  JACKIE  RAY,  SGT,  GLYNN  CO  PD 
186   BUTTS,  HENRY  LEE,  CPT,  PD 

104  CARTER,  JIMMY  C,  COP 

96  CLEMENTS,  WILLIAM  W,  SGT,  GA  SPTL 

186   CORBETT,  RONALD  WAYNE,  MAJ,  GLYNN  CO  SO 

105  COWAN,  THOMAS,  CPT,  PD 

179  DOERING,  MATTHEW  JEFFREY,  SGT,  GLYNN  CO  PD 
112   ELLIS,  WILTON  K,  PTLM,  PD 

58  *  FRANKLIN,  CHARLIE  W. ,  PATROLMAN,  PD 

98  HAUPT,  EDWARD  F.,  CPT,  PD 

106  JOHNSON,  PHILLIP  B,  MAJ,  GLYNN  CO  PD 

94  KICKLIGHTER,  DONALD  R,  CPT,  GA  SPTL 

124  PITTMAN,  WILLIAM  ROBERT,  JR,  CPT,  GLYNN  CO  PD 
157   SEAWELL,  DAVID  ALBRIGHT,  DET,  PD 

122   SPARRY,  DONALD  LEIGH,  DIR,  COASTAL  GA  POLICE  ACADEMY 
103   STARLING,  WALTER  R,  CPT,  GLYNN  CO  PD 
181   STEWART,  RALPH  CHRISTOPHER,  LT,  PD 

107  TAWNEY,  RAY  M,  SGT,  PD 

174   TINDALE,  MARISSA  JANE,  DET,  GLYNN  CO  PD 

189   TRAUTZ,  SCOTT  ARTHUR,  LT,  GLYNN  CO  PD 
BUCHANAN 

160   GREEN,  JAMES  ROBERT,  CPT,  HARALSON  CO  SO 

MIXON,  HOYT  EDWARD,  JR,  CHF  DEP,  HARALSON  CO  SD 
SPEARMAN,  KENNETH  PALMER,  CRIM  INVSTGR,  HARALSON  CO  SO 


179 

151 
BUTLER 

149 
53 
CALHOUN 


GILES,  NICHOLAS  EDWIN,  SHF  OF  TAYLOR  CO 

WRIGHT,  CHARLIE  JAMES,  SHERIFF,  TAYLOR  COUNTY  SO 
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141    JOHNSON,  CHARLES  HINFORD,  SA  PRINCIPAL,  GA  BU  OF  INVSTG 
CAMILLA 

94  »  FUSSELL,  THOMAS  E.,  CHIEF  OF  POLICE 
CANTON 

80   FRYE,  BERT  L.,  SR  AGNT ,  DIV  OF  INVSTGN,  ST  OF 

184   GARRISON,  ROGER  DALE,  SHF  OF  CHEROKEE  CO, 

161    MCCOLLUM,  CHARLES  EDHARD,  DIR,  OPS 

193   HEST,  LAHRENCE  VICTOR,  MAJ,  CHEROKEE  CO  SD 
CARNESVILLE 

114  *  HOEKHATER,  GERALD  J,  INVSTGR,  FRANKLIN  CO  SO 
CARROLLTON 

56  tt   GASTON,  JAMES  DENVER,  SR  AGNT,  DIV  OF  INVSTGN,  ST  OF 

153   HOSEY,  HILLIAM  THOMAS,  CPT,  PD 
CARTERSVILLE 

139   BRODEN,  GARY  LAHRENCE,  CPT,  PD 

138   COLEMAN,  RONALD  HILLIAM,  MAJ,  BARTOH  CO  SD 

190   DUNCAN,  DOUGLAS  L,  SGT ,  BARTOH  CO  SD 
CAVE  SPRING 

138  PEARSON,  BOBBY  CARROLL,  MAJ,  NH  GA  LAN  ENF  TNG  CENTER 
CEDARTOHN 

152   KIRKPATRICK,  JACK  JAROME,  SHF  OF  POLK  CO 
51  *  HILLIAMS,  J.  B.,  CHIEF  DEPUTY  SHERIFF,  POLK  COU 
CHAMBLEE 

158   PERKINS,  DAVID  MILTON,  CPT,  PD 
CLAYTON 

125   BROHN,  MAYNARD  WILLIS,  JR,  CHF  INVSTGN,  RABUN  CO  SO 
COLLEGE  PARK 

183  CHROMI,  RICHARD  P,  LT,  PD 

172   PIERCE,  RUSSELL  TERRENCE,  LT,  PD 
192   ROGERS,  RALPH  ANTHONY,  LT,  PD 
COLUMBUS 

139  *  BERRETH,  BRUCE  HILLIS,  SGT,  PD 
148   BOREN,  RICHARD  THOMAS,  SGT,  PD 

70  tt   CHAPMAN,  JOHN  HALTER,  DIR,  PD 
62  i   COULTER,  JACK  L.,  CMDR,  PD 

184  DUNLAP,  HARREN,  SGT,  PD 

58  tt    FAISON,  C.  B.,  DEP  CHF,  PD 
167   HAHK,  JOHN  DAVID,  SGT,  PD 

156  JOHNSON,  RALPH  BURTON,  SGT,  MUSCOGEE  CO  SD 
100  *  JONES,  RONALD  A.,  DET  SGT,  PD 

95  tt   KIRKLAND,  HERBERT  L.,  DIRECTOR,  PD 
117   LLOYD,  CHARLES  E.,  CHF,  COLUMBUS  AIPORT  PUB  SFTY 

45  *  MARTIN,  ROBERT  H. ,  PATROLMAN,  PD 
164   MAYS,  JIM  B,  SGT 
130   MCGHEE,  HILLIAM  BRATFORD,  DET  SGT,  PD 

59  tt   MCGUFFEY,  B.  FRANK,  COP 

192  PASKO,  VINCENT  GREGORY,  SGT,  PD 

106  POTTER,  GEORGE  A,  MAJ,  PD 

110  SANBORN,  BRUCE  D. ,  CHF,  COLUMBUS  HOUSING  AUTH  PD 

155  TAYLOR,  ROBERT  JAMES,  LT,  PD 

134  HRIGHT,  DAVID  MERLIN,  LT,  MUSCOGEE  CO  SD 
CONYERS 

141  DAVIS,  VICTOR  BENJAMIN,  SHF  OF  ROCKDALE  CO 

160  EDGE,  MICHAEL  GUY,  LT,  ROCKDALE  CO  SD 

143  HUNTER,  ROBERT  BALLARD,  CPT,  PD 

187  HUNTSINGER,  EDHARD  ALAN,  LT,  PD 

180  LEHIS,  MICHAEL  OTIS,  ASAC,  GA  BU  OF  INVSTGN 
166   LUCAS,  ANTONY  JOSEPH,  COP 

170   SPANN,  DAVID  SCOT,  SGT,  PD 

147  STARR,  HENRY  BARRON,  CPT,  PD 

117  VAUGHN,  CLARENCE  R.,  Ill,  COP 

157  HALL,  SANDRA  JOAN,  LT,  PD 

178   ZON,  MARTIN  PETER,  ASAC,  GA  BU  OF  INVSTGN 
CORDELE 

186   ORRICK,  HILLIAM  DHAYNE,  COP 
COVINGTON 

157   ANGLIN,  BARNEY  NELSON,  CPT,  PD 

119   BRUCE,  TIMOTHY  EDWIN,  LT,  PD 

188  COTTON,  STACEY  LANIER,  LT,  PD 

148  DAVIS,  HILLIE  GENE,  CPT,  PD 

105  tt   HAMILTON,  JACK  L,  CHF  DEP,  GWINNETT  CO,  SD 

153  HEHELL,  BILLY  JOE,  CPT,  PD 

181  MALCOM,  JULIAN  KENNETH,  LT,  PD 

118  REED,  HARDELL  ALFRED,  JR,  INVSTGR,  NEHTON  CO  SO 
172   TREADWELL,  J  CRAIG,  LT,  PD 

131   TURNER,  ALMOND  JAMES,  JR,  LT,  PD 
CUHMING 

168   KIRK,  LEEVAN,  CPT,  FORSYTH  CO  SO 
49   PEACOCK,  P.  C,  CPT,  FORSYTH  CO  SO 

129   WALRAVEN,  WESLEY  C,  JR,  SHF  OF  FORSYTH  CO 
DAHLONEGER 

181   KELLEY,  STANLEY  JOE,  CPT,  LUMPKIN  CO  SO 
DALTON 

163   BAGLEY,  DONALD  JAMES,  DEP  CHF,  PD 

141   BLACK,  CHARLES  MILLARD,  LT,  PD 

133   CHADHICK,  JAMES  DWIGHT,  CPT,  PD 

178   CHITWOOD,  THURMAN  SCOTT,  SHF  OF  WHITFIELD  CO, 

101  *  JEFFERSON,  RUDY  J,  LT,  WHITFIELD  CO  SD 
99    LOWE,  JAMES  R,  COP 
79  It   MAULDIN,  G.  T.,  SHF  OF  WHITFIELD  CO 

154  NEAL,  TERRY  JOHNNIE,  SGT,  PD 
192   PARKER,  HOYT  JASON,  LT,  PD 

128  SCHNEIDER,  GEORGE  HALTER,  ASST  COP 

105  *  SMITH,  DANNY  F.,  LIEUTENANT,  SO 

166  SNEED,  BOBBY  LAHRENCE,  SGT,  WHITEFIELD  CO  SD 

149  SHINEY,  RICHARD  LYNN,  CPT,  WHITFIELD  CO  SD 

174  HHITE,  STANLEY  HERSHEL,  LT,  PD 

40  ft  WHITFIELD,  EMMETT  M.  ,  JR,  DET-ADMIN,  WHITFIELD  CO 

188  HILLARD,  GARY  WAYNE,  LT,  WHITFIELD  CO  SO 
DAWSON 


114  LAW,  PHILLIPS  E,  CHF  OF  PUB  SAFETY,  PD 
DECATUR 

101  tt   ANDREHS,  DOUGLAS  K,  CPT,  DE  KALB  CO  PD 

115  ANGLIN,  JAMES  JOSEPH,  III,  LT,  DEKALB  CO  PD 
BAILEY,  JAMES  FREDERICK,  CHF  INVSTGR,  DEKALB  CO  JUVENIL 
BAKER,  JAMES  LUCIAN,  SQUAD  CMDR,  GA  BU  OF  INVSTGN 
BAKER,  ROY,  LT,  DE  KALB  CO.  PD 
BISHOP,  WILLIAM  HENRY,  JR,  CPT,  DEKALB  CO  SD 
BROOKS,  JAMES  H. ,  LT,  DE  KALB  CO  PD 
BROWN,  DERWIN,  SGT,  DEKALB  CO  PD 
BROHN,  EMORY  EUGENE,  JR,  CHF  DEP,  DE  KALB  CO  SD 
BRYANT,  BOBBY  N,  SA,  GA  BU  OF  INVSTGN 
BUCKNER,  L  GALE,  ASAC,  GA  BU  INVSTGN 
CLOWER,  JOHN  T,  III,  MAJ,  DEKALB  CO  SD 
CORDES,  WILLIAM  JOSEPH,  III,  CPT,  DEKALB  CO  SD 
CROOK,  WILLIAM  T.,  SGT,  DE  KALB  CO  PD 
DANIELL,  CHARLES  LAMONT,  SAC,  GA  BU  OF  INVSTGN 
DICKERSON,  GRANVILLE,  JR,  CMDR,  PD 
DIERKS,  ERIC  OLAFSON,  CPT,  DE  KALB  CO  SO 
DORSEY,  LAWRENCE  F,  LT,  DEKALB  CO  PD 
ETHRIDGE,  WILLARD  ROBERT,  LT,  DEKALB  CO  PD 
FARRAR,  DONALD  E,  ASST  COP,  DE  KALB  CO  PD 
FENLEY,  JOHN  N,  CPT,  DE  KALB  COUNTY  PD 
FERGUSON,  KENNETH  EUGENE,  CPT,  DEKALB  CO  SO 
FERGUSON,  MELVIN  F,  ASST  CHF,  DE  KALB  CO  PD 
GRIFFIN,  JAMES  MICHAEL,  MAJ,  DEKALB  CO  SD 
HAMRICK,  JAMES  R,  DIR,  GA  BU  OF  INVSTGN 
HANSON,  JAMES  ELMORE,  JR,  LT,  DE  KALB  CO  DPS 
HETZEL,  RICHARD  LEE,  CHF,  CRIM  INVSTGN  DIV,  DPS 
HOWINGTON,  JACK  R,  ASST  COP,  DE  KALB  CO  PD 
INGRAM,  ROBERT  FRANKLIN,  SAC,  GA  BU  OF  INVSTGN 
JOYNER,  PHILIP  HOLMES,  JR,  CPT,  DEKALB  CO  PD 

35  tt   KING,  ROGER  MIZELLE,  IDENT  SUPR,  DEKALB  CO  PD 
120   LANG,  JOHN  GEORGE,  JR,  SA,  GA  BU  OF  INVSTGN 
LEE,  JAMES  KEITH,  LT,  PD 

MALUEG,  WILLIAM  JAMES,  SAC,  GA  BU  OF  INVSTGN 
MANN,  ROY  STEVEN,  MAJ,  DEKALB  CO  SD 
MATTHEWS,  J  EDWIN,  COP 
MAXSON,  ROBERT  LEE,  CPT,  DEKALB  CO  SD 
MELTON,  ROBERT  WAYNE,  MAJ,  DEKALB  CO  SD 
MILLER,  JAMES  T,  ASST  CHF,  DEKALB  CO  PD 
MOODY,  EDDIE  JAMES,  LT,  DEKALB  CO  DPS 
PEACOCK,  WILLIAM  E. ,  JR.,  SERGEANT,  DEKALB  CO.  PD 
PEARCE,  LARRY  EUGENE,  LT,  PD 
PEARSON,  JOHN  EDWARD,  LT,  DEKALB  CO  PD 
ROBERTSON,  DONA  BATEMAN,  ASAC,  GA  BU  OF  INVSTGN 
ROWELL,  JAMES  MICHAEL,  LT,  DEKALB  CO  PD 
STANLEY,  JAMES  T,  LTC,  DE  KALB  CO  PD 
TAYLOR,  PAUL  RONALD,  LT,  DEKALB  CO  PD 
TAYLOR,  TIMOTHY  JOHN,  SR,  CPT,  DEKALB  CO  DPS 
WAGNON,  EMORY  TODD,  CAPTAIN,  DE  KALB  COUNTY  PD 
WILSON,  JAMES  S,  CPT,  DE  KALB  CO  PD 
WILSON,  RALPH  EUGENE,  JR,  CPT,  DE  KALB  CO  PD 
WOODHAM,  GARY  LEE,  SR,  SGT,  DEKALB  CO  PD 
YATES,  THOMAS  R.,  SR,  CPT,  DE  KALB  CO  PD 
DOBBINS  AFB 

181   CAIN,  JEFFREY  ALAN,  CHF  MSGT,  USAF 
DOUGLAS 
104   BIDWELL,  ROBERT  R,  CHF, SEC-PUB  SFTY,  SOUTH  GA  COL 
168   HENDERSON,  MARK  ANTHONY,  MAJ,  COFFEE  CO  SO 
DOUGLASVILLE 
170   BRUMBELOW,  TIM  ARCH,  LT,  DOUGLAS  CO  SD 

COPELAND,  WILLIAM  STANLEY,  CPT,  DOUGLAS  CO  SD 
DRUM,  BENNY  EDWARD,  MAJ,  PD 
KELLEY,  JOSEPH  M,  JR,  LT,  PD 

THOMAS  LEE,  CPT,  DOUGLAS  CO  SD 
PHIL  DANIEL,  CPT,  DOUGLAS  CO  SD 
EDDIE  LEE,  SGT,  DOUGLAS  CO  SD 
JEFFRY  GLENN,  LT,  DOUGLAS  CO  SD 
SHADIX;  RONALD  HENLEY,  CPT,  DOUGLAS  CO  SO 
STARRETT,  ROBERT  GERALD,  LT,  DOUGLAS  CO  SO 
WALKER,  DONALD  ROBERT,  DET,  PD 
WHISENANT,  JOSEPH  LOWRY,  COP 


183 
145 

98 
145 

96 
156 
119 
111 
169 
129 
170 

99 
163 
119 
161 
113 
123 

94 
101 
177 

90 
121 
100 
173 
155 
100 
159 
142 


189 
135 
193 

79 
154 
136 
108 
139 
111 
128 
195 
187 
147 
112 
164 
150 

51 
105 
119 
132 
103 


LATHAM, 
MILLER, 
MORRIS, 
NALLEY, 


161 
156 
182 
129 
144 
154 
187 
160 
179 
173 
146 
DUBLIN 
168 
90 
DULUTH 

161   BELCHER,  RANDALL  DEAN,  COP 
EAST  POINT 
167   BROWN,  FRANK  LEWIS,  MAJ,  PD 
109   HARBIN,  ALLEN  W,  JR,  MAJ,  PD 
91   MCCLENDON,  JOHN  L.,  JR,  COP 
58  tt   RICKERSON,  HAROLD  ALLAN,  ASSISTANT  CHIEF,  PD 
ELBERTON 

70   WARD,  GEORGE  WILLIAM,  CHIEF  OF  POLICE,  PD 
FAYETTEVILLE 
149   HALL,  CHARLES  LARRY,  CHF  DEP,  FAYETTE  CO  SD 
LEDBETTER,  DONALD  STEVEN,  CPT,  PD 


BACON,  ANDREW  JEFFERSON,  CPL,  GA  SPTL 
ELLER,  DAVID  F.,  SA,  NATL  AUTO  THEFT  BU 


195 
FOREST  PARK 
163   HOBBS, 


DWAYNE,  ASST  CHF,  PD 
WIEGAND,  STEPHEN  ALLEN,  CPT,  PD 


191 
FORSYTH 
130   BITTICK, 


JOHN  CARY,  SHF  OF  MONROE  CO  SD 
BUSH,  ALFRED  MERCER,  JR,  INVSTGR,  MONROE  CO  SD 
CORLEY,  ROBERT  KEITH,  SGT,  MONROE  CO  SD 
DUNN,  ROY  LAMAR,  III,  LT,  MONROE  CO  SO 
PONDER,  BENJAMIN,  JR,  COP 

WILKES,  JOHNNY  EDWARD,  JR,  CPT,  MONROE  CO  SD 
FORT  BENNING 
183   SALO,  DONALD  GEORGE,  LTC,  USA 


149 
194 
185 
158 
138 
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FORT  GILLEM 
156   ABERNATHY,  ROBERT  BROOKS,  J,  CPT, 
BEARD,  GLENN  PIERCE,  CPT,  USA 
BEHNEN,  ADAM  PATRICK,  SA,  USACIDC 
CAPSTICK,  PAUL  RUPERT,  MAJ  PD 
CRABTREE,  TIMOTHY  JOHN 
MIKKO,  DONALD  MICHAEL, 
FORT  GORDON 

179   HISER,  ROBERT  MICHAEL,  SA,  USACIDC 
FORT  MCPHERSON 

172   HOLLOHAY,  RANDY  ALLEN,  LTC,  USA 
FORT  OGLETHORPE 

91   GIDEON,  RAYMOND  A,  SGT 
FORT  STEWART 

126   PARROTT,  LEON  FRANKLIN 
FORT  VALLEY 

104   BECHAM,  JOHNNIE  V,  SHF  OF  PEACH  CO  SD 
123  #  DANKEL,  JOHN  BATES,  COP 

DEESE,  TERRY  HAYNE,  MAJ,  PEACH  CO  SD 
JONES,  JAMES  WALTER,  CHF  DEP,  PEACH  CO  SD 
TRAWICK,  GARY  F,  SGT,  PD 
GAINESVILLE 
163   ASH,  CHRISTINA  ROBERTSON,  ASAC,  GA  BU  OF  INVSTGN 
ASH,  JAMES  DOYLE,  CPT,  HALL  CO  SD 
ATTAWAY,  S  RONALD,  SR,  CPT,  HALL  CO  SO 
BAILEY,  RONALD  EDWARD 


149 
173 
160 
187 
180 


183 
137 
115 


USA 


CWO  III,  USA 
CWO  III,  USA 


PD 


LTC,  USA 


135 
109 
187 
127 
146 

60 
141 
143 
115 
152 

99 
177 
118 

95 
121 
191 
172 
182 
122 


CPT,  GA  DEPT  OF  NATURAL  RESOUR 
BAXTER,  ELLIS  WILLARD,  CHF  INVSTGR,  DA'S  OFFICE 
BISHOP,  JOSEPH  DANIEL,  SGT,  HALL  CO  SD 
PD 


BUREL,  JOHN  LEWIS,  CPT, 

CRONIC,  STEVEN  DUDLEY,  INVSTGR,  DA  OFC 

EVANS,  BOBBY  JERRY,  SGT,  PD 

FORRESTER,  JERRY  H,  COP 

FRAZIER,  DAVID  CLEM,  LT,  PD 

GARNER,  GARY  M,  SAC,  GA  BU  OF  INVSTGN 

GILBERT,  RAMONE,  LT,  HALL  CO  SO 

HALLMAN,  JAMES  TERRELL,  SAC,  GA  BU  OF  INVSTGN 

HAYES,  FRED,  COP 

MERCK,  JAMES  DAVID,  CHF  MARSHALL,  CITY  OF  GAINESVI 

NILES,  AVERY  D,  LT,  HALL  CO  SO 

POMRENKE,  RUSS  J,  TRNG  DIR,  PD 

STEPHENS,  FRED  EMMETTE,  ASAC,  GA  BU  OF  INVSTGN 

STRAYHORN,  EDWARD  EUGENE,  J,  CPT,  HALL  CO  SO 
130  tt   TAYLOR,  WILLIAM  MITCHELL,  CPT,  PD 
183   WIMPY,  JEFFREY  WAYNE,  LT,  PD 
GARDEN  CITY 
106  *  STEPHENS,  BRUCE  A.,  SERGEANT,  PD 

WOOD,  JEFFREY  G,  COP 


BURNETT,  ELWYN  M,  LAW  ENF  SPECLIST,  FED  LAW  ENF 

COOK,  JAMES  ARNET,  SGT,  USCP 

HESSER,  JEFFREY  LEE,  ASST  DIV  CHF,  FLETC 

HOBBS,  HARRY  J,  JR,  INSTR,  FLETC 

JONES,  ELWOOD  W,  LAW  ENF  SPCLST,  FLETC 

OLSEN,  LAURA  METCALF,  SR  INSTRUCTOR,  FLETC 

ONEILL,  GEORGE  R,  INSTRUCTOR,  FLETC 

SELF,  DARRELL  D,  INSTRUCTOR,  FEDERAL  LAW  ENF  TN 

TINDLE,  GEORGE  A,  TRAINING  DIR,  US  CUSTOMS, 

WELCH,  WAYNE  E,  DIR,  FEDERAL  LAW  ENF  TRAINING 

WILSON,  WAYNE  WELFORD,  SA,  US  DEPT  OF  AGRICULTURE 

HUMPHRIES,  EARL  MAXWELL,  JR,  CHF  INVSTGR,  JONES  CO  SD 


100 
GLYNCO 
91 
128 
123 
99 
116 
151 
92  # 
109 
107 
87  tt 
57 
GRAY 
175 
GRIFFIN 

103   BARROW,  MARVIN  F,  LT,  PD 
26  #  BLACKWELL,  LEO  D. ,  COP 

36  #  HAYES,  JIMMY  ELMER,  (SA.FBI),  DESK  SGT,  PD 
127   PARKER,  HERMAN  EUGENE,  ASST  CHF,  PD 
97   PITTS,  WALLACE  E.,  CAPTAIN,  PD 
120   SUTTON,  JIMMY  RAY,  COP 
HAPEVILLE 
110   GAILEY,  ANTHONY  K,  SAC,  GA  BU  OF  INVSTGN 
113   STEPHENS,  BOBBY  R,  SPECIAL  AGENT, 
HAWKINSVILLE 

179  TRIPP,  SAMUEL  GARY,  COP 
HAZLEHURST 

173   LAND,  STEVEN  CURTIS,  COP 
HELEN 

159   GAGLIOLO,  JAMES  MICHAEL,  LT,  PD 
HELENA 

180  HANCOCK,  KENNETH  WAYNE,  LT,  GA  SPTL 
HINESVILLE 

137   CRIBBS,  THOMAS  EUGENE,  LT,  PD 

DAVIS,  DENNIS  KIM,  DET,  LIBERTY  CO  SD 
HIGGINBOTHAM,  ROBERT  WAYNE,  CPT,  PD 
MORAN,  KEITH  DANIEL,  CHF  DEP,  LIBERTY  CO  SD 
RYON,  JAMES  ROBERT,  COP 


GA  BU  OF  INVSTG 


CALLAHAY,  CECIL  A.,  CNSRVTN  RNGR,  DEPT  OF  NTURL  RE 


184 

195 

177 

120  * 
HOMER 

83  # 
JESUP 

123  *  REDDISH,  GEORGE  RILEY,  SHF  OF  WAYNE  CO 
JONESBORO 

108   BLANKENSHIP,  JAMES  R.,  LT,  CLAYTON  CO  PD 

151  COBB,  RANDY  EUGENE,  CHF  INVSTGR,  DA  OFC  CLAYTON  JU 
95   HART,  EDWARD  B.,  JR.,  DIR  OF  PUB  SFTY,  CLAYTON  JR  CO 

184   KELLEY,  GARY  R,  SPEC  INVSTGR,  CLAYTON  CO  DA  OF 
140   REONAS,  JAMES  WILLIAM,  JR,  CPT,  CLAYTON  CO  PD, 
194   REYNOLDS,  JOSEPH  ANTHONY,  CPT,  CLAYTON  CO  PD 
111   ROBINSON,  JERRY  W. ,  CPT,  CLAYTON  CO  PD 
88  *  THORNTON,  C  R,  CHF,  CLAYTON  CO  PD 
114   TIDWELL,  DAVID  M,  LT,  CLAYTON  CO  PD 

152  TRIMBLE,  RONALD  STEVE,  SGT,  CLAYTON  CO  PD 


INVSTGR,  DA  OFC 
WALKER  CO  SD 
INVSTGR,  PD 


PD 


109   WOODCOCK,  WALLACE  L.,  LIEUTENANT,  CLAYTON  COUNTY  PD 
KENNESAW 

129  *  RUBLE,  ROBERT  LEE,  COP 

KINGS  BAY 

95   DAVIS,  LARRY  C,  SEC  ASST,  USN 
KINGSLAND 

140   ELLIS,  OTIS  GUYTON,  SAC,  GA  BU  OF  INVESTIGATION 
LAFAYETTE 

144    BASS,  JOHNNY  CALVIN,  CHF 

171  FORD,  WILLIAM  DAVID,  CPT, 
153   MORRISON,  SHELTON  HILTON, 

LAGRANGE 
117   ANDERSON,  RAYMOND  LEWIS,  CPT,  PD 

172  DYE,  RANDY  LAMAR,  CPT,  PD 

125  SCOTT,  DONALD  REX,  LT,  PD 
92   SHEPHERD,  GARY  B,  COP 

150   SPRADLIN,  LEVIS  J,  DET  CPT,  PD 
167   TATUM,  MORRIS,  CPT,  PD 

139  WILSON,  WILLIE  C,  CPT,  PD 

133  YATES,  GEORGE  ANTHONY,  LT,  PD 
LAWRENCEVILLE 

114  BEDINGFIELD,  WILLARD  D,  CPT,  GWINNETT  CO  PD 

146  BISHOP,  CHARLES  ALTON,  LT,  GWINNETT  CO  PD 

177  CARSTEN,  JAMES  PATRICK,  SHF  OF  GWINNETT  CO, 

142  COWART,  JOHN  MICHAEL,  CPT,  GWINNETT  CO  PD 
107  *  CRUNKLETON,  JOHN  W,  CHF,  GWINNETT  CO  PD 

126  DAVIS,  DAIRELL  WEYMAN,  CPT,  GWINNETT  CO  PD 

134  DAVIS,  RONALD  LAYNE,  CPT,  GWINNETT  CO  PD 
188  HALL,  STAN  L,  DIR,  GWINNET  CO  DA  OFC 

117  MCKELVEY,  LUTHER  F.,  JR,  CPT,  GWINNETT  CO  PD 

184  PEUGH,  DWIGHT  BRIAN,  SGT,  GWINNETT  CO  SO 
138  RAWLINS,  RAY  HERSCHEL,  INVSTGR,  GWINNETT  CO  DA  OFC 

185  REONAS,  MICHAEL,  LT,  GWINNETT  CO  PD 
111  RICHARDS,  GERALD  C. ,  LT,  GWINNETT  CO  SO 
123  SMITH,  THOMAS  ELLIOTT,  DEP  SHF,  GWINNETT  CO  SO 
175  WALTERS,  CHARLES  MARK,  SGT,  GWINNETT  CO  PD 

LEESBURG 

144  PARKER,  DENNIS  ALAN,  CH  DEP.  LEE  CO  SHRF  OFFICE 
MACON 
125 
142 
122 
193 

58 

92 
181 
188 
174 

69 
135 
156 

33 
153 
137 
125 
118 
108 

69 
MADISON 

165  CHASTAIN,  WILLIAM  DON,  LT,  GA  SPTL 
MARIETTA 

105  ALLRED,  ARTHUR  B.,  JR.,  CPT,  COBB  CO  PD 

141  ARROWOOD,  JAMES  DONNIE,  CPT,  COBB  CO  PD 

162  BRAMLETT,  KENNETH  EUGENE,  CPT,  COBB  CO  PD 

121  GREEN,  ROLLA  WILLIAM,  CPT,  COBB  CO  PD 

118  GRIFFIN,  CHARLES  EMMETT,  JR,  OFCR,  COBB  CO  DEPT  OF  CORR 

193  GROGAN,  WILLIAM  JOE,  LT,  PD 

128  HIGHTOWER,  ROBERT  EDWARD,  DIR  OF  PUB  SFTY,  COBB  CO  PD 

117  HOLT,  LYNN  M.,  CHF  DEP,  COBB  CO  SD 

150  JOHNSON,  CULVER  DICKSON,  JR,  BU  CHF,  COBB  CO  PD 

104  JONES,  JAMES  A,  MAJ,  COBB  CO  PD 

102  *  JONES,  WILLIAM  P,  MAJ,  COBB  COUNTY  PD 

103  KEHELEY,  TOMMY  L.,  DET.  LIEUTENANT,  COBB  COUNTY  P 
188  LEE,  DAVID  MARK,  LT,  PD 

122  MAXWELL,  JIMMIE  DON,  CPT,  COBB  CO  SD 
165  MILLER,  IRA  WAYNE,  LT,  COBB  CO  PD 
122  MOODY,  BOBBY  DANIEL,  COP 

171  MOODY,  SHARON  TATE,  MAJ,  COBB  CO  PD 

168  MORRIS,  CARLTON  HUGH,  LT,  COBB  CO  PD 

158  NIX,  JOSEPH  EDDIE,  LT,  COBB  CO  PD 
125  #  POPE,  BRADLEY  LEE,  CPT,  COBB  CO  DPS 

92  RAINEY,  DONALD  E.,  CPL,  COBB  CO  PD 

132  REID,  JOSEPH  WILLIAM,  CHF  OF  DET,  COBB  CO  PD 

167  RIGO,  MICHAEL  MAURICE,  LT,  PD 

65  #  ROBINSON,  CLARENCE  R,  ASST  COP 

136  ROPER,  ROBERT  RONALD,  DET  LT,  COBB  CO  PD 

185  SPARKS,  PAULA  SUE,  SGT,  COBB  CO  PD 

174  STARNES,  MATTHEW  ANDREW,  LT,  COBB  CO  PD 

84  STILSON,  FREDERICK  C,  DIR  OF  PUB  SAFETY,  KENNESAW-CO 

194  STOREY,  RONALD  DEAN,  LT,  COBB  CO  DPS 

109  STRICKLAND,  RANDALL  E.,  DETECTIVE  SERGEANT,  COBB  COUNT 

114  TOLER,  MORRIS  F.,  JR,  CPT,  COBB  CO  PD 

159  TOWNSEND,  RICK  JOE,  LT,  PD 

128  WARREN,  BUDDY  NEIL,  LT,  COBB  CO  SD 

146  WEBB,  MICHAEL  DANE,  MAJ,  COBB  CO  PD 
MC  DONOUGH 

192  HATCH,  TIMOTHY  PAUL,  CPT,  HENRY  CO  PD 

132  PATTERSON,  HUBERT  RANDALL,  MAJ,  HENRY  CO  PD 

174  SMITH,  KENNY  LEE,  MAJ,  HENRY  CO  PD 
MILLEDGEVILLE 


ADAMS,  GARY  LAMAR,  CPT,  PD 

ALLEN,  ROBERT  JORDON,  MAJ,  PD 

BISHOP,  CHARLES  WEBSTER,  ASST  COP 

BURNS,  THOMAS  MICHAEL,  LT,  PD 

CRANFORD,  BEN  C,  JR.,  CHF  OF  DET, 

CRETER,  NEIL  S.,  DET,  PD 

DORN,  MICHAEL  STEPHEN,  CHF,  BIBB  CO  BOARD  OF  ED  CAMPU 

DUNWODY,  W  ELLIOTT,  LT,  BIBB  CO  SO 

FIELDS,  BRADY,  CPT,  PD 

GILBERT,  DWAYNE  W. ,  US  MARSHAL,  MIDDLE  DIS  OF  GA 

HAGOOD,  KENNETH  DENNARD,  CMDR,  PD 

HIGGINS,  JAMES  FRANKLIN,  LT,  BIBB  CO  SD 

MASSEY,  J.  P.,  CHF  DEP  SHF,  BIBB  CO  SO 

MAULDIN,  WILLIAM  THOMAS,  CPT,  PD 

MELVIN,  JIMMY  LEON,  CHF  CRIM  INVSTGR,  DA  OFC 

SHEPHARD,  WARREN  FRANKLIN,  CPT,  BIBB  CO  SD 

SINGLETON,  TERRY  LEE,  MAJ,  BIBB  CO  SD 

SLYE,  WILLIAM  L,  CPT,  PD 

WILKES,  RAYMOND  LAWRENCE,  SHERIFF,  BIBB  COUNTY  SO 


PAGE 


189 


HHW 


GEORGIA  -  GEORGIA 


JAMES  DOUGLAS,  CHF  DET,  PD 

CHARLES  D. ,  SGT,  GA  SPOL 

HOHARD  RICHARD,  CHF  DET,  BALDWIN  CO  SD 


142    JOSEY, 

117    MASON, 

171   SILLS, 
HILLEN 

112  ft   CASEY,  NEIL  M,  SR,  COP 
MONROE 

112 
MOODY  AFB 

132    HOODS 
HORROH 

142    DEKMAR,  LOUIS  MICHAEL,  JR,  COP 

178    SEHELL,  HILLIAM  CHARLES,  ASST  CHF, 
MOULTRIE 


DOSTER,  JESSE  R.,  INVSTGR,  HALTON  CO  DA  S  OFC 
ROY  DENNIS,  TECHNICAL  SGT,  USAF 


PD 


41  * 

92 

99 

NEHNAN 

55  * 

185 

113 

175 


ADDISON,  J.  FLOYD,  COP 
LIVINGSTON,  B.  N.,  COP 
RABON,  TOMMY  L.,  TRAINING  OFFICER,  PD 


BROHN,  ROBERT  D. ,  COP 

KINSEY,  MICHAEL  DENNIS,  LT,  COHETA  CO  SO 
MILLAR,  THEODORE  M,  SGT,  GA  SPTL 
YARBROUGH,  JAMES  OLIN,  CPT,  COHETA  CO  SO 
NORCROSS 

120  ft   GRISHELL,  JERRY  HILLIAM,  COP 
OCILLA 

157   WILLIAMS,  THAMOUS  EDWIN,  COP 
PEACHTREE  CITY 

ROBERT  MICHAEL,  MAJ,  PD 
JAMES  VINCENT,  COP 


175   DUPREE, 

141   MURRAY, 
PEMBROKE 

97  *  DUBOIS, 

171 
PERRY 

195 

155 
67 

150 


FRED  A,  COP 
SIMMONS,  JEFFREY  ALAN,  COP 


JR.,  DEPUTY  SHERIFF  OF  HARRIS  COUNT 


DYKES,  JAMES  HEATH,  DET  LT,  PD 

MUSICK,  PAUL  FRANK,  III,  ASST  SAC,  GA  BU  OF  INVSTGN 
WEBB,  GILES  H,  DET,  HOUSTON-PEACH  COUNTY  DRUG 
WRIGHT,  THOMAS  SHERMAN,  INVSTGR,  HOUSTON  CO  DA  OFC 

PINE  MOUNTAIN 

54  *  MOTHERSHED,  LEE  B. 

POOLER 

103  CHAN,  CLARENCE  E,  COP 

166   REVENEH,  MARK  NORMAN,  SGT,  PD 
REIDSVILLE 
121  ft   BOYLE,  RICHARD  PAUL,  CHF  INVSTGR,  GA  DEPT  OF  OFFEND 
82   HORNE,  JAMES  L,  DIS  DIR,  DEPT  OF  CORRCTNS 
74  ft   MILLER,  LEVY  C.  ,  CPT,  GA  SPTL 

33  ft   ROBERTSON,  JOHNNIE  H.  ,  CAPTAIN,  GEORGIA  STATE  PATROL 
RICHMOND  HILL 

159   REYNOLDS,  BILLY  DEAN,  SR,  COP 
R I NCON 

194  BRADANICK,  JOHN  ROBERT,  COP 
RINGGOLD 

173  BLACK,  LARRY  CLIFTON,  MAJ,  CATOOSA  CO  SD 
106   BROWN,  GEORGE  C,  DET,  CATOOSA  CO  SO 

96  ft   GROOVER,  HAROLD  E.,  CHF  INVSTGR,  CATOOSA  CO  SO 

174  HELTON,  MICHAEL  ALAN,  DET,  CATOOSA  CO  SD 

195  SCHMIDT,  LOREN  TODD,  CPT,  CATOOSA  CO  SD 

176   HELLS,  RAYMOND  VICTOR,  III,  DET  SGT,  CATOOSA  CO  SO 
ROCKMART 

104  WALDROP,  WILLIAM  R,  DIR,  DPS 
ROME 

73 
126 
186 

91 

95 
181 

61 
175 
104 
155 

93 

42 
107 
113 
169 
131 
147 
115 
185 
105 
165 
143 
107 
130 

64 
124   WHITENER 
ROSSVILLE 

J  PAUL,  COP 

RONALD  E,  PTLMN,  PD 


BARNETT,  JOHN  D. ,  SR,  DEP  CITY  MARSHAL,  PD 

BISHOP,  FURMAN  RALPH,  SGT,  PD 

CARNEY,  HILLIAM  GREGORY,  SGT,  FLOYD  CO  PD 

COLLINS,  JOHN  F.,  COP 

FREE,  JAMES  F,  CHF,  FLOYD  CO  PD 

GOSS,  TRAVIS  LEE,  CPT,  PD 

HART,  HILLIAM  J.,  SHF  OF  FLOYD  CO 

HIBBERTS,  WILLIAM  LEWIS,  JR,  SGT,  PD 

JONES,  DAVID  E.,  CAPTAIN,  PD 

JONES,  MICHAEL  STEVEN,  LT,  PD 

RALPH  H,  LT,  PD 

B.  FRANK,  COP 

OSCAR  L,  CPT,  PD 
RAGLAND,  MICHAEL  D,  CPT,  PD 
REYNOLDS,  JAMES  MICHAEL,  LT,  PD 
ROBERSON,  LONZO  GROVER,  PTLM,  PD 
SHIFLETT,  CHARLES  HILLIAM,  SGT,  FLOYD  CO  PD 
SHIFLETT,  THOMAS  A,  CPT,  FLOYD  CO  PD 
SIMS,  HILLIAM  GLENN,  LT,  PD 
SMITH,  HUBERT  L,  CPT,  PD 
SMITH,  MARSHALL  LEE,  LT,  PD 
SNOW,  EVA  ELAINE,  LT,  PD 

SPARKS,  RICHARD  L,  ADMINISTRATIVE  AIDE,  FLOY  COUN 
SUTTON,  STANLEY  E.,  SR,  SGT,  FLOY  CO  PD 
TERHUNE,  WILLIAM  B.,  DETECTIVE  CAPTAIN,  PD 
BILLY  FRANKIE,  SGT,  FLOYD  CO  PD 


KILGO, 
PERRY, 
PITTS, 


75  U   GRIFFIN, 
108  *  HUBBARD, 
ROSHELL 
102   BROWN,  CHARLES  M,  DET  CPT,  PD 
KING,  JERRY  LEE,  COP 
WATSON,  JOHN  BARDHELL,  CPT,  PD 


140 

188 
RUPERT 

101  *  FRIES,  PAUL  E,  COP 
SAVANNAH 

117  ALLEN,  HERMAN  S.,  SGT,  PD 

47  BARNES,  SIDNEY  B.,  JR.,  DEP  SHF,  MUNICIPAL  COURT 

190  BARNWELL,  JAMES,  LT,  PD 

127  BASHLOR,  RALPH  MORRIS,  JR,  CPT,  PD 
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188 

92  * 

109 

129 

185 

81 

94 

182 

102  * 

116 

115 

87 

102  * 
112 

90  ft 
187 
153 

91 
160 

77  ft 
176 

79 
164 

83 

16  ft 

85  * 
158 
170 
175 
137 
110 
168 
171 
149 
136 
146 
158 

77 
148 

98 

63  ft 
178 
154 

78 
107 
128 
144 
168 
162 
SMYRNA 

28 

98 


BURKHALTER,  DOUGLAS,  CPT,  CHATHAM  CO  PD 

BUTLER,  HILLIAM  G,  LT,  CHATHAM  CO  PD 

CHEEKS,  JOHN,  LT ,  CHATHAM  CO  PD 

CROSS,  FLETCHER,  CPT,  PD 

DALY,  SANDRA  ANN,  SGT,  CHATHAM  CO  SD 

DAVIN,  JOHN  J,  CHF,  CHATHAM  CO  PD 

DAVIS,  RAVINELL  C,  SGT,  CHATHAM  CO  PD 

ENOCH,  TERRY  LAMONT,  SGT,  CHATHAM  CO  SD 

EUSTACE,  JOHN  A,  CPL,  CHATHAM  CO  PD 

FISCHETTE,  MICHAEL  M,  SA,  GA  BU  OF  INVSTGN 

FRANKLIN,  JAMES  E,  LT,  CHATHAM  CO  PD 

FREEMAN,  WILLIAM  R,  MAJ,  CHATHAM  COUNTY  PD 

GAY,  ROBERT  M. ,  JR.,  SERGEANT,  PD 

GELLATLY,  DAVID  M,  COP 

GILES,  ANDERSON  B,  JR,  CPT,  CHATHAM  CO  PD 

GLEMBOSKI,  GARY  JOSEPH,  LT,  PD 

HALL,  HERBERT,  LT,  PD 

INGRAM,  FRANK,  III,  MAJOR,  PD 

JONES,  QUINCY,  LT,  GA  SPTL 

KENDRICK,  MALCOLM  E,  LIEUTENANT,  PD 

LONG,  GERALDINE  MAE,  LT,  PD 

LOVE,  SIDNEY  N. ,  LIEUTENANT,  PD 

LOVETT,  WILLIE  CLINTON,  LT,  PD 

LOWERY,  HARVEY  J,  JR,  CPT,  CHATHAM  CO  PD 

MARLOWE,  WILLIAM  F.,  CPT,  PD 

MARTIN,  SHEDRICK,  JR.,  DETECTIVE,  PD 

MCCLUSKEY,  CLAIRE  SLOAN,  SGT,  PD 

MERRIMAN,  ROBERT  DONALD,  SGT,  CHATHAM  CO  PD 

MURRAY,  JOHN  HUGH,  MAJ,  CHATHAM  CO  SO 

OLIVER,  ROBERT  LEWIS,  SGT,  CHATHAM  CO  PD 

PENDERGRAPH,  KENNETH,  CPT,  PD 

PENNINGTON,  JESSIE  IRENE,  SGT,  CHATHAM  CO  PD 

RAGAN,  DWANE  EVERETTE,  LT,  PD 

RAY,  WILLIAM  SEAY,  CHF,  CHATHAM  CO  PD 

REYNOLDS,  DANIEL  DAVID,  CPT,  PD 

SMITH,  JOSEPH  DOUGLAS,  CHF  INVSTGR,  CHATHAM  CO  DA  OFC 

SMITH,  STEPHEN  JAMES,  LT,  PD 

ST.  LAWRENCE,  AL,  CHF,  CHATHAM  COUNTY  PD 

STOKES,  ALVIN,  LT,  PD 

SWEENEY,  STEPHEN  F,  SGT,  PD 

TAYLOR,  LORAN  ELLINGTON,  SERGEANT,  PD 

TOLBERT,  JULIETTE  VERONICA,  LT,  PD 

TRACY,  THOMAS  AMES,  DET  SGT,  CHATHAM  CO  PD 

WEAVER,  JAMES  E.,  MAJ,  PD 

WEDLOCK,  BOBBY  M,  SGT,  CHATHAM  CO  PD 

WILLIAMS,  EDWARD,  SGT,  CHATHAM  CO  PD 

WILLIS,  ROY  CECIL,  JR,  SGT,  CHATHAM  CO  PD 

WOODS,  BERNADETTE  COLE,  INVSTGR,  CHATHAM  CO  DA  OFC 

YOUNG,  RUBIN  MILTON,  MAJ,  CHATHAM  CO  PD 


BAGLEY,  ALBERT  L.,  PTLM,  PD 
FARMER,  DAVID  A.,  LIEUTENANT,  PD 
SNELLVILLE 

92   DAVIS,  JAMES  F,  JR,  COP 
STATESBORO 

161  ANDERSON,  LYNN  MELTON,  CHF  DEP,  BULLOCH  CO  SD 

169  BROWN,  CHARLES  STEVEN,  ASAC,  GA  BU  OF  INVSTGN 
163   CLARK,  RAYMON  ALEXANDER,  JR,  ICL,  GA  SPTL 

38   DEAL,  STOTHARD  I.,  SHF  OF  BULLOCH  CO  SO 
130   HITCHENS,  WILLIAM  W,  JR,  LT,  GA  SPTL 
155   HOLLOWAY,  JOHN  RAYMOND,  LT,  PD 
176   LOWE,  GORDON  MALLORY,  II,  LT,  PD 
119   MALONE,  RICHARD,  CPT,  PD 

92  ft   MCGLAMERY,  JOHNNY  J,  SA  PRINCIPAL,  GA  BU  OF  INVSTGN 

162  MORRIS,  EVA  CAROL,  DET,  PD 
62  ft   PARRISH,  HOMER  M. ,  COP 

108   SIKES,  CHARLES  D,  SAC,  GA  BU  OF  INVSTGTN 

170  WILLIAMS,  LOREN  CLINE,  III,  CPT,  PD 

186   WOODRUM,  THOMAS  ARTHUR,  CHF  INVSTGR,  DA  OFC 

145   YORK,  STANLEY  DEOTTIS,  CPT,  PD 
STONE  MOUNTAIN 

54   ELAM,  RALPH  C,  COP 

190   KELLEY,  ROBERT  L,  JR,  CHF,  STONE  MOUNTAIN  PARK  POL 
SYLVANIA 

81  ft   PURVIS, 
TALLAPOOSA 

142   DODSON, 
THOMASTON 

119 


PRESTON  L,  SA,  GA  BU  OF  INVSTGN 
CHARLES  LARRY,  LT,  PD 


132 

164 

99 

106 


BARNES,  CHARLES  RICHARD,  CPT,  UPSON  CO  SO 
GREATHOUSE,  DAN  ESTES,  LT,  UPSON  CO  SD 
HARDIN,  ROBERT  IRVING,  ASAC,  GA  BU  OF  INVSTGN 
OXFORD,  JAMES  L,  SA  II,  GA  BU  OF  INVSTGN 
WEST,  GUY  C,  CHIEF  DEPUTY,  UPSON  COUNTY  SO 
THOMASVILLE 
179   BURKLOW,  KAREN  BETH,  SGT,  PD 
59   BUTLER,  ALEX  L.,  CPT,  PD 

116  *  FLOYD,  ROLAND  R,  JR,  SGT,  PD 
136   JACKSON,  ELLIS  CHARLES,  LT,  PD 
130   JOHNSON,  MELVEN  EDWARD,  DET  LT,  PD 
149   LANE,  JAMES  RICHARD,  SGT,  PD 

93   PERRY,  JOHN  W. ,  COP 
123   POLLOCK,  DENNIS  WAYNE,  LT,  PD 

57   RAMSAY,  RONALD  JOSEPH,  CITY  MANAGER 
194   SCOTT,  MARK  ALAN,  LT,  PD 
143   SINGLETARY,  LARRY  FONDREN,  SGT,  PD 

33  ft   STEGALL,  NOAH  A.,  CHIEF  OF  POLICE 
182   TAYLOR,  NORMAN  LEE,  LT,  PD 
154   TYLER,  NATHANIEL,  MAJ,  PD 
160   WEAVER,  CHARLES  MCRAE,  JR,  DET  SGT,  PD 

117  WILLIS,  JOHN  P,  DEP  SHF,  THOMAS  CO  SO 


190 


GEORGIA  -  HAHAII 


107   WYRICK,  BOB  E,  LT,  PD 
THOMSON 
126  ft   ASKEW,  WILLARD  OSTELL,  SR,  SGT,  GA  SPTL 

SEIGLER,  MICHAEL  JOSEPH,  SA  PRINCIPAL,  GA  BU  OF  INVSTGN 


DOHDY,  DOUGLAS  MCARTHUR,  JR,  LT,  PD 

DRENNON,  RAYMOND  ROY,  JR,  DET,  PD 

PURCELL,  BILLY  DONALD,  LT,  BALDWIN  COLLEGE  POL  ACADEM 

SMITH,  JAMES  ALBERT,  COP 

YOUNG,  REGGIE  LADON,  LT,  PD 


132 

TIFTON 

180 

169 

159 

131 

195 
TRENTON 

194   CASTLEBERRY,  ROGER  ALAN,  COP 
TYBEE  ISLAND 

96   MCCUTCHEN,  DAVID  A,  COP 

136   WOODS,  JIMMY  LEE,  CPT,  PD 
VALDOSTA 

66  ft   ARNOLD,  ALLEN  L,  COP 

126   BENNETT,  RONNIE  LEE,  CPT,  PD 

132   BLANTON,  HERCHEL  LAVAUGHN,  LT,  DPS 
72   CARTER,  GOLDEN  ROBERT.,  JR.,  SHF  OF  LOWNDES  CO 

114  *  EASON,  JESSEE  T.,  CPT,  GA  DEPT  OF  REVENUE 

186   FERRELL,  BILLY  DAVID,  SGT,  LOWNDES  CO  SD 

171  FUTCH-BLOCKER,  LYNN,  SGT,  LOWNDES  CO  SD 

190  HEATON,  STEVEN  D,  MAJ,  PD 

159   HENDERSON,  LOGAN  HARWIN,  LT,  LOWNDES  CO  SD 

116   NORMAN,  JIMMIE  E,  CPT,  PD 

110   REGISTER,  BILLY  E.,  DETECTIVE  CAPTAIN,  PD 

148   RICKS,  GEORGE  MELVIN,  JR,  CPT,  LOWNDES  CO  SD 

178   SMITH,  JAMES  CARLTON,  III,  DET,  PD 

121   SPRAY,  CHARLIE  RAYMOND,  LT,  PD 

191  TAYLOR,  FREDDIE  M,  LT,  GA  SPTL 

110   WACTER,  WALTER  E.,  JR.,  CHF  DEP  SHF,  LOWNDES  CO  SD 

165   WATERS,  JAMES  HOMER,  CPT,  PD 

142   WINNINGHAM,  JAMES  ROBERT,  LT,  LOWNDES  CO  SO 
VIDALIA 

169   REID,  JAMES  MARCUS,  LT,  PD 
WARNER  ROBINS 

155   HART,  DANIEL  MYRON,  MAJ,  PD 

128  *  HUNTER,  BILLY  EUGENE,  COP 
WASHINGTON 

121   MOORE,  MARK  ALLEN,  CO  INVSTGR,  WILKES  CO  SO 
WAYCROSS 

105   BLACKBURN,  JAMES  E,  MAJ,  PD 

104   BRYSON,  JAMES  R. ,  CPT,  PD 

192  BULLARD,  DAVID  C,  SGT,  PD 
108  *  BUTLER,  JASON  D,  CPT,  PD 

46  ft   CLAYTON,  ERNEST  EARL,  JR,  LT,  PD 
131   FIVEASH,  JULIUS  RAY,  JR,  LT,  PD 
141   GIBBS,  HAROLD  MASON,  LT,  PD 
110   MERCER,  JIMMY  W.,  LIEUTENANT,  PD 
114   SCHAFER,  WILLIAM  R,  SGT  OF  DET,  PD 
151   STALVEY,  LESLIE  MARVIN,  JR,  LT,  PD 

180  TANNER,  ANTHONY  HUGH,  SGT,  PD 
94   TAYLOR,  WILLIAM  L.,  COP 

WEST  POINT 

172  KERR,  DAVID  HAROLD,  COP 
WOODSTOCK 

181  SCHOFIELD,  DAVID  BROWN,  JR,  LT,  PD 

HAWAII 
CAMP  SMITH 
140   HUNSINGER,  DENNIS  ALAN,  CPT,  USAF 
177   MARTIN,  CHRISTOPHER  BRUCE,  MAJ,  USMC 
FORT  SHAFTER 

183   JOHNSON,  TY  DOUGLAS,  MAJ,  USA 
HICKAM  AFB 
150   BRACKEN,  MARK  DAVID,  LTC,  USAF 
CORWIN,  ARTHUR  J,  CPT,  USAF 
DUFFY,  COLLEEN  MARIE,  LTC,  USAF 
HEWITT,  DALE  JACK,  MAJ,  USAF 
KROPER,  ROBERT  DAVID,  CPT,  USAF 
PTAK,  DAVID  CHARLES,  CPT,  USAF 
TROMBLEY,  RAYMOND  GEORGE,  MAJ,  USAF 
TUCKER,  JOHN  E,  COL,  USAF 


95 
159 
149 
176 
180 
155 

89 
HILO 
169 
108 
184 
126 
177 

77 
174 
157 


CARTER,  MORTON  ARTHUR,  CPT, HAWAII  CO  PD 

CARVALHO,  WAYNE  G,  COP,  HI  CO  PD 

CHAI,  CHARLES  M,  JR,  LT,  HAWAII  CO  PD 

CHONG,  ALVIN  E,  CPT,  HAWAII  CO  PD 

CORREA,  JAMES  STANLEY,  DEP  CHF,  HAWAII  CO  PD 

FERGERSTROM,  ERNEST  J.,  COP 

HICKCOX,  THOMAS  JOSEPH,  ASST  CHF,  HAWAII  CO  PD 

LYMAN,  NEWTON  SMITH,  JR,  MAJ,  HI  CO  PD 
41  ft   MARTIN,  GEORGE  A.,  COP,  CO  OF  HAWAII 
113  ft   NOBRIGA,  EDWIN  W.,  CPT,  HAWAII  CO  PD 

OSORIO,  ELROY  THOMAS,  CPT,  HI  PD 

PAIVA,  WENDELL  DESMOND,  ASST  CHF,  HAWAII  CO  PD 
80  ft   PAUL,  GUY  A.,  CHF,  HAWAII  CO  PD 
104  ft   RODILLAS,  FRANCIS  M. ,  LIEUTENANT,  HAWAII  COUNTY  PD 

SATO,  TATSUMI,  CPT,  HAWAII  CO  PD 

SHIROMA,  JULIAN  HIROSHI,  CPT,  HAWAII  CO  PD 

VICTORINE,  LEROY  JOHN,  ASST  CHF,  HAWAII  CO  PD, 
HONOLULU 
195   AIPOALANI,  JOY  MOSES,  SPEC  INVSTGR,  DEPT  OF  THE  AG 

AKEO,  LESTER  T,  SA,  PD 

ANDERSEN,  DONNA  JEAN,  LT,  PD 

ANDRADE,  KENNETH  SOARES,  JR,  LT,  PD 

ATON,  ROBERT  DOUGLAS,  ASST  CHF,  PD 

AU,  ROBERT  KWAI ,  MAJ,  PD 

BARKER,  KENNETH  LARONE,  CPT,  PD 

PAGE    191 


164 
172 


123 
191 
118 


100 
174 
187 
137 
115 
166 


127  BRINKMAN,  LAWRENCE  CHARLES,  INSPR  GEN,  HI  DPS 
125    CARVALHO,  MICHAEL,  ASST  CHF,  PD 

188    CORONA,  DONALD  RALPH,  CHO  II,  USA 

128  CORREA,  BOISSE  PHILIP,  MAJ,  PD 
141  ft   DUNCAN,  CHARLES  THOMAS,  MAJ,  PD 

134   DUPONT,  LYLE  MAYNARD,  SPC  INVSTGR,  DEPT  OF  THE  ATTY 
155   ENG,  DENNIS  KWOCK,  MAJ,  PD 
81  ft   FEE,  CHARLES  P.,  MAJOR,  PD 
140   FEMIA,  JAMES  FRANCIS,  ASST  CHF,  PD 

GAERTNER,  RICHARD  F,  TNG  OFCR,  DEPT  OF  NAVY, 

GROVES,  ORBY  R,  INVSTGR,  INTERNAL  REV  SERV 

HANAGAMI,  DANIEL  YOSHIO,  LT,  PD 

HANSEN,  ROBERT  LOUIS,  SERGEANT,  PD 

HUGHES,  CHESTER  E,  ASST  CHF,  PD 

IMMINGS,  BARTON  E,  INVSTGR,  DEPT  OF  THE  AG 

IRANON,  GEORGE,  DEP  DIR,  HI  DPS 

KAJIHIRO,  DAVE  MASAJI,  LT,  PD 

KAJIYAMA,  GLEN  RICHARD,  CPT,  PD 

KAMITA,  KEITH  TAKESHI,  ADMIN  CHF  INVSTGR,  DPS 

KANIHO,  KAREN  LEA  LINDSAY,  LT,  PD 
91  ft   KAWASAKI,  HAROLD  M,  DEP  CHF,  PD, 
83  ft   KEALA,  FRANCIS  A,  COP 

KERR,  JOHN  PATRICK,  MAJ,  PD 

KRUSE,  GEORGE  JOHN,  CHF  INVSTGR,  DEPT  OF  THE  ATTY 

LOO,  GRANT  IKAIKA  WAH  TUNG,  LT,  PD 
ft   LYONS,  MERWYN  K. ,  JR.,  LT,  PD 

MOORE,  HERMAN  MILTON,  JR,  ASST  CHF  INVSTGR,  ATTY  GENS  0 
ft   OLIVEIRA,  RAYMOND  P,  MAJ,  PD 
tt   OSTHOFF,  NORMAN  D. ,  MAJOR,  PD 

PHIPPS,  JOSEPH  EDWARD,  CWO  II,  USA 

PICKARD,  SARAH  A,  (DEPUTY  SHERIFF,  HALL  CO  SD)  S 
tt   PICKARD,  THOMAS  L,  JR,  MAJ,  PD 

POCOCK,  KEITH  OWEN,  ASST  CHF,  PD 

PRASSER,  ROBERT  DANIEL,  MAJ,  PD 

PUTZULU,  PAUL  DENNIS,  CPT,  PD 

REVELLS,  MONICA  ANN,  INVSTGR,  DEPT  OF  THE  AG 

ROSE,  CHARLES  L,  FEDERAL  PUBLIC  DEFENDER 
tt   SCHMIDT,  ROBERT  KEHAULANI,  CPT,  PD 

SHALLOW,  JAMES  DANIEL,  MAJ,  USAF 
tt   SWAIN,  G  DUNCAN,  INSPR,  USMS 

TAMASHIRO,  MICHAEL  HIROSHI,  LT,  PD 

TUCKER,  MICHAEL  DAVID,  LT,  PD 

WILSON,  JOHN  DAVID,  SGT,  HI  SD 
121  ft   WONG,  CARL  JOSEPH,  SR,  MAJ,  PD 
KANEOHE  BAY 

99   BATES,  RALPH  T.,  CPT,  USMC 

BURNETT,  RUSSELL  K,  WO,  USMA,  PROVOST  MARSHALS  OFC 

CAMERON,  STEPHEN  JOSEPH,  MAJ,  USMC 

ELLIS,  JOSEPH  ROBERT,  MAJ,  USMC 

HESS,  TERENCE  LEE,  MAJ,  USMC 

LARDIZABAL,  ALFRED,  JR,  LTC,  USMC 

LUNA,  RAFAEL,  MGYSGT,  USMC 

NEULEN,  BARRY  CAMERON,  MAJ,  USMC 


114 

77 

178 

105 

114 

98 

85 

192 

170 

189 

183 


171 
118 
179 
109 
148 

88 

94 
147 
116 

98 
142 
162 
194 
152 

97 
132 
123 

96 
189 
175 
143 


114 
183 
164 
156 
107 
186 
180 
173 
LIHUE 
193 


RUSSELL,  ROBERT  ANDREW,  II,  CWO,  USMC 


SETO,  ALVIN  M,  LT,  KAUAI  CO  PD 
LIHUE,  KAUAI 
186   ARINAGA,  CLAYTON  KANAME,  LT,  KAUAI  CO  PD 
120  ft   BUKOSKI,  FRANK  GILBERT,  LT,  PD 
130   CARROLL,  ALBERT  W,  JR,  LT,  KAUAI  CO  PD 
122  ft   CARVALHO,  HOWARD  JOHN,  INSPR,  KAUAI  CO  PD 
101  ft   COSTA,  GEORGE  G,  MAJ,  KAUAI  CO  PD 
106  ft   COX,  FRANK  W,  MAJ,  KAUAI  CO  PD 
64  ft   CROWELL,  GEORGE  I.,  DEP  CHF  OF  POL,  KAUAI  CO  PD 
79  ft   DUVAUCHELLE,  RAYMOND  P,  DEP  CHF,  KAUAI  CO 
164   FREITAS,  GEORGE,  JR,  CHF,  KAUAI  CO  PD 
92  ft   FUJITA,  CALVIN  C,  CHF,  KAUAI  CO  PD 
96  tt   HIGA,  ROY  R,  LT,  KAUAI  CO  PD 
135   HIGASHI,  DENNIS  MITSUO,  INSPR,  KAUAI  PD 
82  ft   HUDDY,  WILLIAM  L.  ,  LT,  KAUAI  CO  PD 
178   HURLEY,  PAUL  SHERMAN,  DEP  CHF,  KAUAI  CO  PD 
ft   KAUI,  WILLIAM  K.,  DETECTIVE,  KAUAI  PD 

MORRIS,  MELVIN  ROY,  INSPR,  KAUAI  CO  PD 
ft   ROBINSON,  KENNETH  0,  DEP  CHF,  KAUAI  PD 
ft   SHELDON,  RICHARD  L,  INSPR,  KAUAI  PD 
ft   WAIAMAU,  ABRAHAM  H,  MAJ,  KAUAI  CO  PD 


86 
160 
111 
117 

78 

MAUI 

182 


AMARAL,  JEFFREY  DEAN,  LT,  MAUI  CO  PD 
PEARL  HARBOR 
144   CALDWELL,  RICHARD  WAYNE,  MAJ,  USMC 
156    FIELDS,  JAMES  DALE,  CWO,  USN 
139   RIVERA,  ROBERTO,  SA,  NAVAL  CRIM  INVSTGN  SERV 
79  ft   ROSS,  EDWIN  W,  DIR  OF  PHYSICAL  SEC,  NAVAL  SHI 
SCHOFIELD  BARRACKS 

50  ft   MERLO,  W.  J.,  COL,  USA 
107   SCHROEDER,  TIMOTHY  L.,  SA,  USA  CRIMINAL  INVESTIGATION 
WAHIAUA 

164   VOLKMAN,  STEVEN  DONALD,  LTC,  USA 
WAHIAHA 

185   SPERRY,  DAVID  LEE,  CWO  II,  USA 
WAILUKU 
176  ft   AIWOHI,  GARY  DWIGHT,  LT,  MAUI  PD 

SYDNEY  NANAO,  CPT,  MAUI  CO  PD 


KIKUCHI, 


190 

173   NAKASHIMA,  RICHIE  MITSUGI,  ASST  CHF,  MAUI  CO  PD 

167   WINTERS,  PAUL  DANIEL,  CPT,  MAUI  PD 
WAILUKU,  MAUI 

133  ft   CLUNEY,  JOHN  COAQUIEN,  IV,  MAJ,  MAUI  CO  PD 
81  ft   CRAVALHO,  ABEL  S,  ASST  COP,  MAUI  CO  PD 
89  ft   CRAVALHO,  JOSEPH  C,  CHF,  MAUI  CO  PD 

103  ft   DADEZ,  MARCELLO  S,  LT,  PD 


HAHAII  -  IDAHO 

DELIMA,  KENNETH  SR,  ASST  CHF ,  MAUI  CO  PD 

DEHELLO,  FRANCIS  B.,  DEP  CHF,  HAUI  CO  PD 

ERCOLE,  HENRY  A,  OFCR,  MAUI  CO  PD 

HALL,  CHARLES  H,  ASST  CHF,  MAUI  CO  PD 

KAKAIO,  STEVEN  H. ,  CPT,  MAUI  CO  PD 

KENUI,  CLARENCE  SYLVESTER,  ASST  CHF,  MAUI  CO  PD 

LAI,  MILTON  B,  CPT,  MAUI  PD 

NAKASHIMA,  GLEN  MIKIO,  ASST  CHF,  MAUI  CO  PD 

OMURA,  KIKUJI,  MAJOR,  MAUI  CO.  PD 

PETRO,  PAUL,  CPT,  MAUI  CO  PD 

PHILLIPS,  THOMAS  MARTIN,  DEP  CHF  OF  POL,  MAUI  CO 

RODRIGUES,  STANLEY  E.,  ASST  CHF,  MAUI  COUNTY  PD 

SAFFERY,  EUGENE  HENRY,  SR,  CPT,  MAUI  CO  PD 

SANTOS,  FRANK  NUNES,  III,  CPT,  MAUI  CO  PD 

SHINYAMA,  CAL  ANSELM,  SGT,  MAUI  CO  PD 

TADAKI,  STANLEY  TOSHIAKI,  CHF,  MAUI  CO  PD 

TAGOMORI,  HOHARD  H,  CHF,  MAUI  CO  PD 

TAM  HO,  ROBERT  L  Y,  JR,  CPT,  MAUI  CO  PD 

TENGAN,  VICTOR  SHUICHI,  CPT,  MAUI  CO  PD 

TESHIMA,  FRANK  K.,  JR.,  ASST  CHF,  MAUI  CO  PD 

TIHADA,  LANNY,  DEP  CHF,  MAUI  CO  PD 

VEGAS,  JOSEPH  THOMAS,  CPT,  MAUI  CO  PD 

VIERRA,  PHILIBERT  L.,  INSPR,  MAUI  CO  PD 

IDAHO 

BATT,  JAMES  LEE,  LT,  ADA  CO  SO 

BAUNE,  RONALD  LEE,  SA,  ID  DEPT  OF  LAH  ENF 

BECAR,  MICHAEL  NOEL,  DEP  DIR,  ID  DEPT  OF  LAH  ENF 

BEERY,  JOHN  M. ,  MARSHALL,  USMS 

BISTERFELDT,  VERNON  LEE,  COMR  OF  ADA  CO 

BOWERS,  TED  OHEN,  LT,  ADA  CO  SD 

BRADDOCK,  HILLIAM  DAVID,  LT,  PD 

BROWN,  PATRICK  WILLIAM,  LT,  PD 

BURNS,  RICHARD,  CHF  OFCR  IN  CHARGE,  ID  CRIM  ID 

CADE,  RICHARD  L,  DIR,  ID  DEPT  OF  LAW  ENF 

CHURCH,  JOHN  R,  COP 

COWLES,  PATRICK  EARL,  LT,  ADA  CO  SO 

DAVIS,  FRANK  (SA,  FBI-RETIRED),  PTLM,  PD 

DOUTHIT,  DANIEL  BRUCE,  LT,  ADA  CO  SD 

FORD,  GLENN,  BU  CHF,  ID  DEPT  OF  LAW  ENF 

GHOLSON,  ROBERT  L,  TNG  SPCLST,  IDAHO  TNG  ACDMY 

GORDON,  HILLIAM  LOWELL,  COP 

HARMON,  DERALD  HENRY,  DEP  CHF,  ID  BUR  OF  INVSTGN 

HAWKER,  B.  EUGENE,  CHF  INVSTGR,  ID  HORSE  RACING  C 

HOPKINS,  LESTER  G,  BU  CHF,  LAW  ENF  ASST  DIV 

JOHNSON,  MICHAEL  LEE,  US  MARSHAL,  DIS  OF  IDAHO 

JONES,  ALLEN  DOUGLAS,  BU  CHF,  ID  DEPT  OF  LAW  ENF 

KELLEY,  DAN  H,  INVSTGR,  ID  DEPT  OF  LAW  ENF 

KILLEEN,  VAUGHN  RAY,  SHF  OF  ADA  CO 

KINGSBURY,  FORREST  M.,  PTLMN,  ID  SPOL 

LINTHICUM,  THOMAS  L.,  CHF  DEP,  USMS 

MARCH,  ROGER  P,  SGT,  ID  SPOL 

MONROE,  RANDY  MICHAEL,  LT,  PD 

NICKERSON,  LELAND  JAMES,  MAJ,  ID  SPOL 

PALMER,  ELDON  C. ,  JR.,  SHF  OF  ADA  CO 

PLOTT,  LARRY  B,  EXEC  SEC,  ADVISORY  COUNCIL 

POWELL,  RALPH  WILLIAM,  CPT,  ID  SPOL 

ROBERTS,  ROBERT  MICHAEL,  LT,  ADA  CO  SD 

ROBINSON,  FLOYD  E,  JR,  INVSTGR,  DEPT  OF  LAW  ENFORCEME 

SPEARS,  JAMES  EDHARD,  LT,  PD 

HALTERS,  EARL  T.,  CAPTAIN,  PD 

HHITEHEAD,  JAMES  DON,  CHF,  ID  DEPT  OF  LAH  ENF 

HRIGHT,  GILMAN  D,  DIR  OF  ADMIN,  ADA  CO  SO 

HIGENS,  JAMES  F.,  LT,  CASSIA  CO  SO 
CALDHELL 

71  tt   ASTLEFORD,  CHARLES  HILLIAM,  COP 

192  LAH,  DOUGLAS  LYDELL,  COP 

157  SOBBA,  ROBERT  LLOYDE,  COP 
100   HING,  ALFERD  H.,  CAPTAIN,  PD 

83  *  SORENSON,  DUANE  E.,  SHERIFF,  CUSTER  COUNTY 
CHUBBUCK 

193  EMFIELD,  BRIAN  ADAM,  LT,  PD 

149  ROHLAND,  JERRY  LEE,  ASST  CHF,  PD 
108  tt   STONE,  ARNOLD  J.,  COP 

COEUR  D  ALENE 

69  *  BEAMER,  RICHARD  NORLAND,  ASST  CHF,  PD 

150  BERGH,  CHARLES  FRANCIS,  JR,  CPT,  PD 

175  CHANEY,  TRAVIS  FRANK,  CPT,  KOOTENAI  CO  SD 

187  CUFF,  GARY  RAY,  USHF,  KOOTENAI  CO  SD 

62  tt  ELLIOT,  GEORGE  FRANK,  LT,  KOOTENAI  CO  SD 

190  GRUBBS,  SAMUEL  GALEN,  LT,  KOOTENAI  CO  SD 

144  HOTCHKISS,  RONALD  DAVID,  LT,  PD 

195  JIRAN,  DONALD  ERHIN,  LT,  PD 

158  LONGO,  HAYNE  MICHAEL,  LT,  ID  DEPT  OF  LAH  ENF 
127  tt  MORGAN,  BILLY  EDHARD,  SGT,  ID  SPOL 

87  tt   NUTTELMAN,  ROBERT  A,  COP 
123  tt   PREMO,  FRANK  HESLEY,  COP 
183   ROESKE,  WALTER  EUGENE,  LT,  PD 
138   SCATES,  DAVID  BAYARD,  COP 
136   STALDER,  FLOYD  EUGENE,  SHF  OF  KOOTENAI  CO 
160   THOMPSON,  KARL  FREDERICK,  JR,  CPT,  KOOTENAI  CO  SD 
165   TIMMONS,  KENNETH  EARL,  LT,  PD 

57  tt   WINANS,  EARL  F.,  DEP  SHF,  KOOTENAI  CO  SO 
FORT  HALL 

182   HIDALGO,  HOCINTO  CLEM, 
HA  1 1  EY 
156    FEMLING,  JERRY  EUGENE,  SHF  OF  BLAINE  CO 


129  tt   1 

39  tt   1 

93 

157   1 

84  tt 

119  tt 

110 

122 

80  tt 

105  tt 

145 

99  tt 

136  tt 

139  tt 

146 

127  tt 

95 

190 

153 

90  tt 

113  tt 

163  tt 

78  tt 

BOISE 

140 

178 

159 

80  tt 

135 

173 

152 

155 

84  tt 

85  tt 

75  tt 

188 

37  tt 

162 

145 

106  tt 

134 

161 

82  * 

84  tt 

129  tt 

137 

98  tt 

163 

6  * 

108  tt 

107  tt 

189 

136 

109  tt 

90  tt 

191 

120  tt 

110  tt 

143 

102  tt 

154 

116 

BURLEY 

109 

115  tt   HAYNES,  DENNIS  L,  SHF  OF  BLAINE  CO 
IDAHO  FALLS 


ACKERMAN,  RICHARD  J,  SHF  OF  BONNEVILLE  CO 

*  CANTRAL,  GARY  N.,  SGT,  BONNEVILLE  CO  SD 
CODDING,  JAMES  WILLIAM,  III,  LT,  PD 

tt   CRAMER,  A.  LOWELL,  CPT,  PD 

ENGLISH,  WILLIAM  E,  LT,  BONNEVILLE  CO  SO 

GALLUP,  THOMAS  MAX,  CHF  DEP,  BONNEVILLE  CO  SD 

HAGEN,  GARY  LYNN,  CPT,  PD 
tt   HUTCHENS,  RALPH  E,  CHF  DEP,  BONNEVILLE  CO  SD 

JOHNSON,  DAVID  LEROY,  SGT,  ID  SPOL 

JONES,  WILLIAM  BRUCE,  CPT,  CIB 

LIVSEY,  JOHN  KENT,  COP 

MCBRIDE,  CRAIG  A,  LT,  BONNEVILLE  CO  SD 

MCDONALD,  PATRICK  ELMO,  CPT,  ID  SPOL 

MONTAGUE,  MONTY  G,  COP 

NEIDNER,  ROBERT  HERMAN,  SGT,  BONNEVILLE  CO  SO 

*  NELSON,  LEROY  R.,  SHF  OF  BINGHAM  CO  SO 
tt   POLLOCK,  ROBERT  DAVID,  COP 

ROBISON,  ARMOND  R.,  CAPTAIN,  PD 

*  SKINNER,  BLAINE,  US  MARSHAL,  DIST  OF  ID 
SMART,  ROGER  TYRON,  LT,  PD 
WAY,  JACK  ALLEN,  CHO  II,  USA 

KIMBERLY 

125  *  CAMPBELL,  JAMES  LEWIS,  COP 
LEWISTON 

92   ALTMILLER,  LEROY  A.,  CHF  OF  SEC,  POTLATCH  CORP 

ASKER,  JIMMIE  L.,  PTLM,  PD 

AYERS,  PAUL  DOUGLAS,  SGT,  PD 

BALDWIN,  JOHN  P.,  COP 

BULL,  WILLIAM  HARRY,  LT,  PD 

HUNT,  FRANK  F.,  CHF  OF  SEC,  POTLATCH  CORP 

KARLIN,  MICHAEL  MARTIN,  SGT,  PD 

LEE,  THOMAS  ESTEN,  LT,  PD 

SALEEN,  THOMAS  E,  CPT,  PD 

SCHUMACHER,  MICHAEL  DEAN,  SGT,  PD 
MERIDIAN 
190   BUNDERSON,  DANNY  K,  LT,  ID  SPOL 

DUKE,  CHARLES  HUGH,  ASST  DIR,  DEPT  OF  LAW  ENF 

JOHNSON,  KEVIN  SCOTT,  SAC,  ID  DEPT  OF  LAH  ENF 

LOCKETT,  ROBERT  CARL,  LT,  ID  SPOL 

MUSSER,  HILLIAM  EDHARD,  LT,  PD 


98 

116 

137 

60 

110 

128 

188 

77 

153 

120 

148 

185 

146 

114 

192 

93 

70 

81 

103 

172 

138 


59 
171 
106 
152 

22 
195 
179 
105 
138 


131 
186 
186 
184 
MOSCOH 

78  * 
118 

96 

32  * 
156 
139 
108 


COOMER,  RICHARD  D. ,  DEP  SHF,  LATAH  CO  SO 
GOETZ,  MICHAEL  DONALD,  PTLM,  TACOMA,  HASHINGTON  PD 
HANISCH,  RONALD  C,  INVSTGR,  ID  DEPT  OF  LAH  ENF 
HOBZA,  DELHIN  H. ,  PLAINCLOTHES  PTLM,  PD 
LANPHER,  DONALD  EDHARD,  JR,  CPT,  PD 
HEAVER,  DANIEL  LELAND,  COP 
HILLIAMS,  DAVID  E,  CPT,  PD 
MOUNTAIN  HOME 
115  *  FREEMAN,  JACKIE  V,  SGT  DET,  POLYGRAPH 
LAYHER,  RICK  EUGENE,  SHF  OF  ELMORE  CO 
OLDS,  NELSON  H. ,  JR.,  COP 


AMAN,  GARY  BERT,  USHF,  OWYHEE  CO  SD 

BIDHELL,  ALLEN  MORSE,  SGT,  PD 
BRISBIN,  MARSHALL  N,  JR,  COP 
CREECH,  ALAN  DEAN,  ASST  CHF,  PD 
RYAN,  JOSEPH  GORDON,  PTL,  NAMPA  PD 


164 

104 

MURPHY 

167 
NAMPA 
193 
133 
174 
173 
OROFINO 

168   BURGESS,  CLYDE  EARL,  DET  SGT,  CLEARHATER  CO  SD 
POCATELLO 
126  #  AUSTIN,  EVERETT  WARREN,  CPT,  PD 
91  tt   FACKRELL,  R.L.,  LT,  PD 
148   FOSBURY,  MICHAEL  RAE,  CPT,  ID  SPOL 
194   GYGLI,  EDHIN  A,  SAC,  ID  DEPT  OF  LAW  ENF 
142   HARRIS,  VERNON  LYNN,  COP 

177   HICKMAN,  JERRY  LYNN,  DET  CPT,  BANNOCK  CO  SD 
194   JONES,  STEPHEN  CHARLES,  LT,  ID  SPOL 
189   NELSON,  KIRK  DEE,  CPT,  PD 
64  tt   PERKINS,  JOHN  D.  ,  COP 
170   PRITCHETT,  GARRY  LEE,  LT,  PD 

118   STROLBERG,  RONALD  HALTER,  BU  CHF,  ID  DEPT  OF  LAH  ENF 
95  tt   VANLEUVEN,  HENDELL  R,  DEP  SHF,  BANNOCK  CO  SD 
POST  FALLS 

191   HAYES,  CLIFFORD  THOMAS,  COP 
PRESTON 
104  *  LARSEN,  ARLANDO  D,  DEP  SHF,  FRANKLIN  CO  SO 
63  *  TALBOT,  LA  RAY,  SHERIFF,  FRANKLIN  COUNTY  SO 
REXBURG 
130   ARCHIBALD,  DAVID  LYNN,  CPT,  PD 

HAMMER,  CLIFFORD  CLEON,  DEP,  MADISON  COSO 

LEWIS,  RANDY  A,  SGT,  PD 

SIEPERT,  BLAIR  K. ,  CHIEF  OF  POLICE 


121 

165 

99 

SALMON 

73  * 

124 

151 


BAKER,  HILLIAM  N,  SHF  OF  LEMHI  CO 
BARSALOU,  BRETT  SHELDON,  DEP  SHF,  LEMHI  CO  SD 
NIELSEN,  ROBERT  ISAAC,  COP 
SANDPOINT 
112  *  GUTHRIE,  MICHAEL  B.,  SHF  OF  BONNER  CO 
90  *  HILCOX,  ROBERT  H,  CHIEF  OF  POLICE 


JR,  DET  CPT,  BIA 


SODA  SPRINGS 

181   RICE,  JOE  EDHARD, 

114   HILCOX,  BLYNN  B., 
SUN  VALLEY 

169   DAGGETT,  CAMERON  ALAN,  COP 
THIN  FALLS 

164   AXTMAN,  RONALD  EDHARD,  LT, 


CPT,  PD 

CHIEF  OF  POLICE 


PD 
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113 
176 

147 
174  t) 
141 
119 
180 

31  * 

88  # 
HALLACE 

49  *  BOND, 


PD 


BERMINGHAM,  PATRICK  L.,  COP 

CHAMBERS,  DENNIS  CHARLES,  DET  LT, 

CORDER,  GARRY  HAYNE,  CMDR,  PD 

CORDER,  NATHAN  HAYNE,  SA,  ID  DEPT  OF  LAH  ENF 

HODGE,  ROBERT  MIDDLEBROOK,  LT,  DPS 

KISTLER,  JAMES  LA,  CMDR,  PD 

JAMES  DOUGLAS,  SGT,  PD 
DAVID  C,  CHF  INVSTGR,  THIN  FALLS  COUNTY 

C.  TIM,  JR.,  COP 


MASSEY, 
PARROTT 
QUALLS, 


HILLIAM  J.,  COP 


ILLINOIS 
ADDISON 

99   GENDUSA,  DEAN  C,  DEP  CHF,  PD 

HAYDEN,  TIMOTHY  PATRICK,  DEP  CHF,  PD 

MACK,  MELVIN  LOUIS,  COP 

MAUL,  VICTOR  E.,  SR. ,  COP 

STOLL,  LARRY  CHARLES,  DEP  CHF,  PD 


170 
125 

72  # 
194 
ALTON 
185 

87  a 
100  a 

96  # 


FITZGERALD,  HILLIAM  EDHARD,  LT,  PD 
LIGHT,  JOHN  F,  COP 
SANDIDGE,  DONALD  E,  COP 
SOHDERS,  RUDY  C,  COP 
ARLINGTON  HEIGHTS 
168   CHRABOT,  JOSEPH  CARTER,  LT,  PD 
EKBLAD,  GEORGE,  LT,  PD 
FELLMANN,  JOHN  HILLIAM,  CMDR,  PD 
MARTIN,  HILLIAM  CHARLES,  SGT,  PD 
REID,  RICHARD  R.,  LT,  PD 
ROBINSON,  RICHARD  HALTER,  CPT,  PD 


92 

148 
180 
115  # 
142 
ASHKUM 

171 
ASHLAND 

97  #  IRLAM,  JOHN  T,  COP 
AURORA 

91   BEATUS,  LOU  P,  CPT,  PD 

115   ECCHER,  CELESTINO,  CPT, 

95  #  HANKES,  RICHARD  H,  CPT, 


KETCHEM,  REX  ALLEN,  MSGT,  IL  SPOL 


PD 
PD 


96  #  JOY,  MARCEL  L,  LT,  PD 
91  #  KRAMER,  MELVIN  R. ,  CPT,  PD 
178   LANGSTON,  LARRY  LEE,  CPT,  PD 

151  MARTIN,  RONALD  JOSEPH,  SGT,  PD 
169   SAUM,  BYRON  GENE,  CPT,  PD 

58  #  STOVER,  HERSCHEL  B.,  LIEUTENANT,  PD 
103   SHEENEY,  JOHN  E,  JR,  LT,  PD 
122   HEBER,  ELMER  JACOB,  LT,  PD 
BARRINGTON 

167   LIBIT,  JEROME  EDHARD,  CPL,  PD 
BARRINGTON  HILLS 
110   LAMB,  ROBERT  D,  COP 
105   ROEL,  JAMES  H,  DET,  PD 
BARTLETT 
153   MALONEY,  DANIEL  PATRICK,  LT,  PD 
79  #  MCHUGH,  HILLIAM  C,  COP 
189   WILLIAMS,  KENT  FRAZIER,  SGT,  PD 
BARTONVILLE 

108   HELLSTROM,  HALTER  N,  JR,  COP 
BATAVIA 
188   ALBERTSON,  JOHN  VICTOR,  SGT,  PD 

ANDERSON,  DENNIS  CLIFFORD,  LT,  PD 
POPECK,  ROBERT  A,  COP 
REED,  FREEMAN  SHELLIE,  COP 
THOMAS,  DENNIS  ROBERT,  LT,  PD 
WARNER,  ROBERT  JOSEPH,  COP 
BEDFORD  PARK 
166   DUBOIS,  LEO  JOHN,  COP 
195   HAHL,  WAYNE  CARL,  DET  SGT,  PD 
BELLEVILLE 

152  BEECROFT,  DAVID  RAYMOND,  CPT,  USAF 
BRANDKAMP,  ROBERT  WILLIAM,  ASST  DIR,  ST  CLAIR  CO  SD 
EASTERLEY,  KEN  ALLEN,  SGT,  IL  SEC  OF  STATE  POL 
JUSTUS,  MEARL  J,  SHF  OF  ST  CLAIR  CO 
KLINCAR,  PAUL  J,  BD  MEMBER, IL  PRISONER  REVIEW  B 
LAY,  JAMES  EDWARD,  CPT,  ST  CLAIR  CO  SD 
NESTER,  DAVID  GERARD,  LT,  ST  CLAIR  CO  SD 
OLIVER,  KELLY  WAYNE,  SGT,  ST  CLAIR  CO  SD 
POPE,  WALLACE,  LTC,  USAF 
TORMASI,  JAMES  EDWARD,  MSGT,  USAF 
VERGES,  ROBERT  J.,  INVSTGR,  STATE  DEPT  OF  CORR 
WEITH,  MEL  ERNEST,  LT,  ST  CLAIR  CO  SD 
WOMACK,  HAROLD  L.,  LTC,  USAF 

BELLWOOD 
135  #  EASTHAM,  RICHARD  WILLIAM,  COP 
174   FRASCONE,  ROBERT  HENRY,  COP 
181   GABUZZI,  JOSEPH  MICHAEL,  SGT,  IL  SEC  OF  SPOL 
193   MOORE,  GREGORY  NAPOLEON,  COP 
BELVIDERE 
152   BEU,  PHILIP  JOHN,  SGT,  BOONE  CO  SD 
BOWLEY,  ROBERT  G,  DEP  CHF,  PD 
BURKHART,  CHARLES  EDHARD,  DET,  PD 
NOBLE,  JAN  WESLEY,  COP 
ROLLINS,  JOSEPH  E.,  LT,  BOONE  CO  SD 
WIRTH,  DUANE  EDWARD,  SHF  OF  BOONE  CO 
BENSENVILLE 
128   MOSHER,  RICHARD  WAYNE,  SGT,  PD 
164   SELVIK,  MARK  BRADFORD,  DEP  CHF,  PD 
BENSONVILLE 

140   HITCHUK,  WALTER,  COP 
BERKELEY 


171 
94 
119 
148 
131 


128 
183 

95 

88 
122 
183 
194 
110 
194 

91 
168 

91 


102 
136 
128 
98 
135 


142  MAREK,  JEFFREY  EUGENE,  SGT,  PD 

104   WADYCKI,  PHILIP  P.,  LIEUTENANT,  PD 

BERMYN 
129   ARNONY,  ROBERT  ANTHONY,  LT,  PD 

BLOOMINGDALE 
172   GOERGEN,  TIMOTHY  MICHAEL,  SGT,  PD 
134   RANEY,  DAVID  ELLIOT,  CMDR,  PD 
141   SCHIRA,  GARY  JOSEPH,  COP 

BLOOMINGTON 
193   AIKIN,  ROGER  JOSEPH,  CPT,  PD 
124   BRIENEN,  STEPHEN  R,  SHF  OF  MCLEAN  CO 
77  #  BROWN,  LESTER  E.,  LT,  PD 
92  *  DEVAULT,  LEWIS  N,  COP 
186   EMERY,  THOMAS  MICHAEL,  LT,  MCLEAN  CO  SD 
114  *  LINSKEY,  PATRICK  J.,  DET,  MC  LEAN  CO  SO 
164   LINSKEY,  TIMOTHY  MICHAEL,  COP 

143  #  MILLER,  MYRON  DALE,  COP 

188   OBRIEN,  DENNIS  JOSEPH,  CPT,  PD 
179   RYAN,  RICHARD  ALLEN,  ASST  CHF,  PD 
BLUE  ISLAND 


COP 

LT,  PD 
DEP  CHF, 


58  #  KASTEN,  FRANK  M. 
BOLINGBROOK 

107  *  EWALD,  ROBERT  A, 

141  #  KUNTZ,  RICHARD  E,  DEP  CHF,  PD 
BOURBONNAIS 

173   MILONE,  BRIAN  LEE,  SGT,  PD 

158   STARK,  BILLY  DWAIN,  DET  SGT,  PD 
BRIDGEVIEW 

177  CALLAHAN,  TIMOTHY  FRANCIS,  SGT,  PD 
BROADVIEH 

145   CUCCI,  RONALD  JAMES,  LT,  PD 
126   GEORGE,  DONALD  MATTHEW,  COP 

178  SCOTT,  LAWRENCE  WILLIAM,  LT,  PD 
BROOKFIELD 

138  #  HULL,  DANIEL  DAVID,  LT,  PD 
106   HYMEL,  JOHN  C. ,  COP 
164   KUNCL,  ARTHUR  CHARLES,  JR,  LT,  PD 
188   LIVERMORE,  HERBERT  CHARLES,  COP 
BUFFALO  GROVE 
157   ARADI,  LESTER  L,  CMDR,  PD 
116   GOZDECKI,  RONALD  L.,  DEP  CHF,  PD 
178   LEAKE,  ROBERT  EUGENE,  JR,  SGT,  PD 
126   MCCANN,  LEO  COYLE,  COP 

102  it   WALSH,  HARRY  J,  JR,  CHIEF  OF  POLICE 
BURBANK 

152   OUELLETTE,  THOMAS  JOSEPH,  LT,  COOK  CO  SO 
BYRON 

97   ROHRBACHER,  EDWARD  F.,  JR.,  COP 
CAHOKIA 

140   NICHOLS,  JAMES  AUDWIN,  SGT,  PD 

100  #  ODEM,  RICHARD  K,  COP 

121   SANDERSON,  LAWRENCE  JAMES,  COP 
CALUMET  CITY 

111  #  DORSEY,  RONALD  L.,  DET  SGT,  PD 
36  #  MALAK,  RAY,  CAPTAIN,  PD 

147   RHOADS,  STEVEN  ALAN,  COP 

173   VALLIS,  GEORGE,  SGT, 
CALUMET  PARK 

181   ZIELINSKI,  THOMAS  M, 
CANTON 

161   ELAM,  JAMES  MICHAEL, 

92  #  MOLLECK,  ROBERT  W,  COP 
CARBONDALE 

192   DOAN,  CHARLES  EDWARD,  SGT,  PD 
188   ECHOLS,  PAUL  EDWIN,  SGT,  PD 

135  GORO,  ROBERT  WAYNE,  SGT,  PD 

130  HUDSON,  JOHN  ALFRED,  LT,  SOUTHERN  IL  UNIV  PD 
170   JORDAN,  SAMUEL  LEE,  DIR  OF  SEC,  S.  IL  UNIV 

131  KAMMERER,  CAROL  SUE,  POL  OFCR  I,  SOUTHERN  IL  UNIV 
65  #  LEFFLER,  THOMAS  L,  ADMIN  ASST,  SOUTHERN  IL  UNIV 

194   SIGLER,  TODD  DEE,  LT,  S  IL  UNIV  AT  CARBONDALE  PD 
120   SMITH,  ANDREW,  JR.,  POL  OFCR  I,  SOUTHERN  IL  UNIV  S 
163   STROM,  DONALD  EDWARD,  JR,  COP 
180   SYTSMA,  JOHN  BERNARD,  LT,  PD 

103  #  THOMAS,  MIKEY  C. ,  POL  OFCR  I,  SOUTHERN  IL  UNIV  S 
175   VICK,  BENNIE  JOE,  OFFICER  I.  SOUTHERN  IL  UNIV 

61   WIELT,  JOHN  L,  ADULT  PAROLE  OFCR,  DEPT  OF  COR 
CAROL  STREAM 

136  NUMRICH,  JOHN  ARTHUR,  LT,  PD 

160  OCONNELL,  THOMAS  LEO,  SGT,  PD 

183  QUINN,  PATRICK  JAMES,  SGT,  PD 

93  #  REICHERT,  WILBUR  E,  COP 
CASEYVILLE 

119  *  PAULIK,  DONALD  JAMES,  COP 
CENTRALIA 
141   BALDRIDGE,  KENNETH  RAY,  CPT,  PD 
116  tt   JUSTICE,  KERMIT  E,  COP 

161  SPEIDEL,  ARLAND  ALBERT,  COP 
CHAMPAIGN 

89  U   BANNING,  ELDON  D,  SGT,  IL  SPOL 
138  #  BENNETT,  RONALD  LEE,  LT,  UNIV  OF  IL  PD 

132  GNAGEY,  JOHN  MILTON,  III,  DEP  CHF,  PD 
95  it   JONES,  JOHN  0,  COP 

184  KALLMAYER,  FREDERICK,  CPT,  UNIV  OF  IL  POL 

82  #  MOLDEN,  JACK  B,  PROF,  POL  INSTITUTE,  UNIV  OF  I 
112   ONEAL,  PAUL  A.,  LT,  PD 
177   ROOSEVELT,  HARRY  WAYNE,  SGT,  PD 
167   SPIRES,  JAMES  MERRITTE,  JR,  LT,  PD 
CHARLESTON 
105   CHAMBERS,  JACK  L.,  CPT,  EASTERN  IL  UNIV  PD 


PD 

COP 

COP 
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178   KERSEY,  KEVIN  LEE,  ASST  CHF,  EASTERN  IL  UNIV  PD 
93   LARSON,  THOMAS  D,  CHF,  EASTERN  IL  UNIV  PD 

144  STEIDINGER,  HERBERT  LEE,  COP 
CHERRY  VALLEY 

69  f  TRUITT,  RALPH  JAMES,  COP 
CHESTER 

119  *  PICOU,  BENJAMIN  ROY,  SHF  OF  GREENE  CO 
CHICAGO 

172   ALVARADO,  DANIEL  LOZA,  SGT,  PD 
114  *  ANDERSEN,  RAMON  C,  SGT,  PD 
191    ANDERSEN,  TAMI  LYNN,  SGT,  PD 

123  *  ANDREHS,  DAVID  HOBBS,  ASST  DEP  DIR,  IL  DEPT  OF  LAW  E 
177   ANTONACCI,  JAMES  MICHAEL,  LT,  PD 

162  BALDHIN,  HAYDEN  BENNETT,  MSGT ,  IL  SPOL 

90  BANKS,  ROBERT  H. ,  MAJ,  IL  BU  OF  INVSTGN 

175  BARAN,  JEANETTE  FRANCES,  SGT,  PD 
HO  BARRETO,  NELSON  SOTO,  SGT,  PD 
135  BARRETT,  MARTIN  MICHAEL,  SGT,  PD 
177  BATRICH,  RICHARD  J,  SGT,  PD 

120  BECKNELL,  GERALD  HAYNE,  (SA,  FBI),  1ST  LT,  USMC 
82  0  BERNARD,  HALTER  J.,  USHF,  COOK  CO  SD 

176  BERRY,  JOSEPH  MICHAEL,  LT,  PD 

124  BOSSE,  EDHIN  FREDERICK,  LT,  PD 

195  BOYLE,  THOMAS  PATRICK,  LT,  CHICAGO  HOUSING  AUTH  PD 

185  BRADY,  MICHAEL  DENNIS,  DIR  OF  SEC,  COOK  CO  SO 

116  BRADY,  THOMAS  M. ,  LT,  PD 

150  BRANCH,  JOSEPH  HILLIE,  JR,  LT,  CHICAGO  HOUSING  AUTH  PD 

145  BRANNIGAN,  PATRICK  JOSEPH,  SGT,  PD 

128  BRANNIGAN,  HILLIAM  JAMES,  CPT,  PD 

190  BROCKHAY,  DAVID  MICHAEL,  LT,  METRO  HATER  RECLAMATION  DI 

99  BROOKS,  WALTER  B.,  Ill,  SGT,  PD 

165  BROUGHAM,  CHARLES  GEORGE,  SGT,  PD 

93  U   BROWN,  HAROLD  W. ,  CPT,  PD 

80  BROWN,  HERBERT  D. ,  SUPT,  IL  SPOL 

155  BUSTOS,  DELFINO,  CMDR,  PD 
110  BUTLER,  HUGH  M. ,  SGT,  PD 

141   CAGE,  FRANK  CLARENCE,  JR,  SGT,  PD 

129  CAPPITELLI,  FRANK  JOHN,  SGT,  PD 
171   CARROLL,  PAUL  B, 

113  tt   CASEY,  ROBERT  B,  CMDR,  PD 

156  CASTANEDA,  STEVEN,  JR,  SGT,  PD 
193   CHASEN,  MICHAEL,  SGT,  PD 

135  CHOI,  SUNG-HO,  CONSUL,  KOREAN  CONSULATE  GENER 

138  CLISHAM,  JOHN  ELWOOD,  CPT,  PD 

145  COFFEY,  FRED  JAMES,  DIST  CMDR,  PD 

124  COLLINS,  DENNIS  FRANCIS,  SGT,  PD 
128  CONLISK,  JAMES  B,  III,  LT,  PD 

51  tt   CONNORS,  JOHN  T.,  ASST  DEP  SUPT,  PD 
141   CONRAD,  WALTER  ARTHUR,  JR,  LT,  PD 

98  tt   CONSIDINE,  MARSHALL  I.,  DIR,  CRIMINALISTICS  DIV,  PD 
109   COOK,  ELGIA  C,  COP 

122  CORBETT,  HILLIAM  THOMAS,  LT,  PD 

182  CORNFIELD,  ROBERT  PATRICK,  LT,  PD 

125  CRUMP,  HENRY  EUGENE,  SGT,  PD 
109  CULLOTON,  JOHN  P.,  LT,  PD 

97  CURTIN,  JOSEPH  L.,  JR.,  CMDR,  PD 

103  DALEN,  PHILIP  J.,  LT,  COOK  CO  SHF  PD 

121  DART,  ROBERT  HILLIAM,  CMDR,  PD 

186  DAVIS,  LORENZO,  SGT,  PD 

158  DE  LA  PAZ,  JOSEPH  JESSE,  JR,  SGT,  PD 

131  DEFRANZA,  DONALD  MICHAEL,  LT,  PD 

99  tt   DENEEN,  DENNIS  P.,  CMDR,  PD 

120  DIGBY,  ROBERT  LEE,  LT,  PD 

163   DRAWHORN,  MICHAEL,  SR,  SGT,  PD 
170   DROZD,  VIRGINIA,  SGT,  PD 

113  tt   DUFFY,  JOHN  F.,  LT,  PD 

165  DUGAN,  DANIEL  FRANCIS,  JR,  LT,  PD 

194  EDWARDS,  RICKY  LANZA,  LT,  PD 

121  EICHLER,  THOMAS  JAMES,  SGT,  PD 
151  ESHOO,  JOHN  CLIFFORD,  DET,  PD 

172  EVANGELISTA,  DON  MARIANO,  SGT,  PD 

98  FARAGOI,  THOMAS  V,  CPT,  PD 

122  FARRELL,  JOHN  BERNARD,  LT,  PD 
139  tt   FARRER,  GERALD  LEWIS,  SGT,  PD 

151  FASHINGBAUER,  ALBERT  JOHN,  LT,  PD 

107  FITZSIMMONS,  ROBERT  G,  ASST  DEP  CHF,  PD 

134  FLANAGAN,  JOHN  WILLIAM,  LT,  PD 

125  tt   FLORES,  SILVERIO  JOSEPH,  LT,  PD 

137  FOLLIARD,  THOMAS  FRANCIS,  J,  SGT,  PD 

114  FORD,  CHARLES  F,  1ST  DEP  SUPT,  PD 

123  FREDENBERG,  LAWRENCE  JAMES,  (CRIM  INVSTGR,  BIA),  SA,  FB 
142  FROST,  BARBARA  CECILE,  LT,  PD 

114   FRUIN,  JAMES  E,  CMDR,  PD 

95  #  GALLET,  JULIEN  C,  DEP  CHF,  PD 

173  GANDURSKI,  JOSEPH  FRANCIS,  SGT,  PD 
103  tt   GARBER,  JOHN  R.,  LT,  PD 

195  GARRITY,  PATRICK  JOSEPH,  LT,  PD 
157   GIERUT,  JEROME  JOHN,  SGT,  PD 
166   GORMAN,  JAMES  JOSEPH,  SGT,  PD 
172   GRAU,  HIRAM,  SGT,  PD 

129  GREEN,  LEVERN,  SGT,  PD 

190   GREEN,  WALTER  AARON,  SGT,  PD 

130  GREENLEE,  ANDREW  JORDAN,  ASST  DEP  SUPT 
169   GRIFFIN,  JAMES  EDWARD,  SGT,  PD 

107   GUERRA,  FRANK  E.,  SERGEANT,  PD 

97   GUNTER,  GARY  L.,  CHF,  CHICAGO  HOUSING  AUTH  POL 
164   GUTHRIE,  ROBERT  EUGENE,  LT,  PD 
159   HARRIS,  SAMUEL  EUGENE,  SGT,  PD 

58  tt   HARTMAN,  HENRY  0.,  CAPTAIN,  PD 
112   HELLER,  RAYMOND  H,  LT,  PD, 


149  HICKEY,  JAMES  KINNING,  LT,  PD 
160  HICKS,  EDDIE  CLARENCE,  SGT,  PD 

57  tt  HIGGINS,  MAURICE  J,  CAPTAIN,  PD 

138  HILLARD,  TERRY  GLEEN,  DEP  CHF,  PD 

154  HIRSCH,  STEVEN  ALLEN,  CHF,  INVSTGN  &  PROS  BU 

115  HOGAN,  JAMES  K.  ,  SERGEANT,  PD 

123  HOKE,  MICHAEL  WALTER,  CPT,  PD 

159  HOLBERT,  THOMAS  WILLIAM,  III,  SGT,  PD 
118  tt   HOLMES,  SPENCER  ALLEN,  CPT,  PD 

150  HOLZINGER,  NORBERT  HARTWIG,  SGT,  PD 
138  JABLONSKI,  RICHARD  JOHN,  SGT,  PD 
183  JACKSON,  ERROL,  SGT,  PD 
145  JACKSON,  STEPHEN  JAMES,  JR,  SGT,  PD 
117  JASKOLKA,  CHESTER  JOSEPH,  LIEUTENANT,  PD 

136  #  JONES,  OLIVER  UPTHEGROVE,  LT,  PD 
91  JOYCE,  RICHARD  J,  CPT,  PD 

112  KANN,  BURTON  L.,  SERGEANT,  PD 

159  KARCZEHSKI,  EUGENE  S,  LT,  PD 

176  KEARNEY,  RICHARD  JAMES,  SGT,  PD 

137  KEHOE,  FRANCIS  CHARLES,  JR,  LT,  PD 
144  KELLY,  JOHN  P,  JR,  SGT,  PD 

114  KELLY,  RONALD  F,  LT,  PD 
143  KENNEDY,  JOHN  PATRICK,  LT,  PD 
134  KILLACKEY,  JOHN  EDWARD,  JR,  CMDR,  PD 
179  KIMBALL,  WILLIAM  DAVID,  LT,  PD 
179  KINCAID,  DONALD  RAY,  ASAC,  BU  OF  ATF 
192  KIRBY,  DEBRA  KAY,  SGT,  PD 
149  KLEIN,  JOHN  JOSEPH,  GENERAL  COUNSEL,  PD 
137  KOZAK,  RICHARD  STEVEN,  ASST  DIR,  IL  DIV  OF  CRIM  INV 

126  KOZEL,  GEORGE  JAMES,  LT,  PD 
149  LAMBERT,  RICHARD  WAYNE,  LT,  IL  SPOL 

127  LESNIAK,  DENNIS  MICHAEL,  CMDR,  PD 
117  LEVY,  MELVIN  N.,  LT,  PD 
182  LIMON,  FRANK,  SGT,  PD 
148  LOMBARDO,  ROBERT  MICHAEL,  SGT,  PD 

115  LUNDIN,  BRIAN  R. ,  SERGEANT,  PD 
91  tt   MACDONALD,  JOHN  K. ,  CPT,  PD 

119  MAHER,  JAMES  PHILLIP,  CPT,  PD 

121  MAIRE,  WILLIAM  SCOTT,  CMDR,  CMS  POL 

151  MALONEY,  ROBERT  MICHAEL,  SGT,  PD 

177  MANN,  KENNETH  EARL,  SGT,  PD 

59  tt   MARRINER,  THOMAS  SCOTT,  CAPTAIN,  PD 
194  MARTIN,  JOHN  RICHARD,  CMDR,  CENTRAL  MGMT  SERV  PD 
167  MARTIN,  RONALD  MONTISELLO,  SGT,  PD 
154  MATULA,  JOHN  A,  LT,  PD 
109  MAURER,  JAMES  A,  DET  DIR  CMDR,  PD 

81  #  MCCANN,  ROBERT  E.,  LT,  PD 

108  MCCARTHY,  JOSEPH  F,  DEP  SUPT,  PD 

166  MCCLOSKEY,  EDWARD  PAUL,  SGT,  PD 

130  MCCUE,  TERRENCE  JOSEPH,  LT,  PD 
140  MCDEVITT,  DANIEL  SALVATORE,  CPT,  IL  SPOL 

83  tt   MCGUIRE,  JAMES  T,  DIR,  RECORDS  DIVISION,  PD 

60  tt   MCGUIRE,  PETER  J.,  CHF  INVSTGR,  AG'S  OFC 
179  MCLAUGHLIN,  GILLIAN  ELIZABETH,  SGT,  PD 

50  #  MCMAHON,  JAMES,  LIEUTENANT,  PD 

32  *  MCPHERSON,  ELWYN  B.,  SPEC  INVSTGR,  ATTY  OFC,  COOK  C 

152  MERRITT,  CARL  JEROME,  CPT,  PD 
157  MILLER,  RAYMOND  JOHN,  LT,  PD 

131  MULCAHY,  ROBERT  DESMOND,  CPT,  PD 
94  MUNGER,  DONALD  R,  CHF,  COOK  CO  FOREST  PRESERVE  D 

170  NELSON,  DERRICK,  SGT,  PD 

181  NICKEAS,  NICHOLAS  JAMES,  LT,  PD 
157  NOLAN,  TIMOTHY  BRUCE,  LT,  PD 
152  NOMELLINI,  DARIO  ANTHONY,  SGT, 
106  NORTON,  DONALD  V,  CPT,  DOJ,  US 
170  OAKES,  BRIAN  CHARLES,  SR,  SGT, 

184  ODEA,  MARJORIE  HELEN,  SGT,  PD 
92  ODONNELL,  MICHAEL  J,  CMDR,  PD, 

185  ODONNELL,  WILLIAM  MICHAEL,  SGT,  PD 
60  tt   ONEILL,  JAMES  A,  DEPUTY  CHIEF,  PD 

139  PADAR,  JAMES  RICHARD,  LT,  PD 

148  PAIGE,  EDWARD  WELDON,  SGT,  PD 

174  PATTERSON,  WILLIAM  MAURICE,  SGT, 

190  PATTON,  MICHAEL  ALLEN,  SGT,  PD 
135  PESTKA,  LEROY  DONALD,  SGT,  PD 
189  PETERSON,  STEVEN  LEE,  SGT,  PD 

183   PEZZUTO,  DONALD  JOSEPH,  CMDR,  IL  CENTRAL  MGMT  SERVICES 

131   PHELAN,  JAMES  PATRICK,  CPT,  PD 

165   PIETROWSKI,  ROBERT  MARTIN,  SGT,  PD 

154  tt   POLK,  JAMES  WILBUR,  CMDR,  PD 

142  #  POWELL,  BRUCE  EDWARD,  CPT,  PD 

127   PRICE,  GREGORY  STUART,  LT,  US  FED  PROTECTIVE  SERVICE 

182  PRICE,  RALPH  MATTHEW,  LT,  PD 
161   PRIETO,  DENNIS  VINCENT,  SGT,  PD 
193   PUFPAF,  THOMAS  MARTIN,  SGT,  PD 
127   RADKE,  FRANK  ROBERT,  JR,  CMDR,  PD 
185   RADNEY,  HARVEY  L,  LT,  PD 

111  tt   RAFTER,  JOHN  J,  ASST  DEP  SUPT,  PD 
167   RAINES,  THOMAS  ANDREW,  SGT,  PD 
188   RAMOS,  RAPHAEL,  SGT,  PD 
146   RAMSEY,  CHARLES  HERBERT,  CMDR,  PD 
167   RESENDEZ,  JESSE,  JR,  SGT,  PD 

152  tt   REYES,  JUAN,  JR,  SGT,  PD 

156   RICHARDSON,  JOHN  WESLEY,  JR,  LT,  PD         „.„,..«, 

56  tt   RIORDAN,  JAMES  DANIEL,  DEPUTY  CHIEF,  PATROL  DIVISION, 

191  RISLEY,  JOHN  JAY,  SGT,  PD 

195   RIZO,  THEODORE  GARCIA,  LT,  IL  SPOL 

116   RIZZI,  DOMINIC,  CPT,  PD, 

187   ROBERTSON,  GLYNN  CLEVELAND,  SGT,  PD 

179   ROBERTSON,  JOHN  CYRIL,  DEP  CHF,  COOK  CO  ST  ATTY  OFC 


PD 

ATTY  OFC 

PD 


PD 
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188 
169 
132 
154 
160 
178 
102 
174 
104 
158 
111 
103 
186 
119 
189 
136 
49 
103 
133 
82 
151 
143 
126 
180 
143 
184 
126 
132 
106 
166 
120 
182 
133 
91 
122 
161 
76 
116 
113 
117 
155 
104 
108 
162 
180 
192 
146 
118 
187 


RODRIGUEZ,  HECTOR  JOSEPH,  SGT,  PD 

ROTKVICH,  JOSEPH,  SGT,  PD 

ROHAN,  THOMAS  JAMES,  LT,  CHICAGO  HOUSING  AUTHORITY 

ROZELL,  MARY  ANN,  LT,  PD 

RUSSO,  VINCENT  MARIO,  LT,  PD 

SAMPILA,  DANIEL  DEAN,  LT,  PD 
tt   SAMS,  GEORGE  H.  ,  CMDR,  PD 

SANCHEZ,  DANIEL,  JR,  SGT,  PD 
tt   SANDBERG,  RICHARD  A.,  LT,  PD 

SAYSET,  DALE  PATRICK,  SA  MSGT,  IL  SPOL 

SCALIA,  DANIEL  N.,  SERGEANT,  PD 

SCHEU,  EDHARD  R. ,  CHF  MARSHAL,  USMS 

SCHMIT,  MICHAEL  JAMES,  SGT,  PD 
tt   SCHOENFELDT,  LOUIS  FRANK,  LT,  PD 

SEBEK,  ARTHUR  RAYMOND,  JR,  MSGT,  IL  SPOL 

SHANAHAN,  ROBERT  EMMETT,  LT,  OFC  OF  MUNICIPAL  INVSTGN 
tt   SHANAHAN,  HALTER  F.,  CAPTAIN,  PD 
tt   SHAUGHNESSY,  JOSEPH  M.  ,  DEP  CHF,  PD 

SHAH,  HILLIAM,  JR,  DISTRICT  CMDR,  PD 
tt   SHEEHAN,  ROBERT  E,  CPT,  PD 

SHIELS,  ROGER  F,  MSGT,  IL  SPOL 

SHINNERS,  RICHARD  JOSEPH,  LT,  PD 

SONNEVELD,  RUSSELL  BRIAN,  AREA  CMDR,  IL  DEPT  OF  LAW  ENF 

STEWARD,  DOROTHY  MAE,  SGT,  PD 

STEWARD,  MORRIS  LAVELLE,  SGT,  PD 

SWARBRICK,  JEROLD  ROBERT,  SGT,  PD 

TANNEHILL,  HARRY  ALLAN,  JR,  CPT,  PD 

TESMOND,  JEROME  MATTHEW,  REG  SUPR,  COOK  CO  PUB  DEF  OFC 
tt   THOELE,  MAURICE  E.,  SGT,  PD 

THOMPSON,  RONALD  GENE,  LT,  PD 

THOMPSON,  WAYNE  LAWRENCE,  LT,  PD 

TIGERA,  LUIS  C,  MSGT,  IL  SPOL 

TOLLEY,  JOHN  FRANCIS,  LT,  PD 

TOWNSEND,  JOHN  J.,  DEP  CHF,  PD 

UTZ,  CHARLES  ANTHONY,  CMDR,  PD 


UTZ,  JAMES  JOSEPH,  SGT,  PD 

VALENCIA,  FELIX  BUNOAN,  JR.,  INVESTIGATOR,  ILLINOIS  BUR 

VASEY,  JUDY  ROBERTS,  DET,  U  S  CUSTOMS 

VOLLAND,  JOHN  C,  JR.,  LT,  PD 

VRDOLYAK,  JOHN  JOSEPH,  SERGEANT,  PD 

WALSH,  WILLIAM  P,  INVSTGR,  COOK  CO  STATES  ATTY  0 

WEAVER,  JAMES  H,  JR,  CPT,  PD 

WELCH,  DAVID  E.,  SERGEANT,  PD 

WEST,  MARY  ANN,  SGT,  PD 

WHELEHAN,  WILLIAM  JAMES,  LT,  PD 

WILLIAMS,  CHARLES  LEE,  SGT,  PD 

WILLIAMS,  LARRY  CLARENCE,  LT,  PD 

WODNICKI,  EDWARD  STANLEY,  DEP  SUPT,  PD 

ZAVALA,  ROBERTO,  SGT,  PD 
CHICAGO  HEIGHTS 
184   SMITH,  BRIAN  CRAIG,  SGT,  PD 
50  tt   SPRAGUE,  GEORGE  H. ,  CHIEF  OF  POLICE 
CHICAGO  RIDGE 
184   DAVIS,  DENNIS  THOMAS,  DEP  CHF,  PD 
163   RIO,  MICHAEL  EMMETT,  COP 
CLARENDON  HILLS 
195   JANSKI,  RAYMOND  STANLEY,  SGT,  PD 
162   REASONER,  THOMAS  MICHAEL,  COP 
CLINTON 
102  #  PALCHAK,  JOHN  F,  LTC,  USMC,  PROVOST  MARSHALS  OF 

95  #  SMITH,  KEITH  R,  COP 
102  *  VELCHEK,  EUGENE  A,  COP 

COLLINSVILLE 

182  REMELIUS,  TERRY  LEE,  LT,  IL  SPOL 

132  tt   RUNYON,  DAMON  LARRY,  MAJ,  IL  SPOL 
COLONA 

96  SCHROEDER,  ROBERT  H,  COP 
COUNTRY  CLUB  HILLS 

114   ANGLIN,  MELBURN  R,  INSPR  OF  POL,  PD 
171   OLSON,  LARRY  CLARENCE,  SGT,  PD 
CREST  HILL 

133  ARIAGNO,  JAMES  EDWARD,  COP 
93  tt   JASKOVIAK,  DENNIS  H.  ,  COP 

CRETE 

191   WALLACE,  DAVID  LEE,  COP 
CRYSTAL  LAKE 

131  #  HARRISON,  JOHN  EVERETT,  LT,  PD 

183  LINDER,  DAVID  ROBERT,  DET  SGT,  PD 
150   NYGREN,  KEITH  RICHARD,  COP 

162   PARTH,  HOWARD  RAYMOND,  JR,  LT,  PD 
DANVILLE 
114  tt   BARTECK,  ANDREW  J,  JR,  SGT,  PD 

CRANMORE,  JERRY  RUSSELL,  SGT,  PD 


HEGG,  CLIFFORD  A,  LT,  PD 
KENTNER,  STANLEY  L.,  LT, 


RECORDS  AND  COMM,  PD 


KOHNKE,  DAVID  EARL,  SGT,  PD 
MUSIAL,  EDWARD  STANLEY,  COP 


133 
103 
55  tt 
PARI  EN 

124  tt 
143 
DECATUR 

172   BARTHELEMY,  MARK  DAVID,  CMDR,  PD 
187   BRIGHT,  RICHARD  LEE,  LT,  MACON  CO  SD 
106  tt   CHEVIRON,  MARK  J,  SPEC  DEP,  MACON  CO  SD 
129  *  FISHER,  STEPHEN  DOUGLAS,  SHF  OF  MACON  CO 
148   HARTWIG,  CHARLES  RICHARD,  CHF,  DECATUR  PARK  DISTRICT  PD 

91   HOLSAPPLE,  HAROLD  L,  SHF  OF  MACON  CO 

70  *  LANGENFELD,  CLIFFORD  J.,  SERGEANT,  PD 

80  tt   LINDSTEN,  HAROLD  G.  ,  COP 
133  tt   MEYERS,  JOSEPH  MICHAEL,  DEP  CHF,  PD 
181   MOWEN,  MICHAEL  LEO,  LT,  PD 
153  tt   RACE,  JOHN  M,  COP 


190    RYAN,  RICHARD  ANTHONY,  CMDR,  PD 

92  tt   VAUGHAN,  PATRICK  F.,  COP 
160   WILLIAMS,  JAMES  LAWRENCE,  JR,  COP 
117  tt   WRIGLEY,  JOHN  P.,  CPT,  MACON  CO  SD 
DEERFIELD 
122   DAVENPORT,  ROBERT  LOUIS,  JR,  DEP  CHF, 
SKRABALA,  THOMAS  JOHN,  DEP  CHF,  PD 
STRYKER,  GARY  PAGE,  USHF,  LAKE  CO  SO 


138 
150 
DEKALB 
148 
167 
194 
173 

99 
121 

88 
193 


PD 


BERKE,  DONALD  WESLEY,  COP 

FEITHEN,  WILLIAM  EDMUND,  JR,  SGT,  PD 

GERACE,  DANIEL  DOMINIC,  SGT,  PD 

GUIMOND,  KATHLEEN  ANNE,  LT,  NORTHERN  IL  UNIV  DPS 

KAISER,  KENNETH  E.,  LT,  NORTHERN  IL  UNIV  PD 

KROSS,  CHARLES  FREDERICK,  LT,  PD 

MOSBACK,  RONALD  E.,  LT,  PD 

PETTIT,  DEBORRAH  DENISE,  SGT,  NORTHERN  IL  UNIV  DPS 
139  tt   SHENBERGER,  LARRY  FRANCIS,  SGT,  PD 
109   WEBSTER,  JAMES  L.,  CPT,  NORTHERN  IL  UNIV  PD 
DES  PLAINES 

89   CLARK,  ROBERT  M,  CPT,  PD 

KOZENCZAK,  JOSEPH  RAYMOND,  COP 

KUTA,  WILLIAM  JOHN,  DEP  CHF,  PD 

MEESE,  JOHN  EDWARD,  JR,  LT,  PD 

WEIGAND,  DAVID  THOMAS,  CHF,  IL  COMMERCE  COMM  POLICE 

WHITTED,  WENDALL  LAMONT,  LT,  PD 


126 

139  tt 

174 

168 

166 
DIXON 

107 

114 

115 

130 
DOLTON 

125  * 

143 


DUSING,  RICHARD  L.,  COP 
HAGEN,  LARRY  M. ,  LT,  PD 
OSTERGRANT,  WILLIAM  D. ,  LIEUTENANT, 
WALLS,  WILLIAM  L,  JR,  SGT,  PD 


PD 


PETERSEN,  HAROLD  L,  COP 
PFOTENHAUER,  GEORGE  HENRY,  COP 
DOWNERS  GROVE 
191   BYRNE,  RAYMOND,  LT,  PD 
110  #  COMPTON,  ROGER  E,  LT,  PD 
145   DAVIS,  JOHN  PATRICK,  DEP  CHF 
178    ENGER,  TOM  L,  MSGT,  IL  SPOL 
176   GINEX,  RICCARDO  FRANCIS,  SGT,  PD 

81   GRAVES,  GEORGE  P,  COP 
157   WEIMER,  MARK  WILLIAM,  DEP  CHF,  PD 
106  tt   ZAJAC,  NORBERT  W,  DEP  CHF,  PD 
DUQUOIN 

153   TREGO,  JEFFREY  LYNN,  CPT,  IL  SPOL 
DWIGHT 

190   HENSON,  TIMOTHY  FRANCIS,  COP 
EAST  ALTON 

94  *  BRIGHT,  FRED  H,  JR,  DIR  OF  OP,  MADISON  CO  SO 
176   BROWN,  RICHARD  LAMAR,  SGT,  PD 
110  tt   URBAN,  GEORGE  M. ,  COP 
EAST  MOLINE 

90   DEFAUW,  ADOLPH  C,  COP 
105  tt   FORD,  WILLIAM  M,  LT,  PD 
124  #  HODSHIRE,  FRANK  LEE,  LT,  PD 
109  #  NIELSEN,  THOMAS  J.,  LT,  PD 
189   STRUBLE,  STEVEN  V,  CPT,  IL  SPOL 
181   SUTTON,  GARY  WAYNE,  COP 
EAST  PEORIA 
102   DAVIS,  JACK  R.,  LT,  PD 

DEATHERAGE,  STEVEN  DEAN,  SGT,  PD 
DRUIN,  HARRY  DONALD,  COP 
MORGAN,  CHARLES  CURTIS,  LT,  PD 
REINHART,  DENNIS  GEORGE,  LT,  PD 

LOUIS 
BALTEZOR,  VIRGIL,  COP 
49  #  HINDS,  ALBERT  S,  MAJ,  IL  SPOL 
5  *  KURELAITIS,  FRANK,  SERGEANT,  PD 
EDWARDSVILLE 
117   ASTORIAN,  ROBERT,  DIR,  PROBATION  &  CT  SERV 

CLONINGER,  GERALD  WAYNE,  LT,  SOUTHERN  IL  UNIV  PD 
FISCHER,  DENNIS  LOUIS,  CPT,  MADISON  CO  SD 
FOSTER,  CARL  C,  SEC  OFCR,  SOUTHERN  IL  UNIV 
HAYS,  REGINA  MARY,  LT,  S  IL  UNIV  AT  EDWARDSVILLE 
HERTZ,  ROBERT  JOHN,  MAJ,  MADISON  CO  SO 
OLTMANN,  JOHN  FRANCIS,  LT,  SOUTH  IL  UNIV  PD 
PERRY,  RAYMOND  J,  CPT,  PD 
TOFFANT,  EMIL  J,  SHF  OF  MADISON  CO 
EFFINGHAM 
171   LANGE,  JOHN  JOSEPH,  COP 

MEEK,  RONALD  JOSEPH,  SHF  OF  EFFINGHAM  CO 


173 
135 
126 
190 
EAST  ST. 
25 


127 

143 

18 

194 

132 

171 

93 

63 


188 
ELGIN 

95  # 
168 
193 

61  # 
118  tt 
112 

96 
102  * 

97  # 
125 


BAIRD,  ROBERT  L.,  COP 
COPHER,  DAVID  CARL,  LT,  PD 
DARR,  JOHN  STANLEY,  JR,  DEP  CHF,  PD 
EGGEN,  CLIFFORD  T.,  LT  OF  POL,  PD 
GRANTHAM,  ALFRED  LYCURGUS,  LT,  PD 
HEINE,  WARREN  A.,  DEPUTY  CHIEF,  PD 
JENSEN,  DAVID  J.,  DEPUTY  CHIEF,  PD 
LAWRENCE,  JOHN  A,  CPT,  PD 
PFORTMILLER,  HAROLD  E.,  LT,  PD 
PISKE,  ALLAN  EDWARD,  SGT,  PD 
ELMHURST 
158   BRADFORD,  RAYMOND  VANCE,  DET  SGT, 
91  tt   ERBER,  ROLAND  W. ,  LT,  PD 
96  tt   JASPER,  PAUL  L.,  JR.,  LIEUTENANT, 
167   JONES,  ROBERT  DAVID,  CMDR,  PD 
151   SVOBODA,  TOM  ALBERT,  SGT,  IL  SPOL 
171   VLCEK,  JEFFREY  RAYMOND,  MSGT,  IL  SPOL 
ELMWOOD  PARK 


PD 
PD 
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118    GALLUZZI,  SAMUEL  FRANCIS,  SGT,  PD 
4  t)   HOODS,  CHARLES  E.,  COP 
EVANSTON 

95  tt   BRANDT,  GERALD  T,  CMDR,  PD 
16  tt   DREISKE,  DANIEL  ANDREH,  CPT,  PD 
134    EDHARDS,  JAMES  CHARLES,  DEP  CHF,  PD 
91    ERLANDSON,  EVERETT  H. ,  DET  SGT,  PD 

154  KAMINSKI,  FRANK  J,  DEP  CHF,  PD 

98  tt   LARSON,  VERNER  J.,  LIEUTENANT,  PD 
86  #  LOGAN,  HILLIAM  H,  JR,  COP 

106   SHAFFER,  DALE  F.,  DIR  OF  PUB  SAFETY,  NORTHHESTER 
55  tt   SHANSON,  ALBERT  W. ,  LIEUTENANT,  PD 
EVERGREEN  PARK 
116  tt   BERGMAN,  CARL  D.  ,  ASST  CHF,  PD 
112   EVOY,  THOMAS  J.,  DEP  CHF,  PD 
178   SAUNDERS,  MICHAEL  D,  SGT,  PD 

105  SMITH,  NORBERT  F.,  CHIEF  OF  POLICE 

136  VIGGIANI,  PERRY,  CHF  OF  INTERNAL  AFFAIRS,  COOK 
188  HATSON,  JOHN  ANDREH,  DEP  CHF,  PD 

155  HENDT.  HINFIELD  FREDERICK,  LT,  PD 
159  ZETT,  ROBERT  RICHARD,  SR,  SGT,  PD 

FAIRVIEH  HEIGHTS 
115   FREDEKING,  DALE  R,  CPT,  PD 
163   KING,  MICHAEL  DALE,  CPT,  PD 

137  PRINDABLE,  PATRICK  JOSEPH,  SGT,  PD 

99  RICHARDS,  ROGER  A.,  COP 

172   SPRINGER,  STEPHEN  MICHAEL,  LT,  PD 
FLOSSMOOR 
121   BYRNES,  JAMES  ARTHUR,  LT,  PD 
167   MILLER,  WILLIAM  MICHAEL,  SGT,  PD 

106  HILLIAMS,  MICHAEL  G. ,  COP 
FOREST  PARK 

120  tt   BROEHL,  CHARLES  HILLIAM,  JR,  LT,  PD 

103  tt   CONKLIN,  ROBERT  L,  COP 

143   LEISTEN,  GARY  STEVEN,  COP 
FOREST  VIEH 

183   DAVID,  GLENN  JOHN,  COP 
FORT  SHERIDAN 

151   LONG,  WILLIAM  MICHAEL,  CPT,  USA 
FRANKFORT 

176   PISCIA,  ROBERT  EDMUND,  SGT,  PD 

128   SANDERS,  DARRELL  LYNN,  COP 
FRANKLIN  PARK 

31  tt   KOERBER,  HILLIAM  F.,  COP 
FREEBURG 

139   LOGAN,  VICTOR  BELMONT,  JR,  COP 
FRE  EPORT 

108   QUITTSCHREIBER,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  PD 

180   SMITH,  ROBERT  DENNIS,  LT,  PD 
GALENA 

155   PRATT,  RICHARD  HILLIAM,  COP 
GALESBURG 

85  tt   FRAKES,  JAMES  H.  ,  COP 

48  tt   FULLER,  GEORGE  H.,  CHIEF  OF  POLICE,  PD 

122   SCHLAF,  JOHN  HOWARD,  COP 

175   SHEARER,  MARK  J,  SHF  OF  KNOX  CO, 

117   WORDEN,  THOMAS  G. ,  CPT,  PD 
GENESEO 

120   BERVID,  LOUIS  JOSEPH,  JR,  COP 
DAHSON,  LARRY  LANE,  LT,  PD 


129 
GENEVA 
173 
187 
144 
177 
192 
121 
106  tt 
182 
156 


BARROWS,  DAVID  R,  SGT,  KANE  CO  SD 
BUDDE,  CHARLES  H,  COP 
BURTON,  DAVID  MARTIN,  LT,  PD 
FREGA,  JOE  GROVER,  LT,  PD 
GROMMES,  RONALD,  SGT,  KANE  CO  SO 
KIDHELL,  WILLIAM  HOLDEN,  COP 
KLUSAK,  WILLIAM  A.,  SHERIFF  OF  KANE  CO. 
MARSZALEK,  JOHN  FRANK,  CMDR,  KANE  CO  SD 
RAMSEY,  KENNETH  RAYMOND,  SR,  SHF  OF  KANE  CO 
GIBSON  CITY 

172   HIGGINS,  DENNIS  JOSEPH,  COP 
CI  FN  ELLYN 
175   ALSUP,  MICHAEL  BURTON,  LT,  COLLEGE  OF  DUPAGE  DPS 
150   HAMANN,  JAMES  DOUGLAS,  SGT,  PD 
88  tt   MULLANY,  JAMES  E.  ,  JR,  SUPT  OF  POL 
101   THIELE,  HOWARD  M. ,  COP 
92   USRY,  THOMAS  N,  CHF  OF  PUBLIC  SAFETY,  COLLEGE 
GLENCOE 
153   HARLOW,  PAUL  MARTIN,  DEP  CHF,  GLENCOE  DPS 
194   MILKS,  MIKEL  NATHANIEL,  CMDR,  PD 
GLENDALE  HEIGHTS 

113   CARROLL,  JAMES  R,  COP 
GLENVIEH 
159   FILIPOWSKI,  KIRK  ALLEN,  SGT,  PD 
125   SLIVKA,  JOHN  FREDERICK,  CMDR,  PD 
185   VANDERPLOEG,  DAVID  JOHN,  SR,  CMDR,  PD 
GLENHOOD 

131  SCHOENECK,  RUSSELL  WILLIAM,  COP 
GODFREY 

125  KNEZEVICH,  EHIN  GREY,  MAJ,  MADISON  CO  SD 
GOOD  HOPE 

142  tt   COLLINS,  HILLIAM  ROBERT,  CPT,  IL  SPOL 
GRANITE  CITY 

34  It   BURNETT,  EUGENE  R,  COP 

126  KNIGHT,  DONALD  RAY,  COP 
GURNEE 

132  DLUHOS,  LAWRENCE  EDWARD,  COP 

183   SCHHARZ,  HENRY  JOSEPH,  DEP  CHF,  PD 
HARRISBURG 

PAGE 


31  *  TRAVELSTEAD,  LOREN  H. ,  CHIEF  OF  POLICE,  PD 
HARTFORD 

79  tt   PETERSEN,  WILLIAM  H,  SEC  CHF,  CHEM-CO 
HARVARD 

171   KAZY  GAREY,  DANIEL  LIONEL,  SGT,  PD 

101  *  STONE,  STANTON  E,  COP 
HARVEY 

90   KUZNIEHSKI,  MICHAEL  L.,  COP 
HAWTHORN  WOODS 

130   URRY,  WILLIAM  HOWARD,  COP 
HAZEL  CREST 

139   FEE,  PETER  JOSEPH,  JR,  LT,  PD, 

164   LENZ,  RICHARD  WILLIAM,  SGT,  PD 

106   MOORE,  HAROLD  V.,  COP 

187   OBRIEN,  EDWARD  DONALD,  SGT,  PD 

119  STRAIN,  BRUCE  HAZLITT,  JR,  SGT,  PD 
HICKORY  HILLS 

158   TARDI,  MICHAEL,  DET  CPL,  PD 

174   TROY,  ROBERT  J,  DET,  PD 
HIGHLAND  PARK 

77   BONAMARTE,  MICHAEL  F.,  JR.,  DIR  OF  PUB  SFTY 

171   DAHLBERG,  DANIEL  JOSEPH,  COP 
93  #  SWALGREN,  NORMAN  G.,  DEPUTY  CHIEF,  PD 
HILLSIDE 

146   ALONZO,  FRANCIS  JOHN,  CMDR,  PD 

124   ARNOLD,  LARRY  RICHARD,  LT,  PD 

164   HAMMER,  EDWARD  DONALD,  SAC,  IL  SECRTRY  OF  ST 

117  tt   JANATA,  CHARLES  RONALD,  COP 
HINSDALE 

149   ECCARDT,  JAMES  ALLAN,  SGT,  PD 

106  #  FELBINGER,  KENNETH  L,  COP 

166   HOOGSTRA,  RONALD  CLARE,  SGT,  PD 

120  OMALLEY,  ROBERT  VINCENT,  COP,  PD 
HOFFMAN  ESTATES 

140   RICHARDSON,  PAUL  DOUGLAS,  SGT,  PD 
HOMEWOOD 

92   BIELFELDT,  RICHARD  A.,  LT.PD 

135  BRAUN,  RICHARD  HARRY,  LT,  PD 
73  #  MEYER,  MELVIN  K.,  COP 

HUNTLEY 

158  WALTERS,  RANDALL  LEE,  COP 
ITASCA 

178  HARRISON,  MICHAEL  JAMES,  CMDR,  PD 
187   VOTAVA,  EDWARD  MARK,  CMDR,  PD 

JACKSONVILLE 

159  tt   COOK,  DONALD  RALPH,  COP 

174   DUVENDACK,  RANDY  LEE,  LT,  MORGAN  CO  SD 
129   JACKSON,  HENRY  GILBERT,  SHF  OF  MORGAN  CO 

113  tt   LEMME,  RENE  C,  CPT,  PD 

195   POOLE,  STEVEN  EDWARD,  CPT,  PD 

123  POTTER,  JAMES  EDWARD,  SGT,  PD 

151   RYAN,  JOHN  MICHAEL,  CHF  DEP,  MORGAN  CO  SO 

179  SNELLING,  RICHARD  NEIL,  LT,  PD 
81  tt   STAFFORD,  WILBUR  E,  COP 

136  #  WEEKS,  THOMAS  EVERETT,  COP 

38  tt   WOODS,  ARTHUR  L.,  (SA,  FBI),  PTLM,  PD 
JERSEYVILLE 

114  BLACKORBY,  RICHARD  L.,  LT,  PD 
JOLIET 

124  BREEN,  PATRICK  JAMES,  SGT,  PD 
42   DILLON,  JOHN  T,  CPT,  PD 

172  FARMER,  DAVID  CURTIS,  LT,  PD 
121   FITZGERALD,  WILLIAM  JOHN,  LT,  PD 

68  tt   GEORGANTAS,  ROBERT  W. ,  MAJ,  IL  SPOL 
164   GERDES,  DAVID  LAWRENCE,  DEP  CHF,  PD 
189   GORON,  DENNIS  JAMES,  SGT,  PD 
157   HAFNER,  FREDERICK  BERNARD,  SGT,  PD 
194   HAYES,  FREDERICK  WILLIAM,  JR,  SGT,  PD 

173  HJEMVICK,  SIGURD  JOHN,  JR,  DEP  CHF,  WILL  CO  SO 
99   JOHNSEN,  JOHN  W.,  LT,  WILL  CO  SHF  POL 

153   KOSTELNY,  KEITH  MARVAN,  SGT,  WILL  CO  SD 
105  #  KUCINIC,  WILLIAM  E.,  CPT,  PD 
186   KUZMA,  JAMES  DAVID,  SGT,  WILL  CO  SO 
111  #  LATZ,  GORDON  J.,  LT,  PD 
117   MAIER,  GERALD  K.,  CAPTAIN,  PD 
113   MARTIN,  PHILLIP  R. ,  DEP  SHF,  WILL  CO  SO 
180   MOORE,  FREDRICK  PAUL,  SGT,  PD 
193   MORT,  WILLIAM  DALE,  SGT,  WILL  CO  SO 
161   NOWAK,  MARTIN  NESTOR,  DEP  CHF,  WILL  CO  SO 
110   SICINSKI,  KARL  A.,  LIEUTENANT,  WILL  CO.  SD 
109  #  SICINSKI,  RAYMOND  E,  LT,  PD 
108   VANDYKE,  RAYMOND  E.,  CHF  DEP,  WILL  CO  SD 
150   WARD,  BRENDON  DENNIS,  SHF  OF  WILL  CO 
KANKAKEE 
119  *  BAUER,  DEAN  RANDOLPH,  COP 

177   JACKSON,  EDWARD  GRANT,  USHF,  KANKAKEE  CO  SD 
51  *  NELSON,  ELMER  SOREN,  SHF  OF  KANKAKEE  CO 
133  *  NUGENT,  TIMOTHY  OWEN,  COP 

121  *  SCROGGINS,  WILLIAM  FRANCIS,  SHF  OF  KANKAKEE  CO 
168  tt   THOMPSON,  BERNIE  CLARK,  SHF  OF  KANKAKEE  CO 

KEWANEE 

116   ANDERSON,  DAVID  M. ,  COP 
LA  GRANGE 

122  CLARK,  LOREN  COLLIER,  LT,  PD 

163  FRISBIE,  BRUCE  LEE,  LT,  PD 

33  *  LANGE,  WILLIAM  J.,  PATROLMAN,  PD 
LA  SALLE 

164  KRESL,  EDWARD  JOHN,  CPT,  IL  SPOL 
LAGRANGE  PARK 

166   DREFFEIN,  THOMAS  ALAN,  LT,  PD 
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S& 


»W 


CMDR,  PD 
DEP  CHF,  PD 


PD 


LAKE  FOREST 
176   BOONE,  ROBERT  G,  COP 
135   HIRONIMUS,  THEODORE  LEE 
163   HOSKING,  HALTER  MICHAEL 
78  tt   PRAIS,  BERNARD  M. ,  COP 
96  tt   HALLEN,  ALVES  E,  LT,  PD 
LAKE  IN  THE  HILLS 

175   HALES,  JAMES  ANDREH,  COP 
LAKE  ZURICH 

172   PHILLIPS,  STEVEN  JOHN,  LT, 
LANSING 

62  tt   BRASCHLER,  JOHN,  COP 

100  STANLEY,  DEAN  R.,  CHIEF  OF  POLICE 

133  HHEATON,  ROBERT  LAHRENCE,  CPT,  PD 
LAHRENCEVILLE 

99    FOSTER,  DONALD  S.,  COP 
LEBANON 

101  tt   DAHSON,  CLIFFORD  E.,  COP 
LEMONT 

134  HEHSON, 
LEHISTOHN 

127  *  PIERCE, 
LIBERTYVILLE 
156   BOULAND,  CHARLES  ARTHUR,  LT,  PD 
115   DUTTON,  JAMES  A,  INVSTGR,  LAKE  CO  MEG  UNIT 
92   MCCORMICK,  HILLIAM  D,  COP 
124   SAYERS,  JOHN  FAUST,  CMDR,  PD 
LINCOLN 
154   PATTERSON,  ROBERT  LEE,  SHF  OF  LOGAN  CO 
134   SABO,  TERRY  LEE,  SGT,  LOGAN  CO  SD 
120  *  HINTER,  GREGORY  ALAN,  INVSTGR,  LOGAN  CO  SD 
LINCOLNSHIRE 

GLENN  H.,  COP 
RANDALL  ADAMS,  COP 


ROBERT  EDHARD,  JR,  INV  SUPV,  IL  DEPT  PROF  REGLA 
HERBERT  KENT,  SHF  OF  FULTON  CO 


94   LARSON, 
193   MELVIN, 
LINCOLNHOOD 
141  tt   DORSCH, 


102 
101  tt 
162 
LISLE 
137 
167 
156 


THOMAS  JOSEPH,  SGT,  PD 
LAPORTE,  JOHN  J.,  LIEUTENANT,  PD 
MARTIN,  DANIEL  J,  COP 
MEINERS,  ROBERT  PETER,  SGT,  PD 


DAMICO,  MICHAEL  DAVID,  CMDR,  PD 
FLAHERTY,  JAMES  DONOVAN,  SGT,  PD 
MYERS,  RICHARD  HEST,  COP 
LITCHFIELD 
105   MARCUZZO,  HILLIAM  R,  SR,  M/SGT,  IL  SPOL 
187   SCHAPPAUGH,  KATHLEEN  ANN,  LT,  IL  SPOL 
LOCKPORT 
177   ANTOLE,  JAMES  JOSEPH,  COP 
91   MILLER,  ROBERT  P.,  COP 
LOMBARD 
186   DILLENKOFFER,  KARL  VAN,  DEP  CHF,  PD 
142   GARBERS,  RONALD  CLARENCE,  DEP  CHF,  PD 
135  tt   HOGAN,  HILLIAM  DOUGLAS,  COP 
LOVES  PARK 
151   JOHNSON,  DONALD  EUGENE,  LT,  PD 
131   LINDBERG,  DARRYL  FREDERICK,  COP 
185   PUCKETT,  JAMES  RICHARD,  SGT,  PD 
LYNHOOD 
123  tt   DEMAIO,  PETER  MARION,  JR,  COP 
SZYMANSKI,  GREGORY  ROBERT,  COP 


OLIVER,  NOEL  DEAN,  CPT,  IL  SPOL 
SMITH,  MICHAEL  LAHRENCE,  MSGT,  IL  SPOL 
HILLIAMS,  STEVEN,  COP 

GAMACHE,  KENNETH  P,  COP 

INLOH,  LONNIE  DHAIN,  MAJ,  IL  SPOL 
JOOST,  MONICA  MARIE,  MSGT,  IL  SPOL 
LEMME,  LOUDENE  RILEY,  CPT,  IL  SPOL 
MOSS,  TIM  MICHAEL,  INSPR,  IL  SPOL 


158 
MACOMB 

157  tt 

177 

170 
MAKENA 

92 
MARION 

142 

128 

128  tt 

120 
MARISSA 

140  tt   SIEVERS,  ALVIN  JAMES,  COP 
MARSEILLES 

185   STEVENSON,  GERALD  HAYNE,  COP 
MARSHALL 

155   CRUMRIN,  HILLIAM  DAN,  SHF  OF  CLARK  CO 
MATTESON 

148   DREHS,  RANDALL  ERLE,  CMDR,  PD 

163   OKEEFE,  KENNETH  EDHARD,  CMDR,  PD 
MAYHOOD 

160   BRYANT,  BILLIE  JO,  SGT,  COOK  CO  SO 

115   BUCKENDAHL,  CLARKE  J.,  SGT,  COOK  CO  SHF  PD 

95  tt   DUCHARME,  MARTIN  L.,  CPT,  COOK  CO  SD 

152  tt   FRANCIS,  MARVIN  ANDREH,  LT,  IL  SPOL 
179   HOULIHAN,  JAMES  THOMAS,  SGT,  COOK  CO  SO 
112  tt   HUNT,  JAMES  M,  SGT,  COOK  CO  SHF  PD 

153  JACKSON,  ARTHUR,  LT,  COOK  CO  SO 

122   JACKSON,  RONALD,  CPT,  COOK  SO  SHF  POL  DEPT 
155   JANOSZ,  JERALD  J,  LT,  COOK  CO  SHF  PD 
169   KULOVITZ,  ALAN  THOMAS,  LT,  COOK  CO  SHF/PD 
175   MCGEE,  PATRICK  JOSEPH,  SGT,  COOK  CO  SO/PD 
84   NEHMAN,  THOMAS  M. ,  MAJ,  COOK  CO  SD 
130   NICOSIA,  GEORGE  JOSEPH,  ASST  CHF,  COOK  CO  SD 
188   REHERS,  KENNETH  HAYNE,  DIR  BOMB  SQUAD,  COOK  CO  SO 
173   RITA,  JOHN  D,  JR,  INSPR,  COOK  CO  SHF  PD 
181    SCHENK,  CHARLES  PAUL,  INSPR,  COOK  CO  SHERIFF  PD 

96  VANICK,  HOHARD  R.,  LIEUTENANT,  COOK  COUNTY  SHERIF 
32  tt   HEBB,  AMMON  V.,  SERGEANT,  PD 

MCHENRY 


146   DONAHUE,  RAYMOND  JOSEPH,  LT,  PD 

115   JOYCE,  PATRICK  J,  COP, 

156   HIGMAN,  GARY  RONALD,  LT,  PD 
METAMORA 

194  COMRIE,  JAMES  KENNETH,  CPT,  IL  SPOL 
KARSTED,  KEITH  EDHARD,  CPT,  IL  SPOL 
TURNER,  JOHN  HILLIAM,  LT,  IL  SPOL 


139 

137  tt 
MILAN 

134 
MOKENA 

140 

162 
MOLINE 

162 

177 


BARAKS,  DENNIS  FREDERICK,  COP 

MCFADDEN,  RICHARD  JAMES,  COP 
POLLAK,  STEPHEN  JOHN,  COP 


DAVIDSON,  HAROLD  DEAN,  LT,  PD 
ETHERIDGE,  FLOYD  STEVEN,  COP, 
91  tt   MILLETT,  F.  DAVID,  COP 

50  *  PETERSEN,  GLENN  L.,  DETECTIVE  SERGEANT,  PD 
149    REXROTH,  KENNETH  DALE,  LT,  PD 
188   SCHMELZER,  BARRY  JOSEPH,  LT,  PD 
90  #  SMAHA,  THOMAS  L.,  COP 
MONMOUTH 
170   BROOKS,  DAVID  LELAND,  LT,  PD 

JOHNSON,  ROY  LEE,  CHF,  LAKE  CO  FOREST  RESERVE 


156 
MORRIS 

176 

168 
MORTON  GROVE 


HAYSE,  HAYNE  DOUGLAS,  COP 

OLSON,  JAMES  LEE,  SHF  OF  GRUNDY  CO 


181    PANTALEO,  FRANK,  CMDR,  PD 

155   REDMAN,  HARVEY  R,  CMDR,  PD 

107  tt   SCHEY,  LORENZ  0,  JR,  COP 
MOUNT  PROSPECT 

76  tt   HOMOLA,  JOHN  M,  JR,  LT,  PD, 

184   RICHARDSON,  RONALD  ERROL,  DEP  CHF,  PD 
MOUNT  VERNON 

192   CAMPBELL,  LEN  VERLON,  CMDR,  IL  SEC  OF  SPOL 
59  tt   DEDMAN,  FRED  E,  COP 

186   LAMAR,  STEPHEN  HAYNE,  CPT,  PD 

140   PRICE,  HILLIAM  EARL,  CPT,  IL  SEC  OF  SPOL 
MUNDELEIN 

194   EUGENIS,  CAMERON  PETER,  CMDR,  PD 

174   PENDER,  PATRICK  THOMAS,  LT,  PD 

161  ROSE,  RAYMOND  JOHN,  JR,  COP 
MURPHYSBORO 

124  tt   BUSCH,  THOMAS  STEPHEN, 

150   KILQUIST,  HILLIAM  JON, 

146   NESLER,  JAMES  STEPHEN, 

174   TEAS,  MICHAEL  HILLIAM, 
NAPERVILLE 

154   DIAL,  DAVID  EARL,  COP 

172   MARSHALL,  ROBERT  HAYNE,  CPT,  PD 
97   RIPSKY,  JON  A,  CPT,  PD 

104  tt   ROHE,  RICHARD  M. ,  SGT,  PD 

159    SHAFER,  PAUL  STEVEN,  LT,  PD 
NEH  ATHENS 

93   HART,  RICHARD  D,  COP 
NEH  BADEN 

177   ARRINGTON,  JIMMY  EARL,  SGT,  PD 

162  RILEY,  H  MICHAEL,  COP 
NEW  LENOX 

111   ANDERSEN,  LAHRENCE  F,  SGT,  PD 

OLDENDORF,  KENNETH  EDHIN,  DEP  CHF,  PD 


LT,  PD 

SHF  OF  JACKSON  CO 
SGT,  JACKSON  CO  SD 
LT,  JACKSON  CO  SD 


156 
NILES 
177 
113 
135 
168 


FRYKSDALE,  JOHN  ERIC,  SGT,  PD 
GIOVANNELLI,  RAYMOND  L,  COP 
LOVERDE,  VITO  PAUL,  SGT,  PD 
SHEEHAN,  GERALD  PATRICK,  LT,  PD 
98  tt   STANKOHICZ,  MARTIN  J.,  CMDR,  PD 
NORMAL 

CLARK,  HALTER  DUANE,  SR,  COP 

*  CORNELL,  MAX  L.,  ASST  SUPV  OF  SEC  AND  TRAFFIC, 
CRUTCHER,  KENT  DANIEL,  ASST  CHF,  PD 

It   LEHR,  DAVID  CHRISTIAN,  COP 

#  SADLER,  DANNY  LEE,  LT,  PD, 
SPEERS,  GARY  GLENN,  LT,  PD 

NORTH  CHICAGO 

98   CHRAPKOHSKI,  EDHARD,  LT,  PD 
101   MILLIMAKI,  ROBERT  H. ,  SERGEANT,  PD 
NORTHBROOK 
186   GREEN,  MICHAEL  DAVID,  SGT,  PD 
HOLEM,  JAMES  B.,  CMDR,  PD 
JONES,  ROBERT  GENE,  DEP  CHF,  PD 
LISCHETT,  HARREN  JAMES,  DEP  CHF,  PD 
SADOHSKI,  RAYMOND  HALTER,  CMDR,  PD 
NORTHFIELD 

95  #  KLATZCO,  RICHARD  D. ,  COP 
104  *  LANTZ,  DONALD  P,  DEP  CHF,  PD 
192   LUSTIG,  HILLIAM  KENNETH,  DEP  CHF,  PD 
125   HAGNER,  GEORGE  AMBROSE,  COP 
OAK  BROOK 
152   CARLSON,  RONALD  BERNARD,  LT, 
109  tt   CEREN,  ALBERT  G. ,  JR.,  COP 
163   FLEMING,  JAMES  ROBERT,  COP 
123  #  JANIK,  JOHN  ROBERT,  LT,  PD 
OAK  LAHN 
138  tt   DOYLE,  TIMOTHY  JOHN,  CPT,  PD 
91  tt   KUMMER,  GEORGE  E.,  ASST  CHF, 
150   MACKE,  ROBERT  JOSEPH,  SGT,  PD 

71  tt   MUNCH,  HARRY  A.,  CPT,  PD 
183   RASPOVICH,  KEITH  ALAN,  DET  SGT,  PD 
169   SMITH,  ROBERT  VINCENT,  JR,  LT,  PD 


134 
54 
186 
122 
128 
165 


104 
140 
175 
118 


PD 


PD 


PAGE 
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OAK  PARK 

195    AMBROSE,  ANTHONY  LOUIS,  CMDR,  PD 

100   BOEKER,  GILBERT  J.,  SGT ,  PD 

135    BRIGGS,  PAUL  ARCHER,  JR,  LT,  PD 

120  tt   DAW,  MARGARET  MARY,  LT,  PD 

100  I  GRAMS,  ARTHUR  G,  COP 

162   KENNEDY,  FRANCIS  JOSEPH,  SGT,  PD 
56    PETERSON,  RAYMOND  H. ,  LIEUTENANT,  PD 

114   POTTER,  GARY  G.  ,  LIEUTENANT,  PD 
5*  0  SOMMER,  ANTONE  J.,  LT,  PD 

189    TANKSLEY,  RICKIE  CONRAD,  DEP  CHF,  PD 
OFALLON 

167    SLAZINIK,  DON,  COP 

180   STOVER.  JAMES  MICHAEL,  LT,  PD 
OLYMPIA  FIELDS 

110  tt   UNGER,  FRED  M.  ,  COP 
OREGON 

111  BROOKS,  GERALD  D.,  SHF  OF  OGLE  CO  SD 
140   CASH,  DARRELL  GENE,  LT,  OGLE  CO  SD 

129  *  DRYMILLER,  JAMES  JOHN,  CPT,  OGLE  CO  SD 

178   JULY,  CURTIS  ALAN,  CPT,  OGLE  CO  SD 
ORLAND  PARK 

165   DOHLING,  JAMES  ROBERT,  DEP  CHF,  PD 

146   KASZUBSKI,  HALTER  JOSEPH,  CMDR,  PD 

187   OKON,  GREGORY  HENRY,  SR,  CMDR,  PD 

149   RABIDEAU,  CHARLES  HILLIAM,  COP 

118  tt   SCHMIDT,  DAVID  JAMES,  LT,  PD 

142   SOUKUP,  ROBERT  EDHARD,  CMDR,  PD 
OSHEGO 

154   BENNETT,  JAMES  FRANCIS,  JR,  CPT,  PD 

114  #  GOINS,  DAVID  L.,  CHF,  VILLAGE  OF  OSHEGO  PD 

192   PLOCK,  STEVEN  EUGENE,  CPT,  PD 

133   HUNSCH,  ROBERT  ARNOLD,  COP 
OTTAWA  „   „„ 

170   CRANE,  MICHAEL  DEAN,  LT,  LASALLE  CO  SD 

128  GOVERO,  THOMAS  EDHARD,  CPT,  PD 

129  TEMPLETON,  THOMAS  JAMES,  CPT,  LA  SALLE  CO  SD 
PALATINE 

93  BRATCHER,  JERRY  D. ,  COP 

175   KOZIOL,  JOHN  ANDREW,  SGT,  PD 
112   MCDONALD,  MICHAEL  J.,  JR,  COP 

136  MCGREGOR,  JACK  HILSON,  DEP  CHF,  PD 

137  JUCKINS,  CONRAD  JOHN,  JR,  INVSTGR  IN  CHARGE,  PD 
144   PIERCE,  HILSON  HERBERT,  SA,  IL  SPOL 

94  POWERS,  REED  M,  COP 

125   RUEHL,  RUSSELL  FRED,  SGT,  PD 

166   TURNER,  WILLIAM  MICHAEL,  SGT,  PD 
PALOS  HILLS 

104   KELSO,  MICHAEL  D.,  SA,  NATB 

175   PETERSON,  LESTER  STEPHEN,  DIR,  DPS  MORAINE  VLY  COMM  COL 
PALOS  PARK 

174   HOLUB,  MICHAEL  ALAN,  COP 
PARK  FOREST 

94  tt   FUENTES,  MAURICE,  JR.,  LT,  PD 
87  tt   HAMBY,  WILLIAM  I,  COP 

151   MAEYAMA,  ROBERT  G,  COP 

179   MCNAMARA,  MICHAEL  ALAN,  SGT,  PD 

111  #  RICE,  JAMES  E,  COP 

161   HHEATLEY,  RONALD  WILLIAM,  CMDR,  PD 
PARK  FOREST  SOUTH 

120   DOOLEY,  MICHAEL  FRANCIS,  COP 
PARK  RIDGE 

188  CAUDILL,  JEFFREY  S,  DEP  CHF,  PD 
144   COLANGELO,  ROBERT  ROY,  COP 

165   LOHEN,  ROBERT  WILLIAM,  JR,  LT,  PD 

133  tt   TEUNE,  GEORGE  JOHN,  DEP  CHF,  PD 
PARKLAND 

169   LIST,  STEVEN  H,  DIR,  DPS 
PECATONICA 

186   CARPER,  DIANE  GAIL,  CPT,  IL  SPOL 

100  tt   PEAT,  RAY  A.,  CPT,  IL  SPOL 
PEKIN 

189  BASSETT,  CHARLES  WILLIAM,  DEP  CHF,  PD 
91  tt   DONAHUE,  JAMES  R.,  SHF  OF  TAZEWELL  CO 

110   FARDEL,  JOHN  H. ,  CAPTAIN,  PD 

174   LANDRITH,  PATRICK  JAMES,  SGT,  TAZEWELL  CO  SD 

108  *  RICHMOND,  HARVEY  F,  CHF  DEP  SHF,  TAZEWELL  CO  SD 
62  tt   SMITH,  DONALD  EDHARD,  COP 

PEORIA 

138  It  BERRY,  ANTHONY  CARL,  LT,  PD 

191  BUTTON,  MICHAEL  DEAN,  ASST  CHF,  PD 

167  DICKERSON,  DANIEL  PATRICK,  LT,  PD 

152  GRAY,  LARRY  DUANE,  CPT,  PD 

138  tt  HIBSER,  PAUL  JOSEPH,  LT,  PD 

33  tt  JOHNSON,  GEORGE  E.,  IDENT  OFCR,  PEORIA  CO  SO 

91  tt  LAYMAN,  GERALD  L,  CAPTAIN,  PD 

109  tt  PISANO,  SAL,  SUPT,  PD 

137   STENSON,  JOHN  WILLIAM,  CPT,  PD 
179   THEOBALD,  RONALD  CLARK,  LT,  PD 
187   VOEGELE,  JERRY  LEE,  LT,  PD 
PEORIA  HEIGHTS  „,  M   _„ 

107   MCCOY,  MICHAEL  D,  CHF  DEP,  PEORIA  CO  SO 

P169   YOUNT,  AUGUST  MAPLE,  JR,  CHF  INVSTGR,  STATE'S  ATTY  OFC 
PLAINFIELD 

134   BENNETT,  DONALD  EUGENE,  COP 

182   EITING,  MARK  ALLAN,  LT,  PD 
PONT  I  AC 

148  tt   APER,  FLOYD  HAROLD,  CPT,  IL  SPOL 


PUB  HEALTH  AND  SFTY 
DEP  CHF,  BUREAU  CO  SD 


COP 

DEP  CHF, 


PD 


59  *  HARMS,  WILLIS  R.,  SHF  OF  LIVINGSTON  CO  SO 
161    LINDSEY,  ALVIN  GERALD,  COP 
185   SCHLOSSER,  DONALD  EUGENE,  ASST  CHF,  PD 
PRINCETON 

52   DUFFIELD,  W.  C. ,  COMR, 
169   THOMPSON,  JOHN  EDHARD, 
PROSPECT  HEIGHTS 

87   BONNEVILLE,  ROBERT  B. , 
176   MORRIS,  BRUCE  ANTHONY, 
OUINCY 

CAPPS,  DONALD  C,  CPT,  PD 

CRAMER,  HARRY  LESLIE,  DEP  CHF,  PD 

DEVOSS,  MICHAEL  DUANE,  COP 

FICHTER,  JOHN  G.,  SHF  OF  ADAMS  CO 

FINNEY,  ROBERT  THOMAS,  II,  DEP  CHF, 

HUSSONG,  GEORGE  H. ,  DETECTIVE,  PD 

LAMB,  HAROLD  E,  CAPTAIN,  PD 

MCCOY,  JON  MARK,  CHF  DEP,  ADAMS  CO  SD 

NALL,  ROBfRT  EUGENE,  SHF  OF  ADAMS  CO 

WILSON,  JOHN  MICHAEL,  COP 


PD 


119 

139 

90 

146 


90 

191 

185 

97 

147 

153 

28 

83 

74 

150 


PD 


PD 
PD 


90 
165 
176 

54 
192 

10 

93 
145 
157 
141  # 
RANTOUL 
139   CARTER,  EDDIE,  LT,  PD 
155   JONES,  ALLEN  LE,  COP 
166  tt   KILHOFFER,  THOMAS  J,  LT,  IL  SPOL 
113  tt   LINDZY,  THOMAS  C,  COP 
178   MCLEMORE,  RONALD  LARRY,  SGT,  PD 

86  tt   QUICK,  ELDON  L,  COP 
RICHMOND 

133  MAYER,  ANDREW  WILBERT,  COP 
RIVER  FOREST 

68  tt   AHRENS,  FRANK  W.  ,  COP  „„,-«.  mwr 

153   CASTANS,  STEVEN  EMMETT,  CHF,  COOKE  CO  FOREST  PRESERVE 
127  tt   COSCINO,  NICHOLAS  MARTIN,  COP  „.„....,,  nrnPr 

124   LAVENHAGEN,  TERRANCE  ROBERT,  CMDR,  COOK  CO  FOREST  PERSE 

103  SAMUEL,  RICHARD  M. ,  COP 

158   SCHAUER,  CHARLES  ALBERT,  SGT,  PD 
RIVER  GROVE 

134  OHALLEN,  ROBERT  EARL,  JR,  LT,  PD 
RIVERDALE 

171   OCONNELL,  MICHAEL  JOHN,  COP 

185   SHILLING,  DAVID  WARREN,  COP 

145   WALKER,  JOSEPH  MICHAEL,  SGT, 
RIVERSIDE 

155   AUGUSTINE,  JOHN,  SGT,  PD 
ROCHELLE 

104  BRASS,  WINSTON  J.,  COP 
121   HAGGESTAD,  KEITH  PETER,  LT, 
123   PRESTON,  THOMAS  GLENN,  SGT, 

ROCK  FALLS 
120  *  DILLOW,  DENNIS  ALAN,  DET,  PD 
FLOSI,  STEVEN  EUGENE,  LT,  PD 

MANGAN,  RAYMOND  LEACH,  JR,  LT,  PD        „.:,„.. 
SMITH,  DONALD  L.,  DIR,  NORTHWEST  IL  CRIM  JUSTICE 
THOREN,  LARRY  GLENN,  COP 
ROCK  ISLAND 
118  tt   BOTE,  GLENNIS  PAUL,  CPT,  PD 
CHERRY,  ROBERT  P.,  CPT,  PD 

CHISHOLM,  JEFFREY  STEVEN,  LT,  ROCK  ISLAND  CO  SD 
FISHER,  RICHARD  FRANCIS,  CPT,  ROCK  ISLAND  CO  SD 
FURST,  CARROLL  M,  CHF  INVSTGR,  ROCK  ISLAND  CO  SH 
GRCHAN,  MICHAEL  LEE,  SHF  OF  ROCK  ISLAND  CO 
LAWRENCE,  LARRY  RICHARD,  CPT,  PD 
tt   MAYNARD,  EARL  R.  ,  CHF  OF  DET,  PD 
#  MCGUIRE,  ROY  E,  CPT,  PD 
tt   MEYERS,  CHARLES  L.,  JR.,  COP 
SCOTT,  ANTHONY  ROY,  COP 
ROCKFORD 
157   ANDERSON,  JAMES  WILLIAM,  LT,  PD 
124  tt   BELTER,  OTTO,  JR,  SGT,  PD 
29  tt   BREWER,  HOWARD  G.  ,  CPT,  PD 
145   CURTIS,  ALAN  LEE,  COP 
175   DERICCO,  JAMES  JOSEPH,  CPT,  IL  SPOL 
138   DITZLER,  KENNETH  ALLEN,  LT,  WINNEBAGO  CO  SHF  POL 
192    EKEDAHL,  DAVID  WILLIAM,  SGT,  PD 
94   ENGLAND,  FRANK  W. ,  LT,  WINNEBAGO  CO  SD 
50  *  FRIBERG,  LEONARD  A.,  SHF  OF  WINNEBAGO  CO 
100   GALVANONI,  RICHARD  J,  LT,  PD 
191   GENENS,  JOHN  BART,  SGT,  PD 
90  #  GESSNER,  JACOB  E.,  LIEUTENANT,  PD 
187   GETTY,  THEODORE  RUSSELL,  SGT,  PD 
195   JOHNSON,  STEVEN  ALAN,  SGT,  PD 
189   LINDMARK,  GREGORY  GERALD,  SGT,  PD 

102  tt   LINDQUIST,  RICHARD  A,  CPT,  PD 
117   LUHRS,  PETER  J.,  SERGEANT,  PD 

147   MAITLAND,  GARY  LEE,  MAJ,  WINNEBAGO  CO  SO 
113   MATTOCKS,  ROBERT  A.,  SERGEANT,  PD 
130   MAYER,  GORDON  LEWIS,  SGT,  PD 
97   MEYERS,  RICHARD  A,  DEP  CHF,  WINNEBAGO  CO  PD 

103  tt   PETERSON,  ALLEN  C,  LT,  PD 
162   PICKETT,  LAVERNE  F,  LT,  PD 

153   SCHULTZ,  LARRY  LEE,  MAJ,  WINNEBAGO  CO  SD 
137    SMITH,  ROGER  TYRRELL,  SGT,  PD 
112   SNYDER,  KENNETH  M. ,  SERGEANT,  PD 
141   VITALE,  PETER  JOSEPH,  SGT,  PD 

94   WALKER,  JOSEPH  F.,  LIEUTENANT,  PD 

80  tt   WATSON,  CHARLES  R.,  LIEUTENANT,  PD 

97  #  WEEKS,  JOHN  J,  CPT,  PD 

54  #  WEIR,  GEORGE  F.,  CAPTAIN,  PD 
111   WENSKUNAS,  THOMAS  M,  SGT,  SEC  OF  STATE'S  POL  DIV  OF 
133   WORLEY,  JON  BILLY,  SGT,  WINNEBAGO  CO  SHERIFFS  POL 
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ILLINOIS  -  ILLINOIS 


ROLLING  MEADOWS 

116   APONTE,  GERALD  M,  COP 

143  tt   BALLANTINE,  DONALD  ALLAN,  DEP  CHF,  PD 
58  tt   CASE,  LEWIS  R.,  COP 

172   LARSSON,  DOUGLAS  ROBERT,  DEP  CHF,  PD 

191   WAITZMAN,  JOSEPH  WARREN,  CMDR,  PD 
ROMEOVILLE 

155   BARTO,  ANDREW  JOSEPH,  LT,  PD 

179   DUBS,  SCOTT  LOUIS,  LT,  PD 
99   FAWVER,  PAUL  I.,  SERGEANT,  PD 

101  tt   ROCHA,  RAMON  E.,  CMDR,  ADMIN  DIV 

123   STARKE,  ROBERT  GEORGE,  COP 
ROSELLE 

190   DEMPSEY,  PATRICK  ROBERT,  SGT,  PD 

147   EDDINGTON,  RICHARD  T,  JR,  COP 

179   LEE,  JIMMY  ALLEN,  JR,  SGT,  PD 
94  tt   LITES,  DAYLE  E.,  COP 
ROUND  LAKE 

145   TRKOVSKY,  JOSEPH  LEONARD,  COP 
ROUND  LAKE  BEACH 

189   SIMONCELLI,  JAMES  MICHAEL,  DEP  CHF,  PD 
SALEM 

118  tt   BETZLER,  GARY  ELDEN,  COP 

115  tt   KRUEGER,  WILLIAM  A,  COP 

82   SANDERS,  CHARLES  R.,  SHERIFF,  MARION  COUNTY 

91  #  WESTMAN,  ROBERT  L,  COP 
SANDWICH 

161   OLSON,  RICHARD  ALLEN,  COP 
SAVANNA 

109  MOORE,  JAMES  P.,  JR.,  COP 
SCHAUMBURG 

121   ALLEY,  KENNETH  ROSCOE,  COP, 

168   CASLER,  RICHARD  SANDERS,  CPT,  PD 

105  #  DILLON,  JAMES  J.,  CPT,  PD 

110  tt   HAMMOND,  ROBERT  M,  COP, 

186   JOHNSON,  CLIFFORD  STANLEY,  CPT,  PD 
191   PALMER,  JAMES  BOYD,  COP, 
171   POPE,  EDWARD  JOSEPH,  LT,  PD 
SCOTT  AFB 
171   CHEYNE,  BARRY  ROBERT,  MAJ,  USAF 

COLEMAN,  KERRY  TODD,  MSGT,  USAF 

DAVIS,  RICHARD  R,  MSGT,  USAF  SEC  POL 

HARRIS,  PAUL  DAVID,  1LT,  USAF 

STOCKS,  SAMUEL  E,  COL,  USAF 

WEBSTER,  ARTHUR  T,  MAJOR,  USAF  SECURITY  POLICE 


179 
103 
166 

98 

106  tt 

SILVIS 

170 
SKOKIE 
100  # 

61  tt 

93 

83  # 
137 
169 


HEALY,  JAMES  JOSEPH,  COP 


ADAMS,  JERRY  W.  ,  LT,  PD 
CHAMBERLAIN,  KENNETH  B,  COP 
CLARK,  JAMES  A.,  SGT,  PD 
KOZUB,  BERNARD  J,  SGT,  PD 
OKEEFE,  PHILIP  LEON,  LT,  PD 
SILVERBERG,  BARRY  PHILIP,  SGT,  PD 
SLEEPY  HOLLOW 

180   MONTALBANO,  JAMES  MICHAEL,  COP 
SOUTH  BARRINGTON 
190   DEEGAN,  MICHAEL,  SGT,  PD 
123   LONERGAN,  TIMOTHY  MICHAEL,  COP 
SOUTH  ELGIN 

80  tt   HANSEN,  JAMES  A.,  COP 
SOUTH  HOLLAND 

125  SMITS,  DENNIS  LEE,  COP 

172   ZAJESKI,  DANIEL  MYRON,  JR,  DEP  CHF,  PD 
SPARTA 

166   ASHLEY,  THOMAS  EDWARD,  ASST  CHF,  PD 
SPRING  GROVE 

168   REGNIER,  DONALD  JAMES,  COP 
SPRINGFIELD 

172   ASHBY,  GARY  GENE,  LT,  IL  SPOL 

111  BAIRD,  LYNN  E,  CMDR,  IL  ATTY  GENERAL 

98  tt   BARNETT,  WILLIAM  F,  DIR  OF  PUB  SFTY,  SANGAMON  ST  U 
154   BEAGLES,  MICHAEL  S,  SGT,  IL  SPOL 

37  *  BOURN,  RALPH  R. ,  WEAPONS  INSTRUCTOR,  IL  SPOL 
131   BOWMAN,  DENNIS  WAYNE,  CPT,  IL  SPOL 

112  #  BOYER,  EARL  L,  CPT,  IL  SPOL 
195   BRUNSMAN,  KARL  KENT,  CMDR,  PD 

87  tt   BURGE,  HARRY  D,  SUPT,  IL  SPOL 
195   CALDWELL,  RALPH  ARTHUR,  JR,  LT,  PD 
151   CASS,  RICHARD  CARL,  SGT,  IL  SPOL 

144  CHARLSON,  LAWRENCE  GLEN,  II,  LT,  IL  SEC  OF  SPOL 
168   CIMAROSSA,  JAMES  THEODORE,  ASST  CHF,  PD 

131   CONWAY,  THOMAS  PAUL,  SGT,  PD 

145  CRITES,  ROBERT  LEE,  CPT,  IL  SPOL 

130  tt   DAKIN,  JOSEPH  TIMOTHY,  SUPT,  IL  SPOL 
35  *  DAVIDSON,  EDWARD  H. ,  LT,  IL  SPOL 
101   DODSON,  ERNEST  E,  CHF,  SI  PARK  DIS 
106   DOWDY,  LARRY  R,  DEP  SUPT,  IL  SPOL 

126  DUNN,  RICHARD  EDWARD,  INSPR,  IL  SPOL 

23  #  ELLSWORTH,  HAROLD  L.,  ASST  DIR,  IL  DEPT  OF  CNSRVTN 
136   ERDMANN,  DAVID  RICHARD,  CPT,  IL  SPOL 
195   ERICKSON,  JULIE  MICHELE,  MSGT,  IL  SPOL 
184   FIDLER,  GORDON  CARL,  LT,  IL  SPOL 
147   GERICKE,  PETER  ANTHONY,  LT,  IL  SPOL 
192   GILES,  SCOTT  EDWARD,  MSGT,  IL  SPOL 
141   GLEASON,  MARK  BRYCE,  SGT,  LELAND  GROVE  PD 
135   GRAVES,  JOHN  LESLIE,  CMDR,  PD 
187   HALEY,  ROBERT  WAYNE,  MSGT,  IL  SPOL 
151   HARRIS,  JOHN  WILSON,  COP 

53  tt   HEAFNER,  JOHN  M.  ,  ASST  DIR,  IL  POL  TNG  BOARD 


75  tt   HOOVER,  FRANK  M,  CPT,  PD 
150  tt   HOPPER,  JARED  IRWIN,  CPT,  IL  SPOL 
104  tt   HOUGHTBY,  CHARLES  E,  CPT,  IL  SPOL 
131   HOWLETT,  ROBERT  JOSEPH,  CMDR,  IL  SEC  OF  SPOL 
169   HUGGINS,  LARRY  STEPHEN,  MSGT,  IL  SPOL 
193   HUGHES,  DANIEL  RICHARD,  LT,  PD 
127  tt   ICE,  MONICA  SHANNON,  LT,  IL  SPOL 

48  tt  JOLLIFF,  HAROLD,  SGT,  IN  SPOL 
107  KASCH,  GEORGE  R. ,  LT,  IL  SPOL 
126   KETTLEKAMP,  TERESA,  COL/DEP  DIR,  IL  SPOL 

92  tt   KOSKEY,  STEVE  A,  ASST  CHF,  PD 
125   KRATZER,  CHRISTOPHER  JAMES,  DEP  CHF,  SANGAMON  CO  SD 
LAGROW,  WALTER  L,  CPT,  IL  SEC  OF  SPOL 
LANDERS,  JOHN  G,  CPT,  IL  SPOL 
LARSEN,  LOREN  LEE,  CHF  DEP,  SANGAMON  CO  SD 
LEHMANN,  DONALD  J.,  CAPTAIN,  IL  SPOL 

49  tt   LITTLE,  BEN  E.  ,  COP 

76  tt   LOWDER,  OREN  C,  DEP  SUPT,  IL  SPOL 
LUCAS,  TERRY,  LT,  IS  ATTY'S  OFC 
MARLIN,  GENE  POOL,  DEP  SUPT,  IL  SPOL 
MASSE,  HAROLD,  MSGT,  IL  SPOL 
MCCARTY,  DONALD  EUGENE,  SGT,  PD 
MCGREW,  CARROLL  R,  CPT,  IL  SPOL 

MCKINNEY,  MICHAEL  ROBERT,  ASST  TO  DEP  DIR,  IL  DEPT  OF  C 
MERCURIO,  RICHARD  J.,  EXEC  II,  IL  GOVT  LE  TNG  BOARD 
METCALF,  KENNETH  RAY,  MAJ,  IL  SPOL 
MILLER,  ROBERT  DEAN,  JR,  CHF,  COMMERCE  COMM  POL 
MILLER,  STEPHEN  JOHN,  CPT,  IL  SPOL 
MITCHELL,  DONALD  WAYNE,  CMDR,  PD 
MOODY,  REBECCA  JANE,  MSGT,  IL  SPOL 
MORRIS,  WILLIAM  H. ,  SUPT,  IL  SPOL 
MOSHER,  WILLIAM  V.,  CPT,  IL  SPOL 

MOWERY,  FRANCIS  W. ,  CAPTAIN,  ILLINOIS  STATE  POLICE 
OLDANI,  MARK  ANTHONY,  TRPR,  IL  STATE  POLICE 
OLIVER,  CLYDE  W,  JR,  CPT,  IL  SPOL 

OSULLIVAN,  WILLIAM  VINCENT,  COL,  IL  SPOL  TNG  ACADEMY 
PALAZZOLO,  CHARLES  EDWARD,  DEP  DIR,  SECRETARY  OF  STATE 
PENNELL,  WILLIAM  L,  III,  MSGT,  IL  SPOL 
PERRYMAN,  ROBERT  L,  CPT,  IL  SPOL 
PURDON,  JAMES  HERMAN,  SHF  OF  SANGMAMON  CO 
OUEDENS,  EDWARD  CHARLES,  LT,  IL  DEPT  OF  LAW  ENF 
REDENBO,  JAMES  EDWARD,  DEP  DIR,  IL  SEC  DEPT 
REENTS,  TIMOTHY  ERNEST,  MSGT,  IL  SPOL 
RITTER,  WILLIAM  F,  MSGT,  IL  SPOL 
ROGERS,  HOWARD  EUGENE,  SGT,  PD 

RUNKEL,  CHARLES  P,  ADMIN  ASST,  IL  LAW  ENF  TRAININ 
RUTLEDGE,  STEPHEN  G,  DEP  DIR,  IL  SEC  SPOL 
SACCO,  ANTHONY,  CHF  DEP,  SANGAMON  CO  SD 
SAUTER,  KATHLEEN,  CPT,  IL  SPOL 
SHAVER,  STUART  RAYMOND,  MSGT,  IL  SPOL 
SLOMAN,  DENNIS  EUGENE,  MSGT,  IL  SPOL 
SPADA,  ALFRED  L,  ADMIN  ASST,  IL  DEPT  OF  CORRECT 

98  tt   SPRUELL,  CHARLES  W,  SPOL,  AGENT  V 

191   STAPLES,  PATRICK  THOMAS,  MSGT,  IL  SPOL 
181   STROHL,  JOHN  H,  MSGT,  IL  SPOL 
55  tt   STUPER,  JOHN  S.,  SUPT,  OFFICE  OF  THE  SEC  OF  STA 
41  tt   SUAREZ,  SILVER,  DIRECTOR,  ILLINOIS  STATE  POLIC 
127   SWEAT,  GEORGE  LAWRENCE,  CPT,  IL  SPOL 

TAYLOR,  LAWRENCE  M,  ASST  SUPERINTENDENT,  ILLINOIS 
TRAYLOR,  CHARLES  EDWARD,  LT,  IL  SPOL 
VASCONCELLES,  MARY  LOUISE,  CMDR,  PD 
WILLIAMSON,  NEIL  M,  SHF  OF  SANGAMON  CO, 

99  tt   YONIKAS,  CHARLES  A,  CPT,  ILLINOIS  STATE  POLICE 
ST.  CHARLES 

131   HARRIS,  JOHN  ALBERT,  SGT,  PD 

HEIN,  RONALD  0.,  LIEUTENANT,  PD 

MCCALL,  STEVEN  ARTHUR,  LT,  PD 

ROCHE,  JAMES  LEO,  COP 

ROGERS,  DARRYL  ROY,  LT,  PD 

SHAW,  DONALD  G,  DEP  CHF,  PD 

THOMAS,  DONALD  MICHAEL,  SGT,  PD 
STERLING 
120   FITZGERALD,  GERALD  DENNIS,  LT,  PD 

GALINDO,  VALENTINE  RUBEN,  CMDR,  DEPT  OF  LAW  ENF 

LESTER,  DONALD  FLOYD,  LT,  PD 

PEARSON,  DAVE  L.,  CPT,  IL  SPOL 

THORP,  CADET  T.,  CHIEF  OF  POLICE 

TROSPER,  DAVID  LUTHER,  SGT,  IL  DEPT  OF  LAW  ENF 
STREAMWOOD 

190  GREMO,  JAMES,  JR,  CMDR,  PD 
165   OROURKE,  GARY  DENNIS,  COP 
173   POPP,  ALAN  VICTOR,  SGT,  PD 

91   SCHMIDT,  ARTHUR  K,  COP 
STREATOR 

191  TURNER,  ROBERT  LEE,  SR,  LT,  PD 
SUGAR  GROVE 

142   QUI  ST,  JAMES  ROBERT,  COP 
SULLIVAN 

42  tt   BRADEN,  GLEN  W,  SHF  OF  MOULTRIE  CO 

108   MOORE,  ARTHUR  R,  SHF  OF  MOULTRIE  CO 
SYCAMORE 

154   HICKEY,  KEVIN  CHARLES,  CHF  DEP,  DEKALB  CO  SD 

116   LABEN,  JAMES  W. ,  CPT,  DEKALB  CO  SHF/POL 

190   PETERSEN,  RALPH  ROY,  SGT,  DEKALB  CO  SHERIFFS  POL 

110   SCOTT,  WILBUR  B.,  SHERIFF  OF  DEKALB  COUNTY 

188   SOLAR,  PATRICK  JOSEPH,  LT,  PD 

130   VESTA,  DALE  NORMAN,  COP 
TINLEY  PARK 

169   BECHTEL,  ALAN  BRUCE,  SGT,  PD 

182   BOLING,  THOMAS  MATTHEW,  SGT,  PD 


165 

116 

149 

53 


182 
122 
192 
146 
103 
180 
61 
118 
151 
170 
159 
193 
52 
78 
62 
166 
85 
129 
142 
115 
102 
121 
141 
123 
178 
101 
125 
71 
191 
176 
152 
191 
183 
112 


9 
163 
189 
182 


92 
139 
126 
126 
185 
179 


134 
132 
72 
100 
128 
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126   BURKE,  HILLIAM  JOSEPH,  JR,  COP 

116   LONG,  ROBERT  J. ,  COP 

144   MONTGOMERY.  CHARLES  ROBERT,  CMDR,  PD 
TUSCOLA 

184   CHAMBERS,  JOHN  RICHARD,  SHF  OF  DOUGLAS  CO, 

142  tt   CONNER,  CHARLES  LESLIE,  SHF  OF  DOUGLAS  CO 
UNIVERSITY  PARK 

140    LEONARD,  THOMAS  JOSEPH,  COP 
URBANA 

136   ADAIR,  EDIE  B,  COP 

139  tt   BROHN,  RUSSELL  LYNN,  ASST  CHF,  PD 

158   BROHNFIELD,  KENNETH,  CPT,  CHAMPAIGN  CO  SD 

130  tt   CURRY,  HILLIAM  MICHAEL,  LT,  PD 
93   DOLLINS,  PAUL  H.,  CHF,  UNIV  OF  IL  PD 

151    FITZPATRICK,  KRYSTAL  LYN,  LT,  UNIV  OF  IL  PD 

135  FITZPATRICK,  TIMOTHY  MICHAEL,  ASST  CHF,  PD 
109  tt   GORDON,  CHARLES  D,  ASST  CHF,  PD 

98  tt   KNOHLES,  RUSSELL  J,  CPT,  UNIV  OF  IL  PD 
173   LOCKARD,  JOHN  EDHIN,  JR,  SGT,  PD 
104   MADIGAN,  DAVID  J,  SHF  OF  CHAMPAIGN  CO 
195   METZLER,  MICHAEL  L,  LT,  PD 

92  tt   MOORE,  CHARLES  D,  CPT,  DIV  OF  SEC,  UNIV  OF  IL 
164   PAGE,  JAMES  ROBERT,  JR,  LT,  PD 

136  REIFSTECK,  JAMES  KENNETH,  CPT,  CHAMPAIGN  CO  SD 
190   TURNER,  GARY  RAY,  CHF  DEP,  CHAMPAIGN  CO  SO 

VERNON  HILLS 

119   LASCHEN,  LARRY  LOUIS,  VILLAGE  MGR 
VILLA  PARK 

173   OHLSON,  RONALD  RAYMOND,  COP 

184   PAYNE,  JOHN  JOSEPH,  LT,  PD 

102  tt   HEISER,  ROGER  A,  COP 
WARRENVILLE 

193   BARBERIS,  JOHN  PETER,  CMDR,  PD 

163   LADEUR,  ROBERT  HILLIAM,  COP 
HASHINGTON 

106   MARSHALL,  JAMES  0,  SGT,  PD 
HATERLOO 

104   BARNETT,  CHARLES  G,  COP 

148   MATHY,  JOSEPH  VICTOR,  SHF  OF  IROQUOIS  CO 
WAUKEGAN 

181  BIANG,  HILLIAM  ALFRED,  CPT,  PD 

146   CASHMORE,  TERRANCE  LEE,  DEP  CHF,  LAKE  CO  SD 

182  FAGAN,  CHARLES  EDWARD,  SGT,  LAKE  CO  SD 
152  tt   HAURI,  SVEN  RONALD,  COP 

111  tt   HESSION,  JAMES  J.,  DET,  LAKE  CO.  SO 

137   PROSCHHITZ,  KURT  REYNOLDS,  CHF  OF  OPERATIONS,  LAKE  CO  S 
131   RYCKMAN,  KENNETH  ANDREH,  JR,  COP 
187   SCOTTBERG,  BRUCE  ARTHUR,  CPL,  LAKE  CO  SD 
163   HINANS,  FRANCIS  SCOTT,  CPT,  LAKE  CO  SO 
HEST  CHICAGO 
108  tt   DIERKING,  RICHARD  A.,  SGT,  PD 
116   ISRAEL,  LOUIS  H.  ,  DEPUTY  CHIEF,  PD 

127  MCMAHON,  PATRICK  JOHN,  COP 
WESTCHESTER 

76  tt   THOMPSON,  KENNETH  N.  ,  LIEUTENANT,  PD 
WESTERN  SPRINGS 
100   CARDONI,  ROGER  F.,  LT,  PD 
93  tt   DEHNICKE,  DUANE  E,  LT,  PD 
HESTMONT  ._   _ 

148   MUSIAL,  VINCENT  EUGENE,  JR,  SGT,  PD 
118   SMITH,  ROBERT  BERNARD,  JR,  DET/CMDR,  PD 
140   ZYWCZYK,  ZBIGNIEW  RICHARD,  DEP  CHF,  PD 

yu c ATOM 

180  BETTILYON,  ALBERT  DAVID,  JR,  SGT,  DUPAGE  CO  SD 

128  CAULFIELdI  JOSEPH  PATRICK,  CHF  INVSTGN,  DUPAGE  CO  ATTY 
108   DORIA,  RICHARD  P.,  SHF  OF  DU  PAGE  CO 

127   LEONARD,  TERRENCE  VICTOR,  DEP  CHF,  PD 
97   MATTHEWS,  CHARLES  E.,  SERGEANT,  PD 

181  MELONI,  THOMAS  ENZO,  CMDR,  PD 

123   MILLER,  DENNIS  WILLIAM,  CHF  BAILIFF,  DUPAGE  CO  SO 

174   NORWOOD,  ERIC  ELSTON,  DIR,  DUPAGE  CO  AUTO  THFT  BU 

156   WACHTEL,  BRUCE  NORMAN,  LT,  DUPAGE  CO  SO 

105  tt   WALLACE,  CURTIS  N,  CPT,  USAF, 
WHEELING 

163   RARDIN,  RONALD  CARL,  CMDR,  PD 
WILLOHBROOK 

118   ARTHURS,  RAYMOND  E,  COP 

184   KONSTANTY,  EDWARD  JOHN,  CMDR,  PD 
WI LMETTE 

127   CLAUSER,  FREDERICK  JOSEPH,  DEP  CHF,  PD 

189   LAMANTIA,  ROBERT  MICHAEL,  CMDR,  PD 
WINFIELD 

186   MCNAMARA,  JOHN  TERRENCE,  SGT,  PD  u.m,an   Dn 

127   RINER,  DOUGLAS  MACARTHUR,  CHF,  VILLAGE  OF  WINFIELD  PD 
WINNETKA 

176   BENNETT,  ERIC  ALAN,  DEP  CHF,  PD 

94  tt   CASKEY,  MALCOLM  W.,  JR.,  PTLM,  PD 
67  tt   DERNING,  DON  R.,  COP 

151   GALLAGHER,  WILLIAM  JOSEPH,  LT,  PD 
17  »  REITER,  JOHN  A.,  PATROLMAN,  PD 

195   SIWAK,  FRANK  JOHN,  LT,  PD 

142   TIMM,  HERBERT  ARTHUR,  COP 
WOOD  DALE 

160   PERGANDE,  WAYNE  FRANK,  SGT,  PD 
WOOD  RIVER 

107   MORRIS,  RICHARD  P.,  SERGEANT,  PD 

95  It   SKINNER,  RALPH  R,  SGT,  PD 

HOODRIDGE  „_  „,,,_   __ 

160   HARRISON,  RICHARD  HOWARD,  JR,  DEP  CHF,  PD 


183   KOROUS,  GEOFFREY  JAMES,  DEP  CHF,  PD 
HOODSTOCK 
149   BEU,  RANDALL  ERIC,  SGT,  PD 

117   FORTIN,  LAURENCE,  D. ,  CPT,,  MC  HENRY  CO  SHF/POL 
144  #  HRODEY,  ROBERT  THOMAS,  CHF  INVSTGR,  MCHENRY  CO  ST  ATT 

91   LAMADGELEINE,  EDMOND  J.,  SHF  OF  MC  HENRY  CO 

53  tt   LANGE,  HERBERT  W.  ,  COP 

89  #  PATRICK,  WILLIAM  P,  COP 
132   PITZMAN,  HERBERT  JOHN,  CHF,  PD 

27  *  THAYER,  LEWIS,  CHIEF  OF  POLICE,  PD 
102  *  TYRRELL,  ARTHUR,  SHERIFF  OF  MC  HENRY  CO. 
WORTH 
119   GILBERT,  FRANK  CHARLES,  COP 
190   HUDSON,  JAMES  TAYLOR,  SGT,  PD 

65  #  JENKINS,  HARRY  P,  COP 
YORKVILLE 
164   BARNA,  THOMAS  ROBERT,  LT,  PD 
181   GRAFF,  ANTON  LOUIS,  COP 
138   RANDALL,  RICHARD  ALBERT,  SHF  OF  KENDALL  CO 

64  #  CORDER,  ROBERT  H. ,  CHF  DEP  SHF,  LAKE  CO  SO 
107  #  LEE,  NORMAN  E.,  COP 

INDIANA 
ANDERSON 

98  #  JAMERSON,  PADDY  P,  COP 
164  #  PRISER,  STEPHEN  NEAL,  ASST  CHF,  PD 
131   SMITH,  WALTER  LEE,  CPT,  PD 

127   MCCLELLAND,  LAWNIE  MICHAEL,  SHF  OF  STEUBEN  CO 
BEDFORD 
173   ENDRIS,  PAUL,  DET  CMDR,  PD 

87  #  KIRKMAN,  DANIEL  J.,  COP 

64  #  LUALLEN,  GEORGE  N.,  CAPTAIN,  PD 
118  #  SHAVER,  LARRY  STEPHEN,  DET  CPT,  PD 
BEECH  GROVE 

90  tt   CHALLIS,  DANIEL  G.  ,  COP 
158   CURRAN,  MICHAEL  THOMAS,  LT,  PD 
190   FARNWORTH,  DANNY  KEITH,  LT,  PD 
121   JOHNSON,  MICHAEL  EDWARD,  COP 

75  #  WILEY,  JAMES  WARNER,  COP 

175  WITMER,  RICHARD  EDWIN,  JR,  DET  CPL,  PD 
BLOOMINGTON 

99  *  BAKER,  STEVE  J,  DET,  MONROE  CO  PD 
102  #  CLENDENING,  GARY  D,  COP 

168  DURNIL,  JIMMIE  DALE,  SGT,  IN  SPOL 

186  FISCUS,  STEVEN  REX,  LT,  IN  UNIV  PD 

115  HANSON,  MICHAEL  R.,  LT,  IN  UNIV  PD 

127  HARRELL,  DANIEL  ROBERTS,  DET  SGT,  PD 

195  HELMS,  RICK  MARTIN,  SGT,  PD 

105  HOSTETLER,  MICHAEL  W,  DEP  CHF,  PD 

46  HUNTINGTON,  GEORGE  EARL,  JR.,  DIR,  IN  UNIV  SFTY  DIV 

107  KENNEDY,  JAMES  L.,  COP 

142  LEWIS,  TIMOTHY  LEE,  SGT,  IN  UNIV  PD 

164  MINGER,  FRANCIS  KAY,  DET  SGT,  PD 

176  NORRIS,  PAUL  EVERETT,  JR,  CHF,  IN  UNIV  PD 
132  POLISKIE,  MICHAEL  KENNETH,  CPT,  IN  UNIV  PD 

96  tt   POST,  RICHARD  A,  DEP  CHF,  PD 

159   SHARP,  STEPHEN  ERIC,  COP 

149   WILSON,  JOHN,  DET  SGT,  PD 
BROOK ST ON 

156   THEOBALD,  DOUGLAS  ARMSTEAD,  SGT,  IN  SPOL 
BROWNSBURG 

111   GALLOWAY,  DAVID  D.  ,  CAPTAIN,  PD 

161   MCCOSKEY,  KEITH  FRANKLIN,  COP 
BUTLER 

132   COLGATE,  JOHN  MICHAEL,  COP 
CARMEL 

191   BARLOW,  JAMES,  MAJ,  PD 
95  #  BEARD,  JAMES  M,  LT,  PD 

175   CONN,  ROGER  CARLYLE,  COP, 

165  ETTER,  JOHN  PHILLIP,  MAJ,  PD 
110   FOGARTY,  MICHAEL  D,  COP 

184   GREEN,  TIMOTHY  JAMES,  ASST  CHF,  PD 

139  #  SMITH,  ROBERT  ALLEN,  CPT,  PD 
COLUMBUS  .   „ 

69  U   BURNS,  RAYMOND  A.,  ASST  CHF,  PD 

141  BUTLER,  CHARLES  FRANKLIN,  JR,  DEP  CHF,  PD 
143   NORRIS,  JAMES  ALBERT,  LT,  PD 

135   PEETZ,  DARRELL  STANLEY,  LT,  PD 
90  #  RHOADES,  RONALD  L,  LT,  PD 

142  WALLS.  WILLIAM  LEE,  CPT,  IN  SPOL 

166  WHIPKER,  KENNETH  JOSEPH)  MAJ,  BARTHOLOMEW  CO  SD 
CONNERSVILLE  „„„  „nx   nn 

140  tt   COX,  WILLIAM  RICHARD,  DET  CPT,  PD 
CRAWFORDSVILLE  „,  __   nn 

148   LOHORN,  JAMES  MICHAEL,  ASST  CHF,  PD 

179  RICE,  DENNIS  LEE,  SHF  OF  MONTGOMERY  CO, 
71  #  SIAMAS,  JOHN  A.,  CHIEF  OF  POLICE 

CROWN  POINT 

117   BALDWIN,  JERRY  A.,  DET  CORPORAL,  PD 

180  DAVIES,  EDWARD  MARTELL,  SR,  SGT,  LAKE  CO  SD 
103  *  HEFNER,  DONALD  E,  COP 

107  *  IVANYO,  JOSEPH  J,  LT,  LAKE  CO  SD 
138   VANSCOYK,  JOSEPH,  LT,  LAKE  CO  PD 

145  CRAMER,  JAMES  BERNARD,  LT,  IN  SPOL 

193  HOVIOUS,  MICHAEL  LEE,  MAJ,  HENDRICKS  CO  SD 

110  WADDELL,  ROY  D,  SHF  OF  HENDRICKS  CO 
DYER 
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125   BARNES,  LOUIS  RICHARD,  LT,  PD 
EAST  CHICAGO 
172   CHAVARRIA,  RICARDO,  INVSTGR,  PD 
65  tt   RUBESHA,  FRANK  THOMAS,  CHIEF  OF  POLICE 
EAST  GARY 

96   BASISTA,  DONALD  D. ,  SGT,  PD 
ELKHART 
147   CHOMER,  TERRY  CARL,  LT,  PD 
163   CONVERSE,  PAUL  WILLIAM,  DET  SGT,  PD 
131   CUTLER,  THOMAS  KENT,  DET  LT,  PD 
FREEHAFER,  LEIF  MICHAEL,  SGT,  PD 
tt   HOSLER,  THOMAS  EDHARD,  LT,  PD 
tt   IHNKEN,  FRED  E.,  SERGEANT,  PD 
IVORY,  JOHN  JEROME,  COP 
JOHNSON,  DOUGLAS  CLAY,  SGT,  PD 
HESTLAKE,  PAMELA,  DET,  PD 
tt   YOHN,  RANDALL  D,  MA  J,  ELKHART  CO  SD 
EVANSVILLE 
122   BAGBEY,  JAMES  STEPHEN,  PTLM  INVSTGR,  PD 

BEQUETTE,  STEPHEN  LOUIS,  SGT,  VANDERBURGH  CO  SD 

BISHOP,  HILLIAM  TIMOTHY,  LT,  PD 

BROOKS,  TERRY  LEE,  LT,  PD 

BRUSH,  CINDY  KAY,  LT,  PD 

BUICKEL,  DENNIS  LESLIE,  LT,  PD 

CARLILE,  EUGENE  CHARLES,  LT,  PD 

CRIDER,  BRUCE  NOLAN,  SR,  SGT,  VANDERBURGH  CO  SD 

CROSSER,  JOHN  W. ,  DET,  VANDERBURGH  CO  SD 

DANIEL,  DENNIS  EDWARD,  SGT,  VANDERBURGH  CO  SD 

ELLSWORTH,  JOHN  BRADLEY,  CPT,  VANDERBURGH  CO  SD 

FRAVEL,  JAMES  D,  JR,  CHF  DEP,  VANDERBURGH  CO  PD 

GANN,  ARTHUR  ALLEN,  LT,  PD 

GULLEDGE,  FRANKLIN  F,  CPT,  PD 

HALLER,  JOHN  ROBERT,  LT,  PD 

HAMNER,  RAY,  COP 

HART,  BARRY  JACKSON,  SGT,  PD 

MABREY,  MARK  CARLES,  DET  SGT,  VANDERBURGH  CO  SD 

NELLIGAN,  JIMMIE  LEE,  SGT,  PD 

ORISKY,  GARY  ALLAN,  DET  LT,  VANDERBURGH  CO  SD 

PADDOCK,  JERRY  RAY,  LT,  PD 

RAHM,  LONNIE  CRAIG,  SGT,  PD 

REED,  JOSEPH  MICHAEL,  CPT,  PD 

SCHNACKE,  JOHN  ALAN,  LT,  PD 

SPARKS,  LARRY  VINCENT,  LT,  PD 

VERLEY,  JAMES  ARTHUR,  LT,  IN  SPOL 

WALLIS,  THOMAS  DEAN,  SGT,  VANDERBURGH  CO  SD 

WAZNY,  PATRICIA  DEE,  CPT,  PD 

WEDDING,  DAVID  LAWRENCE,  LT,  VANDERBURGH  CO  SD 

WELCHER,  BILL  GENE,  SGT,  PD 

WESSEL,  EDWARD  MARTIN,  JR,  SGT,  IN  SPOL 

WISER,  TONYA  ELAINE,  SGT,  PD 

WOODALL,  STEPHEN  GRAY,  CHF  DEP,  VANDERBURGH  CO  SD 


194 
117 
94 
154 
186 
190 
117 


192 
186 
160 
189 
140 
72 
185 
116 
170 
183 
109 
145 
111 
184 
104 
139 
120 
161 
123 
124 
192 
137 
166 
133 
157 
178 
151 
188 
179 
167 
193 


155 
FISHERS 

185   COX,  JOHN  LOUIS,  LT,  PD 

166   KEHL,  GEORGE  GREGORY,  COP 

180   KRUSE,  CHARLES  LEE,  LT,  PD 
FORT  HARRISON 

163   CROSS,  KEVIN  LEE,  CWO  III,  USA 
76  #  SPOHN,  ROBERT  L.,  CWO,  USA 
FORT  WAYNE 

152   BENDER,  MARTIN  AMON,  CPT,  PD 

BUTZ,  STEVEN  WAYNE,  DET  SGT,  PD 
COLEMAN,  DAVID  ALLEN,  SR,  DEP  CHF,  PD 
GIGLI,  KENNETH  J.,  DET  LT,  PD 
GRANNAN,  JOHN  ALBERT,  SGT,  PD 
GREER,  GERALD  S.,  DETECTIVE  II,  PD 
HAMILTON,  STEVEN  J.,  DET,  ALLEN  CO  PD 
HANNAFORD,  DANIEL  ALLEN,  ASST  CHF,  PD 
HERMAN,  JAMES  ARTHUR,  CHF  DEP,  ALLEN  CO  PD 
HOUSEHOLDER,  ALLEN  JOSEPH,  CPL,  ALLEN  CO  SD 
KIESSLING,  MELVIN  C,  DET  SGT,  ALLEN  CO  PD 
KITE,  PAULETTE  LAVONNE,  LT,  ALLEN  CO  SO 
KOOP,  CHRISTOPHER  JOSEPH,  LT,  ALLEN  CO  SD 
LUCKER,  DOUGLAS  ALFRED,  LT,  PD 
MINICK,  PAUL  E,  DEP  CHF,  PD 
NELSON,  WILLIAM  KEITH,  JR,  CPT,  PD 
ROLLINS,  LARRY  RAY,  SGT,  IN  SPOL 
SCHMEDING,  RICHARD  T.,  DEPUTY  CHIEF  OF  POLICE,  PD 
SOUADRITO,  JOSEPH  M. ,  SHF  OF  ALLEN  CO 
STEVENS,  KATHRYN  JEANNETTE,  CPT,  ALLEN  CO  PD 
STEVENS,  ROY  EDWIN,  DET  LT,  ALLEN  CO  SD 
STONEBRAKER,  VICKI  L,  SGT,  ALLEN  CO  PD 
TUTWILER,  EDWARD  FOREST,  CPT,  ALLEN  CO  PD 
VANRYN,  KENNETH  E,  CPT,  PD 
WILEY,  ROBYN  ALLEN,  SGT,  IN  SPOL 
WORKING,  JOEL  ANDREW,  CPT,  ALLEN  CO  PD 
YORK,  RUSSELL  PAUL,  CPT,  PD 
FRANKFORT 

118   SCOTT,  ROY  EDWARD,  COP 

88  #  WOODRUFF,  HAROLD  E,  COP 
FRANKLIN 

192   COX,  DOUGLAS  F,  LT,  JOHNSON  CO  SO 
GRUSS,  FRANCIS  JOSEPH,  CPT,  PD 
LASITER,  JOHN  ELLIS,  LT,  JOHNSON  CO  SD 
NICHALSON,  TERRY  LEE,  MAJ,  JOHNSON  CO  SD 
SHIVELY,  THOMAS  LAYNE,  PUB  INFO  OFCR,  JOHNSON  CO  SD 


135 
145 

98 
171 
113 
109 
162 
129 
142 
100 
195 
194 
180 
105 
140 
135 

76 
116 
164 
174 
121 
136 

91 
138 
119 
153 


135 
125 
189 
188 
GARY 
6 
191 
194 
142 


CROSS,  OPIE  C,  CPT,  PD 
DYE,  LARRY  M,  SGT,  PD 
HARRIS,  REGINALD  ALAN,  SGT, 
MARTIN,  GARY  LYNN,  SGT,  PD 


190 
131  tt 
195 
119 
172 
152 
GOSHEN 
166 
130 
139 
182 
125 
114 
122 
195 
183 


NARDINI,  MICHAEL  LOUIS,  CPT,  PD 
PETERS,  JOHN  MICHAEL,  LT,  PD 
RUZGA,  THOMAS  VYTAUTAS,  DET,  PD 
SAK,  THOMAS  ROBERT,  CPL,  PD 
SLAY,  JOSEPH,  JR,  INSPR,  PD 
WADE,  DAVID,  LT,  PD 


ALLENDER,  WARREN  RICHARD,  DET,  ELKHART  CO  SD 
BECHTEL,  DENNIS  KEITH,  CPT,  ELKHART  CO  SD 
CALL,  FREDERICK  ALLEN,  LT,  ELKHART  CO  SD 
DRINKWINE,  RICHARD  DEAN,  DET,  ELKHART  CO  SD 
FLETCHER,  WILLIAM  CHESTER,  CPT,  ELKHART  CO  SD 
KETTLEBAR,  MICHAEL  E,  LT,  PD 

MARCINKOWSKI,  MICHAEL  ALLEN,  SGT,  ELKHART  CO  SD 
MILLER,  KEITH  ALLEN,  CPT,  PD 
PENLAND,  GARY  LEE,  LT,  PD 
GREENCASTLE 

176  BIGGS,  MICHAEL  JOSEPH,  DET,  PUTNAM  CO  SD 
31   CLAPP,  RUSSELL  0.,  CITY  JUDGE 

124   LYON,  RICHARD  ALLAN,  SHF  OF  PUTNAM  CO 
GREENFIELD 

107   GULLING,  NICHOLAS  R,  SHF  OF  HANCOCK  CO 
GREENWOOD 

134   DINE,  ROBERT  LEE,  II,  SGT,  PD 
GRIFFITH 

177  TEELING,  GEORGE  MICHAEL,  DET  LT,  PD 
GRISSOM  AFB 

101  tt   PERRY,  SYDNEY  E,  JR,  MASTER  SERGEANT,  USAF 
HAMMOND 
140   BOBOWSKI,  JAMES  EDWARD,  COP 

COLBERT,  DAVID  EDWARD,  DET  SGT,  PD 

CONNER,  BILL  J,  SGT,  PD 

DOWLING,  JAMES  EDWARD,  CPT,  PD 

MESTERHARM,  JAMES  MICHAEL,  CPL,  US  ATTY  OFC 


194 
172 
58  tt 
134 
HEBRON 
129 


PD 


FOOR,  KEITH  ARTHUR,  CPT,  PD 
HIGHLAND 
116   MITCHELL,  JAMES  E,  DET  LT,  PD 
61  tt   RANICH,  STEPHEN  N.,  CHIEF  OF  POLICE 
185   WOODS,  LAWRENCE  LEE,  JR,  COP 
HOLTON 

97   GRAY,  ROBERT  E.,  SGT,  IN  SPOL 
HUNTINGTON 
110  #  ALLEN,  JAY  B,  DET  SGT,  PD 
123   MCCUTCHEON,  THOMAS  WAYNE,  DET,  PD 
34  tt   PETRUCELLE,  JOSEPH  E.,  DETECTIVE  SERGEANT,  PD 
INDIANAPOLIS 
123   ALDRICH,  DONALD  FLOYD,  CPT,  IN  SPOL 
ALLEN,  ROBERT  L,  LT  INDIANA  SPOL 
ANDREWS,  JAMES  ALAN,  LT,  IN  SPOL 
BAKER,  CAROLD  GENE,  DET  SGT,  MARION  CO  SD 
BAKER,  OTIS  E.,  1SGT,  IN  SPOL 
BARE,  MICHAEL  DEAN,  DET  SGT,  IN  SPOL 
BARKER,  JERRY  LEE,  LT,  PD 
BARTON,  JOHN  JOSEPH,  SUPT,  IN  SPOL 
BEASLEY,  RONALD  LEE,  DET  SGT,  MARION  CO  SD 
BEE,  DONALD  LEROY,  CPT,  PD 
BENNETT,  ROBERT  LEE,  LT,  IN  SPOL  DEPT 
BENT,  JOHN  WESLEY,  II,  DEP  CHF,  PD 
BIGGS,  DANA  DOUGLAS,  LT,  IN  SPOL 
BOLLES,  PETER  CULVER,  LT,  PD 
BORUFF,  GUY  W,  LT,  IN  SPOL 
BUCHANAN,  RICHARD  A,  LT,  MARION  CO  SD 
BUTT,  KAREN  EVE,  SGT,  IN  SPOL 
CAMPBELL,  JERRY  RAY,  LT,  PD 
CARR,  THOMAS  EUGENE,  LT,  PD 

CARRAWAY,  MELVIN  JOE,  SUPERINTENDENT,  IN  SPOL 
CARTER,  MARVIN  GEORGE,  SGT,  IN  SPOL 
CHATFIELD,  DENSON,  JR,  SGT,  IN  SPOL 
CHURCHILL,  WINSTON  L. ,  MAJ,  PD 
CIPRIANI,  FRED,  LT,  PD 
CLINE,  ROBERT  J,  ASST  SUPT,  IN  SPOL 
COLLINS,  TIMOTHY  FRANCIS,  SGT,  IN  SPOL 
COMMISKEY,  PATRICK  MARK,  MAJ,  MARION  CO  SD 
CONLEY,  LYMAN  PAUL,  SGT,  IN  SPOL 
CORD,  ELMER  H. ,  DET  SGT,  IN  SPOL  DEPT 
CORNELIUS,  CARL  E,  MAJ,  IN  SPOL 
COX,  DONALD  D,  COL,  IN  SPOL 
CUPELLO,  DAVID  ALLEN,  CPT,  PD 
DAVIS,  DENNIS  CHARLES,  I  SGT,  IN  SPOL 
DAVIS,  JOIE  KENT,  LT,  MARION  CO  SD 
116  #  DAVIS,  MICHAEL  R.,  WO,  USMC 
171   DAVIS,  STEVEN  ALBERT,  CPT,  MARION  CO  SD 
DEAL,  TERESA  LYNN,  LT,  PD 
DIGGS,  BENNY  CLYDE,  CPT,  MARION  CO  SO 
DILLON,  ROBERT  F,  ASST  DIV  DIR,  IN  UNIV  SFTY  DIV 
EAST,  DANNY  LEE,  CPT,  IN  SPOL 
ECKERT,  WALTER,  MAJ,  IN  SPOL 
ELLER,  JAMES  HOWARD,  JR,  SGT,  MARION  CO  SD 
EVANS,  FREDERICK  WILSON,  SGT,  IN  SPOL 
43  #  EVERETT,  GEORGE  A.,  COL,  SUPT,  IN  SPOL  DEPT 
102  tt   FALLS,  JAMES  W,  1ST  SGT,  IN  SPOL 

91  tt   FERGUSON,  JOHN  E.,  LT.,  INDIANA  SPOL 
174   FLYNN,  MICHAEL,  CPT,  IN  SPOL 
95  tt   FRANCIS,  CLIFTON  0,  JR,  LT,  IN  SPOL 
52  tt   FUNK,  ALVA  R.,  CPT,  IN  SPOL  DEPT 
106  tt   FUNK,  ROBIN  E.,  COL,  MARION  CO.  SD 
169   GILL,  JAMES  KEITH,  SGT,  IN  SPOL 

93  #  GOEDEN,  DONALD  R,  LIEUTENANT,  PD 
111  tt   GOERGES,  JAMES  R,  LT,  IN  SPOL 


106 
144 
146 
108 
171 
124 

41 
123 
128 

50 
159 
153 
120 
161 

91 
159 
127 
153 
137 
118 
175 

75 
108 

83 
187 
180 
124 

47 
117 
115 
164 
141 
143 


155 
189 
57 
163 
9 
134 
166 
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130 
73  * 
81  t 
187 
93 
156 
163 
152 
162 
169 
104 
125  l 
109 
182 
192 
195 
163 
139 
141 
187 
123 
105 
70 
166 
170 
178 
149 
139 
189 
181 
181 
151 
156 
101 
101 
157 
176 
77 
62 
113 
95 
122 
129 
18 
193 
129 
78 
98 
176 
11 
98 
187 
188 
165 
51 
147 
42 
58 
45 
182 
113 
55 
170 
140 
116 
194 
133 
103 
190 
173 
32 
154 
167 
151 
184 
169 
136 
94 
158 
168 
190 
165 
130 
169 
144 
143 
111 
48 
68 
105 
128 
157 
96 
78 
168 
131 
177 
125 
80 
181 


PD 


DEPT  OF  NATURAL  RESOUCE 
LOTTERY  COMMISSION 
SGT,  IN  SPOL 
LT,  IN  SPOL 


GOFF,  RONNIE  HILLIAM,  CPT,  IN  SPOL 

GRAY,  ROBERT  KEITH,  MAJ,  IN  ST  PD 

HALL,  R  HAYNE,  LT,  IN  SPOL 

HALLIGAN,  TIMOTHY  JERROLD,  SR,  LT, 

HAM,  HORACE  R. ,  DET,  IN  SPOL 

HAMILTON,  KAREN  JUNE,  MAJ,  MARION  CO  SD 

HAMILTON,  RANDY  JOE,  CPT,  MARION  CO  SD 

HAUCK,  ALBERT  LEO,  JR,  LT,  MARTON  CO  SD 

HEDGES,  TERRY  EDHIN,  SGT,  IN  SPOL 

HENNEKE,  CARROLL,  LT,  IN 

HENSLEY,  CALVIN,  SGT,  IN 

HILZLEY,  HILLIAM  JOSEPH, 

HOLLINGSHORTH,  KENNETH  L,  - 

HOLLOHELL,  PERRY  HAYNE,  LT,  IN  LAN  ENF  ACADEMY 

HOLMAN,  PATRICIA  ANN,  LT,  PD 

HOLT,  ROBERT  HENRY,  LT ,  PD 

HORTY,  TIMOTHY  MICHAEL,  LT,  PD 

HUBBS,  JEROME  LEE,  LT,  MARION  CO  SD 

JOYCE,  KEVIN  PATRICK,  CHF,  INDIANAPOLIS  AIRPORT  AUTH 
KELLEY,  MICHAEL  TERRENCE,  DET  SGT,  MARION  CO  SD 
KENNEDY,  ARTHUR  D.  ,  SGT,  PD  T„„„„T  111TU 

KESTLER,  JOHN  JOSEPH,  CHF,  INDIANAPOLIS  AIRPORT  AUTH 
KIVETT,  RICHARD  LEE,  LT,  PD  »„«.„„ 

KOONTZ,  DENNIS  RAY,  LT,  IN  DEPT  OF  NATURAL  RESOURC 
KOUNS,  MICHAEL  LYNN,  LT,  MARION  CO  SO 
KRAUSE,  EDHIN  LEHIS,  SGT,  IN  SPOL 

KUHN,  HILLIAM  EDHARD,  LAB  DIV  CMDR,  IN  SPOL  „„„,,„_„ 
LANDRETH,  MARTIN  CLYDE,  LT,  IN  DEPT  OF  NATL  RESOURCES 
LARKIN,  LARRY  DALE,  1SGT,  IN  SPOL 
LARSEN,  FREDRICK  ALLEN,  LT,  PD 
LEFFLER,  TIM  ALAN,  LT,  PD 
LENTZ,  ROBERT  J,  LT,  PD 
LEHIS,  DAVID  E.,  SGT,  MARION  CO  SO 
MARTIN,  TIM  L.,  CPT,  PD 
MASON,  MARK  ROBERT,  LT,  IN  SPOL 
MCATEE,  JOSEPH  BART,  DEP  CHF,  MARION  CO  SD 
MCCARTER,  CHARLES  H,  STAFF  CAPTAIN,  IN  SPOL 
MCCRORY,  JOHN  P.,  STAFF  CPT,  IN  SPOL 
MCHENRY,  LARRY  J.,  CPT,  MARION  CO  SD 
MCNEIL,  ROBERT  E.,  LIEUTENANT,  PD 
MCPHERSON,  SAMUEL  ALAN,  PTLM  INVSTGR,  PD 
MEDLER,  MICHAEL  MAX,  LT,  IN  SPOL 
MEECH,  FRANK  F.,  (SA,  FBI-RETIRED),  ADMIN  ASST, 
MEEK,  DANIEL  RICHARD,  CPT,  IN  SPOL 
MEEK,  JOHN  GILBERT,  LT,  MARION  CO  SD 
1  MELVIN,  CECIL  L.,  LTC,  IN  SPOL 
I  MILES,  ANTHONY  L.,  CPT,  PD 

MILLER,  GARY  LEE,  SGT,  IN  SPOL       n„„Tcr 
i  MINNIEAR,  ERNEST  G. ,  CHIEF,  IN  STATE  EXCISE  POLICE 
MONROE,  LLOYD  H,  MAJ,  IN  SPOL      «„«.-„ 
MOTSINGER,  TIMOTHY  JAMES,  CPT,  MARION  CO  SD 

NEHGENT,  THOMAS  GEORGE,  LT,  IN  STATE  EXCISE  POL 

NOLTING,  STEPHEN  MICHAEL,  LT,  PD 
I  NYE  JACK  R.,  DET  SGT,  IN  SPOL 

OHMIT   PHILLIP  NEIL,  LTC,  IN  DEPT  OF  NATURAL  RESOUR 

ONEAL,  ROBERT  A.,  SUPT,  IN  SPOL 

OPEL,  HENDOLIN  G.,  1ST  SGT  DET,  IN  SPOL 

OSBORNE,  JAMES  ROBERT,  LT,  IN  SPOL 

PANHORST,  FREDERICK  HARLOH,  1SGT,  IN  SPOL 

PETGEN,  DAVID  J,  POL  INVSTGR,  IN  SPOL 

PEVA,  JAMES  R,  ASSOC  PROF,  IUPUI 

PIERCE,  DARRYL  LEE,  SGT,  PD 

POLK,  HOHARD  ANTHONY,  SGT,  SPOL 

POPCHEFF,  MICHAEL,  DETECTIVE  LIEUTENANT, 

PRICE,  DANNY  LLOYD,  LT,  IN  SPOL 

PRICE,  MICHAEL  ANTHONY,  SGT,  PD 

PRITCHETT,  CHARLES  H,  ASST  DEP  CHF,  PD 

RECKERT,  SHELLI  ANN,  1SGT,  IN  SPOL 

REDDICK,  MICHAEL  ALAN,  SGT,  MARION  CO  SD 

REED,  HILLIAM  S.,  JR.,  LIEUTENANT,  PD 

REEDUS,  MICHAEL  FRANK,  ISGT,  IN  SPOL 

RHINEHART!SLARRY'GENE,PMAJ,  IN  DEPT  OF  NATURAL  RESOUR 

RICE,  MARK  ALLEN,  LT ,  PD 

RIGGS,  ERNEST  CLYDE,  JR,  LT,  MARION  CO  SD 

RODGERS,  THOMAS  RAY,  LT,  PD 

ROMERIL,  BILLY  G,  DEP  CHF,  MARION  CO  SO 

RONEY,  REGINALD  LEWIS,  DET  SGT,  MARION  CO  SD 

RUSSO,  MICHAEL  SCOTT,  LT,  MARION  CO  SD 

RUTALLIE,  LANCE  MARK,  LT,  MARION  CO  SD 

SALTZMAN,  MICHAEL  DALE,  SGT,  IN  SPOL 

SCHEMENAUR,  JEROLD  HAYNE,  DET  SGT,  MARION  CO  SD 

S^MTEYeS!US^vENNS:  CPT,LIN  D^T  OF  NATURAL  RESOUR 

SEIFERT,  ROBERT  EARL,  MAJ,  IN  SPOL 

SELLINGER,  JACK  A,  CHF  INTELLIGENCE  ANALYST,  IN  S 

SHARER,  CARL  EDHARD,  JR.,  CPL  TECH,  IN  SPOL 
1  SHEEKS,  HILLIAM  L.,  LT,  IN  SPOL 

SHELTON,  RICHARD  C,  CPT,  IN  SPOL 
1  SIMONS   PAUL  HILLIAM,  LT,  MARION  CO  SD 

SKINNER,  DOUGLAS  STEVEN,  MAJ,  IN  DEPT  OF  NATURAL  RESOUR 
I  SMALLEY,  DOYTE  M,  MAJ,  IN  SPOL 
I   SPALLINA,  FRANK  A.,  MAJOR,  PD 

SPEARS,  MICHAEL  TIMOTHY,  LT,  PD 

SPINKS,  JACK  L,  LT,  IN  SPOL 

STANTON,  GREGORY  HAYNE,  CPT,  MARION  CO  SD 
1   STRODE,  JAMES  M,  LT ,  PD 
*  SUMMERS,  DAVID  E.,  MAJOR,  IN  SPOL 

SUNIER,  EMILE  HENRY,  III,  SGT,  IN  SPOL 


PD 


103  M 

116 

181 

167 

138 

91 

99  # 

71 
177 
172 
178 
167 
158 
119 
121 
150 
160 
127 
147 
126 
191 
118 
JASPER 
133 
122 
184 


TAYLOR,  CHARLES  R,  CPT,  IN  SPOL 

TINCHER,  HENDELL  L..  FIRST  SERGEANT,  INDIANA  STATE 

TOMEY,  GENE  EDHARD,  MAJ,  MARION  CO  SD 

TROCHE,  EDGARDO  LUIS,  SGT,  IN  DEPT  OF  NATURAL  RESOUR 

TURK,  SHERYL  LOUVONNE,  LT,  PD 

TURNER,  EDHARD  A.,  SR.,  LIEUTENANT,  PD 

UMLAUF,  RICHARD  M,  TROOPER,  IN  SPOL 

VANCE,  RONALD  DOUGLAS,  TROOPER,  INDIANA  STATE  POLICE 

VERBISH,  MARY  ELIZABETH,  SGT,  IN  SPOL 

VOIDA,  DAWN  HIGGINS,  SGT,  PD 

HAMPLER,  JAMES  MICHAEL,  LT,  MARION  CO  SD 

HARREN,  ROBERT  A,  CPT,  MARION  CO  SD 

HELLS,  JEFFREY  ALLEN,  LT,  IN  DEPT  OF  NATURAL  RESOURC 

HESLEY,  ROBERT  DALE,  MAJ,  MARION  CO  SD 

WHEAT,  DAVID  GLENN,  SGT,  MARION  CO  SD 

HHITE,  AARON  GILBERT,  SGT,  IN  SPOL 

WILKEN,  EDWARD  HILLIAM,  LT,  IN  UNIV  PD 

HILKINSON,  GARY  HAYNE,  DET  SGT,  IN  SPOL 

WILLIAMS,  KELVIS  TURELL,  POL  SPEC  IV,  IN  SPOL 

WILLIAMS,  ROBERT  EUGENE,  SGT,  PD 

WINDSOR,  DAVID  L,  LT,  IN  DEPT  OF  NATURAL  RESOURC 

ZUNK,  MICHAEL  HENRY,  COP 


HILL,  THOMAS  ALLEN,  MAJ,  IN  SPOL 
MCCART,  LARRY  REX,  ISGT,  IN  SPOL 
MISCHLER,  MICHAEL  DAVID,  SGT,  IN  SPOL 
JEFFERSONVILLE 
138   BRASHEAR,  BOBBY  RAY,  MAJ,  CLARK  CO  SD 
173    ELDER,  CHARLES  ANTHONY,  ASST  CHF,  PD 
144   LEEZER,  RAYMOND  FREDERICK,  PTLM,  JEFFERSON  CO  PD 
97   PARKER,  RAYMOND  J.,  JR.,  SHERIFF  OF  CLARK  CO. 

168   MULLIGAN,  CHARLES  THOMAS,  JR,  SHF  OF  NEWTON  CO 


KOKOMO 
113 
174 
120 
154 
143 
137  U 
106 
52 


DARLIN,  LAWRENCE  R. ,  ASST  COP 

FOURKILLER,  LARKIN  EUGENE,  CPT,  PD 

HACKETT,  CHARLES  STANLEY,  COP 

HOLSAPPLE,  MICHAEL  EUGENE,  CPT,  PD 

MARR,  JERRY  LEE,  CPT,  HOWARD  CO  SD 

MCGRAW,  RONALD  ROBERT,  ADMIN,  PRO'S  ATTY  OFFICE 

ROGERS,  STEVEN  R,  CHF  DEP,  HOWARD  CO  SD 

SCOTT,  DONALD  M. ,  CHIEF  DEPUTY  SHERIFF,  HOWARD  C 

103   ARNOLD,  JAMES  R,  CHF  INVSTGR,  PROS  OFC 
119   COOPER,  GARY  LEE,  DET  CPT,  LA  PORTE  CO  PD 
175   HAHN,  HAROLD  JAMES,  SGT,  LA  PORTE  CITY  PD 
160   LUDLOW,  MARK  LEE,  CHF  DEP,  LA  PORTE  CO  SD 

84  *  NICKELL,  RODGER  L.,  SHERIFF  OF  LA  PORTE  CO 

94  #  REEDER,  JAMES  V,  ASST  CHF,  PD 

47  *  REEG,  NORMAN  M. ,  SHERIFF,  LA  PORTE  COUNTY  SO 
185   RITTER,  GEORGE  EDWIN,  JR,  SGT,  LA  PORTE  CO  PD 
111   THORP,  JOHN  W.,  CHF  OF  DETECTIVES,  LA  PORTE  CO 
LAFAYETTE 


177 
154 
136 
188 
192 
92 
158 
178 
136 
141 
173 
165 
5 
104 


176 
188 
165 


ANDERSON,  WILLIAM  WARREN,  LT,  TIPPECANOE  CO  SD 

CAREY,  JOHN  ALVAN,  LT,  PD 

CHASE,  JACK  E,  SR,  CPT,  TIPPECANOE  CO  SD 

DENNIS,  JOHN  ROBERT,  LT,  PD  r„„,r   „„, 

EASTERDAY,  MICHAEL  JAY,  LT,  IN  STATE  EXCISE  POL 

EBERLE,  DANIEL  F,  CPT,  PD 

GIBSON,  KEVIN  WAYNE,  CPT,  PD  „„......«.,-, 

HASH,  STEPHEN  WAYNE,  LT,  IN  DEPT  NATURAL  RESOURCES 
KESTERSON,  JIMMIE  EVERETT,  LT,  IN  SPOL 
LEACH,  THOMAS  ARTHUR,  COP 
MITCHELL,  MARK  ALAN,  SGT,  IN  SPOL 
MURTAUGH,  DAVID  REID,  CPT,  TIPPECANOE  CO  SD 
WEINHARDT,  JOHN  V.,  CHIEF  OF  POLICE,  PD 
WITHERS,  JAMES  W,  CPT,  PD 

L133ANGST0UT,  JAMES  WILLIAM,  DET  SGT,  LAGRANGE  CO  SD 
LAKE  STATION 

GRUETT,  GERALD  PAUL,  JR,  LT,  PD 

STILLS,  MICHAEL  LAWRENCE,  DET,  PD 

SZOSTEK,  ROGER  DEAN,  COP 

L155ENCB0WSER,  ROBERT  WARING,  III,  DEP  CHF,  LAWRENCE  TOWNSHIP 

164   BULGER,  BRIAN  NEIL,  LT,  PD 

171  #  BUSH,  JAMES  DALE,  DEP  CHF,  PD 

158   SCHNEIDER,  LANA  JANE,  DEP  CHF,  PD 
LAWRENCEBURG 

171   ASHLEY,  CHARLES  WILLIAM,  COP 

114  *  HEFFELMIRE,  STEVEN  R,  DET  LT,  DEARBORN  CO  PD 

193   HORTON,  MICHAEL  LELAND,  SGT,  DEARBORN  CO  SD 

L134N°NGRIFFITHS,  HAROLD  THOMAS,  CPT,  BOONE  CO  SD 
LOWELL 

180 

152 

112 

126 

189 

191 

MA90  »   ARMAND,  RALPH  E,  SHF  OF  JEFFERSON  CO 
WILLIAMS,  NORMAN  GAYLE,  DETECTIVE,  PD 


ALDRICH,  FRANK  GERALD,  SGT,  IN  SPOL 
MELVILLE,  THOMAS  EUGENE,  SGT,  IN  SPOL 
RESCHKE,  JOHN  E,  1ST  SGT,  IN  SPOL 
RUTHERFORD,  BARRY  C,  POL  INVSTGR  IV,  IN  SPOL 
SCHRODER,  EDWARD  CHARLES,  SGT,  IN  SPOL 
SHELTON,  DOUGLAS  E,  LT,  IN  SPOL 


70  # 
MARION 
185 
156 
118 
161 


MERRILLVILLE 


GILBERT,  DAVID  MYRON,  LT,  PD 
KAY,  JAY  DEE,  LT,  PD 

OATIS,  ROBERT  EUGENE,  II,  CPT, 

OWENSBY,  ARVERN,  SGT,  PD 


PD 


PAGE 


202 


INDIANA  -  IOHA 

112   DEHAVEN,  PAUL  J.,  LT,  PD 
172   DEMMON,  DANIEL  EDHARD,  COP 
137   MCCORY,  JERRY  LEE,  COP 
182   SHELHART,  JOHN  THOMAS,  COP 
MICHIGAN  CITY 

97   JASICKI,  LAWRENCE  E.,  LT  CMDR,  PD 
74  #  SHIPARSKI,  LEON  C. ,  CPT,  PD 
MISHAHAKA 

80  tt   HAHLEY,  JACK  K. ,  CAPTAIN,  PD 

KIZER,  LANNY  L.,  LIEUTENANT,  PD 
SLABAUGH,  MERLE  H. ,  SERGEANT,  PD 


BROHN,  LARRY  HAYNE,  DEP  CHF,  PD 
CAMPBELL,  CORDELL  H,  CPT,  PD 
CAREY,  JAMES  P,  SHF  OF  DELAWARE  CO 
DAVIS,  DEBORAH  LEE,  LT,  PD 
NICHOLSON,  DAVID  BRAD,  CPT,  PD 
WELLER,  ROBERT  STEVEN,  SGT,  PD 


PD 


183 
175 
138 
132 

146 


102 

24  tt 

MUNCIE 

173 

84 

60 

179 

167 

148 

MUNSTER 

85  tt   BERATIS,  LOUIS,  COP 
149   ZIOL,  RONALD  JOSEPH,  SGT, 
NAPPANEE 

193   ANGLIN,  MICHAEL  ALAN,  CPT,  PD 
NEW  ALBANY 
108   HUBBARD,  RANDY  D,  CHF  OF  DET,  PD 
120   SCHULZ,  WALTER  JOSEPH,  DET  SGT,  PD 
NEW  CASTLE 
145   BAKER,  BRUCE  RAY,  INVSTGR,  PD 
28  *  LONG,  DONALD  L.,  COP 
NOBLESVILLE 

168  CAMPBELL,  NICHOLAS  THANE,  CPT,  PD 
JEFFRIES,  ROBERT  ALLEN,  ASST  CHF,  PD 
MURRAY,  CHARLES  WAYNE,  CPT,  HAMILTON  CO  SD 
ROBBINS,  JOSEPH  EVERETT,  CPT,  PD 
RUSSELL,  RICHARD  JACKSON,  COP 
STEVENS,  ROBERT  DANIEL,  CHF  DEP,  HAMILTON  CO  SO 

NOTRE  DAME 

169  NAVARRE,  DENNIS  EARL,  CPT,  UNIV  NOTRE  DAME  SEC  PD 
133   RAKOW,  REX  JOHN,  ASST  SEC  DIR,  UNIV  OF  NOTRE  DA 

PENDLETON 
148   DAVIDSON,  THOMAS  NEALE,  SGT,  IN  SPOL 

186  LEPPER,  MICHAEL  HAROLD,  1SGT,  IN  SPOL 
PERU 

128   ROLAND,  KENNETH  FRANCIS,  DET,  IN  SPOL 
PETERSBURG 

151  ft   NELSON,  JAMES  LARRY,  SGT,  IN  SPOL 
PLAINFIELD 

187  BURRIS,  LANCE  MONROE,  LT,  IN  LAW  ENF  ACADEMY  POL 
FREED,  HERMAN  HUSTON,  EXECUTIVE  DIR,  IN  LAW  ENF  TNG 
GOODPASTER,  RUSTY  KENT,  CPT,  IN  LAW  ENF  ACADEMY 
LINDSAY,  MICHAEL  JOHN,  INSTR,  IN  LAW  ENF  ACADEMY 
MERCER,  GLENDA  ELLEN,  LT,  IN  LAW  ENF  ACADEMY 
MILLER,  JAMES  JACKSON,  COP 

PLYMOUTH 

179   CHAMBERLIN,  THOMAS  GERARD,  COP, 

150   HUNTER,  HURSHEL  EDWARD,  DET  SGT,  PD 
PORTAGE 

100   FERDA,  JERRY  J,  LT,  PD 

115   ROACH,  GERALD  R,  SR,  CPT,  PD 
94   SHINNEMAN,  LAWRENCE  C,  LT 
PORTLAND 

170  HALSTEAD,  JAY  EMERSON,  SGT,  IN  SPOL 
REDKEY 

120   REECE,  RICHARD  MAURICE,  LT,  IN  SPOL 
RICHMOND 

96  tt   CHESNUT,  RONALD  W,  DEP  CHF,  PD 
COX,  THOMAS  KENT,  DEP  CHF,  PD 
GOODWIN,  DUDLEY  G,  DEPUTY  CHIEF,  PD 
KLEIN,  JOSEPH  CHARLES,  CPT,  PD 
NIMITZ,  JOSEPH  ALBERT,  COP 
SHAKE,  WILLIAM  LEE,  LT,  PD 
153  tt   SMITH,  MARK  ALLEN,  SGT,  PD 
_  86  tt   STRAHAN,  DONALD  L.,  CHF  INVSTGR,  WAYNE  CO  PROSECUT 
ROCKVILLE 

127   ESLINGER,  DENNIS  MICHAEL,  SHF  OF  PARKE  CO 
RUSHVILLE 

182  GOSSER,  DOUGLAS  JAY,  SHF  OF  RUSH  CO 
73  tt   RAVENSCRAFT,  JAMES  F.,  MAJOR,  PD 

SCHERERVILLE 
139   COOK,  JESSE  WAYNE,  COP 

190  PARKER,  DONALD  E,  COP 
SCHEREVILLE 

92  #  KERR,  HERMAN  K,  LT,  IN  SPOL 
SELLERSBURG 
132   COUCH,  HUGH  DARCIE,  FIRST  SGT,  IN  SPOL 
177   GRAVES,  DAVID  BLAIR,  SGT,  IN  SPOL 
114   KINDER,  DAVID  L. ,  COP 

183  PRIEST,  STEPHEN  RAY,  SGT,  IN  SPOL 
SEYMOUR 

170   HEDGER,  ROBERT  ALAN,  SGT,  IN  SPOL 
189   HOLLAND,  STEVEN  DEAN,  SGT,  IN  SPOL 

191  MURPHY,  KENNETH  A,  LT,  IN  STATE  EXCISE  POL 
REUTER,  EDWARD  AUGUST,  SGT,  IN  SPOL 


40 
170 
178 
146 
130 


146 
102 
157 
118 
163 


SHELBYVILLE 
112  *  DAGLEY, 
117   DEBAUN, 


MICHAEL  T,  LT,  PD 
,  THOMAS  K,  CHF  DEP,  SHELBY  CO  SD 
126   HERNDON,  CHARLES  MICHAEL,  SHF  OF  SHELBY  CO 
93  tt   WILLIAMS,  ROBERT  E,  COP 
SOUTH  BEND 

48  tt   BERGAN,  EDWARD  L.,  DET  LT,  PD 


46  tt   BOLERJACK,  DEAN,  SHF  OF  ST  JOSEPH  CO 
115  tt   CHLEBEK,  RICHARD  I,  CPT,  PD 

63  tt   DUTRIEUX,  J.  CHARLES,  COP 
130   GRABNER,  DARREL  RICHARD,  LT,  PD 

59  tt   HANYZEWSKI,  EDWARD  M.  ,  SERGEANT,  PD 

68  *  HARMAN,  ORSON  E.,  DIR  OF  SEC,  ASSOC  CORP  OF  N.AM 
107    HURLEY,  CHARLES  T,  JR,  COP 
144   MCCULLUM,  JOHN,  JR,  SGT,  PD 

88   MCDONALD,  KENNETH  E.,  SPEC  DEP  MARSHAL,  USMS 

92   MOLNAR,  JOSEPH  D.,  LT,  ST.  JOSEPH  COUNTY  PD 

97  tt   ROBISON,  JAMES  E,  CAPTAIN,  PD 
110   RUSZKOWSKI,  DONALD  A,  DIV  CHF,  BU  OF  POLICE 

76  tt   TERRY,  GLENN  L.,  DIV  CHF,  PD 

47  tt   TRAEGER,  JAMES  W. ,  US  MARSHAL,  USMS 

137   WEIAND,  CURTIS  DEE,  LT,  ST  JOSEPH  CO  PD 
SPEEDWAY 
124  tt   BURGAN,  BILL  RAY,  STREET  COMR 
136   DINE,  JEFFREY  LYNN,  CHF,  PD 
SPENCER 

142   COOPER,  CHARLES  THOMAS,  MAJ,  IN  CONSERVATION  OFC 
ST  JOHN 

148   GUZIK,  JOSEPH  JACOB,  COP 
TELL  CITY 

126   THARP,  DONALD  RAYMOND,  COP 
TERRE  HAUTE 

57  tt   BUTTS,  EUGENE  V.,  CPT  OF  DET,  PD 

HARRIS,  WILLIAM  RICHARD,  CHF  DEP,  VIGO  CO  SD 
HARTMAN,  MARK  EARL,  SGT,  IN  SPOL 

LESTER,  CHRISTOPHER  ALLISON,  DIR,  IN  STATE  UNIV  PD 
tt   MCKEE,  ALBERT  M,  JR,  DET  LT,  PD 
NULL,  DONALD  GILBERT,  CPT,  IN  SPOL 
ROACH,  JAMES  D,  CPT,  PD 
SELIGER,  SCOTT  LEWIS,  SGT,  PD 
tt   TEMPLETON,  JERRY  LEE,  LT,  PD 
tt   THOMPSON,  RAY  J.,  DETECTIVE,  PD 
tt   TYLER,  DON  ROBERT,  SGT,  PD 
VALPARAISO 
172   FINNEY,  DAVID  DUANE,  DET  SGT,  PD 

FRAILEY,  THOMAS  STEPHEN,  CPT,  IN  SPOL 
KURMIS,  RONALD  PAUL,  DET  SGT,  PO 

PENNELL,  LAWRENCE  F,  CAPTAIN,  PORTER  COUNTY  SHERIFF 
WALKOWIAK,  REBECCA  ANN,  DET  SGT,  VALPARAISO  UNIV  PD 
VERSAILLES 

134   SCRANTON,  DAVID  WAYNE,  LT,  PD 
VINCENNES 

90   CLARK,  ALLEN  A,  DIR,  VINCENNES  UNIV  PD 


160 
164 
150 

89 
146 

99 
141 
128 

14 
135 


119 
162 
106 
183 


WABASH 

149 
WARSAW 

162 

131 

186 

121 

108 


PALMER,  JOHN  CHRISTOPHER,  SGT,  PD 


ALLEBACH,  CRAIG  JONATHAN,  COP 
FOSTER,  STEVEN  CLAY,  ASST  CHF,  PD 
SPEIGLE,  MICHAEL  DALE,  INVSTGR,  PD 
WAGGONER,  CHARLES  ROBERT,  LT,  IN  SPOL 
WARD,  TED  L,  COP 
WEST  LAFAYETTE 

29  *  BURNS,  ROBERT  L.,  PTLM,  PD 
181   STUMP,  LINDA  JEAN,  DET  LT,  PURDUE  UNIV  PD 
WESTVILLE 

192   GAEKLE,  ROBERT  EDWARD,  CHF,  PURDUE  UNIV  N  CENTRAL  PD 
WHITING 

61  tt   DUDZIK,  TED  EDWARD,  CPT,  PD 
ZIONSVILLE 
191   KNOX,  ROBERT  RAY,  DET  SGT,  PD 

IOWA 
ALTOONA 

185   GRAY,  JOHN  LEROY,  COP 
AMES 
110   BALLANTINE,  DENNIS  L,  COP 
119  tt   CABLE,  JOHN  PAUL,  CPT,  PD 

124   JAEGER,  LORAS  ALVIN,  DIR,  IA  STATE  UNIV  DPS 
OLSON,  LARRY  GENE,  CPT,  PD 
REID,  CRAIG  ALAN,  CPT,  PD 
SIEDELMANN,  ARNOLD  E,  COP 
SMITH,  MICHAEL  GEORGE,  SGT,  PD 

STEWART,  JERRY  DEAN,  ASST  DIR,  IA  STATE  UNIV  DPS 
WEHNER,  JOSEPH  GEORGE,  CHF,  IOWA  STATE  UNIV  PD, 


134 
189 
83  tt 
158 
169 
141 
ANKENY 
131 
163 


CONKEL,  SIDNEY  WILBUR,  LT,  PD 

FOSTER,  DAVID  WILLIAM,  COP 
BETTENDORF 
179   ADAMSON,  GREGORY  PAUL,  LT,  PD 

GIBNEY,  JAMES,  LT,  PD 

LEMONS,  THOMAS  LEE,  CPT,  PD 

PLOEHN,  DECKER  PATRICK,  II,  CITY  ADMIN 


182 
136 
149 
BOONE 
183 


PEASLEY,  STEVEN  ALAN,  COP 
BURLINGTON 
172   BEHNE,  JOEL  RICHARD,  SHF  OF  DES  MOINES  CO 
BEHNE,  THEODORE  ARTHUR,  COP 
GRIMSHAW,  DARREN  JAMES,  LT,  PD 
PATTON,  LLOYD  WENDALL,  COP 
SCHREINER,  JAMES  A.,  CAPTAIN,  PD 
WUNNENBERG,  DAVID  ARTHUR,  LT,  PD 
CEDAR  FALLS 
180   DANIELSEN,  DOUGLAS  E,  CPT,  PD 

tt   DANIELSEN,  WAYNE  0.,  CPT,  IA  SPTL 
tt   HOLLAND,  MAYNARD  A,  SGT,  IA  SPTL,  IA  DPS 
tt   IMMER,  EARL  L.,  CPT  OF  DET,  PD 
KOHL,  JAMES  EDWARD,  CHF,  DPS 


119 
186 
128 
82 
163 


108 

109 

41 

158 
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95  »   MAKIN,  RONALD  G,  SUPV  SA,  DCI 
129  tt   HALKE,  WILLIAM  HAROLD,  LT,  IA  SPTL 

157  HILLIAHS,  DEAN  ALLEN,  CPT,  PD 
86  »  YOUNG,  L.  H. ,  ASST  COP 

CEDAR  RAPIDS 

59  I  BADGER,  CARL  JAHES,  ASST  CHE,  PD 

90  I  BAKER,  RAYMOND  K,  COP 
137    BENTERS,  DENNIS  ALLEN,  LT,  PD 
106   BLOME,  DENNIS  H,  SHF  OF  LINN  CO 
105   BURGER,  FREDERICK  0,  CPT,  IA  SPTL 

12  *  CONDON,  LARRY,  DEP  SHF,  LINN  CO  SO 

19  tt   CONDON,  THOMAS  J.,  DET,  PD 

98    FISER,  DENNIS  L.,  LT,  LINN  CO  SD 

79  *  GRIFFIN,  GEORGE  M.  ,  FIRST  DEP  SHF,  LINN  CO  SD 

116  HAMPTON,  WAYNE  A.,  SGT,  IA  SPTL 
156   JOHNSON,  DAVID  ERIC,  CPT,  PD 

158  JOHNSON,  LYNN  PAUL,  DET  SGT,  LINN  CO  SD 
143   KERN,  BRUCE  HENRY,  LT ,  PD 

193   KLAPPHOLZ,  MICHAEL  FRED,  ASST  CHF,  PD 

117  MCDONALD,  TIMOTHY  P,  ASST  DIR  OF  ADMIN  SERVICES,  IA 
168   MELLGREN,  JEFFREY  DEAN,  LT,  PD 

136  tt   MEYER,  FRED  G,  CHF  DEP,  USMS 

129   MOYLE,  TERRY  LEE,  LT,  PD 

115  *  NEAGLE,  JAMES  R,  LT,  LINN  COUNTY  SD 
61  tt   SCRIVEN,  JOHN  B.,  JR.,  LIEUTENANT,  PD   riM„TT_ 

103   SMITH,  JOHN  DEAN,  SA,  IA  BU  OF  CRIMINAL  INVESTIG 

111  *  HORKMAN,  ORLIE  J,  SHERIFF,  LINN  CO  SHERIFFS  DEPT 
CHARLES  CITY 

183   HENDEL,  MICHEL  JOHN,  CPT,  PD 
CHEROKEE 

97   HILL,  NORMAN  K.  ,  CHIEF  OF  POLICE 
CLARION 

95   SHAW,  ROBERT  A.,  CHIEF  OF  POLICE 
CLINTON 

176   BEINKE,  GENE  STORER,  COP 

156   BENTLEY,  RUSSEL  ALLAN,  CPT,  PD 

91  FLOOD,  DONALD  D. ,  CAPTAIN,  PD 
58  §   FRIES,  HENRY  J.,  CPT,  PD 

30  tt  LONG,  THEODORE  R. ,  CAPTAIN  OF  DETECTIVES,  PD 

117  MULHOLLAND,  GARRICK  R,  SHERIFF  OF  CLINTON  CO 

77  *  PURCELL,  ROBERT  L.,  CAPTAIN  OF  DETECTIVES,  PD 

109  WILKE,  ROBERT  A.,  CAPTAIN,  PD 
COUNCIL  BLUFFS 

80  *  CHAPPELL,  JACK  F.,  DIR  OF  PUB  SFTY 
105  §  DINOVO,  EDWARD  CHARLES,  COP 

36  tt   FOSTER,  FORREST  LEROY,  (SA,  FBI),  SGT,  PD 

92  tt   MCGLADE,  WILLIAM  J.,  LT,  PD 
182   MEHLIN,  KEITH  ALLAN,  SGT,  PD 
132   MOLINE,  MARK  EDWIN,  COP 

33  *  MONTGOMERY,  BENJAMIN  E.,  CAPTAIN,  PD   „„.„.,„„ 
53  *  MOSER,  A.  WAYNE,  CHIEF  DEPUTY  SHERIFF,  POTTAWAT 

138   OSLER,  JERRY  LYNN,  LT,  PD 

112   PETERSON,  ROGER  I,  CPT,  PD, 
87  tt   SULENTIC,  NICK  J.,  CHIEF  OF  POLICE 

81  tt   TURPEN,  CORNELIUS  J.,  JR.,  CAPTAIN,  PD 
DAVENPORT  _  ^  „„ 

56   ANDERSON,  KENNETH  W,  MAJ,  SCOTT  CO  SO 

62   ASHCRAFT,  FORREST  F.,  JR.,  SHF  OF  SCOTT  CO 

161   BLADEL,  MICHAEL  ROBERT,  SHF  OF  SCOTT  CO 

137   CARROLL,  TED  LEE,  CPT,  PD 

151   CONARD,  DENNIS  JOSEPH,  CPT,  SCOTT  CO  SD 

168    EHRESMAN,  JAMES  KEITH,  LT,  IA  SPTL 

191   GLANDON,  TERRY  DWIGHT,  CPT,  SCOTT  CO  SD 
61  *  GROTHUS,  JOHN  FRANCIS,  DEP  SHF,  SCOTT  CO  SO 
96  *  HEBER,  EDWARD  W.  ,  JR.,  CAPTAIN,  PD 
66  tt   HECKERMAN,  CLYDE  E.,  INVSTGR,  SCOTT  CO  ATTY  OFC 
78  *  IRVIN,  MEREDITH  M. ,  CRIM  INVSTGR,  SCOTT  CO  SO 
99   JUTTE,  JOHN  D,  SAC,  IA  DPS,  DIV  OF  CRIM  INVST 

194   KERN,  DENNIS  JAMES,  LT,  PD 

178   LYNN,  DONALD  STEVEN,  COP, 

118   NELSON,  WAYNE  ARTHUR,  MAJ,  PD 

132   PARKER,  RICHARD  JOSEPH,  SGT,  PD 
48  tt   PETERSEN,  ELMER  C,  CPT  OF  DET,  PD 
20  *  THORDSEN,  HAROLD  A.,  CAPTAIN  OF  DETECTIVES,  PD 

185   VERHOREVOORT,  JAY  ANTHONY,  SGT,  PD 

D112  *  DOWNS,  ROGER  A,  SEC  OFCR,  BANKERS  TRUST  CO 

106  EVILSIZER,  RONALD  E.,  SA,  IA  DPS,  ST  FIRE  MARSHAL  DI 

DE70M#IALLEN,  GERALD  D,  DIR,  MTR  VEHCLE  ENF  DIV,  IA  DE 
178   ANDERSON,  DENNIS  WAYNE,  CHF  DEP,  POLK  CO  SD 
97    BABB,  RONALD  C,  CPT,  PD 

102  tt   BEEK,  CRAIG  M,  DIR,  IA  DPS,  DIV  OF  CRIM  INVST 
160   BISHOP,  BENJAMIN  CLARK,  LT,  PD 

107  BOYD,  MARK  A,  LT,  PD 

177   BRADSHAW,  JUDITH  ANN,  SGT,  PD 

22  tt   BRINDLEY,  JOE  BENJAMIN,  CPT,  PD 
163   CHAPMAN,  OARWIN  EDWARD,  DIR  OF  DCI,  IA  DPS 

51  tt   CLEMENS,  LEON  JOHN,  DET,  PD 

31  tt   COUCH,  JOE  A. ,  DET,  PD 
187   COX,  DARREL  L,  LT,  IA  SPTL 
127   CROSS,  RANDY  PATRICK,  LT,  POLK  CO  SD 

103  DYKEMAN,  LOREN  E,  CPT,  IA  HPTL 

55  tt    EIDE,  HOWARD  R.,  JAILER,  POLK  CO  SO 

31  *  ELLISON,  ARTHUR  W. ,  CHF  OF  CRIM  DIV,  POLK  CO  SO 

18  tt   FLANAGAN,  M.  W.  ,  SGT,  IA  HPTL 

6  *  GESELL,  HAROLD  J.,  DEP  SHF,  POLK  CO  SO 
113   GOFF,  BLAINE  B,  COL,  IA  DPS 
186   HICKLE,  RICHARD  VERNE,  SGT,  PD 

98   HOFFMAN,  ROLAND  0,  SA,  IA  DPS 


HOPEWELL,  THOMAS  J,  DIR  OF  INTERNAL  AFFAIRS,  IA  DP 

JOBE,  CLARENCE,  JR,  LT,  PD 

JORGENSON,  JAMES  ALBERT,  LT,  POLK  CO  SD 

KEEFE,  MICHAEL  LESTER,  INVSTGR,  IA  DPS 

LONG,  DAVID  JOHN,  LT,  POLK  CO  SD 

MARSHALL,  ROY  LEE,  ASST  DIR,  STATE  FIRE  MARSHALS 

MERRITT,  DENNIS  JAY,  SGT,  IA  SPTL 

MEYER,  EUGENE  THOMAS,  ASST  DIR  OF  FIELD  OP,  IA  DIV  0 

MOON,  RONALD  WILLIAM,  LT,  IA  SPTL 

NICHOLS,  DOUGLAS  BRENT,  LT,  PD 

PETERSEN,  WAYNE  D,  MAJ,  IA  SPTL 

PONTIOUS,  ROBERT  HUGH,  ASST  DIR,  IA  DIV  OF  CRIM  IN 

PORTER,  RUSSELL  MARK,  SAC,  IA  DIV  OF  CRIM  INVSTGN 

RUXLOW,  THOMAS  R,  CHF,  I A  DPS 

SHAY,  MAURICE  MICHAEL,  SGT,  PD 

SMITH,  DENNIS  E.,  SA,  IOWA  DPS 

STEPHENS,  ROGER  L.,  OFFICER  IN  CHARGE,  IOWA  DPS 

SWAIM,  SAMMY  FRANK,  SA  IN  CHARGE,  IA  DIV  OF  CRIM  I 

SWASSING,  WILLIAM  JOSEPH,  CHF  JAIL  INSPR,  IA  DEPT  OF  SO 

TINKER,  JOHN  W,  OFCR  IN  CHARGE,  STAFF  INSP  BU 

TROTTER,  JAMES  LEE,  LT,  PD 

WALLACE,  BILLIE  B,  COP 

WALTER,  TERRY  ALLEN,  CHF  DEP,  USMS 

WILSON,  JON  ROBERTS,  SGT,  IA  SPTL 

MARVIN  JUNIOR,  ASST  CHF  DEP,  POLK  CO  SD 

LARRY  DEAN,  INSPR,  USMS 


WILSON, 
YOUNGS , 


ZINZER,  WILLIAM  M. ,  ASST  COP 


91 
127 
139 
144 
122 
155 
175 
122 
157 
132 
105 
158 
195 
107  tt 
167 
108 
111 
146  # 
64  tt 
110 
121 
69  tt 
122 
120 
191 
119 
84 
DUBUQUE 

170   GRAVATT,  WILLIAM  JORDAN,  CPT,  PD 
142   KENNEDY,  LEO  JOSEPH,  SHF  OF  DUBUQUE  CO 
139   LAMBERT,  TERRANCE  FRANCIS,  ASST  CHF,  PD 
119   MAUSS,  JOHN  JOSEPH,  COP 
100  #  OBRIEN,  ROBERT  J,  COP 

169   RUNDE,  KENNETH  JAMES,  CHF  DEP,  DUBUQUE  CO  SO 
ELDRIDGE 

91   HANSEN,  GEORGE  G,  COP 
ESTHERVILLE 

27   MOLLER,  MERLE  C,  COMMISSIONER,  PD 
FORT  DODGE 

67  #  HALLIGAN,  R.  OTIS,  LT  OF  DET,  PD 
15  *  KEMPLEY,  JAMES  J.,  CAPTAIN,  PD 
FORT  MADISON 

80  tt   CARRELL,  JAMES  E,  COP 

94   PAGE,  DONALD  J.,  CAPTAIN,  PD 

152   LEE,  JAMES  WENTWORTH,  SHF  OF  WARREN  CO 

181   SCRANTON,  PAUL  ROBERT,  COP 
IOWA  CITY 

150   COOK,  WILLIAM  MICHAEL,  SGT,  PD 

EDMONDS,  DOUGLAS  F. ,  CPT,  JOHNSON  CO  SD 
EVANS,  EMMETT  E.,  COP 
HARNEY,  PATRICK  LEO,  CPT,  PD 
KEATING,  CLETUS  WILLIAM,  SGT,  PD 
LEWIS,  DUANE  F,  CPT,  JOHNSON  CO  SD 
MCCARNEY,  PATRICK  J.,  CAPTAIN,  PD 
RUPPERT,  E.  J.,  DEP  SHERIFF,  JOHNSON  CO  SO 
SCHEETZ,  MICHAEL  JACOB,  SGT,  JOHNSON  CO  SD 
STRAND,  DONALD  H. ,  CAPTAIN,  PD 
HINKELHAKE,  RALPH  JOHN,  COP 


96 

65 
124 
140 
114 

85  tt 

50  * 
125 

94 
141 
KEOKUK 
104  tt 
185 
128  # 
148 
KEOTA 
101  * 


BEAIRD,  KENNETH  R,  ASST  CHF,  PD 

DOBSON,  REINHOLD  LYNN,  CPT,  PD 

MARLIN,  FRANCIS  EARL,  COP 

MORGAN,  GEORGE  OSCAR,  CPT,  PD 


PD 
PD 
IA  DEPT  OF  CORRECT 


PD 


JOHNSON,  FRANKLIN  A,  COP 
KNOXVILLE 

184   VAN  HAAFTEN,  MARVIN,  SHF  OF  MARION  CO, 
MARION 

171   DIAMOND,  JERRY  MARK,  COP 
MARSHALLTOWN  „ur 

192   JOSWIAK,  DAVID  EDMUND,  ASST  CHF, 

100   SWEARINGEN,  DOUGLAS  S,  CPT,  PD 

177   TEMPLETON,  DARRELL  PATRICK,  CPT, 

146   WALKER,  DAVID  LON,  COP 
60   WILLARD,  WENDELL  M,  JAIL  INSPR, 
MASON  CITY  „,   „ 

195   BENGTSON,  DENNIS  ROGER,  CPT,  PD 
76  tt   GREENAN,  WESLEY  D,  LT,  PD 

166   HALVERSON,  MICHAEL  EUGENE,  CPT, 
99   JEWELL,  DUANE  L,  CPT,  PD 
MUSCATINE 

142   CODERONI,  GARY  RUDOLPH,  COP 

122  tt   MARTIN,  RONALD  LEE,  CPT,  PD 

189   SCOTT,  MICHAEL  LESLIE,  LT,  PD 
NFVADA 

121    EVANS,  JOHN  LEE,  CHF  DEP,  STORY  CO  SD 

165  STARK,  TERRY  DAVID,  SGT,  STORY  CO  SO 

N193HAMSTRIKE,  DOUGLAS  JOHN,  CHF  DEP,  CHICKASAW  CO  SD 

II  CUT  AM 

113   FOREMAN,  RONALD  L.,  DET  LT,  PD 

188   WADDING,  KIM  BRUCE,  DEP  CHF,  PD 
OFLHEIN 

145   LINDER,  EDWARD  THOMAS,  LT,  I A  SPTL 
OSKALOOSA 

176   MCGEE,  JOHN  ROBERT,  COP 
OTTUMWA  „,   „ 

166  HAGIST,  MARK  GERARD,  SGT,  PD 
SIOUX  CITY 
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AMICK,  DAVID  HARLEY,  CPT,  WOODBURY  CO  SO 

BERNARD,  STEVAN  JOSEPH,  SGT,  PD 

BUE,  HARLEY,  DET  SGT,  PD 

DONOVAN,  GERALD  P. ,  COP 

GROETKEN,  PETER  LEE,  LT,  PD 

HURNI,  DAVID  HILLIAM,  LT,  PD 

JOHNSON,  ROBERT  H. ,  CPT  OF  POL,  PD 

PEPPLE,  JOHN  MARTIN,  SGT,  PD 

RISPALJE,  JOHN  ALBERT,  SHF  OF  WOODBURY  CO 

WIDNER,  ROBERT  L.,  CAPTAIN,  PD 


RETIRED  COP) 


140 
125 

12 
104 
141 
165 

89 
171 

62 

92 
SPENCER 

101  *  JOHNSON,  TERRY  C,  SA,  IA  DPS,  DIV  OF  CRIM  IVSTTG 
173   LAWSON,  MARK  STEVEN,  PTLM,  PD 

114  PEDERSEN,  CARL  R,  LT,  IOWA  SPTL 

115  *  STEINBECK,  ALLEN  F,  ASST  CHF,  IOWA  DPS 
URBANDALE 

153   COX,  ROBERT  PATRICK,  LT,  PD 
131   KING,  DELBERT  LEONARD,  LT,  PD 
WATERLOO 

163  n   DAMON,  DENNIS  RICHARD,  LT,  PD 

102  DOLAN,  LAWRENCE  J.,  ASST  CHF,  PD 
190   JENNINGS,  THOMAS  JOSEPH,  LT,  PD 
118  #  KEHOE,  DONALD  JOSEPH,  CPT,  PD 
112   KOEHRSEN,  BERNAL  F,  COP 

138   MEYER,  ALVIN  ALLEN,  ASST  CHF,  PD 
70  #  WRIGHT,  ROBERT  S.,  CHIEF  OF  POLICE 
WEBSTER  CITY 

164  QUINN,  MICHAEL  DAVIS,  ASST  MGR,  DPS 
WEST  DES  MOINES 

93   CARSON,  FREDERICK  V,  COP 
130   MCKINNEY,  LYLE  LEROY,  LT,  PD 
173   WIEGERT,  SCOTT  LAURENCE,  SGT,  PD 

KANSAS 
ARKANSAS  CITY 
186   GIVENS,  DANIEL  NELSON,  LT,  PD 
158   LAZELLE,  JAMES  DALE,  CPT,  PD 
97  #  LOWER,  CECIL  J.,  COP 

116  RICE,  WILLIAM  H. ,  JR.,  MAYOR 
109   SKILES,  OREN  K.,  COP 

ATCHISON 

78  #  WOOD,  MICHAEL  A.,  CHIEF  OF  POLICE 
AUGUSTA 

185   PATE,  DAVID  VANCE,  DIR,  DPS 
BELLEVILLE 

181  SMEE,  RAYMOND  L,  COP 
BONNER  SPRINGS 

136   GATES,  KENNETH  EDWARD,  COP 
76  #  ROBERTSON,  FRANK  M. ,  II,  COP 
CENEXA 

91  #  FOSTER,  JOHN  L.,  COP 
CHETOPA 

155   DOHERTY,  CLARENCE  EDWARD,  COP 
COFFEYVILLE 

182  BOREN,  TOMMY  ALLEN,  DEP  CHF,  PD 
COLBY 

101  *  THOMPSON,  GERALD  H. ,  CHIEF  OF  POLICE 
DERBY 
154   FOWLER,  DELBERT  EUGENE,  COP 
181   HAUSCHILD,  MICHAEL,  CPT,  PD 
DODGE  CITY 
144   CHAMBERS,  MARY  KATHERINE,  CPT,  PD 
152   JAAKOLA,  EDWIN  ARTHUR,  COP 
95   RALPH,  OAKLEY  C. ,  COP 
EL  DORADO 

34  *  FREDERIKSEN,  PAUL  L.,  CHIEF  OF  POLICE,  PD 
116   WILLIAMS,  DAVID  A.,  SHF  OF  BUTLER  CO 
EMPORIA 

142   ADAMS,  LARRY  DEAN,  LT,  PD 
FAIRWAY 

100  #  WOOD,  FRANK  A,  COP 
FORT  LEAVENWORTH 

BOYER,  DAVID  ALLEN,  CWO  II,  USA 
BRAXTON,  GEORGE  H,  LT  COL,  USA 
CARRICO,  TERRY  LEE,  MAJ,  USA 
CONNELLY,  EDMUND  JAMES,  JR.,  LTC,  USMC 
DELLA  JACONO,  JOHN  LOUIS,  MAJ,  USA 
EVANS,  LOYAL  G. ,  JR.,  LTC,  USA 
GARRISON,  MARGUERITE  CHERYL,  MAJ,  USA 
HARRISON,  STANLEY  LEE,  CWO  II,  USA 

#  HOPKINS,  JULIUS  BLANCHARD,  LTC,  USMC 
JOHNSON,  RODNEY  L,  MAJ,  USA 

#  KOCHENOUR,  JOHN  A.,  LTC,  USA 
U   LENHARDT,  ALFONSO  E.,  COL,  USA 

#  LINNEN,  JAMES  R.,  MAJ,  USA 
MANOS,  ANGELA  MARIA,  CPT,  USA 
MICHAELSEN,  MARK  ALAN,  CWO  II,  USA 
MORRISON,  CHARLES  QUAY,  MAJ,  USA 
PHILLIPS,  RONALD  DEXTER,  MAJ,  USA 
PURCELL,  TIMOTHY  EARLE,  CPT,  USMC 

#  STOREY,  BARRY  DAVID,  LTC,  USA 
FORT  RILEY 

163   ARCHER,  DALE  EUGENE,  MAJ,  USA 

BERRY,  EDMUND  FRANKLIN,  MAJ,  USA 
CLEMENTS,  WILLIS  LEON,  MAJ,  USA 
EZELL,  ROBERT  BRADFORD,  LTC,  USA 
GARNER,  DAVID  W,  LTC,  USA 
GODLEWSKI,  PAUL  FRANCIS,  CWO  II,  USA 
HERNDON,  DOYLE  L,  COLONEL,  USA 


154 

91 

166 

117 

154 

97 

170 

145 

145 

162 

96 

94 

94 

155 

153 

168 

122 

135 

150 


127 
139 
131 

93 
173 

93 


128   RULE,  RONALD  JOSEPH,  MAJ,  USA 
175   WONG,  DICKIE,  MAJ,  USA 
GARDEN  CITY 
183   BASCUE,  KEVIN  CURTIS,  USHF,  FINNEY  CO  SO 
82   COLWELL,  JAMES  R.,  COP 

59  *  GEISLER,  MITCHEL  F.,  JR.,  CHIEF  OF  POLICE,  PD 
GARDNER 

112    FRANCIS,  KENNETH  A,  DIR,  DPS 
GIRARD 

173   FIELDS,  DANNY  LYNN,  SHF  OF  CRAWFORD  CO 
GOODLAND 
141   DIPLACITO,  ANTHONY  JOSEPH,  COP 
140   PICKMAN,  RONALD  EUGENE,  COP 
GREAT  BEND 
151   AKINGS,  LANDON  DEAN,  COP 

BURNS,  DONALD  E.,  SA,  KS  BU  OF  INVSTGN 
DAILY,  JAMES  RICHARD,  SHF  OF  BARTON  CO 
GREEN,  JOHN  GRENVILLE,  SAC,  KS  BU  OF  INVSTGN 
MELLOR,  BRUCE  BENTLEY,  SA,  KS  BU  OF  INVSTGN 
SCHLEVE,  DAVID  ROSS,  DIR  OF  SEC,  BARTON  CO  COLLEGE 


109 
168 
190 
127 
121 
HAYS 
189 
68 


BRAUN,  JAMES,  CPT,  PD 

MAXWELL,  ROBERT  LYNN,  COP 
HUTCHINSON 
108  #  FOUNTAIN,  JAMES  H. ,  SHF  OF  RENO  CO 
169   GOULD,  RONALD  KENNETH,  ASSOC  DIR,  KS  LETC 

HEITSCHMIDT,  JAMES  RICHARD,  COP 

KOONTZ,  JOHN  CURTIS,  DET,  PD 

MAUDLIN,  EARL,  JR.,  SA,  KS  BU  OF  INVSTGN 

MOORE,  RONALD  LEE,  CPT,  PD 

PAVEY,  EDWIN  HAROLD,  DIR,  KS  LAW  ENF  TNG  CENTE 

POTTER,  JAMES  KENNETH,  SGT,  RENO  CO  SO 

SNELL,  LOREN  J.,  LT,  PD 

SPRIGGS,  CARL  L.,  CHIEF  OF  POLICE,  PD 

STONE,  ROBERT  E.,  LIEUTENANT,  PD 

THOMAS,  VIVIAN  M. ,  INSTR,  KS  LAW  ENF  TNG  CENTER 

WARRY,  DAVID  DREW,  INSTRUCTOR,  KS  LETC 


119 
132 
102 
155 
137 
163 
113 

62 
104 

78 

166 

IOLA 

33 


WALTERS,  JOHN  H. ,  ASST  CHF,  PD 
JOHNSON 

136   GARRISON,  JAMES  RUSSEL,  SHF  OF  STANTON  CO 
JUNCTION  CITY 
106  *  BAZAN,  FRANK  J.,  ASST  CHF,  PD 
132   CLARK,  THOMAS  LARUE,  COP 
139   HILL,  JON  ERNEST,  CPT,  PD 
124   MANNS,  JAMES  RICHARD,  CPT,  PD 
117   UHRIG,  FREDERIC  G,  CPT,  PD 
85  #  WATSON,  ROBERT  C,  CHIEF  OF  POLICE 
KANSAS  CITY 
194   ARMSTRONG,  RICK  LEE,  CPT,  PD 

BOHRER,  LESLIE  ALLEN,  LT,  PD 

BRESHEARS,  SAMUEL  FRANCIS,  MAJ,  PD 

BUCK,  RONALD  N. ,  CPT,  PD 

CULP,  STEVEN  RANDALL,  MAJ,  PD 

DAILEY,  MICHAEL  STEPHAN,  MAJ,  PD 

DONNELLY,  JOHN  J.,  COP 

EDWARDS,  WILLIAM  RAY,  LT,  PD 

GREEN,  LEROY,  JR,  USHF,  WYANDOTTE  CO  SO 

HARRIS,  MICHAEL  THOMAS,  LT,  PD 

JOHNSON,  RICHARD  LEE,  DIR  OF  POL,  UNIV  OF  KS  PD 

MILLER,  RONALD  LEE,  MAJ,  PD 

MONCHIL,  DANIEL  G. ,  MAJ,  PD 

PEARSON,  JACK  CLAYTON,  JR,  DIR,  UNIV  OF  KS  POL 

SNOW,  JAMES  HAROLD,  LT,  PD 

STEACH,  JOSEPH  F.,  CHIEF  OF  POLICE 

SWAFFORD,  JAMES  KERSHAW,  JR,  MAJ,  PD 

VILLANUEVA,  ROGELIO  S,  CPT,  PD 

WAGNER,  GEORGE  L.,  LIEUTENANT,  PD 


175 

176 

90 

195 

140 

85 

177 

189 

191 

165 

184 

96 

153 

125 

45 

123 

190 

30 

LANSING 

170   SMITH,  MICHAEL  WAYNE,  COP 
LAWRENCE 
184   BRUNT,  EDWARD  LEON,  LT,  PD 
124   DENNEY,  JAMES  RAY,  DIR,  UNIV  OF  KS  PD 
164   HALL,  MICHAEL  OWEN,  LT,  PD 
128   OLIN,  WILLIAM  RONALD,  COP 
88  #  STANWIX,  R.  RICHARD,  COP 
LEAVENWORTH 
133   BOYLE,  MITCHELL  LOUIS,  III,  CPT,  PD 
DOEHRING,  LEMOINE  DUANE,  COP 
DYSON,  JAMES  VAUGHN,  SR, 
HINZ,  DEAN  ELDRED,  OFCR, 
MCKEEL,  WILLIAM  M,  COP 


LT,  PD 
USMC 


148 
166 
163 
110 
LEAWOOD 

94  *  BLUME,  RICHARD  W. ,  COP 
COX,  JAMES  STEPHEN,  COP 
MCCARTHY,  MAURICE  PATRICK,  CPT,  PD 
MITCHELL,  SIDNEY  RALPH,  CPT,  PD 


PD 


143  # 

186 

167 
LENEXA 

172 

133  # 

123 

146 

179 
LIBERAL 

156   ANDERSON,  THOMAS  GLENN,  CPT,  PD 
99  0  HINSDALE,  DARIEL  D. ,  COP 

132   RALSTON,  VERNON  ALROY,  ACTING  CHF, 


BURGER,  DAVID  ANTHONY,  CPT  PD 
COUPLAND,  PAUL  GEORGE,  JR,  LT, 
HANSON,  ELLEN  TYLER,  COP 
MEIER,  JOHN  MICHAEL,  CPT,  PD 
SMITH,  STEVEN  DEAN,  CPT,  PD 


PD 


120  tt   KUHLMAN,  MERLIN  STANLEY,  CWO,  USA 


MANHATTAN 

153   FRENCH,  LEONARD  STEVEN,  CPT,  RILEY  CO  PD 
92   JOHNSON,  ALVAN  D. ,  DIR,  RILEY  CO  PD 
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195    OUINTANAR,  MICHAEL  LAZARO,  LT,  RILEY  CO  PD 
185   SCHOEN,  BRADLEY  JAMES,  CPT,  RILEY  CO  PD 
MC  PHERSON 

158  I  TERRY,  HARRIS  GAIL,  SHF  OF  MC  PHERSON  CO 
MCPHERSON 

25  *  BURT,  J.  LOYD,  SHF  OF  MCPHERSON  CO 
81  tt   PERKINS,  ROBERT  C,  COP 


NEHTON 

126 

113 
98 

192 

100  * 
OLATHE 

117 

128 

180 

135 

166 

128 

190 

175 

152 

106  tt 
OSHEGO 

156 
OTTAHA 

138 

188 


DREIER,  CURTIS  MONROE,  CHF  INVSTGR,  HARVEY  CO  SO 
GILBERT,  MAX  A.,  USHF,  HARVEY  CO  SO 
JACKSON,  RONALD  G. ,  COP 
JOLLIFF,  BRUCE  ALLEN,  LT,  PD 
POHERS,  LYLE  A.,  JR.,  DETECTIVE,  PD 

BARNES,  FRANK  HARREN,  DEP  DIR,  DPS 

BUNKER,  JOHN  HENRY,  CPT,  DPS 

GALBRECHT,  FRANK  F,  LT ,  PD 

HOSKINS,  LEWIS  LEE,  MAJ,  JOHNSON  CO  SD 

KANNADY,  HOHARD  DALE,  CPT,  PD 

SMITH,  LARRY  EUGENE,  MAJ,  JOHNSON  CO  SD 

HATSON,  VERNON,  LT,  PD 

HAY,  HALTER  GORDON,  MAJ,  JOHNSON  CO  SO 

HERKOHITCH,  VINCENT,  CPT,  JOHNSON  CO  SD 

ZEMITES,  JOHN  V.,  CPT,  JOHNSON  CO  SD 

BRINGLE,  MURL  THOMAS,  HARDEN,  LABETTE  CORR  CONS  CAMP 


HERRMAN,  JEFFREY  DAVID,  DIRECTOR,  DPS 
PUTERBAUGH,  RONALD  KEITH,  LT,  PD 
OVERLAND  PARK 
188   BALDHIN,  DENNIS  RAY,  CPT,  PD  ,„„«.,.,.„ 

DELANEY,  HILLIAM  CLINTON,  SA  SUPVR,  KS  BU  OF  INVSTGN 
DOUGLASS,  JOHN  MAURICE,  MAJ,  PD 
FADDIS,  ROBERT  KEITH,  CPT,  PD 
FORD,  STEPHEN  EDHARDS,  CPT,  PD 

*  KENYAN,  JOHN  OLIVER,  JR.,  COP 
KESSLER,  MARK  RICHARD,  LT,  PD 
LADD,  GLENN  LLOYD,  CPT,  PD 
MORGAN,  TERRY  ELDON,  PTLM,  PD 
PALMER,  DONALD  L.,  LT,  PD 

*  ROUND,  JOHN  E,  MAJ,  PD 
tt   SCAFE,  MYRON  E.,  COP 

SMITH,  STEPHEN  EDHARD,  LT,  PD 
HEAVER,  JAMES  JOSEPH,  PTLM,  PD 
HOOD,  DAVID  L,  SA,  KS  BU  OF  INVSTGN 


179 
134 
159 
126 
64 
174 
138 
121 
108 
103 
92 
150 
120 
116 
PAOLA 
193 
180 


KELLY,  FRANCIS  HILLIAM,  SHF  OF  MIAMI  CO 
SMAIL,  DAVID  EUGENE,  COP 
PITTSBURG 

138  tt   MARSHALL,  DONALD  WAYNE,  ASST  CHF,  PD 

151   MASONER,  DARRELL  HILLIAM,  DIR,  PITTSBURG  ST  UNIV  POL 
48  tt   MCPHERSON,  PAUL  Q.  ,  CAPTAIN-INVESTIGATOR,  PD 

122  tt   SHANKS,  RALPH  WOODROH,  JR,  COP 

193   TOMPKINS,  TIMOTHY  HAYNE,  SGT,  PD 
PRAIRIE  VILLAGE 

177   GROVER,  CHARLES  FREDRICK,  COP, 
PRATT 

172   CAVANAUGH,  KEVIN  DEAN,  COP 

157   STAVLO,  OMAR  TOM,  CPT,  KS  DEPT  OF  WILDLIFE  &  PAR 
ROELAND  PARK 

149   CARPENTER,  KENNETH  ARCHER,  COP 
SALINA 

176 

193 

148 

131 
53 

145 

129 

187 

114 
SHAWNEE 

131   CLAYTON,  HOMER  LEE,  LT,  PD 

161   DAVIS,  DAVID  LEROY,  CPT,  PD 

174   MCDANIEL,  HALTER  HARRISON,  II, 
SPRINGHILL 

104  #  BARTON,  GEORGE  H,  JR,  DEP  CHF, 


AUGUSTINE,  ALVIN  JOSEPH,  CPT,  SALINE  CO  SO 

DUNSTAN,  DAVID  SAMUEL,  DEP  CHF,  PD 

HILL,  JAMES  DWIGHT,  COP 

HINDMAN,  GARY  LEE,  CPT,  PD 

HOHELL,  JOHN,  SEC  DIR,  ST  JOHNS  MILITARY  ACD 

KOCHANOHSKI,  GLEN  FREDERICK,  ASST  CHF,  PD 

OLDRIDGE,  RODNEY  EUGENE,  COP 

SHEA,  BRIAN  EUGENE,  CPT,  SALINE  CO  SO 

WILSON,  DARRELL  L,  SHF  OF  SALINA  CO 


LT,  PD 


PD 


TOPEKA 

79  tt 

76  tt 
108 
138 
141 

75  tt 
47  * 

186 

143 
97 

77  f 
3  » 

80  * 
112 

19  * 
111  t 
173 

60  * 
135 

12  « 
117 
108  t 


ADKINS,  JAMES  L,  MAJ,  KS  HPTL 

ALBOTT,  WILLIAM  L.,  DIR,  KS  BU  OF  INVSTGN 

ARMSTRONG,  ROBERT  D,  CPT,  KS  HPTL 

ATKINS,  ROBBIE  NEAL,  LT,  KS  HPTL 

BEIGHTEL,  HILLIAM  DALE,  CMDR,  PD 

BENNETT,  GALEN  ELDEN,  LT,  KS  HPTL 

BILLINGS,  LLOYD  A.,  JR.,  SUPT,  MOTOR  VEHICLE  DEPT,  ST  0 

BLECHA,  ROBERT  E,  SAC,  KS  BU  OF  INVSTGN 

BLOH,  JACK  B,  FIELD  LT,  KS  TURNPIKE  AUTH 

BRADLEY,  FLOYD  L.,  SAC,  KS  BU  OF  INVSTGN 

BRAHNER,  ROBERT  L. ,  DEP,  USMC 

CHRISTENSEN,  E.  G. ,  PTLM,  KS  HPTL 

CLESTER,  ROBERT  R. ,  DIR  OF  SEC,  KS  LOTTERY  SEC 

CONNELLY,  JOHN  H,  ENF  AGT,  KS  RACING  COMMISSION 

CRANK,  CHARLES  S. ,  INVSTGR,  KN  ST  ABC 

DEMORE,  DON  R,  MAJ,  PD  -—„„«, 

FINGER,  DALE  ANTHONY,  ASST  DIR,  KS  BU  OF  INVSTGN 

FORD,  JACK  HAROLD,  ASST  DIR,  KS  BU  OF  INVSTGN 

FORSTER,  FORREST  DEAN,  CMDR,  PD 

FREY,  WILLIAM  J.,  SHF  OF  SHAHNEE  CO     fc-UJMM  « 

GILCHRIST,  JAMES  J,  DIR  OF  SEC,  TOP  PUB  SCHOOLS 

GRENZ,  JIMMY  D,  COP 


94 

83 

192 

105 

52 

148 

145 

123 

182 

114 

96 

91 

86 

119 

121 

125 

51 

133 

52 

57 

54 

104 

122 

34 

70 

194 

167 

136 

69  # 

107  tt 

TOPICA 

108 


HADLEY,  ENOS  W. ,  CPT,  KS  HPTL 

HALL,  CHARLES  L.,  MAJ,  KS  HPTL 

HARSHA,  STEPHEN  KENT,  CPT,  PD 

HARTTER,  EARL  JOSEPH,  SGT,  KS  HPTL 

HOUSE,  RAMON  KENNETH,  DEP  US  MARSHAL,  DIS  OF  KS 

JACOBS,  HILLIAM  ALVIN,  CPT,  PD 

JONES,  ALLEN  ARTHER,  ASST  DIR,  STATE  GAMING  AGENCY 

KELSEY,  LOHELL  RICHARD,  CPT,  PD 

KLUMPP,  EDWIN  EUGENE,  DEP  CHF,  PD 

LYONS,  THOMAS  B.,  SA,  KS  BU  OF  INVSTGN 

MACEY,  RAYMOND  D. ,  SA,  KS  BU  OF  INVSTGN 

MOOMAU,  ELAM  P.,  JR,  LTC,  KS  HPTL 

MURPHY,  DONALD  M,  CPT,  PD 

PERSINGER,  BILLY  DUANE,  LT,  KS  SHP 

PETTIJOHN,  GARY  HALL,  SAC,  KS  BU  OF  INVSTGN 

PICKERT,  DONALD  LEO,  COL,  KS  HPTL 

POPE,  RAYMOND  S.,  DEP  U  S  MARSHAL,  DISTRICT  OF  K 

PROSTLER,  VERNON  JOSEPH,  CPT,  KS  HPTL 

RUSH,  ALLEN  C,  COL,  KS  HPTL 

SANFORD,  LOGAN  H. ,  DIRECTOR,  KANSAS  BUREAU  OF  INV 

SCHEIBNER,  A.  M. ,  MAJOR,  KANSAS  HIGHWAY  PATROL 

SCHUREMAN,  GEORGE  J.,  SA,  KS  BU  OF  INVSTGN 

SEXSON,  CHARLES  WILLIAM,  SA  IV,  KS  BU  OF  INVSTGN 

SIMECKA,  RAPHAEL  J.,  TROOPER,  KANSAS  HIGHWAY  PATROL 

STARR,  HOWARD  E.,  MAJOR,  KANSAS  HIGHHAY  PATROL 

THOMPSON,  KIRK  DOUGLAS,  ASST  DIR,  KS  BU  OF  INVSTGN 

TORREZ,  JESSE  JOSEPH,  LT,  PD 

TROTH,  DONALD  EUGENE,  3RD  JUDICIAL  DIST,  SHAWNEE  CO 

WILLIAMS,  JACK  H. ,  SA  SUPV,  KS  BU  OF  INVSTGN 

WILTSE,  WALTER  M,  CPT,  KS  HPTL 


SA,  KS  BU  OF  INVSTGN 


BEAVERS,  GERALD  R,  SR,  COP 
VALLEY  CENTER 

68  tt   GRAGG,  JESSE  M. 
WASHINGTON 

169  KERR,  JOHN  WILEY,  SHF  OF  WASHINGTON  CO 
WELLINGTON 

103  tt   MOUSER,  KENNETH,  CHIEF  OF  POLICE 
WESTWOOD 

170  WELLS,  CARLOS  EUGENE,  COP 
WICHITA 

30  tt   ANDERSON,  RAY  L.  ,  COP 
182   BARDEZBAIN,  DANIEL  EVAN,  LT,  SEDGWICK  CO  SO 
160   BAUER,  GARY  EDHIN,  COP 

93  tt   BEVIS,  CLYDE  E.,  EXEC  OFCR,  PD 
7  *  BOHERY,  LEROY  E. ,  COP 
127   BULLINS,  JERRY  WAYNE,  DIR  OF  SEC,  WESLEY  MEDICAL  CNT 

59  #  COFFELT,  FORREST  E.,  PTLM,  PD 

89  tt   CORNWELL,  WILLIAM  A.,  DEP  CHF,  PD 

162  CURRIE,  GILBERT  ALLEN,  JR,  LT,  KS  HPTL 
111   DOTTS,  WILLIAM  T.,  JR.,  CPT,  PD 

134  #  EASTER,  RICKY  LYLE,  MAJ,  PD 

163  ELVINS,  JAMES  W,  MAJ,  SEDGWICK  CO  SD 
117   EVANS,  RONALD  DEAN,  CHF  DEP,  USMC 

II  tt   FLETCHER,  E.  REID,  OFCR,  PD 
149   GOHARD,  PAUL  S,  DEP  CHF,  PD 

140   GROSLAND,  LANNY  KEITH,  SA,  KS  BU  OF  INVSTGN 
120  tt   HAMPTON,  TROY  LEE,  MAJ,  PD 

72  tt   HANNON,  FLOYD  B.,  JR.,,  LTC,  COP 
191   HINSHAH,  ROBERT  LLOYD,  CPT,  SEDGWICK  CO  SO 
171   KING,  JERRY  LEE,  CPT,  SEDGWICK  CO  SD 

189   MOSES,  TERRI  SUE,  DEP  CHF,  PD  »,.',..,- 

122   NORMAN,  HAROLD  LESLIE,  JR,  DIVERSION  COORD,  DA'S  OFFICE 

63  #  PROWSE^CHARLEs'l.,  DIR,  KS  CIVIL  DISORDERS  UNIT 

111  RAY,  BARBARA  J.,  CAPTAIN,  PD 

58  REEVES,  JAMES  H.,  ADMIN,  SEDGWICK  CO  DA  OFC 

100  STOUT,  BOBBY  F,  EXEC  DIR,  WICHITA  CRIME  COMMI 

115  tt  THIMMESCH,  ALVIN  J.,  MAJ,  PD 

164  tt  TRAINER,  STEVEN  DALE,  DEP  CHF,  PD  „--„_  -4tr 
171  TROYER,  PETER  LEROY,  ASST  CHF,  WICHITA  AIRPORT  SAFE 
146  WILLEY,  LEO  RAY,  MAJ,  SEDGWICK  CO  SD 

177  WILLIAMS,  NORMAN  D,  DEP  CHF,  PD 
WINFI ELD 

187   KING,  CRAIG  ROBERT,  USHF,  COWLEY  CO  SD 
160   ODELL,  ROBERT  GREATHOUSE,  SHF  OF  COWLEY  CO 

KENTUCKY 

A142*#DBRIDGES,  THOMAS  MICHAEL,  CHF,  CAMPBELL  CO  PD 
186   HILL,  KEITH  DAVID,  ASST  CHF,  CAMPBELL  CO  PD 

ASHLAND 
194   ADAMS,  KENNETH  RAY,  SGT,  PD 

116  ASHER,  DOUGLAS  E,  LTC,  KY  SPOL 

182  COOPER,  JAMES  PATRICK,  CPT,  KY  SPOL 

148  FORSYTHE,  ROBERT  0,  LT,  KY  SPOL 

107  It  GILLUM,  HOWARD  R.  ,  LT,  PD 

164  HALL,  LARRY  SAM,  LT,  PD 

178  KING,  JACK  LEE,  JR,  LT,  PD 
130  MAY,  KENNETH  DAVID,  LT,  PD 

102  MCBRIDE,  RONALD  W. ,  COP 
71  tt   MUTTERS,  LEWIS  E.,  COP 

174   RATLIFF,  ROBERT  WORTH,  LT,  PD 

III  RICE,  DAVID  A.,  LT,  PD 

103  SWORD,  DOUGLAS  L,  MAJ,  KY  SPOL 
71  tt   VANHOOSE,  BILLY  J.,  LT,  KY  SPOL 
76   WILCOX,  EVERETT  E,  LT,  KY  SPOL 

129   WILLIS,  WILLIAM  STEPHEN,  LT,  PD 
BENHAM 

15  *  JONES,  TOM,  PATROLMAN,  PD 
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KENTUCKY  -  KENTUCKY 

BENTON 

161   ROY,  BRIAN  SCOTT,  SHF  OF  MARSHALL  CO 
BOWLING  GREEN 

118  tt   BUNCH,  ELVIS  PAUL,  DIR,  DPS,  HESTERN  KY  UNIV 

110  tt   FRANKLIN,  MARVIN  V,  SGT,  KY  SPOL 

144  tt   HARDCASTLE,  GERALD  LOUIS,  CPT,  PD 
166   HARRIS,  MARI  RECTOR,  SGT,  PD 

183   HUNTER,  CHARLES  WILLIAM,  SGT,  PD 

145  JOHNSON,  HORACE  FREEMAN,  JR,  DIR,  WESTERN  KY  UNIV  PD 
117  tt   LUSHER,  GARY  R.,  DET  SGT,  KY  SPOL 

90  MCMILLEN,  GUY  C. ,  LT,  KY  SPOL 

132  RAYMER,  GARY  ALLEN,  COP 

186  WALLACE,  CHARLES  MICHAEL,  DET  LT,  WESTERN  KY  UNIV  DPS 

149  WALTRIP,  BILLY  JOSEPH,  CPT,  PD 

193  WELLS,  JERRY  W,  CPT,  PD 

175  tt  WILKERSON,  BRUCE  DARR,  CPT,  PD 

127  YOUNG,  DONALD  RAY,  SGT,  KY  SPOL 
BURLINGTON 

126  FLORENCE,  JOSEPH  WILLIS,  JR,  CHF,  BOONE  CO  PD 

172  MARTIN,  CHARLES  JEFFREY,  CPT,  BOONE  CO  PD 


COL/CHF,  BOONE  COUNTY 
BOONE  CO  PD 


136 
153 
131 
184 

80 

52 
195 
169 
115 

93 
138 
174 
114 

58 
112 
125 
190 
163 


PD 


PD 
PD 


94  tt   SCHWARTZ,  THOMAS  J.,  JR. 
160   WHALEN,  JAMES  HOWARD,  LT, 
CATLETTSBURG 

110  tt   RICE,  ROY  E.,  JR.,  SHERIFF,  BOYD  CO.  SD 
COLUMBIA 

68   LLOYD,  BILLY  0,  DET  SGT,  KY  SPOL 
COVINGTON 
127  tt   CASSON,  ALDIN  EUGENE,  COP 

DOMETRICH,  WILLIAM  JOSEPH,  LTC,  PD 
DORSEY,  WILLIAM  CHARLES,  LTC,  PD 
EIFERT,  PAUL  SYLVESTER,  JR,  SGT,  PD 
GURREN,  CHARLES  MICHAEL,  LT,  PD 
HEEGER,  ARTHUR  A,  COP 
KAMPSEN,  RALPH  B. ,  LTC,  PD 
KRAFT,  MICHAEL  PAUL,  LT,  PD 
LILES,  JAMES  ELWOOD,  LT,  PD 
MARTIN,  BARRY  S. ,  CPT,  PD 
SCHMIDT,  DAVID  M. ,  SGT,  PD 
SCHMIDT,  STEVEN  JOSEPH,  CPT,  PD 
SCHNEIDER,  THOMAS  FRANCIS,  SGT,  PD 
SCHONECKER,  THOMAS  E.,  CPT.PD 
SCHWARTZ,  LYLE  F,  COLONEL,  COP 
SPANG,  JON  C,  DET  SGT,  PD 
WARDEN,  HENRY  CURTIS,  JR,  LT, 
WILLIAMS,  ANTHONY,  DET,  PD 
WILLS,  JOHN  STEVEN,  LT,  PD 
CRESCENT  SPRINGS 

187   WARD,  JOHN  MICHAEL,  II,  LT,  PD 
DANVILLE 

85  tt   ARNOLD,  WILLIAM  M,  CPT, 
178   DOWNS,  LARRY  KEITH,  SGT, 

189  PEEK,  CLAUDE  JEFFREY,  ASST  CHF,  PD 
170   WILLIAMSON,  ROBERT  AARON,  DET,  PD 

DRY  RIDGE 

133  CROSS,  DALE  WILLIAM,  SGT,  KY  SPOL 
HANKINS,  LEWIS  WILLIAM,  SGT,  KY  SPOL 
HARNEY,  PHILIP  RAYMOND,  SGT,  KY  SPOL 
LEWIS,  WILLIAM  DOUGLAS,  CPT,  KY  SPOL 
MILLER,  VIRGIL  K.,  LT,  KY  SPOL 

EDGEWOOD 

119  tt   ROHLING,  RUSSELL  KENNETH,  LT,  PD 
112   VOLLMAR,  STEPHEN  C,  COP 

ELIZABETHTOWN 
106   BUTLER,  DAVID  L,  CPT,  KY  SPOL 
DYE,  TROY  STEVEN,  SGT,  PD 
GARDNER,  RUBEN  LAVERN,  LT,  PD 
SIMS,  WALTER  R,  LTC,  KY  SPOL 

SPURRIER,  CHESTER  S.,  SERGEANT,  KENTUCKY  STATE  POLIC 
118  tt   WYATT,  CLYDE  PUSEY,  SGT,  KY  SPOL 
ELSMERE 

94  tt   HILER,  WILLIAM  I.,  COL,  COP 
ERLANGER 
177   FIELDS,  MARC  LESLIE,  SGT,  PD 
101  *  YADEN,  KENNETH  N,  JR,  COP 
FLORENCE 
124   BUELTERMAN,  PAUL  JAMES,  COP 
115   KATHMAN,  THOMAS  E,  ASST  COP 

190  STANTON,  DAMIAN  KEVIN,  LT,  PD 
FORT  CAMPBELL 

185   CHANCELLOR,  ARTHUR  STEVEN,  CWO  III,  USA 
166   JENKINS,  DONALD  RAY,  CWO  III,  USA 
176   MERRILL,  WILLIAM  FLAVIUS,  1SGT,  USA 

120  tt   SQUIRE,  WILLARD  SEARLE,  JR,  LTC,  USA 
FORT  KNOX 

164   CURTIS,  JAMES  MARTIN,  CHF,  US  MINT  POL 

115  MORIARTY,  MATTHEW  E,  SA,  USA 
FORT  MITCHELL 

134  JONES,  LARRY  MICHAEL,  DIR  POL  SERV, 
FORT  THOMAS 

136   BISCHOFF,  MICHAEL  WAYNE,  CHF, 
187   DILL,  MARK  FITZGERALD,  LT,  PD 
143   MCMULLIN,  JOHN  GEARY,  DET  SGT, 
129  tt   REVERCOMB,  THOMAS  LEWIS,  LT,  PD 
166   TALBOT,  RONALD  JAMES,  LT,  PD 
FORT  WRIGHT 

135  BROWN,  MARK  ALAN,  COP 

116  WEAVER,  PAUL  E.,  JR.,  CHIEF  OF  POLICE 
FRANKFORT 

79  tt   BABB,  LEWIS,  JR,  LT,  KY  SPOL 

28  *  BAKER,  JOHN,  COLONEL,  DIR,  KY  HPTL 


137 
130 
120 
105 


185 

133 

87 

101 


PD 


PD 
PD 


167   BALL,  DANIEL  LEE,  SR,  SGT,  KY  SPOL 
106  *  BALL,  KENNETH  A.,  LT,  PD 

128  BARTON,  JOHN  CARROLL,  CPT,  KY  SPOL 
35  *  BRITTON,  PHILIP  M. ,  PTLM,  KY  ST  HPTL 
45  *  CALVERT,  WILLIAM  D. ,  DET,  KY  SPOL 

104   CAMPBELL,  MARION  D,  CPT,  KY  SPOL 
134   CLARK,  JAMES  SCOTT,  SGT,  PD 

82  tt   CLINE,  RALPH  H,  CPT,  KY  SPOL 

60  tt   COMBS,  JAMES  EDWARD,  DET,  KY  SPOL 

92  tt   CONKWRIGHT,  ARTHUR  B,  LTC,  KY  SPOL 

97   COURTNEY,  ROBERT  N.,  DET,  PD 

75  tt   CROMER,  JAMES  E,  CPT,  KY  SPOL 

130  DEAN,  DANNY  RAY,  SGT,  PD 

126   DUNCAN,  MICHAEL  RAY,  LTC,  KY  SPOL 
169   GAY,  GREGORY  SCOTT,  SGT,  KY  SPOL 
119  tt   GIBSON,  CARLOS  ELMER,  CPT,  PD 

30  *  GILLIAM,  HAYWARD,  COL,  ASST  DIR,  KY  HPTL 
124   GRAY,  TERRY  LEE,  SGT,  KY  SPOL 
155   HANCOCK,  JAY  REED,  SGT,  KY  SPOL 
154   HARDIN,  KENNETH  EDWARD,  LT,  KY  SPOL 
112  tt   HARGIS,  CHARLES  W,  CPT,  KY  SPOL 

97  tt   HARNEY,  BEN  F,  COP 
185   HAYS,  PAUL  S,  CPT,  KY  SPOL 

141  HILL,  JAMES  RANDALL,  SR,  SGT,  KY  SPOL 

129  HOOVER,  LAWRENCE  ULLMAN,  LT,  PD 

131  JOHNSON,  CHARLES  EDWARD,  CPT,  KY  SPOL 

58  *  JOHNSON,  ROLLIE,  LT,  KY  SPOL 
188   LAWSON,  SHELBY,  LT,  KY  SPOL 

51  *  MASON,  JAMES  D. ,  DET,  KY  SPOL 
173   MAYES,  MARK  EDWARD,  SGT,  KY  SPOL 
96  tt   MCQUOWN,  RICHARD  D. ,  LT,  KY  SPOL 

161  MILLIGAN,  ROBERT  EUGENE,  LT,  KY  SPOL 
57  tt   MULLINS,  NOAH  W. ,  CAPTAIN,  KY  SPOL 

165   NAUERT,  GERALD  ANTHONY,  SGT,  KY  SPOL 

59  tt   NEWMAN,  WILLIAM  0,  CPT,  KY  SPOL 

46  #  OGRADY,  EDWARD  T.,  DETECTIVE,  KY  SPOL 

73  #  PAGE,  HUGH  W.,  SERGEANT,  KENTUCKY  STATE  POLIC 
140   PEMBLETON,  DAVID  ALLEN,  SGT,  KY  SPOL 

80  tt   POWERS,  DONALD  R,  CPT,  KY  SPOL 
183   PROVENCE,  JERALD  THOMAS,  LT,  KY  SPOL 
138   RAY,  ELMER  TEATER,  JR,  SGT,  KY  SPOL 

84  tt   REYNOLDS,  LEO,  CPT,  KY  SPOL 

66  tt   ROBERTS,  ALGIN,  MAJ,  KY  SPOL 

77  tt   ROBEY,  JOHN  D,  CPT,  KY  SPOL 

56  tt   SMITH,  PAUL  M,  MAJ,  KY  SPOL 
135   STILES,  LOUIS  RAY,  CPT,  KY  SPOL 
163   STURGILL,  ROY  EVERETT,  SR,  CPT,  KY  SPOL 
135   WATSON,  DOUGLAS  ARTHUR,  SGT,  PD 
171   WELLS,  GEORGE  OREN,  JR,  DET  SGT,  KY  SPOL 
156   WEST,  HARRY  JOSEPH,  SGT,  KY  SPOL 
176   WILHOITE,  WALTER  MARK,  LT,  PD 
129   WILLIAMS,  DAVID  NEIL,  LT,  KY  SPOL 
176   WILLIAMS,  JOSEPH  MILBURN,  CPT,  KY  SPOL 

49  tt   WILSON,  JOSEPH  B.,  DETECTIVE,  KENTUCKY  STATE  POLI 

43  tt   WOODS,  WALTER  E.,  DETECTIVE,  KENTUCKY  STATE  POLI 

142  WOOSLEY,  LARRY  J,  LT,  KY  SPOL 

54  *  YOUNG,  CHARLES  F.,  CAPTAIN,  KENTUCKY  STATE  POLICE 
GEORGE  TOWN 

112   POORE,  KENNETH  C,  CHF  DEP,  USMC 
GEORGETOWN 

162  tt   BIRDWHISTELL,  CRAIG  MOORE,  COP 
GOLDEN  POND 

160   DIX,  KENNETH  RANDOLPH,  CPT,  TN  VALLEY  AUTH 
MOORE,  RONALD  GENE,  CPT,  US  TVA 


125 
HAZARD 

124  tt 
HEBRON 

171  tt 

134 

151 
79 

109 

116 


BRITTAIN,  RAY  FRANKLIN,  CPT,  KY  SPOL 


CURRY,  KERRY  ALLEN,  LT,  CINTI/N.  KY  AIRPORT 
GENTRY,  THOMAS  DALE,  CPL,  CINTI/NO.  KY  AIRPORT 
MELVILLE,  CHARLES  JOHNS,  JR,  LT,  CINTI/NO.  KY  AIRPORT 
MENTRUP,  THOMAS  E.,  CHF,  CINTI/NO.  KY  AIRPORT 
WATTS,  LESLIE  M. ,  LT,  CINTI/NO.  KY  AIRPORT 
WEIL,  JOSEPH  C,  CHF,  CINTI/NO.  KY  AIRPORT 
HENDERSON 
150  tt   HUGHES,  DONALD  MILLARD,  LT,  KY  SPOL 

192  ISBILL,  THOMAS  PATRICK,  SGT,  KY  SPOL 
174   OSBORNE,  DAVID  WAYNE,  LT,  KY  SPOL 
189   TURPEN,  DAVID  ALLEN,  LT,  PD 

182   YOUNG,  CHARLES  ARTHUR,  LT,  PD 
HIGHLAND  HEIGHTS 

193  MULLEN,  CARL,  COP 
HOPKINSVILLE 

159   BEARD,  CARLTON  RAY,  MAJ,  PD 

98   COLON,  RUSTY  A,  ASST  CHF,  PD 
177   SIMPSON,  WILLIAM  PATRICK,  SGT,  PD 

92   WILKINS,  JIMMIE  L.,  COURT  COORDINATOR 
INDEPENDENCE 
169   BROWNING,  MICHAEL  LEE,  ASST  CHF,  KENTON  CO  PD 
195   BUTLER,  EDWARD  MICHAEL,  CPT,  KENTON  CO  PD 

97   BUTLER,  JEFFREY  L,  COP,  KENTON  CO  PD 
174   KEENE,  JOHN  LLOYD,  CPT,  KENTON  CO  PD 
179   MCNEIL,  ARTHUR  LEE,  SGT,  KENTON  CO  PD 
152  tt   PORTER,  EDGAR  KENNETH,  JR,  COP 
108  tt   SCHMIADE,  JOSEPH  E,  CHF,  KENTON  CO  PD 
JEFFERSONTOWN 

95  tt   GUTMAN,  ROBERT  J. 


LA  GRANGE 

94  tt   DAVIDSON,  DANIEL, 
109  tt   IRVIN,  WILLIAM  G, 
78  tt   SHERRARD,  BILLY  L, 


COL,  COP 

LT,  KY  SPOL 
SGT,  KY  SPOL 
,  CPT,  KY  SPOL 
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LAKESIDE  PARK 

176   HERBST,  PAUL  DHIGHT,  SGT ,  PD 
LEXINGTON  ,_„_ 

130   ADAMS,  RONALD  FREDRICK,  DEP  US  MARSHAL,  USMS 

95   BERRY,  ULYSSES  G.,  ASST  CHF,  METRO  PD 

97  tt    FLOYD,  RAYMOND  J.,  CPT,  METRO  PD 
188    FOCKELE,  WILLIAM  JOSEPH,  LT,  LEX-FAYETTE  URBAN  CO  PD 

73  I  FREEMAN,  NOLEN  H,  COP 
194   GENSHEIHER,  JOHN  PHILIP,  SGT,  LEXINGTON/FAYETTE  URBAN  C 
174    GRIMES.  KEVIN  SCOTT,  SGT,  UNIV  OF  KY  POL 
172  #  GURNEE,  JOHN  KEENE,  LT,  LEXINGTON-FAYETTE  CO  PD 
184   HAYES,  HILLIAM  ALLEN,  SGT,  UNIV  OF  KY  PD 
164   HOHARD,  GREGORY  GAINES,  CPT,  LEXINGTON-FAYETTE  URBAN  C 
190   JACOBS,  JOHN  BARKER,  CPT,  LEXINGTON-FAYETTE  URBAN  C 
110  •  KELLY,  FRED  R,  CPT,  FAYETTE  URBAN  CO  POL 
167    LANGSTON,  REBECCA  PRITCHETT,  CHF,  UNIV  OF  KY  PD 

103  I  MCCOMAS,  HILSON  H,  JR,  CHF,  UNIV  OF  KY  PD 

126  tt   MITCHELL,  JOHNNIE  MICHAEL,  MAJ,  FAYETTE  CO  SHO 
180   ROOT,  FRANCIS  DEE,  JR,  CPT,  LEX. -FAY.  URBAN  CO  PD 
115   SEHALLS,  ROBERT  C. ,  ASST  CHF,  LEX-FAYETTE  CO  PD 

104  tt   SHYE,  CARL  H. ,  LT,  LEXINGTON-FAYETTE  URBAN  PD 
113  tt   SMITH,  FRANK  D. ,  LT,  LEXINGTON-FAYETTE  URBAN  CO 
113   SMITH,  FRANK  D. ,  CPTN,  LEXINGTON-FAYETTE  PD 
100  tt   SPARKS,  JAMES  H,  LT,  METROPOLITAN  PD 

157  SUTTON,  KEVIN  BRUCE,  CPT,  LEXINGTON-FAYETTA  URBAN  C 
98  tt   THOMPSON,  GAYLORD  L.,  SGT,  METROPOLITAN  PD 

145   TIPTON,  JAMES  ANTHONY,  SGT,  KY  SPOL 

143   HALSH,  LAHRENCE  EDWARD,  CHF,  LEXINGTON-FAYETTE  CO  PD 

58  tt   WILLIAMS,  H.  ELMER,  CAPTAIN,  PD 
122  tt   WRIGHT,  JERRY  LEE,  LT,  LEXINGTON-FAYETTE  URBAN  CO 
76  tt   WRIGHT,  RAYMOND  J.,  ASST  CHF,  PD 
LONDON 

74   KING,  SAMUEL  E,  LT,  KY  SPOL 
LOUISVILLE 

158  ALDRIDGE,  MILTON,  SGT,  KY  SPOL  DRIVER  TESTING 
109  tt   ANDERSON,  SHERMAN  S,  LTC,  PD 

177   ASHCRAFT,  DENE  WEST,  LT,  PD 

96  tt   AUBREY,  JOHN  E,  DEP  CHF,  DIV  OF  POL 

150  tt   BAKER,  CHARLES  DENNIS,  LT,  PD 
175   BARRETT,  GEORGE  MARTIN,  LT,  PD 
173   BLASER,  EDWARD  DANIEL,  LT,  PD 

113  #  BOGGS,  JIM,  SGT,  PD 
103   BORDEN,  CURTIS  J.,  CPT,  PD 
171   BORDEN,  DANIEL  URIEL,  MAJ,  JEFFERSON  CO  PD 
111    BROWDER,  FREDERIC  L.,  LT,  PD 

152  tt   BROWN,  JAMES  NORMAN,  SR,  LT,  PD 
181   BURBRINK,  DONALD  FREDRICK,  II,  LT,  PD 

158  CAIN,  JAMES  COLEMAN,  LTC,  JEFFERSON  CO  SO 

173   CARCARA,  WILLIAM  SALVATORE,  CT,  JEFFERSON  CO  PD 
195   CHASE,  RICHARD  EARL,  ASAC,  ATF 
141   CLAN,  LAWRENCE  WILLIAM,  CPT,  PD 
179   CONRAD,  STEVEN  MYERS,  CPT,  PD 
99  tt   CROUCH,  BOB  G,  CHF,  JEFFERSON  CO  PD 
140   DAVIS,  FRANK  EDWIN,  JR,  DEP,  MINOR  LANE  HGTS  PD 
122  tt   DISHMAN,  BYRON  H,  SGT,  PD  „„.,.-  „„ 

119   DITTMAn!  JOSEPH  ANTHONY,  SGT,  UNIV  OF  LOUISVILLE  DPS 

116  tt   DODSON,  LARRY  E.,  LT,  JEFFERSON  CO  PD 
170   DORSEY,  ALONZO  RAYMOND,  JR,  LT,  PD 

91   DOTSON,  RICHARD  L,  CPT,  PD 

157  DRODDY,  EARL  JOHN,  LT,  PD 

107  tt   DUNLAP,  DONALD  L.,  LT,  JEFFERSON  CO  PD 
100  *  FOWLER,  JOSEPH  L.,  JR.,  LT,  DIV  OF  POL 

159  FUCHS,  JAMES  JOHN,  MAJ,  JEFFERSON  CO  PD 

119   GARDENOUR,  LEONARD  OREN,  OFCR,  PROBATION  &  PAROLE 
91  tt   GRAHAM,  KENNETH,  SR.,  CPT,  JEFFERSON  CO  PD 
69  tt   GREGORY,  ROBERT  A.,  CPT,  DIV  OF  POL 
89   GRIDER,  JESSE  W. ,  US  DIS  COURT  CLERK 

137   GRIFFITHS,  JAMES  WAYNE,  LTC/DEP  CHF,  PD 

186  HAGAN,  GARY  ANTHONY,  SGT,  PD 

158  HARRELL,  DANNY  KEITH,  SGT,  LOUISVILLE  DIV  OF  POL 
155   HART,  MICHAEL  KENNETH,  LT,  PD 

117  HASSMAN,  LARRY  B,  MAJ,  JEFFERSON  CO  PD 
81  *  HIGGINS,  JON  J,  COP 

86  tt   HIGHFILL,  BERNIE  RAY,  DET,  DIV  OF  POL 
152   HOHARD,  WILLIAM  GUTHRIE,  JR,  MAJ,  JEFFERSON  CO  PD 

55  #  HYDE,  C.  J.,  LT,  DIV  OF  POL 
102  tt   JEWELL,  DAVID  C,  DEP  CHF,  JEFFERSON  CO  PD 

89  tt   JOHNSON,  WILLIAM  R.  ,  LT,  DIV  OF  POL 

187  JONES,  LEON  EDWARD,  JR,  SGT,  JEFFERSON  CO  PD 
125   JONES,  ROBERT  DAVID,  SGT,  JEFFERSON  CO  PD 

91   KELLER,  DANIEL  P.,  DIR  OF  DPS,  UNIV  OF  LOUISVILLE 
148   KESSINGER,  BARRY  WAYNE,  CPT,  PD 
162   KINKADE,  MURRELL  RAY,  LT,  JEFFERSON  CO  PD 
120   KIRGAN,  DONNIE  DAVIS,  MAJ,  JEFFERSON  CO  PD 
59  #  KOENIG,  THELBERT  E.,  SERGEANT,  DIVISION  OF  POLICE 
24  tt   KOPP,  GERALD  C,  CAPTAIN,  DIVISION  OF  POLICE 

188  KRISTOFECK,  WILLIAM  VICTOR,  JR,  SGT,  PD 
164   LAND,  SARAH  HARWELL,  SGT,  PD 

131   LIECHTY,  DALE  ALLEN,  LT,  DIV  OF  POL 

113   LOCKHART,  NELSON  T.,  LT,  JEFFERSON  CO  PD 

128   LOESER,  CHARLES  HILLIAM,  JR,  CPT,  JEFFERSON  CO  PD 

137    LOGSDON,  CHARLES  WILLIAM,  US  MARSHAL,  USMS 

130  tt   LYONS,  GWENDOLYN  YVONNE,  LT,  PD 

183   MAGERS,  JEFFREY  SCOTT,  LT,  JEFFERSON  CO  PD 

119   MASON,  MYRA  JO,  CPT,  PD 

182   MAUNEY,  BOBBY  GENE,  JR,  LT,  PD 

98   MAYER,  CHARLES  N.,  LTC,  PD 
146   MCDERMOTT,  MARTIN  STEVEN,  MAJ,  PD 

107  tt   MERCER,  EDWARD  L.,  MAJ,  PD 

88  tt   MINTER,  WILLIAM  D,  DEP  CHF,  JEFFERSON  CO  PD 


147   MOODY,  JEFFERIES,  JR,  LT,  PD 

143  *  NOLTE,  JOHN  WILLIAM,  ASST  DIR,  UNIV  OF  LOUISVILLE  P 
118  tt   PETER,  WILLIAM  BERNARD,  JR,  LT,  PD 

2  *  PHILBY,  FRED  C,  LIEUTENANT,  DIVISION  OF  POLICE 

120  tt   PHILLIPS,  JAMES  ALLEN,  JR.,  LT ,  PD 

166    POPE,  DAVID  FRANKLIN,  LT,  JEFFERSON  CO  PD 
153   PRINCE,  WILLIAM  DAVID,  SGT,  PD 
112  tt   PUGH,  RUSSELL  F,  JR,  LT,  PD 
57  #  RAQUE,  MAURICE  J.,  CAPTAIN,  DIVISION  OF  POLICE 
168    REED,  JOHN  CALE,  JR,  LT,  PD 

144  tt   ROBERTS,  EUGENE  CARLTON,  JR,  LT,  PD 

149    SCHNELL,  MICHAEL  THOMAS,  LTC/ASST  CHF,  JEFFERSON  CO  PD 
141  #  STEWART,  GEORGE  HOUSTON,  CPT,  JEFFERSON  CO  PD 

192  STINE,  CHRISTOPHER  C,  SGT,  JEFFERSON  CO  PD 

135  tt   SWENCKI,  JOHN  EDWARD,  MAJ,  DIV  OF  POL 

147    TAYLOR,  CHARLES  EDWARD,  LT,  JEFFERSON  CO  PD 

139   THOMPSON,  CHARLES  STEVEN,  CPT,  PD 

104  #  TRUSTY,  ANTHONY  R,  CPT,  PD 

132  tt   TURNER,  PHILIP  CARL,  COL/DEP  CHF,  PD 

121  tt   WHALIN,  DAVE,  CPT,  JEFFERSON  CO  PD 
165   WILSON,  LESLIE  DOW,  LT,  PD 

134   WILSON,  MARVIN  ALLEN,  MAJ,  DIV  OF  POL 

106  tt   WOOD.  ROBERT  J,  DEP  DIRECTOR,  UNIV  OF  LOUISVIL 

136  WOOSLEY,  JAMES  REID,  II,  SGT,  DIV  OF  POL 
MADISONVILLE 

173   BOGGS,  MARC  DANIEL,  LT,  PD 
99  tt   DOUGHERTY,  EDWARD  T,  LT,  KY  SPOL 

92  GOOCH,  BILLY  W. ,  DET  SGT,  KY  SPOL 

180  HARGIS,  JAMES  RANDALL,  II,  MAJ,  PD 

193  TURNER,  THOMAS  T,  SGT,  PD 

MAMMOTH  CAVE  NATIONAL  PARK  .„„,..,  „.„„  r 

93  SMITH,  STEVEN  0.,  CHIEF,  RANGER,  NATIONAL  PARK  S 
MAYFIELD 

194  HAYES,  HAROLD  DEAN,  JR,  LT,  KY  SPOL 
134   NOWLIN,  JAMES  RONALD,  SGT,  KY  SPOL 

MAYSVILLE 

179    FRITZ,  CHARLES  LEON,  LT,  KY  SPOL 
MOREHEAD 

111  #  HENSLEY,  ALONZO  W. ,  SGT,  KY  SPOL 

100   THOMAS,  CLYDE  A.,  LT,  KY  SPOL 
NEWPORT 

142    BRANDT,  MARC  DAVID,  SGT,  PD 

181  FROMME,  THOMAS  JOSEPH,  COP 
189   MOORE,  WILLIAM  PATRICK,  LT,  PD 

NICHOLASVILLE 
168   BRUNER,  LARRY  NOLAN,  ASST  CHF,  PD 
148  #  PERKINS,  CARL  DAVID,  COP 
176   SHEA,  MARK  STEPHEN,  SGT,  PD 
OWENSBORO 

99  #  BARNETT,  VERNON  C,  CPT,  PD 
156   CAIN,  KEITH  RAYMOND,  MAJ,  DAVIESS  CO  SD 
102  »  KAZLAUSKAS,  JOHN  M. ,  CPT,  PD 
83  *  MCDANIEL,  JOSEPH  R.,  JR,  CAPTAIN,  PD 
56  tt   PATE,  ERNEST  C,  CAPTAIN,  PD 
168    PURDY,  ROBERT  MILFORD,  LT,  PD 
191   TENNANT,  FRANK  JAMES,  SGT,  PD 
151   THOMPSON,  WILLIAM  DELBERT,  III,  LTC,  PD 
PADUCAH 

93   BURCH,  FRANCIS  M. ,  SGT,  PD 
18  #  GLOVER,  E.  P.,  PATROLMAN,  PD 

127  KEELING,  WILLIAM  PAUL,  CPT,  PD 
181   MATLOCK,  WILLIAM  BURDELL,  CPT,  PD 

47  #  MOLLOY,  W.  LYLE,  CAPTAIN,  PD 
170   PERDEW,  KERMIT  ALBERT,  DET  SGT,  PD 
133   WEATHERFORD,  DAVID  JOE,  SGT,  PD 
70  tt   YANCY,  ALBERT  KEITH,  LIEUTENANT  COLONEL,  PD 
PARIS 

128  BOLING,  GEORGE  GARDNER,  COP 
175   FLORENCE,  TEDDY  CARLOS,  COP 

PARK  HILLS  ,„  ,.„„ 

121   OSTENDORF,  FRANCIS  EDWARD,  JR,  COP 

PIKEVILLE 
191   JUSTICE,  JAMES  G,  ASST  CHF,  PD 
123   MAYNARD,  PAUL  RANDALL,  LT,  KY  SPOL 
114   ROSE,  GARY  W,  LT,  KENTUCKY  STATE  POLICE 
190   STAPLETON,  LLOYD  LESLIE,  JR,  SGT,  KY  SPOL 

PROSPECT  ,   ,  . 

74  *  AUSTIN,  VERNON  B.,  COP  <COL) 

RADCLIFF  „   BR 

178   OUSLEY,  DOCKY  KEITH,  SGT,  PD 

RI95M*NM0SHER,  WALTER  C. ,  DETECTIVE  SERGEANT,  KENTUCKY  S 
121  #  PERRY,  JAMES  ALFRED,  LT,  KY  SPOL 

S154HERP0PPLEWELL,  ROBBIE  ALAN,  DEP  ADMINISTRATOR,  BULLIET  CO 
SHIVELY 

151    PAIT,  HAROLD  RAY,  JR,  MAJ,  PD 
SOMERSET 

140   GILBERT,  DAVID  EARL,  COP 
ST  MATTHEWS  „__   n. 

184    FITZGERALD,  WILLIAM  ALAN,  SGT,  PD 
TAYLOR  MILL 

195   KNAUF,  STEVEN  ALLEN,  COP 

LOUISIANA 

A112VILTRAHAN,  HUBERT  P,  CHF  DEP,  VERMILLION  PARISH  SO 
ADDIS  „   „„n 

195   BERTHELOT,  TED  LOUIS,  COP 
ALEXANDRIA 
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174   ANDRUS,  GREGORY  RUSSELL,  LT,  PD 

169    BECKHAM,  EDWIN  MARTIN,  SGT,  PO 

121   CAUGHLIN,  BILLY  WAYNE,  DEP,  RAPIDES  PARISH  SO 

137   CHEVALIER,  JAMES  WALTER,  MAJ,  RAPIDES  PARISH  SD 

129  #  CHRISTIE,  EDWARD  L,  JR,  CPT,  PD 

151   CICARDO,  THOMAS  N,  SGT,  PD 

101   COSENZA,  CHARLES  J,  JR,  INVSTGR,  DA  OFC 

131  U   COUTEE,  DAREN  ELISE,  DET  LT ,  PD 

185  ELLIOTT,  GEORGE  OLIVER,  LT,  LA  SPOL 
103   OHALLORAN,  MICHAEL  P,  CPT,  PD 

54  #  REYNOLDS,  WALTER  C,  CHF  CRIM  DEP  SHF,  RAPIDES  PARI 
116    RITCHIE,  JOHN  E,  COP 
124  #  SMITH,  EDSEL  WAYNE,  CPT,  LA  SPOL 
157    TERRAL,  CLYDE  ALFRED,  DET,  RAPIDES  PARISH  SO 
180   WAGNER,  RONALD  HERBERT,  CPT,  RAPIDES  PARISH  SD 
AMITE 

68  #  MCWILLIAMS,  JOEL  G. ,  LT,  TANGIPAHOA  PARISH  SO 

92   NORWOOD,  CARLUS  W,  SGT,  ST  JOHN  THE  BAPTIST  PARIS 

60   SIMMONS,  HULON  L.,  CHF,  TANGIPAHOA  PARISH  SO 

112  *  WATSON,  CORINNE  E,  LIEUTENANT,  TANGIPAHOA  PARISH 
ANGIE 

163   BRUMFIELD,  THOMAS  MELVIN,  CPT,  LA  DEPT  OF  CORRECTIONS 
BAKER 

150   GAUTREAUX,  SIDNEY  JOSEPH,  I,  COP 
BALDWIN 

111   GROS,  ALCIDE  J,  JR,  COP 
BARKSDALE  AFB 

143  JACKSON,  ROBERT  EDWARD,  LTC,  USAF 

135   SEXTON,  CHALMA  LEE,  JR,  CHF  MSGT,  USAF 
BASTROP 
121   CARTER,  ROBERT  PHILIP,  SHF  OF  MOREHOUSE  PARISH 

101  *  HUGHES,  MITCHELL  R.,  CHF  DEP,  MOREHOUSE  PARISH  SD 
21  *  LARCHE,  MAX,  DEP  SHF,  MOREHOUSE  PARISH  SO 

113  *  PERRY,  RICKEY  D,  CRIM  INVESTIGATOR,  MOREHOUSE  P 
188   WYATT,  TERRY  VAN,  SGT,  MOREHOUSE  PARISH  SD 

BATON  ROUGE 

186  ADAMS,  RICKY  WAYNE,  CPT,  LA  STATE  UNIV  PD 

95  ALFORD,  RONALD  L,  CPT,  PD 

138  BAPTISTE,  HARRISON  JOSEPH,  CHF,  SOUTHERN  UNIV  CAMPUS  PO 

116  BARNETT,  MICHAEL  R,  LTC,  EAST  BATON  ROUGE  PARISH  S 
9  »   BAUER,  EDWARD  0.,  JR.,  COP 

134  BINKLEY,  JOSEPH  SAMUEL,  CPT,  EAST  BATON  ROUGE  PARISH  S 

144  #  BLACKBURN,  FRANK  DEE,  CPT,  LA  SPOL 
98   BONANNO,  PATRICK  V,  EXEC  DIR,  DA  OFC 

142   BONAVENTURE,  JAMES  MILTON,  CRIM  INVSTGR,  LA  DOJ 
47  #  BOOTH,  BILLY  JOE,  MAJ,  LA  SPOL 
195   BOOTH,  JOSEPH  THOMPSON,  MAJ,  LA  SPOL 

140  #  BREAUX,  VERNICE  WILSON,  CPT,  PD 

102  BUETO,  0  CARSON,  CPT,  EAST  BATON  ROUGE  PARISH  S 
56  #  BURBANK,  THOMAS  D,  BRIGADIER  GEN,  DIR-SUP,  LA  DPS 

126   BURKETT,  PAULINE  ORY,  OFCR,  PD 

117  CAIN,  MALCOLM  D. ,  DET,  PD 

148  #  CALBERT,  CHRISTOPHER  MARION,  SGT,  PD 

135  CAMPAGNA,  GEORGE  JOHN,  JR,  INVSTGR,  LA  DOJ 
94  #  COLEMAN,  DAVID  E,  MAJ,  LA  SPOL 

81  #  COURTNEY,  KLINE  B,  CPT,  PD 

86   DAVIS,  HERBERT  N,  JR,  DEP  SHF,  EAST  BATON  ROUGE  PARI 

68  #  DUMIGAN,  JAMES  OLIVER,  LTC,  PD 
128   DURHAM,  GARY  THOMAS,  CHF,  LA  STATE  UNIV  PD 
166    EDMONSON,  MICHAEL  DAVID,  LT,  LA  SPOL 

94  #  FINN,  LARRY  G,  LT,  LA  SPOL 
100   FOLSE,  MINEL  J,  CPT,  LA  SPOL 

141  n   FUSSELL,  BONNIE  GENE,  MAJ,  LA  SPOL 

136  #  FUTRELL,  AUBREY  LEE,  JR,  SGT,  LA  SPOL 

145  GERALDS,  SILAS  MCCRAY,  JR,  CPT,  EAST  BATON  ROUGE  PARISH 

92  #  GILL,  ROBERT  L,  LT,  PD 

96  #  GONZALES,  ALFRED  A.,  LT,  LA  SPOL 
179   GUIDROZ,  BOBBY  JOSEPH,  SGT,  LA  SPOL 

126  GWIN,  FRED  AUSTIN,  III,  SEC  CHF,  LA  DOJ,  INVSTGN  DIV 

108  HARRELL,  JAMES  W,  SGT,  LA  SPOL 
78  #  HEBERT,  RUSSELL  J.,  CPT,  LA  SPOL 
88  #  HOOVER,  JOHN  L,  LT,  LA  SPOL 

111  #  HOWARD,  JAMES  B,  SGT,  LA  SPOL 
100   JACKSON,  RAY  A,  SGT,  PD 

127  #  KAHOE,  ARTHUR  JOSEPH,  III,  DET,  LA  SPOL 
60  #  KIDD,  M.  E.,  MAJ  INSPECTOR,  LA  SPOL 

109  *  KNIGHT,  R  C,  LT,  EAST  BATON  ROUGE  PARISH  SO 

182  LADNER,  CHESTER  VINCENT,  LT,  PD 

176   LANDRY,  TERRY  CLYDE,  SR,  CPT,  LA  SPOL 
176   LEDUFF,  CLAUDE  JEFFREY,  CPL,  PD 
100  #  LEE,  CLINTON  R,  CPT,  PD 
168   MAY,  GENEVIEVE  LYNN,  LT,  LA  SPOL 
162   MERCER,  CLAUDE,  LT,  LA  SPOL 

139  #  MILAN,  RUSSELL  GENE,  LT,  LA  SPOL 
106  #  MILLER,  JESSE  L,  SERGEANT,  PD 

183  MOREAU,  DONALD  RAY,  CPT,  LA  SPOL 

194   MURPHY,  RICKY  JOE,  ASST  SECT  CHF,  LA  DEPT  OF  JUST 
105   NAVARRE,  ANTHONY  G,  SUPR,  PUBLIC  DEFENDERS  OFC 
130   NEWMAN,  SIDNEY  COREY,  CPT,  PD 

93  OCONNOR,  GEORGE  J,  MAJ,  EAST  BATON  ROUGE  PARISH  S 
188   ODOM,  BENTON  POWELL,  SGT,  PD 

75  #  OTT,  JACK  L.,  LTC,  LA  SPOL 
114   PAINTER,  MURPHY  J,  DIRECTOR,  ABC  BOARD 
168   PERRAULT,  WALLACE  LOUIS,  JR,  LT,  PD 
117  *  PHILIPS,  HARRY  J,  JR,  INVSTGR,  LA  DEPT  OF  JUSTICE 

92  U   POE,  WILLIAM  T,  CPT,  LA  SPOL 
192   RAYBON,  WENDELL  PAUL,  CPT,  E  BATON  ROUGE  PARISH  SD 
182   REED,  HENRY  JOSEPH,  SGT,  LA  SPOL 
190   RICE,  LEE  THOMAS,  LT,  EAST  BATON  ROUGE  PARISH  SO 

71    RIVES,  ERNEST  E,  INVSTGR,  EAST  BATON  ROUGE  PARI 


105   ROBISON,  L.  R.,  LIEUTENANT,  LOUISIANA  STATE  PO 

98  #  ROGILLIO,  WAYNE  R,  COP 

122  RUGGIERO,  ANTHONY  GEORGE,  CHF  OF  OPERATIONS,  LA  DOJ 
125   RUSSELL,  LOUIS  HOMER,  LT,  EAST  BATON  ROUGE  PARISH  SO 
147   SANCHEZ,  ERNEST  ADAM,  JR,  CPT,  LA  ST  UNIV  PD 

136   SCHROEDER,  CHRISTOPHER  ROBER,  DET  LT,  EAST  BATON  ROUGE 
179   SHAW,  MARK  MICHAEL,  CPT,  LA  ST  UNIV  PD 

93  #  SHERRILL,  REUBEN  T,  LT,  LA  SPOL 

80   SLIMAN,  FRED,  JR.,  COLONEL,  EAST  BATON  ROUGE  PARI 

107  SMITH,  JOHN  W. ,  SERGEANT,  LOUISIANA  STATE  POLI 
159   SOILEAU,  JOHN  WAYNE,  LT,  LA  SPOL 

146  t>   SPENCER,  WILLIAM  FULTON,  CPT,  LA  SPOL, 
152  *  TAYLOR,  WILLIAM  DAVID,  INVSTGR,  LA  DOJ 

71  *  TEMPLETT,  ROBERT  M,  SUPV,  LA  DOJ 

130   THOMAS,  JAMES  HARGROVE,  LEGAL  INVSTGR,  DA  OFC 
47  U   THOMAS,  RAY  W,  INVESTIGATOR,  LOUISIANA  STATE 

152  H   THOMASSON,  ROBERT  LEE,  JR,  DEP  CMDR,  LA  SPOL 
73  #  THOMPSON,  JOHN  B. ,  JR.,  CPT,  LOUISIANA  SPOL 

184   VENABLE,  ERVIN  PAUL,  JR,  LT,  E  BATON  ROUGE  PARISH  SO 
87  #  VIDRINE,  L  COLEMAN,  CPT,  LA  SPOL 

99  #  WADDELL,  MARK  G,  SERGEANT,  LOUISIANA  STATE  POLI 

127  WALSH,  PATRICK  GEORGE,  JR,  DET,  PD 
104   WAYMIRE,  ROBERT  R,  CPT,  PD 

123  *  WEBSTER,  ISAIAH  JIMMIE,  SGT,  LA  SPOL 

172  WHATLEY,  DAVID  LEE,  CPL,  PD 
98  »   WHITE,  RALPH  E,  CPT,  LA  SPOL 

191   WHITE,  ROBERT  ADAM,  LT,  LA  SPOL 
53  *  WHITE,  WINGATE  M,  EXEC  DIR,  GOVERNORS  COMMISSION 
115   WHITTINGTON,  WILLIAM  R,  COL,  LA  SPOL 

186  WRIGHT,  LARRY  CRAWFORD,  CPT,  E  BATON  ROUGE  PARISH  SO 
164   YARBROUGH,  BETTY  JIM,  CRIM  INVSTGR,  LA  DOJ 

15  *  YELDELL,  BERRY  0.,  CAPTAIN,  SUPERVISOR,  LOUISIANA 
BENTON 
119   BREEDLOVE,  RICHARD  LAMAR,  MAJ,  BOSSIER  PARISH  SD 
178   COWAN,  RICHARD  GEORGE,  CHF  DET,  BOSSIER  PARISH  SD 

153  FURQUERON,  THOMAS  RAY,  DET  SGT,  BOSSIER  PARISH  SO 
140   TOLOSO,  MARK  ALAN,  SGT,  BOSSIER  PARISH  SO 

BOGALUSA 
183   GERALD,  ROCKY  EARL,  LT,  PD 

187  GODWIN,  MICHAEL  WAYNE,  LT,  PD 

108  #  HARTZOG,  JOHN  W. ,  ASS  CHF,  PD 
118   LATINO,  ROBERT  EDWARD,  CPT,  PD 

BOSSIER  CITY 

72  ALMOND,  BOBBY  J,  MARSHAL,  CITY  MARSHALS  OFC 

113  ALMOND,  DAVID  M,  CHF  DEP,  CADDO  PARISH  SO 

128  BOCKHAUS,  KENT  LEE,  LT,  PD 

89  #  BOLTON,  OTHO  G. ,  JR.,  MAJ,  PD 
121   FREEMAN,  MORGAN  EARL,  CPT,  PD 
150   SPEIR,  RICKEY  LYNN,  CPT,  PD 
161   SPROLES,  GLENN  PAUL,  SGT,  PD 
104  #  THORN,  JAMES  N,  JR,  MAJOR,  PD 
125   WEBBER,  DON  DEWYATT,  LT,  PD 

144   WEST,  GEORGE  MARION,  DET  SGT,  PD 

170  WHITEHORN,  HENRY  LEE,  SGT,  LA  SPOL 
BRUSLY 

195   JOHNSON,  JAMES  RICHARD,  III,  DET  CPT,  PD 
CAMERON 

173  HEBERT,  MICHAEL  SHAWN,  DET,  CAMERON  PARISH  SO 
CHALMETTE 

148  ALDRIDGE,  WILLIAM  MORRIS,  SGT,  ST  BERNARD  PARISH  SO 
191   BARTHOLOMAE,  JAMES  FREDRICK,  LT,  ST  BERNARD  PARISH  SD 
144   BERSUDER,  RICHARD  JAMES,  CPT,  ST  BERNARD  PARISH  SO 
125   LONDON,  STEPHEN  DAVID,  CHF  OF  DET,  ST  BERNARD  PARISH 

181  POHLMANN,  JAMES  JOHN,  LT,  ST  BERNARD  PARISH  SD 
COLFAX 

85   HATAWAY,  LEONARD  R.,  SHERIFF,  GRANT  PARISH 
97  *  LACOUR,  JAMES  L,  INVSTGR,  GRAND  PARISH  SO 

186   SUDDUTH,  BRADLEY  CHARLES,  ASST  CHF  OF  DET,  GRANT  PARISH 
COVINGTON 

107   CHATELLIER,  DELBERT  V.,  LT,  ST  TAMMANY  PARISH  SO 

174  CORE,  MICHAEL  DAVID,  CPT, ST  TAMMANY  PARISH  SD 
136  CROMP,  ALBERT  LOUIS,  LT,  ST  TAMMANY  PARISH  SO 
191   DILLON,  JOHN  NEIL,  LT,  ST  TAMMANY  PARISH  SD 

114  DUCK,  GEORGE  C. ,  LT,  ST  TAMMANY  PARISH  SD 

163   ESTES,  JIMMIE  RALPH,  STAFF  SGT,  ST  TAMMANY  PARISH  S 
114  #  HOLCOMB,  JOHNNIE  M,  LT,  LA  SPOL 
82   LAIRD,  WALLACE  B.,  CHF  DEP,  ST.  TAMMANY  PARISH  SO 

149  SHARP,  DONALD,  LT,  ST.  TAMMANY  PARISH  SO 
180   TAYLOR,  HAL  EDWIN,  LT,  ST  TAMMANY  PARISH  SD 

CROWLEY 

171  CLEMENT,  FREDERICK  WILLIAM,  SGT,  ACADIA  PARISH  SO 
84   GOSS,  KENNETH  G,  SR,  SHF  OF  ACADIA  PARISH 

142   MELANCON,  WAYNE  ANTHONY,  LT,  ACADIA  PARISH  SO 
155   WIMBERLY,  DANNY  HARRIS,  LT,  ACADIA  PARISH  SO 
DENHAM  SPRINGS 

154  GRAVES,  WILLIAM  LEA,  SHF  OF  LIVINGSTON  PARISH  SO 
169   WESLEY,  JEFFREY  LEROY,  COP 

DERIDDER 

72  *  LAURENT,  JOHN  L.,  DEP  SHF,  BEAUREGARD  PARISH  SO 

182  MCCULLOUGH,  ROBERT  LAWRENCE,  JR,  CHF  DET,  BEAUREGARD  PA 
ENGLAND  AFB 

134   CULPEPPER,  LOUIS  SAMUEL,  JR,  MAJ,  USAF 
EVANGELINE 

90  GUILLORY,  RUDY,  CHF  INVSTGR,  DA  OFC,  EVANGELIN 
FORT  POLK 

159   COOKSEY,  OTIS  EUGENE,  MAJ,  USA 

194   MARKER,  GERALD  ROBERT,  CWO  III,  USA 
FRANKLIN 

54  U   BAUDOIN,  CHESTER  C,  SHF  OF  ST  MARY  PARISH 
FRANKLINTON 
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LOUISIANA  -  LOUISIANA 

192    FOLSE,  DONALD  ANTHONY,  JR,  LT,  HASHINGTON  PARISH  SO 
GONZALES 

132  ARCENEAUX,  BARNEY  DALE,  COP 

110   GENSLER,  GEORGE  D,  DEP,  ASCENSION  PARISH  SO 

181    LANDRY,  HILLIAM  PRENTISS,  COP 

166    ROBERT,  CECIL  PAUL,  JR,  CPT .ASCENSION  PARISH  SD 
GRAMBLING 

95  tt   PHILLIPS,  FRANK,  JR,  CHIEF  OF  SECURITY,  GRAMBLING  C 
GRETNA 

194  CHURCH,  JOHNSON  BRADLEY,  LT,  PD 

115  CLAVERIE,  AUGUST  L. ,  JR.,  LT,  JEFFERSON  PARISH  SO 

173  CONTRANCHIS,  CARL  NICK,  SR,  LT,  PD 

195  ERHIN,  DENNIS  HILLIAM,  MAJ ,  JEFFERSON  PARISH  SO 
165  HOLLAND,  GERALD  LEE,  INVSTG,  JEFF  PAR  DIST  ATT  OFF 

189  LACHUTE,  STEVEN  ERIC,  CPT,  JEFFERSON  PARISH  SD 
165    LAHSON,  ARTHUR  SEBASTIAN,  JR,  DEP  CHF,  PD 

126    RUSHING,  THOMAS  JEROME,  CPT,  JEFFERSON  PARISH  SO 
157    HHITMER,  CHARLES  MICHAEL,  CPT,  PD 
HAHNVILLE 
186   CANASKI,  CHRISTOPHER  CARL,  LT,  ST  CHARLES  PARISH  SO 

142  CARDELLA,  JOSPEH  P,  JR,  SA,  FBI,  (LT,  ST  CHARLES  PARIS 

175  DALE,  ROBERT  JAMES,  LT,  ST  CHARLES  PARISH  SO 

123  tt   GIGLIO,  JOSEPH  THOMAS,  SR,  CHF  DEP,  ST  CHARLES  PARISH  S 

123  HANSON,  CECIL  EDHARD,  JR,  DET,  ST.  CHARLES  PARISH  SO 
156    ZINNA,  SAM  MICHAEL,  MAJ, ST  CHARLES  PARISH  SO 

HAMHOND 
119   DE  VALL,  RODDY  FRED,  COP 
114    RAACKE,  ROBERT  S.,  SERGEANT,  PD 

190  TODD,  HAROLD  PERRY,  CPT,  SOUTHEASTERN  LA  UNIV 
HOUMA 

180   BOUDREAUX,  PATRICK  ALAN,  DET,  PD 

133  BUOUET,  GODFREY  JOSEPH,  MAJ,  TERREBONNE  PARISH  SO 
1*9    NULL,  MARCEL  JOSEPH,  LT,  PD 

31  tt   PREJEAN,  ABEL  P.,  SHF  OF  TERREBONNE  PARISH 
162    RADAU,  WILLIE  CHARLES,  II,  CPT,  TERREBONNE  PARISH  SO 

JENNINGS 
141  *  GARY,  TED  JAMES,  CHF  CRIM  DEP,  JEFFERSON  DAVIS 

KEITHVILLE 

124  *  REICHEL,  JAMES  EDMUND,  ADMIN,  CADDO  DETENTION  CENTER 
KENNER 

192  BABIN,  DHANE  JOHN,  SGT,  PD 

178  CARAHAY,  STEPHEN  DOUGLAS,  SGT,  PD 

172  GALLAGHER,  JAMES  ANTHONY,  DET  SGT,  PD 
136  POHELL,  THOMAS  JAY,  LT,  PD 

LA  PLACE 

176  HAY,  ROBERT  JOHN,  CPT,  ST  JOHN  THE  BAPTIST  PARIS 
LAFAYETTE 

143  ARMBRUSTER,  GEORGE  JOSEPH,  CPT,  LAFAYETTE  PARISH  SO 
105    BARNETT,  GUY  J,  SGT,  LA  SPOL 

154  BROUSSARD,  DALE  JAMES,  DIR.  LA  SHRF  VLT  CRIM  &  NARC 
127  tt   CORMIER,  JOSEPH  BOHMAN,  CPT,  PD 

177  CRAFT,  JAMES  PAUL,  CPT,  PD 

173  FRUSHA,  ROY  WINSTON,  LT,  LA  SPOL 
145  #  GREEN,  FRANCIS,  JR,  CPT,  PD 

162  JOHNSON,  ROBERT  GEORGE,  JR,  LT,  PD 

133  LOUVIERE,  DANNY  JOSEPH,  CPT,  PD 

130  MORFORD,  JOHN  GARRETT,  SGT,  LA  SPOL 

103  tt   QUEBEDEAUX,  JERRY  J,  LTC,  LA  SPOL 

183  RABORN,  HENDELL  EUGENE,  SGT,  LAFAYETTE  PARISH  SO 

176  RUE,  LLOYD,  JR,  SGT,  LAFAYETTE  PARISH  SD 

155  SAVOIE,  MICHAEL  LEO,  DET,  LAFAYETTE  PARISH  SD 

125  THERIOT,  RONALD  JOSEPH,  CPT,  LA  SPOL 

167   VENABLE,  ALLEN  JUDE,  DET,  LAFAYETTE  PARISH  SD 
116  tt   VINCENT,  WILLIAM  R,  SR,  CPT,  LAFAYETTE  PARISH  SD 
129  tt   ZERANGUE,  GERVIS,  ASST  CHF,  PD 
LAKE  CHARLES  „,„,,  „^ 

177  BENADA,  DAVID  HILLIAM,  SUPV  ERT,  CALCASIEU  PARISH  SD 
164   DELOUCHE,  DONALD  CRAIG,  ASST  CHF  OF  DET,  CALCASIEU  PAR 

38  tt   HEBERT,  J.  H.  ,  COP 
187    JONES,  HAYMOND  LAMAR,  CPT,  LA  SPOL 
141    MARTIN,  ROBERT  VALERY,  DET  SGT,  PD 
170   MCFATTER,  WARREN  THOMAS,  SUPV,  CALCASIEU  PARISH  SO 
161   MCFATTER,  WILLIAM  BRENT,  DEP,  CALCASIEU  PARISH  SO 
170   MORGAN,  BYRON  PATRICK,  DET  SGT,  PD 
185   SALVADOR,  VICTOR  MARK,  CMDR,  CALCASIEU  PARISH  SO 
193   SCHEUFENS,  WILLIAM  ARNOLD,  DET  SUPVR,  CALCASIEU  PARISH 

80  tt   STOUT,  JOSEPH  E.,  CHIEF  OF  POLICE 
153   TANOUS,  RICHARD  FRANCIS,  PATROL  SUPV,  CALCASIEU  PARISH 
102  tt   WAGONER,  DAVID  F,  CPT,  PD 
LEESVILLE 
185    SMITH,  LARRY  DAVID,  CHF  DET,  VERNON  PARISH  SO 

79    ARMISTEAD,  REX  P.,  DIR,  REG  ORGANIZED  CRIME  INFO 
MANSFIELD 

140   RIVES,  JUDSON  CAREY,  INVSTGR,  DE  SOTO  PARISH  SO 
MARKSVILLE 

70  tt   DIDIER,  FABIUS  0,  JR,  SHF  OF  AVOYELLES  PARISH  SO 
MCDEHEE 

93   MADSEN,  CLIFFORD  L.,  COP 
HEREAUX 

175   DORAN,  JOHN  OWEN,  III,  LT,  ST  BERNARD  PARISH  SD 
METAIRIE 
180   AMSTUTZ,  VICTOR  NICHOLAS,  SGT,  JEFFERSON  PARISH  SD 
172    BOUDREAUX,  HILLIAM  DAVID,  LT,  JEFFERSON  PARISH  SD 
177    BURAS,  STEPHEN  VALLRIE,  LT,  JEFFERSON  PARISH  SD 
76   CASSANOVA,  LAWRENCE  J.,  JR.,  COL,  JEFFERSON  PARISH  SO 
184    ENGLISH,  DONALD  L,  LT,  JEFFERSON  PARISH  SO 
97    FIELDS,  EUGENE  J,  CHF  OF  DET,  JEFFERSON  PARISH  S 
120   GARNER,  ROBERT  HILLIAM,  LT,  JEFFERSON  PARISH  SO 
109   GORMAN,  WALTER  T.,  LT,  JEFFERSON  PARISH  SO 
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LAMIA,  VINCENT  PETER,  III,  LT,  JEFFERSON  PARISH  SO 
LINDSEY,  ROBERT  K,  CPT,  JEFFERSON  PARISH  SO 
MEYNARD,  KENNETH  MICHAEL,  CPT,  JEFFERSON  PARISH  SO 
MILLER,  TIMOTilY  DALE,  LT,  JEFFERSON  PARISH  SD 
NAJOLIA,  KERRY  JOSEPH,  LT,  JEFFERSON  PARISH  SO 
NORMAND,  NEWELL  DANIEL,  LT,  JEFFERSON  PARISH  SO 
RAINER,  THOMAS  ISREAL,  III,  SGT,  JEFFERSON  PARISH  SO 
RICE,  JUDITH  POTTS,  DET,  JEFFERSON  PARISH  SO 
RODRIGUE,  RICHARD  R.,  JR.,  CAPTAIN,  JEFFERSON  PARISH  SO 
RUSHING,  SUSAN  DEERING,  LT,  JEFFERSON  PARISH  SO 
SESSUM,  THOMAS  F,  CPT,  JEFFERSON  PARISH  SO 
SOTO,  ANTHONY  RICHARD,  CPT,  JEFFERSON  PARISH  SO 
THEVENOT,  JOHN  LOUIS,  LT,  JEFFERSON  PARISH  SO 


BOUGERE,  FRANCIS  MARION,  II,  DET,  PD 
BROOKS,  JUDY  LEE,  PAROLE  OFCR,  LA  DEPT  OF  CORREC 
BUFFINGTON,  WILLIE  E.,  COP 
CUMMINGS,  LARRY  JOE,  LT,  PD 
DAVIS,  JOE  VESTER,  MAJ,  QUACHITA  PARISH  SD 
DAVIS,  ROBERT,  FLD  TNG  OFCR,  OUACHITA  PARISH 
FEWELL,  RICHARD  LEE,  SR,  DEP  CHF,  OUACHITA  PARISH  SO 
GRANT,  BAILEY,  SHF,  QUACHITA  PARISH  SO 
GREGORY,  CARL  H,  DEP  SHF,  OUACHITA  PARISH  SD 
HILL,  DONALD  M.,  MAJ,  PD 
KELLY,  JAMES  C. ,  JR.,  COP 
57  #  KIRBY,  FRANK,  CHF  DEP  SHF,  OUACHITA  PARISH  S 
120   MILLER,  DANNY  GUSTAVE,  INVSTGR,  PD 

PEEL,  WILLIAM  FREDERICK,  DET  SGT,  PD 
STRUBEN,  STEPHEN  J,  LTC,  OUACHITA  PARISH  SD 
TAUNTON,  MARQUENITA  ANNETTE,  DEP,  OUACHITA  PARISH  SO 
WAWRZYNIAK,  KAZIMER  JACOB,  SGT,  PD 
WELLS,  JESSIE  JAMES,  LT,  LA  SPOL 
NATCHITOCHES 
171   JONES,  VICTORIAN  EDWARD,  JR,  DEP,  NATCHITOCHES  PARISH  S 
LEE,  LUTHER  MARVIN,  JR,  CHF  INVSTGR,  NATCHITOCHES  PARI 
PERKINS,  SAMUEL  LEIGH,  JR,  CHF  COMM  OFCR,  NATCHITOCHES 
SILVIE,  SIGGIE,  JR,  ASST  CHF,  PD 

TRAMMELL,  TRAVIS  IRA,  JR,  DEP  SHF,  NATCHITOCHES  PARISH 
NEW  IBERIA 
138   DAVIS,  STEVEN  LYNN,  COP 

52  *  DEROUEN,  J.  NIC,  DEP  SHF,  IBERIA  PARISH  SO 
140   TYLER,  0  NEIL,  CHF  CRIM  DEP,  IBERIA  PARISH  SO 
NEW  ORLEANS 
175   ADAMS,  BRUCE  EDWARD,  LT  CMDR,  PD 
ANDERSON,  BRYON  LEE,  LT,  PD 
BERGERON,  RAYMOND  W,  CPT,  PD 
BRANHAM,  JOSEPH  EUGENE,  SA,  FBI,  (LT,  PD) 
BRYAN,  MICHAEL  A,  CPT,  LA  SPOL 
CAMPBELL,  RUFUS  W,  JR,  SUP  DEP,  USMS 
CATALANO,  FRANK  ANTHONY,  SUPVY  DEP  USMS 
COMPASS,  EDWIN  PAUL,  III,  LT,  PD 

COMSTOCK,  RAYMOND  J,  CHF  INVSTGR,  ORLEANS  PARRISH  D 
CUROLE,  DONALD  JAMES,  CPT,  PD 

DAHLEM,  CAROLE  BERNADINE,  ASST  DIR,  TULANE  UNIV  DPS 
DANTON,  VIRGINIA  MARIE,  SGT,  PD 
DEUTSCHMANN,  LOUIS  H. ,  SUPT,  HARBOR  PD 
DOUCETTE,  RONALD  THOMAS,  SR,  ASST  SUPT,  PD 
DUSSET,  MITCHELL  SYREL,  ASST  SUPT,  PD 

FIELDS,  ISRAEL  RAYMOND,  JR,  INVSTGR,  ORLEANS  PARISH  DA' 
FRADELLA,  SAM  SALVADOR,  JR,  SGT,  PD 
FRISARD,  RONALD  JAMES,  LT,  LA  SPOL 
GALLIANO,  CALVIN  J,  DEP  SUPT,  PD 
GIARRUSSO,  JOSEPH  I.,  SUPT  OF  POL,  PD 
GRAHAM,  SUSAN  CECILE,  LT,  PD 
HARTMAN,  STEVEN  MARK,  LT,  PD 
HEWLETT,  CAROL  ANN,  LT,  PD 
JENNINGS,  CRAIG  JOSEPH,  LT,  PD 

JOHNSON,  THOMAS  LLOYD,  SA,  DEA,  (DET,  MOBILE  CO  SO) 
KELLY,  BERNARDINE  WEAVER,  LT,  PD 
91  #  KENT,  DAVID  R,  DEP  SUPT,  PD 
139   LANDRY,  JOHN  ALVIN,  JR,  LT, 
LAWLESS,  DANIEL  E,  LT,  PD 
LOICANO,  FELIX  M,  LT,  PD 
LOONEY,  MICHAEL  CLYDE,  SGT, 
LOPINTO,  JOSEPH  PETER,  JR,  LT,  PD 

MADDALOZZO,  ROBERT  BRUNO,  SGT,  LA  SPOL        „.„.„„  ,. 
MAHER,  WILLIAM  C,  JR.,  SPEC  INVSTGR,  ORLEANS  PARISH  G 
MCGAHA,  BILLY  W,  CPT,  PD 
110  tt   MELANCON,  PAUL  M,  SERGEANT,  PD 
163   MOUNICOU,  RALPH  JOHN,  III,  SGT,  PD 

NEWMAN,  KEVIN  LAMAR,  LT,  NEW  ORLEANS  HARBOR  PD 
NICHOLAS,  STEVEN  BERNARD,  CPT,  PD 
ORTICKE,  JOSEPH  MANUEL,  COP 
PENNINGTON,  RICHARD  J,  SUPT,  PD 
PRITCHARD,  EDWIN  G. ,  SUPT  OF  POLICE,  HARBOR  PD 
ROLLIN,  GEORGE  CARTER,  LT,  NEW  ORLEANS  HARBOR  PD 
ROOK,  JOHN  EARL,  SA,  FBI, (ST  CHARLES  PARISH  SO) 
SAACKS,  ANTOINE  M,  JR,  DEP  CHF,  PD 
SAWYER,  MICHAEL  SCOTT,  LT,  NEW  ORLEANS  HARBOR  PD 
SCHLESINGER,  CLAUDE  A,  LT,  PD 

SWAIN,  CYNTHIA  MARIE,  DIR  SFTY  &  SEC,  PROT  OF  NO 
TITUS,  PAUL  SIMEON,  SGT,  PD 

TONEyI  LARRY  MICHAEL,  SR,  CPT,  NEW  ORLEANS  HARBOR  PD 
VAPPIE,  RUSSELL  MARK,  SGT,  PD 
104  tt   WEBB,  JAMES  L,  JR,  LT,  PD 
192   WEIGAND,  CAROLYN  LELIA,  LT ,  PD 
119   WOODFORK,  WARREN  GENE,  SR,  SUPT,  PD 
NEW  ROADS 

149   SMITH,  PAUL  RAYMOND,  SHF  OF  POINTE  COUPEE  PARISH 
OPELOUSAS 


152 
106 
159 
158 
188 


143 
175 
131 
156 


133 

110 
132 

96 
115 
120 
187 

91 
184 
189 
167 

58 
174 
155 
153 
157 
118 

97 

59 
166 
185 
121 
123 
150 
194 


113 
115 
142 
151 
126 
5 
103 


172 
190 
134 
117 
91 
158 
137 
108 
192 
117 
165 
120 
167 
178 


PD 


PD 
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Kft3# 


■ 


LOUISIANA  -  MAINE 


HAROLD  A,  JR,  CHF  DEP,  PLAQUEMINES  PARISH  SO 
SYLVESTER  ROBERT,  DET,  IBERVILLE  PARISH  SO 


PLAQUEMINES  PARISH  SO 


191    TRAHAN,  RONNIE  DALE  FRANCIS,  CPT,  PD 
PLAQUEMINES 

112  *  KLIBERT 

145   LAVIGNE 
PORT  ALLEN 

143   HORNER,  DONALD  ALLEN,  MAJ,  H  BATON  ROUGE  PARISH  SO 
PORT  SULPHUR 

187   GUEY,  CHARLES  STEPHEN,  CPT 
RUSTON 

137 
29 

190 
87 

105 

131 

179 

181 

111 


DAVIDSON,  JOEY  FRED,  DET,  LINCOLN  PARISH  SD 
FRASIER,  PRENTISS,  DEP  SHF,  LINCOLN  PARISH  SO 
HANNA,  BRUCE  ERIC,  LT,  PD 
HOUCK,  W  HAYNE,  SHF  OF  LINCOLN  PARISH 
JAMES,  CHARLES  LEE,  SUPT,  LINCOLN  DETENTION  CNTR 
KAVANAUGH,  JAMES  DIGBY,  INSPR,  PD 
OSBON,  GARY  LYNN,  INVSTGR,  DA  OFC 
STONE,  STANLEY  MICHAEL,  DEP  SHF,  LINCOLN  PARISH  SO 
TUTEN,  JIM  D,  SPEC  INVSTGR,  DA  OFFICE 
SHREVEPORT 
170   ABRAHAM,  BOBBY  EARL,  LT,  CADDO  PARISH  SD 
BERRY,  RICHARD  ARMISTEAD,  CPT,  PD 
BRADFORD,  HILLIAM  CHARLES,  LT,  PD 
BRANN,  JOHN  RICHARD,  LT,  PD 
CAMPBELL,  FRANCIS  MICHAEL,  LT,  PD 
CARR,  GORDON  MC,  SUPT,  CADDO  PARISH  CORECTNAL  I 
CASH,  HALTER  D,  COP 

COLEMAN,  TRAVIS  HAROLD,  LT,  CADDO  PARISH  SO 
FLOWERS,  WILLARD  RAY,  DET,  LA  SPOL 
GOSLIN,  JAMES  M.,  SHF  OF  CADDO  PARISH 
GRUBER,  CHARLES  A,  COP, 
GUTHRIE,  MELVIN  G,  CAPTAIN,  PD 
HART,  HILLIAM  HARD,  CPT,  CADDO  PARISH  SO 
HEAD,  HAROLD  GREGORY,  SGT,  PD 
HUNSAKER,  HAROLD,  COP 
KEMPER,  HARVEY  RHINEHART,  LT,  PD 
KINCHEN,  DENNIS  R,  SGT,  PD 
LANIGAN,  JAMES  K,  COP 
MEROLLA,  ROBERT,  ASST  CHF,  PD 
MIDDLETON,  MICHAEL  DAVID,  LT,  CADDO  PARISH  SO 
MILLER,  ROBERT  H,  ADMIN  ASST  TO  SHF,  CADDO  PARIS 
PERDUE,  DOUGLAS  CAREY,  CPT,  PD 
PRICE,  ALEXANDER  JOHN,  SGT,  PD 
RAWLS,  TOD  BENSON,  TRNG  COORD,  CADDO  PARISH  SO 
RITTENBERRY,  DONAL  LEE,  MAJ,  PD 
RIVES,  RUEL  BUCHANAN,  SGT,  PD 
SELLS,  JOHN  MONROE,  MAJ,  CADDO  PARISH  SO 
SHIELDS,  NEAL  G. ,  CPT,  PD 
SMITH,  JOHN  K.,  CPT,  USAF 
SMITH,  HAYNE  EDWARD,  CPL,  PD 
STROTHER,  SHERRIE  KAYE,  CPT,  CADDO  PARISH  SO 
TERRY,  HAROLD  M,  SHERIFF,  CADDO  PARISH  SO 
VALENTINE,  WILLIAM  LLOYD,  SGT,  LA  SPOL 
WEBB,  JERRY  WAYNE,  SGT,  CADDO  PARISH  SO 
WILLIAMS,  MARCUS  C,  JR,  LT,  CADDO  PARISH 
WREN,  RALPH  W,  CAPTAIN,  PD 
WYCHE,  ROBERT  BENTSEN,  LT,  PD 


131 
139 
118 
189 

42 

90 
189 
124 

18 
113 

92 
126 
190 

60 
160 
112 

79 

91 
183 
111 
148 
181 
175 
129 
127 
154 

82 

91 
174 
138 

46 
134 
146 
130 

95 


124 
SLIDELL 

193   HOWARD,  EUGENE  JOSEPH,  CPT,  PD 
166   SWANN,  EUGENE  JOHN,  ASST  CHF,  PD 
178   SWENSON,  SIGMUND  CHARLES,  CPT,  PD 
ST.  BERNARD 

184   LEE,  JEFFERSON  E,  LT,  ST  BERNARD  PARISH  SD 
ST.  FRANCISVILLE 

62  #  PERCY,  WILLIAM  C,  JR,  SHERIFF,  WEST  FELICIANA  PARISH 
ST.  MARTINVILLE 
146   CHAMPAGNE,  STEVEN  JAMES,  COP 
GAUTHIER,  LAWRENCE  J,  COP 

GUIDRY,  MARCUS  JOSEPH,  JR,  LT-DET,  ST  MARTIN  PARISH  SD 
HAYDEL,  SCOTT  FRANCIS,  CPT,  ST  MARTIN  PARISH  SD 
LOUIS,  KENNEDY  FLOYD,  LT,  ST  MARTIN  PARISH  SO 
ROMERO,  EDRICK  LEE,  CPT,  ST.  MARTIN  PARISH  SD 
THIBODAUX 
171   BENOIT,  LARRY  BLAISE,  LT,  LAFOURCHE  PARISH  SO 
BERNARD,  JOHN  R,  COP 
ESTEVENS,  KEITH  HAMILTON,  COP 

HUNTER,  DAVID  LEONARD,  LT,  LAFOURCHE  PARISH  SO 
MUSSO,  BENNY  F. ,  CPT,  LAFOURCHE  PARISH  SO 
NULL,  WILLIAM  J,  AGENT,  DPS  AND  CORRECTIONS 
POCHE,  RALPH  JOSEPH,  LT,  PD 
WEST  MONROE 

66   DORTCH,  CHARLES  E.,  INVSTGR,  OUACHITA  PARISH  DA  OF 
116   KELLY,  PATRICK  G.,  DETECTIVE,  PD 
129   LABORDE,  LARRY  MILBURN,  COP 
75  #  MITCHELL,  JOHNNY  B,  COP 
WESTLAKE 
177   GUILLORY,  GARY  GORDON,  CPT,  PD 
168   HERFORD,  JIM  L,  COP 
ZACHARY 
138  #  CORBAN,  DENNIS  MICHAEL,  COP 
160  #  JOHNSON,  WILLIAM  HENRY,  CPT,  PD 


109 
173 
161 
193 
134 


48 
167 
145 
113 
116 
136 


ALFRED 

122 

AUBURN 

122 

99 

32  # 
194 
64  # 


MAINE 

AVERY,  RONALD  EDWARD,  CHF  DEP,  YORK  CO  SD 

LAJOIE,  DANIEL  ROMEO,  SGT,  PD 
OUELLETTE,  ROGER  A.,  LIEUTENANT,  PD 
SAVAGE,  ALTON  E.,  CHIEF  OF  POLICE 
SMALL,  RICHARD  WINSLOW,  JR,  DEP  CHF,  PD 
SMYC,  STEPHEN,  CHIEF  OF  POLICE 


124    STRICKER,  ROGER  HENRY,  COP 
93   TINER,  ROBERT  T.t  JR.,  CAPTAIN,  PD 
AUGUSTA 
172   ALCOTT,  LADD  GORDON,  LT,  ME  DPS 

ALLEN,  CHARLES  S.,  CHF  WARDEN,  DEPT  OF  INLAND  FSH 

ARNOLD,  RICHARD  R,  LT,  MAINE  SPOL 

BROWN,  WILLIAM  S.,  JR.,  MAJ,  ME  SPOL 

CAMICK,  JAMES  L.,  LT,  ME  SPOL 

DOW,  MALCOLM  TRENT,  COP 

DRAKE,  WALDO  W. ,  JR. ,  COP 

ECCLES,  RONALD  LAURENT,  CPT,  ME  SPOL 
97  it    FALCONER,  G  PAUL,  CPT,  MAINE  SPOL 
183    HARMON,  JEFFREY  DAVID,  MAJ,  ME  SPOL 

HOWES,  ALFRED  A,  CHF  CRIM  INSPTR,  DEPT  OF  ATTY 

JAMISON,  ALBERT  T.,  LTC,  DEP  CHF,  ME  SPOL 

JONES,  RICHARD  C,  CPT,  ME  SPOL 

LAMOREAU,  BRYAN  TONY,  SHRF,  KENNEBEC  SHRF  OFFICE 

MARSH,  JOHN  F,  GAME  WARDEN,  DEPT  INLAND  FISH 

MARX,  ROBERT,  COL/CHIEF,  ME  SPOL 

MERRILL,  CHARLES  ALFORD,  MAJ,  DEPT  OF  INLAND  FISHERIES 

MURPHY,  JAMES  F.,  FIELD  REP,  ME  DPS 

REARDON,  THOMAS  FALLON,  LT,  ME  SPOL 

SCHAAD,  ANNE  P,  LT,  ME  SPOL 

SMITH,  BRADFORD  SEWALL,  LT,  ME  SPOL 

TURNER,  PERCY  ALLEN,  SGT,  ME  SPOL 
131  #  WHITE,  JOHN  DAVID,  LT,  ME  SPOL 
BANGOR 

BRYCE,  ROGER  F. ,  LT,  PD 

CLARKE,  FREDERICK  E,  JR,  CPT,  PD 

COX,  BRIAN  JOSEPH,  SGT,  PD 

FERLAND,  JOSEPH  KENNETH,  DEP  CHF,  PD 

HOSMER,  MICHAEL  CHESTER,  SGT,  PD 

OHALLORAN,  ROBERT,  JR,  SGT,  PD 

REID,  TIMOTHY  MICHAEL,  SGT,  PD 

REYNOLDS,  EDWARD  J,  SHF  OF  PENOBSCOT  CO 

RICHARDSON,  TIMOTHY  BRUCE,  CHF  DEP,  PENOBSCOT  CO  SD 

ROSS,  GLENN  COLIN,  CHF  DEP,  PENOBSCOT  CO  SD 

SCRIPTURE,  JAMES  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 
69  it   SMALL,  MAURICE  W.  ,  CHIEF  OF  POLICE 
121   WETMORE,  ALLISON  WEEDEN,  LT,  PD 

WINSLOW,  DONALD  JOSEPH,  DEP  CHF,  PD 

WOODHEAD,  FRANCIS  J,  CHIEF  OF  POLICE 


93 

106 
90 

114 

173 
86 

125 


85 

84 

94 

169 

97 

27 

129 

55 

142 

193 

135 

187 


105 
102 
155 
136 
128 
144 
161 

99 
117 
185 

77 


179 
95  # 


BAR  HARBOR 

175   YOUNG,  NATHAN  WAYNE,  COP 
BATH 

146 

173 

137 
BERWICK 

96  *  TICE,  CORTLAND  W. ,  JR. 
BIDDEFORD 

8   VACHON,  JOSEPH  H. ,  DEPUTY  SHERIFF,  YORK  COUNTY  SO 


BRAWN, 
COHEN, 


CLARENCE  WINFIELD,  SGT,  PD 
IRA  JESSE,  SGT,  PD 


DAWSON,  LAWRENCE  MICHAEL,  COP 


COP 


BREWER 
164 
188 
108  # 
57  U 


BARKER,  STEVEN  EDWARD,  CPT,  PD 
GREEN,  DANNY  EARL,  CPT,  PD 
KOMAN,  DAVID  P.,  COP 

WILLOUGHBY,  RALPH  WILLIAM,  CHIEF  OF  POLICE 
BRUNSWICK 

166   MURPHY,  JOHN  MICHAEL,  SGT,  PD 
BUCKSPORT 
192   MILAN,  DAVID  LINDSAY,  DEP  CHF,  PD 


CALAIS 

151 
CAMDEN 

152 

171 
88  # 


BRIDGES,  RALPH  NORMAN,  SGT,  PD 


PD 


CHF  DEP  PISCATAQUIS  CO  SD 


BURGESS,  TERRY  ALLEN,  COP 
ROBERTS,  PHILIP  JAMES,  LT, 
SMITH,  ALBERT  M,  COP 
CAPE  ELIZABETH 
121    PICKERING,  DAVID  HILLIAM,  COP 
178   WILLIAMS,  NEIL  RICHARD,  CPT,  PD 
DOVERFOXCROFT 

110   GOGGIN,  JOHN  J. 
FALMOUTH 

176   HALL,  CRAIG  BRIAN,  SR,  COP 
174   TOLAN,  EDWARD  JAMES,  COP 
GORHAM 

91   HAGAN,  EDMUND  A.,  CHIEF  OF  POLICE 
153   KURZ,  DAVID  LEE,  COP 
HAMPDEN 

158   ROGERS,  JOSEPH  LEON,  COP 
HOULTON 

8  *  COLLINS,  MURLIN  H. ,  IDENT  OFCR,  AROOSTOOK  CO  SO 

106  MALONE,  DARRELL  LEROY,  SR,  COP 

113   MITCHELL,  DONALD  E.,  JR.,  SERGEANT,  PD 

182   PELLETIER,  DANIEL  L,  SGT,  PD 
KENNEBUNK 

131   LEBLANC,  MICHAEL  ALAN,  LT,  PD 
LEWISTON 

105   GILBERT,  LAURENT  F,  COP 

149   KELLY,  MICHAEL  FRANCIS,  LT,  PD 
87  #  VEILLEUX,  LAURENT  E,  DEP  CHF,  PD 

189   WELCH,  WILLIAM  EVERETT,  DEP  CHF,  PD 
LORING  AFB 

107  TROWBRIDGE,  JAMES  B.,  SENIOR  MASTER  SERGEANT,  U.  S. 
MILLINOCKET 

143   SCARANO,  WAYNE  VICTOR,  COP 
NORWAY 

178   MANCHESTER,  CATHLEEN  ANN,  COP, 
OGUNQUIT 

73   HANCOCK,  WILLIAM  P.,  JR.,  CHIEF  OF  POLICE 
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MAINE  -  MARYLAND 

145   HESTMAN,  BRIAN  NYE,  SGT,  PO 
OLD  ORCHARD  BEACH 

172   KELLEY,  DANA  MICHAEL,  DIR,  DPS 

104  I  TIBBETTS,  PAUL  A,  COP 

132   HELLIVER,  H  HALLACE,  III,  COP 
OLD  TOHN 

112   GAUTHIER,  DALE  A.,  CHIEF  OF  POLICE 

140   HATCH,  STEPHEN  ALLISON,  SGT,  PD 

132  OHALLORAN,  DONALD  IRVING,  COP 
PORTLAND 

149  CHITHOOD,  MICHAEL  JUDE,  COP 

103  »   DUNNEMANN,  FREDERICK  H. ,  DET  SGT,  PD 
109   ELLIOTT,  CHARLES  R.,  CPT,  CUMBERLAND  CO  SD 
90   GRIFFIN,  RICHARD  D,  COP  AUGUSTA,  MAINE  PD 
127  tt   KEARNS,  HILLIAM  FESTUS,  JR,  DET  CPT,  PD 
176   LANGELLA,  JAMES  MICHAEL,  DET  SGT,  CUMBERLAND  CO  SD 
181   LOUGHLIN,  JOSEPH  KENNETH,  DET  SGT,  PD 
170   MARCH,  NOEL  CULVER,  CHF  DEP,  CUMBERLAND  CO  SO 
118   MCDONOUGH,  MICHAEL  GERALD,  COP 
94  tt   PIAHLOCK,  STANLEY  J.,  LT,  PD 
139  $   ROSS,  DANIEL  RAYMOND,  JR,  LT,  PD 
124   SEARCY,  STEVEN  FRANCIS,  MAJ,  CUMBERLAND  CO  SD 
126   SLOCUM,  HALTER  EDHARD,  II,  SGT,  CUMBERLAND  CO  SD 
148   STANHOPE,  JAMES  S,  SR,  LT ,  PD 

ROCKLAND 
144  i   NOLAN,  JAMES  JOSEPH,  CHF  DEP,  SPOL 
154   OCKENFELS,  ALFRED,  COP 

RUMFORD 

55  ft   THERIAULT,  ALBERT  J.,  CHIEF  OF  POLICE 

SACO 
117   LABONTE,  CHARLES  M. ,  CAPTAIN,  PD 

133  LORANGER,  DAVID  ALFRED,  SGT,  PD 
SANFORD 

107  COTE,  PHILIP  G.,  SGT,  PD 

120  DUGRE,  RONALD  GEORGE,  COP 

92  tt  GREAVES,  FREDERICK  H,  COP 
SCARBOROUGH 

100  DIXON,  HOLLIS  G,  COP 

150  MOULTON,  ROBERT  ALAN,  DEP  CHF,  PD 
186  ST  PIERRE,  MARLA  ANNE,  LT,  PD 

163   TWOMBLY,  DAVID  NELSON,  LT,  PD 
SOUTH  PORTLAND 

190  BERRY,  AMY  JEAN,  LT,  PD 

151  *  BERRY,  GEORGE  PATRICK,  SGT,  PD 

159  CLARK,  MARK  ALAN,  DET  LT,  PD 
107  *  CORBETT,  JOSEPH  MURRAY,  DET,  PD 

101  #  EATON,  CLARENCE  R,  JR,  SGT,  PD 
168   MCCUE,  JEFFREY  ALLEN,  LT,  PD 

134  SANBORN,  BOYCE  ARNOLD,  DEP  CHF,  PD 
119   SCHHARTZ,  ROBERT  MICHAEL,  COP 

91  tt   SEGAL,  RALPH  K,  COP 
116   TODERICO,  FRANK  J,  LT,  PD 
TOPSHAM 

160  EDMONDSON,  STEVEN  RICHARD,  LT,  PD 
HATERVILLE 

191  MASSEY,  JOSEPH  PAUL,  DEP  CHF,  PD 
HELLS 

162   CLARK,  STEPHEN  A,  JR,  DET,  PD 

138   ZACKULAR,  HILLIAM  HENRY,  COP 
HESTBROOK 

156   ROBERTS,  STEVEN  EVERETT,  COP 
98  tt   RUSSO,  CARMINE  F,  COP 
HINDHAM 

167   LEHSEN,  RICHARD  BURR,  JR,  COP 
HINTHROP 

177   YOUNG,  JOSEPH  EDHARD,  SR,  COP, 


YORK 

195 

140 

89 


BRACY,  DOUGLAS  PERKINS,  LT,  PD 
FOSTER,  HILLIAM  RENE,  COP 
MOULTON,  ALBERT  E. ,  COP 


MARYLAND 
ABERDEEN 
127  tt   BUSIC,  MERLE  HALE,  SA,  USA 
189   LAHSON,  CHARLES  FRANKLIN,  DEP  CHF,  PD 
123   PERRY,  ROBERT  RALPH,  CPT,  PD 
111   ZOTOS,  MICHAEL  C,  COP 
ANDREHS  AFB 
115   BYNUM,  DAVID  J,  CPT,  USAF 

119   GOUDIE,  JAMES,  CHF,  AIR  FORCE  ONE  SEC  STAFF 
162   LACY,  LEONARD  CALUP,  III,  MAJ,  USAF 
115   SANDERS,  VAN  A,  TECHNICAL  SERGEANT,  USAF 
ANNAPOLIS 
181   BROLL,  TAMMY  SHAHN,  LTC,  MD  NATURAL  RESOURCES  POL 

BROMHELL,  HAYNE  O'NEILL,  SR,  MAJ,  MD  NATURAL  RESOURCES 

CLOOKIE,  HOODROH  FRANKLIN,  SR  SA,  USCG 

COOK,  HARVEY  CARLISLE,  LTC,  NATURAL  RESOURCE  POL 

DELEAVER,  DOUGLAS,  MAJ,  MD  NATURAL  RESOURCE  POL 

EMORY,  ROBERT  H. ,  LT,  PD 

FOGLE,  HILLIAM  N,  DETECTIVE  CPL  PD 

GITTINGS,  CASSIN  BENNETT,  MAJ,  PD, 

HALL,  RUSSELL  RANDALL,  JR,  LT,  PD 

HARRINGTON,  TERRENCE  JOSEPH,  LT,  PD 

HOHARO,  MICHAEL  EDHARD,  MAJ,  MD  NATURAL  RESOURCES  POL 

HURLEY,  JAMES  M,  LTC,  MD  NTURL  RESOURCES  POL 

JOHNSON,  JOSEPH  SAMUEL,  COP 

MCCREARY,  CLAUDE  HILLIAM,  I,  DEP  SHF,  ANNE  ARUNDEL  CO  ! 

NORBECK,  JOHN  HADE,  CHF,  MD  FOREST  PARK  AND  HILDLI 

POHELL,  HILLIAM,  LT,  PD 

RANDALL,  NORMAN,  MAJ,  PD 


157 
130 
132 
167 

86 
110 
134 
173 
179 
174 
112 
125 
149 
151 
190 

92 


126  #  ROBBINS,  HAROLD  MANSFIELD,  COP 

191   SHERBERT,  JOHN  FREDERICK,  MAJ,  MD  NATURAL  RESOUCES  POL 

114  tt   TAYLOR,  JACK  T,  SUPT,  MD  NTRL  RESOURCES  POL 

164  #  TURNER,  THOMAS  RICHARD,  SR,  LTC,  MD  NATURAL  RESOURCES  P 
103   HALLACE,  AUGUST  S,  SGT,  PD 

142  tt   HOOD,  FRANKLIN  IRVING,  COL/SUPT,  MD  NATRL  RESRS  POL 
BALTIMORE 

151   ANDREH,  MICHAEL  JOSEPH,  CPT,  PD 

117  #  ARMSTRONG,  HERBERT  FRANKLIN,  MAJ,  PD 

107  tt   BARNES,  JOHN  ALLEN,  LTC,  PD 

81  tt   BARNOLD,  JOHN  C. ,  JR.,  CPT,  PD 
161    BASS,  MICHAEL  DANA,  MAJ,  PD 
178   BLACKHELL,  KENNETH  LEE,  MAJ,  PD 
116   BOLES,  MARCELLUS,  COL,  PD 
189   BOHERS,  C  THOMAS,  CPT,  MD  SPOL 

91  tt   BROCKINGTON,  MC  NEAL,  MAJ-DIR,  PD 

165  BUNCH,  HEZEKIAH,  JR,  CHF,  HOUSING  AUTH  OF  BALTIMORE 
91  #  BURRITT,  HARHOOD  H,  DEP  COMR,  PD 

138  COLLINS,  JOHN  JAMES,  DIR,  UNIV  OF  MD  AT  BALTIMORE  P 
132  tt   COLLINS,  RONALD  BARTLEY,  MAJ,  PD 

130   COSTER,  DOUGLAS  GREGG,  CPT,  PD 
169  #  CRUMRINE,  STEVEN  ALAN,  COL,  PD 
90  tt   D  ANDELET,  SAMUEL  A,  DEP  MARSHAL,  USMS 
150   DANIEL,  RONALD  LATRELL,  COL,  PD 

119  tt   DIPINO,  CHARLES  JULIUS,  MAJ,  PD 
136  #  DISTEFANO,  ROBERT  LEE,  MAJ,  PD 

139  DOWNING,  WILLIAM  MOSES,  CPT,  MD  PORT  ADMIN  PD 

143  #  DUNCAN,  DAVID  FRANKLIN,  SGT,  MD  PORT  ADMIN  PD 
40  tt   FORD,  MICHAEL  A.,  PTLM,  BALTIMORE  PD 

192  GAVRILIS,  JOHN  ELEFTHERIOS,  COL,  PD 

144  GRAHAM,  ROBERT  DALLAS,  MAJ/DIR,  MD  PORT  ADMIN  POL 
50  #  GRUNDER,  FRANK  W. ,  LIEUTENANT,  PD 

183   HAIRSTON,  CORNELIUS  J,  III,  MAJ,  HOUSING  AUTH  BALTIMORE 

140  tt   HYATT,  SIDNEY  ROBERT,  MAJ,  PD 
85  #  KOLLMANN,  JOHN  G,  JR,  MAJ,  PD 

80  #  LARKIN,  ROBERT  L,  DIR  OF  SEC,  JOHNS  HOPKINS  UNIV 
138  tt   MAY,  ROBERT  LEWIS,  II,  LT,  UNIV  OF  MD  PD 

146  #  MCQUAY,  MELVIN  CARL,  DEP  COMMISSIONER,  PD 

99  #  MINOR,  PAUL  K.,  CWO  II,  USA 

83  #  MULLEN,  RONALD  J,  DEP  COMMISSIONER,  PD 
121  #  NEWMAN,  JOSEPH  PATRICK,  MAJ,  PD 
126   NIELSEN,  ROBERT  CHARLES,  DIR,  UNIV  OF  MD  DPS 

94  #  NIXON,  JOSEPH  W,  DEP  COMM,  PD 
106  tt   OHARA,  EUGENE  M.,  LIEUTENANT,  PD 
102  *  PATTERSON,  PATRICK  A,  SA,  FBI,  (INVESTIGATOR,  CHEMUN 

120  #  PETRECCA,  RONALD  JOSEPH,  CPT,  MD  TOLL  FACILITIES  POL 
182   POWELL,  BARRY,  MAJ,  BALTIMORE  CITY  PD 

143   REINTZELL,  JOHN  FREDERICK,  MAJ,  PD 
105   SHIREY,  ELBERT  FRANKLIN,  JR,  MAJ,  PD 
151   SINNAR,  JOAN  MARIE,  SR  SA,  US  CUSTOMS  SER 
156  #  SMITH,  WILLIAM  B,  MAJ,  PD 

193  STEVENS,  RONALD  DEAN,  CPT,  MD  TRANS  AUTH  POL 

93  tt   STEWART,  KENNETH  F,  AGENT  IN  CHARGE,  MD  ALCOHOL  & 
108  #  TABELING,  STEPHEN  B.,  LT,  PD 

123  #  WAGNER,  JOHN  RICHARD,  CPT,  PD 

173  WILLIS,  LINDA  JANETTE,  CHF,  BALTIMORE  CITY  SCHOOL  POL 

142  WINSOR,  KAY  AUMAN,  CHF,  UNIV  OF  BALTIMORE  PD 
92  tt   WOODS,  DONALD  E,  MAJ,  PD 

91  tt   WOODS,  EDWARD  V,  COMMISSIONER,  PD 
BARSTOW 

124  tt   BOWEN,  EDWARD  LEE,  CHF  DEP,  CALVERT  CO  DTNTION  CN 
BEL  AIR 

147  AIELLO,  RICHARD  MICHAEL,  MAJ,  HARFORD  CO  SD 
128   BAKER,  DONALD  CHARLES,  LT,  HARFORD  CO  SD 

174  GOLDING,  ROBERT  THOMAS,  CPT,  HARFORD  CO  SD 

143  MATRANGOLA,  LEO  FRANCIS,  COP 

166  #  MILLS,  MARLIN  LEE,  CPT,  HARFORD  CO  SO 
179   ROSS,  NORMAN  EUGENE,  LT,  PD 

187  WILLIAMS,  RICKY  FENTON,  CPT,  HARFORD  CO  SO 
BETHESDA 

151   EVANS,  THOMAS  DAVID,  LTC,  MONTGOMERY  CO  PD 

143   FENNELL,  WILLIAM  JOSEPH,  JR,  MAJ,  USA 
BLADENSBURG 

184   OWENS,  CHARLES,  LT,  PD 

110   ZIDEK,  ROBERT  M,  COP 
CAMBRIDGE 

188  BROMHELL,  WAYNE  0,  JR,  CPL,  PD 

168  *  HARING,  MICHAEL  LEE,  CHF  DEP,  DORCHESTER  CO  SO 
179   MALIK,  KENNETH  WORTH,  LT,  PD 

100  MALONEY,  MICHAEL  J,  MAJ,  PD 

153   MCCOLLISTER,  STEVEN  HOWARD,  LT,  PD 
88   WROTEN,  RUSSELL  E.,  CHIEF  OF  POLICE 
CHFVY  CHASE 

158   GORDON,  ROY  ANTHONY,  SGT,  CHEVY  CHASE  VILLAGE  PD 
CHEVY  CHASE  VILLAGE 

101  WINKEL,  GEORGE  W. ,  JR,  COP 
CLI NTON 

186   BARNES,  ORLANDO  DAVID,  LTC,  PRINCE  GEORGE'S  CO  PD 
COLLEGE  PARK 

98   BELL,  RALPH  W,  CPT,  UNIV  OF  MD,  DPS 

102  *  JANKOWSKI,  LEONARD  B,  DIR,  DPS,  UNIV  OF  MD 
133  tt   SIDES,  EUGENE,  COP,  UNIV  OF  MD 

TROFTON 

121  tt   REDIFER,  GRACE  LORRAINE,  CPT,  ANNE  ARUNDEL  CO  PD 
CUMBERLAND 

109   DICK,  JAMES  R,  JR,  COP 

189  GOAD,  DAVID  ANTHONY,  SHF  OF  ALLEGANY  CO, 
194   GYGER,  LAWRENCE  STEVEN,  LT,  PD 

105   HUTT,  DAVID  E,  LT,  PD 
95  tt   MCCUSKER,  WAYNE  M,  LT,  PD 
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MARYLAND  -  MARYLAND 


127 

99 

174 

90  # 
EASTON 

91  tt 
167 
141 
191 
178 


MORLEY,  JOHN  HINFIELD,  CPT,  PD 
SCHULTEN,  LEO  B,  CPT,  PD 
SCHULTEN,  LILLIAN  MARIE,  SGT,  PD 
SHANK,  HILBUR  E,  COP 


53  tt   MAIN,  CHARLES  VICTOR,  COP 
107   RAFFENSBERGER,  REGIS  R,  COP 
171  tt   STINE,  PIERCE  CHARLES,  JR,  COP 

HOHARD  EUGENE,  CPT,  FREDERICK  CO  SO 


BLESSING,  R  EDHARD,  COP 

BLUE,  MELBOURNE  JOSEPH,  LT,  PD 

CHASE,  HALTER  EDHARD,  COP 

HOBBS,  ROBERT,  CPT,  PD 

SPENCER,  DAVID  ALLEN,  CPT,  PD 
ELLICOTT  CITY 

96  tt   BURKE,  JACK  0,  SR,  CPT,  HOHARD  CO  PD 

tt   CHANEY,  FREDERICK  HILSON,  CHF,  HOHARD  CO  PD 

DRUMMOND,  STEPHEN  EDHIN,  CPT,  HOHARD  CO  PD 
tt   GEISLER,  EDHARD  E,  LT,  HOHARD  CO  PD 
tt   HAJEK,  PAUL  NORMAN,  LT,  HOHARD  CO  PD 

#  HARRISON,  HARRY  M. ,  LIEUTENANT,  HOHARD  COUNTY  PD 
HYSON,  GLENN  MARSHALL,  LT,  HOHARD  CO  SO 
LIVESAY,  GERALD  HAYNE,  CHF,  HOHARD  CO  PD 

#  MATHEHS,  ROBERT  0.,  JR.,  COL/CHF,  HOHARD  CO  PD 
MCMAHON,  HILLIAM  JOSEPH,  LT,  HOHARD  CO  PD 
PATERNI,  MARK  LOUIS,  MAJ,  HOHARD  CO  PD 

tt   ROBEY,  JAMES  N,  JR,  CHF,  HOHARD  CO  PD 

SPAULDING,  HILLIAM  JEFFREY,  CPT,  HOHARD  CO  PD 
YEAGER,  NANCY  YELONDA,  LT,  HOHARD  CO  PD 
ZUMBRUN,  ALVIN  JOHN,  JR,  CPT,  HOHARD  CO  PD 
FOREST  HEIGHTS 

124  tt   POLIS,  HARRY  JOHN,  COP 
FOREST  HILL 

118   HARKINS,  JOHN  HESLEY,  DEP  CHF,  PD 
FORESTVILLE 
162  tt   ADAMS,  EDHARD  EARL,  MAJ,  PRINCE  GEORGE'S  CO  PD 
tt   ARMSTRONG,  EDHARD  J,  CPT,  PRINCE  GEORGES  CO  PD 
tt   CROYLE,  HAYNE  ROY,  MAJ,  PRINCE  GEORGES  CO  PD 

#  CRUMP,  MILTON  MAURICE,  JR,  MAJ,  PRINCE  GEORGES  CO  PD 

#  DUCELLIER,  VINCENT  P,  JR,  LTC,  ASST  CHF,  PRINCE  GEORGES 

#  FITZPATRICK,  JAMES  EDHARD,  CPT,  PRINCE  GEORGES  CO  PD 
tt   FREE,  VINCENT  STETSON,  COP 

tt   JOHNSON,  HILLIAM  RUSSELL,  SR,  CPT,  PRINCE  GEORGE'S  CO  P 
tt   KALMUS,  RALPH  F.,  CPT,  PRINCE  GEORGE'S  CO  PD 
tt   RHOADS,  JOHN  H.,  COL,  COP,  PRINCE  GEORGES  CO  PD 
tt   RIESS,  ERNEST  HENRY,  MAJ,  PRINCE  GEORGES  CO  PD 

#  ROBINSON,  GEORGE  FREDERICK,  MAJ,  PRINCE  GEORGES  CO  PD 
tt   ROGATO,  THOMAS  A.,  MAJOR,  PRINCE  GEORGES  COUNTY  P 
tt   SHANER,  RICHARD  ALBERT,  CPT,  PRINCE  GEORGES  CO  PD 
tt   TAYLOR,  CLABERT  H. ,  MAJOR,  PRINCE  GEORGES  CO  PD 
tt   TURNER,  RICE  T,  LTC/DEP  CHF,  PRINCE  GEORGE  S  C 

92  tt   VASCO,  JOSEPH  D,  JR,  ACTING  CHF,  PRINCE  GEORGES  CO 
FORT  HOLABIRD 

73  #  BRISENTINE,  ROBERT  A.,  JR.,  DIR,  CRIME  RECORDS  DIRECTOR 
FORT  MEADE 
149   ALLEN,  DAVID  CLYDE,  SA,  USACIDC 

BAKER,  JUAN  MORENO,  CHO  III,  USA 

BARROH,  HINFRED,  CHO  II,  USA 

BERNIER,  RONALD  HALTER,  MSGT,  USA 

BROCKHELL,  HILLIAM  BRUCE,  LT,  NATL  SEC  AGY 

COLLINS,  BILLIE  K,  LTC,  USA  INTELLIGENCE  AGY 

DHYER,  HILLIAM  MICHAEL,  CHO,  USA 

FERGUSON,  HALTER  N,  III,  COL,  USA 

GLEESON,  ROBERT  PHILLIP,  CHO  III,  USA 

HOGAN,  PATRICK  JAMES,  SR,  CHO  IV,  USA 

HOLPER,  MICHAEL  PAUL,  SA,  USA 

HOMAN,  ERIC  DAVID,  CPT,  USA 

HOHE,  JOHN  G,  CPT,  USA 

HUFF,  CONSTANCE  YVONNE,  CHO  III,  USA 

KENDRICK,  CARRIE  HILLIAMS,  MAJ,  USA 

KING,  HOHARD  L,  JR,  COL,  USAF, 

LIGHTNER,  CHARLES  H,  CPT,  USA 

MARSILLO,  GREGORY  HILLIAM,  SA,  USA 

MARTIN,  CLARENCE  ELLIS,  JR,  CHO  IV,  USA 

MCINTOSH,  RICHARD  SIDNEY,  SA,  USA 

MICKLER,  JOSEPH  EDHIN,  MAJ,  USA 

MIDDLETON,  THOMAS  CLINTON,  JR,  LTC,  USA 
91  tt   MORDEAUX,  CORRY,  LTC,  USA 
117  tt   MURPHY,  DANIEL  D,  CHO,  USA 

159   OLEARY,  DAVID  EDHARD,  SGT,  NATL  SECURITY  AGENCY 
121   PADGETT,  JAMES  ANDREHS,  CPT,  USA  INTELLIGENCE  AGENCY 

96  It   ROBINSON,  FRANCIS  R,  CH3,  U  S  ARMY 
146   ROSARIO,  RUBEN,  CHO  III,  USA 

SAVIO,  SHERRY  HATOSY,  CH3,  USA 

SELIGMAN,  ARNOLD  LEON,  COL,  USA 

SIDHELL,  RONALD  LEE,  JR,  CHO  II,  USA 

SMITH,  TERRY  L,  MAJ,  US  ARMY  INTELLIGENCE  AGEN 

STEHARD,  OTIS  LYNN,  CPT,  USA 

STOYE,  GABRIELLE  JEANETTE,  CHO  II,  USA 

TACKETT,  PHILIP  EUGENE,  SA,  USACIDC 

TALBERT,  MICHAEL  EDHARD,  LT,  NSA 

TOHNSLEY,  RICHARD  HOHARD,  LT,  PD 

HASHINGTON,  CHARLES  LENHOOD,  CHO  II,  USA 

HILLIAMS,  LEE  A,  SA,  USA  INTELLIGENCE  AGCY 

HOLFE,  CHARLES  HARRY,  JR,  CMDR,  NATL  SEC  AGENCY 

ZEH,  PETER  JOHN,  CHO  III,  USA 
FREDERICK 
184   ANDERSON,  FREDERICK  ALLEN,  CPT,  FREDERICK  CO  SO 

CHASE,  THOMAS  VINTON,  LT,  PD 

DOMER,  BARBARA  DORSEY,  LT,  PD 

DOMER,  HAROLD  LEROY,  JR,  CPT,  PD 

DOXZEN,  DAVID  MICHAEL,  MAJ,  FREDERICK  CO  SO 

EYLER,  GREGORY  LEE,  CPT,  FREDERICK  CO  SD 

LEHIS,  RICHARD  E,  LT,  PD 


120 
155 
110 
138 

55 
175 
163 

77 
192 
129 
116 
187 
177 
170 


101 
131 
141 

90 
118 

41 
159 
103 

86 
138 
150 

81 
122 

99 
115 


195 
182 
139 
165 
100 
122 

95 
140 
141 
193 
184 
113 
180 
167 
117 

97 
177 
135 
126 
131 

98 


195 
123 
179 
104 
130 
176 
175 
189 
129 
162 
109 
180 
132 


194 
183 
191 
168 
176 
115 


HILLIAM,  JR,  ASST  CHF,  PD 
CLIFFORD  A,  LT,  FROSTBURG  COLLEGE 


PETER  HHEELOCK,  LT, 
MARY  ANN,  COP 


PD 


137  tt   HHIMS, 
FROSTBURG 

131   EVANS, 

112   HALLS,  CLIFFORD  A,  LT,  FROSTBURG  COLLEGE  PD 
GAITHERSBURG 

186  JONES, 

155  VIVERETTE, 
GERMANTOHN 

177  RODBELL,  ALAN  GARY,  MAJ,  MONTGOMERY  CO  PD 

187  SHOHERS,  RUSSELL  CLYDE,  JR,  SEC  SPECIALIST,  DEPT  OF  ENE 
GRANTSVILLE 

192  SMITH,  CYNTHIA  RAE,  LTC,  MD  SPOL 
GREENBELT 

169   CRADDOCK,  MICHAEL  DEAN,  LT,  PD 
146   CRAZE,  JAMES  ROLAND,  COP 

184  ONEIL,  DANIEL  PATRICK,  LT,  PD 
HAGERSTOHN 

123   EVANS,  MARTIN  VAN,  LT/HARDEN,  HASHINGTON  CO  SO 

194  FAITH,  MARK  STANLEY,  SGT,  HASHINGTON  CO  SO 

156  FRICK,  ROBERT  JOSEPH,  LT,  PD 

144  tt   GOOD,  RICHARD  HOHARD,  SGT,  HASHINGTON  CO  SO 
97  tt   HAMBERGER,  DONALD  M. ,  SR,  CPT,  PD 

195  KLINE,  MARGARET  A,  LT,  PD 
106  tt   LOHRY,  ALBERT  C,  JR,  LT,  PD 

152   MADES,  CHARLES  FRANKLIN,  SHF  OF  HASHINGTON  CO 
112  tt   MOSER,  ALDINE  N.,  JR.,  DIR  OF  PTL,  HASHINGTON  CO  SO 
95  tt   MOHEN,  CLINTON  E,  COP, 

178  MULLENDORE,  DOUGLAS  HILLIAM,  SGT,  HASHINGTON  CO  SO 
33  tt   OVERTON,  BLAIR  P.,  COP 

131  tt   RYLAND,  RALPH  B,  SR,  SGT,  PD 
118  tt   SIEBERT,  GEORGE  LEE,  CPT,  PD 

172   VOYTKO,  ROBERT  NICHOLAS,  CPT,  PD 
49  tt   HIGFIELD,  GRAYSON  LEO,  LIEUTENANT,  PD 
66  *  HIGFIELD,  PAUL  ELLSHORTH,  SERGEANT,  PD 
HAVRE  DE  GRACE 

167   VANGILDER,  JOHN  HILLIAM,  LT,  PD 
HURLOCK 

134   LAMPHERE,  HILLIAM  LEROY,  COP 
HYATTSVILLE 

63  *  DENNIS,  SILAS  E.,  JR.,  COP 
KENSINGTON 

132  #  MELTON,  CLIFFORD  RAY,  SGT,  MONTGOMERY  CO  DEPT  OF  POL 
LA  PLATA 

60  #  GARNER,  FRANCIS  C,  SHF  OF  CHARLES  CO 
129  tt   GARTLAND,  JAMES  FRANCIS,  II,  SHF  OF  CHARLES  CO 
160   OTOOLE,  MICHAEL  JOSEPH,  MAJ,  CHARLES  CO  SO 

193  HILLIAMS,  RALPH  DAVID,  LT,  CHARLES  CO  SO 

185  HYANT,  FREDERICK  MICHAEL,  2LT,  CHARLES  CO  SO 
LANDOVER 

108  tt   ALBERT,  JOHN  E,  MAJ,  PRINCE  GEORGES  CO  PD 

tt   BLAKE,  HOHARD  STEHART,  JR,  LTC,  PRINCE  GEORGE'S  CO  PD 
FULLER,  ROBERT  DANIEL,  MAJ,  PRINCE  GEORGE'S  CO  PD 
GIBBS,  KELLY,  CHF,  PRINCE  GEO'S  CO  FIRE  DEPT 
MOSS,  JOHN  EVEN,  JR,  LTC,  PRINCE  GEORGE'S  CO  PD 

#  ROBERTS,  HILLIAM  RUSSELL,  MAJ,  PRINCE  GEORGE'S  CO  PD 
tt   ROSS,  JAMES,  MAJ,  PRINCE  GEORGES  CO  PD 

#  SHANKS,  LARRY  L.,  MAJ,  PRINCE  GEORGE'S  CO  PD 
HRIGHT,  MARK,  MAJ,  PRINCE  GEROGE'S  CO  PD 


175 
177 
180 
171 
166  tt 
100  tt 
105  tt 
183 
LAUREL 
152  tt 
191 


SHF  OF  ST  MARYS  CO 
ST  MARY'S  CO  SO 


COOK,  ARCHIE  HUBERT,  COP 
FAIRALL,  HILLIAM  F,  LT,  PD 
87  tt   KAISER,  ROBERT  M,  COP 

106   MARTIN,  JOHN  M,  LT,  PD 

126  tt   SHEGAN,  MILAN,  LT,  PD 
LEONARDTOHN 

68  *  BURROUGHS,  BENJAMIN  HENRY,  JR. 

165  tt   COPADO,  JOHN  GREGORY,  SR,  SGT, 

149   MALOY,  JOSEPH  RONALD,  SGT,  ST  MARYS  CO  SD 
MILLERSVILLE 

182   BARR,  GARY,  DEP  CHF,  ANNE  ARUNDEL  CO  PD 
BECK,  ROBERT  ALLEN,  COP 

BROHN,  EDHARD  DONALD,  CPT,  ANNE  ARUNDEL  CO  PD 
COLLIER,  HARRY  LEE,  JR,  CPT,  ANNE  ARUNDEL  CO  PD 
DAVIS,  EMERSON,  CPT,  ANNE  ARUNDEL  CO  PD 

122  tt   DONOHO,  HILLIAM  HOHARD,  MAJ,  ANNE  ARUNDEL  CO  PD 
84  tt   FRYE,  MAXHELL  V,  JR,  CHF,  ANNE  ARUNDEL  CO  PD 
HAGNER,  ELMER  F.,  JR.,  COP 
JAMAR,  GEORGE  F.,  LT,  ANNE  ARUNDEL  CO  PD 
KOCH,  EDGAR  FRANK,  DEP  CHF,  ANNE  ARUNDEL  CO  PD 
LINDSEY,  HILLIAM  S,  COP,  ANNE  ARUNDEL  CO  PD 
LYLE,  JOSEPH  GARY,  LT,  ANNE  ARUNDEL  CO  PD 
MILHOLLAND,  FRANKLIN  H,  CPT,  ANNE  ARUNDEL  CO  PD 
MORGAN,  MARK  HOHARD,  LT,  ANNE  ARUNDEL  CO  PD 
NUNN,  CURTIS  R,  CPT,  ANNE  ARUNDEL  CO  PD 
SNOH,  JAMES  MICHAEL,  LT,  ANNE  ARUNDEL  CO  PD 
VANSCOY,  PERRY  E.,  CPT,  ANNE  ARUNDEL  CO  PD 
VICK,  ASHLEY,  CHIEF,  ANNE  ARUNDEL  CO  PD 
HARD,  DON  FRANKLIN,  LT,  ANNE  ARUNDEL  CO  PD 


157 
136 
175 
190 


55 
106 
153 

98 
169 
117 
194 

98 
165 
111 

82 
145 


OAKLAND 

139  *  TICHNELL,  HARLAND  STANLEY,  CHF  DEP,  GARRETT  CO  SD 
170   TUCKER,  DONALD  HAGNER,  CPT,  GARRETT  CO  SO 

OCEAN  CITY 

140  CURRENCE,  RICHARD  STEPHON,  LT,  PD 
181   DOYLE,  MARK  ALAN,  LT,  PD 

139   KELCHNER,  JEFFREY  CHARLES,  CPT,  PD 
193   KIRSTEIN,  KEVIN  MICHAEL,  LT,  PD 
120   MASSEY,  DAVID  CHARLES,  COP 
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MARYLAND  -  MASSACHUSETTS 

163    PARKER,  EUGENE,  CPT ,  PD 
PALMER  PARK 

191    CHAMBERS,  TERESA  C,  MAJ,  PRINCE  GEORGE'S  CO  PD 

188    LINDSAY,  JOHN  C,  MAJ,  PRINCE  GEORGE'S  CO  PD 
PASADENA 

161    SHANAHAN,  PATRICK  THOMAS,  DEP  CHF,  ANNE  ARUNDEL  CO  PD 
PIKESVILLE 

163  I  BARNES,  MICHAEL  CLYDE,  CPT,  MD  SPOL 

168  tt   BUTT,  LEONARD  GEORGE,  SGT,  BALTIMORE  CO  PD 

140  •  CARR,  THOMAS  HENDERSON,  LTC,  MD  SPOL 
72  tt   COOK,  CARROLL  E.,  LTC,  MD  SPOL 

145  *  DENNIS,  EDHARD  EARL,  JR,  LT,  MD  SPOL 

121    DUNCAN,  THOMAS  GRIFFITH,  SHF  OF  TALBOT  CO 
2    FALKENSTINE,  N.  G. ,  LT ,  MD  SPOL 

176    GRAY,  KEVEN  LOUIS,  LT,  MD  SPOL 

128  tt   HARBAUGH,  CARL  RAY,  MAJ,  MD  SPOL 

125   HARBOLD,  HAROLD  VALENTINE,  SGT,  MD  SPOL 

187   HERRON,  VERNON  ROBERT,  CPT,  MD  SPOL 

149  tt   HUGHES,  JOHNNY  LEHIS,  MAJ,  MD  SPOL 

114  tt   HURLEY,  HILLIAM  H,  MAJ,  MD  SPOL 
25  *  JACKSON,  MURRAY  E.,  SGT,  MD  SPOL 

110  tt   JANNEY,  RICHARD  W,  JR,  MAJ,  MD  SPOL 
85  tt   KIRKPATRICK,  CHARLES  A.,  MAJOR,  MARYLAND  STATE  POLICE 

109  tt   LAHRENCE,  HILFORD  H,  CPT,  MD  SPOL 

195   LEHIS,  DONALD  G,  MAJ,  MD  SPOL 

104  tt   MARTIN,  RODNEY  L,  MAJ,  MD  SPOL 

101  tt   MAZZONE,  FRANK,  LTC,  MD  SPOL 

102  tt   MESSICK,  MERRILL  A,  JR,  CPT,  MD  SPOL 

154  MITCHELL,  DAVID  BRUCE,  SUPT,  MD  STATE  POLICE 

182  MORAN,  FRANK  DARBY,  JR,  MAJ,  MD  SPOL 

91  tt   MYERS,  EMIL  C,  I  LT,  MD  SPOL 
94  tt   PEACH,  EDGAR  L,  CPT,  MD  SPOL 

65  tt   ROHLAND,  PRESTON  B,  MAJ,  MD  SPOL 
154   RUPARD,  STEVE  THOMAS,  MAJ,  MD  SPOL 

33  tt   SMITH,  THOMAS  S,  COL/SUPERINTENDENT,  MD  SPOL 

98  #  SNYDER,  GEORGE  M,  1LT,  MD  SPOL 

134  tt   TIPPETT,  ELMER  HUNTT,  JR,  SUPT,  MD  SPOL 

78  tt   VEDITZ,  THOMAS  E.,  LIEUTENANT  COLONEL,  MARYLAND  S 
172   HARD,  KENNETH  EUGENE,  CPT,  MD  SPOL 

159  #  YOHMAN,  DAVID  TERRY,  CPT,  MD  SPOL 
93  tt   ZEPP,  MURRAY  J,  CPT,  MD  SPOL 

117  tt   ZOOK,  GEORGE  F.,  LT,  MD  SPOL 
POCOMOKE  CITY 

113   ERVIN,  JUERGEN  D,  COP 
PRINCE  FREDERICK 

92  #  JOY,  ADRIAN  L.,  SHF  OF  CALVERT  CO 
RIVERDALE 

89  tt   LESLIE,  DONALD  R. ,  LTC,  MD-NATIONAL  CAPITAL  PARK 
ROCKVILLE 

75  tt   BECHTEL,  JOHN  A.,  MAJ,  MONTGOMERY  CO  POL 
127  tt   BLACK,  DON  EDHARD,  CPT,  MONTGOMERY  CO  PD 

79  tt   BROHN,  HAYNE  G,  LT  COL,  MONTGOMERY  CO  POL 
148   CLEVELAND,  WAYNE  EUGENE,  LT,  MONTGOMERY  CO  PD 
101  tt   COBB,  JAMES  R. ,  JR.,  CPT,  MONTGOMERY  CO  POL 

186   GARVEY,  MICHAEL  LOUIS,  LT,  MONTGOMERY  CO  DEPT  OF  POL 
142  tt   HANCOCK,  JOSEPH  RELMOND,  MAJ,  MONTGOMERY  CO  PD 
59  tt   HAHKINS,  JOSEPH  C. ,  MAJ,  MONTGOMERY  CO  DEPT  OF  POL 
62  tt   HOWES,  GEORGE  WARREN,  LTC,  MONTGOMERY  CO  POL 
119  tt   HRAPCHAK,  PAUL  GEORGE,  JR,  LT,  MONTGOMERY  CO  PD 
104  tt   LAMASTRA,  GABRIEL  C. ,  CPT,  MONTGOMERY  CO  POL 

91  tt   LAMMERS,  JOHN  C. ,  LTC,  MONTGOMERY  CO  POL 
121  tt   MAHONEY,  JAMES  FRANCIS,  JR,  LT,  MONTGOMERY  CO  PD 
4  #  MCAULIFFE,  JAMES  S.,  COL/SUPT,  MONTGOMERY  CO  DEPT  0 

99  tt   MCDONALD,  THOMAS  A,  MAJ,  MONTGOMERY  CO  PD 

34  tt   MILLER,  CARROLL  V.,  LTC,  MONTGOMERY  CO  DEPT  OF  POL 
46  *  PEARSON,  CHARLES  C. ,  DET  SGT,  MONTGOMERY  CO  DEPT  OF 

170   PRICE,  JOSEPH  RAPHAEL,  CPT,  MONTGOMERY  CO  PD 
111  tt   RUFTY,  THOMAS  D,  CPT,  MONTGOMERY  CO  DEPT  OF  POL 

71  tt   SIGHALD,  ROBERT  M,  JR,  MAJOR,  MONTGOMERY  CO  DPT  OF  PO 
164   SVERTESKY,  RICHARD  JAMES,  CPT,  MONTGOMERY  CO  PD 

95  tt   SWEAT,  ODUS  H,  JR,  MAJ,  MONTGOMERY  CO  DEPT  OF  POL 
192   TRACY,  DREW  JOSEPH,  LT,  MONTGOMERY  CO  PD 
114   TRESCHUK,  TERRANCE  N,  COP 

HATKINS,  KENNETH  WINSTEAD,  COL  SUPT, 


MONTGOMERY  CO  DEPT 


MELVIN,  SGT,  MONTGOMERY  CO  DEPT  OF  POL 


51 

39  *  WHEELER,  H. 
SALISBURY 
180   BAKER,  GARY  LEE,  LT,  HICOMICO  CO  SD 
103   DYKES,  COULBOURN  M,  COP 
162   GUTHRIE,  EDWARD  LEE,  COL,  PD 
135  tt   HARRINGTON,  ELTON  WOODROW,  CPT,  PD, 
173   LIVINGSTON,  JEFFREY  OLIN,  MAJ,  PD 
124  *  MCCARTHY,  GRACE  ANNE,  OFCR  III,  PD 
185  *  MCKINNEY,  SHELLEY  ANNE,  LT,  PD 
149   NELMS,  ROBERT  HUNTER,  JR,  SHF  OF  HICOMICO  CO 

65  tt   PAYNE,  LESLIE  J,  JR,  COP 
190   SCHONBRUNNER,  DORIS,  LT,  HICOMICO  CO  SO 
148  tt   STAUFFER,  RONNIE  LLOYD,  CPT,  PD 
171   VAN  METER,  ROBERT  ALLEN,  SR,  CPT,  WICOMICO  CO  SD 
SILVER  SPRING 
166   BOYLE,  TIMOTHY  BRIAN,  LT,  MD  NATL  CAPITAL  PARK  POL 

111  tt   EDWARDS,  CLARENCE,  LTC,  MD  NATL  CAPTL  PRK  POL 
SNOH  HILL 

112  #  HORNYAK,  STEPHEN  A. 
TAKOMA  PARK 

FOSTER,  SAMUEL  A.,  MAJOR,  CHIEF  OF  POLICE 
GOWIN,  JOHN  RICHARD,  LT,  PD 
ROSENTHAL,  JAMES  GEORGE,  LT,  PD 
HORTMAN,  DANIEL  NELSON,  MAJ,  PD 


DEP  SHF,  WORCESTER  CO  SO 


61 
136 

181 

158 

TOHSON 

113  tt 


135  tt   BLEVINS,  JERRY  LEE,  COL,  BALTIMORE  CO  PD 
193   BRASHEARS,  RANDY,  SGT,  BALTIMORE  CO  PD 

94   CORYELL,  WALTER  T,  MAJ,  BALTIMORE  CO  PD 

90  tt   CROSBY,  WILLIAM  DARE,  CPT,  BALTIMORE  CO  PD 
130  tt   DAWSON,  GENE  ERWIN,  CHF,  TOWSON  ST  UNIV  PD 

71  tt   DOBART,  ROBERT  A.,  MAJ,  BALTIMORE  CO  POL  BU 

76  tt   ENSOR,  ELLISON  W.  ,  COP 
176   FOXWELL,  MINDA  FOWLER,  LT,  BALTIMORE  CO  PD 
119  tt   GAMBRILL,  MICHAEL  DARRELL,  CHF,  BALTIMORE  CO  PD, 
180   GRIBBIN,  JOSEPH  THOMAS,  III,  LT,  BALTIMORE  CO  PD 
172   HALL,  HOWARD  BRIAN,  CPT,  BALTIMORE  CO  PD 
195   HANNON,  LISA  ANN,  LT,  BALTIMORE  CO  PD 
139  #  HEAPS,  RICHARD  HAROLD,  LT,  BALTIMORE  CO  PD 
138   KAMMER,  WILLIAM  HENRY,  INSPR,  USMS 
135  *  KELLY,  JOSEPH  THOMAS,  DEP  CHF,  PD 
129  tt   MAULDIN,  ROBERT  E.,  JR,  CPT,  BALTIMORE  CO  PD 
102  tt   MESSINA,  FRANK  G,  COL,  BALTIMORE  CO  PD 
MOXLEY,  DAVID  PATRICK, 
NEEB,  GEORGE  F.,  JR. 
OAKMAN,  VERNON  C,  LT, 
OATMAN,  ROBERT  LYMAN, 


188 

74 
107 
122 
190 

92 
160 
137 
133 

81 
125 
164 

97 
108 
155 
185 
110 
147 
151 
116 


LT,  BALTIMORE  CO  PD 
MAJOR,  BALTIMORE  COUNTY  PD 
BALTIMORE  CO  PD 
MAJ,  BALTIMORE  CO  PD 
PIANOWSKI,  JAMES  JOSEPH,  SGT,  BALTIMORE  CO  PD 
tt   ROGERS,  WILLIAM  F,  COL,  BALTIMORE  CO  PD 

RUSSIN,  RANDALL  BRENT,  CPT,  BALTIMORE  CO  PD 
tt   RYAN,  WILLIAM  EDWARD,  CPT,  BALTIMORE  CO  PD 

SHERIDAN,  TERRENCE  BAILEY,  CHF,  BALTIMORE  CO  PD 
tt   SHINNAMON,  E.  DONALD,  CAPTAIN,  BALTIMORE  COUNTY  PD 
tt   SKINNER,  RICHARD  GORDON,  CPT,  BALTIMORE  CO  PD 

SUTHER,  LAWRENCE  RAY,  LT,  BALTIMORE  CO  PD 
tt   TALLEY,  JOIE  A,  MAJ,  BALTIMORE  CO  PD 
tt   TURNER,  WILLIAM  L,  LT ,  BALTIMORE  COUNTY  PD 
WARD,  MARY  KIM,  COL,  BALTIMORE  CO  PD 
WARREN,  MARK  JOSEPH,  LT,  BALTIMORE  CO  PD 
tt   WATTS,  GEORGE  D,  CPT,  BALTIMORE  CO  PD 

WEBSTER,  ALLAN  JAMES,  MAJ,  BALTIMORE  CO  PD 
#  WHITEHEAD,  JOHNNY  COLEY,  SR,  COL,  BALTIMORE  CO  PD 
tt   ZAHNER,  FRANCIS  J.,  LIEUTENANT,  BALTIMORE  CO.  PD 
UNIVERSITY  PARK 

93   ASHTON,  RICHARD  J.,  COP 
UPPER  MARLBORO 
133   ALUISI,  JAMES  VINCENT,  SHF  OF  PRINCE  GEORGES  CO 
91  tt   ZACCANELLI,  ERNEST  J.,  LTC,  PRINCE  GEORGES  CO  SD 
WOODSTOCK 
114   BRADLEY,  PATRICK  L,  DEP  DIR,  CORRECTIONAL  TNG  COMM 

MASSACHUSETTS 
ABINGTON 

194   MAJENSKI,  DAVID  GERARD,  DEP  CHF,  PD 
ACTON 

110   MCNIFF,  JOHN  T.,  LT,  PD 
ADAMS 

133   MCLAREN,  BRUCE  ALAN,  COP 
AMHERST 

138   JANKOWSKI,  DAVID  PAUL,  CPT,  PD 

129  tt   KLINKHAMER-DUMAS,  MARY  E,  STAFF  ASST,  DPS  UNIV  OF  MA 

187   ROY,  JEFFREY  JOSEPH,  DET  LT,  PD 

150   SCHERPA,  CHARLES  LOUIS,  CPT,  PD 
ANDOVER 

135   HOULIHAN,  JOHN  PAUL,  DET  SGT,  PD 

110  JOHNSON,  JAMES  F,  COP 

156  tt   MOOERS,  DONALD  GEORGE,  JR,  LT,  PD 

61  #  NICOLL,  DAVID  L,  COP 
104  #  PATTULLO,  HECTOR  G. ,  LT,  PD 
ARLINGTON 
183   COUGHLIN,  PAUL  JOHN,  CPT,  PD 
96  #  OLEARY,  WALTER  H,  CPT,  PD 
29  #  RYAN,  ALBERT  E.,  CHIEF  OF  POLICE,  PD 
ATTLEBORO 

98  tt   DION,  ROBERT  E,  SGT,  PD 
AUBURN 

112  #  JOHNSON,  ROBERT  F,  COP 
BARNSTABLE 

129   DEBOER,  RICHARD,  JR,  DEP,  BARNSTABLE  CO  SD 
43  tt   FLETCHER,  KENNITH  JAY,  DIR,  BARNSTABLE  CO  BU  OF  CRIM 
BEDFORD 

107  tt   SULLIVAN,  FRANCIS  J.,  LIEUTENANT  DETECTIVE,  PD 
BELMONT 

167   BLANCHETTE,  RONALD  JAMES,  COP 

119   CASSIDY,  JOHN  RENWICK,  CPT,  PD 

113  CHEMELLI,  WILLIAM  J,  LT,  PD 
91  #  FOURNIER,  DONALD  B. ,  LT,  PD 

192  OMALLEY,  ANDREW  EDWARD,  CPT,  PD 
BEVERLY 

111  CASSOLA,  JOHN  A,  CPT,  PD 

193  RAY,  MARK  ALLAN,  LT,  PD 
BILLERICA 

116   BARRETTO,  JOHN  M.,  COP 

BURKE,  EDWIN  JOSEPH,  JR,  SGT,  MIDDLESEX  CO  SO 
LEE,  ROBERT  GENE,  DEP  CHF,  PD 
STEELE,  EMILE  FRANCIS,  CPT,  PD 


BENTON,  DANIEL  W,  MAJ,  BALTIMORE  CO  PD 


187 
123 
130  tt 
BOSTON 
134 
142 
126 

34 
151 
154 

80 
164 

36 


APPLETON,  CHARLES  NORMAN,  J,  MAJ,  MA  SPOL 

ASHMAN,  LAWRENCE  STANLEY,  LT,  MA  SPOL 

ASSAD,  MICHAEL  ANTHONY,  INSPR,  USMS 

AVERY,  LEONARD  V,  CHF  INVSTGR,  MA  YOUTH  SERV  BD 

BAIMA,  DONALD  EDWARD,  CPT,  MA  SPOL 

BANKOWSKI,  PAUL  FRANCIS,  DEP  SUPT,  PD 

BARRY,  CHARLES  V.,  SECRETARY  OF  PUB  SFTY,  COMMONW 

BERNARD,  CHRISTINE  MARIE,  SGT,  MA  SPOL 

BLAKE,  EDWARD  F. ,  DEP  SUPT,  PD 


PAGE 
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MASSACHUSETTS  -  MASSACHUSETTS 


118  tt   BOYAJIAN,  ALFRED  PIERRE,  DET/LT,  MA  SPOL 

114   BRADLEY,  BRENDAN  J,  CPT,  PD 

152   BROOKS,  JAMES  FRANCIS,  SGT,  MA  SPOL 

BURKE,  GERALD  FRANCIS,  MAJ,  MA  SPOL 

CALHOUN,  GILBERT  H,  ASSOC  DIR,  OPRATNS,  N  ATLNTC  R 

CARPENTER,  LAURENCE  J,  SUPT,  MDP 

CARTER,  JOSEPH  CONRAD,  SUPT,  PD 

CHADBOURNE,  BRUCE  EDHARD,  ASST  DIST  DIR,  INS 

COBB,  CHARLES  T,  SUPT,  PD 

COCHRANE,  ROBERT  RAYMOND,  LT,  MA  BAY  TRANSPORTATION  AUT 

CONDON,  ELAINE  MARIE,  SGT,  MA  SPOL 

COULTER,  HILLIAM  JAMES,  LT,  MA  SPOL 

CUMMINGS,  JOSEPH  JAMES,  JR,  LT,  PD 

CUNNINGHAM,  ROBERT,  CPT,  PD 

CURLEY,  JOHN  T,  PTLM,  METRO  PD 

CURRAN,  JAMES  THOMAS,  LT,  PD 

DALEY,  JOHN  J,  CPT,  PD 

DELEVA,  JOSEPH  ANTHONY,  LT,  MA  SPOL 

DEVLIN,  STEVEN  MARK,  CHF,  BOSTON  UNIV  PD 

DIBARTOLOMEO,  CARMINE  A,  STAFF  SGT,  MA  SPOL 

DORIS,  STEPHEN  MICHAEL,  CPT,  PD 

DOHNEY,  RICHARD  E,  CPT,  MA  SPOL 

FARRAHAR,  PAUL  JOSEPH,  LT  DET,  PD 

FAY,  LAWRENCE  P,  LT,  MA  SPOL 

FITZPATRICK,  JAMES  M. ,  CPT,  MA  SPOL 

FLAHERTY,  JOHN  FRANCIS,  LT,  MA  SPOL 

FORD,  HILLIAM  FRANCIS,  SGT,  MA  CAPITOL  POL 

GALLAGHER,  JOHN  FRANCIS,  JR,  LT,  PD 

GEAGAN,  JOHN  F,  SUPT,  PD 

GILLIGAN,  CHARLES  H. ,  LTC,  MA  SPOL 

GOSSELIN,  DONALD  STEPHEN,  DET  SGT,  PD 

GREANEY,  PAUL  G,  MAJ,  MA  SPOL 

HAMILTON,  JAMES  FRANCIS,  DET  LT,  DPS 

HAYES,  JAMES  MICHAEL,  DET  SGT,  PD 

HOLLOHAY,  BRUCE  ANTHONY,  SGT  DET,  PD 

HUNT,  ROBERT  E,  LTC,  MA  SPOL 

HUYLER,  JOHN  C,  SA,  FBI,  (INVSTGR,  CHEMUNG  CO 

JORDAN,  JOSEPH  M,  COMR  OF  POL 

KELLEY,  HILLIAM  EDWARD,  LTC,  MA  SPOL 

KEOUGH,  THOMAS  E,  SUPT,  MA  SPOL 

KRECKLER,  JOHN  F,  SUPT,  PD 

LEE,  THOMAS  FRANCIS,  JR,  DET  SGT,  PD 

LEETS,  ARTHUR  MIKEL,  SGT,  PD 


160  tt 
70  tt 
92  tt 

140 

180 
82  ft 

126  tt 
168 
138 
149 
157 
103  tt 
130 

99  tt 
121  tt 
154 
124  ft 
162 

127  tt 
170 
107  ft 

42  tt 
137 
121  tt 
193 
103 

90 
174 
116 
123 
123 
165 

93 
115 

85 
150 

99 

78 
174 
124 


96  ft   LEONE,  ANTHONY  J,  SUPT,  PD 


LOCHRIE,  WILLIAM,  III,  LT,  MA  DEPT  OF  CORRECTIONS 

LONERGAN,  WILLIAM  MILES,  JR,  CPT,  MA  SPOL 

LOVETT,  JAMES  JOSEPH,  CHF,  UNIV  OF  MA  AT  BOSTON  PD 

LOYND,  RICHARD  N,  MAJ,  MA  SPOL 

MACDOUGALL,  GEORGE  DANIEL,  LT,  MA  SPOL 

MCCARTHY,  ROBERT  NORMAN,  STAFF  SGT,  MA  DPS 

MCCORMACK,  JOSEPH  V.,  CPT,  PD 

MCDONALD,  JAMES  M.,  CAPTAIN,  PD 

MCDONOUGH,  JOHN  D,  SUPT,  MDC 

MCDONOUGH,  MICHAEL  A,  LT,  MA  BAY  TRANS  AUTH  PD 

MILLER,  WILLIAM  A,  DET  LT  INSPR,  MA  SPOL 

MILLS,  JOSEPH  V.,  CPT,  PD 

MULHERN,  JAMES,  LT,  MA  BAY  TRANSP  AUTH  POL 

MURPHY,  DANIEL  A.,  CPT  OF  DET,  MA  SPOL 

MURPHY,  DANIEL  P.,  CPT,  MA  SPOL 

MURPHY,  KEVIN  MATTHEW,  TPR,  MA  SPOL 

ODONOVAN,  JAMES  HAROLD,  SGT,  MA  SPOL 

ODONOVAN,  JOHN  R. ,  CHF,  MA  BAY  TRANSIT  AUTH 

OMALLEY,  MARGARET  SHEILA,  CPT,  PD 

ONEILL,  FRANCIS  G,  LT,  PD 

PATNODE,  ERNEST  HENRY,  LT,  MA  SPOL 

ROACHE,  FRANCIS  MICHAEL,  COMMISSIONER,  PD 

RUSSELL,  PAUL  J,  SUPERINTENDENT,  PD 

RYAN,  ROBERT  F,  SERGEANT  DETECTIVE,  PD 

RYANS,  PERVIS  J,  JR,  DEP  SUPT,  PD 

SHEEHAN,  JAMES  MICHAEL,  CPT,  MA  SPOL 

SIMMONS,  EDWARD  DANIEL,  LT,  PD 

SKELLY,  DANIEL  LEO,  CHF,  MA  SPOL 

SMITH,  RICHARD  MICHAEL,  JR, 

SPIRLET,  RAYMOND  JOHN,  SGT, 

THOMPSON,  ROBERT  J,  LT,  PD 

TOURIGNY,  CLEMENT  GERARD,  LT,  MA 

WALSH,  DAVID  IGNATIUS,  CPT,  PD 

WHITE,  PAUL  JOSEPH,  SGT,  MA  SPOL 
111  ft   WILLIAMS,  JOSEPH  M. ,  JR.,  SUPV,  MA  PAROLE  BD 
BRAINTREE 

74  ft   POLIO,  JOHN  V.,  COP 
163   SULLIVAN,  JAMES  RICHARD,  DEP  CHF,  PD 
BRIDGEHATER 

91  ft   ARNOLD,  EDWARD  E,  COP 
BROCKTON 
114   DENNEHY,  DAVID  H. ,  CPT,  PD 

KELLEY,  ROBERT  EDWARD,  CPT,  PD 

SULLIVAN,  ARTHUR  EDWARD,  SGT,  PD 

SULLIVAN,  D.  EDWARD,  CAPTAIN,  PD 

WRIGHT,  JOSEPH  C. ,  CHIEF  OF  POLICE 


173 
125 
106 
101 
148 
155 

83 

90 
111 
182 

96 

107 

176 

2 

96 
143 
144 
111 
146 
110 
141 
128 

87 
111 
185 
140 
131 
141 
172 
147 
180 
145 
136 
162 


LT,  MA  SPOL 
MA  SPOL 


SPOL 


177 

172 

37 

45 


BROOKLINE 

33  ft   CARROLL,  JAMES  GERARD,  CPT,  PD 
162   KELLIHER,  PAUL  JOSEPH,  DET,  PD 
114   MCDERMOTT,  WILLIAM  H. ,  LT,  PD 
149   MCHUGH,  KENNETH  WILLIAM,  DET,  PD 
183   MORGAN,  MARK  PATRICK,  LT,  PD 

35  ft   MURPHY,  ARTHUR  P.,  LT,  PD 
136   OLEARY,  DANIEL  CHARLES,  COP 
192   OLEARY,  JOHN  DENNIS,  LT,  PD 

44  ft   SIMMONS,  CHARLES  PHILLIPS,  SPECIAL  OFFICER,  PD 
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PD 


CHIEF  OF  POLICE,  PD 


CAMBRIDGE 
186   AMES,  ROBERT  FRANCIS,  SGT,  PD 
153   BONGIORNO,  RICHARD  C,  CPT,  PD 

95  ft   CORCORAN,  PATRICK  G,  CPT,  PD 
119  tt   CUMMINGS,  WILLIAM  DAMIEN,  LT,  PD 
174   DEGOU,  DAVID  JOSEPH,  DEP  SUPT,  PD 
163   GIACOPPO,  MICHAEL  DOMINIC,  LT,  PD 
119  tt   JOHNSON,  PAUL  EDWIN,  DIR  OF  SEC,  HARVARD  UNIV  POL 

112  tt   LANE,  TIMOTHY  J,  LT,  PD 

96  tt   MORSE,  JACK  W,  DEP  CHF,  HARVARD  UNIV  PD 
142   MURPHY,  HAROLD  FRANCIS,  SUPT,  PD 

119  MURPHY,  LAWRENCE  JOSEPH,  LT,  HARVARD  UNIV  PD 
12  ft   PATTEN,  RAYMOND  L.,  LIEUTENANT,  PD 

72  ft   REAGAN,  JAMES  FRANCIS,  CHIEF  OF  POLICE 

33  ft   WALSH,  LEONARD  F.,  DETECTIVE,  PD 
CANTON 

108  ft   RUANE,  JOHN  F.,  JR.,  COP 
CARLISLE 

135   GALVIN,  DAVID  TIMOTHY,  COP 
CHATHAM 

120  LOVE,  WAYNE  VERNON,  DEP  CHF,  PD 
CHELMSFORD 

128   FITTS,  PENNRYN  DANA,  DEP  CHF, 
CHELSEA 

157  FLYNN,  EDWARD  ANTHONY,  COP 
162   HERNANDEZ,  RAFAEL  PEDRO,  COP 
137   MCKENZIE,  LOUIS  JOHN,  LT,  PD, 

42  ft   RENFREW,  ROBERT,  CAPTAIN,  PD 
CHICOPEE 

34  ft   FISHER,  THEODORE 

97  tt   ROJOWSKI,  EDWARD  J,  CAPTAIN,  PD, 
COHASSET 

104  *  DEBASSIO,  JOHN  A,  COP 
CONCORD 

73  ft   COSTELLO,  WILLIAM  J,  COP 
135  tt   JOHNSON,  CARL  HAROLD,  COP 

95  tt   LANDINI,  PAUL  A.,  SERGEANT,  PD 
104  tt   LEARMONTH,  ROBERT  B,  DEP  CHF,  PD 
119  ft   MELISI,  DONALD  JOSEPH,  LT,  PD 
186   RYAN,  FREDERICK,  LT,  PD 

113  ft   SILVIO,  SALVATORE,  LT,  PD 
166   WETHERBEE,  LEONARD  JAMES,  COP 

DARTMOUTH 

146  SOARES,  STEPHEN  JOSEPH,  COP 
DEERFIELD 

110  tt   BELL,  DAVID  R,  COP 
DENNIS 
64  * 
DOVER 

152 
DUXBURY 

137   MAZZONE,  CHARLES  RICHARD,  COP 
EVERETT 

36  ft   PERKINS,  EVERETT  CUSHMAN,  LIEUTENANT,  PD 

35  tt   TOBIN,  EUGENE  0.,  LIEUTENANT,  PD 
EXETER 

148  MACKINNON,  STEPHEN  BRUCE,  COP 
FALL  RIVER 

158  COSTA,  JOHN  ROBERT,  SGT,  PD 

9  ft   COUTURE,  ROSSA  E.,  POL  COMR,  PD 
106  ft   GONCALO,  ROBERT  JAMES,  DET.  SERGEANT,  PD 
112   MCDONALD,  FRANCIS  J.,  COP 
39  ft   TOULAN,  JOHN  W. ,  JR.(SA,,  FBI-RETIRED),  INSPECTOR,  PD 
FALMOUTH 

149  DEMELLO,  RONALD  EDDY,  SGT,  PD 
68  tt   FERREIRA,  JOHN  L,  COP 

108  PRICE,  DON  L,  CPT,  PD 
FITCHBURG 

128   GALLANT,  EDWARD  JOSEPH,  JR,  COP 
166   LOUNEY,  MARK  WARREN,  CPT,  PD 
177   MORAND,  GARY  ROGER,  LT,  PD 
101  tt   PELLETIER,  GEORGE  J,  SERGEANT,  PD 
79  ft   RODDY,  FRANCIS  R,  COP 
44  tt   WILLIAMS,  RALPH  E.,  CAPTAIN,  PD 
FORT  DEVENS 

190  HALTER,  MICHAEL  WILLIAM,  CWO  II,  USA 

147  PAGEAU,  JOHN  ROLLAND,  CWO  III,  USA 
FOXBOROUGH 

188   KOZAK,  JAMES  C,  SGT,  PD 
160   OLEARY,  EDWARD  THOMAS,  COP 
FRAMINGHAM 
162   CARL,  STEVEN  BRUCE,  LT,  PD 

93  tt   FERRAZZI,  DOMINIC  A,  LIEUTENANT,  PD 
185   HILL,  MICHAEL  FRANCIS,  DET,  PD 
192   MARTIN,  KENNETH  FRANCIS,  LT,  MA  SPOL 

74  ft   MARTINS,  ARTHUR  F,  COP 
195   MATTHEWS,  STEPHEN  GERARD,  SGT,  MA  SPOL 
156   NARDINI,  ALLAN  NAZARENO,  CPT,  PD 
181   POWERS,  WILLIAM  JOSEPH,  JR,  LT,  MA  SPOL 
175   SALTZMAN,  MICHAEL  JOHN,  CPT,  MA  SPOL 

191  SMITH,  ROBERT  GERARD,  LT,  MA  SPOL 
175   STONE,  PAUL  ANDREW,  LT  DET,  MA  SPOL 
168   WUORIO,  STEVEN,  SGT,  PD 

FRANKLIN 

118   BENEDETTO,  LAWRENCE  PETER,  COP 

139   DELUCIA,  RALPH  ALBERT,  LT,  PD 

171   WILLIAMS,  STEPHEN  THOMAS,  LT,  PD 
GARDNER 

109  HORRIGAN,  PAUL  W. ,  LIEUTENANT,  PD 
57  tt   RENES,  JOSEPH  J.,  CHIEF  OF  POLICE 


CATALDO,  LOUIS,  COP 
GRIFFIN,  JOSEPH  GERALD,  COP 
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CHIEF  OF  POLICE 


COP 


PO 


GREENFIELD 

52  I  GROGAN,  DONALD  L. 
HANSON 

145   BERRY,  EUGENE  GERARD, 
HAVERHILL 

92  •  ROGERS,  FRANCIS  C,  DET  PTLM, 
HOLYOKE 

193   DINAPOLI,  RALPH  EDHARD,  CPT,  PD 
HUDSON 

96  tt   CABRAL,  ALFRED  T,  COP 
HYANNIS 

97  tt   COUGHLIN,  GEORGE  I,  SGT,  BARNSTABLE  PD 
163   HUDICK,  JOSEPH  ANDREW,  SGT,  BARNSTABLE  PD 
167   SHEENEY,  JOHN  EDHARD,  SGT,  BARNSTABLE  PD 

KINGSTON 

140   DECAPUA,  MICHAEL  LOUIS,  COP 
LAHRENCE 
134   BAKER,  HERBERT  GEORGE,  JR,  LT,  PD 
COLE,  ALLEN  HARD,  III,  COP 
MOLCHAN,  MICHAEL  STANLEY,  LT, 
MURPHY,  THOMAS  JOHN,  DET,  PD 
SCHIAVONE,  PATRICK  A,  COP 
LEXINGTON 
186   CASEY,  CHRISTOPHER,  COP 

CORR,  JAMES  FRANCIS,  JR,  COP 
CORR,  STEVEN  ARTHUR,  LT,  PD 
FURDON,  PAUL  E,  COP 
HICKEY,  ROBERT  FRANCIS,  SGT, 
KILMARTIN,  JAMES  M,  JR,  CPT, 
LIMA,  JAMES  J,  JR,  CPT,  PD 
TAYLOR,  PHILIP  STUART,  CPT, 
LONGMEADOH 

28  tt   YARSLEY,  GEORGE  A. 


155 
171 
190 
108 


63 
155 

71 
122 
130 

90 
142 


PD 


PD 
PD 


JR. 


PD 


CHIEF  OF  POLICE,  PD 


LOHELL 

181 

158 

192 

137 

161 
LUDLOH 

190 

125 


BURNS,  PATRICK  BARRY,  LT,  LOHELL  PD 
RYAN,  ARTHUR  HUDSON,  CPT,  PD 
RYAN,  ARTHUR  HUDSON,  JR,  CPT,  PD 
SHEEHAN,  GARRETT  MICHAEL,  CPT,  PD 
TOUSIGNANT,  DAVID  PAUL,  INSPR,  PD 


THOMAS  FRANCIS,  CHIEF  OF  POLICE,  PD 
PAUL  A.,  SERGEANT,  PD 


MADERA,  PABLO  PAUL,  SGT,  PD 
HILCOX,  EDHARD  MARVIN,  SGT,  PD 
LYNNFIELD 
64  tt   GANLEY, 

101  *  MADDEN, 
HALDEN 

30  tt   SANFORD,  CURTIS  G. ,  SERGEANT,  PD 
MANSFIELD 

102  *  JONES,  ROBERT  K,  SGT,  PD 
195   ONEILL,  ARTHUR  MICHAEL,  COP 

MARLBORO 

188   LEONARD,  MARK  FRANCIS,  SGT,  PD 
MASHPEE 

148   COOPER,  MAURICE  ALINE,  JR,  DEP  CHF,  PD 
MEDFORD 

78  tt   HANLON,  HILLIAM  R.,  CPT,  PD 
MURPHY,  PAUL  R,  CPT,  PD 
OBRIEN,  ROBERT  P. ,  LT,  PD 
WHITE,  HAROLD  E.,  LIEUTENANT, 


PD 


SALESKI,  ROBERT  STEPHEN,  SGT,  PD 

PD 


108  tt 
97  tt 

103  tt 
MEDHAY 

168 
MELROSE 

176   SMITH,  RICHARD  ERNEST,  LT, 
MILFORD 

185   BERTULLI,  ALLEN  HAYNE,  SGT  DET,  PD 

164   LIBERTO,  VINCENT  WILLIAM,  COP 

146   VEILLEUX,  PETER  BRIAN,  LT,  PD 
MILLBURY 

166    STOKOHSKI,  RONALD  R,  SGT,  PD 
MILTON 

189   WELLS,  RICHARD  G,  JR,  LT,  PD 
59  tt   WHEARTY,  JOHN  EDMUND,  CHIEF  OF  POLICE,  PD 
NANTUCKET 

140   NORRIS,  RANDOLPH  PAUL,  COP 

SMITH,  PAUL  F.,  SERGEANT,  PD 


100  tt 
NATICK 

81  tt 
145 
194 
132 

39  tt 


GARVIN,  EDWARD  C,  LT,  PD 
LONGTINE,  JEFFREY  EDWARD,  SGT,  PD 
MABARDY,  NICHOLAS  SOBHY,  LT,  PD 
OCALLAGHAN,  DANIEL  LEO,  SGT,  PD 
SHEA,  H.  JOSEPH,  CHIEF  OF  POLICE 
NEEDHAM 

154   HUNT,  JOHN  RICHARD,  LT,  PD 
92  §    ROMAN,  LOUIS,  COP 

120   SLOHE,  WILLIAM  GERARD,  COP 
NEW  BEDFORD 

114  tt   BLOUIN,  GODFREY  L.,  LT,  PD 

CLARKSON,  GORDON  S,  DET,  MA  SPOL 
DESROSIERS,  PAUL  MATTHEW,  LT,  PD 
EUGENIO,  RAYMOND,  LT ,  PD 
OLIVEIRA,  GUY,  POL  LT,  PD 
VINCENT,  JOSEPH  J.,  LIEUTENANT,  PD 


67  tt 
182 

94  tt 
108  tt 

98 

NEWTON 

161 

167 

92  tt 
107 
131 
126 
NORFOLK 


AUCOIN,  EDWARD  JOSEPH,  DET,  PD 
CURRY,  CAROLYN,  DET,  PD 
DUFFY,  RICHARD  E,  CPT,  PD 
MARCHAND,  GERALD  A,  CPT,  PD 
ODONNELL,  JAMES  MICHAEL,  CPT,  PD 
SALEMME,  JOHN  ALBERT,  CPT,  PD 


165   STONE,  CHARLES  HENRY,  JR,  CHF,  PD 
NORTH  ADAMS 

30  tt   FLAHERTY,  JOHN  F.,  CHIEF  OF  POLICE,  PD 
NORTH  ATTLEBORO 

108  tt   GOOKIN,  FRANK  M.,  JR.,  LT,  PD 

117  tt   NOONAN,  WILLIAM  FRANCIS,  SERGEANT,  PD 
NORTH  DARTMOUTH 

143   MCKEARNEY,  RAYMOND  CLARK,  CHF,  SOUTHEASTERN  MA  UNIV  PD 
NORTH  READING 

90  tt   BERRIDGE,  GORDON  F,  COP 
NORTHAMPTON 

184   KONCAS,  JOSEPH  WILLIAM,  CPT,  PD 
NORTHBORO 

158   LAPOMARDO,  ROCKY  JOSEPH,  SGT,  MA  SPOL 
NORTHBOROUGH 

141   HUTCHINS,  KENNETH  GORDON,  COP 
NORTON 

125   KEENE,  BENTON  W,  JR,  COP 
NORHOOD 

175   BROOKS,  WILLIAM  GERAD,  III,  DET  SGT,  PD 
PEABODY 

169   BELLEW,  GERALD  PHILIP,  CPT,  PD 

164   CHAMPAGNE,  ROBERT  LAWRENCE,  COP 

122  tt   DONLON,  JOSEPH  MICHAEL,  COP 
PEMBROKE 

172   WRIGHT,  GREGORY,  COP 
PITTSFIELD 

88  tt   ALMSTEAD,  EDGAR  D.  ,  OFCR, 

180  BOYER,  DAVID  RICHARD,  LT, 
21  tt  COAKLEY,  RAYMOND  F.,  CPT, 
65  *  COURTNEY,  JOHN  DENNIS,  JR. 

138   HENAULT,  RICHARD  ANTHONY,  DET  SGT, 

111   PIRES,  ANTHONY  J.,  CAPTAIN,  PD 

183   RIELLO,  ANTHONY  JOSEPH,  CPT,  PD 

101  #  STANKIEWICZ,  STANLEY,  COP 
PLAINVILLE 

104  *  FAILLE,  ROBERT  R. 
PLYMOUTH 

171   BOTIERI,  MICHAEL  ERNEST,  SGT,  PD 

OMEARA,  WILLIAM  ALEXANDER,  CPT,  PD 
POMEROY,  ROBERT  JUDE,  COP 


ORDNANCE  DIV 

PD 

PD 

SHF  OF  BERKSHIRE  CO 
PD 


CHIEF  OF  POLICE 


188 
159 
QUINCY 
178 
60  tt 
102  # 


CURRAN,  WILLIAM  THOMAS,  LT,  PD 

LAHIVE,  PAUL  A,  CPT,  PD 

MULLEN,  FRANCIS  E.,  COP 
115  #  MURPHY,  WILLIAM  F.,  LT,  PD 
103  tt   NESTOR,  PAUL  P.,  CPT,  PD 
101  tt   UPHAM,  KENNETH  W,  DEP  CHF,  NORFOLK  CO  SD 
RANDOLPH 

181   PORTER,  PAUL,  DET  SGT,  PD 
READING 
176   CLOONAN,  MICHAEL  PAUL,  LT,  PD 

MARCHAND,  EDWARD  W,  COP 

PATTERSON,  NORMAN  KEVIN,  LT,  PD 

SILVA,  ROBERT  JOHN,  LT,  PD 


109 
144 
136 
REVERE 
179 
173 
33  # 
184 


CHAULK,  GERALD  FRANCIS,  CPT,  PD 
FOSTER,  BERNARD  ROBERT,  LT,  PD 
GANNON,  WILLIAM  FRANCIS,  CHIEF  OF  POLICE 
MURPHY,  MICHAEL  JOHN,  LT,  PD 
ROCKLAND 
169   DONOVAN,  KEVIN  MATTHEW,  COP 


SALEM 
152 

32  # 

124 

189 

SHARON 

94  # 

117 


GARRETTE,  WILFRED  FRANCIS,  DET  LT,  PD 
MOYNIHAN,  LAWRENCE  J.,  CAPTAIN,  PD 
MURPHY,  PAUL  RICHARD,  CPT,  PD 
TUCKER,  PAUL  FRANCIS,  CPT,  PD 


HORAN,  ALBERT  R,  COP 
KEATING,  JAMES  M. ,  DETECTIVE,  PD 
SHREWSBURY 

156   SAMPSON,  ARTHUR  WAYNE,  LT,  PD 
SOMERSET 

106  tt   MEDEIROS,  ALFRED  V,  LT,  PD 
SOMERVILLE 
138   BRADLEY,  ROBERT  RAE,  CPT,  PD 
tt   CARROLL,  ROBERT  E,  COP 

CHRISTENSEN,  JOHN  THOMAS,  SGT, 
tt   MCCUNE,  JOHN  J,  JR,  CPT,  PD 
tt   PIERCE,  LEROY  V.,  CAPTAIN,  PD 
STORY,  MELVIN  JOROY,  CPT,  PD 
UPTON,  PAUL  J,  LT,  PD 
SOUTH  BOSTON 

170   MARTINO,  JOHN  ANTHONY,  DEP  CHF, 
SOUTH  HADLEY 

93   SCHENKER,  WILLIAM  L.,  SERGEANT, 
SPRINGFIELD 
115   ARPIN,  CHARLES  ALEXANDER,  DPT,  PD 
COLLINS,  THOMAS  FRANCIS,  LT,  PD 
DILLON,  PETER  JAMES,  CPT,  PD 
FINN,  MICHAEL  JOHN,  LT,  PD 
tt   FITZGERALD,  THOMAS  F.,  LT,  PD 
tt   JAKUS,  JOHN  J.,  REG  SUPV,  MA  BU  OF  WELFARE  AUD 
#  MURPHY,  J.  ALBERT,  SERGEANT,  PD 
OBRIEN,  JOSEPH  P.,  PATROLMAN,  PD 
PARYLAK,  JOSEPH  WALTER,  JR,  CPT,  PD 
WHITNEY,  RAYMOND  EDWARD,  LT,  PD 
STERLING 

195   CONSTANTINO,  PAUL  CAMERON,  COP 
STONEHAM 


112 
132 
105 
32 
170 
182 


127 
134 
118 
113 
83 
34 
106 
151 
130 


PD 


MA  BAY  TRANSIT  AUTH  P 
PD 
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135   DELROSSI,  JOSEPH  HARRY,  MAJ  LT,  PD 

155  OKEEFE,  GREGORY  MARK,  DET  SGT,  PO 
STOUGHTON 

110  tt   CROGAN,  THOMAS  F.,  JR.,  SGT,  PD 

117   HUNNEWELL,  WILLIAM  HOHARD,  DETECTIVE,  PD 
SUDBURY 

161   NIX,  RONALD  JOSEPH,  LT,  PD 
SUNDERLAND 

174   HEIM,  KENNETH  JOSEPH,  COP 
SUTTON 

129  #  BAKER,  WILLIAM  DAVID,  COP 

134  #  SHAW,  ALFRED  ROBERT,  JR,  COP 
SWANSEA 

193   BLAKEY,  THOMAS,  SGT,  PD 
TAUNTON 

91  tt   RENAUD,  ROGER  J.,  CPT,  PD 

95  tt   RICKETTS,  JOSEPH  F.,  CPT,  PD 
TEWKSBURY 

151   JAMIESON,  WALTER  DAVID,  DEP  CHF,  PD 
139   MACKEY,  JOHN  RICHARD,  COP 

156  ROSEN,  DENISE  LAURIE,  DEP  CHF,  PD 
TOPSFIELD 

123  #  KEELING,  CLIFFORD  LLOYD,  COP 
VINEYARD  HAVEN 

96  WELCH,  JUSTIN,  SERGEANT,  PD 
WAKEFIELD 

77  #  CONNORS,  WILLIAM  R. ,  COP 
153   DOHERTY,  STEPHEN,  COP 

179  MACKAY,  JOHN  JOSEPH,  JR,  LT,  PD 
187   THISTLE,  ROBERT  B,  LT,  PD 

WALPOLE 

180  STILLMAN,  RICHARD  BATTELLE,  LT,  PD 
WALTHAM 

191   MANNING,  RICHARD  LAWRENCE,  SGT,  PD 

169   MCDONALD,  EDWARD  JOHN,  LT,  PD 
84  #  ROONEY,  JOHN  F,  JR,  COP 

153   UNSWORTH,  STEPHEN  HARRY,  COP 
WATERTOWN 

164   JACKSON,  JOHN  DAVID,  COP 

143  #  KELLY,  RICHARD  JOHN,  CPT,  PD 

115  tt   KELLY,  ROBERT  M,  COP 

159  tt   SEMINARA,  PETER  JOSEPH,  DET,  PD 
WAYLAND 

190   SAURO,  DANIEL  A,  SGT,  PD 
WELLESLEY 

181  CUNNINGHAM,  TERRENCE  MICHAEL,  DET  LT,  PD 
CUNNINGHAM,  WAYNE  ALVAH,  JR,  SGT,  TOWN  OF  WELLESLEY  PD 
MACBEY,  ROBERT  P.,  COP 


191 
33  # 
WELLS 

113 
WENHAM 
99  # 


WITHROW,  CHARLES  A.,  JR.,  CPT,  PD 


HARADEN,  EDWARD  A,  COP 
WEST  SPRINGFIELD 
132   BURKE,  THOMAS  EDWARD,  COP 
195   CAMPURCIANI,  RONALD  PAUL,  SGT,  PD 
124   CESTARI,  ANTHONY,  CPT,  PD 

91  #  KULIG,  RICHARD  E.,  CAPTAIN,  PD 
82  ft   MCNAMARA,  THOMAS  P.,  JR,  COP 

140  #  MORIN,  ALBERT  WALTER,  CPT,  PD 
WESTFIELD 
172   AVONTI,  MICHAEL  CHARLES,  CPT,  PD 

92  #  OCONNOR,  GERALD  G. ,  COP 
114  #  SURPRISE,  BENJAMIN  F,  COP 

WESTMINSTER 

109   CUDAK,  ROBERT  R.,  COP 
WILBRAHAM 

120   BOUCHARD,  PAUL  A.,  JR.,  CPT,  PD 
WINCHESTER 

BOWLER,  EDWARD  F.,  COP 

MCHUGH,  JOHN  P.,  COP 

PIERCE,  JAMES  RICHARD,  DET  LT,  PD 

PIGOTT,  DONALD  E,  LT,  PD 


48  # 
97  # 

161 

116  # 

WOBURN 

89  # 


PD 


PD 
.,  C 
PD 


CAPTAIN,  PD 


PD 


MURPHY,  KENNETH  R.,  CPT, 
WORCESTER 
110  tt   ASHE,  EDWARD  D,  DEP  CHF, 

59  #  FERRIS,  JOHN  PATRICK,  JR. 
179   GEMME,  GARY  JOSEPH,  CPT, 

99  tt   KILLORAN,  JOHN  J,  SGT,  PD 

91  tt   LEAHY,  THOMAS  L,  COP 

94   MCKIERNAN,  JOHN  J,  JR,  LT,  PD 
147   NEEDHAM,  REGINALD  WILLIAM,  CPT, 
122   PARADIS,  JAMES  ANTHONY,  CPT,  PD 
133   RICH,  ROBERT  FRANCIS,  LT,  PD 
165   STEELE,  ROGER  LANGTON,  LT,  PD 

66  tt   TAYLOR,  HALSTEAD,  COP 

56  tt   WADE,  WARREN  A,  CHF  COURT  OFCR,  WORCESTER  CO  S 
105  tt   WALSH,  JOHN  J,  DEP  CHF,  PD 
WRENTHAM 
194   ANDERSON,  JAMES  EMANUAL,  SGT,  PD 
100  tt   SCHWALBE,  PAUL  A.,  CHIEF  OF  POLICE 

MICHIGAN 
ADRIAN 

127  tt   COLLINS,  TERRENCE  BRYNING,  COP 

156   EMERSON,  DAVID  LINDSEY,  COP 
ALBION 

130   BAKER,  JERRY  WESTLEY,  DIR,  DPS 

114   HOAGLIN,  HAROLD  L,  COP 

159   THOMAS,  JOSEPH  EDWARD,  JR,  CHF,  DPS 
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ALLEN  PARK 
187   DOBSON,  KENNETH  SHERMAN,  JR,  DEP  CHF,  PD 
HYDER,  RAYMOND  E,  INSPR,  PD 
LANCTOT,  LEO  JAMES,  COP 
LEBLANC,  LEO  G,  DEP  CHF,  PD 
MCKEEVER,  JOHN  P,  COP 
STODDARD,  WILLIAM  LAWRENCE,  DEP  CHF,  PD 


98 

167 

113  tt 
91  # 

133 
ALMA 

100 

109 
ALMONT 

110 
ALPENA 

149 

187 


GOUGH,  MICHAEL  J,  COP, 
LOMBARDI,  ROBERT  L.,  COP 

EVERITT,  LEONARD  C,  COP 


KRAFFT,  ROBERT  THOMAS,  LT,  MI  SPOL 
MILLER,  KIM  MICHAEL,  DEP  CHF,  PD 
ANN  ARBOR 
118   ANDERSON,  CHARLES  J,  MAJ,  WASHTENAW  CO  SD 
ATKINSON,  JOHN  HARTLEY,  LT,  PD 
ENKEMANN,  CASPER  M. ,  COP 

GILBERT,  GEORGE  S.,  CHF  OF  DPS,  UNIV  OF  MI 
HOOVER,  WILLIAM  J,  EXEC  DEP  CHF,  PD 
JOHNSON,  DONALD  LAWRENCE,  DEP  CHF,  PD 
KISTKA,  GARY  FRANCIS,  CPT,  PD 
KRASNY,  WALTER  E,  COP 
LITTLE,  PATRICK  JOHN,  LT, 


146 
38 
74 
124 
128 
182 
67 
124 
134 
192 
170 
79 
112 
165 
186 
152 
172 
112 
123 
189 


WASHTENAW  CO  SD 
LUNSFORD,  WALTER  CALVIN,  DEP  CHF,  PD 


LT,  PITTSFIELD  TWP  DPS 
UNIV  OF  MI  DPS 


DEP  CHF, 
LT,  PD 
LT,  PD 
PD 


PD 


MCGUIRE,  ELIZABETH  HOPP, 
MCNULTY,  OWEN  KEVIN,  SGT, 

#  OLSON,  HAROLD  E.,  DEPUTY  CHIEF,  PD 

#  ORSINGER,  CURTIS  F,  USHF,  WASHTENAW  CO  SD 
PHILLIPS,  JOHN  WARREN,  CPT,  PITTSFIELD  TWP  DPS 
PIERSANTE,  JOSEPH  GORDON,  LT,  UNIV  OF  MI  DPS 
RINNA,  CARL  GILBERT,  CMDR,  WASHTENAW  CO  SD 
RODERICK,  CRAIG  BYRON,  DEP  CHF,  PD 
SMILEY,  JAMES  R,  CPT,  UNIV  OF  MI 
SWIX,  DOUGLAS  DUANE,  LT,  UNIV  OF  MI  DPS 
WOODS,  SHERRY  ELAINE,  LT,  PD 

AUBURN  HILLS 
188   MYNSBERGE,  JAMES  HAROLD,  LT,  PD 

175  STEVENS,  JOHN  LOUIS,  LT,  PD 
BATTLE  CREEK 

72  #  BISHOP,  BRUCE  L,  REG  DIR,  DEFENSE  CIVIL  PREPARD 

DEBOER,  MICHAEL  WILLIAM,  LT,  PD 

KEETON,  CHESTER,  CPT,  PD 

KRUITHOFF,  JEFFREY  PAUL,  DEP  CHF,  PD 

MCLAUGHLIN,  JAMES  G,  JR, 

SHEPPERLY,  JACK  RICHARD, 

SHOLES,  RUSSELL  R,  CAPTAIN, 
BAY  CITY 

99  tt   CARDINAL,  GEORGE  C,  DEP  CHF, 

CARDINAL,  LEO  EDWARD,  COP 

COLLIER,  LINDA  MARIE,  DEP  CHF,  PD 

HARMS,  RICHARD  S.,  DET  SGT,  MI  SPOL 

HAUSTEIN,  ELMER  A.,  DET  SGT,  MI  SPOL 

HAYES,  EDWARD  W. ,  LT,  PD 

HUDDY,  ROBERT  S,  DET  LT,  MI  SPOL 

JANISKEE,  MICHAEL  T,  CPT,  BAY  CO  SHF  DEPT 

KACZMAREK,  PETER  J.,  PATROLMAN,  PD 

KRUEGER,  WILLIAM  KENNETH,  LT  IV,  MI  SPOL 

MILLER,  LAWRENCE  E,  LTC,  MI  SPOL 

PHELPS,  PENNY  MARIE,  LT,  PD 

RUNDE,  GERALD  JOSEPH,  CPT,  BAY  CO  SD 

RUSSELL,  REGINALD  A.,  PATROLMAN,  PD 

TOBER,  THOMAS  C,  PATROLMAN,  PD 

VANALST,  GERALD  P.,  COP 
BEDFORD  TWP 

94  #  HOUGHTALING,  ROBERT  L,  DIR  OF  PUB  SAFETY 
BELDING 

153   MASON,  DONALD  ROGER,  DIR,  DPS 
BENTON  HARBOR 

109  #  RODEZ,  ANDREW  L,  COP 
BERKLEY 

180  HENDERLIGHT,  BRUCE  L,  LT,  BERKLEY  DPS 
BEULAH 

158   BLANK,  ROBERT  ALLEN,  USHF,  BENZIE  CO  SD 
BEVERLY  HILLS 

98  #  GOOD,  THOMAS  A,  DIR,  DPS 

168   OTTNEY,  ERIC  GERARD,  LT,  BEVERLY  HILLS  DPS 

178   STANDFEST,  STEVEN  RAE,  LT,  DPS 
BIG  RAPIDS 

181  COURTNEY,  KEVIN  MICHAEL,  DIR,  DPS 
35  #  HARROUN,  MAX  E.,  COP 

BIRMINGHAM 

125  tt   DIMOCK,  RICHARD  FRANK,  CMDR,  PD 
82  tt   KALBFLEISCH,  JACK  C,  DET  LT,  PD 

184   SCHETTENHELM,  STEVEN  JOHN,  SGT,  PD 
BLOOMFIELD  HILLS 

95  SNELL,  ROBERT  L.,  CHF,  BLOOMFIELD  TOWNSHIP  POLIC 
121   ZIMMERMAN,  DONALD  EDWARD,  COP,  BLOOMFIELD  TWP  PD 

BLOOMFIELD  TWP 

135   MCGEE,  DENNIS  MICHAEL,  PUB  SAFETY  DIR,  PD 
BRIDGEPORT 

193   MARTIN,  MICHAEL  S,  COP 
BROWNSTOWN 

190   SCLATER,  JAMES  STRAITON,  III,  DEP  CHF,  BROWNSTOWN  TWP  P 
BUCHANAN 

116   YERRICK,  DONALD  P,  COP 
BURTON 

144   BRAWNER,  LARRY  WAYNE,  LT,  PD 

176  CUNNINGHAM,  MARK  WILSON,  LT,  BURTON  CITY  PD 


183 
97 
165 
107 
195 
100 


69 
172 
102 
101 
101 
111 
109 
113 
133 

75 
184 
173 
103 
111 

98 
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CADILLAC 


176 

189 

119 
53  * 
CANTON 

164 

128 

171 
CARO 

162 

186 


FINSTROM,  GARY  ARTHUR,  SHF  OF  HEXFORD  CO 
HARRIS,  FREDERICK  ARTHUR,  USHF,  HEXFORD  CO  SD 
REDDY,  LYLE  HOHARD,  CHF,  PD 
HEBER,  FREDERICK  N.,  CHIEF  OF  POLICE,  PD 

SANTOMAURO,  JOHN  ROLAND,  DIR,  CANTON  DPS 
STEHART,  LARRY  ELDON,  LT,  PD 
HILSON,  ALEXANDER,  CPT,  PD 


FYVIE,  JAMES  KOHEN,  USHF,  TUSCOLA  CO  SD 
LAUTNER,  DOUGLAS  CHARLES,  1LT,  MI  SPOL 
CASSOPOLIS 

136    ATKINSON,  THOMAS  ARTHUR,  SHF  OF  CASS  CO 

149   UNDERHOOD,  JOSEPH  MORRIS,  J,  SHF  OF  CASS  CO 
CENTREVILLE 

156   LORI,  MATTHEH  JAMES,  SHF  OF  ST  JOSEPH  CO 
CHARLEVOIX 

160   HALVERSON,  DENNIS  SCOTT,  COP 
CHARLOTTE 

155   DEER,  RICHARD  BOYD,  LT,  EATON  CO  SD 

195   HUTTING,  PATRICK  DENNIS,  USHF,  EATON  CO  SD 
96   KENNEDY,  CHARLES  M.  ,  USHF,  EATON  CO  SD 

141   RUESCH,  KENT  EUGENE,  DET  SGT ,  EATON  CO  SD 

133   SCHAEFER,  HADE  EDHARD,  LT,  MI  SPOL 
CLAHSON 

67   CRIBB,  FRANK  THOMAS,  COP 

101  tt   MILLER,  RAYMOND  C,  COP 

163   HALSH,  MICHAEL  TERRANCE,  COP 
CLINTON  THP 

190   WHITE,  THOMAS  CLIFFORD,  CPT,  PD 
CLIO 

168   MOORE,  DALE  HILLARD,  COP 
COLDHATER 

160   CHESTER,  GARY  MICHAEL,  DIR,  DPS 

133   HEINEMANN,  NORMAN  LEE,  SHF  OF  BRANCH  CO 
55  *  PFOST,  NEIL  E.,  SHERIFF  OF  BRANCH  COUNTY 


CORUNNA 
191   PAINE, 


174 
155 
122 
138 


146 
180 
115 
151 
132 
138 


171 
167 
164 
194 
102 


PD 


PD 


ROBERT  LOUIS,  DET  LT,  SHIAWASSEE  CO  SO 
PORTER,  DEAN  FREDRICK,  SHF  OF  SHIAWASSEE  CO 
POWERS,  MICHAEL  JOHN,  LT,  SHIAWASSEE  CO  SD 
SHENK,  DAVID  LEE,  USHF,  SHIAWASSEE  CO  SO 
WILCOX,  LINDALL  ALLEN,  LT,  SHIAWASSEE  CO  SD 
DEARBORN 
121   BRASSELL,  ROBERT  ISBELL,  LT,  PD 
DONELSON,  RICHARD  KEITH,  LT,  PD 
GUIBORD,  GREGORY  PAUL,  LT,  PD 
tt   KLUESNER,  EDHARD  A,  LT,  PD 
tt   KNOTT,  DAVID  EDWIN,  INSPR,  PD 
PETERSON,  DAVID  CLARENCE,  LT, 
SLIGAY,  JOHN  PAUL,  LT,  PD 
DEARBORN  HEIGHTS 
117  tt   ACKLING,  RODNEY  JESS,  SGT,  PD 
105  #  BROWN,  DONALD  R,  CPT,  PD 

92  tt   LOOSE,  DONALD  R,  COP 
130  tt   MCCAULEY,  MARTIN  BERNARD,  LT, 
DETROIT 
116   ABAIR,  EDWARD  W. ,  LT,  PD 

ANDREWS,  BRENDA  GOSS,  LT,  PD 
AUTREY,  JOHN  HENRY,  LT ,  PD 
BANKS,  JESSE  LEE,  JR,  LT,  PD 
BARREN,  JAMES  RONALD,  LT,  PD 
BENSMILLER,  ALFRED  R. ,  CMDR,  PD 
15  #  BERG,  JAMES  C.  ,  DEP  SUPT,  PD 
109  tt   BRANDIMORE,  HILLIAM  B,  JR,  COP 
183   BRANTLEY,  DEWAYNE  PRESTON,  1LT,  MI  SPOL 

114  BROOKS,  JOSEPH,  INSPR,  PD 

109  BROWN,  JOSEPH  C,  INSPR,  PD 

195   BROWN,  MORRIS  LEE,  F/LT,  MI  SPOL 

142  tt   BROWN,  RONALD  EUGENE,  CMDR,  WAYNE  CO  SD 

52  tt   BROWNFIELD,  HAROLD  A.,  DET  LT,  PD 

30  tt   BULLACH,  MELVILLE  E.,  INSPR,  PD 
134   BURROWS,  THEODORE  MILTON,  J,  LT,  PD 

91  tt   CASEY,  CLIFTON  G.  ,  CMDR,  PD 

104  CATTANEO,  GERALD  L.,  LT,  PD 

105  tt   COULTER,  JESSE  Z,  CMDR,  PD 
154   COURIE,  JOHN  JOSEPH,  CMDR,  PD 
160   COURT,  RICHARD  HENRY,  LT,  PD 

174   CRANFORD,  JIMMIE,  JR,  LT,  HAYNE  CO  SD 
132   CRONIN,  RONALD  DAVID,  INSPR,  PD 

149  CUMMINGS,  BILLY  GENE,  INSPR,  PD 
179   CURRY,  HERMAN,  JR,  INSPR,  PD 

110  DABROWSKI,  ALFRED  J,  CMDR,  PD 
96  tt   DARIN,  DENNIS  A.,  INSPR,  PD 

115  DAVIS,  PAUL  L,  INSPR,  PD 

194   DEBEAU,  MARK  LAWRENCE,  DEP  DIR,  WAYNE  CO  AIRPORT  POL 
138   DONALDSON,  CLINTON  LAVONNE,  CMDR,  PD 
127   DOUGLAS,  MACK  EDWARD,  CMDR,  PD 
98   DUNGY,  RICHARD  L,  DEP  CHF,  PD 

131  EDMOND,  VIVIAN  JUANITA,  CMDR,  PD 

127   EVANS,  WARREN  CLEAGE,  USHF,  WAYNE  CO  SD 
151    FARRIS,  LINNON  CLAY,  LT,  PD 
112  tt   FIERIMONTI,  ANTHONY  L,  COMMANDER,  PD 
170   FODERA,  ROSE  ANN,  CMDR,  PD 
169   FORTIER,  PIERRE  ARMAND,  LT ,  PD 
96  It   GERDS,  CHARLES  F.,  LIEUTENANT,  PD 
142   GIGANTI,  ANTHONY  DAVID,  LT,  PD 
115   GILLIAM,  JOEL  T.,  LIEUTENANT,  PD 

150  GORALSKI,  HAYNE  ROGER,  INSPR,  PD 

132  GORDON,  RICHARD  FLEMING,  LT,  PD 


105 
85  tt 

186 

161 
89  * 
92  tt 
94  tt 

103 

114  tt 

102  tt 
84  tt 

136 

126 

117 

155 

111 

119 

118  # 

145 

118 
36  tt 

120 

148 

148 

185 

101 

110 

129  tt 

113 

124 

185 

182 

121 

152 


GREEN,  RONALD  A.,  COMMANDER,  PD 

GREENE,  AUBREY  E.,  LIEUTENANT,  PD 

HARRIS,  KRYSTAL  ANN,  LT ,  PD 

HART,  HARRISON  DANIEL,  LT,  PD 

HART,  HILLIAM  L.,  COP 

HEHN,  ALICE  M,  INSP,  PD 

HENAHAN,  HILLIAM  J,  DET  SGT,  PD 

HENRY,  CHARLES  E.,  COMMANDER,  PD 

HUMPHREY,  JAMES  L,  INSPR,  PD 

JACKSON,  BENJAMIN  F,  INSPR,  PD 

JOABAR,  JOSEPH  A.,  INSPECTOR,  PD 

JOHNSON,  KENNETH  MCNEAL,  LT,  PD 

JONES,  DAN,  INSPR,  PD, 

JORDAN,  PATRICK  JOSEPH,  LIEUTENANT,  PD 

KECK,  JIMMY  WAYNE,  LT,  PD 

KERWOOD,  RONALD  K. ,  INSPECTOR,  PD 

KNOX,  DOROTHY  DEAN,  CHF  INVSTGR,  WAYNE  CO  PROS  OFC 

KOZLOWSKI,  NORBERT  ALOYSUIS,  LT,  PD 

LAMBRECHT,  TERRY  ALLEN,  LT,  PD 

LANDEROS,  LONNIE  BASILIO,  INSPR,  PD 

MATTHES,  CHARLES  B.,  INSPR,  WAYNE  CO  SO 

MAY,  STANLEY  MCDOWELL,  LT,  PD 

MCBRIDE,  PRESTON,  LT,  PD 

MCCARROLL,  JOSEPH  PATRICK,  LT,  PD 

MCCARTHY,  PATRICK  MICHAEL,  LT,  PD 

MCKANE,  DANIEL  J,  CMDR,  PD 

MCKINNON,  ISAIAH,  COP 

MERTZ,  HAROLD  EDWARD,  LT,  PD 

MITCHELL,  CREAR  S.,  CMDR,  PD 

MITCHELL,  FRANK  EDWARD,  LT,  PD 

MITCHELL,  JOHN  ALBERT,  LT,  WAYNE  CO  SD 

MOTLEY,  JOYCE  ANN,  INSPR,  PD 

MUSCAT,  PATRICK  HENRY,  INSPR,  PD 

NAPOLEON,  BENNY  NELSON,  INSPR,  PD 


93  tt   ONEILL,  PATRICIA  ANN,  LIEUTENANT, 


PD 
PD 


141    PARSHALL,  DONALD  CHARLES,  JR,  LT, 
139   PETERSON,  THOMAS  FRANCIS,  LT,  PD 

76   PITTMAN,  LOREN  M. ,  UNDERSHERIFF,  WAYNE  COUNTY  SO 
157    POST,  JOANNE  LEE,  INSPR,  PD 
134   POWERS,  ROBERT  ROY,  JR,  LT  IV,  MI  SPOL 

55  #  QUAID,  ROBERT  S.,  DIR  OF  PERSONNEL,  PD 
103   RESTAURI,  DONALD  A.,  INSPECTOR,  PD 
133   RHODES,  EUGENE  EDWARD,  LT,  PD 
190   RICE,  WILLIAM  RODNEY,  LT,  PD 
183   RICHARDSON,  DENNIS  MICHAEL,  INSPR,  PD 
144   RUHANA,  GEORGE  MICHAEL,  INSPR,  PD 

146  SCOTT,  HAROLD  CALVIN,  INSPR,  PD, 

116  SEWELL,  BRUCE  B.,  LIEUTENANT,  PD 
33  #  SHELBY,  GILBERT  J.,  INSPECTOR,  PD 

161   SHELDON,  MARGIE  KATHLEEN,  LT,  WAYNE  CO  SD 
113   SHELL,  WILLIAM  E.,  LIEUTENANT,  PD 
137    SIMMONS,  DAVID  LEROY,  CMDR,  PD 
106   SIMPSON,  LUCIA  H. ,  LT,  PD 
130   SMITH,  GEORGE,  JR,  LT,  PD 
95  #  SMITH,  HAROLD  E,  INSPECTOR,  PD 
125   SPIGHT,  VIRGIL  LEE,  LT,  PD 
123   STOVER,  RICHARD  LEO,  CMDR,  WAYNE  CO  SD 

147  TOPP,  NATHANIEL,  INSPR,  PD 
101  tt   TSAMPIKOU,  JOHN  M,  CMDR,  PD 

147   TURNER,  MELVIN  EUGENE,  DEP  CHF  CMDR,  WAYNE  CO  SD 

128   TWARDZIK,  JOSEPH  JOHN,  LT,  PD 

119   VASILOFF,  RONALD  DAVID,  INSPR,  PD 

178   VERTIN,  WILLIAM  JOHN,  JR,  LT,  PD 

106   WATKINS,  CARL  M,  CMDR,  PD 

121   WILLIAMS,  AMOS  EDWARD,  LT,  PD 

144   WILLIAMS,  BRODERICK  THADDEUS,  CMDR,  PD 

170   WILLIAMS,  DONALD  RUSSELL,  LT,  PD 

112   WILLIAMS,  MELVIN,  LT,  PD 

94  WILLIS,  BILLIE  ANN,  PRECINCT  CMDR,  PD 
181   WILSON,  CHARLES  EUGENE,  CMDR,  PD 

142   WORTHINGTON,  IRIS  KAY,  INSPR,  PD 

117  WRIGHT,  0  NEAL,  LIEUTENANT,  PD 
173   WYLIE,  WILLIAM  KIMBALL,  LT,  PD 
140   YOUNGER,  JAMES  ROBERT,  CMDR,  PD 
153   ZACHARY,  JAMES  BARCLAY,  LT,  PD 

137    ZADOROZNY,  PATRICIA  JEAN,  INSPR,  PD 

95  ZARRA,  JOSEPH  J,  LT,  PD 
DRAYTON  PLAINS 

139   REYNOLDS,  ROBERT  LEIGH,  CHF,  WATERFORD  TWP  PD 
156   VALLAD,  PAUL  DOUGLAS,  CPT,  WATERFORD  TWP  PD 
EAST  GRAND  RAPIDS 
172   GALLAGHER,  PETER  JAMES,  COP 
192    SPENCER,  CHARLES  DEETON,  DEP  CHF,  DPS 
EAST  LANSING 

59  tt   AGAR,  WILSON  G. ,  LT,  MI  SPOL 
132   ALLAIRE,  JEROME  BRIAN,  LT  IV,  VT  SPOL 
BEAUCHINE,  RONALD  L,  LT,  MI  SPOL 
BENNETT,  KENNETH  GEORGE,  DET  1LT,  MI  SPOL 
BENSON,  BRUCE  LEE,  DIR  OF  PUB  SFTY,  MI  ST  UNIV 
BERTEE,  ROBERT  JAMES,  INSPR,  MI  SPOL 
BOLGER,  JAMES  BERT,  1LT,  MI  SPOL 
BOLT,  JERRY  D,  INSPR,  MI  SPOL 
BURKE,  EDMUND  KERKER,  JR,  INSPR,  MI  SPOL 
BURNS,  BERNARD  FRANCIS,  LT,  MI  STATE  UNIV  DPS 
BUSH,  JAMES  NORRIS,  LT,  MI  SPOL 
CALDER,  GARY  LEE,  LT,  MI  SPOL 
CARTER,  JAMES  A,  CPT,  MI  SPOL 
CHUBB,  STEPHEN  LOYD,  SGT,  PD 
COOK,  RAYMOND  A,  INSPTR,  MI  SPOL 
DAVIS,  RITCHIE,  T,  COL,  MI  SPOL 


116 
180 
122 
144 
139 
113 
152 
168 
171 
181 
110 
145 
73 
101 
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139 
107 

55 
137 
125 
190 
134 

92 
186 
170 
194 
159 
106 


DEBOER,  STEPHEN  PAUL,  INSPR,  MI  SPOL 

tt   DOUBLEDAY,  STANLEY  H,  LT,  MI  SPOL 

tt   FOSTER,  JACK  P,  CPT,  MICHIGAN  SPOL 

tt   GAHIDE,  BENJAMIN  PAUL,  DET  LT,  MI  SPOL 

tt   GRACE,  WILLIAM  JOSEPH,  LT,  MI  SPOL 

HALL,  KENNETH  BERNARD,  LT,  MI  ST  UNIV  POL 
HAMPTON,  STUART  LEE,  DET  LT,  MI  SPOL 
HASSINGER,  WILLIAM  D,  JR,  LTC,  CHF  DEP  DIR,  MI 
HERNER,  STEVEN  RAY,  INSPR,  MI  SPOL 
HUGHES,  FRANK  VINCENT,  LT,  MI  SPOL 


SPOL 


HUNT-GIBSON,  ANNEMARIE,  1LT,  MI  SPOL 

HUNTLEY,  RICHARD  KING,  LT,  PD 

JAMES,  EARL  W. ,  LT,  MI  SPOL 
113  tt   KLOOSTRA,  JAMES  N,  LT,  MI  SPOL 

10  tt   KNOX,  OKLA  H. ,  CPT,  MI  SPOL 
194   KRUSINGA,  GREGORY  ALLEN,  LT,  MI  SPOL 
140   KUKALIS,  JUSTIN  JOSEPH,  DET  LT,  MI  SPOL 
156   LAPP,  RONALD  JOHN,  DET  ILT,  MI  SPOL 

163  LOVEALL,  DALE  OWEN,  DET  LT,  MI  SPOL 

182   MACDONELL,  DENNIS  DANIEL,  DET  LT,  MI  SPOL 
132   MACIEJEWSKI,  KENNETH  ALVIN,  LT  VI,  MI  SPOL 

129  MARKHAM,  MAYNARD  KEITH,  LT,  PD 

103  MCDOWELL,  LEE  E,  LT,  MI  SPOL 

145   MCPHERSON,  STEPHEN  DAVID,  LT,  MI  SPOL 
135   MELOCHE,  RICHARD  CLARENCE,  INSPR,  MI  SPOL 
174   MENGHINI,  MARK  JOSEPH,  DET  ILT,  MI  SPOL 
176   MULADORE,  ROBERT  GENE,  DET  1ST  LT,  MI  SPOL 
187   MUNOZ,  PETER  CHRISTOPHER,  INSPR,  MI  SPOL 
69  #  MURPHY,  LAWRENCE  W.  ,  DIR  OF  PROGRAM  SER,  OFC  OF  CRI 
43  tt   MURRAY,  ROBERT  E.,  CPT,  MI  SPOL 
12  *  NELSON,  JOSEPH  R.,  IDENT  OFFICER,  MI  SPOL 
174   NUTTER,  ALAN  WILLIAM,  DET  LT,  MI  SPOL 
110   PARVIAINEN,  WILLIAM  J.,  JR.,  LT,  MI  SPOL 
178   PATRICK,  JIMMY  GLEN,  DET  ILT,  MI  SPOL 
166   PAYNE,  DANIEL  JOSEPH,  ILT,  MI  SPOL 

104  tt   PAYNE,  DENNIS  M,  LTC,  MI  SPOL 

162   POST,  GARY  MICHAEL,  INSPR,  MI  SPOL 
165   POWERS,  HOWARD  L,  LT,  MI  SPOL 
173   RANKENS,  STEVEN,  DET  LT,  MI  SPOL 
193   RAY,  BRIAN  EUGENE,  F/LT,  MI  SPOL 
184   RAZMUS,  SHIRLEY  JEAN,  ILT,  MI  SPOL 
152   RICE,  MICHAEL  ALLAN,  LT,  MI  ST  UNIV  DPS 
28  tt   ROBERTSON,  CARL  W.  ,  CAPTAIN,  MICHIGAN  STATE  POLICE 
151   RODRIGUEZ,  LAWRENCE  RODOLFO,  DET  LT,  MI  SPOL 

130  SCHOENBERGER,  RICHARD  WARREN,  LT,  MI  SPOL 

108   SMITH,  LEWIS  G. ,  MAJOR,  MICHIGAN  STATE  POLICE 

115  tt   SMITH,  NORMAN  K.  ,  DET  LT,  MI  SPOL 

105  tt   SNODY,  JAMES  R.,  JR.,  LT  COL,  MICHIGAN  ST  POL 

164  STEFFEL,  JEFFREY  JOHN,  INSPR,  MI  SPOL 
125   STINEBOWER,  KELLEY  M,  CPT,  MI  SPOL 

116  TOLSMA,  JAMES  L.,  DET  LT,  MICHIGAN  STATE  POLICE 
94  tt   TUCKER,  GEORGE  D.  ,  DET  LT,  PD 

148   TUTTLE,  JAMES  PAUL,  LT,  MI  SPOL 
154   VAN  TIL,  CARL  JAMES,  ILT,  MI  SPOL 
84  tt   VANBEVEREN,  LESLIE,  EX  SEC,  MI  LAW  ENF  OFFICERS  TN 

131  VANDENBERG,  CURTIS  LEE,  LT,  MI  SPOL 
WAALKES,  MARIE  LOUISE,  ILT,  MI  SPOL 
HARDWELL,  WILLIAM  THADDEUS,  LT,  MI  STATE  UNIV  DPS 
WARNER,  ROGER  L,  CPT,  MI  SPOL 
WILSON,  DARLENE  IRENE,  LT,  MI  SPOL 


182 
166 
104 
161 
ECORSE 
43  tt 


ROYAL,  ALVIN,  COP 
ESCANABA 

60  *  FINMAN,  HAROLD  0.,  SHERIFF,  DELTA  COUNTY 

83  *  FREDERICK,  RICHARD  J,  DEP  DIR  OF  SFTY,  ESCANABA  PUB 

162  ODELL,  ALAN  LEE,  SGT,  DPS 

112   ROBITAILLE,  JOHN  J,  SHF  OF  DELTA  CO 
ESSEXVILLE 
119   HUGO,  TERRENCE  EUGENE,  COP 
49  tt   KAAKE,  EDWARD  J.,  COP 

163  SNELLING,  WILLIAM  THOMAS,  II,  OFCR,  DPS 
FARMINGTON 

84  *  HOLKO,  RONALD  N.,  DIR,  DPS,  FARMINGTON  TSP 
FARMINGTON  HILLS 

166   BLEDSOE,  MARTIN  JOSEPH,  INSPT,  PD 
DWYER,  WILLIAM  J,  COP 
HAWALD,  GARY  HENRY,  LT,  PD 
#  KILMER,  NORMAN  RAY,  LT,  PD 
tt   MILLER,  ERNEST  A,  JR,  INSPR,  PD 
MURPHY,  RICHARD  DENNIS,  INSPT,  PD 
NEBUS,  CHARLES  ALLEN,  CMDR,  PD 
NIEMISTO,  RICHARD  H,  INSPR,  PD 
ROCHFORD,  DENNIS  EDWARD,  CAPT,  PD 
SPENCER,  MIRL  JOSEPH,  DEP  COP 
FERNDALE 
193   COLLINS,  TIMOTHY  DANIEL,  LT,  PD 
169   KITCHEN,  MICHAEL  PAUL,  COP 
141  tt   SULLIVAN,  STANLEY  JOSEPH,  II,  CPT,  PD 
153   SWIERCZ,  JOSEPH  WILLIAM,  LT,  PD 
FLAT  ROCK 

BOLLING,  DENNIS  LEE,  LT,  MI  SPOL 

BUSICK,  ARTHUR  A.,  COP 

CRUCHFIELD,  TILMAN  LEE,  LT,  MI  SPOL 


97 
192 
156 
129 
143 
175 
114 
177 
122 


189 

12  * 
137 
FLINT 
102  tt 
166 
151  # 
120  * 
194 


ADCOCK,  CLIFFORD  C,  LT,  MI  SPOL 

AGUIRRE,  ROBERT  STANLEY,  MAJ,  GENESEE  CO  SD 

BENTHALL,  JOHN  DAVID,  DEP  CHF,  PD 

CHRISTMAN,  CHARLES  LEONARD,  DET  SGT,  GENESEE  TWP  PD 

COMPEAU,  MICHAEL  THOMAS,  LT,  GENESEE  CO  SD 


134   DEKATCH,  JOSEPH  DOUGLAS,  LT,  PD 

7  *  DRISKELL,  GARLAND  A.,  INSTRUCTOR  OF  POL,  PD 

63  tt   DURBIN,  MAX  ARTHUR,  COP 
117   DYE,  WILLIAM  C. ,  LT,  PD 
102    FERNELIUS,  RONALD  G,  DEP  CHF,  PD 
178    FOTENAKES,  GREGG  ALAN,  CPT,  GENESEE  CO  SD 

97   GILMORE,  CHARLES  H,  EXECUTIVE  DEP  CHF,  PD 
159    HANNA,  MICHAEL  JOSEPH,  DIR,  LE  OFFICERS  TNG  COMM 

75  tt   HEIDENBERGER,  GODFREY  L.  ,  CAPTAIN,  PD 

92  tt   JOHNSON,  LEO  M.  ,  DET  SGT,  PD 
157   KING,  VANE  RAY,  LT,  PD 
136   KOGER,  JEROME,  SGT,  PD 
129   MCFADDEN,  ROBERT  BOYD,  LT,  PD 

99   PARRISH,  GERALD  J,  CHF  INVSTGR,  FLINT  TWP  PD 

36  tt   PAUL,  GEORGE  B.  ,  COP 
132 
176 
108 
184 

78 

23 


LT,  PD 
PD 


PD 


PEEK,  FAY  EDWARD,  III, 

PEEK,  THOMAS  LYNN,  CPT, 

SCHECTER,  CHARLES  W,  JR,  DEP  CHF, 

SHUKER,  TIMOTHY  PATRICK,  CPT,  PD 

SMITH,  VICTOR  H.,  JR.,  COORDINATOR,  GENESEE  COUNTY  ME 

SPENCER,  GERALD  WILLIAM,  DETECTIVE, 


CRIDER,  ROBERT  JACKSON,  PUB  SAFETY  DIR,  DPS 

KING,  ELDRIDGE  JOSEPH,  DET  SGT,  DPS 

CITY 

BERTHA,  MICHAEL  JOSEPH,  DEP  CHF, 

FRANK,  JAMES  REDFORD,  CPT,  PD 

SALTER,  JACK  PERRY,  CPT,  PD 


LIEUTENANT,  PD 


COP 
COP 


PD 
195   STEELE,  JOHN  RICHARD,  CPT,  PD 
181    STEPHENS-LOCK,  THERESA  ANN,  SGT,  PD 
88   SZABO,  LOUIS  S,  JR,  DET,  CCIO-VIENNA  PD 
158   WILSON,  JOSEPH  LARRY,  SHF  OF  GENESEE  CO 
FLUSHING 

91  PATTERSON,  DAVID  E,  COP 
193   SABIN,  LINWOOD  LEE,  LT,  PD 

FRANKFORT 

108  tt   KIMPEL,  RAYMOND  A.,  CHIEF  RANGER,  US  NATIONAL  PARK 
FRASER 

120  tt 
134 

GARDEN  CITY 
188    BERTHA,  MICHAEL  JOSEPH,  DEP  CHF,  PD 
124 
139 
GENESEE 

50   BURTON,  JOHN,  DIR,  POL  TNG,  GENESEE  COMMUNIT 
GOODRICH 

100   HATCHEW,  DON  W,  TNG  OFCR,  ATLAS  TWP  PD 
GRAND  BLANC 
119   AHEARNE,  MICHAEL  VICTOR,  DEP  CHF,  GRAND  BLANC  TWP 
177   BAKER,  DENNIS  WALTER,  DET  SGT,  PD 
131   CLARK,  HERMAN  MARK,  LT,  GRAND  BLANC  CITY  PD 
162   HEIDEL,  MARK  DAVID,  COP 
94   HOWE,  BRUCE  C,  CHF,  GRAND  BLANC  TWP  PD 
GRAND  HAVEN 

72  tt   GOLDMAN,  AUBREY  L. 

57  tt   KLEMPEL,  RICHARD  E,  COP 

139  POSMA,  LEE  ALLYN,  LT,  OTTAWA  CO  SD 

173  RISHER,  BRADLEY  PAUL,  INVSTGR,  PD 
151   ROSEMA,  GARY  ALAN,  SHF  OF  OTTAWA  CO 
169   SOUTH,  DELWIN  JAY,  LT,  OTTAWA  CO  SD 

GRAND  LEDGE 

107  BURTCH,  MANUEL  D. ,  JR., 

174  tt   FLITTON,  RONALD  ERWIN, 
GRAND  RAPIDS 

193   BELK,  KEVIN  RICKY,  CPT,  PD 
135   BERG,  ROBERT  JAMES,  DET  SGT,  KENT  CO  SD 
34  tt   CHURCHILL,  WINSTON  T.,  (SA,  FBI)  SPEC  INVSTGR,  ST  LIQ 

109  DOUGAN,  JAMES  R. ,  SHF  OF  KENT  CO 
169   DURKEE,  DANIEL  KAYE,  LT,  KENT  CO  SD 

39  tt   FABER,  HARRY,  DIR  OF  SEC,  CALVIN  COLLEGE 

92  GILLIS,  VICTOR  E.,  CHF  OF  PTL  UNIT,  PD 
184   GOETHAL,  ROBERT  VALJEAN,  LT,  PD 

113   GOODWIN,  CHARLES  L,  (CHF  DEP, DOUGLAS  CO  SD)SA,  FBI 
50  tt   HENDRICKS,  JAMES  F.,  CAPTAIN,  PD 
117   HUDENKO,  WALTER,  CPT,  KENT  CO.  SD 

176   KENNELL,  CINDY  CRUMPTON,  DIR  OF  SAFETY,  COMMUNITY  COLLE 
157   NICHOLSON,  THOMAS  WILLIAM,  LT,  PD 

140  OCONNOR,  BRUCE  WILLIAMS,  CPT,  PD 
145   OSTAPOWICZ,  DANIEL  JOHN,  CPT,  PD 

121  SCHUTTER,  LEON  JON,  LT,  PD 

153   SEVERANCE,  HAROLD  DEAN,  DET  LT,  MI  SPOL 
34  tt   SKUZINSKI,  STANLEY  J.,  LIEUTENANT,  PD 
96   STEELE,  GERALD  W,  DEP  CHF,  PD 

147   STELMA,  LAWRENCE  ALAN,  LT,  KENT  CO  SO 

143   STONE,  MARVIN  CLIFFORD,  LT,  KENT  CO  SD 
GROSSE  ILE 

156    FAISTENHAMMER,  GEORGE  MARK,  SGT,  GROSSE  ILE  TWP  PD 
GROSSE  POINTE  CITY 

164   FINCHAM,  ALFRED  JOHN,  III,  LT,  DPS 
GROSSE  POINTE  FARMS 

171   BRECHT,  MARK  JOSEPH,  LT,  DPS 
GROSSE  POINTE  PARK 

159   FURTAW,  WILLIAM  MELVILLE,  CPT,  DPS 
GROSSE  POINTE  WOODS 

108  CLARKE,  RICHARD  P,  DEP  DIR  OF  PUB  SFTY,  PD 
COONCE,  HENRY  0,  COP 

KENNEDY,  BRUCE  D,  DIR  OF  PUBLIC  SAFETY 
LOUWERS,  ARTHUR  E,  COP 

MARCHAND,  HENRY  W,  SECURITY,  COTTAGE  HOSPITAL 
VITALE,  JOSEPH,  CHIEF  OF  POLICE 


33  tt   COOPER,  CLAYTON  EARL,  DET  LT,  PD 


106 
82 

51  # 
91 

90  tt 
HANCOCK 

108  *  BATES,  FRANCIS  N,  COP 
HARPER  WOODS 

94  tt   MAYER,  NICKOLAUS  J,  COP 
62  tt   MIGLIO,  ALLEN  MARTIN,  COP 
175   SEMPLE,  LAWRENCE  WAYNE,  JR,  COP, 
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183    SKOTARCZYK,  RANDOLPH  ALLEN,  LT,  PD 
HARRISON 

146    GOYT,  JEFFERY  VINCENT,  SHF  OF  CLARE  CO 
HASTINGS 

160   DEBOER,  STEPHEN  HAROLD,  SHF  OF  BARRY  COUNTY 

136    HOOD,  DAVID  ONNIE,  SHF  OF  BARRY  CO 
HAZEL  PARK 

153   MARCHLONES,  MELVIN  STANLEY,  EX  CMDR,  PD 

183   SMICK,  DANIEL  STANLEY,  LT,  PD 
HIGHLAND 

90    SELKE, 

HIGHLAND  PARK 

11  tt   ALLEN, 

172    MATTOX 
HILLSDALE 

134   GUTOHSKI,  CHRISTOPHER  GENE,  COP 

146    KALUSNIAK,  JOHN  JASON,  COP 
HOLLAND 

107   HARDENBERG,  MARTIN  J,  DET  LT, 

175    KOOPS,  BLAINE  ARLYN,  CPT ,  PD 

112  tt   LINDSTROM,  CHARLES  L.,  COP 

194   MASCORRO,  RUDY,  DET  SGT,  PD 

140  tt   SMITH,  HILLIAM  HESLEY,  LT,  MI  SPOL 
HOUGHTON 

11  *  KLINGBEIL,  ERNEST  R.,  COP 
HOUGHTON  LAKE 

117  t   HOUSENGA,  RICHARD  D. ,  LT, 

142   MUELLER,  JAMES  FREDERICK, 
HOHELL 

154 

186 

133 

130 

122 


RONALD  H,  SUPERVISOR,  HIGHLAND  THP  PD 

JOHN  D. ,  LT,  PD 
,  JOHN  FRANKLIN,  DIR,  DPS 


PD 


MI  SPOL 

LT  V,  MI  SPOL 


CHARON,  WILLIAM  LOUIS,  CPT,  MI  SPOL 
DENNIS,  DHAIN  LEE,  DET  LT,  IONIA  CO  SD 
JUNGEL,  TERRENCE  LEE,  SHF  OF  IONIA  CO, 

SCHERTZING,  PHILLIP  DANIEL,  LT,  MI  SPOL 
VETTER,  MICHAEL  THOMAS,  SHF  OF  GRATIOT  CO  SD 


DEERING,  IVAN  GERALD,  JR,  DET  LT ,  LIVINGSTON  CO  SD 
DOMBROHSKI,  ROBERT  ALAN,  DET,  LIVINGSTON  CO  SD 
GRIFFIS,  KENNETH  RAYMOND,  CPT,  LIVINGSTON  CO  SD 
OYLER,  MICHAEL  RANDOLPH,  COP 
HINSETT,  RICHARD  LEE,  USHF,  LIVINGSTON  CO  SD 
HUNTINGTON  HOODS 

170  DANAHER,  DAVID  JOHN,  DIR,  DPS 
IMLAY  CITY 

187  HINSLOH,  ARLAN  KEITH,  COP,  DPS 
I NKST  ER 

103  KADOURA,  MICHAEL,  DEP  CHF,  PD 
IONIA 

120 

127 

177 
ITHACA 

191 

158 
JACKSON 

136  AMPEY,  SHERMAN  LEWIS,  INSPR,  MI  SPOL 
169   ANKROM,  KARL  REECE,  LT,  PD 

188  BACHMAN,  DAVID  MICHAEL,  SGT,  PD 

179   BURNETTE,  CRAIG  MICHAEL,  SGT,  JACKSON  CO  SD 

116   CHRISTNER,  JERRY  M. ,  LT,  PD 

124  i   DRAKE,  DENNIS  MICHAEL,  LT,  PD 

140   HEYNS,  DANIEL  H,  CPT,  JACKSON  CO  SD 

172   JOHNSON,  MICHAEL  EUGENE,  SGT,  JACKSON  CO  SO 

127  JOHNSON,  ROBERT  LEE,  COP, 
73  tt   MILLER,  DARYL  S.,  COP 

97   NICKOLAI,  ALLEN  H,  USHF,  JACKSON  CO  SO 
95   ROHLISON,  DENNIS  L.,  CAPTAIN,  PD 

137  tt   SOUTHWORTH,  JOHN  RAE,  SGT,  JACKSON  CO  SD 

104  tt   WATSON,  CALVIN  C,  CPT,  PD 
149   ZOMER,  DAVID  ALAN,  LT,  PD 

JONESVILLE 
190   DOTSON,  GAIL  DAMN,  1LT,  MI  SPOL 

K  I  SAWYER  AFB 
119   BURBEY,  MICHAEL  PROSPER,  SUPT  OF  LAW  ENF,  USAF 
154   MULLIGAN,  THOMAS  MICHAEL,  J,  MSGT,  USAF 

111  NEHSHAM,  KENNETH  J,  MAJ,  USAF 
KALAMAZOO 

187   BOURGEOIS,  TIMOTHY  SCOTT,  DET  LT,  PD 

171  BROWN,  ROBERT  JAMES,  DEP  CHF,  WESTERN  MI  UNIV  PD 
14  *  JACKSON,  CARLTON  A.,  SERGEANT,  PD 

190   JOHNSON,  MARTY  ALLEN,  SGT,  KALAMAZOO  CO  SD 

128  NEVELLE,  GLENN  JAMES,  CPT,  PD 

92   SAROUIZ,  ALFRED  A.,  CAPTAIN,  KALAMAZOO  COUNTY  SO 
110  tt   SLATER,  ROBERT  J,  JR,  CPT,  WESTERN  MI  UNIV  DPS 
179   VAN  STREAIN,  TERRY  IVAN,  LT,  KALAMAZOO  CO  SD 
142   VANDYKEN,  JAMES  FRANCIS,  USHF,  KALAMAZOO  CO  SO 

163  WESTON,  DANIEL,  CPT,  DPS 
KALKASKA 

132   CANNON,  NELSON  JEROME,  USHF,  KALKASKA  CO  SD 
KENTHOOD 

164  HOLLINRAKE,  MICHAEL  JOHN,  SGT,  PD 

123  MATTICE,  RICHARD  ALBERT,  CPT,  PD 
148   TOBIAS,  TERRY  EUGENE,  COP 

189  HILLIAMSON,  RANDALL  LEE,  SGT,  PD 
LAKEVIEW 

115  tt   JARMAN,  RICHARD  C,  1LT,  MI  SPOL 
LANSING 
131    ANDERSON,  ALAN  KARL,  LT,  MI  SPOL 
121   ASHLEY,  JEFFREY  JIM,  CHF,  LANSING  TWP  PD 
100   BAKER,  TIMOTHY  J,  INSPR,  MI  SPOL 
167   BAUER,  LAWRENCE  JOSEPH,  CPT,  PD 
118  tt   BAYLIS,  JOHN  JOSEPH,  DEP  CHF,  PD 
148   BOLES,  JEROME  GAYLORD,  II,  CPT,  PD 
175   BUIKEMA,  EDWARD  G,  INSPR,  MI  SPOL 
103  tt   CAMPBELL,  MARTIN  F,  LT,  PD 

112  tt   CAVANAUGH,  WILLIAM  J,  DEP  CHF,  PD 

124  CHARNEY,  PHILLIP  DAVID,  CPT,  MI  SPOL 
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90  tt 
161 
170 
153 
138 
108 

91 
121 

97  tt 
106 
122 
157 

96 
111 
114  tt 
114 
124 
135 

52  # 
141 
186 
141 
108 
128 
191 
137 
103  tt 

95 

93  tt 
184 

96  tt 
188 
155 
LAPEER 
188 
116 
125 
182 
172 
122 
130 
135 


COCHRAN,  HILLIAM  J,  CPT,  PD 

COOK,  JAMES  RICHARD,  LT,  PD 

COOK,  RICHARD  FRANKLIN,  JR,  LT,  PD 

DAWSON,  DONALD  CHARLES,  LT,  PD 

FERGUSON,  JOHN  AARON,  DET  LT,  MI  SPOL 

FOWLER,  WILLIAM  D. ,  INVSTGR,  ST  OF  MI,  DEPT  OF  LIC 

FOX,  RICHARD  L.,  CPT,  PD 

GESHEL,  JOSEPH  JOHN,  JR,  LT,  MI  SPOL 

GLEASON,  RICHARD  A,  COP, 

HALL,  JACK  L.,  INSPR, MI  SPOL 

HEYDEN,  JAMES  VICTOR,  CPT,  PD 

KAPELANSKI,  DENNIS  GERALD,  SA,  MI  DEPT  OF  ATTY  GEN 

KOPACZ,  JOHN  R.,  JR,  INSPR,  MI  SPOL 

LAMORE,  RODERICK  J.,  LT,  MI  SPOL 

LEE,  CARROLL  D,  CPT,  PD 

MACDONALD,  MICHAEL  S,  LT,  MI  SPOL 

MILLS,  JERRY  DOUGLAS,  CPT,  PD 

MIRES,  JERRY  LEE,  LT  V,  PD 

MONTGOMERY,  ORIS  A.,  INVSTGR,  INGHAM  COUNTY  PROS  OF 

OSTROM,  DANIEL  EDWARD,  LT  IV,  MI  SPOL 

PERRY-BUSE,  HELEN  LOUISE,  CPT,  PD 

RAPP,  JAMES  ALLEN,  LT  II,  PD 

REIFSNYDER,  CHARLES  E,  COP 

ROBINSON,  MICHAEL  DEAN,  MAJ,  MI  SPOL 

ROGERS,  DOUGLAS  D,  CHF,  DEWITT  TWP  PD 

ROUSH,  FREDERICK  LOUIS,  LT  V,  PD 

RYAN,  WILLIAM  H. ,  CAPTAIN,  PD 

SINCLAIR,  DAVID  E,  ASST  CHF,  PD 

TAYLOR,  KENNETH  R,  CPT,  MI  SPOL 

TESZLEWICZ,  PAUL  S,  CPT,  PD 

TUCKER,  ROBERT  W. ,  ASSISTANT  CHIEF  OF  POLICE 

YOUNG,  ROBERT  DAVID,  LT,  MI  SPOL 

YOVANOVICH,  NADEAN,  LT  IV,  MI  DEPT  OF  SPOL 


134 
99 
107 
191 
148 
173 


86 
106 
185 

98 
114 

99 
148 
127 
107 
167 

95 
118 
158 

63 


126 
145 
146 
54 
125 


CRICHTON,  JAMES  ALLEN,  DIR,  LAPEER  CO  E911  DISPATCH 

FISCHHABER,  THOMAS  J,  SGT,  PD 

FISK,  TERRY  LEE,  COP 

MCLAIN,  JAMES  HARRY,  SGT,  LAPEER  CO  SD 

MILLER,  DANIEL  JOHN,  LT,  MI  SPOL 

PARKS,  GARY  ALDON,  DET  LT,  LAPEER  CO  SD 

THICK,  PHILLIP  KENNETH,  DET  SGT,  LAPEER  CO  SD 

YUNGFER,  TIMOTHY  JOSEPH,  LT,  MI  SPOL 
LINCOLN  PARK 
101  #  ANDERSON,  RICHARD  H,  LT,  PD 

tt   BRANCHEAU,  JOHN  ROBERT,  CMDR,  PD 
tt   DUNCAN,  ROBERT  J.,  COP 
tt   HEYER,  ROBERT  C,  JR,  COP 

KARNES,  THOMAS  EDMUND,  LT,  PD 
tt   KAZENSKY,  ERNEST  THEODORE,  DEP  CHF,  PD 

LEWIS,  GLENN  GEORGE,  LT,  PD 

104  tt   ROSELLE,  DOMINICK  D,  CMDR,  PD 
LIVONIA 

109  tt   ASIALA,  PHILIP  L,  CPT,  MI  SPOL 
BUTCHER,  RONALD  E,  SGT,  PD 
CAROTHERS,  THOMAS  B,  SGT,  PD, 
CLARK,  ROBERT  EUGENE,  DET  LT,  MI  SPOL 
COLLINS,  WILLIAM  R,  CPT,  PD 
CORCORAN,  WILLIAM  H,  DEP  CHF,  PD 
GRODE,  JAMES  A,  SGT,  PD, 
HNILICA,  RONALD  D,  LT,  MI  SPOL 
HOFF,  WILLIAM  ROBERT,  DEP  CHF,  PD, 
HEADERS,  NORMAN  E.,  SGT,  PD 
MILLER,  SANDRA  SUZETTE,  DET  ILT,  MI  SPOL 
MITCHELL,  ROBERT  L.,  LT,  PD 
SKOWRON,  WESLEY  HAROLD,  DET  LT,  MI  SPOL 
TURBETT,  ROY  WILLIAM,  DET  1ST  LT,  MI  SPOL 
TURNER,  ROBERT  J,  DIR,  DPS 

MADISON  HEIGHTS 
160   HARRIES,  MICHAEL  BRUCE,  DEP  CHF,  PD 
117   KEARY,  JAMES  L,  COP 
190   ROESKE,  DONALD  ANTHONY,  SGT,  PD 
MARQUETTE 
174   ANGELI,  LEONARD  MICHAEL,  DET  SGT,  PD 

BACON,  CURTIS  MORGAN,  CPT,  MI  DEPT  OF  NTRL  RESRCES 
DISHNO,  ORVILLE  PETER,  JR,  CPT,  PD 
GOAD,  RICHARD  LEO,  DET  LT,  MI  SPOL 
HERMANSON,  DONALD  C,  LT  MARQUETTE  CO  SD 
SARVELLO,  SALVATORE  DOMINIC,  COP 
MARSHALL 

160   STADTFELO,  JAMES  ARTHUR,  DET,  CALHOUN  CO  SO 
MASON 

110  BALDHIN,  ROBERT  L,  LT,  INGHAM  CO  SO 

134   BENNEHOFF,  EVAN  RUSSELL,  SR,  DET  CPT,  INGHAM  CO  SD 

163   BOYD,  RICK  L,  USHF,  INGHAM  CO  SD 

185   CARNEGIE,  COLIN  DOUGLAS,  CPT,  INGHAM  CO  SD 

134   CURTIS,  JAMES  EDMUND,  JR,  DEP  SHF,  INGHAM  CO  SD 

126   DROPPING,  RODNEY  MERLE,  LT,  INGHAM  CO  SD 

105  tt   DUMENEY,  LAWRENCE  LYNN,  DET,  INGHAM  CO  SD 
166   MYERS,  MATTHEW  JAMES,  USHF,  INGHAM  CO  SD 
115   NYE,  EDWARD  M.,  SERGEANT,  INGHAM  CO.  SD 

177   WRIGGELSWORTH,  GENE  LEROY,  SHF  OF  INGHAM  CO, 
MELVINDALE 
108   BROPHY,  JAMES  J,  COP 

ucupuT C 

152   GARBER,  CHARLES  MARION,  COP 
MENOMINEE 

9  *  REINDL,  JOHN  W. ,  CHF  DEP  SHF,  MENOMINEE  CO  SO 
MIDLAND 

44  tt   CRAIG,  DOUGLAS  F.,  COP 
129  tt   GOOD,  FRANK  LEROY,  LT,  MI  SPOL 


■ 
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102 

191 

97 

10 

188 

94 

MILFORD 

175   CALLAHAN,  THOMAS  MICHAEL,  LT,  PD 

LAURIDSEN,  MICHAEL  ROBERT,  SGT,  PD 
MALLETT,  DALE  JOHN,  LT,  PD 
HALLI,  HAYNE  FRANCIS,  COP 


KOLEVAR,  MICHAEL  A,  DET  LT,  PD 

MAULT,  KENNETH  DOSSIE,  LT,  MIDLAND  CO  SO 

NEHTON,  JAMES  C,  LT,  PD 

PENNER,  BEN,  ASST  CHF,  PD 

ST  LOUIS,  JAMES  QUINN,  COP 

WHIPPLE,  MYRON  J.,  LT,  MIDLAND  CO  PROS  OFC 


191 

126  tt 

173 

MONROE 

91 

126 

150 
59  # 
70  # 

118  tt 


ARNOLD,  DALVIN  C,  CHF,  PD 

BENORE,  RONALD  JAMES,  DEP  CHF,  PD 

DAVISON,  MICHAEL  BARRY,  LT,  MONROE  CO  SD 

LAPP,  HARRIS  H,  DET,  MONROE  CO  SO 

PETERS,  PAUL  E,  COP 

VANWERT,  CARL  EUGENE,  LT,  MI  SPOL 
MOUNT  CLEMENS 

187   CONVERY,  MICHAEL  JAMES,  LT,  PD 
MT  CLEMENS 
133  #  BOMBER,  JERRY  FRANK,  LT,  MACOMB  CO  SD 

182  ERNST,  ALEXANDER,  LT,  CLINTON  THP  PD 

184   ESCHENBURG,  CALLAN  ERNEST,  LT,  MACOMB  CO  SD 
179   HACKEL,  MARK  ALLEN,  INSPR,  MACOMB  CO  SD 
168   JOHNSON,  WILLIAM  DAVID,  DEP  CHF,  CLINTON  TWP  PD 
172   KALM,  RICHARD  STEVEN,  INSPR,  MACOMB  CO  SD 
139   STACER,  GERALD  EDWARD,  INSPR,  MACOMB  CO  SD 
120   TUSCANY,  RONALD  PAUL,  USHF,  MACOMB  CO  SD 
MT  MORRIS 

183  BECKER,  MICHAEL  EDWARD,  LT,  GENESEE  CO  SD 
189   DUNKLEE,  MICHAEL  LEE,  CHF,  MT  MORRIS  TWP  PD 

MT.  PLEASANT 

128  HYLAND,  JERRY  RAY,  LT,  MI  SPOL 

81  tt   MARTIN,  THOMAS  W,  DIRECTOR  OF  PUBLIC  SAFETY 
194   SHELL,  JEFFRY  ALLEN,  SGT,  PD 

18  *  STAUFFER,  ROYAL  L,  PATROLMAN,  PD 
177   TROMBLEY,  MARTIN  EARL,  DIR,  DPS 
155   YEAGLEY,  WILLIAM  EARNEST,  J,  SGT,  PD 
MUSKEGON 

93  GARDNER,  BEN  H. ,  CAPTAIN,  PD 

96  ORTQUIST,  ALAN  J.,  LIEUTENANT,  PD 
104   RAKOWSKI,  DONALD  P.,  SERGEANT,  PD 

52  #  VEITENHEIMER,  DON,  DIR,  MUSKEGON  CO  JUVENILE  COUR 
78  #  WENK,  JOHN  C,  COP 
MUSKEGON  HEIGHTS 
141   MCMURRAY,  SAMUEL,  LT,  PD 
106  #  THOMPSON,  JOHN  R,  CPT,  PD 
NEGAUNEE 
136  tt   SWEENEY,  EUGENE  DAVID,  CPT,  MI  SPOL 
177   VAN  OOSTERHOUT,  JOSEPH  WALTER,  LT,  MI  SPOL 
NEWAYGO 

97  HORVATH,  GEOFFREY  A.,  SR,  F/LT,  MI  SPOL 
NEWBERRY 

149  ERICKSON,  KEVIN  RODMAN,  SHF  OF  LUCE  CO 

129  #  KENT,  THOMAS  LEE,  LT,  MI  SPOL 
NILES 

94  DRAGOMER,  RICHARD  E,  CPT,  MI  SPOL 

150  KING,  BILLY  LEE,  ILT,  MI  SPOL 
115   ROGERS,  CHARLES  F,  SR,  COP 

91   VANTUYL,  RICHARD  F,  COURT  OFCR,  BERRIEN  CO  SD 


VANTUYL,  RICHARD  F 
NORTHVILLE 
107  tt   BELLAIRE,  ROBERT  J 
93   CANNON,  RODNEY  A., 


CPT,  MI  SPOL 
COP 
146   GARVALE,  THOMAS  ANTHONY,  LT,  MI  SPOL 
140   HARDESTY,  KENNETH  DALE,  CHF,  NORTHVILLE  TWP  PD 
122   JOHNSON,  GERALD  LESLIE,  LT  VI,  MI  SPOL 
122   KOENIG,  JOSEPH  ALBERT,  INSPR,  MI  SPOL 
150   KUBITSKEY,  NORMAN  PAUL,  SGT,  PD 
170   MCALLEN,  DOROTHY  KAY,  LT,  MI  SPOL 
189   PETRES,  JAMES  LESLIE,  CPT,  PD 
188   SHERMAN,  JOHN  MICHAEL,  LT,  NORTHVILLE  TWP  DPS 
179   SLATER,  SHELBY  L,  ILT,  MI  SPOL 
167   SNIDER,  MARVIN  ASA,  CHF,  NORTHVILLE  TWP  PD 
114   SWOPE,  MICHAEL  R,  ILT,  MI  SPOL 
NORTON  SHORES 
165   DOCTOR,  ROGER  DALE,  COP 
116  #  NALLEY,  LAMAR  0.,  LT,  PD 
152  tt   REED,  WILLIAM  CARLTON,  LT,  PD 


NOVI 
133 
185 
167 
177 


PD 
PD 


PD 


FAULKNER,  RICHARD  ANTHONY,  CPT, 
MCNAMARA,  TIMOTHY  ALOYSIUS,  LT, 
RASMUSSEN,  ROBERT  ALFRED,  DEP  CHF, 
SHAEFFER,  DOUGLAS  FLOYD,  COP, 
OAK  PARK 

176   BAUER,  ROBERT  ALLAN,  LT, 

103  tt   HEATLEY,  LEO  J.,  CPT,  MI 

138   HURT,  EMORY  CLINTON,  JR, 

168   RANCE,  RANDALL  GENE,  LT, 
OFFUTT  AFB 

123   CUNNINGHAM,  RONNIE  WAYNE,  FIRST  LT,  USAF 
OKEMOS 

180 

174 

112  # 

126  tt 
OSCODA 

167 
PAW  PAW 

117  tt   NOLAN,  WILLIAM  GLEN,  POST  CMDR,  MI  SPOL 


DPS 
SPOL 
LT,  DPS 
DPS 


DUTCHER,  ROBERT  GEORGE,  CPT,  MERIDIAN  TWP  PD 
GIBBONS,  GARY  FRANK,  CHF,  MERIDIAN  TWP  PD 
NELSON,  ROBERT  L,  DET  SGT,  MERIDIAN  TWP  PD 
SHELTON,  WILLIAM  CLARK,  LT,  MERIDIAN  TWP  PD 

MACGREGOR,  ALLAN  LEE,  DET  SGT,  OSCODA  TWP  PD 


158   POLLOCK,  BRUCE  STEVEN,  LT,  MI  SPOL 
PETOSKEY 

95  #  KRAUS,  ERNEST  H,  COP 

193   VARGO,  G  MICHAEL,  CPT,  DPS 
PLAINWELL 

114  tt   DUNCAN,  NATHAN  A,  DEP  CHF,  PD 
PLYMOUTH 

195   CARROLL,  WAYNE  DOUGLAS,  LT,  PD 


4  *  SMITH, 
118   WHITE, 
PONTIAC 
181    AHEARN 


VAUGHAN  R.,  CHIEF  OF  POLICE, 
RALPH  EUGENE,  CMDR,  PD 


PD 


JAMES  BRIAN,  CHF  INVSTGR,  OAKLAND  CO  PROS  A 
158  tt   BATES,  ROBERT  JR,  COP 
161   CARLIN,  GERARD  LEO,  LT,  OAKLAND  CO  SD 
112  tt   CURTIS,  JAMES  H,  CPT,  OAKLAND  CO  SD 
187   EADER,  DOUGLAS  DALE,  LT,  OAKLAND  CO  SD 
134   FORTIN,  DOUGLAS  TERRY,  CPT,  PD 

29  *  GOEBEL,  ROBERT  E.,  DET  SGT,  PD 

79  tt   HANGER,  WILLIAM  K,  COP 
141   HOGAN,  MATTHEW  EDWARD,  LT,  MI  SPOL 
173   HUMMEL,  DOUGLAS  WARREN,  SGT,  OAKLAND  CO  SD 
146  tt   JOHNSON,  RICHARD  LOUIS,  LT,  OAKLAND  CO  SO 
164   JONES,  W  BARNETT,  LT,  OAKLAND  CO  SD 

128  KLINE,  DENNIS  KEITH,  CPT,  PD 
184   MCFALDA,  PATRICK  ALAN,  CPT,  PD 

151   MCLELLAN,  DONALD  RAY,  LT,  OAKLAND  CO  SD 

144  MCNEARY,  LARRY,  SGT,  PD 

153   MILES,  MICHAEL  EARL,  CPT,  PD 

130   OZDYCH,  VALENTINE  JOSEPH,  LT,  MI  SPOL 

179   QUISENBERRY,  THOMAS  EDWARD,  MAJ,  OAKLAND  CO  SD 

145  REEVES,  GERALD  NORMAN,  CPT,  OAKLAND  CO  SD 
169   SMITH,  ROBERT  WILLIAM,  LT,  OAKLAND  CO  SO 
157   TAYLOR,  JOHN  FREDERICK,  LT,  OAKLAND  CO  SD 
143   WATSON,  GLENN  RAY,  LT,  OAKLAND  CO  SO 

PORT  HURON 

129  tt   AMON,  DAVID  HAROLD,  LT,  PD 
191   BROCKDORFF,  BARRY  LAWRENCE, 

CARMODY,  JAMES  EDWARD,  CPT, 

CORBETT,  WILLIAM  J,  COP 

DUSELLIER,  HERMAN  L,  COP 

LUCAS,  FERRIS  E.,  SHF  OF  ST. 

MOELLER,  BRIAN  JAMES,  CPT,  PD 

RUSSEL,  RICHARD  J.,  DET,  ST.  CLAIR  COUNTY  SHERIFFS 

SLOAT,  DONALD  E.,  CAPTAIN,  PD 

THOMPSON,  NORMAN  PHILLIP,  LT,  PD 

TORREY,  THOMAS  EARL,  LT,  ST  CLAIR  CO  SD 


LT, 
PD 


ST  CLAIR  CO  SD 


CLAIR  CO 


169 

87 
104 

22 
178 
110 

64 
147 
142 
PORTAGE 

155   JUNGEL,  MICHAEL  JAMES,  DEP  CHF,  PD 
172   LIROT,  KIT  IRVING,  DEP  CHF,  PD 
REDFORD 
192   ANDERSON,  KENNETH  PAUL,  LT,  REDFORD  TWP  PD 
124  #  BARCLAY,  JAMES  ROBERT,  COP 
166   BUCK,  JOHN  THOMAS,  DEP  CHF,  REDFORD  TWP  PD 
123  tt   FLEMING,  JAMES  JOSEPH,  LT,  REDFORD  TWP  PD 

29  tt   NIELSEN,  CHRIS,  COP 
165   PARKER,  DAVID  ALLAN,  DIR,  REDFORD  TWP  PD 
106  #  ROBERTS,  LIONEL  F,  DEP  CHF,  PD 

110  #  SHAW,  CHARLES  D,  DET  LT,  PD 

154  #  STREET,  THOMAS  EDWARD,  LT,  REDFORD  TWP  PD 
RICHMOND 

189   WATKINS,  DENNIS  MICHAEL,  COP, 
RIVER  ROUGE 

144   MAY,  KENNETH  BYRON,  DET  INSPR,  PD 
RIVERVIEN 

162   BARTUS,  JAMES  ANDREW,  COP 
ROCHESTER  HILLS 

131  DALTON,  JOHN  LOUIS,  CHIEF,  PD 
ROCKFORD 

142   MADDEN,  STEPHEN  DOUGLAS,  CPT,  PD 
ROMULUS 

155  EARLY,  DAVID  ANDREW,  LT,  PD 

179   FENTON,  RICHARD  ALAN,  CHF,  DETROIT  METRO  AIRPORT  PD 

178  PAINTER,  ERIC  DOUGLAS,  LT,  PD 
ROSEVILLE 

150   LUCAS,  WILLIAM,  JR,  COP 
ROYAL  OAK 

80  #  BESANSON,  CLAYTON  J,  COP 

132  KEMP,  RICHARD  GEORGE,  COP 

94  #  MAIN,  ROBERT  P,  INSPECTOR,  PD 
127   SMITH,  RONALD  ARTHUR,  LT,  PD 
SAGINAW 
102  tt   ADAMS,  ALVIN  S.,  SGT,  PD 
168   BURNS,  ARNOLD  JAMES,  ASST  CHF,  SAGINAW  CITY  PD 

72  #  COATS,  FREEMAN  W. ,  COP 
176   COURTNEY,  CHERYL  ELAINE,  SGT,  SAGINAW  TWP  PD 
168   DEWITT,  DIANE  KAY,  INSPR,  MI  SPOL 

111  DINNINGER,  DONALD  H. ,  SGT,  PD 
98   EISCH,  EDWARD  J,  LT,  PD 

179  #  GOLDEN,  JAMES  BAYLOR,  COP 

181   JEROME,  RANDY  LEE,  SGT,  SAGINAW  CO  SD 

68  tt   MCGILLEN,  FRANK  B.,  CAPTAIN,  PD 
119   MCINTYRE,  THOMAS  EDHARO,  SHF  OF  SAGINAW  CO 

54  tt   MUELLER,  WILLIAM  C. ,  LIEUTENANT,  PD 
137   NEWVINE,  JAMES  FRANKLIN,  LT,  PD 
178   RAE,  ROBERT  EARL,  CAPT,  SAGINAW  CO  SD 
152   RENICO,  STEPHEN  CHARLES,  USHF,  SAGINAH  CO  SD 
105  tt   RUONAVAARA,  KENNETH  C,  LT,  MI  SPOL 
186   THOMPSON,  WILLIAM  ARTHUR,  JR,  SGT,  SAGINAW  CO  SD 

112  WEILER,  EUGENE  R,  INSPR,  MI  SPOL 
SALINE 
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HI    BUNTEN,  PAUL  LOHELL,  COP 
128   DOUGLAS,  JAMES,  COP 
101  *  LEVLEIT,  JAMES  L,  CITY  ADMIN 
SANDUSKY 
154    BUSH,  CHARLES  EDHARD,  ILT,  MI  SPOL 

162    GRAY,  HILLIAM  HERMAN,  ADMIN,  SANILAC  CO  DRUG  TASK  FO 
176   HOELKERS,  TIMOTHY  MICHAEL,  COP 
SAULT  SAINTE  MARIE 
131    BUSH,  PETER  HILLIAM,  DET,  PD 
159    HOLMES,  DENNIS  KEITH,  ILT,  MI  SPOL 
60  tt    SHUNK,  HILLIAM  D. ,  CAPTAIN,  PD 
13  tt   HELSH,  J.  HILLARD,  COP 
SIGINAH 

143  tt   PEARSON,  ROBERT  HAYNE,  CPT  ,MI  SPOL 
SOUTH  LYON 

159  tt   COLLINS,  LLOYD  TINSLEY,  DEP  CHF,  PD 
SOUTHFIELD 
113    FASBINDER,  RONALD  A,  COP 
149    HOOD,  JOHN  MARQUIS,  JR,  CPT,  PD 

MARTIN,  MICHAEL  LEE,  CPT/DEP  CHF,  PD 
QUISENBERRY,  THEODORE  HUGH,  LT,  PD 
ROHLEY,  SHAWN  EDHARD,  LT,  PD 
SACKETT,  MILTON  G. ,  COP 
SIMMONS,  RICHARD  J,  CPT,  PD 
ULMAN,  HILLIAM  DUANE,  DEP  CHF,  PD 
MICHAEL  ALLAN,  DEP  CHF,  PD 


142 
179 
193 
68 
115 
154 

172  HALCH 
SOUTHGATE 

110   ATNIP,  HILLIAM  B,  DEP  CHF,  PD, 

171   HOLMES,  IAN  STUART,  SR,  COP 

175   OLSZEWSKI ,  PAUL  ALBERT,  DET  LT,  PD 
62  tt   SHAFFER,  HILLIAM  BERT,  CHIEF  OF  POLICE 

125   TERBRACK,  JOHN  ANTHONY,  COP 
SPRING  LAKE 

99   LANGELAND,  LEON  J.,  COP 
ST  JOHNS 

143  #  HANECKOH,  TERRY  ROBIN,  SHF  OF  CLINTON  CO 

101  tt   HUFNAGEL,  ANTHONY  A,  SHF  OF  CLINTON  CO 
ST.  CLAIR  SHORES 

163   GERMAIN,  LAWRENCE  JOHN,  COP 

173  GOOSSENS,  CHARLES  PAUL,  LT,  PD 
193   OLEKSYK,  BARRY,  LT,  PD 

71  tt   STARR,  LEON,  CAPTAIN,  PD 
ST.  JOSEPH 
129   BALE,  JAMES  HILLIAM,  SGT,  BERRIEN  CO  SD 

BRINEY,  JOHN  HILLIAM,  DET  SGT,  BERRIEN  CO  SD 
LOWELL  T,  COP 

DONALD  E.,  CHF  DEP,  BERRIEN  CO  SO 
FORREST  L.,  SHF  OF  BERRIEN  CO 
KELLEY,  OTTIS  V.,  IDENT  OFCR,  BERRIEN  CO  SO 
NOLAN,  JOHN  HUGH,  LT,  PD 
RUHL,  GARY  LEE,  USHF,  BERRIEN  CO  SD 
SOUCEK,  DENNIS  DEAN,  DET,  PD 


COOPER, 
JEWELL, 
JEWELL, 


192 
93 
92 

100 
7 

171 

182 

144 
STANTON 

104  tt   BOGART,  LARRY  L,  CPT,  MONTCALM  CO  SD 
STERLING  HEIGHTS 

188   BYRD,  ALAN  ARTHUR,  LT,  PD 

171   CLELAND,  FREDERICK  JAMES,  CPT,  PD 

156   DEROCHA,  THOMAS  R,  CPT,  PD 

131  tt   NALEPA,  ALLAN  ARTHUR,  COP 

163   NOHAK,  NORMAN  FRANCIS,  CPT,  PD 

183   OWENS,  JAMES  ALAN,  CPT,  PD 

137  tt   SAVELA,  ALAN  WALTER,  CPT,  PD 
STURGIS 

135   ALLI,  EUGENE,  COP 
SWARTZ  CREEK 

69  tt   LYONS,  GERALD  R.  ,  COP 
TAYLOR 

151 

157 

143 

166 

120  tt 

174 

109  tt 

135  tt 


BELANGER,  JON  CHARLES,  CMDR,  PD 
BONDY,  GLENN  KENNETH,  CMDR,  PD 
BONNER,  THOMAS  WAYNE,  COP 
CYBERT,  STANLEY  JOSEPH,  CMDR,  PD 
FORGAYS,  JOSEPH  CALVIN,  DEP  CHF,  PD 
HAYNES,  GERALD  WALTER,  LT,  PD 
LAURIE,  WALTER  D,  COP 
TERRY,  DONALD  ALBERT,  CPT,  PD 
TECHUMSEH 

77  tt   WALTON,  RAY  H,  COP 
TRAVERSE  CITY 
139   BARR,  HAROLD  KING,  SHF  OF  TRAVERSE  CO 
151   HINDS,  RALPH  PATRICK,  CPT,  PD 

183   MONROE,  ROBERT  GLEN,  SGT,  GRAND  TRAVERSE  CO  SD 
150   ROD,  TIM  C,  INSPR,  MI  SPOL 
99   SMITH,  JOSEPH  D,  LT,  USHF,  GRAND  TRAVERSE  CO  SO 
164   SOFFREDINE,  RALPH  LEONARD,  COP 
190   STEWART,  MARK  EDWARD,  LT,  MI  SPOL 
181   WARREN,  MICHAEL  KEITH,  SGT,  PD 
55  tt   HEILER,  RICHARD  P,  SHERIFF,  GRAND  TRAVERSE  COUNTY 
TRENTON 
159   BROWN,  GERALD  RAYMOND,  SGT,  PD 

GRANT,  DANIEL  JOHN,  CHF,  BROHNSTOWN  TWP  POL 
MESCHKE,  MARK  GLENN,  DEP  CHF,  PD 
PLAGENS,  GREGORY  ROBERT,  STF  SGT,  PD 
RAYMOND,  RALPH  EDHIN,  LT ,  PD, 


179 
177 
195 

141 
TROY 
97 
UTICA 

123  tt 
WALKER 

108 
WARREN 


MORTENSEN,  ROBERT  H. ,  CAPTAIN,  PD 

PATRICK,  MAX,  COP 

VANDER  MEULEN,  JAMES  F.,  LIEUTENANT,  PD 


103  tt   BAHORSKI,  JOHN  E,  SR  INSPR,  PD 
161   BARNETT,  ROGER  STEVENSON,  LT,  PD 
91  tt   BULGER,  EDHARD  J,  INSPR,  PD 

180  CLARK,  DANNY  MARK,  LT,  PD 
107  tt  DELUCA,  ANTHONY  F,  LT,  PD 
113   DOLSEN,  GERALD  A,  LT,  PD 

192    FULTON-SMITH,  DONNA  MARIE,  LT,  PD 
70  tt   GALEENER,  HOHARD  RODNEY,  INSPECTOR,  PD 

98  tt   GARCIA,  EDHARD  R,  DET  SGT,  PD 

117  tt   GRAHAM,  ROBERT  HILLIAM,  ASST  CHF,  PD 
65   GROESBECK,  CHARLES  L.,  COMR  OF  POL 

106  INGLES,  ALBERT  M,  DEP  CHF,  PD 

126  tt   KAUFFMAN,  HERBERT  JERRY,  SR,  INSPR,  PD 
185   MATERNA,  STEPHEN  JOEL,  LT,  PD 

165  tt   MUSCHONG,  CARL  JAMES,  DEP  CHF,  PD 

155  tt   RICHARDSON,  WILLIAM  DONALD,  DEP  CHF,  PD 

100  tt   SIKORSKI,  LEONARD  A.,  INSPR,  PD 

99  tt   SUHY,  THOMAS  A,  INSPR,  PD 

194  VOHS,  JAMES  PETER,  LT,  PD 
175   VOSTORIS,  JOHN  P,  LT,  PD 

95  tt   WILKIE,  HARRY  G,  DET  SGT,  PD 
WATERFORD 
167   DEAN,  JOHN  BERNARD,  JR,  LT,  WATERFORD  TWP  PD 

195  LACROIX,  DALE  DAVID,  LT,  WATERFORD  TWP  PD 
WAYNE 

127  tt   GRABOWSKI,  LEONARD,  JR,  LT,  DPS 
90  tt   LECORNU,  L  RAY,  DIR,  DPS 

93  tt   MELDRUM,  HAROLD  N,  LT,  PD 
120  tt   STAFFORD,  FREDERICK  LEE,  DIR,  DPS 

181  SUMERACKI,  MICHAEL,  SGT,  PD 
170   THOMAS,  KEITH  ALLAN,  LT,  PD 

107  tt   WRIGHT,  JOHN  T,  SGT,  PD 
WEST  BLOOMFIELD 

192    FUHS,  CARL  JOSEPH,  JR,  LT,  PD 
WEST  BRANCH 
150   ANTCLIFF,  MONTY  KELLY,  SHF  OF  OGEMAW  CO 
178   CHAPMAN,  MARK  DAVID,  1ST  LT,  MI  SPOL 
WESTLAND 
145  #  CANTRELL,  HUBERT,  JR,  LT,  PD 

NOHACZCK,  RUSSELL  ALAN,  SGT,  PD 
STOBBE,  MARCELLE  HENRY,  LT,  PD 


153 

180 
WILSON 

193 
WIXOM 

185 

136 

169 


MADALINSKI,  BRADLEY  JOSEPH,  DIR,  HANNAHVILLE  TRIBAL  DPS 


GOODLEIN,  CLARENCE  E,  SGT,  PD 
HOLLAND,  LAWRENCE  HOWARD,  COP 
KIRBY,  BRUCE  ALLEN,  SGT,  PD 
WOODHAVEN 
136   BERRY,  ERNEST,  DEP  CHF,  PD 
157   HESBURN,  DAVID  CHARLES,  CMDR,  PD 
178   ROOK,  ROY  EDWARD,  DET  LT,  PD 
WYANDOTTE 
119  #  EASTMAN,  DEAN  LEWIS,  INSPR,  PD 
56  tt   EASTMAN,  LAWRENCE  A.,  COP 
186   GREENE,  LANCE  RAY,  DET  SGT,  PD 
66  #  JEZEWSKI,  MARION  T.,  CHIEF  OF  POLICE 
71   LILIENTHAL,  WILLIAM  J,  COP 
168   LILIENTHAL,  WILLIAM  JOHN,  JR,  COP 
140   MILOT,  BERNARD  NORRIS,  LT,  PD 
126   SCHRADER,  ROBERT  WILLIAM,  DEP  CHF,  PD 
WYOMING 
118   BEUKEMA,  DARRELL  CLIFFORD,  LT,  PD 
105   BOYD,  DONALD  W. ,  LT,  PD 
131   CHENIER,  PHILIP  OLIVER,  LT,  PD 
185   GRUNEHALD,  STEVEN  FREDERICK,  SGT,  PD 
143   MEINES,  JAMES  HENRY,  CPT,  PD 
YPSILANTI 

98   HAYES,  JOHN  E.,  CHF,  EASTERN  MI  UNIV  PD 
157   KREGELKA,  GARRY  JAMES,  ILT,  MI  SPOL 
100   PIFER,  ROBERT  L.,  LT,  MI  SPOL 
ZEELAND 
165   CASHMORE,  WILLIAM  DALE,  LT,  PD 
180   METZGER,  ROBERT  WILLIAM,  JR,  COP 
93  tt   VELDHEER,  LAWRENCE,  COP 


MINNESOTA 


AITKIN 
156  * 
104  tt 


PASSER,  RICKY  JOHN,  SHF  OF  AITKIN  CO 
SOBEY,  WILLIAM  J.,  SHF  OF  AITKIN  CO 
ALBERT  LEA 
150   MENNING,  THOMAS  DALE,  ASST  CHF,  PD 
130   TRONTVET,  PAUL  STANLEY,  DET,  PD 
ALEXANDRIA 
139   NETTESTAD,  CHARLES  RICHARD,  COP 

NIELSON,  BRIAN  DONNELLY,  DET  SGT,  DOUGLAS  CO  SD 
WERNER,  GERALD  LEROY,  CHF  INVSTGR,  DOUGLAS  CO  SD 


182  * 
138  tt 
ANOKA 
178 
140  # 
145 
107  tt 
134  tt 
90  tt 

100  * 
190 
161 

101  * 
155 
109  tt 
114  tt 


ANDERSOHN,  BRUCE  BYRON,  CPT,  ANOKA  CO  SD 

BREHM,  DAVID  ALBERT,  CPT,  ANOKA  CO  SO 

CHRIST,  LEONARD  GUSTAVE,  JR,  CPT,  ANOKA  CO  SO 

HOOGESTRAAT,  WILLIAM  H. ,  USHF,  ANOKA  CO  SO 

KREYER,  GARY  RICHARD,  LT,  ANOKA  CO  SO 

LATUFF,  EDWARD  F,  SUPT,  ANOKA  CO  PARK  RANGES 

OLSON,  GLEN  A,  USHF,  ANOKA  CO  SO 

PAYNE,  ALONA  LUCILLE,  CPT,  ANOKA  CO  SO 

POIRIER,  RICHARD  PAUL,  LT,  ANOKA  CO  SD 

REVERING,  ANDREW  C,  COP 

WILBERG,  EDWARD  RALPH,  CPT,  PD 

WILKINSON,  KENNETH  G,  SHF  OF  ANOKA  CO 

WOJACK,  BRUCE  E.,  TRAINING  OFFICER,  ANOKA  CO.  SO 
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GOODNATURE,  HAYNE  PAUL,  SHE  OF  MOHER  CO 
HOFFMAN,  DONALD  R,  COP 
NELSON,  ROBERT  L,  COP 
PHILIPP,  PAUL  MARK,  COP 
RUDE,  CURTIS  EDHARD,  SGT,  PD 


APPLE  VALLEY 
174   COOK,  TERRENCE  LEE,  CPT,  PD 

165  ERICKSON,  BRUCE  ALLEN,  CPT,  PD 
AUSTIN 

144 

75 

50 
162 
184 
BEMIDJI 
155   BARKER,  BRADLEY  L,  SA,  BU  OF  CRIM  APPREHENSION 

20  *  HALL,  HALTER  H. ,  CAPTAIN,  PD 

85   KECKLER,  RICHARD  S,  SGT,  PD 

94  tt   KOSKI,  DONALD  E.,  SA,  MN  BU  OF  CRIM  APPREHENSION 
155  *  OTTERSTAD,  RONALD  JOHN,  USHF,  BELTRAMI  CO  SD 

87   TOLMAN,  THOMAS  F,  COUNTY  COMMISSIONER  OF  BELTRAM 
BIG  LAKE 

162   GERLACH,  NORMAN  HAROLD,  JR,  COP 
BLAINE 

166  tt   NICHOLAS,  RONALD  LAHRENCE,  COP 
BLOOMINGTON 

129  tt   CARLSON,  JOHN  ROY,  LT,  PD 
178   HELES,  PHILLIP  PERRY,  SGT,  PD 
169   MCCOMB,  DOUGLAS  PAUL,  LT,  PD 
117  #  SCHMIDT,  ROGER  DEAN,  LT,  PD 
123  tt   SCHMITZ,  RONALD  FRANCIS,  LT,  PD 

152  #  STONE,  KEITH  HARREN,  LT,  PD 

139  #  SHEENEY,  THOMAS  JOHN,  LT,  PD 
134   HILLOW,  ROGER  BRADFORD,  COP 

115  tt   ZUEHLSDORFF,  KENNETH  L.,  CPT,  PD 
BLUE  EARTH 

141  BOLSTER,  RICHARD  DENNIS,  INVSTGR,  FARIBAULT  CO  SO 
BRAINERD 

140  BALL,  FRANK  RUSSELL,  COP 

153  DAHL,  LYMAN  DUANE,  CPT,  PD 

171   GOTTSCH,  DANIEL  DUANE,  CPT,  CROH  HING  CO  SD 

116  ROSS,  RICHARD  0.,  SHF  OF  CROH  HING  CO 
BRECKENRIDGE 

137   HORNER,  JAMES  CARLTON,  COP 
BROOKLYN  CENTER 

137  *  HAMPTON,  TREVOR  ALLAN,  COP 
76  #  OHEHIR,  THOMAS  G.,  COP 

190   ROBINSON,  STUART  DEPYSTER,  SGT,  PD 

132  #  HERNER,  DAVID  MICHAEL,  SGT,  PD 
BROOKLYN  PARK 

193   ECKMAN, 

142  HUGHES, 
185   SETTER, 

BUFFALO 

90  #  POHERS,  JAMES  F.,  CHF  DEP,  HRIGHT  CO  SD 
BURNSVILLE 

140  tt   DUMOULIN,  MICHAEL  LAHRENCE,  COP 

158   FARRINGTON,  DAVID  GUY,  COP 

188  RAU,  FREDDIE  OTTO,  CPT,  PD 
CALEDONIA 

122  ft   SHEDBERG,  DENNIS  LEE,  SHF  OF  HOUSTON  CO 
CARLTON 

58  *  JUNTUNEN,  OSCAR  F.,  SHF  OF  CARLTON  CO 
CENTER  CITY 

151   SAMPSON,  DOUGLAS  JAMES,  LT,  CHISAGO  CO  SD 
CHASKA 

176  KNIGHT,  SCOTT  MORRIS,  LT,  PD 
157   SCHOL,  GREGORY  EDHARD,  COP 

CHISHOLM 

105  *  SHANKS,  DARRELL  E,  CHF,  DPS 
CIRCLE  PINES 

168   MAKELA,  ROBERT  ALLEN,  SGT,  PD 
CLOQUET 

112  #  ROGINSKI,  BENNETT  L.,  DIRECTOR  OF  PUBLIC  SAFETY 
COON  RAPIDS 

154  HAASE,  LONNIE  GEORGE,  CPT,  PD 
108  tt   MORRIS,  HILLIAM  J,  CPT,  PD 

189  SNELL,  TIMOTHY  JOSEPH,  SGT,  PD 

177  HELLS,  STEVEN  ALAN,  COP 
COTTAGE  GROVE 

DENNIS  S,  COP 

JAMES  EARLY,  CPT,  PD 

MICHAEL  DAVID,  CPT,  PD 


LARRY  PAUL,  CPT,  PD 

DAVID  ALLAN,  DIR  OF  SERV,  PD 

HADE  RONALD,  COP 


108   CUSICK, 
175   KINSEY, 
156   ZURBEY, 
DULUTH 

63  tt   BARBER, 
172 
129 


RUSSELL  H.,  INSPR  OF  DET,  PD 
GRAMS,  JEFFREY  ALAN,  LT,  PD 
GUNDERSON,  ERIC  PAUL,  DIS  CMDR,  MN  SPTL 
165   HALL,  JOHN  EDHARD,  LT,  PD 

12  *  PERRAULT,  THEODORE  0.,  CHF  CRIM  INVSTGN,  ST.  LOUIS  CO 
128  #  SISTO,  EUGENE  PATRICK,  DEP  CHF,  PD 
133  tt   SOHL,  FRED  FORREST,  INSPR,  PD 
69  tt   TASKY,  MILO  STEPHEN,  COP 

HAHLBERG,  RICHARD  LEE,  USHF,  ST  LOUIS  CO  SD 
HALLER,  GARY  LEE,  SHF  OF  ST  LOUIS  CO 
HISKI,  HALTER  L.,  CHIEF  OF  POLICE,  PD 


173 

141 

55 

EAGAN 
148 
193 
169 


GEAGAN,  PATRICK  JAMES,  COP 
MCDONALD,  JAMES  SCOTT,  DET  SGT,  PD 
SHANSON,  RICHARD  ALLEN,  CPT,  PD 
EAST  GRAND  FORKS 

105  *  SUNDIN,  KERMIT  H,  COP 
EDEN  PRAIRIE 
195   BOSACKER,  MICHAEL  THEODORE,  LT,  PD 
170   CARLSON,  DANIEL  JOHN,  LT,  PD 
EDINA 


171  BERNHJELM,  HILLIAM  CHARLES,  COP 
54  *  GILLETTE,  EVERETT  E.,  OFFICER,  PD 

152  tt   KLEVEN,  LEONARD  REINDERD,  CPT,  PD 
178   SIITARI,  MICHAEL  JAMES,  DEP  CHF,  PD 
106  tt   SHANSON,  CRAIG  G.  ,  COP 
64  tt   HROBLESKI,  HENRY  MYRUM,  CAPTAIN,  PD 
ELK  RIVER 
124  *  HOFSTAD,  DAVID  REUBEN,  CHF  DEP,  SHERBURNE  CO  SD 

119  HITSCHEN,  RICHARD  CLARENCE,  SHF  OF  SHERBURNE  CO 
EXCELSIOR 

172  LITSEY,  BRYAN  TIMOTHY,  SGT,  SOUTH  LAKE  MINNETONKA  DPS 
117   YOUNG,  RICHARD  ALAN,  CHF,  SO  LAKE  MINNETONKA  PUBLIC 

FAIRMONT 

36  tt   CAVERS,  GEORGE  R.,  COP 
FARIBAULT 
109  tt   COLE,  LEROY  G,  CPT,  PD 

48  tt   OBRIEN,  EDHARD  D.,  COP 

50  tt   PYKLES,  ARTHUR  L.,  ASST  CHF,  PD 

120  #  REUVERS,  GERALD  HILLIAM,  COP 
FARMINGTON 

119  tt   METCALF,  ROBERT  EMMETT,  COP 
FERGUS  FALLS 


118 

91  * 

82 
103 
169 
187 
FOLEY 
183 
138 
150 


HALVORSON,  JOHN  BYRON,  LT,  OTTER  TAIL  CO  SO 
MELBY,  GLEN  M. ,  SHF  OF  OTTERTAIL  CO 
NELSON,  GARY  A,  SHF  OF  OTTERTAIL  CO 
POLENSKY,  RAYMOND,  PTL  LT,  OTTER  TAIL  CO  SD 
TAMKE,  RICHARD  LEROY,  INVSTGR,  OTTER  TAIL  CO  SD 
HAGNER,  JOHN  RICHARD,  COP 


BENNETT,  BRADLEY  JOHN,  SGT,  BENTON  CO  SD 
BOELZ,  ARTHUR  HILLARD,  CHF  DEP,  BENTON  CO  SD 
HIPPLER,  FRANK  FREDERICK,  SHF  OF  BENTON  CO 
FOREST  LAKE 

153  SCHHARTZ,  DAVID  MICHAEL,  COP 
FRIDLEY 

164   FRIIS,  ROBERT  GLENN,  SGT,  PD 
66  #  MCCARTHY,  EVERETT  H. ,  COP 

141   SALLMAN,  DAVID  HARRIS,  DIR,  PD 
GOLDEN  VALLEY 

111  tt   CRAHFORD,  JAMES  H,  DIR,  DPS 

175   ESENSTEN,  RICHARD  ALLAN,  LT,  HENNEPIN  CO  SD 

149   JOHNSON,  ROGER  HERMAN,  CPT,  DPS 

131   MOONEY,  DEAN  LOHELL,  DIR,  DPS 

179   SMITH,  DENNIS  HOHARD,  SGT,  PD 
GRAND  RAPIDS 

177   MEDURE,  PATRICK  JOSEPH,  SHF  OF  ITASCA  CO  SD 
31  tt   OCLOCK,  GEORGE  D. ,  (SA,  FBI-RETIRED),  PATROLMAN, 
HASTINGS 

122  tt   ALTENDORFER,  ALFRED  ALLAN,  SGT,  PD 
76  tt   PLATH,  DARYL  A.,  COP 

191  SCHHARTZ,  JEFFREY  THOMAS,  LT,  DAKOTA  CO  SD 
144   HASYLIK,  NICHOLAS  J,  COP 

HIBBING 

8  tt   ODEGARD,  FRED,  CAPTAIN,  PD 
HOPKINS 

94   JOHNSON,  EARL  L,  COP 
164   LIDDY,  JAMES  PATRICK,  CPT,  PD 

116  NEFF,  HARREN  R. ,  SGT,  PD 

58  *  PROETZ,  HILLIAM  F.,  SUPT  OF  POLICE,  PD 
107   TAYLOR,  ROBERT  G. ,  PATROLMAN,  PD 
HUTCHINSON 
164   MADSON,  STEVEN  CRAIG,  COP 

188  MOGARD,  STEVEN  MICHAEL,  INVSTGR,  PD 
134  *  OBORSKY,  DEAN  MATTHEH,  COP 

121   HAAGE,  RICHARD  DUANE,  INVSTGR,  PD 
INVER  GROVE  HEIGHTS 
133   FRANSON,  HOHARD  DONALD,  SGT,  PD 
183   NELSON,  THOMAS  ADAM,  LT,  PD 

117  STAHL,  FREDERICK  E,  COP 
LAKEVILLE 

192  BELLOHS,  DAVID  DOLAN,  LT,  PD 

163   SCHHARTZ,  RICHARD  KELDUN,  CPT,  PD 
LE  CENTER 

189  DOHERTY,  THOMAS  PAUL,  INVSTGR,  LE  SUEUR  CO  SD 
LINO  LAKES 

194   MORTENSON,  STEVEN  JOHN,  SGT,  PD 
159   PECCHIA,  DAVID  JAMES,  COP 
LITCHFIELD 

154  RICHARDS,  ROBERT  ALAN,  INVSTGR,  MEEKER  CO  SO 
LITTLE  FALLS 

192  MOTES,  BRUCE  JAMES,  LT,  MORRISON  CO  SD 
93  #  OLSON,  CLAYTON  H,  COP 

179   PENDER,  MICHAEL  JOHN,  COP, 

139  TSCHIDA,  PAUL  MICHAEL,  SHF  OF  MORRISON  CO 
MANKATO 

188   ASLESON,  MICHAEL  LEE,  CPT,  MN  SPTL 

102  *  BLANSHAN,  HARVEY  D. ,  CPT,  PD 

124  tt   HODAPP,  PHILIP  HENRY,  LT,  MN  SPTL 

157   KROHLING,  LUCIAN  RAY,  CMDR,  DPS 

146   SORENSON,  DARHIN  ALLEN,  CPT,  BLUE  EARTH  CO  SD 

191  VOKAL,  CHARLES  HILLIAM,  CMDR,  MANKATO  DPS 
MAPLE  GROVE 

193  DOHMAN,  RAMONA  LYNN,  SGT,  PD 
168   RANDALL,  JAY  HALLACE,  CPT,  PD 

MAPLE  PLAIN 

115  #  LINDGREN,  CARL  H 
MAPLEHOOD 

173  tt   ARNOLD,  DAVID  LEE,  SGT,  PD 

146  tt   COLLINS,  KENNETH  VICTOR,  COP 

194  THOMALLA,  DAVID  JAMES,  CPT,  PD 


CHF  RGR,  HENNEPIN  CO  PARK  DIST 
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MINNESOTA  -  MINNESOTA 

158   HINGER,  DONALD  STUART,  COP 
MENDOTA  HEIGHTS 

146  tt   DELMONT,  DENNIS  JOHN,  COP 

173  JOHNSON,  SCOTT  ANTHONY,  COP 

170  tt   HICKS,  DORANCE  HILLIAM,  DET  SGT,  PD 
MINNEAPOLIS 
127   ADLER,  RONALD  LARRY,  INVSTGR,  HENNEPIN  CO  ATTY  OFC 
118  tt   ANDERSON,  VERNON  ROGER,  LT,  HENNEPIN  CO  SD 
193   ARNESON,  KRISTINE  MARIE,  LT ,  PD 

44  tt   ARNOLD,  EUGENE  C,  INSPR,  HENNEPIN  CO  PROS  ATTY  0 
140   BALL,  MICHAEL  JOHN,  DEP  MARSHAL,  USMS 

28  tt   BERGLUND,  HARRY,  (SA,  FBI),  MARSHAL,  USMS 
140   BLOEDOH,  LYNUS  LELAND,  CPT,  HENNEPIN  CO  SD 
116   BURKE,  THOMAS  G. ,  CPT,  METRO  TRANSIT  PD 
181   COOK,  THOMAS  CHARLES,  CPT,  HENNEPIN  CO  SD 

59  tt   DAHL,  JAMES  R,  CHF  DEP,  HENNEPIN  CO  SO 
134  tt   DECOHSKI,  JAMES,  LT,  HENNEPIN  CO  SD 
181   DELUGO,  ISAAC  SANTIAGO,  II,  SGT,  PD 
177   DOLAN,  TIMOTHY  JOHN,  LT,  PD 
166   FONTANA,  ELDON  MARSHALL,  CPT,  HENNEPIN  CO  SD 
186    FOSSUM,  MICHAEL  ANGELO,  LT,  PD 
166  tt   GERNANDT,  FRANCIS  JOHN,  CPT,  UNIV  OF  MN  PD 
114  tt   GLODEK,  JAMES  L.  ,  INSPR,  PD 

73  tt   HASSELSTROM,  ROBERT  C.  ,  DIR  OF  SEC,  NORTH  MEMORIAL  HOS 

174  HESTNESS,  GREGORY  SCOTT,  DEP  CHF,  PD 

190  HILDRETH,  CHRISTOPHER  DAVID,  LT,  PD 

127  HILE,  DAVID  THOMAS,  INSPR,  HENNEPIN  CO  SD 

97  tt  HOUSE,  WILLIAM  A.,  CPT,  UNIV  OF  MN  PD 

104  tt  HUSS,  RICHARD  D.  ,  LT,  PD 

165  INDREHUS,  DAVID  HARLAN,  INSPR,  PD 

98 ■  tt  JABLONSKI,  BERNARD  A,  CPT,  PD 

193  JOHNSON,  BRIAN  LEE,  SGT,  HENNEPIN  CO  SO 

191  JOHNSON,  STEVEN  HAROLD,  LT,  UNIV  OF  MN  PD 
46  tt  JONES,  THOMAS  R.  ,  SUPERINTENDENT,  PD 

149  tt   LAUX,  JOHN  THOMAS,  COP 

114  *  LINDNER,  THOMAS  B.,  DET,  HENNEPIN  CO  SD 
54  tt   MCLANE,  ROBERT  HENRY,  CPT,  HENNEPIN  CO  SO 

103  MORAN,  ALLAN  A.,  CHF  DEP,  HENNEPIN  CO  SO 

72  tt   NELSON,  DONALD  ARTHUR,  DEPUTY  INSPECTOR,  PD 
136  tt   NORDINE,  HARVEY  ELLSHORTH,  SGT,  PD 

147  OSHEA,  JAMES  B,  INSPR,  HENNEPIN  CO  SD 

104  tt   POSTLE,  MICHAEL  S,  INSPR,  HENNEPIN  CO  SO 

130  RUNNING,  BRENT  CHARLES,  CPT,  HENNEPIN  CO  SO 
19  tt   RYAN,  HILLIAM  EDHIN,  SHERIFF,  HENNEPIN  COUNTY 

126   SCHULTZ,  RICHARD  BRUCE,  DEP  CHF,  PD 
118   SCOTT,  EDHARD  DENNIS,  LT,  PD 

75  tt   SHERMAN,  WAYNE  L.,  DETECTIVE,  PD 
190   SMOLLEY,  MICHELE  MARIE,  INSPR,  HENNEPIN  CO  SO 

131  STREHLOW,  STEPHEN  LESLIE,  CPT,  PD 

49  *  TURNER,  ALFRED  A.,  CRIMINAL  INVESTIGATOR,  HENNEPI 
79  *  VERNES,  ANDREW  R. ,  CHF,  UNIV  OF  MN  DEPT  OF  POL 
160  #  VODEGEL,  DONALD  HENRY,  CPT,  HENNEPIN  CO  SO 
58  tt   WALLING,  ELDRED  I.,  SUPERINTENDENT  OF  POLICE,  PD 

115  tt   WARD,  LAWRENCE  J,  LT,  PD 

170  tt   WILKENS,  LARRY  LEE,  LT,  PD 
130   WILL,  LAURENCE  EDWARD,  SGT,  PD 
141  tt   YERXA,  DENNIS  JOHN,  SGT,  PD 
118  tt   ZENTZIS,  LANCE  JOHN,  SGT,  PD 

MINNETONKA 

143   BALFANZ,  TERRY  CHARLES,  LT,  PD 
86  tt   CARLSON,  JAMES  E.,  SGT,  PD 

100  tt   DROBNY,  HOWARD,  COP 

165   OLSON,  MICHAEL  ROBERT,  CPT,  PD 

195   SETTER,  LORA  LEE,  SGT,  PD 
95  tt   SETTER,  RICHARD  W,  COP 
MONTEVIDEO 

102  #  FOLKESTAD,  EARL  G,  CAPTAIN,  PD 
MOORHEAD 

174   ARNOLD,  WAYNE  LESLIE,  SGT,  PD 

152   HUNT,  DANIEL  GREGORY,  LT,  PD 

125   LANDSEM,  GARY  JULIAN,  DEP  CHF,  PD 
MORRIS 

163  WILLIS,  RANDAL  RAY,  INVSTGR,  PD 
MOUND 

180   HARRELL,  LEONARD  OLANDER,  JR,  COP 
120  *  JOHNSON,  CHARLES  MERRILL,  COP 
NEH  BRIGHTON 

164  BORNUS,  STEVEN  GREG,  DET,  PD 
127   KELLEY,  JOHN  CECIL,  COP 

NEH  HOPE 

171  tt   HOGENSON,  ARTHUR  LOLAND,  SGT,  PD 
78  *  MCLEAN,  ALVIN  D. ,  COP 

190   OMEARA,  JAMES  DOWNEY,  SGT,  PD 
N  r  H  ULM 

108   WIESNER,  DOUGLAS  E.,  SPECIALIST  INVSTGR,  PD 
NORTH  MANKATO 

142   ENNIS,  LESLIE  EDHARD,  COP 

182   PULIS,  MICHAEL  ROY,  CPT,  PD 
NORTHFIELD 

166   BARLAU,  MARK  CALVIN,  INVSTGR,  PD 
OAKDALE 

189   HUTTON,  WILLIAM  MICHAEL,  SGT,  PD 
OLATHE 

137   MAJOR,  PHILIP  JAMES,  COP 
OHATONNA 

120   DEGE,  JAMES  CARROLL,  CHF  DEP,  STEELE  CO  SO 

133   FINNE,  DANA  CURTIS,  SGT,  PD 

123   FISHER,  EUGENE  CALVIN,  COP 

111  tt   MILKER,  WESLEY  E,  DEP,  STEELE  CO  SD 
PARK  RAPIDS 


151   JOHNSON,  DAVID  LAWRENCE,  SHF  OF  HUBBARD  CO 
PLYMOUTH 


FRANZ,  JOEL  SCOTT,  SGT,  PD 

HAWKINSON,  CALVIN  F.,  COP 

RIDGLEY,  MICHAEL  THEODORE,  SUPR,  HENNEPIN  CO  MEDICAL  EX 

ROGERS,  LAWRENCE  EDWARD,  DET  SGT,  PD 

SABA,  THOMAS  C. ,  LT,  PD 

WARD,  JOHN  MICHAEL,  LT,  DPS 


191 
65 
151 
121 
114 
168 
PRESTON 

187   CONNOLLY,  JAMES  LEE,  SHF  OF  FILLMORE  CO, 
PRINCETON 

136  *  MCCARTHY,  THOMAS  FRANK,  COP 
PRIOR  LAKE 

158   OROURKE,  HILLIAM  JAMES,  COP 
RED  WING 
168   ALBERS,  DEAN  VERNON,  CHF  DEP,  GOODHUE  CO  SD 
HAND,  ROGER  MARTIN,  CPT,  PD 
KLATT,  DOUGLAS  ROBERT,  CPT,  GOODHUE  CO  SD 
KRAUSE,  EDHARD  WILLIAM,  COP 
METTLING,  WILLIAM  PETER,  JUVENILE  OFCR,  PD 
RABENORT,  RICHARD  RAY,  SR,  COP 
WIPPERLING,  FOREST  M,  SHF  OF  GOODHUE  CO 


186 

32 

70 

126 

148 

81 

194 

52 

135 

173 

104 

148 


162 

185 

138 

179 

180 

113 
REDLAKE 

111   ROY,  JOYCE  A,  SPC  OFCR,  BIA 
RICHFIELD 

97   ERSKINE,  JOHN  D,  DIR,  DPS 

156   LAMBERT,  VAUGHN  KENNETH,  CPT,  DPS 

92  tt   MORGAN,  THOMAS  A,  JR,  DIR,  DPS 

145   SCOTT,  DANNY  DEAN,  SR,  DIR,  DEPT  OF  PUBLIC  SAFETY 
ROBBINSDALE 
154   MANNING,  EDWARD  PETER,  SGT,  PD 
41  tt   ROOPE,  GEORGE  N.,  CHIEF  OF  POLICE 

93  tt   THURMAN,  ROLAND  D,  COP 
ROCHESTER 

176   BORCHARDT,  STEVEN  CRAIG,  SHF  OF  OLMSTEAD  CO 
DALE,  RICHARD  LAUREN,  CPT,  PD 
FITZPATRICK,  HAROLD  M. ,  DET  CPT,  PD 
GRAHAM,  LEE  E.,  ASST  CHF,  PD 
JOHNSTON,  RONALD  EDWARD,  CPT,  PD 
JOHNSTON,  STEVEN  JAMES,  CPT,  PD 
KINGSLEY,  GERALD  A.,  CAPTAIN,  PD 
KRUEGER,  RICKEY  GENE,  LT,  PD 
MACKEN,  JAMES  J,  JR,  COP 
SIBLEY,  JOHN  PATRICK,  ASST  CHF,  PD 
THOMPSON,  RONALD  RICHARD,  CPT,  PD 
VON  WALD,  CHARLES  R.,  SHERIFF,  OLMSTED  COUNTY 
VONWALD,  STEVEN  CHARLES,  CPT,  OLMSTED  CO  SD 
ROCKFORD 

135   COOPER,  ALLEN  BOYD,  SGT,  HENNEPIN  CO  PARK  RESERVE 
ROSEMOUNT 

184   KALSTABAKKEN,  GARY  DEAN,  COP 
ROSEVILLE 
162   ALLEVA,  THOMAS  JOSEPH,  DEP  CHF,  PD 
SALVERDA,  RICHARD  HENRY,  SGT,  PD 
SLETNER,  CAROL  MARIE,  LT,  PD 
WOOD,  PAUL  L,  JR,  COP 
ZELINSKY,  JAMES  D,  COP 
SARTELL 

181   RINGSTROM,  ROBERT  JAMES,  COP 
SAVAGE 

188   VLASAK,  GORDON  JAMES,  COP 
SHAKOPEE 
175   HUGHES,  DANIEL  THOMAS,  COP 
119  #  STEININGER,  THOMAS  LOUIS,  COP 
128  *  TIETZ,  DOUGLAS  LEE,  SHF  OF  SCOTT  CO  SD 
SOUTH  ST.  PAUL 

17  #  GLEWWE,  WESLEY  PAUL,  SUPT  OF  IDENT,  PD 
131   KINNEY,  CRAIG  RALPH,  COP 
159   VUJOVICH,  DANIEL  SAM,  SGT,  PD 
SPRING  LAKE  PARK 

177  *  DALE,  KEVIN  WILLIAM,  SGT,  PD 
ST  BONIFACIUS-MINNETRISTA 

127   ANDERSON,  CRAIG  ARTHUR,  COP 
ST.  CLOUD 
167   ANHORN,  ROGER  ALBERT,  LT,  MN  SPOL 
tt   BISSETT,  ELWOOD  R,  COP 

*  HIMSL,  JOSEPH  G.,  IDENT  OFCR,  STEARNS  CO  SO 

#  LOCH,  LESLIE  J,  AGENT,  MN  BU  OF  CRIM  APPREHENS 
tt   MOLINE,  JAMES  J.,  ASST  CHF-OPERATIONS 

ROWE,  NEAL  HAROLD,  SGT,  PD 
SMITH,  JAMES  EDWARD,  SGT,  PD 
LOUIS  PARK 


121 

189 

99 

115 


99 

6 

67 

109 

160 

180 

ST. 


117  tt   LANDGREN,  ROGER  L.,  LT,  PD 
65  #  SORENSEN,  CLYDE  A.,  CHIEF  OF  POLICE 
178   WALKER,  RODNEY  PARKE,  CPT,  PD 
ST.  PAUL 
183   ALTENDORFER,  GEORGE  L,  JR,  SGT,  RAMSEY  CO  SD 
tt   ARMSTRONG,  WAYNE  K.  ,  SA,  MN  BU  OF  CRIM  APRHNSN 
tt   BACON,  RICHARD  J,  SAC,  MN  BU  CRIM  APP 

BROHNELL,  THOMAS  G. ,  DIR  OF  GAMBLING  ENF,  MN  PSD 
BURGRAFF,  BRADLEY  BERNARD,  LTC,  DEPT  OF  NATURAL  RESOUR 

*  CARLOUIST,  RICHARD  J.,  DEP  COMMISSIONER,  MN  DPS 

*  CRAWFORD,  JAMES  C.  ,  COL,  CHF,  MN  SPTL 
DIPERNA,  NANCY  ELIZABETH,  CMDR,  PD 

DOOLITTLE,  EVERETT  ORVILLE,  SA,  BU  OF  CRIM  APPREHENSIO 
DORNBUSCH,  RICHARD  HARRY,  CHF  DEP,  RAMSEY  CO  SD 

*  FAHEY,  JOHN  W. ,  DEP  SHF,  RAMSEY  CO  SO 
FAHEY,  THOMAS  THERON,  CRIM  INVSTGR,  MN  AG  OFC 
FECKEY,  JAMES  JOHN,  SGT,  PD  „,-.„.„„ 
FIER,  DENNIS  JOHN,  INVSTGR,  MN  BU  CRIM  APPREHENSI 


66 
112 

98 
167 
106 

97 
179 
125 
172 
9 
125 
128 
148 
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HINNESOTA  -  MISSISSIPPI 


123 

112 

HI 

191 

157 

131 

195 

137 

173 

177 

132 

102 

84 

188 

32 

107 

73 

53 

100 

166 

135 

63 

125 

69 

149 

47 

167 

144 

185 

83 

185 

184 

186 

110 

113 

12 

105 

88 

159 

126 

165 

192 


POLICE  TRAINING  B 

MN  BU  OF  CRIM  APPREHENSI 

RAMSEY  CO  SO 


FINNEY,  WILLIAM  KELSO,  COP 

FOLEY,  THOMAS  M,  LT,  MINN  ST  PAUL  INTERNATL  AIR 

FRANKLIN,  JAMES  DEWAYNE,  DIR,  DEPT  OF  PUBLIC  SAFETY 

GOOD,  STEPHANY  REBECCA,  SA,  MN  BU  OF  CRIM  APPREHENSION 

GRAMSE,  GLENN  EDWARD,  MAJ,  MN  SPOL 

GUNDERSEN,  JOHN  DANIEL,  SAC,  MN  BU  OF  CRIM  APPREHENSIO 

HAINES,  MICHAEL  DOYLE,  LT ,  MN  SPTL 

HALDEN,  HAROLD  BLAINE,  SAC,  BU  OF  CRIM  APPREHENSION 

HALL,  BEVERLY  JOY,  LT,  PD 

HENDRICKSON,  CRAIG  DARRELL,  CPT,  MN  SPTL 

KATSERES,  GEORGE  WILLIAM,  CHF  DEP,  RAMSEY  CO  SD 

LARSON,  MERTON  W.  ,  INVSTGR,  MN  BU  OF  CRIM  APPRE 

LENZ,  ROGER  W,  CPT,  MN  HIGHWAY  PATROL 

MARTINEZ,  WILLIAM,  SGT,  PD 

MATTSON,  EDWARD  T.,  PLANNING  DIR,  MN  GOVERNORS  COM 

MCCABE,  JOHN  C. ,  JR.,  LT,  PD 

MCCUTCHEON,  WILLIAM  W. ,  COP 

MELCHERT,  LESTER  W.  ,  MEMBER,  MINNESOTA  BOARD  OF  COR 

NORD,  JOHN  C,  DEP  CHF,  PD 

OLSON,  DARYL  EDWARD,  LT,  PD 

PASKETT,  ROBERT  JOHN,  SGT,  PD 

PEARSON,  CARL  V.,  EXEC  DIR,  MN 

PETERSON,  DONALD  STANLEY,  SAC, 

PHILLIPS,  VERNON  RUSSELL,  CPT, 

REDING,  THOMAS  LLOYD,  CPT,  PD 

REITER,  CHARLES  J.,  ASST  SUPT,  MN  BU  OF  CRIM  APREH 

RIKALA,  JOY  MICHELLE,  CHF,  UNIV  OF  MN  PD 

ROESER,  MICHAEL  RAYMOND,  LT,  RAMSEY  CO  SD 

ROSENOW,  MARK  LEE,  LT,  MINNEAPOLIS-ST  PAUL  INTL 

ROWAN,  RICHARD  H.,  COP 

SHANLEY,  TIMOTHY  JOHN,  SSA,  MN  BUR  OF  CRIM  APPREHENSI 

SMITH,  MICHAEL  TERRANCE,  CMDR,  PD 

SMITH,  THOMAS  EDWARD,  SGT,  PD 

SPENCER,  FREDERICK  R,  DIV  CMDR,  RAMSEY  CO  SHERIFF 

STEENBERG,  EDWARD  J,  DEP  CHF,  PD 

STOVERN,  ELMER  OTTO,  SUPT,  MN  BU  OF  CRIMINAL  APPREH 

STURNER,  JOHN,  CPT,  PD 

THIELEN,  LE  ROY,  LT,  PD 

VOTEL,  DANIEL  JOSEPH,  LT,  RAMSEY  CO  SD 

WELNA,  JAMES  JONATHON,  CHF,  MINNEAPOLIS-ST.  PAUL  AIRP 

WILSKE,  THOMAS  ALLEN,  LT,  MINNEAPOLIS/ST  PAUL  INTL  A 

WUORINEN,  KATHLEEN  ANNE,  INSPR,  PD 
T.  PETER 

176   PETERS,  MATTHEW  ARNOLD,  COP 

161   WERSAL,  DONALD  EDWARD,  INVSTGR,  NICOLLET  CO  SD 
TILLWATER 

160   BELL,  TIMOTHY  JON,  CPT,  PD 

122   BOYDEN,  KENNETH  GEORGE,  USHF,  WASHINGTON  CO  SO 
92  *  KOTASEK,  RICHARD  J,  POL  CRISES  TNG  CORD,  WASHINGTO 
137   TRUDEAU,  JAMES  ROBERT,  SHF  OF  WASHINGTON  CO 
HIEF  RIVER  FALLS 

HI   FROSCHHEISER,  KENNETH  A.,  CHIEF  OF  POLICE 
54  tt   GRAHAM,  LOGAN  M,  JR,  INVSTGR,  MN  BU  OF  CRIM  APPREHE 
KOZOJED,  ANTHONY  EDWARD,  COL/CHF,  MN  SPTL 
MELBYE,  ALLEN  RALPH,  SGT,  PD 
WOLD,  ROBERT  ALLAN,  SHF  OF  PENNINGTON  CO 
40  HARBORS 

175   MICKELSON,  RICHARD  ALLAN,  OFCR,  PD 
L60   PAULSETH,  HAROLD  ROBERT,  USHF,  LAKE  CO  SO 
[RGINIA 
110  #  SUMMERS,  LYLE  R. ,  JR.,  DET,  PD 

YOST,  JACK  LAMBERT,  SUPV  DEP,  ST  LOUIS  CO  SD 


143  # 
130 

150 


155 
!*DENA 
L36 
U.KER 
L81 
91 


CARR,  HENRY  MICHAEL,  SHF  OF  WADENA  CO 


DIEKMANN,  MICHAEL  LAMBERT,  CRIM  INVSTGR,  CASS  CO  SD 

STEIN,  ROBERT  D.,  DEPUTY  SHERIFF,  CASS  CO  SD 
WKESHA 

113   SHARROCK,  LESLIE  A.,  COP 
EST  ST  PAUL 

L74   BATZEL,  JEFFREY  ROLLAND,  SGT,  PD 
HITE  BEAR  LAKE 
L69   MEREDITH,  CECIL  JAMES,  SGT,  PD 

MILLER,  TODD  ALLAN,  COP, 

MOELLER,  JAMES  MICHAEL,  SR,  LT,  PD 

SCHMAHL,  HORACE  WILLIAM,  JR,  DIR  OF  SUPPORT  SERV,  PD 


L84 
155  tt 
174 
[NONA 

15  tt 
L82 

38  tt 
163 


BINGOLD,  AUGUST  J.,  COP 
GADDIS,  PHILIP  RANDALL,  SGT, 
LAAK,  EVERETT  R.,  DETECTIVE, 
WALSKI,  DONALD  R,  SGT,  PD 

10DBURY 

L87        ALBERIO,    JAY  ANDREW,    SGT,    PD 

IRTHINGTON 

L86        BERGER,    SCOTT  DONALD,    DET,    PD 


JESVILLE 


MISSISSIPPI 


.29 
.39 
.04  tt 
.73 
LOXI 
.20  * 
99  tt 
.81 
06  tt 
.89 
75 
.17  * 


HAYS,  CARLTON  C,  JR,  CPT,  MS  HSP 

JONES,  WILLIAM  ANTHONY,  MAJ,  PD 

ROGERS,  CHARLES  T,  LT/CRIM  INVSTGR,  MS  HSP 

VANLANDINGHAM,  ROGER  DALE,  COP 

BUTLER,  DONALD  ROY,  SR,  CPT,  HARRISON  CO  SO 

CVITANOVICH,  DARRELL  D,  COP 

DUNAGAN,  BRUCE  CAMPBELL,  ASST  CHF,  PD 

KRISS,  CHARLES  A.,  SR.,  MAJ,  PD 

MOFFETT,  TOMMY  LEE,  COP 

MONTGOMERY,  LESLIE  F.,  PROBATION  OFCR,  2ND  CIRCUIT  DI 

PAYNE,  ROBERT  A,  PROS,  HARRISON  CO 


194  PETERSON,  DARRIN  RAY,  LT,  PD 
74  tt   SAXON,  GEORGE  W,  DIR,  DPS 

84  tt   THOMPSON,  LESTER  J,  JR,  COP 

94  tt   WESCOVICH,  WALLACE  W,  CONSTABLE,  HARRISON  CO 
BOONEVILLE 

168  tt   WILLIAMS,  SIDNEY  STEVEN,  INVSTGR,  TL 
BRANDON 

195  HOLLOWAY,  ROY  DOUGLAS,  LT,  RANKIN  CO  SD 
163  tt   MAGEE,  EZRA  LAVON,  ASST  CHF,  PD 

BROOKHAVEN 
123   AUSTIN,  GARRY  ALBERT,  CPT,  MS  HPTL 
132   BOYTE,  LYNN  EDWARD,  SHF  OF  LINCOLN  CO 

CLARKSDALE 

95  tt   CARSLEY,  JIMMY  L,  ASST  CHF,  PD 

97   COKER,  GLENN  0.,  Ill,  DEP  CHF,  PD 

63  tt   KEENUM,  CHARLES  LESLIE,  SUPR,  ABC  DIV,  MS  TAX  COMM 
99   VICK,  DANNY  L,  COP 

CLEVELAND 

94   BALDWIN,  ROBERT  D.,  ASST  SHF,  BOLIVAR  CO  SD 

112  *  HARPER,  JAMES  W,  INVSTGR,  BOLIVAR  CO  SD 
136   QUINTON,  WILLIAM  TRUMAN,  CRIM  INVSTGR,  PD 
153   SERIO,  GEORGE  LACY,  INVSTGR,  PD 

123   TAYLOR,  THOMAS  GORDON,  INVSTGR,  BOLIVAR  CO  DA  OFC 

103  *  WOOD,  ROBERT  A.,  INVSTGR,  PD 
CLINTON 

163   BYINGTON,  DON  MERLE,  JR,  COP 

132   REEVES,  WESLEY  LEE,  JR,  CPT,  PD 
COLUMBUS 

82  tt   DOWDLE,  HARRY,  JR,  LT,  LOWNDES  CO  SO 

134  FENDLEY,  GEORGE  WAYMON,  LT,  PD 

64  tt   HARPER,  LOUIS  WALTER,  SHF  OF  LOWNDES  CO 
92  #  JAYNES,  GRADY  B.,  SGT,  LOWNDES  CO  SO 

128  *  MEADOWS,  THOMAS  JOEL,  CHF  DEP,  LOWNDES  CO  SO 

48  tt   PALMER,  GARTH  M,  INSPR,  MS  PUBLIC  SERVICE 
142  *  SMITH,  JOHNNY,  JR,  CPT,  LOWNDES  CO  SD 
107   THOMAS,  JOHN  M.,  LT,  PD 
100  tt   WATKINS,  CHARLIE,  COP 
CORINTH 

96  *  COLEMAN,  EDWIN  B,  SHF  OF  ALCORN  CO 

127  *  DOLES,  TERRY  WAYNE,  CHF  DEP,  ALCORN  CO  SD 
CRYSTAL  SPRINGS 

128  WOODARD,  JAMES  EDWARD,  COP 
EUPORA 

44   SNYDER,  D.W.,  CHAIRMAN/COMMISSIONER,  PUBLIC 
GAUTIER 

179   STEWART,  DON  MONROE,  CPT,  PD 
GREENVILLE 

42  tt   BURNLEY,  WILLIAM  C,  JR,  MAYOR 

98  tt   COCHRAN,  CHARLES  W,  COP 

113  JENNINGS,  ROBERT  C,  INVSTGR,  GRENADA  CO  DA'S  OFC 
57  tt   LONG,  W.  ROY,  PROBATION  OFCR,  MS  PAROLE  AND 

73  tt   MCCLENDON,  EARL  J.,  DIR  OF  SEC,  DELTA  MEDICAL  CENT 

144   MINOR,  MARVIN,  COP 
85  tt   NANCE,  THOMAS  W,  CRIM  INVSTGR,  DA  S  OFC 

182   PEPPER,  LON  DEAN,  LT,  PD 

168   PROVIS,  HAZEL  RUTH,  ASST  CHF,  PD 

118  tt   RANKINS,  ALFRED,  MAJ,  PD 
90  tt   SKINNER,  ROBERT  C,  DIR  OF  PUBLIC  SAFETY 
95  *  SWEEDEN,  EMMETT  C,  CLERK,  MUNICIPAL  COURT 
67   TACKETT,  ALBERT  HARVEY,  SHF  OF  WASHINGTON  CO 
50   WILKINSON,  MARL,  CPT,  WASHINGTON  CO  SO 

135  WILLIAMS,  RODGER  DALE,  SEC  OFCR,  US  DISTRICT  COURT 
109  *  WYNN,  MALCOLM,  BAILIFF,  MUNICIPAL  COURT 

GREENWOOD 
164   ANDERSON,  SHIRLENE,  CPT,  MS  BU  OF  NARCOTICS 
188   CADE,  RONALD  JACKSON,  LT,  PD 
106  tt   FLOYD,  ARTHUR  A,  MAJ,  PD 

83  *  HILL,  JOE  F.,  JR.,  IDENT  OFCR,  PD 
126  tt   HODGE,  SAM  KITTRELL,  JR,  CPT,  PD 
174   MARTIN,  LESTER  LEE,  DET  LT,  PD 
102  *  MCDANIEL,  CHARLES  E,  MAJ,  PD 

90  *  PEEPLES,  FLOYD  W.,  JR.,  DEP,  LEFLORE  CO  SD 
113  *  PITTMAN,  ROBERT  W,  DEP,  LEFLORE  CO  SD 

98  tt   STEVENS,  JAMES  R.  ,  COP 
177   STUART,  ELLIS  AINSWORTH,  COP 
120   WHITE,  RONNIE  LOWELL,  COP 

11  *  WIER,  LEON  W.,  ASST  CHF,  PD 
193   WILLIAMS,  LAWRENCE  EUGENE,  DET  LT,  PD 
GRENADA 

95  #  ADAMS,  CHARLES  W,  COP 

146  #  DOWNS,  CHARLES  RICKY,  SHF  OF  CARROLL  CO 

22  *  ODOM,  WILLIARD  W. ,  MARSHAL 
GULFPORT 
133   BAILEY,  ROBERT  GUILLEMET,  J,  CPT,  PD 
190   BARNES,  STEPHEN  THOMAS,  CPT,  PD 

18  *  BLUE,  EDWARD  L.,  ASST  CHF,  PD 
152   COOK,  ERNEST  RANDALL,  MAJ,  HARRISON  CO  SO 
118  #  EVERETT,  DONALD  OLIVER,  DET  LT,  PD 
122  *  FORD,  STEPHEN  PRESTON,  CPT,  HARRISON  CO  SD 
174   GASTON,  JAMES  RICKY,  CPT,  HARRISON  CO  SD 
101  tt   HARGROVE,  HAYWARD  T,  CHF  INVSTGR,  HARRISON  CO  DA  OF 

86  *  HOBBS,  HOWARD  LEROY,  SHF  OF  HARRISON  CO 
139   JOHNSON,  JAMES  DALE,  CPT  CHF  INVTGR  HARRISON  CO  SO 

96  LADNER,  PHILIP  M,  MAJ,  HARRISON  CO  SO 
98  tt   LAMEY,  PAUL  K,  PTLM,  MS  HSP 

65  tt   OBRIEN,  THOMAS  V.,  CPT,  PD 
108   PAYNE,  GEORGE  H,  JR,  COP 
145   PAYNE,  WAYNE  HAMILTON,  MAJ,  PD 

74   PRICE,  JOE  H,  SHF  OF  HARRISON  CO 
161   SCHULTZ,  ROBERT  RAY,  CPT,  PD 
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INVSTGR,  MS  PUB  SERV  COM 


MISSISSIPPI  -  MISSISSIPPI 

165  SIBLEY,  BUFORD  RANDOLPH,  CPT,  MS  HHP  SAFETY  PTL 

92  *  SMITH,  GEORGE  P,  CHF  DEP,  HARRISON  CO  SO 
157  SMITH,  RICHARD  LAVELAH,  CPT,  MS  HPTL 
121  UNDERHOOD,  ROBERT  GLENN,  LT,  MS  HPTL 

HATTIESBURG 
125  tt   ADAMS,  ALAN  FULTON,  CPT,  PD 
104  tt    ADAMS,  JOHN  0,  COP 

162   DALE,  JAMES  LEHIS,  JR,  CPT,  ABC  DIV,  MS  ST  TAX  COMM 
194   EZELL,  DAVID  RAYMOND,  LT,  PD 
191    KEITH,  DONALD  VINCENT,  ASST  DIR,  MS  POLICE  CORPS 

150  tt   KELLY,  JAMES  RONALD,  CPT,  MS  BU  OF  NARC 
180   KNIGHT,  DOUGLAS  ALTON,  CPT,  PD 

74  MOULDS,  EARNEST  A.,  INVSTGR,  DAS  OFC 
117   OUBRE,  HILLIAM  K,  DIR  OF  SEC,  UNIV  OF  S.  MS 
180   PICKENS,  TROY  SAMUEL,  JR,  LT ,  MS  HPTL 

75  tt   RICHARDSON,  HERNDON  T,  CONSV  OFCR,  MI  GAME  AND  FISH  C 
165   SIMS,  CHARLES  MITCHELL,  ASST  CHF,  PD 

93  tt   SMITH,  JAMES  D,  HITNESS  COORDINATOR,  US  ATTY  0 
144   TYSON,  CHARLES  MICHAEL,  AGENT,  US  CUSTOMS 
148   WILSON,  CECIL  BENSON,  JR,  LT,  UNIV  OF  SOUTHERN  MS 
172   HYNN,  DAVID  CHARLES,  MAJ,  MS  HPTL 

HOLLY  SPRINGS 

137   DICKERSON,  KENNETH  ALLEN,  SHF  OF  MARSHALL  CO 
HORN  LAKE 

151  *  PHILLEY,  MICHAEL  PITTMAN,  CPT,  PD 
INDJANOLA 

75  tt   HOLLOHELL,  WILLIAM  I,  JR, 
124  *  SCRIVNER,  TAMI  CARL,  COP 
111  tt   SULLIVAN,  ROBERT  K,  COP 
153   WINTER,  KENNETH  RAY,  COP 
ITTA  BENA 
150   BANKS,  JOEL  DANIEL,  INVSTGR,  MS  AUDITORS  OFC 

I  A  PK  *\0N 

195   ALDRIDGE,  SAMMY  WAYNE,  MSGT,  MS  HWY  SAFETY  PATROL 
BARTLETT,  DAVID  D,  CRIM  INVSTGR  MS  ATTY  GEN  OFC 
BENNETT,  WILLIAM  E,  CPT,  PD 

BERRY,  ALVIN  EDWARD,  JR,  OFCR,  MS  BU  OF  NARCOTICS 
BETHEA,  DAVID  P.,  AGENT,  MS  GAMING  COMMISSION 
BINGHAM,  JESSE  MONROE,  DIR,  SPC  OPERATIONS,  MS  HPTL 
BLAIN,  HILLIAM  THOMAS,  LT,  MS  BU  OF  NARC 
BOOTH,  JOHNNY  H,  CPT,  PD 
BOXX,  JIMMY  DOUGLAS,  CPT,  MS  HPTL 
BURTON,  ROBERT  E,  CPT,  MS  HPTL 
BUTLER,  DONALD,  DIR,  MS  BU  OF  NARC 
!  COLE,  GHIN,  ASST  CHF,  ALCOHOLIC  BEV  CNTRL 
COLEMAN,  BRACY  HARRIS,  ASST  CHF,  PD 
COVINGTON,  JOHNNY  OWEN,  INV,  MS  DEPT  OF  CORR 
I  CRISLER,  GILES  W.,  COMM  OF  PUB  SFTY,  ST  OF  MS 
I   CROCKETT,  D.  B.,  DEP  ST  FIRE  MARSHAL,  INSURANCE 
CRONIN,  GEORGE  PAUL,  CPT,  MS  HPTL 
CUMBERLAND,  GLYNN  B.,  DEP  CHF,  PD 

CURTIS,  MARVIN  ELBERT,  JR,  CPT,  MS  HWY  SAFETY  PATROL 
DICKSON,  DANA  DEAN,  CHF  DEP,  USMS 
ELLIS,  WILLIAM  CARL,  CPT,  MS  HPTL 
ERBY,  DENNIS  JUNIOR,  LT,  MS  HPTL 
t    FISHER,  LARRY  J,  DEP  CHF,  PD 
t   GARDNER,  JAMES  D,  CHF  INVSTGR,  MS  ATT  GEN  OFC 
GONCE,  JOSEPH  SAMUEL,  DIR,  AGRI  CRIMES  BU 
HANNA,  RUSSELL  JAMES,  LT,  MS  ABC  BUR 
1   HARRELL,  BENNIE  D,  JR,  INVSTGR,  ST  ATTY  GEN  OFC 

HETHERINGTON,  JOHN  BRADFORD,  INVSTGR,  MS  GAMING  COMMISS 
1   HILL,  DONALD  P,  LEGAL  AFFAIRS,  MS  BU  OF  NARC 
I  HOLLINGSWORTH,  ROBERT  EUGENE,  SR  INVSTGR,  LDDS  WORLD  CO 
HOUSTON,  JIMMY  R,  SR,  DEP  CHF,  PD 
JENKINS,  ALAN  LANE,  MSGT,  MS  DPS 
JONES,  WILLIAM  M,  CPT,  MS  HPTL 
It   LUKE,  VIRGLE,  INVSTGR,  MS  HPTL 
9   MAGEE,  MILTON  S,  DIST  INVSTGR,  MS  HWY  SAFETY  PT 
MALLORY,  STEPHEN  LEE,  LTC  DD,  MS  BU  OF  NARC 
MAXHELL,  MELVIN,  CPT,  MS  HWY  SAFETY  PTL 
MCGEE,  JAMES  G. ,  CHF  OF  INVSTGNS,  MS  GAMING  COM 
tt   MOON,  WILLIAM  RICHARD,  LT ,  PD  „-«..-»„ 

REED,  RAYMOND  BILLY,  JR,  AGENT,  MS  GAMING  COMMISSION 
tt   REEVES,  WESLEY  L.,  DEP  CHF,  PD 
tt   RIEVES,  JOSEPH  WILLIAM,  MSGT,  MS  HSP 

SHAH,  DAVID  ALAN,  LT,  MS  HWY  SAFETY  PATROL 
tt   SHEARER,  BENJAMIN  H.,  DEP  CHF,  PD 

SHELBOURN,  LEE  CONRICK,  JR,  CPT,  MS  HPTL 
tt   SIMMONS,  JIMMY  TED,  LT,  MS  HPTL 
tt   SMITH,  LOUIS  C,  COP 

SPEIGHTS,  WALTON  A.,  CHF  INVSTGR,  STATE  AG  OFC 
STEWART,  DOUGLAS,  JR,  MAJ,  MS  HWY  SAFETY  PTL 

*  STOCKTON,  JAMES  M. ,  (SA,  FBI),  CHF  OF  DET,  PD 

*  STRINGER,  WOOD,  JR,  DIR,  MS  ABC  TAX  COMMISSION 
SULLIVAN,  JAMES  KENNETH,  DIR,  MS  STATE  ABC  TAX  COMM 
TATE,  NELSON,  LT,  MS  HPTL 
TAYLOR,  HILLIAM  GUY,  JR,  LTC, 
TISDALE,  JOHN  ALAN,  CMDR,  PD 
TUCKER,  WALTER  R,  DIR  OF  SEC,  MS  STATE  CAPITOL  P 

tt   TURCOTTE,  WILLIAM  SCOTT,  DEP,  HINDS  CO  SO 
VITT,  MICHAEL  ARTHUR,  DEP  CHF,  PD 
HAGGONER,  JOHN  LARRY,  INVSTGR,  MS  HWY  SAFETY  PATROL 

*  WALKER,  DAVID  L,  COP 

*  WALTERS,  JAMES  E,  CHF,  JACKSON  AIRPORT  AUTH  PD 
tt   HARD,  RICKY  WAYNE,  INVTGR,  MS  STATE  ATT  GEN  OFF 

*  WATSON,  BILLY  B.,  SEC  OFCR,  ROSS  BARNETT  RESERVO 
tt   WILLIAMS,  A.  HUDSON,  ASST  CHF,  PD 

WILLIAMS,  HUBERT  EARL,  LT,  PD 

HOOD,  JOHN  DENNIS,  CPT,  MS  BU  OF  NARCOTICS    .«_-„.. 

WRIGHT,  CREEKMORE  BRUNNER,  OFCR,  MS  DEPT  OF  CORRECTIONS 


115 
99  / 

154  * 
80 

149  I 

171 
92  ) 

155 
76  J 
78  1 
50  i 

183 

131 
74  , 
45  , 

187 

100 

185 

132 

175 

183 

101 
75 

148 

195 
67 

184 

115 

140 

187 

169 

83 

93 

78 

155 

173 

107 

124 

151 

87 

134 

194 

92 

182 

166 

96 

109 

160 

16 

76 

133 

195 

141 

190 

116 

119 

164 

190 

150 

114 

171 

93 

74 

127 

176 

147 


MS  BU  OF  NARC 


162  tt   YOUNGER,  LEWIS  TRUMAN,  JR,  MAJ,  MS  HWY  SAFETY  PTL 
KESSLER  AFB 

175  BRODER,  BRUCE  BRYAN,  SR  MSGT,  USAF 
109  #  CAMPBELL,  JOHN  S,  LTC,  USAF 

KOSCIUSKO 

186   THAYER,  DIRK  LINDSEY,  COP 
LAUREL 

94   HOOKS,  HARLEY  M,  SHF  OF  JONES  CO 

189   SMITH,  MARVIN  CECIL,  CHF  DEP,  JONES  CO  SD 
LEAKESVILLE 

133   SAUNDERS,  JAMES  MICHAEL,  MS  DEPT  OF  CORR 
LELAND 

157  tt   DEES,  HERMAN  MICHAEL,  COP 

112  #  MCMASTER,  ROBERT  H,  COP 
LONG  BEACH 

191   DUNSTON,  MARK  STEVEN,  COP 

121  *  LORIMER,  ROBERT  GILL,  LT,  PD 
LOUISVILLE 

60  tt   WOODWARD,  GEORGE  N,  INVSTGR,  MS  HWY  SAFETY  PTL 
MADISON 

176  HART,  MARION  MAURICE,  ASST  CHF,  PD 
189   PALMER,  ERIC  CHARLES,  LT,  PD 

129   WALDROP,  MALCOLM  EUGENE,  COP 

112   KENNEDY,  JERRY  L,  ASST  DIR,  DEPT  OF  CORRECTIONS 
MARKS 

92 
MCCOMB 
188 
107  tt 

97 

97 
160  * 
175 
131 


GATEWOOD,  ALBERT  D,  COP 


ASHLEY,  PERRY  ORUSTES,  DET  SUPVR,  PD 
BARKDULL,  LEE  E,  COP 
CARRUTH,  JAMES  B,  JR,  DET,  PD 
HUGHES,  BILLIE  T,  CHF,  MS  HSP 
NEHMAN,  JULE  DEMPSEY,  JR,  LT,  MS  BU  OF  NARC 
OSTER,  CRIEG  ALAN,  DEP  CMDR,  MS  BU  OF  NARCOTICS 
SIMMONS,  BILLY  SMITH,  SHF  OF  PIKE  CO 
MERIDIAN 

95  #  BRAND,  ROBERT  F,  ASST  CHF,  PD 
137   BUSH,  JAMES  EDWARD,  LAT  PRINT  EX,  MS  CRIME  LAB 
93  tt   DANDRIDGE,  JAMES  E,  ASST  CHF,  PD 
78   EDWARDS,  JAMES  S,  JUSTICE  COURT  JUDGE,  LAUDERDAL 
92  tt   HATCHER,  JOSEPH  M,  CHF  OF  DET,  PD 
143   HOUSE,  BOBBY  VERMONT,  DET,  PD 
159   LEWIS,  JAMES  GREGORY,  COP 

103   MARLOW,  JERRY  P,  CHF  OF  SEC,  MERIDIAN  COMM  COLL 
152   MCALISTER,  JOHN  BRYAN,  SGT,  PD  ..„«„.,  E  ,.„ 

186   MITCHELL,  CHARLES  MICHAEL,  III,  CHF  DEP,  LAUDERDALE  CO 
158   PIERCE,  ROBERT  EARL,  MAJ,  MS  BU  OF  NARCOTICS 
167   SOLLIE,  WILLIAM  DUANE,  SHF  OF  LAUDERDALE  CO  SD 
135  tt   THOMAS,  STEPHEN  ANTHONY,  COP 
MOSS  POINT 
105  tt   BARBER,  CHARLES  D.,  COP 
171   MAGEE,  GUY  LYNN,  COP 
NATCHEZ 
129   EASTON,  EDWARD  GENE,  CPT,  CMDR,  PD 
102  tt   HUDE,  JOHN,  III,  CHF  OF  DET,  PD 
167   JAMES,  WILLIAM  LEE,  CMDR,  PD 
NEWTON 

102  *  PACE,  WALLACE  G,  INVSTGR,  PD 
OCEAN  SPRINGS 
138  *  ALVES,  KEVIN  VINCENT,  SR,  COP 

LEWIS,  MARK  HARRY,  DISTRICT  RANGER,  NPS 


175 

OXFORD 

154 

94 

88 


BRAMLETT,  STEPHEN  DUNCAN,  COP 
LILES,  GEORGE  A,  MAJ,  PD 
POPERNIK,  RICHARD  M,  LT,  PD 

100  tt   REDPATH,  JAMES  H. ,  CHF  DEP,  USMS 

156   STEWART,  MICHAEL  HUGH,  CHF,  UNIV  OF  MS  PD 
92  tt   TIDWELL,  JOHN  M,  CHF,  UNIV  OF  MS  PD 
PASCAGOULA 
181   BOSARGE,  KATHILEE  MARY,  LT,  PD 
116   BYRD,  CECIL  E,  MAJ,  PD 

49  tt   DAVIS,  ALBERT  OWEN,  COP 
161   EZELL,  WALTER  MICHAEL,  CPT,  PD 

156   JENNE,  FEARON  HENRY,  III,  CHF  DEP  SHF,  JACKSON  CO  SD 
130  *  LEE,  LARRY  0,  CPT,  PD 

91  tt   MAXWELL,  ROBERT  H,  MAJ,  PD 

98  #  MCILRATH,  ROBERT  R,  MAJ,  JACKSON  CO  SO 
97  #  MUNN,  TED,  DEP  CHF,  PD 
126   POPE,  DONALD  BUFORD,  SHF  OF  JACKSON  CO 

92  tt   POPE,  WILLIAM  H,  JR,  COP 

169   ROBICHAUX,  MICHAEL  PAUL,  MAJ,  JN  CO  SD 

81  #  THOMPSON,  G  R,  CHF  INVSTGR,  JACKSON  CO  SO 
143   WHITMORE,  MICHAEL  RICHARD,  COP 

101  tt   WILLIS,  ANTHONY  G. ,  CPT,  PD 
PEARL 

172   SLADE,  WILLIAM  EARNEST,  COP 

P101H*TMCKAY,  GEORGE  W,  DEP  FIRE  MARSHAL,  RANKIN  CO 

P105ADEGIBS0N,  MELVIN,  DIR  OF  CHOCTAW  LAW  ENF  SERV,  B 
PICAYUNE 

102  *  MARTIN,  RICHARD  B,  COP 
138   SMITH,  BRENDA  GAIL,  COP 

P087°#°WAYCASTER,  HERMAN  H,  MAJ,  MS  HWY  SAFETY  PTL 


PURVIS 

125 

193 

159 
QUITMAN 


BREAZEALE,  MARVIN  E,  SHF  OF  LAMAR  CO 

BULLOCK,  FLOYD  DAVID,  JR,  INVSTGR,  LAMAR  CO  SO 

RAWLS,  RICKEY  JOE,  INVSTGR,  LAMAR  CO  DA'S  OFC 
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WBVl 


MISSISSIPPI  -  MISSOURI 

114   BECKMAN,  TERRY  E.,  JR,  CONSV  OFCR,  DEPT  OF  HILDLIFE  C 
RAYMOND 

184  ft   GIROD,  ARTY  EMILE,  MAJ,  HINDS  CO  SO 
RIDGELAND 

110   NEHELL,  CHARLES  H,  COP 
SENATOBIA 

144  FREEMAN,  DAVID  DERMONT,  SR  AGENT,  ABC  DIVISION 

185  HADSKEY,  EDWARD  LEE,  CHF  DEP,  TATE  CO  SD 
146   WEBB,  SAMMY  GENE,  COP 

SOUTHAVEN 
193   COX,  JOHNNY  MACK,  LT,  PD 
108  tt   HERRON,  BILLY  A,  INVSTGR,  MS  HWY  SAFETY  PTL 

141  LONG,  WILLIAM  THOMAS,  COP 

178   PIRTLE,  STEVEN  EDWARD,  LT,  PD 
STARKVILLE 
178   BRYAN,  HOMER  DOLPHIN,  JR,  SHF  OF  OKTIBBEHA  CO, 

145  COLE,  WILLIAM  ALLEN,  CPT,  MS  STATE  UNIV  PD 

142  LINDLEY,  DAVID  BERKLEY,  CPT,  PD 

128  tt   LOYD,  JAMES  KARRON,  MAJ/REG  CMDR,  MS  HWY  SAFETY  PT 

124  tt   MAXEY,  H  B,  JR,  COP 

102  tt   MOORE,  JOHN  C,  SR,  CHF,  MS  STATE  UNIV  PD 

111 

ioi  tt 

TUNICA 

179 
TUPELO 
26  * 

192 

100  tt 

130 

123 

170 
98 

166 


SISK,  JAMES  L,  COP 
SPADONI,  STANLEY  G,  COP 

SMITH,  CHARLES  WILLIAM,  JR,  LT,  MS  HPTL 


CARR,  OSCAR  THOMAS,  ASST  CHF,  PD 
CLAYTON,  JACKIE  MADISON,  CPT,  PD 
CRIDER,  EDWARD  L.,  COP 
CROCKER,  JERRY  DENSON,  DEP  CHF,  PD 
LODEN,  MICKEY  LEE,  DET  SGT,  PD 
SUMNER,  CHARLES  AUSTON,  TNG  COORDINATOR,  MS  ABC 
TOMLINSON,  DAVID  L.,  CHF  RANGER,  NATIONAL  PARK  SERV 
WHITE,  BILLY  V,  JR,  COP 
VICKSBURG 

76  tt   SILLS,  MURRAY  L.,  SUPR,  SOUTHERN  DIV  OF  MS  PAROL 
140   WILLIAMS,  JAMES  KENNETH,  SA,  US  CUSTOMS 
WAYNESBORO 

158   DENHAM,  JAMES  COLON,  COP 
WIGGINS 

61  ft   ONEAL,  FORD,  INVSTGR,  MS  FORESTY  COMM 
WOODVILLE 

138   VINES,  JAMES  DENNIS,  JR,  LT,  MS  HWY  SAFETY  PTL 
YAZOO  CITY 

93  *  COULTER,  ORVAL  F,  COP 

119  *  RUSSELL,  SOMME,  INVSTGR,  PD 

MISSOURI 
ARNOLD 

103  #  CURTIS,  JAMES  T.,  COP 

126   NELSON,  BILLIE  JOE,  COP 
BALLWIN 

192   BAUMGARTH,  BOBBIE  J,  CPT,  PD 

165   BIEDERMAN,  JAMES  BRIAN,  LT,  PD 

153  *  RAY,  DAVID  JOHN,  CPT,  CHESTERFIELD  PD 

132   WISE,  RICHARD  GILLILAND,  CPT,  PD 
BEL-NOR 

136   HARRIS,  JOHN  WILLIAM,  COP 
BEL-RIDGE 

191   BOGAN,  GERTRUDE,  COP 
BELTON 

113  *  BRESHEARS,  STEVEN  T.,  CPT,  PD 

172  CHANDLER,  DENNIS  LEROY,  CPT,  PD 
BERKELEY 

103  ft   CHARBONEAU,  LOUIS  E.,  MAJ/ASST  CHF,  PD 
115   NELSON,  JERRY  L,  SGT,  PD 

128  ft   SNELSON,  JOHN  LAWRENCE,  MAJ/ASST  CHF,  PD 

68  ft   STAFF,  WILLIAM  DOUGLAS,  CHIEF  DISPATCHER,  PD 

94  tt   WOERTHER,  ROBERT  E,  COP 
BLUE  SPRINGS 

175   AHERN,  GARY  WAYNE,  CPT,  PD 

165   AHRING,  ROBERT  CURTIS,  MAJ,  PD 

107   BROWN,  HOWARD  L.,  COP 

189   SNYDER,  JAMES  ROBERT,  SGT,  PD 
BRANSON 

191   HAUPT,  GARY  THOMAS,  CPT,  MO  ST  WATER  PATROL 

183   MEFFORD,  STEPHEN  WAYNE,  COP 
BRENTWOOD 

90  tt   GIACOPELLI,  PETE,  COP 

114  *  HOWERTON,  JAMES  V.,  SGT,  PD 
112   KARABAS,  WILLIAM  G,  COP 

151   ZINN,  JOHN  STANLEY,  LT,  PD 
BRIDGETON 

173  LEWIS,  JAMES  CLAYTON,  LT,  PD 

104  MUTERT,  WALTER  H. ,  MAJOR,  PD 
123  *  OUIGLEY,  ROBERT  VINCENT,  CPT,  PD 

131  RUNGE,  WARREN  SLATER,  COP 

129  STEINMAN,  DONALD  CECIL,  CPT,  PD 
155   WOODLAND,  JAMES  ALVIE,  LT,  PD 

BRIDGETON  TERRACE 

126  *  CIARAMITARO,  ROSALIE  ANNTONE,  OFCR,  PD 
BROOKFIELD 

157   HANE,  DAVID  WILLIAM,  COP 
BUCKNER 

132  SEIBERT,  CHARLES  MICHAEL,  COP 
CAMDENTON 

159   BLECK,  WILLIAM  RICHARD,  CHF  DEP,  CAMDEN  CO  SD 
99   MEYER,  ELMER,  COP 
120   WHITTEN,  LARRY  T.,  COL,  CAMDEN  CO  SO 
CANTON 


108 

SCHROEDER,  ERNEST  W 

,  SGT,  MO 

SHP 

CAPE 

GIRARDEAU 

102 

tt   BOYD,  HOWARD  H 

.,  JR 

,  COP 

105 

BROWN,  JOHN  B, 

DET  1 

.T,  PD 

120 

DOLAN,  DENNIS  1 

REID, 

CPT,  PD 

118 

*  GREGORY,  JAMES 

EDWARD,  CHF, 

SE 

MO 

STATE 

UNIV 

182   LEMONDS,  ALVIS  TRACY,  LT,  PD 

112   RATLIFF,  LEONARD  D. ,  LIEUTENANT,  PD 

174  RODDY,  RANDALL  EDWARD,  LT,  PD 
117   ROSS,  ROBERT  F.,  LIEUTENANT,  PD 

42  tt   SCHNEIDER,  FREDERICK  L.,  CAPTAIN,  PD 
133   STRONG,  STEPHEN  CHARLES,  CPT,  PD 
CARROLLTON 

98  tt   JOHNSON,  PAUL  M. ,  SHF  OF  CARROLL  CO 
CARTHAGE 
158  tt   COOK,  DAVID  LOREN,  CPT,  MO  SHP 
136    ELLEFSEN,  EDWARD  ALFRED,  COP 
CHARLACK 

175  HANSHEW,  KENT  WILLIAM,  COP, 
CHARLESTON 

89   RAPERT,  BENNIE  L.,  SGT,  MO  STATE  HIGHWAY  PATROL 
CHESTERFIELD 
145   BURNLEY,  WILFORD  GRAHAM,  JR,  CPT,  PD 

DANIEL,  DON  L,  DIR,  ST  LOUIS  CO  POL  ACDMY 
DILLENDER,  PAUL  KENNETH,  CPT,  CHESTERFIELD  PD 
HUFFORD,  DENNIS  GARVER,  LT,  PD 
JOHNSON,  DORTHEL  R,  COP 


94 

154 

186 

113 

CLAYTON 


114  ADAMS,  JERRY  E.,  MAJ,  ST  LOUIS  CO  PD 

94  tt   ARMFIELD,  LLOYD  D. ,  CPT,  ST  LOUIS  CO  PD 
107   BATTELLE,  RONALD  A.,  COL/SUPT,  ST  LOUIS  CO  PD 

115  tt   BEEN,  RUSSEL  W,  LT,  ST  LOUIS  CO  PD 

131   BLAKE,  WILLIAM  JOSEPH,  JR,  CPT,  ST  LOUIS  CO  PD 
71  tt   BRADBURY,  ROBERT  N.,  LT,  ST  LOUIS  CO  PD 
181   BYRNE,  THOMAS  JEFFREY,  CPT,  PD 
121  tt   CARSON,  WILLIAM  EDWIN,  JR,  CPT,  ST  LOUIS  CO  PD 
174   COOK,  LAWRENCE  JOSPEH,  LT,  ST  LOUIS  CO  PD 
170   CORLESS,  GEORGE  HENRY,  LT,  ST  LOUIS  CO  PD 
138  tt   CRAWFORD,  FREDERICK  THOMAS,  CPT,  ST  LOUIS  CO  PD 
154   DAVENPORT,  DENNIS  LYNN,  LT,  PD 
125  *  DELLING,  PAUL  ARTHUR,  CPT,  PD 

116  ft   DIXON,  EUGENE  P.,  JR.,  LT,  ST  LOUIS  CO  PD 
75  tt   FINK,  JOHN  S,  MAJ,  ST  LOUIS  CO  PD 

GOLDEN,  CYNTHIA  SMALLWOOD,  SGT,  ST  LOUIS  CO  PD 
tt   HUMPHREY,  JAMES  R.  ,  CAPTAIN,  PD 

HYLLA,  THEODORE  LEO,  JR,  CPT,  ST.  LOUIS  CO  PD 
KITREL,  DARRELL  MARTIN,  CPT,  ST  LOUIS  CO  PD 
tt   KLEINKNECHT,  G.  H. ,  SUPT,  ST.  LOUIS  CO  PD 
ft   LONG,  DENNIS  ROY,  MAJ,  ST.  LOUIS  CO  PD 
MANNING,  VINCENT  J.,  CPT,  ST.  LOUIS  CO  PD 
MCCRADY,  JOHN  FRANCIS,  LT,  ST.  LOUIS  CO  PD 
tt   MIZELL,  GERALD  0,  MAJ,  ST.  LOUIS  CO  PD 

MOONIER,  THOMAS  P.,  MAJ,  ST.  LOUIS  CO  PD 
tt   MORGENTHALER,  EDWARD  A.,  CAPTAIN,  PD 

MORRIS,  RICHARD  T,  COP 
tt   MORRISSEY,  EDWARD  F,  CPT,  PD 
PIERCE,  THOMAS  MICHAEL,  LT,  PD 
PUDLOWSKI,  DAVID  THOMAS,  LT,  ST  LOUIS  CO  PD 
RIPPETO,  ARCHIE  LEE,  LT,  ST  LOUIS  CO  PD 
ROACH,  JOHN  KEVIN,  LT,  ST  LOUIS  CO  PD 
ROBERDS,  TERRY  LAWRENCE,  CPT,  ST.  LOUIS  CO  PD 
ROSENTHAL,  JOHN  LIGHTHOLDER,  CPT,  ST  LOUIS  CO  PD 
SLATER,  LAWRENCE  RAY,  CAPTAIN,  PD 
WADSACK,  LAWRENCE  JOSEPH,  CPT,  ST  LOUIS  CO  PD 
WEBB,  JACK  J,  CPT,  ST  LOUIS  CO  PD 
tt   WILDE,  HARRY  ROBERT,  JR,  LT,  ST  LOUIS  CO  PD 
YOUNG,  ROBERT  C,  LT,  ST.  LOUIS  CO  PD 
COLUMBIA 
181   ANDERSON,  DALE  JAMES,  LT,  BOONE  CO  SD 
BARBEE,  ERNEST  JAMES,  COP 
BLACKBURN,  GEORGE,  COP 
BOEHM,  THEODORE  PAUL,  SHF  OF  BOONE  CO 
BRUNING,  LESLIE  BERNARD,  SGT,  MO  SHP 
CHEAVENS,  PAUL  B.,  COP 
COVINGTON,  MICHAEL  RAY,  CPT,  PD 
ISAACSON,  CHARLES  PORTER,  CPT,  UNIV  OF  MO  PD 
MASON,  RONALD  E,  CHF,  UNIV  OF  MO  PD 
MCNEAR,  OSCAR  W. ,  CPT,  BOONE  CO  SO 
MORGAN,  WILLIAM  THEODORE,  MAJ,  PD 

OTTO,  FRED  HENRY,  III,  CHF,  UNIV  OF  MO  AT  COLUMBIA  PD 
SCHWANDT,  ROBERT  DOUGLAS,  CPT,  PD 
SHELTON,  JEFFREY  SCOTT,  CPT,  UNIV  OF  MO  PD 
VEACH,  DENNIS  RAY,  DEP  CHF,  PD 
WATRING,  JACK  WILLIAM,  MAJ,  UNIV  OF  MO  PD 
141  tt   WONNEMAN,  FORREST  AUDRAIN,  COURT  SEC  SUPV,  BOONE  CO 
CRESTWOOD 
139   BREKEL,  JOSEPH  EDWARD,  SGT,  PD 
176   GREER,  DONALD  EDWARD,  COP 
152  ft   JONES,  THOMAS  MICHAEL,  LT,  PD 
CREVE  COEUR 
164   BAILEY,  DALE  EDWARD,  LT,  PD 
181   BEARDSLEE,  JOHN  THOMAS,  LT,  PD 

78  ft   GOOCH,  THOMAS  0.,  CPT,  PD 
123  tt   HARRIS,  FRANKLIN  DELANO,  CPT,  PD 
95   RAINS,  GILBERT  E.,  CPT,  PD 
133  tt   SCHNARR,  RICHARD  ERNST,  COP 
CRYSTAL  CITY 

184   BUSKEN,  DANIEL  JOHN,  COL,  PD 
DELLWOOD 
137   CHAPMAN,  JOHN  DANIEL,  CPT,  PD 


144 

112 

187 

150 

84 

120 

101 

168 

74 

97 

82 

107 

88 

163 

165 

124 

189 

190 

130 

105 

125 

182 

137 

178 


137 

25 

150 

137 

56 

179 

139 

94 

91 

121 

178 

194 

147 

167 

122 
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MISSOURI  -  MISSOURI 

DES  PERES 

195   BRIDGES,  HILLIAM  ALFRED,  COP 

124   HASKINS,  EDWARD  LYNN,  CPT,  DPS 
DEXTER 

135 

119 
EDINA 

106 


COMFORT,  STEVEN  LEE,  LT,  PD 

FISH,  FREDRIC  STEPHEN,  SHF  OF  STODDARD  CO 


HAYES,  JERRY  L,  SHERIFF  OF  KNOX  CO 
EL  DORADO  SPRINGS 

91   LUSTER,  JIMMY  B.,  COP 
ELLISVILLE 
139   DAUGHERTY,  DOUGLAS  LEE,  LT,  PD 
STARCK,  JAMES  JOSEPH,  COP 
HENGERT,  DENNIS  JOHN,  LT,  PD 


HESCOTT,  ARNOLD  B.,  SGT,  PD 


118 

152 

EUGENE 

45  tt 

EUREKA 

195   HIEGAND,  MICHAEL  ANDREW,  COP 
FARMINGTON 
190   BAKER,  RICHARD  TODD,  SGT,  PD 

BUCKLEY,  KENNETH  E,  SHF  OF  ST  FRANCOIS  CO 
DAILEY,  DANNY  JOSEPH,  COP 
ODER,  ROBERT  EUGENE,  COP 


96 

124 
165  tt 
FENTON 
171 
92  # 


PD 


DUQUESNE,  GILBERT  HENRY,  LT, 
HANNEKEN,  EDWIN  J,  CPT,  PD 
FERGUSON 
159  *  CARTER,  JAMES  EDWARD,  COP 
DAVIS,  JAMES  H,  COP 
DECARLI,  DANNY  H  W,  DET,  PD 
HACKETT,  ALBERT  PATRICK,  JR,  SGT,  PD 
HENKE,  RICHARD  JOSEPH,  MAJ,  PD 
PASCHALL,  SYLVESTER  R,  LIEUTENANT,  PD 


101 
184 
124 
187 
90 
FESTUS 
186 
172 


LEWIS,  TIMOTHY  BRUCE,  CPT,  PD 
SCAGGS,  RONALD  JOSEPH,  COP 
FLORISSANT 

98  tt   BOEDEKER,  CLARENCE  J.,  MAJ,  PD 
187   BURKE,  JEROME  THOMAS,  JR,  SGT,  PD 
113  tt   DEMURI,  MARION  L.,  LT,  PD 
174   HOUSE,  JOHN,  LT,  PD 
78  *  LECHNER,  CARL  J.,  MAJOR,  PD 
100   LOWERY,  ROBERT  FLENNON,  COP, (COL)  PD 
177   LOWERY,  ROBERT  GLENNON,  JR,  SGT,  PD 
122  *  MAHONEY,  TIMOTHY  WALTER,  LT,  PD 

108  tt   TREUTKEh,  ROBERT  C,  COP 

141  tt   VELASCO,  ANDREW,  LT,  PD 
FORSYTH 

130   MASON,  ALAN  EDWARD,  CRIM  INVSTGR,  TANEY  CO  PROS  OF 
FORT  LEONARD  WOOD 

130  PRATER,  TIMOTHY  DAVID,  CPT,  USA 

113   SNYDER,  ALBERT  D. ,  CHIEF  WARRANT  OFFICER  III,  U. 
FRONTENAC 

140   BRANCH,  BENJAMIN  JOHN,  COP 

163   SEAL,  RICHARD  JAMES,  LT 
FULTON 

142  HERBERT,  PHILLIP  MICHAEL,  COP 
GALENA  _  „„ 

109  WEBER,  RONALD  F.,  DEP,  STONE  CO  SD 
GLADSTONE 

131  ADAMO,  WILLIAM  PAT,  DIR,  DPS 

173   SCHEFFNER,  DOUGLAS  WARREN,  CPT,  DPS 
GLENDALE 
149   BLACK,  RICHARD  HENRY,  COP 

183  WOEPKE,  GARY  STEVEN,  LT,  PD 
GRANDVIEW 

170   ANGELL,  DONALD  KEITH,  SGT,  PD 
154   BECKERS,  ROBERT  MATTHEW,  COP 
180   MOSER,  ROBERT  EUGENE,  CPT,  PD 
HANNIBAL 

63  »  BRINK,  CARL  E.,  PTLM,  PD 
188   LIPP,  GARY  WAYNE,  LT,  PD 
92  *  NEFF,  J  FRANKLIN,  CHIEF  OF  POLICE 
173   RUNYON,  JOEY  EUGENE,  DET,  PD 
146  tt   WALDSCHLAGER,  JOHN  EDWARD,  COP 
HAZELWOOD 
122   CIRA,  JOHN  EDWARD,  MAJ,  PD 
163   ROESSLER,  EUGENE  LOUIS,  LT,  PD 
106  tt   SCHWARTZ,  GEORGE  V.,  CPT,  PD 
HIGGINSVILLE 

184  ALUMBAUGH,  KERRICK  LYNN,  COP, 
HILLSBORO 

175   BOYER,  OLIVER  GLENN,  SHF  OF  JEFFERSON  CO 

185  MARBERRY,  RICHARD  LEE,  MAJ,  JEFFERSON  CO  SD 
178   MEINBERG,  STEVEN  EDWARD,  LTC,  JEFFERSON  CO  SD 

59   VASEL,  FREDERICK  J.,  CHF  DEP,  JEFFERSON  CO  SO 
INDEPENDENCE 
103  *  COOK,  LAWRENCE  L.,  COP 
134  tt   DOUGHERTY,  DAVID  ALLEN,  CPT,  PD 
140   EICHLER,  DONALD  EUGENE,  DET,  PD 
115   EMMONS,  DAVID  E,  MAJ,  PD 
112  *  GAISER,  ROBERT  S.,  JR,  SGT,  PD 
169   GEORGE,  GARY  DWIGHT,  ASST  CHF,  PD 

93   HUNTSINGER,  DONALD  R,  CPT,  PD 
187   MAIN,  JOHN  MASON,  LT,  PD 
126  tt   MAUER,  JAMES  MICHAEL,  DET,  PD 

74  tt   RINEHART,  ROBERT  E,  COP 

77   STEWART,  RONDELL  F,  CPT,  PD 
107   VAUGHN,  JOHN  C,  MAJ,  PD 
157   WHITE,  EDDIE  RAY,  SGT,  PD 
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JEFFERSON  CITY 

82   BERGMAN,  ROY  R. ,  CPT,  MO  HPTL 

92  BILBREY,  RAYMOND  P,  DIR,  ADMIN  SER  BU,  MO  SHPTL 
168   BREWER,  KIM  TYLER,  COP 

167    BUSCHJOST,  LAWRENCE  LOUIS,  LT,  MO  SHP 
3  tt   CLARK,  E.  P.,  (SA.FBI)  SGT-MAJ,  MO  HPTL 

97  DARNELL,  WILLIAM  B,  DIR  OF  TNG,  MO  HPTL  ACADEMY 
154  #  DAYRINGER,  EDGAR  JOE,  LT,  MO  HPTL 

93  DICKSON,  JAMES  H. ,  CPT,  MI  ST  HPTL 
113  tt   DUCKWORTH,  MELVIN  E,  MAJ,  MO  HPTL 

171  ELLIS,  VINCENT  JAY,  LT,  MO  SHP 

92    FISHER,  CLARENCE  E,  DEP  DIR,  MO  GAMING  COMM 
105   FLUEGEL,  ROY  A.,  LT,  MO  HPTL 
117    FOSS,  ROY  G,  MAJ,  MO  HPTL 
111   GAINES,  JIMMIE  F,  CPT,  MO  HPTL 
170   GLOVER,  JAMES  LYNN,  MAJ,  MO  STATE  WATER  PTL 
151   HARTUNG,  EVERETT  DWIGHT,  CPT,  MO  SHP 

24  #  HOCKADAY,  EDMUND  I.,  SUPT,  MO  HPTL 

98  #  HOFFMAN,  HOWARD  J,  SUPT,  MO  SPOL 

128  HOFFMANN,  THOMAS  WALTER,  SGT,  MO  SHP 

195   HOOVER,  JOHN  PATRICK,  CPT,  MO  ST  PARK  RANGERS 
144   JACKSON,  CHARLES  RAY,  LT,  MO  SHP 
148   JOHNSON,  STEPHEN  R,  JR,  MAJ,  MO  HPTL 

172  JONES,  BRADLEY  WADE,  SGT,  MO  SHP 

164   KEMPKER,  GARY  BERNARD,  DIRECTOR,  MO  DPS 
121  #  KERNS,  LOYD  ALLEN,  SGT,  MO  HPTL 
195   KOLILIS,  GUS  HILL,  CHF,  MO  CAPITOL  POL 
168   LACY,  LAFAYETTE  EUGENE,  LT,  MO  HWY  PTL 
176   LEDBETTER,  KENNETH  RAY,  LT,  MO  SHP 
86  tt   MADDOX,  C  C,  CPT,  MO  SHP 

129  MCCUTCHEN,  ERNEST  G,  ASST  CHF,  MO  HPTL 
83  #  PATTON,  LAWRENCE  C,  COLONEL,  COP 

115  PAYNE,  GEORGE  F.,  SGT,  MO  STATE  HIGHWAY  PATROL 
127   PLUNKETT,  CARROLL  LEE,  CPT,  MO  HPTL 

191   ROTHROCK,  ROBERT  HAINES,  LT,  MO  SPTL 

160   SCOTT,  DAVID  EDWARD,  LTC,  MO  STATE  WATER  PATROL 

130  #  SHELTON,  DONALD  RAY,  MAJ,  MOS  SHP 
118   SMITH,  BILL  DAMRON,  LTC,  MO  HPTL 

163  STANFIELD,  HAROLD  WARREN,  LT,  MO  SHP 
189   STRUTTMAN,  MICHAEL  ALFRED,  SGT,  PD 

148   SWINEBURG,  WILLIAM  STEWART,  CPT,  MO  STATE  WATER  PATROL 
135   TEDESCHI,  LOUIS  DAVID,  LT,  CAPITOL  POL 
113   VAUGHN,  GENE  T,  CPT,  MO  HPTL 

164  WILHOIT,  WELDON  LEE,  CPT,  MO  HPTL 

141   WORSHAM,  RONALD  ORIS,  ASST  DIR,  MO  DPS 

116  YORK,  ROBERT  L,  JR,  INVSTGR  III,  MO  SOCIAL  SERV 


JENNINGS 


104 
83  # 
JOPLIN 
42  * 
95  # 
185 
176 
161  # 
149 
109  # 
KANSAS 
152 
178 
147 
75  # 


JUDD,  JOHN  J. ,  COP 

ZLOTOPOLSKI,  ALFRED  T,  SR,  COL,  COP 

MASTERSON,  ARCHIE  CLINTON,  DEP  SHF,  JASPER  CO  SO 

MCAFEE,  DONALD  A.,  CPT,  PD 

NICHOLS,  LANCE  WILLIAM,  LT,  PD 

NIEBUR,  DAVID  RALPH,  COP 

OWEN,  DALE  WARREN,  LT,  PD 

SCHURMAN,  RICHARD  LEE,  ASST  CHF,  PD 

TENNIS,  LARRY  D. ,  COP 

CITY 

BARBEE, 

BARTON, 

BISHOP, 


JAMES  FLOYD,  CPT,  PD 
DAVID  MICHAEL,  MAJ,  PD 
STEVEN  CHARLES,  COP 


BRADY,  JACK  L.,  CPT, 


PD 


142  #  BRAUNINGER,  MARYLYN  DEAN,  MAJ,  PD 


MENORAH  MEDCL  CNTR 


BUSH,  JULIA  ANN,  MAJ,  PD 

#  CAMPBELL,  JAMES  F,  DIR  OF  SEC, 

#  CARON,  NORMAN  A.,  COP 

*  CHILES,  DARREL  H. ,  DIR  OF  PERSONNEL,  PD 
CHRISTIAN,  JULIE  LYNNE,  SA,  FBI 
COLE,  JAMES  N.,  SAC,  VA  OFC  OF  INSPTR  GEN 

*  COOLEY,  MARION  LEE,  JR.,  CPT,  PD 
CORWIN,  JAMES  DUDLEY,  MAJ,  PD 
DAILEY,  THOMAS  JOSEPH,  III,  CPT,  PD 
DALTON,  JUDITH  E.,  DET,  PD 

#  DAVIS,  E.  M.,  JR  INSPR,  PD 
FLOYD,  LEE  T.,  MAJOR,  PD 
FRANCIS,  BILLY  KEITH,  CPT,  PD 
FRAZIER,  WILLIAM  EDWARD,  MAJ,  PD 
HARLOW,  SIDNEY  A.,  MAJOR,  PD 
KASH,  REIS  R.,  REGIONAL  DIR,  MARSHALS  SERVICE 

*  KEARNEY,  THOMAS  FRANCIS,  SUPT  OF  RECORDS,  PD 
KNOUSE,  CRAIG  LEE,  CPT,  PD 
LAUGHLIN,  CHRISTINE  LYNN,  CPT,  PD 

tt   LAYMAN,  CHARLES  E,  SGT,  PD 

LOMAX,  ALFRED  C,  SGT,  PD 

MAJORS,  GARY  R,  CPT,  PD 

MATHESON,  JOHN  R.,  LTC,  USMC 

MATHIS,  ROBERT  CHARLES,  CPT,  PD 

MCHALE,  JOSEPH  PATRICK,  CPT,  PD 

MCINERNEY,  VINCENT  PAUL,  CPT,  PD 

MCQUILLEN,  MICHAEL  CRAIG,  CPT,  PD 

MILLS,  GREGORY  PAUL,  MAJ,  PD 

MITCHELL,  DAVID  BRUCE,  INVSTGR,  US  DEPT  OF  LABOR 
tt   NEWMAN,  JAMES  R.,  ASSISTANT  CHIEF  OF  POLICE,  PD 

NUNN,  JAMES  PRENTICE,  DEP  CHF,  PD 
39  #  PARKER,  WILLIAM  E.,  SEC  OFCR,  UNIVERSITY  OF  HISSOU 
84  tt   PONESSA,  WILLIAM  V.,  SPECIALIST,  CITY  OF  KANSAS  CIT 

OUIJAS,  LOUIS  FRANCES,  JR,  MAJ,  PD 

REED,  ROBERT  D,  MAJ,  USAF 

REYNOLDS,  DANNY  LEE,  SGT,  PD 

ROBERTS,  GEORGE  FREDERICK,  MAJ,  PD 


177 

81 

71 

5 

127 

102 

72 

192 

171 

104 

10 

91 

159 

144 

79 

76 

5 

143 

195 

115 

114 

191 

57 

151 

179 

173 

187 

175 

128 

73 

185 


168 

96 

139 

193 


228 


MISSOURI  -  MISSOURI 


PD 


SANFORD,  BRENOA  KAY,  INVSTGR,  PD 
SCHERER,  GARY  ALAN,  CPT,  PD 
SCHMITZ,  DONALD  ANTHONY, 
SHREVE,  DENNIS  RAY,  MAJ, 
STUART,  EMILY  JEAN,  CPT, 
THOMSON,  JACK  L.,  DIR  OF  SEC, 
VICE,  PAUL  H.,  CAPTAIN,  PD 
HILSON,  DONALD  K.,  SGT,  PD 
HINSTON,  SYLVESTER  H. ,  MAJ, 
HYATT,  LEHIS  E.,  MAJOR,  PD 
ZIMMERMAN,  JAN  MICHELE,  CPT 


DIR  OF  SEC,  MO  LOTTERY  COMM 
PD 


MO  COURT  OF  APELS 


PD 
PD 


133 

163 

158 

183 

174 

116 

44 

101 

111 

36 

181 

KENNETT 

117  tt   DEARING,  HALTER  S,  INVSTGR,  DUNKLIN  CO  PROS  OFC 
KI RKSVI LLE 

145   FORQUER,  RANDALL  RAY,  SHF  OF  ADAIR  CO 
KIRKHOOD 
100  tt   AUSTIN,  RUSSELL  L.,  CPT,  PD 
132   BASLER,  GEORGE  FRANKLIN,  CPT,  PD 
138   BECK,  RONNIE  LEE,  SGT,  MO  SHP 
136  tt   BIZELLI,  DONALD  RICHARD,  SGT,  MO  SHP 
111   BROWN,  GRAHAM  D.  ,  SGT,  PD 
116  #  GERINGER,  JAMES  L,  CPT,  PD 
122   HAMILTON,  BRUCE  ANDREH,  SGT,  MO  SHP 
93   KOENEMANN,  HARRY  G,  CHF,  MERAMEC  COMM  COLLEGE  PD 
71   LINZA,  DANIEL  B.,  COP 
121  It   OKEEFE,  JEROME  CHARLES,  LT,  PD 
183   POPE,  CLIFFORD  GERALD,  LT,  PD 
141   PRICE,  KENNETH  HAYNE,  LT,  PD 
103  tt   RICKS,  CAPPY,  DETECTIVE,  PD 
154   SCANGA,  DIANE  MARIE,  LT,  PD 

SCHNEEDLE,  JACK  HAYNE,  LT,  PD 

VITT,  LLOYD  ARTHUR,  CPL,  MO  SHP 

HERNER,  HAYNE  LEE,  CPT,  PD 

HILSON,  JOSEPH  HENRY,  JR,  SGT,  MO  HPTL 


168 

124 

125 

120 
LADUE 

134 

169 
92 

125 

149 
LAKE  ST 


BALDHIN,  HILLIAM  BERNARD,  J,  LT, 

HODGES,  DANIEL  RICHMOND,  LT,  PD 
STAFFORD,  DALE  K,  COP 

HICKENHAUSER,  DONALD  JOSEPH,  COP 

HOOLDRIDGE,  MICHAEL  HILLIAM,  LT, 
LOUIS 


PD 


PD 


152   FORCE,  MICHAEL  THOMAS,  COP 
139   PHELAN,  JOSEPH  GLENNON,  LT,  PD 
124  #  SELBY,  JOHN  BERT,  COP 
LEE'S  SUMMIT 

97  ANDERSON,  JAMES  D.,  SHF  OF  JACKSON  CO 

113  BELL,  WILLIAM  L.,  SGT,  MO  SPTL 

190  BENITZ,  WESLEY  EUGENE,  LT,  MO  SHP 

191  BIDHELL,  JOHN  DAVID,  LT,  PD 

96   BUESING,  MERLE  D.,  SGT,  MI  ST  HPTL 
167   CONLEE,  KENNETH  TOWSE,  COP 
90   FOSTER,  CARL  M. ,  CPT,  JACKSON  CO  SD 

114  KEMPSTER,  GRAHAM  B,  DET,  JACKSON  CO  SD 
178   KUNARD,  DARRELL,  SGT,  PD 

104  LAPOUR,  THOMAS  J,  CPT,  JACKSON  CO  SO 
127   MINCEY,  HENRY  RAY,  SGT,  JACKSON  CO  SD 

161  PHILLIPS,  GARY  WILLIAM,  CPT,  MO  SHPTL 

188   PHILLIPS,  THOMAS  FRANKLIN,  CPT,  JACKSON  CO  SD 
132   TRUELOVE,  JAMES  CONNIE,  SGT,  JACKSON  CO  SD 
194   WALKER,  GARY  WAYNE,  LT,  MO  SHP 
LEXINGTON 
107   BAHL,  RONALD  J.,  COP 

98  DARNELL,  GENE  C. ,  SHF  OF  LAFAYETTE  CO 

150   GINOW,  CHARLES  DANIEL,  II,  CHF  DEP,  LAFEYETTE  CO  SD 
LIBERTY 

106   CHEVALIER,  ARTHUR  J,  III,  COP 

145   ENDERSON,  EDWARD  C,  USHF,  CLAY  CO  SD 

130   GANT,  ROBERT  WALLER,  DET,  PD 
96  *  HOUSE,  EDWARD  T.,  CHF  DEP  SHF,  CLAY  CO  SD 

113  #  RIDGEWAY,  LYMAN  I.,  SGT,  PD 

110   SAYRE,  JAMES  A.,  MAJOR,  CLAY  CO.  SD 

188   SIMPSON,  JAMES  RUSSELL,  CPT,  PD 
MACON 

95   ALLINSON,  BOBBY  G. ,  SGT,  MO  SHP 

109  tt   MEYER,  C.  LLOYD,  CPT,  MO  HPTL 
MANCHESTER 

166   FITZPATRICK,  COLLEEN  ANN,  LT,  PD 

99  QUINN,  JOHN  T,  COP 
MAPLEWOOD 

143   BIGGERSTAFF,  ROBERT  EUGENE,  COP 

170   HOLLAND,  THOMAS  WAYNE,  LT,  PD 
85  tt   PORTER,  CARL  E.,  COP 
MARYLAND  HEIGHTS 

159   KURLANDER,  NEIL  FRED,  COP 
MARYVILLE 

136   JACKSON,  LARRY  WAYNE,  DIR,  DPS 

169   WOOD,  ROBERT  KEITH,  DIR,  DPS 
MEXICO 

105  tt   BOLLI,  DONALD  JAMES,  CHF  OF  PUB  SFTY 

115  *  DUFFNER,  RICHARD  A,  SGT,  DPS 
KNIPFEL,  BARRY  BOB,  LT,  PUBLIC  SAFETY  DEPT 
MACPHERSON,  MICHAEL  K. ,  SGT,  MEXICO  DPS 
MILLER,  CHARLES  GREGORY,  CHF,  DPS 
REHMERT,  CHARLES  W. ,  CHIEF  OF  POLICE,  PD 
SULLIVAN,  WILLIAM  B.,  ASST.  CHIEF  OF  POLICE,  PD 

162  GARBULSKI,  MICHAEL  L,  COP 
113  *  LINK,  JAMES  A,  CPT,  PD 

132   SIMS,  GEORGE  THOMAS,  SGT,  MO  SHP 
MONETT 


194 

107 

144 

49 

43 


REYES,  JAY  ANTHONY,  COP 

KELLY,  GEORGE  T.,  JR.,  COP 

MCCRACKEN,  DAVID  LEE,  COP 

WILLIAMS,  BOBBY  RAY,  SR,  INVSTGR,  NEWTON  CO  PROS  ATTY  0 


192 

NEOSHO 

89  tt 

126 

153 

NIXA 

193   BURDICK,  JONATHAN  JAY,  COP 
NORTH  KANSAS  CITY 
184   BEAMER,  STEVEN  EUGENE,  CPT,  PD 
BIGGERSTAFF,  WILLIAM  H. ,  COP 
HOFFMAN,  CLARENCE  H. ,  COP 
LIVINGSTON,  GERALD  W. ,  COP 
MALOTT,  DONALD  L.,  COP 
MCLENDON,  JESSE  LAWRENCE,  DEP  CHF, 
WELLS,  GARY  FRANKLIN,  CPT,  PD 


MAJ,  PD 
COP 


LT,  MS  HPTL 


110 
70 
55 
49 

174   MCLENDON,  JESSE  LAWRENCE,  DEP  CHF,   PD 

162 
OFALLON 

113   KERNAN,  MICHAEL  L,  COP 

169   SCHULTE,  GERALD  PAUL,  CPT,  PD 

194   TALBOTT,  STEVEN  DOUGLAS,  COP 
OLIVETTE 

166   DAVENPORT,  HENRY  IVAN,  COP 

189   KNOX,  RICHARD  FREEMAN,  SGT,  PD 

118  tt   TERRY,  CHARLES  ROBERT,  LT,  PD 
OVERLAND 

115  tt   BEELER,  TED  R,  CPT,  PD 

127   HERRON,  JAMES  EDWARD,  LT,  PD 

102  #  POESCHEL,  RAYMOND  F,  MAJ,  PD 

160   TURNER,  WILLIAM  ROBERT,  MAJOR 
OWENSVILLE 

97  tt   CALDWELL,  DUANE  E,  COP 
OZARK 

178   WHITNEY,  JOHN  STEPHEN,  SHF  OF  CHRISTIAN  CO, 
PARKVILLE 

107   HUDSON,  WILLIAM  T., 
PLATTE  CITY 

111   CANADAY,  RONALD  C. , 

183   CRADER,  GREGORY  K,  MAJ/CHF  DEP,  PLATTE  CO  SD 
POMONA 

100  tt   CRAFTON,  HAROLD  E. 
POPLAR  BLUFF 

110   ADAMS,  BILLY  J.,  COP 

148   ALMOND,  THURMAN  MICHAEL,  SGT,  MO  HPTL 

160   BAIRD,  PATRICK  CHARLES,  CPT,  MO  SHP 

188   BAXTER,  LARRY  DALE,  LT,  PD 

165   HART,  DAVID  BENTON,  LT,  MO  SPTL 

106   HODGE,  CLIFFORD  A,  DET,  PD 

134  #  JONES,  RONALD  WAYNE,  SGT,  MO  SHP 
177   LOWE,  ROY  DALE,  LT,  PD 

14  tt   PORTER,  EARL  C,  COP 
RAYTOWN 

64  #  BEELER,  MARION  PAUL,  COP 

129  FIDLER,  TIMOTHY  DEAN,  DET  SGT,  PD 

154  FOX,  JOHN  LYNN,  CPT,  PD 
87  tt   HARRIS,  JAMES  E.,  LT,  PD 

135  KEITH,  DONALD  GENE,  MAJ,  PD 
99  #  MAGELSSEN,  NILS  M. ,  CPT,  PD 
93   MCCORMICK,  JOSEPH  R,  CPT,  PD 

120   MULHEARN,  ROBERT  EDWARD,  CPT,  PD 
123   OVERFIELD,  LARRY  ALAN,  LT,  PD 
139   TURNBOW,  KRISTOFER  PAUL,  COP 
REPUBLIC 

172   HARTSELL,  SAMUEL  WAYNE,  COP 
RICHMOND 

118   PORTER,  DOUGLAS  DON,  COP 
RICHMOND  HEIGHTS 

77  tt   ANDERSON,  RALPH  R,  COP, 
180   CONNOLLY,  JOHN  CHARLES,  ASST  CHF,  PD 
86  tt   LANKFORD,  LEMUEL  L,  COP 
167   PFEIFFER,  RONALD  FRANK,  COP 
99   WILD,  CURTIS  J.,  CAPTAIN,  PD 

130  WILD,  JEROME  JACOB,  CPT,  PD 
RIVERSIDE 

155  PALMER,  WILLIAM  BRANSFORD,  DEP,  DPS 
ROCK  HILL 

170   GOOD,  TERRY  RAY,  COP 

109  tt   MCDONALD,  DONALD  A,  COP 

142  ZIMMER,  MILTON  JOSEPH,  ASST  CHF,  PD 
ROGERSVILLE 

129   PAUDERT,  ROBERT  H,  JR,  COP 
ROLLA 

16  *  AYERS,  OSCAR  S.,  DEP  MARSHAL,  PD 

179  BECKER,  RANDY  LEE,  SR,  LT,  MO  SHP 
118  MERTENS,  PAUL  JOSEPH,  SGT,  MO  SHP 
104  tt   NORTH,  ROBERT  A,  SGT,  MO  HPTL 

143  PARKER,  TERRY  WILLIAM,  SGT,  MO  SHP 
184   PIKKA,  DAVID  HERBERT,  COP 

161  tt   SNAVELY,  MICHAEL  WILLIAM,  COP 

110  #  VIESSMAN,  ANTHONY  J,  LT,  MO  SHPTL 

126  WIEDEMANN,  RONALD  P,  LT,  MO  SPOL 

93  tt   WILSON,  DONALD  L.,  SGT,  MISSOURI  STATE  HIGHWAY  PA 
SEDALIA 

152  tt   BOLAR,  DOUGLAS  LYLE,  COP 

180  GAERTNER,  HAROLD  JAMES,  CPT,  PD 

156  STARKE,  GARY  ROBERT,  SHF  OF  PETTIS  CO 
SHREWSBURY 

153  KRUSE,  STEPHEN  MICHAEL,  COP 
SIKESTON 

128   HINTON,  DAN  WILLIAM,  CPT,  DPS 

127  POSEY,  THOMAS  EDWIN,  DIR,  DPS 
SMITHVILLE 


PAGE 
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MISSOURI  -  MONTANA 

185  VESCOVO,  PAUL  CLEMENT,  III,  COP 
SPRINGFIELD 

164  BURK,  RODNEY  GERALD,  LT ,  PD 

166  CRICK,  DARRELL  EUGENE,  CPT,  PD 

177  DONNELL,  CHARLES  FREDERICK,  LT,  PD 

161  GLENN,  FRED  ANTHONY,  CPT,  PD 

99  HENSLEY,  HILLIAM  J.,  MAJ,  PD 

186  IJAMES,  STEPHEN  BRADFORD,  CPT,  PD 
94  MURPHY,  HAYNE  A.,  SGT ,  MS  SHPTL 

105   ROME,  LYNN  S,  COP 

168   SHAFER,  VICKY  LYNN,  LT,  PD 
ST.  CHARLES 

188   BANAS,  JOHN  PAUL,  CPT,  PD 

129   BENTON,  THOMAS  HARLIN,  JR,  LT,  PD 

148   BOERDING,  ROBERT  ANTHONY,  LT,  ST  CHARLES  CO  SO 
98  0  DANIEL,  EDWARD  D,  DIR,  MO  DPS 

193   GRAVEMANN,  MICHAEL  ARTHUR,  SGT,  PD 

136   KING,  DAVID  ARTHUR,  COP 

136   MCCARRICK,  PATRICK  DANIEL,  COP 

177   MYERS,  SCOTT  MARSHALL,  LT,  ST  CHARLES  CO  SD 

179   NEER,  PEGGY  INEZ,  LT,  ST  CHARLES  CO  SD 

157   NEER,  THOMAS  HADE,  CPT,  ST  CHARLES  CO  SD 

171   POWELL,  MICHAEL  STEPHEN,  SGT,  ST  CHARLES  CITY  PD 

192   SAULTERS,  HAROLD  DOUGLAS,  SHF  OF  ST  CHARLES  CO, 

179   SIMPSON,  LESLIE  DAVID,  LT,  PD 
93  It   THEBEAU,  EVAN  G,  SHF  OF  ST  CHARLES  CO 

127  *  UEBINGER,  EDWARD  JOHN,  SHF  OF  ST.  CHARLES  CO 
ST.  CHARLES  CITY 

118  GOOCH,  JAMES  EVERETT,  CPT-DEP  CHF,  PD 
ST.  GEORGE 

119  *  SCHEPP,  MILTON  RUSSELL,  COL,  PD 
ST.  JOHN 

115   MILAM,  TERRY  D,  COP 
ST.  JOSEPH 

52  tt   CROHELL,  HARRY  W. ,  COP 
134  tt   GARRETT,  MYRON  CECIL,  SGT,  MO  SHP 

73   HAYES,  JAMES  R. ,  COP 
103   HIBBS,  GERALD  R. ,  SGT,  PD 
165   HIRTER,  GOTTFRIED  MICHAEL,  CMDR,  PD 

92  tt   PASLEY,  LLOYD  W. ,  ASST  CHF,  PD 

90   RHOADES,  JAMES  C. ,  SGT.  MO  HPTL 
182   ROBISON,  CHARLES  RAYMOND,  CMDR,  PD 

100  SMITH,  ROBERT  C,  CPT,  PD 
ST.  LOUIS 

97  tt   AKLEY,  LAWRENCE  E,  CPT,  METRO  PD 

97   ATKINS,  RALPH  H. ,  LT,  METRO  PD 

33  tt   AYLWARD,  ANDREW  T.,  LTC,  PD 
110   BAUMAN,  ROBERT  J,  CPT,  PD 
125   BETLACH,  ROBERT  JAMES,  OFCR,  METRO  PD 
114  #  BOHNERT,  DONALD  L,  SGT,  ST  LOUIS  METRO  PD 

22  tt   BOSCH,  NICK,  JR.,  LT,  PD 

94   BROADERS,  EUGENE  T,  LT,  PD 
131  tt   BROCATO,  WAYNE  ERNEST,  CPT,  PD 
123   BUCHMANN,  ANDREW  NICHOLAS,  DET,  METRO  PD 
156   BURKE,  JOHN  MICHAEL,  LT,  METRO,  PD 
118  tt   BURKS,  SHADRACH  JOHN,  LT,  METRO  PD 

59  #  CLIFFORD,  WILLIAM  M.,  LT,  PD 
106   COFFEY,  ARTHUR  R,  CPT,  PD 
189   EDWARDS-FEARS,  MARY  E,  SGT,  METRO  PD 

99   FASSLER,  THOMAS  J.,  LT,  METRO  PD 

48  *  FERGUSON,  RENYOLD  RAY,  PATROLMAN,  PD 
158  tt   GEORGE,  DENNIS  ANTHONY,  CPT,  ST  LOUIS  CO  PD 

121  GODFREY,  THOMAS  FRANCIS,  SGT,  METERO  PD 
42  #  GRAB,  WALTER  W,  SGT,  PD 

116  tt   GRIESHABER,  STEPHEN  H,  DET,  METRO  PD 

114   GROVE,  WILBERN  H. ,  SGT,  ST  LOUIS  METRO  PD 

111  tt   HACKETT,  JAMES  J,  LTC,  METRO  PD 

108  HALL,  CALZONA  J,  LTC,  PD 

109  tt   HALL,  DAVID  L.,  SGT,  METRO  PD 

98  tt   HAMILTON,  LAWRENCE  A,  CPT,  METRO  PD 
103   HARMON,  CLARENCE,  JR,  MAYOR 

181   HARMON,  STEVEN  LAMONT,  DET  SGT,  ST.  LOUIS  METRO  PD 
194   HARRIS,  REGGIE  LEE,  LT,  METRO  PD 
126  It   HAUG,  ROBERT  BURKS,  LT,  METRO  PD 
142   HEATH,  DAVID  RICHARD,  CPT,  METRO  PD 

129  HEGGER,  HARRY  B,  JR,  CPT,  METRO  PD 

122  tt   JACOBSMEYER,  STEPHEN  WILBUR,  CPT,  METRO  PD 
114  *  JONES,  WILLIAM  H. ,  JR.,  SGT,  ST  LOUIS  METRO  PD 
107  tt   KASLICK,  WILLIAM  F.,  LT,  METRO  PD 

130  KING,  DENNIS  WOODROW,  SGT,  PD 
96  #  LANGSTON,  ALLEN,  JR,  LTC,  USAF 

185   LAUER,  MICHAEL  RAYMOND,  SGT,  ST  LOUIS  METRO  PD 
101   LAUER,  RAYMOND  B,  LTC,  METRO  PD 

140  LEE,  JEROME  DANIEL,  MAJ,  ST  LOUIS  CO  PD 
134  tt   MALECEK,  THOMAS  GEORGE,  LT,  PD 

107  MCCRARY,  CHARLES  E,  LTC/ASST  CHF,  METRO  PD 

173  METZNER,  CHARLES  PHILLIP,  DET  SGT,  METRO  PD 

81  tt  MILLER,  ROY  G. ,  LT,  PD 

92  tt  NINTEMANN,  GEORGE  J.,  CPT,  PD 

180  PARMENTER,  PAUL  DAVID,  LT,  MO  SHP 

84  tt  PAULY,  GLENN,  CPT,  METROPOLITAN  PD 

147  tt  PERKINS,  GARY  HOWARD,  CPT,  METRO  PD 

146  PICKENS,  JOHN  LOUIS,  DIR,  UNIV  OF  MISSOURI  AT  ST  LO 

176  REAGAN,  TIMOTHY  EDWARD,  CPT,  PD 

141  REYNOLDS,  RAYMOND  WILLIAM,  LT,  METRO  PD 
133  RIZZUTI,  LOUIS  HENRY,  JR,  SGT,  METRO  PD 

ill        1cHEETZ^R0BERTEEMMETt!DJR,  DET  SGT,  ST  LOUIS  METRO  PD 

lS  •  ^H^?DER?AN0RMALNE2:,LJR.M°d!rP0F  SEC,  WASHINGTON  UNIV 


91   SIEBENMAN,  JOHN  M,  CPT,  METRO  PD 
193   SIMON,  SAMUEL  JOSEPH,  LT,  ST  LOUIS  METRO  PD 
124  tt   SISCO,  RICHARD  JERRY,  DET,  PD 
104   SPICER,  DONALD  N. ,  LIEUTENANT,  PD 
175   SPICER,  GWEN  MARIE,  SGT,  ST  LOUIS  METRO  PD 
113   STIKA,  JAMES  J.,  SERGEANT,  METROPOLITAN  PD 
118  tt   STRATE,  DONALD  EUGENE,  LT,  METRO  PD 

134  TAYLOR,  HILLIAM  FRANCIS,  DIR,  WASHINGTON  UNIV  DPS 

148   TULLY,  DUNCAN  MICHAEL,  CHF  INV,  ST  LOUIS  CIRCUIT  ATTY 

100  #  UBBEN,  HERMAN  J.,  SGT,  PD 

111   VAUGHN,  WILLIAM  S,  MARSHAL,  USMS 

166   WILLIAMS,  GLEN  EVERETT,  LT,  METRO  PD 

135  WILLIAMS,  WARREN  REGINAL,  SGT,  METRO  PD 

117  WITTMAN,  EMIL  T.,  SERGEANT,  METROPOLITAN  PD 
185   WOLF,  ROBERT  FRANK,  SGT,  MO  HPTL 

152   YOUNG,  KIRHAN  HENRY,  CPT,  METRO  PD 
ST.  PETERS 
169   BISHOP,  THOMAS  ALAN,  DEP  CHF,  PD 
95  #  CHAPMAN,  ELWYN  L.,  COP 
102   NEUBAUER,  RONALD  S,  COP 

162  RUEBLING,  GARY  L,  LT,  PD 
SUGAR  CREEK 

118  CONNER,  LESLIE  EARLE,  COP 
SUNRISE  BEACH 

124  tt   BOYER,  FLOYD  TERRANCE,  DET  LT,  PD 
SUNSET  HILLS 

142   DUNLAP,  FLOYD  CARL,  COP 

150   SWOFFORD,  MICHAEL  RAYMOND,  LT,  PD 
TOWN  AND  COUNTRY 

171   COPELAND,  JOHN  RICHARD,  CPT,  PD 

110  tt   DELMAR,  SALVADOR,  JR,  COP 
TRENTON 

165   KOENIG,  EDDIE  BILL,  COP 
UNION 

193   ANDERSON,  KEVIN  SCOTT,  SGT,  PD 

191   COPELAND,  MICHAEL  FLAY,  MAJ,  FRANKLIN  CO  SD 

163  FOWLER,  DONALD,  COP 

164  TOELKE,  GARY  FRANK,  SHF  OF  FRANKLIN  CO 
UNIVERSITY  CITY 

176   ADAMS,  CHARLES  EDWIN,  CPT,  PD 
90   ANTONACCI,  JAMES  C,  SGT,  PD 

8  *  CONROY,  HARRY  WILLIAM,  SERGEANT,  PD 
83  #  DAMOS,  JAMES  P.,  COP 

156  tt   DENNIS,  JOHN  ROBERT,  CPT,  PD 

101  tt   GREEN,  DAVID  P,  CPT,  PD 

186   KELLER,  JEFFREY  ALAN,  CPT,  PD 
137   PAYNE,  LEE  J,  COP 
73  tt   TOPPER,  STANLEY  M.,  COP 
MARRENSBURG 
119   BURDEN,  GENE  LEE,  COP 

102  *  GILLESPIE,  RICHARD  G. ,  OPER  CMDR,  CMSU  DPS 

181  HOWEY,  BRUCE,  MAJ,  PD 

157  HUFF,  JAMES  ARTHUR,  DIR  OF  PUB  SFTY,  CNTRL  MO  ST  U 
106  *  MCBROOM,  GEORGE  P.,  CHIEF,  CENTRAL  MO  UNIV  POL 

WARRFNTON 

190   BAKER,  MICHAEL  DEAN,  SHF  OF  WARREN  CO, 
WARSON  WOODS 

180   WILLENBRINK,  MARK  HENRY,  COP 
WASHINGTON  ,  „   „„ 

192   KRAHER,  DONALD  EUGENE,  JR,  LT,  PD 
WEBSTER  GROVES 

182  JACOBS,  DOUGLAS  ALLEN,  CPT,  PD 

167   LOOSMORE,  GERALD  RONALD,  SR,  LT,  PD 
93   OTTE,  RONALD  C,  LIEUTENANT,  PD 
87  tt   SMALL,  RICHARD  T.,  MAJ/ASST  CHF,  PD 
79  tt   WALLACE,  CLYDE,  JR,  COL,  COP 
128   WUNDERLICH,  ROBERT  WESLEY,  SGT,  PD 
84   YOUNG,  GENE  A,  COP 
WELLSTON 

96  tt   ALPHIN,  WILLIAM  J,  JR,  CITY  MARSHAL 

WHITEMAN  AFB  r  „„  nrtl 

116   FRASER,  DAVID  J.,  MAJ,  USAF  SEC  POL 

WILLOW  SPRINGS 

123   ZORSCH,  GEORGE  MICHAEL,  SGT,  MO  SHP 

MONTANA 
ANACONDA 

105  tt   WILKINSON^TERRy'dENNIS,  CPT,  ANACONDA-DEER  LODGE  CO  L 
BAKER 

192   KETTERLING,  RANDALL  RAY,  COP 
BILLINGS  „„   „„ 

167   BELL,  DARRELL  JAMES,  CPT,  PD 

137   BENTZ,  AUGUST,  JR,  ASST  COP 

127  tt   BLANKENSHIP,  THOMAS  JAMES,  AGENT,  MTDOJ 
21  *  BOWMAN,  JAMES  A.,  DEP  SHF,  YELLOWSTONE  CO  SO 

133  tt   DAMON,  SAMUEL  REED,  DET,  YELLOWSTONE  CO  SO 

103  *  DELL,  GERALD  W. ,  USHF,  YELLOWSTONE  CO  SO 

III  Si^\l\£lhl'TUPlD,    LT,    YELLOWSTONE  CO  SD 

78  tt   FOX,  NEIL,  DETECTIVE,  PD 

122  HOEFNER,  KENNETH  ALDON,  CPT,  MT  HPTL 

115  tt   LITTLEWHITEMAN,  EVERETT,  SPC  OFC,  BIA,  INDIAN  POL  ACAC 

69  I  MARTIN',  eSwARDSDEAN,C?RIM  INVSTGR,  ATTORNEY  GENERAL 

63  tt  MASSEY  GEORGE  F.,  DEP  SHF,  YELLOWSTONE  CO  SO 

99  MAXWELL,  CHARLES  W,  JR,  CHF  OF  DET,  YELLOWSTONE  CO  SO 

141  MILLARD,  RICHARD  GEORGE,  SGT,  PD 

106  OBRI EN,  THOMAS  J,  SUPV,  MT  CRIM  INVSTGN  DIV 

174  RAUSCH,  KEITH  ARNOLD,  LT,  PD 


PAGE 


230 


MONTANA  -  NEBRASKA 


120 

83 

176 

119 

155 

82 

177 

BOZEMAN 

140  tt   BOYER 


ROSS,  RICKARD  ANTHONY,  LT,  YELLOHSTONE  CO  SO 

SKILLEN,  CHARLES  R,  CHF  DEP,  YELLOHSTONE  CO  SO 

ST  JOHN,  RICHARD  WESLEY,  LT,  PD 

HAMSLEY,  JERE'  EDHARD,  CPT,  PD 

HARD,  DAVID  CHARLES,  COP 

HILSON,  RICHARD  T.,  HEARINGS  OFFICER,  YELLOWSTONE 

WILSON,  RONALD  LEWIS,  SGT,  YELLOWSTONE  CO  SD 


190 
183 

64 
147 
143 

96 
105  tt 
117 
152 
135 
BUTTE 

15  # 

61  tt 
107  * 
117 
179  tt 
168 


.  CHARLES  RICHARD,  JR,  ASST  CHF,  PD 
CASHELL,  JAMES  RAYMOND,  II,  CPT,  GALLATIN  CO  SO 
CHRISTIE,  ROBERT  CHARLES,  CPT,  GALLATIN  CO  SD 
CUTTING,  C.  RON,  SHF  OF  GALLATIN  CO 
DUNN,  DAVID  ALFRED,  USHF,  GALLATIN  CO  SD 
FURU,  ROBERT  LLAIRD,  LT,  PD 

HUBER,  THEODORE  W,  JR,  CRIM  JUSTICE  PRGRMS  MGR,  LAW  E 
ONSTAD,  L.,  JOHN,  SHF  OF  GALLATIN  CO 
SLAUGHTER,  BILL  L.,  SHF  OF  GALLATIN  CO 
TENNEY,  STANLEY  PRESTON,  SGT,  PD 
WISEMAN,  JACK  EDWARD,  ACTING  ADMIN,  MT  LAW  ENF  ACADE 


CLARK,  JAMES  A.,  COP 

EVANS,  GEORGE  G. ,  DIR  OF  SEC,  ANACONDA  CO 
HAGEL,  GEORGE  P.,  SHF  OF  BUTTE-SILVER  BOW  LAW  EN 
LEE,  JOSEPH  EMMETT,  USHF,  BUTTE-SILVER  BOW  CO  SO 
MARTENSON,  BLAIR  LEE,  AGT,  MT  DEPT  OF  JUSTICE 
SKULETICH,  GEORGE  THOMAS,  PTLM,  BUTTE-SILVER  BOW  LAW  EN 
COLUMBIA  FALLS 

97  tt   SIGLER,  CHARLES  B. ,  JR.,  MGR  ASST,  NPS 
COLUMBUS 

185   BROPHY,  CLIFFORD  DALE,  SHF  OF  STILLWATER  CO 
CONRAD 

85  tt   HAMMERMEISTER,  WALTER  L.,  SHF  OF  PONDERA  CO 
CUT  BANK 

164   BARRON,  WILLIAM  DOUGLAS,  USHF,  GLACIER  CO  SO 
DILLON 

116   LATER,  RICHARD  E,  SHF  OF  BEAVERHEAD  CO 
FORSYTH 

ASH,  ROBERT  FRANK,  SHF  OF  ROSEBUD  CO 

SHERIFF,  ROSEBUD  CO. 


PD 


COP 


FBI-RETIRED),  SHF  OF  VALLEY  C 


149 

111  *  SCHIFFER,  JAMES  V. 
GLASGOW 

123  tt   GREWE,  THOMAS  LEE, 
43  #  MELVIN,  J.  MASON, 

160  WEST,  ROBERT  MICHAEL,  COP 
GLENDIVE 

194  GAUB,  MICHAEL  JAY,  COP 

165   WILLIAMSON,  GLEN  EDWARD,  COP 
GREAT  FALLS 
180   ADCOX,  KATHRYN  ANN,  CPT,  PD 

52  tt   ANDERSON,  JACK  H. ,  COP 

80  *  CINKER,  JAMES  R.,  DEP  SHF,  CASCADE  CO  SO 

112  DONOVAN,  RICHARD  W. ,  SGT,  CASCADE  CO  SO 
97  #  DUNCAN,  RICHARD  C,  LT,  CASCADE  CO  SO 
91  tt   FARAGO,  WILLIAM  J.,  SGT,  CASCADE  CO  SO 

100   FORSLUND,  EDWARD  H. ,  CAPTAIN,  PD 

170   FUNYAK,  KENT  THEODORE,  DET,  CASCADE  CO  SD 

190   GROVE,  CLOYD  AUDLEY,  LT,  PD 

97  *  HALL,  GERALD  B. ,  LT,  PD 
145   JONES,  ROBERT  GERARD,  COP 
150   MICHELOTTI,  BARRY  CARL,  SHF  OF  CASCADE  CO 

75  tt   OSBORNE,  GLENN  G. ,  SHF  OF  CASCADE  CO 
172   RENMAN,  LAWRENCE  RICHARD,  SGT,  PD 

195  SINNOTT,  EDWARD  JOHN,  LT,  PD 

161  SMITH,  DAVID  LADWIC,  SGT,  PD 
107  #  STEELE,  WILLIAM  G,  ASST  COP 

162  STRANDELL,  JOHN  LESLIE,  USHF,  CASCADE  CO  SO 
46  tt   THOMAS,  ROBERT  MELTON,  CAPTAIN,  PD 

HAMILTON 

193   BAILEY,  ALVIN  J,  JR,  DET,  RAVALLI  CO  SD 
DYE,  DALE  E.,  SHF  OF  RAVALLI  CO 
JOHNSON,  PERRY  LEE,  DET,  PD 
LEETE,  ROBERT  SCOTT,  DET,  RAVALLI  CO  SO 


76  tt 
187 
128  * 
HARDIN 
57  # 
HAVRE 
189 
HELENA 

91 
173 
151  # 
154 
139 
194 
124 
56  tt 
153 
108 
195 
193 
175 
169  # 
86 
40 


CUNNINGHAM,  GEORGE  ALBERT,  DEP  SHF,  BIG  HORN  CO  SO 
OLSON,  KEVIN  SCOTT,  ASST  CHF,  PD 


BEHR,  FRITZ  0.,  ADMIN  ASST,  GOVERNOR  OFC 
BRIDGES,  MARCUS  DAVID,  ASST  ADMIN,  MT  STATE  DEPT  OF  L 
BRYSON,  JEFFREY  GEARY,  CPT,  PD 

CARRELL,  GARY  JOE,  ADMIN  OF  LAW  ENF  SERV,  MT  DOJ 
CLOUSE,  DAVID  LEWIS,  CPT,  LEWIS  &  CLARK  CO  SD 
CORNELL,  LEE  ANDREW,  SA,  MT  NARCOTICS  INVSTGN  BU 
DAVIS,  MICHAEL  GARDNER,  CPT,  MT  HPTL  BU 
FRED,  JOHN  E.,  COP 

GADD,  PHILLIP  MAYNARD,  SA,  FBI.UT,  KILLEN,  TX  PD) 
HARRINGTON,  WILLIAM  S.,  CHF,  BU  OF  INVSTGN  AND  ENF 
HEIGH,  BILLI  GRACE,  CPT,  PD 
LERUM,  MARK  LESLIE,  ASST  CHF,  PD 
MCGEE,  TROY  WILLIAM,  JR,  COP 
OLSON,  GEORGE  EDWARD,  CPT,  PD 

OREILLY,  CHARLES  M. ,  SHERIFF  OF  LEWIS  AND  CLARK  CO 
ROSENCRANS,  HARVEY  W. ,  JR.,   FBI-RETIRED),  CHIEF  OF  POL 
117  tt   SOL,  JOEL  R,  COL,  MT  HIGHWAY  PTL 

67  tt   WILLIAMS,  JACK  L,  JR,  COP 
IALISPELL 

30  #  CHRISTOPHERSON,  PALMER  L.,  JUSTICE  OF  THE  PEACE 
CLARK,  ADDISON  HODGES,  JR,  COP 
LAMB,  MAXINE  HELEN,  LT,  FLATHEAD  CO  SO 
l^lll*'    R0BERT  L.,  SEC  OFFICER,  GLACIER  INTERNATI 
SNYDER,  CURTIS  J.,  SEC  OFFICER,  GLACIER  INTERNATI 


181 

157 

89 

95 


84  tt   WAGGENER,  TED  W. ,  CHIEF  OF  POLICE 
36  *  WALSH,  RICHARD  P.,  SHERIFF,  FLATHEAD  COUNTY  SO 
L  EWI STOWN 

58  tt   GREEN,  ROBERT  HARRISON,  CHIEF  OF  POLICE 

MCNEES,  DONALD  G. ,  COP 

SINGLEY,  KENNETH  CHARLES,  CHIEF  OF  POLICE 


102 
54  tt 
LIBBY 
159 


BERNALL,  DONALD  HOWARD,  LT,  LINCOLN  CO  SD 
LIVINGSTON 

26  #  BASSETT,  FRED  J.,  (SA,  FBI),  COP 
142   BRYCE,  GEORGE  ALEX,  COP 
34  tt   PATERSON,  WALLACE  W.  ,  PATROLMAN,  PD 
124  *  WARREN,  MACKEY  LEE,  CPT,  PD 
MALMSTROM  AFB 

99   BOWLES,  DAVID  S,  MAJ,  USAF 
163   LAYNG,  RICHARD  ALLEN,  MSGT,  USAF 
93   SMITH,  LESLIE  L,  COL,  USAF 
MILES  CITY 

60  tt   BARTELS,  ALVIN  E.,  COP 
81  tt   DERENBURGER,  JOHN  L.,  ASST  CHF,  PD 
66  tt   FULKS,  ROBERT  J.,  CHIEF  OF  POLICE 
130   UDEN,  JOHN  KIENAST,  PROBATION  &  PAROLE  OFCR 
MISSOULA 
188   BRANNIN,  EDWIN  RICHARD,  LT,  MISSOULA  CO  SD 
93   CHASE,  DOUGLAS  W. ,  SHF  OF  MISSOULA  CO 
CLADER,  KEVIN  RALPH,  CPT  OF  DET 
CREGO,  GERALD  BRUCE,  CPT,  MISSOULA  CO  SD 
HAMILTON,  MARVIN  D,  COP 

HINTZ,  THOMAS  GREGORY,  DEP  CHF,  MISSOULA  CO  SO 
HUGHES,  ROY  0.,  ASST  CHF,  PD 
LANCASTER,  GARY  R. ,  LT,  PD 
LAWRENSON,  LARRY  GEORGE,  COP 
LEMCKE,  JAMES  ROBERT,  SGT,  PD 
MAGONE,  DANIEL  L.,  SHF  OF  MISSOULA  CO 
MELTZER,  GEORGE  LEE,  CPT,  PD 
MILLHOUSE,  DONALD  GLENN,  SR,  COP 
MORMAN,  DONALD  JOSEPH,  LT,  MISSOULA  CO  SO 
OBERHOFER,  JAMES  LEE,  COP 
OHARA,  JOHN  MICHAEL,  CPT,  MISSOULA  CO  SD 
ROSS,  STEVEN  RAY,  LT,  PD 

RUSS,  EDWIN  C,  CHF  SEC  OFFICER,  UNIV  OF  MONTA 
WEATHERMAN,  LARRY  CLARK,  CPT,  MISSOULA  CO  SO 
WOLF,  ROBERT  D. ,  MT  COORDINATOR,  ROCKY  MOUNTAIN 
WOOLSEY,  HERBERT  L.,  CAPTAIN  OF  DETECTIVES,  PD 
ZAHARKO,  ROBERT  L.,  UNDERSHERIFF,  MISSOULA  CO.  SO 


ZIMMERMAN,  LARRY  EUGENE,  CPT,  USMC 

GELDRICH,  JOSEPH  FRANCIS,  SHERIFF  OF  LAKE  CO 
GILL,  PAULA  CHAPMAN,  DET  SGT,  LAKE  CO  SO 

ROBINS,  DAVID  SEWELL,  USHF,  TOOLE  CO  SD 


ASST  CHF  RANGER,  GLACIER  NATIO 


171 
146 

90  tt 
132 
114  tt 
115 
166 
191 
106 
155 
131 
153 
122  tt 
178 
184 

53  tt 
121 
109  tt 

88  tt 
92  * 

MONETT 

157  tt 
POLSON 

148 

192 
SHELBY 

186 
SIDNEY 

144   DIFONZO,  FRANK,  COP 
WELLSTON 

119   HOLLOWAY,  LAWRENCE,  COP 
WEST  GLACIER 

56  tt   REYNOLDS,  HARRY  V.,  JR., 
WEST  YELLOWSTONE 

191   WILSON,  JERRY  ELDON,  COP, 
WHITEFISH 

115  tt   DOLSON,  DAVID  H,  COP 
WOLF  POINT 

182   BUZZELL,  WILLIAM  JAY,  LT,  ROOSEVELT  CO  SD 

NEBRASKA 
ALLIANCE 

109  *  BURROUGHS,  WALTER  R,  JR,  COP 

57  tt   HUTTON,  VERLIN  R.,  CHIEF  OF  POLICE,  PD 
170   KEES,  TIMOTHY  FRANCIS,  LT,  PD 

178   KISS,  ELMER  JOHN,  LT,  PD 

89  tt   LONG,  JAMES  A,  CRIM  INVSTGR,  NB  BRAND  COMMITT 
99  tt   REED,  MELVIN  M.  ,  LT,  PD 

34  tt   THOMAS,  DOUGLAS  A.,  LIEUTENANT,  PD 
BEATRICE 

56  *  BRYANT,  NORMAN  L.,  COP 

131   WIEBE,  GARY  LEE,  LT,  PD 
BELLEVUE 

157   CARLSON,  DONALD  JAMES,  CPT,  PD 

188   EVERS,  HERBERT  LEE,  LT,  PD 

154   STACEY,  JOHN  WESLEY,  CPT,  PD 
BROKEN  BOW 

184   PATRICK,  DENNIS  ROYCE,  COP, 
CHADRON 

187   DAMOUDE,  DENNIS,  SGT,  PD 

110  VASTINE,  THEODORE  Y.,  JR.,  CHIEF  OF  POLICE 
COLUMBUS 

91  tt   BAXA,  WESLEY  J,  COP 
164   GUMM,  WILLIAM  HENRY,  COP 

94  tt   MORRIS,  DONALD  L,  SGT,  NB  SPTL 
187   THALKEN,  TODD  DOUGLAS,  SGT,  PD 
172   ZAVADIL,  JONATHAN  JAMES,  CPL,  PLATTE  CO  SD 
FALLS  CITY 

125   HEMMERLING,  NORMAN  EDWARD,  COP 
FREMONT 
100   CASSIDY,  HAROLD  T.,  SGT,  PD 
110  *  DAVIS,  WILLIAM  B,  SGT,  DODGE  CO  SHF 
195   GIESSELMANN,  RONALD  RAY,  SGT,  PD 

75  tt   HURT,  FRANCIS  L,  COP 
144   MULLEN,  TIMOTHY  STEVEN,  COP 
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95  *  RIGGLE,  GEORGE  V,  JR,  DET,  PD 
93   SPES,  LEO  J.,  CAPTAIN,  PD 
155   TAHKE,  THOMAS  GREGG,  CHF  DEP,  DODGE  CO  SO 
127   TELLATIN,  STEPHEN  FROST,  DET  SGT ,  PD 
80  #  HHITT,  FREDERICK  H,  COP 
GERING 
107   GASKILL,  KELLY  E.,  COP 
180   HOLTHUS,  GEORGE  DEVERE,  LT,  PD 

172   MORENO,  ALEXANDER  BRAVO,  SGT,  SCOTTS  BLUFF  CO  SD 
GRAND  ISLAND 

168  AHLERS,  GREGG  JOSEPH,  LT,  HALL  CO  SD 

66  t   CLINCHARD,  EDHARD  F,  JR,  ASST  DIR,  NB  LAH  ENF  TRNG  CTR 
174   HETRICK,  KYLE  L,  CPT,  PD 

169  MEHLIN,  KERRY  SCOTT,  SGT,  PD  „rrT„r 
36   SPENCER,  RALPH  F.,  HALL  COUNTY  SHERIFF  S  OFFICE 

189   HILLIAMS,  RODGER  LEE,  LT ,  HALL  CO  SO 

116   ZURCHER,  CLARENCE  L,  LIEUTENANT,  NB  SPTL 
HASTINGS 

12  *  KOBER,  CARVEL,  PATROLMAN,  PD 

174   MCCORD,  DELMAR  MONTGOMERY,  LT,  PD 

162   MURPHY,  STEVEN  DANIEL,  CPT,  PD 

124  *  SHAH,  RUSSEL  DUANE,  SGT,  PD 
HOLDREGE 

142   NUTT,  THOMAS  LYN,  SGT,  NB  SPTL 
IMPERIAL 

115   GLEASON,  WILLIAM  J,  COP 
KEARNEY 

20  #  FRANK,  LLOYD  L.,  SHF,  BUFFALO  CO 

150   HUNGERFORD,  DALE  RICHARD,  DET  SGT,  PD 

113  U   KOTSCHHAR,  HAROLD  J,  INVSTGR,  NB  SPTL 

141   LYNCH,  DANIEL  LEROY,  CPT,  PD 

K  T  MR  Al  I 

47  *  DODSON,  CHESTER  H.,  DEP  SHF,  KIMBALL  CO  SO 
LA  VISTA 

96  §   DAVENPORT,  H  C,  COP 
LEXINGTON 

63  #  RATH.  HUGH  J.,  ASST  CHF,  PD 

91   THOMPSON,  ROBERT  J.,  SERGEANT,  NEBRASKA  STATE  PATRO 
LINCOLN  mm,   „. 

68   ADAMS,  DALE  A.,  SHF  OF  LANCASTER  CO 
132   AHLBERG,  DOUGLAS  ALLEN,  CPT,  PD 
136   BAIRD,  JAMES  ALTON,  ASST  CHF,  PD 
120  #  BALL,  LARRY  DEWAYNE,  LT,  NB  SPTL 

53  #  BEAVE,  WILLIAM  PAUL,  CHF  PROBATION  OFCR,  LANCASTER 
170   BECKER,  JOHN  JEFFREY,  CPT,  PD 
188   BRIGGS,  JONATHAN  T,  CPT,  PD 
103  #  BUIST,  JOHN  E,  LT  COL,  ASST  SUPT,  NB  SPTL 
110  #  BURNETT,  JAMES  E,  CPT,  NB  SPTL 
154   BUTLER,  LARRY  DEAN,  CPT,  NB  SPTL 
107   CLINKENBEARD,  BOBBY  C,  SUPR,  NB  DEPT  OF  REVENUE 
106   COLEMAN,  WILLIAM  H.,  LT,  LANCASTER  CO  SD 
160   ENGEL,  GARY  LYNN,  LT,  PD        

102  #  FAUVER,  GEORGE,  A.,  INVSTGR,  NEBRASKA  SPTL 

99  *  FRAKES,  LELAND  W.,  LIEUTENANT,  PD 
132   GALLARDO,  MANUEL  SAVALA,  CPT,  NB  SPTL 
130  #  GATES,  DAVID  RICHARD,  LT,  NB  SPOL 

125  GATES,  STEPHEN  KENT,  LT,  LANCASTER  CO  SO 

165  GROSHANS,  STEVEN  ALLEN,  CPT,  NE  SPTL 

35  #  HAASE,  WALTER  C,  SECRTRY,  NB  ST  LIQ  COMM 

97  HALVERSTADT,  DAVID  L.,  SGT,  LANCASTER  CO  SD 

64  M   HENNINGER,  EUGENE  ROBERT,  INSPECTOR,  PD 

112  HEWITT,  JOHN  J,  CPT,  PD 

186  HOBBS,  BILLY  LELAND,  CPT,  NE  SPTL 

103  •  HOWE,  MERLIN  E.,  SGT,  CAMPUS  PD,  UNIV  OF  NB 
121  JONESON,  JAMES  EDWARD,  EXEC  DIR,  NB  CRIME  COMM 
194  KOLUCH,  KORIN  KIM,  CPT,  PD 

88   KRINGEL,  EDWIN  H.,  SUPV,  CORRECTIONS  DIV 
135  #  LANGLOSS,  CHARLES  WILLIAM,  CPT,  NB  SPTL 

90  #  LAPAGE,  ROGER  K,  ASST  CHF,  PD 
118   LEGRANDE,  HAROLD  WAYNE,  COL,  NB  SPTL, 
106  #  MANNING,  FRANKLYN  L.,  LT,  NB  SPTL 
161   MARKER,  ROBERT  ALBERT,  SGT,  LANCASTER  CO  SO 

28  #  MASTERS,  EUGENE  H. ,  DIR  OF  SEC,  UNIV  OF  NEBRASKA 

93   MAXEY,  ALBERT  W. ,  SR.,  LIEUTENANT,  PD 

85  #  MERRITT,  PAUL  D. ,  LT,  PD 

92  H   MOON,  HAROLD  W,  LT,  NB  SPTL 

9  *  NICKOLITE,  ED  J.,  CHF  ENF  OFCR,  NB  STATE  LIQUOR 
148  #  NIEMANN,  DONALD  WALTER,  MAJ,  NB  SPTL 
114  #  OMER,  VERNON  C,  LT,  NBA  SPTL 
123   PEARSON,  JAMES  ARTHUR,  LTC,  NB  SPTL, 

95   RAGATZ,  EDWARD  M. ,  CAPTAIN,  PD 
128   REITZ,  RICHARD  ALLEN,  LT,  NB  SPTL 
177   ROME,  FRANK  MELVIN,  CPT,  PD 
113   RUSSELL,  JAMES  L.,  SGT,  LANCASTER  CO  SD 

61  #  SAMDON,  ROBERT  J.,  INSPECTOR,  PD 

27  U   SMITH.  HAROLD  D.,  MEMBER,  BOARD  OF  PAROLE,  STATE 
134   SPLICHAL,  JOSEPH  WILLIAM,  DET  SGT,  LANCASTER  CO  SD 
190   STUKENHOLTZ,  KEVIN  LYNN,  CPT,  NE  SPTL 

100  THOMPSON,  JOHN  E,  MAJ,  NB  SPTL, 
175   TUMA,  BRYAN  JEROME,  MAJ,  NE  STPL 

98   WAGNER,  ARTHUR  L.,  LT,  PD 
183   WAGNER,  TERRY  TOM,  SHF  OF  LANCASTER  CO, 
120  *  WILKINS,  DON  LEWIS,  LT,  PD 
111   WOLBERT,  DAVID  E,  MAJ,  NB  SPTL 

109   HJORTH,  VERNON  J,  SHF  OF  MADISON  CO 

164   PRATHER,  MICHAEL,  CHF  DEP,  MADISON  CO  SD 

MC  COOK 
174   BROWN,  ISAAC  SPERRY,  DET,  PD 

MILFORD 


72  #  SELLMEYER,  LOWELL  E.,  COP 
NEBRASKA  CITY 

177   LACY,  DAVID  SCOTT,  SGT,  PD 
NORFOLK 

86   BRENNEMAN,  JAMES  D. ,  COP 

191   HOLTER,  RICHARD  WAYNE,  CPT,  PD 

176   MIZNER,  WILLIAM  LEE,  COP 

159   WINKLER,  DAVID  LEE,  CPT,  NB  SPTL 
NORTH  PLATTE 

115   CARMAN,  JAMES  P,  LT,  PD 
65  *  COLE,  CARL  WILLIAM,  CPT  OF  DET,  PD 

105   CORNS,  HARRY  S,  CPT,  NB  SPTL 

107   DETERDING,  DUANE  K,  SHF  OF  LINCOLN  CO 

134  *  DIRKS,  JOHN  EDWARD,  INVSTGR  II,  NB  SPTL 

124  *  IBACH,  MAX  BRIAN,  LT,  NB  SPTL 

143   LIVINGSTON,  DWIGHT  LELAND,  LT,  PD 
44  #  MASON,  ERNEST  J.,  INSPR,  NB  STATE  LIQUOR  COMMISS 

194   PARISH,  JAMES  JOHN,  CPT,  NE  SPTL 

149    SWAIN,  MICHAEL  DAVID,  LT,  PD 

111   WEBB,  ELDON  H,  SA,  UNION  PACIFIC  RAILROAD 

109   WITKOWSKI,  RONALD  D,  MAJ,  NB  SPTL 
OFFUTT  AFB 

93   MCINERNEY,  MICHAEL  B,  COL,  USAF 

129   WOLF,  RICHARD  ERWIN,  ILT,  USAF 
OGALLALA 

142   HUMPHREY,  JOSEPH  KENT,  COP 
OMAHA 


BARNES,  JOHN  F.,  INSPR  OF  DET,  PD 
BECERRA,  GARY  LYNN,  DET  SGT,  PD 
BEHM,  MICHAEL  EUGENE,  CPT,  NB  SPTL 
BOLTER,  JACK  LEROY,  PTL,  PD 
BUCHTA,  RAYMOND  B.,  CPT,  PD 
CONNOR,  CLAYTON  ALEX,  CPT,  USPP 
DENNISON,  JOHN  D. ,  CPT,  PD 
DORCEY,  MAUREEN  K,  SGT,  DOUGLAS  CO  SD 
DUNNING,  TIMOTHY  FRANCIS,  SHF  OF  DOUGLAS  CO 
FOXALL,  PITMON,  III,  CPT,  PD 
FREESE,  STEPHEN  ALAN,  SGT,  DOUGLAS  CO  SD 
FROCK,  ROBERT  EVAN,  SGT,  PD 
GREEN,  HARRY  M.,  CAPTAIN,  PD 
GUTCHEWSKY,  THOMAS  DANIEL,  LT,  PD 
HALPIN,  STEWART  E.,  INVSTGR  III,  NB  SPTL 
HARTLEY,  FRANK  JR.,  DHF  DEP,  USMS 
HAUPTMAN,  BARBARA  JEAN,  LT,  PD 
HEARN,  RONALD  JOHN,  SGT,  DOUGLAS  CO  SD 
INFANTINO,  ANTHONY  LEE,  CPT,  PD 
KRECKLOW,  DAVID  DEAN,  SGT,  DOUGLAS  CO  SD 
LARSON,  RONALD  AMANDUS,  SGT,  DOUGLAS  CO  SD 
36  #  LOFTUS!  MICHAEL  THOMAsI  DIR,  DOUGLAS  CO  JUVENILE  CT  PR 
134   LONGSTRETH,  CARL  EVANS,  SGT,  PD, 

MASON,  LYNN  MARION,  LT,  DOUGLAS  CO  SD 
MCAULIFFE,  RICHARD  JAMES,  DIR,  CREIGHTEN  UNIV  DPS 
MORACZEWSKI,  MARK  STEVEN,  POL  OFCR,  PD 
MORFORD,  ROBERT  ALLEN,  POL  OFCR,  PD 

NOVESKI,  TED  L,  CPT,  DOUGLAS  CO  SO 
OLSON,  DEAN  THOMAS,  LT,  DOUGLAS  CO  SD 

OSTLER,  CHARLES  HAROLD,  COP 

PERRY,  BRUNO  FRANK,  CPT,  USMC 

PITTENGER,  GURNEY  KEVIN,  SGT,  NB  SPTL 

POINTS,  DAVE  ALLEN,  SGT,  PD 

POLK,  BOBBY  BARRI,  SGT,  PD 

ROBERTS,  LARRY  LEE,  DEP  CHF,  PD 

ROCKWELL,  ROBERT  JOHN,  LT,  PD  TUTCDt«d 

SCHENK,  WILLIAM  W. ,  CHF  PARK  RGR,  DEPT  OF  INTERIOR 

SHAFFER,  THOMAS  EUGENE,  PTLM,  PD 

STONE,  EARL  PAUL,  CHF,  BOYS  TOWN  PD 

TRAMP,  ROBERT  JEROME,  CPT,  DOUGLAS  CO  SD, 

TRUAX,  GLEN  RANDOLPH,  SGT,  PD 

VANGENT,  DALE  A,  CPT,  NB  SPTL      „„,.,„,  rn 

HINTLE,  JAMES  P.,  CAPTAIN,  DOUGLAS  COUNTY  SO 

YOUNG,  JOHN  HENRY,  JR,  PTLM,  PD 
PAPI  LLION 
155   DAVIS,  JEFFREY  LYNN,  CPT,  SARPY  CO  SD 

HOULOOSE,  LEONARD  ANTHONY,  LT,  PD 

JACKSON,  DANNY  G. ,  CPT,  SARPY  CO  SO 

KUCER,  JOHN  ANDREW,  LT,  SARPY  CO  SO        ,-,-,-- 

THOMAS,  PATRICK  J.   SHERIFF,  SARPY  COUNTY  SHERIFFS 

WILLIAMSON,  DANIEL  DWIGHT,  CPT,  SARPY  CO  SD 

YOST,  ROLAND  F,  LT,  SARPY  CO  SD 


37 
133 
162 
133 

68 
121 
2 
180 
152 
186 
133 
171 

26 
137 

97 
109 
166 
126 
179 
140 
159 


190 
173 
135 
135 

87 
193 

35 
122 
119 
162 
175 
132 
139 
109 
136 
137 
146 
178 
108 
102 
151 


193 
114 
167 
108 
135 
192 


RALSTON 

181   WHITE,  WILLIAM  DANIEL,  DEP  CHF,  PD 
SCOTTSBLUFF  „,,,  „ 

130   GASPERS,  JAMES  MICHAEL,  CPT,  PD 
LACY,  ROBERT  A.,  DEP  CHF,  PD 
LIVINGSTON,  JAMES  R.,  COP 
OLIVER,  JOHN  J,  INVSTGR,  NE  SPTL 
OVERMAN,  MARK  LEWIS,  DET,  PD 

s'uPrV^d'lEO:  a1sTPCHF,  DEPT  OF  REVENUE 


82 
96 

98  # 

181 

117  # 

126  * 

SEWARD 

182 

SIDNEY 

67  # 

123 

105 

WILBER 

192 

YORK 

145 

167 


STURGIS,  CHARLES  MARLIN,  COP 

BRUMBAUGH,  KERMIT  G,  PRBTN  OFCR,  CHEYENNE  CO 
JOHNSON,  DARRELL  JAY,  SHF  OF  CHEYENNE  CO 
WILLIS,  RICHARD  T.,  DETECTIVE  LIEUTENANT,  PD 

MOORE,  ALAN  JEROME,  LT,  SALINE  CO  SO 

COBB,  NORMAN  KELLY,  SGT,  PD 
KLUG,  DONALD  DUANE,  COP 


PAGE 


232 


NEBRASKA  -  NEVADA 


144 
174 

42 
166 
104 

68 
116 

83 
106 


184 
125 
142 
185 
163 
172 
167 
171 
132 
158 
120 
108 

67 

111 

6 

149 

79 
142 
179 


LT,  PD 
LT,  PD 
US  BU  OF  RECLAMATION 


101   SIKES,  JACK  D.,  LIEUTENANT,  PD 

NEVADA 
BATTLE  MOUNTAIN 

138   BISHOP,  STEPHEN  MICHAEL,  SHE  OF  LANDER  CO 
BOULDER  CITY 
137  tt   ARMSTRONG,  ROBERT  RAYMOND, 
BASINGER,  THOMAS  CLIFFORD, 
BAYER,  RONALD  EUGENE,  CHF, 
»   BENNETT,  HAYNE  WILSON,  COP 

CREATHBAUM,  MICHAEL  ALLAN,  DEP  CHF,  PD 
INMAN,  ALSEN  E.,  JR.,  ASST  CHF  RNGR,  NPS 

#  JACOBSEN,  LEROY  ARNOLD,  CHF  OF  SEC,  HOOVER  DAM 

#  LOHRIE,  ROBERT  T,  COP 
MCLEAN,  DAVID  J.,  ASST  CHF  RNGR,  NATIONAL  PARK  S 

U   TINDALL,  HOWARD  W,  CAPTAIN,  PD 

CARSON  CITY 

89  *  AIAZZI,  GARY  R. ,  CHF,  ENF  DIV,  GAMING  CTL  BD 

CALLAHAN,  WILLIAM  JOSEPH,  CHF  DEP,  CARSON  CITY  SD 
CORNISH,  RICHARD  ALAN,  CRIM  INVSTGR,  NV  DIV  OF  INV 
COUNTRYMAN,  RODNEY  LYNN,  INSPR  GEN,  NV  DEPT  OF  PRISONS 
CRAIL,  HANS  HALLECK,  LT,  NV  DIV  OF  INVSTGN 
CURTIS,  JOSEPH  LEE,  ASST  SHF,  CARSON  CITY  SD 
CYPHER,  FREDRICK  LOUIS,  DEP  CHF,  NV  DIV  OF  INVSTGN 
DREW,  JOHN  EGAN,  DEP  CHF,  NV  DIV  OF  INVSTGN 
ERARDY,  SUSAN  LEIGH,  CRIM  INV,  NV  DIV  OF  INV 
FREEMAN,  VICTOR  RAY,  USHF,  CARSON  CITY  SD 
HANELINE,  DAVID  ARTHUR,  DEP  DIR,  DMV  &  PUBLIC  SAFETY 
HATCH,  ERIC  JOSEPH,  LT,  NV  HIGHWAY  PTL 
HINES,  WALTER  T,  MAJ,  NV  HPTL 
HUMPHREY,  ROBERT  RAYMOND,  SHERIFF 
LUNT,  NEIL  R,  CPT,  NV  HIGHWAY  PATROL 
MCMILLIN,  GROVE  W. ,  INSPR,  NV  PUBLIC  SERVICE  COMMI 
PAOLELLA,  TOMMY  ANDREW,  SUPR,  GAMING  CTL  BOARD 
PEEVERS,  JOHN  W,  CHF,  LE  OF  NV 
SPARKS,  RAYMOND  LEE,  CHF,  DMV/PUBLIC  SAFETY 
VARNER,  RICHARD  DEWAYNE,  SUPRV,  NV  DIV  OF  INVSTGN 
123  #  WENDELL,  GEORGE  DONALD,  DEP  CHF,  NV  (DMV) 

ELKO 

BETTER,  JAMES  MICHAEL,  LT,  ELKO  CO  SO 
BOGUE,  WILLIAM  EUGENE,  LT,  PD 
FISHER,  KENNETH  CHARLES,  SPEC  OFCR,  BIA 
FOBES,  GORDON  L,  COP 
GIELOW,  CHARLES  P.,  ASST  CHF,  PD 
JEWETT,  GLENN  ARTHUR,  CPT,  NV  HPTL 
JOHNSTON,  JAMES  H,  COP 

KOLSCH,  MICHAEL  CHARLES,  DET  SGT,  ELKO  CO  SO 
LOTSPEICH,  DALE  F,  LT,  ELKO  CO  SO 
MORRIS,  CLAIR  ALLEN,  USHF,  ELKO  CO  SO 
NEVIN,  STEPHEN  D,  SUPR,  NV  DIV  OF  INVSTGN 
PETERSON,  ROGER  LEE,  OFC,  PD 
SMITH,  MICHAEL  ROBERT,  SGT,  PD 
71  #  TAELOUR,  FRANCIS  D. ,  CHIEF  OF  POLICE 

COLLINS,  HARRY  ALAN,  USHF,  WHITE  PINE  CO  SD 
FRANCONE,  MICHAEL  COSTANTINO,  CPT,  WHITE  PINE  CO  SD 
HENRIOD,  MARVIN  SCOTT,  SGT,  WHITE  PINE  CO  SO 
ROBISON,  ARCHIE  LESTER,  SGT,  WHITE  PINE  CO  SO 
ROMERO,  BERNARDINO,  SHF  OF  WHITE  PINE  CO 
SADERUP,  DEAN  E,  SHF,  WHITE  PINE  CO  SO 
SAMPSON,  ROBERT  M,  SHF  OF  WHITE  PINE  CO 


155 
122 
138 
110 

81 
169 

99 
182 
173 
154 
113 
146 
185 


153 

143 

189 

177 

101 

107  # 

94  # 

EUREKA 

193 
FALLON 

185 

113 

113  # 


HOEHNE,  KEITH  D,  SGT,  EUREKA  CO  SO 


INGRAM,  RICHARD  LEE,  CPT,  CHURCHILL  CO  SD 

LAWRY,  WILLIAM  L.,  JR.,  SHF  OF  CHURCHILL  CO 

WOOD,  DANNY  J.,  COP 
HENDERSON 
175   AVERETT,  RONALD  CAMERON,  DET  SGT,  PD 

BOTKIN,  DONALD  ERNEST,  ASST  CHF,  PD 

BURNS,  TOMMY  JOSEPH,  CPT,  PD 

CHAMBERS,  JUTTA  GABRIELLE,  LT,  PD 

DELIA,  RONALD  JASON,  LT,  PD 

ECKELS,  EDWARD  ALLEN,  SGT,  PD 

GOFF,  JAMES  E.,  COP 

MAYBERRY,  MICHAEL  DONOVAN,  LT,  PD 

PERKINS,  RICHARD  DALE,  CPT,  PD 

SPARKS,  MONTY  GENE,  LT,  PD 

THOMPSON,  TOMMY  W. ,  LT,  PD 

ZAWROTNY,  WALTER  L. ,  CPT,  PD 
LAS  VEGAS 
HO   AHL,  DONALD  T,  CHF  OF  SEC,  CONVENTION  AND  VIS 

AULT,  MICHAEL  ALLEN,  CPT,  METRO  PD 

AVANCE,  JAMES  J,  ADMIN,  NV  GAMING  CNTRL  BD 

#  AVANTS,  BEECHER  E.,  LT,  METRO  PD 
BARKER,  FRANK  A.,  CPT,  PD 
BARRY,  DANIEL  PATRICK,  LT,  LAS  VEGAS  METRO  PD 

#  BAZAR,  EDWARD  JOHN,  JR,  CPT,  METRO  PD 

#  BELL,  W.  LLOYD,  ASST  SHF,  METRO  PD 
§   BIGGS,  THOMAS  W,  SR,  CMDR,  METRO  PD 
U   BOLDEN,  LARRY  C. ,  DEP  CHF,  METRO  PD 

CALLO,  JOSEPH  R,  JR,  SA,  NV  GAMING  CONTROL  BD 

#  CARLTON,  CLERGIE  D,  DEP  CHF,  LAS  VEGAS  METRO  PD 
SA.S.?ILL'  MICHAEL  ANTHONY,  SUPVR,  NV  GAMING  CONTROL  BOAR 
CAVAGNARO,  WILLIAM  HENRY,  JR,  LT,  METRO  PD  ""' "UL  DUAK 
CHANEY,  JAMES  ALLEN,  LT,  METRO  PD 

#  CLARK,  JAMES  J.,  CPT,  PD 

#  rSbrroN '  uQ A??  WILLIAM-  JR-  LT,  LAS  VEGAS  METRO  PD 

#  CONGER,  WILLIAM  0.,  CMDR,  METRO  PD 
CONNER,  PAUL  NEWTON,  DEP  CHF,  METRO  PD 


145 
159 
191 
130 
136 

91 
180 
183 
181 
102 

97 


183 

94 

102 

110 

186 

160 

61 

90 

101 

113 

106 

176 

177 

168 

13 

178 

96 

139 


109 
191 
114 

16 

97 
179 

71 

80 
165 

92 
187 

81 
180 
104 

78 
167 

94 
122 
103 
123 
163 
189 
180 

75 
158 

88 


COOPER,  ERIC  S,  USHF,  LAS  VEGAS  METRO  POL 

CORDEIRO,  CARLOS  ALBERTO,  LT,  METRO  PD 

CRAWFORD,  TOMMY  C,  DEP  CHF,  METRO  PD 

CROSTHWAIT,  L.  L.,  INSPR  OF  POL,  PD 

CUNNINGHAM,  GERALD  H,  CMDR,  METRO  PD 

DAVIDAITIS,  CHARLES  FRANCIS,  CPT,  LAS  VEGAS  METRO  PD 

DUNN,  RICHARD  J,  MARSHAL,  USMS 

EARP,  WALTER  R.,  JR.,  DEP  COP,  METRO  PD 

EDWARDS,  KYLE  LEE,  CPT,  METRO  PD 

ELLIOTT,  AMOS  A,  JR,  DEP  CHF,  METRO  PD 

FLYNN,  RAYMOND  JOSEPH,  III,  CPT,  METRO  PD 

FOGARTY,  THOMAS  E.,  CHF  INVSTGR,  TAXICAB  AUTH,  ST 

FRANKS,  STEVEN  LEE,  CPT,  METRO  PD 

GOODYEAR,  CHESLEY  M,  CHF  DEP,  USMS 

GUBSER,  RAY  B.,  JR.,  DEP  CHF,  METRO  PD 

GUERRA,  MICHAEL  RICHARD,  SUPR,  NV  GAMING  CONTROL  BOARD 

HAMILTON,  DOYLE  R.,  DEP  COP,  LAS  VEGAS  METRO  POL 

HAMPTON,  STEPHEN  MICHAEL,  FIRE  INVSTGR,  LAS  VEGAS  FIRE 

HANIEF,  HASHIM  B.,  LT,  METRO  LAS  VEGAS  PD 

HEATON,  RANDALL  EUGENE,  SR  AGT,  NV  GAMING  COMM 

HITT,  BOBBY  LEE,  LT,  METRO  PD 

HOLLENBECK,  DAVID  BRUCE,  CHF,  UNIV  OF  NV-LAS  VEGAS  PD 

HOOD,  MICHAEL  EUGENE,  CPT,  NV  HPTL 

JACKA,  S.  BARTON,  ASST  SHF,  METRO  PD 

KELLER,  JERRY  RAY,  DEP  CHF,  METRO  PD 
..  KETZENBERGER,  LARRY  L.,  ASST  SHF,  METROPOLITAN  PD 
148  U   KREILICK,  WILLIAM  HOWARD,  CHF  OF  TNG,  DEPT  CORRECTION  S 
105  #  LANDRETH,  CLARENCE  E,  CMDR,  METRO  PD 

LANGE,  RICKEY  DEE,  LT,  NV  HPTL-DMV 

LEHTINEN,  MARTIN  AUGUST,  LT,  METRO  PD 

LEVINE,  RONALD  STANLEY,  CPT,  NV  HPTL 

LOMBARDO,  NICHOLAS  VINCENT,  SUPVR,  NV  DIV  OF  INVSTGN 

MAC  LEOD,  RICHARD  EDWARD,  LT,  METRO  PD 

MAHONY,  DANIEL  ROBERT,  LT,  METRO  PD 

MANNING,  ROBERT  MICHAEL,  LT,  METRO  PD 

MARTIN,  CHARLES  J.,  SR. ,  LT,  METROPOLITAN  PD 

MCCARTHY,  JOHN  D,  SHF,  METRO  PD 

MCCULLOUGH,  EDWIN  L.,  CPT,  METROPOLITAN  PD 
MCGOWAN,  PAUL  FRANCIS,  MAJ,  NV  HPTL 
MESSINGER,  GARY  B,  LT,  METRO  PD 

MILLER,  WILLIAM  HERMAN,  DEP  CHF,  ENF  DIV,  GAMING  CTL  B 
MORAN,  JOHN  T,  SHERIFF  OF  METROPOLITAN  PD 
MOXLEY,  DALE  P.,  CHIEF  OF  SECURITY,  CALIFORNIA 
MYERS,  WALTER  EUGENE,  DEP  CHF,  PD 
NIEMANN,  RONALD  GEORGE,  CPT,  METRO  PD 
ORTON,  GARY  D,  DEP  CHF,  GAMING  CONTROL  BD 
124  #  PARK,  THOMAS  EDWARD,  SGT,  METRO  PD 
190   PETERSEN,  WAYNE  DOUGLAS,  LT,  METRO  PD 
RAEDER,  STEVE  RAYMOND,  LT,  METRO  PD 
RAY,  PAUL  M,  CPT,  METRO  PD 
REED,  GEORGE  H. ,  CAPTAIN,  METRO  PD 
ROMANSKI,  STANLEY  A,  CHF,  METRO  PD 
RUNKLE,  ROBERT  J,  LT,  METRO  PD 

SALAS,  DAVID  JAMES,  SA,  NV  GAMING  CONTROL  BOARD 
SIMMONS,  LESTER  MONDELL,  CPT,  METRO  PD 
SIMPSON,  BRAD  KENDALL,  LT,  METRO  PD 
SMITH,  JAMES  0,  LT,  METRO  PD 
SORTE,  GLENN  EUGENE,  CPT,  USAF 
STEELE,  ORMOND  ANDRE,  LT,  LAS  VEGAS  METRO  PD 
STOPKA,  DANIEL  JOSEPH,  ASST  SHF,  METRO  PD 
SULLIVAN,  JOHN  LEE,  DEP  CHF,  METRO  PD 
29  #  THOMPSON,  GEORGE  N. ,  INSPECTOR,  PD 
167   TRONCOSO,  JOSE  G,  MARSHAL,  USMS 

VOGEL,  ELTON  JAMES,  AGENT,  NV  GAMING  CONTROL  BD 
WAUGH,  ROY  STEVEN,  AST  SHF,  METRO  PD 
WELLINGTON,  DONALD  F.,  LT,  METROPOLITAN  PD 
WHITNEY,  RANDALL  DALTON,  LT,  LAS  VEGAS  METRO  PD 
WILLIAMS,  T.  J.,  CPT,  METROPOLITAN  PD 
WILLIS,  ODIS  R.,  LT,  METRO  PD 
WINGET,  RICHARD  ZENOS,  USHF,  METRO  PD 
ZAGORSKI,  MICHAEL  J,  CPT,  PD 
LOVELOCK 

33   MCINTOSH,  JAMES  K,  SHF  OF  PERSHING  CO 
188   SKINNER,  RONALD  VERNON,  SHF  OF  PERSHING  CO 
MERCURY 

MESOUITEINCHESTER'  D°N'  CHF'  NV  TEST  SITE  SEC  BRANCH> 
155   MURPHY,  PATRICK  MICHAEL,  COP 

NORTON,  BRYAN  DARRELL,  SGT,  PD 
SZALAY,  JOSEPH  RONALD,  SGT,  PD 


172 

195 

178 

190 

174 

145 

129 

92 

99 

100 

125 

104 

138 

86 

49 

148 

139 

157 


178 
87 
112 
111 
98 
195 
156 
177 
108 
141 
118 
121 
127 


132 
119 

93 
170 

96 
109 
141 
164 


193 
182 
MINDEN 
188 
194 
151 
130 

93  * 
152 
117 
176 
144 
169 
160 
131 


BIAGGINI,  MICHAEL  DAVID,  SGT,  DOUGLAS  CO  SD 
BRITTON,  DANIEL  PATRICK,  SGT,  DOUGLAS  CO  SD 
CHICHESTER,  ROSS  JEFFREY,  LT,  DOUGLAS  CO  SO 
ENEARL,  JIM  ARNOLD,  CPT,  DOUGLAS  CO  SD 
HARPER,  MICHAEL  J,  INVSTGR,  NV  ATTORNEY  GENERALS 
LAMB,  STANTON  RAY,  DET  SGT,  DOUGLAS  CO  SD 
MAPLE,  JERRY,  SHF  OF  DOUGLAS  CO 
ORR,  STEVEN  WESLEY,  SGT,  DOUGLAS  CO  SO 
POPE,  STANLEY  DAVID,  LT,  DOUGLAS  CO  SD 
RUDNICK,  ROBERT  R,  LT,  DOUGLAS  CO  SD 
TADICH,  KATHLEEN,  SGT,  DOUGLAS  CO  SO 
WENNER,  ROBERT  LEWIS,  LT,  DOUGLAS  CO  SO 
NELLIS  AFB 

125   ALLEN,  RICHARD  KENNETH,  COL,  USAF 

185   WISMER,  MICHAEL  EDWARD,  CPT,  USAF 

131   ZARRELLI,  VINCENT  MICHAEL,  MSGT,  USAF 
NORTH  LAS  VEGAS 

194   BROWN,  EDWARD  JOHN,  DEP  CHF,  N  LAS  VEGAS  DETENTION 
DUNN,  VICTOR  LAVELLE,  SGT,  PD 


192 


PAGE 


233 


NEVADA  -  NEH  HAMPSHIRE 


186 
179 
153 
187 
173 
161 
162  tt 
PIOCHE 
152 
111 
RENO 
133  tt 
185 
126 
90  tt 
132 
182 
131 
175 
116 
103 
99 

115  tt 
184 
184 
60  tt 
149 

9  * 
170 
41  * 
114 
151 
123  tt 
164 
156 
118 
192 
119  tt 
135 
171 

126  * 
85  * 

137 
105  * 
165 
134  tt 
146 
77 
128 
100 
128 
150  tt 
168 
SPARKS 
136 
150 

127  * 
138 
194 
157 
181 
166 
171 
133 

128  A 
140 


FORTI,  JOSEPH  KEVIN,  LT ,  PD 
LAROTONDA,  CHRISTOPHER  JOSEPH,  LT,  PD 
LUSCH,  RONALD  ELMER,  COP 
PITTS,  GILBERT  LEE,  LT,  PD 
RAINEY,  GARY  CHARLES,  SR,  LT,  PD 
RYAN,  TIMOTHY  GEORGE,  DEP  CHF,  PD 
VARDIMAN,  BERNARD  DOUGLAS,  CPT,  PD 

TRIPLETT,  RICHARD  GENE,  LT,  LINCOLN  CO  SO 
HOODHORTH,  HAROLD  J.,  SHERIFF,  LINCOLN  CO.  SHERIFFS 

ANGELLO,  LENNY  JAMES,  SGT,  WASHOE  CO  SO 

ARMSTRONG,  HENDY  JO,  LT ,  NV  DIV  OF  INVSTGN 

BALAAM,  DENNIS  AUSTIN,  CPT,  HASHOE  CO  SD 

BENHAM,  THOMAS  F,  CHF  DEP,  HASHOE  CO  SD 

BERGEVIN,  LEE  WILSON,  CHF  DEP,  WASHOE  CO  SO 

BERRY,  ONDRA  LAMON,  LT,  PD 

BLOOMSTER,  NICK  PAUL,  LT,  PD 

BUNKER,  KENNETH  BOYD,  LT,  PD 

CARSON,  NILE  D,  JR,  DEP  CHF,  PD 

COPPA,  GARY  D,  USHF,  WASHOE  CO  SO 

DEHL,  BERNARD  R,  CHF  DEP,  WASHOE  CO  SD 

DENNISON,  LAWRENCE  C,  CPT,  PD 

FOWLER,  MARC  JAY,  CPT,  WASHOE  CO  SO 

GALEOTO,  PHILLIP  ALEXANDER,  LT,  PD 

GALLI,  ROBERT  J,  SHF  OF  WASHOE  CO 

GALLI,  ROBERT  MICHAEL,  DEP  CHF,  PD 

GAMMELL,  LOU  W. ,  CHIEF  OF  POLICE,  PD 

GLENSOR,  RONALD  WILLIAM,  DEP  CHF,  PD 

GOSS,  JACK  R.,  DEP  SHF,  WASHOE  CO  SO 

HARTSHORNE,  JAMES,  LIEUTENANT,  PD 

HILL,  RICHARD  WILLIAM,  DET,  WASHOE  CO  SD 
JACKSON,  LONNIE,  JR,  DEP  CHF,  PD 
JESCH,  ERNEST  PAUL,  CPT,  HASHOE  CO  SO 
KIECKBUSCH,  DAVID  ARTHUR,  LT,  PD 
KIRKLAND,  RICHARD  CALVIN,  COP 
LOPEY,  JAMES  EDWARD,  CPT,  WASHOE  CO  SO 
LUCIA,  WAYNE  BENJAMEN,  LT,  PD 
MARTIN,  JOSEPH  EDWARD,  LT,  WASHOE  CO  SO 
NADEAU,  JAMES  FRANCIS,  LT,  WASHOE  CO  SO 
NEARPASS,  CHARLES  BRUCE,  LT,  PD 
PAULSON,  PAUL  S.,  DEPUTY  CHIEF,  PD 
PEARSON,  CECIL,  CTT,  WASHOE  CO  SD 
PULVER,  KEN  B,  CAPTAIN,  PD 
ROBINSON,  THOMAS  WILLIAM,  IV,  DEP  CHF,  PD 
SAULNIER,  CHARLES  NORMAN,  LT,  PD     T„„„„x  n„, 
SCHORLE,  JON  DAVID,  CHF,  RENO/TAHOE  AIRPORT  POL 
SCHWARZ,  ERNEST,  LIEUTENANT,  WASHOE  COUNTY  SO 
SIMS,  LEONARD  LEE,  SAC,  BU  OF  LAND  MANAGEMENT 
SHINNEY,  VINCENT  G,  SHF  OF  HASHOE  COUNTY  SO 
TOGNERI,  ENRICO  NATOLE,  DIR,  HASHOE  CO  LAB 
1  HESTWOOD,  JOHN  TRIPP,  CPT,  HASHOE  CO  SO 
WILLIAMS,  RODNEY  LYNN,  CPT,  WASHOE  CO  SD 

BROWN,  TERRY  L,  LT,  PD 
COWMAN,  ROBERT  ALAN,  CPT,  PD 
COXEY,  GEORGE  HENRY,  COP 
DOTSON,  JOHN  COMLEY,  COP 
EVANS,  TAMARA  R,  LT,  PD 
LIGHTFOOT,  DONALD  KENNETH,  LT,  PD 
MORROW,  JONATHAN  GEORGE,  SGT,  PD 
OCHS,  PAUL  NICKOLAS,  SGT,  PD 
PAGNI,  ROBIN  KERRY,  SGT,  PD 
SAVILLE,  DAVID  DERONE,  LT,  PD 
HIKE,  JERRY  LEE,  CPT,  PD 
ZAMBONI,  TONY  EDWARD,  CPT,  PD 
ZARUBI,  DAVID  LYNN,  LT,  PD 


162 

T159PAHDECR0NA,  ANTHONY  ALAN,  SUPV,  NV  DEPT  OF  PAROLE  &  PROB 
143   ZANE,  MARK  ANTHONY,  SGT,  NYE  CO  SD 

HI NNEMUCCA 
159    BAGWELL,  JAMES  L,  DEP,  DOUGLAS  CO  SO 
174   ROSS,  DAVID  CLARK,  USHF,  HUMBOLDT  CO  SO 
146   WATSON,  CURTIS  DEAN,  LT,  HUMBOLDT  CO  SO 
173   WRIGHT,  DONNELL  W,  JR,  COP 

YERINGTON 


190 
181 
127 
140 
161 
135 
107 


ARNDELL,  JOHN  RICHARD,  SGT,  LYON  CO  SO 
BARNES,  KENNETH  WARNER,  LT,  LYON  CO  SD 
BENTLEY,  JOHN  RICHARD,  INVSTGR,  LYON  CO  DA  OFC 
MIKUDIK,  JAMES  FREDRICK,  USHF,  LYON  CO  SO 
SMITH,  SIDNEY  DENNIS,  SHF  OF  LYON  CO 
THOMPSON,  LONNIE  OTHOLA,  COP 
TRACY,  LYNN  A,  UNDERSHERIFF,  LYON  COUNTY  SO 


NEW  HAMPSHIRE 
ALTON 

117   MYNCZYWOR,  THOMAS  J,  COP 
BELMONT 

147    BOYD,  DOUGLAS  ANDREW,  COP 
BRISTOL 

137   HINGATE,  BARRY  WALTER,  COP 
CLAREMONT 

99   BASTIAN,  ARTHUR  G,  COP 
32  #  LYNCH,  WILLIAM  J.,  COP 
114   PROZZO,  MICHAEL  L.,  JR.,  LIEUTENANT,  PD 
177   WILMOT,  WILLIAM  THEODORE,  DEP  CHF,  PD 
CONCORD 
126  tt   ANDERSON,  DONAL  CALVIN,  MAJ,  NH  SPOL 
173   BARTHELMES,  JOHN  J,  LT ,  NH  SPOL     .„,_.  .„_  T 
95  tt   BASTIAN,  DAVID  H,  ASST  DIR,  NH  POL  STNDRDS  AND  T 

PAGE 


BEAN,  HERBERT  W. ,  JR.,  MAJ,  SPOL 

BENINCASA,  VINCENT  F,  DIR  OF  PTL  SERVICES,  PD 

BERTOLAMI,  RICHARD  PAUL,  LT ,  PD 

BRODERICK,  JOSEPH  EDWARD,  CPT,  NH  SPOL 

BUXTON,  DONALD  ROY,  DET  LT,  NH  SPOL 

CAMPBELL,  RICHARD  J,  JR,  MAJ,  NH  SPOL 

CHRISTIANO,  WILLIAM  ANTHONY,  LT,  PD 

COPPO,  DOMINIC  EDWARD,  INSPR,  USMS 

CRAY,  WILLIAM  R.,  JR.,  CPT,  NH  SPOL 

CROSS,  JAMES  ARNOLD,  LT,  PD 

DEGREENIA,  LEO  F.,  JR,  DIR  OF  PATROL  SERV 

DEMPSEY,  DANIEL  L,  CPT,  NH  SPOL 

DODGE,  WILLARD  0,  CPT,  NH  SPOL 

DUCHESNEAU,  DAVID  GEORGE,  SGT,  NH  SPOL 

FLETCHER,  JAMES  ARTHUR,  LT,  PD 

FLYNN,  RICHARD  M. ,  COMR,  DPS,  ST  OF  NH 

FOOTE,  RICHARD  ALLEN,  LT,  NH  SPOL 

FURLONE,  MARK  EDWARD,  LT,  NH  SPOL 

GOULD,  RALPH  V.,  DIR  OF  MTR  VEHCLS,  NH  MTR  VEHC 

HARRINGTON,  DALE  THOMAS,  LT,  PD 

HEON,  MARTIN  RAYMOND,  JR,  LT, 

HESTER,  GEORGE  J.,  JR.,  SGT, 

HINES,  JASON  DAVID,  DEP  CHF, 

KENNEDY,  THOMAS  FRANCIS,  JR, 

LOCKWOOD,  JOHN  F.,  LT,  NH  SPOL 

LOOMIS,  ERNEST  F,  CPT,  NH  SPOL 

MANNING,  EDWARD  J.,  CAPTAIN,  PD 

MAXFIELD,  WILBUR  SCALES,  LT,  PD 

MOORE,  AIDAN  JOSEPH,  ASST  CHF,  NH  LIQUOR  COMMISSION 

MORSE,  HALTER  A.,  CPT,  NH  SPOL 

MURPHY,  PAUL  FRANCIS,  JR,  LT,  PD 

NYLEN,  GARY  D. ,  COORDINATOR,  NH  FISH  AND  GAME 
74  #  OLEARY,  PAUL  F,  (COL),  DIR  NH  SPOL 
102  tt   ROBICHAUD,  HAROLD  J.,  MAJ,  NH  SPOL 

RUSSELL,  BRUCE  A.,  DIRECTOR  OF  INVESTIGATIVE  SERV 

RUSSELL,  NELSON  MONROE,  LT,  NH  SPOL 

SLOPER,  GARY  MICHAEL,  SR,  LT,  NH  SPOL 

SNOW,  JOHN  E.,  COURT  OFFICER,  DISTRICT  COURT 

STEVENS,  JOHN  THOMAS,  LT,  NH  SPOL 

TUCK,  RICHARD  GEORGE,  MAJ,  NH  SPOL 

WALCHAK,  DAVID  G. ,  CHIEF  OF  POLICE 


72 

113 

185 

133 

118 

105 

162 

125 

90 

192 

98 

92 

110 

151 

136 

65 

143 

157 

6 

127 

131 

77 

33 

150 

7 

116 

73 

119 

159 

100 

154 

94 


NH  SPOL 
NH  SPOL 
PD 
EXEC  MAJ,  NH  SPOL 


88 

121  tt 

180 
38  tt 

191 

125  tt 

109  tt 
DERRY 

190 

135 

156 
DOVER 

136 

120  * 

161 

153 

128  * 
DURHAM 

186 

130 

108 

189 


FEOLE,  GEORGE  ROLAND,  LT,  PD 
MACIVER,  MALCOLM  PATTERSON,  CPT,  PD 
STEELE,  CHARLES  EDWARD,  CPT,  PD 

DECOLFMACKER,  GARY  JOHN,  CPT,  PD 
DEMERS,  ROGER  JOSEPH,  CPT,  PD 
FENNIMAN,  WILLIAM  WILLETT,  JR,  CPT,  PD 
MITCHELL,  DANA  CHARLES,  CPT,  PD 
SHAW,  ROBERT  BERNARD,  SGT,  PD 

DEAN.  PAUL  HAROLD,  LT,  UNIV  OF  NH  PD 
GOWEN,  PAUL  WESLEY,  COP 
JEWELL,  LESLIE  J.,  LIEUTENANT,  PD 
KELLEY,  RENE  HJULMAR,  SGT,  PD 


ENFIELD 
146   GIESE,  PETER  HERMAN,  COP 


EPPING 

176 
EXETER 

155 

103  # 

182 
56  tt 


DODGE,  GREGORY  CHARLES,  COP 


PD 


BERNSTEIN,  JOSEPH  SAMUEL,  LT, 
CARACCIOLO,  FRANK  S,  COP 

vE?TER?ICHARLESLTF;  H?GH  SHF,  ROCKINGHAM  CO  SO 
FARMINGTON 

133   CARR,  BARRY  JAMES,  COP 
FRANKLIN  „.„   _ 

128   GRONDIN,  RICHARD  MICHAEL,  DET,  PD 

160   RYBA,  JAMES  RICHARD,  LT,  PD 
GILFORD 

93  tt   BLAKE,  EUGENE  L,  COP 

183   COWING,  EDISON  RICHARD,  LT,  PD 

142   JURIS,  EVANS  ENGELOS,  COP 

170   SCHILLINGER,  JOSEPH  JOHN,  LT,  PD 
GRANTHAM 

187   LARY,  RUSSELL  EDWIN,  COP 
HAMPTON 

105  *  BOUSQUIN,  CLAYTON  E.,  JR.,  COP 

127   MARK,  ROBERT  EDWARD,  COP 

139   WRENN,  WILLIAM  LAWRENCE,  JR,  DEP  CHF,  PD 
HANOVER 

103  tt   MOORE,  WILLIAM  A,  DET  CPT,  PD 
HINSDALE  „  „„n 

129   GROVER,  CLAYTON  W,  JR,  COP 
HUDSON 

49  tt   POLAK,  ANDREW  JOSEPH,  COP 

KE19E*  JENNISON,  ARTHUR  N.,  SHF  OF  CHESHIRE  CO 

122   POWERS,  THOMAS  FRANCIS,  III,  COP 
LACONIA  „„T   „ 

87  tt   ABBOTT,  ROBERT  C.  ,  CPT,  PD 

96   DAIGNEAULT,  PHILIP  P.,  USHF,  BALKNAP  CO  SD 


101  *  GILBERT,  ROBERT  F 
75  #  KNOWLTON,  HAROLD  E 
LEBANON  ,  _   „ 

166   BEGIN,  GREGORY  CARL,  LT,  PD 

148   LAURIE,  EDWARD  ALLEN,  COP 
LONDONDERRY 

130   BANNON,  RICHARD  JOSEPH,  COP 


LT,  BELKNAP  CO  SD 
JR.,  COL,  DIR  NH  SPOL 


234 


NEW  HAMPSHIRE  -  NEW  JERSEY 


137   LYNCH,  KENNETH  EUGENE,  CPT,  PD 
179   MELNICK,  ROY  E,  CPT,  PD 
MANCHESTER 


ALEXAKOS,  PHILIP,  LT,  PD 
AUCIELLO,  SAVINO  MICHAEL,  DEP  CHF,  PD 
BRODEUR,  PAUL  E.,  DEP  CHF,  PD 
BULCOCK,  THOMAS  A.,  DEP  CHF,  PD 
CURRAN,  HILLIAM  T.,  CPT,  PD 
DRISCOLL,  MARK  LESTER,  COP 
DUFFEY,  ROBERT  MICHAEL,  DEP  CHF,  PD 
FAVREAU,  PETER  RAYMOND,  COP 
JASKOLKA,  JOHN  ANTHONY,  LT,  PD 
LEAVITT,  NORMAN  H. ,  ASST  CHF,  PD 
LEBOEUF,  EDMUND  M,  DEP  CHF,  PD 
ROBINSON,  DALE  KIMBALL,  DEP  CHF 
SIMMONS,  GARY  THOMAS,  CPT,  PD 
STIPS,  JOHN  A.,  CHIEF  OF  POLICE 
MERRIMACK 
144   MILLER,  WILLIAM  CHARLES,  LT,  PD 


141 

174 

91 

76 

47 

130 

175 

134 

193 

57 

95 

171 

195 

53 


NASHUA 

98  # 
191 
123  « 
135 
137 
151 

89 
101 
129 
118 

47 
184 

92 
104 

68 
141 

58 

53 


ANCTIL,  ROLAND  E,  CPT,  PD 

BAILEY,  RICHARD  BRUCE,  CPT,  PD 

BOUDREAU,  NORMAN  ROBERT,  LT,  PD 

CABANA,  RAYMOND  WILLIAM,  CPT,  PD 

GAGNON,  RICHARD  ROLAND,  DEP,  PD 

GROSS,  DONALD  JOHN,  CPT,  PD 

GUTHERZ,  FREDERICK  G,  CAPTAIN,  PD 

LANDRY,  RAYMOND  J,  COP 

LARGY,  CLIFTON  DOUGLAS,  COP 

LAVOIE,  ROBERT  PAUL,  CPT,  PD 

MCLAUGHLIN,  PHILIP  JOSEPH,  CAPTAIN,  PD 

MULLIGAN,  JAMES  EDWARD,  CPT,  PD 

QUIGLEY,  WILLIAM  H,  JR,  COP 

SLATTERY,  JAMES  J,  MAJ,  PD 

TAFE,  EUGENE  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 

WATSON,  GARY  HAROLD,  CPT,  PD 

WESSON,  RAY  ERNEST,  INSPECTOR,  PD 

ZAPENAS,  ALPHONSE  ANDREW,  DEPUTY  SHERIFF,  HILLSBOROUGH 

139   STIMSON,  JOHN  KEITH,  COP 
PEASE  AFB 
122   FERRELL,  EDDIE  JOE,  SECOND  LT,  USAF 
128   GLASS,  CARL  LAWRENCE,  1LT,  USAF 
PELHAM 

131  #  COLLIS,  WILLIAM  GERARD,  COP 
PETERBOROUGH 
169   ESTEY,  OUENTIN  R,  JR,  COP 
84  #  MCCARTHY,  JOSEPH  V,  COP 
PLYMOUTH 

194   TEMPERINO,  STEVEN  HOWARD,  CPT,  PD 
PORTSMOUTH 
138   BOYLE,  PATRICK  FRANCIS,  LT,  PD 
BURKE,  WILLIAM  T,  SR,  COP 
CLARK,  DON  WALTER,  CMDR,  PD 
FERGUSON,  W  RICHARD,  CPT,  PD 
HINTON,  JERRY  ALLEN,  CMDR,  PD 
KROOK,  GEORGE,  CPT,  PD 
LABRIE,  RAYMOND  W,  COP 
MAGNANT,  MICHAEL  JOSEPH,  CMDR,  PD 
MORTIMER,  WILLIAM  D,  DIR,  PD 
PATRIKUS,  JOHN  A,  DEP  CITY  MARSHAL,  PD 
PLAISTED,  KERRY  P,  DIR,  PD, 
63  #  REMICK,  STANTON  GEORGE,  CITY  MARSHAL,  PD 
178   RUBINO,  FREDERICK  MICHAEL,  CPT,  PD 
163   RUSS,  BRADLEY  JAY,  CMDR,  PD 
68  #  SCARPONI,  E.  EDWARD,  DEPUTY  CITY  MARSHAL,  PD 
RAYMOND 

184   MURPHY,  JAMES  C,  COP, 
ROCHESTER 
188   ALLEN,  MICHAEL  JOSEPH,  LT,  PD 
AUGER,  DANIEL  PETER,  CPT,  PD 
DUBOIS,  DAVID  GEORGE,  CPT,  PD 
NEWHALL,  JOHN  G,  COMMISSIONER 
VITTUM,  DONALD  LAWRENCE,  COP 
WINSHIP,  DAVID  EARLE,  SR,  CPT, 


99 
158 
106 
152 
129 
111 
168 
97 
82 
115 


165 
177 
94 
139 
145 
SALEM 
124 
100  # 
111 


PD 


BOUDREAU,  JOHN  PETER,  SGT,  PD 

KOHLER,  ROBERT  E,  LIEUTENANT,  PD 

ROSS,  JAMES  E,  CMDR,  PD 
SOMERSWORTH 
107  *  BOLDUC,  ANDRE  J,  COP 
149   PERREAULT,  MARC  ROLAND,  LT,  PD 

123  *  PERRON,  RONALD  W,  COP 
WAKEFIELD 

167   MERRILL,  TIMOTHY  JAMES,  COP 
WATERVILLE  VALLEY 

79  #  LEAVITT,  PAUL  C. ,  COP 
WOODSVILLE 

125   CHASE,  PAUL  KENNETH,  JR,  DEP  SHF,  GRAFTON  CO  SO 

NEW  JERSEY 
ABERDEEN  TOWNSHIP 

124  LEFKOWICH,  THEODORE  NICHOLAS,  SGT,  PD 
ABSECON 

174   MULVIHILL,  RICHARD  FRANCIS,  COP 

125  STEINER,  WILLIAM  CHRISTIAN,  DEP  CHF,  PD 
ALLENDALE 

91   TALLIA,  JAMES  H. ,  CAPTAIN,  PD 
103   TELLEFSEN,  EDWARD  G,  LT,  PD 
ATLANTIC  CITY 
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BUTCHER,  EARL  W. ,  COP 
CLIFTON,  ROBERT  F,  CPT,  PD 
ERSKINE,  MICHAEL  J,  CPT,  PD 
FAIR,  JOSEPH  WILLIAM,  JR,  CPT, 
GRIGG,  MICHAEL  BEN,  DET,  PD 
HEENAN,  JOHN  JOSEPH,  SR,  DET,  PD 
JASIECKI,  JOSEPH  FRANCIS,  CPT,  PD 
JUBILEE,  ERNEST  C,  II,  SGT,  PD 
MCKNIGHT,  WILLIAM  J,  DET  SGT,  PD 
MOONEY,  JOHN  JOSEPH,  CPT,  PD 
PUGH,  GEORGE  D. ,  COP 
ROSS,  LARRY  JOHN,  CPT,  PD 
SNELLBAKER,  ARTHUR  CHARLES,  INSPR, 


19  U 
91  # 

152 

180 

142 

156 

185 

168 

162 

193 
98  # 

190 

177   SNELLBAKER,  ARTHUR  CHARLES,  INSPR,  PD 
AUDUBON 

157    ECKERT,  STEPHEN  WAYNE,  DET  SGT,  PD 

141   KNICELEY,  LAWRENCE  WELDON,  LT,  PD 

131   TAULANE,  WILLIAM  V,  COP 
BARRINGTON 

154   ZACAMY,  LEONARD  JOSEPH,  COP 
BASKING  RIDGE 

106    FORTENBACKER,  CHARLES  J.,  CHF,  BERNARDS  TSP  PD 

147    STRODT,  JEFFREY  ROBIN,  SGT,  BERNARDS  TWP  PD 

115   WOLSKY,  FRANK  A.,  LIEUTENANT,  BERNARDS  TOWNSHIP 
BAY  HEAD 

188   DIKUN,  WILLIAM  JOHN,  LT,  PD 
BAYONNE 

77  #  ADAMSKI,  EDWARD  S,  COP 
93   FAHRINGER,  ROBERT  H,  LTC,  USA 
BEACHWOOD 

97   MOODY,  JOHN  C. ,  COP 
BEDMINSTER 

118   CUMMINGS,  GARY  HARDING,  CHF,  BEDMINSTER  TWP  PD 

156   KAVANAUGH,  DUANE  THOMAS,  SGT,  BEDMINSTER  TWP  PD 

140   MORGAN,  CASPER  WILLIAM,  III,  DET  SGT,  PD 
BELLE  MEAD 

154   BEACHELL,  WILLIAM  ALLAN,  CHF,  MONTGOMERY  TWP  PD 
BELLEVILLE 

123   BERRIGAN,  CORNELIUS  NICHOLAS,  SGT,  PD 
91   HAIGHT,  FRANK  D.,  DEP  CHF,  PD 

112   LISTER,  GEORGE  J.,  DEPUTY  CHIEF,  PD 
BELLMAWR 

161   WALSH,  WILLIAM  PATRICK,  SGT,  BOROUGH  OF  BELLMAWR  DPS 
BERGENFIELD 

175   CARROLL,  EDWARD  WILLIAM,  CPT,  PD 

109  #  JACOBSEN,  EUGENE  C,  CPT,  PD 

44   LAWLOR,  JOSEPH  J.,  LIEUTENANT,  PD 
BERKELEY  HEIGHTS 

105  #  DELDUCA,  RALPH  M. ,  COP 
BERNARDSVILLE 

138   BOARDMAN,  RICHARD  JOSEPH,  DET,  PD 

126   USSERY,  WILLIAM  JACKSON,  LT,  PD 
BLACKWOOD 

169   STOLLSTEIMER,  JOHN  CHRISTOPHER,  CHF,  GLOUCESTER  TWP  PD 
BLOOMFIELD 

75   DOUGHERTY,  JOHN  R. ,  DEP  CHF,  PD 
15  #  HESS,  FRED,  CHIEF  OF  POLICE,  PD 
BLOOMINGDALE 

171   MULLER,  RAYMOND,  LT,  PD 
BOONTON 

149   DEPALMA,  PASCAL  ANTHONY,  COP 
BOUND  BROOK 

110  CIMINO,  ANTHONY  M,  COP 

136   DALESSANDRO,  THOMAS  VICTOR,  DET  LT,  PD 

120   KINGSLAND,  JAMES  EDGAR,  LT,  PD 
BRADLEY  BEACH 

183   DENARDO,  ROBERT,  COP 
40  #  RILEY,  LEONARD  WALTER,  DEPUTY  CHIEF  OF  POLICE,  PD 
BRANT  BEACH 

132  #  BERKHEISER,  ROBERT  FRANK,  LT,  LONG  BEACH  TWP  POL 

#  HARTMANN,  JAMES,  CHF,  LONG  BEACH  TSP 

#  JEFFREY,  JAMES  WARREN,  DET  LT,  LONG  BEACH  TWP  PD 
KIRCHER,  ROBERT  R.,  CHF,  LONG  BEACH  TOWNSHIP  PD 
SNYDER,  ROBERT  EMERSON,  CPT,  LONG  BEACH  TWP  PD 


92 
119 
103 
157 
BRICK 
156 


FORRESTER,  ROBERT  DANIEL,  CPT,  BRICK  TWP  PD 
BRIDGETON 
139   BONDI,  JOHN  EDWARD,  LT,  PD 
106   GAUNTT,  RICHARD  H. ,  CHIEF  OF  POLICE 
182   SHONTZ,  CHARLES  DANIEL,  SGT,  CUMBERLAND  CO  PROS  OFC 

160  TURNER,  COURTLANDT  ARTHUR,  LT,  PD 
BRIDGEWATER 

102   DILEO,  MARIO  A.,  CPT,  PD 

134   OBAL,  STEPHEN  WILLIAM,  DEP  CHF,  PD 

174   SZKODNY,  ROBERT,  LT,  PD 

119   VANDERGOOT,  GEORG  C,  DET  LT,  BRIDGEWATER  TWP  PD 
BRIELLE 

178   PALMER,  MICHAEL  WILLIAM,  CPT,  PD 

152   WHELAN,  HARRY  MICHAEL,  CPT,  PD 
BRIGANTINE 

184   FERRIS,  WILLIAM  MICHAEL,  DEP  CHF,  PD 

161  STANLEY,  STEVEN  THOMAS,  LT,  PD 
BURLINGTON 

191   BELLAMY,  TOMMIE  ONEAL,  LT,  BURLINGTON  TWP  PD 
BREECE,  LEROY  EVERETT,  LT,  BURLINGTON  CITY  PD 
CLAYTON,  GEORGE  L.,  COP 

CORTER,  WALTER  JAY,  CHF,  BURLINGTON  CO  DETECTIVES 
EDWARDSON,  PATRICK  JOSEPH,  LT,  PD 
LOWDEN,  RAYMOND  F,  LIEUTENANT,  PD 
MARSHALL,  BRYON  KEVIN,  COP, 
MASSIMI,  GENE  ARTHUR,  LT,  PD 


136 
96 
157 
169 
110 
184 
122 
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61  I  RENCEVICZ,  CHESTER  J.,  SERGEANT,  PD 
BURLINGTON  THP 

166    NIPPINS,  LLOYD  EDWARD,  III,  LT,  PD 
BUTLER 

153   NAPOLEONE,  GERALD  JOSEPH,  S,  COP 
BYRAM  TOWNSHIP 
104   DANIELSON,  ESKIL  S.,  COP 
148   GUTWERK,  JOHN  M,  COP 
CALDWELL 
140   COLLIS,  JAMES  MICHAEL,  CPT,  PD 
EBNER,  KENNETH  CHARLES,  COP 
GILTZOW,  FREDERIC  WILLIAM,  DET  SGT,  PD 
PENKOSKI,  LEONARD  L.,  LIEUTENANT,  PD 
TEMPLE,  FREDERICK  VINCENT,  DET,  PD 


70  # 
155 
101  tt 
122 
CAMDEN 
149 
185 
116  tt 
176 
156  tt 
184 
182 
144 
190 
195 
134 
181 

49  * 
130 

57  * 

93 
167 

30 


BYRD,  ANDERSON  DOUGLAS,  CHF,  RUTGERS  UNIV  POL 
CHIUMENTO,  CURTIS  JOSEPH,  SGT,  CAMDEN  CO  SO 
CROSS,  WILLIAM  E,  USHF,  SD 
FIGUEROA,  EDWIN  JAVIER,  CPT,  PD 
GRADY,  JOHN  JOSEPH,  CHF,  CAMDEN  CO  PROS  OFC 
HILL,  JAMES  EDWARD,  CHF,  PORT  AUTH  TRANSIT  PD 
KANTNER,  MICHAEL,  SGT,  CAMDEN  CO  PROSECUTOR' SOFC 
KEEGAN,  DENNIS  EDHARD,  INSPR,  PD 
KELLY,  THOMAS  PETER,  CPT,  CAMDEN  CO  PROS  OFC 
LEE,  JESSIE,  JR,  LT,  DELAWARE  RIVER  PORT  AUTH  P 
LOCANTORE,  FRANK  C,  JR,  DET,  CAMDEN  CO  PROS  OFC 
MCCLINTOCK,  DAVID  JOSEPH,  INSPR,  DE  RIVER  PORT  AUTH  POL 
MCLAUGHLIN,  JAMES  FRANCIS,  DET,  CAMDEN  CO  PROS  OFFICE 
MICHALAK,  EDWARD  V,  JR,  LT,  PD 
OROURKE,  THOMAS  J.,  SHF 

PHOENIX,  JOHN  N.,  DETECTIVE-SERGEANT,  PD 
STILL,  GUY  MICHAEL,  LT,  RUTGERS  UNIV  PD 
WATSON,  DONALD,  INSPECTOR  OF  POLICE 
CAPE  MAY  COURT  HOUSE  „,  „„ 

169   BARNETT,  CHARLES  ALLEN,  LT,  CAPE  MAY  CO  PROS  OFC 

91  DONOHUE,  WILLIAM  B,  USHF,  CAPE  MAY  CO  SD 

108   ELWELL,  ROBERT  W.,  CPT,  CAPE  MAY  CO  PROS  OFC 

186  HAYES,  EDITH  MARIE,  DET,  CAPE  MAY  CO  PROS  OFC 
57  #  HICKMAN,  KENNEDY  A.,  CHF,  CAPE  MAY  CO  PROS  OFC 

161   LETTS,  EDWARD  JOSEPH,  LT,  CAPE  MAY  CO  SD 

92  MATTHEHS,  WILLIAM  B.,  CHF  DET,  CAPE  MAY  CO  PROS  OFC 
144   PIERCE,  TODD  ROBERT,  INVSTGR,  CAPE  MAY  COURT  HOUSE 
153   RYBICKI,  JAMES  EDWARD,  SR,  CPT,  CAPE  MAY  CO  PROS  OFC 
114   SAUNDERS,  RAYMOND  D. ,  CAPTAIN,  MIDDLE  TOWNSHIP  PD 
172   SHAGREN,  THOMAS  JOHN,  LT,  CAPE  MAY  CO  SD  _„iit/w>  r 
120   VADEN,  ANDREW  ROBERT,  DET,  CAPE  MAY  CO  PROSECUTOR  S 

187  WEBSTER,  WILLIAM  SCOTT,  DET  SGT,  MIDDLE  TWP  PD 
CARLSTADT 

151  tt   FLEMING,  GEORGE,  JR,  DEP  CHF,  PD 

107   LOWN,  WILLIAM  J.,  LIEUTENANT,  PD 

112   OCCHIUZZO,  JOHN,  JR,  CPT,  PD 
90   WINDFUHR,  ERNEST  0.,  COP 
CEDAR  GROVE 

175   KATTAS,  ROBERT  JOSEPH,  LT,  PD 

131  tt   VAN  ZILE,  RUSSELL  HENRY,  LT,  PD 
79   WERNDLY,  CHRISTIAN  G,  COP 
CHATHAM  BOROUGH 

94   FILIPOW,  JOHN,  JR.,  DET  SGT,  PD 
CHATHAM  TWP 

135   CONRADS,  GEORGE  DAVIDSON,  CHF,  PD 

160   RAMSEY,  THOMAS  EDWARD,  COP 
CHERRY  HILL 

191   MALLOY,  BRIAN  D,  LT,  PD 

124  tt   MATHIESEN,  HAROLD,  DEP  CHF,  BU  OF  POL 

157   MELSON,  ROBERT  DONALD,  JR,  CPT,  PD 

159   MOFFETT,  WILLIAM  A,  III,  COP 

140  tt   SAWYER,  ROBERT  RICHARD,  CPT,  PD 

173   STEIN,  GEORGE  KENNETH,  LT,  PD 

100  tt   TONCZYCZYN,  ROBERT  J.,  COP 
CHESILHURST 

194   FORTUNE,  SHELDON  LORENZO,  LT,  PD 
CHESTER 

114  #  COX,  HANDELL  R.,  DET  SGT,  CHESTER  TNSHP  PD 

154   SMITH,  JEFFREY  DOUGLAS,  SR,  COP 
90   STRAIT,  EDWARD  M. ,  CHF,  CHESTER  TOWNSHIP  PD 
CINNAHINSON 

112   DELUSSEY,  EDMUND  B.,  CPT,  TWP  PD 
PEREDA,  JAMES  RAYMOND,  SGT,  PD 


178 

CLARK 

152 

164 


DANCO,  ANTON  WESLEY,  CPT,  PD 
ZIZZA,  JAMES  MICHAEL,  LT,  PD 

C193KSBGI0RDAN0,  WILLIAM  ERIC,  CHF,  TWP  OF  E  GREENWICH  PD 
CLIFTON 
192   BERDNIK,  RICHARD  HENRY,  DET  SGT,  PD 
157   FERRERI,  ROBERT  FRANCIS,  LT,  PD 
99   KELLY,  ROBERT  E.,  LT,  PD 
107   LOGIOCO,  FRANK  J,  COP 
67  tt   TENCZA,  ADAM  S.,  CAPTAIN,  PD 
CLINTON 

90   RUNYON,  HOWARD,  L.,,  COP 
COLLI NGSWOOD 

KENNETH,  COP 
THOMAS  JOHN,  JR,  COP 


69  tt   CRANE,  J. 
195   GARRITY, 
COLTS  NECK 
165   LAMBERT, 


,  MARC  HENRY,  1LT 
170   SAUTER,  KEVIN  ALAN,  SGT, 
CRANFORD 

77  tt   BONNELL,  LAWRENCE  T,  LT,  PD 
99  *  DEANE,  MICHAEL  A.,  DET  SGT,  PD 


USMC 
COLTS  NECK  TWP  PD 


LIEUTENANT,  PD 

JR,  CHF,  DENVILLE  TWP  PD 


PD 


DEPTFORD  TWP  PD 


USA 


172   MASON,  ERIC  GRANT,  DET  LT,  PD 
CRESSKILL 

39  *  SCHWEIKART,  EDWIN  M. ,  PATROLMAN,  PD 
DEMAREST 

95   HEIGHTON,  EDWARD  H. ,  CAPTAIN,  PD 
DENVILLE 

76  #  KING,  DONALD  J.,  COP 
105   ROONEY,  GARVIN  JOHN, 
100   STRUNGIS,  ANTHONY  P, 
DEPTFORD 

183  BURKHARDT,  RICHARD  EDWARD,  LT, 
113  tt   EK,  LAWRENCE  W. ,  LT,  PD 

123  UNDERWOOD,  WILLIAM  BLAINE,  LT, 
DEPTFORD  TWP 

136   MILLIGAN,  RAYMOND  ALBERT,  COP 
DOVER 

184  KELLY,  BRIAN  ROBERT,  COP, 
143  tt   SWIFT,  RUSSELL  ERNEST,  CWO  II, 

EAST  BRUNSWICK 

185  FINN,  THOMAS  WILLIAM,  DEP  CHF,  PD 
84  tt   FLOY,  ROBERT  E.,  CAPTAIN,  PD 

158  HENSCHEL,  DONALD  HOWARD,  LT,  PD 

124  tt   KECK,  WILLIAM,  JR,  LT,  PD 

95  #  NEWMEYER,  JAMES  E,  DEP  DIR,  EAST  BRUNSWICK  TOWNSH 

113  tt   RUOTOLO,  LOUIS  W.  ,  CPT,  DPS 
138  #  SCHORPP,  OTTO  WAYNE,  CPT,  PD 

175  tt   SOKE,  JOHN  JOSEPH,  JR,  DEP  CHF,  PD 
EAST  ORANGE 
109   BROWN,  CLARENCE  J.,  LT,  PD 
70  #  DAHER,  GEORGE  JOSEPH,  COP 

114  GEORGE,  JOSEPH  A.,  CAPTAIN,  PD 

11  tt   PATTERSON,  HAROLD  F.,  LIEUTENANT,  PD 
131   ROBERTS,  ROBERT  LEE,  JR,  LT,  PD 
EAST  RUTHERFORD 

89   LOKAY,  GEORGE  C,  CAPTAIN,  PD 
EAST  WINDSOR 
187   SPAIN,  WILLIAM  WALTER,  LT,  PD 

159  VAN  HISE,  ROBERT  DONALD,  JR,  LT,  PD 

169   WOOD,  HOWARD  GRAY,  JR,  DET  SGT,  EAST  WINDSOR  TWP  PD 
EATONTOWN 
174   JACKSON,  GEORGE  SMITH,  LT,  PD 

FnfFWAT FR  PARK 

115  BARANOSKI,  JOSEPH  F.,  CHF,  EDGEWATER  PARK  TWP  PD 
FRANCESCO,  ANTHONY  JOSEPH,  CPT,  PD 


139 

EDISON 

171 

82  tt 
192 

70  tt 

91 
168 


MIECZKOWSKI,  GEORGE  WALTER,  LT,  EDISON  TWP  PD 
MILLER,  GEORGE  V,  CPT,  EDISON  TOWNSHIP  PD 
PALKO,  MICHAEL  GEORGE,  LT,  PD 
PINTER,  WILLIAM  E,  DEP  CHF,  EDISON  TOWNSHIP  PD 
SHIRLEY,  JOSEPH  N,  CPT,  EDISON  TOWNSHIP  PD 
WELGOS,  JOHN,  SR,  SGT,  PD 

Ff*f*  HARROR 

179   COYLE,  JOHN  JOSEPH,  CPT,  EGG  HARBOR  TWP  PD 
EGG  HARBOR  TWP 
165   COOK,  FREDERICK  CHARLES,  CPT,  PD 
154   LISICKI,  ALFRED  GABRIEL,  JR,  COP 
ELIZABETH 

91   BRENNAN,  JOSEPH,  DIR  OF  POL 

66  #  CAHILL,  WILLIAM  J,  JR,  CPT,  UNION  CO  PROS  OFC 

191  CHISHOLM,  JON  MARSHALL,  CPT,  PD 

167  DURKIN,  JAMES  JOSEPH,  LT,  UNION  CO  PROS  OFC 

107  EARLMAN,  ROY  H. ,  CHF  OF  CO  DET,  UNION  CO  PROS  0 

132  HILONGOS,  JULIAN  AURELIO,  LT,  PD 

109  KELLY,  WILLIAM  M. ,  CAPTAIN,  PD 

187  KOURY,  JOSEPH  RALPH,  DET,  UNION  CO  PROS  OFC 

158  KUCAB,  MICHAEL  FRANCIS,  CPT,  PD 

148  LERMAN,  PAULA,  SGT,  UNION  CO  PROS  OFC 

181  MANNING,  VINCENT,  SGT,  UNION  CO  SD 

141  MANNIX,  DONALD  PATRICK,  SGT,  PD 

138  MANNIX,  RICHARD  RYAN,  CPT,  UNION  CO  OPS 

103  MASON,  RICHARD  J.,  DET  LT,  UNION  CO  PROS  OFC 

192  MOYLAN,  WILLIAM  THOMAS,  LT,  UNION  CO  PROS  OFC 

1  tt   NAUGHT,  MORGAN  J.,  SR  PROBATION  OFFICER,  UNION  CO 
83   PIETRZAK,  EDWARD  J.,  LT,  UNION  CO  PROSECUTORS  OFFIC 
96   PISANE,  RANDOLPH,  DIR  OF  PUBLIC  SAFETY,  UNION  CO 
131  tt   RODMAN,  EDWARD  JOSEPH,  CPT,  UNION  CO  PROS  OFC 
176   SIEGEL,  STEVEN  WAYNE,  DET,  UNION  CO  PROS  OFC 
92   STIVALA,  SEBASTIAN  J.,  JR.,  SA,  WATERFRONT  COMMISSION  0 
68  tt   TRUZACK,  WALTER  S.,  CAPTAIN,  PD 
119   ZALINSKY,  MATTHEW  THEODORE,  CPT,  PD 
ELMWOOD  PARK 

171   MORGAN,  GEORGE  BYRON,  II,  COP 
EMERSON 
115   MAZZEO,  PETER  A,  COP 
102   SCHANEEN,  PETER,  JR,  CPT,  PD 
92  tt   SOLIMANDO,  MICHAEL  J,  COP 
ENGLEWOOD 

98  tt   BALDWIN,  THOMAS  T.,  LT,  PD, 

125  GREELEY,  RAYMOND  JOSEPH,  JR,  SGT,  PD 
ENGLEWOOD  CLIFFS 

107  tt   FARLEY,  PATRICK  F,  COP 

126  WHITING,  LAWRENCE  RAYMOND,  DEP  CHF,  PD 
FNC1  T  SHTOWN 

105   DEGULIS.  VINCENT  P.,  CPT,  MANALAPAN  TSP  PD 
96   SaLLACE:  THOMAS  E.,  CHIEF  OF  POLICE,  MANALAPAN  TOW 

E155X  F JANUARY,  CONRAD  ANTHONY,  JR,  LT,  TWP  OF  ESSEX  FELLS  PD 

FWT  MC  TWP 

165   WURPEL,  RICHARD  E,  DET  SGT,  EWING  TWP  PD 
FAIR  HAVEN 
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122  TOHLER,  RICHARD  DEAN,  SGT,  PD 
FAIR  LAWN 

107  tt   DIPENTIMA,  VINCENT  J.,  DEP  CHF,  PD 

100  tt   GAJARSKY,  ROBERT  F,  CPT,  PD 
73  It   RISACHER,  LOUIS  J.,  COP 

FAIRFIELD 
148   FACAS,  EDWARD  C,  COP 

101  *  FILIPOH,  STEPHEN  J,  COP 
FAIRFIELD  THP 

130   VANDERHOOF,  HILLIAM  H,  JR,  CPT,  PD 
FAR  HILLS 

129   DUDAS,  KALMAN  S,  III,  COP 
FLANDERS 

123  BELL,  DOUGLAS  LEE,  COL,  PD 
FLORHAM  PARK 

133   ARNOLD,  THOMAS  LAHRENCE,  DET  SGT,  PD 

117  TREIBER,  JOHN  R,  COP 
FORKED  RIVER 

97   DARMODY,  THOMAS  R.,  3RD,  COP 
135  tt   MCNEIL,  SAMUEL  ALFRED,  LT,  LACEY  TUP  POL 

107  tt   SMITH,  GARY  C,  CPT,  LACEY  TOHNSHIP  PD 
FORT  DIX 

145   ANDERSON,  JAMES,  JR,  CHO  IV,  USA 
125   HENDERSON,  AUBREY  EDHARD,  MAJ,  USA 
186   RICHERT,  RANDALL  JAMES,  CPT,  USAF 

118  TARR,  CHARLES  ROBERT,  CHO,  USA  (CID) 
FORT  LEE 

186   CULLEN,  WILLIAM  F,  LT,  PD 

164   HART,  BERNARD  MARTIN,  LT,  PD 

129   PIERSON,  THOMAS  R,  JR,  CPT,  PD 
FORT  MONMOUTH 

153   HEWITT,  GEORGE  WALTER,  CWO  II,  USA 

129   WORTHINGTON,  CALVIN  RAY,  CWO  IV,  USA 
FRANKLIN  LAKES 

91   BOCKHORN,  JOHN  E.,  CPT,  PD 

104  HOLLAND,  WILLIAM  R.,  Ill,  PATROLMAN,  PD 
185   SELTENRICH,  JOSEPH  ROBERT,  LT,  PD 

FRANKLINVILLE 
153   BARNUM,  JAMES  LYNN,  CHF,  TWP  OF  FRANKLIN  PD 

108  HOGAN,  JAMES  N.,  SHF  OF  GLOUCESTER  CO 

178   ROSIELLO,  ROBERT  MATTHEW,  LT,  FRANKLIN  TWP  PD 
FREEHOLD 
121   BURLEW,  WILLIAM  RALPH,  COP 
172   DONOVAN,  MICHAEL  WILLIAM,  JR,  INVSTGR,  MONMOUTH  CO  PROS 

116  FALDUTI,  JOHN  J,  INVSTGR,  MONMOUTH  CO  PROS  OFC 

176   FREEMAN,  THEOADORE  FREDERICK,  JR,  USHF,  MONMOUTH  CO  SD 
103   HIBBS,  RICHARD  M. ,  CAPTAIN,  PD 

191  KIRSCHENBAUM,  EDWARD  DOUGLAS,  DET  SGT,  MONMOUTH  CO  PROS 
143   MCCORMICK,  GUY  GORDON,  INVSTGR,  MONMOUTH  CO  PROS  OFC 

94   VALENTINE,  JOHN  J,  CPT,  MONMOUTH  CO  PROS  OFC 
114   WILLIS,  JOHN  D.,  CHIEF,  FREEHOLD  TOWNSHIP  PD 
GALLOWAY  TOWNSHIP 

175   HAMILTON,  ANDREW  MARTIN,  COP, 
GARFIELD 

162   AMOS,  KEVIN  SCOTT,  LT,  PD 
GLEN  RIDGE 

73  tt   ROBICHAUD,  ARTHUR  A,  COP 

117  SWAIN,  KENNETH  R,  DIR  OF  PUB  SAFETY,  PD 
GLEN  ROCK 

147  CHERRY,  STEVEN  DAVID,  COP 

54   FINN,  NEIL,  CHIEF  OF  POLICE,  PD 

129  KERRIGAN,  BERTRAM  WILLIAM,  CHF  POL  INSTR,  BERGEN  CO  POL 
GLOUCESTER 

175   HOWARTH,  THEODORE  JOHN,  JR,  COP, 
178   SMITH,  EDWARD  STEPHEN,  CPT,  GLOUCESTER  TWP  PD 
HACKENSACK 

32   ABRAMS,  ARTHUR,  COP,  BERGEN  CO 

105  ALLMERS,  HERBERT  H. ,  CPT,  BERGEN  CO  PROS  OFC 

148  BENEDETTO,  FRANK  M,  LT,  BERGEN  CO  SO 

102   DELIA,  CONO  J,  CHF  OF  DET,  BERGEN  CO  PROS  OFC 

178   DEMBOWSKI,  STEPHEN  GERARD,  SGT,  BERGEN  CO  PROS  OFC 

117   ENGLISH,  JOHN  J,  SGT,  BERGEN  CO  SD 

94   GANCARZ,  HENRY  L,  CHF,  BERGEN  CO  PROS  (OFC) 

23  tt   HARDY,  CARY  LINCOLN,  LT  OF  DET,  PD 
133   HYNES,  ALBERT  GEORGE,  CPT,  BERGEN  CO  PROS  OFC 

72   KIKKERT,  RICHARD  J.,  CHF  OF  DET,  BERGEN  CO  PROS  OFC 

130  MIDDLETON,  THOMAS  JOSEPH,  DET,  BERGEN  CO  PD 
93   NEILLANDS,  PETER  T.,  LT,  BERGEN  COUNTY  PD 

169   ORTENZIO,  PAUL  ROBERT,  LT,  BERGEN  CO  PD 
64  tt   REW,  HAROLD  CONRAD,  DIR/ASSISTANCE  UNIT,  BERGEN  CO 

131  RUFFINO,  RICHARD  THOMAS,  SGT,  BERGEN  CO  SD 

142   SCHMALZ,  EDWARD  AUGUST,  III,  SGT,  BERGEN  CO  PD 
160   SCHMIDIG,  JOHN  MICHAEL,  LT,  BERGEN  CO  PD 
147  tt   THORNE,  WILLIAM  G,  LT,  BERGEN  CO  PROS  OFC 
156   TOBIN,  JAMES  PATRICK,  CPT,  BERGEN  CO  PROS. OFC 
193   TRAHEY,  MICHAEL  JOHN,  LT,  BERGEN  CO  PROS  OFC 
183   TRELLA,  JOEL  GREGORY,  CHF,  BERGEN  CO  PD 
168   VOLPE,  JOHN  LOUIS,  LT,  BERGEN  CO  PROS  OFC 
HADDON  HEIGHTS 

99   BATTERSBY,  ROBERT  J.,  COP 
152   EVANS,  KENNETH  EDWARD,  DET  SGT,  PD 
138  #  SPEIGEL,  JOHN  HARTLEY,  COP 

192  TAYLOR,  THEODORE  SCOTT,  SR,  COP 
168  #  WILSON,  DONALD  GEORGE,  COP 

HADDONFIELD 

7  tt   QUINN,  CHARLES  B.,  SERGEANT,  PD 
91  It   SHAUGHNESSY,  EDWARD  A,  CHIEF  OF  POLICE 
HAMILTON 
145   CIPRIANO,  ARTHUR,  CPT,  PD 
189   COLLINS,  JAMES  WILLIAM,  DEP  CHF,  HAMILTON  TWP  PD 


163 
180 
121 
134 
174 
HAZLET 
184 
136 
155 
108 
114 
125  tt 


POLLARD,  KEVIN  PETER,  CPT,  PD 

RICIGLIANO,  DONALD  RICHARD,  JR,  CPT,  MERCER  CO  PROS  OFC 

TAYLOR,  RICHARD  LEWIS,  CHF,  HAMILTON  TWP  PD 

VARGA,  ALBERT  JOSEPH,  DEP  CHF,  PD 

ZIMMER,  GEORGE  JAMES,  JR,  CPT,  HAMILTON  TWP  PD 


BRODERICK,  JAMES  ANDREW,  III,  CPT,  PD 
EMERY,  FRANCIS  CHARLES,  DEP  CHF,  PD 
FETHERSTON,  JOHN  JOSEPH,  II,  CPT,  HAZLET  TWP  PD 
GORMERLEY,  HOLMES  J,  CHF,  HAZLET  TOWNSHIP  PD 
JOHNSON,  THOMAS  J.,  LT,  HAZLET  TWP  PD 
MCCABE,  JOHN  GREGORY,  LT,  PD 
HIGHLAND. PARK 

51  tt   CUDDY,  WILLIAM  CHARLES,  COP 

HANDERHAN,  GARY  FRANCIS,  SR,  COP, 
HASKINS,  RONALD  L,  LT,  PD 

REFF,  FRANK  P.,  JR.,  DETECTIVE  LIEUTENANT,  PD 
TUNISON,  JACK  E.,  CAPTAIN,  PD 
HILLSBOROUGH 

188   ROSCOE,  ROBERT  FRANCIS,  CPT,  PD 
HILLSDALE 
102  *  MCCARTHY,  VINCENT  R.,  LIEUTENANT,  PD 
87   VARISCO,  PHILIP  J.,  CHIEF  OF  POLICE 
HILLSIDE 
146   CENKNER,  HENRY  CHARLES,  CPT,  PD 
DAVIES,  GEORGE  W. ,  CPT,  PD 
DESANTO,  FRANK  GEORGE,  DEP  CHF,  PD 
HACH,  ROBERT  PAUL,  SR.,  DEP  CHF,  PD 
SILVA,  JAMES  JESSE,  CPT,  PD 
SMITH,  JOSEPH  R.,  CAPTAIN,  PD 
HO  HO  KUS 
118   PATTMAN,  JOHN  HENRY,  COP 
107   RE,  ROBERT,  COP 
HOBOKEN 

17  *  MCFEELY,  DENNIS  E.,  COP 
47  #  SHEEHY,  EDWARD  J.,  CPT,  PD 
HOLMDEL 

92   PHILLIPS,  R.  BRUCE,  CHF,  HOLMDEL  TOWNSHIP  PD 
135   WILSON,  RAYMOND  PAUL,  LT,  TWP  POL 
160   WITTING,  WILLIAM  STEPHEN,  LT,  PD 
HOPATCONG 
144  tt   CARNEGIE,  JOHN  WILSON,  CPT,  HOPATCONG  BORO  PD 
CHARALAMBOUS,  MARK,  COP 
DIMARCO,  DAVID,  COP 


122 

103 

112 

94 


92 
135 
120 
164 

94 


192 
128  tt 
HOWELL 
189 
116 
127 


CARTER,  RONALD  TERRY,  CHF,  HOWELL  TWP  PD 
MORRELL,  HARVEY  F.,  JR.,  CHIEF,  HOWELL  TWP  PD 
WULFEKOTTE,  PETER  EDWARD,  CPT,  PD 
HOWELL  TWP 

139   COHEN,  MICHAEL  HERBERT,  CPT,  PD 
IRVINGTON 
108   DELUCIA,  BERNARD  E,  COP 

130  GALFY,  JAMES  TIMOTHY,  DEP  CHF,  PD 
21  It   MORGAN,  EARL  W. ,  SERGEANT,  PD 

175  WILLIAMS,  SAMUEL  GORDON,  DIR,  PD 
JACKSON 

116   INDIERO,  JOSEPH  C,  DIR  OF  PUB  SFTY,  JACKSON  TWP  P 

131  REAGAN,  WILLIAM  JOHN,  CPT,  PD 
JERSEY  CITY 

192  ALBIN,  GEORGE  M,  JR,  CPT,  PORT  AUTHORITY  PD 

176  BERMUDEZ,  WILKE  PEDRO,  CPT,  PORT  AUTH  POL  OF  NY/NJ 
53   BLASCZAK,  RAYMOND  V.,  CPT,  PD 

21  It   BREWSTER,  JOHN  F.,  DEP  CHF,  PD 
116   CARON,  ROBERT  M,  LT,  PORT  AUTH  OF  NY  AND  NJ  POL 
151  tt   DOHERTY,  DANIEL  JAMES,  CPT,  HUDSON  CO  PROS  OFC 
171   FARRELL,  THOMAS  JOHN,  CPT,  PORT  AUTH  OF  NY  &  NJ  PD 
113   FOX,  FRANK  V,  CPT,  PORT  AUTH  OF  NY  AND  NJ 
120   FOX,  STEPHEN,  LT,  PORT  AUTH  POL  OF  NY  AND  NJ 

20  tt   HAYES,  JOSEPH  A.,  CPT  OF  POLICE,  PD 

93  HERMAN,  ALBIN  A,  DEP  CHF,  PD 

179   INFANTE,  ANTHONY  PETER,  CPT,  PORT  AUTH  OF  NY  &  NJ 

105   KRAFT,  FRANK  X,  LT,  NY  NJ  PORT  AUTH 

188   MACKESY,  LEONARD  JOSEPH,  CPT,  PORT  AUTH  OF  NY  &  NJ 

145   MARTIN,  ROBERT  BRUCE,  LT,  PD 

183   MCCLANCY,  BARBARA  JEAN,  CPT,  PORT  AUTH  NY  &  NJ  PD 

177  NALBACH,  PETER  PAUL,  LT,  PD 
49  tt   NESTOR,  STEPHEN  T.,  COP 

118   ONEILL,  JAMES,  JR,  DET  SGT,  PORT  AUTH  POL  OF  NY  A 
141   ROMITO,  JAMES  A,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

193  SHARROCK,  JAMES  ANDREW,  LT,  PD 

100   SMITH,  BENJAMIN  C,  CPT,  PORT  AUTHORITY  OF  NY  AND 
135  tt   STINNER,  FREDERICK  A,  CPT,  THE  PORT  AUTHORITY  OF  NY 
190   TAMBURELLI,  JOSEPH  GERARD,  SGT,  PD 
110   TOMASZEWSKI,  JOHN  M.,  DETECTIVE,  PD 
182   WILLIAMS,  JOHN  JOSEPH,  DEP  INSPR,  PORT  AUTH  NY  &  NJ 
KEYPORT 
124   LAWSON,  JAMES  DONNELL,  SGT,  PD 

112  RUTH,  HOWARD  J,  COP 

94  WUESTEFELD,  ALBERT  E.,  DETECTIVE,  PD 
LAKE  HOPATCONG 

113  LEACH,  JAMES  M. ,  JR.,  CPT,  JEFFERSON  TWP  PD 
LAKEWOOD 

167  tt   GASSERT,  GARY  LEE,  LT,  PD 

120   MARSHALL,  JOHN  ENGLISH,  DEP  CHF,  PD 

95  PRISCO,  MICHAEL  F,  DEP  CHF,  PD 
LAWRENCEVILLE 

167   KELLY,  JAMES  JOSEPH,  LT,  LAWRENCE  TWP  PD 
185   WEBER,  THOMAS  EDWARD,  CPT,  LAWRENCE  TWP  PD 
LEONIA 
144  tt   KLINGNER,  WALTER  GEORGE,  DET  SGT,  PD 
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174   VODDE,  ROBERT  FRANCIS,  COP 
LINDEN 
160    MILIANO,  JOHN  EDHARD,  COP 

171  SCHULHAFER,  JAMES  MICHAEL,  CPT,  PD 
LINDENWOLD 

160   MCCARTHY,  MICHAEL  PATRICK,  LT,  PD 

137    MCHENRY,  FRANCIS  ANTHONY,  J,  DEP  CHF,  PD 
LINHOOD 

103   HITTENHILER,  JOHN  J.,  JR.,  CHIEF  OF  POLICE 
LITTLE  FALLS 

113   OSWALD,  EDHARD  T,  CPT,  THP  OF  LITTLE  FALLS  PD 
LITTLE  FERRY 

106   RICCIARDI,  JOHN  L.,  LT,  PD 
LITTLE  SILVER 

186  HIKOFF,  HILLIAM  HENRY,  III,  LT ,  PD 
LIVINGSTON 

70  f  KNUTH,  ERNEST,  DETECTIVE  LIEUTENANT,  PD 

172  STEHLGENS,  SCOTT  DOUGLAS,  CPT,  PD 
LONG  BRANCH 

37  #  PURCELL,  JOSEPH  D.  ,  JR.,  COP 
195   HALKER,  KENNETH  PATRICK,  CPT,  PD 
LYNDHURST 
133   MCSHEENEY,  FRANCIS  PATRICK,  CPT,  PD 
166   OCONNOR,  JAMES  BERNARD,  SGT,  PD 
99   SCALESE,  JOHN  A,  CPT,  PD 
MADISON 

98   CAPEN,  DONALD  R. ,  COP 
95   DASCOLL,  FRANK  G. ,  COP 
131   GRANATO,  CARMEN  GERARD,  LT,  PD 
118   KLUCK,  EDHARD  PAUL,  DEP  CHF,  PD 
102  #  SMITH,  ROBERT  G.,  CPT,  PD 
MAGNOLIA 

128  JEFFERSON,  HENRY  GEORGE,  COP 

141  SHEILDS,  LEROY  CLIFFORD,  SR,  SGT,  PD 
MAHHAH 

109  BRENNAN,  THOMAS  M. ,  DET  CPT,  PD 

157  LAVIGNA,  FRANK,  CPT,  PD 

129  MACFARRAN,  ROBERT  HAROLD,  SGT,  PD 
194  MCGILL,  RAYMOND  ROBERT,  CPT,  PD 

81   RUSSO,  HILLIAM,  SR. ,  CHIEF  OF  POLICE 
MANAHAHKIN 

177   MCNALLY,  GREGORY  JUDE,  CPT,  STAFFORD  TUP  PD 

117   MURPHY,  ROBERT  J,  SGT,  STAFFORD  TWP.  PD 
97   PARKER,  LARRY  D. ,  CHF,  STAFFORD  TOWNSHIP 

140   SCHWEIGART,  CHARLES  ALBERT,  CPT,  STAFFORD  TWP  PD 
MANALAPAN  TWP 

136   MCCORMACK,  JOHN  GILLISPIE,  COP 
MANASOUAN 

128  #  ROHAN,  WILLIAM  JAMES,  COP 

187  SCIMECA,  DANIEL,  CPT,  PD 

140   TRENGROVE,  JOHN  THOMAS,  JR,  COP 
MANVILLE 
172   HERASYMCHUCK,  JOHN,  DET,  PD 

142  KURDYLA,  DANIEL  DAVID,  SGT,  PD 
100  #  MAX,  STEVEN  G,  COP 

111   PETROVIC,  JOHN  E,  CHF,  PD 

36  #  SHUTACK,  ANDREW,  CHIEF  OF  POLICE 
MAPLEHOOD 

36  #  HALDY,  DAVID,  LIEUTENANT,  PD 

108   KAUFMANN,  STEPHEN  C,  CPT,  PD 

121   LYNCH,  PETER  WILLIAM,  DET  LT,  PD 
MARLBORO 

168  #  HARDY,  THOMAS  WARREN,  CPT,  MARLBORO  TWP  PD 
MARLTON 

134  n   CAFARO,  GLENN  CHARLES,  SR,  LT,  EVESHAM  TWP  POL 

115   WAINWRIGHT,  JONATHAN  D.,  SR,  SERGEANT,  EVESHAM  TOWNSHIP 
MATAWAN 

103   DICKEY,  DANIEL  G. ,  DET,  MATAWAN  TSP  PD 
MAYS  LANDING 

158   ALLEGRETTO,  ANDREW  RALPH,  JR,  CPT,  ATLANTIC  CO  PROS  OFC 

171   BROOME,  EDHARD  DEXTER,  LT,  ATLANTIC  CO  PROS  OFC 

183   CONNELLY,  JOSEPH  CHRISTOPHER,  COL,  ATLANTIC  CO  SO 

176   MARTELLA,  RAYMOND,  CPT,  ATLANTIC  CO  SD 

195   MCGETTIGAN,  JAMES,  SHF  OF  ATLANTIC  CO, 

166   PETRINI,  EDWARD  KEITH,  CPT,  ATLANTIC  CO  PROS  OFC 
HAYWOOD 

128  H   COSTA,  ANDREW  LOUIS,  COP 

149   REYNOLDS,  PATRICK  JOSEPH,  DET  SGT,  PD 
MCGUIRE  AFB 

193   TURNEY,  JEFFERY  JAMES,  MSGT,  USAF 
MCOUIRE  AFB 

113   MCGREGOR,  LORNE,  JR,  LT  COL,  USAF 
MEDFORD 

164   ADDEZIO,  STEPHEN  ANTHONY,  CPT,  MEDFORD  TWP  PD 

195   CANALE,  ANTHONY  JAMES,  DET  SGT,  PD 

181   MCGARVEY,  STEVEN  HILLIAM,  COP 
MENDHAM 

125   CILLO,  JAMES  JOSEPH,  COP 
METUCHEN 

101   CANARY,  CHARLES  H. ,  SGT,  PD 

193   KEANE,  JAMES  THOMAS,  LT,  PD 
71   PERRINO,  JOSEPH  J.,  COP 

152   WEINGART,  GARY  FRANCIS,  SGT,  PD 
MIDDLESEX 

146   BENSON,  JAMES  LEONARD,  LT,  PD 

106   CONRAD,  SYLVESTER,  COP 
MIDDLETOWN 

146    FOWLIE,  WILLIAM,  CPT,  MIDDLETOWN  THP  PD 
76  #  GLEASON,  FRANK  W,  CPT,  MIDDLETOWN  TWP  PD 
90   LETTS,  ROBERT  M,  DEP  CHF,  MIDDLETOWN  TOWNSHIP  P 


ROBERT,  DEP  CHF,  MIDDLETOHN  THP  PD 
PD 


182   OCHES, 

164  SHAFFERY,  JOSEPH  THOMAS,  CPT, 
MIDDLETOWN  TWP 

110  HALLIDAY,  WILLIAM  J.,  DET  CPT 
MILLBURN 


132 
118 
142 
170 
106 


168 
111 
119 
75 
136 
106 


PD 
PD 


BEYER,  HANS  RUDOLPH,  DET  SGT, 
CROWELL,  ROBERT  NEIL,  DET,  PD 
EBERT,  FREDERICK  WARREN,  CPT,  PD 
MANIS,  RICHARD  VICTOR,  CPT,  PD 
WALLACE,  LEO  R,  CPT,  PD 
MILLVILLE 
101  #  COSSABOON,  RICHARD  W. ,  LT,  PD 

FRANCKLE,  NORMAN,  JR,  DET  SGT,  PD 
HERMAN,  WILLIAM  J,  COP 
«   LOKEY,  PAUL  EDWARD,  SGT,  PD 

#  PANGBURN,  CHARLES  H. ,  COP 
PORCH,  CHARLES  ANTHONY,  LT,  PD 

#  VELTMAN,  JAY  A,  CPT,  PD 
MONMOUTH  JUNCTION 

98  #  COLLEGE,  FRANKLIN  H,  JR,  CPT,  SOUTH  BRUNSWICK  TWP  PD 
144  #  DUCA,  JOSEPH  ANDREW,  SGT,  SOUTH  BRUNSWICK  PD 
194   MAROSY,  MICHAEL  JOHN,  CPT,  S  BRUNSHICK  PD 
173   PAQUETTE,  MICHAEL  DENNIS,  CHF,  SOUTH  BRUNSHICK  PD 

91  #  SIMMONS,  FRANK  E.,  CHF,  SOUTH  BRUNSWICK  TOWNSHIP 
186   THOMPSON,  FREDERICK  ABNER,  CPT,  S  BRUNSWICK  PD 
MONTCLAIR 
116   CORCORAN,  JOHN  P.,  CPT,  PD 
21  #  DEMPSEY,  PETER  A.,  CPT,  PD 
29  #  DUGAN,  EDWIN  T.,  OFCR,  PD 
26  #  FOLEY,  KIEARN  T.,  DEPUTY  CHIEF,  PD 
180   MISCIA,  ROCCO  LAWRENCE,  JR,  CPT,  PD 
167    RUSSO,  THOMAS  JOSEPH,  COP 
MONTVALE 

94   HANNA,  JOHN  W,  COP 
MONTVILLE 

146  #  GORMLEY,  JAMES  ALBERT,  CHF,  MONTVILLE  TWP  PD 
MOORESTOWN 

97  *  BARRENTINE,  LOYD  A.,  DIR,  PD 
109  #  BELL,  THOMAS  M.,  LT,  PD 
MORRISTOWN 

21  #  BAUER,  EUGENE,  COP 

BAXTER,  THOMAS  G,  DEP  CHF,  MORRIS  CO  SD 

DEMPSEY,  JOHN  F,  USHF,  MORRIS  CO  SO 

DOIG,  BRIAN  FRANCIS,  DET  SGT,  MORRIS  CO  PROS  OFC 

FACAS,  EDWARD  CHRISTOPHER,  DEP  CHF,  MORRIS  CO  PROS  OFC 

GANNON,  JAMES  MICHAEL,  SGT,  MORRIS  CO  PROS  OFC 

#  HYDE,  CARL  E,  DEP  CHF,  MORRIS  TWP  PD 

#  KEYES,  GERALD  PATRICK,  LT,  PD 
USHF,  MORRIS  CO  SO 
COL,  MORRIS  CO  SD 


189 
109 
177 
188 
169 

90 
141 
155 
130 
138 
120 
158 

76 
150 
127 
149 

52 
132 
173 


HYDE,  CARL  E,  DEP  CHF, 
KEYES,  GERALD  PATRICK, 
KINNECOM,  JOHN  ROBERT, 
KRANZ,  CHARLES  WARREN, 

OCONNOR,  ROBERT  MICHAEL,  CHF,  MORRIS  TWP  PD 
PIERSON,  WILLIAM  ELIAS,  SR. ,  COP 
PRACH,  MARK  THOMAS,  LT,  MORRIS  CO  PROS  OFC 
RIDEOUT,  BENJAMIN  P.,  SR,  USHF,  MORRIS  CO  SD 
RIKER,  JOHN  MARTIN,  SGT,  BU  POL 
ROCHFORD,  EDWARD  VINCENT,  SHF  OF  MORRIS  CO 
SIMS,  ELIE,  DEP  CHF,  MORRIS  TWP  PD 
SWEEDY,  EDWARD,  JR.,  CHF  OF  DET,  MORRIS  CO  PROSECUT 
VARRO,  JOSEPH  ANTHONY,  DET  LT,  BU  OF  POL 
CPT,  PD 


WILLIAMS,  CAROL  ALICE, 
MOUNT  ARLINGTON 
143   HICOK,  GEORGE  KENNETH,  LT,  PD 

122  MORGAN,  WILLIAM,  COP 
MOUNT  HOLLY 

123  CRAIG,  CHARLES  MELVIN, 


188 
113 
186 
162 
68 
110 


LT,  BURLINGTON  CO  PROS  OFC 
FITZPATRICK,  MICHAEL  SCOTT,  CPT,  BURLINGTON  CO  PROS  OFC 
FORTE,  NEIL  M. ,  DEP  CHF,  BURLINGTON  CO  PROS  OF 
KING,  MICHAEL  PATRICK,  CPT,  BURLINGTON  CO  PROS  OFC 
LEMYRE,  DAVID  JOSEPH,  SGT,  BURLINGTON  CO  PROS  OFC 
MCCONNELL,  HARRY  E.,  CHF  OF  DET,  BURLINGTON  CO  PROS 
SCARA,  ROBERT  V,  INVESTIGATOR,  BURLINGTON  CO  PR 

MOUNT  LAUREL 
174   LETCHFORD,  JAMES  EDWIN,  DET,  PD 

MOUNT  OLIVE 

167  KANE,  EDWARD  ANTHONY,  CHF,  MT  OLIVE  TWP  PD 
MOUNTAINSIDE 

98   RICE,  JEROME  M. ,  DETECTIVE  SERGEANT,  PD 

166   COUCH,  LIN  THOMAS,  SR,  CHF,  BOR  OF  NATIONAL  PARK  PD 
NEPTUNE 

190   ZAGURY,  MICHAEL  EDWARD,  LT,  NEPTUNE  TWP  PD 
NEPTUNE  CITY 

107   COTTRELL,  RICHARD  F.,  COP 

128   JOHNSON,  JAMES  BURRIS,  DET  LT,  PD 
NEPTUNE  TWP 

153   ADAMS,  ROBERT  HOLMES,  LT,  NEPTUNE  TWP  PD 

137   WARD,  JAMES  ARTHUR,  DEP  CHF,  PD 
13  *  WARDELL,  JOSEPH,  DEPUTY  CHIEF  OF  POLICE,  PD 
NESHANIC 

97   DOWCHES,  DONALD  A.,  COP 
NEH  BRUNSWICK 

111    BANDICS,  GEORGE  R,  CPT,  MIDDLESEX  CO  PROSECUTOR'S 

156   BELTRANENA,  MICHAEL  ANGEL,  DIR,  PD 

126   BOTTOMLY,  EDWARD  JOHN,  CPT,  RUTGERS  UNIV  PD 

168  DEFELICE,  BRIAN  MICHAEL,  CPT,  PD 

113   DELIMAN,  JOHN  M,  CHF  OF  DET,  MIDDLESEX  CO  PROS 
148   DIXON,  RONALD  DAVID,  DET,  MIDDLESEX  CO  PROS  OFC 

81   DONATELLI,  SILVIO  J.,  CHF  OF  DET,  MIDDLESEX  CO  PROS 

65  #  EGAN,  JOHN  A.,  ASST  CHF,  PD 
137    FENKEL,  ROBERT  IRVING,  CPT,  PD 
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179   GIORDANO,  THOMAS  ERNEST,  DEP  CHF,  RUTGERS  UNIV  PD 
138   JANOWIAK,  JOHN  RAY,  INVSTGR,  RUTGERS  UNIV  PD 
127   MALTESE,  THOMAS  ROBERT,  DEP  CHF,  MIDDLESEX  CO  PROS  OFC 
162   MURPHY,  ANTHONY,  LT,  RUTGERS  UNIV  PD 
179   RIZZO,  THOMAS  DOMINICK,  CPT,  MIDDLESEX  CO  PROS  OFC 
105   SMERECKI,  CASIMER  J.,  DETECTIVE,  MIDDLESEX  COUNTY  PR 
113   THOMPSON,  THOMAS  M,  MAJ,  RUTGERS  UNIV  PD 
98  tt   HYZYKOWSKI,  ROBERT  C,  CPT,  RUTGERS  UNIVERSITY  PD 
NEH  PROVIDENCE 
194   BUCCELLI,  ANTHONY  DANIEL,  JR,  SGT,  PD 

EHNIS,  CARL  J.,  COP 

MARVIN,  DOUGLAS  ROYCE,  LT,  PD 

SNYDER,  WILLIAM  ALOYSIUS,  LT,  PD 

VENEZIA,  JAMES  JOHN,  JR,  COP 


57  tt 
166 
147 
134 
NEWARK 
179  tt 

72 
174 
172 

33  tt 
2  tt 
101  tt 
115 

78  # 
100 
117 

57  tt 

93 

36  tt 
112 

98 
114 
150 
110 

36  * 
111 

96 
176 

59 
153 

46 

22  # 


ADELMAN,  EDWARD  JOHN,  LT,  PD 
ANDERSON,  WILLIAM  D.,  CHF,  ESSEX  CO  PROS  OFC 
BOBER,  JOSEPH  CHARLES,  DEP  CHF,  NJ  TRANSIT  PD 
80RINSKY,  ARTHUR  DAVID,  MARSHAL,  USMS 
CAFFREY,  PAUL  V.,  DEP  CHF,  PD 
CALLAN,  GEORGE  D.,  CPT,  PD 

CASTELLANO,  BARRON  J,  USHF,  ESSEX  CO  PROS  OFC 
COLEMAN,  CLAUDE  M. ,  LT,  PD 

CONNELL,  PETER  G,  PROGRAM  SUPV,  POL  TNG  COMM 
COTTLE,  BOBIE,  SGT,  PD 

DIORIO,  FRED  LAWRENCE,  ARSON  PROJECT  SPEC,  NT  DIV  OF 
DUGHI,  CHARLES  A,  JR,  DEP  CHF  OF  DET,  ESSEX  CO  PROS 
EVANS,  ARNOLD  J.,  INSPR,  PD 
FOLEY,  RICHARD  J.,  DEPUTY  CHIEF,  PD 
FONTOURA,  ARMANDO  B. ,  LIEUTENANT,  PD 
GEARTY,  TIMOTHY  A.,  CPT,  ESSEX  CO  SO 
GOURLEY,  ALEXANDER  J,  SA,  DEA 
JULIANO,  ALFONSO  ANTHONY,  LT,  ESSEX  CO  SO 
KNOX,  CHARLES,  LIEUTENANT,  PD 

KOSLOSKI,  MICHAEL  J.,  INVSTGR,  ESSEX  CO  PROS  OFC 
KOWALEWSKI,  LEONARD  F.,  LIEUTENANT,  PD 
KUTA,  ROBERT  P.,  CPT,  ESSEX  CO  SO 
LUCAS,  EDWARD  JACK,  JR,  LT,  PD 
MARKS,  JOHN  M,  PROGRAM  SUPV,  NJ  POLICE  TNG 
MCCARTHY,  BRIAN  TIMOTHY,  INVSTGR,  ESSEX  CO  PROS  OFC 
MCGONIGEL,  ROBERT  J.,  BALLISTICS  EXPERT,  ESSEX  CO  SO 
MERRELL,  CLARENCE  W. ,  CHF  OF  DET,  ESSEX  CO  PROS  OFFI 
101  tt   MICHEL,  ROLAND,  CAPTAIN,  PD 
93   MILES,  EVAN  E.,  CPT,  ESSEX  CO  PROS  OFFICE 
MORRIS,  BRYAN  HUNTER,  LT,  PD 
OFSAK,  CHARLES  GERARD,  LT,  ESSEX  CO  PD 
SCHAFER,  FRANK  GEORGE,  JR,  CPT,  ESSEX  CO  POL 
SCHNORBUS,  JOSEPH  A.,  POL  MGT  CONSULTANT,  NJ  POLICE 
SHANE,  JON  MICHAEL,  SGT,  PD 
STANGO,  RALPH  P,  CPT,  PD 

STEVENS,  WILLIAM  LEWIS,  LT,  ESSEX  CO  PROS  OFC 
THOMPSON,  ELMER  J,  CHF  ANAYLIST,  NEW  JERSEY  POLIC 
WEBER,  EDWARD  VINCENT,  CPT,  PD 


162 
125 
136 

56 
193 
112  tt 
161 

35 

49 

NEWTON 

154 


ROMYNS,  LARRY  EDSON,  COP 
NORTH  ARLINGTON 

130  CALABRESE,  DANIEL  J,  DET  SGT,  PD 

154  HEALEY,  FRANCIS  JAMES,  CPT,  PD 
95  tt   WOODS,  JOHN  M. ,  CPT,  PD 

143   ZADROGA,  JOSEPH,  COP 
NORTH  BERGEN 

62  tt   KLUEGL,  MICHAEL  VALENTINE,  LIEUTENANT,  PD 
NORTH  BRUNSWICK 

191  KARBOWSKI,  STANLEY  PETER,  LT,  PD 

164  STANKE,  JAMES,  CPT,  PD 
NORTH  CALDWELL 

145   RUSH,  JAMES  CRAIG,  COP 

92  tt   SHERIDAN,  JAMES  R,  CPT,  GLEN  RIDGE  PD 
NORTH  PLAINFIELD 

189   DAVIES,  STEVEN  JOSEPH,  COP 
NORTH  WILDWOOD 

83  tt   BAKER,  LEROY  J.,  COP 

93  WIZST,  WILLIAM  J,  SR,  CHF,  PD 
NORTHFIELD 

165  SURACE,  JOHN  ANTHONY,  COP 
NUTLEY 

163   HOLLAND,  JOHN  UHL,  DEP  CHF,  PD 
181   MASCOLO,  PAUL,  CPT,  PD 
OAKHURST 

155  KOCH,  WILLIAM  ELWOOD,  CHF,  TWP  OF  OCEAN  PD 

166  SWANNACK,  ROBERT  EUGENE,  DEP  CHF,  OCEAN  TWP  PD 
OAKLAND 

180   HAEMMERLE,  ROBERT  CHARLES,  SGT,  OAKLAND  BORO  PD 

100   HASENBALG,  DONALD  F.,  COP 
OAKLYN 

106   HOUSER,  DANIEL  N.,  DET  SGT,  PD 
OCEAN  CITY 

162   BLEVIN,  ROBERT  EUGENE,  JR,  COP 
57  tt   GRAHAM,  LEWIS  A.,  CAPTAIN,  PD 

111  tt   LORD,  HARRY  V.,  CPT,  PD 

131  MCGUIRL,  ROBERT  OANIEL,  LT,  PD 
103  tt   NICKLES,  JAMES  L,  COP 

139   PARRIS,  STEPHEN  GARY,  CPT,  PD 
114  tt   POWELL,  MICHAEL  W. ,  LT,  PD 

192  SCHAFFER,  GARY  GERARD,  LT,  PD 
OLD  BRIDGE 

80  tt   BOICE,  CHARLES  W. ,  COP 

91  tt   GILLARD,  GEORGE  E,  CHF,  MADISON  TOWNSHIP 
121   YOUNG,  THEODORE  PRESTON,  JR,  LT,  PD 
ORADELL 

PAGE 


PD 

BOROUGH  OF  PALMYRA  PO 


PD 


PD 


PD 

PASSAIC  CO  SD 
PD 
PD 


93   ENNIS,  WILLIAM  R.,  COP 

117  tt   MCHALE,  PETER  JAMES,  LT,  PD 

106   PROSCIA,  DONALD  G. ,  DETECTIVE, 
PALMYRA 

172   DREBY,  RICHARD  KENNETH,  LT, 

151    FOW,  ROBERT  ALLEN,  SR,  COP 
PARAMUS 

93  tt   BELLEW,  M.  DONALD,  DET  LT, 
98  tt   DAVID,  JOSEPH  E.,  LT,  PD 

PASSAIC 

123   FAILLA,  WILLIAM  GERALD,  LT, 

190   SIMBOL,  HOWARD  MARK,  LT,  PD 
PATERSON 

151   AMORESANO,  VINCENT,  INSPR, 

175  BRADY,  FRANK,  SR,  DET  SGT, 
92  tt   COUNCIL,  CHARLES  E.,  DET, 

182   DEOLD,  GEORGE  ROBERT,  SGT, 

195   HERNANDEZ,  HECTOR,  SGT,  PASSAIC  CO  SD 

125   LYONS,  ROBERT  ALOYSIUS,  INVSTGR,  PASSAIC  CO  PROS  OFC 

165   MCELRATH,  WILLIAM  PATRICK,  DET  CPT,  PD 

141   MUNSEY,  RICHARD  WILLIAM,  COP 

129  RAFFERTY,  JOSEPH  A,  JR,  LT,  PD 

176  RODRIGUEZ,  CARLOS  RAUL,  SGT,  PASSAIC  CO  PROS  OFC 
170   WALKER,  MICHAEL  CHARLES,  SGT,  PD 

PEMBERTON  TOWNSHIP 

176   TULIANO,  PAUL  JAMES,  JR,  COP 
PENNS  GROVE 

138   DILLON,  JOHN  HENRY,  LT,  PD 
PENNSAUKEN 

125   BRANDT,  ROBERT  JOSEPH,  CPT,  PD 

114  UNDERCUFFLER,  DAVID  C. ,  CAPTAIN,  PD 
PENNSVILLE 

180   ELLER,  ROBERT  WAYNE,  COP 

165   HERZ,  THOMAS  ALBERT,  SR,  LT,  TWP  OF  PENNSVILLE  PD 

187  MCCAFFERY,  PATRICK  MICHAEL,  SR,  LT,  PENNSVILLE  TWP  PD 
PERTH  AMBOY 

92   BREEF,  JAMES  J,  DEP  COP 

132  FOX,  PATRICK  EUGENE,  DEP  CHF,  PD 
28  tt   HANSEN,  PETER  T.,  CAPTAIN,  PD 

70  tt   JANKOVICH,  PAUL  J,  COP,  PD 
178   KOHUT,  MICHAEL  FRANCIS,  LT,  PD 

94  MARCINKOWSKI,  L  R,  CPT,  PD 
157   MOORE,  ROBERT  ADAM,  CPT,  PD 

82   MULLEN,  EDWARD  J,  COP 
116   SIMON,  ELMER  R,  CPT,  PD 
141   VOLOSIN,  JAMES  EDWARD,  CPT,  PD, 
PHILLIPSBURG 

46  *  GAMMINO,  JACINTO  F.,  LIEUTENANT,  PD 

115  RUSH,  JAMES  F.,  LT,  LOPATCONG  TWP.  PD 
PINE  HILL 

130  BOOKER,  OTIS  JUDSON,  DET  CHF,  PD 
163   GREER,  JOHN  FRANCIS,  DET,  PD 

PISCATAWAY 
184   HARRIS,  KEVIN  BARTON,  LT,  PD 
176   IVONE,  RICHARD  LAWRENCE,  DET  SGT,  PD 
109   JERZAK,  PAUL,  JR.,  CAPTAIN,  PD 
163   LAROCCA,  PASQUALE,  CHF,  PISCATAWAY  TWP  PD 
119   MAJERSKI,  WALTER  STANLEY,  DET  SGT,  PD 

95  PETRUZZIELLO,  JAMES  V.,  LIEUTENANT,  PD 
173   WILSON,  WILLIAM  BARRY,  SGT,  PD 

PLAINFIELD 
153   BERMAN,  RICHARD  DAVID,  CPT,  PD 
159   DRISCOLL,  JOHN  FRANCIS,  III,  CPT,  PD 

133  TRAUTWEIN,  THOMAS  EDWARD,  SGT,  PD 
PLAINSBORO 

180  LYON,  DAVID,  COP 

167   MATHENY,  TIMOTHY  LEE,  CPT,  PLAINSBORO  TWP  PD 
127  #  MAURER,  CLIFFORD  JOSEPH,  COP 
PLEASANTVILLE 

188  GRAY,  RICHARD  LEE,  SGT,  PD 
POINT  PLEASANT 

107  COOPER,  ROBERT  A,  COP 

132   FENNESSY,  RICHARD  LEE,  LT,  PD 

116  ONEILL,  RICHARD  A,  DET  SGT,  PD 
POINT  PLEASANT  BEACH 

181  DEPOLO,  DANIEL  JOSEPH,  LT,  PD 
POMPTON  PLAINS 

90  ARTHUR,  LEWIS  E.,  LT,  PEQUANNOCK  TWP  PD 

187   MONTANO,  WILLIAM  ANTHONY,  CHF,  PEQUANNOCK  TWP  PD 
PRINCETON 

93   CARNEVALE,  MICHAEL  F.,  COP 
175   DAVALL,  CHARLES  WILLIAM,  JR,  LT,  PRINCETON  BOROUGH  PD 
124   DOTOLI,  NICHOLAS  ANTHONY,  CHF  INVSTGR,  NJ  DIV  OF  CRIM  J 

148  ELDRIDGE,  GREGORY  B,  LT,  WEST  WINDSOR  TNSHP  PD 

184   FEDERICO,  ANTHONY  VINCENT,  LT,  PRINCETON  BOROUGH  PD 

108  #  KOPLINER,  JAMES  M,  ASST  DIR,  PRINCETON  UNIV  SEC 
118   MICHAUD,  THOMAS  BERNARD,  DET  SGT,  PRINCETON  BOR  PD 
127   NOUVEL,  CHARLES  JOSEPH,  ASSOCIATE  DIR,  PRINCETON  UNIV 
145   PINELLI,  ANTHONY  MARIO,  CHF,  PRINCETON  TWP  PD 

163   ROBERSON,  BARRY  WAYNE,  MAJ,  NJ  SPOL 

116   TERRY,  ALFRED  G. ,  ASSOCIATE  DIRECTOR,  PRINCETOWN 

91  WITSIL,  JERROLD  L,  CHF,  PRINCETON  UNIVERSITY 
PRINCETON  BOROUGH 

149  HANLEY,  PETER  JOHN,  LT,  PD 
PRINCETON  JUNCTION 

109  COX,  FRANK  J,  CHF,  WEST  WINDSOR  TWP  PD 
DAVIS,  EDWARD  WILLIAM,  JR,  CPT,  WEST  WINDSOR  TWP  PD 
PICA,  JOSEPH  MICHAEL,  JR,  LT,  WEST  WINDSOR  TWP  PD 


139 
171 
RAHWAY 
95  tt 


GIFFORD,  CHARLES  B.,  SERGEANT,  PD 


239 


NEW  JERSEY  -  NEH  JERSEY 


HUDAK,  EDWARD  MICHAEL,  LT,  PD 
RODGER,  JOHN  M,  DET  SGT ,  PD 
TILTON,  EDHARD  HOLCOTT,  SR,  CPT, 

COP 


PD 


PD 


PD 


195 

186 

161 

RAMSEY 

126  f  PICARIELLO,  RICHARD  GABRIEL, 
RED  BANK 

69   CLAYTON,  GEORGE,  JR.,  COP 
96   CLAYTON,  ROBERT  M,  DET  CPT, 
RIDGEFIELD 

191    OBRIEN,  ANDREH  JOHN,  LT,  PD 
RIDGEFIELD  PARK 

10  »  BENSON,  ROBERT  J.,  COP 
RIDGEHOOD 

30  I  JANAS,  STEPHEN  G. ,  CHIEF  OF  POLICE, 
143   MILLIKEN,  FRANK  CLARENCE,  COP 
RIVER  EDGE 

113   BAKER,  BRUCE  G.,  DET  SGT,  PD 
RIVERDALE 

95   BEATRICE,  GERALD  R. ,  COP 
ROCKAHAY 

166   SISTO,  JOHN  JOSEPH,  DET  LT,  ROCKAHAY  THP  PD 
ROCKAHAY  THP 
178   LIVELY,  DANIEL  JOSEPH,  LT,  PD 
126   MATYOLA,  HILLIAM  GEORGE,  DET  CPT,  PD 
ROSELLE 

182   DEROSE,  PETER  ROCCO,  LT,  PD 
ROSELLE  PARK 

137   CHRISTEN,  ARTHUR  STEVEN,  SGT,  PD 
RUMSON 

75   SHEA,  JAMES  K. ,  CHF,  BOROUGH  OF  RUMSON 
RUTHERFORD 

92  tt   ARNOLD,  LOUIS  J.,  CPT,  PD 

ARNOLD,  THOMAS  EDHARD,  LT,  PD 
CAUGHEY,  EDHARD  PATRICK,  LT,  PD 
GARABEDIAN,  CHARLES,  CAPTAIN,  PD 
KRAUS,  HILLIAM  F.,  COP 
MAZZARO,  MICHAEL  J.,  LIEUTENANT, 
PARISI,  PETER  ROBERT,  DET,  PD 

HENRY  HOWARD,  III,  LT,  PD 


118 

134 
96 
77 

104 

146 

160   WALKER, 
SADDLE  BROOK 

173   KUGLER, 
SADDLE  RIVER 


PD 


ROBERT  JAMES,  CPT,  PD 


111 
SALEM 
189 
186 
170 
155 


SMITH,  HILLIAM  J.,  CHIEF  OF  POLICE 


MCCANN,  GAIL  GOTCHEL,  LT,  SALEM  CO  PROS  OFC 
MILLER,  CHARLES  M,  III,  SGT,  SALEM  CO  PROS  OFC 
SAMPLE,  DENNIS  ALLEN,  LT,  SALEM  CO  PROS  OFC 
VENGENOCK,  THEODORE  DAVID,  LT,  SALEM  CO  PROS  OFC 
SAYREVILLE 

151   SLOAN,  RICHARD  GRAY,  SGT,  PD 
SCOTCH  PLAINS 
173   DENITZIO,  THOMAS  JOSEPH,  LT,  PD 
116   LUCE,  ROBERT  A.,  DIR,  UNION  CO  POL  ACADEMY 
151   OBRIEN,  THOMAS  FRANCIS,  COP 

142   REGAL,  DAVID  FRANKLIN,  DEP  CHF,  UNION  CO  PROS  OFC 
SEASIDE  HEIGHTS 

123   SCHREMMER,  ANTHONY  LEAR,  COP 
SEASIDE  PARK 
180   BEINING,  WILLIAM  AUGUST,  III,  COP 
150   DISHON,  CHARLES  MATTHEW,  LT,  PD 
SECAUCUS 

64  #  WOECKENER,  AUGUST  F.,  CAPTAIN,  PD 
SHREWSBURY 

73   MASS,  RAYMOND,  COP 
SOMERDALE 

194   WALSH,  JAMES  JOSEPH,  LT,  PD 
SOMERSET 
166   FERGUSON,  JAMES  LEONARD,  DET  SGT,  FRANKLIN  TWP  PD 
190   NOVICK,  CRAIG  ROBERT,  DET  LT,  FRANKLIN  TWP  PD 
SOMERVILLE 

68   BELLOCCHIO,  PAUL  LOUIS,  CHF  OF  DET,  SOMERSET  CO  PROS  0 
163   DUNNE,  THOMAS  WILLIAM,  MAJ,  SOMERSET  CO  PROS  OFC 
177   FABIANO,  SCOTT  JOSEPH,  CPT,  SOMERSET  CO  PROS  OFC 

187  LAHLER,  WILLIAM  FRANCIS,  DEP  CHF,  SOMERSET  CO  PROS  OFC 
170   METZLER,  VINCENT  ELLSWORTH,  SGT,  PD 

133   OUINN,  JOSEPH  BERNARD,  LT,  PD 

150   ROSE,  RICHARD  ANTHONY,  LT,  PD 

183   SCHRADE,  DOUGLAS  MARK,  SGT,  PD 

122   SKOBO,  RONALD  MATTHEW,  INVSTGR,  SOMERSET  CO  PROSECUTO 

112  *  SPINDLER,  EDWARD  C. ,  DET  SGT,  SOMERSET  CO  PROSECUTO 
SOUTH  AMBOY 

100   KURTZ,  LE  ROY,  CAPTAIN,  PD 
SOUTH  ORANGE 

188  CHELEL,  JAMES  MICHAEL,  SGT,  PD 
111   GAYDER,  FREDRICK  E,  COP 

SOUTH  PLAINFIELD 
141   BOYLE,  THOMAS  AUSTIN,  JR,  COP 
MERKLER,  STEVEN  ALLEN,  COP 
RICCARDI,  LEONARD  J.,  CAPTAIN,  PD 


195 

54  tt 
SPARTA 
90 
115 


GEFFKEN,  FREDERICK  R. ,  ACTING  COP,  SPARTA  TSP 
SMITH,  RUSSELL  G. ,  CHIEF  OF  POLICE,  SPARTA  TWP. 
SPRING  LAKE 

193   DAWSON,  ROBERT  JOSEPH,  JR,  COP 
SPRINGFIELD 

99   CALABRESE,  SAMUEL  A.,  DET  LT,  PD 
165   CHISHOLM,  HILLIAM  ELLIS,  COP 
STIRLING 

140   FALZARANO,  ROBERT  JOHN,  CHF,  PASSAIC  TWP  PD 
STONE  HARBOR 
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167   SOLIS,  ANTHONY  ETTORE,  JR,  CPT,  PD 
191   WILSON,  LAWRENCE  TATEM,  CPT,  PD 
SUMMIT 
137   FORMICHELLA,  ANTHONY  J,  SR,  LT,  PD 

88  tt   MARTIN,  ROBERT  J.,  LIEUTENANT,  PD 
TEANECK 

89  tt   ERRICK,  ROBERT  F,  CPT,  PD 

137   GIANNONE,  DONALD  CHARLES,  LT,  PD 
146   TERHUNE,  JOHN  SPENCER,  DET  LT,  PD 
TENAFLY 

THOMAS  J.,  CPT,  PD 


100  tt  SMITH, 
TENNENT 

121  POTTS, 
THOROFARE 

148   BUTTS, 


JIMMIE  RAND,  SR,  CPT,  MANALAPAN  TWP  PD 


127  tt 
134  tt 
179 


157 
129 


93 
104 
169 
111 

94 

90 
165 

74 
147 
159 
161 
144 
185 
135 
120 
108 
194 

92 


JOSEPH  THOMAS,  JR,  COP 
HIRES,  WAYNE  DENNIS,  CHF,  WEST  DEPTFORD  TWP  PD 
KESEL,  RUSSEL  F,  JR,  COP 

MEHAFFEY,  JAMES  PATRICK,  DEP  CHF,  W  DEPTFORD  TWP  PD 
TINTON  FALLS 

117   SEUFERT,  WILLIAM  A.,  SERGEANT,  PD 
TITUSVILLE 
194   CARNALL,  BRUCE  MICHAEL,  LT,  HOPEWELL  TWP  PD 

CHIPOWSKY,  MICHAEL  ANDREW,  LT,  HOPEWELL  TWP  PD 
FERRARIN,  ROBERT  JULIUS,  LT,  HOPEWELL  TWP  PD 
TOMS  RIVER 
121   CHURCHILL,  JAMES  A,  LT,  OCEAN  CO  PROS  OFC 
CLEMENT,  RICHARD  C,  COP,  DOVER  TWP  PD 
DENNIS,  HENRY  E,  III,  DEP  CHF,  DOVER  TNSHP  PD 
DONOHUE,  CHRISTOPHER  ANTHONY,  DET,  OCEAN  CITY  PROS.  OFF 
FELTRI,  DION,  DET,  OCEAN  CO  PROS  OFC 
GALLANT,  WILLIAM  A.,  CPT,  OCEAN  CO  PROS  OFC 
GUDGEON,  LAURENCE,  CPT,  OCEAN  CO  PROS  OFC 
HAGGAS,  WILLIAM  GILBERT,  LT,  OCEAN  CO  SD 
HERBERT,  P.  JEROME,  CHF  OF  CO  DET,  OCEAN  CO  PROS  0 
HUTLER,  THEODORE  J,  JR,  WARDEN,  OCEAN  CO  DEPT  OF  CORCT 
KRINEY,  ROGER  DOUGLAS,  DET,  DOVER  TWP  PD 
MURPHY,  EDWARD  FRANCIS,  LT,  OCEAN  CO  PROS  OFC 
NYCZ,  BONNIE  LEA,  INVSTGR,  OCEAN  CO  PROS  OFC 
PECK,  ROBERT  JOSEPH,  LT,  OCEAN  CO  PROS  OFC 
ROSE,  FREDERICK  SYLVESTER,  DET,  DOVER  TWP  PD 
SADOWSKI,  JOHN  EDWARD,  LT,  OCEAN  CO  SD 
SOMMELING,  WILLIAM  T,  SGT,  DOVER  TOWNSHIP  PD 
THOMPSON,  JEFFREY  PETER,  SR,  DET  LT,  OCEAN  CO  SD 
WALTON,  THOMAS  E,  COP,  DOVER  TOWNSHIP  PD 
86  tt   YETMAN,  GEORGE  R,  DEPUTY  CHIEF,  DOVER  TOWNSHIP  P 
TRENTON 
148  #  ARENA,  JAMES  A,  LT,  NJ  SPOL 

BARCLAY,  KEITH  GERARD,  STATE  INVSTGR,  NJ  DIV  OF  CRIM 
BRESCIA,  ROBERT  FRANCIS,  DEP  CHF  INVSTGR,  NJ  DIV  OF  CRI 
CAMPBELL,  CLINTON  J.,  LT,  NJ  SPOL 
CARROLL,  EDWARD  M. ,  SGT,  NJ  SPOL 

CONVERY,  JAMES  HYLAND,  CHF  INVSTGR,  NJ  DIV  OF  CRIM  JU 
COULTON,  ROBERT  ALAN,  LT,  EWING  TWP  PD 
DENSON,  ROY  F.,  SR.,  LT,  PD 

FITZSIMMONS,  JOHN  A,  ANALYST,  ST  LAW  ENF  PLANNING  A 
FUSCHETTO,  STEPHEN  P,  INVSTGR,  ATTY  GEN  OFC 
GREENWOOD,  LOIS  MARY,  SUPV  INVSTGR,  NJ  DIV  OF  CRIM  J 
GUGLIELMO,  ANDREW  M. ,  LT,  DIV  CRIM  JUSTICE 
LIMONE,  DOMINICK  A,  AGENT,  MERCER  CO  PROS  OFC 
LUGOSSY,  GILBERT  WILLIAM,  SHF  OF  MERCER  CO 
MANETTO,  PETER  LOUIS,  LT,  PD 

MATULEWICH,  VINCENT  A,  JR,  INVSTGR,  NJ  DIV  OF  CRIM  JUST 
NAYLOR,  JEAN  FRANCES,  LT,  MERCER  CO  PROS  OFC 
NELSON,  JOHN  TERRANCE,  CPT,  PD 
PLAAG,  ROBERT  G. ,  CAPTAIN,  EWING  TWP.  PD 
SITER,  GEORGE  R. ,  JR.,  ANALYST,  STATE  LAW  ENF  PLANNIN 
SKOBO,  RICHARD  EDWARD,  INVSTGR,  NJ  DIV  OF  CRIM  JUSTIC 
SMALLEY,  DONALD  L.,  MAJ,  NEW  JERSEY  STATE  POLICE 
STEEPY,  CALVIN  R.,  CHIEF  OF  POLICE,  EWING  TOWNSHI 
TUTTLE,  EDWARD  V.,  DET  SGT,  NJ  SPOL 
TURNERSVILLE 

139  tt   REEVE,  FREDERICK  WILLIAM,  CHF,  WASHINGTON  TWP  PD 
UNION 

105   DONNELLY,  WILLIAM  P.,  DET  SGT,  PD 
UNION  CITY 

71  #  ROMANO,  GEORGE  PETER,  DEPUTY  CHIEF  OF  POLICE,  PD 
UPPER  SADDLE  RIVER 
102  tt   LEONARD,  GEORGE  F,  SGT,  PD 

MILLER,  KENNETH  FREDERICK,  LT,  PD 
OTENS,  ANDREW  J.,  COP 
PREUSCH,  THEODORE  FRANCIS,  COP 
SANTUCCI,  FRANK  MICHAEL,  DET  SGT,  PD 


138 

138 

19 

48 

158 

177 

41 

58 

97 

165 

95 

91 

134 

182 

152 

190 

149 

100 

76 

142 

62 

74 

60 


140  # 
97  tt 
126 
149 
VERNON 

189 

VERONA 

94  # 

30  tt 

120 

80 

183 

VILLAS 

110 

170 


KUZICKI,  KENNETH,  LT,  VERNON  TWP  PD 

CHEATLE,  WALTER  J,  CPT,  PD 
COFFIN,  EDGAR  D. ,  COP 
HELLWIG,  MARTIN  ROBERT,  LT,  PD 
ROCK,  THOMAS  J.,  CHIEF  OF  POLICE 
WOJTAL,  PETER  ANTHONY,  LT,  PD 


DALTON,  LARRY  J.,  CPT,  LOWER  TNSHP  POL 
TROMBETTA,  GIACOMO  JOSEPH,  DET  SGT,  LOWER  TWP  PD 
VINELAND 
101   BRUNETTA,  MARIO  R.,  CPT,  PD 
127   FORCINITO,  JAMES  ARTHUR,  CPT,  PD 
178   GIOIELLI,  ANTHONY  JOSEPH,  LT,  PD 
164   SCHIAPELLI,  CHARLES  STEVEN,  SGT,  PD 
90   TIRELLI,  MICHAEL  J.,  LIEUTENANT,  PD 
HALDWICK 
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M 


BRADY,  RICHARD  JOSEPH,  LT,  PD 
LITCHULT,  RUSSELL  J.,  LT,  PD 
LUPO,  DANIEL,  COP 
SCHUST,  WILLIAM  E,  CPT, 


PD 


LT,  PD 


173 
79 
99 

128 
MALL 

163   HALL,  FRANCIS  ROY,  II,  CHF,  WALL  TWP  PD 
WALL  TOWNSHIP 

132  P   GLASSFORD,  JOHN  JAMES,  SR, 

105  tt   HERBERT,  VICTOR  E.,  LT,  PD 
WALL  TWP 

145  tt   CLAWSON,  ROBERT  BRUCE,  CPT,  PD 
WARREN 

113   KANE,  MARTIN  J.,  LIEUTENANT,  PD 
WATCHUNG 

61  tt   WRIGHT,  FRANK  W.,  CHIEF  OF  POLICE 
WAYNE 

136 
97 

156 

106 

112 

179 


ALVINO,  JOSEPH  PELLEGRINO,  CHF,  WAYNE  TWP  PD, 
DALY,  PETER  T.,  DEP  CHF,  WAYNE  TNSHP  PD 
GALACIO,  SANDY  LOUIS,  SR,  LT,  WAYNE  TWP  PD 
HAZELWOOD,  ALFRED  J,  CHF,  PD 
PRINGLE,  ROBERT  H,  COP 
STOUTHAMER,  DONALD  CRAIG,  CPT,  PD 
WEST  CALDWELL 
121   DEVANEY,  GEORGE  EDWARD,  COP 
185   HEINIS,  ROBERT  PAUL,  JR,  DET  SGT, 
99   KRUESER,  CHARLES,  DET  LT,  PD 
141   TUBBS,  CHARLES  BRADFORD,  CPT,  PD 
133   VALENTINE,  RICHARD  FRANCIS,  LT,  PD 
WEST  DEPTFORD 

104  *  BRINKMAN,  ANTHONY  R. 
WEST  LONG  BRANCH 

98   VANNOTE,  HERBERT  A.,  JR.,  LIEUTENANT,  PD 


PD 


DET,  WEST  DEPTFORD  TWP  PD 


JAMES  E.,  COP 


WEST  MILFORD 

108   BRESLIN, 
WEST  NEW  YORK 
138   KARCICH,  MARIO  LOUIS,  DEP  CHF,  PD 
122  tt   KELLY.  PATRICK  FRED,  CPT,  PD 
179   ODONNELL,  THOMAS  PATRICK,  LT,  PD 
WEST  ORANGE 

GEORGE  E. 
EDMUND  J. 

ROY  N. 
JAMES  H, 


59  tt   EHLERT, 

96   HANLEY, 

103   ISAKSON, 

130   ROGERS, 

WEST  TRENTON 

155  tt   BAUERS, 


DEP  CHF,  PD 
SERGEANT,  PD 
DETECTIVE,  PD 
JR,  SGT,  PD 


ROBERT  WILLIAM,  SR,  CPT,  NJ  SPOL 
188   CAFFREY,  BRIAN  CHARLES,  SGT,  NJ  SPOL 

158  tt   CALOIARO,  JOSEPH,  LT,  NJ  SPOL 
184   CANNAVO,  THOMAS  N,  SGT,  NJ  SPOL 
109  tt   CARNEY,  JOHN  J.,  LTC,  NJ  SPOL 

195   CIMORELLI,  GARY  HENRY,  LT,  NJ  SPOL 

192  DELVENTO,  ALLEN  LOUIS,  SGT  1CL,  NJ  SPOL 
99  tt   DEMASI,  ANTHONY  J,  MAJ,  NJ  SPOL 

178   FARHAT,  MANSOUR  ANTHONY,  SGT,  NJ  SPOL 

184  GALLANT,  DAVID  PAUL,  DET  SGT,  NJ  SPOL 
183   GRANT,  JAMES  JOHN,  LT,  NJ  SPOL 

145  tt   INNOCENTE,  THOMAS  JOSEPH,  SGT,  NJ  SPOL 
168   JOO,  GEORGE  THOMAS,  LT,  NJ  SPOL 

188  KOSHLAND,  BRADFORD  DONALD,  DET  SGT,  NJ  SPOL 
135   KRATT,  CHARLES  FREDERICK,  J,  SGT,  NJ  SPOL 
187   LAMB,  JOHN  LAWRENCE,  SGT,  NJ  SPOL 

180  LIEB,  DREW  FRANK,  SGT,  NJ  SPOL 

189  LILLEY,  BRIAN  ALAN,  SGT,  NJ  SPOL 

193  LOUFIK,  RICHARD  ALLEN,  DET  SGT,  NJ  SPOL 

171   MADDEN,  FREDERICK  HILARY,  JR,  SGT  1CL,  NJ  SPOL 
191   MANGHISI,  ROSANNE,  DET  SGT,  NJ  SPOL 

194  MASTELLA,  ANDREW  PETER,  SGT  1CL,  NJ  SPOL 

190  MCNULTY,  DENNIS  PATRICK,  SGT,  NJ  SPOL 

185  MILLER,  GLENN  MICHAEL,  DET  SGT,  NJ  SPOL 

159  MULHOLLAND,  JAMES  JOSEPH,  DET  SGT,  NJ  SPOL 
173   NEWSOME,  WILLIAM  JOHN,  DET  SGT,  NJ  SPOL 

181  QUIRK,  EDWARD  PATRICK,  DET  SGT,  NJ  SPOL 

186  RICKER,  ROBERT  C,  SGT,  NJ  SPOL 
151   RIVERA,  RALPH,  DET,  NJ  SPOL 
139  tt   ROMONOWSKI,  FRED,  CPT,  NJ  SPOL 

183   SABATINO,  FRANK  GEORGE,  LT,  EWING  TWP  PD 
161   SCHROTH,  JOHN,  JR,  CPT,  NJ  SPOL 

182  SORCHIK,  ERIC  ALFRED,  LT,  NJ  SPOL 
104  tt  SPEDDING,  HAROLD  E.,  MAJ,  NJ  SPOL 
104  #  TARANTO,  LOUIS  H,  LTC,  NJ  SPOL 

194   TARANTO,  LOUIS  HECTOR,  DET  SGT  1CL,  NJ  SPOL 
99  tt   VANDEN  BERGHE,  RAYMOND  J.,  SR. ,  CPT,  NJ  SPOL 
137  tt   VONA,  PATRICK  DANIEL,  MAJ,  NJ  SPOL 
141   WILLIAMS,  CARL  AUGUST,  JR,  COL,  NJ  SPOL 
133  #  WRZESINSKY,  ERNEST  ROBERT,  MAJ,  NJ  SPOL 
WESTFIELD 

63  *  DUELKS,  JOHN  L.,  LT,  PD 

129  tt   EDZEK,  RONALD,  CHF,  UNION  CO  PD 
78  tt   GOETTEL,  DONALD,  LIEUTENANT,  PD 

HE  ST WOOD 

118   GEORGETTI,  JUSTIN,  CHF,  TWP  OF  WASHINGTON  PD 
WHIPPANY 

130  SHERIDAN,  JOHN  THOMAS,  LT,  TWP  OF  HANOVER  PD 
HILDWOOD 

163   ARAGON,  ALLAN  ROBERT,  JR,  CPT,  PD 
153  tt   DAVENPORT,  ROBERT  H,  COP 
189   DISILVESTRO,  ROCCO  ANDREW,  LT,  PD 
177   FISHER,  WILLIAM  MITCHELL,  III,  CPT,  PD 
HILDWOOD  CREST 
104  tt   FREDERICK,  ROBERT  J,  JR,  COP 
159   SHEEHAN,  DONALD  JAMES,  COP 

PAGE 


91  tt   UNRUH,  IRVIN  M.  ,  JR.,  CHIEF  OF  POLICE 
128  tt   YOUNG,  JOHN  FRANCIS,  COP 
WILLINGBORO 

192   RUCKER,  GREGORY,  CPT,  PD 
WOOD-RIDGE 

99   HAEBLER,  PAUL  G. ,  CAPTAIN,  PD 
WOODBRIDGE 


114 
144 
97 
154 
95   THOMPSON, 
WOODBURY 
189   ALVARADO, 
DISIMONE, 


CAVALLERO,  DOMINICK  J.,  SGT,  WOODBRIDGE  TNSHP  PD 

DONOGHUE,  PATRICK  JOSEPH,  LT,  PD 

OBRIEN,  ANTHONY  W. ,  COP 

ROWINSKI,  CHARLES  SYLVESTER,  CPT,  PD 

ROBERT  J.,  DEPUTY  CHIEF  OF  POLICE,  PD 


ANGELO,  SGT,  GLOUCESTER  CO  PROS  OFC 
94  tt   DISIMONE,  SAMUEL  JR.,  CPT,  GLOUCESTER  CO  PROS  OFC 

102  *  HARRELL,  DAVIS  B. ,  JR.,  DET,  GLOUCESTER  CO  PROS  OFC 

164  tt   HENRY,  RICHARD  CHARLES,  CHF,  GLOUCESTER  CO  PROS  OFC 

126  tt   HOELBINGER,  CRAIG  WAYNE,  COP 

34  *  HUNT,  JOHN  E.,  SHF  OF  GLOUCESTER  CO 
73  tt   KIMMEL,  F  DEAN,  COP 
104  tt   KIMMEL,  IRVIN  L,  JR,  DETECTIVE,  PD 
172   MCGOUGH,  WILLIAM  JOSEPH,  LT,  GLOUCESTER  CO  PROS  OFC 
WOODBURY  HEIGHTS 

151  tt   REILLY,  THOMAS  PATRICK,  SR,  COP 
WOODLYNNE 

171  RAGAN,  JOHN  WILLIAM,  COP 
WOODSTOWN 

132   SIMPKINS,  WALTER  JOSEPH,  COP 

NEW  MEXICO 
ACOMA 

122  tt   JOHNSON,  WILLIAM  HUGH,  COP 
ALAMOGORDO 

180  ANDERSON,  JON  R,  AGT,  OTERO  CO  SO 
130   BAILEY,  RAY  LOYED,  DEP,  OTERO  CO  SD 
176   CALDWELL,  HAL  BURTON,  AGT,  OTERO  CO  SO 

79  #  CARRELL,  REX  MARION,  DEP  SHF,  OTERO  CO  SO 

146  LEE,  STEVEN  OWEN,  DD,  DPS 

147  SALLEY,  JOHN  THOMAS,  LTC,  USAF 

110   SPERE,  LOUIS  W.,  LT,  DEPT  OF  PUBLIC  SAFETY 

92  tt   TIPPIN,  SCOTT  M,  COLONEL,  USA, 
195   TRUJILLO,  SAMUEL  ALBERT,  LT,  DPS 
ALBUQUERQUE 

92   ADAKAI,  FRANK,  OFCR,  BIA 

49  *  ALEXANDER,  JACK  R.,  SGT,  PD 

12  *  BACA,  CLEO  EUGENE,  SGT,  PD 
112  tt   BACA,  ROBERT  G,  SGT,  PD 
191   BAKAS,  NICHOLAS  STEVEN,  CMDR,  PD 
169   BARAGIOLA,  SALVATORE  THOMAS,  CPT,  PD 

83  tt   BESERRA,  ROY,  LT,  PD 

181  BOURGOINE,  TIMOTHY,  DEP  CHF,  PD 

89  BOWDICH,  JOE  H,  SHF  OF  BERNALILLO  CO 

161   BRADLEY,  WILLIAM  KEITH,  LT,  BERNALILLO  CO  SO 

103  tt   BUSSE,  JAMES  W,  CPT,  PD 

75  tt   BUTSCHER,  HENRY  P,  CPT,  PD 
66  tt   CAIRNS,  JACK  A,  LT,  PD 

117  #  CAMPBELL,  ALVIN  J,  SHF  OF  BERNALILLO  CO 

172  CANDELARIA,  ROBERT  PAUL,  SGT,  ALBUQUERQUE  PUB  SCHOOLS  P 

141  CHEWIWI,  ANTONIO,  JR,  CRIM  INVSTGR,  BIA 

142  tt   COLLINS,  ROBERT  MAHAN,  MAJ,  USAF 
184   CORDOVA,  JULIAN,  CPT,  PD 

194   DANIELS,  JAMES  THADDEUS,  LT,  UNIV  OF  NEW  MEXICO  PD 
163  tt   EVERTSEN,  RICHARD  DAVID,  CPT,  PD 

73  tt   FARRIS,  RICHARD,  SERGEANT,  PD 

137  tt   GALLEGOS,  GILBERT  GUADALUPE,  DEP  CHF,  PD 

153   HARPSTER,  MICHAEL  ALAN,  CPT,  BERNALILLO  CO  SD 

159  tt   HARRIS,  LOWELL  SCOTT,  CPT,  PD 

167   HOLGUIN,  ARTHUR  BENJAMIN,  III,  CPT,  PD 

109  tt   HOSTETTER,  RICHARD  G,  LT,  PD 

130   JEANNOTTE,  BENNETT  E,  ASST  CHF,  BIA 

165  tt   JENKINS,  CLIFFORD  Y,  DEP  CHF,  PD 

147   JOHNS,  NOEL  GLENN,  SA,  US  FOREST  SERVICE 

189  KUIDIS,  DEBORAH  LYNN,  DEP  CHF,  PD 

169  tt   LAURO,  SALVATORE  ROBERT,  CPT,  USPP 

170  LEFTAULT,  JOHN  RAYMOND,  CWO  III,  USA 

118  tt   LEHMANN,  MICHAEL  ROBERT,  DEP  CHF,  USMS 
141  tt   LEHNER,  JAMES  LEE,  CPT,  PD 

74  LINDAMOOD,  CHESLEY  R. ,  INVSTGR,  US  DEPT  OF  AGRI 

174  LINTHICUM,  DAVID  ARTHUR,  LT,  BERNALILLO  CO  SD 
155  LOVATO,  GILBERT,  CHF  OF  SEC,  PUBLIC  SCHOOLS 

166  MAES,  CHRIS  DELFINO,  LT,  NM  SPOL 
109  MCDONALD,  BILLY  W,  CPT,  USPP 

90  tt   MILLER,  GARY  L,  ASST  CHF,  PD 

145  MONTOYA,  NORBERT  RANDOLPH,  CHF, BERNALILLO  CO  SD 

145  tt  MONTOYA,  RICHARD,  DEP  CHF,  PD 

190  NASCI,  DENNIS  LEE,  LT,  BERNALILLO  CO  SD 
176  NICHOLSON,  LARRY  GENE,  SA,  DOE 

128  tt   OSBORN,  ALLEN  MARSHAL,  CPT,  US  DEPT  OF  ENERGY 
188   PADILLA,  CHRISTOPHER  JOHN,  CPT,  PD 

175  tt   POLISAR,  JOSEPH  MICHAEL,  COP 

137  tt   POWELL,  JERRY  THOMAS,  DEP  CHF,  PD 

104  tt   RAY,  BEN  E,  CPT,  PD 

183   REHM,  WILLIAM  ROBERT,  LT,  BERNALILLO  CO  SO 

123  RIVERA,  RAYNALDO  VICTOR,  SHF  OF  SANDOVAL  CO 
116  tt   ROHLFS,  ROBERT  H,  DEP  CHF,  BERNALILLO  CO  SD 

77  tt   ROMERO,  SAM  B,  CPT,  PD 

173  ROSS,  CARL,  CPT,  PD 

144  tt   ROYBAL,  DAVID  BENNIE,  LE  SPEC,  NM  DEPT  OF  GAME  AND  F 

127  tt   SEDILLO,  MELECIO,  JR,  CHF  INVSTGR,  NM  LIVESTOCK  BOAR 

143  #  SEIFERT,  JAMES  EDWARD,  CPT,  PD 
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54  n 
116  tt 
157 
129 
172 
113 
114  I 
177 

72  I 

98  I 
114  # 
171 
194 
153  tt 
ARTESIA 

188   GLENN, 
AZTEC 


SHAVER,  PAUL  A.,  CHIEF  OF  POLICE 

SPICHER,  CHARLES  R,  LTC,  USAF 

STANLEY,  SYLVESTER,  CPT, BERNALILLO  CO  SD 

STEBLETON,  LARRY  RALPH,  LT,  BERNALILLO  CO  SD 

TAFOYA,  BENJAMIN  VENCESLADO,  SA,  US  FOREST  SER 

TEGTMEYER,  GLENN  H,  SEC  MGR,  DEPT  OF  ENERGY,  HIPP 

THOMPSON,  DONALD  G,  DEP  CHF,  PD 

TORBETT,  CAROL  LEE,  CPT,  PD 

TORREZ,  FILIMON,  SPEC  INVSTGR,  NM  STATE  ATTY  GE 

VANCE,  LANE  H,  CPT,  PD 

HASETA,  VICTOR,  AGENCY  SPC  OFCR,  SOUTHERN  PUEB 

HEIDNER,  GARY  HAYNE,  CPT,  PD 

HEILAND,  HILLIAM  EDHARD,  CPT,  PD 

HILLIAMS,  PAUL  THOMAS,  II,  CPT,  PD 


CLARENCE  LEON,  DIV  CHF,  BIA 


61 
96 

14 
132 
108 
151 
BELEN 
156 


BOYCE,  LELAND  C. ,  LT,  SAN  JUAN  CO  SO 
BROHN,  DOUGLAS  H. ,  JR,  SHF  OF  SAN  JUAN  CO 
DURRETT,  JAMES  M.  ,  CO  COMR,  SAN  JUAN  CO 
LANE,  TIMOTHY  HILLIAM,  CPT,  PD 
SMITH,  THOMAS  F,  DET  LT,  PD 
HILLIAMS,  JERRY  HAYNE,  SGT,  NM  SPOL 


JARAMILLO,  RAYMOND  MOSES,  COP 
BERNALILLO 

186  TRUJILLO,  JOHN  PAUL,  LT,  SANDOVAL  CO  SD 
CANNON  AFB 

139   EASTHOOD,  JAMES  CLAIBORNE,  MAJ,  USAF 
CARLSBAD 

187  JORDAN,  LOUIS  HILLARD,  JR,  LT,  PD 
KOCH,  JAMES  CARL,  JR,  COP 
RILEY,  CONNIE  MACK,  ASST  CHF,  CARLSBAD  MUNICIPAL  P 


142 
169 

37  * 
CLOVIS 

97  tt 
187 
166 
135  * 
148 
176 


HESTFALL,  EARL  DEAN,  CHIEF  OF  POLICE,  PD 


CHANDLER,  CALEB  J.,  COP 
INGRAM,  MICHELE  JOE,  SGT,  PD 
JACKSON,  JAMES  M,  SHF  OF  CURRY  CO 
JACOUEZ,  RAMON  HILARIO,  CPT,  PD 
MONDRAGON,  RAYMOND,  COP 
MORGAN,  ROBERT  RAY,  LT,  PD 
CROHNPOINT 
181   COHBOY,  SAMSON,  CRIM  INVSTGR  II,  NAVAJO  DEPT  0 
107  *  LARGO,  JOHN  E,  AGENCY  SPECIAL  OFFICER,  BIA 
DULCE 

137   CHERINO,  JOSE  LUPE,  JR,  AREA  SP  OFC,  BIA 
ESPANOLA 

111  #  FILIP,  CLARENCE  H,  LT,  NM  SPOL 
109  tt   TARAZON,  JOE  JR,  CPT,  NM  SPOL 

FARMINGTON 

83  *  DAVIS,  H  HINSTON,  DEP  SHF,  SAN  JUAN  CO  SD 
185   HEAL,  MICHAEL  JAMES,  DEP  CHF,  PD 

92  tt   HOUSER,  ROBERT  P,  LT,  PD 
107  tt   JOHNSTON,  HAROLD  D,  CPT,  NM  SPOL 

96  tt   MARKLE,  JESS  H,  LT,  PD 
174   MCCLOSKEY,  MARK  EDHARD,  COP 
193   MCKIM,  DOUG,  LT,  PD 
152   MELTON,  RICHARD  GENE,  COP 

112  tt   NOURSE,  JOHN  H,  SGT,  PD 

164   OTERO,  ANNE  KATHLEEN,  LT,  PD 
STOCK,  DONALD  EARL,  SGT,  PD 


121 

FT.  HINGATE 

58  tt   GONZALES,  MANUEL,  CHF  OF  SEC, 


USA  DEPOT 


GALLUP 

141  tt 

103  tt 
85 

160 
93  tt 

149  * 
GRANTS 

143 

191 
HOBBS 
60  tt 

101  tt 

168  tt 

185 

135 

120 


CUELLAR,  DAVID,  SR,  LT,  PD 

DEARMOND,  EDHARD,  LT,  PD 

GONZALES,  FRANK,  SHF  OF  MCKINLEY  CO  SO 

GONZALES,  JOHN,  CPT,  PD 

SANCHEZ,  TONY  S,  SHF  OF  MCKINLEY  CO 

SHINGLE,  BRUCE  CARLTON,  USHF,  MCKINLEY  CO  SO 

RADOSEVICH,  FRED  KARL,  COP, 
RODRIGUEZ,  RICHARD  EMANUEL,  SGT,  PD 


BARKLEY,  GIVENS  H. ,  COP 

CHENEY,  ROBERT  D,  COP 

KILMAN,  RONALD  EUGENE,  CPT,  LEA  CO  SO 

KNOTT,  TONY  GLENN,  COP 

LANE,  BILL  PERK,  SHF  OF  LEA  CO 

LASATER,  STEVEN  DOUGLAS,  COORDINATOR,  DRUG  ENF  COUNCIL 
173  It   MORRILL,  BILLY  CLINTON,  COP 
158  tt   MORRISON,  JAMES  MARTIN,  CPT,  PD 
142  tt   NEHMAN,  MARSHALL  RICHARD,  COP 
194   SMITH,  DONNIE  KIM,  CPT,  PD 
KIRTLAND  AFB 
161   BARKER,  BETH  ALISON,  CPT,  USAF 
134   BARRETT,  THOMAS  ALLAN,  CPT,  USAF 
138   CUNNINGHAM,  ROBERT  DANIEL,  TECHNICAL  SGT,  USAF 

86  tt   FICINUS,  ROBERT  F,  LTC,  USAF 
170   HUTCHENS,  STEPHEN  L,  MAJ,  USAF 
108   KARST,  JOSEPH  P.,  JR.,  MAJ,  USAF 
168   LEIFHEIT,  KEVIN  REED,  MSGT,  USAF 
100   MCDONALD,  BURCH  H,  LTC,  USAF 

161   MONTEITH,  CLADA  ANN,  CPT,  USAF 

96   PRESCOTT,  DENNIS  G,  COL,  USAF 

99   RUTLAND,  CHARLES  M,  MAJ,  USAF 
144   SAVARESE,  JAMES  GORDON,  CMSGT ,  USAF 
155   SELLERS,  HILLIAM  DUREL,  CPT,  USAF 

87  #  SPRUNK,  CHARLES,  CPT,  USAF 

165  *  TEN  HAKEN,  RONALD  DIRK,  MSGT,  USAF 


123   HILLIAMS,  HOHARD,  CPT,  USAF 
LAGUNA 

189  MONTOYA,  PAUL  THOMAS,  CHF,  PUEBLO/LAGUNA  TRIBAL  PD 
LAS  CRUCES 

160  tt   ARCHULETA,  BENJAMIN  RUBEN,  CPT,  DONA  ANA  CO  SO 
AUSTIN,  ANSEL  ALGENON,  CPT,  PD 
AXTELL,  RONALD  J.,  COP 
BAUGHMAN,  TIMOTHY  ROBERT,  LT,  NM  SPOL 
CABOT,  LOUIS  HINKLE,  CHF,  NM  STATE  UNIV  PD 
COLE,  ROBERT  MICHAEL,  LT,  PD 
COTTON,  JOE  LARRY,  CPT,  NM  SPOL 
FULLER,  KATHY  KAY,  CPT,  DONA  ANA  CO  SD 
GILBREATH,  HEST  C,  LT,  DONA  ANA  CO  SD 
GONZALES,  DANIEL  J,  LT,  PD 
JARAMILLO,  EDHARD  A,  MAJ,  NM  SPOL 
LITTLE,  JERALD  CLARK,  CPT,  DONA  ANA  CO  SD 
NIVER,  DAVID  A.,  LT,  NM  STATE  UNIV.  PD 
PEREA,  CONRAD  FREDERICK,  LT,  PD 
ROBLES,  JAMES  FLORES,  ASST  CHF,  PD 
ROMERO,  JUAN  D. ,  LT,  PD 
HELLS,  JIM  L,  CPT,  PD 
YBARRA,  RICHARD,  LT,  DONA  ANA  CO  SD 
LOS  ALAMOS 

190  BROHNLEE,  HAYNE  RODRICK,  CPT,  PD 
CRISHELL,  LEMUEL  D.,  SEC  INSPR,  US  ATOMIC  ENERGY  CO 
FISHER,  ROBERT  K,  COP 
MARET,  DEAN  F.,  CAPTAIN,  PD 
REPASS,  ROBERT  GLENN,  SGT,  PD 
SEELEY,  NEIL  G.,  CAPTAIN,  PD 
TALLEY,  GREGORY  BRENT,  DEP  CHF,  PD 
ULLRICH,  ROBERT  J,  SEC  INSPR,  ENERGY  RESEARCH  &  D 
UMBERHIND,  LLOYD  K.,  CHIEF  OF  POLICE 

LOVINGTON 

184   MARTIN,  RUSSELL  DERHIN,  USHF,  LEA  CO  SO 
PORTALES 

182   CHAMBERS,  RAYMOND  SCOTT,  CPT,  PD 

131  #  HALKER,  RONALD  DARRELL,  COP 


150 
100 
195 
152 
186 
124 
167 
192 
88 
87 
189 
111 
168 
139 
108 
104 
155 


40 

86 

102 

180 

71 

136 

77 

62 


RATON 
179 
150 


MARES,  VINCENT  SALOMON,  COP 
PACHECO,  JUAN  FRANCISCO,  CPT,  PD 
RIO  RANCHO 
164   BAKER,  MICHAEL  CLARK,  CPT,  DPS 
193   MANIACI,  SALVATORE  JOSEPH,  SGT,  RIO  RANCHO  DPS 
171   TATUM,  LARRY  HAYNE,  LT,  DPS 
183   HIESE,  KARL  RAUL,  LT,  DPS 
ROSHELL 
161   CAMPBELL,  RICHARD  SIMON,  COP 

JENNINGS,  PATRICK  RICHARD,  USHF,  CHAVES  CO  SO 
JURECEK,  JOHN  MICHAEL,  DEP  CHF,  PD 
LOY,  LARRY  GLEN,  DIR  OF  PUBLIC  SAFETY,  PD 
MOUNTS,  RAYMOND  HILLIAM,  COP 
OBRYON,  DAVID  NEAL,  DEP  CHF,  PD 

PORTER,  RONNEY  RAY,  ENF  SPEC,  NM  DEPT  OF  GAME  &  FI 
HORLEY,  DHAYNE  NELSON,  INVSTGR,  DA  OFC 
HYATT,  ELZY  CHRIS,  JR,  MAJ,  PD 
RUIDOSO 

176   MADDOX,  LANNY  GHINN,  COP 
SANTA  FE 

59  tt   ALEXANDER,  MONROE  K,  CPT,  NM  SPOL 
tt   ARTECHE,  RAUL,  CPT,  NM  SPOL 
tt   BIRD,  JESSIE  C,  WILDLIFE  ENF  OFCR,  DEPT  OF  GAM 

BLACK,  JAMES  HALTER,  ADMIN,  SANTA  FE  CO  DETENTION  C 

#  BOYNTON,  GREGORY  HILLIAM,  CPT,  PD 
BRANCH,  THEODORE  ALFRED,  LT,  NM  SPOL 

tt   BRIGGS,  ALBERT  B,  CPT,  NM  SPOL 
CANTOU,  TOMMY  A.,  CPT,  NM  SPOL 

#  CORDOVA,  MAURICE  L,  CHF,  NM  SPOL 

#  CRAIG,  GEORGE  M. ,  CPT,  PD 
DELGADO,  TERRENCE  MICHAEL,  CPT,  SANTA  FE  CO  SO 

115  #  ELDRIDGE,  JACKIE  T,  CPT,  NM  SPOL 
113  tt   GARCIA,  JUAN  M,  ASST  CHF,  PD 
78  It   GONZALES,  DAVID  R. ,  CAPTAIN,  PD 
134  #  GONZALES,  ROBERT  LUCIANO,  DEP  CHF,  DPS 
159  #  GUILLEN,  ROBERT  ANTHONY,  CPT,  PD 
HILL,  MICHAEL  STEVEN,  LT,  NM  SPOL 
tt   KOHSKI,  FRANK  F.,  REG  DIR,  SW  REGION  NPS 
tt   LAGOMARSINO,  STEPHEN  F.,  DEP  CHF,  NM  SPOL 
tt   LITTLEBIRD,  GLENN,  SR.,  SPEC  OFCR,  BIA 

#  LUCERO,  ALFRED  J,  CPT,  PD 
MAAG,  RICHARD  STEVEN,  UNSPR  GEN,  TAX  &  REVENUE  DEPT 
MADRID,  RONALD  EDHARD,  CPT,  SANTA  FE  CO  SO 

tt   MAES,  J.  D.,  JR.,  MAJ,  NM  SPOL 
MALDONADO,  CARLOS  R,  LT,  NM  SPOL 
97  tt   MCCOTTER,  ORSON  L.,  SEC,  DEPT  OF  CORRECTIONS 
170   MILLER,  RICHARD  WAYNE,  CPT,  NM  SPOL 

tt   MILLER,  RUDOLPH  G,  US  MARSHAL,  DISTRICT  OF  NEH  ME 
PAYNE,  ROGER  LEE,  DEP  CHF,  NM  SPOL 
RADOSEVICH,  MARK  ALAN,  CPT,  NM  DPS 

#  RING,  CHARLES  EUGENE,  CPT,  NM  SPOL 

#  RIVERA,  FERNANDO  F,  INSTRUCTOR,  NM  LAH  ENF  ACADEMY 

#  SAIS,  NICK  J,  CPT,  NM  SPOL 

#  SALAZAR,  JIMMY  RUSSELL,  LT,  PD 
SMITH,  FORREST  LEE,  LT,  NM  SPOL 

tt   SOSA,  JESUS  B,  COP 

VIRDEN,  RICHARD  EUGENE,  PTLM,  NM  SPTL 
It   WEST,  MELVIN  L,  CPT,  NM  SPOL 
SANTE  FE 
150   RASCON,  ALEX,  JR,  CHF,  SANTA  FE  PUBLIC  SCHOOL 
163   SILVA,  HERMAN  DANIEL,  DEP  CHF,  NM  SPOL 
SILVER  CITY 


170 
182 
154 
165 
190 
128 
138 
119 


105 

92 

142 

142 

191 

94 

97 

74 

55 

193 


184 
53 
84 

113 
95 

128 

178 
81 

175 


74 
148 
155 
139 

99 
118 
149 
186 

76 
144 

91 
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NEW  MEXICO  -  NEH  YORK 


110 

162 

134 

105 

188 
82 
SOCORRO 

192 

179 

140 
TAOS 

162 

126 

181 


AGUIRRE,  STEVE  R.,  JR.,  CPT ,  PD 
BRUCE,  VIRGIL  LEE,  LT,  PD 
CHAVEZ,  HENRY  RICHARD,  ASST  CHF,  PD 
HALL,  RONALD  M,  CPT,  PD 
REYNOLDS,  EDHARD  DOUGLAS,  CPT,  PD 
RYAN,  THOMAS  J,  COP 
3 

HALEY,  JOEL  GARRETT,  DEP  CHF,  PD 
HAHKES,  MICHAEL  ANTHONY,  SGT,  NM  SPOL 
ZIMMERMAN,  THOMAS  EUGENE,  DIR,  NM  INSTITUTE  OF  MT  CAMPU 


KYEA,  DAVID  JOHN,  INVSTGR,  8TH  DISTRICT  DA  OFC 
LUCERO,  JOSE  GUADALUPE,  COP 
MONTEZ,  RONALD  GABRIEL,  LT,  PD 
138  tt   VIDAURRE,  ALBERTO  T,  CPT,  PD 
TRUTH  OR  CONSEQUENCE 

173  *  WALSMITH,  BEATRICE  BUSTAMANTE,  COP 
TUCUMCARI 

177   MAESTAS,  LLOYD,  LT,  PD 
HHITE  SANDS 

BURGESS,  RONALD  GERALD,  DEP  CHF,  PD 
HAMPTON,  HILLIAM  PETE,  COP 


154 

136 

ZUNI 

79 

178 


ALBANY 
117  tt 
162 
174 
178 
17  # 
99 

76  tt 

177 
156 
179 
190 

77  # 
183 
101 
159 
193 
187 
130 
182 
188 
132 
177 
112  tt 

26 
139  # 
189 
103  tt 
157 
171 

55  * 

91  tt 
114 
173 
180 
153 

62  tt 

168 

181 

191 

174 
98  tt 
97  # 

74  # 
111  # 
170 
101  tt 
176 

62  # 

78  tt 
195 
184 
158 
164 

91 

75  tt 
71  # 

144 
165 

92  tt 
116 
162 
188 
169 
125  # 

73  tt 

79  tt 
172 
194 
129 
100  tt 
152 
124 


LEYBA,  ROBERT  H,  COP 

ZUNIE,  CLYBERT,  SR,  CRIM  INVSTGR,  PD 

NEH  YORK 

AUSTIN,  GERALD  ALLEN,  COL,  NY  DEPT  OF  ENVN  CONSVTN 

BAKER,  DAVID  HARDING,  LT,  NY  ENVIRONMENTAL  CONSERVAT 

BEACH,  GEORGE  PARKER,  II,  LT,  NY  SPOL 

BENZIGER,  ROBIN  HOUSER,  LT,  NY  SPOL 

BIDHELL,  LOREN  E.,  SR  INVSTGR,  NY  SPOL 

BOBER,  ROBERT  S.,  TECHNICAL  SGT,  NY  STATE  POL 

BRANDON,  DONALD  G,  CHF  INSPR,  NY  SPOL 

BREHER,  DONALD  HAYNE,  COL,  NY  ENVIRON  CONSERVATION 

BRITT,  LAWRENCE  RICHARD,  LT,  NY  SPOL 

CAREY,  WILLIAM  THOMAS,  LT,  NY  SPOL 

CERRETTO,  MICHAEL  JOSEPH,  LT,  NY  SPOL 

CHIECO,  SAVERIO  A,  DEP  SUPT,  NY  SPOL 

CHRISTENSEN,  FRANCIS  PETER,  LT,  NY  SPOL 

CLARK,  EDWIN  L.,  SGT,  NY  ST  OFC  OF  PARKS  AND  RE 

COPP,  RAYMOND  WALTER,  LT,  NY  SPOL 

COWPER,  THOMAS  JAMES,  LT,  NY  SPOL 

CROSIER,  SCOTT  MICHAEL,  LT,  NY  SPOL 

DAMINO,  H  JOHN,  CPT,  PD 

DINOVO,  JOHN  ANTHONY,  DET  LT,  PD 

ELLISON,  RICHARD  ALAN,  LT,  PD 

ENGEL,  RAYMOND  WILLIAM,  TRAFFIC  SUPR,  NYS  AUTH 

FELTON,  PRESTON  LEROY,  LT,  NY  SPOL 

FIRTH,  GEORGE  G,  DIR,  DIV  OF  LAW  ENF,  NYS  DEPT 

FRITTS,  GORDON  S.,  HHWY  SFTY  PROGRAM  REP  GOV  TRAF 

FULTON,  ROGER  VERNON,  CPT,  NY  SPOL 

GALLETTO,  ROBERT  LESTER,  JR,  LT,  NY  SPOL 

GILLESPIE,  JOSEPH  E,  DEP  SUPT,  NY  SPOL 

GREBERT,  ROBERT  CHARLES,  DET  LT,  PD 

GRETSCHEL,  ROBERT  EDWARD,  JR,  LT,  NY  SPOL 

HAMBRECHT,  WILLIAM  M,  ASSOC  COMR,  NY  NARC  CNTRL  COMM 

HELD,  GLEN  E,  LT,  NY  SPOL 

HOLDRIDGE,  DONALD  J,  CHF  DEP,  ALBANY  CO  SD 

HOOVER,  ROBERT  JOSEPH,  JR,  SUPVY  INVSTGR,  NY  STATE  DMV 

JACKMIN,  LAWRENCE  MICHAEL,  LT,  NY  SPOL 

JONES,  ROBERT  ALLEN,  LT,  NY  SPOL 

KEELEY,  WILLIAM  CHARLES,  ASST  SUPT  OF  ADMIN,  NY  SPOL 

KLUSACEK,  MICHAEL  ANTHONY,  CPT,  NY  SPOL 

KOEHLER,  FRANK  H,  LT,  NY  SPOL 

KOSS,  MARK  ANDREW,  LT,  NY  SPOL 

KROLL,  ROBERT  JOHN,  JR,  INVSTGR,  NYS  DEPT  OF  CORRECTIO 

LAFONTAINE,  JOSEPH  A,  CPT,  PD 

LAPLANTE,  VICTOR  L,  SGT,  NY  SPOL, 

LEARY,  JAMES  J.,  DEP  CHF  INSPR,  NY  SPOL 

LYNCH,  JOSEPH  T,  ASST  DIR,  NYS  DIV  OF  LAW  ENF 

MAHER,  STEPHEN  JOSEPH,  MAJ,  NY  SPOL 

MAHONEY,  WILLIAM  T.,  USHF,  ALBANY  CO  SO 

MALEY,  JAMES  FRANCIS,  LT,  NY  SPOL 

MCCARTHY,  JOHN  J.,  INSPR  GEN,  NY  DEPT  OF  CORRECTI 

MCCARTHY,  JOHN  W. ,  MAJ,  NY  SPOL 

MCCARTHY,  JOHN  WILLIAM,  JR,  LT,  NY  SPOL 

MCDONNELL,  PATRICK  JOSEPH,  LT,  NY  SPOL 

MCMANUS,  MICHAEL  FRANCIS,  LT,  NY  SPOL 

MELVILLE,  JOHN  PAUL,  LT,  NY  SPOL 

MOHR,  WILLIAM  M. ,  TNG  TECH,  NY  BU  FOR  MUNICIPAL 

MONAHAN,  JOHN  W. ,  MAJ,  NY  SPOL 

NELSON,  HARRY  B. ,  MAJOR,  NY  SPOL 

NIELSEN,  JOHN  CHRISTIAN,  SGT,  PD 

OCONNELL,  DENNIS  PATRICK,  LT,  NY  SPOL 

OGRADY,  JEROME  L,  DEP  SUPT,  NY  SPOL 

ONEILL,  ALFRED  P,  ASST  COMM,  DEPT  OF  CORRECTIONA 

OTTERSTEDT,  RICHARD  MICHAEL,  CPT,  NY  DEPT  OF  ENVIRN  CON 

PATNAUDE,  ROBERT  EARL,  LT,  NY  SPOL 

PERSON,  PETER  WAYNE,  LT,  NY  SPOL 

PIERCE,  ARTHUR  FRANCIS,  CPT,  NY  SPOL 

QUICK,  ROBERT  D,  FIRST  DEP  SUPT,  NY  SPOL 

RASMUSSEN,  RAYMOND  M,  DEP  SUPT,  NY  SPOL, 

RASO,  EDWARD,  LT,  NY  SPOL 

REGAN,  PATRICK  JOSEPH,  LT,  NY  SPOL 

REICHELT,  RUDOLF  HERBERT,  CPT,  NY  SPOL 

ROBERTS,  VICTOR  M. ,  SGT,  NY  OFFICE  OF  PARKS  &  RECR 

SANTOR,  RONNIE  LEE,  SGT,  NY  STATE  PARK  POL 

SAUNDERS,  REGINALD  STUART,  INSPR,  ALBANY  CO  SO 


138 
57  # 

192 
66  tt 
68  tt 

136 

64  tt 
128 

81  tt 
185 

63  # 
171 
121  tt 
138 

ALBION 
103 
135  tt 
188 

65  tt 
ALFRED 

118 

171 
92 
AMHERST 

121 

181 
93 

193 

131 

176 

136 

138 

153 

111 
ANGOLA 

177 

AUBURN 

88 

64  tt 
149 

40  tt 
165 
120 
121  # 


SITLER,  GREGORY  CHARLES,  CPT,  NY  SPOL 

SMITH,  FREDERIC  W,  JR,  ASST  DIR,  NY  BU  FOR  MUNICIPAL 

SMITH,  RICHARD  CLIFFORD,  JR,  LT ,  NY  SPOL 

SPELMAN,  WALLACE  R.,  CAPTAIN,  NEW  YORK  STATE  POLICE 

STECKEL,  WELLS  SAFFORD,  CAPTAIN,  NEW  YORK  STATE  POLICE 

STEVENS,  MARK  PATRICK,  CPT,  ALBANY  CO  SO 

SWEENEY,  ROBERT  E,  JR,  ASST  DEP  SUPT,  NY  SPOL 

SZARY,  GEORGE  JOSEPH,  SR,  DET  SGT,  PD 

THUMHART,  FREDERICK  D,  SR,  STAFF  INSPR,  NY  SPOL 

VANCE,  HENRY  MAHLON,  III,  LT ,  NY  SPOL 

VIEHL,  LOUIS  C,  DEP  SUPT,  NY  SPOL 

WAYMAN,  DAVID  CARL,  LT,  NY  ENVIRONMENTAL  CONSERVAT 

WILLIAMS,  JAMES  RAY,  DIR,  DPS,  STATE  UNIV  OF  NY  AT 

WINCH,  CHRIS  MICHAEL,  CWO  III,  USA 

FREDERICKS,  MERLE  D,  USHF,  ORLEANS  CO 

MURPHY,  COLIN  PETER,  CRIM  INVSTGR,  ORLEANS  CO  SO 

PROIETTY,  JAMES  A,  COP 

WILLIAMS,  JOHN  R.,  SHERIFF,  OREEANS  COUNTY  SO 

BARRETT,  WILLIAM  GERARD,  DIR,  DPS,  NY  ST  UNIV  COLLEGE  0 
BELMONT,  RANDAL  JAMES,  SGT,  PD 
JAMISON,  LLDON  E.,  JR.,  CHIEF  OF  POLICE 

BOLAND,  JOHN  WAYNE,  LT,  ST  UNIV  OF  NY  AT  BUFFALO  P 

HOFFMAN,  KEVIN  JOHN,  LT,  PD 

KLAFFKA,  CHARLES  G,  CAPTAIN,  TOWN  OF  AMHERST  PD 

MAIER,  THOMAS  J,  CPT,  PD 

MELTON,  MICHAEL  JOSEPH,  LT,  PD 

MOSLOW,  JOHN  JOSEPH,  JR,  CPT,  PD 

SCIOLI,  JOSEPH  BRIAN,  CPT,  PD 

SUMMERS,  MICHAEL  RAYMOND,  INVSTGR,  ERIE  CO  DA  OFC 

TORRILLO,  MICHAEL  NICOLA,  DET,  PD 

ZYMANEK,  CAESAR  FRANCIS,  CPT,  TN  OF  AMHERST  PD 

EPPOLITO,  DANIEL,  DET,  TOWN  OF  EVANS  PD 

PD 


BURKHARDT,  EDWARD  L.,  CPT, 
COSTELLO,  JOHN  T,  COP 
ECKLUND,  JOHN  ANDREW,  COP 
FLUMMERFELT,  BEECHER  D. ,  CAPTAIN,  PD 
NEAGLE,  BRIAN  A,  SGT,  PD 
PISCIOTTI,  THOMAS  ANTHONY,  CPT,  PD 
HALTER,  JOHN  CARTER,  COP 
BABYLON 
164   LAMMENS,  DANIEL  ANTHONY,  SGT,  NY  PARK  POL 
195   MARX,  BRUCE  CHARLES,  LT,  NY  STATE  PARK  POL 
144   ODONNELL,  RICHARD  KEVIN,  CPT,  NY  STATE  PARK  POL 
113   SMITH,  LAWRENCE,  LT,  LONG  ISLAND  STATE  PARKWAY 
99   SPRINGER,  HENRY  F.,  CPT,  LONG  ISLAND  STATE  PARK  PO 
BALDHINSVILLE 
168   BALLONI,  JOHN  MARINO,  JR,  COP 
134  #  PAUL,  TIMOTHY  DEAN,  COP 
BALLSTON  SPA 

90   BOWEN,  JAMES  D. ,  SHF  OF  SARATOGA  CO 

COOPER,  KENNETH  D,  USHF,  SARATOGA  CO  SD 
DEMARTINO,  JOHN  R.,  INVSTGR,  SARATOGA  CO  SD 
HOPKINS,  HOWARD  E,  JR,  INVSTGR,  SARATOGA  CO  SD 
TOWNE,  DAVID  ROBLEE,  SGT,  SARATOGA  CO  SD 


104 

117 

105 

166 
BATAVIA 

186   DEVRIES,  HENRY,  LT,  NY  SPOL 

GLEASON,  JOHN  NORMAN,  MAJ,  NY  SPOL 

MAHA,  GARY  T,  SHF  OF  GENESEE  CO 

MICHALAK,  JOHN  ANDREW,  SGT,  PD 

MULLEN,  SCOTT  DAVID,  SGT,  PD 

ORR,  JAMES  DRAKE,  CPT,  GENESEE  CO  SD 

ROBINSON,  MARK  LUTTRELL,  COP 

ROLOFF,  BRUCE  ARTHUR,  MAJ,  NY  SPOL 

SHELDON,  ROBERT  J,  USHF,  GENESEE  CO  SD 

STEVENS,  ROBERT  G. ,  CHIEF  DEPUTY,  GENESEE  CO 


133 

91 
171 
166 
155 
192 
152 

94 

98 

BATH 

152 

91 


SHER 


BARNES,  LARRY  EMMETT,  COP 
BULKLEY,  HARRY  E,  COP 
116  tt   MATTICE,  GARY  J.,  USHF,  STEUBEN  CO  SD 
86  tt   ORDWAY,  JOE  D.  ,  USHF,  STEUBEN  CO  SD 

SECONDO,  KARL  W. ,  USHF,  STEUBEN  CO  SD 


102  * 
BEACON 
189 
135 
194 
169 
188 


FINN,  RENEE  PAULA,  DET  SGT,  PD 
HERRING,  JOHN  JOSEPH,  JR,  LT,  PD 
LATTANZIO,  ANTHONY  ANDRE,  LT,  PD 
SASSI,  RICHARD  JOSEPH,  COP 
SCHETTINO,  PAUL  JOSEPH,  LT,  PD 
BEAR  MOUNTAIN 

75  tt   SANDSTROM,  ERLING  W. 
BEDFORD  HILLS 

115   RONDINI,  JOSEPH  J.,  DETECTIVE,  PD 
BINGHAMTON 
123   BENJAMIN,  IRVIN  FRANCIS,  SGT,  PD 
175   CAHILL,  WILLIAM  ROBERT,  ASST  CHF, 
99  It   COREA,  ANDREW  J.,  SGT,  PD 
24  *  DANIELS,  EARL  J.,  SHF  OF  BROOME  CO 
134   DUNN,  WILLIAM  CARRINGTON,  J,  ASST  DIR,  STATE  UNIV  OF  NY 
93  tt   DYER,  JUSTIN  L,  ASST  CHF,  PD 
112   INGRAHAM,  ROBERT  F,  LT,  BROOME  CO  SD 
136   MCKEON,  DAVID  MICHAEL,  LT,  PD 

100  tt   MCLAUGHLIN,  JAMES  M,  DIR  OF  TRAFFIC  SAFETY,  BU  OF  P 
93  tt   MILKS,  HARLEY  G,  MAJ,  BROOME  CO  SO 
145   MINOR,  ALEX  JOHN,  SGT,  PD 
144   RHINEHART,  NORMAN  LEE,  DET,  BROOME  CO  SD 
134  tt   RYAN,  JOSEPH  F,  SGT,  PD 


LT,  PALISADES  PARK  POL 


PD 


PAGE 
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NEH  YORK  -  NEW  YORK 

122    SCHHARTZ.  JOHN  RUSSELL,  DIR  OF  UNIV  LAH  ENF,  STATE  UNI 

131    SMITH,  JAMES  ANDREH,  SGT ,  PD 

159    TRONOVITCH,  STEVEN  RICHARD,  II,  SGT,  PD 

184   HALLIKAS,  RICHARD  CHARLES,  CPT,  BROOME  CO  SO 
BLOOMING  GROVE 

117   HINTER,  ROBERT  CORNELIUS,  COP 
BOLIVAR 

193   HHITNEY,  RICKY  LYNN,  COP 
BRIARCLIFF  MANOR 

145   TRAINHAM,  RONALD  NELSON,  COP 

168   HEBER,  ROBERT  DAVIS,  JR,  LT,  PD 
BRIGHTON 

166   VOELKL,  THOMAS  MICHAEL,  CPT,  PD 
BROCKPORT 


123 
114 
73 
109 
130  / 
134 
117 
BRONX 
150 
183 


DOVOLOS,  THOMAS  NICHOLAS,  SGT,  ST  UNIV  COLLEGE  AT  BROCK 

GAYLORD,  DAVID  J.,  ASST  DIR,  DPS,  ST  UNIV  COL 

HARE,  DONALD  M,  PTLM,  PD 

HOY,  PAUL  E.,  PATROLMAN,  PD 

MOGAVERO,  CHARLES  MATTHEH,  INVSTGR,  UNIV  COLLEGE  AT  BRO 

OUINN,  MARTIN  EDHARD,  SGT,  DPS 

TRYKA,  GREGORY  H. ,  INVESTIGATOR,  DPS  UNIV/COLLEGE 


BARRY,  PATRICK  THOMAS,  LT,  PD 
SHEEHAN,  LAHRENCE  GERARD,  SGT,  PD 
BRONXVILLE 

74  i   COLE,  ROBERT  L.,  CPT,  PD 
166   DIVERNIERI,  ALEXANDER  HILLIAM,  DET  SGT,  PD 
BROOKLYN 
177   BARCLAY,  DONALD  NEIL,  JR,  SGT,  NYC  TRANSIT  PD 
153   BEIRNE,  GERARD  JOSEPH,  SGT,  NYC  TRANSIT  PD 
158   BIANCO,  MICHAEL,  SGT,  NYC  TRANSIT  PD 
156   BIRMINGHAM,  ROBERT  LEHIS,  LT,  NYC  TRANSIT  POL 
146   BOOTLE,  DENNIS  ERIC,  DET  SGT,  NYC  TRANSIT  PD 

97  tt   DILENA,  PAUL,  INSPR,  NYC  TRANSIT  PD 
142   DONOVAN,  GERALD  J,  CPT,  NYC  TRANSIT  PD 
109   DOYLE,  JOHN,  CPT,  NEH  YORK  CITY  TRANSIT  PD 
93  tt   FORD,  EILEEN  M.  ,  LT,  NEH  YORK  CITY  TRANSIT  PD 
171   GALFANO,  BARRY,  CPT,  NYC  TRANSIT  PD 
65  tt   GARELIK,  SANFORD  D,  CHIEF,  NYC  TRANSIT  AUTH  PD 
96   JACKSON,  JERRY  E.,  MAJ,  USA 
118  tt   LANDSBERG,  BARRY,  LT,  NYC  TRANSIT  POL 


NYC  TRANSIT  PD 

INVSTGR,  KINGS  CO  DA  OFC 

NYC  TRANSIT  PD 
NYC  TRANSIT  PD 
FIRE  MARSHAL,  NYC  FIRE  DE 


116  tt   LESLIE,  ALFRED  L.,  JR.,  DET, 

181   LOMBARDO,  ALFONSE  ALLAN,  DET 
LYNCH,  KATHLEEN  FRANCES,  DET 
MALLORY,  BRUCE  JAMES,  INSPR, 
MASTERSON,  JOHN  THOMAS,  SUPV 
MATHIS,  CALIPH  TANU,  LT,  NYC  TRANSIT  PD 
PELLINGER,  THOMAS  GARY,  MAJ/CMDR,  USPP 
ROMERO,  JOHN  JOSEPH,  LT,  NYC  TRANSIT  PD 
SCIANNAMEO,  CAROL,  SGT,  NYC  TRANSIT  PD 
HALSH,  JOHN  PATRICK,  LT,  PD 

HEINBERG,  FREDERICK,  INVSTGR,  KINGS  CO  DA'S  OFC 
HEISS,  RUDOLF,  LIEUTENANT,  NEH  YORK  CITY  TRAN 


175 
120 
185 
154 
167 
170 
158 
178 

93 
115 
BUFFALO 

126   ANDERSON,  LAVERNE  BERNARD,  DIR,  BUFFALO  ST  COLLEGE  DPS 
106  tt   ANDOLINA,  VINCENT  R,  DET  SGT,  PD 

90  tt   BARRETT,  PATRICK  H.  ,  DET,  PD 
179   BATTLE,  JOHN  ROBERT,  DEP  COMM,  PD 
175   BLANKENBERG,  MARK  EDHARD,  LT,  PD 

86  tt   BRAUN,  KENNETH  J,  SHF  OF  ERIE  CO 
190   BRAXTON,  CLIFFORD  F,  CRIM  INVSTGR,  ERIE  CO  DA  OFC 

160  CALABRESE,  ROBERT  LOUIS,  LT,  PD 

163   CATANZARO,  JOSEPH  JOHN,  OFCR,  NIAGARA  FRONTIER  TRANS  A 

161  CLARK,  CHRISTOPHER  CANISIUS,  DIR,  ERIE  CO  PROBATION 
70   CONNORS,  KEVIN  R. ,  INSPR,  PD 

35  tt   CURRY,  AUSTIN  J.,  DET,  PD 

61  tt   DEVOE,  CHARLES  E.,  CPT,  PD 
116   DILLON,  RICHARD  T,  CPT,  ERIE  CO  SD 
137   DUBIEL,  PETER  MICHAEL,  JR,  LT,  PD 

124  FIERAMUSCA,  CHARLES  THOMAS,  CPT,  PD 

159   FLAHERTY,  THOMAS  PATRICK,  JR,  SGT,  ERIE  CO  SD 
129   FOREMAN,  JOE  C,  JR,  SUPT,  ERIE  CO  SO  • 
188   GIARDINA,  LOUIS  RUSSELL,  CHF,  ERIE  CO  SO 

90  tt   GLASCOTT,  THOMAS  M.  ,  CRIM  INVSTGR,  ERIE  CO  DA  OFC 

122  GOSPODARSKI,  CONRAD  JAMES,  CHF  DEP,  ERIE  CO  SO 

123  GOURLAY,  JOHN  PORTER,  CPT,  ERIE  CO  SO 
151   HEMPLING,  EDHARD  CHRISOPHER,  CPT,  PD 

15  *  JANTZEN,  ROBERT  J.,  PATROLMAN,  PD 

125  KELLY,  JOHN  E,  JR,  LT ,  PD 

153   KOHALSKI,  CARL  MELVIN,  SGT,  ERIE  CO  SD 
184   LITHIN,  HAROLD,  JR,  CPT,  PD 
123   LONCAR,  GEORGE  MICHAEL,  CPT,  PD 
135   LUSTAN,  FRANK  HALTER,  CPT,  PD 

91  tt   MCDONALD,  ALFRED  F.,  LT,  PD 

84  It   MCQUEEN,  FRANCIS  H.,  DET  SGT,  PD 

43  tt   MOULIN,  ELMER  F.,  JR.,  (SA,  FBI),  PATROLMAN,  PD 

162  NIGRO,  RICHARD  JOSEPH,  LT,  PD 
158   PENDERS,  ROBERT  JOSEPH,  LT,  PD 
192   PLISZKA,  MICHAEL,  DET,  ERIE  CO  SO 

110   PULKOHNIK,  ROBERT  H,  SPC  INVSTGR,  NY  STATE  DPT  OF  L 

140  It   RALICKI,  JOHN  FRANCIS,  LT,  PD 

170   RANKIN,  DENNIS  MICHAEL,  DET,  ERIE  CO  SO 

128   REPEC,  JOSEPH  ANTHONY,  LT,  PD 

119   ROBINSON,  HAYNE  ARTHUR,  ASST  DIR,  UNIV  OF  NY  AT  BUFFAL 

145   RONEY,  STEVEN  KENNETH,  CHF  INVSTGR,  ERIE  CO  DA  OFC 

91  tt   RUDOLPH,  GEORGE  H. ,  LT ,  PD 
168   SANTUCCI,  RICHARD  ANGELO,  DET,  PD 

55  tt   SCHMIT,  RAYMOND  JOSEPH,  PTLM,  PD 
189   SCHOENLE,  GERALD  HILLIAM,  JR,  CPT,  PD 

99   SCHULTZ,  DAVID  J,  CPT,  NY  DEP  OF  ENV  CONSV 


164   SCHHINDLER,  LAHRENCE  JOSEPH,  LT,  ERIE  CO  SO 
121   SCIOLI,  TIMOTHY  JACK,  LT,  PD 
117  tt   SKVAREK,  FRANK  J.,  DET,  PD 
60  tt   SMITH,  MERRELL  C,  INSPECTOR,  ERIE  CO.  SO 
113   STAEBELL,  THOMAS  R,  CHF  OF  PTL,  ERIE  CO  SD 
167   WALKER,  ARNOLD  GEORGE,  LT,  PD 
138   WILLIAMS,  ALOIS  GALAENDO,  DET  SGT,  PD 
141   WOODS,  JOHN  CURTIN,  JR,  LT ,  ST  UNIV  OF  NY  AT  BU  DPS 
CAMILLUS 

70  tt   POWERS,  ROBERT  E,  COP 
CANANDAIGUA 

BARDEEN,  CHARLES  STEVEN,  SGT,  PD 

DESMITH,  DONALD  ELMER,  CHF  DEP,  ONTARIO  CO  SD 

EMERSON,  ALLEN  JAMES,  LT,  NY  SPOL 

HOFFMAN,  JAMES  DOUGLAS,  CPT,  SPOL 

LEO,  EDWARD  P,  USHF,  ONTARIO  CO  SD 

MCQUEENEY,  JOHN  J,  MAJ,  NY  SPOL 

POISSON,  MICHAEL  GLENN,  LT,  NY  SPOL 

STEHART,  GARY  A.,  SHERIFF  OF  ONTARIO  CO. 


184 
152 
148 
137 
124 
113 
151 
116 
CANTON 

52  tt 
114 
123 

93 
CARMEL 
120 
150 
108 
183 
161 

90  # 
171 
193 
166 
119 
159 
166 
152 
164 
174 
162 


CUNNINGHAM,  JAMES  A,  COP 

HOULE,  RONALD  A.,  SERGEANT,  PD 

JARVIS,  GARY  JUDE,  USHF,  ST  LAWRENCE  CO  SD 

KNOWLTON,  KEITH  K,  SHF  OF  ST  LAWRENCE  CO 

BALZANO,  WILLIAM  CHARLES,  CHF,  TN  OF  KENT 

BRANDT,  WAYNE  JAY,  SGT,  PUTMAN  CO  SD 

CONNOLLY,  LAWRENCE  M. ,  CPT,  PUTMAN  CO  SD 

CORRIGAN,  MICHAEL  FRANCIS,  SGT,  PUTNAM  CO  SD 

FISHER,  TODD  THOMAS,  SGT,  PUTNAM  CO  SD 

GRENIER,  GEORGE  A,  JR,  USHF,  PUTNAM  CO  SD 

LINDERT,  THOMAS  HENRY,  SR,  SGT,  PUTNAM  CO  SD 

MCNAMARA,  WILLIAM  JOSEPH,  CPT,  PUTNAM  CO  SD 

QUICK,  WILLIAM  CRAIG,  CRIM  INVSTGR,  PUTNAM  CO  SO 

RESTIVO,  CARMINE,  JR,  CPT,  PUTNAM  CO  SD 

SCHALLOCK,  WILLIAM  HENRY,  LT,  PUTNAM  CO  SD 

SMITH,  DONALD  LEROY,  CHF,  KENT  TOWN  PD 

STEPHENS,  DANIEL  MALLORY,  I,  SR  INVSTGR,  PUTNAM  CO  SD 

TRAVIS,  BRION  DEREK,  DIR,  PUTNAM  CO  PROBATION  DEPT 

VALENTINE,  DANIEL  JOHN,  SGT,  PUTNAM  CO  SD 

WATKINS,  GARY  GROVE,  INVSTGR,  PUTNAM  CO  SD 


CASTILE 

89  tt   HUNGER,  SEWARD  K.,  LT,  LETCHWORTH  STATE  PARK  POL 
192   PAGE,  DAVID  ARTHUR,  CHF,  NY  STATE  PARKS  POL 

CATTARAUGUS 

131   WELKA,  BRUCE  RICHARD,  COP 
CHAPPAQUA 

179  BAYNES,  JAMES  MICHAEL,  LT,  NEW  CASTLE  PD 

146   LOWERY,  GEORGE  ALVIN,  LT,  TOWN  OF  NEW  CASTLE  PD 
CHEEKTOWAGA 
119   CHAMBERLIN,  BRUCE  DUANE,  COP 

90  tt   GRUBER,  JOHN  B,  ASST  CHF,  PD 
104   KEMPSKI,  HENRY,  CAPTAIN,  PD 
165   ROLL,  FREDERICK  RONALD,  LT,  PD 
137   ROWAN,  THOMAS  EDWARD,  LT,  PD 

129   SCHALLER,  JOHN  FRANCIS,  ASST  CHF,  PD 
CHEMUNG 

131   OBRIEN,  WILLIAM  BERNARD,  USHF,  CHEMUNG  CO  SO 
CLARENCE 

175  GALLIVAN,  PATRICK  MICHAEL,  CPT,  NY  SPOL 
CLARKSTOWN 

183   KILDUFF,  KEVIN  ANDREW,  LT,  PD 
CORNING 
157   DAVIES,  TERRANCE  ALLAN,  LT,  PD 
157   DELL,  RAYMOND  CRONIN,  JR,  SR  INVSTGR,  STEUBEN  CO  SD 

180  GOETSCHIUS,  WILLIAM  FRANCIS,  INVSTGR,  PD 
170   SIMMONS,  HUGH  JUSTIN,  LT,  PD 

CORNWALL 

176  HARMKE,  JOHN,  COP 

186   ODELL,  RUSSELL  ALEXANDER,  SGT,  TOWN  OF  CORNWALL  PD 
CORTLAND 

195   CATALANO,  FRANK  MICHAEL,  LT,  PD 

126   CHURCHILL,  ROBERT  LOUIS,  LT,  CORTLAND  CO  SD 
CORTLANDT  MANOR 

175   MACALUSO,  PETER  JOSEPH,  SGT,  PD 
CROMPOND  „  „„ 

165   PAVONE,  ROBERT  LOUIS,  CHF,  TN  OF  CORTLANDT  PD 
CROTON-ON-HUDSON  „  „„„  „ 

136  #  SARCONE,  RICHARD  NICHOLAS,  DET  SGT,  VILLAGE  OF  CROTON-0 

194   BEEBE,  TIMOTHY  KYLE,  SGT,  TN  OF  BETHLEHEM  PD 
100  tt   CURRIE,  PAUL  E,  CHF  TN  OF  BETHLEHEM  PD 
98  tt   DORSEY,  LEO  E.,  JR.,  DET  SGT,  BETHLEHEM  PD 
136   HOLLIGAN,  FREDERICK  JEROME,  LT,  TN  OF  BETHLEHEM  PD 
167   VANDERBILT,  RICHARD  LEROY,  LT,  BETHLEHEM  PD 
DEWITT 

93  *  KORYCINSKI,  MICHAEL  G,  SERGEANT,  TOWN  OF  DEWITT  PD 
160   WAHL,  BRUCE  PATRICK,  CPT,  PD 
DOBBS  FERRY 

180   LONGWORTH,  GEORGE  N,  COP 
DUNKIRK 
100   BALZER,  ANDREW  J.,  JR.,  COP 
97  tt   BIELASZKA,  NORMAN  T.,  LT,  PD 
122   LEVANDOSKI,  FRANK  JOSEPH,  J,  LT,  PD 

120   MILLER,  ALLEN  ROY,  SEC  INVSTGR,  NY  STATE  ELEC  &  G 
92  tt   SMALLBACK,  M  RAYMOND,  COP,  EAST  AURORA-TOWN  OF  AUROR 
EAST  FARMINGDALE 

160   FAZIO,  THOMAS  LEONARD,  LT,  NY  SPOL 
EAST  HAMPTON 


PAGE 


244 


NEH  YORK  -  NEH  YORK 


177   BROHN,  KENNETH  DANIEL,  SGT,  PO 
135   CLAFLIN,  JOHN  BRIGHAM,  LT,  PD 

186  DOANE,  STEVEN  MARK,  DET,  TOHN  OF  EAST  HAMPTON  PD 
70  tt   DORDELMAN,  CARL  JOSEPH,  COP 

132   DUNN,  DENIS  PATRICK,  POL  OFCR,  PD 

169   ECKER,  EDHARD  VINCENT,  JR,  SGT,  EAST  HAMPTON  TOHN  PD 

187  FAULHABER,  RICHARD  SCOTT,  SGT,  EAST  HAMPTON  TOHN  PD 

90  FITHIAN,  DAVID  H. ,  CAPTAIN,  PD 

176   GILES,  TINA  MARIE,  DET,  TOHN  OF  EAST  HAMPTON  PD 

151   LIA,  RICHARD  FRANCIS,  SGT,  PD 
46  tt   LORIS,  JOSEPH  H. ,  SGT,  VILLAGE  OF  EAST  HAMPTON  P 

167   MCGINTEE,  HILLIAM  EDHARD,  SGT,  EAST  HAMPTON  TN  PD 

172  #  MCMAHON,  KEITH  EDHARD,  SGT,  TOHN  OF  EAST  HAMPTON  PD 

161   MOTT,  FRANCIS  BRADLEY,  SGT,  PD 

124  #  NEUHAUS,  KENNETH  R,  SGT,  PD 

139   QUICK,  VAN  K,  LT,  PD 

189   REICH,  ROBERT  ANTON,  DET  SGT,  TOHN  OF  EAST  HAMPTON 

191   SARLO,  KEVIN  ANTHONY,  SGT,  EAST  HAMPTON  TOHN  PD 

143   SARRIS,  TODD  HOLM,  DET  LT,  PD 

117   SCOTT,  THOMAS  LEONARD,  COP 

129   SEGELKEN,  HILLIAM  E,  CPT,  PD 
EAST  MORICHES 

149   OKULA,  HILLIAM,  INSPR,  SUFFOLK  CO  PD 
EAST  SYRACUSE 

132   PEVERLY,  WILLIAM  JOHN,  COP 
EASTCHESTER 

31  #  SODEN,  KENNETH  E.,  CHIEF  OF  POLICE,  PD 
ELLENVILLE 

63  *  MANTONE,  ARTHUR  JOSEPH,  ASST  CH,  PD 
ELMIRA 

115  tt 

139 

154 

176 

134  tt 
78  tt 
80  # 

195 

171 

190 

140 

129 

126  tt 

130 

120 

91  # 
152 

136  tt 
110 

137  tt 
164 

92 
140 
156 
186 
146  tt 
162 
105  tt 
112  tt 


115 
GENEVA 

131 
69  tt 
92  tt 


POHELL,  HILLIAM  V,  CPT,  NY  STATE  DEPT  OF  ENVIR  CO 
CRING,  RICHARD  SLOAN,  CPT,  PD 


BAILEY,  JOHN  A.,  LT,  PD 

BERRY,  MICHAEL  FREDERICK,  INVSTGR,  CHEMUNG  CO  DA  OFC 
CAVALUZZI,  JAMES  MICHAEL,  SGT,  CHEMUNG  CO  SD 
COOVER,  RAYMOND  L,  SGT,  PD 
CORTRIGHT,  CHARLES  KEENER,  LT,  PD 
DEMEMBER,  BERNARD  P.,  COP 
DONNELLS,  THOMAS  J,  COP 
DRAKE,  HINFIELD  SCOTT,  III,  LT,  PD 
ELLISON,  HAYNE  HARKER,  INVSTGR,  CHEMUNG  CO  SD 
GARDNER,  DAVID  CLINTON,  LT,  PD 

GIAMMICHELE,  JOSEPH  RALPH,  PAROLE  OFCR,  NY  DIV  OF  PAROL 
HOUPER,  CHARLES  DOUGLAS,  SHF  OF  CHEMUNG  CO 
HUTCHESON,  LARRY  NEIL,  INVSTGR,  CHEMUNG  CO  SD 
JOHNSON,  LONELL  BROCK,  PRLE  OFCR,  NY  ST  EXECUTIVE  DEP 
LUNNEY,  RICHARD  JOHN,  PAROLE  OFCR,  NY  DIV  OF  PAROLE 
MICHALKO-,  JOSEPH,  COP 

MUCCI,  J  MICHAEL,  INVSTGR,  CHEMUNG  CO  SD 
OBRIEN,  DANIEL  FRANCIS,  INVSTGR,  CHEMUNG  CO  SO 
OLSZOWY,  DAVID  G. ,  DEP  CHF,  PD 
PARISO,  PATRICK  JOSEPH,  CPT,  PD 
PATTERSON,  CHARLES  FRANCIS,  LT,  PD 
PIROZZOLO,  JAMES  A,  LT,  HEST  ELMIRA  PD 
ROSS,  MICHAEL  JAMES,  CPT,  PD 
SADLER,  DAVID  HILLIAM,  DET  LT,  PD 
SCHROM,  HILLIAM  ANDREH,  INVSTGR,  CHEMUNG  CO  SO 
SNYDER,  HAYNE  ROY,  SGT,  PD 
SULLIVAN,  JOHN  MICHAEL,  SGT,  CHEMUNG  CO  SD 
TOHNSEND,  HOWARD  F.,  CPT,  PD 
HANDELL,  RICHARD  C,  COP 
ENDICOTT 

96  tt   BIDHELL,  KENNETH  H,  SR,  CPT,  PD 

102  *  GAUL,  HOODRUFF  A.,  JR.,  LIEUTENANT,  PD 

67  tt   NORTON,  WILLIAM  JAMES,  CAPTAIN,  PD 
151   ONEILL,  GARY  FRANCIS,  LT,  PD 
180   RICHARDS,  THOMAS  SCOTT,  CPT,  PD 

60  tt   WHITMAN,  RUSSELL  D. ,  ASST  CHF,  POLICE  BUREAU 
111  tt   WILLIAMS,  PHILIP  M,  CPT,  PD 
FARMINGDALE 

97  HENNESSY,  JAMES  H. ,  DEP  INSPR,  PD 
157   WEBER,  THOMAS  FRANCIS,  MAJ 

FLUSHING 

141   CRUZ,  ANGEL,  DIR  OF  SEC,  QUEENS  COLLEGE 
FONDA 

139  *  ARTHURS,  ROBERT  YOUNG,  USHF,  MONTGOMERY  CO  SD 

133  tt   EMERY,  RONALD  RUSH,  SHF  OF  MONTGOMERY  CO 
FORT  TOTTEN 

170   DIER,  DENNIS  MICHAEL,  CPT,  PD 
FREDONIA 

138   BURNS,  ANNMCCARRON,  DIR,  UNIV  AT  FREDONIA  DPS 
FREEPORT 

183  BURDETTE,  ARTHUR,  JR,  ASST  CHF,  PD 
156   KING,  JOSEPH  HESLEY,  JR,  COP 

184  LOCKE,  EDWARD  J,  INSPR,  PD 
89  tt   MEEHAN,  DAVID  J.,  CPT,  PD 

187   WOODWARD,  MICHAEL  EDWARD,  DEP  INSPR,  PD 
FULTON 
116  tt   HANLON,  HALTER  J.,  JR.,  COP 
169   JOHNSON,  RUSS  HILLIAM,  INVSTGR,  PD 
180   SPAWN,  MARK  ALAN,  COP 
31  #  STEWART,  KARL  FREDERICK,  CHIEF  OF  POLICE 
57  tt   THOMPSON,  EUGENE  FRANCIS,  DET,  PD 
FULTONVILLE 

189  AMATO,  MICHAEL  JOHN,  SHF  OF  FULTONVILLE 
GARDEN  CITY 

110   RYAN,  CHARLES  J.,  LIEUTENANT,  PD 
GARNERVILLE 

190  ROGERS,  RICHARD  CHARLES,  LT,  TN  OF  HAVERSTRAW  PD 
GENESEO 

193   KENNEY,  SCOTT  KARSON,  ASST  DIR,  UNIV  POL  ST  UNIV  OF 
115  tt   MANN,  JAMES  R,  SR,  SGT,  LIVINGSTON  CO  SD 


CPT,  PD 


MAURICE  J.,  CPT,  PD 


DEMEO,  ANTHONY  J. 
DEVANEY,  THOMAS  P,  DET,  PD 
GLEN  COVE 

92  #  OBRIEN, 
GLENS  FALLS 

186   CAREY,  RICHARD  PAUL,  COP 
GLOVERSVILLE 

143  tt   GANCARZ,  MICHAEL  JAMES,  COP 
GOSHEN 

109    EGBERTSON,  JOHN  H. ,  COP 

181   WATT,  JAMES  CRAIG,  SGT,  VILLAGE  OF  GOSHEN  PD 
GOUVERNEUR 

108  tt   GRIFFITH,  JAMES  F,  COP 

168   YOUNG,  STANLEY  HARRY,  JR,  SGT,  PD 
GOHANDA 

108  tt   STITZEL,  RICHARD  A.,  COP 
GREAT  NECK 

117   MONAHAN,  THOMAS  JAMES,  CHIEF,  GREAT  NECK  ESTATES  PD 
GREECE 

173 

121 

128 

128 
79 

112 

132 

110 

118 

142 

124 

155 


PD 


194 
182 
186 
172 
178 
174 


180 
179 
167 
151 
101 
91 
188 


BOCKA,  PAUL  EUGENE,  SGT,  PD 

CONNOR,  JAMES  HENRY,  LT,  PD 

DWYER,  DEBRA  MEATH,  DET  CMDR, 

GENDRON,  JOSEPH  HILLIAM,  CMDR,  PD 

GOODNO,  GLENN  R,  LT,  PD 

KNOPE,  JAMES  E,  JR,  SGT,  PD 

MURRAY,  MICHAEL  DAVID,  CMDR,  PD 

NEARY,  WILLIAM  E,  LIEUTENANT,  PD 

PHILIPPS,  DAVID  KLINE,  CMDR,  PD 

SULLIVAN,  ROBERT  MICHAEL,  LT,  PD 

WHYTE,  NORMAN  LOUIS,  JR,  SGT,  PD 

WIDEMAN,  JAMES  STUART,  SGT,  TWN  OF  GREECE  PD 
GREENBURGH 
129  tt   BOYLE,  JOHN  JOSEPH,  DET  LT,  PD 
128  tt   CALANDRO,  JOHN  ANTHONY,  SGT,  PD 
119  tt   MCDONALD,  WILLIAM  B,  CPT,  PD 

124  tt   WALSH,  DENNIS  WILLIAM,  LT,  PD 
HAMBURG 

142   BEST,  THOMAS  MICHAEL,  LT,  PD 

BEST,  THOMAS  MICHAEL,  JR,  LT,  PD 

GLEASON,  DENNIS  GERARD,  LT,  TOWN  OF  HAMBURG  PD 

KOCH,  JAMES  JOHN,  DET,  PD 

MACH,  HENRY  JOHN,  JR,  DET,  TN  OF  HAMBURG  PD 

SAUER,  MICHAEL,  OFCR,  TOWN  OF  HAMBURG  PD 

WILLIAMS,  ROBERT  GEORGE,  JR,  DET,  PD 

HAMPTON  BAYS 
172    FLOOD,  ROBERT  CHRISTOPHER,  D/SGT,  TOWN  OF  SOUTHAMPTON  P 
GORBERG,  JAY  RICHARD,  SGT,  SOUTHAMPTON  TOWN  PD 
HUGHES,  WILLIAM  MICHAEL,  JR,  SGT,  SOUTHAMPTON  TOWN  PD 
IBERGER,  ROBERT  PETER,  LT,  TN  OF  SOUTHAMPTON  PD 
JAMES,  JOHN  JOSEPH,  SGT,  SOUTHAMPTON  TOWN  PD 
TELLER,  CONRAD  W. ,  CHIEF  OF  POLICE,  SOUTHAMPTON  T 
VANSCOY,  DAVID  G. ,  SR.,  SERGEANT,  SOUTHAMPTON  TOHN  PD 
WINKLER,  BARRY  THOMAS,  SGT,  SOUTHAMPTON  TOHN  PD 

HARRISON 

125  FLICK,  BRIAN  CHRISTOPHER,  LT, 
94   HARRIS,  WILLIAM  P.,  COP 

111  tt   MARSICO,  ROCCO,  CAPTAIN,  PD 
121    PASCALE,  DOMINICK  ANTHONY,  LT, 
HASTINGS  ON  HUDSON 
116   KNAPP,  JOHN  A.,  DET,  PD 
105   MARSIC,  JOSEPH  M. ,  COP 
HAUPPAUGE 
169   BARRA,  MICHAEL  IGNAZIO,  DET  INVSTGR,  SUFFOLK  CO  DA  OFC 
FINTER,  FREDERICK  EDWARD,  DET  CPT,  SUFFOLK  CO  DAS  OFFIC 
GRATTAN,  HENRY  E.,  DEP  INSPR,  SUFFOLK  CO  PD 
JAMESON,  ROBERT  G. ,  DET  LT,  SUFFOLK  CO  DAS  OFC 
MURPHY,  THOMAS  L,  ASST  CHF,  SUFFOLK  CO  PD 
SHIELDS,  FRANCIS  MARTIN,  DEP  CHF  INVSTGR,  SUFFOLK  CO  DA 
SULLIVAN,  FRANCIS  XAVIER,  SGT,  NASSAU  CO  PD 
HAWTHORNE 
192   CALABRESE,  CHRISTOPHER  MICHAEL,  LT,  WESTCHESTER  CO  PD 
CROFT,  WILLIS,  JR,  LT,  WESTCHESTER  CO  DPS 
DEVITO,  MICHAEL  JOHN,  III,  LT,  WESTCHESTER  CO  DPS 
It   ERICSON,  MARVIN  FREDERICK,  COP 
tt   FISCHER,  STEPHEN  F,  SHF  OF  WESTCHESTER  CO, 
HAYES,  GILBERT  B,  LT,  WESTCHESTER  CO  DPS 
LIBERATORE,  LOUIS  JOHN,  CHF  INSPR,  WESTCHESTER  CO  PD 
tt   MANISCALCO,  NICHOLAS  A.,  INSPR,  WESTCHESTER  CO  PKHY  POL 
MCGLYNN,  MARTIN  JOHN,  LT,  WESTCHESTER  CO  DPS 
ROKICKI,  ROGER  ROBERT,  CPT,  WESTCHESTER  CO  DPS 
STASAITIS,  PAUL  ANTHONY,  LT,  WESTCHESTER  CO  POL 
TIEDEMANN,  JAMES  RICHARD,  LT,  WESTCHESTER  CO  POL 
tt   WILSON,  ROBERT  T.,  INSPR,  WESTCHESTER  CO  PARKWAY 
HEMPSTEAD 

119  tt   GRAHAM,  EDWARD  ROBERT,  COP 
HIGHLAND  FALLS 
182   STONE,  WILLIAM  ERNEST,  COP 


PD 


PD 


117 
96 
91 

139 

158 
158 


173 
154 

62 
110 
132 
128 

74 
180 
144 
165 
187 
100 


HOLLIS 
167 
180 
145 
163 
186 


LOVERSO,  PETER  JOSEPH,  JR,  CPT,  LONG  ISLAND  RAILROAD  PD 
MASCIANA,  RONALD  JOSEPH,  CPT,  LONG  ISLAND  R/R  POLICE 
OCONNOR,  JOHN  JOSEPH,  CPT,  LONG  ISLAND  RAILROAD  PD 
SIMMONS,  JAMES  ALFRED,  JR,  CPT,  LONG  ISLAND  RAILROAD  PD 
URQUHART,  DONALD  VINCENT,  INSPR,  LONG  ISLAND  RAILROAD  P 
HOPEWELL  JUNCTION 
189   ALBERTI,  MARC  J,  DET,  EAST  FISHKILL  PD 
181   KEEFE,  KEVIN  DAVID,  SGT,  TOHN  OF  EAST  FISHKILL  PD 
194   MARTINO,  ROBERT  ANTHONY,  DET,  EAST  FISHKILL  PD 
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165    NICHOLS,  BRIAN  CROSBY,  LT,  EAST  FISHKILL  PD 
185    RIECK,  ROLAND  THOMAS,  OFCR,  EAST  FISHKILL  PD 
177    STEELE,  JOHN  PERSHING,  LT ,  TOHN  OF  EAST  FISHKILL  PD 
HORNELL 
143   CROHE,  PAUL  KENNETH,  CPT ,  PD 

150  VANKEUREN,  MICHAEL  PAUL,  SGT ,  PD 
165   HHITMAN,  MARK  LEE,  COP 

HORSEHEADS 

151  BANFIELD,  ROGER  CRAIG,  SGT,  PD 
177   KOLE,  DAVID  MAYNARD,  SGT,  PD 
182   ROGERS,  GUY  ALEXANDER,  SGT,  PD 
190   STICKLER,  THOMAS  JAY,  SGT,  PD 

HUDSON 

BERTRAM,  JAMES  EDHARD,  SHF  OF  COLUMBIA  CO 
SHOOK,  HALTER  KALLIN,  INVSTGR,  COLUMBIA  CO  SD 


183   BENTLEY,  JOHN  ROGER,  II,  LT,  LAKEHOOD-BUSTI  PD 
LANCASTER 

99   HASTRICH,  WILLIAM  E.,  DET  LT,  PD 

SZUMINSKI,  JEROME  LESLIE,  DET  SGT,  VILLAGE  OF  LANCASTER 


EDHIN  JAMES,  PTL  CHF,  SUFFOLK  CO  PD 
DOROTHY  ELLEN,  LT,  NY  ENVIRONMENTAL  CONSERVAT 

NICHOLAS  JAMES,  CRIM  INVSTGR,  NPS 


140 
127 

HUNTINGTON 
129   MICHEL, 
170   THUMM, 

HYDE  PARK 
149    VALHOS, 

IRONDEOUOIT 
116   BOYAN,  RICHARD  J.,  CPT,  PD 
120  tt   GROSSI,  DAVID  MICHAEL,  LT,  PD 
114   LONGDUE,  ROBERT  L,  COP 
191   MIGLIORATTI,  PHILIP,  SGT,  PD 
118   RACE,  RICHARD  CHARLES,  LT,  PD 
176   TANTALO,  RICHARD  VICTOR,  SGT,  PD 
122   HEHBRING,  RICHARD  PAUL,  SGT,  PD 

ISLIP  TERRACE 
161   HILLIAMS,  MICHAEL  LESLIE,  LT,  NY  SPOL 


ITHACA 

146 

150 

186 
86  tt 

188 

172 

158 
95  tt 
38  tt 
53  tt 


BARNES,  DAVID  PERRY,  CPT,  PD 
FOLEY,  HILLIAM  JOSEPH,  LT,  NY  SPOL 
HAUS,  RANDOLPH  WALTER,  CPT,  PD 
HERSON,  JAMES  M,  COP 
MONTICELLO,  VINCENT  PAUL,  LT,  PD 
NAZER,  DAVID  JAMES,  LT,  PD 
OSTRANDER,  CURTIS  SIDNEY,  LT,  PD 
PAGLIARO,  WALTER,  DEP  CHF,  PD 
SIMMERS,  WILLIAM  C. ,  CHIEF  OF  POLICE,  PD 
VANOSTRAND,  HERBERT  L.,  CHIEF  OF  POLICE 
JAMAICA 
189   FINNERAN,  KATHLEEN  MARIE,  CPT,  LONG  ISLAND  RAILROAD  PD 
KRUTYS,  EDWARD  JOSEPH,  CPT,  LONG  ISLAND  RAILROAD  PD 
OBREMSKI,  FRANK  LEO,  SGT,  LONG  ISLAND  RAILROAD  POL 
RAFFERTY,  KEVIN  MICHAEL,  CPT,  LONG  ISLAND  RAILROAD  PD 
RICHARDSON,  HENRY  N,  DEP  CHF,  LONG  ISLAND  RAILROAD 
SCHAEFER,  EDWARD  ALEXANDER,  CPT,  LONG  ISLAND  RAILROAD  P 
SPAHR,  LAURENCE  CHARLES,  CPT,  LONG  ISLAND  RAILROAD  PD 
JAMESTOWN 
177   CONTI,  JOHN  ANTHONY,  LT,  PD 

JOHNSON,  GARY  A.,  SR. ,  LT,  PD 
MACLAUGHLIN,  WILLIAM  RONALD,  CPT,  PD 
MANZI,  JAMES  M,  CPT,  PD 
MEYERS,  BRADLEY  CRAIGH,  SGT,  PD 
PALADINO,  JOHN,  COP 
PRESENT,  RANDALL  LEE,  LT,  PD 
SHAVER,  CHARLES  WALLACE,  LT,  PD 
STEWART,  WAYNE  ARTHUR,  DET  SGT,  PD 
THOREN,  RICHARD  FLOYD,  LIEUTENANT,  PD 
WALLACE,  LAWRENCE  ALLAN,  CHF  OF  DET,  PD 
JAMESVILLE 

138   ADAMS,  JACK  FREDERICK,  PTLM,  PARKS  &  REC 
JOHNSON  CITY 
113   ADAMS,  DONALD  F,  ASST  CHF,  PD 

*  BIDWELL,  CLIFFORD  BRUCE,  SGT,  PD 

BRENNER,  DAVID  EDWARD,  LT,  PD 
tt   CLARK,  ROBERT  L,  DET  SGT,  PD 

HANNON,  DENNIS  FRANK,  DET  LT,  PD 
tt   HENNE,  ROBERT  L,  JR,  LT,  PD 
tt   JEHETT,  RODNEY  J,  COP 
tt   LAMPHERE,  ALFRED  J.,  ASST  CHF,  PD 

MCCOY,  RICHARD  WILLIAM,  DET,  PD 
It   MCMANAMON,  FRANCIS  I,  CPT,  PD 
JOHNSTOHN 
129   DAGGETT,  THOMAS  L,  USHF,  FULTON  CO  SD 
99  tt   KANE,  EDWARD  J,  COP 

97  WANDEL,  ROBERT  M.,  SHF,  FULTON  CO  SD 
KE  NHORE 

181   CARUANA,  STEPHEN  CHARLES,  LT,  TOWN  OF  TONAWANDA 

GEERKIN,  THOMAS  CHARLES,  DET,  TOWN  OF  TONAWANDA  PD 
JEWELL,  THEODORE  P,  CHF,  TOHN  OF  TONAWANDA 
KLIPFEL,  PETER  FRANCIS,  CPT,  TOWN  OF  TONAWANDA  PD 
PRINDIVILLE,  GEORGE  W,  LT,  PD 
KINGSTON 

101  »  BASCHNAGEL,  WALTER  T,  SHF  OF  ULSTER  CO 
BOCKELMANN,  JOHN  F,  USHF,  ULSTER  CO  SD 
KRUM,  WILLIAM  A.,  DETECTIVE,  PD 
MCDOHELL,  JAMES  MICHAEL,  LT ,  NY  SPOL 
POST,  KENNETH  WAYNE,  INSPR,  ULSTER  CO  SO 
SCHATZEL,  JOHN  FRANCIS,  LT,  PD 
WALLACE,  JOHN  WILLIAM,  DET  LT,  PD 
LACKAWANNA 

106   KUNA,  JAMES  T. ,  LT,  PD 

98  STARTEK,  RICHARD  L,  DIR,  CRIME  PREVENTION  BU 
LAKE  GEORGE 

139   PARENT,  BRUCE  FORREST,  LT,  WARREN  CO  SD 
LAKE  KATRINE 

193   TURNER,  GEORGE  BRIAN,  CPT,  ULSTER  PD 
LAKEHOOD 


177 
139 
136 
115 
121 
191 


111 
139 
105 
191 

28 
166 
172 
158 

58 
119 


135 
190 
102 
158 
112 
164 
44 
123 
107 


141 
97 

191 
31 


166 
34 
166 
131 
192 
178 


151 

LATHAM 

174 

145  tt 

187 

161 
LEROY 

139   STEFFENILLA,  SAMUEL  CHARLES,  COP 
LEWISTON 

168   WINKLEY,  RONALD  ROBERT,  COP 
LIBERTY 


BRESLIN,  THOMAS  JOSEPH,  JR,  LT,  TOWN  OF  COLONIE  PD 
FIALKA,  DONALD  JOSEPH,  LT,  TOWN  OF  COLONIE  PD 
GERACI,  MICHAEL  NICHOLAS,  LT,  TOHN  OF  COLONIE  PD 
GREBERT,  JOHN  PATRICK,  CHF  OF  TN  OF  COLONIE 


BITJEMAN,  WILBERT  H. ,  COP 

EISLEY,  EDWARD  ALBERT,  COP 
LITTLE  NECK 

149   MULHALL,  WILLIAM  PATRICK,  FIRE  MARSHALL,  BU  OF  FIRE  INV 
LITTLE  VALLEY 

DUSTMAN,  ERNEST  JAY,  USHF,  CATTARAUGUS  CO  SD 

JOHN,  DENNIS  BERNARD,  SGT,  CATTARAUGUS  CO  SO 

MALAK,  MICHAEL  JOSEPH,  INVSTGR,  CATTARAUGUS  CO  DA  OFC 

TRAVIS,  ERNEST  R,  DET  LT,  CATTARAUGUS  CO  SD 

UHL,  ROBERT  DAY,  DET  SGT.  CATTARAUGUS  CO  SO 
LOCKPORT 
170   CARLIN,  CHRISTOPHER  JAMES,  SGT,  NIAGARA  CO  SD 

FIEGL,  THOMAS  W. ,  CAPTAIN,  PD 

LEYDEN,  J.  PAUL,  COP 

MERRITT,  NEIL  BRIAN,  CPT,  PD 

NEWMAN,  HENRY  B,  III,  CPT,  PD 

ST  ONGE,  JEFFREY  LYNN,  CPT,  PD 

WALE,  GEORGE  V.,  LIEUTENANT,  PD 

WESOLOWSKI,  JAMES  ANTHONY,  INVSTGR,  NIAGARA  CO  SO 

WRIGHT,  BRUCE  ROBERT,  CPT,  PD 
LONG  BEACH 

80  tt   LANE,  JOSEPH  F. 
LONG  ISLAND 

166   PRIAL,  MARY  THERESE,  OFCR,  NASSAU  CO  PD 
LYNBROOK 
114  tt   KEHR,  FRANK  F.,  COP 


96 
128 


183 
188 
178 
112 
51 


113 
87 
169 
107 
142 
72 
149 
135 


DEPUTY  INSPECTOR,  PD 


LYONS 

64 

112 

83 

117 

155 


BURNS,  ROBERT  W.,  SHF  OF  WAYNE  CO 
HEROLD,  RAYMOND  H,  CHF  DEP,  WAYNE  CO  SD 
HURLEY,  JAMES  F.,  SHF  OF  WAYNE  CO 
PISCIOTTI,  RICHARD  J,  SHF  OF  WAYNE  CO  SD 
PULVER,  WILLIAM  EDWARD,  USHF,  WAYNE  CO  SD 
MA  HO  PAC 

141  tt   PEASE,  WILLIAM  ANTHONY,  POLICE  COMMISSIONER 
MAHOPAC 

24  *  BARRETT,  WALLACE  C. ,  PTLM,  TN  OF  CARMEL,  PD 
157   EVANS,  RUSSELL  COLERIDGE,  COP 
MAMARONECK 
178   KOZIAK,  ROBERT  ZYGMONT,  LT,  MAMARONECK  TOWN  PD 
170  #  MUNCH,  PAUL  ALAN,  COP 
MANLIUS 
193   BARRY,  KEVIN  WILLIAM,  LT,  PD 

183   BLEYLE,  WILLIAM  ROBERT,  CPT,  TOWN  OF  MANLIUS  PD 
109   CAPRI A,  LEO  N,  COP 
89   CARBERY,  RICHARD  E,  COP 
MASSAPEQUA  PARK 

180   WHITE,  MARK  EDWARD,  LT,  SUFFOLK  CO  PD 
MASSENA 

16  #  SHATRAW,  DARWIN  D. 
MAYVILLE 
127   ADAMS,  JEROME  G,  LT,  CHAUTAUQUA  CO  SD 

ANDERSON,  R.  WAYNE,  SGT,  CHAUTAUQUA  CO  SD 
BEHM,  CARL  EUGENE,  SGT,  CHAUT  AUQUA  CO  SD 
DRAKE,  THOMAS  E,  LT,  CHAUTAUQUA  CO  SD 
ERNEWEIN,  JEROME  C,  USHF,  CHAUTAUQUA  CO  SD 
FROST,  DANNY  ERNEST,  SGT,  CHAUTAUQUA  CO  SD 
SALETTA,  RICHARD  JOSEPH,  SGT,  CHAUTAUQUA  CO  SO 
SIRIANNO,  JOHN  LEROY,  CPT,  CHAUTAUQUA  CO  SD 
TORNSTROM,  WILLIAM  A.,  SERGEANT,  CHAUTAUQUA  CO.  SD 
VANVLACK,  DALE  W. ,  CPT,  CHAUTAUQUA  CO  SD 


CHIEF  OF  POLICE,  PD 


102  tt 

106  tt 

187 
98 

167 

145  tt 

120 

114 

110 
MEDINA 

149   MORGAN,  RAYMOND  PETER,  ASST  CHF,  PD 
MIDDLETOWN 

144   DEBLOCK,  WILLIAM  JOHN,  MAJ,  NY  SPOL 
98  tt   HALLINAN,  WILLIAM  R,  LT,  PD 

155   HAWKER,  ARTHUR  JOSEPH,  LT,  NY  SPOL 
53  tt   HILL,  RAYMOND  J.,  DET  LT,  PD 

105   KOWALIK,  STANLEY  M. ,  CPT,  NY  SPOL 

142   ODONNELL,  JAMES  DESMOND,  MAJ,  NY  SPOL 
MINEOLA 

190   ALLEYNE,  CLARENCE  C,  JR,  DET,  NASSAU  CO  PD 

178   ANDERSON,  VASHTI  TRUMELIA,  DET,  NASSAU  CO  PD 

137   BARRY,  DENNIS  ROBERT,  SGT,  NASSAU  CO  PD 

170   BEACH,  SEAN  CHARLES,  LT,  NASSAU  CO  PD 

101  tt   BEACH,  WILLIAM  J.,  DET  LT,  NASSAU  CO  PD 

177  tt   BECKLEY,  MICHAEL  PAUL,  LT,  NASSAU  CO  PD 

130  BEHRENS,  LENORA  ELLEN,  SGT,  NASSAU  CO  PD 
141   BLAZEJEWSKI,  CARL,  LT,  NASSAU  CO  PD 

159   BLESSINGER,  PHILIP  THOMAS,  SGT,  NASSAU  CO  PD 
141   BRADY,  MATTHEW  PATRICK,  JR,  LT,  NASSAU  CO  PD 

131  tt   BUCKLEY,  WILLIAM  D,  LT,  NASSAU  CO  PD 

154   CALLAHAN,  HENRY  JOSEPH,  DET  SGT,  NASSAU  CO  PD 
133  tt   CAMPANELLA,  CARL  A,  LT,  NASSAU  CO  PD 
148   CAPUTO,  JAY  SCOTT,  CPT,  NASSAU  CO  PD 
96  tt   CHAMBERS,  JOSEPH  P,  DEP  INSPR,  NASSAU  CO  PD 
114  tt   CLARK,  JOSEPH  J,  DET,  NASSAU  CO  PD 
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182 
143 
129 

70 
134 
112 
163 
173 
188 
172 

71 
120 
169 
132 
128 
126 
125 
193 
139 
142 
120 
195 
104 
146 


72 
151 

95 
156 
149 
194 
174 
130 
121 

69 
190 
4 
167 
144 
162 

99 
136 
191 
118 
186 
168 

97 
160 
165 

91 
189 
187 
119 
153 

92 
102 
150 
171 
161 
181 
128 

73 


COMEAU,  LAHRENCE,  LT,  NASSAU  CO  PD 
COSTELLO,  JOHN  L,  DEP  CHF,  NASSAU  CO  PD 
CRAWFORD,  RAYMOND  LEROY,  DEP  CHF,  NASSAU  CO  PD 
CUMMINGS,  JOHN  J.,  ASST  CHF  INSPR,  NASSAU  CO  PD 
DALEY,  CLIFF  DENNIS,  INSPR,  NASSAU  CO  PD 
DAVIS,  GEORGE  L,  III,  CHF  OF  DET,  NASSAU  CO  PD 
ESSEX,  THOMAS  JOSEPH,  LT,  NASSAU  CO  PD 
FALLON,  JOHN  GERARD,  LT,  NASSAU  CO  PD 
FARRELL,  DENNIS  WILLIAM,  DET  SGT,  NASSAU  CO  PD 
FAUST,  HERBERT  RONALD,  ASST  CHF,  NASSAU  CO  PD 
FRANK,  LOUIS  J.,  COMR,  NASSAU  CO  PD 
GALANTI,  VINCENT  ARMAND,  INSPR,  NASSAU  CO  PD 
GAMBINO,  ANTHONY  ALBERT,  SGT,  NASSAU  CO  PD 
GARSIDE,  JAMES  FRANCIS,  INSPR,  NASSAU  CO  PD 
GATTA,  ROCCO  J,  CHF  OF  DET,  NASSAU  CO  PD 
GEIGER,  OTTO,  DEP  CHF,  NASSAU  CO  PD 
GLOCK,  BRIAN  NICHOLAS,  SGT,  NASSAU  CO  PD 
GOULD,  MICHAEL  S,  LT,  NASSAU  CO  PD 
GRANELLE,  JAMES  DANIEL,  DET  LT,  NASSAU  CO  PD 
GROSS,  HAROLD  DENNIS,  SGT,  NASSAU  CO  PD 
GUTERSLOH,  WILLIAM  FREDERICK,  DEP  INSPR,  NASSAU  CO  PD 
HALBOHN,  DONALD  FRANCIS,  CPT,  NASSAU  CO  PD 
HAMMERSMITH,  GUY  C. ,  INSPR,  NASSAU  CO  PD 
HANLEY,  RICHARD  MICHAEL,  LT,  NASSAU  CO  PD 
76  #  HEUERMANN,  GEORGE  H. ,  ASST  CHF  INSPR,  NASSAU  CO  PD 
127   JENKINS,  ERIC,  LT,  NASSAU  CO  PD 

#  KING,  WILLIAM  F,  CHF  OF  OPERATIONS,  NASSAU  CO  P 
KINIRONS,  THOMAS  CHRISTOPHER,  DET  SGT,  NASSAU  CO  PD 
KRAMER,  CHARLES  W,  INSPR,  NASSAU  CO  PD 
KRETZ,  RAYMOND  AUGUST,  JR,  SGT,  NASSAU  CO  PD 
KUNDA,  NICHOLAS  JOSEPH,  LT,  NASSAU  CO  PD 
LAIBACH,  CAROLYN,  CPT,  NASSAU  CO  PD 
LAURSEN,  RICHARD  THOMAS,  DET  SGT,  NASSAU  CO  PD 

#  LAYDEN,  JOHN  JOSEPH,  LT,  NASSAU  CO  PD 
LOONEY,  PATRICK  GERALD,  DEP  CHF,  NASSAU  CO  PD 

#  LOONEY,  WALTER  ADAMS,  ASST  CHF  INSPR,  NASSAU  CO  PD 
MARRERO,  WILSON,  DET,  NASSAU  CO  PD 

#  MAYFORTH,  JESSE,  ACTING  LT,  NASSAU  CO  PD 
MCCARRICK,  RICHARD  CHARLES,  CPT,  NASSAU  CO  PD 
MCGOFF,  KENNETH,  INSPR,  NASSAU  CO  PD 
MCGOVERN,  ALLEN  PAUL,  LT,  NASSAU  CO  PD 
MCGOVERN,  FRANCIS  R,  INSPR,  NASSAU  CO  PD 
MCHALE,  WILLIAM  JOSEPH,  INSPR,  NASSAU  CO  PD 
MCINTYRE,  LORRAINE,  POL  OFCR,  NASSAU  CO  PD 
MCKEON,  JOHN  PETER,  LT,  NASSAU  CO  PD 
MITCHELL,  EDWARD  JAMES,  LT,  NASSAU  CO  PD 
MONAHAN,  RICHARD  PHILIP,  JR,  CPT,  NASSAU  CO  PD 
MUELLER,  RICHARD  K,  DET  LT,  NASSAU  CO  PD 
MUELLER,  RONALD  CHARLES,  DET  LT,  NASSAU  CO  PD 
MULRAIN,  ANDREW  MICHAEL,  LT,  NASSAU  CO  PD 
MULRAIN,  ANDREW  W,  DEP  CHF,  NASSAU  CO  PD 
MULVEY,  LAWRENCE  WILLIAM,  DEP  INSPR,  NASSAU  CO  PD 
MUSCARNERA,  VINCENT  JOSEPH,  INSPR,  NASSAU  CO  PD 
MYERS,  WILLIAM  THOMAS,  DET  SGT,  NASSAU  CO  PD 
NEWBERT,  ROBERT  MICHAEL,  SGT,  NASSAU  CO  PD 

#  NEWMAN,  LOIS  H,  DET  SGT,  NASSAU  CO  PD 

#  NOLAN,  JOHN  F.,  DET  LT,  NASSAU  CO  PD 
NUZZI,  ANTHONY,  JR,  OFCR,  NASSAU  CO  PD 
OCALLAGHAN,  KAREN  EDNA,  SGT,  NASSAU  CO  PD 
OCONNOR,  PATRICK  THOMAS,  LT,  NASSAU  CO  PD 
ODONNELL,  RICHARD  JOHN,  CPT,  NASSAU  CO  PD 

#  OLEARY,  HAROLD  RICHARD,  DET  SGT,  NASSAU  CO  PD 

#  ORTICELLE,  ANTHONY  A.,  DEP  COMMISSIONER,  NASSAU  CO  PD 
122  #  PETZ,  DENNIS  ALBERT,  DET  SGT,  NASSAU  CO  PD 
185   POZUN,  ANTHONY  LOUIS,  SGT,  NASSAU  CO  PD 

OUINN,  GREGORY  THOMAS,  DET  SGT,  NASSAU  CO  PD 
REDICAN,  VINCENT  J.,  DEPUTY  CHIEF  INSPECTOR,  NASSAU 
REITTINGER,  RICHARD  BARTON,  DET  SGT,  NASSAU  CO  PD 
REPETTI,  GARY  JOSEPH,  DET  LT,  NASSAU  CO  PD 
ROCCO,  ANTHONY  WILLIAM,  INSPR,  NASSAU  CO  PD 
SANDIE,  ROBERT  F.,  DEPUTY  INSPECTOR,  NASSAU  COUNT 
SCHEINER,  ADAM,  SGT,  NASSAU  CO  PD 
SEAY,  WAYNE  T,  CHF  OF  DET,  NASSAU  CO  PD 
SEFTON,  ROBERT  S,  DEP  CHF,  NASSAU  CO  PD 
SHEEHAN,  JOHN  B.,  CPT,  NASSAU  CO  PD 
SINCLAIR,  THOMAS  EDWARD,  LT,  NASSAU  CO  PD 
SMITH,  TRACY  L,  CHF,  NASSAU  COUNTY  PD 
SOLDO,  SAVERIO,  LT,  NASSAU  CO  PD 
SONDERGAARD,  DONALD  L.,  DET  SGT,  NASSAU  CO 


164 

90 
137 
123 
152 

78 
180 
115 
106 

40 
124 

94 
140 
103 
176 
184 
179 
192 
175 
105 
145 
135 


PD 
TAGLE,  PALMER  GEORGE^  DEP  INSPR,  NASSAU  CO  PD 

PD 


TORRES,  JOSEPH  MICHAEL,  DET  SGT,  NASSAU  CO 
TULLY,  PAUL  ANTHONY,  DEP  INSPR,  NASSAU  CO  PD 
TURK,  ROBERT  MICHAEL,  LT,  NASSAU  CO  PD 
VAN  WALLENDAEL,  WESLEY  E,  JR,  LT,  NASSAU  CO  PD 
VARNEY,  FRANCIS  J,  LT,  NASSAU  CO  PD 
WALSH,  GARRETT  DAVID,  SGT,  NASSAU  CO  PD 
WEBER,  BRIAN  A,  SGT,  NASSAU  CO  PD 
91  #  WEINGARTEN,  ROBERT  H,  CHF  OF  DET,  NASSAU  CO  PD 
118   WHITE,  GEORGE  DONALD,  INSPTR,  NASSAU  CO  PD 
WIGNES,  HAROLD  J,  ASST  CHF,  NASSAU  CO  PD 
WILLETT,  WILLIAM  J,  CHF  OF  SUPPORT,  NASSAU  CO  PD 
YACCARINO,  ROBERT  P,  ASST  CHF,  NASSAU  CO  PD 
YALE,  JOAN  P,  CPT,  NASSAU  CO  PD 


100  # 

84 

93 

113 

MONROE 

178 


GIUDICE,  DOMINIC  WILLIAM,  JR,  COP, 
MONTICELLO 

108  #  BALBIRER,  RALPH,  CHF  DEP,  SULLIVAN  CO  SD 

191   BRENNAN,  MICHAEL  EUGENE,  COP 

103  #  RAMSAY,  WALTER  J,  COP 
MOUNT  KISCO 


164 
46  n 
185 
163 


191 
181 

70 
194 
191 
195 
140 

95 
172 
190 


PD 


NYS  OFC  OF  PROF  DSCP 
PD 


177   DAGOSTINO,  ROBERT  JOSEPH,  LT,  PD 
MOUNT  VERNON 
151   DUNCAN,  RICHARD  EDGAR,  III,  LT,  PD 

MOSCA,  MICHAEL  F,  CPT,  PD 

REZZA,  THOMAS  E.,  LIEUTENANT,  PD 

ROLAND,  JOHN  WILLIAM,  JR,  LT,  PD 

TRIPPODO,  JOSEPH  MICHAEL,  JR,  LT,  PD 
NEPONSIT 

163   FELLNER,  MICHAEL,  LT,  USPP 
NEW  CITY 

98  U   AMBROSE,  JOHN  J.,  CHF,  TN  OF  CLARKSTOWN 

COLANTONIO,  STEPHEN  JOSEPH,  DET,  ROCKLAND  CO  DA  OFC 

DELO,  CHARLES  THOMAS,  LT,  TN  OF  CLARKSTOWN  PD 

EISGRAU,  DWIGHT  M.,  CPT,  CLARKSTOWN  PD 

FALCO,  LOUIS,  III,  SGT,  ROCKLAND  CO  SD 

NOONAN,  PETER  THOMAS,  LT,  CLARKSTOWN  PD 

PRENDERGAST,  THOMAS  JOSEPH,  LT,  CLARKSTOWN  PD 

RYAN,  MARY  ELIZABETH,  CRIM  INVSTGR,  ROCKLAND  CO  DA  0 

SHEA,  DAVID,  CRIM  INVSTGR,  ROCKLAND  CO  SD 

SHERWOOD,  WILLIAM  THOMAS,  LT,  TOWN  OF  CLARKSTOWN  PD 

WHITE,  VINCENT  ANDREW,  LT,  CLARKSTOWN  PD 
NEW  HARTFORD 

87  *  ROMAN,  MAYNARD  T,  ZONE  SGT,  NY  SPOL 
NEW  PALTZ 

141   WASHBURN,  EARL  T,  CPT,  NY  DEPT  OF  ENVIRONMENTAL 
NEW  ROCHELLE 
108   CARBONI,  JOHN  J,  CPT,  PD 
148  #  COYNE,  JAMES  C,  CPT,  PD 

DRAGONE,  GAETON  J,  CPT,  PD 

GARCIA,  LUIS  ALBERTO,  LT,  PD 

GARDY,  FREDERICK  LAWRENCE,  LT,  PD 

HALBEKATH,  ERIC,  LT,  PD 

HURLEY,  MICHAEL  JOSEPH,  SGT,  PD 

JOHNSON,  DELORES,  LT,  PD 

MCLOUGHLIN,  THOMAS  AUGUSTINE,  DET  LT,  PD 

MEEHAN,  JOHN  J.,  CAPTAIN,  PD 

MERGENTHALER,  JAMES  PATRICK,  SGT,  PD 
139  #  PADRUCCO,  DENNIS  J,  LT,  PD 
127   SCHALLER,  JOSEPH  F,  CPT,  PD 

SPEARE,  CHARLES  DAVID,  SGT,  PD 

TOONE,  ALEX  S,  DEP  COMMISSIONER,  PD 

ZUMMO,  LOUIS  MICHAEL,  CPT,  PD 
NEW  WINDSOR 
186   BIASOTTI,  MICHAEL  CHARLES,  LT, 
125   GREEN,  GEORGE  ALAN,  SGT,  PD 
183   KOURY,  WALTER  CHARLES,  COP 
NEW  YORK 
195   ACERBO,  CHRISTOPHER,  LT,  PD 

ADAMS,  CHARLES  J,  EXEC  DIR, 

ADAMS,  CORNELL  THOMAS,  DET, 

ALBERTS,  FRANCIS  J.,  LT,  PD 

ALIFANO,  CHARLES  H,  DEP  INSPR,  PD 

ALVAREZ,  RONALD  JAY,  LT,  PD 

AMODEO,  JOSEPH  DENNIS,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

ANGLADA,  RAUL,  DET,  PD 

APONTE,  CESAR  L,  INV,  NY  CO  DA'S  OFC 

ARAKEL,  ROBERT  RICHARD,  LT,  PD 

ARROYO,  RICHARD  L,  JR,  DET,  PD 

ASHHOOD,  CARLOS  ANTONIO,  DET,  NYC  DEPT  OF  INVSTG 

SALDINO,  ALFRED  ACHILLES,  JR,  SGT,  PD 

BANKS,  PHILIP,  JR,  SGT.PD 

BARTOSZEK,  PETER  C,  LT,  PD 

BAUZA,  LUIS  NOEL,  JR,  DET,  PD 

BEATTIE,  HENRY  JOSEPH,  LT,  PD 

BECACCIO,  JACK  J,  LT,  PD 

BERGER,  DARRYL  N,  LT,  PD 

BERRYMAN,  JOHN  H,  DEP  INSPR,  PD 

BEST,  GEORGE  MCLEARY,  SGT,  PD 

BILLS,  SYLVESTER,  SGT,  NYC  PD 

BLANCHARD,  GEORGE  CHRISTOPHER,  LT,  PD 

BLOZIS,  JOSEPH,  SGT,  PD 

BOCCONE,  JOHN  COSMO,  DET,  PD 

BOLAND,  JOHN  P.,  INSPR,  PORT  OF  NY  AND  NJ  PD 

BOLAND,  MARVIN,  INSPR,  PD 

BOLOGNA,  ANTHONY  VITO,  LT,  PD 

BONANNO,  STEPHEN,  CPT,  PD 

BOODY,  LEE  CRENSHAW,  LT,  PD 

BOUGHTON,  PATRICK  SIMON,  SGT,  PD 

BOWMAN,  WILLIAM  NICK,  SA,  NY  COMM  OF  INVSTGN 

BRADY,  JOHN  JAMES,  LT,  PD 

BRANDT,  ROBERT  JOHN,  DET,  PD 

BRENNAN,  JOHN  P,  LT,  PD 

BUCKLEY,  MAURICE,  INSPR,  PD 

BURKE,  EUGENE  J.,  CPT,  PD 

BURKE,  JAMES  KIERAN,  DET,  PD 
n   BURKE,  KATHLEEN  MARIE,  DET,  PD 

BURKE,  ROBERT  FRANCIS,  ASST  CHF,  PD 
#  BURKE,  WILLIAM  M. ,  INSPR,  PD 

BURKHALTER,  GERALD,  SGT,  PD 

BYRNE,  JAMES  F,  LT,  PD 

CACHIE,  ALBERT  EDWARD,  DET,  PD 

CAMPBELL,  DAVID  MICHAEL,  LT,  PD 

CAMPISI,  CHARLES  VINCENT,  CHF  INTERNAL  AFFAIRS  BU,  PD 

CANNON,  JOSEPH  DANIEL,  LT,  NYC  TRANSIT  PD 

CANTWELL,  ROBERT  H,  CPT,  PD 

CARACAPPA,  DOMENICK,  LT,  NYC  HOUSING  AUTH 

CARACCI,  JOSEPH  J,  SGT,  PD 

CARCATERRA,  SALVATORE  FRANK,  LT,  PD 

CARLIN,  JAMES  CHARLES,  LT,  PD 

CARON,  JOSEPH  WILLIAM,  DEP  INSPR,  PORT  OF  NY  AUTH  POL 


116 
162 
166 
129 
151 
114 
157 
53 
132 


122 

91  # 
121 


105 
153 
115 
106 
185 
128 
149 
153 
133 
147 
125 
190 
161 

94 
162 
126 
140 
146 

73 
127 
157 
191 
179 
123 

91 

81 
194 
191 
180 
187 
141 
170 
136 
133 
108 

94 
147 
139 
127 

98 
140 
183 
139 
194 
136 
137 
111 
158 
108 
173 
149 

69 
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140  CASEY,  BERNARD  THOMAS,  FIRE  MARSHAL,  NYC  FIRE  DEPT 

131  CASEY,  HILLIAM  MICHAEL,  DEP  CHF,  PD 

132  CEDENO,  JAIME,  SA,  FBI  (US  FEO  PROTECTIVE  SER 
114  CESARETTI,  RENATO  C. ,  SGT,  PD 

151  CHIARINI,  STEPHEN  PHILIP,  SGT,  PD 
95  •  CHRISTIAN,  JOSEPH  H. ,  JR.,  LT,  PD 

92  I  CHRISTY,  ARTHUR  F.,  DEP  CHF  INSPR,  NY  TRANSIT  PD 
165   CHU,  DOUGLAS,  DET,  PD 

111   CIACCIO,  JAMES  T.,  DET  SGT,  PORT  AUTH  PD 

184  CLANCY,  CORNELIUS  PATRICK,  JR,  SGT,  PD 

132  CLARKE,  JAMES  GARRISON,  LT,  PD 

127   CLARKE,  THOMAS  JOSEPH,  DEP  CHF  FIRE  MARSHAL,  NYC  FIRE 
150  tt   COAKLEY,  ROY  HILLIAM,  SGT,  PD 
149   CODIGLIA,  JOHN  PAUL,  LT,  PD 

149  COLE,  LESLIE  C,  DEP  CHF  INVSTGR,  NY  CO  DA  OFC 
111  tt   COLEMAN,  CHARLES  E.,  LT,  PD 

131   COLEMAN,  GREGORY  PAUL,  SGT,  PD 

144  tt   COLON,  ANTONIO,  INVSTGR,  US  EPA 
98  #  COMISKEY,  JOHN  P.,  SGT,  PD 

145  COMPARETTO,  JOHN  MARIO,  LT,  PD 

103  tt   COMPERIATI,  JOSEPH  A.,  DEP  INSPR,  PD 
106  #  CONDIOTTI,  IRVING,  LT,  PD 
181   CONDON,  GLENN  STEVEN,  CPT,  PD 

93  tt   CONNERY,  HALTER  P,  DEP  INSPR,  PD 

93   CONNOLLY,  CHARLES  P,  ASST  VP,  NYC  HEALTH  &  HOSPITAL 

116  CONROY,  HILLIAM  P.,  DEP  CHF,  PD 

152  CORCHADO,  DIANA  AHILDA,  DET,  PD 

131   CORDERO,  ROBERT,  FIRE  MARSHALL,  NYC  FIRE  DEPT 
142  tt   CORDOVA,  ALFRED,  CPT,  PD 

150  COUGHLAN,  DOUGLAS,  JR,  LT,  PD 
114   COUSAR,  JOHNNY,  DET,  PD 

95  tt   COX,  HILLIAM  J,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

157  CRAHFORD,  ARTHUR  JAMES,  FIRE  MARSHAL,  NYC  FIRE  DEPT 

134  CRAHLEY,  HILLIAM  JOSEPH,  JR,  LT,  PD 

118  CREAN,  JAMES  RAYMOND,  CPT,  PD 

140  tt   CRUZ,  VICTOR  RAFAEL,  SGT,  PD 
148  CUFF,  ELLIOTT  LORENZO,  SGT,  PD 

141  tt   CULLEN,  JOHN  JOSEPH,  DEP  INSPR,  NYC  TRANSIT  PD 

95  CULLEY,  JOHN  A.,  LT,  PD 
192   CULLY,  KENNETH  M,  CPT,  PD 

186  CUMMINGS,  MICHAEL  ANDREW,  SGT,  PD 

117  CUNNINGHAM,  DENNIS  J.,  DEP  INSPR,  PD 
139  tt   CUOCOLO,  ROBERT  VINCENT,  DET,  PD 

133  DADAMO,  JOHN,  INSPR,  NYC  HOUSING  AUTH  PD 

130   DAMICO,  JOSEPH  FRANK,  CHF  INVSTGR,  NASSAU  CS  COMM 

185  DANDY,  CREOLA  CORNELIA,  LT,  PD 

187  DATO,  STEVEN  THOMAS,  SGT,  PD 

148  DAVIS,  GRANVILLE  ROSENTHAL,  SGT  INVSTGR,  PD 

159  DAVIS,  JAMES  JOSEPH,  LT,  PD 

144  DAVIS,  STEPHEN  PAUL,  CPT,  PD 

153  DEACY,  EDWARD  PATRICK,  DET,  PD 
194  DEAN,  JAMES  CARL,  CPT,  PD 

96  DECKER,  JOHN,  CMDR,  PD 

186  DEFRANCO,  STEVEN  A,  LT,  PD 
177   DEL  ROSARIO,  GONZALO  KUIZON,  LT, 
138   DESTEFANO,  NICHOLAS  ANTHONY,  CPT, 
130  tt   DETTMANN,  EDMUND  PAUL,  DET  LT,  NYC  TRANSIT  POL 

187  DICE,  JEANETTE  PATRICIA,  SGT,  PD 

138  DICHIARO,  ANTHONY  PETER,  EXEC  OFCR,  MANHATTAN  DAS  OFC 

126  DIMATTINA,  JOSEPH  B,  SGT,  PD 

184  DITRANI,  MICHAEL  JOSEPH,  LT,  PD 
192  DOLAN,  BRENDAN,  CPT,  PD 

185  DONOVAN,  TIMOTHY  PATRICK,  LT,  PD 
180  DOOLEY,  JOAN  THERESE,  SGT,  PD 

98  DOUGHERTY,  VINCENT  J.,  CPT,  PD 

129  DOWNWARD,  JOHN  HERBERT,  LT,  PD 

96  DOYLE,  EDWARD  J.,  LT,  PD 

165  DRISCOLL,  DAVID  TRACY,  SGT,  PD 
144  DUFFY,  GARY,  LT,  PD 

166  DUFFY,  PHILIP  JAMES,  CPT,  NYC  HOUSING  AUTH  PD 
142  tt   DUREN,  HOBART  THEODORE,  LT,  NYC  HOUSING  AUTH  PD 

96  #  DURKIN,  MARTIN  E.,  LT,  PD 
165   EASON,  LINDSAY  EARL,  SGT,  PD 
109   EATON,  DESMOND  B.,  INSPR,  HOUSING  AUTH  PD 

57  tt   ELTON,  THEODORE  WILLIAM,  DET  LT,  PORT  OF  NY  AUTH,  PD 

154  ESTAVILLO,  NICHOLAS,  CPT,  PD 

86  *  EYMER,  JOHN  A.,  DIR,  FED  PROTECTIVE  SERV  DIV, 

150  FALCONETTI,  THOMAS  JOSEPH,  CPT,  NYC  HOUSING  AUTH  PD 
174   FALZARANO,  MICHAEL,  LT,  PD 

112   FARALDO,  ANTHONY  M,  DEP  INSPR,  NYC  TRANSIT  PD 
185   FARRELL,  TIMOTHY  PATRICK,  SGT,  PD 
94  tt   FENRICH,  RONALD  J.,  DEP  CHF,  PD 
148   FERGUSON,  GEORGE  ALOYSIUS,  SGT,  PD 
159   FIELDS,  LAWRENCE,  LT,  PORT  AUTH  OF  NY  &  NJ 

58  «  FINNEY,  HOWARD  E.,  EXECUTIVE  DIR,  WATERFRONT  COMM 
146  FINUCANE,  KEVIN  PATRICK,  CPT,  NYC  HOUSING  AUTH  PD 
189   FITZGERALD,  KEVIN,  LT,  PD 

118  FITZGERALD,  WALTER  EDWARD,  CPT,  PD 

92  FOGARTY,  JAMES  P.,  INSPR,  PD 

153  It  FOGARTY,  KATHLEEN  ANNE,  LT,  PD 

159  FOLEY,  ELIZABETH  ANN,  DET,  PD 

158  It  FOLEY,  MICHAEL  OLIVER,  LT,  PD 

163  FONG,  DEWEY,  DEP  CHF,  PD 

104  FORKER,  EDWARD  C,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

75  It  FREDERICKS,  OLIVER  F.,  DEP  CHF  INSPR,  PD 

120  FREDERICKSEN,  ROBERT  EDWARD,  LT,  PD 

182  FREEMAN,  WILLIE  HERBERT,  LT,  PD 

141  FUCITO,  MICHAEL  JOSEPH,  CPT,  NYC  HOUSING  AUTH  PD 

151  GALEA,  JOHN  ALFERDIA,  SGT,  PD 
108  GALLAGHER,  THOMAS,  ASST  CHF,  PD 


PD 
NYC  HOUSING  AUTH  PD 


GALLUCCI,  JOSEPH  ANTHONY,  CPT,  PD 

GANNON,  JOSEPH  JUDE,  DET,  PD 

GARDNER,  ROBERT  HARRY,  ASST  COMR,  NYC  DEPT  OF  FINANCE 

GARGAN,  JOSEPH  PATRICK,  LT,  PD 

GAUL,  CAROLE,  SR  INVSTGR,  DEPT  OF  INVSTGN 

GEBERTH,  VERNON  JAMES,  LT,  PD 

GERAGHTY,  MICHAEL  JAMES,  LT ,  PD 

GERCHAK,  RALPH  EDWARD,  SGT,  PD 

GIANNETTO,  JOSEPH,  CPT,  NYC  TRANSIT  PD 

GILL,  ROBERT  FRANCIS,  SGT,  PD 

GILMARTIN,  JAMES  J,  LT,  PD 

GILMARTIN,  JOHN  FRANCIS,  DEP  INSPR,  PD 

GILPIN,  EDWARD  CHARLES,  LT,  NYC  HOUSING  AUTH  PD 

GIORGIO,  TONY,  LT,  PD 

GLOVER,  WARREN  JEFFREY,  SGT,  PD 

GLYNN,  ARLENE  J.,  SERGEANT,  PD 

GODINO,  JOSEPH,  INSPR,  NYC  PD 

GOMULA,  GARY  ROBERT,  LT,  PD 

GORDON,  ROBERT  T,  CPT,  PD 

GRANT,  MICHAEL  GERALD,  LT,  PD 

GRAZIANO,  JOHN  ANTHONY,  SGT,  PD 

GREENE,  JOE  LEE,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

GRENNAN,  SEAN  ANTHONY,  DET,  PD 

GRINAGE,  DAVID  FRANCIS,  SGT,  PD 

HALL,  LUDWICK  STIRLING,  LT,  PD 

HALLINAN,  KEVIN  M,  SERGEANT,  PD 

HALLINAN,  THOMAS  AUGUSTINE,  CHF 

HARDIMAN,  JOSEPH  FRANCIS,  LT,  PD 

HARDIMAN,  TIMOTHY  JAMES,  LT,  PD 

HARGROVE,  JAMES,  ASST  POL  COMR,  PD 

HARKINS,  THOMAS  FRANCIS,  DET,  PD 

HARNETT,  PATRICK  JOHN,  DEP  INSPR,  PD 

HARRINGTON,  MICHAEL,  CPT,  PD 

HARRIS,  JONAS  RUDOLPH,  LT,  PD 

HARRIS,  ROBERT  W,  LT,  NASSAU  CO  PAROLE  BOARD 

HARTNETT,  EDMUND  PHILIP,  CPT,  PD 

HARVEY,  WILLIAM  ANTHONY,  SGT,  PD 

HAUGHIE,  JOHN  THOMAS,  DET,  PD 

HAYNES,  CLAUDE  DORIEN,  LT,  PORT  AUTH  OF  NY  AND  NJ  PD 

HAZEL,  MELFORD  JOSEPH,  FIRE  MARSHAL,  BU  OF  FIRE  INVST 

HELBOCK,  JAMES  W,  DEP  CHF,  PD 

HERLIHY,  JAMES  W. ,  CAPTAIN,  PD 

HERMAN,  HAROLD  MICHAEL,  DET,  PD 

HERTEL,  TIMOTHY  PATRICK,  LT,  PD 

HIGDON,  THOMAS  WESLEY,  LT,  PD 

HIGGINS,  CHRISTOPHER  SIMON,  SGT,  PD 

HIGGINS,  JOHN  PATRICK,  LT,  PD 

HIGGINSON,  MICHAEL  HUGH,  CPT,  PD 

HILL,  JOHN  J,  DEP  CHF,  PD 

HOTHAN,  ERIC  DOUGLAS,  SGT,  PD 


INVSTGR,  NYS  INVSTGN  CO 


178 
151 
116 
167 
118 
158 
145 
190 
156 
117 
172 
116 
100 
137 
124 
165 
102 
169 
78 
137 
160 
140 
128 
115 
113 
182 
168 
105 
139 
190 
153 
111 
136 
113 
119 
112 
120 
129 
124 
193 
138 
91 
97 
138 
81 
123 
171 
169 
143 


HUGHES,  ROBERT  FRANCIS,  DEP  INSPR,  NYC  HOUSING  PD 

HUNT,  JOHN  PATRICK,  LT,  PD 

HUNT,  MARVIN  S,  INSPR,  NYC  HOUSING  AUTH  PD 

IOVINO,  ROBERT  ANTHONY,  LT,  PD 

IRIZARRY,  JOSEPH,  DEP  CHF,  NYC  HOUSING  AUTH 

JAFFE,  JOANNE,  INSPR,  PD 

JEFFERSON,  OUBEY  LANTER,  LT,  NYC  HOUSING  AUTH  PD 

JIRAK,  DONALD  JOSEPH,  LT,  PD 

JOHNSON,  ANTHONY  LEANDER,  DET,  PD 

JOHNSON,  JAMES  LEONARD,  DETECTIVE,  PD 

JONES,  DONNA  GAIL,  SGT,  PD 

JONES,  KENNETH  A.,  LT,  PD 

JONES,  ROBERT  J.,  DIR  OF  SEC,  QUEENS  COLLEGE 

JONES,  SEYMOUR  ANTHONY,  LT,  PD 

KAFKA,  RICHARD  JOHN,  LT,  PD 

KAMMERDENER,  CHARLES  STEPHEN,  INSPR,  NYC  HOUSING  AUTH  P 

KARCHIN,  SAMUEL  B,  LT,  PD 

KAVANAGH,  JOHN  JAMES,  JR,  LT,  PD 

KEENAN,  JOHN  L.,  CHF  DET,  PD 

KEENEY,  JOSEPH,  CHF  OF  PTL,  NYC  HOUSING  PD 

KEESHAN,  EDWARD  JAMES,  JR,  ASST  CHF  INVSTGR,  NY  CO  DA 

KEHOE,  PATRICIA  ANN,  DET,  PD 

KELLEBREW,  IDA  LIN,  DET,  DEPT  OF  INVSTGN 

KELLY,  JOHN  J,  INSPR,  PD 

KELLY,  KENNETH  M,  SGT,  PD 

KELLY,  KIERAN  KEVIN,  LT,  PD 

KELLY,  TIMOTHY  PETER,  SGT,  PD 

KELLY,  WILLIAM  J,  INSPR,  PD 

KEMPF,  GERALD  A,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

KENNEDY,  LORETTA  MARY,  SGT,  PD 

KING,  RAYMOND  FRANCIS,  INSPR,  NYC  HOUSING  PD 

KLINKENBERG,  KENNETH  J.,  DETECTIVE,  PD 

KNOBLICH,  WILLIAM  MARTIN,  FIRE  MARSHAL,  FIRE  DEPT 

KRIVITZKY,  MARVIN  H,  CHIEF,  NEW  YORK  CITY  HOUSING  A 

KUHN,  DONALD  AUGUST,  INSPR,  PD 

KUSS,  RUDOLF  L.,  SERGEANT,  PD 

LAFORGIA,  GERTRUDE,  CPT,  PD 

LAGANO,  FRANK  THOMAS,  LT,  PD 

LANDA,  MARTIN  LEONARD,  SGT,  PD 

LANDIN,  RUDOLPH,  INSPR,  PD 

LARSEN,  ARTHUR  JOHN,  ASST  DIR  OF  SEC,  BROOKLYN  COLL 

LAVIN,  BRIAN  F,  DEP  CHF,  PD 

LAWLESS,  THOMAS  P,  JR,  DEP  INSPR,  PD 

LEBRON,  RICHARD,  LT,  PD 

LEDEE,  ROBERT,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

LEKOS,  RONALD  NICHOLAS,  CPT,  PD 

LEMELLE,  KAREN  PATRICIA,  SGT,  PD 

LEMONS,  HENRY,  JR,  SGT,  PD 

LENNON,  HUGH  P,  SGT,  NYC  TRANSIT  PD 
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105 
116 
192 
163 
167 
151 
157 

97 
138 
170 
125 
137 

68 
121 

90 
125 
126 
119 
130 
156 

62 
162 
168 
131 

77 

91 
172 

92 
130 
189 
162 
107 
107 
195 
135  ft 
131 
103  ft 
184 
122 
171 
154 
133  ft 
181 
136 
154 
187 
110  ft 
180 
121  ft 
135 
143 
184 
119 
124 
101  ft 
141  ft 
160 
133 
193 
125 
160 
150 
143 
191 

62  ft 
168 
117  ft 
176 

60  ft 
146 
129 
170 
172 
181 
154 
170 
126 
122 
195 
126 
121 
164 
124  ft 
192 
100  ft 
128  ft 
188 
134 
166 
130 
159 
150  # 
178 

98  ft 
158 
157 
175 

99 
177 
132  ft 


LETTIERI,  JOHN  N.,  LT,  PD 

LIGHTFOOT,  JEROME,  DEP  CHF  INVSTGR,  NY  COMM  OF  IN 

LINOAHL,  KENNETH  F,  CPT,  PD 

LING,  KENNETH  WARREN,  LT,  PD 

LONGHORTH,  GREGORY  MICHAEL,  LT,  PD 

LOUGHRAN,  JOHN  MICHAEL,  LT,  PD 

LUBOMSKI,  JOSEPH  EUGENE,  CPT,  PD 

LUISI,  CHARLES  A,  DEP  INSPR,  PD 

LYNCH,  JOHN  JOSEPH,  ASST  CHF,  METRO  COMMUTER  RR 

LYONS,  JOHN  ROBERT,  CPT,  NYC  HOUSING  AUTH  PD 

MADDEN,  THOMAS  LEO,  LT,  PD 

MADIGAN,  JOHN  FRANCIS,  LT,  PD 

MAHONEY,  CORNELIUS  J.,  LIEUTENANT,  PD 

MAJESKI,  HILLIAM  JOHN,  DET,  PD 

MALONEY,  JAMES  E.,  CAPTAIN,  PD 

MANDZIK,  PHILIP  JOSEPH,  INSPR,  PD 

MARCUS,  JAMES  ARTHUR,  ASST  CHF,  NYC  HOUSING  AUTH  PD 

MARI,  DANIEL  JOSEPH,  SGT,  PD 

MARINI,  ARTHUR  EDHARD,  SGT,  PD 

MARRERO,  JOSEPH  RONALD,  OFCR,  PD 

MARTIN,  RAYMOND  V.,  ASST  CHF  INSPR,  PD 

MARTIN,  VERTEL  TERESE,  LT,  NYC  TRANSIT  PD 

MARTINEZ,  CARLOS  ENRIQUE,  SGT,  PD 

MARTIR,  MIGUEL  ANGEL,  JR,  LT,  PD 

MASONSON,  IRVING,  INSPR,  NYC  TRANSIT  PD 

MASS,  DAVID  A.,  DEP  INSPR,  NYC  HOUSING  AUTH  PO 

MCALLISTER,  STEPHEN  GERARD,  SGT,  PD 

MCANDREHS,  THOMAS  G. ,  DEP  INSPR,  NYC  HOUSING  AUTH  PO 

MCCABE,  HUGH  PATRICK,  SGT,  PD 

MCCABE,  JAMES  EDHARD,  LT,  PD 

MCCANN,  KENNETH,  LT,  PD 

MCCARTHY,  GERALD  E,  DET,  PD 

MCCARTHY,  JOHN  P,  LIEUTENANT,  PD 

MCCARTHY,  KEVIN  MICHAEL,  CPT,  PD 

MCCARTHY,  WILLIAM  FRANCIS,  SGT,  PD 

MCDONALD,  CLARENCE,  LT,  NYC  HOUSING  AUTH  PD 

MCFADDEN,  JAMES  D,  CPT,  PD 

MCGOVERN,  TERRANCE  GILBERT,  LT,  PD 

MCGOWAN,  CHARLES  JOHN,  DEP  INSPR,  PD 

MCGRATH,  KENNETH  FRANCIS,  CPT,  PD 

MCGUIRE,  WILLIAM  PATRICK,  DET  LT,  NYC  HOUSING  AUTH 

MCINERNEY,  ROBERT,  LT,  PD 

MCLAUGHLIN,  NANCY,  LT,  PD 

MCLAUGHLIN,  ROBERT  HOWARD,  LT,  PD 

MCLEAN,  JOHN  PATRICK,  LT,  NYC  HOUSING  AUTH 

MCNAMARA,  THOMAS  STEPHEN,  LT,  PD 

MCNICHOLAS,  JAMES  F.,  LT,  PD 

MCNULTY,  DANIEL  JOSEPH,  LT,  PD 

MCVEETY,  JAMES  ALLAN,  DET  SGT,  NY  CO  DA  OFC 

MELENDEZ,  DAVID,  SGT,  PD 

MELILLO,  ANDREW,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

MENDEZ,  OMAR  ALBERTO,  LT,  PD 

MERCADO,  AMERICO  HECTOR,  DET,  PD 

MILLER,  JAMES  LUKE,  DET,  PD 

MINARDI,  ROCCO  N.,  LIEUTENANT,  PD 

MINOGUE,  EDWARD  THOMAS,  CPT,  PD 

MITCHELL,  YVONNE  MARIE,  SGT,  PD 

MODAFFERI,  PETER  A,  CHF  OF  DET,  ROCKLAND  CO  DA  OFC 

MOLLOY,  JAMES  G,  CPT,  PD 

MONAHAN,  CHARLES  EDWARD,  LT,  PD 

MONAHAN,  FRANCIS  EDWARD,  DET  SGT,  PD 

MOOREHEAD,  GUSTAVE,  JR,  CPT,  NYC  HOUSING  AUTH  PD 

MORENO,  GEORGE,  DET,  PD 

MORLEY,  SUSAN,  LT,  PD 

MORRIS,  BERNARD  J.,  DEP  CHF,  NYC  TRANSIT  POLICE 

MULDERRIG,  TERENCE  MARK,  SUPV  INVSTGR,  NY  CO  DA  OFC 

MULLIN,  THOMAS  P.,  CPT,  PD 

MURPHY,  DANIEL  THOMAS,  JR,  LT,  PD 

MURPHY,  PATRICK  V.,  COMMISSIONER  OF  POLICE 

MURPHY,  TIMOTHY  IGNATIUS,  SGT,  PD 

MURRAY,  THOMAS  JOSEPH,  SGT,  PD 

NASPRETTO,  ERNEST  JAMES,  LT,  PD 

NELSON,  GERALD,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

NEVILLE,  GERARD  PATRICK,  SGT,  PD 

NICASTRO,  STEPHEN  JAMES,  DET,  PD 

NIEVES,  EVELYN,  SGT,  PD 

NORRIS,  EDWARD  THOMAS,  LT,  PD 

OBRIEN,  JOHN  THOMAS,  LT,  PD 

OBRIEN,  STEPHEN  PAUL,  LT,  PD 

OCONNOR,  MICHAEL  FRANCIS,  CHF,  NYC  TRANSIT  PD 

ODACHOWSKI,  DOUGLAS,  DET  INVSTGR,  PD 

ODONNELL,  DONALD  PATRICK,  LT,  PD 

ODONNELL,  RICHARD  THOMAS,  SGT,  PD 

OGALLAGHER,  JEAN  M,  CPT,  PD 

OLIVET,  GEORGE  D. ,  DETECTIVE,  PD 

OREILLY,  THOMAS  JAMES,  DET  SGT,  PORT  AUTH  OF  NY  AND  N 

ORLANDO,  JAMES  CHRISTOPHER,  LT,  PD 

OROURKE,  HUGH  EMMETT,  CPT,  PD 

ORTIZ,  ANTONIO,  DET,  PD 

OSTROFSKY,  BERNARD  RICHARD,  SGT,  PD 

PACINELLA,  EUGENE  VINCENT,  LT,  NYC  HOUSING  AUTH  PD 

PARKER,  TERENCE,  LT,  PD 

PATTON,  BRIAN  VINCENT,  LT,  PD 

PEARSON,  JOAN  E,  SERGEANT,  PD 

PENNISI,  JOSEPH  ANTHONY,  SUPV  INVSTGR,  NY  CO  DA  OFC 

PERHAM,  KEVIN  JOSEPH,  LT,  NYC  PD 

PERRY,  SHARON  A,  CHF  OF  PTL,  PD 

PERRY,  WILLIAM  E.,  DEP  COMMISSIONER,  PD 

PHILBIN,  JOHN  FRANCIS,  SGT,  PD 

PIEL,  BRUCE,  LT,  PD 


63  ft 
163 
125 
128 

80 
144 
122  ft 
122  ft 
147 
109 

92  ft 

101  ft 
97 

111 

91  ft 
99 

151 

91 
146 
135 
104  ft 
120  ft 
115 
161 
175 
112 
189 

57  ft 
160 
193 
120 
104 
148  ft 
147 
122 
194 

92  ft 
162 
118  ft 
109 
163 

95 
176 
145 
153 
133  ft 
142 
132  ft 
109  ft 
148 
149 

138  ft 
127  ft 

64  ft 
179 
137  ft 
152 

82  ft 
171 

65  ft 
157 
172 

90 
147 
154 
161 
164 

91  ft 
148  ft 

91 
106 

102  * 
104  ft 

84  * 

102  * 
142 
141 
189 

139  ft 

103  ft 
178 
175 
179 
152 
145 
163 

91 
134 
128 
174 
134 
136  ft 
164 
121 
186 
161 
168 
168 
174 
145 


PIGOTT,  HENRY  M. ,  JR.,  ASST  CHIEF  INSPECTOR,  PD 

PIRAINO,  JOSEPH  ARTHUR,  DET  SGT,  PD 

PIZZO,  VINCENT  ANTHONY,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

PRATHER,  RAYMOND  BERNARD,  LT,  PD 

PREISS,  JOSEPH  A.,  ASST  CHF,  PD 

PRESOTTO,  GEORGE  JOSEPH,  PAROLE  OFCR,  NY  STATE  DIV  OF  P 

PRESTIA,  CHARLES  R,  INSPR,  PD 

PROTO,  NICHOLAS  LOUIS,  DET,  NYC  DEPT  OF  INVSTGN 

RAGUSO,  JOSEPH  PAUL,  DEP  CHF,  PD 

RAINES,  JONATHAN  E.,  CPT,  PD 

RAMIREZ,  VINCENT  P.,  CPT,  PD 

RAMOS,  ANTHONY  J,  SGT,  PD 

REGAN,  ALAN,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

RENTZ,  EILEEN  A.,  SERGEANT,  PD 

RENZULLO,  VITTORIA,  DEP  INSPR,  PD 

RICCA,  RICHARD  M. ,  SERGEANT,  PD 

RINGWALD,  CARL  GERARD,  LT,  PD 

RISING,  EDWARD  L.,  DEP  CHF  INSPR,  NYC  TRANSIT  PD 

RIVERA,  RUBEN,  JR,  DET,  PD 

ROBINSON,  EUGENE,  SGT,  NYC  TRANSIT  POL 

ROBINSON,  HAMILTON,  CHF  OF  PATROL,  PD 

RODRIGUEZ,  ANTONIO,  DET,  PD 

RODRIGUEZ,  JAMES,  DETECTIVE,  PD 

RODRIGUEZ,  JUAN  MANUEL,  DET,  PD 

RODRIGUEZ,  NELSON,  SGT,  PD 

RODRIGUEZ,  SAUL,  DETECTIVE,  PD 

ROGERS,  JAMES  KENNETH,  LT,  PD 

RONAYNE,  JOHN  A.,  INSPECTOR,  PD 

ROSADO,  MARIO,  LT,  NYC  HOUSING  PD 

ROSE,  RONALD  MARTIN,  LT,  PD 

ROSENTHAL,  AARON  HARRY,  ASST  CHF,  PD 

ROSENZWEIG,  ANDREW  R,  CHF  INVSTGR,  PD 

ROSS,  JAMES  DAVID,  INSPR,  NYC  HOUSING  AUTH  PD 

ROWLAND,  RONALD  RANDOLPH,  DEP  INSPR,  NYC  TRANSIT  PD 

RUSSO,  ROBERT,  SGT,  PD 

RUSSO,  THOMAS,  CPT,  PD 

RUTH,  WILLIAM  V.,  CPT,  PD 

RYAN,  JOHN  FARRELL,  LT,  PD 

RYAN,  MAUREEN  CATHERINE,  DET,  PD 

RYAN,  THOMAS  G,  LT,  PD 

RYAN,  THOMAS  JOHN,  LT,  PD 

RYAN,  WILLIAM  G.,  LT,  PD 

SAITTA,  JAMES  JOSEPH,  SGT,  PD 

SAMMON,  KATHLEEN  MARIE,  SGT,  PD 

SANSEVERINO,  VINCENT,  DET,  PD 

SARNO,  HENRY  CHARLES,  LT,  PD 

SAVAGE,  WILLIAM  HENRY,  JR,  DET,  PD 

SCALLEY,  THOMAS  EDWARD,  DEP  CHF,  PD 

SCHAUFFERT,  RICHARD  C,  CAPTAIN,  PD 

SCHROEDER,  FREDERIC  GEORGE,  LT,  PD 

SCIANIMANICO,  JOHN  TIMOTHY,  DET,  NEH  YORK  CITY  PD 

SCLAFANI,  LEONARD  A,  SGT,  PD 

SELE,  KENNETH  ROGERS,  DET,  PD 

SHANLEY,  JOHN  F.,  CHIEF  INSPECTOR,  PD 

SHEA,  MICHAEL  EDWARD,  LT,  PD 

SHEEHAN,  MICHAEL  EUGENE,  LT,  PD 

SHEPARD,  MARVIN  RICHARD,  SGT,  PD 

SILVER,  SEYMOUR,  ASST  CHF  INSPR,  PD 

SINGLETON,  DENNIS  JOSEPH,  SGT,  PD 

SJOBLOM,  WALFRID  JOHN,  LT,  PD 

SMITH,  FRANCIS  EDWARD,  LT,  PD 

SMITH,  JOANNE  MARIE,  SGT,  PD 

SMITH,  KEVIN  M. ,  INSPECTOR,  PORT  OF  NEW  YORK  AU 

SNELL,  KENNETH  AUGUST,  LT,  NYC  TRANSIT  PD 

SORRENTINO,  THOMAS  RALPH,  DET,  PD 

SOWINSKI,  ANNE  REGINA,  DET,  PD 

SPELLEN,  ANNETTE  LOUISE,  DET,  NY  DEPT  OF  INVSTGN 

STACKOWITZ,  JOHN  R. ,  CAPTAIN,  NEH  YORK  CITY  TRANSIT 

STATEN,  CHARLES  ALASKAS,  PAROLE  OFCR,  NY  STATE  DIV  OF  P 

SULLIVAN,  DANIEL  F,  ASST  CHF,  PD 

SULLIVAN,  GERARD  C. ,  SGT,  PD 

SULLIVAN,  JAMES  J.,  LIEUTENANT,  PD 

SULZER,  ALBERT  J.,  CAPTAIN,  PD 

TANGE,  DANIEL  E.,  CAPTAIN,  PD 

TAYLOR,  DE  FORREST,  ASST  CHF,  PD 

TAYLOR,  JOHN  DEMPSEY,  DET,  PD 

THOMPSON,  JULIA  EILEEN,  LT,  PD 

TOBIN,  THERESA  CLAIRE,  SGT,  PD 

TORO,  ELMER,  SGT,  PD 

TORRES,  HENRY  M,  LIEUTENANT,  PD 

TORRES,  NELLIE,  LT,  PD 

TRUTA,  JEANMARIE,  LT,  PD 

TSO,  YEE  BONG,  SGT,  NYC  TRANSIT  PD 

TULLER,  JAMES,  CPT,  HOUSING  PD 

TUOMEY,  GERARD  EUGENE,  CPT,  PD 

VALDEZ,  RAFAELA  AMELIA,  DET,  PD 

VALENTINE,  HILLEL  J.,  DEPUTY  INSPECTOR,  N.  Y.  C.  TRA 

VAUGHAN,  JOHN  KEVIN,  LT,  PD 

VEGA,  LOUIS  ARSENIO,  SGT,  PD 

VILA,  GUSTAVO  LUIS,  LT,  PD 

VILLADA,  ARTURO,  DET,  PD 

VOLBERG,  PETER  HENRY,  JR,  LT,  PD 

VOLPE,  CATHERINE  MARY,  CPT,  PD 

WALSH,  WILLIAM  FRANCIS,  SGT,  PD 

HASSERMAN,  IRA  ANDREW,  SGT,  PD 

WEEKES,  CHESTER  ALLEN,  LT,  PORT  AUTH  OF  NY  &  NJ 

WELSH,  RONALD  ISRAEL,  CPT,  NYC  HOUSING  PD 

WEST,  EUGENE  JOSEPH,  FIRE  MARSHALL,  NYC  FIRE  DEPT 

WHEELER,  ROBERT  LEE,  III,  CPT,  PD 

WILLIAMS,  ARTHUR,  SGT,  PD 


PAGE 
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NEH  YORK  -  NEH  YORK 

166  HILLIAMS,  SAUNDRA  LEE,  DET,  PD 

157  HILLIAMS,  STEVEN  ROGER,  SGT ,  PD 

183  HILLIAMSON,  JOHN  T,  SGT,  PD 

94  HILSON,  JOHN  J,  JR,  CHF  OF  PTL,  NYC  TRANSIT  PD 

135  HIPPER,  JAMES,  LT,  PD 

130  tt   HOOD,  RAYMOND  ADOLPHUS,  SGT,  PD 
140  HOODS,  MATTHEH  JOHN,  DEP  INSPR,  PD 

132  tt  HYCHE,  HARVEY  LARRY,  LT,  PD 
188   YEE,  DHIGHT  G,  LT,  PD 

169    ZALESKI,  MARY  FRANCES,  LT ,  PD 

131  ZANCOLA,  EMIL  J,  LT ,  PD 

133  tt  ZAREK,  EDHARD  THOMAS,  CPT,  NYC  TRANSIT  PD 
145  ZEIGLER,  DOUGLAS,  LT ,  NYC  HOUSING  AUTH  PD 
152    ZEINS,  HALLACE  ROBERT,  SGT,  PD 

NEH  YORK  CITY 

122  tt   MEHDI,  NADIR,  DEP  INSPR,  NYC  TRANSIT  PD 
NEHARK 

133  tt   GRIEPSMA,  ALBERT  JOHN,  DEP  CHF,  PD 

108  tt   HETHCOAT,  EDHARD,  COP 

88  tt   KRUEGER,  EDHIN  R.  ,  CHIEF  OF  POLICE 

166  VANDEMORTEL,  ROGER  JAMES,  CPT,  PD 
NEHBURGH 

54  tt   MASLAND,  HOMER  D.  ,  ACTING  CHF,  PD 

103  tt   SPANGENBURG,  HILLIAM  M,  COP 
NEHTONVILLE 

124  tt   FRANK,  EDHARD  ROBERT,  DEP  CHF,  COLONIE  PD 

103   HAHN,  RAYMOND  G. ,  CPT,  TN  OF  COLONIE  PD 

128  tt   TAYLOR,  RICHARD  MILLETT,  LT ,  COLONIE  PD 
NIAGARA  FALLS 

150   CHELLA,  JOHN  RICHARD,  DET,  PD 

140  #  CLARK,  HILLIAM  MICHAEL,  DET,  PD 
114   CONEY,  FRANCIS  J.,  JR.,  DET,  PD 

47  tt   CRUICKSHANK,  GEORGE  M.  ,  CPT,  PD 

134  CURCIONE,  LOUIS  FRED,  DET  CPT,  PD 
128   GADACZ,  STEPHEN  JOSEPH,  DET  CPT,  PD 

109  GALIE,  JAMES  C. ,  INSPR,  PD 
130  GRAY,  JAMES  ALBERT,  LT,  PD 
126   GRAY,  JAMES  EDHIN,  CPT,  PD 

141  IACOVITTI,  VINCENT  SALVATORE,  CHF,  NYS  PARK  POL  -  NIAGA 
194   LEGAULT,  DAVID  HENRY,  LT,  PD 

108  tt   MILLS,  KEITH  G,  STAFF  CMDR,  PD 

173  PALMER,  ERNEST  COOPER,  LT,  PD 

167  SHAIN,  DONALD  THOMAS,  LT ,  NY  SPOL 
138  ZHELLING,  THOMAS  CHARLES,  COP 

N191AY  CONSTANTINE,  THOMAS  PATRICK,  DET,  TOHN  OF  NISKAYUNA  PD 

141    STICKNEY,  HERBERT  EUGENE,  DET  SGT,  PD 
NORTH  TONAHANDA 

132   NERI,  JOSEPH  MICHAEL,  LT,  PD 

108  tt   SCRIVO,  JOSEPH  A,  CPT,  PD 
NORHICH 

102  tt   KASMARCIK,  HALTER,  USHF ,  CHENANGO  CO  SO 
NYACK 

24  #  GARRABRANT,  ROYDEN,  CHIEF  OF  POLICE 
OCEAN  BEACH 

124  LEIGH,  ROGER  JOSEPH,  SGT,  PD 
OGDENSBURG 

130   ASHLEY,  TIMOTHY  MICHAEL,  DIR,  NY  ST  UNIV  DPS 
98  tt   CUMMINGS,  ROBERT  A,  SGT,  PD 
92  tt   HEAGLE,  EDHARD  G,  COP 

125  tt   LAFLAIR,  RICHARD  ABNER,  SGT,  PD 
105  tt   MURDOCK,  HUBERT  P,  LT,  PD 

115  tt   HARREN,  KEITH  J,  SGT,  PD 
OLD  BROOKVILLE 

175   SULLIVAN,  MAURICE  THOMAS,  LT,  PD 
OLD  HESTBURY 

183   MCOUADE,  TIMOTHY  BRIAN,  LT,  PD 
OLEAN 

141 

194 

68 

ONEIDA 

140  tt 

141 

146 

143 

145 

58  tt   CHURCH,  C.  KENNETH,  DIR,  CAMPUS  SEC,  HARTHICK  COLL 

90  tt   DESALVATORE,  JOSEPH  F,  COP 
125   DONADIO,  JOHN  JOSEPH,  COP 

142  tt    FREDENBURG,  DONALD  ORIN,  SGT,  PD 

114  JOHNSON,  JAMES  H. ,  LT,  DPS,  ST  UNIV  COL 
194   REDMOND,  JOSEPH  VINCENT,  DET  SGT,  PD 

ORANGEBURG 

87  tt   CRABLE,  HILLIAM  A.,  CHF,  TN  OF  ORANGETOHN  PD 
129   CRAPANZANO,  JOHN  JOSEPH,  DIR  OF  SEC,  ST  THOMAS  AQUINAS 
156   HUTMACHER,  TERENCE  JOSEPH,  DET  SGT,  ORANGETOHN  PD 
142   MCANDREH,  JOHN  JOSEPH,  LT,  PD 

115  MCGOVERN,  FRANCIS  J.,  LT,  ORANGETOHN  PD 
137  tt   MEYER,  ROBERT  GEORGE,  SGT,  ORANGETOHN  PD 
171    NULTY,  KEVIN  ARTHUR,  CPT,  ORANGETOHN  PD 

118    SCHNAKENBERG,  HILLIAM  E.,  J,  LT ,  ORANGETOHN  PD 

91  tt   SHORTER,  ROBERT  J.,  DET  SGT,  ORANGETOHN  PD 
127  tt   SMITH,  RICHARD  EDHIN,  SGT,  ORANGETOHN  PD 

192  TURI,  RICHARD  JOHN,  LT,  PD 

102  *  VENTRIGLIA,  ANTHONY  C,  DET  LT ,  ORANGETOHN  PD 

97  HANAMAKER,  HOMER,  CHF,  ORANGETOHN  PD 

108  tt   YOUNGMAN,  FRANK  D.  ,  DET  LT,  ORANGETOHN  PD 

193  ZIMMERMAN,  ROBERT  PETER,  LT,  ORANGETOHN  PD 


CYZESKI,  JOHN  LEHIS,  SGT,  PD 
DONNELLY,  BRIAN  JON,  COP 
LUTY,  MICHAEL  S.,  COP 

ALLEN,  HOHARD  EDHARD,  MAJ,  NY  SPOL 
BUTTON,  THOMAS  RAYMOND,  CPT,  NY  SPOL 
HANOVER,  EDHARD  FREDERICK,  LT ,  NY  SPOL 
LOSZYNSKI,  JOSEPH  FRANCIS,  CPT,  NY  SPOL 
PYLMAN,  CLARENCE  ALLEN,  LT,  NY  SPOL 


ORISKANY 
163   ALLEN,  JOHN  LEHIS,  LT,  ONEIDA  CO  SD 
170   DALESSANDRO,  ENRICO  LUCIAN,  CPT,  ONEIDA  CO  SO 
125  tt   INGALLS,  ROBERT  HOOD,  USHF,  ONEIDA  CO  SD 
OSSINING 
134   BURTON,  JOSEPH,  JR,  LT ,  PD 

CRAVEN,  SCOTT  ALLEN,  SGT,  VILLAGE  OF  OSSINING  PD 

HACKERT,  PAUL  HENRY,  SGT,  VILLAGE  OF  OSSINING  PD 

MCELROY,  MICHAEL  JOSEPH,  LT,  VILLAGE  OF  OSSINING  PD 

PEFFERS,  ALBERT  N.,  DETECTIVE,  PD 

STEVENS,  RAYMOND  A,  DET  LT,  PD 

SULLIVAN,  HILLIAM  VINCENT,  LT,  VILLAGE  OF  OSSINING  PD 


182 

178 

173 

25  tt 

117 

138 

159 

OSHEGO 

163 

91  tt 

171 


HALL,  JAMES  GERALD,  SGT,  VILLAGE  OF  OSSINING  PD 


GRIMSHAH,  JEFFREY  MICHAEL,  SGT,  OSHEGO  CO  SD 
LATULIP,  ROBERT  N,  CPT,  PD 
TODD,  REUEL  ALBERT,  USHF,  OSHEGO  CO  SO 
101  tt   HHEELER,  ROBERT  L,  INVSTGR,  OHSEGO  CO  SD 
155   YERDON,  HERBERT  GENE,  INVSTGR,  OSHEGO  CO  SD 


OHEGO 
91  tt 
49  * 


170 
29 

103 

181 
92 

116 


BEAUTER,  RUTON  E.,  SHF  OF  TIOGA  CO 
ROOT,  RICHARD  E.,  PATROLMAN,  PD 
OYSTER  BAY 

123  tt   OSTASESKI,  JOSEPH  J,  JR,  CHF,  CENTRE  ISLAND  PD 
PATCHOGUE 
140   HOHELL,  NANCY  LYNN,  SUPVY  PRK  RNGR,  NPS 
136   HEIR,  DONALD  HAMILTON,  CHF  RANGER,  NATL  PARK  SERVICE 
PATCHOGUE  L.  I. 

91   MARKS,  RICHARD  H. ,  SUPT,  FIRE  ISLAND  NATL  SEASHOR 
PECONIC 

195   FLATLEY,  MARTIN,  DET  SGT,  TN  OF  SOUTHOLD  PD 
PEEKSKILL 

31  tt   HAYES,  JOHN  E.,  PATROLMAN,  PD 
126   HOFFMAN,  KARL  EDHIN,  MAJ,  PD 
122   HOHATT,  ROBERT  LAHRENCE,  SGT,  PD 
PENN  YAN 
172   CHRISTENSEN,  MICHAEL  JOHN,  INVSTGR,  YATES  CO  SO 
132   SCOFIELD,  JAN  STEPHEN,  SHF  OF  YATES  CO 
144   SPIKE,  RONALD  GEORGE,  CHF  DEP,  YATES  CO  SD 
PLATTSBURGH 
189   BOOTH,  MATTHEH  TOHNSEND,  CPT,  PD 
DROLLETTE,  JOHN  JOSEPH,  DET,  PD 
FLEMING,  CLIFFORD  L.,  CHIEF  OF  POLICE,  PD 
FLEURY,  JAMES  L,  SGT,  PD 
HALLETT,  HALTER  EUGENE,  SGT,  PD 
MITCHELL,  STEHART  A,  DET  SGT,  PD 
REID,  DENNIS  R.,  SERGEANT,  PD 
PORT  CHESTER 

125  GENDALIA,  FRANK,  CHF,  TOHN  OF  RYE  PD 

58  tt   PONTY,  FRED  C,  COP 
PORT  JERVIS 

131   HILLIAMS,  JOHN  JOSEPH,  DET,  PD 
PORT  HASHINGTON 

195   MINEO,  RANDOLPH,  CPT,  PD 
49  #  RANKIN,  JAMES,  CHIEF  OF  POLICE 
POTSDAM 

59  *  FAUBERT,  JOHN  JOSEPH,  SERGEANT,  PD 
POUGHKEEPSIE 

110   ANDERSON,  ADRIAN  H. ,  USHF,  DUTCHESS  CO  SO 

126  tt   BOYCE,  ROBERT  LEHIS,  ASST  CHF,  VASSAR  COLLEGE 

121   CHICKERING,  JULIAN  J,  JR,  CHF  INVSTGR,  DUTCHESS  CO  DA  0 
tt   CUNDY,  DAVID  H. ,  USHF,  DUTCHESS  CO. SO 
tt   DAKIN,  HUGH  F.,  CPT,  TN  OF  POUGHKEEPSIE  PD 
DAVIES,  CHRISTOPHER  TRUAX,  LT,  PD 
DEMATTIO,  ROBERT  J.,  SR,  DET,  PD 

MARSALA,  DONALD  CARLTON,  ASST  CHF,  VASSAR  COLLEGE 
MITTELSTAEDT,  CHARLES  VICTOR,  CPT,  PD 
OKEEFFE,  DENNIS  ROBERT,  CPT,  DUTCHESS  CO  SD 
PI ASTRO,  PAUL  RUPERT,  DET  SGT,  DUTCHESS  CO  SD 
OUINLAN,  LAHRENCE  M. ,  SHERIFF,  DUTCHESS  COUNTY  SO 

*  QUINLAN,  ROLAND,  LIEUTENANT,  PD 
tt   RESCH,  JOHN  CHARLES,  LT,  PD 

#  RYMPH,  GEORGE  LEHIS,  JR,  DET,  DUTCHESS  CO  SD 
THOMPSON,  JAMES  J,  DET  LT,  DUTCHESS  CO  SO  _„„„„  m 
HILKINSON,  PETER  THOMAS,  CPT,  TOHN  OF  POUGHKEEPSIE  PD 
HINTENBURG,  JOHN  H. ,  TRAINING  OFCR,  DUTCHESS  CO  SD 
HOODS,  MICHAEL  JOSEPH,  LT,  PD 


99 

63 
140 

94 
134 
124 
129 
162 

28 
101 
122 
126 
133 
143 
106 
153 


QUEENS 

110  tt   CAMERA,  ANDREH  M.  ,  DET,  NYC  PD 
QUOGUE 

163   COUGHLAN,  ROBERT  BRUCE,  SGT,  PD 
RAY  BROOK 

185   HILSON,  LESLIE  HAYES,  CPT,  NYS  DEPT  ENVNTAL  CONSERVA 
RAYBROOK  „„„, 

149   COOK,  KENNETH  THOMAS,  MAJ,  NY  SPOL 

154   DELAP,  HALTER  MERTON,  CPT,  NY  SPOL 
91  tt   SCHNEEMAN,  ROBERT  E,  MAJ,  NY  SPOL 

104  tt   SMITH,  ALFRED  E,  CPT,  NY  SPOL 


RIVERHEAD 
192   BODEN,  RICHARD  K,  LT, 
BROTSCHUL,  FREDERICK, 
CANAL,  EUGENE  FRANCIS, 


PD 


164 
127 
184 
123 
176 
174 
120 
169 
180 
24 


LT,  SUFFOLK  CO  SD 
JR,  INVSTGR,  SUFFOLK  CO  DA  OFC 
CHESHIRE7"DAVlb  GEORGE,  SGT,  TOHN  OF  RIVERHEAD  PD 
CROCE,  ALAN  COSEPH,  COMMISSIONER,  NYS  COMM  OF  CORR 
FOOTE   FREDERICK  RAYMOND,  LT,  TOHN  OF  RIVERHEAD  PD 
GILBRIDE,  HOLLYE  CHAMPION,  DET  LT,  SUFFOLK  CO  DA  OFC 
GRATTAN,  LAHRENCE  JAMES,  COP 

GROSSMAN,  AUGUST  MICHAEL,  LT,  RIVERHEAD  TN  PD 
HEGERMILLER,  DAVID  JOHN,  LT,  PD 
HULSEN,  JOHN,  CHF  CRIM  INVSTGR,  SUFFOLK  CO  D 
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115 
134 
190 
116 
117 
121 
51 


JOHN,  ROBERT  E., 
MCCABE,  TERENCE, 
OTTO,  ALAN  R,  LT, 
PALMER,  ROSCOE  C, 
ROBINSON,  DONALD 


J,  CHF  DEP,  MONROE  CO  SO 
SGT,  PD 
CPT,  PD 


DET  INVSTGR,  SUFFOLK  CO  DA  S  0 
DET  LT,  SUFFOLK  CO  DA  OFC 
SUFFOLK  CO  SD 
JR,  COP 
J.,  LIEUTENANT,  PD 
UNDERWOOD,  REGINALD  GEORGE,  DET  SGT,  PD 
WOLINSKI,  EDWARD  P.,  DIR,  SUFFOLK  CO  SO 
ROCHESTER 
173   BERKOW,  MICHAEL,  LT,  PD 

BONACCI,  JOSEPH  JOHN,  SGT,  MONROE  CO  SO 
tt   BONNELL,  C.  JAMES,  JR.,  LT,  PD 

BONSIGNORE,  MARK  STEPHEN,  SGT,  IRONDEQUOIT  PD 
CAVALLARO,  JAMES  RICHARD,  CPT,  TOWN  OF  BRIGHTON  PD 
tt   CAVOTI,  JAMES  JOHN,  COP 
CIACCIA,  ANTHONY  MICHAEL, 

#  COTSWORTH,  ANTHONY  MILES, 
tt   CRAIG,  ROBERT  EUGENE,  JR, 

CUPINI,  ALBERT  P.,  CPT,  MONROE  CO  SO 
D'ANGELO,  LOUIS  STEPHEN,  SGT,  PD 
tt   DEPREZ,  CLARENCE  G. ,  INSPR,  PD 
DUFFY,  ROBERT  JOHN,  DEP  CHF,  PD 

#  FORD,  BRYAN  E.,  LT  DET,  PD 
tt   FOX,  LOUIS  G.,  LT,  PD 

FUNK,  DANIEL  J.,  USHF,  MONROE  CO  SO 

GENIER,  JOSEPH  THOMAS,  SGT,  MONROE  CO  SO 

GRANDE,  JOHN  A.,  INVSTGR,  US  DEPT  OF  LABOR 
tt   HANSEN,  CARL  S.,  LT,  POL  BU 

HANSEN,  PAUL  THEODORE,  SGT,  IRONDEQUOIT  PD 

IRVING,  ROY  A.,  DEP  CHF,  PD 
tt   JENSEN,  HENRY  H. ,  INSPECTOR,  PD 

JOHNSTON,  LYNDE  MORFORD,  CPT,  PD 

JONES,  J.  THOMAS,  LIEUTENANT,  PD 

KARNES,  MICHAEL  STUART,  CPT,  PD 

KNAAK,  EDWARD  F,  JR,  LT,  PD 

#  KNAPP,  NORMAN  R.,  LT,  PD 
LEACH,  MICHAEL  JOSEPH,  CPT,  PD 

#  LESZCZYNSKI,  JOHN  P,  MAJ,  MONROE  CO  SD 
MALEY,  JAMES  EDWARD,  JR,  SGT,  IRONDEQUOIT  PD 
MARTIN,  MICHAEL  JOHN,  SGT,  MONROE  CO  SO 

tt   MAYER,  WILLIAM  D,  MAJ,  PD 

MCCARTHY,  MICHAEL  GEORGE,  INVSTGR  SGT,  MONROE  CO  SD 
tt   NEARY,  JOHN  M. ,  DEP  CHF,  POLICE  BUREAU 
tt   OBRIEN,  JAMES  WILLIAM,  CPT,  PD 

PERRONE,  JOHN  JOSEPH,  JR,  MAJ,  MONROE  CO  SD 
PHILPOTT,  BRUCE  GARDINER,  CPT,  PD 
PRATE,  RONALD  FRANCIS,  SGT,  TOWN  OF  GREECE  PD 
PRINCIPE,  WILLIAM  JOSEPH,  CPT,  BRIGHTON  PD 
tt   RAYCROFT,  VICTOR,  DEP  COMMISSIONER  OF  PUBLIC  SAF 
tt   REISS,  GEORGE  P.,  CPT,  POL  BU 
tt   SHARPE,  DANIEL  J.,  INSPECTOR,  POLICE  BUREAU 

SHEPPARD,  JAMES  MITCHELL,  SGT,  PD 
tt   SPERANZA,  JAMES  P.,  LT,  PD 

VARRENTI,  DANIEL  PATRICK,  SGT,  IRONDEQUOIT  PD 
tt   YOCKEL,  RAYMOND  C. ,  MAJOR,  POLICE  BUREAU 
ROCKVILLE  CENTRE 

132   KRAEMER,  JAMES  EDWARD,  LT,  PD 
ROTTERDAM 
140   SURIANO,  LOUIS  EDWARD,  ASST  CHF,  PD 


PD 


136 

109 

172 

168 

67 

143 

121 

142 

101 

161 

49 

153 

4 

115 

91 

131 

113 

80 

161 

104 

42 

127 

103 

125 

165 

92 

145 

107 

154 

160 

111 

127 

81 

133 

124 

178 

185 

179 

28 

74 

60 

188 

96 

183 

56 


RYE 
107 
168 
136 
172 
93 
129 


BUDNIK,  GEORGE  H. ,  DET  SGT,  PD 
FALK,  ROBERT  JAMES,  LT,  PD 
GENDRON,  FRED  LEE,  LT,  PD 
MCCARTHY,  JOHN  MICHAEL,  SGT,  PD 
SCHEMBRI,  ANTHONY  J,  POLICE  COMMISSIONER 
SELLSTROM,  LOUIS  SVEN,  LT,  PD 
SALAMANCA 
104   BOZARD,  PAUL  E.,  LT,  ALLEGANY  STATE  PARK  POL 

DEBOY,  LEONARD  CHARLES,  SGT,  NY  STATE  PARK  POL 

GRIFFITH,  JAMES  D. ,  PATROLMAN,  PD 

PASCARELLA,  DANIEL  ANTHONY,  SGT,  NY  STATE  PARK  POL 


137 

45 

184 

SALEM 

177 


HOWARD,  CLIFTON  FLOYD,  JR,  USHF,  WASHINGTON  CO  SD 
SARANAC  LAKE 
106   FINA,  DONALD  K,  COP 
109  tt   MIRON,  GILLES  J,  COP 
SARATOGA  SPRINGS 

26  tt   AHEARN,  WALTER  F.,  DET,  PD 
164   BRAIM,  DONALD  JOSEPH,  INVSTGR,  PD 
CORNICK,  JAMES  DOUGLAS,  LT,  PD 
MITCHELL,  THOMAS  WILLIAM,  LT  OF  INVSTGNS,  PD 
MOORE,  EDWARD  FRANCIS,  SGT,  PD 
PERKINS,  GARY  EDWARD,  SGT,  PD 
POWERS,  RODNEY  J.,  LT,  PD,  DPS 
SAYVILLE 

162   CORCORAN,  EUGENE  JAMES,  CPT,  NY  SPOL 
SCARSDALE 

195   BROGAN,  JOHN  ANDREW,  LT,  PD 
SCHENECTADY 
113  It   FRAME,  DONALD  E,  SR,  INVSTGR,  PD 
HAMILTON,  JOHN  THOMAS,  LT,  PD 
LUBRANT,  JOHN  JOSEPH,  DET  SGT,  TOWN  OF  NISKAYUNA  PD 

*  MCNEARNEY,  WILLIAM  E.,  SERGEANT,  PD 

*  OCONNOR,  RICHARD,  ASST  CHF,  PD 
PETERS,  JOSEPH  A,  III,  CPT,  PD 

tt   PETERS,  JOSEPH  ADAM,  JR,  COP 

SOLLOHUB,  MARK  RAYMOND,  CHF,  TN  OF  NISKAYUNA  PD 
WOOD,  CLIFFORD,  DIRECTOR  OF  SECURITY  AND  SAFET 
SENECA  FALLS 

96  tt   BORTZ,  GERALD  W,  DEP  CHF,  PD 
164   CAPOZZI,  FREDERICK  VINCENT,  COP 


176 
131 
154 
185 
107 


118 
183 

16 
102 

91 

23 
165 

96 


MAJ,  NY  SPOL 
CHIEF  OF  POLICE,  PD 
SGT,  TN  OF  FALLSBURG  PD 
HAROLD  EDWARD,  LT,  NY  DEPT  OF  ENVIRON  CONSV 


176   PORRETTA,  VITTORIO,  SGT, 
SHERRILL 

94   BROSKI,  FRANCIS  S,  COP 
SIDNEY 

106  tt   FARRAND,  ROBERT  J. 
SOLVAY 

31  tt   VALLETTA,  BASIL 
SOUTH  FALLSBURG 

115   GREEN,  JAMES  K. 
SOUTH  SCHROON 
121    KARAKA 
SOUTHAMPTON 

173   BETTS,  DAVID  ANDERSON,  LT,  SOUTHAMPTON  VLG  PD 
167   SHERRY,  JAMES  JOHN,  CHF,  SOUTHAMPTON  VIL  PD 
SOUTHHAMPTON 

156   TENAGLIA,  ANTHONY  PETER,  CPT,  PD 
SPENCER 

129   STRACK,  WILLIAM  EDWARD,  LT,  NY  DEPT  OF  ENV  CONSV 
SPENCERPORT 
187   BARTON,  DALE  ROBERT,  LT,  PD 

150    SCHRANK,  CHRISTIAN  LEON,  CHF,  TOWN  OF  OGDEN 
STATEN  ISLAND 

176   BALDASSARRI,  JOYCE  ANN,  SGT,  PD 
STONY  POINT 
143  tt   FITZPATRICK,  ROBERT  JOHN,  INSPR,  U.S.  DHHS 
FRANKS,  WILLIAM  FREDERICK,  COP 
JACKSON,  DAVID,  COP 
RICCI,  DANIEL  M,  LT,  PD 
SCURTI,  STEPHEN  G. ,  COP 


136 

135  tt 
185 
107  tt 
SUFFERN 
80 
142 
68 
SYDNEY 
182 


MIELE,  JOSEPH,  CHF,  TOWN  OF  RAMAPO 

MORRIS,  JOHN  EDWARD,  COP 

PUGLIESE,  THOMAS,  CPT,  RAMAPO  TOWN  POLICE  DEPART 


ELLIS,  ANTHONY  GEORGE,  LT,  NY  SPOL 
SYRACUSE 
153   BAILEY,  PETER  LEE,  LT,  ONONDAGA  CO  SD 
BARRETT,  G  KEVIN,  CPT,  ONONDAGA  CO  SD 
BOYLE,  DANIEL  BRIAN,  DEP  CHF,  PD 
CARLSON,  PAUL  STEVEN,  CPT,  ONONDAGA  CO  SO 
COWIN,  TIMOTHY  HAROLD,  COP 
DAILEY,  KIEREN  W,  CPT,  ONONDAGA  CO  SO 
DAY,  HOWARD  D. ,  DIR  OF  POL  TNG,  SYRACUSE  UNIV 
DONOVAN,  JOHN  JOSEPH,  SUPV  OF  SECOND  INVSTGN,  GE  COM 
FINNIE,  WILLIAM  ARTHUR,  LT,  PD 
GALVIN,  JAMES  J,  CPT,  PD 
HAUMANN,  RICHARD  L,  DEP  CHF,  PD 
HEENAN,  MICHAEL  JOSEPH,  LT,  PD 
KELLY,  HAROLD  F. ,  COP 
KERWIN,  JOHN  FRANCIS,  SGT,  PD 
MCCARTHY,  ROBERT  F,  CPT,  PD 
MEHLEK,  JOSEPH  A,  JR,  MAJ,  ONONDAGA  CO  SD 
MUMFORD,  TIMOTHY  D,  LT,  PD 
SARDINO,  FRANK,  COP 
SAVAGE,  DONALD  T.,  PATROLMAN,  PD 
SHERIDAN,  DONALD  F.,  CAPTAIN,  PD 
SHERWIN,  ROBERT  L,  SR,  INVST,  ONONDAGA  CO  DA 
SOLAN,  GERARD  JOHN,  LT,  ONONDAGA  CO  SD 
SPEER,  BRIAN  MATHIAS,  DIR  OF  PUBLIC  SAFETY,  STATE  UN 
WALL,  DAVID  MARTIN,  ADMIN  CHF,  ONONDAGA  CO  SD 
WITTER,  LAWRENCE  DENNIS,  LT,  ONONDAGA  CO  SD 
TARRYTOWN 
126   BUONANNO,  EUGENE  JOSEPH,  DET  SGT,  PD 

MARTIN,  ALAN  GEOFFREY,  JR,  LT,  NY  SPOL 
MCGEE,  DONALD  FRANCIS,  SGT,  PD 
PARRA,  BALTASAR,  DETECTIVE  SERGEANT,  PD 
WEAVER,  JAMES  WILLIAM,  COP 
TOMKINS  COVE 

112  tt   TINELLI,  FRANK  J,  LT,  PD 
TOWN  OF  POUGHKEEPSIE 

130   STILL,  STANLEY  G,  JR,  COP 
TOWN  OF  TONAWANDA 
163   CZUBAJ,  KENNETH  FRANCIS,  CPT, 
DEPASQUALE,  JOHN  ANGELO,  CPT, 
tt   HOFFMAN,  LAWRENCE  A,  COP 

HOFFMAN,  LAWRENCE  A,  III,  LT,  TN  OF  TONAWANDA  PD 
tt   KORODI,  ALEX,  DET  LT,  PD 
tt   LITTLE,  ROBERT  JAMES,  LT,  PD 
PALMIERE,  SAMUEL  MICHAEL,  COP 
SHIELDS,  BRIAN  PAUL,  ASST  CHF,  PD 
STAUFFIGER,  JAMES  DAVID,  LT,  PD 
94  tt   WINK,  ROBERT  W,  CAPTAIN,  PD 
TROY 

ILER,  RALPH  MARVIN,  CPT,  PD 
KAISER,  NICHOLAS  FRANCIS,  ASST  CHF,  PD 
KANE,  ROBERT  E.,  CPT,  PD 
MAHAR,  JOHN  THOMAS,  CPT,  PD 
MILLER,  WILLIAM  PAUL,  COP 
SALO,  MICHAEL  VICTOR,  DETECTIVE,  PD 
WALRAED,  LAWRENCE  MICHAEL,  CPT,  RENSSELAER  CO  SD 
TUCKAHOE 

15  tt   SPENCER,  ALBERT,  CHIEF  OF  POLICE,  PD 
UTICA 
190   BENZO,  PASQUALE  COSMO,  CPT,  PD 
179   DODGE,  JOHN  DEAN,  SGT,  PD 

WILLIAM  G,  JR,  CPT,  PD 


128 

167 

176 

149 

172 

65 

118 

119 

109 

103 

187 

20 

173 

94 

115 

107 

99 

15 

61 

110 

162 

126 

135 

192 


163 

132 

96 

130 


146 
78 
165 
101 
127 
148 
118 
169 


159 
150 

97 
182 
137 

47 
192 


TN  OF  TONAWANDA  PD 
PD 


95  tt   GALLE, 
VESTAL 

90  tt   CROOM, 
101  *  JONES, 


FRANCIS  J. 
JOHN  L,  LT, 


COP 
PD 


122   KELLEY,  DENNIS  PATRICK,  SGT,  PD 
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PD 


184    ROUNDS,  KENNETH  MICHAEL,  LT, 

169    STICA,  KENNETH  FRANK,  COP 
HALDEN 

192   HOLMES,  JEFFRY  ROBERT,  COP 
HALLSVILLE 

173   PEREZ,  PEDRO  JUAN,  MAJ,  NY  SPOL 
HAPPINGERS  FALLS 

79  tt   BERBERICK,  ROBERT  F,  COP 

149  tt   FLEMING,  JAMES,  CPT,  HEST  CHESTER  CO  DPS 
HARSAH 

97   CAPHELL,  ALLEN  L.,  SHF  OF  HYOMING  CO 

111   ELY,  RONALD  B.,  USHF,  HYOMING  CO  SD 
HATERLOO 

180   CLEERE,  MICHAEL  KEVIN,  LT,  SENECA  CO  SD 
33  tt   MCKEON,  MATTHEH  J.,  SHF  OF  SENECA  CO 
HATERTOHN 


119 
74 
175 
98 
130 
156 
191 
148 
161 
137 
135 
127 
195 


ADAMS,  RICHARD  JAMES,  CHF  INVSTGR,  JEFFERSON  CO  DA  0 

ANGEL,  IRVING  P.,  SHF  OF  JEFFERSON  CO 

BROTHERS,  STEPHEN  RANDY,  LT,  PD 

CASCANETTE,  JOHN  R,  DEP  CHF,  PD 

COLE,  RONALD  HENRY,  LT,  PD 

DEVITO,  MARK  DAVID,  SR  DET,  JEFFERSON  CO  SD 

GOSS,  JOSEPH  JOHN,  LT,  PD 

COP 

LT,  PD 

SGT,  JEFFERSON  CO  SD 


PD 
PD 


PD 


HENNEGAN,  MICHAEL  JOSEPH, 
MONTROIS,  RAYMOND  GEORGE, 
REARDON,  CHARLES  ELLIOTT, 
SCOTT,  DALE  GRANT,  LT,  PD 
SIMSER,  EDWARD  VAN,  LT,  JEFFERSON  CO  SD 
HILLIAMS,  CLAUDE  C,  JR,  LT,  JEFFERSON  CO  SO 
HATKINS  GLEN 

67  tt   DEAN,  MAURICE  F.,  SHF  OF  SCHUYLER  CO 
112   STAYER,  KENNETH  J.,  UNDERSHERIFF,  SCHUYLER  CO.  SD 
HELLSVILLE 
139   MARGESON,  STEPHEN  LEO,  COP 
96  #  MCKINLEY,  JAMES  M. ,  COP 
POINT 

PARRY,  JAMES  MICHAEL,  LTC,  USA 
PATRICK,  DELROY  AMANDO,  CHO  III,  USA 
SHAH,  PATRICK  MICHAEL,  MAJ,  USA 
SAYVILLE 

TARBET,  JOHN  SHAH,  LT,  SUFFOLK  CO  DEPT  OF  PARKS 
SENECA 

DEPPELER,  JOHN  JOSEPH,  CPT,  PD 
FALLON,  LARRY  STEVEN,  LT,  PD 
GEHEN,  EDHARD  FRANCIS,  JR,  CPT, 
JABLONSKI,  FLORIAN  F,  JR,  CPT, 
LANDAHL,  IRHIN  EDHARD,  LT,  PD 
MANNING,  BRUCE  H.,  COP 
SCIOLI,  ALLEN  FELIX,  LT,  PD 
TAYLOR,  GEORGE  H. ,  LIEUTENANT, 
URBANSKI,  JOHN  DANIEL,  LT,  PD 
HESTHAMPTON  BEACH 
171   DOYLE,  DAVID  HILLIAM,  LT,  PD 
104   MCCREEDY,  BRIAN  K,  LT,  PD 
127   OVERTON,  HILLIAM  JOSEPH,  SGT,  PD 
135  #  RINGEN,  JOHN,  SGT,  PD 
HHITE  PLAINS 

47  tt   BRETT,  EUGENE  C.  ,  CPT,  TN  OF  GREENBURGH  PD 

BUNHORTH,  THOMAS  M,  CRIM  INVSTGR,  WESTCHESTER  CO  D 
CONKLIN,  FRANCIS  B.,  CRIM  INVSTGR,  WESTCHESTER  CO  S 
DEVLIN,  WILLIAM  PATRICK,  LT,  TOWN  OF  GREENBURGH  PD 
DUFF,  JAMES  F. ,  DEP  CHF,  PD 

GATES,  GEORGE  S.,  INSPR,  HESTCHESTER  CO  PARKWAY 
HARDING,  JAMES,  CPT,  PD 
HENRY,  J  STEWART,  CHIEF  OF  POLICE,  PD 

JACKSON,  CHARLES  R. ,  JR.,  CHF  CRIM  INVSTGR,  WESTCHESTER 
JORDAN,  RONALD  R. ,  SR  CRIM  INVSTGR,  WESTCHESTER  C 
KARDAUSKAS,  EDMUND  GEORGE,  CPT,  PD 
KENNEDY,  MICHAEL  A,  JR,  SERGEANT,  PD 

LAMPERT,  MITCHELL  EUGENE,  CHF  INVSTGR,  NY  ORG  CRIME  TF 
MURRAY,  JOHN  MICHAEL,  MAJ,  NY  DIV  OF  LAH  ENF 
NAULT,  JOHN  T,  SR,  LT,  HESTCHESTER  CO  SD 
NELSON,  C.  W.,  SERGEANT,  WESTCHESTER  COUNTY  P 
SCHNEIDER,  JOSEPH  EDWARD,  J,  INVSTGR,  NY  STATE  ORGANIZE 
SHELDONE,  MICHAEL,  LT,  HESTCHESTER  CO  SHERIFFS  DE 
STEAD,  JAMES  FREDERICK,  CPT,  PD 
WESTLAKE,  DONALD  R,  CAPTAIN,  PD 
HOODHAVEN 

115   MICKULAS,  WALTER  D,  DEP  CHF,  NYC  TRANSIT  POL 
YAPHANK 


HEST 
184 
152 
156 

WEST 
179 

WEST 
132 
167 
178 
143 
148 
96 
159 
100 
185 


84 

95 

182 

50 

16 

142 

58 

86 

114 

144 

60 

141 

147 

92 

13 

146 

111 

140 

93 


175 

70 
191 
162 

99 
138 
134 
188 

49 
182 
118 
127 

59 
179 
145 
194 
159 
121 
110 
132 


ALBANESE,  JOSEPH  GEORGE,  CPT,  SUFFOLK  CO  PD 
ANDRYSIK,  STANLEY  A.,  INSPR,  SUFFOLK  CO  PD 
ARMET,  HAROLD  ROBERT,  LT,  SUFFOLK  CO  PD 
ASH,  JOHN  ALBERT,  DEP  INSPR,  SUFFOLK  CO  PD 
BARRY,  RICHARD  P,  LT,  SUFFOLK  CO  PD 
BIENZ,  EDHARD  J,  JR,  DEP  INSPR,  SUFFOLK  CO  PD 
BLACK,  HAROLD  MICHAEL,  DET  LT,  SUFFOLK  CO  PD 


BLAETTLER,  JOSEPH,  CPT 
BORDEN,  MILES  S.,  CPT, 
BRANDON,  THOMAS  ROBERT, 
BRENNAN,  JAMES  EDHARD, 
BRENNAN,  HALTON  EDHARD, 


SUFFOLK  CO  PD 
SUFFOLK  CO  PD 

LT,  SUFFOLK  CO  PD 
LT,  SUFFOLK  CO  PD 

JR,  LT,  SUFFOLK  CO 


PD 


BUCKLEY,  DAVID  J.,  CHF  OF  DET,  SUFFOLK  CO  PD 
BYRNES,  JOHN  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 
CAINE,  DENNIS  JAMES,  LT,  SUFFOLK  CO  PD 
COLE,  DAVID  KIERON,  LT,  SUFFOLK  CO  PD 
COLEMAN,  HALL  DAVIS,  DET  LT,  SUFFOLK  CO  PD 
COLUMBIA,  JOHN  ANTHONY,  SGT,  SUFFOLK  CO  PD 
COMPITELLO,  THOMAS  P.,  INSPR,  SUFFOLK  CO  PD 
COSGROVE,  PETER  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 
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177  COSTELLO,  WILLIAM,  LT,  SUFFOLK  CO  PD 

98  tt   CREIGHTON,  ROBERT  J.,  CHF  INVSTGR,  SUFFOLK  CO  DA  OFC 
169   CROKE,  ROBERT  GEORGE,  DEP  INSPR,  SUFFOLK  CO  PD 
187   CRONIN,  KEVIN  MICHAEL,  DET  SGT,  SUFFOLK  CO  PD 

91  tt   DAHILL,  JAMES  P.,  DEP  CHF  OF  DET,  SUFFOLK  CO  PD 
108  tt   DANIEL,  DAVID  H.  ,  DEP  INSPR,  SUFFOLK  CO  PD 

119  tt   DARA,  HANS  PETER,  DET  LT,  SUFFOLK  CO  PD 
117  tt   DORMER,  RICHARD,  CHF,  SUFFOLK  CO  PD 

93  tt   DHYER,  EDHARD  J.,  DET  SGT,  SUFFOLK  CO  PD 

52  tt   EDHARDS,  ORAY  L.,  DEP  CHF  INSPR,  SUFFOLK  CO  PD 

120  ESTELLE,  PATRICK,  DET  SGT,  SUFFOLK  CO  PD 
96  tt   FAKLER,  JOHN  L,  LT,  SUFFOLK  CO  PD 

122  tt   FARNITANO,  JOSEPH  THOMAS,  DET  INSPR,  SUFFOLK  CO  PD 
190   FEENEY,  ROBERT  FRANCIS,  DET  SGT,  SUFFOLK  CO  PD 

104  tt   FELDMAN,  ARTHUR  R,  ASST  CHF,  SUFFOLK  CO  PD 

172  FITZGERALD,  VINCENT  JOSEPH,  CPT,  SUFFOLK  CO  PD 

173  FITZPATRICK,  JOHN  NEIL,  DET  LT,  SUFFOLK  CO  PD 
144  tt   FRANZESE,  RICHARD  ALLEN,  LT,  PD 

178  GABRIEL,  ROBERT  CHRISTIAN,  CPT,  SUFFOLK  CO  PD 
101  tt   GALLAGHER,  JAMES  J.,  DET  LT,  SUFFOLK  CO  PD 

49  tt   GARDINER,  WILLIAM  H.  ,  INSPR,  SUFFOLK  CO  PD 

137  GRUND,  WALTER  DANIEL,  INSPR,  SUFFOLK  CO  PD 
171   HAMANN,  THOMAS  LOUIS,  JR,  CPT,  SUFFOLK  CO  PD 

106  tt   HEFFERNAN,  FRANCIS  M.,  INSPECTOR,  SUFFOLK  COUNTY  PD 
168   HOUGH,  JOHN  JOSEPH,  DEP  INSPR,  SUFFOLK  CO  PD 
113  tt   JEFFERS,  DONALD  J,  INSPR,  SUFFOLK  CO  PD 

138  JEHLE,  STEPHEN  THOMAS,  LT,  SUFFOLK  CO  PD 
116  tt   JENSEN,  RICHARD  A.,  DET  SGT,  SUFFOLK  CO  PD 
133   JENSEN,  ROBERT  S,  LT,  SUFFOLK  CO  PD 

130  tt   JOYCE,  MARTIN  JOSEPH,  LT,  SUFFOLK  CO  PD 

146   KILEY,  HILLIAM  PATRICK,  DET  CPT,  SUFFOLK  CO  PD 

158   KISTINGER,  JOSEPH  DANIEL,  DET  LT,  SUFFOLK  CO  PD 

154   LOUGHLIN,  THOMAS  JOSEPH,  CPT,  SUFFOLK  CO  PD 

160   MAHER,  JAMES  RICHARD,  LT,  SUFFOLK  CO  PD 

184   MANGO,  NICHOLAS  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 

174  MANNO,  SALVATORE  ANTHONY,  CPT,  SUFFOLK  CO  PD 
152   MARCOE,  GERALD  STEPHEN,  DEP  CHF,  SUFFOLK  CO  PD 
143  tt   MARTINELL,  EDWARD  J,  DET  SGT,  SUFFOLK  CO  PD 

105  #  MCBRIDE,  WILLIAM  L,  DEP  COMMISSIONER,  SUFFOLK  CO  P 
83  tt   MCCLEARY,  ROBERT  A.,  DET  LT,  SUFFOLK  COUNTY  PD 

tt   MCCORMICK,  HAROLD  J.,  INSPR,  SUFFOLK  CO  PD 
tt   MCCOY,  HOWARD  HENRY,  CPT,  SUFFOLK  CO  PD 

MCELHONE,  JOHN  JAMES,  DEP  CHF,  SUFFOLK  CO  PD 
tt   MEYERS,  JOSEPH  F,  INSPR,  SUFFOLK  CO  PD 

MONTEITH,  JOSEPH  L,  CHF  OF  DEPT,  SUFFOLK  CO  PD 
MOORE,  ROBERT  ANTHONY,  CPT,  SUFFOLK  CO  PD 
MORGAN,  FRANK  C,  CPT,  SUFFOLK  CO  PD 
tt   MUELLER,  DANIEL  W,  INSPR,  SUFFOLK  CO  PD 
tt   NAPOLITANO,  JOSEPH  THOMAS,  DET  LT,  SUFFOLK  CO  PD 
OBRIEN,  JOHN  MATHEW,  LT,  SUFFOLK  CO  PD 
ODONNELL,  WILLIAM  BRYAN,  SGT,  SUFFOLK  CO  PD 
OHEIR,  THOMAS  LUDWIG,  LT,  SUFFOLK  CO  PD 
OSWALD,  ROBERT  THOMAS,  LT,  SUFFOLK  CO  PD 
PELKOFSKY,  GERARD  VINCENT,  DET  LT,  SUFFOLK  CO  PD 

#  PURITIS,  MICHAEL  DENNIS,  CPT,  SUFFOLK  CO  PD 
RAU,  KENNETH  RANDALL,  DET  INSPR,  SUFFOLK  CO  PD 
REISINGER,  CHARLES  LYNN,  INSPR,  SUFFOLK  CO  PD 
RHOADS,  JAMES  PATRICK,  CPT,  SUFFOLK  CO  PD 

#  RICHARDS,  A.  RUSSELL,  INSPECTOR,  SUFFOLK  COUNTY  PD 
RIOS,  JAN  LARRY,  DET  LT,  SUFFOLK  CO  PD 

tt   ROBERTS,  RICHARD  C,  DEP  CHF,  SUFFOLK  CO  PD 
tt   ROMAN,  LEE  MARTIN,  DET  SGT,  SUFFOLK  CO  PD 
tt   ROMANO,  JOHN,  ASST  CHF  OF  PTL,  SUFFOLK  CO  PD 

RONAYNE,  JOHN  KEVIN,  LT,  SUFFOLK  CO  PD 
tt   RONDINELLI,  JOHN  JOSEPH,  INSPR,  SUFFOLK  CO  PD 

ROONEY,  JAMES  PATRICK,  JR,  DET  SGT,  SUFFOLK  CO  PD 

ROONEY,  LAWRENCE  PETER,  SR,  SGT,  SUFFOLK  CO  PD 
tt   SAVARESE,  ROBERT,  DEP  INSPR,  SUFFOLK  CO  PD 

SCHAARSCHMIDT,  GAIL,  DET  SGT,  SUFFOLK  CO  PD 

#  SIEE,  RICHARD  J.,  LT,  SUFFOLK  CO  PD 
tt   SIEVERS,  ROBERT  LOUIS,  DET  LT,  SUFFOLK  CO  PD 

#  SLOANE,  GEORGE  R,  DET  LT,  SUFFOLK  CO  PD 

#  SMITH,  RONALD  A,  LT,  SUFFOLK  CO  PD 
tt   SMITH  STEPHEN  A.,  LIEUTENANT,  SUFFOLK  COUNTY  PD 
tt   SNOW,  ROBERT  A,  DEP  INSPR,  SUFFOLK  CO  PD 
tt   SOMMER,  ROBERT  J.,  DEPUTY  INSPECTOR,  SUFFOLK  CO. 

STALLONE,  FRANK  MARTIN,  DET  LT,  SUFFOLK  CO  PD 
141  tt   STEIDEL,  STEPHEN  EDWARD,  LT,  SUFFOLK  CO  PD 
163   STEO,  DOMINICK  VINCENT,  DEP  INSPR,  SUFFOLK  CO  PD 
140  tt   STREETER,  JOHN  WILLIAM,  JR,  CPT,  SUFFOLK  CO  PD 
167   TRIANDAFILS,  JOHN,  INSPR,  SUFFOLK  CO  PD 
107  #  TURANO,  MICHAEL  J.,  JR.,  INSPR,  SUFFOLK  CO.  PD 
189   VARRONE,  DOMINICK,  DEP  INSPR,  SUFFOLK  CO  PD 
123  tt   WELLBROCK,  GEORGE  ALBERT,  DET  LT,  SUFFOLK  CO  PD 
181   WILLIAMS,  KENNETH  L,  SGT,  SUFFOLK  CO  PD 
129   WOODS,  THOMAS  JOSEPH,  LT,  SUFFOLK  CO  PD 
YONKERS 

76  tt   ANDERSON,  VINCENT  J.,  CPT,  PD 

CASSINO,  JOSEPH  PAUL,  LT,  PD 

CILIBERTI,  FRANK  ANTHONY,  DET  SGT,  PD 

DALY,  DANIEL  STEVEN,  LT,  PD 

DALY,  EDWARD  ALBERT,  CPT,  PD 

DEDIVITIS,  RUDOLPH  M. ,  DEP  CHF,  PD 

DUFFY,  JOHN  PATRICK,  CPT,  PD 

ERMINI,  BENEDETTO  JOSEPH,  LT,  PD 

HARDING,  MARTIN  JOSEPH,  LIEUTENANT,  PD 

ITZLA,  ROBERT  ANDREW,  SGT,  PD 

JOHNSTON,  ROBERT  ANTHONY,  CPT,  PD 

KRESSMAN,  THOMAS  ANTHONY,  CPT,  PD, 

MCCUE,  TERENCE  MICHAEL,  LT,  PD 


83 
102 
124 
151 
109 
100 
161 
184 

94 
157 
193 
193 
140 
190 
183 
165 
164 
173 
185 

33 
186 

90 
125 
115 
142 
128 
195 
150 
135 
176 

95 
166 
111 
148 
114 
131 
112 
192 


119 
26 
174 
142 
92 
120 
121 
117 
191 
182 
124 
118 


NEH  YORK  -  NORTH  CAROLINA 


139   MCEVOY,  ALBERT  RAYMOND,  CPT,  PD 
152   MCLAUGHLIN,  ROY  CHARLES,  CPT,  PD 
170   MCMAHON,  PATRICK  JOSEPH,  CPT,  PD 

123  NOVOTNY,  MICHAEL  STEPHEN,  DET  LT,  PD 

99   POJER,  GEORGE  R.,  CPT,  DPS,  POLICE  BUREAU 

17  tt   SHEA,  LAHRENCE  P.,  LIEUTENANT,  PD 
133   TAGGART,  ROBERT,  DEP  INSPR,  PD 

91   TAYLOR,  CHARLES  R. ,  SR.,  DETECTIVE,  SERGEANT,  PD 
YORKTOHN 
138   ARRUDA,  ROBERT  ANTHONY,  LT,  PD 
115   MASI,  ANTHONY,  LT,  PD 

124  SELLICK,  ROBERT  A,  JR,  DET,  PD 
YORKTOHN  HEIGHTS 

104   FERRARA,  PAUL,  COP 
98   SANDERS,  JOHN  C.  ,  LIEUTENANT,  YORKTOHN  PD 

NORTH  CAROLINA 
ASHEBORO 

68  U   BULLA,  JOSEPH  DALE,  COP 
150   FINCH,  JAMES  CLARENCE,  JR,  COP 
118   TROGDON,  DEXTER  LEE,  DET  SGT,  PD 
194   YORK,  ANTHONY  CLARK,  LT,  PD 
ASHEVILLE 
128   ANNARINO,  WILL  RAY,  COP 

185   BARNES,  DAVID  BRUCE,  CRIM  SPEC,  NC  ST  BU  OF  INVSTGN 
121  #  BEAVER,  CLYDE  RAY,  MAJ,  PD 
49  tt   BROHNLEE,  HAROLD  F.,  CPT,  CHF  OF  DET,  PD 

175  CARVER,  RONALD  LEE,  CPT,  PD 

110   GOFORTH,  JOHN  L.,  ASST  CHF,  CRIM  INV  BU,  BUNCOMB 

94  tt   HENSLEY,  FRED  H,  COP, 

80  tt   JARVIS,  JOSEPH  E,  ASST  COP 
182   LAMBERT,  TED  HAYNE,  CPT,  PD 

22   LILES,  GRANVILLE  B.,  SUPT,  NPS 

90  tt   NAIL,  WILLIAM  M. ,  JR.,  CPT,  PD 
136   ROBERTSON,  WALTER  EVANS,  SGT,  PD 
194   ROBINSON,  ROSS  ROBERT,  DEP  CHF,  PD 
166   RUTLEDGE,  DAVID  PHILIP,  LT,  PD 

166  #  THOMAS,  WILLIAM  PAUL,  LT,  NC  SHP 
104   WARD,  WILLIAM  M. ,  CHIEF  DEPUTY,  U. 

BESSEMER  CITY 

189   BEAVER,  RICHARD  WAYNE,  LT,  PD 
BOONE 

168   KENNEDY,  ROBERT  STEPHEN,  ADMINTR, 
BREVARD 

192   WILDE,  DENNIS  CORNELL,  COP 
BURGAW 

38  tt   BRADSHAW,  JAMES  F,  JR,  SHF  OF  PENDER  CO 

192   THOMAS,  CHRISTOPHER  DAVID,  CPT,  PENDER  CO  SD 

153   WHITE,  RICHARD  DEAN,  CPT,  PD 
BURLINGTON 

176  CONKLIN,  JAMES  ELBIE,  CMDR,  PD 
187   CROWDER,  KEVIN  LEE,  LT,  PD 

167  FELTS,  BENNIE  LEE,  MAJ.  PD 
59  tt   GARNER,  ALFRED  HUME,  CHIEF  OF  POLICE,  PD 

130   GARNER,  JERRY  DEAN,  CPT,  PD, 
143   GLENN,  JOHN  MORTON,  JR,  COP 
126  #  JONES,  EUGENE,  MAJ,  USAF 
BURNSVILLE 

108   BANKS,  DONALD  K.,  SHF  OF  YANCEY  CO 
CAMP  LEJEUNE 
138   ANDERSON,  DONALD  JAMES,  1LT,  USMC 

BAKER,  JEFFREY  WARREN,  GUNNERY  SGT,  USMC 

BELL,  HENRY  JOSEPH,  WO,  USMC 

BUTLER,  JOHN  GREGORY,  MAJ,  USMC 

CUMMINGS,  JAMES  ALOYSIOUS,  CPT,  USMC 

DUNKELBERGER,  DAVID  CHARLES,  SGT,  USMC 

EMERSON,  JAMES  JUDE,  MAJ,  USMC 

GLESNER,  JEROME  RUSSELL,  GUNNERY  SGT,  USMC 

GOODROW,  JOSEPH  WILLIAM,  CPT,  USMC 

HOLLIFIELD,  CARLOS  RAY,  CPT,  USMC 

KING,  MICHAEL  RAY,  MAJ,  USMC 

MCCASLIN,  JAMES  MELVIN,  CWO  II, 

MILLER,  DANNIE  ALl E",  CWO  III, 

PARIS,  ROBERT  T.  ,  l.iO  IV,  USMC 

PENA,  JOSE  LUIS,  CPT,  USMC 

SCHALK,  KATHLEEN  ANN,  GUNNERY  SGT,  USMC 

SCHMIDT,  GARY  JOSEPH,  WO,  USMC 

SHOEMAKER,  BRADLEY,  CPT,  USMC 

THANARS,  DON  MICHEAL,  CPT,  USMC 

TIPTON,  EURA  VERNON,  SERGEAN}  MAJOR,  U.  S.  MARINE  C 

WINSTON,  HERBERT  THOMAS,  LTC,  USMC 


S.  MARSHALS  S 


PD 


USMC 
USMC 


185 

123 

147 

150 

162 

151 

179 

141 

137 

181 

149 

143 

101  * 

140 

166 

188 

146 

174 
66  # 

118 
CANTON 

131   CALLOWAY,  CHARLES  EUGENE,  COP 
CARTHAGE 

143   WHITAKER,  RICKY  TYSON,  INSPR,  STATE  OF  NC 
WISE,  JAMES  W.,  SHF  OF  MOORE  CO 


77 
CARY 
102 
193 
184 
165 
186 


BOLES,  JOHN  W.,  COP 
CORR,  DONALD  EDWARD,  LT,  PD 
GUTHRIE,  MYRON  WAYNE,  DET  SGT,  PD 
HUNTER,  WINFIELD  JOHN,  CPT,  PD 
SCARINGELLI,  PATRICIA  HOLLAND,  LT,  PD 
CHAPEL  HILL 

51  tt   HILLIARD,  SIDNEY  M. ,  CHIEF  OF  POLICE 
170   PORRECA,  ROBERT  LYSLE,  MAJ,  UNIV  OF  NC  DPS 
99   SNIPES,  THOMAS  W,  CPT,  PD 
126   SUMMEY,  ARTHUR  HOLTON,  LT,  PD 
CHARLOTTE 
113  #  ABERCROMBIE,  BRUCE  C,  COP 
107  tt   BARNES,  MITCHELL  F.,  CPT,  MECKLENBURG  CO  PD 


93 
177 
131 
124 

93 
183 
192 

92 
117 
101 

70 
128 
110 
148 
179 
139 
100 
113 
102 
104 
161 


CANIPE,  WENDELL  E.,  LTC,  MECKLENBURG  CO  PD 

CARTER,  RONNIE  ANDRA,  SA,  BU  OF  ATF 

CASH,  PAUL  AARON,  CPT,  MECKLENBURG  CO  PD 

CHAMBERS,  CHARLES  DELAIN,  DIST  SUPV,  NC  ST  BU  OF  INVSTG 

CHERRY,  JOHN  M,  CPT,  PD 

DEATON,  STEPHEN  CURTIS,  CPT,  MECKLENBURG  CO  SD 

DETOMMASO,  MICHAEL  FRANK,  CPT,  MECKLENBURG  CO  SO 

EARLS,  PAUL  E,  CPT,  PD 

EDWARDS,  WILLIAM  J.,  JR.,  SGT,  PD 

ENSLEY,  B,  CPT,  PD 

GOODMAN,  JACOB  CLYDE,  COP 

HEAFNER,  TERRY  LYNN,  ASST  CHF, 

HELMS,  JOHNNIE  N.,  FIELD  SGT, 

HILDERMAN,  WALTER  CARRINGTON, 

HUNEYCUTT,  HAWELL  CRAIG,  CPT, 

HUNTER,  MADISON  MARCELLIS, 

JOHNSTON,  BENJAMIN  M. ,  LT, 


AIRPORT  POL  DIV 

PD 

CPT,  PD 

PD 

CPT,  PD, 
MECKLENBURG  CO  PD 


JONES,  LEONARD  R,  CMDR,  PD 
tt   MARTIN,  JAMES  A,  CPT,  PD 
tt   MCGRAW,  LACY  L.,  MAJ,  PD 

MCINTOSH,  TED  VANCE,  CPT,  MECKLENBURG  CO  PD 

94  tt   MOORE,  MARSHALL  C,  CAPTAIN,  PD, 
193   MULHALL,  SEAN  THOMAS,  CPT,  PD 
118  #  MULLIS,  ROBERT  ROGER,  SUPV  DEP,  USMS 
174   NICHOLS,  EDNA  KATHY,  CPT,  MECKLENBURG  CO  PD 
104  tt   OWENS,  CRISTA  L.,  ASST  CHF,  MECKLENBURG  CO  PD 

48  *  PAYNE,  JOHN  HOWARD,  LT,  PD,  MECKLENBURG  COUNTY 
149   PENDERGRAPH,  JAMES  IRVING,  SHF  OF  MECKLENBURG  CO 
188   RIVERS,  ROY  JEROME,  LT,  MECKLENBURG  CO  SO 
159   SCHURMEIER,  ROBERT  LINDEKE,  JR,  CMDR,  PD 
185   SHIRLEY,  WAYNE  HERBERT,  MAJ,  MECKLENBURG  CO  SO 

55  tt   STEPHENS,  GEORGE  A.,  CHIEF  OF  POLICE,  MECKLENBURG  C 

97  tt   TREADAHAY,  BRUCE  S,  COMMANDER,  PD 
123  tt   WALLACE,  LARRY  BEN,  SGT,  PD 

25  tt   WHITLEY,  JOE  D.  ,  CHF,  MECKLENBURG  COUNTY  PD 
190   WILLIAMS,  KENNETH  DALE,  CPT,  CHARLOTTE-MECKLENBURG  PD 

99  tt   WILLIAMS,  THOMAS  W.  ,  CPT,  PD 

17  tt   YANDLE,  JOHN  W.,  CAPTAIN,  PD 


CHEROKEE 

123   MARTIN, 
CHERRY  POINT 
82  tt   BENTON, 


BRUCE  DAVID,  DIR,  PD 


P.  THOMAS,  CHF  INVSTGR,  MARINE  CORPS  AIR 
CARTER,  MICHAEL  DON,  CWO  II,  USMC 
COX,  JACK  RANDOLPH,  MSGT,  USMC 
ELDREDGE,  FREDERICK  R.,  JR.,  CPT,  USMC 
HORNER,  ROGER  LEE,  SR,  MSGT,  USMC 
LEWIS,  GREGORY  DALE,  MSGT,  USMC 
LOVE,  WILLIAM  ROY,  JR,  GUNNERY  SGT,  USMC 
MCALEXANDER,  BOYD  STOUT,  CWO  III,  USMC 
MEYER,  VERNON  J.,  CHIEF  WARRANT  OFFICER,  USMC 
STEWARD,  JOHN  A,  JR,  MAJ,  USMC 


129 
70 

118 

182 

177 

172 

192 

110 

100 
CONCORD 

154   ANDRADE,  DENNIS,  JR,  CPT,  PD 

125   ARTHUR,  WILLIAM  LANE,  DET  SGT,  PD 

173   COLEY,  ROY  LEE,  CPT,  PD 

189   OVERCASH,  WILLIAM  ALLEN,  LT,  PD 

108  *  TAYLOR,  DAVID  J,  DETECTIVE  SERGEANT, 
CULLOWHEE 

72   SMITH,  PRITCHARD  C. ,  JR.,  DIR  OF  SECURITY,  WESTERN  CARO 
DURHAM 

101  * 

186 

195 

103 
78 

162 
95 

122 

139 
49 

111 

176 
EDEN 

167 

186   PYRTLE,  ARMOR  REECE,  JR,  SGT,  PD 
EDENTON 

130   WILLIAMS,  WILLIAM  BEAMON,  SUPV,  NC  ALCOHOL  LAW  ENF 
ELIZABETH  CITY 

142   DAVENPORT,  JENNINGS  M,  JR,  CPT,  USMC 

177   KOCH,  GEORGE  FRANK,  III,  LT,  PD 
39  tt   OWENS,  WILLIAM  CLARENCE,  COP 

189   TADE,  JOSEPH  PHILLIP,  LT,  PD 
EMERALD  ISLE 

160   WILSON,  MARK  DANA,  COP 
ENFIELD 

111   MAYER,  THEODORE  H,  JR,  COP 
FARMVILLE 

135   SMITH,  ROBERT  ALLEN,  COP 
FAYETTEVILLE 

164   CANNADY,  PHILIP,  MAJ,  PD 

188   CHANDLER,  BRADLEY  RENA,  CPT,  PD 
49  *  FAIRCLOTH,  DAVID  THOMAS,  CAPTAIN,  PD 

106   HANSEN,  RONALD  E,  COP 

141   MOYD,  GEORGE  EDWARD,  CPT,  PD 

138  tt   REGISTER,  WILLIAM  PURVIS,  1LT,  NC  HPTL 

146   SESSOMS,  SAMUEL  CLAUDE,  JR,  CPT,  PD 
FORT  BRAGG 

91   ARNZEN,  CHESTER  L.,  COL,  USA 
79   ELDER,  PERRY  B.,  JR.,  COL,  USA 

150   GREEN,  DAN  ALLEN,  CWO  II,  USA 


PD 


ARLINGTON,  JERRY  M,  LT,  IN  SPOL 

BOND,  WILLIAM  EARL,  JR,  CPT,  PD 

CHALMERS,  STEVEN  WAYNE,  CPT,  PD 

CLAYTON,  CHARLES  W. ,  MAJ,  PD 

DUMAS,  PAUL  J.,  JR.,  DIR  OF  PUB  SFTY,  DUKE  UNIV 

FLETCHER,  HAROLD  KENT,  LTC,  PD 

HILL,  WORTH  L.,  SHF,   DURHAM  CO  SHF  OFC 

MARTIN,  WYATT  TYSON,  SGT,  PD 

MITCHELL,  MICHAEL  WAYNE,  MAJ,  PD 

PLEASANTS,  WILLIAM  WALTON,  COP 

SHERRON,  SPURGEON  E,  MAJ,  PD 

TAYLOR,  REGINALD  STANTON,  CPT,  PD 


BENTHIN,  GARY  CARL,  COP 
PYRTLE,  ARMOR  REECE,  JR,  SGT, 
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175  HOLT,  TIHOTHY  OLEN,  CHO  II,  USA 

191  HUMBERT,  HARRY  LEROY,  JR,  CHO  III,  USACIDC 

173  LAMB,  TIMOTHY  JOHN,  MAJ,  USA 

191  ORLANDO,  KIM  SALVATORE,  MAJ,  USA 

192  PADILLA,  NICHOLAS,  JR,  CHO  III,  USA 
98  PALMER,  RICHARD  H. ,  LTC,  USA 

195  PAULY,  DAVID  GERHARD,  CHO  II,  USA 

132  RITTER,  HAYNE  ALLEN,  CHO  III,  USACIDC 
154  RODRIGUEZ,  VENANCIO,  JR,  SA,  USACIDC 
177  HATKIN,  PAUL  RICHARD,  SGT  1CL,  USA 

FRANKLIN 

194   SHIELDS,  GEORGE  ANDREH,  LT ,  MACON  CO  SD 
GARNER 

179  FORD,  RONALD  JAY,  CPT,  PD 
GASTONIA 

191  ADAMS,  TIMOTHY  LEE,  SGT,  PD 

182   ATKINSON,  EDHARD  FERN,  JR,  DET  SGT,  PD 
68  *  DAVIS,  JAMES  KENNETH,  ASST  CHF ,  PD,  GASTON  CO  RURAL 
82  tt   ELMORE,  CHARLES  C,  JR,  COP 

180  FARLEY,  WILLIAM  JOSEPH,  JR,  CPT,  PD 

133  FULLER,  CHARLES  THOMAS,  ASST  CHF,  GASTON  CO  PD 
153   HARVELL,  GARY  MICHAEL,  CPT,  PD 

141  U   HARHELL,  HAROLD  DEAN,  ASST  CHF,  GASTON  CO  PD 

92  #  HOMESLEY,  ALBERT  B,  CHF,  GASTON  CO  RURAL  PD 
185    ISENHOUR,  JEFFREY  LYNN,  SR,  SGT,  GASTON  CO  PD 
124   LYNCH,  STEPHEN  LOYD,  COP 
162  §   STAMEY,  DOUGLAS  LEE,  CPT,  GASTON  CO  PD 

121  tt   STARNES,  JOHN  PATRICK,  ASST  CHF,  GASTON  CO  PD 
GOLDSBORO 

82   ADAMS,  HILL  I.,  SHF,  HAYNE  CO 

122  CLOUTIER,  DAVE  FREDERICK,  JR,  CPT,  SALEMBURG  JUSTICE  AC 
112    FORSYTHE,  JAMES  R. ,  MSGT,  USAF 

95  tt  HARVELL,  DAVIS  L.,  ASST  CHF,  PD 

117  HILL,  CHESTER,  COP 

164  HOBBS,  FLOYD,  MAJ,  PD 

192  HOPPER,  MICHAEL  DOUGLAS,  CPT,  PD 
94  KREIS,  JOHN  F.,  MAJ,  USAF 

127  #  SPAIN,  GEORGE  ASA,  MAJ,  PD 
184   SZATKOHSKI,  LEONORE,  MAJ,  PD 

177  HARRICK,  JASPER  MORRIS,  JR,  MAJ,  PD 
105  8   HEAVER,  OHEN  N.,  DET  LT,  PD 

GREENSBORO 

134  tt   ALLEN,  CHARLES  FRANKLIN,  CPT,  PD 

164   BATEMAN,  ROBERT  GALE,  SR,  ASST  CHF,  PD 
62   BURCH,  WALTER  A,  SHF  OF  GUILFORD  CO 

50  tt   CALHOUN,  PAUL  B.  ,  COP 

98  #  COLVARD,  PHILLIP  J.,  ASST  CHF,  PD 
145  tt   DAUGHTRY,  SYLVESTER,  JR,  COP 
172   FORREST,  ROY  THOMAS,  JR,  CPT,  GUILFORD  CO  SD 

178  GIBSON,  ROBERT  WAYNE,  CPT,  PD 
108  tt   GIBSON,  WADE  J.,  CAPTAIN,  PD 
117   HILLIARD,  JAMES  W,  ASST  CHF,  PD 
183   HUNDLEY,  FRANK  FLOYD,  JR,  CPT,  PD 

69  #  JACKSON,  WILLIAM  HILL,  CPT  OF  DET,  PD 

51  tt   LEVERETT,  GEORGE  T.,  JR.,  CPT,  PD 
172   LUMAN,  JAMES  THARROL,  ASST  CHF,  PD 

123   ODOM,  ANTHONY  CARL,  CHF  OF  THREAT  ANALYSIS  DIV,  US 

182   OSBORNE,  CHARLES  EDWARD,  LT,  NC  SHP 

162   RIVENBARK,  TED  MARTIN,  CHF,  UNC  AT  GREENSBORO 

186   SCALES,  ANTHONY  LORRE,  MAJ,  PD 

152   SHEPPARD,  JAMES  THOMAS,  SR,  LT,  GUILFORD  CO  SD 

112  tt   SIMPSON,  SONNIE  B,  CPT,  PD 

195   STAFFORD,  HILLIE  RANSOME,  III,  CPT,  PD 

96   STEELE,  ROBERT  H.,  CAPTAIN,  PD 
194   STEWART,  ALFRED  CHARLES,  JR,  CPT,  PD 

88  tt   SWING,  WILLIAM  E,  (LTC)  COP 

93  THOMAS,  BYRON  L.,  CAPTAIN,  PD 
102  *  WADE,  CONRAD  D,  COP 

105   WALKER,  W.  EARNEY,  CAPTAIN,  PD 

126   WILLIAMS,  DAVID  CURRY,  ASST  CHF,  PD 

119  It   HOOD,  DANIEL  EARL,  ASST  CHF,  PD, 

53  tt   WOOTERS,  HOWARD  L.,  LT.  COL.,  PD 

76  tt   WYNN,  EDMUND  R,  MAJ,  PD 
CRF  ENVI LLE 

98   AVERY,  RONNIE  E.,  DIR,  E.  CAROLINA  UNIV  DPS 
182   BARTLETT,  JOSEPH  ALAN,  LT,  PD 

131  BULLOCK,  DAVID  RODRICK,  LT,  PD 

78  #  EDDINGS,  FRANCIS  M,  CHF,  EAST  CAROLINA  UNIV  DPS 

171  ENNIS,  JOHN  EDWARD,  CPT,  PD 

53  »  GIBBS,  SULLIVAN  GRANT,  CHIEF  OF  POLICE,  PD 

94  HINMAN,  CHARLES  E.,  COP 

147  NICHOLS,  RANDY  MICHAEL,  CPT,  PD 

157  STATON,  NELSON,  CPT,  PD 

188  TEEL,  JOHN  RICHARD,  LT,  PD 
HAMLET 

156   MOORE,  TERRY  GILBERT,  COP 
HAVELOCK 

104  tt   CLIFTON,  RAYBORN  S,  JR,  MAJ,  USMC 
HENDERSON 

129   GRISSOM,  MICHAEL  DEAN,  SUPR,  PD 

107  *  LONG,  THOMAS  J,  CHAIRMAN,  VANCE-GRANVILLE  COMM 

136   ROBINSON,  RONNIE  TIMOTHY,  DET  LT,  PD 
49  *  HATKINS,  HAROLD  UPCHURCH,  CHIEF  OF  POLICE,  PD 
HENDERSONVILLE 

112   HESSER,  LARRY  M,  COP 

132  NICHOLSON,  JOHN  CARL,  CPT,  PD 
139   PARKS,  DONNIE  RAY,  LT ,  PD 

189  SUMMEY,  ERIK  BRIAN,  LT,  HENDERSON  CO  SD 
HICKORY 

195   DEAL,  CLYDE  JUNIOR,  LT,  PD 


HAMILTON,  MERLYN  CHARLES,  CPT,  PD 

HURLEY,  MICHAEL  H. ,  CAPTAIN,  PD 

LUCAS,  FLOYD  WOODROW,  JR,  COP 

MCGUIRE,  OWEN  M,  MAJ,  PD 

POST,  WILLIAM  HOLMAN,  CPT,  PD 

SUMPTER,  JIMMY  HAYNE,  MAJ,  PD 

VANDERFORD,  JOHN  R.,  SUPERVISING  AGENT,  STATE  BUREA 

WRIGHT,  STEVEN  CHESLEY,  LT,  PD 
HIGH  POINT 

58  *  ANDREWS,  CLAY,  DET,  PD 

CUTRELL,  MARC  LARUE,  CPT,  PD 

DUNCAN,  DEBRA  CORINNE,  LT,  PD 

HONEYCUTT,  JAMES  HAROLD,  CMDR  II,  PD 

MCSHAIN,  VAN  HAYWOOD,  CAPTAIN,  PD 

MYERS,  STEELE  T,  MAJ,  PD 

PRITCHETT,  LAURIE,  COP 

RANKIN,  ROBERT  BLAIR,  JR,  ASST  CHF,  PD 

RICH,  JERRY  T,  MAJ,  PD 

WADE,  JOSEPH  DONALD,  PATROLMAN,  PD 
HILLSBOROUGH 
178   COLLINS,  BOBBY  JOEL,  LT,  ORANGE  CO  SO 

PENDERGRASS,  ALBERT  L,  SHF  OF  ORANGE  CO, 

TRUELOVE,  DONALD  RAY,  MAJ,  ORANGE  CO  SD 


178 
116 
142 
104 
167 
159 
47 
185 


195 

188 
170 

73 
106 

56 
158 
115 

56 


107 
140 
HUDSON 
163  tt 


COLVARD,  TONY  DIXON,  COP 
JACKSONVILLE 

96   CLARKE,  MICHAEL  J.,  CPT,  PD 
134   COLLINS,  DELMA  GRADY,  DEP  CHF,  PD 
109  #  DINOTA,  DENNIS  T,  DET  SGT,  PD 
130   DORRIETY,  JAMES  MELVIN,  CWO  II,  USMC 
100   HALBERT,  ROGER  E.,  CHIEF  OF  POLICE 
161   HESTER,  TOMMY  LANE,  CPT,  USMC 
171  #  LYNCH,  ERNEST  EDGAR,  DEP  CHF,  PD 
165   MILLER,  HANS  JOHN,  MAJ,  USMC 
193   PHILLIPS,  JOHN  SAMUEL,  DEP  CHF,  PD 
108   SMITH,  STEPHEN  K. ,  SGT,  PD 
168   SPANGLER,  SCOTT  ALAN,  MSGT,  USMC 
154   SPRADLEY,  JESSE  RALPH,  ILT,  USMC 
153   STALLBAUMER,  LYNN  EDWARD,  MSGT,  USMC 
176   STEVENS,  ALAN  ROBERTS,  SAC,  NC  STATE  BU  OF  INVSTGN 
125   TURNER,  ARTHUR  RICHARD,  DEP  CHF,  PD 
KANNAPOLIS 
152   BROWN,  PAUL  DOUGLAS,  COP 

CHAVIS,  JAMES  WOODROW,  SGT,  PD 

NICKOLS,  GARY,  TECHNICAL  SGT,  USAF 


182 

119  # 
KENLEY 
127 


LEE,  RONALD  WENDELL,  COP 
KING  MOUNTAIN 

155   GOFORTH,  CHARLES  WARREN,  COP 
KINSTON 
100  tt   BROADWELL,  GUERRY  B,  COP 
187   INGRAM,  WILBURN  LESTER,  III,  ASST  CHF, 
151   MOSS,  THOMAS  MILTON,  COP 

86  *  THOMAS,  WALTER  M. ,  ASSISTANT  CHIEF,  PD 
131  #  WIGHTMAN,  MICHAEL  J,  COP 
KITTY  HAWK 
193   CARVER,  MICHAEL  GLENN,  LT,  PD 
140   MORRIS,  ROBERT  KEITH,  COP 
LAURINBURG 

73  tt   QUICK,  N.  W.,  COP 


PD 


LENOIR 

23  # 

98 

184 

92 


BUSH,  J.  GORDON,  PRLE  SUPV,  NC  BD  OF  PRLES 

CRISP,  TERRY  A,  COP 

REYNOLDS,  JOSEPH  MILTON,  JR, 

TRIPLETT,  R.  DEWEY,  CAPTAIN, 
LEXINGTON 
163   BARBER,  JIMMY  WADE,  CPT,  PD 
183   KEPLEY,  TAD  WILLIAM,  SGT,  PD 
LINCOLNTON 
180   ABERNATHY,  HAROLD  DEAN,  LT,  PD 
138   BURGIN,  TERRY  JOHNSON,  COP 
188   LUKACH,  ROBERT  KENT,  JR,  SGT,  PD 
LUMBERTON 
109  tt   FREEMAN,  BERNICE  L 

LOVETTE,  WILBUR  C. 

TAYLOR,  JACKIE  E., 


DIS  SPVR,  NC  ALCOHOL  LAW  E 
PD 


55 

116 

MANTEO 

181 

187 

91 

157 

MAYODAN 

183   ANDERSON,  RICHARD  ALAN,  CPT,  PD 
SHELTON,  LAWRENCE  EDWIN,  COP 


,  SR.,  CHF  DEP  SHF,  ROBESON  CO  SD 
DEP  SHF,  ROBESON  CO  SO 
MAJ,  PD 


ETHERIDGE,  PHILLIP  GLENN,  SGT,  DARE  CO  SD 

GRAY.  ALMEY  JOSEPH,  LT,  DARE  CO  SO 

HARTMAN,  THOMAS  L,  SUPT,  CAPE  HATTERAS  NATL  SEASH 

MIDGETT,  RODNEY  WAYNE,  CHF  DEP,  DARE  CO  SD 


163 

MONROE 

186 

181 

35 


BAILEY,  BEN  DUANE,  JR,  LT,  UNION  CO  SD 
HAULK,  ROBERT  RAY,  ASST  CHF,  PD 
PAGE,  NORWOOD  S.,  DETECTIVE,  PD 
MOORESVILLE  „   „„ 

191   GIBSON,  GREGORY  LEWIS,  CPT,  PD 
125   PUETT,  JOSEPH  JENNINGS,  COP 
MOREHEAD  CITY 

128  tt   CAYADO,  PEDRO  PABLO,  JR,  COP 
MORGANTON 
100  tt   BARRIER,  ALLEN  L.,  MAJ,  PD 
144   BUCHANAN,  JAMES  JOSEPH,  LT, 
154   COBB,  YATES  ALEXANDER,  SGT, 
19  *  CRAWLEY,  CLYDE  W. ,  DEP  SHF, 
90  tt   HAMRICK,  BILLY  J,  COP, 
184   TOLBERT,  RANDALL  MARK,  CPT, 


PD 

DPS 

BURKE  CO  SO 

MORGANTON  DPS 
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114  HARREN.  STEVE  R.,  CPT,  PD 

119    HHISNANT,  JOSEPH  LARRY,  MAJ,  PD 
136   WILLIAMS,  ROBERT  WAYNE,  CHF,  DPS 

MOUNT  AIRY 

35  #  BOONE,  MONTE  WILSON,  SGT,  PD 

MOUNT  HOLLY 
191   SHERRILL,  JOHN  WAYNE,  SGT,  PD 

MURFREESBORO 

115  HARRIS,  ROBERT  E,  JR,  COP 
NAGS  HEAD 

153   CAMERON,  CHARLES  LESLIE,  COP 
NASHVILLE 

145   JENKINS,  RICHARD  CEWEY,  LT,  NASH  CO  SO 
NEW  BERN 


137 
140 
110  tt 
179 
136  * 
NEWTON 
195 
178 
54  * 
169 


BLAND,  CALTON  WINDLEY,  SHF  OF  CRAVEN  CO 
BUMGARNER,  KENNETH  HADE,  COP 
GRENIER,  THOMAS  M. ,  LT,  USMC 
MCALEXANDER,  JOHNNY  RAY,  CPT,  PD 
MURELLO,  LAWRENCE  JAIME,  CWO  II,  USMC 


BULLOCK,  WILLIAM  BRUCE,  LT,  NC  SHP 

COOPER,  GEORGE  WESLEY,  CPT,  NC  HPTL 

HARVELL,  THURMOND  A.,  COP 

MCGUIRE,  PHILIP  OWEN,  SGT,  CATAWBA  CO  SO 
NORTH  WILKESBORO 

111   FELTS,  DAVID  T.,  CHIEF  OF  POLICE 
'INEHURST 

166   HOOKER,  ERNEST  GEORGE,  COP 
>OPE  AFB 

158   BURAN,  FRED  ALBERT,  III,  LTC,  USAF 
120   GRUNNAGLE,  HARRY  JOHN,  SR  MSGT,  USAF 
IALEIGH 
135   ALLEN,  ROGER  DALE,  ASST  SUPV,  NC  BU  OF  INVSTGN 

ALMOND,  FRED  D,  SGT,  NC  HPTL 

ATKINS,  CHARLES  J.,  CPT,  PD 

BAILEY,  HERMAN  T.,  MAJ,  PD 

BROWN,  MITCHELL  WATT,  MAJ,  PD 

CAMPBELL,  WARREN  W. ,  JR.,  SA,  ST  BU  OF  INVSTGN 

CAMPBELL,  WINTON  G,  JR,  COL,  USA 

CANADY,  GEORGE  E.,  SA,  ST  BU  OF  INVSTGN 
117  tt   CARDWELL,  JACK  F,  COL,  COMMANDER,  NC  STATE  HPTL 
193   CARPENTER,  SCOTTIE  DEAN,  SAC  OF  INSP,  NC  BU  OF  INVSTGNS 
168   CHAPIN,  JOSEPH  MICHAEL,  CHF,  STATE  CAPITOL  POL 
38  tt   DAVIS,  CLAUDE  D. ,  SA,  ST  BU  OF  INVSTGN 
78  tt   DUKE,  EDGAR  C,  MAJ,  PD 
31  tt   EDWARDS,  JOHN  B.,  SA,  ST  BU  OF  INVSTGN 
171   FORD,  DENNIS  CARLTON,  LT,  PD 

GAY,  R.  L.,  ST  PROBATION  OFCR 

GILBERT,  DANIEL  E.,  SA,  ST  BU  OF  INVSTGN 

GODLEY,  WILLIAM  EARL,  JR,  SAC,  NC  ST  BU  OF  INVSTGN 

GOODWIN,  ROBERT  E.,  CHIEF  OF  POLICE 

GREEN,  BILLY  GORDON,  JR,  SA,  NC  STATE  BU  OF  INVSTGN 

GREEN,  EARL  T,  MAJ,  NC  HPTL 

GREGORY,  FRED  C,  CAPTAIN,  PD 

HALEY,  JOHNNY  V.,  CPT,  PD 

HARGROVE,  RALPH  R.,  CPT,  PD 
120  #  HARRIS,  WILLIAM  TALMAGE,  CPT,  NC  HPTL 
124   HAWLEY,  LLOYD  RONDEL,  LT,  NC  HPTL 

HECKENDORN,  MILES  J,  III,  DEP  DIR,  NC  STATE  UNIV  DPS 

HOKE,  MICHAEL  DAVID,  CHF,  MEREDITH  COLLEGE  POL 

INGOLD,  LOY  CURTIS,  ASST  SUPT,  STATE  BU  OF  INVSTGN 
tt   JESSUP,  J.  W.,  SA,  ST  BU  OF  INVSTGN 

#  JONES,  EDWARD  WHITE,  COL,  NC  ST  HPTL 
KELLY,  LESTER  W. ,  CHF  DEP  SHF,  WAKE  CO  SD 

101  tt   LANCE,  LEE  J.,  MAJ,  NC  HPTL 

113   LASSITER,  ERNEST  0,  CPT,  PD 

LEWIS,  CLARENCE  EDWARD,  CPT,  PD 
LONG,  WILLIAM  HENRY,  MAJ,  NC  HPTL 
MARSHBURN,  CHARLES  K. ,  DEP  SHF,  WAKE  CO  SD 
MASSEY,  JOHNNY  BRUCE,  MAJ,  NC  ST  CAPITOL  POL 
MATTHEWS,  DAVID  L,  COL,  NC  STATE  HIGHWAY  PTL 
MAXEY,  JAMES  T.,  ASST  SUPR  AGENT,  STATE  BU  OF  I 

55  #  MCKINNEY,  WILLIAM  S.,  CPT,  NC  HPTL 

56  MINTER,  J.  N.,  JR.,  DIST  SUPR  AGENT,  STATE  BU  OF  I 
MUNN,  MELVIN  T.,  INVSTGR,  WAKE  CO  SD 

tt   NIPPER,  WILLIAM  C,  MAJ,  PD 

tt   ODOM,  HERBERT  JULIOUS,  DEP  INSPR,  PD 

PATTERSON,  WILLIAM  BURRELL,  DEP  DIR,  NC  ALCOHOL  LAW  ENF 

#  PAVLOVSKY,  ANDREW  J.,  CAPTAIN,  PD 
PEOPLES,  BRANTLEY  WADE,  SGT,  PD 

*  PHILLIPS,  LEE  P.,  DIR  OF  ENF,  NC  BOARD  OF  ALCOHO 
PLEASANTS,  ROBERT  J.,  SHF  OF  WAKE  CO 
POOLE,  HENRY  L. ,  AGENT,  NC  STATE  BU  OF  INVSTGN 
REGISTER,  CURTIS  L.,  SPECIAL  AGENT,  STATE  BUREAU  OF 
REYNOLDS,  MYRON  EUGENE,  FIRST  SGT,  NC  HPTL 
ROBERTSON,  MICHAEL  DAVID,  SAC,  NC  ST  BU  OF  INVSTGN 
RUSS,  GEORGE  BENNETT,  JR,  MAJ,  NC  SHP 

#  RUSSELL,  GLENN  D. ,  MAJ,  NC  HPTL 
tt   SALTER,  HUGH,  US  MARSHAL,  EASTERN  DISTRICT  0 

*  SIGMON,  EDDIE  R. ,  CHF  DEP,  USMS 
SIMMONS,  JOHN  JOSEPH,  SUPVR,  NC  ALCOHOL  LAW  ENF  DIV 
SPAINHOUR,  TONY  HENRY,  MAJ,  NC  SHP 

*  SPENCE,  WALTER  W. ,  SA,  STATE  BU  OF  INVESTIGATION 
STARLING,  HAYWOOD  R. ,  DIRECTOR,  STATE  BUREAU  OF  INVE 
STEPHENS,  MICHAEL  HAMPTON,  SR,  CPT,  NC  HPTL 
STRICKLAND,  RALPH  HERBERT,  SR,  LT,  PD 
TEEM,  MICHAEL  ROY,  LT,  PD 
WEATHERSBEE,  ROBERT  I.,  LT, 
WHITE,  ALPHONSA,  LT,  PD 
WILLIAMS,  GILBERT  WINSTEAD,  MAJ,  PD 


97 
71 
57 

151 
65 

110 
24 


6 

92 

181 

45 

119 

104 

91 

90 

40 


116 

169 

132 

9 

61 

84 


190 
158 
110 
181 
106 
91 


95 

98 

134 

149 

22 

118 

33 

33 

97 

91 

149 

190 

127 

103 

60 

101 

192 

134 

27 

61 

172 

182 

187 

112 

194 

105 


5  tt   WILLIAMS,  LEWIS  E.,  SPEC  AGENT,  STATE  BU  OF  INVSTG 
130   WILLIAMS,  RUFUS  DELRO,  SGT,  PD 

190   WILSON,  WALTER  JACOB,  JR,  LT,  NC  SHP 
REIDSVILLE 
181   DATTERO,  GUILIO  WALTER,  CPT,  PD 
109  tt   FESTERMAN,  JAMES  K,  COP 

173  HAIRSTON,  WILLIAM  CORNELIUS,  SGT,  PD 
33  *  LOFTIS,  MAURY  F. ,  COP 

187   LOJKO,  MATTHEW  ALBERT,  JR,  COP 

161   PHILLIPS,  CHARLES  BROADUS,  SR,  CPT,  PD 

ROANOKE  RAPIDS 

89   BEALE,  DREWERY  NORMAN,  COP 

ROBBINS 

174  BROWN,  DANIEL  LOUIS,  COP 
ROCKY  MOUNT 

148  GRIMES,  JAMES  BENJAMIN,  SHF  OF  NASH  CO 
195   MANLEY,  JOHN  HENRY,  JR,  SGT,  PD 

160   MCCOY,  MARTIN  VICTOR,  SR,  SGT,  PD 
138   PATTERSON,  WILLIE  EUGENE,  LT,  PD 
75   RICHARDSON,  BEN  C. ,  CAPTAIN,  PD 
186   SEARS,  JEFFREY  WAYNE,  LT,  PD 
RUTHERFORDTON 

175  GREENWAY,  RANDALL  MERRILL,  COP, 
SALEMSBURG 

54   FORNEY,  NEAL  MILLS,  OPRTNS  OFCR,  NC  JSTCE  ACDMY 
SALISBURY 

6  *  LINEBACK,  C.  L.,  CITY  MANAGER 

109   RICHARDSON,  WAYLON  B.,  CPT,  NC  HPTL 
SANFORD 

142  COLE,  MARTIN  RUSSELL, 
114   YARBOROUGH,  RONALD  V., 

SEYMOUR  JOHNSON  AFB 

149  LAKE,  JAMES  HAROLD,  LTC,  USAF 
SHELBY 

165  tt   COCHRAN,  CHARLES  DWIGHT,  COP 

111  *  FISH,  JAMES  D. ,  COP 
94  tt   SMITH,  HAROLD  E,  CPT,  PD 
SMITHFIELD 

177   GILLIKIN,  STEVEN  HAROLD,  COP 

146   JONES,  RAYMOND  LEONARD,  JR,  LT,  PD 

121  tt   PEARCE,  JOSEPH  NEAL,  MAGISTRATE,  JOHNSTON  CO 

135   PETERSON,  JAMES  RAYMOND,  COP 

184   STANLEY,  WALTER  CLIFTON,  LT,  PD 
SOUTHERN  PINES 

156   GALLOWAY,  GERALD  LEE,  COP 
SPRAY 

13  *  CARTER,  SWANSON  L.,  DEP  SHF,  ROCKINGHAM  CO  SO 
SPRING  LAKE 

170   CAMPBELL,  WORTH  GILMORE,  III,  COP 

190  HART,  TONY  STEVEN,  DET,  PD 
STATESVILLE 

183  CHEEK,  JEFFREY  CLINTON,  SGT,  PD 
193   HALLIBURTON,  WILLIAM  IDEN,  SGT,  PD 

67  *  PEARSON,  CHARLES  L.,  DET  LT,  PD 
SURF  CITY 

143  PEROZZI,  RONALD  JOHN, 
TARBORO 

93   JOYNER,  RAYMOND  E.,  SERGEANT,  PD 
87   WARD,  ERNEST  E.,  CAPTAIN,  PD 
THOMASVILLE 

191  PHILLIPS,  RONNIE  DEAN,  CPT,  PD 
TRYON 

191   COOK,  BENNY  WAYNE,  JR, 
WADESBORO 

167   ALLEN 
WAKE  FOREST 

184  DIXON 
WASHINGTON 

114   SHEPPARD,  NELSON  L,  SHF  OF  BEAUFORT  CO 
HAYNESVILLE 

80  tt   EVANS,  ARTHUR  P,  COP 

185  JONES,  BLAINE  THOMAS,  CPT,  PD 
WELDON 

169   HARRINGTON,  MARK  GREGORY,  COP 
WHITEVILLE 

RANDALL,  COP 

GEORGE  W.,  LT,  COLUMBUS  CO  POL 

ROY,  LT,  COLUMBUS  CO  SD 


JR,  DET  CPT,  PD 
CHIEF  OF  POLICE 


CHF,  N  TOPSAIL  BEACH  PD 


COP, 


THOMAS  WADDELL,  JR,  SHF  OF  ANSON  CO 
GREGORY  WAYNE,  MAJ,  PD 


NC  STATE  HIGHWAY  PATROL 


168  ARAGON, 
106   DUDLEY, 

190  NORRIS, 
WILKESBORO 

189   COTTON,  MICHAEL  DOUGLAS,  CPT,  WILKES  CO  SD 
91   GENTRY,  KYLE  M. ,  SHF  OF  WILKES  CO 
150   MASTIN,  DANE  CLARK,  SHF  OF  WILKES  CO 

169  PARSONS,  GARY  LEE,  COP 
WILMINGTON 

180   BENSON,  MARCUS  TEER,  LT,  NEW  HANOVER  CO  SD 
175  tt   BRADSHAW,  WOODROW  WILSON,  JR,  CPT,  PD 
120   BROWN,  WILLIAM  CLIFFORD,  SGT,  PD 

86  tt   BRUESTLE,  DARRYL  L.,  COP 

79  tt   FLOWERS,  B.  A.,  LIEUTENANT,  PD 
106  tt   HAYES,  LAWRENCE  P.,  MAJ,  NEW  HANOVER  CO  SD 
141   HENDERSON,  ROBERT  CLAUDE,  LT,  PD 

137   KNIGHT,  CHARLES  RANDY,  SUPV,  NC  ALCOHOL  LAW  ENF  DIV 
114   MEEK,  PHILIP,  JR,  DIR  OF  SEC,  NEW  HANOVER  MEML  H 
112   MONROE,  DONALD  L.,  CHF  OF  SEC,  NC  STATE  PORTS  PD 

42  tt   PADRICK,  JOHN  J.,  COP 
124   PARKER,  WILLIAM  THOMAS,  III,  DET,  NEW  HANOVER  CO  SO 
174   PRICE,  JAMES  BRECKINRIDGE,  CHF,  NEW  HANOVER  INTL  AIRPOR 

59  tt   ROPER,  RALPH  W. ,  CAPTAIN,  PD 

191  SMITH,  JOEL  STEVEN,  CPT,  NEW  HANOVER  CO  SD 
101   SPELL,  ROBERT  E.,  MAJ,  NEW  HANOVER  CO  SD 
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NORTH  CAROLINA  -  OHIO 


44 
116  * 
HILSON 
187 

65  tt 
165 
132  tt 
120  tt 
129 


HIGGS,  H.  R. ,  JR., 
HORSHAM,  THOMAS  S. 


PRIVATE,  NORTH  CAROLINA  STATE 
,  SGT,  PD 


FARMER,  JOHN  HOHARD,  LT,  HILSON  CO  SD 
JOHNSTON,  ROBERT  THOMAS,  CPT,  PD 
LAMM,  JOHN  HAYNE,  MAJ,  PD 
PAGE,  OLLEN  HARVEY,  CPT,  PD 
PITTMAN,  ROYCE  JOHNSON,  CPT,  PD 
HILLIAMS,  HILLIE  RUSSELL,  COP 


HINSTON-SALEM 


181 
38  tt 
122 
194 
192 
123 
155 
129 
115 
189 
183 

29  tt 
185 
HINTON 
142 


CARDEN, 

CARTER, 

GENTRY, 

HERRON, 

HINSON, 

HOLMAN, 

JONES, 

MOREAU 


PD 


STEVEN  GLENN,  SGT,  FORSYTH  CO 
HENRY  C,  MAJ,  PD 
ALLEN  GRAY,  ASST  SHF,  FORSYTH  CO 
JERRY  HAYNE,  LT,  FORSYTH  CO  SD 
HILLIAM  EDGAR,  LT,  PD 
FRANKLIN  ALFONSO,  LT,  PD 
FREDERICK  HILLIAM,  SGT,  PD 
EDHIN  LOUIS,  CPT,  PD 


SO 


OLDHAM,  ERNEST  P,  SHF  OF  FORSYTH  CO 

TESH,  JAMES  LEE,  LT,  PD 

THOMPSON,  ALONZO,  LT ,  PD 

TUCKER,  JUSTUS  M. ,  PUBLIC  SAFETY  DIRECTOR 

VUNCANNON,  EDHARD  EVERETTE,  III,  1SGT,  NC  SHP 

LIVERMAN,  JAMES  HESLEY,  LT,  BERTIE-HERTFORD  NARC  TASK 


NORTH  DAKOTA 


BISMARCK 


BROER,  HILLIAM  H,  JR,  DIR,  ND  BU  OF  CRIM  INVSTGN 
DUMP,  ELMER  FREMONT,  REP,  MID-STATES  ORG  CRIME  CNTR 
GOETZ,  RAYMOND,  CHF  GAME  HARDEN,  ND  GAME  &  FIS 
HARVEY,  FREDERICK  R.,  SHF  OF  BURLEIGH  CO 
HEINLE,  MYRON  MICHAEL,  LT,  PD 

HILDE,  RICHARD  S.,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
HOLDEN,  RONALD  SIDNEY,  SGT,  ND  HPTL 

KEMMET,  JERALD  CLIFFORD,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
KERN,  GORDON  HILLIAM,  COP 
KISSE,  DUANE  D. ,  CPT,  PD 

KLIPFEL,  BRYAN  RAYMOND,  TNG  DIR,  ND  LAH  ENF  TNG  ACADEM 
KREBSACH,  BERNARD  R,  INSPR,  PD 
LENNICK,  MILTON  G. ,  SA,  ND  BU  OF  CRIM  INVSTGN 
MACK,  LEE  J.,  LIEUTENANT,  PD 
MATZKE,  ROBERT  RICHARD,  COP 

MEHLHOFF,  MYLO  J,  DIR,  DEPT  OF  TRANSPORTATION 
MOSKAU,  MILTON,  ASSISTANT  ATTORNEY  GENERAL,  ST 
NESS,  DEBORAH  KATHRYN,  CPT,  PD 

OLSON,  RICHARD  G.,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
POPPE,  RICHARD  R. ,  LIEUTENANT,  PD 
PROCHNIAK,  JAMES  JOSEPH,  SGT,  ND  SHP 
RIXEN,  COLLIN  MARK,  CPT,  BURLEIGH  CO  SD 
SCHIMKE,  ARNOLD  R,  DIR  OF  FIELD  TNG,  TNG  ACADEMY 
SEVART,  NICHOLAS  RAYMOND,  LT,  PD 
TERNES,  PIUS,  CPT,  ND  HPTL 
HEISBECK,  JOSEPH  ANTON,  DEP,  PD 
HENTZ,  LEONARD  R,  ASST  SUPT,  ND  HIGHHAY  PTL 
HITKOHSKI,  LESLIE  CHARLES,  LT,  BURLEIGH  CO  SD 
HITT,  KEITH  ALLEN,  LT,  PD 

HOOD,  RALPH  M.  ,  COL/SUPT,  ND  HIGHHAY  PATROL 
COOPERSTOHN 

144   HENDRICKSON,  PAUL  HYDELL,  SHF  OF  GRIGGS  CO 
DEVILS  LAKE 
187   BILLEHUS,  ALAN  DAVID,  SGT,  ND  HPTL 
103  tt   BYRAM,  HILLIAM  H.,  CPT,  ND  HPTL 
101  tt   HENKE,  MERLE  E.,  SA,  ND  BU  OF  CRIM  INVSTGN 
153   KEMMET,  BRUCE  HAYNE,  COP 
DICKINSON 

79  tt  BARNHART,  GERALD  D,  COP 
BAZZANO,  PAUL  JOHN,  COP 
RUMMEL,  CHARLES  ARNOLD,  SGT,  PD 

SICKLER,  NORBERT  V,  ADMIN,  DICKINSON  CORR  CENTER 
THEISEN,  GERALD  M,  SA,  BU  OF  CRIM  INVSTGN 
HILLENBRING,  ROBERT  M. ,  SGT,  ND  HPTL 


115 
164 
161 

81 
172 

96 
175 
153 

61 

88 
151 

93 
103 
105 
132 

92 

29 
173 
109 
113 
195 
145 

97 
194 
127 
118 

83 
170 
186 

76 


138 

167 

85 

113 
112  tt 
FARGO 

92  tt 
174 
133 

60  tt 
176 
143  tt 
158 
126 
112 

33  tt 

95  It 
123 
169 
114  It 
106  tt 
190 
112 
FORT 
134 


EGGERS,  CALVIN  M. ,  LT,  PD 

FUGLEBERG,  JOHN  BURNELL,  SA,  ND  BU  OF  CRIM  INVSTGN 

GILMAN,  SCOTT  MALCOLM,  LT,  PD 

GHYNN,  HALLACE  H,  ASST  COP 

KALSOH,  LUKE  SETH,  OFCR,  PD 

KUCHERA,  JAMES  DAVID,  CPT,  PD 

LINDGREN,  RANDY  JOHN,  PTLM,  PD 

LYBECK,  DAVID  EARL,  SA,  ND  BU  OF  CRIM  INVSTG 

MIKULA,  KENNETH  H. ,  DETECTIVE,  PD 

NELSON,  EDHARD  C,  COP 

PAULSON,  ROBERT  J.,  LIEUTENANT,  PD 

RAFTEVOLD,  RONALD  RICHARD,  COP 

RASMUSSEN,  ARLAND  HANS,  LT,  CASS  CO  SD 

ROLLE,  RICHARD  L.,  SA,  ND  BU  OF  CRIM  INVSTGN 

ROBERT  J.,  CPT,  PD 

KEITH  ALLAN,  LT,  PD 
THOMAS  R,  DEP  MARSHAL,  USMS 


ROSCOE 
TERNES 
VOKES, 

BLUE  EARTH,  ALFRED  VIRGIL,  CRIM  INVSTGR,  B1A 

PR  A FTON 

101  #  REMUS,  DALE  F,  SA,  ND  BU  OF  CRIM  INVSTGN 
98  *  SHOULTS,  ERNEST  S.,  SHF  OF  HALSH  CO 
GRAND  FORKS 

S,  CPT,  ND  HPTL 
,  CPT,  PD 
LT,  PD 
0,  COP 


80  tt    BERGAN,  DUANE 
91  tt   BROHN,  DEAN  L. 
99  tt   BYE,  FLOYD  S., 
84  tt   CLAGUE,  JAMES 


DUNN,  DENNIS  RAE,  LT,  PD 

ELLINGSON,  ODNEY  HILLIS,  LT,  PD 

HINSZ,  NORMAN,  CPT,  PD 

JOHNSON,  HALLACE  M. ,  LT,  PD 

KJELSTROM,  KERHIN  JEROME,  CPT,  PD 

KNUTSON,  STANTON  DUANE,  COP 

LOBSINGER,  JAMES  JOSEPH,  SA,  ND  BU  OF  CRIM  INVSTGN 

MACCARTHY,  RONALD  F,  CPT,  PD 

PASCHKE,  CHESTER  J,  COP 

ROST,  ROBERT  HALLACE,  CPT,  GRAND  FORKS  CO  SD 

SCHROEDER,  JOHN  OREN,  SHF  OF  GRAND  FORKS  CO 

TAYLOR,  GORDON  J,  SHERIFF  OF  GRAND  FORKS  COUNTY 

HAITH,  ROGER  E.,  CPT,  PD 
GRAND  FORKS  AFB 

178   BALTZLEY,  EDHIN  HAYNE,  SR,  MSGT,  USAF 
JAMESTOWN 
116   HUNGNESS,  DAVID  J,  CMDR,  ND  HPTL 

JENSEN,  THOMAS  HILFRED,  COP 


163 
119 
129 
111 
183 

72 
136 
147 

94 
134 
121 
107 

87 


124  # 
LAKOTA 

129 
MANDAN 

192 

168 


VARTY,  ARTHUR  FORREST,  SHF  OF  NELSON  CO 

PD 


BULLINGER,  DENNIS  A,  DEP  CHF, 
ROHR,  DENNIS  RICHARD,  COP 
MINNEHAUKAN 

139   MITZEL,  NED  JOHN,  SHF  OF  BENSON  CO 
MI  NOT 

122   DRAOVITCH,  DANIEL  JOSEPH,  COP 

156    ERCK,  VERN  MILO,  SHF  OF  HARD  CO 
90  #  ERICKSON,  CARROLL  H. ,  COP 

189   HANSON,  ALLAN  MORTEN,  CPT,  PD 

182   MAIXNER,  DALE  DONALD,  SA,  ND  BU  OF  CRIM  INVSTGN 

135   ODEGARD,  GARY  GUSTAVE,  SGT,  ND  HPTL 

146  *  SCHNEIDER,  DONALD  WILLIAM,  CPT,  PD 

130  #  SMETANA,  DENNIS  LEROY,  LT,  PD 
96  #  WESTPHAL,  JACK  A.,  SA,  ND  BU  OF  CRIM  INVSTGN 

191   WHITE,  JEFFREY  LEE,  SA,  ND  BU  OF  CRIME  INVSTGN 
MINOT  AFB 

195   SCOTT,  TIMOTHY  ALAN,  CHF  MSGT,  USAF 

128   WILSON,  LARRY  DAVID,  MSGT,  USAF 
MOTT 

185 


PD 

SHF  OF  MOUNTRAIL  CO, 


NORTON,  ROBERT  DENNIS,  SHF  OF  HETTINGER  CO 
PAPILLION 

184   HOINS,  DANIEL  ELDON,  LT, 
STANLEY 

192   HALVORSON,  KENNETH  GENE, 
VALLEY  CITY 

180   FIEBIGER,  DONALD  VERNON,  LT,  BARNES  CO  SO 

100   LADBURY,  JACK  F.,  COP 
HAHPETON 

120   HICKMAN,  RICHARD  WARREN,  SA,  ND  BU  OF  CRIM  INVSTGN 

178   LESHOVSKY,  LARRY  LOUIS,  CHF  DEP,  RICHLAND  CO  SD 

110   MUEHLER,  HARLAN  C,  SHF  OF  RICHLAND  CO 
WATFORD  CITY  „  ,_„, 

114   BOWEN,  DOUGLAS  M,  FOREST  OFCR,  US  FOREST  SERV 
WEST  FARGO 

102  *  LARSON,  EARL  L,  JR,  PTLM,  PD 
HI LLI STON 

188   BUSCHING,  SCOTT  WILLIAM,  MAJ,  WILLIAMS  CO  SD 

125  LADWIG,  THOMAS  LAWRENCE,  SGT,  PD 
137   LOKKEN,  JAMES  LEE,  SGT,  PD 

95   LYSON,  STANLEY  W,  SHF  OF  WILLIAMS  CO 
184   OWENS,  KENNETH  BRENT,  SGT,  PD 

142  *  SANDERS,  MYRON  BERNARD,  DET  SGT,  WILLIAMS  CO  SD 
171   STANCEL,  ROBERT  JOHN,  DET,  WILLIAMS  CO  SD 

108   WENTZ,  DONALD  J.,  COP 

OHIO 

AKRON 

167    BAILEY,  DAVID  CHARLES,  SR,  MAJ,  SUMMIT  CO  SO 

67  tt   BARNES,  PHILIP  G,  COP 
157    BLACK,  RONALD  LEE,  CPT,  PD 
150  #  BOSKO,  JOSEPH  STEVEN,  JR,  LT,  PD 
163   CALLAHAN,  PAUL  JENS,  DEP  CHF,  PD 

35  #  CAMPBELL,  ROBERT  D.,  SHF  OF  SUMMIT  CO  SO 

143  CRAIG,  HAROLD  JOSEPH,  LT,  PD 
86  #  CUNNINGHAM,  JOHN  T.,  CPT,  PD 

127  tt   FOYS,  JERRY  EDWARD,  CPT,  PD 

126  HANLEY,  THOMAS  WILLIAM,  III,  DET  LT,  PD 
129   HUBBELL,  JOHN,  JR,  LT,  PD 

57  tt   HUMPHREY,  ROBERT  J.,  LIEUTENANT,  PD 

134  IRVINE,  EDWARD  DONAL,  MAJ/DEP  CHF,  PD   mluaur„   M 

15  #  KINNEY  VINCENT  R.,  (SA,  FBI),  DEP  SHF,  SUMMITT  CO 

113  LEWIS,  JERRY  A.,  CAPTAIN,  SUMMIT  CO  SO 

139   MATULAVICH,  MICHAEL  THEODORE,  MAJ/DEP  CHF,  PD 

111   MOMCHILOV,  LAWRENCE  J.,  CPT,  SUMMIT  CO  SD 

123   MULLINS,  RICHARD  LEW,  CPT,  PD 

182   MYERS,  MARY  ELIZABETH  ANNE,  SGT,  PD 

102   PONGRACZ,  CHARLES  III,  CPT,  SUMMIT  CO  SO 

122  *  RILEY,  WILLIAM  FREDERICK,  J,  DEP,  SUMMIT  CO  SO 
136  #  SMITH,  BRYAN  DWIGHT,  LT,  PD 

121  tt   STEMPLE,  FRANK  DEWAYNE,  LT,  PD 
71  #  STRAWDERMAN,  LEONARD  L.,  MAJOR,  PD 

36  tt   WHIDDON,  HARRY,  CHIEF  OF  POLICE,  PD 
142   WYKOFF,  EARL  RICHARD,  SGT,  PD 

114  #  YOCUM,  JAMES  R,  CPT,  PD 

85  #  ZARLE,  ROBERT  D. ,  LT,  SUMMIT  CO  SO 
ALLIANCE 

64   ZIGA,  GEORGE  DON,  COP 
ASHLAND 

123  LARUE,  WILLIAM  CLARK,  LT,  PD 
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162   MIRACLE,  WILLIAM  ROYAL,  COP 
174   THOMAS,  GEOFFREY  KELLUM,  LT,  PD 
VSHTABULA 

184   DIANGELO,  PASQUALE  FRANCIS,  CPT,  PD 
DIEFFENBACHER,  ROBERT  W. ,  CPT,  PD 
SHADY,  ROLLIE  I.,  PATROLMAN,  PD 


92 
22  * 

ATHENS 

108  # 
172 
132  # 
142 

kURORA 
75  # 

109  # 
132  # 
149  * 


iVON  LAKE 


BEASLEY,  CLYDE  C. ,  CPT,  PD 
BURNETTE,  DAVID  DALE,  CPT,  PD 
COGAR,  DAVID  LEWIS,  LT,  PD 
MAYER,  RICHARD  LEON,  COP 

DIETRICH,  GERALD  R. ,  COP 
GEORGE,  THEODORE,  COP 
METZ,  DANNY  LEE,  LT,  PD 
POLING,  STEPHEN  EUGENE,  COP 


147 
101 
164 
185 
124 


PD 


BRITTON,  JEFFREY  LYNN,  LT,  PD 

GIRARD,  FRANCIS  E.,  LIEUTENANT, 

HUNT,  RICHARD  GORDON,  COP 

JINDRA,  WILLIAM  JAMES,  LT,  PD 

PETTYS,  CHARLES  MERRITT,  SGT,  PD 
AINBRIDGE 
95  #  HOLT,  THEODORE  E.,  JR.,  CHIEF  OF  POLICE 
144   TEMPLE,  KENNETH  STEVEN,  PARK  MGR,  OH  DEPT  OF  NATURAL  R 
AINBRIDGE  TOWNSHIP 
129   JIMISON,  JAMES  PHILIP,  COP 
ARBERTON 
152   BOAL,  JOHN  MICHAEL,  LT,  PD 

CAUDILL,  DAVID  WATSON,  LT,  PD 

COLLINS,  CLAUDE,  COP 

GASCOYNE,  JACK  W,  CHIEF  OF  POLICE 

PRAMIK,  RUDOLPH  P.,  LIEUTENANT,  PD 

SERYAK,  MARTIN  A.,  CHIEF  OF  POLICE 
ATAVIA 

121  #  PENNINGTON,  CLARENCE,  DEP  INSPR,  CLERMONT  CO  SD, 
132   TODD,  THOROLD  EDSEL,  CHF,  SW  OH  DEVELOPMENT  CENTER 
88   VAN  CAMP,  JOHN  R,  SHF  OF  CLERMONT  CO 


119 

124 

68 

91 

63 


PD 


133   MUNSEY,  RICHARD  WILLIAM,  DET  LT,  PD 
166   WISEMAN,  WOODROW  EUGENE,  SGT,  BATH  TWP  PD 
AY  VILLAGE 
76  #  DRENKHAN,  FRED  F.,  COP 

GAREAU,  WILLIAM  EDWARD,  COP 

GRAY,  PETER  JAMES,  COP 

HUBACH,  JAY  H. ,  COP 

SLEPECKY,  BARBARA  LYNN,  LT, 

TOMPKINS,  JAMES  ROY,  LT,  PD 

WRIGHT,  DAVID  MICHAEL,  COP 
EACHWOOD 

94  #  CUNNINGHAM,  DONALD  E,  ASST  CHF,  PD 
EAVERCREEK 

94  #  HUSTON,  WARNER  T.,  COP 
187   RICHARDSON,  MARK  E,  LT,  PD 
L79   SAMPSON,  ROBERT  DAVID,  LT, 
L29   SCOTT,  ARTHUR  MORONI,  COP 
EDFORD 

119  #  COOPER,  JAMES  DOUGLAS,  COP 
171   REID,  ROBERT  RICHARD,  JR,  COP 
EDFORD  HEIGHTS 

96  #  CANCASCI,  LOUIS,  CPT,  PD 
L80   KWIATKOWSKI,  MARK  ALAN,  LT,  PD 
ELLEFONTAINE 
L01   ANDERSON,  JOHN  M,  COL,  PD 

HENRY,  MICHAEL  EUGENE,  SHF  OF  LOGAN  CO 

SKIDMORE,  STEVEN  LYNN,  SPC  INVSTGR,  LOGAN  CO  PROSECUT 


PD 


138 

119 

IREA 

L65 

EXLEY 

L3i  n 

91 


BERNHARDT,  HARRY,  COP 


DAVIS,  DONALD  GENE,  LT,  PD 

TOBIN,  THOMAS  W. ,  CHFF,  DIVISION  OF  POLICE 
.UE  ASH 

.60  #  NIEHAUS,  GREGORY  ROBERT,  CPT,  PD 
.82   POHLMAN,  JOHN  HENRY,  II,  LT,  PD 
.33  #  SHELANDER,  JERRY  RAE,  CPT,  PD 
.01  #  STURGILL,  ELISHA  N.,  COP 
.43   WALLACE,  CHRIS  DIANGELO,  LT,  PD 
.13  #  WILDER,  PAUL,  LT,  PD 
IARDMAN 

37   BALOG,  STEPHEN  ROBERT,  CPT,  PD 
24   BOWERS,  GLENN  EDWIN,  COP 
74   NICHOLS,  JOHN  GILBERT,  LT,  PD 
32   SELL,  RICHARD  ALLEN,  CPT,  PD 
IWLING  GREEN 
12  #  ASH,  GALEN  L.,  COP 

n   BROKAMP,  THOMAS  ROBERT,  LT,  PD 

#  DENNERLL,  ROGER  JAMES,  DIR,  BOWLING  GREEN  STATE  UNIV 

GOEBEL,  RODNEY  G,  MAJ,  WOOD  CO  SD 

SPENCER,  GARY  LEE,  LT,  PD 

VOTAVA,  THOMAS  EDWARD,  COP 

HflSL'iX'  DAVID  RAM°ND,  LT,  BOWLING  GREEN  STATE  UNIV 

WIEGAND,  JAMES  W. ,  CHF,  BOWLING  GREEN  ST  UNIV  PD 


COP 


12 

ATENAHL 

91  #  BALMAT,  JOHN  R., 

OOK  PARK 

97   DEPIERO,  RAYMOND 

OOKLYN 

12   MURPHY,  THOMAS  C 

OOKVILLE 

97   PAPANEK,  ANDREW  J,  JR,  COP 


,  CPT,  PD 

JR.,  SERGEANT,  PD 


EDGAR,  III,  SGT,  PD 

ROBERT  JOHN,  COP 

,  TERRY  LEE,  CHF  DEP,  WILLIAMS  CO  SO 
ALAN  LEE,  SHF  OF  WILLIAMS  CO 


168   PRESTON, 
BRUNSWICK  HILLS 

190   OSIECKI, 
BRYAN 

189   JOHNSON, 

175   WORD, 
BUCYRUS 

172   SHAWBER,  RONNY  JOEL,  SHF  OF  CRAWFORD  CO 

135  #  WELSH,  ROBERT  FRANCIS,  CPT,  OH  SHP 
CAMBRIDGE 

148  #  LANNING,  WILLIAM  EDWARD,  CPT,  OH  SHP 
94  *  MCENDREE,  RONALD  E.,  SGT,  GUERNSEY  CO  SD 

189   NEFF,  BRIAN  DANA,  LT,  PD 

159   NEWBANKS,  REX  ANTHONY,  LT,  OH  HPTL 

140   STROUD,  FRANK  WESLEY,  COP 
CANAL  FULTON 

118  #  MOSLEY,  ROY  EDWARD,  CHF,  LAWRENCE  TOWNSHIP  PD 
CANFIELD 

187   BRADY,  CHARLES  DENNIS,  III,  SGT,  PD 


CANTON 
176 
136 
189 
182 
27 
187 
181 
193 
168 
176 
118 
141 


GOE,  GLENN  BRADLEY,  SGT,  JACKSON  TWP  PD 
HUBRICH,  SAMUEL  DOMINICK,  DET  CPT,  PD 
MCKIMM,  DEAN  LEWIS,  CPT,  PD 
PEREZ,  RICK  ALLEN,  CPT,  STARK  CO  SO 
PFISTERER,  VIRGIL  L.,  CAPTAIN,  PD 
REAM,  THOMAS  ERIC,  CPT,  PD 
RUBIS,  JOHN  CHARLES,  LT,  PD 
SHANKLE,  GARY  JOHN,  SGT,  STARK  CO  SO 
STEINER,  JERRY  LEE,  LT,  PD 
SWANSON,  TIMOTHY  ALLAN,  INSPR,  STARK  CO  SD 
UMPLEBY,  WILLIAM  BRUCE,  JR,  CHF  DEP  SHF,  STARK  CO  SO 
..  WITMER,  CHARLES  FRANK,  MAJ,  PD 
CARROLLTON 

140   TAFF,  RICHARD  LYNN,  INVSTGR,  CARROLL  CO  PROS  OFC 
CELINA 

97   GILMORE,  ELMER  J.,  SHF  OF  MERCER  CO 
130   PUTHOFF,  RONALD  J,  CHF  DEP,  MERCER  CO  SO 
CHAGRIN  FALLS 

194   HENDRICKS,  BARRY  JOHN,  SGT,  HUNTING  VALLEY 
CHARDON 
122   BITNER,  LEONARD  FRANKLIN,  CHF  INVSTGR,  GEAUGA  CO  CRNRS 
118   HYSLOP,  DAVID  JOHN,  COP 

167   MCCLELLAND,  DANIEL  CLAIRE,  LT,  GEAUGA  CO  SD 
142   TODD,  JAMES  CLAIR,  SHF  OF  GEAUGA  CO 
CHESTERLAND 

114   SMITH,  RONALD  E,  COP 
CHILLICOTHE 

125   HAMMAN,  THOMAS  LESTER,  SHF  OF  ROSS  CO 
CINCINNATI 

60  #  ACITO,  FRANK  J.,  LT,  PD 

ANDERSON,  ANNE  CARROLL,  SGT,  PD 
ARKENAU,  DANIEL  LEE,  LT,  POL  DIV, 
BARESWILT,  DANIEL  ROBERT,  SGT,  PD 

BAUER,  THOMAS  RAYMOND,  CHF,  DELHI  TWP  POL  DISTRICT 
BEPLER,  THOMAS  B. ,  SGT,  PD 
BEYER,  RICHARD  K.,  LT,  PD 
BIDDLE,  ROBERT  WOODALL,  CPT,  PD 
BIRD,  THEODORE  CALVIN,  POL  CPT,  PD 
BODE,  HARRY  T,  III,  CHF  DEP,  HAMILTON  CO  SD 
BORNHOFFER,  FRANK  G. ,  CPT,  PD 
BRACKE,  WILLIAM  R,  LTC,  PD 

BREIG,  WOODROW  W. ,  TNG  COORD,  HAMILTON  CO  POL  ASS 
BRIDGEMAN,  EDWARD  R. ,  PROF  OF  CRIM  JUSTICE,  UNIV  OF 
BURDICK,  HARRY  RICHARD,  LT,  BLUE  ASH  PD 
CASH,  DANIEL  A,  LT,  PD 

CHADWELL,  LARRY  HURSCHELL,  CHF,  INDIAN  HILL  PD 
CLIFT,  RAYMOND  ESTEL,  DIR,  CINCINNATI  SFTY  CNCL 
COLETTA,  JOHN  DANIEL,  III,  LT,  DELHI  TWP  PD 
DIEKMAN,  EDWARD  E.,  CPT,  CINCINNATI  POL  DIV 
EDWARDS,  JOHN  B,  LT,  PD 
ENDRES,  PHILLIP  ANTHONY,  CPT,  SO 
ESCHENBACH,  JOHN  C,  LT,  DELHI  TWP  POL  DIS 
FERRARA,  EUGENE  R,  SFTY  DIR,  UNIV  OF  CINCINNATI  D 
FINN,  ROBERT  J,  SGT,  PD 
106  #  FLETCHER,  WILLIAM  D,  LT,  PD 
123   FLYNN,  MICHAEL  THOMAS,  LT,  UNIV  OF  CINCINNATI  PD 

FRANKENBERG,  DOUGLAS  HENRY,  CPT,  SPRINGFIELD  TWP  PD 

FREELAND,  PAUL  H,  LT,  POL  DIV 

GARDNER,  CLARENCE  T,  LT,  PD 

GLAZIER,  GARY  LEE,  LT,  PD 

GOODIN,  CARL  V.,  COL,  COP 

GREER,  RICHARD  ALLEN,  CHF  OF  RNGRS,  HAMILTON  CO  PRK 

GREGORY,  DAVID  STEVEN,  CPT,  PD 

GUMM,  HUBERT,  CAPTAIN,  PD 

HARRIS,  EDWARD  BERTEL,  JR,  LT,  PD 

HEIMPOLD,  DAVID  JOHN,  COP 

HENKE,  BERNERD  WILLIAM,  CPT,  HAMILTON  CO  SO 

HILDEBRAND,  ROGER  NELSON,  LT,  DIV  OF  POL 

HUFFMAN,  PAUL  M,  COL,  CHF,  SPRINGFIELD  TWP  PD 

HULGIN,  RAYMOND  W,  CHF  OF  DET,  HAMILTON  CO  SD 

HUNGLER,  ROBERT  J,  LT,  PD 

JOHNSON,  JEROME  ALLEN,  SGT,  PD 

JONES,  KENNETH  STEVEN,  CPT,  PD 

JONES,  MICHAEL  ROBERT,  LT,  PD 

JONES,  TIMOTHY  R,  SGT,  CINCINNATI  POLICE  DIV 

KLINE,  CHARLES  HARRY,  CAPTAIN,  PD 

LONG,  CALVIN  F.,  JR.,  SGT,  PD 

MAKIN,  HOWARD  R.,  CHF,  DELHI  TWP  POL  DISTRICT 

MARTINO,  ANTHONY  J,  LT,  INDIAN  HILL  RANGERS 

MCNAIR,  GEORGE  E,  LT,  PD 


176 
130 
134 
135 
104 

87 
167 

53 
111 

31 

68 

63 
106 
177 

96 
141 

47 
187 

82 

95 
150 
116 
107 

69 


191 

75 
112 
148 

72 
156 
184 

73 
159 
133 
122 
139 
106 
114 
101 
171 
180 
189 

91 

49 
111 

91 
107 

64 
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181    MCQUEEN,  HILLIS  GENE,  ASST  CHF,  INDIAN  HILL  PD 
105   MESCHEr!  JEROME  L.,  LIEUTENANT,  INDIAN  HILL  RANGER 

121  MOONITZ,  DAVID  LEE,  LT,  HAMILTON  CO  SO 
103  tt   MORGAN,  PAUL  J,  SGT ,  PD 

122  MURRAY,  CHARLES  EDWARD.  SGT,  PD  „„„„„,..  - 

98  OBERSCHMIDT,  THOMAS  R,  ASST  CHF,  UNIV  OF  C  NCINNATI  P 
168  PATTERSON.  FREDERICK  MICHAEL,  PTL  SGT,  HAMILTON  CO  SD 
193   RAABE,  ANDREH  GEORGE,  LT,  PD 

176  REID,  DANIEL  PATRICK,  SGT,  HAMILTON  CO  SD 

77  tt  RITTER,  DONALD  H.  SGT,  CINCINNATI  POL  DIV 

163  tt  ROBERTSON,  CHRISTOPHER  MARK,  CPT ,  POL  DIV 

150  ROGERS,  MARK  STEVEN,  (DET,  PD)  SA,  FBI 

166  ROHRBACH,  ROBERT  HESLEY,  JR,  ASST  CHF,  UNIV  OF  CINN.  PD 

102  SCHNEIDER,  KENNETH  R,  CPT,  PD 

99  tt  SCHOCH,  THEODORE  J,  III.  LTC.  CINCINNATI  POL  DIV 
23  tt  SCHROTEL,  STANLEY  R.  ,  COLONEL,  CHIEF  OF  POLICE,  PD 

123  SCHULTZ,  DAVID  HAYNE,  POL  OFCR 

118  SMITH.  TERRY  CORNELL.  INVSTGR,  PD 
117  tt   SMITH,  HILLIAM  H,  SERGEANT,  PD 

119  SNOHDEN,  MICHAEL  CHARLES,  COP 
89  tt   STAFT,  JOSEPH  J.,  JR..  LTC,  PD 

132   STEERS,  DANIEL  HARLAN,  LT,  PD 

195    STRATER,  STUART  ALLEN,  LT,  UNIV  OF  CINCINNATI  PD 
57  tt   TAYLOR,  ERNEST  H.,  CHF  PROB  OFCR,  HAMILTON  CO  COU 
100  tt   TESSENDORF,  RICHARD  G,  SGT,  CINCINNATI  POL  DIV 

138  tt   TRAINOR,  FRANK  LOUIS,  LT ,  HAMILTON  CO  SO 
183   HEST,  BART  HILLIAM,  LTC,  GREEN  THP  PD 

92  tt   HHALEN,  LAHRENCE  E.  COP  „.„,.„« 

92  tt   HIEBOLD,  HILLIAM  C,  CHF,  INDIAN  HILL  RANGERS 
121   HILLIAMS,  BURNETT  E,  JR,  CPT,  PD 
136  tt   HILLIS,  RUSSELL  ERVIN,  COP 

157   HINALL,  BRADFORD  HILLIAM,  SGT,  HAMILTON  CO  SD 
126  tt   YETTER,  GORDON  CHARLES,  JR,  CPT,  PD 
CIRCLEVILLE 
109  tt   PONTIOUS,  LARRY  G.,  LT ,  PD 
79   RADCLIFF,  DHIGHT  E.,  SHF  OF  PICKAWAY  CO 
CLEVELAND  ,   „ 

189   ACKLIN,  THOMAS  JUSTIN,  SGT,  PD 
153   BAEPPLER,  GREGORY  MICHAEL,  CMDR,  PD 
140   BARTLEY,  WILLIAM  THOMAS,  SGT,  PD 

139  BISTRICKY,  JAMES  ROBERT,  SGT,  PD 
160   BODDY,  CHARLES,  SR,  SGT,  PD 

149   BOTTONE,  RALPH  JAMES,  SGT,  CUYAHOGA  CO  SO 
170   BOUNDS,  MARY  GENE,  CMDR,  PD 

\S  *   ^rRONAArDSEUGENEl'cPp?,  CLEVELAND  ST  UNIV  PD 

111   CERMAK,  ROBERT  J.,  CMDR,  PD 

108   CHECK,  PATRICK  A.,  CPT,  PD 

118   CHRIST,  JACQUELINE  MARIE,  SGT,  PD 

164   CRAWFORD,  DANIEL  CLEMENT,  SGT,  PD 

195   CROSS,  MARVIN  RAY,  SR,  SGT,  PD 

180   CUNNINGHAM,  WILLIAM  ALVIN,  SGT,  PD 

191   DAVIDSON,  JAMES,  SGT,  PD 

185   DEJESUS,  CARLOS,  JR,  SGT,  PD 

95  tt   DIERKER,  RICHARD  A.,  SGT,  PD 

43  tt   DODGE   JAMES  K.  ,  DEP  CHF  IDENT  OFCR,  CUYAHOGA  C 
184   DOWNING,  MARGARET  ANN,  CMDR,  PD 
146   DUMAN,  DONALD  JAMES,  SGT,  PD 
137   DUNN,  JAMES  JOSEPH,  SGT,  PD 
136  tt   DUVALL,  LUCIE  JAYNE,  LT,  PD 
148   FOLEY,  MARGARET  ANN,  SGT,  PD 
109   FRANSEN,  JOHN  E.,  SERGEANT,  PD 

143  tt   GAUL,  THOMAS  ROBERT,  SGT,  PD 

144  tt   GIBB,  HILLIAM  ROSS,  SGT,  PD 

179   GINGELL,  GARY  KINGSLEY,  CPT,  PD 

\?0       ^h^ilR,    &\    CUYAHOGA  COMM  COLLEGE  PD 
154   HIER,  DALE  VERNON,  LT ,  PD 

'It  l   [100CRRI^AN,EH^?AMLC:.PDGRAND  JURY  BAILIFF,  CUYAHOGA  C 
132   HOHELL,  ROBERT  FRED,  LT,  PD 

134  HUNT,  ROBERT  HILLIAM,  SGT,  PD 

107  ISHERWOOD,  GEORGE,  DETECTIVE  SGT.,  PD 

165  JACKSON,  ANTHONY  HAROLD,  CMDR,  PD 

135  JAMES,  RONALD  RICHARD,  SGT,  PD 
99  tt   JANERO,  MICHAEL  A.,  DEP  CHF,  PD 

188  JOHNSON,  ELLIS,  JR,  SGT,  PD 
104    JOYCE,  JEROME  M. ,  CPT,  PD 

117  JOYCE,  JOHN  K.,  COP 

189  KASPAR,  LINDA  MARIE,  LT,  PD 

97  tt   KAZMIR,  RICHARD  G,  DEP  CHF,  PD 

l'ol   Sta".  L-E^R1  l\    CHF\  DEPT  OF  HUMAN  SERVICES 
161    LAVELLE,  JOHN  THOMAS,  LT,  PD 
92   LENTZ,  EDHARD  J.,  LT,  PD 
163   MANOCCHIO,  WILLIAM  JOHN,  SGT,  PD 
184   MCCOMB,  KATHLEEN  COLETTA,  EXEC  ASST  TO  CHF 

98  tt   MCNAMARA,  EDHARD  A.,  CPT,  PD 

118  tt   MENGEL,  KATHRYN,  DEP  CHF,  PD 

151   MORALES,  ANGEL  JOSE,  DEP  CHF,  PD 

111  ,  0GU?REE:  SmiCE5 STUART^CHF?  CUYAHOGA  METRO  HOUSING  A 

102  9  PATTERSON,  LLOYD,  DEP  CHF,  PD     „.__..  on 

186  PEPPARD,  TIMOTHY  JAMES,  CHF,  UNIV  CIRCLE  PD 

150  PETRENCSIK,  RICHARD  ALLEN,  LT,  PD 

156  POLLUTRO,  ROCCO  MICHAEL,  COP 

155  PUKACH,  DANIEL  HILLIAM,  CHF  DEP,  CUYAHOGA  CO  SD 

18  tt  RADEMAKER,  GERALD  J.,  CHIEF  OF  POLICE 

105  RICKETTI,  GUY  V.,  1ST  DIST  CMDR,  PD 

110  I  RUDOLPH,  HOWARD  E.,  COP 


148  tt   RUSINKO,  KENNETH  JOHN,  SGT,  CUYAHOGA  CO  SD 

123   SEALS,  THOMAS  CARL,  DIR  OF  SEC,  CLEVELAND  CLINIC 

123   SEKERAK,  GEORGE  DANIEL,  CHF  OF  INVSTGNS 

151   SIDELL,  JOSEPH  PAUL,  JR,  LT,  PD 

129   SKORICH,  MICHAEL  JOHN,  SGT,  PD 

171   STEPHENS,  PATRICK  LEE,  LT,  PD 

192   SWAN,  DAVID  JOHN,  CMDR,  PD 

159   TOROK,  HAYNE  CHARLES,  LT,  PD 

113   TURNER,  REGINALD  M,  DIR,  DPS 

96  tt   VANYO,  ANDREW  S,  LT,  PD 

100   VARGO,  WILLIAM  F.,  LIEUTENANT,  PD 

181   VISGAK,  LAWRENCE  ANDREW,  LT,  REGIONAL  TRANSIT  AUTH  PD 

166   VOTYPKA,  JAMES  CHARLES,  SGT,  PD 

36  *  WAGNER,  RICHARD  R.,  CHIEF  OF  POLICE        „TrT„T 

79  tt   WAGNER,  ROBERT  G.,  U.  S.  MARSHAL.  NORTHERN  DISTRI 

120   WALTON,  ALFRED  LEONARD,  COP 

112  tt   WANDRA,  JAMES  F.,  LIEUTENANT, 

158   WASHINGTON,  DEBORAH  ANN,  SGT, 

106  tt   WHITE,  JAMES  E.,  DET  SGT,  P.D. 

157   WOODSON.  JOHN  SCOTT,  CMDR,  PD 

146  *  ZAMBETTI,  RONALD  RUSSELL,  DIR,  CUYAHOGA  COMMUNITY  COLLE 
135   ZINDROSKI,  JAMES  EDWARD,  SR  SA,  US  COAST  GUARD 


PD 
PD 


CLEVELAND  HEIGHTS 


100 

59 

7 

111 

105 

128 

CLYDE 

175 


PD 


DIVIS,  JAMES  J.,  LT, 
tt   GORDON.  EARL  JAMES,  DEPUTY  CHIEF,  PD 
#  GRIEBEL,  EDWARD  W.,  CHIEF  OF  POLICE, 

KAMINSKY,  ALBERT  F.,  DET  SGT,  PD 
tt   MCKEAN,  MARTIN  D,  COMMANDER,  PD 

WILSON,  ROBERT  DEANEL,  DET  SGT,  PD 


PD 


GOWER,  BRUCE  ALLEN,  COP 
COLUMBUS 
190   BLACK,  MICHAEL  DURRELL,  SGT,  OH  SHP 

B0XERBAKAELLl6TCP!'D?R,  PROTECTIVE  SERV  OF  RIVERS 

BRINK,  JAMES  DUANE,  SGT,  OH  SHP 

CAMPBELL,  KERRIE  KIM,  SGT,  OH  SHP 

CASTO,  RALPH  ELLIS,  LT,  PD 

CHARLES,  BRIGETTE  ELAINE,  LT,  OH  SHP 

COSTAS,  WILLIAM,  CPT,  OH  SHP 
123  tt  DAILEY,  DAVID  ALLEN,  CPT,  PD 
120  tt   DAVIS,  CLIFFORD  EDWARD,  SGT,  PD 

DENTON,  PAUL  STEPHEN,  CMDR,  PD 

DEVOLL,  JAMES  F.,  CPT,  OH  SHP 

DISTELZWEIG,  WALTER  LEE,  DEP  CHF,  PD 

FERRARA,  PAUL  ANTHONY,  CHF  DEP,  FRANKLIN  CO  SO 

FREDENDALL,  WALTER  JACOB,  LT,  OH  SHP 

GAMMILL,  STEPHEN  PAUL,  CMDR,  PD 

GEORGE,  WILLIAM  C,  ASST  DIR,  DEPT  OF  LIQ  CNTRL 

GLENN,  DALE  MYRON,  LT,  PD 

HANES,  THOMAS  LEE,  LT,  FRANKLIN  CO  SO 

HAWKINS,  THOMAS  EDWARD,  LT,  PD 

HILTON,  JAMES  EDWARD,  LT,  FRANKLIN  CO  SO 

HOLTZ,  DONALD  RAY,  STAFF  LT,  OH  SHP 

KARK,  JOHN  G.,  LT,  OH  HPTL 

KARNES,  JAMES  A,  SHF  OF  FRANKLIN  CO 

LANATA,  ANTONE  PETER,  CPT,  COLUMBUS  DIV  OF  POL 
LANTER,  RALPH  EUGENE,  PTLM,  PD 
LASHLEY,  ALAN  JERRY,  LT,  PD 
LIMBER,  JAMES  M. ,  POL  SPEC,  STATE  OF  OH 
MANLEY,  MICHAEL  JAMES,  CMDR,  DIV  OF  POL 
MARCUM,  CURTIS  KENNETH,  CPT,  PD 
MARTIN,  STEPHEN  LINN,  CHF  DEP,  FRANKLIN  CO  SD 
104  tt   MCDEVITT,  EDWARD  F,  SGT,  PD, 
1°2   MCLOUGHLIN,  DOUGLAS  KERRY,  L.T,  FRANKLIN  CO  SO 
PENNINGTON,  HERMAN  DARREL,  CPT,  DIV  OF  POL 
PETERFY,  FRANK  A.,  LIEUTENANT  COLONEL,  PD 
POHLMAN,  SCOTT  ALAN,  ASST  DEP  DIR,  OH  DPS 
PULS,  JEFFREY  LAWRENCE,  LT,  PD   „„„„  T01tu. 
RICE  GEORGE  W,  CHF,  OHIO  PEACE  OFFICER  TRAINI 
ROBISON,  CHARLES  W. ,  LIEUTENANT,  OHIO  STATE  HIGHWAY 
ROCKWELL,  JOHN  MICHAEL,  EXEC  DEP  CHF,  PD 
ROD,  LARRY  MICHAEL,  CMDR,  PD 

^gYAK^A,]olErv:,LCAP?^SNHPOHIO  STATE  HIGHWAY  PA 

SHAFER,  KENT  H,  CMDR,  DIV  OF  POL 

SMITH,  EARL  OSCAR,  JR,  LT,  FRANKLIN  CO  SO 

SOMMERS   RAY  T   LT.  OHIO  STATE  HIGHWAY  PATROL 

ll      PIERRE,  LESLIE  F.   ASST  DIR,  OHIO  PEACE  OFCRS  TRA 

STRATTON,  JAMES  PAUL,  CMDR,  PD 

SHARTZ,  DONALD  W. ,  AGENT,  OH  BU  OF  CRIM  IDENT 

TAKACS,  ROBERT  S,  CONSULTANT,  OHIO  DEPT  OF  EDUCA 

TAYLOR,  GARY  LEE,  LT,  OH  SHP 

THATCHER,  GARY  JUDSON,  DEP  CHF,  PD 

147  tt   VANSCOY,  THEODORE  WAYNE,  LT,  OH  SHP 

128  tt   WEBB,  WENDELL  WAYNE,  CPT,  OH  SHP 

181   WISE,  JERRY  LEE,  LT,  FRANKLIN  CO  SO 
COPLEY 

188   SATTLER,  DAVID  EDWARD,  SGT,  PD 
CORTLAND 

169   MINK,  GARY  MICHAEL,  COP 
CRESTLINE 

154  tt   DOWELL,  GERALD,  COP 
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186 
164 


194 

69 
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66 
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68 
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61 
190 
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144 

80 

174 

182 

62 

81 

158 

186 

171 

58 

179 

188 

15 

44 

165 

73 

64 

160 
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DAYTON 
48  tt 

137 

184 

136  tt 

187 
94  tt 


^ET^NKECNN^rM?CHAEL?GDiRDIMl2MIPVALLEY  REG  CRIME  U 

COMPSTON,  JOHN  JACOB,  JR,  LTC,  PD 

COX,  ROLAND  DAWAYNE,  MAJ,  MONTGOMERY  CO  SO 

DANIEL,  BRUCE  ALAN,  CPT,  USMC 

DEAL,  RICHARD  B.,  INSPR,  MONTGOMERY  CO  SO 


PAGE 


258 


OHIO  -  OHIO 


FRESHWATER,  DONALD  LEE,  LT,  OH  SHP 
tt   GROSSNICKLE,  LARRY  LYLE,  SGT,  PD 
tt   GROSSNICKLE,  LYLE  E.,  LT,  DEPT  OF  POL 

HAINES,  GARY  ROBERT,  SHF  OF  MONTGOMERY  CO 
tt   KIRKPATRICK,  MATTHEH  C,  COL,  COP,  DIV  OF  POLICE 

LOHE,  RONALD,  SR,  COP 
tt   MAAS,  ELLIS  RUSSELL,  LT,  MONTGOMERY  CO  SO 

MAINS,  SAMUEL  0,  III,  MAJ,  MONTGOMERY  CO  SD 
*  MARLIN,  NICHOLAS  CHARLES,  SGT,  PD 

MATTHEWS,  DAVID  HARLEY,  CPT,  USMC 
tt   MCFARLAND,  JON  W,  COL,  USA 

MORRIS,  PHILLIP  WAYNE,  LT,  PD 

MORRONE,  FREDERICK  M,  CPT,  USMC 
tt   NEWBY,  JAMES  EDWIN,  COP 

OLIN,  JAMES  W,  MAJ,  MONTGOMERY  CO  SO 

PIERRON,  PETER  LEE,  CPT,  MONTGOMERY  CO  SD 

SPITLER,  ROBERT  JOSEPH,  MAJ,  MONTGOMERY  CO  SO 
U   STEVENS,  WILLIAM  C,  LIEUTENANT,  DEPARTMENT  OF  POLI 

THOMAS,  JOHN  ROBERT,  MAJ,  PD 

VORE,  DAVID  ANDREW,  CPT,  MONTGOMERY  CO  SO 
tt   WILSON,  L  THOMAS,  SHF  OF  MONTGOMERY  CO 
DEFIANCE 
113   CABRAL,  SAMUEL  A.,  DET  SGT,  PD 

COMBS,  PAUL  WAYNE,  LT,  OH  SHP 

HANENKRATH,  ELWOOD  CLAUDE,  III,  CHF  DEP,  DEFIANCE  CO  SD 

JOHNSON,  JERRY  L.,  CHF  DEP,  DEFIANCE  CO  SO 

TOBIAS,  TIMOTHY  ALAN,  ASST  CHF,  PD 
DELAWARE 

99  tt   BROWNING,  RICHARD  R,  COP 

FINAMORE,  MICHAEL  WILLIAM,  LT,  OH  SHP 

LIESKE,  KATHY  LYNN,  COP 

MARTZ,  RANDALL  GENE,  COP 

POULTON,  RONALD  LOY,  COP 
YANKIE,  PATRICK  JON,  CPT,  PD 


151 
169 
59 
121 
3 
153 
129 
115 
127 
158 
102 
192 
106 
139 
111 
117 
178 
54 
161 
184 
56 


143 

157 

96 

188 


155 

164 
142  tt 
123  tt 
191 
DUBLIN 
154 
108  tt 
194 
173 


BEAUDRY,  DANNY  WILLIAM,  DET  SGT,  PD 
CHAMP,  HOWARD  W,  CHF,  PERRY  TWP  PD 
POTTS,  GREG  ARLEN,  SGT,  PD 
ROEDERER,  DWIGHT  ALLEN,  SGT, 
EAST  CLEVELAND 

41  #  POLK,  EDWIN  M. ,  CAPTAIN,  PD 
128   WILLIAMS,  GEORGE  CROWL,  CPT, 
EAST  LIVERPOOL 
111   COEN,  CHARLES  B.,  DET  LT,  PD 
172   MCVAY,  MICHAEL  WAYNE,  COP 
74   TICE,  CHARLES  E.,  CAPTAIN,  PD 
EASTLAKE 
144   DOYLE,  THOMAS  CHARLES,  LT,  PD 
ROBERTS,  THOMAS  M,  EXEC  OFCR, 
RUTH,  JOHN  RUSSELL,  COP 


167 
158 
ELYRIA 
121 
114 
120 

19  * 
171 
193 
103 


PD 


PD 


PD 


ADKINS,  MICHAEL,  LT,  PD 
BOWEN,  THOMAS  C,  CPT,  PD 
EBEL,  MARTIN  HENRY,  JR.,  CPT, 
FINEGAN,  EUGENE  E.,  DEP  SHF, 
GURICH,  MICHAEL,  JAIL  ADMIN, 
JAYKEL,  DANIEL  PAUL,  LT,  PD 
OSTER,  JAMES  R.,  LIEUTENANT, 
ENGLEWOOD 
137   DICKEY,  MICHAEL  JOHN,  DIR  OF 
120  tt   HOWE,  KENNETH  CALVIN,  LT,  PD 
ERI  t 
141  tt 
EUCLID 
131 
172 
51  tt 
151  tt 
183 
115 


LORAIN  CO  SD 
LORAIN  CO  SO 
PD 

PD 

POL 


HOVEY,  GEORGE  DICKSON,  DEP,  ERIE  CO  SD 


BAUMGART,  HAYNE  CARL,  COP 
DOLES,  RALPH  JOSEPH,  JR,  CPT,  PD 
KNOP,  FLMER  H. ,  CAPTAIN,  PD 
KORDET,  PATRICK  MILFORD,  CPT,  PD 
REPICKY,  JAMES  GERARD,  CPT,  PD 

FAIRBORNAVAGE'  JAHESA-'  LIEUTENANT'  ™ 
149   LIEBHERR,  RAYMOND  EDWARD,  J,  CPT. 
178   LOPER,  RANDY  LEE,  SGT,  PD 
154   SLIFKA,  ANTHONY  ANDREW,  COP 
FAIRLAWN 
129  tt   BOSLEY,  ROBERT  HAROLD,  COP 

BUZA,  ROBERT  ANDREW,  JR,  PTLM.  PD 
LAMONICA,  MICHAEL  J,  COP 
MASON,  DAVID  BRENT,  SGT,  PD 
PIETRO,  LEO  A,  COP 


PD 


158 

113  tt 

162 

99  tt   . 
FAIRVIEW  PARK 

187        NEALON, 
FINDLAY 

109  tt   ALTMAN, 


PATRICK  JOSEPH,  COP 


128 

32 

139 

138 

94 


,  ROGER  D.,  SGT,  PD 
tt   CLARK,  DAVID  BAIRD,  COP 
tt   ETHELL,  WAYNE  F.,  COP 

IRELAND,  CHARLES  EDWARD,  CPT,  OH  SHP 
u   ?^;rHA!!I  WELDIN,  JR,  DEP,  HANCOCK  CO  SD 
JEST  PARK  '  CHF  PR0BATI0N  0FCR-  HANCOCK  CO 

143   HUGHES,  KENNETH  DARVIN,  COP 
128   MCHUGH,  ROGER  GROTE,  LT,  PD 
173   TERRELL,  GARY  BLAINE,  SGT,  PD 
FOSTO*  WHITAKER-  JAMES  EDWARD,  LT,  PD 

195   DAY,  DENNIS  GILBERT,  COP 
FRANKLIN  FURNANCE 

FREMONTHIER°NIMUS'  DANIEL  RICHARD-  DET-  0H  DEPT  OF  YOUTH  SERV 
122   GANGWER,  DAVID  GENE,  SHF  OF  SANDUSKY  CO 


168   HUSS,  MONTE  LEE,  COP 

103   KINDRED,  JOSEPH  C. ,  JR.,  SHF  OF  SANDUSKY  CO 

181  tt   RATHBUN,  THOMAS  MICHAEL,  CPT,  SANDUSKY  CO  SO 

160   SWARTZ,  LEE  ALLAN,  DET  SGT,  SANDUSKY  CO  SO 
GAHANNA 

188 
GALENA 

127  tt 

136 
GALION 

189 
94  tt 

141  tt 


SHEPHERD,  ANTHONY  WAYNE,  LT,  PD 

KELLER,  LEONARD  PAUL,  CHF,  GENOA  TOWNSHIP  PD 
TAYLOR,  ROBERT  EMMETT,  CHF,  GENOA  TSP  PD 


PD 


SHIFLEY,  RICKY  ALLEN,  COP 
SWAIN,  JOHN  L.,  COP 
YOUNG,  VAL  L,  COP 
GALLIPOLIS 

174   TUCKER,  MICHEAL  DEAN,  DET  LT,  PD 
GARFIELD  HEIGHTS 

105  tt   ELCHLINGER,  JOHN,  CPT,  PD 
GATES  MILLS 

191    SZEREDY,  STEVEN  CHARLES,  JR,  LT, 
GEORGETOWN 

GERMANTOWNE'  GARRETT  PAUL'  CMDR>  BR0WN  C0  LAW  ENF  ACADEMY 

r-Hlr.     WILC0X'  WILLIAM  LEWIS,  CHF,  GERMAN  TWP  PD 
GLENDALE 

162  *  LEWTON,  GREGORY  DAVID,  COP 
GOLF  MANOR 

138   MCDANIEL,  JACKIE  RAY,  COP 
GRANDVIEW  HEIGHTS 

67  tt   MILLER,  DAVID  L.,  COP 
GREENVILLE 
138   DOYLE,  THOMAS  EDWARD,  COP 
102  tt   VANCE,  MICHAEL  L,  DET  SGT,  DARKE  CO  SO 
GROVE  CITY 

174   MCKEAN,  JAMES  RUSSEL,  COP 
GROVEPORT 

176   ADAMS,  ROGER  WILLIAM,  COP 
HAMILTON 
157   COLLETT,  ASHER,  JR,  LT,  PD 
DULEY,  SAMUEL  P.,  LT,  PD 
FLUCKIGER,  SIMON  A,  JR,  COP 
GOOSEY,  ROBERT  W,  SGT,  PD 
KNOX,  CHARLES  THOMAS,  COP 
MARTIN,  RALPH  EDGAR,  MAJ,  BUTLER  CO  SD 
MAY,  HAROLD  W,  CHF,  FAIRFIELD  TWP  PD 
REECE,  JOHN  F.,  JR.,  MAJOR,  PD 
ROST,  GERALD,  MAJOR,  PD 

SIZEMORE,  RICHARD  D,  DET  CPT,  BUTLER  CO  SO 
HARRI SON 
151   FOUST,  GARY  RICHARD,  COP 

LINDSEY,  CHARLES  RAYMOND,  COP 
MCDANIEL,  THOMAS  RONALD,  COP 


91 

151 

187 

135 

131 

99 

96 

92 

149 


194 
125 

HEBRON 

HIGHLANDRHEIGHTSN'  MICHAEL  STEVEN>  SGT'  CI/NORTHERN  KY  INTL  AI 

169   COOK,  JAMES  JOSEPH,  COP 
HILLIARD 

186   GARNETT,  RODNEY  DAY,  JR,  COP 
HILLSBORO 

131  *  TROUT,  DOUGLAS  PARSHALL,  COP 
HUBER  HEIGHTS 

148   DAMICO,  MICHAEL  ANTHONY,  CHF,  PD 
FENLON,  TIMOTHY  PATRICK,  COP 


135  tt 
HUDSON 
185 
138 
161 


BROWN,  JAMES  NORMAN,  COP 
HOFFER,  JAMES  ALAN,  PTLM,  PD 
SINE,  RICHARD  ALBERT,  CPT,  PD 
HUNTING  VALLEY 

98   CALDWELL,  CHARLES  H. ,  COP 

J,nL      STANK0-  ARNOLD  EDWARD,  SGT,  HUNTING  VALLEY  PD 
HURON 

178   GLOVINSKY,  RANDY  LEO,  COP, 
INDEPENDENCE 

168   DUGAN,  MICHAEL  THOMAS,  JR,  COP 
I  RONTON 

119  tt   BUTLER,  PHILLIP  GENE,  CPT,  PD 
JACKSON 

156   CUSICK,  JAMES  FRANCIS,  DIS  CMDR,  OH  HPTL 

163   KLIER,  RONALD  LOUIS,  SGT,  OH  SHP 
JACKSON  TWP 

142   PAAR,  PHILIP  WADE,  COP 


f 

:) 

z 


6 
;: 

% 


3 


KENT 
190 
162 
116 
146 
122 
178 


^nEli,WILLIAM  HESLEY.  JR.  LT,  KENT  STATE  UNIV  PD 
uJ!2PAIRJCKA,°ANJEL  PETER'  DEP  CHF-  KENT  STATE  UNIV  PD 
HEINEKING,  RONALD  F.,  CHF,  UNIV  OF  AKRON  PD 
PATTERSON,  RICHARD  M,  JR,  MANAGER,  KENT  STATE  UNIV  PD 
PEACH,  JOHN  ANDREW,  DIR,  KENT  STATE  UNIV  PD 

ERINGNDIGLIA*  °EAN  PHILIP'  LT-  KENT  STATE  UNIV  P0LICE 
146  #  CASTOR,  KENNETH  RILEN,  LT,  PD 
tt   COCHRAN,  GEORGE  W.  ,  LT,  PD 

DRERUP,  THOMAS  E,  LT,  PD 
tt   HAGGERTY,  EDWARD  THOMAS,  CPT,  PD 

HENDERSHOT,  GARY  PAUL,  CPT,  PD 
tt   HORN,  ALBERT  J.,  SR.  ,  LTC,  ASST  CHF,  PD 

KEMPER,  MICHAEL  JOSEPH,  CPT,  PD 

KEMPER,  ROBERT  JEFFERSON,  LT,  PD 

ODELL,  JAMES  M,  COP 
*  OWENS,  ROBERT  R. ,  LIEUTENANT,  PD 
tt   SMITH,  GERALD  L,  (LTC),  ASST  CHF,  PD 
tt   THOMPSON,  KEITH,  ASST  CHF,  POL  DIV 


112 

182 

120 

127 

91 

172 

164 

129 

87 

97 

93 
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101  tt   TOBIAS,  JAMES  L,  LIEUTENANT,  PD 
193   HOOLF,  DAVID  HAYNE  HAUOLI,  LT,  PD 
116  tt   YOUNG.  HILLIAM  A,  CPT,  PD 
KIRTLAND  HILLS 

195    SMITH,  GERALD  JOHN,  JR,  COP 
LAKEMORE 

176   SANDS,  RODNEY  JOSEPH,  JR,  COP 
LAKEHOOD 
139    BRINDZA,  JOHN  PAUL,  SGT ,  PD 
CLARK,  ALAN  RAY,  CPT,  PD 
HARTSEL,  MARTIN  RICHARD,  LT,  PD 
HOYT,  JOHN  LLEHELLYN,  LT,  PD 
MACKENZIE,  JAMES  H. ,  JR.,  DETECTIVE  LIEUTENANT, 


142 

173 

163 

87 

LIMA 

191 

121 

116 

132  I 

117 

134 

175 
6  tt 
LISBON 

181 
LOCKLAND 

28  * 
LONDON 

110  tt 
70  * 

195 

172 

133 

186 
LORAIN 

138 

107  tt 

194 


PD 


BECK,  DANIEL  WARREN,  SHF  OF  ALLEN  CO 

DAILEY,  HILLIAM  HENRY,  JR,  CHF,  SHAHNEE  TWNSHP  PD 

DEPALMA,  ANTHONY  J.,  INSPR,  PD 

GROSS,  CHARLES  EDHARD,  LT,  STATE  HPTL 

PROTSMAN.  DANIEL  N.,  LIEUTENANT,  ALLEN  CO.  SD 

VAN  HORN,  LARRY  ALLEN,  MAJ,  ALLEN  CO  SD 

HATTS,  PEYTON  LAHRENCE,  CPT,  OH  SHP 

HESTBAY,  KERMIT,  CHIEF  OF  POLICE,  PD 

SMITH,  DAVID  LEHIS,  LT,  COLUMBIANA  CO  SO 

ID 

CLARK,  LEROY,  PTLM,  PD 

LENHART,  JOHN  R.,  SUPT,  OH  BU  OF  CRIM  IDENT 
MARTINA,  JOSEPH  M. ,  ASST  SUPT,  OH  BU  OF  CRIM  IDENT 
MROCZKOHSKI,  GERALD  LYNN,  SA,  OH  BU  OF  CRIM  IDENT  &  INV 
NEELY,  TERRENCE  DOUGLAS,  CRIM  INVSTGR  ADMINISTRATOR,  OH 
ONAN,  JOHN  EDHARD,  DEP  SUPT,  BU  OF  CRIM  IDENT 
SABIN,  JAMES  PREN,  DET  LT,  MADISON  CO  SO 


DANIEL,  JACK  DAVID,  LT ,  PD 
EDHARDS,  ROBERT  L. ,  LT,  PD 
RESENDEZ,  RICHARD,  LT,  PD 
LOUISVILLE 
178   MILLER,  JAMES  PATRICK,  LT,  PD 
152  tt   RIGGS,  ROSS  LELAND,  COP 
L YNDHURST 
169   ELDREDGE,  SHERWOOD  SETH,  JR,  COP 
81  tt   SMYTH,  ROGER  M,  COP 
MADEIRA 

164  BECKMAN,  GERALD  LEE,  COP 
100  tt   HUDSON,  PHILLIP  R,  COL,  COP 

MANSFIELD 

165  ARCUDI,  JOHN  HOWARD,  CPT,  PD 

161   BOYER,  JAMES  JOSEPH,  ASST  CHF,  PD 

98  tt   CAIRNS,  WAYNE  L.,  CPT,  PD 
174   DAUGHERTY,  JOSEPH  WILLIAM,  CPT,  RICHLAND  CO  SD 
180   GROGOZA,  MARIJAN  ELIZABETH,  LT,  PD 
188   KRAUSMAN,  RICHARD  CHRISTOPHER,  SGT,  RICHLAND  CO  SO 
143   MESSER,  PHILIP,  LT,  PD 

114   POPP,  STANLEY  H. ,  CAPTAIN,  RICHLAND  CO.  SD 
194   RHOADS,  DALE  MARTIN,  LT,  RICHLAND  CO  SO 
161  tt   SHETLER,  HOWARD  DALE,  SHF  OF  RICHLAND  CO 

91  tt   SPOGNARDI,  BILL  N.  ,  MAJ,  PD 
MAPLE  HEIGHTS 
148   CANTER,  MERLIN  DALE,  COP 

102  *  TERRION,  DANIEL  C,  CAPTAIN,  PD 
MARIETTA 

103  tt   GRAMKOH,  PETER  K,  COP 
MCCAULEY,  MICHAEL  M. ,  SGT,  PD 
HAITE,  JEFFREY  ALLEN,  SGT,  PD 


109  tt 

173 
MARION 

171 
49  * 
97  # 
25  tt 

103 

185 
MASON 

108 


ARNOLD,  FRANK  L,  COP 

COON,  THOMAS  B. ,  COP 

EXLEY,  ROBERT  L.,  COP 

MCCLENATHAN,  ZENAS  G. ,  CAPTAIN,  PD 

SNYDER,  HILLIAM  D.,  SERGEANT,  OHIO  STATE  HIGHWAY  P 

YOUNG,  KERMIT  STEVEN,  SGT,  PD 


FERRELL,  RONALD  G,  COP 
MASSILLON 

96  tt   BRYAN,  RICHARD  J,  COP 

HARHIG,  DENNIS  DUANE,  COP 

MCKIMM,  DANIEL  LAHRENCE,  CPT,  JACKSON  TWP  PD 

MINER,  CHARLES  RUSSELL,  CPT,  OH  SHP 

MOHR,  JOHN  ARTHUR,  CAPTAIN,  PD 

SPICOCCHI,  SAMUEL  ROBERT,  CPT,  PD 

HELDON,  MARK  DAVID,  COP 

WILSON,  BRUCE  ALLEN,  DET,  PD 


150  tt 

119 

144 

33  tt 
137  tt 
173 
126 
MAUHEE 
79  tt 
127 


BAGGETT,  NEWELL,  COP 
BODI,  THOMAS  EDWIN,  COP 
MAYFIELD 

73  tt   SHORTLE,  WILLIAM,  CHIEF  OF  POLICE 
MAYFIELD  HEIGHTS 
145  tt   CAPRARA,  DOMINIC  MICHAEL,  COP 
167  tt   DEBOE,  HAROLD,  DET  LT,  PD 
181   ODONNELL,  JOHN  FRANCES,  LT ,  PD 
MAYFIELD  VILLAGE 
177   LIGGETT,  DAVID  MICHAEL,  LT ,  PD 
119    STEVENS,  DONALD  HARVEY,  COP 
MCDONALD 

49  »  RUDGE,  HARPER  R.  ,  COP 
MEDINA 
140   BIGAM,  JAMES  ROBERT,  SGT,  MEDINA  CITY  PD 
153   BURZA,  GEORGE  HILLIAM,  CHF  DEP,  MEDINA  CO  SD 


125  * 

149  tt 
120  tt 
134 
178 
MENTOR 

90 

86  tt 
138 
187 
123 


HANSHUE,  DAVID  RICHARD,  DET  SGT,  PD 
NORTON,  DAN  LEROY,  CHF  DEP,  MEDINA  CO  SO 
SCHUCK,  MELVIN  LEE,  DET  SGT,  MEDINA  CO  SD 
SHOHS,  DAVID  GLENN,  LT,  PD 
STEYER,  THOMAS  GERARD,  COP, 


AMIOTT,  RICHARD  A,  COP 
FAY,  ROBERT  S.,  SGT,  PD 

JAMES,  JOHN  CLINTON,  TNG/RESEARCH  COORD,  PD 
LLEHELLYN,  DANIEL  WAYNE,  LT,  PD 
REESE,  JEFFREY  ALAN,  CPT,  PD 
MIAMISBURG 
170   BAKER,  AUBREY  ALAN,  CPT,  PD 
128  *  EMMONS,  RICHARD  LEE,  LT ,  PD 
118  *  GOENNER,  ROBERT  FREDERICK,  CHF,  PD 
150   KRUG,  JOHN  CHRISTOPHER,  CHF,  MIAMI  TWP  PD 
140   SCHENCK,  THOMAS  ROY,  COP 
MIDDLEFIELD 

131    EASTHON,  DAVID  ALLEN,  COP 
MIDDLETOWN 
114  tt   VAN  ARSDALE,  RONALD  G,  MAJ,  PD 
168   WATSON,  GARRY  LEE,  DET  SGT,  PD 
MILFORD 
137  tt   CHILTON,  DANIEL  LEE,  COP 
136  tt   SMITH,  DAVID  ARNOLD,  COP 
MOGADORE 
192   QUILLEN,  DAVID  NEAL,  COP 
125  tt   WILMOTH,  MARVIN  GLEN,  JR,  COP 
MONTGOMERY  nir 

165   MCGLOTHLIN,  DONALD  GILBERT,  ASST  CHF,  PD 
191   NORDBLOOM,  KIRK  NELSON,  LT,  PD 
MT  HEALTHY 
142   SCHAEFER,  ALBERT  P,  JR,  COP 

NA70L*°STARKEY,  ROBERT  DALE,  DEPUTY  SHERIFF,  HENRY  COUNTY  S 
NEW  BREMEN 

133   HARROD,  DOUGLAS  FRANCIS,  COP 
NEW  LEBANON 

165   CARBAUGH,  RONALD  JOSEPH,  COP 
NEW  PHILADELPHIA 

61   CLARK,  LOUIS  J.,  SHF  OF  TUSCARAWAS  CO 
36  *  HENDERSON,  BRYDEN  E.,  DEP  SHF,  TUSCARAWAS  CO  SD 
NEWARK 

180   STOLLARD,  ROGER  ALLEN,  DEP  CHF,  PD 
NORTH  CANTON 

140  #  HENLEY,  CHARLES  DALE,  SR,  COP 

144   LINDOWER,  DAVID  EUGENE,  COP 
NORTH  KINGSVILLE 

178  HITZEL,  CHARLES  FRANK,  IV,  COP, 
115  tt   WALKER,  NICHOLAS  H. ,  COP 

NORTH  OLMSTED 

99  #  GANNON,  MICHAEL  J.,  LIEUTENANT,  PD 
52  #  HIRD,  HARRY  W. ,  CHIEF  OF  POLICE 
82  tt   TAYLOR,  MARION  R.  ,  COP 
112   WESTON,  THOMAS  E.,  SERGEANT,  PD 
NORTH  RIDGEVILLE 

171   THOMAS,  RICHARD  DALE,  COP 
NORTH  ROYALTON 

179  BICAN,  PAUL  M,  COP 

117  KREJCI,  DALE  JAMES,  JUVENILE  OFFICER,  PD 
NORTON 

186   CARRIS,  JOHN  GREGORY,  COP 
NORWALK 
195   CASHEN,  KEVIN  MARION,  CPT,  PD 
40  tt   PICKETT,  PHIL  L.,  CAPTAIN,  PD 
124   RUGGLES,  MICHAEL  GENE,  COP 

118  STRIMPLE,  CHARLES  DEAN,  SGT, 
OAKWOOD 

78  tt   PORTER,  DONALD  E,  COP 
OAKWOOD  VILLAGE 

179  #  ZACCARO,  JOHN  THOMAS,  LT,  PD 
OBERLIN 

105   JONES,  ROBERT  K. ,  SERGEANT,  PD 
ORANGE  VILLAGE  ,   „ 

165   KOSTURA,  CHRISTOPHER  JAMES,  LT,  PD 
OREGON 

132   GULCH,  THOMAS  L,  COP 
ORRVILLE 

149   MORRIS,  WESLEY  DUANE,  COP 
STOCKER,  HILLIAM  E,  COP 


HURON  CO  PROSECUTOR  S  OFC 


90  tt 
OXFORD 
158 

31  tt 
141 
193 

90 


HOLZHORTH,  ROBERT  BIERY,  LT,  PD 
JAMES,  VIRGIL  L.,  CHIEF  OF  POLICE 
MCVEY,  HARRY  RICHARD,  LT,  PD 
SCHHEIN,  STEPHAN  DOUGLAS,  COP 
STATUM,  JOSEPH  L.,  COP 

P156ESVDUNLAP,  DANIEL  ALBERT,  CHF  INVSTGR,  LAKE  CO  SO 
125  tt   FLOOD,  DALE  S,  SGT,  LAKE  CO  SD 
83   GOODHIN,  HARREN  H,  CHF  DEP,  LAKE  CO  SO 
190   SPARKMAN,  LONNIE  R,  LT,  LAKE  CO  SO 
112   STRAYER,  KENNETH  R. ,  LIEUTENANT,  PD 


PARMA  HEIGHTS 
165   CRIVEL, 
PAULDING 


JOHN  ALBERT,  SGT,  PD 
=LAUGH,  JERRY  JOE,  CHF  DEP,  PAULDING  CO  SD 


PEPPER  PIKE 
176   MATOUSEK,  LOUIS  EDHARD,  DET,  PD 
58  *  MULLANEY,  JOHN  EDHARD,  COP 
80  tt   TOTH,  STEPHEN  A.,  COP 


PAGE 


260 


OHIO  -  OHIO 

PERRYSBURG 
192   EVANS,  NELSON  DAVID,  LT,  PD 
92   HOOD,  HALCOLM  G. ,  PTLM,  PD 
77  tt   STEINLINE,  ROBERT  D.  ,  COP 
PICKERINGTON 
169    FULLER,  JOHN  THOMAS,  COP 
192   TAYLOR,  MICHAEL,  CMDR,  PD 
PIKETON 
121  tt   BARNES,  SIDNEY  LEIGH,  MAJ,  USA 


PI  QUA 

177 

145 

117  tt 

127 
POLAND 

156  tt 


KING,  MICHAEL  ARTHUR,  S/LT,  OH  SHP 

POTTER,  PHILIP  KEITH,  COP 

HHITE,  DONALD  A,  COP 

WILLCOX,  WAYNE  RICHARD,  DEP  CHF,  PD 


JOHN  ROBERT,  SHF  OF  OTTAHA  CO 


LT, 
PD 


PD 


ANDERSON,  RICHARD  CHARLES,  CHF,  POLAND  THP  PD 
PORT  CLINTON 

135   CROSSER, 
PORTSMOUTH 

132  BIHL,  THOMAS  FRANKLIN,  COP 
30  *  PYLES,  CARROLL  E.,  DETECTIVE,  PD 
77  tt   THOMPSON,  RAY  H,  COP 
72  *  HILBURN,  THEODORE,  JR.,  CHIEF  OF  POLICE 

READING 

126  tt   CRAGHALL,  ROBERT  GEORGE,  JR,  LT,  PD 

133  tt   DENNEY,  CARL,  LT,  PD 
118  tt   HOSTIUCK,  RICHARD  GREGORY,  COL,  COP 

REYNOLDSBURG 

118  #  KESSLER,  THOMAS  DENNIS, 

107  tt   KROUSE,  CHARLES  J.,  LT, 
81   MOORE,  JESS  E.,  COP 
RICHARD  HEIGHTS 

145   ROHE,  GENE  PATRICK,  COP 
RICHFIELD 

106  tt   FISHER,  THOMAS  S. ,  COP 

166   JONES,  FRANK  ANDERSON,  III,  LT,  PD 

101   HALSH,  JOHN  E.,  COP 
RICHMOND  HEIGHTS 

110   COLLINS,  JOSEPH  J.,  COP 
RITTMAN 

127  BOGGS,  LARRY  ALLEN,  COP 

168   BURG,  MICHAEL  THOMAS,  SGT,  PD 
ROCKY  RIVER 

ROSSFORDTIHS°N'  RICHARD  FRANCIS-  SA-IN-CHARGE,  HESTSHORE  ENF  B 

130  tt   BIELSKI,  RONALD  EDWARD,  COP 
SAGAMORE  HILLS 

SANDUSKY1"1"'  D°NALD  J0SEPH*  CHF'  0H  DEPT  0F  MENTAL  HEALTH 
176   MCCLUNG,  TIMOTHY  RAY,  CHF,  PERKINS  TWP  PD 
189   MUEHLING,  CURTIS  CLAYTON,  TASK  CMDR,  ERIE  CO  DRUG  TF 
SEVEN  HILLS 
154   FECHKO,  JOHN  RICHARD,  COP 
99   RESEK,  THOMAS  M. ,  CHIEF  OF  POLICE 
SHAKER  HEIGHTS 
193   LEE,  DOYLE  SCOTT,  LT,  PD 
100  tt   NOWAK,  CHESTER  S.,  LT,  PD 
45  tt   OBST,  ARTHUR  W. ,  CAPTAIN  OF  DETECTIVES,  PD 
185   SCHWARBER,  MICHAEL  ALLEN,  LT,  PD 
SHARONVILLE 
184   HOMER,  GREGORY  CLEMENS,  LT,  PD 
SCHAPPA,  MICHAEL  GERARD,  COP 


170 
SIDNEY 
178 
141 
181 
152  tt 
124 
129 
91 


AUSTIN,  RODNEY  DEE,  LT,  PD 
MARTZ,  MICHAEL  EDWARD,  CPT,  PD 
SCHEMMEL,  MARK  HENRY,  SHF  OF  SHELBY  CO, 
SMITH,  RENNY  JAY,  LT,  PD 

w^rriT^NsB^NTuR?opcHF  invstgr-  oh  veterinary  med 

JACK  L.,  COP 


WILSON, 
SILVER  LAKE 

187   DEMOSS,  GARY  WILLIAM,  COP 
SMITHVILLE 

L77   SULLIVAN,  CLARENCE  SNYDER,  III,  COP, 


SOLON 
140  # 
151 
178 


BRUCKNER,  ROBERT  WALTER,  COP 
DOBERSTYN,  WAYNE  FRANK,  ASST  CHF,  PD 
TITTL,  RAYMOND  JAMES,  SGT,  PD 
SOUTH  EUCLID 
172   LUCHA,  THOMAS  WILLIAM,  COP 
71   VANVEGHEL,  WILLIAM,  CHIEF  OF  POLICE 
SOUTH  LEBANON 

98   KILBURN,  LESTER  R,  COP 
SPRINGBORO 
105   HOCHSTRASSER,  ROBIN  W,  COP 
145   MCDONALD,  DANIEL  J,  COP 
SPRINGDALE 
128  tt   FRELAND,  JAMES  ISAAC,  COP 
167   LAAGE,  MICHAEL  EDWARD,  COP 
SPRINGFIELD 
170   AYERS,  HOWARD  WAYNE,  LT,  PD 
113   BEEDY,  ROBERT  M,  LT,  PD 
93  tt   EVANS,  ROGER  L,  COP 
152   MCCLELLAN,  PAUL  DOUGLAS,  LT,  OH  SHP 
46  tt   MILLER,  BENJAMIN  L.,  LIEUTENANT,  PD 
93  *  MILLS,  HAROLD  M. ,  SHF  OF  CLARK  COUNTY 
195   MOODY,  STEPHEN  PATRICK,  LT,  PD 
109  tt   NEWELL,  ROBERT  E,  DET  SGT,  PD 
122  *  PICKARSKI,  JOHN  EDWARD,  SGT,  PD 
149   WALTERS,  DAVID  LEE,  COP 


CHF,  SPRINGFIELD  TSP  PD 


SPRINGFIELD  TOWNSHIP 

159   BLASDEL,  CARL  FRANK,  JR, 
ST.  BERNARD 
108  tt   HELLER,  ROBERT  F.,  CHIEF  OF  POLICE 
113  tt   REBHOLZ,  WILLIAM  J,  SGT,  PD 
104  tt   SCHINDLER,  JOSEPH  W.  ,  SERGEANT,  PD 
STEUBENVILLE 

30  tt   DURBIN,  WALTER  M,  CPT,  PD 

WITT,  RICHARD  L.,  LT,  JEFFERSON  COUNTY  SO 


102 
STOW 
121 
108 
194 
153 


GAUTHIER,  RONALD  JOHN,  LT,  PD 
KLINE,  WILLIAM  E.,  PTLN,  PD 
MYERS,  RICHARD  GLENN,  LT,  PD 
TILTON,  ROBERT  EVAN,  COP 
STREETSBORO 

172  tt   BROWN,  JAMES  DAVID,  COP 
STRONGSVILLE 
170   GOSS,  CHARLES  WILLARD,  COP 
116  #  HAWK,  DONALD  W. ,  CPT,  PD 
95   JENNRICH,  MILTON  E,  SAFETY  DIR 
95   JENNRICH,  MILTON  E,  SAFETY  DIR 
126  tt   LEHNECKER,  MAX  LOUIS,  CPT,  PD 
183   STEPANOVICH,  MARK,  SGT,  PD 
TALLMADGE 
134   GAULT,  GALE  G,  COP 


TIFFIN 
184 
167 
157  # 
94 
107 
126 


GRAY,  RICHARD  ALLAN,  LT,  PD 
HARTSEL,  DAVID  GERARD,  LT,  PD 
HOWARD,  DANA  JOE,  LT,  PD 
MARTIEN,  DAVID  A.,  MAYOR 
OWEN,  KEITH  B. ,  CPT,  PD 

STEPHENS,  WAYNE  ALLAN,  CITY  ADMINISTRATOR 
TIPP  CITY 
126   DAVIDSON,  THOMAS  NICHOLAS,  COP 
RE,  RONALD  RICHARD,  SGT,  PD 


133 

TOLEDO 
151  tt 
108 

30  # 
129 
159 
101  tt 
121 
115  tt 
107  # 
142 
105 

28 

99 


ANDERSON,  CARL  THOMAS,  SGT,  PD 

ARMSTRONG,  LARRY  D,  CPT,  PD 

BARTKOWIAK,  ALFRED  F.,  CPT  OF  DET,  LUCAS  CO  SO 

BIEGALA,  WALTER  GERALD,  SGT,  PD 

BOMBRYS,  WESLEY  JOSEPH,  SR,  SGT,  PD 

BORKOWSKI,  TIMOTHY  L.,  LT,  PD 

BRYAN,  JAMES  PAUL,  SGT,  PD 

BURPEE,  WILLIAM  L.,  SGT,  PD 

COOLEY,  BENJAMIN  L.,  LT,  PD 

DIETRICH,  ROBERT  LYNN,  SGT,  PD 

DYAL,  LAWRENCE  W,  CPT,  PD 

FAUBLE,  HAROLD  W.,  LIEUTENANT,  PD 

GERDING,  GERALD  W. ,  SGT,  PD 
11  tt   GLADIEUX,  MERL  A.,  CAPTAIN,  PD 
118   HEIL,  BONNIE  SUE,  DEP  SHF,  LUCAS  CO  SD 
139   HEYNEMAN,  JAMES  PAUL,  SGT,  PD 
125   HUNT,  CHARLES  ALBERT,  LT,  PD 
104  tt   KAZMIERSKI,  RONALD  A.,  SR.,  SGT,  PD 
127   KERSCHBAUM,  PAUL  ALBERT,  SGT,  PD 

97  #  KOLINSKI,  WILLIAM  J.,  LT,  PD 

110  tt   LANGENDERFER,  GERALD  J.,  DET  SGT,  PD 
114   MASON,  ROBERT  S.,  LT,  PD 

95   MCATEE,  RICHARD  A.,  CAPTAIN,  PD 
188   MCGEE,  MICHAEL  EDWARD,  SGT,  PD 

111  tt   MOORE,  JAMES  B.,  CPT.PD 

166   MOTON,  WILLIAM  HENRY,  LT,  PD 

169  MURPHY,  MICHAEL  DALE,  CPT,  PD 
163   NAVARRE,  MICHAEL  JAMES,  COP 

116  tt   NOGGLE,  DAVID  L.,  SGT,  PD 

170  PILAT,  BETH  ANN,  SGT,  LUCAS  CO  SD 

120   PILAT,  VALENTINE,  DEP  SHF,  LUCAS  CO  SD 

98  PRZESLAWSKI,  LAWRENCE  E.,  SERGEANT,  PD 
93  tt   REBENSAL,  KENNETH  C.  ,  DEP  CHF,  PD 

103   RITCHIE,  JAMES  L.,  LIEUTENANT,  PD 
100  #  ROBERTS,  DAVID  0.,  LT,  PD 
173   SEKELA,  GREGORY  ANDREW,  LT  ADMIN  ASST,  PD 
77  #  SOBCZAK,  EDWARD  C. ,  CPT,  PD 

117  SPANN,  RONALD  LEE,  CPT,  PD 

109  tt   WAGNER,  DALE  A,  LT,  PD 

31  tt   WIENER,  WILLIAM  GEORGE,  DEPUTY  CHIEF,  PD 

179   ZAWODNY,  JAMES  LOUIS,  SGT,  PD 
TROTWOOD 

175   ETTER,  MICHAEL  EVERETT,  COP, 
TROY 

110  tt   HUFFMAN,  JAMES  W,  CHF  DEP,  MIAMI  CO  SO 
TWINSBURG 

181    FRANK,  ANTHONY  JOSEPH,  COP 
98  #  PRANGE,  DONALD  W,  COP 
UNIONTOWN 

153   HENSLEY,  DONALD  CURTIS,  SGT,  PD 
UNIVERSITY  HEIGHTS 
173   BRADY,  DALE  EDWARD,  DET  LT,  PD 
119  It   LOBELLO,  CHARLES  THOMAS,  COP 

139   MCCAFFREY,  J  FRANCIS,  DIR  OF  SEC,  JOHN  CARROLL  UNIV 
155   SCHMIDT,  EDWARD  JOHN,  III,  LT,  PD 
UPPER  ARLINGTON 

97  tt   BORROR,  KENNETH  W. ,  COP 
181   BRINING,  MICHAEL  SHAWN,  LT,  UPPER  ARLINGTON  DIV  OF  POL 
92  tt   BROWN,  PHILLIP  D,  LT,  PD 
163   HOLCOMB,  DWIGHT  ALLEN,  COP 
94  #  LINDSAY,  RICHARD  A.,  LT,  PD 
UPPER  SANDUSKY 
175   HETZEL,  MICHAEL  RICHARD,  SHF  OF  WYANDOT  CO. 
63  *  MCALLISTER,  V.  DEAN,  SHF  OF  WYANDOT  CO 


\ 
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OHIO  -  OKLAHOMA 


URBANA 
177 
115  tt 
150  * 
93  tt 
185 
129 


DESKINS,  OAVID  LEE,  SHF  OF  CHAMPAIGN  CO 
HOLLAND,  JOHN  F. ,  LT,  PD 

KEITH.  MICHAEL  LEE,  CHF  DEP,  CHAMPAIGN  CO  SO 
STILLINGS,  ROGER  D. ,  SHERIFF  OF  CHAMPAIGN  COUNTY 
HAGNER,  PAT  R,  LT,  PO 

HILLIAMS,  PAUL  HENDELL.  DEP  DIR,  OH  BCII 
VANDALIA 
188   BASER,  CLARENCE  DANIEL,  III,  LT,  PD 
161    KNIGHT,  DOUGLAS  LYNN,  COP 
VERMILION 
173   BARCK,  FREDRIC  A,  LT ,  PD 
147  tt   MAYER,  NICHOLAS  JOHN,  JR,  LT,  PD 
HADSHORTH 

35  I  LONIER,  RODERIC  STEVENS,  COP 
SINGLETON,  DAVID  GARY,  LT,  PD 


180 
HALTON  HILLS 
103    AHRENS 


MICHAEL  P.,  SR. ,  COP 
123   MOODY,  ELMER  EUGENE,  SGT,  PD 
175   THELLMANN,  KENN  LOUIS,  SGT,  PD 
HAPAKONETA 

125  tt   KNOCH,  JAMES  MORGAN,  SHF  OF  AUGLAIZE  CO 
HARREN 

93   DU8ASIK,  MATHEH  S.,  SGT,  PD 
179   FISHER,  HILLIAM  EDHARD,  CPT ,  PD 
64   JAKMAS,  RICHARD  A.,  SHF  OF  TRUMBULL  CO 
136   LAMANTIA,  STEPHEN  ANTHONY,  CHF,  HOHLAND  TSP  PD 
183   PHILLIPS,  JAMES  RAYMOND,  SGT,  TRUMBULL  CO  SO 
36  tt   RIFFLE,  JOSEPH  J.,  SERGEANT,  PD 
HARRENSVILLE  HEIGHTS 

59  tt   BURGESS,  HERBERT  T.,  COP 
164   KALAVSKY,  JOHN  LAHRENCE,  COP 
96  tt   MERCHANT,  CRAIG  H.  ,  COP 
HASHINGTON  COURT  HOUSE 
140   CROOKS,  HILLIAM  ROBERT,  SHF  OF  FAYETTE  CO 
133  tt   ROBINSON,  HILLIAM  EDHARD,  COP 
72  *  SCOTT,  A  RODMAN,  COP 
156   HALKER,  LARRY  EUGENE,  COP 
HASHINGTON  COURTHOUSE 

195   STRITENBERGER,  MICHAEL  LEE,  CPT,  PD 
HATERVILLE 

174   MARTIN,  LANCE  HESLEY,  COP 
HAUSEON 
108   BUCHS,  RICHARD  L.,  CHF  DEP,  FULTON  CO  SO 
131   MERILLAT,  DARRELL  EDHARD,  DEP,  FULTON  CO  SD 
HAVERLY 

144  tt   DIXON,  JAMES  GERALD,  SHF  OF  PIKE  CO 
HEST  CARROLLTON 

185   BARNHART,  RICHARD  RANDALL,  DEP  CHF,  PD 

155  #  SCHACHERER,  FRANK  EDHARD,  J,  LT,  PD 

133  #  SPENCER,  KENNETH  MASON,  COP 
HESTERVILLE 

75  tt   SCHUTTE,  HARRY  A,  COP 

105  tt   SHAH,  RONALD  A,  COP 
HESTLAKE 

174   ESCHENFELDER,  HILLIAM  JOHN,  LT,  PD 

159   HECKELMOSER,  DONALD  JOSEPH,  LT,  PD 

191   HALLING,  RICHARD  ALAN,  COP 
HHITEHALL 

126   MEADE,  LARRY  JAMES,  LT,  PD 

189  NEHCOMB,  MARK  DANIEL,  SGT,  PD 
117   STACY,  JAMES  E,  COP 

166   ZITZKE,  RICHARD  RAY,  SGT,  PD 
HICKLIFFE 

145  tt   DION,  ROBERT  FRANCIS,  COP 

190  FOX,  JAMES  STEVEN,  COP 
HILLARD 

110  tt   SATTIG,  DAVID  B.,  COP 
HILLOUGHBY 
109  tt   CROSIER,  HILLIAM  E.,  COP 

182  STRAUBE,  CONRAD  ARTHUR,  COP 
HILLOHICK 

92   DOPIRAK,  RONALD  F.,  COP 
HILHINGTON 
131  tt   VERMILLION,  PHILLIP  LEE,  CPT,  OH  SHP 

90  tt   HHITE,  THOMAS  E,  COP 
HINTERSVILLE 

95   CALABRESE,  VICTOR,  JR.,  COP 
HOOSTER 

183  FERRELL,  GREGORY  KEITH,  CHF,  OH  ST  UNIV  POL 
186   GARRISON,  KURT  ALAN,  DET,  HAYNE  CO  SO 

130   HOLT,  CHARLES  A,  JR,  LT,  PD 
166   MERILLAT,  ROBERT  P,  COP 

168  NEUHAUSER,  RAYMOND  EMIL, 

91  It   PEARCE,  JAMES  H.  ,  COP 
HORTHINGTON 

166   MAUGER,  MICHAEL  EUGENE,  CPT,  PD 
160   MCCOY,  HAYNE  IRVIN,  COP 
102  tt   MILLER,  DANIEL  H.  ,  LT,  PD 
183   MOSIC,  JAMES  RAYMOND,  SGT,  PD 
HRIGHT-PATTERSON  AFB 
111  «  COOPER,  FRANCIS,  CHF,  USAF 

169  FISHER,  THOMAS  HILLIAM,  CHF  MSGT,  USAF 
178    FRONCZAK,  LINDA  KAY,  CPT,  USAF 
127   GOHIN,  HALLACE  CURRY,  CPT,  USAF 
129   HOH,  JOHN  CHRISTOPHER,  CPT,  USAF 
194   LICKTEIG,  DANIEL  ALLEN,  SR  MSGT,  USAF 
189   MOAKE,  RANDALL  LARRY,  CHF  MSGT,  USAF 

HYOMING 

65  #  COMMINS,  LESTER  J.,  SGT,  PD 


DET,  HAYNE  CO  SO 


XENIA 
131    ERHIN,  JERRY  HALLACE,  SHF  OF  GREENE  CO 

114  tt    LYONS,  CLAUDE  N.  ,  COP 
YORKVILLE 

31  #  LANDER,  GEORGE  E.,  SERGEANT,  PD 
YOUNGSTOHN 

90   BAKER,  DONALD  G. ,  CPT,  PD 

115  DAPOLITO,  ANTHONY  J.,  SGT,  PD 

141   GOCALA,  JOHN  JOSEPH,  CHF,  YOUNGSTOHN  STATE  UNIV  PD 
193   HUGHES,  JIMMY  FRANKLIN,  LT,  PD 
92   KOMARA,  DONALD  F.,  CAPTAIN,  PD 

107  SABATINO,  EUGENE  J.,  LIEUTENANT,  PD 
186   VODILKO,  MICHAEL  JOSEPH,  JR,  CPT,  PD 

108  tt   HELLINGTON,  RANDALL  A.,  COP 
ZANESVILLE 

130   GIBSON,  BERNARD  HAYNE,  SHF  OF  MUSKINGUM  CO 


OKLAHOMA 


ADA 
183 
99 
107 
118 
168 
153 


CORVIN,  DENNIS  EDMOND,  CPT,  PD 
#  GRAY,  RICHARD  L,  COP 
tt   HENDERSON,  H  DON,  ASST  COP 
MCELHANNON,  HAYNE  HESLEY,  COP 
MILLER,  MICHAEL  DAVID,  COP 
NEMECEK,  DARRELL  EUGENE,  CPT,  PD 
113  tt   SMITH,  BILLY  G,  CAPTAIN,  PD 
ALTUS 
178   BENNETT,  MICHAEL  DALE,  LT,  PD 
193   SPOONER,  KEITH  ANTHONY,  LT,  PD 
93   SUNDERLAND,  JERRY  M,  AGENT,  OK  BU  OF  INVSTGN 
ALTUS  AFB 

122   URANGA,  CLIFFORD  GREGORY,  MSGT,  USAF 
ANADARKO 

102  *  SPENCER,  CHARLES  R,  INVSTGR,  BU  OF  INDIAN  AFFAIRS 
ANTLERS 

75   SMITH,  LILE  R.,  INVESTIGATOR,  OK  DEPARTMENT  OF 
ARAPAHO 

74   COOKERLY,  SID  P.,  USHF,  CUSTER  CO  SO 
ARDMORE 
108  tt   CULLEY,  BILLY  H. ,  COP 

GARRETT,  ANTHONY  DAVID,  COP 

HATCH,  MICHAEL  L,  AGENT  III,  OK  BU  OF  INVSTGN 

JOHNSON,  HOHARD,  SHF  OF  CARTER  CO 

JOHNSON,  LEROY  SCOTT,  CPT,  PD 

SNELSON,  JOHN  HAYNE,  COP 

HARTHEN,  HAYNE  A.,  INVSTGR,  DA  S  OFC 

HILLINGHAM,  DAVID  JOE,  ASST  CHF,  PD 


139 
108 

44 
184 
122 

79  * 
129 
ARNETT 
194 


BURGTORF,  RICHARD  ROBERT,  SHF  OF  ELLIS  CO 
BARTLESVILLE 
131   BROHN,  STEVEN  LEROY,  COP 
102  #  DAVIS,  RALPH  J.,  CPT,  PD 
177   SHIVELY,  TIMOTHY  ERIC,  SGT,  PD 
87  #  SPENCER,  CHARLES  A,  COP 
BETHANY 

167    SHIRLEY,  EARL  PALMER,  JR,  CPT,  PD 
BLACKHELL 

4  *  GILLESPIE,  E.  M. ,  PATROLMAN,  PD 
182   SMITH,  EDHARD  LEONARD,  COP 
BRISTOH 
140   NEHELL,  MICHAEL,  CHF  CRIM  DEP,  CREEK  CO  SO 
127    NICHOLS,  DOUGLAS  A,  SHF  OF  CREEK  CO 
BROKEN  ARROH 
171   ADAIR,  DAVID  REX,  LT,  PD 

COLLIER,  JOHNNY  FRANKLIN,  ASST  CHF, 
ROSS,  RICKEY  MONROE,  ASST  CHF,  PD 
STEPHENS,  NORMAN  FRED,  LT,  PD 
STOVER,  JAMES  R,  COP 


PD 


145 

159 

191 
73 
CALUMET 

108    ERVIN,  JERRY  L,  COP 
CHANDLER 

134   KINCADE,  RAYMOND  LAHRENCE,  CHO  III,  USA 

192  HREN,  MATTHEH  DAVID,  INVSTGR,  PD 
CHICKASHA 

86  #  CALHOUN,  BOB  L,  DEP  SHF,  GRADY  CO  SO 
114  *  LINVILLE,  ARTHUR  D,  AGENT,  OK  STATE  BU  OF  INVSTGN 

193  SPRINGSTEAD,  KEITH  KENNETH,  LT,  PD 
148   STERLING,  DANY  EARL,  COP 

170   WILLIAMS,  RILEY  LYNN,  LT,  PD 
CLAREMORE 

185   BARLOH,  JEFFERY  LEN,  DET,  PD 
CUSHING 

187   GILLELAND,  DENNIS  JAY,  CPT,  PD 

167   RIPPEE,  ALVIN  LEON,  COP 
DEL  CITY 

187   SMITH,  JOHNIE  ALLEN,  LT,  PD 


DUNCAN 
81 

64  * 
152 
109  tt 
174 
189 
61  tt 
DURANT 
188 
59  tt 
173 
EDMOND 
128 


ANDERSON,  DALE  H. ,  COP 
DEAN,  LEONARD,  CPT,  PD 
FORD,  DANIEL  PAUL,  MAJ,  PD 
FOSTER,  PLEASANT  B.,  CPT,  PD 
JOHNSON,  JEFFERY  RAY,  CPT,  PD 
RICHEY,  JIMMIE  DEE,  INVSTGR  III,  PD 
ZACHARY,  W.  V.,  CHIEF  OF  POLICE 

COOK,  DURHARD  AUSTIN,  CPT,  PD 
DURANT,  ELMER  L,  FED  PROTECTION  OFCR 
STIEFER,  CHARLES  CLAYTON,  LT,  PD 

BRUCE,  ROY  JOE,  JR,  LT,  PD 
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OKLAHOMA  -  OKLAHOMA 


DAVES,  BENJAMIN  FRANKLIN,  J,  CPT,  PD 
DORSEY,  TIMOTHY  DAVID.  SGT,  PD 
HOLMES,  ROBERT  HILLIAM,  SGT,  PD 
MEADOR,  GEORGE  MICHAEL,  COP 
PAGE,  RAYMOND  C,  INVSTGR,  STATE  OF  OK 
PRESTON,  DAVID  JOHN,  DEP  CHF,  PD 
VETTER,  BILLY  R,  COP 


154 
195 
163 
181 
117 
120 
112 
EL  RENO 

180   STANLEY,  JOSEPH  RICHARD,  LT,  PD 
ELK  CITY 

173   SMITH,  RANDY  DUANE,  COP 
ENID 
61  tt 
178 
83  * 
94  * 
91  tt 
GUTHRIE 
118   LAND,  HENRY  PROCTOR,  JR 
152   RUEB,  GUY  WILLIAM,  SGT, 
KINGFISHER 
189   BAKER,  DENNIS  JOHN,  LT, 


BEARDSLEE,  EDWARD  D.,  CPT,  PD 
BUSH,  MARTIN  CHARLES,  SGT,  PD 
MCFADDEN,  PATRICK  M,  DEP  SHF 
POLWORT,  ERNEST  N.,  CAPTAIN, 
SPARKS,  KENNETH  R,  CPT,  PD 


,  COP 
PD 


GARFIELD  CO  SD 
PD 


LAHTON 
132 
137 
124 
163 
158 

88 
169 

92  tt 

95  * 
184 

97  tt 
172 
119 
MARLON 

53  tt 


PD 


ADAMSON,  BILLY  HAYNE,  CPT,  PD 
DOUGLASS,  HERSCHELL  EUGENE,  MAJ,  PD 
FORGUSON,  ANDY  A,  MAJ,  PD 
JACOBSMA,  LARRY  STEVEN,  CPT,  PD 
JOHNSON,  LARRY  RALPH,  LT,  PD 
PARTIN,  JACK,  ASST  PROVOST  MARSHAL 
RIGHTMER,  THOMAS  LIDDELL,  CPT,  PD 
ROUTH,  DARRELL,  MAJ,  PD 
SEESARAN,  BERTRAM  N,  SGT,  PD 
SMITH,  RONALD  CLIFTON,  CPT,  PD 
SZATKOHSKI,  BERNARD  J.,  CPT,  PD 
THORNE,  HAROLD  HILLIAM,  CPT,  PD 
HARD,  RONALD  KENT,  ASST  CHF,  PD 


WATSON,  HAROLD,  TPR,  OK  HPTL 
MC  ALESTER 
175   HOGAN,  JOE  RAY,  DEP  INSPR,  OK  STATE  BU  OF  INVS 
JONES,  BELVANY  GENE,  INSPR,  OK  ST  BU  OF  INVSTGN 
LYLES,  JIMMIE  LEE,  CPT,  PD 
PARTAIN,  FRED  L,  LT,  PD 
SPARKS,  BILLY  E.,  DEP  INSPR,  OK  BU  OF  INVSTGN 


54  # 
175 
104 
103  # 
MIAMI 
109  tt 


ICE,  GARY  C,  ASST  CHF,  PD 
MIDWEST  CITY 
130   ANDERSON,  PHILIP  WAYNE,  CPT,  PD 
BLAINE,  LLOYD  DOUGLAS,  COP 
CLABES,  ROBERT  BRANDON,  MAJ,  PD 
COLLINS,  JAY  DEE,  LT,  PD 

#  DAVIS,  CLOVIS  GLENN,  JR,  COP 

#  FERGUSON,  JAMES  D,  CPT,  PD 

#  LIGHT,  ERNEST  CLIFTON,  JR,  MAJ,  PD 
SWEARINGEN,  GEORGE  ERNEST,  LT,  PD 


125 
174 
188 
150 
115 
136 
140 
MOORE 
151 
133 
129 
177 
145 
165 


MUSKOGEE 


ABER,  HAL  WINTON,  CPT,  PD 
MITCHELL,  LYNDELL  VON,  LT,  PD 
STANLEY,  LEIGHTON  HANSEN,  LT, 
TIPPS,  GARY  W,  SGT,  PD 
WILLIAMS,  KIRK  OWEN,  CPT,  PD 
WILLIAMS,  TED  DEREK,  LT,  PD 


PD 


80 

186 

23 

91 

123 

116 


ANDERSON,  HUBERT  C,  SUPT,  OK  DEPT  OF  CORR 

CAYWOOD,  STEPHEN  WESLEY,  SGT,  PD 

JONES,  CHARLEY  M. ,  DEP  SHF,  MUSKOGEE  CO  SO 

JORDAN,  BILL,  SEC,  US  COURT  HOUSE 

MILLER,  CLAY  COY,  LT,  OK  HPTL 

WEBB,  JAMES  L,  US  MARSHALL,  USMS 

183   COCKRELL,  DAVID  MICHAEL,  CPT,  PD 

166  LEWIS,  RONALD  GENE,  COP 

138   THOMPSON,  MICHAEL  HAROLD,  MAJ,  PD 
NEHALLA 

NEWCASTLE"0"1'  *""""  HARRIS0N'  NARC  AGENT<  0K  Bu  0F  DANGEROUS 

103   NEAL,  RAE  D,  COP 
NICHOLS  HILLS 

43  tt   CLARK,  ED  J.,  COP 

167  MASK,  RICHARD  LEE,  SR,  MAJ,  PD 
NORMAN 

120  tt   CARY,  DANIEL  ELTON,  COP 

CHAN,  RONALD  BRUCE,  SGT,  UNIV  OF  OK  PD 

COTTEN,  MARSHALL  PHIL,  CPT,  PD 

DEBOLT,  DARIAN  CLARKE,  CPT,  PD 

DILL,  CLAUD  RUSSELL,  LT,  PD 

FOX,  DENNIS  GENE,  LT,  PD 

GRISSOM,  ROYCE  L.,  ADMN  DEP,  SO 

HARP,  JEFFREY  PRESTON,  SGT,  UNIV  OK  DPS 

HOLYFIELD,  DON  P,  DIR,  COUNCIL  OF  LAW  ENF  TNG 

IVY,  LEE  FRANK,  JR,  DIR,  UNIV  OF  OK  PD 

KENNEDY,  THOMAS  G,  SHF  OF  CLEVELAND  CO 

LESTER,  JOSEPH  KIMBALL,  DIR,  UNIV  OF  OK  DPS 

MARQUIS,  ROGER  JACKSON,  LT,  PD 

MEGET,  CRAIG  HILTON,  LT,  PD 

PENDERGRAFT,  WILLIAM  RILEY,  CPT,  COUNCIL  OF  LE  TNG 

ROBERSON,  GARY,  USHF,  CLEVELAND  CO  SO 

SUGG,  CARL  LEON,  MAJ,  PD 

ucUSt1?'  "ICHAEL  WESLEY,  INVSTGR,  CLEVELAND  CO  DA  OFC 
WEDDLE,  ROYCE  0,  LIEUTENANT,  PD 


191 
165 
136 
134 
183 
114 
184 

84 
135 

77 
176 
170 
193 
143 

79 
126 
169 

93 


OKLAHOMA  CITY 
128  tt   ABERNATHY,  ALBERT  BRADLEY,  JR 

ADAMS,  GARY  DON,  CPT,  OK  HPTL 
tt   ANDERSON,  BILLY  J.,  MAJ,  PD 
tt   BALDWIN,  LARRY  DAVID,  LT,  PD 

BARRY,  JOHN  KEVIN,  CHF  AGENT,  OK 
tt  BARTGIS,  EDITH  ELAINE,  DEP  INSPR, 
tt   BERGLAN,  DENNIS  L,  CPT,  PD 

BERRY,  MAJOR  TALLY,  JR,  DEP  CHF,  PD 

BEVEL,  VIRGIL  THOMAS,  CPT,  PD 

BIGGERS,  JERRY  R,  USHF,  OKLAHOMA  CO  SO 

BROWN,  ROY  JAMES,  LT,  OK  HPTL 

*  BURNS,  A.  NEWTON,  SHF  OF  OKLAHOMA  CO 
BURRIS,  RODNEY  URON,  CPT,  OK  HPTL 

#  CALVERY,  RONALD  G,  CPT,  PD 
CARLTON,  TED  GARLON,  CPT,  PD 
CASON,  JERRY  NEAL,  1LT,  OK  HPTL 
CITTY,  WILLIAM  JOEL,  CPT,  PD 
CLARK,  JOHN  CARL,  LT,  PD 

tt   CLOUD,  CARL  HARRISON,  ASST  TO  DIR,  COUNCIL 

COCHRAN,  DANNY  LEE,  CPT,  PD 

COLLINS,  ALLEN  JOE, 

COOK,  NORMAN  KEITH, 
tt   CUNNINGHAM,  WILLIAM 

DAILEY,  JACK  WARREN 


131 

78 
131 
166 
120 
107 
123 
129 
110 
160 

17 
192 
114 
172 
180 
165 
161 
123 
170 
134 
133 

98 
186 

98 
138 
113 

96 
178 
123 
153 
116 
116 
169 
101 
126 
162 
142 
154 
184 
163 

85 
102 

90 
119 
186 
119 


CHF  INSPR,  OK  ST  BU  OF  I 


LAW  ENF  COMM 
OK  BU  OF  INVSTGN 


LAW  ENF  T 


INSPR,  OK  BU  OF  INVSTGN 
LT,  PD 

A,  CHF  DEP,  USMS 
,  INSPR,  OK  ST  BU  OF  INVSTGN 
DELAUGHTER,  RICHARD  B,  ASST  CHF,  PD 

DIRCK,  JOHNNY  FLOYD,  DIR,  COUNCIL  LW  ENF  TNG 
EDWARDS,  ADAM  S,  JR,  CPT,  PD 
ELAM,  JOSEPH  D,  DIR,  PSYCH  SERV,  DPS 
FITZPATRICK,  JAMES  JOHN,  CPT,  PD 
FITZPATRICK,  RUSSELL  EUGENE,  MAJ,  OK  HPTL 
FRAZIER,  DENNIS  RANDELL,  LT,  PD 

GONZALES,  SAM  C. ,  COP 

GRAMLING,  LARRY  D,  MAJ,  PD 

GRIFFITH,  JEFFREY  LANE,  2LT,  DPS 

GRIFFITH,  R.  NEILL,  DEP  CHF,  PD 

GRIMES,  JOHN  MICHAEL,  CPT,  OK  HPTL 

GUYTON,  JOHN  GLENN,  SR  AGENT,  OK  STATE  BU  OF  NARC 

HARKRIDER,  WALTER  PERRY,  JR,  AGENT,  OK  NARC  BU 

HARRIS,  JERRY  LEE,  AGENT,  OK  BU  OF  NARC  AND  DANGR 

HARRIS,  JOHN  ARTHUR,  CPT,  OK  HPTL 

HEATH,  MICHAEL  CHARLES,  MAJ,  PD 

HEGGY,  TOM  L,  DIR,  OK  BU  OF  NARCOTICS 

HENDERSON,  LARRY  W,  MAJ,  PD 

HICKS,  ROBERT  J,  DIR,  OK  BU  OF  INVSTGN 

HIGDON,  LAWRENCE  JOSEPH,  CPT,  DPS 

HILL,  CHARLES  EDWARD,  JR,  CPT,  PD 

HOLT,  BRADFORD  CLEVELAND,  CPT,  PD 

J.  W.,  SA,  OK  ST  BU  OF  INVSTGN 

HOLYFIELD,  BILL  F,  ASST  CHF,  OK  HPTL 

HOMER,  RAYMOND  EUGENE,  JR,  TNG  COOR,  CLEET 

HYDE,  ANTHONY  H,  DEP  CHF,  COUNCIL  LAW  ENF  TNG 

JACKSON,  ROBERT  D,  SERGEANT,  PD 

JANTZ,  STEPHEN  JOHN,  1LT,  OK  HPTL 

JOHNSON,  LAWRENCE,  JR,  MAJ,  PD 

JONES,  ROBERT  ALAN,  DEP  CHF,  PD 

JURCZEWSKY,  LARRY  LEO,  CPT,  OKLAHOMA  CO  SD 

KING,  RONALD  S,  LT,  PD 

KOESTER,  GERALD  R,  CHF  INSPR,  OK  STATE  BD  OF  PHAR 

KUHLMAN,  JOHNNY  LEE,  CPT,  PD 

LAPUZZA,  MICHAEL  JOHN,  ASST  COMMISSIONER,  DPS  TNG  CEN 

LESTER,  ROBERT  REX,  DIR,  ABC  BOARD 

MANN,  KEITH,  MAJ,  PD 

MARTIN,  THEOPHILUS,  CPT,  PD 

MARVELL,  THOMAS  ELDON,  AGENT  SUPVR,  ALCOHOL  BEV  LAW  E 

MATHESON,  JERRY  V,  DIR,  OK  ORGANIZED  CCPC 

MAXWELL,  MARVIN  A,  DEP  CHF,  PD 

MCBRIDE,  DAVID  RONALD,  COP 
100  tt   MCCRITE,  JAMES  C,  MAJOR,  PD 
190   MCDONALD,  KENNETH  SAMUEL,  JR,  CPT,  PD 

MCNAIR,  KENNETH  R,  CHF,  PUTNAM  CITY  SCHOOLS 

MCPHERREN,  PHILIP  WAYNE,  INVSTGR,  STATE  BOARD  OF  MEDICA 

MULLENIX,  JACK  L,  USHF,  OK  CO  SO 

MYATT,  M.  W.,  INVSTGR,  CRIME  BU,  DPS 

NEAVES,  RICHARD  ENGLAND,  LT,  PD 

NUTTER,  JIM  C,  SEC  SUPV,  OK  GAS  AND  ELEC  COMP 

OWEN,  LARRY  P.,  CPT,  OK  HPTL 

OHSLEY,  SETH  CHRISTOPHER,  LT,  PD 

PRATT,  HARVEY  PHILLIP,  INSPR,  OK  STATE  BU  OF  INVSTGN 

PURSER,  I.  G.,  COP 

RALEY,  C.  T.,  SUPERVISOR,  OKLAHOMA  HIGHWAY  P 

RANDALL,  JOE  ANN,  LT,  PD 

READING,  JAMES  H. ,  CAPTAIN,  PD 

REYNOLDS,  DONITA  B,  PATROLMAN,  PD 

RODGERS,  LARRY  DON,  LT,  PD 

RYAN,  CHARLES  V,  CHF  AGENT,  OK  BU  OF  NARC 

SCHIMMELS,  DONALD  R,  CPT,  PD 

SCULLY,  JOHN  MICHAEL,  LT,  PD 

SEAMAN,  LONNIE  L,  INVESTIGATOR,  INTERNAL  REVENUE 

SHUPE,  DAVID  LESLIE,  CPT,  PD 

SMITH,  KENNETH  R,  MAJ,  PD 

SMITH,  SYLVESTER  P.,  PATROLMAN,  OKLAHOMA  HIGHWAY  PA 

SPENCER,  GAROLD  LLOYD,  MAJ,  PD 

TATUM,  L  G,  DIR  OF  SEC,  OK  UNIV  CAMPUS  POL 

TAYLOR,  JOHN  STEVEN,  LT,  OK  MEDICAL  CENTER  PD 

TAYLOR,  ROBERT  HOWARD,  MAJ,  PD 

TENNERY,  THOMAS  JESSE,  CPT,  OK  HPTL 

THOMAS,  GARRY  DON,  CPT,  OK  HPTL 

TREIB,  FREDDIE  DAVID,  FIRST  LT,  OK  HPTL 


47  tt   HOLT, 
85  tt 
121 

89  # 
116  tt 
136 
155 
140 
179 
100  tt 

95 
194 
121 

33  # 
181 
104 
181 

90  # 
81  # 

144 


117 
126 

71 

29 
139 
101 
117 
156 
126 

75 

52 
123 

68 
117 
127 

82 

93 
179 

56 
174 

95 

8 

135 

76 
133 
148 
143 
188 
132 


0 


I 


92  tt   UPCHURCH,  LARRY  K,  LT,  PD 


PAGE 


263 


OKLAHOMA  -  OREGON 


UPCHURCH,  STEPHEN  RALPH,  MAJ,  PD 

HARD,  KEVIN,  1ST  LT,  OK  HPTL 

HATKINS,  SCOTT  EOHARD,  ASST  COMM,  OK  HPTL 

HILDER,  ROBERT  V,  COP 

HILHELM,  HALTER,  DEP  CHF,  PD 

HILKINS,  DARREL  HAYNE,  CHF  INSPR, 

HINBORN,  ROGER  LEE,  LT,  PD 

HOODIE,  JIMMIE  DELBERT,  CPT,  PD 

HRIGHT,  LONNIE  GENE,  AGENT  IN  CHARGE, 

LAFLIN,  TERRY  LEE,  ASST  CHF,  PD 


142 

176 

172 

106  n 
96  * 

158 

125 

122  I 

142 
OHASSO 

171 

PAULS  VALLEY 
56    ALLEN, 
PAHHUSKA 

182    YANCEY 
PONCA  CITY 

125  tt   BOESE 


OK  STATE  BU  OF  INVS 


OK  BU  OF  NARC 


HERMAN  H.,  INVTGR,  OK  CORP  COMM 
DANIEL  MARK,  SGT ,  PD 


103  f 

113 
180 
135 
195 
POTEAU 
144 
182 


BILLY  DEAN,  MAJ,  PD 
COFFELT,  NORMAN  L,  DIR  OF  PUB  SFTY, 
HAM,  RAYMOND  E,  COP 
JOHNSON,  CLAYTON  DAVID,  DEP  CHF,  PD 
SINCLAIR,  CHARLES  ERVIN,  MAJ,  PD 
VINCENT,  DELBERT  DHAINE,  CPT,  PD 


PD 


PD 


HENDRICKS,  ROBERT  JOSEPH,  ASST  CHF, 
SMITH,  BILLY  JACK,  JR,  COP 
SAND  SPRINGS 
168   BRADLEY,  DANIEL  LEE,  ASST  CHF,  PD 

109  LEHALLEN,  TOM,  COP 
SAPULPA 

112   MOORE,  JOHNNY  K.,  CHIEF  OF  DETECTIVES,  PD 

rujUkJ  C  C 

139   ABRAHAMSON,  GARRY  DUANE,  CRIM  INVSTGR,  BIA 
44  tt   COLEMAN,  ERNEST  G. ,  COP 
192   CRALL,  HAYNE  MICHAEL,  LT,  PD 

110  *  JAMES,  LARY  G,  LT,  PD 

105  #  KNOX,  CHARLES  B,  CPT,  PD 

146   LAHUE,  JOSEPH  HOHARD,  CPT,  PD 
SPENCER 

77   HENSLEE,  HILLIAM  M,  COP 

S164LHAALTMAN,  DAVID  FRANKLIN,  LT,  OK  STATE  UNIV  POL 
176   ATKINS,  RICHARD  HORACE,  LT,  OK  STATE  UNIV  PD 
122  »   BASTION,  ROGER  DEAN,  LT,  STILLWATER  POL  SERV 
104   EATON,  EVERETT  H. ,  DIR,  OK  ST  UNIV,  PUB  SFTY  AND 

106  ft   ELY,  RAYMOND  L,  CPT,  STILLWATER  POL  SERV 

194  GAHAGANS,  BENNIE  STEPHEN,  SGT,  OK  ST  UNIV  PD 

137  MCNICKLE,  NORMAN  ARTHUR,  COP 

179  ROMINE,  LOYD  RUSSELL,  SGT,  PD 

141  *  TAYLOR,  JEFFREY  LYNN,  LT,  PD 

160  THRASHER,  RONALD  RAY,  LT,  PD 

149  TYE,  ERNEST  BOYD,  CPT,  OK  STATE  UNIV  PD 

190  VOGT,  ROBERT  DON,  SGT,  PD 

157  HAREN,  CHARLES  RAY,  CPT,  PD 

T*72E#UFRUSHER,  ROBERT  E,  SFTY  AND  SEC  DIR,  NORTHEASTERN 
THE  VILLAGE 

48  tt   BUMPASS,  EUGENE  L.,  CITY  MANAGER 


ROBINSON,  MICHAEL  HAYNE,  LT, 


PD 


164 
TULSA 

159   ALLEN,  HAYNE  EDHARD,  SGT,  PD 
110  tt   ANDERSON,  DONALD  E,  SGT,  PD 
138   ANDRUS,  MARK  ANDREH,  MAJ,  PD 

99   BAYLES,  LARRY  J,  DEP,  TULSA  CO  SO 
175   BISHOP,  RICHARD  LOREN,  CPT,  TULSA  CO  SD 
105  *  BOHLES,  LARRY  H,  DEP  INSPR,  OK  BU  OF  INVSTGN 
147  *  BUCKENDORF,  GEORGE  MICHAEL,  CHF  DEP,  TULSA  CO  SO 
130   BUSBY,  BOBBY  LEE,  DEP  CHF,  PD 
166   BUSBY,  HALTER  EVERETT,  JR,  SGT,  PD 

70  tt   CAMP,  JAMES  E.,  MAJ,  PD 
118   CHANCE,  ROBERT  ALAN,  MAJ,  PD 

91  ft   CLUGSTON,  ROY  L,  JR,  DEP  SHF,  TULSA  CO  SO 
116   DIAMOND,  DREH,  COP 
101  tt   DICK,  ROBERT  N,  POL  AND  FIRE  COMR 

91  It    EDMUNDS,  HAYNE  0.,  MAJ,  PD 

49  I  FAULKNER,  DAVE  T,  SHF  OF  TULSA  CO 
97   GLANZ,  STANLEY  D,  SHF  OF  TULSA  CO 

134   GREENE,  JIMMY  HAYNE,  LT ,  PD 
141   GROTTS,  BILLY  CLYDE,  LT,  PD 
127   HICKEY,  JOHN,  JR,  SGT,  PD 
112  I  HILL,  JACK  L,  MAJ,  PD 
120   JACKSON,  CHARLES  FRANKLIN,  MAJ,  PD 
168   JOLLIFF,  REGENA  ANN,  SGT,  PD 
172   JONES,  LYNN  LOUISE,  LT,  PD 
195   JONES,  TIMOTHY  GLENN,  CPT,  PD 
3  *  KELLY,  H.  M. ,  DETECTIVE,  PD 

150  KONKLER,  GERALD  WAYNE,  LT,  PD 
115  ft   LADD,  HAROLD  R,  LT,  PD 

185   LARSEN,  DENNIS  L,  SGT,  PD 

151  LAHSON,  RICHARD  LYNN,  LT,  PD 

103  tt   LEE,  ARTHUR  E,  JR,  SHF  OF  TULSA  CO 

50  *  LIVINGSTON,  PAUL  J.,  COP 

191   MACDONNELL,  DENNIS  MICHAEL,  CPT,  PD 
118  It   MCCUTCHEN,  ADELENE  DEBORAH,  CPL,  PD 
177   MERCHANT,  S  LARRY,  MAJ,  PD 
139   NELSON,  RAY  DALE,  LT,  PD 
146   PALMER,  RONALD  DALE,  COP 
189   PATRICK,  GREGORY  JUAN,  LT,  TULSA  CO  SD 
44   PRUITT,  RAYMOND  E.,  DEP  SHF,  TULSA  COUNTY  SO 
157   RAKE,  MICHAEL  PATRICK,  LT,  PD 
124   ROBINSON,  CAROLYN  MAXINE,  MAJ,  PD 

PAGE 


179 

100  ft 

128 

145 

162 

122 

64  tt 
173 
111  tt 
146 
132 
155 
VINITA 
149 
141 
156 


ROGERS,  TROY  LAMAR,  SGT,  PD 

SECRIST,  DAVID  E,  DEP  CHF,  PD 

SHERL,  JIMMIE  DEE,  DEP  CHF,  PD 

SMITH,  STEPHEN  WINN,  LT,  PD 

STEELE,  STEVEN  REID,  LT,  PD 

TAYLOR,  FREDDIE  RAY,  MAJ,  PD 

THURMAN,  ANDREH  FRANK,  SHF  OF  TULSA  CO 

TURNER,  ROBBY  LOY,  SGT,  PD 

WALL,  ROBERT  D,  LIEUTENANT,  PD 

WEBB,  DONALD  REX,  SGT,  PD 

WELLS,  LYLE  WILLIAM,  JR,  LT,  PD 

WILLIAMSON,  MARK  ARNOLD,  SGT,  TULSA  CO  SO 


BURR,  ED  C,  LT,  OK  HPTL 

EVERETT,  FRANKLIN  D,  CPT,  OK  HPTL 

GREEN,  BOBBIE  ALLEN,  ILT,  OK  HPTL 
HARR  ACRES 
105  tt   LUTTRELL,  BILL  J.,  SR.,  COP 
185   SAVAGE,  RAYMOND  FREDRICK,  LT,  PD 

119   RICKEY,  LONNIE  RAY,  AGENT,  OK  BU  OF  INVSTGN 

W164WARCRAIN,  DONALD  GENE,  JR,  INSPR,  OK  STATE  BU  OF  INVSTGN 

94  It   WELLMAN,  CHARLIE  R,  DEP  INSPR,  OK  BU  OF  INVSTGN 
YUKON 

187   CORN,  JOHN  DAVID,  SGT,  PD 

131   HUFFMAN,  JAMES  LEE,  COP 


OREGON 


ALBANY 
156 
132  tt 

50 
108 

99 
190 

94 

75 
128 


BURRIGHT,  DAVID  KENNETH,  SHF  OF  LINN  CO 
JAMES,  DARRELL  LYNN,  LT,  LINN  CO  SO 
MADDY,  RAY  H. ,  COUNTY  JUDGE,  LINN  COUNTY 
MARTINAK,  ARTHUR  J,  SHF  OF  LINN  CO 
MCLAIN,  CLYDE  R,  SR,  LT,  LINN  CO  SD 
MCLAIN,  PHILIP  LEE,  LT,  PD 
SIMS,  LEE  R.,  JR.,  LT,  PD 
SPIRUTA,  EDWARD  J,  USHF,  LINN  COUNTY  SO 
VANNICE,  RICHARD  LEE,  LT,  PD 
ASHLAND 

137   BARNARD,  DAYMON  ORVAL,  CPT,  PD 

160   CLEMENTS,  MELVIN  NEWELL,  CPT,  PD 

106  ft   LIVELY,  S  VICTOR,  COP 

124  *  SELBY,  DEFOREST  LLOYD,  LT,  PD 
10  *  THOMAS,  CLARK,  ASST  CHF,  PD 
ASTORIA 

137   DEUPREE,  ROBERT  EARL,  COP 

EASTMAN,  ALMOND  CAVYRNE,  SHF  OF  CLATSOP  CO 
JOHNSON,  ROBERT  W,  COP, 


139  ft 
70  ft 
BAKER 
157 
135  ft 


BENNETT,  MARK  EDWARD,  DEP,  BAKER  CO  SO 
HAYS,  MICHAEL  EDWARD,  LT,  OR  SPOL 

BAKER  CITY 

84  ft   GIBSON,  NEWSOM  J,  JR,  COP 

BEAVERTON 
113   ALLISON,  CHARLES  G. ,  SGT,  PD 
DANKO,  PAUL  C,  CMDR,  PD 
DEHAAN,  RICHARD  HENRY,  CPT,  PD 
DUGAN,  JAMES  K.,  CPT,  PD 
EIESLAND,  KRISTINE  LYN,  SGT,  PD 
ERVIN,  WESLEY  WAYNE,  SGT,  PD 
KIRSCH,  EDWARD  ROBERT,  SGT,  PD 
WILSON,  STEVEN  GARY,  SGT,  PD 


105 
135 
111 
132 
159 
193 
122 

BEND 
193 
188 
128 
180 
107 
125 
73 
102 
169 
128 

CANBY 
173 


DIEHL,  JOHN  CONRAD,  V,  SGT,  DESCHUTES  CO  SD 

FINE,  MATTHEW  ROE,  LT,  PD 
ft   FRANCE,  JAMES  LEROY,  SHF  OF  DESCHUTES  CO 

JORDAN,  ANDREW,  CPT..PD 
ft   MALKIN,  ROBERT  D.  ,  COP 
ft   MEIER,  DAVID  HAROLD,  DIV  CMDR,  PD 
ft   MOEN,  EMIL  K.,  COP 
*  PARR,  RICHARD  L.,  CORPORAL,  PD 

SMIT,  ROBERT  JOE,  LT,  OR  SPOL 

STILES,  LESTER  WHITNEY,  LT,  PD 


GIGER,  GERALD  DEE,  COP 
CLATSKANIE 

130   NELSON,  DAVID  JAMES,  COP 
CONDON 

191   DIRKS,  ANTHONY  LAWRENCE,  USHF,  GILLIAM  CO  SO 

COOS  BAY 
172   ADAMS,  HARLAN  MARCUS,  COP 
123   BUSHMAKER,  JOHN  ALBERT,  SGT,  PD 
114   GILFILLAN,  CLAUDE  M,  CPT,  PD 
133   KNIGHT,  CHARLES  RAY,  ASST  CHF,  PD 
150   NINK,  ROBERT  DONALD,  SR  SA,  USCG 
87  tt   UNDERDAHL,  HOBART  R.,  ASST  COP 

COOUILLE 
168   HALL,  RALLS  LANCE,  LT,  COOS  CO  SO 
186   LEADER,  LARRY  DOUGLAS,  SGT,  COOS  CO  SD 
104   TARNO,  VERAL  E,  SHERIFF  OF  COOS  CO  SO 

C162ALLALTISHIN,  BERNARD  JOSEPH,  SGT,  BENTON  CO  SO 
67  ft   BURRIGHT,  KENNETH  RICHARD,  ASST  CHF,  PD 
103  ft   CONLEE,  CHARLES  L.,  SGT,  PD 
107  ft   DOLAN,  JAMES  W,  CHF  DEP,  BENTON  CO  SO 
51  ft   GOODMAN,  JAMES  A.,  COP 
76  tt   HOCKEMA,  WILBUR  L,  COP 
130   MCCOLLUM,  DANIEL  LAWRENCE,  COP 
194   MOLLAHAN,  ROBERT  PATRICK,  JR,  LT,  PD 
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57  *  MURDOCH,  VERNON  M. ,  JR.,  DEP  SHF,  BENTON  CO  SO 
142  ft   READER,  CARL  RAYMOND,  SGT,  PD 
127  ft   HOODS,  MERLE  EUGENE,  SGT,  PD 
COTTAGE  GROVE 
162   GROVER,  MICHAEL  GORDON,  COP 
175   HORSHAM,  LARRY  STEVE,  CMDR,  PD 


DALLAS 

78  ft 
148 
EUGENE 

68  ft 

45 
189 
163 
144 
159 
159 

92 

60 
182 
172 
176 

15 
100 
151 

94 
137 
188 
142 

36 
166 


DOUGHERTY,  HENRY  A,  CO  COMM,  COMMUNITY  CORCTNS  CNT 
HARPER,  JAMES  MICHAEL,  COP 


ALLEN,  DALE  E.,  COP 

BROWN,  TED  D. ,  COP 

BUCHANAN,  THAD  ALLEN,  LT,  EUGENE  DPS 

CLAGUE,  JOHN  D,  CPT,  LANE  CO  SD 

CLEMENTS,  JAN  EVAN,  LT,  PD 

COOKE,  LEONARD  GREEN,  COP 

DRAYTON,  CAREY  MICHAEL,  ASST  DIR,  UNIV  OF  OR  DPS 

EGGLESTON,  RONALD  D,  CPT,  LANE  CO  SO 

ELDER,  EDWARD  W.  ,  SHF  OF  LANE  CO 

HACKETT,  DELL  PAUL,  LT,  LANE  CO  SD 

HEUVEL,  DANIEL  PATRICK,  CPT,  LANE  CO  SD 

HILL,  JAMES  RALPH,  LT,  DPS 

KEARNEY,  LEONARD  H. ,  SGT,  PD 

KEEP,  ARCHIE  L,  SA,  BU  OF  LAND  MGT 

LANGFORD,  ERIC  RANNEY,  CPT,  LANE  CO  DPS 

LILLY,  DENNIS  W,  DET,  LANE  CO  SO 

MCMANUS,  ROBERT  LIEF,  SHF  OF  LANE  CO 

MCMULLEN,  EARL  DAVID,  JR,  SGT,  LANE  CO  SO 

ROWLAND,  PATRICK  MICHAEL,  ASST  SAC,  US  COAST  GUARD 

SMITH,  WILLIAM  HOBART,  CPT,  PD 

HIGHT,  RANDALL  GREENE,  LT,  OR  DPS 
FAIRVIEW 

93  ft   RODGERS,  GERALD  F,  CRIM  INVSTGR,  BIA 
FLORENCE 

101  ft   SHAW,  MELVIN  J,  COP 
FOREST  GROVE 
193   FARRIS,  ROBERT  KENNETH,  SGT,  PD 

176  LOWTHER,  THOMAS  DAVID,  COP 
GLADSTONE 

184  JOHNSON,  WAYNE  FREDERICK,  SGT,  PD 

110  KING,  ROBERT  M.,  COP 

155   RYE,  RICHARD  EVERETT,  SGT,  PD 
GOLD  BEACH 

97  *  BOICE,  ALLEN  H. ,  SHF  OF  CURRY  CO 

127   DENNtY,  CHARLES  LEROY,  SHF  OF  CURRY  CO 
GRANTS  PASS 

141  ALBERT,  BRUCE  MORGAN,  OFCR,  JOSEPHINE  CO  COMM  CORR 
168   CALVERT,  DANIEL  BERRY,  SHF  OF  JOSEPHINE  CO 

84  ft   HEDGEPETH,  NORMAN  L,  DIR  OF  PUBLIC  SAFETY 

178  PENDERGRASS,  ALAN  FRANK,  USHF,  JOSEPHINE  CO  SO 
187   SCHWARTZ,  RONALD  GEORGE,  LT,  DPS 

111  ft   TAUS,  FRANK  A.,  SGT,  JOSEPHINE  CO  SO 
101  #  WOOLF,  ERNEST  G,  CPT,  PD 

106   YAKEL,  JERREL  C,  ORDINANCE  ADMIN,  JOSEPHINE  CO 
GRESHAM 

139  *  GRUETZKE,  JAMES  EUGENE,  LT,  PD 

160   JOHNSON,  GERALD  B,  CPT,  PD 

106   KNORI,  ARTHUR  J,  COP 

123  ft   VICARS,  DWIGHT  ELSWORTH,  CPT,  CLACKAMAS  CO  SO 
HERMISTON 

119  ft   ASHER,  GRANT  EDWIN,  COP 

195   ROBERTS,  JERRY  SHERMAN,  LT,  PD 
HILLSBORO 

181  ASHENBRENNER,  LILA  LEE,  CPT,  PD 

95  ft   BARNES,  WARREN  B.,  JR,  SHF  OF  WASHINGTON  CO 

182  BERRIGAN,  WILLIAM  MICHAEL,  CMDR,  WASHINGTON  CO  SD 

142  CONLEY,  MICHAEL  THOMAS,  CHF  DEP,  WASHINGTON  CO  SO 
129  ft   FRIESE,  STANLEY  WILSON,  CPT,  WASHINGTON  CO  SO 

177  GORDON,  ROBERT  MYLES,  CMDR,  WASHINGTON  CO  SO 

185  HEPP,  DAVID  ROBERT,  LT,  WASHINGTON  CO  SO 
136   JONES,  NANCY  SUZANNE,  SGT,  PD 

82  ft   KLEVE,  HAROLD  T,  CPT,  WASHINGTON  CO  SD 

179  LOUIE,  RONALD  JAY,  COP 

113   PROBSTFIELD,  WILLIAM  R,  SHF  OF  WASHINGTON  CO 

120  ft   SALISBURY,  WAYNE  LYLE,  DET,  WASHINGTON  CO  SD 
103  ft   SANDERS,  EDWARD  L,  LT,  WASHINGTON  CO  SO 

110  ft   SARGEANT,  ROBERT  G,  USHF,  WASHINGTON  CO  SD 

165  SPINDEN,  JAMES  STUART,  SHF  OF  WASHINGTON  CO 

171   STRAUGHAN,  CHARLES  DOUGLAS,  CPT,  WASHINGTON  CO  SO 
153  ft   UNDERWOOD,  RICHARD  LEE,  SR,  CPT,  WASHINGTON  CO  SO 
117  ft   WOLL,  HERMAN,  COP 
HOOD  RIVER 
117  ft   KELLY,  RICHARD  J,  SHF  OF  HOOD  RIVER  CO 
163   MOORE,  DAVID  PAUL,  CHF  DEP,  HOOD  RIVER  CO  SD 

166  YOUNKINS,  RICHARD  CLARK,  COP 
INDEPENDENCE 

145   DAVIDSON,  JANET  EILEEN,  SGT,  PD 

96  ft   WEAVER,  GEORGE  E,  COP 
JUNCTION  CITY 

141  *  PETERSON,  JOHN  WILLIAM,  III,  COP 
KLAMATH  FALLS 

98  *  DURYEE,  THOMAS  H.,  SHF  OF  KLAMATH  CO 
63  ft   HOWARD,  CHARLES  A.,  CHIEF  OF  POLICE,  PD 
66  ft   HUFF,  ARCHIE  W. ,  COP 
LA  GRANDE 
149   COURTNEY,  JOHN  CARLTON,  COP 
39  *  FORREST,  NORMAN  W. ,  CHIEF  OF  POLICE 
173   MYER,  PHILIP  GORDON,  DET  SGT,  PD 
LAKE  OSWEGO 
168   FOSTER,  HELEN  EILEEN,  DET  SGT,  PD 


181   GALLOWAY,  MARC  LAWRENCE,  SGT,  PD 
113   WALKER,  JAMES  L,  SGT,  PD 
161   YOUNGBAR,  LESLIE  GENE,  COP 
LEBANON 
141   CHILSON,  DANNY  OWEN,  SGT,  PD 
169   SCHULTE,  MICHAEL  WAYNE,  SGT,  PD 
LINCOLN  CITY 

179   CONLEY,  DORIS  MARGARET,  COP 
MADRAS 

106   KLEIN,  WILLIAM  G. ,  COP 
MCMINNVILLE 
188   BROWN,  DANIEL  JOHN,  SGT,  PD 

CARELLE,  JAMES  NEAL,  SGT,  YAMHILL  CO  SO 
DICKINSON,  LYLE  C,  LT,  YAMHILL  CO  SO 
HAILEY,  LARRY  LEE,  CPT,  YAMHILL  CO  SO 
HAND,  NORMAN  MICHAEL,  LT,  PD 
LAW,  CRAIG  ALLEN,  CPT,  YAMHILL  CO  SO 
MCCONNEL,  ROBERT  IRA,  SGT,  YAMHILL  CO  SO 
NOU,  ROBERT  PETER,  SGT,  YAMHILL  CO  SO 
SHIPMAN,  GLENN  A,  SHF  OF  YAMHILL  CO 
VASQUEZ,  LIONEL,  SHF  OF  YAMHILL  CO 


PD 


144 
145 
89 
179 
107 
136 
135 


132 

69 
131 
138 
138 

64 
162 

83 
109 
MEDFORD 
114  ft   BJORNSEN,  BJARNE  A,  DEP,  JACKSON  CO  SD 
164   BRUCHMAN,  WILLIAM  LOUIS,  III,  DEP  CHF, 
108  ft   BUNDY,  GLEN  S,  DEP  CHF,  PD 
119   BURCHFIEL,  JOE  RAYMOND,  DET,  JACKSON  CO  SD 
107  ft   CRUTCHFIELD,  FLOYD  W,  CHF  DEP,  JACKSON  CO  SD 
192   GEORGE,  TIMOTHY  JAMES,  LT,  PD 

102  ft   GILDESGARD,  KEITH  M,  DEP  CHF,  PD 

131  ft   GYLLENSKOG,  JERRY  READ,  CMDR,  OR  SPOL 
172   LAVINE,  THOMAS  EARL,  LT,  PD 

LIVINGOOD,  DONALD  CRAIG,  DEP  CHF,  PD 

MALDONADO,  JEFFREY  VINCENT,  CHF  DEP,  JACKSON  CO  SD 

MCGEE,  ORLO  H,  COP 

NORRIS,  RONALD  EDWARD,  LT,  PD 

SHIPLEY,  OSCAR  R.,  COP 

SMITH,  DENNIS  C,  SHF  OF  JACKSON  CO 

STEDMAN,  ROBERT  PAUL,  SGT,  PD 
MILWAUKIE 
164   COLLIER,  BRENT  WILLIAM,  COP 

103  ft   EASTERDAY,  GAYLE  G,  DEP  CHF,  PD 
187   LOUDENBACK,  LON  R,  DET  SGT,  PD 

105  ft   SCHANAKER,  RONALD  C,  COP 
MOLALLA 

177    ELKINS,  ROBERT  DEWEY,  COP, 
MOMOUTH 

106  ft   VALBURG,  MARION  D,  TNG  CR,  BD  ON  POL  STANDARDS  & 
MONMOUTH 

163   OSBORN,  RALPH  STEPHEN,  LT,  BD  OF  PUBLIC  SAFETY  TNG 
MORO 

102  *  LOHREY,  GERALD  A,  SHERIFF  OF  SHERMAN  COUNTY 
NEWBERG 

185   NEWLAND,  STANLEY  KEITH,  DEP  CHF,  PD 

156   TARDIFF,  ROBERT  IVAN,  JR,  COP 
NEWPORT 

119   BROSSOW,  DONALD  WILLIAM,  DEP,  LINCOLN  CO  SO 
NORTH  BEND 

190   AKERS,  RONALD  LEROY,  LT,  PD 

103  ft   BOORAS,  GEORGE  P,  COP 

171    SANDBERG,  KENT  RANDALL,  SGT,  PD 
160   YOUNG,  EVERETT  JOHN,  JR,  LT,  PD 
128   ZACCARO,  GILBERT  ANTHONY,  COP, 
OREGON  CITY 

31  *  BIRCH,  ALLEN  E,  DEP  SHF,  CLACKAMAS  CO  SO 
BRADSHAW,  WINSTON  R,  SHF  OF  CLACKAMAS  CO 
BUTLER,  NEAL  LOYD,  JR,  LT,  CLACKAMAS  CO  SO 
DETLOFF,  HENRY  PATRICK,  CHF  DEP,  CLACKAMAS  CO  SO 
ESTES,  LYNDA  THERESA,  DET,  CLACKMAS  CO  SD 
GROLBERT,  JAMES  TIMOTHY,  CPT,  CLACKAMAS  CO  SO 
HANNERS,  GENE  WILLIAM,  LT,  CLACKAMAS  CO  SD 
KITZMILLER,  ALLAN  EDRIC,  SGT,  PD 
MACHADO,  MICHAEL  JOHN,  LT,  CLACKAMAS  CO  SD 
MCOUAY,  JAMES  MICHAEL,  CPT,  CLACKAMAS  CO  SO 
RYAN,  LLOYD  L,  CPT,  CLACKAMAS  CO  SO 
STEWART,  JOHN  DAVID,  DEP  CHF,  PD 
TULEY,  PATRICK  FRANCIS,  LT,  CLACKAMAS  CO  SO 
VICARS,  DONALD  ARMOND,  LT,  CLACKAMAS  CO  SO 
PENDLETON 

87  ft   GALLAHER,  ERNEST  E,  COP 
158   TABER,  EDWIN  SHANNON,  COP 
PHILOMATH 

118   SYTSMA,  RAY  CHARLES,  JR,  SGT,  PD 
PORT  OF  PORTLAND 

166   BRANT,  MICHAEL  DUANE,  COP 
PORTLAND 
105  ft   AICHELE,  ROB  H,  DEP  CHF,  PORTLAND  POL  BU 

AMUNDSON,  RANDOLPH  E,  CHF  SERV  DIV,  MULTNOMAH  CO  DPS 
AUBORN,  GORDON  0.,  CHF,  MULTNOMAH  CO  DPS 
BARNHILL,  ROBERT  A,  LT,  MULTNOMAH  CO  SO 
BENNINGTON,  WILLIAM  HOWARD,  CPT,  POLICE  BU 
BRAND,  DENNIS  S,  LT,  MULTNOMAH  CO  DPS 
BROCK,  FRED  E.,  SGT,  POL  BU 
BROOKS,  ROBERT  GLENN,  CPT,  POL  BU 
BUNNELL,  JOHN  EDWIN,  CHF  DEP,  MULTNOMAH  CO  SO 
CLARK,  GREGORY  EUGENE,  CPT,  POL  BU 
CULLIVAN,  MICHAEL  FRANCIS,  LT,  BU  OF  POL 
DAGGETT,  FRANK  E,  LT,  PD 
126  ft   DAVENPORT,  WILLIAM  RODNEY,  MAJ,  OR  SPOL 
131  ft   DAVIS,  EDWARD  PATRICK,  CPT,  POL  BU 
125   DAVIS,  JAMES  ARTHUR,  SGT,  MULTNOMAH  CO  DIV  OF  PUB  S 


116 
167 
152 
165 
130 
157 
140 
178 
121 
100 
166 
189 
140 


114 

61 

92 

174 

97 

100 

126 

167 

142 

122 

110 


PAGE 
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82  tt   DON,  JOHN  P.,  CPT,  MULTNOMAH  CO  SO 
165    DOHNEY,  JOHN  ELDON,  CPT,  OR  SPOL 
159    ENGLERT,  RODNEY  DALE,  CHF  DEP,  MULTNOMAH  CO  SO 
13*  It    FESSLER,  CHARLES  HOCH,  JR,  USHF,  MULTNOMAH  CO  SO 
161    FORBES,  CORKY  KAY,  CPT,  OR  SPOL 
118  tt   GRIFFITTS,  GLEN  LEROY,  SGT ,  PD 

185  HEDGPETH,  MELVIN  LEE,  CMDR,  MULTNOMAH  CO  SO 
146    INMAN,  HAYNE  RAY,  COP 

99  tt    JOHNSON.  RICHARD  N,  CRIM  INVSTGR,  BU  OF  LAND  MGT 
33  tt   JONES,  KEITH  L.,  SEC  DIR,  HOUSING  AUTH 

192   JONES,  TERRY  FORREST,  LT,  MULTNOMAH  CO  SO 
192    KANZLER,  CHERYL  ANN,  DET  SGT,  PD 

150  *  KEPFER,  PETER  LUDHIG,  LT ,  PD 

180   KINDRICK,  ROY  ELDON,  CPT,  PORTLAND  POL  BU 

118    LAMBERT,  DANIEL  LEE,  LT,  PORTLAND  POL  BUREAU 

165    LINHARES,  MICHAEL  CHARLES,  CPT,  PORTLAND  POL  BUREAU 

19  *  MCCALL,  DONALD  F.,  SERGEANT,  PD 
146   MCLOUTH,  PETER  M,  RES  IN  CHARGE,  ATF 

74  tt   MITCHELL,  ROBERT  C.  ,  CPT,  MULTNOMAH  CO  DPS 
154   MOOSE,  CHARLES  ALEXANDER,  DEP  CHF,  POL  BU 
148   NELSON,  DUDLEY  HENDELL,  LT,  OR  SPOL 
134   NELSON,  PATRICK  HENRY,  LT,  POL  BU 
117   OBRIEN,  MICHAEL  A.,  CHF  DEP,  USMS 
138   ORR,  ALAN  FRANCIS,  DEP  CHF,  PD 

93  I  OSBOURN,  ERVIN  T.,  LT,  PD 
156   PARESI,  MARK  SCOTT,  CMDR,  POL  BU 

71  *  PERKINS,  LYLE  C. ,  DIR  OF  SEC  AND  SAFETY,  PORT  OF 

186  PHELAN,  ERNEST  CHARLES,  SGT,  PORT  OF  PORTLAND  PD 
170   PRUNK,  BRUCE  HILLIAM,  CPT,  PD 

74  i   REITER,  NORMAN  F,  CPT,  PORTLAND  POLICE  BUREAU 
107  tt   RICHARDSON,  HILLIAM  E,  CMDR,  PORTLAND  POL  BU 
127   SCHULZ,  MARILYN  R,  DET,  POL  BU 
180   SIZER,  ROSANNE  MARGARET,  LT,  PORTLAND  POL  BU 

105  tt   STAPLE,  DENZIL  NELSON,  CHIEF  DEPUTY,  USMS 

86  tt   STILL,  RONALD  R,  COP 

151  tt   STITES,  CLYDE  MICHAEL,  LT,  MULTNAMAH  CO  SO 
64  tt   STRUDGEON,  JOHN  CHRISTIAN,  LIEUTENANT,  PD 

29  tt   SHANK,  BEN  I.,  SEC  MGR,  PACIFIC  NORTHWEST  BEL 

87  *  TAYLOR,  DOUGLAS  C,  SA,  DEA 

110   TILLINGHAST,  STEVEN  C,  LIEUTENANT,  MULTNOMAH  CO.,  DIV 
115   TOBIN,  ROBERT  M,  CPT,  POL  BUR  „,„.„„ 

100  tt   HALPOLE,  DELBERT  H,  INVSTGR,  DEPT  OF  HUMAN  RESOURC 
37  tt   HARREN,  MYRON  ALFRED,  LT,  PORTLAND  POL  BU 

177   HEBBER,  RONALD  LEHIS,  CPT,  PORTLAND  POL  BUREAU 
130  tt   HELLS,  STUART  LEE,  SGT,  MULTNOMAH  CO  DPS 

106  tt   HITT,  DAVID  L,  MAJ,  OR  SPOL 

121  tt   HOIDYLA,  MARVIN  VINCENT,  SGT,  MULTNOMAH  CO  SO 
PRAIRIE  CITY 

158   FRAZIER,  SHELBY  ALLAN,  COP 
PRINEVILLE 

167   SOULES,  JAMES  HERBERT,  COP 
RAINIER 

124   DERBY,  PHILIP  HAYNE,  COP 
REDMOND 

150   DOHNS,  GARY  HILLIAM,  SGT,  PD 
REEDSPORT 

143   CHUDY,  PAUL  EDWARD,  LT,  DOUGLAS  CO  SO 
ROSEBURG 

132  tt   DUNCAN,  RAYMOND  GEORGE,  USHF,  DOUGLAS  CO  SO 

109  tt   LADD,  CLAYTON  D,  USHF,  DOUGLAS  CO  SO 

179   MCGREH,  RONALD  FREDERIC,  SGT,  PD 
99  tt   MICAN,  CHARLES  L,  CPT,  DOUGLAS  CO  SD 

175  MULL  INS,  HARRY  JOHN,  MAJ,  DOUGLAS  CO  SD 
140   ROSEBRAUGH,  CHARLES  EDGAR,  LT,  OR  SPOL 

183  STRATTON,  ROBERT  GREGORY,  CPT,  DOUGLAS  CO  SO 

49  tt  TRUETT,  JOHN  TAYLOR,  CO  COMMISSIONER,  DOUGLAS  CO 

122  #  HUERGLER,  CHARLES  FRED,  COP 
SALEM 

96  tt  ALLEN,  ALVIN  A,  USHF,  MARION  CO  SO 

176  BAKER,  CHARLES  FRANKLIN,  CPT,  PD 

80  tt   BELL,  HILLIAM  L,  ASST  DIR,  BD  ON  POL  STNDRDS  AN 

99   BENNETT,  CHARLES  S.,  EXEC  DIR,  BD  OF  POL  STNDRDS 

95  tt   BRANDAH,  EMIL  E,  SUPT ,  OR  SPOL 
117  It   CROUCHER,  EDWARD  GENE,  LT,  OR  SPOL 

72  »  DODD,  WAYNE  C,  CNSLR  SUPV  FOR  OR  POL  ACDMY,  B 
127  #  DUMAN,  JOHN  CLIFFORD,  MAJ,  OR  SPOL 
157    ERICKSON,  LEE  CHARLES,  CPT,  OR  SPOL 
112   FICKLIN,  JOHN  T,  SGT,  PD 
117   FINCH,  GEORGE  RAYMOND,  INVSTGR,  PD 
178   GEISTHHITE,  RICHARD  SIMON,  LT,  OR  SPOL 
150   HINGSTON,  WILFORD  EVERT,  CPT,  MARION  CO  SO 
152   HOWLAND,  LERON  ROY,  SUPT,  OR  SPOL 
120  tt   HYDER,  LEE  ROY,  MAJ,  OR  SPOL 

71  tt   HYER,  CLEMENT  KAREL,  DEP  DIR,  BD  ON  POL  STNDRDS  AND 
189   KING,  ROBERT  KEITH,  SGT,  MARION  CO  SO 

119  tt   MADSEN,  REGINALD  BERNARD,  SUPT,  OR  SPOL 

120  MARTIN,  BRIAN  RAY,  INVSTGR,  OR  DOJ 

116  MARTINAK,  RANDY  C,  ASST  CHF  INVSTGR,  PD 

164  MCFARLIN,  RICHARD  HAYNE,  LT ,  PD 

76  tt  MCNEW,  C  J,  CHF,  BOARD  ON  POL  STANDARDS  A& 

186  MICHEL,  GARY  DEAN,  CPT,  PD 

129  tt  MOINE,  ROBERT  ROHEN,  MAJ,  OR  SPOL 

174  ODONNELL,  DENNIS  JAMES,  DEP  SUPT,  OR  SPOL 

90  It  OLSON,  OTHO  D,  SGT,  PD 

99  #  PANKRATZ,  DUANE  A,  LTC,  OR  SPOL 

90  It  POWELL,  HILLIAM  M.  ,  LT ,  OR  SPOL 

133  OUILLIN,  DAVID  FRANKLIN,  MAJ,  OR  SPOL 

191  REED,  JAMES  BOYD,  CPT,  OR  SPOL 

137  RENFROW,  DEAN  LEE,  MAJ,  OR  SPOL 

104  RILEY,  BRIAN  A,  COP 


154  tt   RITTER,  JOHN  RICHARD,  CPT,  OR  SPOL 

187   RODRIGUEZ,  ERIC  JASON,  CPT,  OR  SPOL 

186   RUECKER,  RONALD  CURTIS,  CPT,  OR  SPOL 

125  tt   RUNYON,  MICHAEL  THOMAS,  CPT,  PD 

181   SALLE,  JOHN  PARK,  LT,  OR  SPOL 

101  tt   SAPPINGFIELD,  ROBERT  C,  LIEUTENANT,  PD 

111  It   WATSON,  HOLLIS  D,  MAJ,  OREGON  SPOL 
91  tt   WHITE,  ROBERT  C,  MAJ,  OR  SPOL 
85  tt   WILKINSON,  HUGH  H,  CRIM  PREV  COORDINATOR,  BD  ON  P 

194   HILLEFORD,  GREGORY  MORTON,  CPT,  OR  SPOL 

121   WILLIS,  MILLARD  JAMES,  BU  DIR  OF  SERVS,  OR  SPOL 
SCAPPOOSE 

179   DEW,  MARGO  ROSE,  COP 
SEASIDE 

144   JONES,  JAN  S,  SR  SUPV 
SHERHOOD 

168  #  JORDAN,  MICHAEL  EDHARD,  LT,  PD 

149  tt   LAWS,  LARRY  ARNOLD,  COP 

142  MIDDLETON,  WILLIAM  DOUGLAS,  COP 
SISTERS 

116   HAYNES,  DAVID  T,  COP 
SPRINGFIELD 

80  #  BAKER,  FELIX  T,  LT,  PD 
128   DEFORREST,  BILL  LEROY,  COP 
152   GOLDEN,  RICHARD  JOSEPH,  CPT,  PD 

52  *  REDFEARN,  MARION  J.,  CAPTAIN,  PD 
162   SMITH,  GERALD  DEAN,  CPT,  PD 
184   SWENSON,  STEVEN  PAUL,  SGT,  PD 

62  *  TROUT,  WILLIAM  L.,  CHIEF  OF  POLICE 
113   WEITZEL,  EDWARD  N.,  CAPTAIN,  PD 

143  WIESE,  RICHARD  LEE,  LT,  OR  SPOL 
ST  HELENS 

155   COCKLIN,  MICHAEL  LEWIS,  SGT,  PD 

158   HULIT,  GEORGE  RALPH,  USHF,  COLUMBIA  CO  SD 
95   ROTH,  ROGER  L.,  COP 

184   SALLE,  STEVEN  KIRTLEY,  SGT,  PD 
STANFIELD 

123   RIOS,  PANFILO,  COP 
STAYTON 

190   CONRAD,  MICHAEL  KENT,  SGT,  PD 

169   HEALY,  MICHAEL  DUANE,  COP 
SUNRI VER 

98  *  MERRILL,  WILLIAM  P,  COP 
SUTHERLIN 

153   BENSON,  LELAND  DALE,  SGT,  PD 
SWEET  HOME 

173   BURFORD,  ROBERT  HOWARD,  COP 

112   DAVID,  GARY  K,  COP 
THE  DALLES 

61  tt   BROWER,  ROBERT  W. ,  COP 

134   GOODMAN,  EDWARD  LEONARD,  CPT,  PD 

104   HILL,  DARRELL  J,  CHF,  DPS 

194  LENNOX,  WILLIAM  GORDON,  CHF  DEP,  WASCO  CO  SD 
TIGARD 

98  tt   ADAMS,  ROBERT  B,  COP 

129   BRANSTETTER,  LONNIE  JAMES,  DET  LT,  PD 

142   GOODPASTER,  RONALD  DIXON,  COP 

133   JENNINGS,  KELLEY  DON,  CPT,  PD 

188   SCHRADER,  GARY  LYNN,  CPT,  PD 

170   WHEELER,  ROBERT  JOE,  LT,  PD 
TUALATIN 

167   MIHM,  FREDERIC  LEO,  JR,  LT,  PD 

141   WINEGAR,  STEVEN  JOEL,  COP 
TURNER 

126   SAVIERS,  DONALD  LEE,  CPT,  PD 
VALE 

170   DE  PAUW,  PETER  ALBERT,  USHF,  MALHEUR  CO  SO 
46  *  ELFERING,  FRANK  W. ,  DEP  SHF,  MALHEUR  CO  SO 

WARM  *iPRT NG*i 

195  SMITH,  CARMEN  DEWAYNE,  SUPVR  CRIM  INVSTGR,  PD 

H182ENTKNEALE,  DANIEL  LOUIS,  CHF,  CONF  TRIBES  OF  WARM  SPGS 
WEST  LINN 

80  *  BARBARICK,  FRANK  L.,  COP 

108   HART,  TERRY  E.,  JR.,  DIR,  DPS 
WOODBURN 

145   EUBANK,  DONALD  LEE,  LT,  PD 

163   NULL,  PAUL  EDWIN,  LT,  PD 

174  OLSON,  GREGORY  GENE,  USHF,  MARION  CO  SO 

175  TENNANT,  THOMAS  PAUL,  SGT,  PD 

PENNSYLVANIA 

128  tt   CORCORAN,  WILLIAM  FRANCIS,  CHF,  ABINGTON  TWP  PD 
187   MCNAMARA,  THOMAS  MICHAEL,  LT,  ABINGTON  TWP  PD 
ALDAN  BOROUGH 

156   COPPOLA,  KENNETH  JAMES,  SGT,  PD 
ALIQUIPPA 

98   COLALUCA,  DANTE  G. ,  COP 
ALLENTOWN 

61  tt   GALLAGHER,  EUGENE  J.,  CAPTAIN,  PD 
175   HANNA,  JOSEPH  NORMAN,  DET  SGT,  PD 

138   HAUSMAN,  JOAN  KATHLEEN,  DISTRICT  JUSTICE,  CITY  OF  ALLE 
153   HOWELLS,  DAVID  M,  JR,  SGT,  PD 
108  #  HOWELLS,  DAVID  M,  SR,  COP 
90  #  LUHMAN,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  PD 
140   MACCONNELL,  DONALD  KEITH,  CHF,  SOUTH  WHITEHALL  TWP  PD 
96  #  MCCARTHY,  JAMES  D,  DET  SGT,  PD 
155   MITCHELL,  SCOTT,  CPT,  PD 
120   MONAHAN,  GERALD  MICHAEL,  JR,  DEP  CHF,  PD 
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107 
103  tt 
92  tt 

70  tt 

195 

124 
164 
159  tt 
ALTOONA 
119   COOLEY, 


NEIMEYER,  RONALD  L,  SHERIFF  OF  LEHIGH  CO 
ROBERTS,  ALLEN  T,  JR,  DETECTIVE  SERGEANT,  PD 
SCHAFFER,  CHARLES  B.,  DETECTIVE  LIEUTENANT,  PD 
SNYDER,  THEODORE  P.,  DEPUTY  CHIEF,  PD 
STAUFFER,  JOSEPH  PAUL,  CPT,  PD 
STEPHENS,  HAYNE  TIMOTHY,  LT,  PD 
TONKIN,  HILLIAM  JOHN,  IV,  LT 
TROCCOLA,  DENNIS  JOSEPH,  SGT 


SOUTH  WHITEHALL  THP  PD 
PD 


RANDALL  DOUGLAS,  CHF,  PRTCTN  AND  VISTR  SERV,  NP 

PETER  P,  DET  SGT,  PD 
,  HILLIAM  JOHN,  CPL,  BU  OF  POL 
REEDER,  JOHN  A.,  CHF,  LOGAN  TOWNSHIP  PD 
ROUZER,  VAUL  E.,  COMMISSIONER  LOGAN  TOWNSHIP 


DIONIS 
ELLICK, 


93  tt 
137 
98  tt 
47  # 
AMBLER 
37  tt 
166 
ARDMORE 
137   DALY,  JOSEPH  JAMES,  LT,  LOWER  MERION  TWP  PD 

GROSS,  HARRY  J.,  LT  OF  DET,  LOWER  MERION  TSP  PD 
HASSON,  HENRY  E,  SUPT,  LOWER  MERION  TWP  PD 
MCGRATH,  MICHAEL  JOHN,  CPT,  LOWER  MERION  TWP  PD 
RAQUET,  WILLIAM  JAMESON,  CPT,  TWP  OF  LOWER  MERION  PD 
ROBB,  CLARENCE  E.,  CAPTAIN,  LOWER  MERION  TOWNSHIP 


CARPENTER,  LESTER  J.,  COP 
HACK,  ROCCO,  SGT,  AMBLER  BOR  PD 


66 
108 
192 
163 
8 
ASTON 
136 
121 
114 
122 


DANGELO,  DAVID  STEVEN,  SGT,  PD 
MARCONI,  DONALD  JOHN,  SGT,  ASTON  TWP  PD 
MCCARTHY,  JAMES  C. ,  CHF,  ASTON  TOWNSHIP  PD 
OBERG,  JOSEPH  PATRICK,  SGT,  ASTON  TWP  POL 
AVONDALE 
130   CAPRIOTTI,  JOHN  ROBERT,  MAJ,  PA  SPOL 
CONNON,  CHARLES  DAVID,  LT,  PA  SPOL 


165 

BEAVER 

97 

159 

178 
34  tt 
95  tt 

112  tt 

123 


FLASKOS,  HAROLAMPOS,  COP,  VANPORT  TSP 
HOVANEC,  ANTHONY  FRANCIS,  COP 
HURST,  CHARLES  MICHAEL,  CPT,  BEAVER  CO  SD 
KIMPLE,  LYLE  C. ,  COP 
KREPPS,  CHARLES  T,  JR,  COP 
MAHONEY,  DONALD  W. ,  LT,  PA  SPOL 
POLICARO,  FRANK,  JR,  SHF  OF  BEAVER  CO 
BEAVER  FALLS 

64  *  BREIT,  MARTIN  EMIL,  COP 

FEENEY,  WILLIAM  H. ,  CHIEF  OF  POLICE,  PD 
MESKOW,  RUSSELL,  COUNTY  PROBATION  OFFICER 


46 

34 

BEDFORD 

126  tt   CLEMENS,  TERRY  DUANE,  MAJ,  PA  SPOL 
BELLE  VERNON 

61   SCHAUER,  WILLARD,  DEP  DIR,  REG  POLICE  SUPPORT  SE 
BELLEFONTE 
186   DIXON,  DUANE  LLOYD,  SGT,  BELLEFONTE  BORO  PD 

135   BOOKSER,  MICHAEL  CHARLES,  COP, 
BENSALEM 
162   DECHANT,  ROBERT  GORMAN,  CPT,  BENSALEM  TWP  PD 

LILL,  JAMES  JOSEPH,  LT,  PA  SPOL 

MICHAELS,  LAWRENCE  R,  SHF  OF  BUCKS  CO 

ROBINSON,  JOHN  RAYMOND,  CPT,  PD 

ZAJAC,  THEODORE  R,  JR,  COP 


140 

107 

133 

112 
BERWYN 

173 
91  # 
97  tt 
95  tt 

130 

182 

118 

170 

136 

121 

142 

102 

153 


150 
146 
115 
31 
180 


ARMSTRONG,  THOMAS  CHARLES,  SGT,  EASTTOWN  TWP  PD 
BAYNARD,  THOMAS  H. ,  SUPT  OF  POL,  TREDYFFRIN  TNSHP 
BRENNAN,  DONALD  G. ,  LT,  TREDYFFRIN  TNSHP  PD 
BROWN,  CARL  P.,  JR.,  LT,  TREDYFFRIN  TNSHP  PD 
CARBO,  JOSEPH  A,  JR,  SGT,  TREDYFFRIN  TWO  PD 
CHAMBERS,  ANDREW  WARNER,  LT,  TREDYFFRIN  PD 
DEHAVEN,  WILLIAM  THOMAS,  SGT,  TREDYFFRIN  TWP  PD 
DINTINO,  STEPHEN,  SGT,  TREDYFFRIN  TWP  PD 
GANGL,  PETER  HANS,  DET,  TREDYFFRIN  POL 
KESLICK,  WILLIAM  CHARLES,  SGT,  TREDYFFRIN  THP  PD 
LANYON,  ROBERT  FRANCIS,  LT,  TREDYFFRIN  TWP  PD 
PENNYPACKER,  PAUL  L.,  SUPT  OF  POL,  PD 
SPIRITO,  MICHAEL  JOSEPH,  SGT,  TREDYFFRIN  TWP  PD 

BtlntL  PARK 
164   DEREMER,  DAVID  HENRY,  SGT,  PD 

KOWALSKI,  NORBERT  JEROME,  JR,  ASST  SUPT,  ALLEGHENY  CO  P 
LEE,  JOHN  ROBERT,  DET  SGT,  BETHEL  PARK  PD 
LITZENBURGER,  RALPH  V.,  LT,  PD 
PLATZ,  OTTO  P.,  PATROLMAN,  PD 
ROGAN,  DAVID  EDWARD,  DET  SGT,  PD 

BETHLEHEM 
155   BARNER,  JOSEPH  KENNETH,  CHF,  BETHLEHEM  TWP  PD 
92   MOYER,  JOSEPH  F.,  CAPTAIN,  POLICE  BUREAU 
36  tt   PACKARD,  MELVIN  L. ,  COP 
139   HERTS,  ROBERT  GEORGE,  MAJ,  PA  SPOL 

BLOOMSBURG 

68  *  COLLINS,  CLAIR  R.,  COP 

BLUE  BELL 

BLAKE,  JOHN  JACOB,  SGT,  WHITPAIN  TWP  POL 
FOSTER,  HARVEY  DAVID,  SGT,  WHITPAIN  TWP  PD 
HICKEY,  JOSEPH  LEO,  SGT,  WHITPAIN  TWP  PD 
PISTILLI,  WILLIAM  ROBERT,  DET,  WHITPAIN  TWP  PD 
ROSKO,  JOSEPH  PETER,  JR,  LT,  WHITPAIN  TWP  PD 

DTHWYN        J0SEPH  C'  CHF'  WHITPAIN  TWP  PD 

161   ROBINSON,  WILLIAM  THOMAS,  COP 
BRADFORD 

105   BOYER,  DONALD  E.,  CHF,  FOSTER  TSP 
BRENTWOOD 

BRIDGEPORTTSHORN'  R°BERT  L'  C°P'  BRENTW00D  BOROUGH  PD 


189 
124 
152 
177 
117 


171   MARTYNIUK,  ZENNY  E,  COP 
BRIDGEVILLE 

178   MCLEOD,  RUSSELL  EDWARD,  COP, 
96    VILLANI,  LEONARD  J.,  CHIEF  OF  POLICE 
BROCKWAY 

170   STEINGRABE,  GLENN  RAYMOND,  SGT,  PA  SPOL 
BROOKHAVEN 

140    ELLER,  JOHN  MATTHIAS,  CHF,  BROOKHAVEN  BOR  POL 
BROOKVILLE 

117   MCGAUGHEY,  WILLIAM  ARTHUR,  SERGEANT,  BROOKVILLE  BOROUGH 
BROOMALL 

188   BENNETT,  JOHN  J,  DEP  CHF,  MARPLE  TWP  PD 
BRYN  ATHYN 

116   ADAMS,  FERRIS  M,  JR,  CHF,  PD 
BRYN  MAWR 

153   MALONEY,  JOHN  JOSEPH,  DIR  OF  DPS,  BRYN  MAWR  COLLEGE 

D,,rLL^AUGHllHl    GE0RGE  ANDREW.  VP  SEC  DIV,  PHILADELPHIA  WAT 
BUCK  I ngham 

169   DANIELS,  STEVEN  PAUL,  COP 

BUENA  VISTA 

112  tt   BRKOVICH,  GEORGE  R.  ,  SR.,  COP 

TENNANT,  CHARLES  RUSSELL,  JR,  CHF,  ELIZABETH  TWP  PD 


193 
BUTLER 
140 
133 
139 
165 
177 
114 


GARMAN,  GARY  DENZIL,  COP, 
JUNGLING,  DAVID  ROBERT,  LT,  PA  SPOL 
MAHOLTZ,  CHESTER  LYNN,  LT,  PA  SPOL 
PATTERSON,  GREGORY  NELSON,  LT,  PA  SPOL 
SIMPSON,  BRIAN,  LT,  PA  SPOL 

WALTON,  FRANCIS  W.,  LIEUTENANT,  PENNSYLVANIA  STATE 
CAMP  HILL 

137  *  FETZER,  JAMES  HARVEY,  III,  CPL,  LOWER  ALLEN  TWP  PD 
189   HOPE,  MICHAEL  LADD,  SGT,  PD 

133   RHODES,  RAYMOND  EUGENE,  CHF,  LOWER  ALLEN  PD 
CARBONDALE 

44  tt   JUDGE,  FRANCIS  PAUL,  CHIEF  OF  POLICE,  PD 
CARLISLE 
181   GEIGER,  DEBORAH  LOUISE,  CPT,  USA 

KISER,  LAWRENCE  DAVID,  LT,  CARLISLE  BOROUGH  PD 
LAMASON,  WILLIAM  E,  DET  SGT,  PD 
RAAB,  LARRY  L,  LTC,  USA 
WALTERS,  BARRY  EUGENE,  LT,  PD 
CARLISLE  BARRACKS 

178   KAPRAL,  GREGORY  GERARD,  MAJ,  USA 
CARNEGIE 

138  CONLEY,  HAWTHORNE  NATHANIEL,  CPT,  PA  SPOL 
MALZI,  WILLIAM  J,  SGT,  PA  SPOL 
NEVILLE,  JAMES  RICHARD,  LT,  PA  SPOL 
WINTERS,  RICHARD  KENT,  ASST  SUPT,  ALLEGHENY  CO  PD 
SHANNON 
LANE,  HAROLD  CHARLES,  COP 


185 

75 

108 

169 


110  tt 
130  tt 
134  # 

CASTLE 
186 

CECIL 
148 


PATROLMAN,  WHITPAIN  TOWNSHIP  P 


PUSHAK,  JOHN  THOMAS,  CHF,  CECIL  TNSHP  PD 
CENTER  SQUARE 

55  *  ROSSITER,  LOUIS  F. 
CHALFONT 

172   SCAFIDI,  ROBERT,  DET  SGT,  NEW  BRITAIN  TWP  PD 
CHAMBERSBURG 

94   JOHNSTON,  WILLIAM  N.,  CHIEF  OF  POLICE 

167  JOYCE,  VINCENT  WILLIAM,  JR,  LT,  PA  SPOL 
65  tt   SCHLICHTER,  J.  BYERS,  CHIEF  OF  POLICE 

CHARLEROI 

101   CELASCHI,  LAWRENCE  P.,  COP 
CHESTER 

147   EASTON,  JOHN  R,  DET  SGT,  TWP  OF  CHESTER  PD 
91  tt   GILL,  TIMOTHY  D,  INSPR,  PD 

rin2^wf?U?ER'  GE0RGE  ELBERT>  SGT,  WEST  CHESTER  STATE  COLLEG 
CHURCH VI LLE 

136   SCHULTZ,  DAVID  CHARLES,  COP 
CLAIRTON 

98   MAPLE,  JOHN  L,  CHF,  JEFFERSON  BOROUGH  PD 
CLARION 

103  tt   POSTLEWAIT,  JOHN  W,  DIR  OF  DRUG  TNG,  CLARION  UNIV 
CLARKS  SUMMIT 

142  tt   STOUT,  WILLIAM  GEORGE,  JR,  COP 
CLIFTON  HEIGHTS 

129   BERRY,  RONALD  ASHTON,  COP 

152   KEATES,  ROBERT  L,  CPL,  PD 

168  SENKOW,  WALTER  JOSEPH,  CPL,  PD 
CLINTON 

184   GERLACH,  CHARLES,  LT,  FINDLAY  TWP  PD 
176   WILKS,  PAUL  CARL,  CHF,  FINDLAY  TWP  PD 


i 


COATESVILLE 

129   WELSH, 
COLLEGEVILLE 
51  *  MOYER, 


MICHAEL  W,  CHF,  WEST  BRANDYWINE  TWP  PD 


CHIEF  OF  POLICE, 
PA  SPOL 


.  GEORGE  HAUSMAN, 

136   THOMAS,  ROBERT  A,  SGT, 
COLUMBIA 

98   EDELMAN,  BERN  F,  CHF,  COLUMBIA  BOR  PD 

140   GREENYA,  JOSEPH  FRANCIS,  SGT,  COLO  BOR  PD 
COLWYN 

119   GARRITY,  WILLIAM  JOSEPH,  COP 
CONNELLSVILLE 

195   PARFITT,  RICHARD  ALAN,  CPT,  PD 
CONSHOHOCKEN 

164   DOUGHERTY,  JAMES  HAMPTON,  SR,  COP 
CORAOPOLIS 

104   HOOVER,  DAVID  M.,  PTLM,  MOON  TSP  PD 

140   KRANCE,  HAROLD  THOMAS,  CHF,  MOON  TWP  PD 
CORRY 

156   LYNN,  THOMAS  EUGENE,  SGT,  PA  SPOL 


PD 
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102  »  NICHOLS,  KENNETH  G.  ,  COP 

175    BERTHELSEN,  JAY  MARTIN,  CHF,  MAHONING  THP  PD 
HARRY 

169    GERIOT,  ROBERT  FRANCIS,  LT,  DARBY  BOROUGH  PD 
DARBY  BORO 

192    DELLA  VECCHIO,  MARK,  SGT,  DARBY  BORO  PD 
DONORA 

27  I  MATHUES,  THEODORE  F.,  PATROLMAN,  PD 
DORMONT 

138   MELIS,  CONSTANTINE,  SGT,  DORMONT  BORO  PD 
DOVER 

177  BENTZEL,  MARK  LESTER,  CPL,  NORTHERN  YORK  CO  REG  PD 

158  BOLLINGER,  JOSEPH  FRANKLIN,  CPL,  NORTHERN  YORK  CO  REGIO 
142   JOHNSON,  RODGER  DALE,  SGT,  NORTHERN  YORK  CO  REG  PD 

133    SMEAL,  HILLIAM  RONALD,  COP,  NORTHERN  YORK  CO  REGIONAL 
DOHNINGTOHN 
155  I  BROHN,  ARTHUR,  CHF,  EAST  BRANDYHINE  PD 
13  *  GLISSON,  CHESTER  F.,  CHIEF  OF  POLICE,  PD 
DOYLESTOHN  „,  „„ 

138   ARMITAGE,  HARRY  JOSEPH,  DET,  BUCKS  CO  DA  OFC 

52  I  BATEMAN,  EDHARD  H. ,  DEP,  BUCKS  CO  SO 
135   CUMMINGS,  MICHAEL  VINCENT,  SGT,  DOYLESTOHN  BOR  PD 

159  DUNLAP,  FRANK  BOHERS,  JR,  LT,  DOYLESTOHN  THP  PD 
144   GERHART,  JOHN  ALFRED,  SGT,  DOYLESTOHN  BOROUGH  POL 
132   GOURLEY,  PAUL  KENT,  DET,  BUCKS  CO  DA  OFC 

188   JOHNSON,  MICHAEL  JAMES,  SGT,  DOYLESTOHN  THP  PD 

129  KISSEL,  JOSEPH  RAYMOND,  SGT,  PD 

194  LACHMAN,  TERRY  JOSEPH,  DET,  BUCKS  CO  DA  OFC 

135  MATHER,  DONALD  GOVE,  CO  DET,  BUCKS  CO  DA  OFC 

153  STILES,  DAVID  PAUL,  DEP  CHF,  BUCKS  CO  DA  OFC 

178  TEGGE,  ROBERT  ALLAN,  JR,  DET,  BUCKS  COUNTY  DA  S  OFFICE 

116  HAGNER,  JOHN  A.,  JR.,  DETECTIVE,  BUCKS  CO.  DA'S  OFFI 

117  HHITE,  STEPHEN  J,  COP 
DUNMORE 

174   HAYES,  RAYMOND  THOMAS,  JR,  SGT,  PA  SPOL 

E135EVIMCCABE,  DANIEL  FRANCIS,  SGT,  LOHER  PROVIDENCE  THP  POL 

130  ROGERS,  THOMAS  PATRICK,  COP 

181   SIUCHTA,  STANLEY  JOHN,  SGT,  LOHER  PROVIDENCE  THP  PD 

EAST  HEMPFIELD 

121   RICHARDS,  EDGAR,  COP 

EAST  LANSDOHNE 

163   EGAN,  JOHN  MARTIN,  SGT,  PD 

EAST  NORRITON 

146   MCGOHAN,  JOHN  JAMES,  DIR  OF  PUBLIC  SAFETY,  DPS 

EAST  STROUDSBURG 

110   MCDONALD,  CHARLES  L.,  COP 
EASTON 

135   BEERS,  CARL  CLIFFORD,  COP 

148   BORDER,  JOHN  HILLIAM,  JR,  COP 

93  tt   CUNNINGHAM,  HILLIAM  L,  COP 

131  FAIRCHILD,  ALVIN  LOUIS,  JR,  DIR  OF  PUBLIC  SAFETY 
167  tt   HESS,  THOMAS  ALLEN,  CPT,  PD 

63  #  MAZZEO,  JOHN  JAMES,  DIRECTOR  OF  PUBLIC  SERVICES 

192   MAZZEO,  JOHN  JOSEPH,  LT,  PD 

154   REILLY,  JAMES  ROBERT,  JR,  LT,  PD 

85  tt   YOUNG,  JOHN  M. ,  CHIEF  OF  POLICE 
EBENSBURG 

184   EDHARDS,  MICHAEL  PAUL,  SGT,  PA  SPOL 
15  tt   HUGG,  ALFRED,  DEP  SHF,  CAMBRIA  CO 
EDINBORO 

139   VARNER,  DAVID  HARREN,  CHF,  EDINBORO  UNIVERSITY  PD 
ELIZABETHTOHN 

174   ARDNER,  ROBERT  MAX,  JR,  COP 
ELKINS  PARK 

180   BLACK,  EDHARD  FRANCIS,  JR,  LT,  CHELTENHAM  THP  PD 

133   FARLEY,  ANDREH  JOHN,  DEP  CHF,  CHELTENHAM  THP  PD 
92  tt   KESSLING,  R.  GLENN,  LT,  CHELTENHAM  TOHNSHIP  PD 

122  tt   KRAUSER,  ROBERT  CHARLES,  LT,  CHELTENHAM  THP  PD 

109   MCGLYNN,  CHARLES  J,  CPT,  CHELTENHAM  TOHNSHIP  PD 

195   OBRIEN,  KEVIN  ANTHONY,  SGT,  CHELTENHAM  THP  PD 

101   OTT,  STEPHEN  H,  CHF,  CHELTENHAM  THP  PD 

167   SCHOLLY,  JOHN  PATRICK,  LT,  CHELTENHAM  THP  PD 

142   HESTERMAN,  HARREN  BRUCE,  SGT,  CHELTENHAM  THP  PD 
ELKLAND  BORO 

157   GAUSLINE,  RAYMOND  CHARLES,  CHF,  PD 
EHHAUS 

183   TAYLOR,  FRANK  JOSEPH,  COP 
EPHRATA 

131   SZMURLO,  GERALD  THEODORE,  SGT,  PA  SPOL 

101  It   HILLHERTH,  JENE  A,  COP 
ERIE 

60   CHIMENTI,  ARHAND  J.,  CHF  OF  DET,  ERIE  CO  DA  OFC 

155   CONLEY,  ERBY  LEE,  CPT,  PA  SPOL 

106  DEDIONISIO,  PAUL  J,  JR,  COP 

94  #  DEVER,  MERRILL  T,  COP,  MILLCREEK  TSP  PD 

152  DYJACK,  GARY  JOSEPH,  LT,  PA  SPOL 

46  It  FOSTER,  HERBERT  T.,  INSPR,  BU  OF  POL 

107  GREENFIELD,  DOUGLAS  L,  CPT,  PA  SPOL, 
149  It  GREGORICH,  RODGER  JOSEPH,  CPT,  PA  SPOL 
101  It  GRYNCEHICZ,  EDHARD  L.,  LT,  PD 

57  It   HETICO,  RICHARD  JACOB,  DIR  OF  PUB  SFTY 

67  U   JALOSZYNSKI,  JOHN  STEPHEN,  CPT,  PD, 
188   JARUSZEHICZ,  JOSEPH  MICHAEL,  SGT,  PD 

76   KALINOHSKI,  CARL  M,  LT,  PD 
103   KLODELL,  CHARLES  T.,  LT,  PA  SPOL 

97   LEVIS,  DONALD  J,  LT,  PD 
123  U   LOFTUS,  JOHN  PATRICK,  SGT,  PA  SPOL 

79  #  MARSHALL,  JOSEPH,  COP,  MILLCREEK  TOHNSHIP  PD 


15  It 
132 
155 
185 

9  * 
119 
100 
105 
127 
EXTON 

83  tt 
117 
178 
184 


MONG,  ROY  B.,  CHF  CO  DET,  ERIE  CO  SO 

NAGOSKY,  RICHARD  EDMUND,  LT,  PD 

ORR,  DENNIS  ALAN,  LT,  MILLCREEK  THP  PD 

SCHAU,  MARK  E,  SGT,  PA  SPOL 

SHEA,  MICHAEL,  PATROLMAN,  PD 

STORTEN,  HILLIAM  ANTON,  CHF,  MILLCREEK  THP  PD 

SZYCHOHSKI,  RICHARD  T,  DET  SGT,  PD 

TREJCHEL,  BERNARD  J.,  INVSTGR,  ERIE  CO  DA  S  OFC 

HEINDORF,  ARTHUR  JOSEPH,  DISTRICT  JUSTICE,  STATE  OF  PA, 


BITTER,  ROBERT  P.,  COP 

BURTON,  RALPH  JAMES,  JR.,  SGT,  HEST  HHITELAND  THP  PD 
MCALLISTER,  SCOTT  FRANCIS,  DET,  HEST  HHITELAND  THP  PD 
PONTARELLI,  JOSEPH  ROBERT,  LT,  UHCHLAN  THP  PD 
FALLSINGTON 

177    SCHAFFNER,  CHARLES  E,  II,  LT,  FALLS  THP  PD 
FARRELL 
113   TIMKO,  JOSEPH  R,  DIR  OF  PUB  SFTY,  PD 

131   DONNELLY,  EDHARD  JOHN,  CHF,  LOHER  SOUTHHAMPTON  THP  PD 
186   HELDIE,  RAYMOND  HENRY,  III,  SGT,  LOHER  SOUTHAMPTON  THP 
167   HIEGMAN,  HILLIAM  FREDERICK,  JR,  SGT,  LOHER  SOUTHAMPTON 
60  tt   HUNSCH,  EDHARD  F.,  CHF,  LOHER  SOUTHAMPTON  TOHNSHI 
FOGELSVILLE 
169   TRANSUE,  CYNTHIA  LEE,  CPT,  PA  SPOL 


FOLSOM 

143 

132 

128 

98 


DRIADON,  HILLIAM  MICHAEL,  PTLM,  RIDLEY  THP  PD 
HERRON,  RICHARD  JOHN,  SR,  LT,  RIDLEY  TWP  PD 
OETTEL,  ROBERT  LOUIS,  SGT,  RIDLEY  PD 
RANDELL,  CHARLES  C,  CHF,  RIDLEY  TWP  PD 
FORD  CITY 

38  tt   NELSON,  PATRICK  E,  COP 

FORT  WASHINGTON  „  _  

JAMES  RICHARD,  SGT,  UPPER  DUBLIN  THP  POL 
MICHAEL,  CMDR,  UPPER  DUBLIN  PD 


128   KANIEHSKI, 
183   MURPHY,  S 
FRACKVILLE 
110  tt   GRICOSKI,  ALBERT  G,  SGT,  SPOL 

r  n A  UPON T  A 

192   KOZENIEHSKI,  JOSEPH  SAMUEL,  CHF,  FRANCONIA  THP  PD 
FRANKLIN 

118  tt   BAJOREK,  ROBERT  VICTOR,  LT,  PD 

142   BAKER,  RICK  LEE,  CHF,  SUGARCREEK  BOROUGH  PD 
99  #  HELLER,  ROBERT  E.,  LT,  PD 

161   MCMASTERS,  LYNN  DOYLE,  COP 

121   SHAYKA,  ANDREH,  LT,  PA  SPOL 
FREELAND 

163   PALKO,  JOSEPH  LAWRENCE,  COP 
47   WATAHOVICH,  JOHN  M. ,  MAYOR 
FURLONG 

101  tt   COBB,  ROBERT  T.,  CHF,  DOYLESTOHN  TWP  PD 

G154°NIL0FGREN,  DONALD  GLENN,  CHF,  RICHLAND  TWP  DEPT  OF  POL 
GLENOLDEN 
178   COOKE,  EDWARD  F,  COP, 

f*l  C UCU AM 

175   BOYLE,  KEVIN  PATRICK,  INVSTGR,  SHALER  TWP  PD 
GREENSBURG 
187   GALLAHER,  JOHN  MICHAEL,  CPT,  PA  SPOL 

91  tt   GORDON,  ROBERT  G.,  LT,  PD 
160   HORAN,  THOMAS  DOUGLAS,  DET,  WESTMORLAND  CO  DET  BU 

144  #  KUTE,  WILLIAM  JOSEPH,  LT,  PA  SPOL 

124  tt  LIGHTNER,  CLIFFORD  DEAN,  LT,  PA  SPOL 
192  MILLER,  DANIEL  THOMAS,  SA,  PA  AG  OFC 
174   PERRY,  JOHN  SERGE,  LT,  PA  SPOL 

125  RUPERT,  HAROLD  DONALD,  LT,  PA  SPOL 
97   SWISTOCK,  BLAIR  E,  MAJ,  PA  SPOL 

86  tt   TRIDICO,  THOMAS  J,  COP 
157    ZELLIE,  JACOB  PAUL,  LT,  PA  SPOL 
GREENTREE 

173   WATERS,  ROGER  NELSON,  LT,  PA  SPOL 
GREENVILLE 

73  tt   REINHART,  DONALD  F,  COP 
96    SHERBONDY,  RONALD  J.,  SERGEANT,  PD 
173   STRAHLER,  THOMAS  CHARLES,  SGT,  GREENVILLE-WEST  SALEM  PC 
109   WILLIAMS,  BARRY  W. ,  SGT,  PD 
HAMPTON 

52  tt   SCHORNER,  WILLIAM  C,  SUPERINTENDENT  OF  POLICE,  PD 
HANOVER 

145  LIPPY,  GERALD  MURRAY,  CHF,  BOROUGH  OF  HANOVER  PD 
161   MADDOX,  JOSEPH  HENRY,  CHF,  PENN  TWP  PD 

72  tt   MARGELOT,  ERNEST  G,  JR,  COP 
189   WHITSON,  RANDY  SCOTT,  LT,  HANOVER  BORO  PD 
HARRISBURG  „  , 

137  AMOS,  JAMES  ROBERT,  MAJ,  PA  SPOL 
102   ANERSON,  RUSSELL  E,  MAJ,  PA  SPOL 

181    BAIR,  DANIEL  ALLEN,  SGT,  LOWER  PAXTON  THP  PD 

109  tt   BARRON,  GEORGE  J.,  SGT,  PA  SPOL 

129   BELL,  THOMAS  GEORGE,  CHF,  SUSQUEHANNA  THP  PD 

129  tt   BIRO,  JOSEPH  JOHN,  MAJ,  PA  SPOL 

173   BLACKBURN,  JOSEPH  CHARLES,  MAJ,  PA  SPOL 

128   BROOKS,  BENJAMIN  FRANKLIN,  MAJ,  PA  SPOL 

124   BROOKS,  PETER  JOSEPH,  SGT,  PD 

166   CAGGIANO,  JAMES  ANTHONY,  ASST  DEP  DIR, 

105  CARROLL,  FRANCIS  X.,  LT,  PA  SPOL 

106  It  CHYLAK,  PAUL  J,  MAJ,  COMR  OF  PA  SPOL 
149  COLGAN  KEVIN  JOSEPH,  ASST  SAC,  PA  OFC  OF  ATTY  GEN 
166  tt  CORCORAN,  JAMES  PATRICK,  CPT,  PA  SPOL 
193  COURY,  THOMAS  KEITH,  LTC,  PA  SPOL 
116  tt  CRYTZER,  HARRY  A,  MAJ,  PA  SPOL 

138  tt  DADIGAN,  LEO  SIMON,  LT,  PA  SPOL 


PA  OFC  OF  ATTY 
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180 

96 
112 
107 

95 
150 

79 
131 
127 
158 
114 
143 
127 
190 
151 

74 
171 
181 
151 
186 

98 
185 
124 
142 
105 
142 
143 
184 
101 
156 
113 
100 
104 
134 
146 
114 
172 
122 
177 
145 
194 
104 
188 
153 
178 
195 
192 

85 
179 
126 

90 
106 
182 
131 
155 
101 


DAVIS,  JEFFREY  RAY,  CPT,  PA  SPOL 

DEYO,  SIDNEY  C,  JR,  MAJ,  PA  SPOL 
'  DIXON,  RONALD  J,  LT,  PA  SPOL 

DUIGNAN,  JOHN  F,  MAJ,  PA  SPOL 
1  EVAN,  GEORGE,  MAJ,  PA  SPOL 
EVANKO,  PAUL  JOSEPH,  COL,  PA  SPOL 

FAGNANI,  EDWARD  A.,  MAJOR,  PA  SPOL 

FISHER,  LEE  ELMER,  LT,  PA  SPOL 

FLEISHER,  DONALD  LARRY,  LT,  SUSQUEHANNA  TWP  PD 

FRASER,  ARNOLD  EDHARD,  CPT,  PA  SPOL 

GAMBLES,  SAMUEL  W,  CPT,  PD 

GARCIA,  RONALD  ANTHONY,  MAJ,  PA  SPOL 

GREBAS,  ROBERT  STEPHEN,  LT,  PA  SPOL 

GROLEMUND,  FRANCIS  HENRY,  JR,  LT,  PA  SPOL 

HACKENBERG,  RONALD  JOHN,  JR,  MAJ,  PA  SPOL 

HAMILTON,  WILLIAM  G. ,  POL  ADMIN  CNSLTNT,  DEPT  OF  CMM 

HANULA,  ROBERT  JOHN,  CPT,  PA  SPOL 

HAZEN,  JAMES  BYERS,  MAJ,  PA  SPOL 

HICKES,  ROBERT  CLAIR,  MAJ,  PA  SPOL 

HICKS,  CHERYL  ANN,  LT,  PA  SPOL 

HILEMAN,  JAY  C,  MAJ,  PA  SPOL 

HUNSICKER,  DENNIS,  LT,  PA  SPOL 

HUNTER,  WILLIAM  LINWOOD,  MAJ,  PA  SPOL 

HUTCHERSON,  LOUIS,  LT,  BU  OF  COMMUNITY  SERV 

JONES,  BENJAMIN  R.,  MAJ,  PA  SPOL 

JONES,  LESLIE  ROLAND,  LT,  PA  SPOL 

KAMINSKY,  GEORGE  JOSEPH,  SGT,  PA  SPOL 

KOHUTH,  THEODORE,  CPT,  PA  SPOL 

KORDILLA,  NICHOLAS,  CAPTAIN,  PA  SPOL 

KOTRAN,  JOHN  STEPHEN,  CPT,  PA  SPOL 

LANGFORD,  STERLING,  POSTAL  INSPR,  US  POSTAL  INSPEC 

LEITER,  LEON  D. ,  MAJ,  PA  SPOL 

LESCH,  FRANK  W,  CPT,  PA  SPOL 

LUCAS,  LEROY  PAUL,  CHF,  PA  DEPT  OF  REVENUE 

MAUGANS,  MICHAEL  PHILLIP,  SGT,  LOWER  PAXTON  TWP  POL 

MCDOWELL,  RICHARD,  LT,  PA  SPOL 

MCGEEHAN,  JOHN  JAMES,  CPT,  PA  SPOL 

MERICLE,  WILLIAM  ARTHUR,  MAJ,  PA  SPOL 

MERRYMAN,  ROBERT  DANE,  MAJ,  PA  SPOL 

MILLER,  DAVID  GOODMAN,  MAJ,  PA  SPOL 

MILLER,  JEFFREY  BRIAN,  CPT,  PA  SPOL 

MILLER,  RICHARD  P.,  DIR,  CRIM  ENF  DIV,  PA.  DOJ 

MONACO,  FRANK  HAROLD,  CPT,  PA  SPOL 

MOONEY,  RICHARD  CARL,  MAJ,  PA  SPOL 

MORRIS,  RICHARD  DAVID  ALAN,  MAJ,  PA  SPOL 

NAGURNY,  MICHAEL  RONALD,  CPT,  PA  SPOL 

OLEYNICZAK,  HENRY  DALE,  CPT,  PA  SPOL 

ORNDORF,  DOMER  G. ,  POL  ADMIN  CONSULTANT,  PA  DEPT 

PAINTER,  GEORGE  ROBERT,  SGT,  PA  SPOL 

PANUCCIO,  FRANK  PATRICK,  CPT,. PA  SPOL 

PARR,  D.  GEORGE,  SAC,  PA  DEPT  OF  TRANSPORTATION 

PUCHNICK,  LOUIS  F.,  SERGEANT,  PA  SPOL 

RAPAK,  ROBERT  JOHN,  LT,  BU  OF  POL 

REICHWEIN,  WILLIAM  CHARLES,  DET,  PD 

REIS,  ROGER  CHARLES,  CPT,  PA  SPOL 

ROBBINS,  NEWTON  C,  CPT,  PA  SPOL 


113  #  SABOL,  MICHAEL  A,  LT,  PA  SPOL 

103   SAGANS,  JAMES,  CAPTAIN,  PENNSYLVANIA  STATE  PO 

108  SASALA,  JOSEPH  A.,  LIEUTENANT,  PA  SPOL 

109  SECOTT,  EDWIN  V.,  LIEUTENANT,  PENNSYLVANIA  STATE 

171  SHAFFER,  RICHARD  SCOTT,  CHF,  HARRISBURG  POL  BUR 
141   SHAMBACH,  JOHN  WILLIAM,  SGT,  PA  SPOL 

150   SHEAFFER,  PAUL  LEROY,  CPL,  SUSQUEHANNA  TWP  POL 

150  SHEDLOCK,  ANDREW  EMERY,  CPT,  PA  SPOL 

64  #  SHULENBERGER,  ARTHUR  W.  ,  MAJ,  PENNSYLVANIA  CRIME  COMMIS 
161   SIMMERS,  MICHAEL  DENNIS,  CPT,  PA  SPOL 
108   SKAPIK,  JOSEPH  P.,  LIEUTENANT,  PENNSYLVANIA  STATE 
113   STILWELL,  LESLIE  E.,  LIEUTENANT,  PENNSYLVANIA  STATE 
135  #  STURKEY,  LYNN  THOMAS,  MUNICIPAL  POL  CONSULTANT,  DEPT 
187   THIERWECHTER,  JOHN  KREIDER,  CPT,  PA  SPOL 

76   TITLER,  ROY  L.,  MAJOR,  PENNSYLVANIA  STATE  POLI 
189   TORKAR,  JAMES  EDWARD,  CPT,  PA  SPOL 

151  TRUSCOTT,  STEVEN  THOMAS,  CPT,  PD 

99   TURISSINI,  JOHN  J.,  CAPTAIN,  PENNSYLVANIA  STATE  PO 
106  U   VAJDA,  RICHARD  J,  COP 
176   WILLIAMS,  HUSTON,  JR,  LT,  PA  SPOL 
183   WILLIAMS,  LARRY,  CPT,  PA  SPOL 

169  WOODRING,  PAUL  JOSEPH,  MAJ,  PA  SPOL 

105   ZIMMERMAN,  WILLIAM  H.  ,  POLICE  COMMISSIONER,  LOWER  PAX 
115  #  ZUBER,  JOSEPH  P.,  CPT.L  PA  SPOL 
HARRISON  CITY 

49  *  HECKEL,  RICHARD  JOSEPH,  CHF,  PENN  TSP  PD 
HARRISONBURG 

82  #  ANGELL,  JOHN  H. ,  MAJ,  PA  SPOL 
HATBORO 

170  BEADLING,  STEVEN  HENRY,  SGT,  PD 
151   CAMPBELL,  FRANK  LESLIE,  COP 

189  GALLEN,  SAMUEL  JOHN,  SGT,  PD 
HATFIELD 

53  ii   KRIDER,  HERBERT  S.,  COP 
165   STANLEY,  WILLIAM  ROBERT,  COP 
191   TOOMEY,  MARK  A,  DET  SGT,  PD 
HAVERTOWN 

190  BROOKS,  CHARLES  THOMAS,  DEP  CHF,  HAVERFORD  TWP  PD 

172  HOOVER,  GARY  EUGENE,  SR,  CHF,  HAVERFORD  TWP  PD 
33   MCFADDEN,  NEIL  M. ,  LT,  HAVERFORD  TOWNSHIP  PD 

HAZLETON 

173  JOSEPH,  JAMES  RALPH,  COP 

182   WAUGH,  WESLEY  REED,  MAJ,  PA  SPOL 
HERMITAGE 


100   DUNKERLEY,  RICHARD  C,  PTLM,  PD 
136    MARRIOTT,  JOHN  A,  COP 
107   NOVOTNY,  JOSEPH  E,  CPL,  PD 
HERSHEY 
149   MARCH,  GEORGE  PHILLIP,  LTC,  PA  SPOL 

145  MARTIN,  GOVAN  ANTHONY,  JR,  SGT,  PA  SPOL 

175  SPITTLER,  ERNEST  RICHARD,  CPT,  PA  SPOL 

115  WARLOW,  ROY  0.,  JR.,  SERGEANT,  DERRY  TWP.  PD 
HOLLIDAYSBURG 

119   ALLEN,  ROBERT  JAMES,  SGT,  PA  SPOL 

189  HAMPLE,  MICHAEL  J,  LT,  PA  SPOL 

161   HOLMBERG,  JOSEPH  ANTHONY,  CPT,  PA  SPOL 

116  SEMELSBERGER,  THOMAS  P.,  SERGEANT,  PENNSYLVANIA  STATE  P 
HUNTINGDON 

121   VARNER,  DANIEL  LEE,  CHF,  HUNTINGDON  BOROUGH  PD 
HUNTINGDON  VALLEY 

126   CUMMINGS,  JAMES  NORMAN,  SGT,  LOWER  MORELAND  TWP  PD 

119   HUNTER,  JAMES  BRUCE,  DISTRICT  JUDGE 

128   MCMASTER,  RICHARD  LOUIS,  SGT,  LOWER  MORELAND  TWP  PD 
IMPERIAL 

179   HARBIN,  JEFFERY  C,  CHF,  CARNEGIE  PD 
INDIANA 

188   HABERL,  GUY  BARTOLOMEO,  SGT,  PD 

179  KULESKI,  VINCENT  MARK,  SGT,  PA  SPOL 
58  n   SANFORD,  HOWARD  T.,  SERGEANT,  PD 

193   SIMON,  SIDNEY  ARNOLD,  LT,  PA  SPOL 
JEANNETTE 

164  DEMARCHIS,  JOSEPH  ROBERT,  LT,  PD 
JENKI NTONN 

180  RICKARD,  CRAIG  CHARLES,  SGT,  PD 
JERSEY  SHORE 

165  LEPLEY,  JERRY  CLINTON,  SGT,  PD 
JOHNSTOWN 

112   CLITES,  THEODORE  E.,  CHF,  UPPER  YODER  TNSHP  PD 
141   PUDLINER,  WILFRED  JOHN,  CPT,  PA  SPOL 
JONESTOWN 

146  MUNGER,  HENRY  ERNEST,  LT,  PA  SPOL 
170   WESTCOTT,  JOSEPH  HENRY,  LTC,  PA  SPOL 

KENNETT  SQUARE 

133  DUGAN,  GEORGE  WILLIAM,  COP 
KING  OF  PRUSSIA 

169  DEUBER,  ROBERT  DANIEL,  SGT,  UPPER  MERION  TWP  PD 

139  FONOCK,  RONALD  MICHAEL,  CRIM  INVSTGR,  UPPER  MERION  TWP 
158   LAWLER,  THOMAS  FRANCIS,  JR,  LT,  UPPER  MERION  TWP  POL 

KINGSTON 

190  BEKY,  DANIEL  JOHN,  ASST  CHF,  PD 

144  U   GILHOOLEY,  WILLIAM  MICHAEL,  LT,  PA  SPOL 

176  #  ODONNELL,  GERALD  LAWRENCE,  COP 
KITTANNING 

167   MCMASTER,  TERRY  EUGENE,  LT,  PA  SPOL 
KULPSVILLE 
174   BALDOVSKY,  JAMES  MARK,  SGT,  TOWAMENCIN  TWP  PD 
154   GILLETTE,  ALFRED  MICHAEL,  SGT,  TOWAMENCIN  TWP  PD 

140  KIRSCHNER,  JOSEPH  LOUIS,  CHF,  TOWAMENCIN  TWP  PD 
LAFAYETTE  HILL 

86  #  BLEWITT,  JOSEPH  K,  CHF,  WHITEMARSH  TSP  PD 
183   MCELREE,  SCOTT  CALDWELL,  DET,  WHITEMARSH  TWP  PD 

117  ZOLKO,  RICHARD  A,  CHF,  WHITEMARSH  TWP  PD 
LANCASTER 

157   BLOCKER,  TYREE  CORNELIUS,  MAJ,  PA  SPOL 

134  CONWAY,  WILLIAM  ERVIN,  JR,  CPT,  PA  SPOL 

185   FIORILL,  JOHN  ANTHONY,  LT,  LANCASTER  CITY  PD 

110  #  GLICK,  JACOB  A.,  COP,  EAST  LAMPETER  TSP 
89   GOEKE,  WALTER  T.,  COP 

95  #  HENRY,  LUTHER  L.,  CPT,  PD 
162   HOCKER,  ELWOOD  CARLTON,  JR,  CHF,  WEST  HEMPFIELD  TWP  PD 

136  JERCHAU,  DALE  E,  COP 

130   LANDIS,  MICHAEL  LEE,  CPT,  PD 
119  #  LYNCH,  FRANCIS  THOMAS,  MAJ,  PA  SPOL 
114   MCCUE,  RICHARD  L,  DIR  OF  SEC,  FRANKLIN  &  MARSHAL 
99   PLOWFIELD,  FREDERICK  B.,  SHF  OF  LANCASTER  CO 

141  #  RAASCH,  GARY  LEE,  LT,  PD 

69  #  RINEER,  DAVID  MARTIN,  SEC  MANAGER,  GIMBELS  OF  LANCAS 
156  #  SAVAGE,  RONALD  WILLIAM,  DET,  EAST  LAMPETER  TWP  PD 
182   SCHULER,  RENEE,  LT,  EAST  LAMPETER  TWP  PD 
100   SHEELER,  DONALD  W. ,  CHIEF  OF  POLICE,  MANOR  TWP.  PD 
122  #  SKILES,  RUSSEL  HAWTHORNE,  SGT,  BU  OF  POL 

4  #  SULLENBERGER,  WILLIAM  H. ,  CAPTAIN  OF  DETECTIVES,  PD 

74  #  WILLIAMS,  RUFUS  G. ,  SUPV,  PLANT  PROTECTION,  ARMSTR 

170  WORK,  KENNETH  CHARLES,  LT,  PD 
LANCASTER  CITY 

109  #   BENEDICT,  JAMES  L.,  CPT,  PD 
LANSDALE 
122  U   HEINZE,  FRANK  HENRY,  COP 

111  HEMMERLE,  RICHARD  B.,  SERGEANT,  PD 

137  MEYERS,  LLOYD  THOMAS,  SGT,  PD 
LANSDOWNE 

92  U   GAAB,  HARRY  J,  (COP)  EXEC  DIR,  PA  CHFS  OF  POL 
187   KORTAN,  DANIEL  JOSEPH,  JR,  SGT,  PD 
141   LAUSCH,  CHARLES  LAMAR,  COP 
156   MURPHY,  JOHN  W,  DET,  PD 
105   NERO,  JOSEPH  A.,  SERGEANT,  PD 
LEBANON 
148   DELEO,  MICHAEL  J,  SHF  OF  LEBANON  CO 

118  KERN,  KARL  LEE,  LT,  PD 

126   WAHMANN,  MICHAEL  FREDERICK,  CHF  CO  DET,  LEBANON  CO  DA  0 
LEHIGHTON 

44  #  WALSH,  LEE  A.,  CHIEF  OF  POLICE 
LEMOYNE 

54  #  CLARK,  JAMES  L.,  COP 


i 
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LEVITTOHN 
172   ALEXANDER,  LEROY  GEORGE,  JR,  LT,  MIDDLETOHN  THP  PD 
ARLEN,  MICHAEL  D.,  LT,  MIDDLETOHN  THP  PD 
DUNCAN,  JAMES  SR.,  LT,  MIDDLETOHN  THP  PD 
HEIERLING,  RUDOLPH  KARL,  SGT,  BRISTOL  THP  PD 
MCGINTY,  PATRICK  FRANCIS,  LT,  MIDDLETOHN  THP  PD 
MCKENNA,  FRANCIS  X.,  LT.,  MIDDLETOHN  THP  PD 
SHOOK,  HOHARD  CHARLES,  COP,  MIDDLETOHN  TOHNSHIP  PD 
SUTTON,  MORTON  LAHSON,  LT,  MIDDLETOHN  THP  PD 
SHOPE,  JAMES  CLARENCE,  LT, 
TEMPLETON,  RICHARD  S,  CHF, 


BRISTOL  THP  PD 
BRISTOL  THP  PD 


JR.,  DET  LT,  MIDDLETOHN  TOHNSHIP  PD 


DONALD  L. ,  COP 


102 
110 
122 
193 
106 

72 
118 
147 

93 

96  ZALOT,  JOSEPH  A. 
LEHISBURG 

97  HEITER, 
LEHISTOHN 

182   BELL,  JAMES  R,  LT ,  MIFFLIN  CO  REGIONAL  POL 
38  *  LANDIS,  HOHARD  0.,  DEP  SHF,  MIFFLIN  CO  SO 
LIMERICK 
162   HAGUE,  ROBERT  PAUL,  CPT,  PA  SPOL 
162   HEAVER,  H  DOUGLAS,  COP 
LIONVILLE 

152    DAVIS,  JOHN  PATRICK,  LT,  UHCHLAN  THP  PD 
LITITZ 

84  I  HICKS,  GEORGE  C,  COP 
171   OLSEN,  ALFRED  OLIVER,  CHF,  HARHICK  THP  PD 
LOCK  HAVEN 

48  I  MERRITTS,  RAY  E.,  COP 
LOHER  PROVIDENCE 
148   MCDADE,  EDHARD  P,  COP 

HAI  V  F  R  N 

DAVID  JOHN,  DET  SGT,  HILLISTOHN  THP  PD 
HILLIAM  H.,  SGT,  HILLISTOHN  TOHNSHIP  PD 

JOSEPH,  INVSTGR,  PD 
THOMAS  P,  COP 
SYLVESTER  A.,  ASST  CHF,  PD 
EDHARD  H.,  PATROLMAN,  PD 
JAMES  GEORGE,  COP 
JOHN  A,  CHF  OF  SEC,  MCKEESPORT  HOSPITA 
104   SOLOMON,  LEO,  JAIL  HARDEN 
42  tt   VADAS,  STEPHEN,  ASSISTANT  CHIEF  OF  POLICE 
MCMURRAY 
179   CARSO,  MICHAEL  JAMES,  SGT,  PETERS  THP  PD 
167   EMERICK,  JAMES  ROBERT,  CPT,  PETERS  THP  PD 
145   FRUECHT,  HARRY  JOSEPH,  CHF,  PETERS  THP  PD 
MEADVILLE 
174   ACKER,  DAVID  LYLE,  ASST  CHF,  PD 
BALES,  HOHARD  E.,  PTLM,  PD 
BRETH,  JAMES  DUAYNE,  LT,  PA  SPOL 
BUNYAK,  JAMES  MICHAEL,  LT,  PA  SPOL 
GIBSON,  EDHARD  C. ,  CHIEF  OF  POLICE,  PD 
MCHENRY,  PATRICK  HILLIAM,  CPT,  PA  SPOL 
TUBBS,  HAROLD  C,  JR,  COP 
HECHANICSBURG 
173   ADAMS,  JAMES  HILLIAM,  SGT, 
139 
MEDIA 
138 
136 
123 
165 

32  * 
144 
174 
134 
170 
134 
152 
160 
MERCER 
159 
92 
128 


165 

BOYLE, 

107 

MILES, 

MC  KEESPORT 

138 

FELTZ, 

97 

1 

HANNA, 

116 

HOLMES, 

32 

tt 

KENNEY, 

118 

LUNDIE, 

89 

RYBAR, 

54 
190 
163 

29 
134 
180 


UPPER  ALLEN  THP  PD 
HAMMON,  RICHARD  EARLi  CHF,  UPPER  ALLEN  THP  POL 


CRAIG,  RANDALL  THOMAS,  DET, 
DAVIDSON,  JOHN  JOSEPH,  DET, 


UPPER  PROVIDENCE  THP  POL 
DE  CO  CRIM  INVSTGN  DIV 
DAVIS,  THOMAS  JAMES,  DEP  CHF,  UPPER  PROVIDENCE  THP 
FITZPATRICK,  HILLIAM  GERALD,  LT,  DELAHARE  CO  CRIM  INVST 
LAUGHEAD,  MALCOM  H. ,  COP 

MINSHALL,  CLIFTON  STEVE,  DET  SGT,  DE  CO  CRIM  INVSTGN  DI 
PEIFER,  DAVID  C,  DET  SGT,  DELAHARE  CO  CRIM  INVS 
SAVITSKY,  FRANK  ANDREH,  JR,  LT,  PD 
SELTZER,  GREG  ALAN,  DET  SGT,  DELAHARE  CO  DA  OFC 
SHULL,  MICHAEL  C,  LT,  DELAHARE  CO  DA  OFC 
SPIGARELLI,  DOMINICK  FELIX,  CPT,  PA  SPOL 
HUSINICH,  MARTIN  JOSEPH,  COP,  MEDIA  BOR  POL 


LANCASTER,  EDHARD  ELLIOTT,  SGT,  PA  SPOL 
HARENCHIN,  DONALD  A.,  SHF  OF  MERCER  CO 
MIFSUD,  HILLIAM  CHARLES,  SGT,  PA  SPOL 
MILESBURG 

122  f  BERRYHILL,  THOMAS  REA,  CPT,  PA  SPOL 
160   CRAMER,  DOROTHY  BEATRICE,  CPT,  PA  SPOL 

MILLERSBURG 

179   DILLING,  H  RANDALL,  COP, 
MILTON 

33  I  GOLDEN,  JOHN  B.,  CHIEF  OF  POLICE 

123  0  NOBLE,  THOMAS  EVANS,  LT ,  PA  SPOL 
MONESSEN 

95  I  PEZZELLE,  BRUCE  B,  COP 

MONROEVILLE 
179   COLE,  KENNETH  DOUGLAS,  ASST  CHF,  PD 
69   MOORE,  PATRICK  J.,  ASSOC  PROF,  ALLEGHENY  COMM  COL 
190   POLNAR,  GEORGE  HALTER,  COP 

MONTGOMERY  COUNTY 
163   OBRIEN,  DAVID  JOSEPH,  PTLM,  HHITPAIN  THP  PD 

MONTGOMERYVILLE 

95  I  BAILEY,  BRUCE  H,  JR,  CHF,  MONTGOMERY  THP 
162   BENNIS,  JOSEPH  CORR,  SGT,  MONTGOMERY  THP  PD 
117   BRADY,  RICHARD  J,  CHF,  MONTGOMERY  THP 
150    SIMES,  GORDON  LOUIS,  LT,  MONTGOMERY  THP  PD 
104  »  STEVER,  LESLIE  J,  DET  SGT,  MONTGOMERY  TOHNSHIP  P 

MONTOURSVILLE 
133   HHIPPLE,  LELAND  ARTHUR,  LT,  PA  SPOL 
132    HILLIAMS,  THOMAS  FRANKLIN,  MAJ,  PA  SPOL 

MORGAN 
152   HACKEY,  JOHN  HILLIAM,  LT,  S  FAYETTE  THP  PD 

PAGE 


116   VILLANI,  THEODORE  R. ,  CHIEF,  SOUTH  FAYETTE  THP.  PD 
MORRISVILLE 

58   MERKER,  HARRY  G. ,  COP 
MOSCOH 

159   KOSCELNAK,  FRANCIS  EDHARD,  CPT,  PA  SPOL 
MOUNT  LEBANON 

107   BROHN,  FRANK  M,  CMDR,  PD 

181   OGDEN,  THOMAS  ASHTON,  JR,  LT,  MT  LEBANON  PD 

100   RIEG,  HILLIAM  L.,  SGT,  MOUNT  LEBANON  THP  PD 
88   RUSH,  CLARENCE  H,  CMDR,  PD 
30  tt   SENN,  CHARLES  H,  COP 

172   STOEHR,  KEVIN  JOHN,  DEP  CHF,  PD 
MOUNTVILLE 

191   STACKHOUSE,  DIANE  MARIE,  LT,  PA  SPOL 
NATRONA  HEIGHTS 

125   COE,  HILLIAM,  CHF  LAH  CORD  FOR  HEST  PA 
NAZARETH 

119  tt   ROCCOSANTO,  JOSEPH,  COP 
NEH  BLOOMFIELD 

111  tt   KRAMMES,  STANLEY  R.,  SGT,  PA  SPOL 
NEH  CASTLE 

144   FREED,  GEORGE  MICHAEL,  SGT,  PD 

136  MARQUIS,  HILLIAM  VANCE,  SGT,  PA  SPOL 
135   PANDOS,  JOSEPH  GEORGE,  SGT,  PA  SPOL 

NEH  CUMBERLAND 
164   BISTLINE,  ERIC  ALAN,  CHF,  FAIRVIEH  THP  PD 
127   DILLER,  RONALD  LEE,  INVSTGR,  PA  ATTY  GEN  OFC 
139   HALLER,  JAMES  DOUGLAS,  PTLM,  FAIRVIEH  THP  PD 
106  *  TEMPLE,  JERRY  A.,  SGT,  FAIRVIEH  THP  PD 

NEH  HOLLAND 

112  tt   TROUPE,  DONALD  J,  COP 
NEH  KENSINGTON 

137  OLIVER,  EDHARD  D,  LT,  PA  SPOL 
NEH  STANTON 

183   KEY,  BRYAN  LINHOOD,  SGT,  PA  SPOL 
NEW  WILMINGTON 

84   HANNA,  RICHARD  E,  COP 
NEWTOWN 
150   DUFFY,  MARTIN  CLEMENT,  CHF,  NEHTOHN  THP  PD 
188   MEYERS,  STEPHEN  JEROME,  CPL,  NEWTOWN  TWP  PD 
162   PATTON,  CHARLES  ALBERT,  SGT,  NEWTOWN  TWP  PD 
NORRISTOWN 
181   BONO,  RUSSELL  JOSEPH,  SGT,  PD 

127   CARBO,  RICHARD  DAVID,  CRIM  INVSTGR,  PLYMOUTH  TWP  PD 
148   CROSS,  JOSEPH  RALPH,  CHF,  PLYMOUTH  THP  PD 
17  *  ENNIS,  DAVID  S.,  CHF  CO  DET,  MONTGOMERY  CO 
60  tt   FUSCO,  VITO  J,  COP,  PLYMOUTH  TWP  PD 
164   GALETTI,  CHRISTOPHER  LINN,  DET,  PLYMOUTH  TWP  PD 

KERSTETTER,  ROBERT  JAMES,  JR,  LT,  PLYMOUTH  TWP  PD 
KOCSI,  MARK  DANA,  LT,  E  NORRITON  TWP  PD 
OLIVER,  JAMES  A.,  CHF,  EAST  NORRITON  TOWNSHIP 
PETTINE,  CARMEN  DANIEL,  CPT,  PLYMOUTH  TWP  PD 
VANCE,  OSCAR  PALMER,  JR,  CHF  DET,  MONTGOMERY  CO  DA  OFC 
NORTH  VERSAILLES 
195   MADDOX,  KEVIN  WESLEY,  MAJ,  USMC 

123  STURGEON,  THOMAS  KAY,  CHF,  NORTH  FAYETTE  TWP  PD 
OIL  CITY 

115  tt   BUCHOLZ,  RICHARD  A,  COP 

CAVANAUGH,  ROBERT  J.,  CPT,  PD 
KONETSKY,  EDWARD  J.,  COP 
MOYER,  ROBERT  B,  JR,  COP 
WEAVER,  FREDRICK  ROMAIN,  COP 
WYGANT,  ROBERT  W,  COP 
OLD  FORGE 

57  tt   KRAJEWSKI,  WALTER  M. ,  COP 
PAOLI 

69  tt   TARR,  WILLIAM  L,  TOWNSHIP  MANAGER,  WILLISTOWN  T 
PECKVILLE 

125   DUBAS,  THOMAS  KENNETH,  CHF  OF  BLAKELY  BOR  PD 
PENN  HILLS 

124  #  MACK,  ROBERT  GEORGE,  LT,  PD 
99  tt   SECHOKA,  KENNETH  J,  COP 

PERKASIE 

175   DICKINSON,  PAUL  TIMOTHY,  COP, 
PHILADELPHIA 
109   ANSEL,  WILLIAM  E,  STAFF  INSPR,  PD 
tt   ARCHER,  JAMES  R,  STAFF  INSPR,  PD 
BARCLIFF,  CLIFFORD  W,  CPT,  PD 
BARRON,  THOMAS  HENRY,  CPT,  PD 
tt   BELL,  EDWARD  J.,  COMR,  PD 

BLACKBURN,  WILLIAM  CHARLES,  INSPR,  PD 
BRANCHE,  GILBERT  M,  DET,  DEPT  OF  PUB  WELFARE 
BRENNAN,  CHARLES  JOSEPH,  INSPR,  PD 
BRENTON,  JOHN,  CPT,  PD 
tt   BRITTON,  WILLIAM  P.,  DEP  INSPR,  PD 
tt   BROPHY,  JOSEPH  M. ,  CHF,  DA  DET  OFC 

BROHN,  THOMAS  JAMES,  TNG  OFCR,  SEPTA  PD 
tt   BROWNE,  JOSEPH  M,  INSPR,  PD 

BUCK,  FREDERICK  G,  STAFF  INSPR,  PD 
BULLICK,  RICHARD,  INSPR,  PD 
BURNS,  ALBERT  VINCENT,  CPT,  PD 
tt   CANDELORE,  JOSEPH  FRANCIS,  CPT,  PD 
CANNON,  CHICO  M,  INSPR,  PD 
.  tt   CARLINI,  JAMES  ALECK,  INSPR,  PD 
108  tt   CLARK,  JOHN  J,  JR,  INSPR,  PD 
181   CLEARY,  EDHARD  GEORGE,  CPT,  PD 
195   COLARULO,  WILLIAM  ANTHONY,  CPT,  PD 
50   COLLINS,  DANIEL  J.,  ASST  DIS  SUPV,  PA  BD  pFPRLE 
127   COUSINS,  DOROTHY  FRANCES,  DIR  OF  SEC,  PHILADELPHIA  HOU! 
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193 

82 

135 

177 


90 

77 
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162 
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61 
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51 

72 
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94 
116 
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191 
180 
150 
132 

71  i 
186 

99  I 
157 

93 
169 
137 
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160 

54  i 

95 
151  t 
175 
121 
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97  i 
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103  t. 

67  t 
136 
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97  * 
193 
102  * 
187 
167 
171 
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172 
152 
142 
123 

52  # 
134 
118  M 
6  tt 

67 

98  # 
129 
183 
173 
125 

101  tt 
98 

189 
51  # 
127 
140 

102  # 
81  tt 
96 

190 
141  # 
184 

71  # 
176 

62  tt 

79  # 
190 
100  tt 
123 

57  tt 
133 
139 
146 
108 
165 
154 
174 
185 

79  tt 

89 

70 

73  # 
149 

46  tt 
158 

99 
178 
124 
107  tt 
175 
175 

96  tt 

91  tt 
154 
151 
145 

91  tt 

68  # 
104  tt 
175 
147 
194 
148 


PD 
PD 


PD 
PD 


CUNNINGHAM,  JOSEPH  ROBERT,  CPT,  PD 

DALEY,  JEREMIAH  ARTHUR,  INSPR,  PD 

DAVIS,  ROBERT  MICHAEL,  INSPR,  PD 

DELISE,  RICHARD,  CPT,  PD 

DEMSKI,  HILLIAM  STEPHEN,  JR,  CPT, 

DEVLIN,  HILLIAM  PAUL,  CHF  INSPR, 

DIGIACOMO,  ALBERT  LOUIS,  CPT,  PD 

DITTMER,  CHARLES  P,  STAFF  INSPR, 

DONNELLY,  JAMES  CHARLES,  JR,  CPT, 

DONNELLY,  JOHN  P.,  CPT,  PD 

DOYLE,  THOMAS  JOHN,  CPT,  PD 

DURKIN,  THOMAS  JOSEPH,  CPT,  AMTRACK  PD 

FEENEY,  MICHAEL  JAMES,  CPT,  PD 

FORSTATER,  BRUCE  J,  SR,  INSPR,  PD 

FOX,  HARRY  G,  DEP  COMR,  PD 

FRANKENFIELD,  PAUL  T.,  JR.,  STAFF  INSPECTOR,  PD 

FRIEL,  FRANCIS  PATRICK,  CPT,  PD 

GALLAGHER,  GERARD  JAMES,  CPT,  PD 

GALLAGHER,  JAMES  RICHARD,  CHF  INSPR,  PD 

GINALDI,  ANTHONY  D. ,  CPT,  PD 

GIORDANO,  ALFONZO  J,  INSPECTOR,  PD 

GIORGIO  FOX,  PATRICIA  ELLEN,  CPT,  PD 

GOLDBERG,  FRANKLIN,  CHF  INSPR,  PD 

GOLDEN,  JOSEPH  F,  CHF  INSPR,  PD 

GRAY,  ROBIN  KENT,  CHF  INSPR,  PD 

GREEN,  DEXTER,  CPT,  PD 

GREEN,  MOOREY  D,  CPT,  PD 

GREENE,  JEFFREY  SCOTT,  CPT,  PD 

HANTHERKER,  ANDREAS  E,  STAFF  INSPR,  PD 

HAROLD,  STEVEN  DAVID,  CPT,  SEPTA  TRANSIT  PD 

HARRIS,  ALBERT  RUSSELL,  CPT,  PD 

JANKAUSKY,  CARL  EDWARD,  INSPR,  PD 

JOHNSON,  STEPHEN  THOMAS,  SR,  CPT,  PD 

JOHNSON,  SYLVESTER  MASON,  INSPR,  PD 

JONES,  MARK  ALAN,  INSPR,  PD 

KALBACH,  JOSEPH  RUSHTON,  CPT,  PD 

KAY,  FOREST  EARL,  JR,  CHF,  US  DEFENSE  LOGISTICS  AGEN 

KELLY,  JOHN  J.,  CHIEF  INSPECTOR,  PD 

KIRCHNER,  RICHARD  FRANK,  INSPR,  PD 

KOLMETZKY,  STANLEY  ALLEN,  INSPR,  PD 

LATCHFORD,  RAYMOND  F.,  DETECTIVE,  PD 

LEDERER,  FRANCIS  J.,  EXEC  DIR,  CO  DET  ASSOC  OF  PA 

LEE,  JOHN  P,  STAFF  INSPR,  PD 

LEE,  MICHAEL  JAMES,  STAFF  INSPR,  PD 

LEVINS,  GERARD  FRANCIS,  CPT,  PD 

LEVINS,  ROBERT  JOSEPH,  INSPR,  PD 

LINSO,  DENNIS  CHARLES,  CPT,  PD 

LOVE,  LAWRENCE  H. ,  JR,  INSPR,  PD 

LYDON,  CHARLES  M,  STAFF  INSPECTOR,  PD 

MARKERT,  WILLIAM  D,  CPT,  PD 

MASON,  CHARLES  A.,  CHF  RANGER,  INDEPENDENCE  HALL 

MAURI,  ANGELO  ANTHONY,  INSPR,  PD 

MAXWELL,  JOHN  THOMAS,  INSPR,  PD 

MCBRIDE,  EDWARD  G,  INSPR,  PD 

MCCARRIE,  JOSEPH  T,  CAPTAIN,  PD 

MCDONOUGH,  HILLIAM  C,  CHF  INSPR,  PD 

MCGINNIS,  JOHN  FRANCIS,  CPT,  PD 

MCLEES,  JOHN  JOSEPH,  CHF  INSPR,  PD 

MCMAHON,  MICHAEL  JOSEPH,  CPT,  PD 

MCNAMEE,  JAMES  J.,  CHIEF  INSPECTOR,  PD 

MCSHANE,  LAWRENCE  JOSPEH,  INSPR,  PD 

MEERS,  MILLARD  T,  CHF,  FACILITIES  SEC  SCHOOL  DIS 

MELCHIORRE,  ANTHONY  C,  CAPTAIN,  AIRPORTS-POLICE 

MESSNER,  THOMAS  CHARLES,  SGT,  UNIV  OF  PA  PD 

MILLER,  ROBERT  C,  INSPECTOR,  PD 

MISNER,  PAUL  RICHARD,  INSPR,  PD 

MITCHELL,  THEODORE  D. ,  STAFF  INSTR,  PD 

MORRIS,  ROBERT  WILLIAM,  DIR  OF  SEC,  US  MINT 

MUHLY,  ROBERT  PATRICK,  CPT,  PD 

MURPHY,  JAMES  DENNIS,  CPT,  PD 

NESTEL,  THOMAS  J,  DEP  COMM,  -PD 

NORRIS,  JOHN  JOSEPH,  CPT,  PD 

NORTON,  LAWRENCE  HARRY,  CPT,  PD 

OCONNOR,  JOSEPH  EDWARD,  INSPR,  PD 

ODONNELL,  JOSEPH  JEFFREY  THOMAS,  CPT,  PD 

ONEILL,  JOSEPH  F.,  COMMISSIONER  OF  POLICE 

ORBELL,  JOSEPH  W,  CHF  INSPR,  PD, 

OSHEA,  PETER  J.,  INSPR,  PD 

PAWLEY,  WILLIAM  J.,  INSPR,  PD 

PRYOR,  FRANCIS  MICHAEL,  CPT,  PD 

QUIRK,  WILLIAM  F.,  SUPT  OF  POLICE  ACADEMY,  PD 

RAPONE,  GENE  ANTHONY,  CPT,  PD 

RAPONE,  JOSEPH  A.,  INSPECTOR,  PD 

READ,  PAUL,  CPT,  PD 

RENZI,  ANTHONY  PETER,  INSPECTOR,  PD 

RICH,  WENDELL  A,  INSPR,  PD 

RITCHIE,  ROBERT  JOSEPH,  INSPR,  PD 

RODGERS,  CHARLES,  SGT,  PA  SPOL 

SAMBOR,  GREGORE  J,  COMMISSIONER 

SBARRA,  ANTHONY  F,  JR,  CPT,  PD 

SCOTT,  DAVID,  LT,  SE  PA  TRANSPORTATION  AUTH 

SEAMON,  THOMAS  MARK,  DIR  OF  PUB  SAFTY,  UNIV  OF  PA 

SHANAHAN,  JAMES  JOSEPH,  INSPR,  PD 

SMITH,  GEORGE  A.,  LT,  PD 

SOLOMON,  MORTON  BERNARD,  COMMISSIONER  OF  POLICE 

SPIEWAK,  FERDINAND  J,  CHF  INSPR,  PD 

STANKIEWICZ,  THOMAS  LAWRENCE,  SA,  BU  OF  AT  &  F 

STINE,  JOSEPH  JAMES,  INSPR,  PD 

STINSON,  EDWARD  FRANCIS,  CPT,  PD 

STONER,  ROY  DANIEL,  INSPR,  PD 


93  tt   SUTOR,  ANDREW  P,  STAFF  INSPR,  PD 

120  tt   TAYLOR,  RALPH  JOHN,  CPT,  PD 

170   TESTA,  DAVID  VINCENT,  CPT,  PD 

109   THRASHER,  RON  W. ,  POSTAL  INSPECTOR,  U.  S.  POSTAL 

128   TIERS,  JOHN  JOSEPH,  INSPR,  PD 

130   VEASEY,  MATTHEW  JOSEPH,  CPT,  PD 

176   WHALEN,  MICHAEL  FRANCIS  XAVIER,  CPT,  PD 

103   WOLFINGER,  ROBERT  A.,  CHIEF  INSPECTOR,  PD 

168   WOODY,  ARTHUR  BRENT,  CPT,  PD 

188   YANAK,  MITCHELL  JOSEPH,  CPT,  PD 

155   ZAPPILE,  RICHARD  ALFRED,  INSPR,  PD 
PHOENIXVILLE 

114   VILLANOVA,  EDWARD  R.  ,  DETECTIVE,  PD 
PITTSBURGH 


92 
176 
195 
192 

60 

91 
117 
170 
181 

44 
147 
165 
126 
169 

78 

30 
128 
154 
152 
153 

82 
194 
120 

99 
189 
191 
172 
180 
141 

85 
166 
124 
163 
104 
194 
178 
133 

51 
8 
153 
156 
110 
135 

49 

62 

90 
127 

80 
187 
110 

65 

44 
158 
194 
168 
172 


BRUSCO,  DOMENIC  J.,  LT,  FOREST  HILLS  PD 

BURTON,  HOWARD  LESLIE,  JR,  LT,  PENN  HILLS  PD 

CARNAHAN,  DONALD  TYLER,  LT,  PA  SPOL 

CLINE,  HAROLD  J,  SR,  LT,  ALLEGHENY  CO  PD 

CORCORAN,  JAMES  E.,  POL  INSTRUCTOR,  ALLEGHENY  CO  P 

COTTER,  JAMES  W. ,  DET,  PD 

CUPPLES,  JOHN  MARSHALL,  JR,  CRIM  INVSTGR,  DEF  LOGISTICS 

DACEY,  PHILIP  JOHN,  LT,  PD 

DEPALMA,  DIANE  L  R,  LT,  PD 

DIXON,  VINCENT  W. ,  INSPR,  BU  OF  POL 

DIXON,  WILLIAM  EARNEST,  MAJ,  PD 

DWYER,  RICHARD  M,  LT,  PD 

DZVONICK,  ROBERT  PAUL,  DEP,  ALLEGHENY  CO  SD 

EDWARDS,  CRAIG  BALDWIN,  CMDR,  PD 

FADZEN,  ROBERT  S,  CHF  CAMPUS  SEC,  CARNEGIE-MELLO 

FLYNN,  JOSEPH  S. ,  CPTN  OF  DET,  BU  OF  POL 

GUTHRIE,  DWIGHT  JUNIOR,  CHF,  ROSS  TWP  PD 

HAUGHT,  ROBERT  JAMES,  JR,  LT,  PA  SPOL 

HEALY,  JAMES  EDWARD,  LT,  MT  LEBANON  PD 

JARVIS,  ARTHUR  FRANCIS,  JR,  LT,  PD 

JOYCE,  STEPHEN  A.,  ASST  SUPT  OF  POL 

JOYCE,  WILLIAM  JOHN,  CMDR,  PITTSBURGH  BU  OF  POL 

KORDING,  BRIAN  SCOTT,  CHF,  OHIO  TWP  PD 

LARGE,  LONNIE  A.,  PTLM,  BOROUGH  OF  PLEASANT  HILL 

LOGUE,  TIMOTHY  P,  CHF,  GREENTREE  BORO  PD 

MCNEILLY,  CATHERINE  ROSE,  CMDR,  PD 

MICKLOS,  NORBERT  MICHAEL,  CHF,  OHIO  TWNSP  PD 

MITCHELL,  NELSON  EDDY,  JR,  SGT,  PD 

MOFFATT,  CHARLES  WILLIAM,  CMDR,  PD 

MOSES,  ALEX.  A.,  JR.,  INSPR/RGE  MSTR,  ALLEGHENY  CO  P 

MULLEN,  WILLIAM  PATRICK,  CMDR,  PD 

NYE,  KENNETH  ROY,  CRIM  INVSTGR,  PA  DOJ 

OHARA,  H  CLIFFORD,  SGT,  ALLEGHENY  CO  PD 

PAMPENA,  RALPH  D,  COP 

PATTERSON,  RODNEY  JOHN,  LT,  PA  SPOL 

PIASECKI,  JOHN  ANTHONY,  JR,  SA,  PA  OFC  OF  ATTY  GEN 

PRICE,  GERARD  E,  DET,  UNIV  OF  PITTSBURGH  PD 

REED,  WILLIAM  J.,  CHF,  BOROUGH  OF  GREEN  TREE  PD 

RIDDLE,  SAMUEL  JAMES,  SGT,  ALLEGHENY  CO  DETECTIVE  BU 

RILEY,  LARRY  WILLIAM,  CPT,  PA  SPOL 

ROST,  HAROLD  ALFRED,  JR,  CHF,  CRAFTON  BORO  PD 

SCHAFER,  RAYMOND  A.,  SUPT,  OHARA  TWP 

SEAMAN,  EUGENE  THOMAS,  II,  SGT,  PLEASANT  HILLS  PD 

SHEARN,  JOHN  J.,  BURGESS,  BOROUGH  OF  CRAFTON 

SLENKAMP,  A.  H.  ,  CHF,  BOROUGH  OF  BRENTWOOD  PD 

SMITH,  STANLEY  A.,  CHF,  PLEASANT  HILLS  BOROUGH  PD 

TAYLOR,  RALPH  EDGAR,  LT,  PA  SPOL 

TOMER,  CLARK  A.,  INSPECTOR,  BUREAU  OF  POLICE 

VIETMEIER,  DALE  EDWARD,  CHF,  ROBINSON  TWP  PD 

WALTERS,  RICHARD  J.,  SGT,  UNIVERSITY  OF  PITTSBURGH 

HARD,  WILLIAM  G. ,  JR.,  INSPECTOR,  BUREAU  OF  POLICE 

WEIR,  WALTER  F.,  EXTRADITION  OFCR,  PA  BD  OF  PAR 

WHERTHEY,  JOHN  PAUL,  SGT,  PA  SPOL 

WILLIAMS,  ROBERT  DONALD,  SGT,  UPPER  ST  CLAIR  TWP  PD 

WOLFE,  FREDERICK  JOHN,  SGT,  PD 

WOODYARD,  EARL  DANIEL,  JR,  ASST  CHF,  PD 

YOUNG^  RALPH  J.,  SA^  FBI 

SGT,  ALLEGHENY  CO  SO 


90 

129  tt   ZIEGLER,  CLIFFORD  HENRY, 
PLEASANT  HILLS 

149   JUDD,  ERIC  GREGORY,  SGT,  PD 
PLUMBORO 

122  #  ALEXANDER,  ROBERT  ALLEN,  COP 
PLUMSTEADVILLE 

194   HASENAUER,  DUANE  EDWARD,  LT,  PLUMSTEAD  TWP  PD 
PLYMOUTH  MEETING 

168   WILLIAMS,  ARTHUR  LEE,  LT,  PA  SPOL 
PLYMOUTH  TOWNSHIP 

104  tt   KNOEBEL,  WILLIAM  D,  DET  SGT,  PLYMOUTH  TOWNSHIP  PD 
POTTSTOWN 

185   BENYO,  MICHAEL  ALAN,  CHF,  N  COVENTRY  TWP  PD 
POTTTSTOWN 

185   FLANDERS,  MARK  DAVID,  SGT,  PD 
PRESTO 

183   REARICK,  DANIEL  DAVID,  CHF,  COLLIER  TWP  PD 
PROSPECT  PARK 

56  tt   HAWKE,  FRANKLIN  H.,  COP 

114   MILLS,  RONALD  D. ,  COP 
PUNXSUTAWNEY 

166   LAVELLE,  PATRICK,  LT,  PA  SPOL 

148   MITARNOWSKI,  RAYMOND  JOSEPH,  CPT,  PA  SPOL 

162   RABER,  RONALD  ALLEN,  LT,  PA  SPOL 
39  tt   VOLPE,  JOSEPH  S,  COP 
PYMATUNING 

113   MILLER,  JOHN  R,  COP 
QUAKERTOWN 

161   MCFADDEN,  JAMES  FRANCIS,  CHF,  QUAKERTOWN  BOR  POL 
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READING 
141 
178 
176 
168 
181 


SGT,  PD 
SR,  INSPR,  PD 
MUHLENBERG  TWP  PD 


EARLE  K.,  CHIEF  OF  POLICE,  HINDSOR  TOHNS 
NORTHAMPTON  TSP  PD 


JARSOCRAK,  GERALD  HAYNE,  DEP  CHF,  BU  OF  POL 
POHELL,  MARY  L,  LT,  PA  SPOL 
ROTH,  THEODORE  RUSSELL, 
SANTORO,  PHILIP  LOUIS, 
SMITH,  KEVIN  JOHN,  DET, 
RED  LION 

111  SHENK, 
RICHBORO 

112  FEENEY,  HILLIAM  J.,  CHF, 
ROCKLEDGE 

100    KATES,  GUY  G,  COP 
SAYRE  BOROUGH 

62  I  ELDRED,  RAY  L.,  JR.,  COP 
SCRANTON 

119  BALCRIUS,  MICHAEL  VINCENT,  CPT ,  PD 
161    HALPIN,  GRACE  MARIE,  DET  SGT,  PD 
130   KUGLER,  EARL  J,  SR,  SGT,  PD 
141   MURPHY,  GEORGE  JOSEPH,  DET  IV,  PD 

91  tt   ROCHE,  FRANCIS  B.,  CPT,  PD 

120  TOLAN,  THOMAS  PATRICK,  JR.,  DET,  PD 


SELLERSVILLE 
188    SUTTON 

SEHICKLEY 
169 


HILLIAM  CARL,  LT,  PENNRIDGE  REGIONAL  PD 


55  0 

127 
25  tt 
187 
SHALER 

149 
SHARON 
61  tt 
48  * 


DORSCH,  DONALD  REA,  CHF,  FRANKLIN  PARK  BOROUGH  PD 
KORDING,  HILLIAM  G. ,  COP 
MOOK,  JOHN  FREDERICK,  COP 
PRENDERGAST,  THOMAS,  COP 
TUITE,  THOMAS  HILLIAM,  SGT,  PD 

CHRISTY,  JAMES  H,  JR,  LT,  SHALER  THP  PD 


LAVIN,  HILLIAM  V,  SR,  COP 
MAXHELL,  HOHARD  C,  PATROLMAN,  PD 
SHARON  HILL 
106   HANNA,  HILLIAM  E.,  CHIEF  OF  POLICE 
173   HOFFNER,  JOHN  ALEXANDER,  PTLM,  SHARON  HILL  BOR  PD 
143   MONTEITH,  JAMES  HESLEY,  SGT,  PD 
SHIPPENSBURG 

118   MCMASTER,  DENNIS  WILLIAM,  F,  MID-CUMBERLAND  VALLEY  REG 
SINKING  SPRINGS 

76   HABECKER,  JOHN  H. ,  CHIEF  OF  POLICE,  PD 
SOMERSET 

BIVENS,  GEORGE  LENARD,  SGT,  PA  SPOL 


FRANK  DAVID,  DET,  UPPER  SOUTHAMPTON  THP  PD 
JONATHAN  DUANE,  LT,  UPPER  SOUTHAMPTON  THP  PD 
HALTER  CHARLES,  COP,  UPPER  SOUTHAMPTON  THP  PD 

CHF,  HEIDELBERG  THNSHP  PD 


191 
SOUTHAMPTON 

193   GROOME, 

171   MILLER, 

125  tt   STEVENS 
SPRING  GROVE 

90   MYERS,  DALE  E 
SPRING  HOUSE 

153   BRIGHT,  KENNETH  HALTER,  CHF,  LOHER  GHYNEDD  THP  PD 

105  tt   HANCOCK,  EDHARD  H. ,  CHF,  LOHER  GHYNEDD  THP  PD 

190   LYNCH,  RONALD  JOHN,  DET,  LOHER  GHYNEDD  THP  PD 

143   WEST,  HALTER  G,  CPL,  LOHER  GHYNEDD  TWP  PD 
SPRINGETTSBURY 

177    ESHBACH,  DAVID  CARLTON,  COP 
SPRINGFIELD 

166   CLARK,  HILLIAM  FRANCIS,  SGT,  SPRINGFIELD  THP  PD 

111  tt   DUKES,  ROBERT  E.,  LT,  SPRINGFIELD  TSP  PD 
12  It   FERENTZ,  A.  F.,  CPT,  SPRINGFIELD  TSP  PD 

127    FRANCIS,  JOHN  HALLACE,  LT,  PD 

180   GALLAGHER,  JOHN  FRANCIS,  SGT,  PD 
ST  DAVIDS 

145   ADAMS,  ROBERT  EDHARD,  JUVENILE  DET,  RADNOR  THP  PD 
ST.  MARYS 

BRUCE  P.,  CHIEF  OF  POLICE 


106   MILDREW, 
STATE  COLLEGE 
184   CLEMSON, 
195   POLLICK, 


ANDREW  G,  SGT,  FERGUSON  TWP  PD 

RANDY  ALAN,  SUPVR  AGENT,  PA  ATTY  GEN  OFC 

168  tt   PRESTIA;  CARMINE  WILLIAM,  LT,  BU  OF  POL  SERV 
STRASBURG 

186    ECHTERNACH,  F  STEVEN,  JR,  SGT,  STRASBURG  BORO  PD 
SWARTHMORE 

166   CRAIG,  BRIAN  HENRY,  CHF,  SWARTHMORE  BOROUGH  PD 

116   DAVIS,  JAMES  H. ,  DET  SGT,  PD 
SWATARA 

157    SPICOCCHI,  CARL  LEE,  COP 
TELFORD 

191    FLOYD,  RANDALL  SCOTT,  DET,  TELFORD  BOROUGH  PD 
THORNDALE 

135  *  CARY,  GREGORY  MICHAEL,  PTLM,  CALN  TWP  PD 

126    FRANCISCUS,  JAMES  WALTER,  COP 
TIONESTA 

129   MCGRAW,  GARY  DAVID,  LT,  PA  SPOL 
TOWANDA 

41  tt   MEREDITH,  DEAN,  COP 
TYRONE 

18  »  MENCER,  A.  D. ,  COP 
UNIONTOHN 

91  ZAWELENSKY,  ANDREW  C. ,  CHIEF  OF  POLICE 
UNIVERSITY  PARK 

146    HARMON,  THOMAS  RAY,  DIR,  PA  ST  UNIV  POL  SERV 
188   LUTZ,  CLIFFORD  EVANS,  LT,  PA  STATE  UNIV  POL 
UPPER  DARBY 
174   FICCHI,  VINCENT  JOHN,  SUPT  OF  POLICE 

92  tt   GILL,  JOHN  J,  LT,  UPPER  DARBY  THP  PD 

184   KENNY,  MICHAEL  GERARD,  LT,  UPPER  DARBY  THNSHP  PD 
99   MORRIS,  JOHN  K,  ACTING  CHF,  PD 
103  It   PINNER,  ALBERT  J,  LT,  PD 
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UPPER  ST  CLAIR 
147   BURKHOLDER,  DOUGLAS  H,  LT,  PD 
169    ENGLERT,  JAMES  EMMETT,  LT,  PD 
120  tt   LEE,  CHARLES  JAMES,  JR,  COP 
117    PARDINI,  RONALD  J,  COP 

157    PINTO,  DALE  PATRICK,  SR,  LT,  UPPER  ST  CLAIR  THP  PD 
163   SAKOIAN,  JOHN  MICHAEL,  SGT,  PD 
VAN  PORT 

100  tt   TRAPNELL,  HILLIAM  C,  COP 
VERONA 

87   DELELLIS,  CAMILLO  A.,  COP 
VERSAILLE  BOROUGH 

92   BRKOVICH,  HILLIAM  J,  DIR  OF  PUB  SFTY,  NORTH  HUNTING 
HALLINGFORD 
111   BAYLOR,  KENNETH  L.,  LT,  NETHER  PROVIDENCE  TWP  PD 
183   ELMORE,  ROBERT  THOMAS,  SGT,  NETHER  PROVIDENCE  PD 
92  #  GULLA,  ROBERT  S,  LT,  NETHER  PROVIDENCE  TSP  PD 
105   PASCALE,  WILLIAM  JOHN,  COP,  NETHER  PROVIDENCE  TOWNSHI 
99   PLOTTS,  RAYMOND,  CHF,  NETHER  PROVIDENCE  TWP. 


HARMINSTER 


123 
110 

WARREN 

108  # 

102  tt 
WASHINGTON 
50 


CLAWGES,  ELMER  PAUL,  COP 

STUHLFAUTH,  HARRY  W. ,  LIEUTENANT,  TWP  PD 


ALLEN,  DONNELL 
NEALL,  JAMES  W. 


. ,  JR., 
LT,  PD 


SHF  OF  WARREN  CO 


ABD,  GEORGE  M. ,  DET,  WASHINGTON  CO  DA  OFC 

94  BAKER,  KENNETH  L,  COP 

119  BARR,  JOSEPH  WILLIAM,  JR,  LT,  PA  SPOL 

91  BELLHY,  THOMAS  J.,  COP 

157  BRYKER,  THOMAS  WILLIAM,  JR,  LT,  PD 

132  tt  COUGHANOUR,  DAVID  CLYDE,  CPT,  PA  SPOL 

111  CYKTOR,  GEORGE,  CPT,  PA  SPOL 

140  DAVIDSON,  JOHN  HENRY,  LT,  PA  SPOL 

131  DELONG,  HENRY  DUANE,  PTLM,  SOUTH  STRABANE  TWP  POL 

102  *  MCCULLY,  KEITH  F.,  CPT,  PA  SPOL 

171  STREET,  FRED  WALTER,  JR,  LT,  PA  SPOL 

146  SZUPINKA,  LYLE  HAROLD,  MAJ,  PA  SPOL 
WATSONTOWN 

149  CROFT,  JAMES  BLAIR,  JR,  COP 


WAYNE 
101  # 
168 

84  tt 

98 
131  # 
121 
105  tt 

97  # 


CLAYTON,  ELVIN  D. ,  SGT,  RADNOR  TWP  PD 
GREGORY,  JERRY  GEORGE,  LT,  RADNOR  TWP  PD 
HENNESSY,  MAURICE  L.,  CHF,  RADNOR  TSP  PD 
JANSEN,  HENRY  P.,  SUPT,  RADNOR  TWP  PD 
KELLY,  JOHN  EDWARD,  JR,  DET,  RADNOR  TWP  PD 
LEIGHTON,  LUTHER  ELMER,  JR,  DEP  SUPT,  RADNOR  TWP  PD 
SYDNOR,  GEORGE  FREDRICK,  DET,  RADNOR  TWP  PD 
WILSON,  WILLIAM  H. ,  SERGEANT,  RADNOR  TWP.  PD 

WAYNESBURG 
186   SETHMAN,  RICHARD  GEORGE,  SGT,  PA  SPOL 

WEATHERLY 
131  tt   NEAPOLITAN,  MARK  MICHAEL,  LT,  PD 

WEST  CHESTER 
191   BARTON,  ROBERT  EDWARD,  SGT,  WESTTOWN-EAST  GOSHEN  PD 
BELL,  JAMES  N.,  ASST  CHF,  PD 
BOHN,  SCOTT  LLOYD,  SGT,  PD 
CONNOLLY,  JOHN  C,  COP 

DAMPMAN,  LARRY  EARL,  SGT,  CHESTER  CO  DET 
DARLINGTON,  CHARLES  S,  LT,  WEST  GOSHEN  TWP  PD 
DUMOND,  JOHN  MICHAEL,  COP 
FLICK,  THOMAS  W. ,  LT,  HEST  GOSHEN  TSP  PD 
GALLEN,  ROBERT  JOHN,  SGT,  PD 

GORDON,  JEFFREY  SCANLAN,  DET,  CHESTER  CO  DA  OFC 
GRANDIZIO,  DAVID  JOHN,  DET,  DA'S  OFFICE 
GREEN,  JOHN  0.,  COP 
JOHNSON,  DAVID  JEFFREY,  LT,  PD 
LYNN,  SHARON,  DET,  W  GOSHEN  TWP  PD 
MARTIN,  JOHN  DENNIS,  LT,  PD 
MILLER,  RICHARD  E,  CHF,  WEST  CHESTER  UNIV  POLICE 


113 
186 
100 
138 
94 
175 
115 
160 
180 
164 
100 
123 
176 
132 
113 
150 
167 
187 


SHELLER,  ROBERT  JOSEPH,  SGT, 
SMITH,  MICHAEL  FRANCIS,  SGT, 
STORTI,  ANTHONY  ALBERT,  SGT, 


PD 

CHESTER  CO  DET  OFC 

HEST  GOSHEN  THP  PD 


HILLIAM  ALBERT,  LT,  PA  SPOL 

ROMAN  JOSEPH,  LT,  SPOL 
WALTER  E.,  SERGEANT,  PD 


WEST  GOSHEN 

109   CARROLL,  MICHAEL  J.,  COP 
WEST  HAVELTON 

164   SHOVLIN, 
WEST  HAZLETON 

120   PAWLOSKI, 
WEST  HOMESTEAD 
14  *  MCMAHON, 
WEST  POINT 

57  tt   CAIRNS,  BENJAMIN  F.,  JR.,  COP 

96  tt   CASSEL,  WAYNE  A,  ASST  CHF,  UPPER  GWYNEDD  TWP  PD 
177    FORD,  STEVEN  ERIC,  PTLM,  UPPER  GWYNEDD  TWP  PD 

87  tt   HERR,  WILLIAM  E,  CHP,  UPPER  GWYNEDD  TWP  PD 

124  #  KLEES,  RICHARD  GIBSON,  DET,  UPPER  GWYNEDD  TWP  PD 
106   MURRAY,  JOHN  S,  III,  DISTRICT  JUDGE 
137   STACHELEK,  WALTER  ROBERT,  SGT,  UPPER  GWYNEDD  TWP  PD 
115   STEPHENSON,  ROBERT  L.,  JR.,  CORPORAL,  UPPER  GWYNEDD  TOW 
WESTTOWN 

88  CHARLEY,  JOSEPH  A,  CHF,  THORNBURY  TWP  PD 

WEXFORD  _„„„,.„ 

143  AMANN,  THANE  ROBERT,  PTLM,  PINE-MARSHALL-BRADFORDWO 
83  tt   BAER,  RICHARD  R.  ,  COP 

182   DISANTI,  DAVID  RICHARD,  DET,  TOWN  OF  MCCANDLESS  PD 
131   VAN  LEER,  MICHAEL  G,  LT,  MCCANDLESS  PD 
WHITEHALL 

144  CONJOUR,  FREDERIC  ANDRE,  COP 

193   PETERS,  DENNIS  LEE,  CHF,  WHITEHALL  TWP  PD 
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158   WALSH,  JAMES  GARFIELD,  JR,  CHF,  WHITEHALL  TWNSHP 

WHI TEMARSH 
143   ANTAL,  PAUL  ROBERT,  SGT,  WHITEMARSH  TWP  POL 
133  tt   MARCH,  CARL  IRVIN,  DET,  WHITEMARSH  TWP  PD 
155   STEMPLE,  JESSE  RICHARD,  LT,  WHITEMARSH  TNSHP  PD 

WILKES-BARRE 
191   BARRETT,  WILLIAM  CHARLES,  COP 

119  KRAWETZ,  JOSEPH,  CPT,  PD 

154   MCGLYNN,  WILLIAM  ANTHONY,  DIR,  DPS 

120  MITCHELL,  ROBERT  JAMES,  CPT,  PD 
WILLIAMSBURG 

165   EVERHART,  CURTIS  C,  COP 
WILLOW  GROVE 
160   HEIM,  WILLIAM  M,  CHF,  PENNRIDGE  REG  PD 
179   LEVY,  ALEX  HARRY,  LT,  UPPER  MORELAND  TWP  PD 
143   ROBINSON,  CARL  NORMAN,  LT,  UPPER  MORELAND  TWP 
NYNDMOOR 

95   HOPKINS,  EARL  M. ,  CHF,  SPRINGFIELD  TWP  PD 
90  #  MACHALETTE,  LOUIS  A.,  JR.,  CHF,  SPRINGFIELD  TWP 
WYOMING 
104   ANZELMI,  FRANCIS  J,  CPT,  PA  SPOL 

JORDAN,  MICHAEL  COYNE,  MAJ,  PA  SPOL 
TALERICO,  FRANCIS  JOSEPH,  LT,  PA  SPOL 


147  tt 

163 
YEADON 

151 

179 

142 
YORK 

179 

125 

123 

133 

111  # 

137 
91  * 
93 


MOLINEAUX,  DONALD  JOSEPH,  SR,  COP 
RICHARDS,  LAWRENCE  WILLIAM,  PTLM,  PD 
SOLTIS,  KENNETH  BERNARD,  SGT,  PD 


BOLTON,  TIMOTHY  CHARLES,  SGT,  H  MANCHESTER  TWP  PD 
DOELP,  CHARLES  ELLSWORTH,  DET,  HELLAM  TWP  PD 
GETTYS,  DONALD  EDWARD,  DET,  SPRING  GARDEN  TWP  PD 
INGLE,  WILLIAM  KENNETH,  CHF  DET,  YORK  CO  DA  OFC 
KESSLER,  HAROLD  D,  CHF,  SPRINGETTSBURY  TOWNSHIP  P 
MARCH,  ROBERT  DAVID,  II,  SGT,  WEST  MANCHESTER  TWP  PD 
POTTER,  ANTHONY  N,  JR,  DIR  OF  PUBLIC  SAFETY 
SHEWELL,  SCOTT  E.,  CHF  DEP,  PD 

YORK  HAVEN 

72  #  ROSER,  S. 

ZELIENOPLE 
148   MILLER,  JAMES  ALONZO,  JR,  COP 


MARSHALL,  JR.,  CHF,  WEST  YORK  BOROUGH  PD 


RHODE  ISLAND 
BARRINGTON 

90  tt   OLIVER,  ALFRED  T,  JR,  COP 
BLOCK  ISLAND 

179  MCCOMBE,  WILLIAM  AARON,  COP 
BRISTOL 

156   SERPA,  RUSSELL  STEPHEN,  COP 
CENTRAL  FALLS 

180  DESMARAIS,  JOHN  RENE,  DET  SGT,  PD 
COVENTRY 

192  ANDRUKIEWICZ,  PAUL  JOHN,  CPT,  PD 
117  tt   BROWN,  CARL,  JR,  CPT,  PD 

CRANSTON 
194   ABBOTT,  JAMES  DAVID,  SR,  MAJ,  PD 
100  *  HARRINGTON,  THOMAS  M,  COP 

185   LANGLOIS,  RENALD  LUCIEN,  CHF  INSPR,  RI  DEPT  OF  CORRECTI 
166   MCATEER,  VINCENT  MALACHI,  COL,  PD 
85  tt   MORETTI,  ANTHONY,  COP 
CUMBERLAND 

95  #  HOBSON,  WILLIAM  F.,  DET  CPT,  PD 
EAST  GREENWICH 

150  DEPASQUALE,  LEONARD  JOHN,  SGT,  PD 
EAST  PROVIDENCE 

149  U   ALLSWORTH,  DAVID  EDWARD,  LT,  PD 
153  #  SLOYER,  WILLIAM  CLAYTON,  LT,  PD 
GLOCESTER 

182   HAINSWORTH,  JAMIE  ANTHONY,  LT,  PD 
HOPKINGTON 

66   WEEDEN,  GEORGE  H,  COP 
JOHNSTON 
121   PETROCCHI,  RONALD  DAVID,  SR,  CPT,  PD 
81  #  TOCCO,  WILLIAM  P.,  JR.,  COP 
94  tt   ZAMBARANO,  LOUIS  T.,  DEP  CHF,  PD 
LINCOLN 

89  tt   JOHANSON,  RICHARD  H,  COP 
MIDDLETOWN 
124   BURNS,  WILLIAM  JOSEPH,  III,  COP 
76  #  HOMEN,  DONALD  L,  COP 
NARRAGANSETT 
134  tt   BLACK,  JOHN  JOSEPH,  LT,  PD 

151  BROWNING,  GLENN  ALEXANDER,  LT,  PD 
106  tt   MARTIN,  JAMES  J,  COP 

193  MONGEAU,  THOMAS  HENRY,  LT,  PD 
120   ODONNELL,  JOHN  WINTHROP,  JR,  COP 

NEWPORT 
103  tt   BEEBE,  JOHN  C,  III,  COP 
177   BRENNAN,  MICHAEL  JOSEPH,  LT,  PD 

91  #  COSTELLO,  WILLIAM,  CPT,  PD 

141  #  DUNBAR,  RONALD  WILLIAM,  CPT,  PD 

130   FARIS,  GEORGE  JOHN,  DEP  CHF,  NAVAL  EDCTNL  &  TNG  CN 

133  tt   HUGHES,  THOMAS  EDWARD,  CPT,  PD 

172   KELLY,  DAVID  RAYMOND,  COP 

49  tt   MANNING,  JAMES  J.,  JR.,  LIEUTENANT,  PD 
108  tt   NEWTON,  FREDERICK  W,  JR,  COP,  NETC  POLICE,  US  NAVAL  BAS 
155   SUBIN,  JOSEPH  DONALD,  CPT,  PD 

71  tt   SULLIVAN,  PAUL  JAMES,  CAPTAIN,  PD 

51  tt   VON  VILLAS,  GEORGE  ANTHONY,  INSPECTOR  OF  POLICE,  PD 
123  tt   WEAVER,  STEVEN  DENNIS,  COP 
NORTH  KINGSTON 


87  tt   LEYDEN,  JOHN  J,  COP 
NORTH  KINGSTOWN 

161   BUSSLER,  LAWRENCE  EDWARD,  LT,  PD 
173   FAGE,  STEVEN  BRUCE,  LT,  PD 
148   HEISE,  FREDERICK  JOHN,  JR,  DET  LT,  PD 
137   WYNNE,  JAMES  LESTER,  COP 
NORTH  PROVIDENCE 
184   ABBATEMATTEO,  WILLIAM  CARL,  CPT,  PD 
142   DICENZO,  JOSEPH  F,  CPT,  PD 

115  SERBST,  HENRY  F,  CHF  OF  DET,  RI  DIV  OF  FIRE  SAF 
NORTH  SCITUATE 

133  tt   ANDREWS,  BRIAN  ROBERT,  CPT,  RI  SPOL 

163  ARMOUR  COYNE,  CYNTHIA  ANN,  TPR,  RI  SPOL 
90  #  BENJAMIN,  LIONEL  J.,  MAJ,  RI  SPOL 

120   BOWIE,  BRUCE  ALEXANDER,  DET/TPR,  RI  SPOL 
101   DRISCOLL,  DAVID  M,  CPT,  RI  SPOL 

116  #  FLYNN,  DONALD  P,  CPT,  RI  SPOL 

131   KENNEDY,  DONALD  FRANKLIN,  J,  DET/TPR,  RI  SPOL 
86  #  MCGARRY,  FRANCIS  P.,  LT,  RI  SPOL 

158  MCGARRY,  WILLIAM  AUGUSTUS,  DET  SGT,  RI  SPOL 

93  #  MOY,  JOHN  E,  SGT,  RI  SPOL 

176   MULLEN,  JAMES  PATRICK,  LT,  RI  SPOL 
167   MUZERALL,  FRANCIS  ROBERT,  JR,  CPT,  RI  SPOL 
53  tt   NADEAU,  CLARENCE  L.,  SUPV  TELETYPE  BU,  RI  SPOL 
126   NEWTON,  DAVID  ARTHUR,  CPL,  RI  SPOL 

88  tt   PARE,  EDWARD  D,  CPT,  RI  SPOL 

195   PARE,  STEVEN  MICHAEL,  MAJ,  RI  SPOL 
14  *  PENDLETON,  LEWIS  E.,  TROOPER,  RI  SPOL 
58  tt   PETERSON,  ALBERT  E.,  LT,  RI  SPOL 

170   REYNOLDS,  STEVEN  EDWARD,  DET  SGT,  RI  SPOL 

146  tt   ROWLEY,  JAMES  HENRY,  MAJ,  RI  SPOL 
80  tt   SHAW,  EDWARD  T.,  CPT,  RI  SPOL 
55  #  STONE,  WALTER  E.,  (COL)  SUPT,  RI  SPOL 

105  tt   SULLIVAN,  RICHARD  P,  LT,  RHODE  ISLAND  STATE  POL 

123  tt   URSO,  MICHAEL  JOSEPH,  JR,  CPT,  RI  SPOL 
NORTH  SMITHFIELD 

190  SMITH,  DENIS  LEE,  CPT,  PD 
PAWTUCKET 

92  #  COLLINS,  HERBERT  J,  LT,  PD 
104  tt   DOLAN,  CHARLES  F,  SGT,  PD 
186   MARTINS,  ARTHUR  JOHN,  LT,  PD 
PORTSMOUTH 

97  tt   BAILEY,  MADISON  A,  JR,  COP 
PROVIDENCE 

192   AMICO,  DENIS,  SUPVY  INSPR,  USMS 

134  #  AUBIN,  GERALD  SCOTT,  MAJ,  PD 

152  tt   BALKUN,  ANTHONY  STANLEY,  SGT,  PD 
145   BENNETT,  ROBERT  ALLEN,  SGT,  PD 
99  tt   BRANDENBURG,  THOMAS  E,  LT,  PD 

164  BRUCKSHAH,  WALTER,  JR,  SGT,  PD 
92  #  CLARK,  WALTER  J,  COP 

95  #  COLLINS,  EDWARD  J.,  MAJ,  PD 
104  tt   COMERFORD,  RICHARD  M,  LT,  PD 

131  tt   COOKE,  JOHNNY,  SGT,  PD 
69  tt   FRANKLIN,  HOWARD  A.,  COP 

107  tt   GANNON,  BERNARD  E,  (COL)  COP 

169   GERSTMEYER,  DENNIS  GERARD,  CPT,  PD 

125  #  LARSON,  JEAN  ROLF,  CONSV  OFCR,  DEPT  OF  ENVIRONMEN 

128  tt   LAURIE,  ROBERT  DAVID,  LT,  PD 
109  tt   MANCUSO,  ANTHONY  J,  COP 

24  tt   MCCARTHY,  KEVIN  P.,  LIEUTENANT,  PD 

129  MCCARTNEY,  STEPHEN  MICHAEL,  MAJ,  PD 
36  tt   ODOWD,  GEORGE  E.,  COMMANDER,  PD 

191  PANZARELLA,  MICHAEL  GERARD,  DET,  PD 

159  PEDCHENKO,  WILLIAM  JOHN,  JR,  SGT,  PD 

94  tt   RICCI   ERNEST  E  COP 

139   SCHATZ,  KURT  ALLEN,  CONSERVATION  OFCR,  DEPT  OF  ENV 

160  *  SYLVIA,  ROBERT  JOSEPH,  CHF  OF  INVSTGN,  AG'S  OFC 
73  tt   TRAMBUKIS,  LEO  P,  COMMISSIONER  OF  PUBLIC  SAFETY 

SCITUATE 

99   ELLINGWOOD,  GEORGE  A,  LT,  PD 

111   GAFFNEY,  WOODROW  T.,  LIEUTENANT,  PD 
SMITHFIELD 

107  #  DEVINE,  JOHN  R,  COP 

189   SHEPARD,  WILLIAM  A,  LT,  PD 

98  tt   WHEELER,  RICHARD  M,  CHF,  BRYANT  COLLEGE  DPS 
SOUTH  KINGSTOWN 

132  GEORGE,  KENNETH  BRIGHAM,  LT,  PD 
TIVERTON 

181   ARRUDA,  GEORGE,  LT,  PD 
WAKEFIELD 

42  tt   CONGDON,  JOSEPH  B.  ,  COP 
102  #  ROBERTSON,  WILLIAM  J,  SGT,  S  KINGSTOWN  PD 
HARREN 

97  tt   CORREIA,  SAMUEL  R,  COP 
WARWICK 
194   BENTSEN,  ROBERT  MICHAEL,  DET  SGT,  PD 
54  #  BROWN,  ERNEST  T.,  CMDR,  PD 

165  tt   DUQUETTE,  JOSEPH  ANTHONY,  MAJ,  PD 
175   ELLINWOOD,  ELIZABETH  ANNE,  LT,  PD 

157  tt   MCDONALD,  WILLIAM  JOSEPH,  DET  SGT,  PD 

127   MITCHELL,  STANLEY  WILLIAM,  CPT,  PD 

136  tt   ROBITAILLE,  DAVID  JOSEPH,  DET  SGT,  PD 

144   SAVOIE,  RAYMOND  ALBERT,  LT,  PD 

113   WIGGINS,  BILLY  C,  SGT,  PD 
WEST  WARWICK 

154   CROWLEY,  JOSEPH  FREDRICK,  J,  COP 

143  tt    IZZI,  EDMUND  JOSEPH,  COP 

188   OCHS,  CATHERINE  TERESA,  LT,  PD 
WESTERLY 
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135    GHALTNEY,  LAHRENCE  JAVIS,  SGT ,  PD 
HOONSOCKET 
115   GOSSELIN,  DONALD  R.,  DET  SGT,  PD 
93   GOULD,  GEORGE  W. ,  LIEUTENANT,  PD 

187  HACK,  HILLIAM  FRANCIS,  DET  CHDR,  PD 
84   PARD,  ROBERT  E.,  COMHANDER,  PD 

SOUTH  CAROLINA 
AIKEN 
191    FROHHER,  PETER  NORHAN,  CPT ,  DPS 

46  »  HANNA,  ELZAPHAN  H. ,  CHIEF  OF  POLICE 
138    HARDT,  ROBERT  EHALD,  LT,  DPS 

96    HEATH,  CARROL  G,  SHF  OF  AIKEN  CO 
176    ROHLAND,  JODY  PERRY,  MAJ,  AIKEN  CO  SD 

173  SHELLEY,  RONDOL  LANE,  CPT,  DPS 

23  tt  SPRAHLS,  J.  M.,  ASST  SEC  DIR,  US  ATOMIC  ENERGY 

113  tt  VOIGT,  ROBERT  P,  LT,  PD, 
ANDERSON 

104  tt  BANNISTER,  NORHAN  D,  CHF,  HARRIS  PSYCHIATRIC  HOSPIT 

103  tt  BURRISS,  JAMES  E,  COP 

129  GETSINGER,  JOHNNY  HILLIAM,  CPT,  PD 

120  tt  MARETT,  HORACE  CLAYTON,  CPT,  PD 

145  M  RICKER,  JOHN  MICHAEL,  DET  SGT,  PD 

174  SMITH,  GREGORY  KEITH,  CPT,  PD 

181  TAYLOR,  GORDON  EUGENE,  SHF  OF  ANDERSON  CO, 
178   HOOTEN,  VICK  GLENN,  CPT,  ANDERSON  CO  SD 

BATESBURG 

147   OSHALD,  HILLIAM  HALLACE,  COP 
BEAUFORT 

188  BROHN,  DAVID  ALLEN,  LT,  BEAUFORT  CO  SO 

182  CHAPMAN,  FREDDIE  ADALBERT,  SGT,  BEAUFORT  CO  SD 
151   DOHLING,  JEFFERSON  PARDUE,  CPT,  PD 

118    IRBY,  JAMES  DANIEL,  SR,  SP  DEP,  US  MARSHAL 
125  tt   MERRIFIELD,  LARRY  GEORGE,  MAJ,  USMC 

168  NEILL,  HILLIAM  RHOADS,  COP 
135   OQUINN,  JOHN  PAUL,  MAJ,  PD 

155  PARKS,  TED  ALLEN,  CPT,  USMC 

166   ROBINSON,  RICHARD  LAMONT,  GUNNERY  SGT,  USMC 

107  *  SPAULDING,  HILLIAM  R,  LT,  BEAUFORT  CO  SD 
36  *  TRAMMELL,  M.  H. ,  CHIEF  OF  POLICE,  PD 

BENNETTSVILLE 

21  *  DAVIS,  FLOYD  E.,  COUNSELOR,  SC  CRIM  JUST  ACDMY 
BISHOPVILLE 
191   HUGGINS,  RUTHAN  DHAYNE,  MAJ,  LEE  CO  SD 

91  tt   TRUESDALE,  L.  LISTON,  SHF  OF  LEE  COUNTY 
CAMDEN 

108  ARLEDGE,  JOHN  T,  COP 

44  tt  CLYBURN,  LOUIS  S.,  PTLM,  PD 

69  *  DRAKEFORD,  RAYMOND  B.,  LT,  PD 

131  FLOYD,  JOSEPH  MICHAEL,  SR,  COP 

175  *  LYLES-GRAY,  HENRIETTA,  LT,  PD 

187  MCCASKILL,  STEPHEN  DEHEY,  SHF  OF  KERSHAH  CO, 
117   REYNOLDS,  JAMES  E.  ,  CAPTAIN,  PD 

CAYCE 
101  tt   DANTZLER,  ARTHUR  G. ,  DIR,  DPS 

169  JAMES,  TIMOTHY  MARK,  DIR,  DPS 
CHARLESTON 

143   CANNON,  JAMES  ALTON,  JR,  SHF  OF  CHARLES  CO 

156  CHIN,  EDHIN  JOSEPH,  SGT,  CHARLESTON  CITY  PD 

139  CONNOLLY,  MICHAEL  PATRICK,  LT,  PD 
133  GREENBERG,  REUBEN  MORRIS,  COP 
182  HAHKINS,  CHARLES  JOSEPH,  SGT,  PD 

140  HOOD,  RICHARD  HAYNE,  MASTER  CHF,  USN 

40  »  KELLY,  HILLIAM  FRASER,  SHF  OF  CHARLESTON  CO 

55  *  LOUTHIAN,  LANDON  MCD. ,  JR.,  CPL,  CHARLESTON  CO  PD 
63  tt   MCCLELLAN,  R.  P.,  SEC  OFCR,  SC  STATE  PORTS  AUTH 

169   MCHALE,  KEVIN  TIMOTHY,  LT,  CHARLESTON  CO  SD 

130   NEH,  HILLIAM  F,  JR,  CHF,  CHARLESTON  CO  AVIATION  AU 

84  tt   OLIVER,  TRACY  E,  MAJ,  PD 

62  *  PADGETT,  RICHARD  E.,  DEP  US  MARSHAL, USMS 
165  It   ROBERTS,  ROBERT  HUGH,  CPT,  PD 
133   SCHLEIN,  HENRY  RICHARD,  DET  SGT,  PD 
189   SEARSON,  FRANCIS  MARION,  LT,  PD 
100  *  SHOKES,  E.  RAY,  LIEUTENANT,  POLICE  DEPARTMENT 
120  tt   SIGHALD,  CHARLES  EDWARD,  SGT,  PD 

188  SIMPSON,  JOHN  J,  JR,  LT,  CHARLESTON  CO  SD 
57  *  SMITH,  VICTOR  EUGENE,  SERGEANT,  PD 

77  tt  STACKHOUSE,  GEORGE  B.,  Ill,  PROVOST  MARSHAL,  THE  CITADE 

126  TAYLOR,  JEROME,  LT,  PD 

96  tt  TINDAL,  HILLIAM  J,  MAJ,  PD 

40  HELCH,  SILAS  B,  LT,  SC  LAH  ENF  DIV 

56  *  HHETSELL,  RUFUS  M. ,  CAPTAIN,  PD 

169  HILEY,  CHARLES  BARRETT,  MAJ,  PD 

179   HILLIAMS,  ABRAHAM  ARROYO,  LT,  SC  HPTL 

113   YOUNGBLOOD,  GLENN  S,  MAJ,  PD 
CHARLESTON  HEIGHTS 

115   BAXTER,  MAXCY  G. ,  LT,  CHARLESTON  CO  PD 
CHERAH 

163  GRAVES,  JAMES  ARCHIE,  JR,  COP 
CLEMSON 

170  MCCRARY,  MABRY  HYATT,  CPT,  CLEMSON  UNIV  PD 
CLINTON 

164  BARKER,  ARTHUR  CARROLL,  COP 
COLUMBIA 

41  »  ASHMORE,  V.  L.,  LT,  SC  LAH  ENF  DIV 

144    BARTON,  DURHOOD  JOSEPH,  CPT,  RICHLAND  CO  SD 

43  tt   BECKMAN,  DAN  F,  CPT,  SC  LAH  ENF  DIV 
163   BRADDOCK,  JAMES  EARL,  SR,  CPT,  SC  SHP 

53  »  BROHN,  C.  KENNETH,  LT,  SC  LAH  ENF  DIV 
167   BROHN,  HILLIAM  HAROLD,  MAJ,  RICHLAND  CO  SD 


152  BURKE,  CARL  EASTON,  CPT,  PD 

158   BUTLER,  ROYSER  THOMAS,  SGT,  SC  WILDLIFE  &  MARINE  RESO 
170   CALDHELL,  NORMAN  LEVON,  LT,  PD 

60  #  CANNON,  CLARENCE  E,  CPT,  PD 
132  tt   CARNAGGIO,  CHARLES  JOSEPH,  LT,  PD 
109   CASTLES,  JOE  B.,  JR.,  LT,  RICHLAND  CO  SD 

59  tt   CATE,  MILLARD  N.,  LT,  SC  LAW  ENF  DIV 

54  tt   CAUTHEN,  HILLIAM  R,  CPT,  PD 

120  tt   COLLINS,  CLYDE  FRANKLIN,  CPT,  SC  HPTL 

122   CORLEY,  RICHARD  KENDRICK,  LT,  SC  LAW  ENF  DIV 

121  OAWSON,  MARVIN  HENRY,  JR,  LT,  SC  LAW  ENF  DIV 
108   DEFREESE,  FRANK  D.  ,  CPT,  SC  LAW  ENF 

88  *  DENNIS,  JOHN  E.,  CPT,  PD 
119   DORTON,  JOSEPH  WILLIS,  CHF  INVSTGR,  SC  ABC  COMM 

7  *  ELEAZER,  ROBERT  H. ,  CHF  OF  DET,  PD 
141    ELLIS,  ERNEST  LEAGUE,  ASSOC  SYSTEM  V-P,  LAW  ENF,  UNI 
129   FAULK,  GEORGE  CARROLL,  CPT,  SC  LAW  ENF  DIV 

85  GARNER,  GORDON  A,  FIREARMS  INSTRUCTOR,  SC  CRIM  J 
93   GIBSON,  WILLIAM  C,  DIR  OF  TNG,  SC  CRIM  JUSTICE  AC 

129   GLOVER,  LYDIA  ELISE,  CPT,  SC  LAW  ENF  DIV 

136   GRAHAM,  WILLIAM  FLOYD,  AGENT,  SC  ARSON  CNTRL  TEAM 

16  tt   GRIFFITH,  SHEPPARD  A.,  SHF  OF  RICHLAND  CO 
177   HARRELL,  HUBERT  FRANKLIN,  CHF  DEP,  RICHLAND  CO  SD 
116  #  HENDERSON,  THOMAS  W,  JR,  CPT,  SC  LAW  ENF  DIV, 

153  HICKS,  LENDOL  CRESPIN,  JR,  DIR  OF  TNG,  SC  CRIM  JUSTCE  A 

166  HUGULEY,  MARK  WHITE,  MAJ,  SC  LAW  ENF  DIV 

127  JOHNSON,  WALTER  JENNINGS,  J,  DIR  OF  LE,  SC  ETV 
136   KEMP,  MITCHELL  GLENN,  PTLM,  PD 

111   KNOTTS,  JOHN  M. ,  JR.,  CHF  INVSTGR,  5TH  JUDICIAL  CIRC 

159   LANCASTER,  FRED  KENNETH,  LT,  SC  HPTL 

152   LOTT,  LEON  LAHSON,  JR,  SHF  OF  RICHLAND  CO 

170   MARTIN,  RICHARD  OWEN,  MAJ,  RICHLAND  CO  SD 

194   MCCARTY,  ROY  VAN,  MAJ,  SC  DEPT  OF  NATURAL  RESOUR 

192   MCCLARY,  JAMES  BARTLETT,  CPT,  SC  LAW  ENF  DIV 

192   MCGRAW,  WILBERT  S,  LT,  PD 

128  tt   MIXSON,  LARRY  WAYNE,  SR,  MAJ,  SC  HPTL 
182   MOONEY,  KEVIN  JOHN,  LT,  PD 

5   MOORE,  ROBERT  S.,  LT,  SC  SHPTL 
127   PARNELL,  IRA  BYRD,  JR,  LT,  SC  LAW  ENF  DIV 
81  tt   POWELL,  WALTER  G,  CPT,  SC  LAW  ENF  DIV, 
57  tt   PRICE,  ALEXIS  BUNYAN,  CHF  DEP,  RICHLAND  COUNTY  SO 

86  tt   PRIEST,  BILLY  RAY,  DEP  MARSHAL,  USMS 

154  REID,  WILLIAM  SHERMAN,  LT,  SC  HPTL 

175   RIDDLE,  GROVER  FRED,  DEP  CHF,  RICHLAND  CO  SD 

184  ROARK,  RUSSELL  F,  III,  LT,  SC  HPTL 

34  *  SCOTT,  JOHN  W. ,  ASST.  IDENTIFICATION  OFFICER, 

167  SEALY,  MARION  EUGENE,  JR,  CHF,  FOREST  ACRES  PD 
142   SINCLAIR,  HENRY  WALLACE,  LT,  SC  LAW  ENF  DIV 
131  tt   SLOAN,  ALLEN  FREDERICK,  SHF  OF  RICHLAND  CO 

155  SMITH,  STEVEN  ARNOLD,  SR,  CPT,  SC  LAW  ENF  DIV 
180  tt   SPRINGS,  JAMES  ARNOLD,  JR,  LT,  SC  LAW  ENF  DIV 

185  STACKHOUSE,  CARLOTTA  CUNNINGHAM,  CPT,  SC  LAW  ENF  DIV 
STANLEY,  GEORGE  WILLIAM,  SA,  SC  LAW  ENF  DIV 
STEWART,  ROBERT  M,  SR,  CHIEF,  SC  LAW  ENF  DIV 
STOKES,  CARL  B,  SYSTEM  VP,  UNIV  OF  SC 
SWEATT,  CHARLES  K,  LT,  PD 

TALBERT,  C.  LANEY,  JR.,,  LT,  SC  LAW  ENF  DIV 
TATE,  JOHN  RANDOLPH,  CPT,  PD 

THOMAS,  BENJAMIN  FRANKLIN,  III,  CPT,  SC  LAW  ENF  DIV 
VAUGHT,  JOSEPH  WENDELL,  AGENT,  SC  LAW  ENF  DIV 
WATSON,  JAMES  D. ,  JR.,  LT,  SC  LAW  ENF  DIV 
WHITWORTH,  WILLIAM  C,  MARSHAL,  USMS 
WILSON,  DAVID  YORK,  MAJ,  RICHLAND  CO  SD 
WILSON,  JAMES  KERMIT,  MAJ,  SC  LAW  ENF  DIV 
WRENN,  SIDNEY  R,  LT,  SC  LAW  ENF  DIV 
WRIGHT,  STEVE  BYRON,  INVSTGR,  USC  DIV  OF  LAW  ENF  & 
YOUNG,  CARL  EUGENE,  LT,  PD 


148 

97 

68  tt 
100  # 

75  # 
126 
174 
124 

36  * 

92  # 
194 

58  # 
90  * 

192 

161 

CONWAY 

59  # 
132 
124  # 
165 

93 
166 
132 
190 
115  * 
180 


BARKER,  HUBERT  T.,  COP 
BOYD,  DONALD  REE,  SR,  CPT,  PD 
HARRIS,  JAMES  GORDON,  CHF,  HORRY  CO  PD 
KNOWLES,  WILLIAM  SAMUEL,  LT,  HORRY  CO  PD 
LUKE,  ROY  F.,  SPC  INVSTGR,  15TH  JUDICIAL  DIS 
MICHELL,  GARY  CALVERT,  COP 
MORGAN,  JOHNNY  EVERETT,  MAJ,  HORRY  CO  PD 
SCHILLING,  LARRY  ALAN,  LT,  PD 
SHEELY,  FRANK  H,  JR,  COP 

WEST,  GEORGE  KIMBROUGH,  JR,  LT,  HORRY  CO  PD 
DARLINGTON 

90   CONNOR,  WILLIE  M,  CHF  DEP,  DARLINGTON  CO  SD 

MILLER,  HARRY  L,  IDENT  OFCR,  DARLINGTON  CO  SO 
PETERSON,  JOHN  H. ,  JR.,  PATROLMAN,  PD 


45  tt 
13  * 
EASLEY 
116 


COP 


THOMAS,  LARRY  G. 
FLORENCE 

48  #  ADAMS,  MELVIN  D.,  COP 

BARNES,  WILLIAM  C. ,  SHF  OF  FLORENCE  CO 

BURCH,  MCLAURIN,  SGT,  PD 

EASON,  RAY  C,  LT,  PD 

HODGE,  DAVID  D,  CPT,  PD 

HOLLOMAN,  HOWARD  GLENN,  CPT,  SC  HPTL 

JEFFORDS,  RICHARD  WAYNE,  LT,  FLORENCE  CO  SD 

LESSMEISTER,  EUGENE  J,  CPT,  PD 

MUMFORD,  WAYMON,  COP 

PORTER,  RALPH  RAYMOND,  JR,  COP 

POSTON,  ROGER  E,  COP 

PROPPS,  RILEY  RANDOLPH,  LT,  FLORENCE  CO  SD 

ROSS,  ROBERT  LEE,  JR,  MAJ,  PD 

STONE,  ANDREW  IRBY,  DEP  SHF,  FLORENCE  CO  SO 


112 
8 

67 

70 
135 
133 

65 
133 
146 

60 
172 
181 

68 
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SOUTH  CAROLINA  -  SOUTH  CAROLINA 

1*7   TITTLE,  GEORGE  EDHARD,  JR,  DIR,  DPS 
FORT  JACKSON 

142   BOATHRIGHT,  JOHN  KINLEY,  CHO  III,  USA 
FOUNTAIN  INN 

176  MORTON,  ANTHONY  KEITH,  COP 
GAFFNEY 

150   HRIGHT,  PHILLIP  ERIC,  DET,  CHEROKEE  CO  SD 
GEORGETOHN 
149   ELDERS,  JAMES  FELTON,  JR,  COP 
186   FURR,  DANNY  LAMAR,  COP 
179   HADDIX,  ROGER  COLIN,  COP 
112  *  MCDONALD,  MICHAEL  H,  ASST  CHF,  PD 
56  *  RICHBURG,  EARL  ANSEL,  JR.,  LIEUTENANT,  PD 

98  tt   SHELLY,  FREDDIE  G. ,  CHIEF  OF  POLICE 
GOOSE  CREEK 

153   BECKER,  HARVEY  MATTHEH,  COP 

99  OHINGS,  JOHN  D.,  ASST  SEC  OFCR,  NAVAL  HEAPONS  S 
132  tt   RUONALA,  RICHARD  PHILLIP,  COP 

GREENVILLE 
183   ATKINS,  HAROLD  LLOYD,  JR,  CPT,  PD 
130   BARNETT,  CHARLES  EARL,  CPT,  GREENVILLE  CO  SD 
175   BLACKBURN,  EDHARD  FORBES,  LT,  PD 

61  #  BRAKE,  BENNIE  EUGENE,  SUPVY  DEP  US  MARSHAL,  EASTERN 
110   BRIDGES,  DAVID  M,  COP 

99   BUTLER,  HILLIAM  C,  LT,  GREENVILLE  CO  SD 
157   CANDLER,  PAUL  EDGAR,  JR,  CPT,  GREENVILLE  CO  SO 
118   CHRISTOPHER,  JAMES  QUENTIN,  AGENT,  SC  LAW  ENF  DIV 

92   DAVIS,  RICHARD  E.,  CPT,  PD 

95   DEES,  HILLIAM  C,  CPT,  PD 

140   ENTER,  THOMAS  DAVID,  CPT,  GREENVILLE  CO  SD 
130   GARRETT,  CHARLES  RALPH,  CPT,  GREENVILLE  CO  SD 
128   HARPER,  HILLIE  JAMES,  DET  SGT,  PD 
183   HASHE,  MILLIE  JEAN,  LT,  GREENVILLE  CO  SO 

53  tt   JENNINGS,  HAROLD  CHARLES,  COP 
138   JOHNSON,  HILLIE  LEE,  CPT,  PD 

13  #  KEMP,  E.  J.,  DEP,  USMS 
171   LOFTIS,  STEPHEN  DALE,  CPT,  GREENVILLE  CO  SO 

82  tt   MERCK,  J.  AUSTIN,  CAPTAIN,  PD 
160   NOLAN,  JERRY  KING,  DET  LT,  PD 

64  tt   NORRIS,  ERNEST  N.,  COP 

89   PARIS,  HARVEY  FURMAN,  CHF  OF  SEC,  SHRINERS  HOSPITAL 
195   REAMES,  RONALD  HENRY,  CPT,  GREENVILLE  CO  SO 

27  *  TURNER,  AVERY  ANSEL,  DETECTIVE,  PD 
125  tt   VINSKUS,  JOHN  CASMERE,  CPT,  GREENVILLE  CO  SD 
106  tt   HATSON,  EARL  H. ,  CPT,  PD 
171   HEST,  THOMAS  HUNTER,  LT,  PD 
GREENHOOD 

177  BROOKS,  GERALD  LOUDON,  COP, 
BUTLER,  MICHAEL  ANGELO,  ASST  CHF,  PD 

tt   COURSEY,  JAMES  THOMAS,  COP 
tt   DANIEL,  L.  GILES,  SHF  OF  GREENHOOD  CO 
DAVIS,  CARLTON  TONY,  MAJ,  GREENHOOD  CO  SD 
RILEY,  SAMUEL  PAUL,  SHF  OF  GREENHOOD  CO 
SAYLORS,  KENNETH  H,  DEP,  GREENWOOD  CO  SD 


184 
142 

74 
187 
134 

80 
GREER 

84 
172 
189 


BELCHER,  DAVID  L.,  COP 
CRISP,  HAROLD  DEAN,  JR,  COP 
SMITH,  GARY  FRANKLIN,  CPT,  PD 
HARTSVILLE 
144  #  RITCH,  RICHARD  FREDRICK,  JR,  DIR,  DPS 
53  #  HATSON,  FRED  E.,  ASSISTANT  CITY  MANAGER 
HOLLY  HILL 

69  tt   HILL,  I.  FOX,  JR.,  DIR  OF  SEC,  SC  SCHOOL  SYSTM 
IRMO 

155   BYRD,  DAVID  WESLEY,  COP 
ISLE  OF  PALMS 

45  tt   WHITE,  JAMES  BLAIR,  CHIEF  OF  POLICE 
KINGSTREE 

29  tt   FORBES,  CHARLES  E.,  SR.,  CHIEF  OF  POLICE,  PD 
79  tt   SHORTER,  C  B,  JR,  COP 
LANCASTER 

148   SOWELL,  RONALD  EUGENE,  LT,  PD 
LAURENS 

29   KEEBLE,  LEROY,  MUNICIPAL  JUDGE,  CITY  OF  LAURE 
193   MOORE,  JAMES  HELLAMS,  SHF  OF  LAURENS  CO 
168   MORSE,  ROBIN  ERIC,  COP 
LEXINGTON 

71  *  BARNES,  CLARENCE  ALBERT,  INVSTGR,  LEXINGTON  CO  SO 
BOHDEN,  JACKSON  JARVIS,  JR,  MAJ,  LEXINGTON  CO  SD 
DAY,  ST ACE  BANKS,  LT,  PD 

FREEMAN,  JAMES  EDMON,  MAJ,  LEXINGTON  CO  SD 
MCCARTY,  ALFRED  L.,  CHF  DEP,  LEXINGTON  CO  SD 
MCNAIR,  CARLISLE  JAMES,  DET,  LEXINGTON  CO  SD 
METTS,  JAMES  R.,  SH  OF  LEXINGTON  CO 
REYNOLDS,  LESTER  JORDAN,  COL,  LEXINGTON  CO  SD 
ROTH,  WILLIAM  MICHAEL,  COP 
SEBOE,  MELVIN  ARTHUR,  MAJ,  LEXINGTON  CO  SD 


143 

186 

134 

116 

184 

105 

165 

173 

121 
MARION 
92  * 
75  * 
MAULDIN 


BALDHIN, 
SKIPPER, 


JOSEPH,  JR. 
CHARLES  M., 


,  LT,  PD 
CHIEF  OF  POLICE 


144   JOHNSON,  THOMAS  ALBERT,  COP, 

MONCKS  CORNER 
149   SUMMER,  THOMAS  HARRISON,  CPT,  DPS 

MT  PLEASANT 
166   MEADOWS,  STEPHEN  DEHEY,  SGT,  PD 
185   RICCIO,  FRANK  LEWIS,  CPT,  PD 
179   SEWELL,  HARRY,  JR,  SGT,  PD 

MULLINS 
105  tt   DEW,  JAMES  CARROLL,  COP 


MYRTLE  BEACH 

49  tt   BELLAMY,  HOYT  C,  AGENT,  SC  LAW  ENF  DIV 
85  tt   BIRD,  J.  STANLEY,  COP 
191    FRONTZ,  WILLIAM  EDWARD,  LT,  PD 
160   GALL,  WARREN  STEVEN,  COP 
173   HENDRICK,  SAMUEL  MC,  CPT,  PD 
119  tt   PLAYER,  MICHAEL  WAYNE,  COP 
66  tt   RIDDLE,  ROBERT  BLAKE,  ASST  COP 
MYRTLE  BEACH  AFB 

110  tt   JACCUZZO,  KENNETH  P,  MAJ,  USAF 
NEHBERRY 

185  COUNTS,  CHARLES  EDWARD,  CPT,  PD 
87  #  SHEALY,  ANDREH,  COP 

137   SWINDLER,  LEWIS  JASPER,  JR,  COP 
NORTH  AUGUSTA 

186  LUCKEY,  WILLIAM  CLIFFORD,  CPT,  DPS 

131  tt   NEWMAN,  WALTER  EARL,  DIRECTOR  OF  PUBLIC  SAFETY 
NORTH  CHARLESTON 
162   HARE,  KATHERINE  LYNN,  CPT,  CHARLESTON  CO  PD 

OLIVER,  LAWRENCE  BURTON,  CPT,  CHARLESTON  CO  SD 
PIERCE,  ROGER  FRANK,  LT,  PD 
SABEN,  DAVID  GILBERT,  DET  SGT,  PD 
TOWNES,  RICHARD  EARLE,  COP 
93  tt   WHATLEY,  MICHAEL  S,  AGENT,  SC  LAW  ENF  DIV 
124  tt   WHITEHEAD,  LETTY  LEE,  LT,  PD 
NORTH  MYRTLE  BEACH 

64  tt   BELLAMY,  MERLIN  L,  DIR  OF  PUB  SFTY 
CAUSEY,  JOHNNY  L.,  DIR,  DPS 
FLOYD,  WALTER  EARL,  JR,  CHF  DET,  PD 
SENDLER,  CHARLES  C. ,  COP 
THOMPSON,  RONALD  RUSSELL,  SGT,  DPS 
ORANGEBURG 

95   BOLEN,  DAVID  N,  LT,  PD 

BOONE,  MARVIN  VANCE,  DET,  ORANGEBURG  CO  SD 

BOONE,  VANCE  L,  LT,  SC  LAH  ENF  DIV 

CARTER,  HAROLD  S,  CPT,  PD 

COOK,  JOHN  H,  COP 

DAVIS,  CHARLES  DAVID,  I,  SGT,  SC  HPTL 

HEATON,  ROGER  SCOTT,  CPT,  ORANGEBURG  CO  SO 


168 
139 
156 
134 


83 
150 
102 
180 


142 

97 

88 

82 

124 

193 

118 

126 


114 
194 
146 


134 
186 
109 
101 


PD 


SGT,  USMC 

NAVAL  CRIM  INVSTGN  SERV 


KEITH,  ROBERT  LEE,  LT, 

MARTIN,  WILLIAM  ALLAN,  CPT,  ORANGEBURG  CO  SD 
PARRIS  ISLAND 
149   DIBIASE,  HARRY  DANIEL, 

FRESHLEY,  JAMES  S,  SA. 

HORINE,  PATRICK  EDWARD,  GUNNERY  SGT,  USMC 

TOLLISON,  DANIEL  NALLEY,  MAJ,  USMC 
PENDLETON 

138   CRENSHAW,  DAVID  LEE,  SUMMARY  JUDGE 
PICKENS 
141   CULBREATH,  RICHARD  ALLEN,  JR,  INVSTGR,  PICKENS  CO  SD 

MORGAN,  TIMOTHY  EUGENE,  ADMIN  ASST,  PICKENS  CO  SD 

SARGENT,  PHIL  SCOTT,  CPT,  PICKENS  CO  SO 

STEWART,  PAUL  R. ,  CHF  DEP,  PICKENS  CO  SD 

STONE,  C.  DAVID,  SHF  OF  PICKENS  CO 
RIDGELAND 

164   BLACKMON,  RANDOLPH  MALLARD,  SHF  OF  JASPER  CO 
ROCK  HILL 
135   CABANISS,  CHARLES  TIMOTHY,  CPT,  PD 

DOVER,  HOWARD  J.,  CPT,  PD 

DUKE,  HAROLD  CALDWELL,  LT,  PD 

GILLESPIE,  DONALD  GUY,  ASST  DIR,  WINTHROP  UNIV  DPS 

RHODES,  WILLIAM  STEVENSON,  CHIEF  OF  POLICE 

THICKENS,  JOHN  WILLIAM,  LT,  PD 

WOLFE,  FRED  W. ,  SUPT,  IDENTIFICATION  BUREAU,  P 


ROSS,  WILLIAM  EARL,  SHF  OF  SALUDA  CO 
RUSHTON,  OLIN  DUDLEY,  SHF  OF  SALUDA  CO, 


91 

164 

166 

36 

182 

9 

SALUDA 

154  tt 

189 

SENECA 

143   DENTON,  CHARLES  BURCHUM,  COP 
SHAW  AFB 
156    BINGHAM,  SHERMAN  MICHAEL,  MAJ,  USAF 
130   TRASK,  DONALD  R,  JR,  MSGT,  USAF 
SIMPSONVILLE 

126   BOYES,  LARRY  RAY,  COP 
SPARTANBURG 

94   BAIN,  WILBUR  C. ,  JR.,  COP 
137    ENNIS,  JAMES  MICHAEL,  CPT,  SPARTANBURG  CO  SD 
56  #  FOWLER,  JACK  B.,  CPT  OF  DET,  SPARTANBURG  CO  SO 
128  tt   HILL,  THOMAS  HUGH,  CPT,  DPS 
159   HINES,  HAROLD  GLENN,  CPT,  SPARTANBURG  CO  SD 
HORTON,  DOUGLAS  WARREN,  CPT,  DPS 
LEE,  JOHN  BUNYAN,  CPT,  PD 
LEE,  RONNIE  D,  CPT,  PD 
LITTLEJOHN,  ARTHUR  DEANGELO,  LT,  DPS 
MCMILLAN  MARSHALL  F.,,  CAPTAIN,  PD 
SCRUGGS,  W.  GANTT,  CHF  OF  POL,  SPARTANBURG  CO  SD 
WELBORN,  ROBERT  MORRIS,  JR,  LT,  DPS 
WOLFE,  CHARLES  W. ,  LT,  PD 
WORTHY,  JAMES  L,  SGT,  SPARTANBURG  CO  SD 


162 
137  tt 

90 
192 

50  tt 

80  * 
175 
103  tt 
113 
SUMTER 
110  tt 
102 
187 

94  * 
177 
171 

61  # 
158 

37  tt 
121  tt 


BRUNSON,  JOSEPH  H,  COP 

COLLINS,  MAURICE  D,  MAJ,  PD 

DENNIS,  ANTHONY,  MAJ,  SUMTER  CO  SD 

DUBY,  ROBERT  L.,  LT,  PD 

GARRETT,  PATTY  JAYE,  MAJ,  PD 

GRAHAM,  JOE  ALVIN,  CPT,  PD 

GRIFFIN,  LESLIE  W.,  COP 

JOHNSON,  HAROLD  BLAKE,  COP 

MCINTOSH,  EDWARD  E.,  SC  PROBATION  OFFICER 

POULOS,  WILLIAM  LAMBERT,  CPT,  SUMTER  CO  SD, 
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148  f 
106  » 
UNION 
146 
178 


SIMS.  HAYNE  TIMOTHY,  CHF  DEP,  SUMTER  CO  SD 

SPANN,  EUGENE  TIMOTHY,  INVSTGR,  PUBLIC  DEFENDERS  OFC 


JERRY  L.,  SA,  SD  DIV  OF  CRIM  INVSTGN 


JOLLY,  WILLIAM  ARTHUR,  AGENT,  SC  LAN  ENF  DIV 
HELLS,  H  HOHARD,  SHF  OF  UNION  CO, 

HALHALLA 
181    CRENSHAH,  MICHAEL  LEON,  LT,  OCONEE  CO  SD 

HALTERBORO 
178    AVANT,  TRAVIS  LEE,  SHF  OF  COLLETON  CO 
HARRIS,  JESSE  LLEHLLYHN,  JR,  LT ,  PD 
MCJUNKIN,  THOMAS  L,  COP 
HEARS,  KENNETH  MARVIN,  DET  SGT,  PD 
ROBERTS,  JOHN  CHARLES,  LT ,  COLLETON  CO  SO 


193 

115 

172 

190 
HEST  COLUMBIA 
FREEMAN 
TYNDALL 


98 
183 


JAMES  0,  JR,  CHF,  COLUMBIA  METRO  AIRPORT 
DENNIS  KEITH,  ASST  CHF,  PD 
HINNSBORO 
157    BYRD,  ROBERT  KENNETH,  MAJ,  FAIRFIELD  CO  SD 
190   LEHIS,  DONALD  KEITH,  LT,  FAIRFIELD  CO  SO 
HOODRUFF 

145   CROHER,  MICHAEL  EDHIN,  COP 
YORK 

30  *  CHANDLER,  MARION  CECIL,  COP 
35  *  DERRICK,  TILLMAN  HINFIELD,  CHF,  YORK  CO  POL 
104  tt    ERVIN,  W.  EUGENE,  CPT,  YORK  CO  SO 
176   HUDGINS,  ROBERT  JAMES,  CPT,  YORK  CO  SD 
92  *  JOHNSON,  JAMES  F.,  CPT,  YORK  CO  SO 
141  tt   MORTON,  CLYDE  DAVID,  COP 
72  *  THOMAS  HILL  I  AM  D. , ,  CHIEF  DEPUTY,  YORK  COUNTY  SO 
195   HILLIAMS,  GLENN  PRESTON,  LT,  YORK  CO  SO 

SOUTH  DAKOTA 
ABERDEEN 
132   ADEN,  ALLEN  DELL,  COP 

HANSEN,  RICHARD  DAVID,  CPT,  PD 
HOLLAND,  DHAIN  0,  AREA  SPC  OFCR,  BIA 
MACK,  LE  ROY,  ASST  CHF,  PD 
MYHRE,  GARY  ALAN,  CPT,  PD 
ROLLINS,  CHESTER  C,  COP 
SAUER,  DAVID  D,  COP 


178 
135 
100  » 
169 
78  tt 
89  tt 
CUSTER 
120 
141 
123  * 


ECOFFEY,  ROBERT  DALE,  SA,  US  FOREST  SERV 
FLESHER,  RICK  ALLEN,  SA,  USDA  FOREST  SERVICE 
FORS,  NEILL  WALLACE,  CHF  DEP,  CUSTER  CO  SO 
DEADHOOD 

183   TRIPLETT,  STANLEY  GLENN,  DIR,  SD  COMMISSION  OF  GAMING 
GRAND  FORKS 

195   SIEBER,  BYRON  PAUL,  LT,  PD 
HAYTI 

61  tt   PETERSEN,  DELBERT  D. 
HOT  SPRINGS 

126  *  PRICE,  JOHN  DARRYL, 
HURON 

30  *  HUNTLEY,  HARVEY  R. 
INTERIOR 

120   KORTGE,  LLOYD  PAUL,  RANGER,  NPS 
MADISON 

152   LAUCK,  RICHARD  DALE,  SA,  FBI  (DET,  PD) 
MITCHELL 

88  tt   ADDY,  LAWRENCE  E.,  COP 
MOUNT  RUSHMORE 
112  tt   MAYES,  LAWRENCE  R,  (COL,  USAF ) 


PIERRE 

116  tt 

85  * 

84  tt 

129 

121 

6  * 
184 

99  tt 

109 
59  tt 
57  # 

71  tt 

192 
63  tt 
170 


SA,  SD  DIV  OF  CRIMINAL  INVSTGN 
DEP  SHF,  FALL  RIVER  CO  SD 
CHIEF  OF  POLICE,  PD 


RANGER,  NPS 


BAUM,  JERALD  L,  DIR,  DIV  OF  CRIM  INVSTGN 
BRANCEL,  HOHARD  W. ,  CPT,  PD 

CHRISTENSON,  BERNARD  W,  ASST  DIR,  SD  DIV  OF  CRIM  INVST 
COMER,  ANDY  BRUCE,  DIR  OF  SEC,  SD  STATE  LOTTERY 
DELGROSSO,  THOMAS  JOSEPH,  JR,  SA,  SD  DIV  OF  CRIM  INVSTG 
EVANS,  ELLSWORTH  E. ,  ASST  ATTY  GEN  IN  CRGE  OF  INVST 
GRANDPRE,  ROBERT  EARL,  SA,  SD  DIV  OF  CRIM  INVSTGN 
GROMER,  DONALD  E,  DIR,  GAMING  COMM 
HARMON,  JOSEPH  D. ,  LIEUTENANT,  PD 
HILL,  CHARLES  J.,  IDENT  OFCR,  SD  DIV  OF  CRIM  INV 
KEBACH,  ROLLAND,  ASST  DIR,  SD  DIV  OF  CRIM  INVST 
LICHT,  DONALD  G,  DIR,  SD  DIV  OF  CRIM  INVSTGN 
SEMMLER,  RONALD  EUGENE,  LT,  PD 

SONNENFELD,  MELVIN  J.,  SA,  SD  DIV  OF  CRIMINAL  INVSTGN 
THOM,  KEVIN  LEE,  SA,  SD  DIV  OF  CRIM  INVSTGN 
RAPID  CITY 
122  *  ANDERSON,  PETER  JAMES,  COP 

BOZE,  CARROLL  H,  ASST  CHF,  PD 

BROHN,  FREDERICK  WILLIAM,  LT,  PD 

FIELDS,  JAMES  LAWTON,  LT,  PD 

GLASSGOW,  DE  WAYNE,  CHF  DEP,  PENNINGTON  CO  SD 

GRANT,  CHRISTOPHER  MICHAEL,  CPT,  PD 

HENNIES,  THOMAS  L,  COP 

JENNIGES,  MICHAEL  LYNN,  AGNT,  ST  DEPT  OF  REV 

JOHNSON,  RALPH  S.,  CHF  OF  DET,  PD 

KINNEY,  JACKSON  C,  CPT,  SD  HPTL 

MOORE,  JERALD  DUANE,  DEP,  PENNINGTON  CO  SO 

MOORE,  ROB  E,  ASST  CHF,  PD 

NOYES,  DOUGLAS  CUSHMAN,  CPT,  PD 

OVERTURF,  ROBERT  LEE,  (SA,  DEA1SA,  SD  ATTY  GEN  OFC 

SCHMITZ,  ELMER  GEORGE,  LT,  PD 

SHEPPERSON,  MELVIN  W,  SA,  SD  DIV  OF  CRIM  INVSTGN 

TIESZEN,  CRAIG  JOHN,  CPT,  PD 

WALKER,  JOHN  KARL,  SA,  DIV  OF  CRIM  INVSTGN 

WITH,  CULLEN  P,  CPT,  SD  HPTL 

YELLOW  ROBE,  LUTHER  PHILIP,  CPL,  PENNINGTON  CO  SD 

ZAKINSKI,  STANLEY  B,  COP 


87 
133 
142 
108 
181 
111 
138 

53 
108 
136 
131 
171 
159 
127 

92 
157 
176 

52 
172 

96 


REDFIELD 

94   LINDBERG, 

SIOUX  FALLS 
101  tt   ANDERSON,  JOHN  A,  CPT,  SD  HPTL 
134   DAHL,  DUANE  LOWELL,  SA,  DIV  OF  CRIM  INVSTGN 
124   DEVANEY,  FREDRICK  MARIUS,  SA,  DIV  OF  CRIM  INVSTGN 
112   DUNKER,  WILLIAM  E.,  SGT,  PD 
107    ELSTON,  DAN  D. ,  SHF  OF  MINNEHAHA  CO 

148  *  GIEGLING,  KENNETH  WAYNE,  SA,  DIV  OF  CRIM  INVSTGN 

90  tt   GREEN,  DAVID  F,  COP 

119  IDEKER,  RICHARD  LOWELL,  LT,  PD 
117   KISECKER,  GERALD  R,  CPT,  PD 

179  KULL,  DAVID  WILLIAM,  CPT,  PD 

104  LARSON,  DUANE  M,  COORDINATOR,  SD  SAFETY  COUNCIL 

105  LUEBKE,  HENRY  W. ,  SERGEANT,  PD 
167  OLSEN,  THOMAS  SANFORD,  SGT,  PD 
144   SATTERLEE,  TERRANCE  LYNN,  COP 

128   SEVERSON,  WILLIAM  PAUL,  MAJ,  SD  ST  PENITENTIARY 
86  tt   SKADSEN,  DON  W,  CPT,  PD 

175   ZANFES,  JEFFREY  ARTHUR,  LT,  MINNEHAHA  CO  SD 
SPEARFISH 

91  ft   LITSCHEHSKI,  GERALD  P,  SA,  SD  DIV  OF  CRIM  INVSTGN 
140   MOWELL,  RICHARD  ELLIOTT,  COP 

106  MULLER,  DAVID  J.,  SA,  SD  DIV  OF  CRIM  INVSTGN 
STURGIS 

180  DAVIS,  JAMES  WILLIAM,  DEP,  MEADE  CO  SD 

79  tt   MEYER,  RICHARD,  SA,  DIV  OF  CRIMINAL  INVESTIGAT 
VERMI LLION 

114  *  EVERSON,  WAYNE  E,  SA,  SD  DIV  OF  CRIM  INVSTGN 
WATERTOWN 
187   LOHR,  TERRY  JOHN,  COP 
22  *  SEARS,  GLEN  F.,  PATROLMAN,  PD 
HI NNER 

143   SCHUETH,  PAUL  JOHN,  COP 
YANKTON 

93  tt   ARNESON,  FRANKLIN  A,  COP 

84  tt   GIFFORD,  MARVIN  P,  COP 

14  *  GROVIJAHN,  GEORGE,  CHIEF  OF  POLICE,  PD 

149  *  MILLER,  WILLIAM  KENNETH,  LT,  PD 

189   VLAHAKIS,  JAMES  CHRIS,  SA,  SD  DIV  OF  CRIM  INVSTGN 


TENNESSEE 


ALCOA 
160 
192 
139 
136 
185 
112 


BEELER,  KENNETH  RAY,  LT,  PD 
BORING,  STEVEN  DALE,  SGT,  PD 
CHODAK,  WAYNE  MICHAEL,  COP 
COOPER,  KERMIT  EDWARD,  ASST  CHF,  PD 
DUNN,  PHILLIP  GRANT,  LT,  PD 
GAINES,  LEONARD,  LT,  PD 

95  tt   GENTRY,  HENRY  H. ,  LT,  PD 

99  *  GREEN,  HORACE  W. ,  LT,  PD 

HICKS,  MICHAEL  LYNN,  DET  SGT,  PD 
RIDINGS,  LOWELL  HOWARD,  JR,  LT,  PD 
SELLERS,  RONALD  CRAIG,  LT,  PD 


152  * 
142 
175 
ATHENS 
116 

47  * 
157 

92 


ALLEN,  JOHN  B,  SGT,  TN  HPTL 

ARMSTRONG,  REECE  L.,  CHF  DEP  SHF,  MCMINN  CO  SO 
BROGAN,  RICHARD  WILLIAM,  SA,  TN  BU  OF  INVSTGN 
MILLION,  JACKIE  E,  PTL  SGT,  MCMINN  CO  SO 
BARTLETT 

111  tt   CROSSNO,  WILLIAM  A,  COP 

131    FREDERICK,  GARY  ALLEN,  LT,  PD 

135   FREEMAN,  WILLIAM  PAUL,  CPT,  PD 

110  *  JOHNSON,  HENRY  L,  COP 

146   JOHNSON,  STEVEN  DUANE,  LT,  PD 

170   MACK,  RORY  ALAN,  CPT,  PD 

192   OWENS,  ROBERT  DAVID,  LT,  PD 

182   RIKARD,  GARY  LEE,  LT,  PD 
BLOUNTVILLE 

172  CARR,  DHAYNE  KEITH,  SHF  OF  SULLIVAN  CO 

137  *  GRIMES,  RANDALL  RICHARD,  CHF  DEP,  SULLIVAN  CO  SO 

101  tt   HODGE,  BOBBY  G,  DEP,  SULLIVAN  CO  SO 

129   KLEPPER,  DAVID  WINSTON,  PTLM,  SULLIVAN  CO  SD 

137  LAWSON,  BODA  LEE,  CPT,  SULLIVAN  CO  SO 

86  tt   RUTLEDGE,  DONALD  R.,  CRIM  INVSTGR,  DA  GENERALS  OFFI 

162   TACKETT,  ROY  CURTIS,  MAJ,  SULLIVAN  CO  SD 
BRISTOL 

142  *  BROCKMAN,  GEORGE  THOMAS,  COP 

109  tt   GUINN,  ELBERT  L,  SGT,  PD 

185   NECESSARY,  JACKIE  LEE,  INVSTGR,  PD 

139   WAMPLER,  DAVID  EDWARD,  COP 

178   YANIERO,  MICHAEL  GEORGE,  MAJ,  PD 
BROHNSVI LLE 

168   BLACKBURN,  JOHNNY  ONEAL,  JR,  LT,  PD 

118  #  ENGLISH,  LUCION  RICKS,  SA,  TN  BU  OF  INVESTIGATION 

159   KENDRICK,  JAMES  GILLIAND,  ASST  CHF,  PD 
CHARLOTTE 

192   PATTERSON,  JOHN  LYLE,  CHF  DEP,  DICKSON  CO  SD 

173  WALL,  LEON  THOMAS,  II,  SHF  OF  DICKSON  CO 
CHATTANOOGA 

194   APPUGLIESE,  JAMES  VINCENT,  JR,  SGT,  PD 

89  tt   BRALY,  HAYNE  D,  MAJ,  PD 

103  tt   BROWN,  MARTIN,  DEP  SHF,  HAMILTON  CO  SO 

138  CONNER,  RONALD  PATRICK,  CPT,  PD 
165   COOPER,  FREEMAN  ELISHA,  JR,  LT,  PD 

139  *  COOPER,  HELEN  ALLEN,  LT,  PD 

126   DAVIS,  DOUGLAS  STEPHEN,  SA,  TVA 

106  tt   DINSMORE,  ERVIN  L,  COMR  OF  FIRE  &  POL 

90  tt   DONALDSON,  HAROLD  L,  INSPR,  PD 

176   DUDLEY,  CHARLES  LAWRENCE,  JR,  SGT,  PD 
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181    EILDERS,  LON  LESTER,  SR,  LT,  PD 
140  tt   FINNEY,  LARRY  ALLEN,  CPT,  PD 
130   GREGORY,  LARRY  EUGENE,  CPT,  PD 
136   HAYDEN,  JOHN  HANK,  LT,  PD 
105   HICKS,  LEE  J.,  JR.,  CAPTAIN,  PD 
94  tt   KENNEDY,  LOYCE  T,  COMMISSIONER,  PD 
151   LYDA,  LARRY  JOE,  DEP  CHF,  PD 
98  tt   MCCUTCHEON,  EUGENE  B,  DEP  CHF,  PD 
168   OTIS,  FRANKLIN  ROOSEVELT,  LT,  PD 
154   PHILLIPS,  ROY  GENE,  SGT,  TN  HPTL 
111   PRESLEY,  GERALD  F,  SA,  TN  BU  OF  INVSTGN 
180   ROGERS,  ALTON  DWAINE,  TPR,  TN  HPTL 
91  tt   ROMINGER,  CHARLES  K,  DEP  CHF,  PD 
130  tt   ST  CLAIR,  RICHARD  DEAN,  MAJ,  PD 
187   STUERMER,  JOHN  STANLEY,  LT,  PD 
88  tt   SULLIVAN,  JAMES  E.,  JR.,  CAPTAIN,  PD 
123   THURMAN,  RICHARD,  JR,  DEP  CHF,  HAMILTON  CO  SD 
63  tt   UPCHURCH,  MALCOLM  H.  ,  PAROLE  OFFICER,  STATE  OF  TENNE 
156   VAUGHN,  TRAMMELL  EDHARD,  CPT,  PD 
154   VINCENT,  WILLIAM  HARDIN,  CPT,  PD 
134  tt   HHEELER,  THEODORE  ROOSEVELT,  ASST  CHF,  PD 
147   HILLHOIT,  CLYDE  L,  II,  LT,  PD 
126  tt   WILLIAMS,  DONALD,  CPT,  PD 
CLARKSVILLE 
146  *  BAIZE,  DAVID  THOMAS,  LT,  PD 

BOWERS,  WILLIAM  M,  SA,  TN  BU  OF  INVSTGN 

CUSHMAN,  BOBBY  G,  CPT,  PD 

HANCOCK,  ROYCE  G. ,  CHF  DEP,  MONTGOMERY  CO  SD 

NEBLETT,  PAUL  E,  COP 
CLEVELAND 
105  tt   ADKINS,  CHARLES  W,  DET,  PD 

BOTTS,  ARNOLD  EARL,  COP 

BOZZONE,  RICHARD  NOEL,  TNG  OFCR,  PD 

CHAMBERS,  WILLIAM  E.,  DIS  SUPV,  LND  USE  SECTN,  TN  VA 

GOINS,  DENNIS  ARTHUR,  CPL,  BRADLEY  CO  SD 

HICKS,  GARY  MICHAEL,  SGT,  PD 

HIXON,  FRANK  STEVEN,  SUPV  CPL,  PD 

MADDUX,  DENNIS  ACTON,  SGT,  PD 

REESE,  LEE,  COP 

RENEGAR,  ROBERT  CARLTON,  CPT,  PD 

SCOGGINS,  EDDIE  LAVOY,  CPT,  PD 

SNYDER,  WESLEY  BERNARD,  JR,  LT,  PD 

STEELE,  KENNETH  RAYMOND,  PTLM,  PD 

WESTFIELD,  LUTHER  DANIEL,  SGT,  PD 


105 

103 

101 

88 


117 
141 
14 
189 
170 
179 
188 
161 
146 
106 
156 
158 
192 


CLIFTON 

131   BOATWRIGHT,  ALVA  EDWIN,  JR,  COP 
CLINTON 

181   MANNING,  CHARLES  SCOTT,  SHF  OF  ANDERSON  CO, 

175  SHULTZ,  ROBERT  DANIEL,  DIR,  7TH  JUDICIAL  DIST  DRUG  F 
60  *  TROTTER,  DENNIS  0,  SHERIFF  OF  ANDERSON  COUNTY 

191   WILLS,  MARK  ROGER,  CPT,  ANDERSON  CO  SD 
COLLIERVILLE 
186   BEARD,  CHARLES  THOMAS,  JR,  LT,  PD 
156   BOLING,  DAVID  WALTON,  ASST  CHF,  PD 
134   BURGESS,  JEROME,  CPT,  PD 

176  COCHRAN,  TERRY  ALLEN,  CPT,  PD 

167   GOODWIN,  LAWRENCE  EDWARD,  CPT,  PD 

164   HAMRIC,  WILLIAM  DAVID,  LT,  PD 

137   HOOD,  GEORGE  DWIGHT,  LT,  PD 

123   JOYNER,  DENNIS  EARLAND,  COP 

149   MCCASKILL,  THOMAS  EARL,  CPT,  PD 
COLUMBIA 

170   MATTHEWS,  JAMES  EDWARD,  III,  INVSTGR,  DA  OFC 
46  *  STOFEL,  BERNARD  0.,  DEPUTY  SHERIFF,  MAURY  COUNTY  S 
COOKEVILLE 

184   EVANS,  HENRY  RANDALL,  SGT,  PD 
99  tt   FORD,  BILLY  H,  TPR,  TN  HPTL 

188   HEMBREE,  TERRY  LYNN,  CRIM  INVSTGR,  DA  GEN  OFC 

119   HOLT,  RICHARD  MICHAEL,  COP 

148   OREAR,  LARRY  GREG,  SA,  TN  BU  OF  INVSTGN 
CROSSVILLE 

133   MOORE,  JAMES  DAVID,  SA,  TN  BU  OF  INVSTGN 
DAYTON 

104  tt   HARRISON,  ROLFE  B,  CRIM  INVSTGN,  DA  OFC 
DICKSON 

128  *  GRAY,  STEPHEN  ELBERT,  COP 
DONELSON 

110  *  FARLEY,  ROGER  H,  ADMIN,  TN  LAW  ENF  TNG  ACADEMY 
87  tt   THOMAS,  WILLIAM  R,  DIR,  TN  LAW  ENF  TNG  ACADEMY 
DYERSBURG 

8  *  FINLEY,  CHARLES  A.,  PATROLMAN,  PD 

159   HOLT,  JEFFREY  THOMAS,  SHF  OF  DYER  COUNTY 
21  *  TURNER,  CLARENCE  E.,  CHIEF  OF  POLICE,  PD 
EAST  RIDGE 

184  HEATH,  THOMAS  JAMES,  LT,  PD 

100  tt   RICHARDS,  ALAN  R,  COP 

185  SEBENICK,  JOSEPH  URBAN,  COP 
ELIZABETHTON 

143   CROWE,  ROGER  BROWNING,  DET  SGT,  PD 
68  *  ODOM,  PAUL  WILLIAM,  CHF  DEP,  CARTER  CO  SO 
190   SHELL,  LARRY  C,  DEP  CHF,  PD 
FALL  BRANCH 

101  *  STROUD,  W  JENNINGS,  LT,  TN  HPTL 
FAYETTEVILLE 

125   PENCE,  DONNA  MARIE,  SA,  TN  BU  OF  INVSTGN 
FRANKLIN 

190  BATEMAN,  LARRY  BRUCE,  LT,  PD 

191  CAGLE,  DERRELL  EVERETT,  LT,  WILLIAMSO  CO  SD 
167  *  COUSER,  ROBERT  HENRY,  LT,  WILLIAMSON  CO  SD 
161   MOATES,  CRAIG  BRYAN,  LT,  PD 


85 
112 
144 

20 
190 


188 
176 
114 
151 
163 
142 
109 
192 


DEP  SHF,  SUMNER  CO  SD 
DEP,  SUMNER  CO  SO 


91   MOORE,  JACKIE  R,  COP 
178   RHOADES,  ROBERT  MAURICE,  JR,  LT,  WILLIAMSON  CO  SD 
135  tt   SAYLOR,  LAWRENCE  STUART,  JR,  SHF  OF  WILLIAMSON  CO 
130  tt   SMITH,  ARLIE  H,  JR.,  CPT,  PD, 
105  *  STAFFORD,  JAMES  T.,  JR,  ASSISTANT  CHIEF,  PD 
95   HISDOM,  MARION  F,  COP 
GALLATIN 
186   BEAN,  KEITH  ALAN, 
BRAZIER,  JAMES  R, 
BURTON,  JERRY  R,  CPT,  PD 
LAME,  CHARLES  DAVID,  CHF  OF  DET,  PD 
ROBERTS,  CHARLES  E.,  CHIEF  OF  POLICE 
THRASHER,  DENNIS  ALAN,  LT,  PD 
GATLINBURG 
171   BRACKINS,  RANDALL  JAY,  CPT,  PD 

19  tt   MERNIN,  GERALD  EDWIN,  SPEC,  GREAT  SMOKEY  MOUNTAIN  NA 
109   TATUM,  JOHN  G,  CHF  DEP,  USMS 
177   WALDROUP,  GARY  GLENN,  CPT,  PD 
GERMANTOWN 
171  *  CLINTON,  RICHARD  DE,  LT,  PD 
FORTUNE,  JAMES  ALLEN,  COP 
HALL,  RICHARD  LEE,  DEP  CHF,  PD 
HAMBLEN,  PAUL  W,  CPT,  PD 
JOHNSON,  JAMES  PATRICK,  III,  LT,  PD 
MONTGOMERY,  JAMES  ALAN,  INSPR,  PD 
ROPER,  BRIAN  ROBERT,  DEP  CHF,  PD 
VOS,  LARRY  D,  LIEUTENANT,  PD 
WASHINGTON,  SARAH  ANN,  CPT,  PD 
GREENEVILLE 

37  tt   BEELER,  JAMES  R.,  SA,  AT&F  DIV,  US  TRESRY  DEPT 
CRUM,  DAVID  LOY,  PTLM,  PD 
tt   KING,  PAUL  W,  CPT,  PD 

MORRELL,  RICHARD  LEE,  ASAC,  TN  BU  OF  INVSTGN 
tt   ROLLINS,  KENNETH  RAY,  COP 

SAULS,  MICHAEL  JAY,  SGT,  PD 
*  SELF,  HOWARD  R.,  DEPUTY  SHERIFF,  GREENE  COUNTY 
SOLOMON,  ROBERT  WILLIAM,  CHF  OF  DET,  GREENE  CO  SD 
WEBB,  TERRY  LEE,  DET  SGT,  PD 

HUGH  A.,  CHIEF  OF  POLICE 


182 
84 

151 
62 

164 
36 

155 

169 
54  #  WELLS, 
HENDERSON 

153   DAVIS,  TOMMY  WAYNE,  COP 

143  tt   HEARN,  PERRY  MARVIN,  COP 
HENDERSONVILLE 

182   CLAYBON,  JOSEPH,  SGT,  PD 

115  tt   CONNOLLY,  KEITH  E,  CPT,  PD 

163   FRIZZELL,  TERRY  SCOTT,  DET  LT,  PD 

171   HARBSMEIER,  PAUL  CLARKE,  DET  SGT,  PD 

124   HOLSBERRY,  RAYMOND  DALE,  CPT,  PD 

111   KEY,  DAVID  L.,  COP 

189   LAWSON,  JAMES  ROBERT,  JR,  SGT,  PD 

150   MEEKS,  GEORGE  THOMAS,  CPT,  PD 

177   RILEY,  BYRON  JOE,  LT,  PD 

156   WATSON,  JOHN  GLENN,  LT,  PD 
JACKSBORO 

146   SCOTT,  CHARLES  GLYNN,  SA,  TN  BU  OF  INVSTGN 
JACKSON 

142   ARNOLD,  JOHN  WILLIAM,  CPT,  MADISON  CO  SD 

BLACKWELL,  THOMAS  J,  SPC  AGT  IN  CHARGE,  TN  BU  OF  IN 

CEPPARULO,  EDMOND  COTTEN,  LT,  PD 

COLLINS,  RICKY  LEE,  LT,  PD 

CREWS,  BARNEY  E,  JR,  CPT,  PD 

DAILEY,  ROBERT  W,  CPT,  PD 

FITZGERALD,  JEFFERY  LEE,  SGT,  MADISON  CO  SD 

HIGGINS,  RICHARD  L,  CPT,  PD, 

JOLLEY,  DAVID  GLENN,  SA,  TN  BU  OF  INVSTGN 

LAWSON,  JAMES  WILLIAM,  AGENT  II,  STATE  ABC 

MARCOM,  THOMAS  E.,  SERGEANT,  PD 

MEHR,  JOHN  ROBERT,  SAC,  TN  BU  OF  INVSTGN 

PHELPS,  JAMES  STEPHEN,  SA,  TN  BU  OF  INVSTGN 

PRIDDY,  JERRY  NEAL,  LT,  PD 

SHEPARD,  MICHAEL  GENE,  SGT,  PD 

WILSON,  JACK  ALLEN,  CRIM  INVSTGR,  DA  GEN  OFC 


103  It 
163 
157 
143  tt 

79  tt 
157 
112 
172 
133 

64  * 
139 
145 
193 
169 
152 
JASPER 

132   WEBB,  JAMES  MILTON,  SHF  OF  MARION  CO 
JOHNSON  CITY 
173   FRANKS,  JAMES  WALTER,  CPT,  PD 
180   HARRIS,  HARRY  TRENT,  CPT,  PD 
161   LOWRY,  JOHN  DAVIS,  JR,  MAJ,  PD 
107   PHILLIPS,  FRED,  SHF  OF  WASHINGTON  CO 

66  #  SLOAN,  JOHN  C,  SA,  TN  BU  OF  INVSTGN 
191   SMITH,  STEPHEN  RAY,  CPT,  PD 
119   STREET,  RONALD  DALE,  COP 
155   TUNNELL,  JERRY  GLENN,  LT,  PD 
148   YOUNGER,  GARRY  ALLEN,  LT,  PD 
KI NGSPORT 

93  *  COLLEY,  JOHNNY  M. ,  DET  SGT,  PD 
132   DENNEY,  ROBERT  EDWARD,  SAC,  TN  BU  OF  INVSTGN 
148  #  EPPERSON,  RONALD  CHARLES,  CPL,  PD 
114  *  FLANARY,  GALE  K,  ASST  COP 
145   GILREATH,  HAROLD  EDWARD,  DET,  PD 
143   HAMPTON,  WILLIAM  DAVID,  LT,  TN  HPTL 
131   HULSEY,  CHARLES  NOLAN,  SGT,  PD 

96   KEESLING,  JAMES  F,  COP 
193   LIGHT,  WILLIAM  FRANK,  DET,  PD 
166   OSBORNE,  GROVER  GALE,  DEP  CHF,  PD 
182   OUILLIN,  DAVID  ALAN,  SGT,  PD 
159   SHUMATE,  ROBERT  GLENN,  DEP  CHF,  PD 

18  tt   STILL,  J.  CHARLES,  COP 
KINGSTON 
127  tt   DREW,  CHARLES  LEE,  INVSTGR,  ROANE  CO  SD 


X 
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KINGSTON  SPRINGS 

153   BREEDLOVE,  MICHAEL  ANTHONY,  SA,  TN  BU  OF  INVSTGN 
KNOXVILLE 

135  f  BOYD,  HILLIAM  MICHAEL,  CHF  OEP,  KNOX  CO  SO 
98  »  BRITT,  HAYNE  L,  SGT,  TN  HPTL 

171  CAMP,  KELLY  DARREN,  LT ,  METRO  AIRPORT  SAFETY 
192   CARVER,  JAMES  EDHARD,  ASST  DIR,  TVA 

124  CHESTER,  RICKY  LYNN,  TPR,  TN  DPS 

184  CLIFT,  DONNA  MEREDITH,  SGT,  PD 

121  COFFEY,  JEFFREY  KEENER,  ASST  CHF,  KNOX  CO  SD 

112  COKER,  JAMES  R.,  DEP  CHF,  PD 

115  COLEMAN,  CHARLES  J.,  CPT,  PD 

163  DAVIS,  DANIEL  THOMAS,  CPT,  PD 

140  DAY,  JERRY  HAYNE,  DEP  CHF,  PD 

172  FISH,  ARNOLD  PAUL,  JR,  CPT,  PD 

166  FLETCHER,  RAYMOND  MICHAEL,  SGT,  TN  DPS 
79    FOHLER,  JOSEPH  C,  MARSHAL,  USMS 

97    FOX,  HILLIAM  C,  JR,  SPEC  DEP,  USMC 
189   GASCHO,  ROGER  STEPHEN,  INVSTGR,  TN  HPTL 

164  GRISHOLD,  HILLIAM  DAVID,  SA,  TN  BU  OF  INVSTGN 
70  tt   HAMMER,  THOMAS  P.,  ASST  CHF,  PD 

53  tt   HAMMONTREE,  HARRY  N,  LT, AIRPORT  PD 

26  tt   HARRIS,  JOSEPH  FRENCH,  COP 
134  f  HAYNES,  ROSS  ELBERT,  INVSTGR,  KNOXVILLE  AG'S  OFC 
157   HUTCHISON,  TIMOTHY  RAY,  SHF  OF  KNOX  CO  SD 

45  0  IRELAND,  GEORGE  E.,  INSPECTOR,  PD 
180   JINKS,  JACK  HUGH,  JR,  SGT,  PD 
102  tt   JONES,  JOHN  H,  MANAGER,  TN  VALLEY  AUTH 
110   KEITH,  PHILLIP  E,  COP 

116  KIDHELL,  JAMES  H,  CL  SP  INVSTGTR,  COL  INS  COMP 

95  tt   KING,  GERALD  R,  CPT,  PD 

167  LOCKMILLER,  RANDAL  JAMES,  CPT,  PD 
164   LYON,  BERNIE  HAROLD,  LT,  KNOX  CO  SD 

77  tt   MAUPIN,  FELIX  C.  ,  JR.,  CAPTAIN,  PD 

129  MCBEE,  HILLIAM  L,  III,  SA,  TVA 

178  MONROE,  GREGORY  CRAIG,  SA,  TN  BU  OF  INVSTGN 
104  t   NORMAN,  ROBERT  D. ,  CAPTAIN,  PD 

191   PAIDOUSIS,  GUS  MICHAEL,  LT,  PD 
52  »  PATE,  CHARLES  E.,  PATROLMAN,  PD 

96  PATTY,  CHARLES  E.,  CAPTAIN,  PD 

107  PRESSNELL,  RAY,  SA,  TN  BU  OF  INVSTGN 

94  tt  PRICE,  JOHN  D,  JR,  DEP  CHF,  PD 

32  tt  ROBERTS,  JOE  H. ,  SERGEANT,  PD 

100  ROHAN,  JAMES  H.,  CAPTAIN,  PD 

141  tt  SAMPLEY,  RAY  HOUSTON,  LT,  TN  HPTL 

145   SEXTON,  ROBERT  BERYLE,  JR,  CPT,  KNOX  CO  SD 

117  SHAFFER,  GARY  M,  SGT,  PD 

94  tt   SIRCY,  MAXEY  L,  CHF,  TN  VALLEY  AUTHORITY 
163   SMITH,  CHARLES  ROBIN,  REG  CMDR,  PD 

138  tt   STURGILL,  LUTHER  BRYAN,  ASST  CHF  DEP,  KNOX  CO  SD 
112   TAYLOR,  JAMES  T,  CPT,  US-TVA  PUBLIC  SAFETY  SERV 

47  It   THOMPSON,  PAUL  L.,  INVESTIGATOR,  ALCOHOL  BEVERAGE 
131   HAGGONER,  JAMES  MICHAEL,  PTLM,  PD 
131   HEBB,  IDA  MAE,  LT,  PD 
184   HELKER,  MARK  ALLEN,  ASST  CHF,  UNIV  OF  TN  POL 

194  HHITEHURST,  SIDNEY  GENE,  ASST  DIR,  US  TVA 

139  YATES,  CRAIG  ALLEN,  SA,  US  TVA 
LAVERGNE 

179  BOHLING,  MILTON  BAILEY,  PTLM,  PD 
LAHRENCEBURG 

173  BENTLEY,  JIMMY  LLOYD,  JR,  SGT,  PD 

137  tt   COLEMAN,  HILLIAM  EDWARD,  III,  SA,  TN  BU  OF  INVSTGN 
155   FITE,  LOUIS  HAYNE,  COP 
139  tt   HOLDER,  NOLAN  DEMPSEY,  LT,  TN  SHP 
52  tt   LINDSEY,  HILLIAM  H. ,  JR.,  COP 
115  »  SMITH,  DAVID  R,  CAPTAIN,  PD 
LEBANON 

96  FARMER,  ROGER  B,  LT,  TN  HPTL 
LEHISBURG 

115   GREEN,  RAY  0.,  CHIEF  OF  POLICE 
LEXINGTON 

118  *  MARTIN,  TEDDY  HARD,  INVSTGR,  PD 
MANCHESTER 

174  BUTLER,  BILLY  ALEXANDER,  DET  SGT,  PD 
118  tt   OUALLS,  FRANKLIN  D.  ,  COP 

124  tt  HALKER,  HAROLD  GUINN,  COP 
MARTIN 

97  COUNCIL,  TED  A.,  DIR,  UNIV  OF  TN  AT  MARTIN,  PD 
166  HARRIS,  DANNY  JOE,  INVSTGR,  PD 

181  HAZLEHOOD,  ALAN  DALE,  CPT,  PD 

121  JAHR,  STEVEN  ARLIE,  ASST  DIR,  DEPT  OF  SFTY  AND  SEC 

120  JOHNSON,  ROBERT  JOE,  CPT,  DEPT  OF  SFTY  AND  SEC 

195  MOORE,  DAVID  BURTON,  CPT,  PD 
144  tt   RUSHING,  LEON,  ASST  CHF,  PD 
172  SANDERS,  JOSEPH  DAVID,  COP 
185  TEAL,  DONALD  HAYNE,  CPT,  PD 

MARYVILLE 

40  tt   BLUFORD,  JOHN  R,  COP 

89   BORING,  DON  E,  OEP  CHF,  BLOUNT  CO  SD 
169   CRISP,  TONY  JAY,  LT,  PD 
181   DUNN,  RONALD  ANTHONY,  SGT,  PD 
144   GARNER,  ARCHIE  LEON,  ASST  CHF,  BLOUNT  CO  SD 
193   GRAVES,  DAVID  MICHAEL,  DET  LT,  PD 
165   JOHNSTON,  MICHAEL  DAVID,  LT,  PD 

121  »  KIDD,  RANDALL  LEON,  CHF  OF  DET,  BLOUNT  CO  SD 
195   MANUEL,  HILLIAM  JASPER,  DET  SGT,  PD 

103  tt   MARCUH,  JOHN  A,  SA,  TN  BU  OF  INVSTGN 

149   MCCULLOCH,  JOHN  BRYAN,  LT,  PD 

152   NICHOLS,  TERRY  LEE,  COP 

195   THOMAS,  SCOTT  EARL,  LT,  BLOUNT  CO  SO 


13  *  YOUNG,  DONALD  R. ,  PATROLMAN,  PD 
MCMINNVILLE 
116  *  MATHIAS,  DAN  R.,  CPT,  PD 
142   ROSS,  LARRY  GLENN,  ASST  DIST  AG, WARREN  CO  DA  OFC 


59  *  YAGER, 
MEMPHIS 
174 
109 
154 
141 

89 
130 

76 
134 
195 
126 
174 
180 


EDWARD  N.,  Ill,  CHIEF  DEPUTY,  WARREN  COUNTY  SO 


CPT,  SHELBY  CO  SD 
CPT,  SHELBY  CO  SD 
INSPR,  SHELBY  CO  SD 
CPT,  SHELBY  CO  SD 


122 
141 

59 
173 
113 

97 
125 
105 

80 


122 
131 
182 
118 
136 
140 
177 
176 
190 
104 
96 


ALLEN,  HILLIAM  HENRY, 
ANDERTON,  ELVIS  W,  JR, 
ANDREHS,  CARL  EUGENE, 
ARCHER,  BEVERLY  JEAN, 
ARKIN,  ELI  H.,  JR.,  LT,  PD 
AYLOR,  JAMES  RAYMOND,  CHF  INSPR,  PD 
BARKSDALE,  EUGENE  L,  SHF  OF  SHELBY  CO 
BEASLEY,  TED  MITCHELL,  DEP  DIR,  PD 
BETTS,  DEWEY  ALLEN,  MAJ,  PD 
BOGGAN,  JOHN  EDGAR,  CPT,  SHELBY  CO  SD 
BOLDEN,  JAMES  HURLEN,  JR,  CHF  INSPR,  PD 
BROWN,  AUGUSTUS  F,  JR,  DEP  CHF,  PD 

BROWN,  JOHN  WESLEY,  III,  (LT,  PD,  COLUMBIA,  SO  SA,  FBI 
BURSI,  GERALD  WILLIAM,  INSPR,  PD 

CARLISLE,  JOHN  LEWIS,  CHF  CRIM  INVSTGR,  SHELBY  CO  DA 
CARR,  ELBERT  JEROME,  CPT,  SHELBY  CO  SD 
CLEAVES,  CHARLES  T,  SGT,  SHELBY  CO  SD 
COLE,  SIDNEY  L,  DEP  CHF,  PD 
COLEMAN,  ROY  CLIFTON,  INSPR,  SHELBY  CO  SD 
COLETTA,  JOHN  A,  CPT,  PD 
COX,  JOE  L,  ASST  CHF  DEP,  SHELBY  CO  SD 
86  #  CRUMBY,  WILLIAM  0.,  JR.,  COP 
142   DAVIS,  HENRY  RUDY,  INSPR,  SHELBY  CO  SO 

DAVIS,  RAMONA  CARROL,  INSPR,  SHELBY  CO  SD 
DOLLAHITE,  VERNON  VERNARD,  ASST  CHF,  SHELBY  CO  SO 
DUCREST,  DAVID  JOHN,  LT,  SHELBY  CO  SD 
DUNGAN,  JAMES  ALLEN,  CPT,  PD 

FLETCHER,  RICKY  TURNER,  CPT,  TN  HPTL 

FORBES,  WALTER  LEE,  CHF  OF  STAFF  SERV,  SHELBY  CO  S 

FRANKLIN,  OLANDER,  CHF  INSPT,  PD 
GATEWOOD,  RANDY,  LT,  SHELBY  CO  SD 
HARBER,  BRUCE  CLINTON,  MAJ,  PD 
HENRY,  FORREST  K,  LT,  PD 

HEWLETT,  ROBERT  N,  ASST  CHF  DEP,  SHELBY  CO  SD 
101  tt   HOLCOMB,  OWEN  B,  CPT,  PD 
114  tt   HUGHES,  WILLIAM,  DIR,  SHELBY  CO  FIRE  &  CORCTNS 

HULTZ,  WILLIAM  DONALD,  INVSTGR,  SHELBY  CO  ATTY  GEN  OF 

HUTCHINSON,  GEORGE  W,  INSPR,  PD 

JONES,  DAN  LOWREY,  ASST  CHF  DEP,  SHELBY  CO  SD 

JONES,  IRISH,  ASST  CHF  DEP,  SHELBY  CO  SO 

JONES,  MILTON  S.,  DEP  POL  DIR  FOR  OPRTNS 

KEENAN,  CLYDE  WILLIAM,  MAJ,  PD 

KING,  GEORGE  ALVIN,  SR  INVSTGR,  SHELBY  CO  DA  GEN  0 

KING,  GLYNN,  CPT,  PD 

LASTER,  RALPH  EUGENE,  INVSTGR,  DA  GEN  OFC 

LAWO,  GEORGE  ANTHONY,  INSPECTOR,  PD 

LEGG,  CLIFFORD,  INSPECTOR,  PD 

LEGGETT,  TERRY  LYLE,  ASST  CHF,  SHELBY  CO  SO 

LEVERNE,  GILBERT  EUGENE,  INSPR,  PD 

LEWIS,  DON  OWEN,  DEP  DIR,  PD 

LOVETT,  PATRICIA  ANN,  LT,  PD 

MACDONALD,  JAMES  C,  ADM,  JUVENILE  COURT 

MARTIN,  ROBERT  G,  ASST  CHF,  VA  HOSPITAL 

MARTZ,  SAMUEL  J,  CPT,  PD 

MASSENGILL,  GERALD  E,  LT,  PD 

MCEACHRAN,  MICHAEL  THOMAS,  CPT,  SHELBY  CO  SD 

MCGRIFF,  DAVID  NEILL,  SR,  CRIM  INVSTGR,  DA  GEN  OFC 

MOLNAR,  JOHN  F,  DEP  CHF  OF  OPERATIONS,  PD 

MOORE,  ALVIN  E,  LT,  SHELBY  CO  SD 

MOORE,  BETTY  JOAN,  CPT,  PD 

MOSES,  JERRY  R,  CPT,  PD 

MUSIC,  JIMMY  DONALD,  INSPR,  PD 

NELSON,  BILLY  W,  CPT,  PD 

OWENS,  DALLAS  W,  CPT,  UNIV  OF  TN  PD 

OWENS,  DON  G,  LIEUTENANT,  PD, 

PAPIA,  JAMES  VINCENT,  JR,  DEP  MARSHALL,  USMS 

PETERSON,  GERALD  WAYNE,  LT,  SHELBY  CO  SD 

PRICE,  BILL  S,  DIR,  METRO  LAW  ENF  PLANNING  AG 

PROCTOR,  GERALD  P.,  CHF  DEP,  SHELBY  CO  SD 

PUGH,  JAMES  F,  CPT,  PD 

QUINN,  JAMES  MICHAEL,  MAJ,  PD 

RAY,  JEWELL  G,  CHF  INSPR,  PD 

ROBERTSON,  MARK  WILLIAM,  LT,  SHELBY  CO  SO 

ROSE,  LONNIE  M,  SR,  SGT,  SHELBY  CO  SD 

RUSSELL,  STEVEN  LEE,  SGT,  TN  HPTL 

RYALS,  ELMER  L,  INSPR,  PD 

SANSONE,  FRED  M. ,  LT,  SHELBY  CO  SD 

SEARS,  WILLIAM  AUSTIN,  LT,  SHELBY  CO  SD 

SMITH,  BILLY  J,  CHF  DEP,  SHELBY  CO  SD 

SMITH,  THOMAS  DWIGHT,  CPT,  PD 

STONE,  J  T,  ASST  CHF,  SHELBY  CO  SD 

STRAYHORN,  LARRY  LEE,  INSPR,  USMS 

SWAIN,  CHARLES  RICHARD,  INSPR,  SHELBY  CO  SD 

SWAIN,  PATRICIA  COOP,  CPT,  SHELBY  CO  SD 

SWANN,  EDWARD  C. ,  INSPECTOR,  PD 

TAYLOR,  ANNETTE,  MAJ,  PD 

THOMAS,  WILLIAM  HANK,  CPT,  PD 

TINES,  GRAYDON  P.,  CHIEF  INSPECTOR,  PD 

TUCKER,  JIMMY  PARVIN,  INSPR,  SHELBY  CO  SD 

TUSANT,  HARRY  JAMES,  JR,  MAJ,  PD 

VANDIVEER,  RODNEY  N.,  DEP  SHF,  SHELBY  CO  SD 
VANHOOSER,  JACK  MARLER,  JR,  SA,  TN  BU  OF  INVSTGN 
VENSON,  CLYDE  R,  CRIM  INVSGR,  DA  OFFICE 

VESTER,  ROBERT,  CPT,  MEMPHIS  INTERNATL  AIRPORT 


141 

81 

73 
119 

91 
127 
134 
114 
169 

58 

64 
132 
162 
122 
185 

34 
112 
108 
110 
177 
160 

95 
168 
117 
113 
129 
107 
116 

16 
124 
166 

78 

74 
102 
149 
106 
171 

90 
162 

99 

83 
138 

86 
139 
107 
120 
161 
129 

72 
187 
120 

77 
155 
151 

78 
169 

88 
187 
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TENNESSEE  -  TENNESSEE 


PD 

SHELBY  CO  SD 

SHELBY  CO  SO 


84  tt   HALLACE,  JACK  F.,  DEPUTY  CHIEF  OF  POLICE,  PD 

94  tt   HILKIE,  BILLY  E,  CPT,  PD 

38  *  HILSON,  WILLIAM  A.,  CAPTAIN,  PD 
158   HINFREY,  HALTER  JAMES,  DEP  CHF,  PD 
135   HING,  DAVID  REED,  INSPR,  SHELBY  CO  SD 
102  *  HOOD,  HESLEY  J,  CHF  INSPR,  SHELBY  CO  SD 

119  HRIGHT,  DON  HAYNE,  ASST  CHF,  SHELBY  CO  SD 

193  HRIGHT,  MARY  JENKINS,  INSPR, 
180   YANCEY,  JOHN  THOMAS,  JR,  LT, 
187   YARBROUGH,  DENVER  TERRY,  LT, 
100  tt   YORK,  MELVIN  T,  INSPR,  PD 
128   YOUNG,  FRANK  HARREN,  DIR  OF  BUDGT,  CRIMINAL  COURT 
117   ZACHARY,  JAMES  0.,  CRIMINAL  INVESTIGATOR,  DAS  OFF 

MILAN 

194  HRIGHT,  TIMOTHY  CHARLES,  LT,  PD 
MILLINGTON 

123  *  DINGMAN,  ANTHONY  THOMAS,  COP 

138   ORMAN,  HILLIAM  JERE,  ASST  CHF,  PD 
MORR I  SON 

109   MIX,  DANNY  M,  SA,  TN  BU  OF  INVSTGN 
MORRISTOHN 

153   JARNAGIN,  ESCO  RAY,  DET,  PD 

148   KILGORE,  GARY  CURTIS,  DET,  PD 

167   LIVESAY,  RANDALL  HAYNE,  DET,  PD 

194   LONG,  MICHAEL  SCOTT,  DET,  HAMBLEN  CO  SD 

179   MCGINNIS,  LARRY,  DET,  PD 

120  PENDLAND,  ROY  DALE,  DET,  PD 

102  *  SEAL,  JOEL  K.,  CHIEF  OF  POLICE 
MURFREESBORO 

187   ASBURY,  ROBERT  BENTON,  CPT,  RUTHERFORD  CO  SD 

103  tt   BROHN,  EDMOND  N..  COP 

175   BROHN,  JOHNNY  RAY,  MAJ,  RUTHERFORD  CO  SD 
170   CHRISMAN,  HILLIAM  GLENN,  DEP  COP 

164  DEAN,  AMY  LOUISE,  DET,  PD 

165  GAMMON,  VIRGIL  MARTIN,  COL,  RUTHERFORD  CO  SD 
191   GARRETT,  RANDY  TROY,  MAJ,  PD 

91   JONES,  BILLY  L,  COMR,  PD 
120  #  KINSER,  EDHARD  DAKIN,  SGT,  PD 
179   LEHEW,  RALPH  ALLEN,  MAJ,  RUTHERFORD  CO  SD 

124  LESTER,  HIRAM  HHROE,  SR,  MAJ,  PD 
119   LEHIS,  GLEN  ANTHONY,  SGT,  PD 

39  *  LYNCH,  BOB  B.,  COP 
108   MESSICK,  JAMES  L,  ASST  CHF,  PD 
126  #  OHEN,  JAMES  EUAL,  LT,  TN  HPTL 
NASHVILLE 
102  tt   AKERS,  HINDELL  J, 
ALLEN,  MATTHEW  J. 
BAIRD, 
BEARD, 


SGT,  METRO  PD 
LT,  METRO  PD 
BOBBY  D,  SA,  TN  BU  OF  INVSTGN 
HAROLD  RUSSELL,  SGT,  TN  DPS 
tt   BIRDWELL,  DENNIS  WAYNE,  SGT,  METRO  PD 

*  BLANKENSHIP,  JOE  L,  CPT,  TN  HPTL 
tt   BOLLINGER,  GILBERT  EUGENE,  CPT,  TN  HPTL 
tt   BRYMER,  NOBLE  L,  CPT,  METRO  PD 

CALAHAN,  MICHAEL  FRED,  SGT,  METRO  PD 

*  CASTLEMAN,  CLYDELL,  LT,  DEPT  OF  SFTY,  ST  OF  TN 
CHAFIN,  SAUL  L,  CHF  OF  SEC,  VANDERBILT  UNIV 
COLE,  EDDIE  S,  CPT,  TN  DPS 

*  COLEMAN,  WILLIAM  EDWARD,  JR.,  CRIM  INVSTR,  TN  BU  OF  CRI 

*  CROSS,  HAROLD  F.,  CPT,  TN  DEPT  OF  SFTY 
tt   CURREY,  GEORGE  H. ,  MAJ,  METRO  PD 

DOTSON,  LEE  RIVERS,  SA,  USSS 

ECKERMAN,  ROBERT  CHARLES,  LT,  TN  HPTL 
tt   FAGAN,  LARRY  N,  CPT,  METRO  PD 

FAULKNER,  DEBORAH  YVONNE,  ASST  CHF,  METRO  PD 

FLOIED,  FRANK  GALE,  SR,  EXEC  OFCR,  TN  DEPT  OF  SFTY 

FRAZIER,  JACK  HILSON,  CPT,  TN  HIGHWAY  PTL 
tt   GALBAUGH,  FRANK  E,  MAJ,  METRO  PD 

GARNER,  WILLIAM  MICHAEL,  LT,  PD 

GILLELAND,  RICHARD  MAXHELL,  SSA,  TN  BU  OF  INVSTGN 

GREEN,  BILLY  LADON,  LT,  TN  HPTL 
tt   GRIFFIS,  B.  S.,  ACTING  SGT,  PD 

GWYN,  MARK  RANDALL,  EXEC  OFCR,  TN  BU  OF  INVSTGN 

HALL,  DANNY  BLANTON,  TPR,  TN  HPTL 

HAMBLIN,  WILLIAM  D,  CPT,  METRO  PD 

HIGDON,  JIMMY  WAYNE,  ASST  SAC,  TN  ABC 

HOFFMAN,  JOHN  DALE,  CPT,  PD 
tt   HUFFMAN,  NEVERETTE  L,  MAJOR,  TN  HPTL 
tt   HUNLEY,  MILTON  W,  LT,  METRO  PD 

HUNTER,  JOHNNY  LARRIS,  SGT,  METRO  PD 

HUTCHENS,  MARK  THOMAS,  CHF  OFR,  ALCOHOLIC  BEV  COMM 

JACKSON,  ROBERT  C,  CPT,  METRO  PD 
tt   JACOBS,  THOMAS  NEWMAN,  JR,  LT  DET,  METRO  PD 

JOHNSON,  DEWAYNE  EDWARD,  SA,  TN  BU  OF  INVSTGNS 

*  KERKELES,  JOHN  H.,  CHF  INVSTGR,  DAVIDSON  CO  SD 

89  tt   KIRCHNER,  ROBERT  E,  JR,  COP 
186   KLING,  JEFFREY  GEORGE,  SA,  TN  BU  OF  INVSTGN 

LANCASTER,  LEX  JERRY,  CHF  DEP,  USMS 
LEACH,  JIMMIE  VAN,  MAJ,  TN  DEPT  OF  SAFETY 
MANNING,  JOHN  ALLEN,  JR,  MAJ,  METRO  PD 
MASON,  EDWARD  CARMACK,  SGT,  METRO  PD 
MCBRIDE,  GEORGE  THOMAS,  LT,  NASHVILLE  METRO  PD 
MCDANIEL,  WILLIAM  A.,  JR,  INVSTGR,  DAVIDSON  CO  ATTY  GEN 
MEECE,  VALERIE  JEAN,  CPT,  METRO  PD 
MILLER,  LEONARD  MICHAEL,  CPT,  METRO  NASHVILLE  PD 
MILLIKEN,  JOHN  WAYNE,  SGT,  METRO  PD 
MITCHELL,  MICHAEL  D. ,  LIEUTENANT,  METROPOLITAN  PD 
MOREE,  LLOYD  D,  JR,  MAJ,  TN  HPTL 
OGG,  JOE  W,  CPT,  METRO  PD 
71  tt   OWEN,  R.  B.,  JR.,  CAPTAIN,  METROPOLITAN  PD 

90  #  PEACH,  SAM  D,  CPT,  METRO  PD 


96 
115 
165 
123 

92 
125 

80 
136 

29 
102 
113 

53 

62 

82 
174 
193 
104 
127 
128 
121 
108 
150 
160 
133 

23 
195 
173 
109 
179 
132 

70 
107 
166 
177 
106 
154 
186 

59 


127 
133 
121 
194 
184 

83 
152 
173 
140 

92 
113 
100 


125   PENCE,  KENNETH  ROSSON,  LT,  METRO  PD 
93   REESE,  BILLY  W,  LT,  METRO  PD 

180  REMKE,  DAVID  ALAN,  INVSTGR,  TN  DEPT  OF  REVENUE 
162    RUEFF,  DAVID  ANDREW,  SGT,  METRO  PD 

110   RUSSELL,  ROBERT  P,  MAJ,  METRO  PD 

189   RYAN,  DARRELL  EUGENE,  SGT,  PD 

117    SATTERFIELD,  DANNY  L.,  POL  OFCR  I,  METRO  PD 

164   SCHLAFLY,  ROBERT  KARL,  SA,  TN  BU  OF  INVSTGN 

158    SMITH,  CHARLES  VERNON,  ASST.  COP,  METRO  PD 

99  #  STOREY,  THOMAS  A,  CPT,  PD 
167    STOUT,  RICHARD  NOEL,  SA,  TN  BU  OF  INVSTGN 
SUMMERS,  LUTHER  M. ,  DETECTIVE  SERGEANT,  PD 
TACKETT,  PAUL  D,  CPT,  TN  HIGHWAY  PATROL 

98  tt   THOMPSON,  DAVID  L,  LT,  METRO  PD 

181  TIDWELL,  NORMAN  WAYNE,  SA,  TN  BU  OF  INVSTGN 
tt   TIPTON,  RUSSELL  L,  LT,  TN  DPS 

tt   WALDROP,  JAMES  D,  ASST  DIR,  TN  BU  OF  CRIM  IDENT 
tt   WARRICK,  FRED  ALLEN,  TRAINING  OFFICER,  TENNESSEE  ST 
tt   WEST,  JOSEPH  E,  CPT,  TN  HIGHWAY  PATROL 
tt   WHITE,  JOHN  RAYMOND,  LT,  TN  HPTL 

WHITE,  TERRY  ALAN,  LT,  PD 
*  HHITLATCH,  HAROLD  T.,  INSPR  IN  CHARGE,  ORGANIZED  CRI 
WILKINS,  GLENN  BROOKS,  SA,  TN  BU  OF  INVSTGN 
WIX,  GARY  LANE,  CPT,  TN  DPS 
WOODLEE,  DOUGLAS  D,  SAC,  TN  BU  OF  INVSTGN 
WYNN,  MARK  ALAN,  SGT,  METRO  PD 
YORK,  JAMES  A.,  MAJOR,  METROPOLITAN  PD 


113 
97 


112 

73 

70 

101 

128 

136 

93 

184 

122 

100 

178 


77 
NEWPORT 

123   DUNN,  JIMMY  BRUCE,  ASST  DA  GEN,  COCKE  CO 
OAK  RIDGE 

39  tt   ADDISON,  ARTIE  A.,  JR.,  CPT,  PD 

ANDERSON,  FRANKLIN  D,  DET  SGT,  PD 
BEAMS,  DAVID  HULL,  COP 
DAVIDSON,  JOHN  BOYD,  LT,  PD 
FEHR,  CHARLES  GUSTAV,  LIEUTENANT,  PD 
111  #  GALLAHER,  RICHARD  A,  CPT,  PD 
158   MANSFIELD,  JACK  DONALD,  LT,  PD 

tt   MILLS,  GEORGE  A,  SR,  CHF  OF  DET,  PD 
tt   MONGER,  J.  L.,  SGT,  PD 

NALL,  PHILIP  MABRY,  SGT,  PD 
OGLE,  GARY  HENDELL,  LT,  PD 
78  tt   SMITH,  ROBERT  G,  COP 
192   STONE,  RICHARD  BRYAN,  LT,  PD 
75  #  THOMAS,  HARRY  E,  CPT,  PD 
ONEIDA 

HIGGS,  ROBERT  JOE,  NAT  PARK  RANGER 


110 

153 

162 

36 


49 

83 

183 

168 


150 
PARIS 
108  * 
194 
117 


BUSSEY,  HILLIAM  H,  PTLM,  PD 
JENKINS,  MICHAEL  LYNN,  CHF  DEP,  HENRY  CO  SD 
WILLIAMS,  LEON  VERNON,  SHF  OF  HENRY  COUNTY 
PIGEON  FORGE 
169   ADAMS,  JAMES  DENNIS,  CPT,  PD 
160   BALDHIN,  JACKIE  HAROLD,  COP 
190   TRENTHAM,  TIMOTHY  LEE,  CRIM  INVSTGR,  PD 
PIKEVILLE 

172    EMIREN,  DAVID  JENNINGS,  SA,  TN  BU  OF  INVSTGN 
POWELL 

122   WAMACK,  MICHAEL  ALAN,  SGT,  TN  HIGHWAY  PTL 
RIDGESIDE 

56  tt   LONG,  WILLIAM  A.,  CHF  OF  SEC,  TN  TEMPLE  UNIV 
RIPLEY 

183   SANDERS,  CHARLES  STEPHEN,  LT,  PD 
ROCKWOOD 

122   CISSON,  JAMES  WILLIAM,  COP 
ROGERSVILLE 

98   MOORE,  ROBERT  B,  DEP,  HAWKINS  CO  SO 
188   OVERHOLT,  ROGER  DALE,  CHF,  WALTERS  STATE  COMM  COLLEG 
SAVANNAH 

94  tt   HORTON,  JOHN  H,  LT,  TN  HPTL 
SELMER 
114  *  CAROTHERS,  JAMES  H,  CHF  DEP,  MCNAIRY  CO  SD 
145   HUGGINS,  DONALD  EUGENE,  DEP  SHF,  MCNAIRY  CO  SD 
SEVIERVILLE 
187   BRYAN,  TERRY  PAUL,  SGT,  PD 

DAVENPORT,  DAVID  EUGENE,  SA,  TN  BU  OF  INVSTGN 

FOX,  ROBERT  HESLEY,  SR,  COP 

HUTCHISON,  HAROLD  DAVID,  CRIM  INVSTGR,  DA  GEN  OFC 

MCMAHAN,  LARRY  NEAL,  DET  CPT,  SEVIER  CO  SD 

MYERS,  DON  ROBIN,  CPT,  PD 

HATSON,  STEVE  0,  DEP  CHF,  SEVIER  CO  SD 


128 
119 
144 
176 
177 
97 
SEYMOUR 


167   WOLFE,  TERRY  DEAN,  DEP  INSPR,  TN  HPTL 
SHELBYVILLE 

175  *  DANIEL,  RAYMOND,  JR,  SA,  TN  BU  OF  INVSTGN 

188   SWING,  CLAUDE  AUSTIN,  JR,  COP 
SIGNAL  MOUNTAIN 

195    EDDINGS,  LARRY  PAUL,  COP 

ROACH,  DOUGLAS  GERALD,  CPT,  PD 


161 

SMYRNA 

190 

181 


ARNOLD,  KEVIN  MICHAEL,  ASST  CHF,  PD 
BEACH,  MICHAEL  DALE,  ASST  CHF,  PD 
SOMERVILLE 

127   WHITAKER,  THOMAS  FORGEY,  CRIM  INVSTGR,  DA  GENERALS  OFC 
SPRINGFIELD 
172   BENNETT,  DONALD  LYNN,  DET  SGT,  ROBERTSON  CO  SD 

182  GROGAN,  JIMMY  RAY,  LT,  PD 

138   HENDERSON,  STANLEY  ROYCE,  DEP  SHF,  ROBERTSON  CO  SD 
106   HOLT,  WILLIAM  C,  III,  INVSTGR,  DIST  DRUG  TASK  FORCE 
168   JOHNSON,  DANNY  EOHIN,  SR,  ASST  CHF,  PD 

183  PERRY,  RONNIE  DALE,  DET  SGT,  ROBERTSON  CO  SD 
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191   RICHARDSON,  JESSE  IRA,  DET  SGT ,  ROBERTSON  CO  SD 

189   HATKINS,  HILLIAM  EUGENE,  DET,  PD 

129    HILHOIT,  STEPHEN  MICHAEL,  COP 
SHEETHATER 

170    JENKINS,  JAMES  MICHAEL,  COP 
TAZEHELL 

111  I  RAY,  DAVID  M,  JUDGE,  SESSIONS  COURT  OF  CLAIB 
TRENTON 

140  SANDERS,  HILLIAM  FRANK,  ASST  CHF,  PD 
TULLAHOMA 

1*9   CONN,  JIMMY  DALE,  PUB  DEFENDER,  COFFEE  CO 
UNION  CITY 

188   GARNER,  LAHRENCE  JOE,  COP 
9  *  PHILLIPS,  D.  P.,  OFFICER,  PD 
HARTBURG 

166  I  BEAN,  COLO  HOMER,  JR,  CHF  DEP,  MORGAN  CO  SO 
WI NCHEST  ER 

127  DAVIS,  LARRY  BENTON,  SA,  TN  BU  OF  INVSTGN 

108  EARLE,  GEORGE  D,  ABC  AGENT 

186  FULLER,  TIMMY  GERALD,  CPT,  FRANKLIN  CO  SD 

178  HENSHAH,  RANDALL  KEITH,  SGT  INVSTGR,  FRANKLIN  CO  SD 

TEXAS 
ABILENE 
152   BERRY,  JAMES  NATHAN,  DEP  CHF,  PD 
22  It   CARIKER,  JESS  LEE,  DIR  OF  POL  TNG,  HARDIN-SIMMONS 

141  *  DICKEY,  ROGER  PAUL,  DET  SGT,  PD 

121  DIEKEN,  JACK  HILLIS,  SHRF,  TAYLOR  CO  SO 

146  DYE,  EDHIN  MERLE,  DEP  CHF,  PD 

116  *  FAULKS,  LARRY  B.,  LT,  PD 

131  #  JOHNSTON,  NOEL  GENE,  LT,  PD 

36  *  KELLEY,  ROYAL  HOBART,  COP 

87  tt  MERCHANT,  S.  C,  RGR,  TX  RANGERS,  TX  DPS 

178  MOORE,  MARK  WESLEY,  LT,  PD 

108  It  PORTALATIN,  RAMON,  LT,  TAYLOR  CO  SO 
103  tt  PYBURN,  DHAIN  T.,  COP 

ALAMO  HEIGHTS 

150  FORTSON,  GILES  MATTHEH,  LT,  PD 

167  PHELAN,  MARTIN  JOHN,  SGT,  PD 
140  TERRY,  ROGER  LEE,  COP 

ALICE 

109  *  RODRIOUEZ,  JUAN,  COP 
ALLEN 

152   CARROLL,  RICHARD  DOYLE,  COP 
178   RUSHING,  HILLIAM,  COP 
170   STEPHENS,  MICHAEL  ALAN,  LT,  PD 
ALPINE 

96  *  BROHNE,  MICHAEL  D,  ASST  CHF 
114  tt   JACKSON,  HAYNIE  J,  TX  RANGER,  TX  DPS 

168  tt   MAXHELL,  KENNETH  GRADY,  LT,  TX  DPS 
101  *  UROUIDI,  ANTONIO,  COP, 

ALVIN 
129   ADKINS,  JEFFERY  GENE,  DEP,  BRAZORIA  CO  AD 
137   CLAHSON,  MICHAEL  JOHN,  DIR  OF  PUBLIC  SAFETY,  CITY  OF 
170   CROUCH,  STUART  MARCUS,  CPT,  PD 
175   LANGSTON,  RANDAL  LEE,  MSGT,  PD 
195   LUCAS,  TERRENCE  LEE,  CPT,  PD 
157   MERKEL,  MICHAEL  DUANE,  COP 
152   HHITAKER,  HORACE  EDHIN,  JR,  MSGT,  PD 
AMARILLO 

59  tt   ALEXANDER,  HILEY  C,  COP 
184   AMOS,  MICHAEL  CHARLES,  LT,  PD 

56  »  BOHES,  JOE  D. ,  JR.,  SGT,  PD 
142   BOYDSTON,  JIMMY  DON,  SHF  OF  POTTER  CO 
194   BROHNING,  GREGORY  BRUCE,  CPT,  PD 
168   CHADHICK,  GARY  HILLIAM,  LT,  PD 

133  tt   CLOUETTE,  FORREST  EUGENE,  LT ,  PD 
135   DIETERMAN,  ANDREH  EDHARD,  ASST  CHF,  PD 

182  DUKE,  CLAY  KENT,  LT,  POTTER  CO  SD 

114   FERGUSON,  FREDRICK  K.,  LIEUTENANT,  PD 
160   FRANCIS,  ROBERT  JOE,  ASST  CHF,  PD 
146   GARNER,  DERRELL  V,  LT,  PD 

120  It   HILL,  HERBERT  EUGENE,  CPT,  PD 

86  tt  HOLLIS,  CHARLES  H.  ,  COL,  ASST  CHF,  PD 
194  »  HORN,  DENNIS  HELDON,  LT,  POTTER  CO  SD 
128  It   KEENEY,  DALE  CLENNON,  LT,  PD 

71  tt   KEITH,  JIM  H,  ASST  CHF,  PD 
189   KIRKPATRICK,  RUSSELL  KENT,  SA,  US  DEPT  OF  ENERGY 
126   KRAL,  HILLIAM  FRANKLIN,  LT,  PD 
111   NEAL,  JERRY  H,  COP 

68  tt   SIMMONS,  JAMES  OLIVER,  DEP  SHF,  POTTER  CO  SD 
152   STEPHENS,  CLAUDE  GORDON,  MGR,  SECURITY,  NW  TX  HOSPITAL 

140  STEVENS,  JIMMY  MURL,  SGT,  PD 

174   TUPIN,  ARTHUR  RAY,  CHF  DEP,  POTTER  CO  SD 

8  It   USELDING,  LEO  H,  (SA,  FBI),  DEPUTY  SHERIFF,  POT 
103  It   VANDEUSEN,  KENNETH  R.,  LT ,  PD 
ANAHUAC 

121  *  COLE,  ROBERT  ALLEN,  INVSTGR,  CHAMBERS  CO  SO 
ANDREHS 

133   DOLGENER,  RICHARD  HOWARD,  CHF  DEP,  ANDREHS  DO  SD 
ANGLETON 
162   BULLARD,  LARRY  GENE,  INVSTGR,  BRAZORIA  CO  DA 

183  DEVENS,  JOHN  P,  CPT,  BRAZORIA  CO  SD 
145   KING,  EMORY  JOSEPH,  SHF  OF  BRAZORIA  CO 

30  tt  KYLE,  K.  D.,  DEP  SHF,  BRAZORIA  CO  SO 

165  MCCALL,  REX  LAYNE,  CPT,  BRAZORIA  CO  SD 

141  WAGNER,  CHARLES  STAFFORD,  CHF  DEP,  BRZORIA  CO  SO 
132  WINGO,  STEWART  MATTHEH,  INVSTGR,  BRAZORIA  CO  DA 

ARANSAS  PASS 
194   JONES,  DARRELL  LEE,  LT,  PD 


169   THOMPSON, 
ARLINGTON 


MICHAEL  LEE,  CPT,  PD 


PD 

COUNCIL  OF 
OF  CRIM  JUSTICE 


186  BOHMAN,  THERON  LANEAL,  ASST  CHF,  PD 
84   EDMONDSON,  BERT  D,  LTC,  USA 

194   FISHER,  DELHIN  GLEN,  DEP  CHF,  PD 
143  II   JOHNSTON,  MICHAEL  STEPHEN,  DEP  CHF, 
179   KENDRICK,  JERRY  HAYNE,  DEP  CHF,  PD 
61  #  KLINE,  JAMES  S.,  DIR  OF  POL  TNG,  TX 

187  MORIARTY,  JOHN  MICHAEL,  CHF,  TX  DEPT 
PARSONS,  ROBERT  L.,  CAPTAIN,  PD 
PERRY,  HERMAN  C,  COP 
PROVENCIO,  JOAQUIN  REYMUNDO,  SA,  FAA 
PUGH,  DAVID  LAMAR,  DEP  CHF,  PD 
RETTIG,  MARION  D. ,  DEPUTY  CHIEF,  PD 
SHIPP,  GARY  WAYNE,  DEP  CHF,  PD 
SUSTAIRE,  DANNY  MURNICE,  DEP  CHF,  PD 
TAYLOR,  RUFUS  L.,  CHF  OF  SEC,  UNIVERSITY  OF  TEXA 
WATSON,  EDMON  WILMER,  CPT,  PD 
WHITTINGTON,  EDWARD  F,  III,  CMDR,  CID 
WIGGINS,  BOBBY  N.,  CAPTAIN,  PD 


83  # 
75  # 

151 

170 

110  # 

175  # 

148 
34 

119  tt 

99  # 

95  # 

ATHENS 

133  * 
77  * 

172 
AUSTIN 

146 

151 

126 


BREHER,  JAMES  ONEY,  CHF  DEP,  HENDERSON  CO  SD 
HALBROOK,  REGINALD  D. ,  CHIEF  OF  POLICE 
UNDERHILL,  THOMAS  COY,  LT,  PD 

AARON,  STEPHEN  CURTIS,  CPT,  TRAVIS  CO  SD 
ALEXANDER,  WILLIAM  EDWARD,  JR,  SR  SGT,  PD 
ALLEN,  JERRY  WAYNE,  CPT,  PD 


TX  DEPT  OF  INSURANCE 


BURNS,  HAROLD  DURANT,  JR,  INVSTGR,  TX  REHAB  COMMISSION 

CANNON,  DONALD  R. ,  CHF,  UNIV  OF  TX  POL 

CARY,  SCOTT  JAMES,  SGT,  PD 

CHRISTIAN,  BURTON  WAYNE,  MAJ,  TX  DPS 

COOK,  MAURICE  C. ,  TX  RGR,  TX  DPS 

COURT,  TED  B,  SGT,  DPS 

CROSHAW,  LINDA  MAE,  SGT,  UNIV  OF  TX  AT  AUSTIN  PD 

DIXON,  CHESTER  LEONARD,  STAFF  LT,  TX  DPS 

DONELSON,  ROLLIN  ROY,  CPT,  UNIV  OF  TX  PD 

DYSON,  W  FRANK,  COP 

EASTMAN,  HARRY  J,  ASST  CHF,  UNIV  OF  TX  PD 

EWAN,  ROBERT  LEROY,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 

FEARN,  JERRY  BROOKS,  SR  SGT,  PD 

FEARY,  MICHAEL  JOSEPH,  INVSTGR, 

FORESTER,  RUSSELL,  CAPTAIN,  PD 

FORT,  C.  FRANK,  CAPTAIN,  PD 

GARCIA,  ENRIQUE  VECCHIO,  CPT,  TX  DPS 

GILLESPIE,  JULIE  ANN,  LT,  UNIV  OF  TX  PD 

GOFORTH,  CHARLES  WESLEY,  CPT,  TX  DPS 

GRIGGS,  SILAS  STEPHEN,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 

GROSS,  ROBERT  ANTHONY,  LT,  PD 

HAILEY,  KENNETH  LYNN,  INSPR  II,  TX  DPS 

HALL,  FRANK  HAYES,  INSPR,  TX  DPS 

HALL,  JACKIE  DALE,  LT,  TRAVIS  CO  SO 

HARPER,  BOBBY  DONALD,  LT,  TX  DPS 

HART,  CECILIA  KLEVENHAGEN,  SR  SGT,  PD 

HART,  WILLIAM  LEROY,  LT,  TRAVIS  CO  DA  OFC 

HARTMAN,  LUTHER  E.,  PROG  DIR,  NARCOTICS  &  DRUG  ABU 

HARTSFIELD,  CONNIE  BARNETT,  LT,  TX  DPS 

HAWKINS,  WILBURN  GENE,  CPT,  DPS 

HILDEBRAND,  GERALD  WARREN,  INSPR  II,  TX  DPS 

HOLMES,  PATRICIA  ANN,  INSP,  INSP  &  PLANNING  TX  DPS 

HOWELL,  MARX  R,  INSPR,  TX  DPS 

HUNTER,  FORREST  CRAIG,  CMDR,  TX  PARKS  &  WILDLIFE 

JORDAN,  JAMES  EDWARD,  LT,  TX  DPS 

KRUMNOW,  JOHN  J.,  SERGEANT,  TEXAS  DEPARTMENT  OF 

LAND,  DENNIS  DALE,  INVSTGR,  TX  DPS 

LEWIS,  JOE  BETHELL,  MAJ,  TX  DEPT  OF  CRIM  JUSTICE 

LITTLETON,  CHARLES  RAYMOND,  CPT,  TRAVIS  CO  SO 

LIVINGSTON,  MICHAEL  KEITH,  SR  SGT,  PD 

LYON,  BUFORD  C,  INSPT  III,  TX  DPS 

MARSHALL,  E.  H. ,  SR  INVSTGR,  TEXAS  RANGERS 

MAXWELL,  FREDDIE,  CPT,  PD 

MAXWELL,  JOHN  PATTERSON,  LT,  PER  BUR,  TX  DPS 

MCDAVID,  BENNY  D.,  MAJOR,  PD 

MCNEILL,  G  DUANE,  LT,  PD 

MCHHORTER,  BOBBY  P.,  ASST  CMDR,  TX  DPS 

NAYLOR,  WALTER  E.,  CHF,  NARC  DIV,  TX  DPS 

NELSON,  RICHARD  H. ,  SGT,  TX  DPS 

OUTON,  DAVID  HOWARD,  CPT,  TX  DPS 

PAGE,  JAMIE  RILEY,  LT,  TRAVIS  CO  SD 

PANTERMUEHL,  JOHN  BOST,  CRIM  INVSTGR,  TX  AG  OFC 

PENA,  ANDRES,  JR,  LT,  TX  DPS 

PENCE,  BILLY  CHARLES,  SR  SGT,  PD 

PHIFER,  GEORGE  A.,  COP 

PITCOCK,  MICHAEL  GALE,  SGT, 

PITTMAN,  KENNETH  WAYNE,  LT, 

PLEMONS,  DONALD  RAY,  COMMD, 

POLK,  LLOYD  CALVIN,  CPT,  PD 

PURSE,  WILLIAM  L,  ASST  CHF, 

PURTLE,  TED  LYNN,  CHF  INSPR,  TX  DPS 

PUTMAN,  LINDSEY  JOE,  SGT,  PD 


DPS 
DPS 
CRIM  INTEL  SER,  TX  DPS 

THE  UNIV  OF  TX 
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TEXAS  -  TEXAS 


95   RENEAU,  BRUCE  A,  CPT,  UNIVERSITY  OF  TEXAS,  PD 
136   RICHARDS,  DANIEL  THOMAS,  CHF  DEP,  TRAVIS  CO  SD 
184   RIDDLE,  STARLANE  MARIE,  SGT,  TX  DPS 
147   RODRIGUEZ,  ALBERTO,  ST  COMMD,  TR  BUR,  TX  DPS 
166   SASSMAN,  RODGER  MARK,  LT,  TX  DPS 
168   SCHMIDT,  RUSSELL  LOUIS,  SR  SGT,  PD 
122   SEVERN,  HALTER  MICHAEL,  INVSTGR,  TX  DPS 
165   SHAH,  DELL  RAY,  LT,  PD 

94   SINGLETON,  JAMES  R.,  ASST  DIR,  STATE  DEPT  OF  HUMAN 
85  tt   SMITH,  HOHARD  W. ,  DIR  OF  INVSTGN  DEPT  OF  PUBLIC 
78   SOLIS,  VICTOR  E.,  JR.,  PROG  COORDINATOR,  ORGANIZED  CR 
107   SPOHNHOLTZ,  GERALD  0.,  CAPTAIN,  PD 
183   STALDER,  RONALD  BRUCE,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 
146   STAMPS,  JACK  HILSON,  CRIM  INVSTGR,  TX  DA'S  OFC 
181   STAN,  JOSEPH  RICHARD,  III,  SGT,  TRAVIS  CO  SD 
135  tt   STEHLING,  VERNON  MICHAEL,  SGT,  TX  DPS 
69  #  SHINNEY,  HILFORD  REED,  CPT,  PD, 
119  tt   TAYLOR,  JAMES  FRANCIS,  DIR  OF  TNG,  TX  DPS 

ADOLPH,  CHF  OF  STAFF  SUP  SER,  TX  DPS 
CHRIS  BAILEY,  SR  SGT,  PD 
DANIEL  HAROLD,  LT,  TX  DPS 
JOHN  MARK,  CPT,  TX  DPS 
GERALD  DEAN,  LT,  UNIV  OF  TX  PD 
HELCH,  HELDON  L,  CHF,  LOHER  CO  RIVER  AUTH, 
HHITE,  L.  C,  TX  RGR,  DEPARTMENT  OF  PUBLIC  S 
HHITLEY,  DONALD  B.,  TNG  CONSULTANT,  TRAFFIC  DIV,  T 
WILKES,  ROBERT  C. ,  CAPTAIN,  PD 
WILLIAMS,  0.  D.,  DIV  DIR,  TX  COMM  ON  LE  OFCRS  S 
WILLIAMS,  ROBERT  S.,  CHF,  STATE  CAPITOL  SEC  POL 
WILSON,  SAMUEL  B.,  JR.,  DEPUTY  CONSTABLE,  PRECINCT  NO 
HOMACK,  RICHARD  CLARK,  ARSON  INVSTGR  II,  STATE  FIRE  M 
YOUNG,  LEONARD  H. ,  LIEUTENANT,  THE  UNIVERSITY  OF 
ZIMMERMAN,  CARL  DAVID,  LT,  PD 

GUILLORY,  JERRY  WAYNE,  COP 


111  tt  THOMAS, 
WALKER, 
WALKER, 
WARREN, 
WATKINS 


130 
194 
157 
140 
114 
108 

79 

71 

79 
113 

94 
134 
104 
195 
AZLE 
129 
BANDERA 

163   MACMILLAN,  JAMES  THOMAS,  JR,  INVSTGR,  BANDERA  CO  SD 
BAY  CITY 
111   HALE,  NICKIE  D,  WO,  MATAGORDA  CO  SD 
125   KEMP,  DONALD  LEE,  DEP,  MATAGORDA  SO 
BAYTOWN 

94  tt   AUSLEY,  BILLY  J,  LT,  PD 
149   COCHRAN,  GARY  PATRICK,  CPT,  PD 
139   DABNEY,  WILLIAM  ROBERT,  ASST  CHF,  PD 
166   ERIKSON,  JOHNNY  EDWARD,  CPT,  PD 

107  tt   HENSCEY,  A  WAYNE,  COP 

105  tt   JACKSON,  WILLIAM  C. ,  LT,  PD 
92  tt   MERCHANT,  ROBERT  P,  ASST  CHF,  PD 
17  tt   WILKINSON,  JOHN  B.,  CHIEF  OF  POLICE 
BEAUMONT 

102  tt   BARTON,  JAMES  G,  US  MARSHAL,  EASTERN  DISTRICT  0 
37  tt   BRIDGES,  RUSSELL  H. ,  CPT,  JEFFERSON  CO  SO 

100   CASSELS,  HENRY  W,  CPT,  JEFFERSON  CO  SD 

116   CRUTCHFIELD,  JOE  W. ,  CPT,  PD 
97   ENGSTROM,  HAROLD  P,  JUSTICE  OF  PEACE 
80  *  FARROW,  L.  D. ,  ASST  CHF  DEP,  JEFFERSON  CO  SO 
97  tt   HAWTHORNE,  DAVID  C,  CHF  DEP,  JEFFERSON  CO  SD 

172  tt   HOLST,  GILES  BULLOCH,  LT,  PD 

108  JONES,  THOMAS  J.,  LIEUTENANT,  PD 

83  *  KELLY,  CHARLES  D.  ,  AGENT,  TX  BU  OF  NARC 
180   LITTLE,  CHARLES  WILLIAM,  MAJ,  JEFFERSON  CO  SO 

169  OWNBY,  NANCY  MELISSA,  CPT,  PD 

115   PADGETT,  WINSTON  C. ,  AGT  INVSTGR  I,  TX  DPS 

74  #  PARSONS,  JOHN  G. ,  MAJ,  PD 
113  #  PERRICONE,  CHARLES  A.,  MAJ,  PD 

96  tt   RUSH,  CECIL  F,  ASST  CHF,  PD 

70  tt   RUSH,  CLYDE  C,  ASST  COP 
193   SAMPLE,  DAVID  RANDOLPH,  LT,  PD 
102  tt   SCHULDT,  GEORGE  D,  COP 

92  *  SEILEY,  JEFFERSON  D. ,  JR.,  CAPTAIN,  PD 

99  *  SMITH,  JAMES  C,  LT,  PD 

165  tt   SMITH,  SIDNEY  BURTON,  JR,  LT,  PD 

166  THROWER,  STEVEN  VANDYKE,  INVSTGR,  JEFFERSON  CO  DA  OFC 
108  tt  WALLACE,  EDWARD  W.  ,  SR.,  INVSTGR,  JEFFERSON  CO  DA  OFC 
111   WHITE,  DENNIS  P.,  MAJ,  JEFFERSON  CO  SD 

88  tt   WILLIAMSON,  RAYMOND  D,  CAPTAIN,  PD 
104   HOODSMALL,  EDMUND  C,  CPT,  PD 
BEDFORD 
159   EUDY,  CHARLES  DAVID,  CPT,  PD 
186   FLORY,  DAVID  DODSON,  ASST  CHF,  BEDFORD  PD 

128  SIMPSON,  JIMMY  RAY,  COP 
BELLAIRE 

170  BRADY,  NEIL  PATRICK,  LT,  PD 

195   HOLLOWAY,  BYRON  ALLEN,  ASST  CHF,  PD 
163   MACK,  RANDALL  CURTIS,  ASST  CHF,  PD 

129  OGLESBY,  DURWIN  LEE,  OFCR,  PD 
BELLMEAD 

191   STOVALL,  WAYNE  EUGENE,  SGT,  PD 
BELTON 

78   ANDERSON,  RAY  L.,  CHF  INVSTGR,  BELL  CO  DA  OFC 
128   CONWAY,  BILLY  RAY,  CMDR,  TX  NARC  TASK  FRCE 
172   COX,  CHARLES  EARL,  LT,  BELL  CO  SD 
162   CROW,  TED  VINCENT,  INVSTGR,  BELL  CO  DA  OFC 
186   JACOBS,  RAYMOND  DURWOOD,  JR,  CRIM  INVSTGR,  BELL  CO  DA  0 
102   JONES,  BILLY  G. ,  INVSTGR,  BELL  CO  DAS  OFC 

108  MILLSAP,  THELBERT,  INVSTGR,  BELL  CO  ATTORNEYS  OFF 

145   NARAMORE,  ROBERT  ALLEN,  CHF  CRIM  INVSTGR,  BELL  CO  ATTY 
133   NELSON,  STEPHEN  FRANKLIN,  CRIM  INVSTGR,  BELL  AND  LAMPAS 
119   SMITH,  DANIEL  JOSEPH,  INVSTGR,  BELL  CO  ATTY  S  OFC 

109  SMITH,  GARLAND  D.,  INVSTGR,  BELL  CO  DA  OFFICE 


BENBROOK 
137   CARLBERG,  JAMES  ALLEN,  SGT,  PD 
70  tt   GILMORE,  JAMES  R.,  COP 
162   HORAN,  SAMUEL  FREDERICK,  COP 
144   HUNN,  JIMMY  RAY,  SGT,  PD 
123  tt   WALKER,  CURTIS  ELBERT,  JR,  CMDR,  PD 
BERTRAM 

180   CARAWAY,  CHARLES  EARNEST,  JR,  COP 
BIG  BEND 

34  tt   BROWN,  PERRY  E.,  SUPT,  BIG  BEND  NATL  PRK 
BIG  SPRING 

98   FARMER,  SHERRILL  R.,  CAPTAIN,  PD 
104   STAFFORD,  MILLARD  D. ,  JR.,  CAPTAIN,  U.  S.  AIR  FORCE 
101  *  STANDARD,  AUBREY  N.,  SHERIFF  OF  HOWARD  COUNTY 
53  *  YORK,  EVERETT  W.,  CHIEF  OF  POLICE,  PD 
BONHAM 

152 

BORGER 

97 

73  tt 
BRENHAM 
180   JANECEK,  MICHAEL  WAYNE,  SGT, 
170   PETRASH,  JULIUS  ROY,  LT,  PD 
BRIDGE  CITY 
158   FAIRCLOTH,  STEPHEN  GARLAND,  COP 
134   TARVER,  JOHN  LOY,  CHF  DEP,  ORANGE  CO  SD 


BANKSTON,  JAMES  MICHAEL,  COP 

BLACKMON,  ALONZA  T,  SHF  OF  HUCHINSON  CO 
WAIGHT,  ARTHUR  A,  JR,  COP 


PD 


BROOKSHIRE 

157   GARCIA, 
BROWNSVILLE 

156 

171 
57 


JOHN  JOE,  COP 


190 
173 

32 
122 
178 
176 

42 
134 
193 
165 
182 
143 
105 
103 
104 
124 

88 
BRYAN 
136 
124 
133 
127 

95 
149 
194 

98 
146 

90 
180 
182 
153 


CABLER,  CHARLIE,  CMDR,  PD 

DUNN,  JOHN  RANDALL,  LT,  PD 

ESCOBEDO,  CARLOS  G. ,  DEP  SHF,  CAMERON  CO  SO 

ETHERIDGE,  HENRY  BURR,  JR,  LT,  PD 

GARCIA,  CARLOS  LUIS,  LT,  PD 

GATLIFF,  WILLIAM  J.,  CHF  DEP  SHF,  CAMERON  CO  SO 

HOSKINS,  CHARLES  DAVID,  CPT,  PD 

INGRAM,  WILLIAM  BRYAN,  LT,  PD 

KINGSBURY,  WILLIAM  ROBERT,  LT,  PD 

KRAUSSE,  GUS  0.,  SHF  OF  CAMERON  CO 

LOPEZ,  RAUL  LOZANO,  JR,  CRIM  INVSTGR,  CAMERO  CO  DA  OFC 

PRICE,  HERSHEL  DEWAYNE,  SGT,  PD 

REYNA,  BENIGNO  GUADALUPE,  COP 

RIOS,  RUBEN  PEREZ,  LT,  PD 

RODRIGUEZ,  VICTOR,  SGT,  PD 

SAENZ,  HOMER  G. ,  SERGEANT-DIRECTOR,  PD 

SAUCEDA,  EZEQUIEL  D. ,  LIEUTENANT,  PD 

SOLIS,  GEORGE  R.,  DIR  OF  JUSTICE,  CAMERON  COUNTY 

TORRES,  TOMAS  MERCADO,  PTLM,  PD 

VEGA,  ANDRES,  JR.,  DIR,  DPS 


BOYD,  JOHN  STANLEY,  LT,  PD 
CHAVARRIA,  OSCAR,  DET  SGT,  PD 
FORSTHOFF,  FREDDIE  CHARLES,  SGT,  TX  DPS 
FREEMAN,  LELAND  SAMUEL,  COP 
HILL,  HOWARD  H,  CPT,  PD 
KOMAR,  FREDDIE  WAYNE,  LT,  PD 
KYLE,  BRIAN  DOUGLAS,  LT,  PD 
MADDOX,  BOBBY  G,  ASST  COP 
MONTOYA,  ERNEST  JAMES,  SGT,  PD 
PHELPS,  CHARLES  W,  COP 

TUMLINSON,  TED  LAWRENCE,  DIST  CT  BLF,  361ST  DISTRICT  CT 
WATKINS,  RITA  JANE,  CHF  DEP,  BRAZOS  CO  SD 
WILLIS,  HERBERT  CLAUDE,  LT,  PD 
BURLESON 
139   CRAWFORD,  JOHN  BUREN,  JR,  SGT,  PD 
MARKUM,  DARYLL  DUANE,  LT,  PD 
RIPPY,  KEITH  MALCOLM,  COP 


150 

136 

BURNET 

186  SMITH,  WILLIAM  THOMAS,  CPT,  BURNET  CO  SD 
CAMP  BULLIS 

109   MATTHEWS,  EDWARD  G.,  CPT,  USAF 
CANADIAN 

17  *  RATHJEN,  HARRY  C. ,  SHERIFF,  HEMPHILL  COUNTY  SO 
CANYON 

162   GRIFFIN,  BOBBY  DEAN,  COP 
CARROLLTON 

122  tt   BOULDIN,  ROY  HAROLD,  LT,  PD 

172   GALLOWAY,  DANNY  FREMON,  LT,  PD 

175   JAMES,  DAVID  NEAL,  COP 

154   TRISTAN,  MACARIO,  JR,  ASST  CHF,  PD 
CARSWELL  AFB 

102  tt   LAIRD,  NORMAN  S,  LTC,  USAF 
CASTROVILLE 

125   OLIVARES,  ANTONIO,  COP 
CEDAR  HILL 

124  tt   CAMPBELL,  WILLIAM  STEVEN,  CPT,  PD 

136  *  HAMBRICK,  PHILLIP  CHARLES,  COP 

138   HIGGINS,  HOWARD  STEVEN,  LT,  PD 

187  RHODES,  STEPHEN  LEE,  COP 

118   SULLIVAN,  RICHARD  SCOTT,  LT,  PD 
CEDAR  PARK 

169   DEMPSEY,  CHARLES  WILLIAM,  CHF  INVSTGR,  PD 
CLEBURNE 
124   ALFORD,  BOBBY  LEE,  SHF  OF  JOHNSON  COUNTY 
COWAN,  THOMAS  DALE,  COP 
HARGRAVE,  TOMMY  GRANT,  LT,  PD 
ROSIERE,  JACKIE  N.,  SR.,  INVSTGR,  PD 
ZACHARY,  CLAUDE  G. ,  COP 


i 

!; 


LJ- 

c 


i 


132 
189 
111 
104  « 
CLUTE 
179 


WICKER,  MARK  STEVEN,  COP 
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COLLEGE  STATION 
171    BISHOP,  GARY  LYNN,  SGT ,  PD 

164  BUCKLEY,  MICHAEL  HAYNE,  LT,  TX  A&M  UNIV  PD 
122    FELDMAN,  EDGAR  RAY,  COP 

168    JOHNSON,  LARRY  JAMES,  SGT,  PD 
159    KAPELLA,  BERNARD  FRANCIS,  LT,  PD 

128  LEHIS,  GREGORY  ROY,  LT,  PD 
130   MATHEHS,  MICHAEL  REEDY,  LT,  PD 
136    PATTERSON,  MICHAEL  LEHIS.  MAJ,  PD 

HI    RAGAN,  JAMES  MICHEAL,  ASST  CHF,  TX  A  AND  M  UNIV  POL 

138  SCHNEIDER,  ELMER  EDHARD,  JR,  CHIEF,  TX  A  AND  M  UNIV  PD 
188   SEVERN,  DAN  HERBERT,  JR,  SGT,  PD 

145   TODD,  IRVIN  ELMER,  LT,  PD 
COLORADO  CITY 

116   MCHHORTER,  FRED  J.,  COP 
CONROE 

110    EASON,  HAYMAN  E.,  JR.,  CPT,  MONTGOMERY  CO  SO 

184   HANSEN,  MICHAEL  RAY,  LT,  PD 

130  *  KEATHLEY,  JAMES  MICHAEL,  SGT,  MONTGOMERY  CO  SO 

124    LINDON,  JOHN  THOMAS,  COP 

167  ♦  PETERSON,  TRACY  EDHARD,  SGT,  MONTGOMERY  CO  SD 

115   SEXTON,  JOHN  F,  OFFICER,  PD 

134  tt   HALKER,  LEHIS  HAROLD,  JR,  LT,  MONTGOMERY  CO  SD 
CONVERSE 

191  RIFFE,  KIMBERLY  SUE,  LT,  PD 
COPPELL 

151   GRIFFIN,  TOMMY  HAYNE,  COP 

165  MILLER,  DAVID  CARL,  COP 
COPPERAS  COVE 

188  HEINTZELMAN,  MICHAEL  CHARLES,  LT,  PD 
161   HOHARD,  MILFORD  EUGENE,  LT,  PD 

182   HUCKABEE,  JEFFERY  SCOTT,  CPT,  PD 
126   JACOBS,  GERALD  EUGENE,  COP 
98   KLEMPA,  STEPHEN  J. ,  COP 
110  tt   MCDONALD,  ROBERT  H. ,  SR.,  COP 

150  MOLNES,  TIMOTHY  VICTOR,  DEP  CHF,  PD 

164  SHELTON,  DEBORAH  ANN,  LT,  PD 

166  HEST,  DOUGLAS  ALLEN,  LT,  PD 
CORPUS  CHRISTI 

55  tt   AVANT,  JAMES  H.  ,  COP 
71  tt   BANNER,  HILLIAM  C,  COP 
98  tt   BELL,  OTIS  B.,  CMDR,  PD 
102   BYRD,  CAROLYN  A,  CPT,  PD 
53  *  CONNELL,  GEORGE  B. ,  DET,  PD 

151  tt   DIXON,  DONALD  LEE,  CMDR,  PD 

6  *  DUNN,  EARL  C. ,  DIR  OF  PUB  SFTY 

96  tt   FONTAINE,  BOB  L,  CPT,  PD 

178   GRANATO,  SAMUEL  CARMENO,  SR,  ASST  CHF,  PD 
95  tt   HANCOCK,  MAXHELL  E.,  CHF  RNGR,  NPS 

139  KIM,  LUTHER  SUNIL,  CPT,  PD 

192  OLIVAREZ,  LARRY,  SR,  SHF  OF  NUECSS  CO, 

129  RANNALS,  LONNIE  JOE,  LT,  TX  DPS 

97  RODRIGUEZ,  PERFECTO,  JR,  CPT,  PD 

138   SMITH,  BYRON  DHIGHT,  AGENT  INVSTGR,  DPS 
93  #   SMITH,  WINDELL  J,  COMMANDER,  PD 
101  tt   SOLIS,  JOE  M,  ASST  COP 
114   SULLIVAN,  ROBERT  J.,  COMMANDER,  PD 
171   TORRES,  DAVID,  CPT,  PD 

189  UHLER,  BRIAN  THOMAS,  CMDR,  PD 

104   VILLAGOMEZ,  LUIS  A,  ASST.  COP,  PD 
CORSICANA 
191   BAGGETT,  LADENA  ALEXANDER,  SGT,  PD 

165  COX,  G  M,  COP 

112   TEETZ,  TERRY  F.,  SERGEANT,  PD 

109  TURNER,  RICHARD  A.,  CHF,  NAVARRO  CO  SD 
CRANE 

132  JONES,  THOMAS  LASTER,  DEP,  CRANE  CO  SO 
CROHLEY 

124  BARTLETT,  FRANK  LEON,  JR,  COP 
CUERO 

58  tt   ADAMS,  B  H,  JR,  COP 
DALLAS 
195   ALEXIS,  ALVIN  ANTHONY,  II,  SGT,  TX  DPS 
136  tt   BAKER,  TYRONE  HAYNE,  ASST  CHF,  DALLAS  CO  SO 
169    BELTON,  ZACKARY  NEAL,  CPT,  PD 

71  *  BENTLEY,  PAUL  L.,  DET,  PD 

163  BOLTON,  TERRELL  DANIEL,  ASST  CHF,  PD 

136   BUCKMEYER,  BILLY  DON,  LT,  DALLAS/FORT  HORTH  AIRPORT 
126  tt   BURKHART,  BOBBY  HORL,  LT,  DALLAS/FT  HORTH  AIRPORT  DP 

63  tt   BYRD,  DONALD  A.  ,  COP 

14  tt   CANTRELL,  ALDON  C,  CPT,  PD 
151   CANTRELL,  JOHN  STEPHEN,  SUPV  INVSTGR,  RTC-FEDERAL  AGCY 
145   CHANDLER,  DANNY  JOE,  DEP  CHF,  DALLAS  CO  SD 
123  tt   CLAYTON,  THOMAS  LEON,  CPT,  DALLAS/FORT  HORTH  AIRPORT 
149   COUTORIE,  LAHRENCE  EMIL,  CHF,  UNIV  OF  TX  S.HESTERN 

125  DAVIS,  DAVID  MCKINLEY,  JR,  LT,  PD 

164  DEEL,  STEVEN  MARK,  CPT,  DALLAS/FORT  HORTH  AIRPORT 
147    DENK,  JOHN  PATRICK,  LT,  PD 

144   DODSON,  ALVY  JOE,  DIR,  D/FT  WORTH  AIRPORT  DPS 
143   DUKESHIER,  MARK  STEVEN,  SA,  FBI. (CPT,  USMC) 

57  tt   FANNIN,  HALTER  C.  ,  DEP  CHF  OF  CRIM  INVSTGN  DIV,  P 
157  tt   FERGUSON,  JOHN  EDHARD,  CPT,  PD 

67  tt   FIELDS,  HAYLAND  EARL,  LIEUTENANT,  PD 
155    FUNDERBURK,  SHARON  MC,  LT,  DALLAS/FT  HORTH  DPS 

47  tt   GANNAHAY,  HILLIAM  P.,  DIRECTOR  OF  INTERNAL  AFFAIRS, 
188   GOELDEN,  DAVID  LOUIS,  LT,  PD 

73   GOLDEN,  J.  H. ,  CHF,  UNIV  OF  TX  AT  DALLAS 
183   GUEVARA,  MANUEL,  LT,  PD 

120   HAMPTON,  JAMES  CLAYTON,  LT,  DALLAS/FW  AIRPORT  DPS 
118   HARTGRAVES,  MICHAEL  LEE,  CPT,  DALLAS  CO  SD 


159   HATLER,  RICHARD  HAYNE,  DEP  CHF,  PD 

155   HAHKINS,  RAYMOND  HENDERSON,  DEP  CHF,  PD 

140  HEARRON,  FRANK  LAHSON,  DEP  CHF,  PD 

84  tt   HEATH,  EDHIN  D,  JR,  DIR  OF  LEGAL  LIAISON,  PD 
100  tt   HENSON,  MILTON  R,  COP,  DPS 

185   HERRERA,  JESSE,  LT,  DALLAS  CO  SO 
146   HOLT,  JOHN  CHRYSLER,  JR,  DEP  CHF,  PD 

184  HUNTER,  JERRY  MAURICE,  CPT,  DALLAS  CO  SD 

127  *  JOHNSON,  JAMES  CALVIN,  CPT,  DALLAS  CO  SO 
190   JONES,  SHELIA  CARTER,  LT,  DALLAS  CO  SO 

151   KELLEY,  KEITH  ALLEN,  REG  INTELLIGENCE  OFCR,  INS 

65  tt   KING,  GLEN  D.  ,  COP 

180  KOHALSKI,  DOUGLAS  ARTHUR,  DEP  CHF,  PD 
113  tt   LANCASTER,  GERALD  L.,  CAPTAIN,  PD 

141  LAPPIN,  HERMAN  GRANT,  DEP  CHF,  PD 
59  tt   LEONARD,  TYREE  B.,  LIEUTENANT,  PD 

81  tt   LIMMER,  LEONARD  H.  ,  JR.,  DEP  EX  DIR,  D/FH  INTN'L  ARPT 

175  LINDSEY,  GARY  MICHAEL,  CPT,  DALLAS  CO  SD 
179   LOCKE,  LARRY  KENNETH,  CPT,  DALLAS  CO  SD 

40  tt   LUMPKIN,  GEORGE  L.,  CAPTAIN,  PD 
161   MARTINEZ,  JOHN  CHARLES,  DEP  CHF,  PD 
139   MCCLAIN,  HILLIAM  TROY,  JR,  DEP  CHF,  PD 

142  MCDUFF,  JERRY  HAYNE,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 
155   MCKINNEY,  CHARLES  WELDON,  DEP  CHF,  DALLAS  CO  SO 
105  tt   MILLIKEN,  DONALD  H.  ,  CAPTAIN,  PD 

85  MONTGOMERY,  BILLY  J.,  CHIEF,  HIGHLAND  PARK  PD 

181  MUNCY,  JILL  SUSAN,  DEP  CHF,  PD 
50  tt   MUNDAY,  ERSKIN  LEHIS,  LT,  PD 

91  tt   MURPHY,  JOSEPH  G.  ,  JR.,  DIST  SUPR,  TX  DPS 

66  tt   NICHOLS,  J.  C,  CAPTAIN,  PD 
151   NIXON,  NOBLE  LEE,  MAJ,  USA 
195   OHENS,  ROBERT  FERRISS,  LT,  PD 

182  PINKSTON,  GARY  HAYNE,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 
135   PRICE,  MARLIN  ROBERT,  ASST  CHF,  PD 

100  tt   PRINCE,  BILLY  D,  COP 

170  RANDALL,  TIMOTHY  JAY,  CPT,  DALLAS  CO  SD 

149  tt   RANDELL,  EUGENE  CLAYLAND,  DEP  CHF,  PD 
62  *  RIDDLE,  JAMES  L.,  LIEUTENANT,  PD 

185  RIZY,  JAMES  FRANCIS,  INVSTGR,  DALLAS  CO  DA  OFC 
120   RODRIGUEZ,  JUAN  MANUEL,  DIR  OF  SEC,  DART  POL 
142   ROLLINS,  WILLARD  ROY,  EXEC  ASST  CHF,  PD 

187   SANCHEZ,  PATRICIA  ANN,  LT,  PD 

102  *  SAVELL,  WILLIAM  L.,  JR.,  CAPTAIN,  PD 

173   SCOTT,  SHERRYL  LYNNE,  LT,  PD 

145  #  SENTER,  BIRD  EUGENE,  CPT,  PD 

107   SHEHAN,  THOMAS  N,  ASSOC  DIR,  DALLAS/FT  WORTH  AIR 

148  #  SHING,  MICHAEL  DOUGLAS,  LT,  DALLAS/FT  HORTH  AIRPORT  DP 

176  SKINNER,  RAYMOND  OREN,  CRIM  INVSTGR,  DALLAS  CO  DA  OFC 
131   SLOAN,  CHARLES  ROBERT,  CPT,  DL/FT  WORTH  AIRPORT  DPS 
192   SMITH,  EMERSON  WAYNE,  LT,  PD 

192   SMITH,  RICHARD  WAYNE,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 
53  tt   SOLOMON,  J  M,  CPT,  DALLAS  CO  SO 
58  tt   SOUTER,  JAMES  M.  ,  ASST  CHF,  PD 

128  SYMPSON,  MICHAEL  CLYDE,  CPT,  DL/FT  WORTH  AIRPORT  POL 
113  *  TILLER,  DANNY  H. ,  LT,  DPS 

75   TOLLETT,  HUBERT  WAYNE,  INVESTIGATOR,  CONSTABLES  OFFIC 
165  *  TOLLIVER,  GRANVER  LEE,  DEP  CHF,  PD 
194   VALENTINE,  JASON  MICHAEL,  LT,  DALLAS  CO  SD 

171  VASQUEZ,  MANUEL,  ASST  CHF,  PD 
104   VINEYARD,  JAMES  R. ,  PTLM,  PD 
184   WALDROP,  RON,  LT,  PD 

153   WALKER,  DWIGHT  LEE,  CPT,  PD 
68  tt   WALLACE,  CECIL  C. ,  DEPUTY  CHIEF  OF  POLICE,  PD 

150  WALT,  EDDIE  RAYMOND,  CPT,  PD 

151  WALT,  PAMELA  GAYLE,  DEP  CHF,  PD 
60  #  WELLS,  TED  P.,  LIEUTENANT,  PD 

167   WHITTEN,  DONALD  ARTHUR,  DEP  CHF,  PD 
55  tt   WILSON,  JOHN  CHARLES,  LIEUTENANT,  PD 

135   WIMPEE,  JERRY  MARTIN,  SUPT,  DALLAS  PARK  RECREATION  D 

169   WOODMAN,  JACK  DAVID,  CPT,  DALLAS/FT  WORTH  AIRPORT  D 
DE  SOTA 

137  tt   HAYES,  ROBERT  BERNARD,  COP 
DEER  PARK 

128   LITTLE,  DONALD  LEROY,  COP 

169   PRICE,  RICHARD  WILLIAM,  CPT,  PD 

190   VALDEZ,  JESSE  JAMES,  LT,  PD 
DEL  RIO 

137   BRUCE,  CHARLES  PERRY,  COP 

155   CRUZ,  DANIEL  LOUIS,  LT,  PD 

176    FAVELA,  EFRAIN  FLORES,  DET  LT,  PD 


63  #  KOOG, 
DENISON 


153 

117  * 

117 

105  tt 
DENTON 

163 

160 

191 
64 
98 

179 

124 

186 

118 
90  tt 
DIBOLL 

157 
DUMAS 


JAMES  R.,  SHF  OF  VAL  VERDE  CO 

,  HERMAN  RAY,  ASST  CHF,  PD 

WILLIAM  R.,  LT,  PD 
,  GARY  W.,  SERGEANT,  PD 

CLYDE  W.,  LT,  PD 


ALLEN 
DEAN, 
LANCE 
NAVE, 

ABBOTT,  PAUL  WAYNE,  CPT,  PD 

CUMMINGS,  BILLY  JOE,  ASST  CHF  DEP,  DENTON  CO  SD 

DAVENPORT,  ROY  GERARD,  CPT,  DENTON  CO  SD 

FRAZIER,  WILLIAM  B.,  CHF  OF  CAMPUS  POL,  TX  WOMENS  U 

GRAY,  STEVEN  R.,  CPT,  ADMIN  ASST  TO  THE  DIR  OF 

HOUSEWRIGHT,  MATRICIA  JOAN,  CPT,  PD 

JEZ,  MICHAEL  WAYNE,  COP 

LEGGETT,  ZONA  RAY,  LT,  DENTON  CO  SO 

MARTIN,  DANIEL  RAY,  COP,  NO  TX  STATE  UNIV  PD 

MILLER,  RICHARD  J.,  COP 

RAY,  DANNY  LEE,  COP 
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TEXAS  -  TEXAS 


95  tt   HUDSON,  FRANK  E.,  CHIEF  OF  POLICE 
DUNCANVILLE 

178   LONG,  JACK  HILLIAM,  JR,  COP 

121    SPRADLIN,  HALTER  DANIEL,  LT,  PD 
EAGLE  PASS 

185   LOPEZ,  EDUARDO  ENRIQUE,  CRIM  INVSTGR,  PD 
EDINBURG 

163  DE  LA  GARZA,  PETER  VANCE,  ASST  CHF ,  PD 
86  tt   GONZALEZ,  ALFREDO  C,  COP 

25  tt   JORDAN,  TRUETT,  ASST  CHF  OF  SEC,  PAN  AMERICAN 
98   REYNA,  RAUL  G. ,  CIVIL  PROCESS  OFFICER,  SO 

164  SALINAS,  MARIO,  CHF,  HIDALGO  CO  SD 
126   SALINAS,  ROBERTO,  JR,  CPT,  PD 


SALINAS, 
EL  CAMPO 

119   ELLIOTT,  JAMES  CHARLES,  CHF,  PD 
106  tt   HOFFMAN,  OTTO  J,  COP 
186   STANPHILL,  TERRY  RICHARD,  SGT,  PD 
117   TAYLOR,  ROBIN  H,  LT,  PD 
EL  PASO 
125   AGAN,  JAMES  EDHARD,  LT,  PD 

AGUILAR,  ANTONIO  GOMEZ,  CPT,  PD 
1  AKERS,  HORACE  G,  LT,  PD 

AYALA,  JESUS  ARNULFO,  SGT,  PD 

BARE,  HOODROH  ALAN,  SGT,  PD 

BLANCO,  SERVANDO  M,  DEP  CHF,  PD 

BORUNDA,  ALFONSO,  SGT,  PD 

BRETON,  RICHARD  F,  CPT,  PD 

BUTLER,  JOHN  DUKE,  DEP  US  MARSHAL 

CASTANEDA,  ARMANDO  ALFREDO,  ASST  DIR,  JUAREZ  MX  DPS 

CAVAZOS,  EDHARD  ARNOLD,  LT,  PD 

CHACON,  HENRY,  CPT,  PD 

CHAVEZ,  ROBERT  ELI,  LT,  PD 

CHRISTENSEN,  NICK  G. ,  CPT,  PD 

CLARK,  JOSEPH  V,  LT,  PD 

COLORADO,  ANGEL,  LT,  EL  PASO  CO  SD 

COULTER,  RALPH  L.,  CHF,  UNIV  OF  TX  PD 

CROSS,  PAUL  EUGENE,  LT,  PD 

CUELLAR,  RICARDO  F.,  LT,  PD 

CZERHINSKY,  MICHAEL  RAYMOND,  LT,  PD 

DIMATTEO,  HENRY  JAMES,  SGT,  PD 

DOMINGUEZ,  GUADALUPE,  JR,  CHF  DEP,  EL  PASO  CO  SD 

DOMINGUEZ,  JESUS  MANUEL,  SGT,  EL  PASO  CO  SD 

DROLLINGER,  GREGORY  A,  DEP  CHF,  PD 

DUNCAN,  DAVID  KENT,  PTLM,  TX  DPS 

EDGAR,  THOMAS,  SGT,  PD 

FLORES,  ALFONSO  S,  LT,  PD 

FORTIN,  YVES  JACQUES,  LT,  PD 

GAILEY,  PATRICK  JON,  CPT,  PD 

GARCIA,  I.  L.,  LIEUTENANT,  PD 

GILBERT,  DARREL  L.,  LIEUTENANT,  PD 

GOMEZ,  RAMIRO,  JR,  SGT,  PD 

GUZMAN,  RICARDO,  LT,  PD 

HERNANDEZ,  ALVINO,  SGT,  EL  PASO  CO  SD 

HERNANDEZ,  JORGE  E,  LT,  PD 

HIJAR,  ALFONSO,  CAPTAIN,  PD 

JOHNSON,  DWAIN  LEON,  SGT,  PD 

LAFRANCE,  MARCEL  DENNIS,  SGT,  PD 

LECHUGA,  EDHARD  JOE,  LT,  EL  PASO  CO  SD 

LIMAS,  RICARDO,  JR,  LT,  PD 

LONG,  HILLIAM  J,  DEP  CHF,  PD 

LOPEZ,  RUBEN,  SGT,  EL  PASO  CO  SO 

MAESTAS,  RICHARD,  SGT,  PD 

MANN,  SCOTT  CHRISTOPHER,  SGT,  EL  PASO  CO  SD 

MARTINEZ,  AVELINO  ADRIAN,  LT,  PD 

MASSEY,  GUS  L.,  DEP  CHF,  PD 

MCCUTCHEN,  DAVID,  DET  SGT,  US  BORDER  PATROL 

MESSICK,  DOLORES  MARIE,  LT,  EL  PASO  SO 

NAUBERT,  THOMAS  HAROLD,  LT,  PD 

NAVA,  ARMANDO,  JR,  LT,  PD 

OLIVERI,  G.  C,  LIEUTENANT,  PD 

PACILLAS,  RAUL,  LIEUTENANT,  PD 

PEEVEY,  BRADLEY  HAYNE,  LT,  PD 

PENA,  FERNANDO,  JR,  LT,  PD 

PINON,  CARLOS,  LT,  PD 

POKLUDA,  VINCENT  STEVEN,  SGT,  PD 

PORTER,  CLINT  MATTHEH,  LT,  EL  PASO  CO  SD 

PRESTON,  DANIEL  LAUREN,  LT,  PD 

ROMAINE,  CHARLES  LEO,  SGT,  PD 

RYALS,  MARVIN  URIEL,  SGT,  EL  PASO  CO  SD 

SAMANIEGO,  LEONARDO,  SHF  OF  EL  PASO  CO  SD 

SAUCEDO,  PAUL  G,  LT,  PD 

SKANSE,  RICHARD  CONSTANTINE,  LT,  PD 

SUBIA,  CARLOS  LORENZO,  LT,  PD 

TABBUTT,  RODOLFO  MANUEL,  SGT,  PD 

TOLBERT,  JERRY  EDMOND,  SR  INVSTGR,  OFF  ATT  GENERAL 

WAITE,  JACK  ROSS,  SGT,  EL  PASO  CO  SO 

HERSICH,  DENNIS  P,  CPT,  PD 

WILES,  RICHARD  DAVID,  LT,  PD 

HILES,  ROBERT  LEE,  LT,  PD 

HILKINS,  LARRY  GLENN,  LT,  EL  PASO  CO  SD 
65  #  HILSON,  ANDREH  ROBERT,  DETECTIVE  LIEUTENANT,  PD 
151   HOODALL,  JAMES  FRANKLIN,  JR,  LT,  TX  DPS 
ELECTRA 

49  *  MILLER,  A.  K.,  COP 
EULESS 

CLARK,  RICHARD  EUGENE,  LT,  PD 

FREE,  THOMAS  C,  LT,  PD 

FULLER,  KENNETH  BOVEL,  COP 

HAMM,  RICHARD  ALVIN,  CPT,  PD 

KOCKOS,  STEVEN  CHRIS,  LT,  PD 


126 

95 
152 
170 
102 
127 

96 
128 
125 
148 
116 
118 

83 
113 
168 

87 
194 

93 
179 
139 
100 
174 
110 
122 
128 
112 
119 
190 

68 

98 
140 
187 
157 
103 

89 
131 
120 
153 

97 
109 
180 
121 
188 
151 

70 
122 
185 
121 
148 
105 

99 
134 
116 
129 
165 
192 
150 
159 
169 

91 
166 
172 
144 
164 
134 
182 
117 
183 
174 
162 


138  tt 

110  tt 

157  tt 

147  tt 
193 


138   KRAFT,  JOSEPH  RANDALL,  SGT,  PD 

131  tt   THOMPSON,  BILLY  WALTON,  DET  CHF,  PD 

166   ZIEMIAN,  JOSEPH  JOHN,  JR,  CPT,  PD 
FARMERS  BRANCH 

158  tt   CAMPBELL,  GEORGE  FRANCIS,  JR,  CPT,  PD 

192   DANIEL,  REECE,  CPT,  PD 

108  tt   WAGNER,  ALBERT  C,  SR,  CPT,  PD 
FLORESVILLE 

102  *  WITTEN,  ROY  A.,  CHIEF  OF  POLICE 
FLOWER  MOUND 

131   GRIFFITH,  GRADY  PAUL,  JR,  COP 

153  tt   HAZELWOOD,  DENNIS  WAYNE,  COP 
FOREST  HILL 

134  *  IRVIN,  LESLIE  DAVID,  COP 
FORT  BLISS 

181   BERRY,  MICHAEL  DAVID,  CWO  II,  USA 
FORT  HOOD 

178   HALASZ,  SCOTT  ALAN,  MAJ,  USA 

137   HAMMELL,  JOHN  MATTHEW,  LTC,  USA, 
83   JACKSON,  DONALD  B.,  LTC,  USA 
95  tt   KOSTA,  ANTONIO  L,  JR,  LTC,  USA 

108   MCNALLY,  EUGENE  H. ,  SA,  USACIDC 

143   SHARPE,  HAL  FRANKLIN,  SA,  USACIDC 

103  tt   VERSEPUT,  GARY  W,  MAJ,  USA 

142   WILLIAMS,  WILLIAM  EARLE,  MAJ,  USA 
FORT  SAM  HOUSTON 

75  It   BUCKLES,  ROBERT  L.,  CHF  WO-3,  USA 
FORT  STOCKTON 

131   COPE,  DALE  ASTON,  COP 
FORT  WORTH 

ADAMS,  ALICE,  LT,  PD 

ALLCON,  ALVIN  JAY,  LT,  PD 

BEALL,  FRED  C. ,  INTELLIGENCE  AGENT,  TX  DPS 

BEESON,  DONALD  HENRY,  SR,  CHF,  TX  COLLEGE  OF  OSTEOPATHI 

BLANCHARD,  C,  JR,  CHF  DEP,  JEFFERSON  CO  SO 
tt   BRADLEY,  GREGORY  SCOTT,  LT,  PD 

COOK,  CLIFFORD  RACINE,  LT,  PD 

CURTIS,  LARRY,  DEP  CHF,  PD 

ELY,  RANDY  PAUL,  DEP  CHF,  PD 
#  FOLEY,  JOHN  PATRICK,  LT,  PD 

GERLAND,  DONALD  BRYAN,  DEP  CHF,  PD 

GILLINGER,  ROGER  WAYNE,  MSGT,  USAF 
tt   HILL,  SAMITH  CALVIN,  DEP  CHF,  PD 
tt   HOPKINS,  HERBERT  F.,  COP 

JWANOWSKI,  PAUL  NICHOLAS,  LT,  PD 
tt   KELLEY,  ROBERT  J,  LT,  PD 

KNEBLICK,  PATRICIA  JANE,  DEP  CHF,  PD 

KREY,  MARK  NORMAN,  LT,  PD 

MARTIN,  COY  L,  COP 
tt   MCHHORTER,  HILLIAM  T.,  DEP  CHF,  PD 

MENDOZA,  RALPH,  DEP  CHF,  PD 

MOGAVERO,  CARL  HERMAN,  DIR  OF  SEC,  COOKS  CHILD  HOSP 
tt   REAGAN,  DAVID  LARNELL,  DEP  CHF,  PD 

RICH,  HAROLD  WAYNE,  CPT,  PD 

SLOVER,  JOHN  R,  SPECIAL  AGENT,  BU  OF  ATF, 
tt   SMITH,  JAMES  M. ,  MGR,  POL  &  SEC/TREASURY  DEPT 


168 
167 
116 
151 
102 
169 
177 
193 
163 
151 
140 
166 
156 

72 
189 

88 
181 
185 

95 

52 
161 
133 
134 
173 
100 
116 

43 
113 
155 

57 
109 


SMITH,  THOMAS  J.,  SERGEANT,  PD 

STONE,  DENNIS  W.,  SERGEANT,  TEXAS  DEPT.  OF  PUBLI 
SWEARINGIN,  RALPH  DONALD,  J,  LT,  PD 
TUNAL,  JOE  R,  SGT,  PD 
WINDHAM,  THOMAS  R,  COP 
FREDERICKSBURG 

160  RHOTEN,  DENNIS  LEE,  COP 
FREEPORT 

176   BAKE,  GARY  FRANKLIN,  ASST  CHF,  PD 

62  *  GREEN,  KENNETH  B.,  PATROLMAN,  PD 
FRIENDSWOOD 

154  *  FIDELIBUS,  FRANK  JOHN,  SR  DET,  PD 
116  tt   PRENDERGAST,  CHARLES  F,  LTC,  USA 
GALENA  PARK 

63  *  COX,  E.  A.,  COP 
GALVESTON 

128   BENAVIDEZ,  EDWARD,  CPT,  PD 
163   BOYLE,  RICHARD  DENNIS,  CPT,  PD 
38  tt   BURNS,  WILLIAM  JOHN,  COP 

135  tt   DAGG,  WILLIAM  ANTHONY,  LT,  PD 

131   ENNIS,  BILLY  B,  COP,  JAMAICA  BEACH  PD 
173   HOECKER,  TERRY  LYNN,  LT,  PD 
183   LEASE,  RAY  BUD,  MAJ,  GALVESTON  CO  SD 
168   LEONARD,  MARLEY  EUGENE,  JR,  CHF  DEP,  GALVESTON  CO  SD 
195   NEVELOW,  ERIC,  MAJ,  GALVESTON  CO  SD 
107  tt   PICARD,  HOWARD  J,  CPT,  PD 
121   POOR,  FREDDIE  LEE,  MAJ,  GALVESTON  SD 
188   RIEDEL,  BRIAN  JAMES,  LT,  PD 
120   RODRIGUEZ,  ANTONIO,  JR.,  PTLM,  PD 

138   SINGLETON,  BARBARA  ELIZABETH,  CPT,  UNIV  OF  TX  MEDICAL  B 
114   SINGLETON,  LEO  E,  JR,  CPT,  PD 
131   SINGLETON,  RICHARD  LEE,  SGT,  PD 
90   STEGE,  HARRY  W,  CHF,  TX  A  &  M  UNIV  PD 
GARLAND 
175   BARBER,  ROBERT  RONALD,  CMDR,  PD 
156   BARNETT,  JAMES  W,  JR,  ASST  CHF,  PD 

136  BULLARD,  WAYLON  JASPER,  CRIM  INVSTGR,  TX  DPS 

161  tt   BYRNES,  DAVID  ALLEN,  LT,  TX  DPS 
112   EAVENSON,  HAROLD  W.,  SGT,  TX  DPS 
186   GOLDSTON,  FOY  GENE,  LT,  TX  DPS 

98  tt   HEATHERLY,  TOMMY  G,  CHF  DEP,  USMS 
183   KENDLEY,  PAUL  RAY,  CMDR,  PD 
190   PLUMLEE,  REX  ANTHONY,  CMDR,  PD 
127  tt   RAWLINSON,  RONALD,  ASST  DIR,  PD 
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TEXAS  -  TEXAS 


165 
13* 
142 
GILMER 
193 
96  tt 


SHING,  RICHARD  LINDSLEY,  SGT-TX  RANGER,  TX  DPS 
VANCE,  JIMMY  RAY,  ASST  CHF,  PD 
HILSON,  LARRY  RAY,  COP 


AKIN,  ALLEN  RAY.  SGT ,  DPS 
MCALLISTER,  ALVIS  L. ,  COP 
GRANBURY 
193   BERRYMAN,  RONALD  LEE,  DEP  CHF,  PD 
180    JAOUESS,  RANDY  ALVIN,  COP 
GRAND  PRAIRIE 
176  *  BRADEN,  STEVEN  KENNETH,  LT,  PD 
137  tt   CRUM,  HARRY  LAHRENCE,  COP 
154    LABBE,  MARK  DENNIS,  SGT,  PD 

132  MILLER,  CHARLES  LEE,  DEP  CHF,  PD 
166  tt   MORRIS,  HILLIAM  EDHARD,  LT,  PD 
141    SAGER,  CHARLES  RICHARD,  SGT,  PD 

GRAPEVINE 

133  tt   CAPERTON,  TOMMY  CAROL,  COP 

163  *  LEHIS,  HENRY  GRADY,  JR,  ASST  CHF,  PD 
185    SALAME,  EDHARD,  SGT,  PD 
130   HILKINS,  RICHARD  DALE,  COP 
GREENVILLE 

99  tt   MCGEE,  J.  D. ,  COP 

162  PARIS,  BARRY  LENZEL,  COP 
69  tt   POHERS,  LEON  G,  COP 

188   ROSEBERRY,  HAROLD  EVERETT,  ASST  CHF,  PD 
HALTOM  CITY 
178    MACON,  ROGER  ALAN,  ASST  CHF,  PD 

163  *  MCOUEARY,  RONNIE  HAYNE,  ASST  CHF,  PD 
HARKER  HEIGHTS 

132   DRAKE,  JOHN  HALDEMAR,  COP 
HARLINGEN 

85  tt   ANDERSON,  GUY  Y.,  COP 

ARCHER,  ROBERT  SAMUEL,  ASST  CHF,  PD 

CANO,  ELOY,  JUSTCE  OF  THE  PEACE,  CAMERON  C 

CROSSETT,  HAROLD  H. ,  (SA,  FBI)  COP 

LOZANO,  ABEL  M.,  CAPTAIN,  PD 

MUNIZ,  ANDRES  OCTAVIO,  JR,  DET  SGT,  PD 

SCHEOPNER,  JAMES  JOSEPH,  LT,  PD 

SHANNON,  RAY,  CPT,  PD 


VILLAGE  PD 
HARRIS  CO  SD 
SGT,  CONSTABLE  PCT 
PD 


174 

132 
31  tt 
61 

184 

154 
58  * 
HEATH 

140   HATSON,  DENNIS  RAY,  COP 
HEDHIG  VILLAGE 

173  *  RUSH,  HILLIAM  GEORGE,  COP 
HEMPSTEAD 

105  *  GAINES,  CHARLES  R,  CHF  DEP,  HALLER  CO  SO 
HENDERSON 

127    BROHN,  HILLIAM  HALE,  INVSTGR,  RUSK  CO  DA  OFC 
HEREFORD 

96  tt   MCPHERSON,  TRAVIS  D,  SHF  OF  DEAF  SMITH  CO 
HIGHLAND  PARK 

158    FANT,  DARRELL  LYNN,  DIR,  DPS 
72  tt   GARDNER,  HILLARD  H. ,  DIR  OF  PUB  SFTY 
HILLSBORO 

119   HARDLOH,  HAROLD  EUGENE,  CRIM  INVSTGR,  HILL  CO  DA  S  OFC 
HONDO 

125   SMITH,  JERRY  HAT,  COP 
HOUSTON 

189   AKERS,  GARY  LYNN,  SGT, 

146  ALBERS,  JIMMY  LEE,  LT, 
125  ALEXANDER,  HAROLD,  SR, 
161   ANGEL,  MIGUEL,  JR,  SGT, 

125  *  ARGO,  MARK  EDHARD,  CPT,  HARRIS  CO  DA  OFC 
183   ARMSTRONG,  JAMES  ROBERT,  SGT,  PD 
165   BAIRD,  STEPHEN  EDHARD,  LT,  HARRIS  CO  SD 
158   BARBIER,  KEITH  PAUL,  SGT,  TX  DPS 

115   BAZAN,  RAMON  G,  SA,  ATF 

139  BERRY,  KENNETH  WAYNE,  MAJ,  HARRIS  CO  SD 

185   BICKERS,  THOMAS  EUGENE,  JR,  ASST  CHF,  RICE  UNIV  PD 

123   BINFORD,  JAMES  HAROLDE,  DET,  PD 

181    BLACKBURN,  JOHN  BENJAMIN,  ASST  CHF,  HOUSTON  INDEPENDENT 

142   BOY,  JAMES  ROBERT,  SGT,  PD 

133   BROHN,  MILTON  DALE,  CPT,  PD 

195   BUENIK,  GEORGE  THOMAS,  CPT,  PD 

181    BUJNOCH,  LISA  LOU,  LT,  PD 

168  tt   CANTHELL,  JACKIE  LEE,  ASST  CHF,  VILLAGE  PD 

189   CASTEEL,  RANDALL  JOE,  LT ,  HARRIS  CO  SD 

147  CEMPA,  FRANK,  ASST  CHF,  UNIV  OF  HOUSTON  UNIV 
64  tt   CLARK,  THOMAS  F.,  CPT,  PD 

193   CLAHSON,  CYNTHIA  SULLIVAN,  SGT,  PD 

140  COHN,  RUTH  CATHERINE,  LT ,  PD 

106  *  CONEY,  THEDDIS  R,  MAJ,  HARRIS  CO  SO 

187  CONROY,  STEVE  EVAN,  JR,  CPT,  HARRIS  CO  SD 
172   COPELAND,  STEPHEN  GAREY,  SGT,  PD 

132   CURRAN,  MARK  LEROY,  CPT,  PD 

167   CURRY,  DONALD  HINSTON,  LT,  PD 

160   DAVID,  RICHARD  RAY,  LT.PD 

167   DAVIS,  MALCOLM  CLIFFORD,  JR,  LT,  UNIV  OF  HOUSTON  PD 

137   DEHNERT,  LARRY  THOMAS,  ASST  CHF  INVSTGR,  HARRIS  CO  DA 

193   DIAZ,  ALBERT  RAY,  LT,  HARRIS  CO  SD 

160   DIAZ,  RUBEN,  SR,  LT,  HARRIS  CO  SD 

127   DISHMAN,  MICHAEL  HAYNE,  INVSTGR,  HOUSTON  ARSON  BU 

155   DURBIN,  HILLIAM  PATRICK,  CPT,  UNIV  OF  TX  PD 

189    EISENMAN,  MARK  ANTHONY,  LT,  PD 

103  tt    ELDRIDGE,  CLARENCE  E,  DET,  HARRIS  CO  SO 

151    ELLIOTT,  LOUIS  MARTIN,  JR,  SGT,  PD 

176    ENLOE,  TERRY  GEYE,  LT,  HARRIS  CO  SO 

113  tt    FENLEY,  JOE  A,  INVSTGR,  HOUSTON  ARSON  BU 

188  FISHER,  HARRY  DANIEL,  LT,  HARRIS  CO  DA  OFC 
11  *  FLOYD,  R.  E.,  DIR,  FIREMANS  AND  POLMNS  CIVIL 


149    FLUITT,  MARK  LYNN,  SA,  US  CUSTOMS  SERV 
104   FORD,  HILLIAM  K. ,  SERGEANT,  PD 

136  tt   FOX,  JAMES  LARRY,  SGT,  HARRIS  CO  ATTY  OFC 

183  FREEZE,  JOHNNY  J,  LT,  HARRIS  CO  SD 
109  tt   GAMINO,  JOSEPH  A.,  LT,  PD 

159   GONZALES,  RALPH  DENNIS,  SGT,  HARRIS  CO  DA'S  OFC 

103  tt   GOUDY,  JAMES  R,  CPT,  PD 

118  *  GRAETER,  STEPHEN  SHERIDAN,  DEP,  HARRIS  CO  SD 

140   GRIFFITH,  STEPHEN  MICHAEL,  CHF,  HEST  UNIV  PLACE  PD 

98  HAMEL,  JACK  R.,  CPT,  PD 

143   HARPER,  CLYDE  JESS,  CPT,  HARRIS  CO  SD 

175  HART,  JOHN  THOMAS,  CPT,  HARRIS  CO  SD 
132   HAUN,  RICHARD  EUGENE,  CPT,  PD 

166   HAYNES,  DONALD  WAYNE,  ASST  CHF,  HOUSTON  ARSON  BU 
126   HEFNER,  GRACE  PATRICIA,  LT,  HARRIS  CO  SD 

99  HENNING,  LAWRENCE  W,  DEP,  CONSTABLE  PCT  5 
187   HERON,  JOHN  DAVID,  LT,  UNIV  OF  HOUSTON  PD 
130   HESS,  GEORGE  R,  JR,  CHF,  UNIV  OF  HOUSTON  PD 
195   HITCHCOCK,  LANNY  KIM,  LT,  HARRIS  CO  SD 

181   HODGES,  OLLIE  RAY,  DEP  CHF  INSPR,  USMS 
191   HOLDEN,  JOSEPH  GRANT,  LT,  HARRIS  CO  SD 

100  HORN,  VERTNA  L,  JR,  LT,  HARRIS  CO  SO 
169   HUGHES,  JOE  KEITH,  LT,  HARRIS  CO  SD 

171   JENSEN,  HILLIAM  CRAIG,  INVSTGR,  HOUSTON  FIRE  DEPT  ARS 
107  tt   JOHNSON,  EDWARD  E,  MAN  DIR,  PINKERTON  INVSTGR  SER 

176  KALINOWSKI,  JAMES  THADDEUS,  LT,  PD 

157  *  KELLEY,  LLOYD  EARL,  LT,  PD 

101  *  KING,  CARL  E.,  CPT,  USMC 

173  KLECZYNSKI,  RICHARD  JOHN,  JR,  LT,  PD 
95  tt   KLEVENHAGEN,  JOHN  J,  SHF  OF  HARRIS  CO 

189  KNAUTH,  DANNY  WADE,  LT,  TX  DPS 

184  LAMPIGNANO,  JOSEPH  ANTHONY,  LT,  PD 

137  LAWRENCE,  BERNARD  JOSEPH,  SA,  DEA,  (INSPR,  USMS) 

178  LAWRENCE,  WILLIAM  HENRY,  LT,  PD 
169   LYONS,  STEVE  THOMAS,  LT,  PD 

126   MANCUSO,  MARK  VINCENT,  CPT,  PD 

194   MARQUIS,  BRUCE  PRESTON,  CHF,  HOUSTON  IND  SCHOOL  DIST  P 

118   MARRIOTT,  NORMAN  KENNETH,  LT,  PD 

129  *  MCAFEE,  WILEY  B,  JR,  LT,  PD 

174  MCCLELLAND,  CHARLES  AARON,  LT,  PD 

168   MCKEOWN,  DIANNE  LOUISE,  LT,  HARRIS  CO  SD 

101  #  MEDLOCK,  MCLOY,  DET,  PD 

94  *  MILLER,  JOHN  L,  ASST  COP,  UNIV  OF  HOUSTON 

191  MOORE,  CEASER,  JR,  LT,  PD 
162   MORGAN,  DAVID  FRANKLIN,  LT,  HARRIS  CO  SD 

138  MOULTON,  MARK  STEVEN,  CHF,  UNIV  OF  HOUSTON 
173   NIXON,  SUSAN  CAROLYN,  CPT,  HARRIS  CO  SD 
113   NUCHIA,  SAMUEL  M,  COP 
164   PACE,  TAMMIE  YVONNE,  SGT,  PD 
121   PAGEL,  LEE  WAYNE,  INVSTGR,  TX  DPS 
144  *  PETERS,  EDWIN  MORGAN,  CHF,  JERSEY  VILLAGE 

98  *  PEYTON,  JESSE  D,  III,  CPT,  HARRIS  CO  SO 
116   PRICE,  CHRISTOPHER  L,  CHF,  VILLAGE  PD 

131  *  RABAGO,  JOE  FRANK,  SR,  INVSTGR,  TX  STATE 

190  READY,  DWAYNE  WILLIAM,  LT,  PD 

112  *  ROBICHAUX,  WALTER  F,  CAPTAIN,  HARRIS  CO  SD 

158  RODGERS,  KENNETH  KYLE,  CHF  INVSTGR,  HARRIS  CO  DA'S  OF 
70  *  ROUSSEAU,  MARSHALL  FOCH,  MARSHAL,  SOUTHERN  DISTRICT  OF 

152   SATCHER,  JERRY  DON,  CPT,  HARRIS  CO  SD 

179  SCHEIBE,  MICHELE  RANEY,  SGT,  PD 

186  SCHINDLER,  DARRELL  JAMES,  LT,  PD 
93  #  SCHLECHT,  JAMES  A,  CHF  DEP,  USMS 

99  SCHOTTIE,  MICHAEL  C. ,  LIEUTENANT,  HARRIS  CO.  SHERIFF 
185   SCHULTEA,  JAMES  ROBERT,  SGT,  PD 

192  SCOTT,  MICHAEL  DEXTER,  LT,  TX  DPS 
177   SILVA,  JOHN  JOSEPH,  LT,  PD 

124   SIMMONS,  CLIFFORD  EUGENE,  SGT,  PD 
115   SIMMONS,  MILTON  C,  ASST  CHF,  PD 

175  SMITH,  GRAY  DONOVON,  LT,  PD 

102  *  SMITH,  JAMES  D,  DEP,  HARRIS  CO  SO 

95  SMITH,  JAMES  E,  CPT,  HARRIS  CO  SO 

150  SMITH,  ODDIS  MONROE,  INVSTGR,  HOUSTON  ARSON  BU 
126   SNITKIN,  WALTER  WYLIE,  DEP,  HARRIS  CO  SO 

194   SPENCER,  RICHARD  MARK,  LT,  PD 

142  STADLER,  KENNETH  EUGENE,  CPT,  HARRIS  CO  SD 

170  STEWART,  GERALDINE  SUE,  ASST  CHF,  PD 

179  TALTON,  MICHAEL  HOLMES,  LT,  HARRIS  CO  SO 
148   TERRAL,  RICHARD  BOYD,  LT,  PD 

132  #  THORNTON,  JOHNNY  EDWIN,  INVSTGR,  HOUSTON  FIRE  DEPT 
182   TREVINO,  JOHN  PHILLIP,  LT,  PD 

174   VARA,  JOSEPH  RAY,  LT,  HARRIS  CO  DA  OFC 

187  WALKER,  RONALD  DEAN,  LT,  PD 

156   WARREN,  DREW  MICHAEL,  LT,  HARRIS  CO  SD 
185   WARREN,  GERALD  RAY,  LT,  HARRIS  CO  SD 
97  tt   WEDEMEYER,  CHARLES  N,  JR,  MAJ,  HARRIS  CO 

100  tt   HHITCOMB,  CHARLES  R,  CPT,  TX  DPS 
145   WILLIAMS,  JOHN  DUNCAN,  III,  SGT,  PD 

143  WILLIAMSON,  KENNETH  RAY,  SGT,  PD 
181   WILSON,  TOMMY  GAIL,  CPT,  HARRIS  CO  SO 
166   WIZINSKY,  RONALD  EDWIN,  LT,  PD 
115  *  WOLFINGER,  DAVID  F,  LIEUTENANT, 

151  WOODRUFF,  WADE  STEVEN,  INVSTGR, 

171  WOODS,  ROBERT  EARL,  SGT,  PD 

188  YOUNG,  DIANNE,  SGT,  PD 

180  ZAMORA,  MANUEL  FLORES,  LT,  PD 


PD 


PD 


BAR 


SD 
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HARRIS  CO  DA  OFFICE 


PAGE 


284 


TEXAS  -  TEXAS 


190 
183 
109 
129 
108 
HURST 
171 
121 


LEONARD,  DEBORAH  JEANNE,  INVSTGR,  TX  DEPT  OF  CRIM  JUSTI 
MULLEN,  ELIZABETH  JANE,  DEP  CHF,  TX  DEPT  OF  CRIM  JUST 
OSHAUGNESSY,  PATRICK  H,  CHF  INVSTGR,  TX  DEPT  CRIM  JUST 
REEVES,  JACK  EDHARD,  DET,  TX  DEPT  OF  CORRECTIONS 
YARBROUGH,  JOHN  R,  JR,  MAJ,  TX  DEPT  OF  CORRECTIONS, 


BELL,  ROY  LEE,  ASST  CHF,  PD 
GILBERT,  DALTON  LADELL,  MAJ, 
INGLESIDE 
142   HRIGHT,  RANDOLPH  LEE,  COP 


PD 


IRVING 
118  # 
129 
168 
150 
125 
140 
112 
186 
111 
178 
183 
191 


PD 


BUSH,  TRACY  CONLEY,  JR,  ASST  CHF, 
CANNADAY,  WILLIAM  LOWELL,  COP 
CARMACK,  LEONARD  RUFUS,  ASST  CHF,  PD 
COX,  WARDELL  LEROY,  CPT,  PD 
HALL,  TRAVIS  JAMES,  ASST  CHF 
HANKS,  DAVID  EUGENE,  LT,  PD 
LOWE,  JOE  R.,  CPT,  PD 
MCINTOSH,  DANNY  LEE,  SGT,  PD 
RICHARD,  JOHN  L.,  ASST  CHF,  PD 
SIMON,  JAMES  SIDNEY,  ASST  CHF, 
STEPHENS,  DONALD  RAY,  CPT,  PD 
YEAKLEY,  MARK  RANDALL,  CPT,  PD 
JACKSONVILLE 
138   STIEFER,  FLOYD  WAYNE,  COP 


PD 


PD 


MARTIN,  WILLIAM  T.,  CPT,  USAF 

ADAMS,  PAT  OWEN,  COP 
FRAZIER,  ROBERT  LOYD,  COP 
MCMILLAN,  MARK  HARRISON,  CPT,  PD 


JOSHAU 
92  # 
KATY 
133  # 
119 
177 
KELLER 

176   FISCHER,  GARY  ALAN,  SGT,  PD 
KELLY  AFB 
102  »   DOUGHERTY,  WILLIAM  T,  CHF  MSGT,  USAF 
121  #  SMITH,  WILLIAM  EDWARD,  JR,  MSGT,  USAF 
KERRVILLE 

BRANDON,  BILLY  A. 
COOPER,  RONALD  W. 
DICKERSON,  CHUCK, 
EVANS,  LAWRENCE  S 


CHF  DEP,  KERR  CO  SD 
COP 
COP 

JR.,  COP 


HIERHOLZER,  WILLIAM  RUSSELL,  LT,  KERR  CO  SD 


PD 


76 

90 
183 
103 
172 
KILLEEN 
121   ANDERSON,  HUGH  CRITTENDEN,  LT, 
195   BALDWIN,  DENNIS  MARK,  LT,  PD 
115   CARLSON,  JOHN  A.,  LT,  PD 

92   GIACOMOZZI,  FRANCIS  L.,  COP 

126  GRIFFIN,  MICHAEL  SHAWN,  LT,  PD 

135  HODSON,  FREMONT  BYRON,  III,  LT,  PD 
164   HOSKINS,  STEVEN  LEE,  SGT,  PD 

169   JENKS,  KELLEY  LEE,  LT,  PD 
190   JENKS,  KENNETH  LYLE,  SGT,  PD 
176   LONGWELL,  LARRY  DEAN,  LT,  PD 
125   MANSFIELD,  ROBERT,  LT,  PD 
111   MCCARROLL,  JAMES  L.,  CAPTAIN,  PD 
149   REIDER,  CHARLES  MICHAEL,  SGT,  PD 
142   ROGERS,  BRAD  ALAN,  DEP  CHF,  PD 
120   STEPHENS,  ROBERT  ALLEN,  LT,  PD 
KINGSVILLE 

127  #  MAYS,  JOSEPH  FRANKLIN,  LT,  KLEBERG  CO  SD 
LA  GRANGE 

184   SCHMIDT,  KENNETH  MASON,  CHF  DEP,  FAYETTE  CO  SD 
LA  MARQUE 

155   BOSTICK,  FRANK,  JR,  DET  SGT,  PD 
91   GOAD,  EDWIN  L.,  COP 
LA  PORTE 

158  *  SMITH,  CHARLES  ELMER,  COP 
LACKLAND  AFB 

136  n   AINSLIE,  ROBERT  STEPHEN,  LTC,  USAF 
118  #  CHRISTY,  ROBERT  RALPH,  LTC,  USAF 

DENISIO,  CARL  B,  COL,  USAF 

EASON,  JOHN  WYATT,  JR,  CPT,  USMC 

MCCOMB,  RICHARD  DAVID,  CPT,  USAF 

NALL,  MARK  ARNOLD,  MAJ,  USMC 
LAKE  JACKSON 
146  *  BENAVIDEZ,  RICKIE,  SGT,  PD 

DUNLAP,  JAMES  RAY,  LT,  PD 

FOLEY,  MILTON  MAURICE,  PTLMN,  PD 

HINTON,  JAMES  M,  CHIEF  OF  POLICE 

HROMADKA,  PAUL  ANTHONY,  CPT,  PD 

JACKSON,  LUDWIG  WILLIAM,  CPT,  PD 

MILLER,  POWELL  CLAYTON,  CHF,  PD 

TURNER,  ROBERT  SOMERS,  DET  SGT,  PD 
LAMPASAS 

110   WEEMS,  JERRY  W,  COP 
LANCASTER 
173   FLATT,  LARRY  WAYNE,  LT,  PD 

MILLER,  RICHARD  P.,  DET  SGT,  PD 

PINSON,  CHARLES  ELDRED,  CPT,  PD 

POWELL,  EVERETT  LEROY,  SGT,  PD 

SHINER,  DANIEL  LEE,  COP 


83 
140 
195 

134 


194 
141 
106 
170 
122 
117 
130 


114  ft 
143 
122  * 
122 
LAREDO 

87 
178 

21  * 
192 
128 
180 


DELACHICA,  ALBERTO  J.,  DEP  SHF,  WEBB  CO  SD 
DOVALINA,  AGUSTIN,  III,  CPT,  PD 
FLORES,  PORFIRIO  L.,  SHERIFF,  WEBB  COUNTY  SO 
NAVARRO,  GILBERTO  LUIS,  SGT,  PD 
SANTOS,  MARIO,  JR,  SHF  OF  WEBB  CO 

WALKER,  ALBINO  ALLEN,  CHF  CNSTBL,  WEBB  CO  CONSTBL  OF 
LEAGUE  CITY 
187   BITTNER,  PATRICK  EMMET,  LT,  PD 


CPT,  PD 
JR,  SGT,  PD 


141   WROBLESKI,  RONALD  JAMES,  DIR,  DPS 
LEON  VALLEY 

171  COLYER,  HOWARD  THOMAS,  JR, 
183   REYES,  VICTOR  BALDERRAMA, 
106   STANNARD,  WILLARD  E.,  COP 

LEVELLAND 

130   SPENCE,  DARRELL  VON,  CRIM  INVSTGR,  DA  S  OFC 
LEWISVILLE 

164  GALLER,  JERRY  RAY,  ASST  CHF,  PD 
106   MCFADDEN,  STEVE  H. ,  JR,  COP 

LIBERTY 

172  ARTHUR,  GREGORY  FLOYD,  SGT,  TX  DPS 
LINDEN 

118   GOZA,  JOHN  DENNIS,  JR,  CHF  PROBATION  OFCR  OF  CASS  CO 
LIVE  OAK 

146   HOPPER,  GARY  GENE,  ASST  CHF,  PD 
LIVINGSTON 

150   CLIFTON,  DENNIS  GENE,  COP 

143   EDMONDS,  RAYMOND  LEWIS,  LT,  POLK  CO  SD 
LONGVIEW 

99  *  ADAMS,  JOE  P. ,  DET,  PD 

137   BURTON,  DARCY  URAIN,  CPT,  PD 

129   DINGLER,  DONALD  MILTON,  CPT,  PD 

145   HAMILTON,  ERNEST  LEROY,  COP 

165  HARSHAW,  ROBERT,  III,  CPT,  GREGG  CO  SD 
105   MAXEY,  MICHAEL,  DET,  GREGG  CO  DA'S  OFC 

93  ft   QUERY,  WILLIAM  R.,  SGT,  PD 
168   SATTERWHITE,  MICHAEL  LEE,  LT,  PD 

60  ft   STONE,  WILLIAM  ROY,  COP 
139  ft   UPTON,  JOHNNY  WARREN,  COP 
LUBBOCK 

49  ft   ALLEY, 


80 
119 

60 
125 

32 
181 

64 
164 
125 


87 
190 
120 

90 
139 
156 
104 

93 


J  T,  JR,  COP 
ft   BARTLEY,  CARROL  G,  ASST  COP 
ft   BRIDGERS,  DONALD  ROGER,  COP 
ft   COX,  WILLIAM  A,  CPT,  PD 

CREAGER,  JEFFREY  LEE,  INVSTGR,  LUBBOCK  CO  CRIM  DA  OF 
ft   DAVIDSON,  PAT  N,  INVSTGR,  CRIM  DA  OFC 

ESPARZA,  THOMAS,  JR,  CPT,  PD 
ft   FERGERSON,  JAMES  RAYMOND,  CPT,  PD 
FOSTER,  RICHARD  KEITH,  CPT,  PD 

HOLMES,  STEVE  SANFORD,  INVSTGR,  LUBBOCK  CO  CRIM  DA  OF 
99  ft   HUFFMAN,  L  RAY,  ASST  CHF,  PD 
102  *  KNOX,  BILLY  G. ,  CPT,  PD 
ft   LONG,  RAYMON  L,  CPT,  PD 

MCGUIRE,  JOHN  RANDEL,  LT,  PD 

NICHOLS,  THOMAS  JAMES,  CHF,  SCHOOL  DIST  POLICE 
ft   PROTHRO,  JAMES  M. ,  LT,  PD 
ft   SUMMERLIN,  DEAN  PALMORE,  LT,  PD 

TREADWAY,  FRANK  DONOVAN,  CPT,  PD 
ft   WHITE,  DAVID  G. ,  LT,  PD 
ft   WILEY,  FRANKLIN  R,  CPT,  PD 
LUFKIN 

90  ft   GOODWIN,  J.  B.,  DEP  CHF,  PD 

119  ft   KIRKLAND,  DAVID  EARL,  CPT,  PD 
92   LATHAM,  ALBERT  L.,  COP 

171  *  LAWRENCE,  MICHAEL  PAT,  SHF  OF  ANGELINA  CO 
99  ft   NEEL,  CHARLES  A.,  TX  RNG,  TX  DPS 
MANSFIELD 

170   SULLIVAN,  DANIEL  WILL,  LT,  PD 
MARBLE  FALLS 

164   CLARK,  GREGORY  HAYNE,  COP 
MARSHALL 

186   ARBUCKLE,  RODNEY  GEORGE,  CPT,  HARRISON  CO  SD 
81  ft   OLDHAM,  BILL,  SHF  OF  HARRISON  CO 

104   WILLIAMS,  CHARLES  W. ,  COP 
MC  ALLEN 

157   COLWELL,  HARRY  CASH,  JR,  LT,  PD 

181    ESCANAME,  ROGELIO,  LT,  TX  DPS 

189   GONZALEZ,  RAUL,  LT,  PD 

133   LONGORIA,  ALEJANDRO  ROMEO,  CPT,  PD 

170   LUKE,  SCOTT  MATTHEW,  LT,  PD 

179   MILLER,  DWAYNE  LEE,  LT,  PD 

135  MILLER,  GARY  STEPHEN,  LT,  PD 
140   TORRES,  ROLANDO,  CPT,  PD 

152  TREVINO,  LUIS,  LT,  PD 

120  ft   YOUNG,  JOEL  WENDELL,  AGENT,  TX  DPS 
MC  KINNEY 

167  *  PULLIAM,  OWEN  PERRY,  LT,  COLLIN  CO  SO 

189   STONE,  KELLEY  EDMONDS,  CPT,  COLLIN  CO  SO 
MCALLEN 

115   BEAMAN,  WAYNE  D,  SAC,  OF  OF  INSP  GEN,  DOJ 
MCGREGOR 

177   STRAUB,  JEFFREY  JARED,  COP 
MEADOWS 

153  HUGHES,  PAUL  FREDERICK,  COP 
175   PICKETT,  G  MICHAEL,  COP, 

MESQUITE 

72  ft   BUCKMEYER,  WILLIAM  EUGENE,  CPT,  PD 
144  *  BURNS,  MICHAEL  KENT,  COP 
173   COTTON,  MORELL  WHITT,  LT,  PD 

136  ft    EGAN,  WILLIAM,  JR,  ASST  CHF,  PD 
92  #  GRAYSON,  GLEN  W,  CHIEF  OF  POLICE 

107  ft   HALE,  KYLE  B.,  CAPTAIN,  PD 
HASS,  TRAVIS  L,  COP 
HINKLE,  DARREL  R. ,  SGT,  PD 
PICCIONI,  ROBERT  LOUIS,  CPT,  PD 
SMITH,  JIMMY  WAYNE,  SGT,  PD 
SPRAGUE,  LARRY  J.,  ASST  CHF,  PD 
WOOD,  DONNA  MARIE,  SGT,  PD 


: 


S 


p3 

a 


89 

114 
191 
121 
102 
148 
MIDLAND 
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AARON,  RONALD  GENE,  DEP  CHF ,  PD 
BENTON,  RONNIE  HOHARD,  SGT ,  PD 
BLAIR,  HOHARD  LEE,  SGT,  MIDLAND  CO  SD 
BLEDSOE,  LARRY  LEE,  SGT,  PD 
COHPTON,  JERRY  DON,  LT,  PD 
CORLEY,  JOHN  S.,  ASST  CHF,  PD 
CURETON,  BENNIE  DALE,  CPT,  MIDLAND  CO  SD 
CZECH,  RICHARD  LEO.  COP 

DECKER,  HILLIAM  SPRINGALL,  LT,  MIDLAND  CO  SD 
FAULKENBERRY,  RICHARD  LANCE,  SGT,  PD 
FINE,  LESLIE  R. ,  HO,  PD 

FOSTER,  GEORGE  ALLEN,  CPT,  MIDLAND  CO  SD 
GIDEON,  V  HAYNE,  COP 
GILLEY,  RICKEY  DON,  SGT,  PD 
HAILE,  JEFFERY  L,  SGT,  PD 

HEMINGHAY,  CHARLES  R.,  DEP  SHF,  MIDLAND  CO  SO 
HILLIARD,  BARRY  V,  DET  SGT,  PD 
HYDE,  THOMAS  P,  DET  SGT,  PD 
INGRAM,  JOHN  HENRY,  SGT,  PD 
LAND,  DUSTY  RAY,  SGT,  PD 
LAY,  JACKIE  H,  PTLM,  PD 
LUCKEY,  EARL,  LT,  PD 

LUCKIE,  JERROLD  D,  INVSTGR,  MIDLAND  CO  DA  OFC 
MARUGG,  JEFFERY  HAYNE,  LT,  PD 
MATLOCK,  JOE  L. ,  DEP,  PD 
MCFADDEN,  JAMES  D. ,  DEP,  PD 
HITCHELL,  ASHBY  L.,  TEXAS  RANGER,  TX  DPS 
MOTEN,  KENNETH  GENE,  DET  SGT,  PD 
NICKS,  EDHARD  MERLE,  SGT,  PD 
NORTON,  HENRY  GEORGE,  LT,  PD 
PEETZ,  ROBERT  HILLIAM,  INVSTGR,  DA 
PETREE,  LINDA  KAY,  SGT,  MIDLAND  CO  SD 
RAY,  BILLY  D. ,  DEP  CHF,  PD 
REED,  MICHAEL  CHARLES,  SGT,  PD 
REYNOLDS,  JAMES  DAVID,  LT,  PD 
ROBERTS,  DONALD  H,  CPT,  TX  DPS 
ROBINSON,  CARL  PRICE,  II,  SGT,  PD 
SHOEMAKE,  HILLIAM  R.,  PATROLMAN,  PD 
SHUPP,  DAMON  HAYNE,  LT,  PD 
SMITH,  JOHN  RANDAL,  DEP  CHF,  PD 
THERHHANGER,  LINDSEY  KYLE,  SGT,  PD 
THOMPSON,  GEORGE  HILLIAM,  CHF  DEP,  MIDLAND  CO  SD 
THOMPSON,  JOHN  HAROLD,  LT,  PD 
URBY,  JOHN  ANTHONY,  SGT,  PD 
HAID,  GERALD  H. ,  SGT,  PD 
HAKEFIELD,  ERNEST  RALPH,  SGT,  PD 
HILKINS,  THOMAS  RAY,  LT,  PD 
HILKS,  DAVID  J.,  LT,  PD 
HILSON,  RONNIE  RHEA,  DET  SGT,  PD 
MIDLOTHIAN 

162   HHITMIRE,  BOBBY  RANDAL,  COP 
MISSION 

62   CASTANEDA,  CLAUDIO,  DEP  SHF,  HIDALGO  CO  SO 
141   GARZA,  MARIA  CONCEPCION,  LT,  PD 
MISSOURI  CITY 

CAMPOS,  THOMAS  DIAZ,  JR,  COP 
ECHOLS,  RONALD  RAY,  LT,  PD 
GUILLOT,  LESLIE  C,  COP 
HOHELL,  HENRY  STOKES,  JR,  COP 
RACK,  ROBERT  NEIL,  ASST  CHF,  PD 
HORRELL,  PAT  MURPHY,  LT ,  PD 
NACOGDOCHES 
166   DEMAREE,  JAMES  MICHAEL,  LT,  PD 

EVANS,  JOSEPH  WILLIAM,  SHF  OF  NACOGDOCHES  CO 
HILL,  HILLIAM  A.,  ASST  CHF,  STEPHEN  F  AUSTIN  UNI 
JAMES,  TIMOTHY,  ASST  DA 

KERSS,  THOMAS  CHARLES,  CHF  DEP,  NACOGDOCHES  CO  SD 
LUJAN,  HILLIAM  FRANK,  ASST  CHF,  PD 
NASSAU  BAY 

164   HOLDEN,  RICHARD  ARLEN,  COP 
NAVASOTA 

177   ASHBURN,  DAVID  LEHIS,  COP,  NAVASOTA  PD 
NEH  BRAUNFELS 
187   BOATRIGHT,  BASEL  BUTLER,  III,  DET  SGT,  PD 
HOLDER,  JAMES  ROBERT,  SHF  OF  COMAL  CO 
KOEPP,  DENNIS  HAYNE,  LT,  COMAL  CO  SD 
MARTINEZ,  RAMIRO,  TX  RANGER,  TX  DPS 
LT,  PD 
DET  SGT,  PD 


120 
186 
160 
123 
119 

86 
130 
131 
135 
175 

94 
161 

77 
195 
184 

47 
111 
107 
191 
172 

98 

87 
110 
182 
115 
100 
110 
170 
171 
105 
121 
141 

89 
138 
178 
102 
155 
104 
167 
156 
185 
122 
129 
158 
102 
188 
154 
114 
136 


107 
193 
112 
163 
119 
148 


161 
113 
109 
181 
174 


127 
192 
117 
145 
175 
NIXON 
100 


ROQUE,  FELIX,  JR, 
VILLARREAL,  JOHN, 


STEHART,  JAMES  H.,  COP 
NORTH  RICHLAND  HILLS 
174   KITCHEN,  RICHARD  STEPHEN,  CPT,  PD 
LYNN,  JOHN  DAVID,  ASST  CHF,  PD 
SHIFLET,  RANDALL  CLARK,  ASST  CHF,  PD 
SHOCKLEY,  THOMAS  RAY,  COP 


139 
134  * 
184 
ODESSA 
176 

90  tt 
173 
142 
183 
181 

85 
111 

92 
143 
127 
137 
115 


ANDERSON,  BILL  RAY,  LT,  PD 

BAKER,  RUSSELL  E,  LT,  PD 

BEGLEY,  KEVIN  JOSEPH,  LT,  PD 

BLALOCK,  LESLIE  CLARENCE,  LT,  PD 

BLANCO,  JOHN  ALBERT,  LT,  PD 

BRIGHT,  DAVID  LYNN,  LT,  ECTOR  CO  SO 

CALLENDAR,  TOMMY  G,  DEP,  ECTOR  CO  SO 

CRUMRINE,  MARVIN  L.,  DEP  CHF,  PD 

CRUMRINE,  VICTOR  L.,  LT,  PD 

DAVIS,  MICHAEL  BRUCE,  LT,  PD 

DIAZ,  ROBERT  SERRATO,  DEP,  ECTOR  CO  SO 

DONALDSON,  MARK  ROBERT,  LT,  ECTOR  CO  SD 

EATON,  BOBBY  D,  CHF  DEP,  ECTOR  CO  SD 


93  #  FAUGHT,  ELTON  A,  SHF,  ECTOR  COUNTY 
130  *  GARRETT,  FLOYD  LEE,  DEP  CHF,  PD 

107  HALLMAN,  JAMES  M. ,  LIEUTENANT,  PD 

124  *  HARRISON,  MICHAEL  CHARLES,  CPT,  ECTOR  CO  SO 
104  #  HOHARD,  CLYDE,  A,  FIREARMS  INSTRUCTOR,  PD 
103   JACKSON,  GENE  0.,  SERGEANT,  PD 

132  *  JONES,  KENNETH  RAY,  DEP  CHF,  PD 

108  *  KEVIL,  ROBERT  L,  DET,  PD 
177    LANGE,  TERRY  GENE,  LT,  PD 

193   LUFFMAN,  BOBBY  DALE,  INVSTGR  II,  ECTOR  CO  SD 
113   MILES,  PHILIP  R,  DEP,  ECTOR  CO  SO 

97  *  NEALY,  EDDIE  J.,  DETECTIVE,  PD 
186   ORRAS,  LOUIS  PATSY,  LT,  PD 
189   ORREN,  DONALD  CURTIS,  LT,  PD 

74  *  REAVES,  DONALD  P.,  CHF  DEP,  ECTOR  CO  SD 
101  *  SCARPA,  GEORGE  J.,  ASST  CHF,  PD 

88  *  SNYDER,  LYNN  E,  SGT,  PD 

96    STEHART,  ALAN  R,  COP 

109  STRACKBEIN,  CHARLES  K,  SGT,  PD 

125  U   SUTTLE,  HALTER  TONY,  LT,  PD 

126  THARP,  MILTON  MAXEL,  SGT,  PD 

117  *  THONTON,  RONALD  E,  CPT,  ECTOR  CO  SD 
51  #  TOMLIN,  JACK,  CHIEF  OF  POLICE 

112  #  TURNER,  KENNETH  A,  CHIEF  DEPUTY,  ECTOR  CO.  SD 

118  TYREE,  TERRY  TUNSTALL,  SGT,  PD 
99  *  URANGA,  ERMINO,  DETECTIVE,  PD 

94  #  WALKER,  WENDELL  L,  DEP  CHF,  PD 
OLMOS  PARK 

145   ULLEVIG,  MICHAEL  KENNETH,  COP 


ORANGE 

112  # 

144 
94 
85  * 
91  # 

108  * 

120 

111 


ADAMS,  JAMES  C,  JR,  CHF  DEP,  ORANGE  CO  SD 
BOTTLEY,  VINCENT,  DA,  ORANGE  CO  INVSTGR 
DAVIS,  NICKY  D.,  MAJ,  PD 
HULSEY,  PAUL  D,  CHIEF  OF  POLICE 
JONES,  LESLIE  C. ,  MAJ,  ORANGE  CO  SD 
KENNON,  JERRY  L.,  CAPTAIN,  PD 
LATTA,  THOMAS  HUGH,  JR,  CPT,  ORANGE  CO  SD 
PARKER,  EDWARD  L,  SHF  OF  ORANGE  CO 
114  #  REED,  JAMES  A,  INVSTGR,  ORANGE  CO  SD 
190   STEPHENSON,  CHARLES  ALLEN,  CPT,  PD 
PALESTINE 
118  #  OLIPHINT,  CHARLES  RAYMOND,  COP 
109  *  SMITH,  JOHN  E.,  SGT,  PD 
124  *  THOMAS,  GARY  DWAYNE,  SGT,  PD 
PANTEGO 

112    SMITH,  LARRY  W. ,  CHIEF  OF  POLICE 
PARIS 
164   GOLDEN,  JAMES  BURTON,  SGT,  PD 

43  #  HANES,  WESLEY  DODSON,  IDENT  OFCR,  PD 
180   LOUIS,  RODGER  KARL,  COP, 
74  #  MATHEWS,  LOYD  W. ,  COP 

94  #  WHITLEY,  CHARLES  G.,  ADMIN  ASSISTANT  CHF,  PD 
39   WRIGHT,  JEROME  (SA,  FBI),  CHIEF  DEPUTY  SHERIFF,  LAMAR  C 
PASADENA 
108  #  ALSPAW,  JERRY  A,  DEP  CHF,  PD 
BAIRD,  JAMES  MICHAEL,  SGT,  PD 
BERRY,  VARREECE,  POL  AND  FIRE  COMR 


174 
44 

191 
45 
93 


PD 


ESPINOZA,  ALBERTO,  JR,  LT, 
MILLER,  EDD  L,  JUSTICE  OF  THE  PEACE 
SMITH,  WILLIAM  H,  CPT,  PD 
PEARLAND 
123   CHAPMAN,  EFFORD  JAY,  CPT, 

COLEMAN,  RONALD  N,  ASST  CHF, 
GARNER,  RANDALL  LYNN,  COP 
LEE,  NANCY  CAROL,  OFCR,  PD 
STANFORD,  GLENN  S,  COP 


107  * 
139  * 
122  * 
69  # 
PECOS 
133  * 
119 
120 
52  * 
82 
181 
PHARR 
120 


PD 


BARNETT,  ROBERT  ANDREW,  SGT,  PD 
BREWER,  JOHN  FRANK,  DEP,  REEVES  CO  SD 
COLLINS,  JAMES  ALLEN,  CHF  DEP,  REEVES  CO  SD 
FENTON,  ANDREW  E.,  CHIEF  OF  POLICE 
INGRAM,  GARY  N.,  CHF  DEP,  REEVES  CO  SO 
MONTGOMERY,  DAVID  LOUIS,  CPT,  PD 


PD 


PD 


MARTINEZ,  ANACLETO,  CPT, 
PLAINVIEW 
115  #  AUSTIN,  CARLOS  J.,  ASST  CHF, 
BARLOW,  DONALD  W. ,  COP 
MULL,  WILLIAM  JACKSON,  COP 
SIMMONS,  CHARLIE  JOE,  SGT,  TX  DPS 


94 
122 
169 
PLANO 
129 
123 
174 
141 
123 
187 
195 
107 


ASHLEY,  TOMMY  LEE,  CPT,  PD 
BEASLEY,  WILLIAM  CHARLES,  ADMIN  MGR,  PD 
BROCKMAN,  JOHN  WAYNE,  CPT,  PD 
COSPER,  GEORGE  SPURGEON,  LT,  PD 
MILLER,  KIRBY  CLINTON,  SGT,  PD 
NAGY,  STEPHEN  THOMAS,  LT,  PD 
RUSHIN,  GREGORY  WAYNE,  ASST  CHF, 
SMITHEART,  RONALD  L.,  SERGEANT, 
POINT  COMFORT 

123   BRUSH,  RICHARD  ALLEN,  COP 
PORT  ARTHUR 
118   ABATE,  LUTHER  ANTHONY,  SGT,  PD 
112    BROWNING,  KENNETH  E.,  SGT,  PD 
154    EDMONDS,  WILLIAM  EARNEST,  J,  LT, 
106   GORRIS,  MELBOURNE  E.,  JR.,  COP 
102  *  LANDRY,  KENNETH  J.,  SERGEANT,  PD 
80  #  LYONS,  RAYMOND  L,  JR,  CPT,  PD 
13  *  MCVEETY,  J.  B.,  SUPT,  BU  OF  IDENTIFICATION  PD 
43  *  MOORE,  DAVID  P.,  ASST  CHF,  PD 


PD 
PD 


PD 
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PD 


FT  BEND  CO,  DA  OF 


82  tt   NEHSOM,  JAMES  R. ,  COP 
184   OWENS,  JOHN  DELBERT,  LT,  PD 
87  tt   SPRADLIN,  BOBBY  D. ,  LT,  PD 
131   SWANN,  CHARLES  WILLIAM,  JR,  DEP  CHF,  PD 
97  tt   WILEY,  EVERETT  L.,  LT,  PD 
PORT  LAVACA 
105  tt   HARGROVE,  THOMAS  B,  JR,  FIRE  MARSHAL 
110   PENA,  JOSE  R,  LT,  PD 

178  *  SWAN,  JAMES  EDWARD,  CHF  INVSTGR,  CALHOUN  CO  SD 
PORTLAND 

125  *  WHITE,  GEORGE  HARROLD,  COP 
RANKI N 

21  *  SIMCO,  J.  E.,  SHERIFF,  UPTON  COUNTY  SO 
REESE  AFB 

171  JOLIVETTE,  GERARD,  CPT,  USAF 
REFUGIO 

71  *  GISLER,  ROBERT  L,  DEP  SHF,  REFUGIO  CO 

79   HODGES,  JAMES  D,  SHF  OF  REFUGIO  CO  SD 
RICHARDSON 

85  tt   BROWN,  WILLIAM  B.,  LT,  PD 

92  tt   EADLER,  RONALD  L.,  LT,  PD 
158   GOLDEN,  DAVID  EARL,  CPT,  PD 
133   LEYMAN,  MICHAEL  DANIEL,  DEP  CHF, 
123   MEYER,  SCHUYLER  MERRITT,  III,  CPT 

190  MOELLER,  DENNIS  ARNOLD,  DEP  CHF,  PD 

172  ZACHARIAS,  DAVID  LAWRENCE,  III,  DEP  CHF 
d  t  CHMOND 

192   BRADY,  KENNETH  CRAIG,  CHF  DEP,  FORT  BEND  CO  SO 
149  *  GORE,  CHARLES  EDWARD,  COP 

91   GUBBELS,  HUBERT  E.,  CHF  INVSTGR, 

94  *  JONES,  TREVOR  C,  CPT,  FT  BEND  CO  SO 
144   LORENZ,  MICHAEL  JOSEPH,  LT,  FORT  BEND  CO  SD 

191  PARUCH,  GEORGE  F,  CPT,  PD 

163   PATTON,  MICHAEL  AMMON,  SGT,  FORT  BEND  CO  SD 
177   SLAVINSKI,  BOBBY  ALLEN,  CPT,  PD 

ROBINS  AFB 

152   MUNGAVIN,  FRANCIS  MICHAEL,  COL,  USAF 
ROBSTOHN 

46  *  BENNETT,  BEN  A.,  CO  COMR,  PRECINCT  NUMBER  3 
ROCKDALE 

84  *  WHITE,  THOMAS  B.,  CHIEF  OF  POLICE 
ROCKPORT 

123   JAYROE,  LOWELL  TIMOTHY,  COP 
ROSENBERG 

152   GRACIA,  ROBERT,  COP 

111  #  MATTINGLY,  GUY  G,  COP 

135  *  ONEAL,  WALTER  LYNN,  CPT,  PD 

128  *  PLUMMER,  JOHN  PAUL,  SGT,  PD 

122  #  SPARKS,  CLIFTON  DWAYNE,  COP 

180   WARREN,  DALLIS  WALTER,  CPT,  PD 
SAN  ANGELO 

183  ALWINE,  BARRY  DUANE,  SGT,  PD 

188  CONNER,  GREGORY  VERNON,  SGT,  PD 
179   COSSICH,  MARC  LAINE,  CHF,  ANGELO  STATE  UNIV  DPS 

45  *  FARAR,  CLARK  E.,  CPT,  DA  OFC 
79  tt   HEARD,  JAMES  E.,  CHF  MSGT,  USAF 

192  JONES,  WILLIAM  MICHAEL,  SGT,  PD 
174   MARTINEZ,  ROBERT  PENILLA,  SGT,  PD 

78  *  MEADOR,  RAYMOND  C,  PATROL  CAPTAIN,  PD 
179   WILSON,  DONALD  WAYNE,  LT,  PD 
SAN  ANTONIO 
163   ADAMS,  KELLY  MCCOY,  CPT, 
157   ANDERS,  BILLY  DAVIS,  LT, 
122   BAILEY,  WILLIAM  COMPTON, 
179   BANALES,  JOSE  LUIS,  SGT, 
187   BARNETT,  GARY  GENE,  CWO  III, 

189  BAUM,  STEVEN  WAYNE,  CPT,  PD 
68  #  BENFER,  ROBERT  A.,  SR.,  CPT,  PD 

160   BIRNEY,  LARRY  LEROY,  LT,  PD 

66  tt   BONNET,  ARTHUR  H. ,  CHF,  UNIV  OF  TX  MEDICAL  SCHOOL 
154   BONNETT,  RICHARD  TALAMANTEZ,  ARSON  INVSTGR,  SAN  ANTONIO 
140   BURRIER,  DOUGLAS  KIRK,  LT,  PD 
171   CARTER,  JAMES  RUSSELL,  SGT,  UNIV  OF  TX  AT  SAN  ANTONIO 

173  CAVAZOS,  EMILIO,  DEP  CHF,  BEXAR  CO  SD 
177   CELAYA,  ERNESTO,  SGT,  PD 

73  tt   CHAVEZ,  MANUEL  CAMACHO,  CHF,  UNIV  OF  TX 

94  tt   CRENHELGE,  ELROY  B.,  DEP  CHF,  PD 
194   DAVIS,  DONALD  FRANCIS,  LT,  TERRELL  HILLS  PD 
163   DELAGARZA,  FILOMENO  PHILLIP,  SGT,  PD 
138   DOYAL,  ODIS  WALTER,  JR,  LT,  PD 

119   ENGLAND,  DELBERT  MICHAEL,  SA,  US  ARMY  INTELLIGENCE 
119   FISKE,  CHARLES  ARTHUR,  CPT,  PD 
106   FLORES,  EDWARD  P.,  CAPTAIN,  PD 

186  FOWLER,  JOSHUA  DOUGLAS,  JR,  CPT,  USAF 

184  FRANCOIS,  GREGORY  ALLAN,  DET  SGT,  ALAMO  HGTS  PD 
162   FREESTONE,  JOHN  CHARLES,  SGT,  USMC 

189   GARCIA,  RUBEN  CORONADO,  SGT,  BEXAR  CO  SD 

193  GONZALES,  RUDY  ARELLANO,  CPT,  PD 

187  GONZALEZ,  LUIS  ALFONSO,  LT,  TX  DPS 
35  tt   HUTTON,  JACK,  INSPECTOR,  PD 

118   JOHNSTON,  ROBERT  FLOYD,  CPT,  PD 

189   LAMBERT,  HENRI  CHRISTOPHER,  CPT,  USAF 

148   LEAL,  JOHN  JOSE,  SGT,  PD 

118   MACDIARMID,  DONALD  DEAN,  DET  SGT,  LEON  VALLEY  PD 

192   MAWYER,  KENT  WEIR,  CPT,  TX  DPS 

92  tt   MCCORMICK,  GERALD,  MAJ,  USAF 
152   MOORE,  SAMUEL  ESTER,  JR,  SGT,  PD 
113   MUZQUIZ,  RAYMOND,  SUPR  DEP,  USMS 

75   NEAVES,  JOE,  JR.,  CAPTAIN,  PD 
159   OCONNOR,  THOMAS  CHARLES,  SA,  USA 


USAF 

PD 

JR,  CPL,  LEON  VALLEY  PD 

PD 

USA 


151   ORTIZ,  ALBERT  A,  LT,  PD 
139   ORTIZ,  AMADEO,  LT,  PD 

167  PAGE,  JEFFREY  EDWARD,  SGT,  PD 

165  PENA,  DANIEL  MARK,  LT,  UNIV  OF  TX  PD 
94  tt   POINIER,  DAVID  N.,  LTC,  USA 

185   PRENTISS,  ROBERT  H,  MAJ,  SHAVANO  PARK  PD 
183   PROBST,  JOHN  WILLIAM,  CPT,  USAF 

168  RITCHEY,  BRUCE  WAYNE,  SGT,  PD 

166  RITCHEY,  MICHAEL  ARTHUR,  LT,  PD 

23  tt   ROBARDS,  JOHN  D.,  POLICE  INVESTIGATOR,  PD 

21  tt   ROBBERTS,  D.  J.,  INVESTIGATOR,  BEXAR  COUNTY  SO 
139   ROBINSON,  ROBERT  DALE,  SR,  INVSTGR,  FIRE  DEPT 

96  tt   RODRIGUEZ,  RUDOLFO  F.,  TX  RGR,  TEXAS  DEPT  OF  PUBLIC  S 
146   ROHRER,  ROY  EDDIE,  DET  INVSTGR,  PD 
144   RUIZ,  RAMON,  SGT,  PD 
144    SEACRIST,  RONALD  CLINTON,  CHF,  UNIV  OF  TX  AT  SAN  ANTONI 

93  tt   STEVENS,  DONALD  K.,  SERGEANT,  TEXAS  DEPARTMENT  OF 

72   TALBERT,  MARION  A.,  INSPECTOR,  PD 
131   TANNEHILL,  THOMAS  ALBERT,  LT,  PD 
130   TENNIS,  ROBERT  L,  LT,  PD 
142   TORRES,  ALEXANDER  RODRIGUEZ,  CPT,  PD 
127   TOSCANO,  ALFRED  ALEX,  CPT,  PD 
127   TREVINO,  RAMON,  JR,  LT,  ARSON  BU 
178   TREVINO,  RAMON,  JR,  SGT,  BEXAR  CO  SD 
137   TUCKER,  R  B,  JR,  LT,  PD 

154  VERNON,  RUDY  MATTHEW,  LT,  PD 

100  tt   WEBER,  TIMOTHY  J,  CWO  IV,  USA 
127   WHITLOCK,  GREGORY  DALE,  PTL,  PD 
161   YBARBO,  RAYMOND,  SGT,  PD 

155  YOUNG,  GREGORY  JOSEPH,  SGT,  PD 
80   ZINSMEISTER,  WILLIAM  F.,  LT,  PD 

SAN  JUAN 

188   LOPEZ,  ARTURO,  INVSTGR,  PD 
SAN  MARCOS 

101  *  KESSELUS,  RICHARD  K.,  INSTR,  SOUTHWEST  TX  STAT  UNIV 
76   MINNIE,  ROBERT  E.,  DIRECTOR  OF  PUBLIC  SAFETY 

SANTA  FE 
181   BARRY,  MICHAEL  THOMAS,  COP 

134  LAMB,  BRYAN  MACKIE,  DEP,  GALVESTON  CO  SO 
SEABROOK 

135  KERBER,  ROBERT  WILLIAM,  JR,  COP 
MCLARTY,  GLEN  RAY,  LT,  PD 


162 
SEALY 

192 
SEGUIN 

163 

138 

117 

168 

120 

108 

114 

99 

SELMA 

148 


NOVOSAD,  RONALD  ALLEN,  COP 

ALEX,  GEORGE,  JR,  SGT,  PD 
BOECK,  JAMES  KARL,  PTLM,  PD 
DELAGARZA,  JAMES  E,  INVSTGR, 
GARCIA,  JUAN  GOYO,  DET,  PD 
REILEY,  RENO  WAYNE,  PTLM,  PD 
ROSAS,  MIGUEL  E., 
ZOBOROSKI,  MARK  A 
ZOBOROSKI,  ROBERT 


PD 


LT,  PD 

,  DET  SGT,  PD 

L.,  DETECTIVE  SERGEANT,  PD 

COP 


WOLFE,  BENJAMIN  F, 
SHEPPARD  AFB 

192   ANGELOSANTE,  TALENTINO  CROCE,  MAJ,  USAF 
SHERMAN 
149   DRISCOLL,  LAURENCE  EUGENE,  SHF  OF  GRAYSON  CO 
HEARELL,  SEABRON  E.,  OFCR,  GRAYSON  SO  SD 
KING,  DAVID  MICHAEL,  SGT,  PD 
MILLER,  JERRY  D. ,  SGT,  PD 
PILANT,  STEPHEN  CHARLES,  COP 


38  # 
132  * 
115 
126  * 
SNYDER 
163 
75 


LEE,  LANNIE  EUGENE,  COP 

ROBBINS,  RAY  K. ,  POLICE  SCIENCE  DEPT,  WESTERN  T 
SOUTH  PADRE  ISLAND 

158  STETAR,  JOHN  JAMES,  JR,  SGT,  PD 
SPLENDORA 

128  *  WIEGHAT,  WALLACE  HENRY,  COP 
STAFFORD 

136   CRUM,  LONNIE  FORREST,  SGT,  PD 

127   JONES,  JAN  WILSON,  LT,  PD 

113   KRAHN,  BONNY  R.,  COP 
SUGAR  LAND 

177   COOK,  ROBERT  WAYNE,  CONSTABLE,  FT  BEND  CO  CONSTABL 

186   JOYCE,  JUSTIN  MARTIN,  LT,  PD 

119  MCGUIRE,  MALCOLM  EARL,  JR,  ASST  CHF,  PD 

120  RAMOS,  A.  J.,  LT,  TX  DEPT  OF  CRIM  JUSTICE 

159  TAYLOR,  EARNEST  BARHAM,  COP 
SULPHUR  SPRINGS 

93   JONES,  CLARENCE  M. ,  DEP  SHF  OF  HOPKINS  CO 
159   LEWIS,  DONNIE  GENE,  COP 
SWEETWATER 
159   WILLINGHAM,  DONNIE  RAY,  SGT,  TX  DPS 


TEMPLE 

93  # 
136 

51  tt 
123 
116  tt 
105 
172 

70 

90  tt 
129  tt 
184   * 

91  tt 

94  tt 
156 


BARTEK,  WALLACE  J,  CPT,  PD 

CLINE,  JAMES  RONALD,  CMDR,  PD 

COOK,  TALMADGE,  LT,  PD 

CRUZ,  THEODORE  RIVAS,  SGT,  PD 

FLETCHER,  DALE  T.,  LT,  PD 

FLIPPO,  RONALD  D. ,  LT,  PD 

GANT,  RODGER  LEE,  LT,  PD 

GLOVER,  LAWRENCE  JACOB,  SA,  OFC  OF  THE  INSPR  GEN,  US  D 

HANCOCK,  LEONARD  M. ,  COP 

HENDERSON,  WILLIAM  LEE,  DET  SGT,  PD 

KELLEY,  TERRI  LEE,  SGT,  PD 

KIEFER,  JOSEPH  F.,  SR.,  CPT,  PD 

MCKENZIE,  VERNON  L.,  DET  SGT,  PD 

NICHOLS,  ALAN  DOUGLAS,  SGT,  PD 


i 


C 


l 


1 
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190   PARSONS,  VERON  KING,  JR,  LT ,  PD 
99  tt   PITRUCHA,  HILLROY,  OETECTIVE  SERGEANT,  PD 

166  SMITH,  GARY  OTIS,  CMDR.  PO 

112  »  STEVENSON,  JACKSON  B.,  SGT,  PD 
107  tt   THORBURN,  ROBERT  J.,  SGT,  PD 
TERRELL 

167  WHITT,  GEOFFREY  RICHMOND,  COP 
TEXARKANA 

169  ADAMS,  GARY  WAYNE.  COP 

101  tt   CERRATO,  JOSEPH  A.,  CPT,  PD 

100   COHART,  JAMES  H,  CPT,  TX  DEPT  OF  CORRECTIONS 

132  *  HODGE,  THOMAS  RAY,  SHF  OF  BOWIE  CO 

130  tt   MCCOMBS,  HOMER  ALTON,  LT,  PD, 

76  tt   MCGEE,  WILLIAM  H,  COP, 
137   SHARP,  RONNY  JAMES,  CPT,  PD, 
135   STAGG,  LOUIS  ERVIN,  III,  INSPR,  USMS 

189  WHITE,  JAMES  HARMON,  LT,  PD 
TEXAS  CITY 

172   GOETSCHIUS,  BRIAN  TIMOTHY,  SGT,  PD 

126  LAND,  WILLIAM  MICHAEL,  DET,  PD 

190  LAROE,  RUSSELL  DON,  SGT,  PD 

130   MARTIN,  JOHNNY  MICHAEL,  INVSTGR,  TX  DPS 

111   OLIVER,  DERIL  T,  CONSTABLE,  GALVESTON  CO  PREC. 

117   PURDON,  JERRY  D,  COP 

91   SARAGOZA,  SAVAS,  CAPTAIN,  PD 
123   SCHOOLCRAFT,  RONALD  WAYNE,  CPT,  PD 

75   WILDEN,  MARCUS  P.,  JR.,  SUPR  OF  LAW  ENF  TNG,  COLLEGE  0 
148   YOUNG,  DRISCOLL  RALPH,  III,  SGT,  PD 
THE  COLONY 

110  *  PRICE,  CLARK  W,  TNG  DIR,  NAT'L  INST.  FOR  LE 
TOMBALL 

90  SCHULTEA,  JOSEPH  M,  SR,  COP 
TYLER 

195   ALEXANDER,  DANNY  RAY,  CPT,  PD 

111  tt   BENNINGFIELD,  ELDRIDGE  W. ,  CHF  DEP  US  MARSHAL,  USMS 
HI   CLARK,  STANLEY  EDWARD,  III,  LT,  TX  DPS 

165   FULFORD,  RICHARD  PARKER,  DEP  SHF,  SMITH  CO  SD 

188   GRIGG,  GREGORY  LEON,  LT,  PD 

153   LITTLE,  FREDERICK  RHEA,  CPT,  TX  HWY  PTRL 

115   SMITH,  JAMES  B.,  SHERIFF  OF  SMITH  COUNTY 

123   STRATTON,  RICHARD  ALLEN,  DET,  PD 

176   SWINDLE,  GARY  MICHAEL,  CPT,  PD 

134  YOUNG,  WILLIAM  ALLEN,  JR,  COP 
UNIVERSAL  CITY 

127  CANNON,  BRIAN  STEPHEN,  ILT,  USAF 
UNIVERSITY  PARK 

91  tt   MALLICOTE,  CHARLES  D. ,  LT,  PD 
UVALDE 

83  CHISUM,  VANCE  L.,  COP 

170  GOMEZ,  ARNULFO  ARMANDO,  LT,  PD 

174   HATKINS,  BEAUMONT  WEIGHTMAN,  SHF  OF  UVALDE  CO 
VERNON 

135  BERNETHY,  JIM  F,  COP 

21  *  KEY,  ORAN,  SHF  OF  WILBARGER  CO 
VICTORIA 
103  tt   ARMBRISTER,  KENNETH  L,  CPT,  PD 

95   BAYLOR,  JOHNNIE  F,  LT,  PD 
114  tt   BELLIS,  CARL  L,  CPT,  PD 
157   BRAATEN,  TIMOTHY  ALLAN,  COP 
160   BRYANT,  JAMES  ROBERT,  LT,  PD 

185  BUCHANEK,  MICHAEL  BRUCE,  CPT,  VICTORIA  CO  SO 

81  FUTCH,  GLENN,  CPT,  PD 

151   JONES,  RICHARD  LEE,  SR,  LT,  PD 

194   KASPAR,  JOHN  FRANK,  LT,  PD 

106  tt   KUBECKA,  OTTO  H. ,  CHF  DEP,  VICTORIA  CO  SO 

121  tt   KUESTER,  ROY  ALLAN,  CPT,  VICTORIA  CO  SO 

147   LUNA,  CHARLES  LAWRENCE,  SGT,  PD 

89  MCALISTER,  0  T,  CPT,  PD 
126  tt   PERKINS,  RONALD  GOREE,  COP 

84  PRATKA,  WILLIAM  M,  CPT,  PD 

164  RATCLIFF,  MICHAEL  LEWIS,  SHF  OF  VICTORIA  CO 
121  *  TALLEY,  MALCOLM  JERYL,  COP 

172   TUCKER,  HUBERT  CLIFTON,  JR,  LT,  PD 
101   VERMILLION,  JOHN  W,  III,  LT,  PD 

186  WILLIAMS,  ARTHUR  DOYLE,  CPT,  PD 
VILLAGE 

118  It   WALLACE,  JAMES  PATRICK,  POILICE  DEPARTMENT 
WACO 

84  tt   ALBERS,  E.  G,  CPT,  TX  RANGERS,  TXDPS 
129  tt   BARBER,  LOUIS  EUGENE,  LT,  MCLENNAN  CO  SO 
185   BEATTY,  STEPHEN  ROBERT,  SGT,  PD 

48  tt   CALVERT,  MILTON  MRUS,  COP 

165  CROOK,  CLARE  ELIZABETH,  SGT,  PD 
84  *  EDWARDS,  DWAIN,  DET  SGT,  PD 

90  HORTON,  MARVIN  L.,  INVSTGR  II,  TX  DCJ 
88   JANUARY,  EVERETT  E.  ,  JR.,  CAPTAIN,  PD 

124   KELINSKE,  MONROE  LEE,  JR,  SGT,  PD 
101   KIDWELL,  DENNIS  L.,  SERGEANT,  PD 
159   KIRK,  ALTON  KENNARD,  JR,  SGT,  PD 

80   LAWRENCE,  SMITH  W. ,  LAW  ENF  COORDINATOR,  COUNCIL  0 
182   LYNCH,  LARRY  JOE,  LT,  MCLENNAN  CO  SD 
111   MILLER,  GILBERT  E.,  COP 

98  tt   MITCHELL,  ROBERT  K.,  CPT,  TX  DPS 
194   PLEMONS,  RANDALL  LYNN,  SGT,  MCLENNAN  CO  SD 
139   ROBERTSON,  ROBERT  DERRICK,  SGT,  PD 

82  RODRIGUEZ,  NIEVES  J.,  CAPTAIN,  PD 

118   ROYLE,  STUART  WALKER,  LT,  MCLENNAN  CO  SD 
131   SMITH,  DEHAYNE  LEE,  LT,  PD 
175   STAPLETON,  DENNIS  ALLEN,  LT,  WOODWAY  DPS 
180   STEEN,  PHILIP  DUANE,  CPT,  NARC  SER  TX  DPS 


95   STIEG,  HAROLD  E.,  LIEUTENANT,  PD 
191    STROMAN,  BRENT  EUGENE,  ASST  CHF,  PD 
WAXAHACHIE 
180   COLSTON,  BRETT  WORLEY,  DEP  CHF,  PD 

7  *  ROGERS,  WILLIAM  G. ,  SUPT,  IDENT  BUREAU,  ELLIS  CO. 
HEATHERFORD 
117    BLAISDELL,  JERRY  LEE,  COP 
109   GALBREAITH,  ROBERT  T.,  LT,  PD 

175  PETERSON,  LARRY  JOE,  SGT,  TX  DPS 

166  PRITCHARD,  RAYMOND  FRANKLIN,  DEP  CHF,  PD 
WEBB  AFB 

107   RICCARDI,  FREDERICK  V.,  CAPTAIN,  U.  S.  AIR  FORCE 
WEBSTER 

176  KELLER,  MICHAEL  ALAN,  COP 

178   PROPST,  CHARLES  WINSTON,  DET  SGT,  PD 
126  *  SONORA,  REYES,  COP 

156   WORLEY,  DAVID  RANDOLPH,  DET  SGT,  PD 
HESLACO 
187   KELLEY,  MICHAEL  LEE,  SGT,  PD 

137  PAPE,  JOHNNY  LEE,  COP 
WEST  ORANGE 

115   SIMPSON,  MARVIN  B,  COP 
WHARTON 

120   BOEHNKE,  DEVON  HENRY,  LT,  WHARTON  CO  SD 

133  *  GAITAN,  DAVID,  INVSTGR,  WHARTON  CO  SD 

117  *  KEMP,  JACK  0,  COP 
WHITE  SETTLEMENT 

171   PLACE,  DAVID  THOMAS,  PTL  CMDR,  PD 
WHITNEY 

112   RIGNEY,  RONNY  A. ,  COP 
WICHITA  FALLS 

144   BARHAM,  HARVEY  GLENN,  SGT,  PD 

182   BORREGO,  MANUEL,  MAJ,  PD 
48  tt   DANIEL,  C.  C,  COP 

117  tt   DAVIS,  WILBURN  E.,  MAJ,  PD 

10  *  HANAWAY,  L.  E.,  CHF  OF  DET,  PD 

83  tt  HARRLESON,  CURTIS  R.  ,  COP 
106  tt   PILCHER,  DON  M.  ,  SERGEANT,  PD 

97  #  RAINS,  DONALD  D.,  SGT,  PD 
160   RINCON,  VINCENT  RUBIO,  SGT,  PD 

138  *  SHELTON,  JAMES  ALBERT,  CPT,  PD 
70  tt   TRAINHAM,  CHARLES  E.,  CPT,  PD 

WOODWAY 

167  BECKER,  MARGARET  CLARA,  CPT,  WOODWAY  DPS 
195   SMITH,  ROBERT  NEIL,  LT,  PUBLIC  SAFETY  DEPT 
160   ZAKHARY,  YOUSRY  AMIN,  DIR,  WOODWAY  DPS 

YOAKUM 

182   LECK,  RONALD  LYNN,  COP 
YORKTOWN 

100  CARLILE,  DON  A,  COP 

UTAH 
AMERICAN  FORK 

138   DURRANT,  JOHN  D,  CPT,  PD 

160   FOX,  TERRY  VERNON,  COP 
BEAVER 

108  *  NELSON,  DALE  E.,  SHERIFF  OF  BEAVER  CO. 
BIA 

101  *  KING,  WILLIAM  L,  INSPECTOR,  SOUTHERN  PUEBLO  AGE 
BLANDING 

159   HALLIDAY,  MELVIN  MC,  ASST  CHF,  PD 
BOUNTIFUL 
150   BEAL,  IRA  CONRAD,  SGT,  PD 

118  COLLARD,  WILLIAM  0.,  LT,  PD 

86   HIGGINS,  LARRY  D. ,  CHIEF  OF  POLICE 
138   KILPACK,  LLOYD  ALAN,  SGT,  PD 
85  tt   PORTER,  DONALD  W.,  PATROLMAN,  PD 
190   RAPP,  PAUL  CLINTON,  COP 

13  #  RECORD,  ODES  B. ,  CHIEF  OF  POLICE 
126   STEVENS,  DIANA  LEE,  BU  CHF,  UT  DPS 
130  #  TAYLOR,  DONALD  LUCIEN,  LT,  PD 
113   WINTER,  DAVID  J.,  DIR,  TECHNICAL  SERV  DIV,  PD 
BRIGHAM  CITY 

97   ALLEN,  BILLIE  W. ,  CMDR,  UA  BIA 
159   BRENCHLEY,  CLARON  MAUGHAN,  LT,  UT  HPTL 
70   CHRISTENSEN,  JAY  W. ,  PTLM,  PD 
4  *  SORENSON,  FRED  M. ,  SHERIFF,  BOX  ELDER  COUNTY  SO 
CASTLE  DALE 
169    EKKER,  KYLE  FRANKLIN,  DET,  EMERY  CO  SD 
126   GUYMON,  LAMAR  EDWARD,  SHF  OF  EMERY  CO 
CEDAR  CITY 
164   DAVIS,  LYNN  R,  CPL,  PD 
49   LAMBERT,  ANTON  HARDY,  CHF  OF  SEC,  COLLEGE  OF  SOUTHER 
142   MILLER,  GLEN  R,  SGT,  PD 
CLEARFIELD 
185    EDWARDS,  KEVIN  LEE,  LT,  PD 

99   GREEN,  0.  DAREN,  CHIEF  OF  POLICE 
125   HILL,  STEVEN  REX,  SGT,  PD 
137   LAYTON,  STEVEN  DARREL,  LT,  PD 
141   MECHAM,  REED  J,  SGT,  PD 
DRAPER 

153   FOWLKE,  WILLIAM  HACKING,  BU  CHF,  UT  ST  CORREC 
FARMINGTON 
145   COX,  BUD  EUGENE,  CPT,  DAVIS  CO  SD 
107   CUNNINGHAM,  JAN  C. ,  SGT,  DAVID  CO  SHF  DEPT 
157   HART,  ALFRED  COLIN,  LT,  DAVIS  CO  SD 
176   MCLEOD,  KEVIN  ALEXANDER,  LT,  DAVIS  CO  SD 
129   PETERS,  ROBERT  GORDON,  LT,  DAVIS  CO  SO 
81  *  PETERS,  WILLIAM  L.,  SHF  OF  DAVIS  CO 
124   STEWART,  JIMMIE  LEE,  SGT,  DAVIS  CO  SD 
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UTAH  -  UTAH 


FILLMORE 

172   DEKKER,  ROBERT  ARJAAN,  CPT,  MILLARD  CO  SD 

144   PHILLIPS,  EDGAR  LORN,  SHF  OF  MILLARD  CO 

115   STEWART,  CHARLES  E.,  DEP  SHF,  MILLARD  CO  SO 
FORT  DUCHESNE 

167   MERRICK,  NATHAN  CAREY,  INVSTGR,  BIA 
79  *  WARDLE,  RAYMOND  J.,  CHIEF  OF  POLICE,  UTE  INDIAN  TR 
HARRISVILLE 

175   JACKSON,  MAXWELL  VALTON,  COP 
HEBER 

75   WITT,  FLOYD  L.,  SHF  PF  WASATCH  CO  SO 
HURRICANE 

183   EXCELL,  LYNN  L,  COP 
KANAB 

104  *  SWAPP,  NORMAN  S.,  SHERIFF,  KANE  COUNTY 
KAYSVILLE 

128   HELQUIST,  DAVID  MAC,  SGT,  PD 


LAYTON 
119 
194 
170 
123 
LOGAN 
149 
157 
155 

84 
109 
187 

97 
133 

36  tt 
171 
134 
177 
145 
188 
121 


BRIMHALL,  GEORGE  REX,  SR,  PTL  SGT,  LAYTON  CITY  PD 
BROWN,  STEVEN  DOUGLAS,  SGT,  PD 
HESLOP,  REED  ALLEN,  PTL  OFCR  III,  PD 
TALBOT,  DOYLE  ELI,  COP 


ANDREWS,  CRAIG  RICHARD,  LT,  PD 
ARAVE,  LARRY  ELGIN,  CHF,  UT  ST  UNIV  PD 
BECKER,  GEORGE  ALBERT,  LT,  CACHE  CO  SO 
CARTER,  DARIUS  W. ,  SHF  OF  CACHE  CO 
FEHLMAN,  A.  GENE,  CPT,  PD 
GEIER,  JAMES  GARY,  LT,  PD 
GROLL,  FERRIS  E.,  COP 
GROLL,  SIDNEY  PAUL,  SHF  OF  CACHE  CO 
KNOWLES,  RUSSELL  CONRAD,  DIR  OF  SEC,  UT  STATE  UNIV 
MECHAM,  STEVEN  JAMES,  CHF,  UT  ST  UNIV  PD 
NELSON,  ALAN  LOWRY,  COP 
NELSON,  GERALD  LYNN,  SGT,  CACHE  CO  SD 
STAUFFER,  HENRY  MICHAEL,  CHF  DEP,  CACHE  CO  SO 
WILLIAMSON,  VON  B,  LT,  CACHE  CO  SO 
WRIGHT,  RICHARD  LELAND,  CHF  INVSTGR 
LOGAN  CTIY 

162   HENDRICKS,  RICHARD  WAYNE,  LT,  PD 
MESA 

110  #  RICHENS,  SHIRLEY  DUANE,  CPT,  UTAH  HIGHWAY  PTL 
MIDVALE 
132   FETHEROLF,  LOUIS  HARWOOD,  COP 
148   START,  TIMOTHY  LEE,  SGT,  PD 
MIDVALE  CITY 

116   MAUGHAN,  GERALD  W,  COP 
MOAB 
152   NYLAND,  JAMES  DUANE,  SR,  SHF  OF  GRAND  CO 
172   SQUIRE,  DOUGLAS  JERALD,  CHF  DEP,  GRAND  CO  SD 
MONTICELLO 

96   KIRBY,  JACK  H. ,  CHF  DEP,  SAN  JUAN  CO  SO 
WRIGHT,  SETH  R. ,  SHERIFF,  SAN  JUAN  COUNTY 


78 
MURRAY 

195 

169 

120 

179 
NEPHI 

144 
OGDEN 
29  * 

no  tt 

71  # 
120 
127 

56  tt 

80 
106  tt 

58  * 

21  tt 
160 
134 
111 
106 

82 
164 
149 
122 

77 
191 
OREM 
177 
124 
161 


BURNETT,  CRAIG  DALE,  SGT,  PD 
ROWLAND,  FRANKLYN  DEE,  LT,  MURRAY  CITY  PD 
SCHWENDIMAN,  FRED  CHARLES,  DIR,  UT  DIV  OF  INVSTGN 
WILLIAMS,  ROBYN  ANTIONETTE,  SUPVR,  UT  DEPT  OF  CORRECTIO 

CARTER,  DAVID  HAL,  SHF  OF  JUAB  CO 

BURKE,  D.  THOMAS,  DET,  PD 

BUZICK,  CHARLES  E.,  LT,  PD 

CARVER,  ROBERTS  F.,  DIR,  UT  LIQ  LAW  ENF  AGY 

COMBE,  CLARK  HERALD,  SGT,  PD 

DAILY,  MIKE  WARREN,  CHF,  RIVERDALE  PD 

DEBOER,  DONALD,  INSPR  IN  CRGE,  INTRNL  REV  SERV 

GIBBS,  HAROLD  E.,  JR.,  CAPTAIN,  PD 

GREENWOOD,  ARDEN  K.,  ASST  CHF,  PD 

HADLEY,  LEROY,  SHF  OF  WEBER  CO 

KEETER,  CLIFFORD  K. ,  CAPTAIN,  PD 

LADD,  WILLIAM  MORGAN,  SGT,  PD 

PETERSON,  RICHARD  E,  LT,  PD 

REED,  DAVID  G. ,  ASST  CHF,  PD 

RITCHIE,  JOSEPH  H. ,  CHIEF  OF  POLICE 

SCOTT,  LARRY  D. ,  SERGEANT,  PD 

SMITH,  ARCHIE,  JR,  CPT,  WEBER  CO  SD 

TURNER,  STEVEN  REX,  SGT,  PD 

VANDERHEIDE,  SAMUEL  LEWIS,  CPT,  WEBER  CO  SO 

WARREN,  ROBERT  G. ,  CAPTAIN  OF  PATROL,  PD 

HATT,  STEVEN  RANDALL,  LT,  PD 


FENTON,  MICHAEL  CORNELL,  CPT,  DPS 
MOSHER,  BURNETT  RONALD,  LT,  PD 
TAYLOR,  TERRY  NORMAN,  LT,  DPS 
PARK  CITY 
116   BELL,  FRANCIS  M,  JR,  COP 


PRICE 

66  * 

183 

PROVO 

168 

110 

195 

64  tt 

153 

113 

94 

194 

143 


PASSIC,  ALBERT,  SHF  OFG  CARBON  CO 
SHILAOS,  ALECK  K,  COP 

BAKER,  STEVEN  MICHAEL,  LT,  BRIGHAM  YOUNG  UNIV  PD 

BATEMAN,  DAVID  R,  SHF  OF  UTAH  CO 

BOLDA,  DAVID,  CPT,  PD 

EVANS,  JESSE  W. ,  COP 

FERNSTEDT,  RONALD  ROY,  SGT,  UTAH  CO  SO 

KELSHAW,  ROBERT  W. ,  CHF,  BRIGHAM  YOUNG  UNIV  PD 

LITTLEFIELD,  MAX,  CAPTAIN,  PD 

ROBINSON,  JEFFREY  LYNN,  SGT,  UTAH  CO  SD 

WITNEY,  DOUGLAS,  SGT,  UTAH  CO  SO 

PAGE 


RICHFIELD 

139   ROSS,  GRANT  DUANE,  COP 
RIVERTON 

101   BALLANTYNE,  RONALD  V.,  COP 
SALEM 

184   JAMES,  BRADLEY  S,  COP, 
SALT  LAKE  CITY 


166 
129 

80 
151 

91 
193 
166 

98 
186 
113 
178 
109 
150 

89 
192 
133 
182 
183 

59 

83 
161 
100 
186 
154 

65 
130 
154 
178 
121 

61 

167 

92 

26 

171 

123 

152 

140 

142 

93 

182 

125 

92 

105 

63 

59 

63 

108 

62 

174 

191 

143 

137 

38 

170 

32 

139 

140 


ANDERSON,  RANDALL  DEAN,  LT,  SALT  LAKE  CO  SO 

ANJEWIERDEN,  BERNARD  GOVERT,  LT,  SALT  LAKE  CO  SO 
tt   ATKINSON,  JOHN  M,  LT,  PD 

BAILESS,  GLEN  ALBERT,  LT,  SALT  LAKE  CO  SO 
tt   BARNES,  BLAINE  A,  DEP  SHF,  SALT  LAKE  CO  SO 

BECKSTEAD,  MITCHEL  QUINN,  LT,  UT  DPS 

BELL,  JAMES  E,  UNDERSHRF,  SL  CO  SD 

BERENSEN,  CARLYLE  C. ,  UT  PEACE  OFCRS  STNDRDS  AND  TNG 

BETTERTON,  KENNETH  AARON,  SGT,  UT  HPTL 
tt   BINKERD,  RAYMOND  W.  ,  DEP  SHF,  SALT  LAKE  CO  SO 

BISHOP,  DAVID  RALPH,  CPT,  SALT  LAKE  CO  SD 

BODRERO,  D  DOUGLAS,  DEP  COMR,  DPS 

BORG,  LYNN  BOYD,  CHF  ARSON  INVSTGR,  UT  FIRE  MAR 

BORICH,  JOE  M,  DIV,  LAW  ENF  SERV 

BRINGHURST,  LARRY  CROSBY,  LT,  SALT  LAKE  CO  SD 

BROPHY,  MAURICE  JOSEPH,  LT,  PD 

BUHLER,  MILAN  LEE,  SGT,  SALT  LAKE  CO  SD 

BULLOCK,  DALE  E,  LT,  SALT  LAKE  CO  SOF 
tt   BUTCHER,  STANLEY  D.,  LT,  PD 
tt   CAHOON,  GLEN  S,  CPT,  PD 

CANDLAND,  SCOTT  DRAKE,  CHF  INVSTGR,  MOTOR  VEHICLE  ENF 
tt   CANNON,  RILEY  B.,  LT,  SALT  LAKE  CO  SO 

CARR,  L  JEFF,  CHF  DEP,  SALT  LAKE  CITY  SD 

CARR,  LEONARD  DEAN,  CPT,  SALT  LAKE  CITY  CO  SD 

*  CEDERLOF,  EUGENE  GLEN,  ASST  CHF,  PD 
CHABRIES,  MICHAEL  PAUL,  MAJ,  UT  HPTL 
CHAPMAN,  STEPHEN  MORLEY,  CPT,  PD 
CHINO,  GEORGE  LEONARD,  JR,  CPT,  UT  DPS 

tt   CHRISTENSEN,  CHARLES  RONALD,  LT,  SALT  LAKE  CO  SO 

*  CHRISTIANSEN,  FAROLD  B.,  LT,  PD 
CONNOLE,  ARTHUR  MCLAUGHLIN,  JR,  SGT,  PD 

tt   CREBS,  LEE  F.,  CPT,  SALT  LAKE  CO  SO 

tt   CROWTHER,  LEONARD  C.  ,  CHF  OF  SEC,  SALT  LAKE  CITY  PRK 

CUNNINGHAM,  PAUL,  CPT,  SALT  LAKE  CO  SO 

DAVIS,  BRENT,  CPT,  PD 

DEMILLE,  STEVEN  DEE,  DEP  DIR,  UT  PEACE  OFCR  STANDAR 

DENCKER,  JUDY  ANN,  LT,  PD 

DIAMANT,  KATHRYN,  DEP,  SALT  LAKE  CO  SO 

DOTSON,  DANIEL  C. ,  UNITED  STATES  MARSHAL 

DUNCAN,  SCOTT  THOMAS,  CPT,  UT  HPTL 

DUNCAN,  WILLIAM  CARROLL,  CPT,  PD 

ELTON,  LEONARD  D,  MAJ,  PD 

EVANS,  CARL  0.,  CPT,  SALT  LAKE  CO  SO 
It   EVANS,  CLARENCE  D,  CPT,  SALT  LAKE  CO  SO 
It   EVANS,  WILLIAM  OCCIE,  CPT,  SALT  LAKE  CO  SO 
It   FERGUSON,  DON  G.  ,  CPT,  PD 

FIELDS,  LOWELL  G. ,  WLDLFE  ENFRCMNT  AGNT,  UT  DIV  0 
<t   FILLIS,  DEWEY  J.,  CHIEF  OF  POLICE 

FLOWERS,  ROBERT  LEE,  LT,  UT  DPS 

GEORGE,  MICHAEL  PHILLIP,  ASST  CHF,  SALT  LAKE  CO  DA  OFC 

GILLESPIE,  JAMES  HARDING,  J,  ASST  BU  CHF,  UT  NARC  &  LIQ 

GLAD,  CLAUDE  DAVID,  CPT,  SALT  LAKE  CO  SO 

GRAHAM,  MARCELL,  HARDEN,  UTAH  STATE  PENITENTIAR 

GREENWOOD,  RICHARD  ALLEN,  LT,  UT  HPTL 

*  GREESON,  LORENZ  R. ,  ASST  CHF,  PD 
GUNRUD,  GARY  ELLSWORTH,  CPT,  UT  SHP 
HARKNESS,  DAVID  WILLIAM,  LT,  PD 

72  tt   HAYWARD,  NORMAN  D.  ,  SHF  OF  SALT  LAKE  CO. 
96  tt   HENDRIKSEN,  OSCAR  J,  LT,  PD 

HILL,  REX,  LT,  UT  HPTL 

HODSON,  JOHN  W,  LT,  PD 

HORLACHER,  RICHARD  R. ,  CRIM  INFO  SPECLST,  UT  ST  BU  OF 

HOWARD,  GILBERT  IRWIN,  LT,  SALT  LAKE  CO  SO 

INGERSOLL,  MITCHELL  N,  LT,  UT  DPS 
tt   JACK,  ROBERT  M.,  CPT,  SALT  LAKE  CO  SO 

JOHNSON,  BRANT  L.,  DIR  OF  LE,  DEPT  OF  NATURAL  RES 

JOHNSON,  GLEN  EDGAR,  JR,  COP 

*  JOHNSON,  NORRIS  K,  CPT,  PD 
KATZ,  HERBERT,  DIR,  DPS 
KENNARD,  AARON  DELL,  SHF  OF  SALT  LAKE  CO 
KINNERSLEY,  ROGER  K. ,  LT,  PD 
KNIGHT,  NEWELL  G. ,  MAJ,  UT  HIGHWAY  PTL 

tt   KNUDSON,  RALPH  C.  ,  COP 
tt   LANGFORD,  REED  M,  LT,  PD 

LARSEN,  GRANT  K,  BU  CHF,  UT  STATE  LIQUOR  LAW  EN 

*  LEAMONS,  TED  EARLE,  MGR  TRNG,  US  DEPT  OF  ENERGY 
tt   LEDFORD,  FLOYD  W,  JR,  CPT,  PD 

LLEWELLYN,  DONALD  JOHN,  LT,  PD 

*  LLEWELLYN,  REES  F.,  CHF  INVSTGR,  SALT  LAKE  CO  SO 
tt   LUNNEN,  LARRY  E.,  COMMISSIONER,  DPS 

LYNCH,  CATHERINE  SCOTT,  AGT,  ATTORNEY  GENERALS  OFFICE 
MAXWELL,  SHIRLEY  WHITWORTH,  LT,  PD 
MILES,  KENNETH  REED,  CHF  DEP,  SALT  LAKE  CO  SD 
MORRIS,  EARL  RAYMOND,  LT,  UT  DPS 

*  NAGEL,  JOHN  E.,  CHF,  UT  DIV  OF  WILDLIFE  RESOUR 
NIELSEN,  BOBBY  J,  LT,  UT  HPTL 
NIEVAARD,  ROBERT  HENDRIK,  ASST  CHF,  PD 
ORGILL,  DANA  EDWARD,  SGT,  PD 
ORR,  IVAN  C,  JR.,  DIR,  PEACE  OFCRS  &  STANDARDS  T 

tt   PAHL,  ALEXANDER  LEON,  CPT,  PD 

*  PARRY,  MAX  W.,  LT,  SALT  LAKE  COUNTY  SO 
tt   PEARCE,  RICHARD  B.,  LT,  SALT  LAKE  COUNTY  SO 

PECK,  ORAN  J.,  CPT,  PD 


115 
185 
115 
134 
184 

98 
103 
135 

95 
146 
142 

97 
119 

54 
102 

86 
135 
103 
177 

18 

78 
179 
127 
160 
167 

99 
126 
136 
193 
114 
131 

83 

94 
107 


'J 
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UTAH  -  VERMONT 

130   PENROD,  ARTHUR  BYRON,  CHF,  BU  OF  CRIH  INDENT 
189    POTTER,  JAMES  MICHAEL,  SGT,  SALT  LAKE  CO  SO 
136    PROCTOR,  DONALD  KIDD,  LT,  UT  HPTL 

71  tt    ROBERTS,  DONALD  D. ,  ASST  COP 
158   ROBERTS,  MICHAEL  BASSETT,  SGT,  PD 

192    ROBERTS,  NICHOLAS  JOHN,  JR,  RGE  MSTR,  SALT  LAKE  CO  SD 
181   ROBINSON,  SCOTT  LEE,  CPT,  SALT  LAKE  CO  SO 

60   ROGERS,  JOHN  D. ,  CPT,  UT  HPTL 

101  I  ROSE,  CHARLES  A.,  BU  CHF,  UT  PEACE  OFCR  STANDARD 

7  tt   SCHEIB,  JOHN  EUGENE,  (SA,  FBI),  SPEC  INVSTGR  SALT  L 

180  SCHROEN,  JOHN  RICHARD,  LT ,  PD 
136   SIMPSON,  KIETH  DALE,  DIR,  UT  DPS 

173   SMITH,  ROY  LEE,  CPT,  SALT  LAKE  CO  SO 

163   SMITH,  STUART  GREGORY,  CPT,  UT  DPS 

102  *  STIEL,  VERNON  J.,  BU  CHF,  ORGANIZED  CRIME  &  CRIM 
173   STOTT,  LARRY  ALAN,  CPT,  PD 

95  STRONG,  DON  J.,  CHF  DEP,  SALT  LAKE  CO.  SO 

176  STRONG,  JAMES  RODGER,  LT,  SALT  LAKE  CO  SD 

85  SUNDQUIST,  H.  ROBERT,  CHF  DEP,  SALT  LAKE  COUNTY  SO 
146  TAME,  CRAIG  HESLEY,  CPT,  SALT  LAKE  CO  SO 

105  #  TAYLOR,  ROBERT  R.,  CPT,  SALT  LAKE  CO  SO 
118   THAYNE,  BRUCE  HENDELL,  CPT,  SALT  LAKE  CO  SO 

77   THOMPSON,  CLARENCE  L.,  CHIEF  CRIMINAL  INVESTIGATOR,  B 
151   THOMPSON,  NORMAN  COULSON,  LT,  PD 

52  *  TURNER,  THOMAS  KENNETH,  TROOPER,  UTAH  STATE  HIGHHAY  PA 

181  URRY,  SANDRA  JEAN,  LT,  PD 
163   VUYK,  MARTINUS,  LT,  PD 

86  HATERS,  DANIEL  H. ,  ASST  CHF,  UNIVERSITY  OF  UTAH  P 
105  tt   WHITE,  ROBERT  D. ,  CRIM  INFO  SPC,  ORGANIZED  CRIME 

111  #  HILKINSON,  MICHAEL  D,  CHF  DEP,  SALT  LAKE  CO.  SO 

156  WILSON,  ROBERT  BADGLEY,  JR,  CHF,  UNIV  OF  UTAH  POLICE 

184  WOODY,  WILLIAM  CHARLES,  SUPVR,  UT  DIV  OF  WILDLIFE  RESO 
SANDY 

132  BUTTERFIELD,  JACK  DOUGLAS,  LT,  PD 

189  JEFFERY,  WARREN  LEE,  CPT,  PD 
158  tt  LANCASTER,  GARY  MELVIN,  CPT,  PD 
188  MOYER,  LEWIS  EDWARD,  CPT,  PD 

112  PALMER,  CLYDE  M. ,  TNG  SUPR,  PD 

168   WRIGHT,  ROBERT  WRENO,  CPT,  SANDY  CITY  PD 
SANDY  CITY 

122  tt   CHAMPNEYS,  WILLIAM  FREDERICK,  LT,  PD 
SOUTH  SALT  LAKE  CITY 

192   GARNER,  THERESA  ANN,  CPT,  PD 

174  GRAY,  ROBERT  DENNIS,  COP 

182  LONG,  MELVIN  DREWRY,  CPT,  S  SALT  LAKE  PD 
ST  GEORGE 

190  BAILEY,  DENNIS  MARK,  SGT,  PD 
73  *  HOYT,  WENDELL,  CHIEF  OF  POLICE 

141    LARSON,  KELLY  JAMES,  DEP  CHF,  PD 
156   LARSON,  KERRY  GAIL,  LT,  PD 
93   POLLEI,  JON  R,  COP 

175  RIGGS,  RUSSELL  ALBERT,  LT,  PD 
SWAN  QUARTER 

117  RABURN,  JAMES  M. ,  LT,  HYDE  CO  SO 
TOOELE 

57  tt  GILLETTE,  FAY,  SHF  TOOELE  CO 

137  JAMES,  DONALD  ALAN,  DET,  TOOELE  CO  SO 

176  PARK,  FRANK  JAMES,  USHF,  TOOELE  CO  SD 
114  PETERSEN,  JESSE  G. ,  COP 

140   SCHARMANN,  FRANCIS  ANDREW,  LT,  PD 
T  REHONTON 

155  HODGES,  STEPHEN  WARREN,  COP 
112  tt   OGBORN,  RONALD  E.,  COP 

W  VALLEY  CITY 

165   SWEENY,  RICHARD,  LT,  PD 
WEST  BOUNTIFUL 

116   HANHAM,  JACK  D.  ,  CHIEF  OF  POLICE 
WEST  JORDAN 

179  JEFFS,  GARY  THOMAS,  CPT,  DPS 

162   MCGUIRE,  KENNETH  EUGENE,  LT,  DPS 
WEST  VALLEY 

180  NIELSEN,  THAYLE  BUZZ,  CPT,  PD 
111   NORDFELT,  DENNIS  J.,  COP 

173   PALMER,  MICHAEL  BLAINE,  LT,  PD 

WEST  VALLEY  CITY 

88   CAMPBELL,  DAVID  C,  COP 
129   ESSEX,  WILLIAM  SHERMAN,  SGT,  PD 
139   KEEFE,  TERRY  MICHAEL,  ASST  CHF,  PD 

156  SHREEVE,  JOHN  STEPHEN,  ASST  CHF,  PD 
ZION  NATIONAL  PARK 

152   VANSLYKE,  LARRY  CHARLES,  CHF  RANGER,  NPS 

VERMONT 
RARRF 

176   WHIPPLE,  TREVOR  SCOTT,  CPL,  BARRE  CITY  PD 
BARRE  CITY 

167   MARCEAU,  ANDREW  WILLIAM,  SGT,  PD 
BELLOWS  FALLS 

47  *  BURKE,  EDWARD  A.,  COP 
90  *  GOODNOW,  CHARLES  T.,  CHIEF  OF  POLICE 
95  tt   SPEAR,  RICHARD  A,  CPT,  VT  SPOL 
BENNINGTON 

6  *  AUBUCHON,  LOUIS  J.,  COP 
BERL I N 

133  tt   MCDONALD,  JAMES  BRUCE,  CPT,  VT  SPOL 
BETHEL 

191   DANFORTH,  GLORIA,  SGT,  VT  SPOL 
BRADFORD 

140  tt   KILLAY,  FRANCIS  JOHN,  LT,  VT  SPOL 
BRATTLEBORO 
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159 

89 
101 

19 
100 

93 
149 
177 

81 


COLE,  GARY  RUSSELL,  LT,  PD 

GRAHAM,  WILLIAM,  JR.,  SHF  OF  WINDHAM  CO 

JR,  CHF  DEP,  WINDHAM  CO  SD 

,  SA,  FBI,  COP 

CPT,  PD 


JONES,  MALCOLM  S, 

JONES,  RICHARD  J. 

LECLAIRE,  LEO  P, 

LECLAIRE,  MARCEL  H,  SR,  COP 

MARTIN,  JOHN  THOMAS,  LT ,  PD 

ROHELL,  STEVEN  RHOADES,  SGT,  PD 

SMITH,  GORDON  E,  CAPTAIN,  PD 
BURLINGTON 
132    BUSH,  KENNETH  JOHN,  LT,  PD 
127   BUTTON,  GLENDON  WILSON,  CMDR,  PD 
58  tt   CARRON,  ARTHUR  J.,  COP 

138  CONRY,  JOHN  JOSEPH,  JR,  DIR  OF  SEC,  MEDICAL  CNTR  HOSP 
41  *  CORBETT,  WILLIAM  WALTER,  DEP  SHF,  CHITTENDEN  CO  SO 

108   DEMAG,  DAVID  E,  LT,  PD 

156   GARROW,  RICHARD,  LT,  PD 

112   GATES,  ROY  P.,  VP  OF  SEC,  HOWARD  BANK 

139  HEBERT,  RICHARD  ARNOLD,  SGT,  PD 

171  HELRICH,  EMMET  BOYLE,  LT,  PD 

172  KELLY,  JUNE  FRANCES,  SGT,  CHITTENDEN  CO  SO 

185   MAGNANT,  LAURENCE  CLAUDE,  CPT,  UNIV  OF  VT  POL  SER 

118  *  MCGRAW,  ROBERT  EMMETT,  INVSTGR,  STATE'S  ATTY  OFC 

60  tt   MCLAUGHLIN,  EARLE  B,  US  MARSHALL,  DISTRICT  OF  VT 

123  MCLAUGHLIN,  KEVIN  MICHAEL,  SHF  OF  CHITTENDEN  CO 
164   MEADE,  PAUL  JOSEPH,  JR,  CPT,  UNIV  OF  VT  POL  SERV 

124  RICHARD,  DAVID  NORMAN,  CHF,  UNIV  OF  VT  SEC  SERVICES 
114  *  ROLLINS,  TIMOTHY  J,  CORPORAL,  PD 

111   SCULLY,  KEVIN  P,  COP 
148   SONNICK,  JOHN  MICHAEL,  CMDR,  PD 
103  #  THEAR,  THOMAS,  DEP  COP 
183   TREMBLAY,  THOMAS  RAYMOND,  SGT,  PD 
COLCHESTER 
106   KIRKER,  CHARLES  A,  COP 

LAGROW,  ROBERT  WILSON,  SGT,  PD 

PARIZO,  BRUCE  ARNOLD,  LT,  PD 

STECH,  THOMAS  JOSEPH,  SGT,  PD 


120  * 
124 
143 
ESSEX 
170 
160 
141 
130 
120 


MIDDLEBURY 

186 
MILTON 

134  * 
96  # 

180 


HOLLWEDEL,  ROBIN  JAY,  LT, 
LAROSE,  BRADLEY  JAY,  LT, 
NADEAU,  LEO,  LT,  PD 
TERRY,  JOHN  PATRICK,  COP 
YANDOW,  ROBERT  GARY,  LT, 


PD 
PD 


PD 


CYR,  EDWARD  CHARLES,  SGT,  PD 
BEAM,  ERWIN  ALFRED,  COP 


CHIEF  OF  POLICE 


JACKSON,  BOBBY  J 

STAFFORD,  ROBERT  BARNARD,  JR,  COP 
MONTPELIER 

73  #  DAVIS,  GLENN  E 
DEAN,  HAROLD  E 


51 

117 

107 

110 

126 

79 

36 

193 

85 

17 

150 

46 

88 

178 

80 

84 

23 

86 

82 


MAJ,  VT  SPOL 

CPT,  VT  SPOL 
ELHELL,  ALBERT  R,  DIR  OF  L  ENF,  VT  DEPT  OF  LIQ  C 
GALVIN,  MICHAEL  S,  LT,  VT  SPOL 
HILL,  KENNETH  D,  JR,  LIQ  INSPR,  STATE  VT 
HOYT,  DOUGLAS  SNELL,  COP 
IVERSON,  ROBERT  H,  TRP  COMDR,  VT  SPOL 
JURRAS,  MAX  FOSTER,  DEP  SHF,  WASHINGTON  CO  SO 
KOSTELNIK,  CAROL  LOUISE,  SUPVR  INSPR,  VT  DMV 
LARAMIE,  ROBERT  L,  PLANNER,  GOVNR  COMM  ON  CRIME  C 
LAWSON,  H  CARLYLE,  JR,  INVSTGR,  VT  LIQ  CONTROL 
MARTIN,  JOHN  CHARLES,  SGT,  PD 
MONTI,  ANDREW  H. ,  STAFF  CAPTAIN,  VT  SPOL 
MOONEY,  GORDON  J,  LT,  VT  SPOL 
MORAN,  RANDALL  R,  CRIM  INVSTGR,  ATTNY  GEN  OFC 
NICKERSON,  GEORGE  C,  SGT,  VT  SPOL 
PATCH,  GEORGE  0,  COMM  OF  MOTOR  VEHICLES 
POTTER,  HAROLD  S.,  EXEC  DIR,  VT  LAW  ENF  TNG  COUNC 
PRESCOTT,  EDWARD  M,  LT,  VT  SPOL 
WOODWARD,  RONALD  J,  LT,  VT  SPOL 
NEHFANE 
154   FARNUM,  HENRY  LUCIA,  CPT,  WINDHAM  CO  SD 

187  MELVIN,  JOHN  FREDERICK,  SGT,  WINDHAM  CO  SD 
NEWPORT 

117   HARDY,  CURTIS  ALBERT,  CHIEF  OF  POLICE 
137   STUBBS,  DONALD  R,  CRIM  INVSTGR,  ORLEANS  CO  STATE 
NORTHFIELD 

111  #  MCCLURE,  BRUCE  A,  COP 
PITTSFORD 

184   BULLARD,  GARY  LESLIE, 
RUTLAND 
135   BOSSI,  ANTHONY  LOUIS,  CPT, 

ELRICK,  ROBERT  JAMES,  SHF  OF  RUTLAND  CO 
ROUSSE,  ALBERT  JOSEPH,  JR,  SGT,  VT  SPOL 
RUSSELL,  DONALD  PATRICK,  JR,  LT,  VT  SPOL 
SHERWIN,  BRUCE  WAYNE,  LT,  PD 
SLY,  JOHN  ROBERT,  SGT,  RUTLAND  CITY  PD 
TUCKER,  SCOTT  ALAN,  SGT,  PD 
SHAFTSBURY 

188  BAKER,  JAMES  WILLIAM,  LT,  VT  SPOL 
cuci  RURNE 

122  tt   TATRO,  RONALD  FRANCIS,  COP 
SOUTH  BURLINGTON 

92  tt   CARTER,  RICHARD  G,  COP 
113  *  FISH,  JAMES  J,  DET  SGT,  PD 
116   GRAHAM,  LEALAND  H,  CPT,  PD 
165   HAWKE,  ROBERT  ANDREW,  JR,  SGT,  PD 
157   LAVALLEE,  PETER  ALLEN,  SGT,  PD 
109   SEARLES,  BRIAN  R,  COP 

189  SNYDER,  JAMES  JOHN,  SGT,  PD 


EXEC  DIR,  VT  CRIM  JUSTICE  TRNG 
PD 


162 
158 
122 
152 
168 
182 


VERMONT  -  VIRGINIA 


DOUGLAS  SCOTT,  SGT,  PD 


SPRINGFIELD 

190   JOHNSTON, 
ST  ALBANS 
175   DATIG,  TIMOTHY  CHARLES,  COP, 
34  tt   HEBERT,  GEORGE  E.  ,  COP 
119  #  WAY,  ABEL  TRUMAN,  III,  COP 
ST  JOHNSBURY 

BERGERON,  MICHAEL  H,  CPT,  PD 

BITCON,  JEFFREY  NORMAN,  SHF  OF  CALEDONIA  CO 

DEVENGER,  PAUL  SCOT,  SGT,  PD 

DEVINCENZI,  RONALD  ANTHONY,  CPT,  VT  SPOL 

FARMER,  EDHARD  EUGENE,  LT,  VT  SPOL 

KENNEY,  HAROLD  JOSEPH,  LT,  VT  SPOL 


LIBBY,  KENNETH  W,  COP 


JR,  CPT,  VT  SPOL 
CPT,  VT  SPOL 
CPT,  VT  SPOL 
SPOL 


142 

192 

161 

138  # 

133  # 
STONE 

87  tt 
VERNON 

173  JOHNSON,  DENNIS  BERNARD,  COP 
HATERBURY 

146   CANDON,  JAMES  MATTHEW, 
125  tt   EDWARDS,  EUGENE  LEROY, 
195   FIELDS,  THOMAS  EDWARD, 
136  tt   HALL,  GLENN  EDWIN,  CPT,  „ 
110  #  MARSHALL,  LANE  F,  MAJ,  VT  SPOL 
169   METAYER,  ALBERT  MARCEL,  LT,  VT  SPOL 
97  tt   NEWMAN,  WESLEY  E,  MAJ,  VT  SPOL 
155  #  PRIOR,  LE  ROY,  LT,  VT  SPOL 

105  tt   RAMEY,  MILFORD  W,  CPT,  VT  SPOL 

174  STANTON,  DAVID  RAY,  LT,  VT  SPOL 

128  tt   VINTON,  MICHAEL  CHARLES,  LT,  VT  SPOL 
92  tt   WADE,  LAURENCE  A,  CPT,  VT  SPOL 

151  tt   YATES,  THOMAS  WILLIAM,  LT,  VT  SPOL 
WEBSTERVILLE 

104  *  EDWARDS,  ROBERT  E,  COP,  BARRE  TOWN  PD 
WHITE  RIVER  JUNCTION 

166   ESTEY,  JOSEPH  G,  COP 
49  tt   JOHNSON,  F.  CONRAD,  COP 
WILLISTON 

194   DIMMICK,  JAMES  NEASON,  LT,  VT  SPOL 

179   POWLOVICH,  THOMAS  A,  CPT,  VT  SPOL 
WILMINGTON 

181  tt   DONNELLY,  THOMAS  CORNELIUS,  COP 

106  *  PRATT,  RICHARD  W,  COP 
WOODSTOCK 

112   BURKE,  JAMES  A,  COP 
4i  *  KRUPINSKY,  WESLEY  P.,  CHIEF  OF  POLICE,  PD 
22  tt   MOORE,  M.  W.,  SHF  OF  WINDSOR  CO 

108  *  SCOTT-SMITH,  RICHARD,  COP 

VIRGINIA 
ABINGDON 

125   KELLY,  CECIL,  COP 

108  *  PRESTON,  BYRD  T,  JR,  SGT,  PD 
ALEXANDRIA 


174 

141 

163 

139 

138 

176 

189 

124 

194 

188 

84 

101 

166 

154 

99 

77 

141 

93 

121 

188 

142 

185 

113 

112 

99 

147 

137 

134 

186 

105 

124 

95 

88 

49 

99 

168 

187 

55 

180 

172 

133 

35 


ABNEY,  JAMES  CONROD,  MAJ,  USA 
ARMSTRONG,  BERTRAM  BENNIE,  CPT,  USA 
BAILEY,  CHARLES  EDWARD,  COMMUNICATIONS  SECTION. 
BAKER,  DAVID  PAUL,  DEP  CHF,  PD 
tt   BROHARD,  LARRY  WAYNE,  CPT,  PD 
BUMGARNER,  MICHAEL  IRA,  MAJ,  USA 
CHENERY,  JOHN  TATE,  CPT,  USA 
COGSWELL,  CHARLES  HOYT,  MAJ,  USA 
CONYERS,  ALEXANDER,  CPT,  USA 
FESER,  BRIAN  ROLFE,  CPT,  USA 

*  GRIMM,  NORMAN  E,  SR,  CPT  OF  DET,  PD 

*  HALLIHAN,  JAMES  J.,  JR.,  LTC,  HO  MILPERCEN 
HEATH,  AGNES  THERESE,  LT,  PD 
HILLEARY,  JOSEPH  RAYMOND,  J,  LT,  PD 

tt   HINES,  CHARLES  A,  BRIG  GEN,  USA 
tt   HOLIHAN,  JOHN  B.,  CHIEF  OF  POLICE 

HOWARD,  KENNETH  MARK,  CPT,  PD 
tt   JOHNSON,  WALTER  LEE,  CAPTAIN,  PD 
tt   JUSTICE,  ARLEN,  DEP  CHF,  PD 

KALUTA,  ROMAN  WILLIAM,  LT,  PD 
tt   LEVESQUE,  ALFRED  JOHN,  ASST  CHF,  PD 

LIPKA,  DANIEL,  MAJ,  USA 

MAREK,  PAUL  M. ,  MAJ,  USA 
u   uf^A  CHARLES  B.  EXEC  DIR,  NATIONAL  SHERIFFS  AS 
tt   MENTOR,  JOHN  L.,  LIEUTENANT  COLONEL,  USA 

METRO,  RICHARD  ALLEN,  MAJ,  USA 

MOYER,  DALE  LEON,  MAJ,  USAF 

NEUBERT,  ROBERT  WILLIAM,  CPT,  USA 

NYE,  DAVID  WALTER,  CPT,  PD 

PIKE,  ROBERT  E,  LTC,  USAF 

RODGERS,  GORDON  LEE,  LT,  VA  SPOL 

SAMARRA,  CHARLES  E.,  COP 

*  SCOTT,  CLYDE,  DEPUTY  CHIEF,  PD 
tt   SMITH,  JAMES  FRANK,  CAPTAIN,  PD 
tt   STROBEL,  CHARLES  T.,  COP 

SWENGROS,  RICHARD  WILLIAM,  MAJ,  USA 
TIERNEY,  ALBERT  GERARD,  CPT,  PD 
tt   TOTHILL,  WILLIAM  G.,  LIEUTENANT,  PD 
VANDERLINDEN,  RICHARD  SCOTT,  CPT,  USA 
WAGNER,  DWAYNE  KEITH,  MAJ,  USA 
WILLARD,  ROBERT  TYE,  JR,  MAJ,  USA 
tt   WOODS,  THOMAS  EDWARD,  CAPTAIN,  PD 
ALTAVISTA 

118   NEAL,  THOMAS  LEE,  COP 
APPALACHIA 

APPOMATTOXLL'  FRANK  <SA*  FBI_RETIRED)>  CHIEF  0F  POLICE 
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APD 


166    CHUMNEY,  BERNARD  FURMAN,  SAC,  VA  SPOL 
158   GREGORY,  GEORGE  HOWARD,  CPT,  VA  SPOL 
140  tt   HANDY,  IRA  CECIL,  SA  IN  CHARGE,  VA  SPOL 

96  tt   JOHNSON,  CECIL  S,  JR,  CPT,  VA  SPOL 
121  tt   MORRIS,  GEORGE  MOORMAN,  JR,  CPT,  VA  SPOL 
ARLINGTON 

75  tt   ALLEN 


190 

52 
150 
147 
131 

58 
154 
142 
127 
176 
179 

85 
162 
194 
166 
140 
191 
116 

91 
122 
184 
128 

94 
174 
125 
105 
148 
144 
137 
114 
110 
117 
108 


,  WILLIAM  A,  DEP  CHF,  ARLINGTON  CO  PD 
ALT,  RICHARD  BRYAN,  LT,  ARLINGTON  CO  PD 
'   BAYLISS,  ANDREW  E.,  LT,  ARLINGTON  CO  PD 
BORING,  DANIEL  VICTOR,  DEP  CHF,  PD 
BREWER,  GREGORY  PAUL,  DEP  CHF,  ARLINGTON  CO  PD 
'  CHRISTIANSEN,  ARTHUR  THOMAS,  DEP  CHF,  ARLINGTON  CO  PD 
1  COLE,  RAYMOND  S.,  ASST  CHF,  ARLINGTON  CO  PD 
DEL  CORE,  ROBERT,  MGR,  NOTHERN  VA  CRIM  JUSTICE  A 
DOUGHERTY,  DONNA  KIMBERLY,  MAJ,  USAF  PENTAGON 
DREISCHER,  ROBERT  ALFRED,  DEP  CHF,  ARLINGTON  CO  PD 
FORTUNE,  MICHAEL,  SR,  LT,  ARLINGTON  CO  PD 
FREY,  JOSEPH  THOMAS,  JR,  SUPVY  CRIM  INVSTGR,  USMS 
GENTLE,  GARY  S,  COL,  USA  INTELLIGENCE  CMMND 
HAAS,  JOHN  ROBERT,  LT,  PD 

HOFFMANN,  ARLEEN  MARIE,  CPT,  ARLINGTON  CO  PD 
HOLL,  STEPHEN  LEE,  LT,  ARLINGTON  CO  PD 
KARINSHAK,  JOHN  STEPHEN,  LT,  ARLINGTON  CO  PD 
KEEVILL,  RICHARD  STEPHEN,  1SGT,  VA  SPOL 
KELLEHER,  JOHN  J,  OFCR,  ARLINGTON  CO  PD 
MINNICH,  ROBERT  M,  LT,  ARLINGTON  CO  PD 
MUELLER,  LEONARD  ALLEN,  CPT,  USMC 
MURRAY,  DANIEL  J,  LT,  ARLINGTON  CO  PD 
NICOLAI,  TRENTON  JOHN,  CHF  WO  II,  USA 
PACKETT,  WILLIAM  E,  DEP  CHF,  ARLINGTON  CO  PD 
PANTHER,  THOMAS  MIDDLETON,  LT,  ARLINGTON  CO  PD 
PRICE,  DALE  RONALD,  LT  COL,  USA 
OUADE,  JOHN  BENNETT,  LT,  ARLINGTON  CO  PD 
SHANNON,  STEVEN  ROY,  CWO  II,  USA 
SINGLETARY,  BRUCE  WARREN,  CWO,  USA 
STARZYNSKI,  FLORENCE  ALFF,  LT,  ARLINGTON  CO  PD 
STOVER,  WILLIAM  K.,  CHIEF,  ARLINGTON  CO.  PD 
THURBER,  ROGER  B,  CMDR,  INSCOM 

WEEKS,  CHARLES  EDWARD,  CHF,  US  DEFENSE  LOGISTICS  AGEN 
WICKSTRAND,  RAYMOND  D. ,  LT,  ARLINGTON  CP  PD 
ASHLAND 

153  JOHNSON,  RALPH  WALKER,  JR,  LT,  PD 
ATLANTA 

191  WASHINGTON,  FREDERICK  LEWIS,  MAJ,  USA 
BEDFORD 

152   DAVIS,  GLEN  PAUL,  LT,  PD 
84  #  KING,  THEODORE  E,  COP 

154  RUSH,  STEPHEN  COLIN,  SGT,  BEDFORD  CO  SD 
150   RUSSELL,  FREDERICK  LEE,  COP 

BERRYVILLE 

192  ROPER,  ANTHONY  WAYNE,  INVSTGR,  CLARK  CO  SD 
BLACKSBURG 

142   BROWN,  WILLIAM  HENRY,  COP 

CALDWELL,  HANFORD  P.,  LT,  VA  POLYTCHNC  INSTUTE  &  ST 
CRANNIS,  KIMBERLEY  SCOTT,  LT,  PD 
DUNCAN,  ROGER  E.,  LT,  PD 

JONES,  MICHAEL  L,  LT,  VA  POLY  INSTIT  &  ST  UNIV 
LEWIS,  RAYMOND  C,  DIR  OF  SEC,  VPISU 
BLACKSTONE 

95  SHIELDS,  WAYNE  S,  COP 
BOYDTON 

156   SIMMONS,  WESLEY  GRAY,  INVSTGR,  MECKLENBURG  CO  SO 
BRISTOL 

94  #  HELTON,  WILLIAM  H, 

58  tt   KRISTOFEK,  ANDREW, 
161   KRISTOFEK,  ANDREW, 

20  *  LOWRY,  CHARLES  J.,  LIEUTENANT,  PD 

51  tt   STIGALL,  JACK,  COP 
BUENA  VISTA 

94   CAMPBELL,  ERSKIN  K.,  COP 
CAPE  CHARLES 

96  tt   BARCROFT,  JAMES  M,  CHF,  CHESAPEAKE  BAY  BRIDGE-TUN 
PAYNE,  JOHN  EDWARD,  CPT,  CHESAPEAKE  BAY  BRDGE-TUNN 
PRUITT,  CLEMENT  MELVIN,  COP,  CHESAPEAKE  BAY  BRIDGE-TUN 
WARD,  ELMER  K,  SGT,  CHESAPEAKE  BAY  BRIDGE-TUN 


98 
190 
104 
112 
102 


CPT,  PD 
CAPTAIN,  PD 
II,  LT,  PD 
LIEUTENANT, 


i 


0 

a 


157 
128 

102  # 


CARSON  CITY 
105   CHAPPELL,  ARTHUR  W. ,  JR.,  INVSTGR,  DEPT  OF  ABC 

CHARLOTTE  COURTHOUSE 
146   JONES,  THOMAS  DOTSON,  SHF  OF  CHARLOTTE  CO 

CHARLOTTESVILLE 
119   BAIRD,  GORDON  CARLTON,  SHF,  CITY  OF  CHARLOTTESVILLE 
CASON,  ELWOOD  T.,  LT,  PD 
DANIEL,  JIMMIE  F.,  US  PROBATION  OFC 
HADEN,  JAMES  M. ,  CPT,  PD 
HARDING,  JOHN  ELLIS,  DET  LT,  PD 
HAWKINS,  TERRY  WINN,  SHF  OF  ALBEMARLE  CO, 
JOHNSTONE,  FRANCIS  W,  CHF,  ALBEMARLE  CO  PD 
MILLER,  JOHN  FRANKLIN,  CHF,  ALBEMARLE  C.P.D 
MORRIS,  WILLIAM  JOSEPH,  LT,  UNIV  OF  VA  PD 
NEWTON,  SAMUEL  EARL,  LT,  ALBEMARLE  CO  PD 
PLEASANTS,  DAVID  LEE,  SGT,  PD 
RHODENIZER,  ALBERT  EUGENE,  CPT,  PD, 

SANDRIDGE,  MALCOLM  W. ,  JR.,  CHF  DEP,  ALBEMARLE  CO  SO 
SENNA,  HOWARD  B,  LT,  UNIV  OF  VA  PD 
SHEFFIELD,  MICHAEL,  CHIEF,  UNIV  OF  VA  PD 


103 
92 

108 
176 
184 
113 
140 
154 
186 
152 
126 
84 
106 


135 
CHATHAM 

145   TAYLOR,  MICHAEL  WILSON, 
CHESAPEAKE 

143   BRABSON,  WINDSOR  LEE,  SGT,  PD 

182   CASTELLOW,  ROBERT  CECIL,  JR,  SGT, 


INVSTGR,  PITTSYLVANIA  CO  SD 


PD 
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VIRGINIA  -  VIRGINIA 

189   DOHNING,  ROBERT  GUTHRIE,  SGT ,  PD 

121  FARLEY,  LLOYD  CLAYTON.  SGT,  PD 

122  FOREHAND,  ERIE  SANFORD,  MAJ,  SO 

104   GOODBRED,  LLOYD  M. ,  JR.  CPT ,  CHESAPEAKE  POL  DIV 

161  GREGORY,  JOHN  CECIL,  LT,  CHESAPEAKE  SO 
135    HALL,  HELVIN  LEE,  SR,  MAJ,  PD 

127  tt   JOHNSON,  HILLIAM  HIRAM,  JR,  CPT,  VA  SPOL 
98   JUSTICE,  RICHARD  A,  COP 

181  LANGHORNE,  JOSEPH  JEROME,  GUNNERY  SGT,  USMC 

194  LENNON,  BARBARA  DENISE,  LT,  CHESAPEAKE  SO 

166  LEHIS,  JAMES  THOMAS,  LT,  PD 

95  NEHHART,  JOHN  R.,  SHERIFF  OF  CHESAPEAKE 

169  OTOOLE,  SHIRLEY  THERESA,  SGT,  PD 
109  tt   PIETRUCCI,  EMILIO  M,  JR,  LT,  PD 

154  POHERS,  ANDY  PARKER,  LT,  PD 

175  ROUTSON,  JEFFREY  LEON,  SGT,  PD 

114  SAHYER,  JENSON  J.,  JR.,  LIEUTENANT,  PD 

128  SCHAFER,  CHARLES  RONALD,  SGT,  PD 

162  SPRUILL,  HILLIAM  LAHRENCE,  SGT,  PD 
103  tt   HALTERS,  ELMER  E,  INVSTGTR,  VA  SPOL 
175  HELLS,  JON  MICHAEL,  CPT,  USMC 

103   ZEAGLER,  DONALD  S,  CPT,  PD 

CHESTERFIELD 
158    FRENCH,  ROBERT  CECIL,  CPT,  CHESTERFIELD  CO  PD 
194   HOPE,  DAVID  PHILIP,  CPT,  CHESTERFIELD  CO  PD 
166   MADDRA,  ALLIE  VESTER,  III,  CPT,  CHESTERFIELD  CO  PD 
144  *  MUTISPAUGH,  JAMES  HYATT,  SHF  OF  CHESTERFIELD  CO 
139   NEACE,  RAYMOND  LEROY,  LT,  CHESTERFIELD  CO  PD 
174   PROFFITT,  DENNIS  STEWART,  LT,  PD 
74  tt   RICHTER,  CHARLIE  E,  MAJ,  CHESTERFIELD  COUNTY  PD 
143   STARNES,  MARVIN  LEHIS,  LT,  CHESTERFIELD  CO  PD 
135   HILLIAMS,  CLARENCE  GUY,  JR,  SHF  OF  CHESTERFIELD  CO 

CHRISTIANSBURG 

93   HALE,  ALVIN  L.,  CHIEF  OF  POLICE 

COLONIAL  BEACH 
120   ANDERSON,  JOHN  ALVAH,  COP 

COLONIAL  HEIGHTS 
125   SHEFFIELD,  STEVEN  OHEN,  COP 

COURTLAND 

69   CRUTCHFIELD,  LONNIE  L.,  DEP  SHF,  SOUTHAMPTON  CO  SD 
162    FRANCIS,  KENNETH  HOODROH,  CPT,  SOUTHAMPTON  CO  SD 
115   FRANCIS,  VERNIE  W,  JR,  SHF  OF  SOUTHAMPTON  CO 
184   STUTTS,  JOHN  BURNETT,  LT,  SOUTHAMPTON  CO  SO 

COVINGTON 
170   BROHN,  JEFFREY  SCOTT,  COP 

CULPEPER 
151   CLARKE,  THOMAS  PEIRCE,  SAC,  VA  SPOL 
134   HART,  HARLAN  LEE,  LT ,  PD 
142   JONES,  CHARLES  BYRD,  COP 

DANVILLE 
110   BROWN,  JACKSON  H. ,  SGT,  PD 
172   BROHN,  TOM  ALLEN,  CPT,  PD 
90   ELLIOTT,  BEVERLY  C.  ,  JR.,  ASST  CHF,  PD 
97   HOHERTON,  CHARLES  W. ,  CAPTAIN,  PD 
77   MORRIS,  THOMAS  N,  (COLONEL),  COP 
96   RIGNEY,  HILLIAM  D. ,  CPT,  PD 

176  SLAYTON,  CLAUDE  IRVIN,  JR,  CPT,  PD 
17  *  WATSON,  URAL  W. ,  CHIEF  OF  POLICE,  PD 
60  tt   YEAMAN,  THOMAS  ELHOOD,  ASST  COP,  PD 

DUBLIN 

19  *  BROOKS,  LESLIE  H. ,  COP 
DUMFRIES 

125   MARTIN,  ROBERT  CLEVELAND,  SAC,  VA  SPOL 
ELKTON 

132   PENCE,  WARREN  ALLEN,  COP 
FAIRFAX 

163   AKERS,  THOMAS  NELSON,  CPT,  FAIRFAX  CITY  PD 

171  tt   ALLISON,  ROBERT  DAVIS,  CPT,  FAIRFAX  CO  PD 

177  BALL,  GARY  DHIGHT,  CPT,  FAIRFAX  CO  PD 
162   BARANYK,  WALTER  ALAN,  MAJ,  FAIRFAX  CO  PD 
125  tt   BARBEE,  ALAN  LEE,  LTC,  FAIRFAX  CO  PD 

189   BEACH,  ROBERT  RHUNDLES,  CPT,  FAIRFAX  CO  PD 
176   BLACKWELL,  PRESTON  CARVER,  CPT,  FAIRFAX  CO  PD 
130  tt   BOWEN,  THOMAS  GARY,  MAJ,  FAIRFAX  CO  PD 
167  #  BOWEN,  TIMOTHY  JAMES,  CPT,  FAIRFAX  CO  PD 

181  BROHN,  WILLIAM  NOBLE,  MAJ,  FAIRFAX  CO  PD 

104  tt   BURACKER,  CARROLL  D,  LT  COL,  CHF,  FAIRFAX  CO  PD 
156   CARLISLE,  ROBERT  ASHBY,  MAJ,  FAIRFAX  CO  PD 
155   CASSELL,  HELENE  MARIE,  MAJ,  FAIRFAX  CO  PD 
185   CHARRON,  JAMES  MICHAEL,  CPT,  FAIRFAX  CO  PD 
112  tt   COFFELT,  KELLY  H.  ,  MAJ,  FAIRFAX  CO  PD 
148  It   COVEL,  JAMES  ALONZO,  MAJ,  FAIRFAX  CO  PD 
58  tt   CROSEN,  ARTHUR  HARRY,  MAJ,  FAIRFAX  CO  PD 
188   DEVLIN,  SUZANNE,  CPT,  FAIRFAX  CO  PD 

179  DOOLEY,  JOHN  LAHRENCE,  CPT,  FAIRFAX  CO  PD 
132   DURHAM,  NATHANIEL  CURTIS,  LT,  PD 

56  tt   DURRER,  HILLIAM  L.,  COL,  CHF,  FAIRFAX  CO  PD 
159  tt   EDMONSTON,  HILLIAM  RUSSELL,  MAJ,  FAIRFAX  CO  PD 

182  ELLIS,  FREDERICK,  MAJ,  FAIRFAX  CO  PD 

187    FITZPATRICK,  ROBERT  PAUL,  JR,  CPT,  FAIRFAX  CO  PD 
165   FRANKLIN,  DAVID  RICHARD,  DEP  CHF,  FAIRFAX  CO  PD 

180  GILBERTSON,  JAMES  CRAIG,  LT ,  PD 

135  It  GRANFIELD,  JOHN  EGAN,  CHF,  FAIRFAX  CO  PD 

61  #  GREER,  LANCE,  CPT,  FAIRFAX  CO  PD 

116  It  HARTMAN,  THADEUS  L,  LTC,  FAIRFAX  CO  PD 

104  HORVATH,  JAMES  S.,  CPT,  FAIRFAX  CO  SO 

85  #  KING,  RICHARD  A,  CHF  COL,  FAIRFAX  CO  PD 

175  LIBBY,  DANA  SCOTT,  MAJ,  FAIRFAX  CO  PD 

168  LIPP,  MARCUS  MASON,  LT,  FAIRFAX  CITY  PD 

192  LOMONACO,  MICHAEL,  CPT,  FAIRFAX  CO  PD 

PAGE    292 


180 

168 

52 

158 

164 

195 

173 

152 

188 

136 

169 

144 

97 

100 

157 

168 

160 

148 

193 

190 

90 

109 

147 

143 

172 

167 

140 

186 

126 

98 

150 

191 

183 

89 

94 

92 

138 

106 


LUBAS,  DAVID  JOSEPH,  CPT,  FAIRFAX  CO  PD 
MABRY,  ARTHUR  L,  MAJ,  FAIRFAX  CO  PD 
MAHONEY,  JAMES  M. ,  DEP  SHERIFF,  FAIRFAX  CO  SO 
MANGER,  JOHN  THOMAS,  DEP  CHF,  FAIRFAX  CO  PD 
MINER,  RONALD  PAUL,  MAJ,  FAIRFAX  CO  PD 
MORROW,  TYRONE  RUSSELL,  CPT,  FAIRFAX  CO  PD 
MURPHY,  JUSTIN  BARRY,  MAJ,  FAIRFAX  CO  PD 
NOSSETT,  LUTHER  HARRIS,  JR,  MAJ,  FAIRFAX  CO  PD 
OKEEFE,  PAUL  DONOVAN,  CPT,  FAIRFAX  CO  PD 
PEED,  CARL  RAY,  CHF  DEP,  FAIRFAX  CO  SD 
RAPPOPORT,  RICHARD  JOHN,  MAJ,  FAIRFAX  CO  PD 
ROB,  JOHN  VINCENT,  LT  COL,  FAIRFAX  CO  PD 
RUSSELL,  ROBERT  D,  CPT,  PD 

SANDERS,  ARTHUR  J.,  CHF,  GEORGE  MASON  UNIV  PD 
SCOTT,  MICHAEL  DOUGLAS,  CHF,  FAIRFAX  CO  PD 
SIDERS,  BURT  DARRELL,  CPT,  FAIRFAX  CO  PD 
SINES,  EARL  THOMAS,  LTC,  FAIRFAX  CO  PD 
SKINNER,  JOHN  JAMES,  CHF,  FAIRFAX  CITY  PD 
SLYMAN,  AUDREY  MARY,  CPT,  FAIRFAX  CO  PD 
SMITH,  JOHN  WALTER,  LT,  FAIRFAX  CITY  PD 
SMITH,  LOYD  W,  CHF,  FAIRFAX  CITY  PD 
SOMMERS,  HARRY  S,  JR,  MAJ,  FAIRFAX  CO  PD 
STEVENS,  EDWARD  ALLEN,  MAJ,  FAIRFAX  CO  PD 
TAYLOR,  DONALD  PAUL,  ASST  CHF,  PD 
THOMPSON,  ALVIN  STUART,  JR,  MAJ,  FAIRFAX  CO  PD 
VALENTINE,  MARSHAL  ANTHONY,  LT,  FAIRFAX  CO  SO 
VARNER,  RONALD  CLAUD,  CPT,  FAIRFAX  CO  PD 
VICKERY,  JAMES,  CHF  DEP,  FAIRFAX  CO  SO 
VON  HERBULIS,  RICHARD  ARTHUR,  SGT,  PD 
WATTS,  RONALD  D. ,  MAJ,  FAIRFAX  CO  PD 
WHALEN,  JOHN  JOSEPH,  MAJ,  FAIRFAX  CO  PD 
HILLIAMS,  LEONZO  GRANT,  MAJ,  FAIRFAX  CO  PD 
WILLIAMS,  ROBERT  EARL,  CPT,  FAIRFAX  CO  PD 
WILSON,  KENNETH  R. ,  LT  COL,  DEP  CHF,  FAIRFAX  CO  PD 
WILT,  JAMES  L.,  CAPTAIN,  FAIRFAX  COUNTY  PD 
WINES,  LARRY  F,  MAJ,  CHF,  FAIRFAX  CITY  PD 
YOUNG,  MICHAEL  WAYNE,  CHF,  FAIRFAX  CO  PD 
ZELASKA,  JOHN  W,  CPT,  FAIRFAX  CO  PD 
FALLS  CHURCH 
129   BARTH,  BENNY  CECIL,  SA,  USA  CID 
BLACKSTONE,  SAMUEL,  II,  SA,  USA 
CRIBBS,  WAYNE  RANDALL,  MAJ,  USA 
DAXE,  ARNOLD,  JR,  COL,  USA 
DAY,  JESSE  EUGENE,  JR,  CWO  III,  USA 
DRAYTON,  LAWRENCE  HARRY,  CWO  IV,  USA 
ERNST,  JOSEPH  CHARLES,  JR,  CWO,  USA 
HUMBERT,  DAVID  W,  DEP  CMDR,  USACIDC 
HUTCHISON,  WILLIAM  DAVID,  SA,  USA 
JOHNSON,  STANLEY  K.,  JR,  COP 
KING,  GREGORY  DONNELL,  LT,  PD 
MAXWELL,  AUDLEY  ALLEN,  CWO  II,  USA 
MCGUIRE,  PHILLIP  JAMES,  SA,  USACIDC 
MEYER,  JOHN  G. ,  JR.,  CPT,  USA 
MOSS,  CHARLES  THOMAS,  CWO  III,  USA 
MURRAY,  ROBERT  THOMAS,  COP 
NARDOLILLO,  WAYNE  THEODORE,  CWO  III,  USA 
NEEDELS,  DON  MICHAEL,  CWO  III,  USA 
REITZE,  HARRY  WILLIAM,  LT,  PD 
SMITH,  NEIL  DOUGLAS,  CWO  III,  USA 
TOUREAU,  TIMOTHY  M,  CPT,  PD 
TYO,  JOSEPH  M,  JR,  LTC,  USA 
UHLENHOPP,  LARRY  LEE,  CWO  II,  USA 
WARD,  ANTHONY,  CWO,  USA 
92  #  WEST,  MELVIN  L.,  SGT,  PD 
157   WILLIAMS,  PHILLIP  DARNELL,  CWO  II,  USA 
156   WYNN,  CHARLES  BRUCE,  CWO  III,  USA 
FINCASTLE 
173   KELLY,  BURGER  REED,  SHF  OF  BOTETOURT  CO 
160   SPRINKLE,  RONALD  NEAL,  INVSTGR,  BOTETOURT  CO  SD 
FORT  BELVOIR 
105   BERRY,  PETER  T,  MAJ  GEN,  USACIDC 

FRANKLIN,  WAYNE  HENRY,  CWO  III,  USA 
GEE,  JERRY  WILLARD,  SA,  USA 
HORMANN,  JEFFREY  SCOTT,  CWO  II,  USA 
HUBER,  JEFFRY  STEVEN,  MSGT,  USA 
INGOLD,  LAWRENCE  EUGENE,  JR,  SA,  USACIDC 
JACOBELLI,  JAMES  NICHOLAS,  SA,  USACIDC 
KANGAS,  RAYMOND  ROBERT,  SA,  USACIDC 
LESON,  JOEL  L,  COL,  USA 

SULLIVAN,  MICHAEL  L,  COL/DEP  CMDR,  USACIDC 
TEMPLE,  PAUL  HARTLEY,  CWO  II,  USA 
FORT  CAMPBELL 

190   CROWE,  STEVEN  LEE,  MAJ,  USA 
FORT  EUSTIS 

ABRAHAM,  GEORGE,  JR.,  CPT,  USA 
ROCKWELL,  DOUGLAS  LEE,  SGT  1C,  USA 
RUSSELL,  SCOTT  DAVID,  CWO  III,  USA 
SUDNIK,  MICHAEL  PAUL,  MAJ,  USA 
FORT  MONROE 
112  It   MEINE,  MANFRED  F,  SA,  USACIDC 
126   MILLER,  DONALD  DELBERT,  MAJ,  USA 
124   POMAGER,  RICHARD  ANTHONY,  J,  COL,  USA 
FRANKLIN 
109  #  BRITT,  JOHN  G,  COP 
32  #  BURROW,  WILLIE  L.,  COP 

156  KITCHEN,  MARK  REGINALD,  SGT,  PD 
FREDERICKSBURG  „,   „,  p„, 

123   BUCHANAN,  CLYDE  NEAL,  FIRST  SGT,  VA  SPOL 

157  CARTER,  GEORGE  BENJAMIN,  JR,  CPT,  PD 
45  *  ESTES,  MASON  F.,  PTLM,  PD 


124 
141 

91 
123 
131 
133 

81 
119 
105 
124 
122 
166 
115 
158 
151 
140 
121 
193 
137 
114 
129 
128 
118 


188 
181 
179 
183 
161 
186 
174 
88 
115 
186 


117 
160 
160 
120 


VIRGINIA  -  VIRGINIA 


101 
123 
195 
130 
172 
151 
108 


158 
128 
18 
179 
92 
38 
97 


FRONT  ROYAL 

160   CHAPMAN,  BILLY  LANE,  LT,  HARREN  CO  SD 

164   SCHIRO,  STEVEN  HAYNE,  CPT,  PD 
59  *  THOMPSON,  DENNIS  CLIFFORD,  CHIEF  OF  POLICE 
GLOUCESTER 

180  DIGGS,  JOSEPH  DANIEL,  CPT,  GLOUCESTER  CO  SD 
126   MORRIS,  JACOB  HAHKE,  I  SGT,  VA  SPOL 

144   STANAHAY,  ROBIN  PRESTON,  SHF  OF  GLOUCESTER  CO 
HALIFAX 

113  *  MILLER,  JAMES  L,  SHF  OF  HALIFAX  CO 
HAMPTON 

31  *  ARMISTEAD,  JACK  L.,  VA  ABC  BD 

113  tt   CASH,  PHILLIP  N,  DET  LT,  PD 

167   DAVIS,  JEFFREY  MARK,  MAJ,  USAF 

159   FULLMAN,  CHARLES  LEE,  CPT,  PD 

132   GODSEY,  FREDDIE  CLARKSTON,  CPT,  PD 

140   HAYNES,  EARL  DYKE,  JR,  LT,  PD 

148   HUNTER,  CHARLES  G,  JR,  MAJ,  PD 

181  JONES,  JOHN  PAUL,  LT,  PD 

194   JORDAN,  CHARLES  RALPH,  JR,  LT,  PD 

92   MINETTI,  PAT  G. ,  COP 

50  *  ODOM,  B.  G.,  DETECTIVE  LIEUTENANT,  PD 

12  *  PARKER,  THOMAS  M. ,  COP 
121  #  PIERCE,  BOBBY  GENE,  DET  LT,  PD 

84  tt   PROSKEY,  L.  A.,  CPT,  HAMPTON  POL  DIV 

75  #  RICHARDSON,  EDHARD  L.,  CPT,  PD 
187   STAVELY,  JAMES  REYNER,  JR,  LT,  PD 

167  TOWNSEND,  THOMAS  HUDSON,  MAJ,  PD 
174   WYCHE,  CARL  JACKSON,  CPT,  PD 

HANOVER 

168  CHENAULT,  WILLIAM  SHELBY,  III,  LT,  HANOVER  CO  SD 
COOK,  VERNON  S.,  SHF  OF  HANOVER  CO 
FUTRELL,  CLYDE  BOZEMAN,  LT,  HANOVER  CO  SD 
HINES,  DAVID  REED,  CPT,  HANOVER  CO  SO 
PENNY,  HILLIAM  ALLISON,  CHF  INVSTGR,  HANOVER  CO  SO 
ROBERTSON,  JOHN  WINSTON,  LT,  HANOVER  CO  SD 
WRAY,  HOWARD  LEE,  JR,  CHF  INVSTGR,  HANOVER  CO  SD 
WRIGHT,  STEVEN  D. ,  SR. ,  LT,  HANOVER  CO  SD 

HARRISONBURG 
133   CLAYTOR,  DANIEL  LEE,  DET,  PD 

COMER,  DANIEL  GAIL,  LT,  ROCKINGHAM  CO  SD 

FAIRWEATHER,  DUANE  EDWARD,  JR,  CPT,  PD 

KEAN,  WILLIAM  J.,  COP 

MCDORMAN,  EDMOND  ALFRED,  II,  SGT,  PD 

PRESGRAVE,  RICHARD  W. ,  COP 

RITCHIE,  JULIUS  F.,  CHIEF  OF  POLICE,  PD 

WEATHERHOLTZ,  GLENN  M. ,  SHERIFF  OF  ROCKINGHAM  COUNTY 

HAYMAKKET 

HERNDONSCHHIDT'  R°BERT  D'  *SST  INSPR  GEN*  INSPR  GEN'S  °F 
123   ATKISSON,  DUANE  LEE,  LT,  PD 
80  tt   BISHOP,  WALTER  R,  COP 
183   PRESGRAVE,  ROBERT  LAWRENCE,  CPT,  PD 
192   SHEFFER,  EARL  H,  JR,  LT,  PD 
161   SMITH,  DARRYL  CONRAD,  SR,  CPT,  PD 
HILTONS 

150   MOFFITT,  JAMES  HOWARD,  JR,  SGT,  PD 
HOPEWELL  ' 

91   CLARKE,  WILBUR  R.,  COP 

DAVIS,  RUDY  W.,  LT,  BU  OF  POL 

ELLIS,  MELVYN  DOUGLAS,  CPT,  PD 

HOSTETTER,  DON  WAYNE,  CPT,  PD 

MINTER,  EDWARD  B.,  COP 

WYATT,  PAULA  NICHOLSON,  CHF  DEP,  HOPEWELL  SO 

TUCKER,  DANIEL  S,  LT,  PD 
ISLE  OF  WIGHT 

4!  »   ?I5?!!a  DREW  fraNKLIN,  CHF  DEP,  ISLE  OF  WIGHT,  CO  SO 
„,   *  TAYLOR,  HAROLD  C,  SHF  OF  ISLE  OF  WIGHT  CO 

KING  GEORGE 

^lr   u.tP,Et^EY'  STEVE  frani<LIN,  CPT,  KING  GEORGE  CO  SO 
KING  WILLIAM 

ilJi*„HOl:fORD.  JAMES  B-  SHF  OF  KING  WILLIAM  CO 
LANoLEY  AFB 

133   BALDWIN,  TOMMY  LEONARD,  CHF  MSGT,  USAF 
25  #  BOSWELL,  EDWARD  B,  SEC  OFCR.NASA 
124   CHAVIS,  RICHARD  WESLEY,  1LT,  USAF 
141   COLLINS,  DONAL  JOSEPH,  CPT,  USAF 

CONNOR,  WILLIAM  BENJAMIN,  I,  CPT,  USAF 

FECHT,  KURT  CARLTON,  CPT,  USAF 

HALL,  JAMES  RUDOLPH,  CHF  MSGT,  USAF 

HAWKINS,  HERBERT  C,  III,  COL,  USAF 

KONTNY,  DAVID  RORY,  MSGT,  USAF 

LAZARUS,  STEVEN  JEFFREY,  CPT,  USAF 

MCMILLON,  BRYE,  MSGT,  USAF 

METZLER,  ALAN  RUSSELL,  CPT,  USAF 

RYAN,  DENNIS  PATRICK,  MAJ,  USAF 

SUTTON,  PHILLIP  LEE,  SR,  SR  MSGT,  USAF 

WETTIG,  TERRY  LEE,  CHF  MSGT,  USAF 

YEAKEL,  RICHARD  E,  CAPTAIN,  USAF 
LEESBURG 

,??   HIS?-'  FRANK  S-'  INVSTGR,  CMMNWLTHS  ATTY  OF  LOU 
144   COOPER,  CHARLES  ARTHUR,  MAJ,  LOUDOUN  CO  SD 
191   GIBSON,  RONALD  JEROME,  CPT,  LOUDOUN  CO  SO 

11   h  !C£2!!J£AMaJIICHAEL  J0SEPH,  DEP  SHF,  LOUDOUN  CO  SO 

86  tt   LEGARD,  ROBERT  W. ,  SHF  OF  LOUDOUN  CO 
171   MCVEIGH,  MICHAEL  JAMES,  CPT,  PD 
152   SEALOCK,  JOHN  VELVIE,  CPT,  LOUDOUN  CO  SD 
175   STILES,  KEITH  ALISON,  COP 
170   STOCKS,  GREGORY  ALLEN,  CPT,  LOUDOUN  CO  SO 
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PD 


105 
186 
137 
83 
188 
HURT 
102 


145 
172 
117 
108 
184 
177 
191 
191 
153 
187 
179 
94 


184   VANGILDER,  JEFFREY  CHARLES,  LT, 
LEXINGTON 

127   SPENCE,  FREDDIE  MARSHALL,  SHF  OF  ROCKBRIDGE  CO 

146  tt   SUTTON,  LAWRENCE  OTHA,  COP 
LOUDOUN 

164   BEAMER,  VERNON  GRANT,  JR,  CPT,  LOUDOUN  CO  SD 


LOUISA 

148 
77  * 

134 
LURAY 

124 


BATEMAN,  DANIEL  LONG,  INVSTGR,  LOUISA  CO  SD 
ELLIOTT,  CARROLL  T.,  CRIM  INVSTGR,  LOUISA  CO  SD 
RIGSBY,  ROBERT  FREDERICK,  CHF  INVSTGR,  LOUISA  CO  SO 


SCHIRO,  JERRY  MICHAEL,  COP 
LYNCHBURG 
132   ARTHUR,  STEPHEN  CARROLL,  CMDR,  PD 

BENNETT,  CHARLES  WILFRED,  J,  COP 

CARTER,  CLAUDE  THOMAS,  CMDR  I,  PD 

COPES,  JESSE  DAVIDSON,  CMDR  I,  PD 

GLASS,  CHARLES  M. ,  COMMANDER  III,  PD 

HELLER,  HERBERT,  THOMAS,  CMDR  III,  PD 

LITTLE,  RAYMOND  A,  ASST  DIR,  VA  ABC  BOARD 

LUCAS,  HOWARD  CHAPMAN,  I SGT,  VA  SPOL 

NORBERG,  JERRY  WAYNE,  CMDR  I,  PD 

PILLOW,  RICKEY  ALLEN,  CMDR  I,  PD 

REXRODE,  RALPH  W. ,  CMDR  II,  PD 
94  #  ROBERTSON,  CALVIN  E,  JR,  COP, 
141   SCALF,  DAVID  RICHARD,  CMDR  I,  PD 

SEIFFERT,  JOSEPH  MATTHEW,  COP 

■STEELE,  JAMES  W. ,  COMMANDER,  PD 

VEST,  ANDREW  LEE,  LT,  PD 

WEEKS,  DAVE  A.,  JR.,  CMDR  III,  PD 

WILLIAMS,  BOBBY  JACKSON,  CMDR  I,  PD 

WINGFIELD,  EUGENE  CLYDE,  CPT,  PD 
MANASSAS 
149   BELCHER,  TIMOTHY  DEWEY,  CPT,  PD 

CAHILL,  MICHAEL  EVANS,  LT,  PRINCE  WILLIAM  CO  PD 

CRISP,  BILLY  P.,  CPT,  PD 

DENNIS,  ARTHUR  ODELL,  JR,  LT,  PD 

ELLIS,  SAMUEL  S,  COP 

ENRIGHT,  MICHAEL  ROBERT,  SGT,  PD 

LESKO,  GERALD,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

MCGUINN,  WILMER  F,  CPT,  PRINCE  WILLIAM  CO  PD 

MCKINNON,  DONALD  MYRTON,  JR,  SGT,  PD 

RYAN,  NELSON  EMMETT,  MAJ,  PRINCE  WILLIAM  CO  PD 

SINDLINGER,  JOHN  A,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

SMITH,  JEANETTE  JOYCE,  LT,  PRINCE  WILLIAM  CO  PD 

SULLIVAN,  JAMES  KIRBY,  JR,  LTC,  DEP  CHF,  PRINCE  WILLIAM 

SUMMERS,  TOUSSAINT  ELDRIDGE,  JR,  CPT,  PRINCE  WILLIAM  CO 

TABER,  DANIEL  EDWARD,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

TUTKO,  CHRISTOPHER  J.,  CPT,  PD 

WEBBER,  NELSON  OLEN,  JR,  CPT,  PRINCE  WILLIAM  CO  PD 

WHEELING,  TURNER  D.,  SHF  OF  PRINCE  WILLIAM  CO  SO 


134 
149 
165 
103 
106 
93 
128 
128 
177 
116 


129 
90 
191 
101 
122 
195 


174 
103 
191 
107 
163 
140 
106  d 
156 
133  * 
101  H 
185 
119  tt 
181 
170 
110 
165 
29  * 
MARION 
107 


OVERBAY,  ROY  B.,  CPT,  PD 
MARTINSVILLE 
124   ASHELY,  WESLEY  GRAY,  CPT,  HENRY  CO  SD 
BOLEJACK,  EMORY  J. ,  COP 
DODSON,  WAYNE  H,  SGT,  PD 
EDWARDS,  DAVID  JAY,  SGT,  PD 
EMERSON,  ROY  0.,  SGT,  PD 
LONG,  CHARLES  EDWARD,  SR,  SGT,  PD 
MILLS,  TIMOTHY  WARD,  INVSTGR,  HENRY  CO  SD 
NESTER,  KIMMY  GARLAND,  LT,  HENRY  CO  SO 
ROGERS,  MICHAEL  EUGENE,  SGT,  PD 
SHUMATE,  STARLING  E.,  LIEUTENANT,  PD 
STRONG,  JOHN  OSCAR,  1SGT,  VA  SPOL 
VENCILL,  JOHN  REX,  SGT,  VA  SPOL 


62 

99 
144 

88 
157 
164 
189 
181 
9 
131 

65  tt 


SD 


MATHEWS 

128  STONE,  LARRY  WAYNE,  DEP,  MATHEWS  CO 
MCLEAN 

129  WASHINGTON,  JOHN  WESLEY,  INSPR,  USMS 
MONTROSS 

uJ°,LnTJACKS0N'  CHARLES  W--  SHF  OF  WESTMORELAND  CO  SD 
NEWPORT  NEWS 

100  tt   BEALE,  JAMES  R.,  INVSTGR,  VA  DEPT  OF  ABC 

BLACKMON,  HOWARD  BENJAMIN,  COP 

BOYD,  DONALD  BRUCE,  CPT,  PD 

BURT,  CARL  DOUGLAS,  ASST  CHF,  PD 

CAMPBELL,  BOBBY,  MAJ,  PD 

FARMER,  MARVIN  B,  MAJ,  PD 

KENNEDY,  WALTER  R.,  JR.,  CAPTAIN,  PD 

LEDFORD,  JAMES  D,  MAJ,  PD 

LYON,  RUSSELL  W. ,  LT  OF  DET,  PD 

MAPES,  HERBERT  C,  DEP  CHF,  PD 

MEMORY,  HUBERT  A.,  CPT,  PD 

MOOK,  DENNIS  ALAN,  COP 

MOORE,  JOSEPH  ALDRIDGE,  LT,  PD 

NEWTON,  THOMAS  STEWART,  CPT,  NEWPORT  NEWS  SD 

NOLAN,  ARTHUR  DENNIS,  LT,  PD 

PAYNE,  BILLY,  DIR  OF  ADULT  CORR,  NEWPORT  NEW 

PEARSON,  LYNN  MARIE,  LT,  PD 

RAINES,  WOODROW  W. ,  JR.,  CPT,  PD 

SCHANZ,  DEWEY  C,  JR.,  CAPTAIN,  PD 

SPIVEY,  JOSEPH,  LIEUTENANT,  PD 

TENCH,  CHARLES  LEE,  JR.,  CPT,  PD 

THURMAN,  JANICE  ELLEN,  CPT,  PD 

WEAVER,  WILLIAM  BEVERLEY,  SHF  OF  NEWPORT  NEWS  CO 

WRIGHT,  EMMETT  G,  LT,  PD 
NORFOLK 

83  #  ANDREWS,  JOHN  L,  DEP  CHF, 
88  tt   BAUM,  LOUIS  D.  ,  JR.,  MAJ, 


c 


I 

(53 

3 


43 

123 

165 

136 

111 

35 

155 

53 

71 

92 

158 

178 

172 

193 

87 

185 

106 

79 

36 

52 

170 

47 

101 


NORFOLK  POL  DIV 
PD 


VIRGINIA  -  VIRGINIA 

17*  BOONE,  JOSEPH  ANTHONY,  CPT,  PO 

142  I  BURTON,  HAYNE  DEXTER,  CPT,  PD 

168  BURHELL,  RUDOLPH  LEE,  SR,  CPT,  PD 

107  tt   CALLIS,  ROBERT  F.,  LT ,  PD 

189    CARROH,  HILLIAM  OSCAR,  CPT,  PD  „«,,„,„ 

120   COLBERT,  EUGENE  HENDELL,  SEC  SPEC,  NAVAL  BASE,  NORFOLK 
112  I  COLLIER,  HENRY  C,  JR,  CHF,  VA  PORT  AUTH  PD 
110   DAVIS,  JAMES  H,  TNG  OFCR,  NAVAL  STATION 

58  #  DECKER,  FRANK  E.,  DEP  CHF,  NORFOLK  PD 

33  tt   DRUHMOND,  HERHAN  F.,  JR.,  (SA,  FBI),  REG  REP  FOR  THE  CR 
2  tt   GORNTO,  HARRY  C. ,  JR.,  CPT,  NORFOLK  POL  DIV 

56  I  GRANT,  CHARLES  D. ,  COP 
127  tt   GRIFFIN,  SHELTON  PERRY,  CPT,  PD 
164    GRIMES,  JAMES  LOGAN,  JR,  CHO  II,  USN 
160   HAZELETTE,  ROBERT  EVERETT,  JR,  CPT,  PD 

91  •  HENSON,  HENRY  P,  COP 
109    HIGH,  MELVIN  C,  COP 
182   JACKSON,  JOSEPH  HENRY,  ASST  CHF,  PD 
130   JONES,  LESTER  RAYMOND,  I  LT,  USMC 

51  *  LOONEY,  LOUIS  D.  ,  JR.,  CLERK,  POLICE  COURT 

95  I  MCGOHAN,  JOHN  F. ,  LT,  PD 

108  tt   MCMANUS,  DON  A,  CAPTAIN,  PD 

134  tt  MORGANII,  CARMEL  JOSEPH,  CPT,  PD 

70  tt  MORSE,  JOHN  MEREDITH,  MAJ,  PD 

74  tt  ONEAL,  NATHAN,  JR,  DEP  CHF,  POL  DIV 

100  tt  OHEN,  JAMES  F.,  DEP  CHF,  PD 

85  *  QUESINBERRY,  EUGENE  E.,  CAPTAIN,  PD 

126  tt  REDFIELD,  HERBERT  CLEMENT,  CPT,  NORFOLK  FIRE  DEPT 

119  tt  RICHARDSON,  PORTER  LUTHER,  LT,  PD 

114  tt  SIMMONS,  VERNON  L,  CPT,  PD  „TWTCx 

22  *  HATSON,  FREDERICK  E.,  CAPTAIN,  NORFOLK  POLICE  DIVISI 

193  HHITE,  CHARLES  NEEDHAM,  CHF  MSTR  AT  ARMS,  USN 

105  tt  HILLIAMSON,  HINFRED  ATHELL,  MAJ,  PD 

195  HRIGHT,  RHON  NOEL,  CPT,  PD 

OAKTON 

101  *  PRYOR,  HARVEY  E.,  DIR  OF  UNIFORMED  SERV,  VANCE  I 
ORANGE  ,  „   __ 

117  BISCOE,  HILLIAM  G. ,  CHF  DEP,  ORANGE  CO  SD 

P  A I  MY R A 

119   COATES,  JOSEPH  HILLIAM,  COP,  LAKE  MONTICELLO  PD 
PETERSBURG 
105  »  CORNHELL,  RONALD  J.,  LT,  PD 
187   CORRIGAN,  JOHN  WILLIAM,  LT,  PD 
143   EILERT,  STEPHEN  THOMAS,  COP 

P°67S#°ANDERS0N,  CHARLES  P,  CHF  OF  SEC,  NVL  REG  MDICL  CNTR 
36  *  BARKLEY,  DURHARD  H. ,  PTLM,  NORFOLK  CO  PD 

102  *  BOONE,  ELBERT  R,  COP 

57  tt   BROUGHTON,  ROBERT  G,  CPT,  PD 

118  It   CLARK,  PAUL  EDWIN,  SR,  CPT,  PD 

185   CONNALLY,  CHRISTOPHER  EDWARD,  LT,  PD 
170   FREMD,  HARRY  LEROY,  II,  LT,  PD 

177  HOLMES,  ALICE  MARIE,  CPT,  PD 

165   LECOMPTE,  GUY  WHITNEY,  CPT,  PORTSMOUTH  SO 
125   LEWIS,  RONALD  WESLEY,  CPT,  PD 

42  *  LOWE,  CLIFFORD  M. ,  JR.,  SERGEANT,  PD 
151   MARTINEZ,  LESLIE  KAY,  COP 
164   MICHALSKI,  NOLAN  DAVID,  CPT,  PD 

178  NORRIS,  BENJAMIN  PAUL,  CHF  DEP,  PORTSMOUTH  SO 
59  *  PORTER,  RUSSELL  V.,  DETECTIVE,  PD 

192   SEGAL,  ALVIN  ALAN,  CPT,  PD 
46  #  SIMPSON,  JAMES  HERBERT,  SAFETY  DIRECTOR,  CITY  OF  PORTS 
107  tt   THEREAULT,  ALBERT  A,  ASST  COP,  PD, 

150  THEREAULT,  CHARLES  PHILLIP,  SGT,  PORTSMOUTH  SD 
139   THOMAS,  RICHARD  LEE,  CPT,  PD 

151  TUCKER,  JOHN  KEVIN,  MAJ,  PD 

37  tt   HARREN,  CALVERT  LINTON,  CHIEF  OF  POLICE 
134   WATERS,  GARY  WAYNE,  SHF  OF  PORTSMOUTH  CITY 

167    ROBERTSON,  WILLIAM  ABNER,  JR,  CHF,  PRINCE  GEORGE  CO  PD 
PRINCF  HILLIAM 
162   AHRENS,  RALPH  FREDERICK,  CPT,  PRINCE  WILLIAM  CO  PD 

179  BARNARD,  BARRY  MORRIS,  LT,  PRINCE  WILLIAM  CO  PD 
151  tt   BOVE,  RONALD  JAMES,  LT,  PRINCE  WILLIAM  CO  PD 

190   COLGAN,  RAYMOND  THOMAS,  SR,  LT,  PRINCE  WILLIAM  CO  PD 

141   DEANE,  CHARLIE  TATUM,  COP 
90  #  GROVE,  ERNEST  A,  MAJ,  PRINCE  WILLIAM  CO  PD 
95  tt   HUNT,  HILLIAM  T,  LT,  PRINCE  WILLIAM  CO  PD 

146  tt   HUTCHENS,  JOHN  JEHU,  MAJ,  PRINCE  WILLIAM  CO  PD 

115  tt   LEMMERS,  CORNELIUS  A,  LT,  PRINCE  WILLIAM  CO  PD 

126   OSHIELDS,  CHARLES  EVERETT,  CPT,  PRINCE  WILLIAM  CO  PD 
87  tt   OWENS,  GEORGE  T,  COL,  COP,  PRINCE  WILLIAM  CO  PD 

194   STOTT,  KENNETH  NELSON,  LT,  PRINCE  WILLIAM  CO  PD 
PULASKI 

133   COOLEY,  HERBERT  GRAY,  COP 

131   SHORT,  GEORGE  CLAYTON,  CPT,  PULASKI  CO  SD 
OUANTICO 

167    AHO,  JOHN  ANTHONY,  CPT,  USMC 

167   BERGER,  VONDA  LEE,  G/SGT,  USMC 

170   CLARK,  DENNIS  MICHAEL,  SA,  DEA 

173   COVINGTON,  JERRY  DEAN,  LT,  FBI 

183   CRECELIUS,  MIKIE  ONEAL,  MSGT,  USMC 

178   DOBBINS,  RICHARD  ELDEN,  JR,  MAJ,  USMC 

142    ELLSESSER,  FREDERICK  E,  CPT,  USMC 

186   HETHCOAT,  THOMAS  ALEXANDER,  MGYSGT,  USMC 

108  #  HILL,  LLOYD  E.,  CPT,  USPP 

157   LABAR,  TERRY  DAVID,  TRNG  ASST,  FBI 

193   LAPP,  MICHAEL  ADAM,  MASTER  GUNNERY  SGT,  USMC 

147    MANGUM,  TRAVIS  ALLEN,  CHO  II,  USMC 

180   MARREN,  CHARLES  DAVID,  GUNNERY  SGT,  USMC 


139 
172 
159 
93 
139 
159 
RADFORD 
121 
182 
178 

101  * 
113 

RESTON 

102  * 
RICHMOND 


MORRIS,  KENNETH  ALLEN,  CHO  II,  USMC 
OURSO,  FREDERICK  JOHN,  JR,  MAJ,  USMC 
SMITH,  RANDY  RICHARD,  MAJ,  USMC 
TAVARES,  EDWARD,  CAPTAIN,  USMC 
TURNER,  RICHARD  LEONARD,  CPT,  USMC 
WILKERSON,  PAUL  SHERMAN,  JR,  CPT,  USMC 

BUTLER,  JONNY  WILLIAM,  JR,  CMDR,  PD 

HARMON,  JOHN  GARY,  CPT,  PD 

PHILLIPS,  TOBIAS  CLARENCE,  CHF,  RADFORD  UNIV 

THOMAS,  GARY  L.,  PATROLMAN,  PD 

WILLIAMS,  GERALD  S.,  MAJ,  PD 


PD 


192 
129 
177 
136 
120 
189 
100 
159 
190 
61 
43 
171 
163 
185 
180 
180 
156 
117 
82 
68 
130 
47 
88 
98 
9  i 
149 
98 
180 
178 
120 
112 
162 
105  i 
137 
148 
151 
104 
116 
159 
110 
165 
140 
134 
60 
132 
49 
181 
43 
141 
128 
68 
119 
136 
73 
48 
193 
114 
109 
93 
170 
118 
129 
195 
117 
103 
169 
90 
80 
111 
181 
36 
187 
122 
149 
173 
67 
123 
144 
145 
155 
99 
72 
27 
182 
32 


PD 


VELON,  ROBERT  C. ,  SA,  USAF 
D 

ALBERTA,  CHRISTOPHER  STEPHEN,  LT,  HENRICO  CO  PD 
BASS,  CLAUDE  ASHLEY,  JR,  CPT,  RICHMOND  BU  OF  POL 
BATTEN,  MICHAEL  ANDREW,  CPT,  HENRICO  CO  PD 
BEASLEY,  THOMAS  BENJAMIN,  ASST  DIR,  VA  SPOL 
BERNHARD,  LOTHAR  ARTHUR,  CPT,  BU  OF  POL 
BERO,  NEIL  ARTHUR,  CPT,  HENRICO  CO  PD 
BERRYMAN,  ROBERT  L,  DIR,  DIV  OF  INVSTGN,  VA  SPOL 
BISE,  DENNIS  GARY,  CPT,  HENRICO  CO  DIV  OF  POL 
BISHOP,  RICHARD  KYLE,  JR,  CPT,  PD 
BOLDIN,  CHARLES  MAXWELL,  MAJ,  VA  SPOL 
BORDHINE,  C  N,  DEP  US  MARSHAL,  EASTERN  DIS  OF 
BOWES,  TERRY  ALAN,  DEP  AD,  VA  SPOL 
BOHMAN,  WILLIAM  LARRY,  LT,  VA  SPOL 
BULLOCK,  WILLIAM  MURRAY,  JR,  CPT,  HENRICO  CO 
BURCHETT,  LARRY  WAYNE,  LT,  VA  SPOL 
CARTER,  WILLIAM  MEREDITH,  LT,  HENRICO  CO  PD 
CHILDRESS,  ROBERT  EUGENE,  CPT,  PD 
CHISHOLM,  BERNIE  EDWARD,  JR,  CPT,  VA  SPOL 
CLARK,  FLOYD  G. ,  JR.,  MAJ,  RICHMOND  POL  BU 
CLARK,  ROBERT  HILLIAM,  LT,  VA  SPOL 

CLARK,  THOMAS  ALEXANDER,  CPT,  CO  OF  HENRICO  DIV  OF  POL 
CLAYTOR,  RAYMOND  E.,  CPT  OF  POL,  RICHMOND  POL  BU 
COBB,  DONALD  JR.,  CPT,  HENRICO  CO  DIV  OF  POL 
CORVELLO,  WILLIAM  F,  COL,  SUPT,  VA  SPOL 
COWAN,  JAMES  R.,  INSPR  AND  ASST  DIR,  VA  SPOL 
CRAIG,  LONNIE  EDWARD,  CHF,  VA  CAPITOL  POL 
CSAKY,  ATTILA  S.,  MAJ,  BU  OF  POL 

CURTIS,  SIDNEY  CHRISTOPHER,  ASST  DIR,  DEPT  OF  ABC 
DANIELS,  THOMAS  BAYNE,  JR,  DAD,  VA  SPOL 
DEAVERS,  CARL  RAYMOND,  JR,  ASST  DIR,  VA  SPOL 
DELP,  STEPHEN  C,  SAC,  VA  SPOL 
EADES,  ROBERT  CREWS,  LT,  BU  OF  POL 
ENGELS,  RICHARD  G,  COL,  COP,  HENRICO  CO  PD 
EVANS,  JAMES  HOWARD,  ASAC,  VA  ABC  BD 
FIELDS,  DONALD  RAY,  DEP  DIR,  ST  CORP  COMM 
FITZGERALD,  DAVID  MARION,  CPT,  HENRICO  CO  PD 
FLANARY,  JAMES  T,  CPT,  VA  SPOL 

FORRESTER,  CAMERON  L,  ASST  DIR,  RICHMOND  REG  CRIM  JU 
FOSTER,  LESTER  CARL,  JR,  DEP  ASST  DIR,  VA  SPOL 
FOSTER,  ROGER  L,  MAJ,  HENRICO  CO  DIV  OF  POL, 
FOX,  JAMES  DOUGLAS,  MAJ,  HENRICO  CO  DIV  OF  POL 
GARNER,  STUART  CAMERON,  LT,  HENRICO  CO  DIV  OF  POL 
GARRETT,  WAYNE  ANDREW,  ASST  DIR,  BU  OF  CRIM  INVSTGN 
GEARY,  DAVID  PATRICK,  PROF,  VA  CMMNWLTH  UNIV 
GIBBS,  LANDON  SHERWOOD,  SUPV,  ST  CORP  COMM 
GOODE,  RICHARD  M. ,  DEP  CITY  SGT 
HEAD,  JAMES  MICHAEL,  CPT,  HENRICO  CO  SO 
!  HEDRICK,  WILMER  J.,  COLONEL,  COP,  HENRICO  CO  PD 
HOLLAND,  DAVID  WAYNE,  I  SGT,  VA  SPOL   „,,,„. 
HUGGINS,  MICHAEL  WAYNE,  SUPT,  VA  STATE  POLICE 
HURST,  LEWIS  WILLARD,  EXECUTIVE  DIR,  VA  ST  CRIME  COM 
JOHNSON,  ROBERT  ARNOLD,  1SGT,  VA  SPOL 
JUSTICE,  ROBERT  WAYNE,  LT,  HENRICO  CO  DIV  OF  POL 
I   KAY,  WALTER  F.,  MAJ,  RICHMOND  POL  BU 
f   KENT,  MARVIN  H. ,  CPT,  VA  SPOL 

KINIRY,  PAUL  SCOTT,  LT,  PD        

KITCHEN,  CHESTER  W. ,  CPT,  HENRICO  CO  DIV  OF  POL 
LETTNER,  JAMES  L,  ASST  DIR,  VA  SPOL 
1   LINDSEY,  JAMES  R,  MAJ,  HENRICO  CO  PD 
MCCRAY,  CHARLES  SAMUEL,  CPT,  HENRICO  CO  PD 
MILLNER,  MACON  GLENN,  LT,  VA  SPOL 
MITCHELL,  LARRY  BISMARK,  MAJ,  VA  SPOL 
MORYKON,  WANDA  GAIL,  DEP  DIR,  DMV 
MURPHY,  CHARLES  E.,  DIR  OF  INVSTGN,  VA  DMV 
NELSON,  HARRY  K.,  SUPV,  VA  DEPT  ALCOHOLIC  BEV  CO 
It   NICHOLS,  JAMES  ALVIN,  LT,  VA  SPOL 

OLEARY,  JOHN  R. ,  MAJ,  DEFENSE  GENERAL  SUPPLY  CN 
It   OLIVE,  CHARLES  E,  MAJ,  VA  STATE  POL 
PARKS,  JAMES  T.,  MAJOR,  PD 
PETERS,  JOE  ROY,  JR,  1SGT,  VA  SPOL  „„..-* 

*  READ,  WILLIAM  HENRY,  JR.,  MAJOR,  VIRGINIA  STATE  POLICE 
RECTOR,  WILLIAM  ROGER,  JR,  LT,  VA  SPOL 

ROSS,  JAMES  DAVID,  PTLM,  BU  OF  POLICE 
SCOTT,  ALBERT  JAMES,  JR,  LT,  BU  OF  POL 
SHAW,  LEWIS  EDWARD,  JR,  LT,  HENRICO  CO  PD 

tt   SHEPPARD,  LESLIE  T  Sr!  COL,  COP,  HENRICO  COUNTY  PD, 
STANLEY,  HENRY  WINFRED,  JR,  MAJ,  HENRICO  CO  PD, 
STANLEY,  THOMAS  JOSEPH,  SAC,  VA  SPOL 
STAPLETON,  ROBERT  ANDON,  LT,  HENRICO  CO  PD 
STILWELL,  DARREL  EDSEL,  DEP  ASST  DIR,  VA  SPOL 
SUTHARD,  ROBERT  L,  SEC  OF  TRANS  AND  PUBLIC  SAFETY 

tt   TERRY   ROY  MADISON,  CPT,  VA  SPOL 

tt   IrSlIn,  DOUGLAS  MERCER,  'ASST  DIR,  STATE  CORPORATION  C« 
UERZ,  JEFFREY  ALLEN,  COL,  VA  GAME  &  INLAND  FISHERIE 

#  URICK,  MEREDITH  S.,  CAPTAIN,  VIRGINIA  STATE  POLICE 


PAGE 
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VIRGINIA  -  WASHINGTON 


146 
89 
83 
60 

112 
ROANOKE 


HILLIAMS,  FRANK  ALLEN,  JR,  ASST  DIR,  VA  SPOL 
HILSON,  CURTIS  L,  CAPTAIN,  VA  SPOL 
HILTSHIRE,  REUBEN  A.,  CPT,  HENRICO  CO  DIV  OF  POL 
WOODSON,  PHILLIP  P,  DIR,  VA  LAW  ENF  OF  TRAINING  CO 
WRIGHT,  JOHN  H. ,  DIRECTOR,  VIRGINIA  ABC  BOARD 


129   GASKINS,  ATLAS  LEROY,  COP 

51  tt   GRIGGS,  ELMO  A.,  CAPTAIN,  PD 
193   HOLBROOK,  TERRELL  LEE,  ASST  CHF,  ROANOKE  CO  PD 

72   HOOPER,  MILTON  D. ,  CHIEF  OF  POLICE 

99  tt   HUBBARD,  GEORGE  A,  CAPTAIN,  PD 

79  tt   KISER,  HENRY  R,  SR,  CAPTAIN,  PD 

155  LAVINDER,  JAMES  RAY,  CPT,  ROANOKE  CO  PD 

131   MCMILLAN,  GEORGE  MICHAEL,  MAJ,  ROANOKE  CITY  SD 

124   METZGER,  JOHN  BERNARD,  III,  US  MARSHAL,  W.  DIST  OF  VA 
85  tt   MUSSELWHITE,  ROSCOE  E.,  LIEUTENANT,  PD 

111   NEELY,  DOUGLAS  A,  OFCR,  USA,  CID 

126   POWELL,  JACK  ALLEN,  ASST  SUPV,  DIV  OF  ENF.  VA  DEPT 

153   PRITCHARD,  GARY  EVAN,  CMDR,  PD 

183   ROCHE,  GARY  WAYNE,  LT,  ROANOKE  CO  PD 

175   SHIELDS,  ROBERT  DONALD,  MAJ,  PD 

118   STONEMAN,  VIRGIL  KENNETH,  SUPV,  VA  ABC  BOARD 
92   VIAR,  JAMES  L,  CMDR,  PD 
ROANOKE  CITY 

139   REID,  THOMAS  MAYNARD,  CMDR,  PD 
ROCKY  MOUNT 

156  OVERTON,  WILLIAM  QUINTON,  J,  CPT,  FRANKLIN  CO  SD 
RUSTBURG 

WILLIAMSON,  JAMES  M.,  LIEUTENANT,  CAMPBELL  CO.  SHERI 


SALEM 

134 

114 

184 

120 

104  tt 

122 

174 

115 

114 

161 
SALUDA 

161 


BRYANT,  JAMES  RUBEN,  COP 

COMPTON,  CHARLES  R. ,  JR,  CPT,  VA  SPOL 

DUDLEY,  JEFFERY  ALLEN,  CPT,  PD 

GWALTNEY,  RUSSELL  EUGENE,  LT,  PD 

HASKINS,  HARRY  T.,  JR.,  SUPERINTENDENT  OF  POLICE 

JESSUP,  DELTON  RABON,  LT,  VA  SPOL 

MURPHY,  DENNIS,  LT,  PD 

OBENSHAIN,  EVERETTE  B.,  JR.,  SHERIFF  OF  SALEM  SD 

PENDLETON,  FRANK  L.,  LIEUTENANT,  PD 

RUHLAND,  JAMES  RANDOLPH,  JR,  ASAC,  VA  SPOL 


JONES,  LEWIS,  III,  SHF  OF  MIDDLESEX  CO 

152   HUDSON,  NORMAN  JACKSON,  COP 
SOUTH  NORFOLK 

35  *  FORD,  ALLEN  L.,  JR.,  CHIEF  OF  POLICE 
SPRINGFIELD 

92   WHEELER,  JAMES  E,  LT,  COL,  USA 
STAFFORD 
195   ASHBY,  JOHN  WILLIAM,  LT,  STAFFORD  CO  SD 
CORRELL,  CURTIS  E.,  DET,  STAFFORD  CO  SD 
HATCH,  DANNY  EDWARD,  CPT,  STAFFORD  CO  SO 
JETT,  CHARLES  EVERETT,  CPT,  STAFFORD  CO  SD 
HILLIAMS,  RALPH  MASON,  SHF  OF  STAFFORD  CO 
STAUNTON 

90   BOCOCK,  DAVIE  L.,  CPT,  PD 
BOYERS,  JULIUS  M,  COP 

FISHER,  RANDALL  DUELL,  SHF  OF  AUGUSTA  CO 
FITZGERALD,  THOMAS  E.,  CAPTAIN,  PD 
KING,  LACY  BERTRAND,  JR,  CPT-DEP  CHF,  PD 
KISER,  ESTEL  REECE,  1ST  SGT,  VA  SPOL 
LLOYD,  GLENN  P,  SHF  OF  AUGUSTA  CO 
WELLS,  GRAFTON  LEE,  JR,  COP 
WILLIAMS,  JAMES  EVERETT,  SGT,  PD 
WOOD,  DWIGHT,  CPT,  AUGUSTA  CO  SD 
STRASBURG 

171   HALL,  JAMES  EARLY,  COP 
SUFFOLK 
141  #  CIPRA,  GEORGE  ALAN,  LT,  PD 

COCHRAN,  WILLIAM  RAYMOND,  LT, 
FREEMAN,  WILLIAM  ARTHUR,  SGT, 
HOWELL,  JAMES  MICHAEL,  LT,  PD 
HURD,  RICHARD  HOWARD,  CPT,  PD 
tt   JACKSON,  GILBERT  F.,  COP 
tt   LAW,  RICHARD  CHANEY,  LT,  PD 
MARX,  JOHN  JOSEPH,  SGT,  PD 
MOODIE,  JAMES  RODERICK,  LT,  SUFFOLK  CO  SO 

#  r2^IRE^  W-  S-'  SUPV'  C0MM  0F  GAME  AND  INLAND 
SMITH,  STEPHEN  WAYNE,  SGT,  PD 
WILSON,  LARRY  EDWARD,  CPT,  PD 
■UPERIOR 

194   NYKANEN,  MICHAEL  DOUGLAS,  CPT,  USMC 
>URRY 

APPAHANNOCk"'  CHARLES  N"  GAME  WAR°EN,  SUPV,  COMM  OF  GAM 
139   INSLEY,  DENWOOD  WILBERT,  SHF  OF  ESSEX  CO 


113 
160 
187 
160 


66 
169 

76 
136 
175 
107 
140 
183 
157 


158 
124 
179 
152 

90 
130 
173 
166 

21 
186 
193 


PD 
PD 


'IENNA 
178 
123 

79 
161 
192 
173 
131  tt 
'INTON 
129 
147 

69 

92 


CHEYNE,  JOHN  WILLIAM,  CPT,  PD 
CHILDRESS,  ZED  LEWIS,  COP 
JONES,  VERNON  L.,  CHIEF  OF  POLICE 
KERR,  DANIEL  JOSEPH,  JR,  COP 
MILLER,  MICHAEL  RAY,  SGT,  PD 
PRICE,  JOHNNY  THELBERT,  CPT,  PD 
TAVARES,  JOSEPH  RICHARD,  LT,  PD 

DOOLEY,  DANNY  DALE,  SGT,  PD 

FOUTZ,  RILEY  RICHARD,  COP 

IRBY,  CLARENCE  F.,  JR.,  CHIEF  OF  POLICE,  PD 

JONES,  CLARENCE  A.,  SERGEANT,  PD 


127 
191 

91 

96 
176 
156 

58 
101 
110 
104 
171 

72 
163 
114 
108 
131 

34 
183 
190 


PD 


BARNES,  WILLIAM  HERBERT,  LT, 
BAUM,  SANDRA  KAREN,  CPT,  PD 
BEANE,  MELTON  E.,  CPT,  VA  BEACH  POL  DIV 
BELANGIA,  KENNETH  A.,  LT,  DIV  OF  POL 
BOSWELL,  WRAY  SAUNDERS,  LT,  PD 
BRAZIER,  JAMES  WILLIAM,  JR,  CPT,  PD 
BRYAN,  GEORGE  K,  LT,  NAVAL  AIR  STATION 
BUZZY,  ERNEST  F.,  DET  CPT,  PD 
CARLSON,  CHARLES  E,  SR,  LT,  PD 
CARTWRIGHT,  WINFRED  H. ,  LT 
CERVERA,  JAMES  ANTHONY,  LT 
DAVIS,  WILLIAM  W,  COP 
DEANES,  WILLIAM  LEE,  CPT,  PD 
HADEN,  WILLIAM  D,  II,  LT,  PD 
HUNDLEY,  JAMES  E.,  CPT,  BU  OF  FIRE  INSPCTN 
JASINOWSKI,  JOHN  ROBERT,  SAC,  VA  SPOL 
JOHNSON,  REEVES  E.,  ASST  DIR  OF  COMMUNTY  SERV 
KAPPERS,  DANIEL  HAROLD,  LT,  PD 
LANTEIGNE,  PAUL  J,  USHF,  VIRGINIA  BEACH  SO 
40  tt   MAPP,  IVAN  D,  COMMISSIONER  OF  REVENUE 
131   MCCLOUD,  DOUGLAS  GENE,  MAJ,  PD 

MOORE,  WALTER  J.,  JR.,  CAPTAIN,  PD 
PRITCHARD,  JOHN  WILLIAM,  LT,  PD 
ROMEO,  DONALD  HENRY,  INVSTGR,  USN 
VANAUKEN,  GARY  MICHAEL,  LT,  PD 


VA  BEACH  DIV  OF  FIRE 
PD 


INVS 


83 
119 
119 
146 


WARRENTON 


101 
111 
153 
WARSAW 
138 
162 


COX,  DONALD  R. ,  CPT,  FAUQUIER  COUNTY  SD 
JENKINS,  WARREN  L.,  LT,  FAUQUIER  CO  SD 
OLINGER,  ASHBY  WEAVER,  SHF  OF  FAUQUIER  CO 


DAVIS,  CLYDE  ELLIOTT,  1SGT,  VA  SPOL 
SYDNOR,  GENE  ELVIN,  SHF  OF  RICHMOND  CO 
WASHINGTON 

ul^rco^2CKY'  ERIC  CHARLES,  SA,  DIPLOMATIC  SECURITY  SERV 
WAYNESBORO 

71  tt   BATEMAN,  DOYLE  0.,  ASST  CHF, 
150   BROADFOOT,  PHILIP  ALAN,  COP 
97  tt   GLEASON,  HORACE  L.,  JR.,  COP 
WILLIAMSBURG 
188   BRAMAN,  CHARLES  MICHAEL,  LT, 
DAIGNEAULT,  DAVID  ARLEN,  MAJ, 
FRAZIER,  FRANKLIN  EUGENE,  LT,  „ 
KEY,  ROBERT  C,  CHF,  JAMES  CITY  CO  PD 

POGGIONE,  WILLIAM  JOSEPH,  MAGISTRATE  FOR  9TH  DIST,  COMM 
RUTHERFORD,  ANDREW  L.,  CPT,  PD 
SLOGGIE,  DAVID  CAIRNES,  MAJ,  PD 
WINCHESTER 
117   BARLEY,  FLOYD  ALLEN,  COP 

JOLLEY,  PRESTON  OWEN,  CPT,  PD 
LIGGETT,  JOHN  E,  CPT,  FREDERICK  CO  SD 
MAUCK,  CARROLL  K,  SHF  OF  FREDERICK  CO 
MILLHOLLAND,  LEONARD  WILLIAM,  INVSTGR,  PD 
RUDOLPH,  WARREN,  MAJ,  COP 


137 
169 
107 
132 
78 
140 


PD 


JAMES  CITY  CO  PD 
JAMES  CITY  CO  PD 
JAMES  CITY  CO  PD 


138 
102 
109 
188 
44 
WISE 
163 
148 
179 


BATES,  ANTHONY  DAVID,  COP 
DIXON,  RONALD  DAVID,  COP 
VANOVER,  GENE  WILLARD,  LT,  WISE  CO  SD 
WOODSTOCK 

160   RINKER,  RICHARD  RAY,  LT,  SHENANDOAH  CO  SD 
WYTHEVILLE 

126   DINGUS,  ROBERT  RICKIE,  1ST  SGT,  VA  SPOL 
YOHKTOHN 
160   EDWARDS,  DANIEL  LEE,  SR  SA,  US  COAST  GUARD 

WASHINGTON 
ABERDEEN 

52  *  BUTLER,  KENNETH  P.,  COP 

112  tt   CHANCELLOR,  GERALD  R,  ASST  CHF,  PD 

106  tt   ELLIS,  WILLIAM  G,  COP 

160  tt   JOHNSON,  ROBERT  R,  SGT,  PD 

174   MAXFIELD,  ROBERT  LEONARD,  COP 

126  tt   SUNDSTROM,  NELS  ERIC,  CPT,  PD 

184   TIMMONS,  DAVID  FREDERICK,  DEP  CHF, 
ANACORTES 

146   KING,  MICHAEL  LYNN,  COP 
ARLINGTON 

157   ROBINSON,  STEVEN  LEE,  COP 


£ 

z 

\ 

\ 

\ 

03 

3 


PD 


AUBURN 
100  tt 
130  tt 
137  tt 
181 
166 


IRGINIA  BEACH 


BUNKER,  GORDON  B,  DIR  OF  POL  SERV,  PD 

EVANS,  J  D,  COP 

PITZL,  WILLIAM  MICHAEL,  CPT,  PD 

PURDY,  DAVID  WILSON,  COP 

SHERMAN,  RAYMOND  EUGENE,  CPT,  PD 
BAINBRIDGE  ISLAND 

172   SUTTON,  JOHN  ROBERT,  JR,  COP 
BANGOR 

BELLEVUEHILLIPS'  DANIEL  WILS0N'  JR.  CHF  MSTR  AT  ARMS,  USN 
148   ARCAND,  GARNETT  G,  DEP  CHF,  PD 
186   BAKER,  WILLIAM  ROBERT,  CPT,  PD 

95  tt   DAVIS,  ROGER  F.,  DEP  CHF,  PD 
170   EGAN,  JOHN  DILLON,  MAJ,  PD 
108  tt   FAY,  STEVEN  E.,  LT,  PD 
133   GANS,  DAVID  ALLEN,  MAJ,  PD 

70  tt   GIARDINA,  NICHOLAS  JAMES,  CHIEF  OF  POLICE.  PD 
118   JOHNSON,  TIMOTHY  CLAYTON,  MAJ,  PD 
128   JOHNSON,  WALLACE  WAINE,  CPT,  WA  SPTL 
101  tt   KELLUM,  JOHN  C,  DEP  CHF,  PD 
162   LORACK,  LARRY  LYNN,  DEP  CHF,  PD 

77   PERRY,  FRANK  E.,  CPT,  WA  SPTL 
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1*6  RIECK,  ROX  ALVIN,  LT ,  HA  SPTL 

95  SMITH,  JOSEPH  A,  COP 

156  SMITH,  RICHARD  KENT,  LT ,  HA  SPTL 

192  THOMAS,  HILLIAM  FRANKLIN,  CPT,  PD 

178  TURI,  CRAIG  ARMAS,  MAJ,  PD 

85  tt  VAN8LARICOM,  DONALD  P,  COP 

191  VESTAL,  BRUCE  DAVID,  CPT,  PD 

127  HYATT,  DENNIS  MICHAEL,  DEP  CHF,  PD 
BELLINGHAM 

53  tt  BARTLESON,  EDHARD  H. ,  COP 

195  BRANDLAND,  DALE  EDHARD,  SHF  OF  HHATCOM  CO, 

160  CARROLL,  RANDALL  HOHARD,  CPT,  PD 

63  tt  ERICKSON,  DEHARDT  MARTIN,  CPT,  PD 

98  tt  FITZGERALD,  DANIEL  L.,  DEP  CHF,  PD 

122  GILL,  DOUGLAS  MORGAN,  COP 

187  GILL,  HILLIAM  MARK,  LT,  PD 

143  HALEY,  ROBERT  BRUCE,  DIR  LAH  AND  ORDER,  PD 
133  HANSON,  JACK  DAVID,  LT,  PD 

1*1  JARRATT,  CARLOTTA  DIANE,  DET,  PD 

174  MAC  DONALD,  DAVID  ROBERT,  DEP  CHF,  PD 

141  MOUNT,  LARRY  EDHIN,  SHF  OF  HHATCOM  CO 

144  PIERCE,  DONALD  GRANT,  COP 

93   SCHENCK,  DUANE  C,  DEP  CHF,  PD 
BLACK  DIAMOND 

144   LUTHER,  RICHARD  ALLEN,  COP 
BONNEY  LAKE 

101  tt   HEBB,  GEORGE  R,  COP 
BOTHELL 

104   COLLIGAN,  BERNARD  A,  COP 

171  ERICKS,  MARK  LLOYD,  COP 

194   GLEASON,  MICHAEL  LESTER,  CPT,  PD 
90  tt   MCMAHON,  JAMES  R,  COP 
183   HOOLVERTON,  ROBERT,  CPT,  PD 
BREMERTON 
168   COLTRAIN,  BILLY  JOE,  LT  CMDR,  USN 

102  tt   CUNDIFF,  DONALD  R,  COP 

172  FORBES,  ROBERT  DREH,  SGT,  PD 

142  HATFIELD,  JOSEPH  FRANKLIN,  CPT,  PD 

79  tt   HENRY,  R.  HES,  ASST  CHF,  PD 

140   HUSS,  ROBERT  JOSEPH,  CMDR,  WA  SPTL 
BRIDGEPORT 

80  tt   PETERSON,  ALVIN  H.  ,  RANGER,  HA  STATE  PARKS 
BUCKLEY 

155   MCGEHEE,  ARTHUR  HESLEY,  COP 
BURLINGTON 
157   GOODMAN,  EDHARD  MURRAY,  COP 

154   HILLGAERTNER,  HILLIAM  HIER,  DIR  OF  PUB  SFTY,  PD 
CENTRALIA 

126  #  MASON,  DONALD  EDHARD,  CPT,  PD 

133  tt   SMITH,  DONALD,  COP 
CHEHALIS 

165   DAHES,  DENNIS  LEE,  DEP  CHF,  PD 

129   HAMILTON,  RANDY  CURTIS,  COP 

154  tt   LOGAN,  HILLIAM  ALFRED,  SHF  OF  LEHIS  CO 

117   MASON,  DONALD  G. ,  LT,  HA  SPTL 

183   MCCROSKEY,  JOHN  PATRICK,  SHF  OF  LEWIS  CO 
64  tt   ROBERTSON,  MELVIN  E.,  LAH  ENFORCEMENT  OFFICER,  WASHI 

119  tt   SCHHARTZ,  DONALD  CONRAD,  CHF,  PD 

67  #  TUCKER,  ROLLYN  C. ,  CHIEF  OF  POLICE,  PD 
CHENEY 

108  tt   GARDNER,  JEROME  D,  COP 
CLARKSTON 

99   ANDERSON,  ROBERT  K.  ,  COP 
CLYDE  HILL 

139  HEHMEYER,  HILLIAM  GEORGE,  COP 
COLFAX 

124  tt   HUNTER,  CLEVE  D,  SHF  OF  WHITMAN  CO 

150   TOMSON,  STEVEN  RALPH,  SHF  OF  WHITMAN  CO 
COLLEGE  PLACE 

193   LEPIANE,  DENNIS  LEROY,  COP 
COLVILLE 

106   ST.  CLAIR,  CHAN  J.,  SHF  OF  STEVENS  CO 
COUPEVILLE 

141  tt    EDWARDS,  RONALD  LYNN,  CHF  CRIM  DEP,  ISLAND  CO  SO 

120  tt   EELKEMA,  STANLEY  DEAN,  USHF,  ISLAND  CO  SO 

168   GARDNER,  ROBERT  PRESCOTT,  DEP  SHF,  ISLAND  CO  SD 
DES  MOINES 

186   OBERMILLER,  DONALD  RAY,  COP 
EAST  HENATCHEE 

158  ADAMS,  RICHARD  HENRY,  DET  SGT,  DOUGLAS  CO  SO 
177   CULP,  DON  EUGENE,  CPT,  DOUGLAS  CO  SD 

EDMONDS 

90  It    FOSTER,  MARLO  M,  COP 

140  HICKOK,  ROBIN  HOOD,  CPT,  PD 
111   PRINZ,  DANIEL  R,  COP 

159  TRIBUZIO,  WALLACE  CARLYLE,  ASST  CHF,  PD 
182   HEAN,  GREGORY  JOHN,  SGT,  PD 

ELLENSBURG 

165   HARRIS,  JOHN  PHILIP,  ASST  CHF,  PD 
93  It   LOVELESS,  LAHRENCE  M.  ,  COP 

111  tt   MORRISON,  DONALD  G.  ,  SGT,  PD 
92  *  PRATT,  THOMAS  W. ,  LT ,  PD 

180   RICHEY,  ROBERT  JAMES,  SGT,  PD 

129  #  YOUNG,  THOMAS  RAY,  SHF  OF  KITTITAS  CO 
ENUMCLAW 

169   CHRNALOGAR,  CHARLES  EDWARD,  LT,  PD 

104  It   GUENTHER,  PHILLIP  B.,  COP 

152   WILLIAMS,  RICHARD  GENE,  COP 
EPHRATA 


CARPENTER,  LARRY  E,  COP 

HANSEN,  FLOYD,  JR,  COP 

JUROVICH,  JOHN  PETER,  CHF  DEP,  GRANT  CO  SD 

PRATT,  BRYAN  CLIFFORD,  CHF  CRIM  DEP,  GRANT  CO  SO 

SHAY,  MICHAEL  DAVID,  SGT,  GRANT  CO  SO 

SMELTZER,  ARNOLD  E.,  UNDERSHERIFF,  GRANT  COUNTY  SO 


155 

98 

176 

190 

162 

62 

EVERETT 

106  tt   AARON,  GERALD  A,  DEP  CHF,  PD 

AMUNDSON,  LEONARD  GORDON,  CPT,  PD 
It   ANDERSON,  DANIEL  R.,  LT,  PD 

BART,  ROBERT  RICKY,  SHF  OF  SNOHOMISH  CO, 
BEARDSLEY,  RONALD  LEE,  LT,  HA  SPTL 
It   BILLESBACH,  JAMES  E.,  CPT,  PD 

BOYES,  STANLEY  HILLIAM,  LT,  SNOHOMISH  CO  SD 
tt   DAVIS,  CHARLES  GILBERT,  DEP  CHF,  PD 
FLIPPO,  GEORGE  MICHAEL,  CPT,  PD 
HAMMOND.  MICHAEL  LEE,  LT,  PD 
IVERSON,  ARTHUR  INGVAR,  LT,  SNOHOMISH  CO  SO 
LANG,  GARY  WALLACE,  USHF,  SNOHOMISH  CO  SO 
tt   LARSEN,  JOHN  T,  INVSTGR,  STATE  GAMBLING  COMMIS 

LEE,  PATRICK  0,  LT,  PD 
tt   MANN,  GLENN  T.,  CPT,  SNOHOMISH  CO  SO 
MILLER,  TERRY  LEE,  LT,  PD 
PRENTISS,  KEVIN  LEE,  LT,  SNOHOMISH  CO  SO 
#  REYNOLDS,  STUART  C,  CPT,  WA  SPTL 
SCHARF,  JAMES  IRVING,  COP 
SEAMAN,  JAMES  RAY,  LT,  PD 
STILES,  ROBERT  JOE,  DEP  CHF,  PD 
tt   TRIBUZIO,  PHILIP  WALLACE,  BU  CHF,  SNOHOMISH  CO  SO 
tt   ZITZER,  THOMAS  FREDERICK,  CPT,  SNOHOMISH  CO  SO 
FAIRCHILD  AFB 
103   CEJKA,  OLDRICH  F.,  MAJ,  USAF 
169   HALL,  GEORGE  RANDOLPH,  MAJ,  USAF 
187   SHELTON,  THEODORE  FRANKLIN,  CPT,  USAF 
FORT  LEWIS 
190   BOSSE,  MICHAEL  JOSEPH,  CWO  III,  USA 
BUTLER,  ODIE  LEE,  III,  MAJ,  USA 
COMPAIN,  DARIO  ANGEL,  MAJ,  USA 
HENDRIX,  CLYDE  DARWIN,  SA,  USA  CID 
SANDERS,  RICKEY  LE,  CWO  V,  USA 
ZELIFF,  DAVID  JAMES,  SA,  USACIDC 
FRIDAY  HARBOR 
129  tt   CURTIS,  BERNARD  WILLIAM,  DEP  SHF,  SAN  JUAN  CO  SD 
159   TALBOTT,  LARRY  MACKLIN,  USHF,  SKAGIT  CO  SO 
GIG  HARBOR 

64  tt   PHILLIPS,  DEAN  R. ,  COP 
134   REED,  CYNTHIA  ELAINE,  INVSTGR,  WA  ST  GMBLNG  COMM 
131   RICHARDS,  DENNIS  RAY,  COP 
125  *  SNIDER,  JEFFREY  ROALD,  COP 
GOLDENDALE 
156   GLEASON,  JAMES  CHARLES,  SHF  OF  KLICKITAT  CO 
114   HAUGE,  JACK  E.,  USHF,  KLICKITAT  CO  SO 
GRANDVIEW 

155   CHARVET,  DAVID  ROBERT,  COP 
HOOUIAM 
100  #  NASTROM,  JOHN  D,  LT,  WA  SPTL 
151   THOMAS,  RICKEY  DALE,  DEP  CHF,  PD 
165   WHITTAKER,  MICHAEL  ROSS,  SGT,  PD 
ISSAQUAH 
145   GARRISON,  DUAINE  ARMON,  COP 

113   BULLOCK,  RICHARD  L.,  DIR,  TECH  SRV  CNTR,  SPTL 

138   SCIBELLI,  STEPHEN  GARY,  LT,  PD 

113  #  TAYLOR,  JON  A,  CHF  CRIM  DEP,  COWLITZ  CO  SD 
KENNEHICK 

176   FITZPATRICK,  MICHAEL  FRED,  CPT,  BENTON  CO  SO 
GROSS,  ROBERT  WALTER,  CPT,  PD 
HART,  PAUL  DORSEY,  LT,  BENTON  CO  SD 
MOREY,  WILLIAM  RUSSELL,  USHF,  BENTON  CO  SD 
TRIPP,  GREGORY  SCOTT,  SR,  CPT,  PD 


161 
109 
188 
123 
114 
175 
127 
184 
139 
134 
181 

77 
187 

99 
189 
192 

92 
118 
193 
152 
147 
163 


189 
157 
163 
144 
169 


183 
166 
188 
193 
KENT 
132 
177 
195 
172 
163 
184 


CRAWFORD,  EDWARD  THOMAS,  COP 
EVERETT,  DAVID  ARNO,  LT,  PD 
HOLT,  ROBERT  MICHAEL,  LT,  PD 
MILLER,  CHARLES  EVANS,  CPT,  PD 
MILLER,  JAMES  MICHAEL,  CPT,  PD 
RUFENER,  LORNA  KRIS,  LT,  PD 
112  *  SKEWES,  JAY  B,  COP 
KIRKLAND 

90  tt   ARMSTRONG,  JOHN  WILLIAM,  COP 

CLIFFORD,  ARTHUR  FRANKLIN,  CHF,  PD 
DOSS,  HAROLD  RAYMOND,  COP 
HEIMBIGNER,  CONSTANCE  C,  SGT,  PD 
OLSEN,  ERIC  WALTER,  LT,  PD 
REYNOLDS,  CLEM  J.,  COP 
SIMON,  JOSEPH  WALTER,  LT,  PD 


118 

59 

135 

194 

46 

179 

LACEY 

151 

121 

160 

174 


DICKERSON,  LAWRENCE  MYRAN,  DEP  CHF,  PD 
SMITH,  GARY  LEE,  CPT,  WA  SPTL 
SORGER,  EDWARD  MARTIN,  CMDR,  PD 
SUESSMAN,  JOHN  H,  LT,  PD 
LAKE  FOREST 

143   ROGERS,  JOHN  JOSEPH,  COP 
LONGVIEW 
117  tt   BOURDAGE,  EDMUND  AMBROSE,  COP 
135  tt   COWAN,  LAWRENCE  PETER,  SGT,  PD 
128   MAHNKE,  HAROLD  LEROY,  III,  CPT,  PD 
112   PEDERSEN,  BRIAN  D,  SHF  OF  COWLITZ  CO 
82  tt   WHITE,  KERMIT  E,  COP 
LYNNWOOD 
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189 

72 

162 

114 
186 
170 
128 
147 
94 
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188   MANSER,  KAREN  LINDA,  CMDR,  PD 
97  ft   PADDOCK,  JOHN  L,  COP 

153   SZALDA,  JOHN  PAUL,  CMDR,  PD 
MARYSVILLE 

148   DYER,  ROBERT  LECOCO,  COP 

184   PETERSON,  DENNIS  LEE,  LT,  PD 
MCCHORD  AFB 

184   CHRISTIAN,  JAMES  PRESTON,  SR,  MSGT,  USAF 
MEDINA 

138  RACE,  JOSEPH  HERBERT,  COP 
MERCER  ISLAND 

115  ft   LEE,  WALLACE  R.,  LT,  PD 

37  ft   SKAGGS,  JAMES  D. ,  CHIEF  OF  POLICE 

168   SMITH,  RICHARD  RENNIE,  LT,  PD 
75  ft   TOOLEY,  NORMAN  F.,  CAPTAIN,  PD 
MILL  CREEK 

182   KLEI,  JOHN  ARTHUR,  COP 
MONROE 

172   WILSON,  COLLEEN  ELAINE,  COP 
MONTESANO 

119   DARROW,  NEAL  ERNEST,  CHF  CRIM  DEP,  GRAYS  HARBOR  CO 

181   SCOTT,  RICHARD  RAY,  CHF  CRIM  DEP,  GRAYS  HARBOR  CO 

137  ft   SMITH,  HAROLD  LEE,  USHF,  GRAYS  HARBOR  CO  SO 

164   WHELAN,  MICHAEL  JAMES,  COP 
MOSES  LAKE 

103   BEAN,  ROGER  D,  REG  MGR,  WA  ST  GMBLNG  COMM 
40  ft   GILMAN,  CECIL  H. ,  SEC  CHF,  GRANT  CO  AIRPORT 

139  #  SCHUCHMAN,  CLEVE  ALLEN,  CPT,  GRANT  CO  SO 

116  WIESTER,  WILLIAM  A,  SHF  OF  GRANT  CO 
MOUNT  VERNON 

132   BARSNESS,  MICHAEL  STEVEN,  COP 

BERGSMA,  KENNETH  ARTHUR,  LT,  PD 
BOYNTON,  JOHN  A,  SHF  OF  SKAGIT  CO 
DODD,  JERRY  LANE,  LT,  PD 
FRAZIER,  GARY  L,  SHF  OF  SKAGIT  CO 
HEMPHILL,  HAROLD  LEE,  DEP  CHF,  SKAGIT  CO  SD 
HUNTER,  JOHN  CHAPMAN,  CHF  DEP,  SKAGIT  CO  SO 
PANZERO,  RONALD  FRANKLIN,  USHF,  SKAGIT  CO  SO 
SASS,  STANLEY  WALTER,  COP 
TARRY,  RONALD  C,  COP 
MOUNTLAKE 

107   TURNER,  JOHN  H,  COP 
MOUNTLAKE  TERRACE 
167   ANKRUM,  LAWRENCE  GRAHAM,  JR,  CMDR,  PD 
81  *  FOX,  ROBERT  C. ,  CHIEF  OF  POLICE 
171   SMITH,  SCOTT  GOODWIN,  CMDR,  PD 
MUKILTEO 

171   WALTERS,  JON  FREDERICK,  JR,  COP 
NESPELEM 

NORMANDY°PARKJ°HN  ABB0TT*  JR'  CHF'  C0LVILLE  ™IBAL  POL  SERV 

161   TEEPLES,  ALFRED  JAMES,  COP 
OAK  HARBOR 
144   BARGE,  TONY,  CPT,  PD 
167   MILLER,  THOMAS  ANDREW,  COP 
186   WALLACE,  RICHARD  WARREN,  CPT,  PD 
OKANOGAN 

97  *  BECK,  GERALD  A.,  SHF  OF  OKANOGAN  CO 
OLYMPIA 

48  ft   BJORK,  WILLIAM  E,  DIR,  WA  STATE  GAMBLING  COMM 
169   BJORNSTAD,  TOR  ANDREAS,  LT,  PD 
164  ft   BRUETT,  ROGER  WILLIAM,  CHF,  WA  STATE  PATROL 
90  ft   CLOSNER,  WILLIAM  R,  ASST  DIR,  PD 

COTTON,  EUGENE  A,  EXEC  DIR,  WA  ASSOC  OF  SHFO  &  C 
EDWARDS,  GARY  PATRICK,  SHF  OF  THURSTON  CO 
FORTUNE,  CARL  D,  LT,  PD 
GIOVANNINI,  JAMES  R,  SGT,  PD 
HALLETT,  GARY  ROBERT,  LT,  WA  SPTL 
KELLEY,  RONALD  L.,  LTC,  WA  SPTL 

KOZAR,  JOHN  WILLIAM,  INVSTGR  III,  WA  CONSUMER  PROTE 
LEICHNER,  ROBERT  MICHAEL,  CMDR,  WA  SPTL 
LOPEZ,  ROBERT  JOSEPH,  CPT,  WA  SPTL 
MCCLANAHAN,  NEIL  ATTWOOD,  USHF,  THURSTON  CO  SD 
PATTERS,  ROBERT  W,  DIS  I  CMDR,  PD 
PORTER,  LOWELL  MICHAEL,  CPT,  WA  SPTL 
THACKER,  HARVEY  G,  MAJ,  WA  SPTL 
WAGNER,  JOHN  PHILLIP,  USHF,  THURSTON  CO  SD 
WARREN,  RONALD  R,  DEP  CHF,  WA  SPTL 
WEHNES,  GEORGE  0.,  LT,  WA  SPTL 
WILSON,  WILLIAM  WOODROW,  LT,  PD 
WOODMANSEE,  LYNDEN  W,  MAJ,  WA  SPTL 
150  ft   YOUNG,  JOHN  DAVID,  LT,  WA  SPTL 
PASCO 
169  ft   ANDERSON,  FREDERIC  JOHN,  CPT,  PD 
KASPAREK,  DENNIS  LEE,  CMDR,  PD 
ft   SMATHERS,  LEWIS  W,  LT,  PD 

VANDIVER,  HUGH  MICHAEL,  CHF,  TUMWATER 
PORT  ANGELES 
134   ENGELBERTSON,  DANIEL  JOE,  USHF,  CLALLAM  CO  SO 
132  ft   FRAZIER,  BILLY  ROBERT,  LAW  ENF  SPEC,  NPS 
142   ILK,  STEPHEN  ANTHONY,  COP 

KERNES,  STEVEN  THOMAS,  SHF  OF  CLALLAM  CO 

KOCHANEK,  HARRY,  COP 

MARTIN,  JOSEPH  AUGUST,  USHF,  CLALLUM  CO  SO 

MIESEL,  PHILIP  C,  JR.,  JUVENILE  OFFICER,  PD 

MORGAN,  ROY  M,  ASST  CHF,  PD 

PERRYMAN,  LAURA  ANN,  CHF  CIVIL  DEP,  CLALLAM  CO  SO 

RIEPE,  THOMAS  EDWARD,  CMDR,  PD 

SMITH,  RANDOLPH  LINTON,  USHF,  CLALLAM  CO  SD 


82 
153 
114 
101 
125 

30 
123 
175 
185 
179 
111 
195 
114 

60 

97 
116 
194 

93 


145 
105 

124 


128 
56 
129 
102 
83 
135 
161 
169 


117  BERTHOLF,  LARRY  EUGENE,  CPT,  KITSAP  CO  SO 
191   DAVIS,  MICHAEL  LEE,  USHF,  KITSAP  CO  SD 
127   JONES,  PATRICK  LEE,  SHF  OF  KITSAP  CO 

108  ft   MORGAN,  DAVID  D,  CPT,  KITSAP  CO  SD 
29  #  MORKEN,  ARTHUR  N.,  SHF  OF  KITSAP  CO 

179   PENDERGAST,  JAMES  NEYLON,  CHF  OF  DET,  KITSAP  CO  SD 

134  ft   TROTTER,  DARREL  WAYNE,  COP 

141   WHEELER,  CHARLES  ALVIS,  USHF,  KITSAP  CO  SO 
PORT  TOWNSEND 

178   NEWTON,  JIM  MURRY,  COP, 
PROSSER 

68  ft   HARRISON,  HERBERT  S.,  SHF,  BENTON  CO  SO 

108  ft   HOOD,  GERALD  M,  CPT,  BENTON  CO  SD 
PULLMAN 

157  WEATHERLY,  WILLIAM  T,  JR,  COP 
PUYALLUP 

120   CLARK,  RICHARD  RUSSELL,  LT,  PD 
177   COOL,  RODGER  REX,  CMDR,  PD 
103  ft   LANE,  WILLIAM  J.,  SGT,  PD 
167   READER,  LOCKHEED  DOUGLAS,  COP 
139  ft   WHITE,  EDWIN  HORACE,  CPT,  PD 

189  WILLIAMSON,  GARY  ROSS,  CMDR,  PD 
REDMOND 

174   GAINER,  LARRY  WAYNE,  LT,  PD 

118  HARRIS,  STEVEN  RICHARD,  COP 

158  #  HEIMBIGNER,  CORWIN  TERRY,  CMDR,  PD 

190  MARSH,  GAIL  COLLEEN,  CMDR,  PD 

138   MORTON,  ROBERT  MARSHALL,  CMDR,  PD 

182   POTTS,  GEORGE  EDWARD,  LT,  PD 

136  ft   SHEEHAN,  ROBERT  WILLIAM,  JR,  CMDR 

70  ft   SOLLITTO,  ROBERT  A.,  COP 
RENTON 
173   ANDERSON,  GARRY  CHARLES,  DEP  CHF, 

88  ft   BOURASA,  JAMES  H. ,  CPT,  PD 

76  ft   DARBY,  HUGH  R,  COP 
124   FILE,  WILLIAM  DOUGLAS,  DET  SGT,  PD 
179   GERBER,  DENNIS  E,  CMDR,  PD 
106   PAVONE,  JOHN  C,  SERGEANT,  PD 
113   PERSSON,  DONALD  R. ,  DEP  CHF,  PD 

94  ft   PHELAN,  JAMES,  CPT,  PD 
190   SOFIE,  JOHN  ROBERT,  CMDR,  PD 
142  ft   WALLIS,  ALAN  LEWIS,  COP 
RICHLAND 

119  ft   BRUNSON,  DALE  ALLAN,  DEP  DIR,  PD 
171   CARPER,  RANDY  HAIN,  CPT,  PD 
185   CASE,  MICHAEL  DEAN,  CPT,  PD 

HEIMAN,  VIRGIL  GEORGE,  JR,  COP 
LEWIS,  DAVID  LEROY,  COP 
PANTHER,  MARK  LOUIS,  CPT,  PD 


PD 


PD 


PORT  ORCHARD 


121 
135 
153 
SEATTLE 

93   ACTOR,  DONALD  R. ,  CHF,  BU  OF  POL  OPRTNS,  KING  CO 

ADAMSON,  FRANK  HOWARD,  DEP  CHF,  KING  CO  DPS 

ALEXANDER,  GERALD  ALFRED,  JR,  LT,  PORT  OF  SEATTLE  PD 

AYCO,  GREGORY,  LT,  PD 

BEARD,  JACKSON  ALLAN,  II,  CPT,  KING  CO  DPS 

BLANKENSHIP,  MICHAEL  LEE,  CPT,  NPS 

BROOKS,  FABIENNE  LAVERNE,  LT,  KING  CO  PD 

BROUELETTE,  JON  A,  CPT,  UNIV  OF  WASHINGTON  PD 

BRYANT,  WILLIAM  DANIEL,  JR,  CPT,  PD 
I  BURK,  JERRY  L,  CHF,  KING  CO  DPS 
'   CARROLL,  RAYMOND  L.,  MAJ,  PD 

CORR,  EUGENE,  US  MARSHAL,  USMS 
'  CRAINE,  CARROLL  F,  LT,  KING  CO  DPS 
'  CRATTY,  JO  ANN,  LT,  KING  CO  DPS 

DANIELS,  DONALD  G. ,  CPT,  PD 
1  DAVIS,  NANCY  LOVE,  CPT,  PD 

DIAZ,  JOHN  ANTHONY,  CPT,  PD 

DICKINSON,  WILLIAM,  CPT,  KING  CO  PD 

DILLS,  DOUGLAS  MACARTHUR,  CPT,  PD 

DOUGHERTY,  WILLIAM  J,  LT,  UNIV  OF  WASHINGTON  PD 

DRAGLAND,  DONALD  0.,  SGT,  PD 

EJDE,  KAREN  S,  DIR  OF  COMMUNICATIONS,  PD 

FERGUSON,  HARVEY  DELBERT,  II,  CPT,  PD 

FRANCKE,  ALTA  D. ,  LT,  PORT  OF  SEATTLE  PD 

GILL,  SANDRA  JOAN,  SA,  FBI 

HANNUM,  PHILIP  L,  LT,  PD 

HARMON,  MYRA  ELAINE,  LT,  PORT  OF  SEATTLE  PD 

HOFFMAN,  GARTH  L.,  DEP  SHF,  KING  CO  SO 

HOLMAN,  JOHN  HAYES,  CPT,  PORT  OF  SEATTLE  PD 

HUNT,  JOANNE  DUFFY,  LT,  PD 

INGRAM,  EDWARD  A,  CHF,  PORT  OF  SEATTLE  PD 

JENNE,  RAYMOND  WALTER,  MAJ,  KING  CO  DPS 

JESSUP,  DAVID  W.,  MAJOR,  PD 

JOINER,  EDWARD  HARRISON,  ASST  CHF,  PD 

KIMSEY,  TIMOTHY  MARTIN,  DEP  CHF,  PORT  OF  SEATTLE  PD 

KLEIVEN,  ROY  M,  CPT,  UNIVERSITY  OF  WASHINGTON 

KRETCHMAR,  A.  A.,  MAJOR,  PD 

LAPOINTE,  LYLE  J.,  INSPECTOR,  PD 

MASON,  JOHN  L,  CPT,  PD 

MAYES,  LARRY  GENE,  MAJ,  KING  CO  DPS 

METZ,  NICHOLAS  JOHN,  CPT,  PD 

MONTGOMERY,  JAMES  E,  SHF  OF  SEATTLE  CO 

NICKLE,  JAMES  J,  CHF,  BU  OF  POL  OPERATIONS,  KIN 

NOLAN,  DONNA  RAE,  CPT,  KING  CO  DPS 

NORTON,  REBECCA  SUSAN,  LT,  KING  CO  PD 

OGDEN,  RAY  H. ,  POL  LIAISON  OFCR,  KING  CO  PROS 

OMAHONY,  MICHAEL  JOHN,  CPT,  PD 

OSBURN,  MAX  STEVEN,  LT,  KING  CO  DPS 

OVERMAN,  RICHARD  BRUCE,  LT,  KING  CO  PD 

PARKES,  CARY  G,  LT,  PD 
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185 

98 

78 

66 

94 

98 
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96 

94 
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WASHINGTON  -  WASHINGTON 

117    PATERSON,  THEODORE  BRUCE,  COL,  USA 
129    PEIRSOL,  VIC  ALLEN,  CPT,  UNIV  OF  HA  PD 
188    PUGEL,  JAMES  VINCENT,  LT,  PD 

36  tt    RAMON,  FRANK  CURTIS,  CHIEF  OF  POLICE 
107    REBMAN,  RICHARD  A.,  MAJ,  KING  CO  DEPT  OF  PUBLIC  SA 

11  •  RICHARDSON,  ARCHIE  J.,  ASST  SHF,  KING  COUNTY  SO 
138    RICHMOND,  DANIEL  HARLAND,  CPT,  KING  CO  SD 
126    ROOK,  RONALD  PATRICK,  MAJ,  USMC 
192    ROSS,  JOHN  C,  SAC,  ATF 

53  tt   ROUSE,  CHARLES  A.,  DEP  CHF,  PD 
126    RUHL,  JEANETTE  KAY,  LT ,  PD 
115   SERRA,  ROGELIO  C,  ASST  CHF,  PD 

98    SHANAHAN,  MICHAEL  G. ,  CHF,  UNIV  OF  WASHINGTON 

96  SKAGEN,  NOREEN  T,  ASST  COP,  PD 
90    SKAGEN,  ROY  C,  ASST  CHF,  PD 

132  STRINGFELLOH,  KEITH  WAYNE,  SGT,  PD 
152    SYLVE,  RONALD  STEPHEN,  LT,  PD 

31  tt   TAYLOR,  SETH  W.  ,  DETECTIVE  LIEUTENANT,  PD 
135  tt   TERRY,  MARGOT  HADE,  SGT,  PD 
95  tt   THOMPSON,  BERYL  A,  MAJ,  PD 

120  TOLLIVER,  JOE  W,  MAJ,  PD 

98    VAUGHAN,  JAMES  E.,  JR.,  LT,  PD 
173   HILKENSON,  THOMAS  HUDSON,  CPT,  PORT  OF  SEATTLE  PD 
107  f  WILLIAMS,  ELMO,  CPT,  PORT  OF  SEATTLE  PD 
94   YUMUL,  ROMERO  F.,  CAPTAIN,  PD 
SEDRO-WOOLLEY 

140   COOPER,  DAVID  ALAN,  COP 
SELAH 

56  tt   MCGUIRE,  E.  R. ,  COP 
SHELTON 
183   CRANE,  GARY  JAMES,  USHF,  MASON  CO  SD 

121  JOHNSTON,  SAMUEL  RONALD,  COP 

150   SHEPHERD,  ROBERT  LAHRENCE,  CHF  DEP,  MASON  CO  SD 
SNOHOMISH  ,„.„ 

92  tt   CHRISTMAN,  ROBERT  H. ,  JR.,  CHF  DEP  MARSHAL,  USMS 
SPOKANE 

122  ANDERSON,  DAVID  NORMAN,  CPT,  PD 

97  tt   ATHOOD,  JAMES  E,  CHF  DEP,  USMS 

166  AUBREY,  MICHAEL  JOSEPH,  USHF,  SPOKANE  CO  SD 

191  BAILEY,  CHANDLER  CHARLES,  LT,  SPOKANE  CO  SO 

133  BERRY,  GLENN  CARRELL,  INSPR,  USMS 
170  BOWN,  CHARLES  DAVID,  CPT,  PD 

97    BOYD,  LARRY  G. ,  SA,  HA  GAMBLNG  COMM 

105  tt   CARTER,  JOHN  D,  DEP  CHF,  PD 
110   DASHIELL,  GEORGE  R,  MARSHAL,  USMS 

86  ERICKSON,  LAHRENCE  V.,  CHF  DEP  CORONER 

192  FINKE,  JAMES  EUGENE,  LT,  SPOKANE  CO  SD 
121   GOLDMAN,  JOHN  ALDEN,  USHF,  SPOKANE  CO  SO 

83  n   HENDREN,  WAYNE  A,  COP, 
154   HERSOM,  LAWRENCE  LEE,  DEP  CHF,  PD 

97  i   HIVELY,  LARRY  G,  USHF,  GRANT  CO  SO 
162   JOHNSON,  SCOTT  ALLEN,  LT,  PD 
115  §   JORGENSON,  RICHARD  A,  ASST  CHF,  PD 
149    LALIBERTE,  TERRY  JOSEPH,  LT,  PD 

47  tt   LENHART,  JOHN  J.,  ASST  CHF,  PD 

92   LYDIG,  DEAN  A.,  USHF,  SPOKANE  CO  SO 

123  MANGAN,  TERENCE  JOSEPH,  COP 

99  MANNING,  DONALD  R.,  CPT,  SPOKANE  CO  SD 
123  tt   MILLER,  WILLIAM  HENRY,  INSPR,  USMS 
133   MORRIS,  JACK  HOMER,  LT,  SPOKANE  CO  SO 

95  It   MYERS,  RICHARD  D,  CPT,  WA  SP 

177  MYHRE,  MICHAEL  D,  INSPR,  SPOKANE  CO  SD 
112    NICKERSON,  NORMAN  R. ,  LT,  SPOKANE  CO  SD 

87  tt   OBRIEN,  THOMAS  J.,  ASST  CHF,  PD 
101  *  OLBERDING,  RICHARD  R.,  CAPTAIN,  PD 

96  tt   PANTHER,  ROBERT  D,  COP 

132   PEFFER,  DAVID  CORY,  ASST  CHF,  PD 
29  #  REILLY,  WILLIAM  J.,  SHERIFF  OF  SPOKANE  COUNTY 

178  ROBERTS,  BRUCE  ALAN,  LT,  PD 

104   SCHEE,  GEORGE  B.,  SGT,  SPOKEANE  CO  SO 
96  #  SCHMICK,  JOAN  A.,  DETECTIVE,  PD 
91  tt   SMITH,  CALVIN  D.  ,  DEPUTY  CHIEF,  PD 
96  tt   SNEDDEN,  TERRY  D.,  USHF,  SPOKANE  CO  SO 
13  *  SHARTOUT,  GERALD  S.,  CHIEF  OF  POLICE,  PD 
STANWOOD 

156   KANE,  ROBERT  BRUCE,  COP 
SUMNER 

96    HYLAND,  RONALD  G. ,  COP 
SUNNYSIDE 
130   ALVORD,  MICHAEL  GREGORY,  LT,  PD 
89  It   TEBALDI,  ALBERT  M. ,  COP 
117  »  HARD,  LAWRENCE  EUGENE,  CHIEF  OF  POLICE 
SUOUAMISH 

171   GOUIN,  ROBERT  LEROY,  CHF  OF  SUQUAMISH  TRIBAL  POL,  B 
TACOMA 

95  tt   ANDERSON,  JOHN  W,  DET,  PIERCE  CO  SO 
91    BARZAR,  LOUIS  W. ,  LT,  PD 
191    BRAME,  DAVID  ALLEN,  LT,  PD 

79  tt   BUCHHOLZ,  MAURICE  J,  SEC  OFCR,  TACOMA  PUB  SCHOOLS 
168   DARLAND,  MICHAEL  JAMES,  CPT,  PD 

50  tt   DAVELAAR,  JACK  D,  CRNR,  PIERCE  CO 
175    EDMUNDS,  JEFFREY  LANCE,  CPT,  PIERCE  CO  SD 

80  tt   EDWARDS,  SHERMAN  L,  CPT,  PIERCE  CO  SO 
109    FJETLAND,  RAYMOND  A,  COP 

136    FRENCH,  MARK  PAUL,  CHF  OF  OPERATIONS,  PIERCE  CO  S 

100  It   GALLWAS,  JAMES  R,  CPT,  PD 
95  tt   GILMORE,  ROLLAND  F,  CPT,  PD 

126    HAIRSTON,  JAMES  ODES,  ASST  CHF,  PD 
109  It   KNUTSEN,  JAMES  A,  ASST  CHF,  PD 
124  tt   LINDSEY,  LUCIEN  BONAPARTE,  COP 


75 

10 

135 

176 

147 

131 

63 

142 

65 

99 

63 

104 

55 

143 

61 

185 

99 

164 

101 

105 

123 


LUNSFORD,  DANIEL  L.,  ENF  OFCR,  WA  LIQUOR  CONTROL  BO 


MACE,  R.'R.,  DETECTIVE, 
MEINEMA,  CHARLES  ROBERT 
MIELBRECHT,  PAUL  DAVID, 
MOORHEAD,  MICHAEL  JOHN, 
MURPHY,  TERRENCE  WAYNE 


PD 

,  ASST  CHF,  PD 
CPT,  PD 
CPT,  PD 
,  BU  CHF,  PIERCE  CO  SO 
PASQUAN,  ALBERT  L.,  CHAIRMAN,  WA  UNIV  SCIENCE  DEPT 
POYTHRESS,  STEVE  ALGIN,  MAJ,  PIERCE  CO  SO 
RICHARDSON,  RUSSELL  R.,  JR.,  DEPUTY  CHIEF  OF  POLICE 
ROBBINS,  CHARLES  E,  SHF  OF  PIERCE  CO 
SEYMOUR,  WALLACE  A.,  CAPTAIN,  PD 
SHIELDS,  JOHN  H,  SHF  OF  PIERCE  CO 
SMITH,  EMIL  PAUL,  CAPTAIN,  PD 
SMITH,  GARY  LEO,  CPT,  PIERCE  CO  SO 
SMITH,  LYLE  E,  SHF  OF  PIERCE  CO 
SMITH,  MYRON  LEROY,  CPT,  PIERCE  CO  SD 
STROCK,  THOMAS  C,  ASST  CHF,  PD 

VAN  GIESON,  ROBERT  DUNCAN,  BU  CHF,  PIERCE  CO  SD 
WEST,  ANITA  D,  CPT,  PD 
WHITE,  HAROLD  T,  CPT,  PD 
WOODARD,  WILLIAM  RONALD,  CPT,  PD 
TOKELAND 

109   BROWN,  MARILYN,  LT,  PD 
TUKWILA 
176   HAINES,  KEITH  EDWARD,  ASST  CHF,  PD 
129  tt   MCQUEEN,  ROBERT  HOWARD,  ASST  CHF,  PD 
116  *  SHEETS,  JOHN  A,  CHIEF  OF  POLICE 
125   WALDNER,  RONALD  GRAY,  COP 
189   WESTBY,  CRAIG  ARNOLD,  LT,  PD 
TUMWATER 
193   COOPER,  WILLIAM  EUGENE,  CMDR,  PD 
63  tt   COUCH,  WILLARD  AUGUSTUS,  COP 
UNION  GAP 

178   ROBERTS,  LANE  JAY,  COP, 
VANCOUVER 
173   BROWN,  ROY  ALLEN,  LT,  PD 
146   CONN,  DALE  ALAN,  LT,  CLARK  CO  SD 
57  tt   DAVIS,  ELIOT,  SUPT,  FT  VANCOUVER  NATL  HISTRC 
181    EPPERSON,  RONALD  CRAIG,  LT,  CLARK  CO  SO 
FREDERIKSEN,  RODNEY  HAROLD,  COP 
KANEKOA,  ROBERT  K. ,  CPT,  PD 
LUCAS,  GARRY  E,  CHF  DEP,  CLARK  CO  SO 
MAAS,  DOUGLAS  WAYNE,  COP 
PHILLIPS,  RICHARD  JAY,  CPT,  WA  SPTL 
RAY,  DOUGLAS  SCOTT,  CHF  CRIM,  CLARK  CO  SD 
RAYBURN,  ROBERT  HAROLD,  SGT,  CLARK  CO  SD 
ROSENQUIST,  TERRY  ERIC,  CPT,  PD 
SONGER,  ROBERT  LEROY,  USHF,  CLARK  CO  SO 
THIESSEN,  JANET  MARIE,  LT,  PD 
WOODWARD,  DAVID  REX,  LT,  PD 
WALLA  WALLA 

18  #  DIETZ,  ALEX  N.,  CPT,  PD 

FLOYD,  GENE  C,  DET  SGT,  PD 

HARTFORD,  JAMES  LELAND,  INVSTGR  III,  HA  DIV  OF  PRISONS 
HUMPHREYS,  JAMES  MICHAEL,  CPT,  WALLA  WALLA  CO  SD 
KESPOHL,  RONALD  E.,  SHF  OF  WALLA  WALLA  CO 
KLUNDT,  ARTHUR,  SHF  OF  WALLA  WALLA  CO 
KLUNDT,  KENNETH  JAMES,  SHF  OF  WALLA  WALLA  CO 
NEMEC,  FRANK  III,  DEP  SHF,  WALLA  WALLA  CO  SO 
RAY,  GEORGE  0.,  CHF  CRIM  DEP,  WALLA  WALLA  CO. 
SILVA,  LOUIS  A.,  LIEUTENANT,  PD 
WATTS,  ALBERT  L,  COP 
WOOD,  DON  W,  ASST  COP,  PD 
WENATCHEE 
104   BADGLEY,  KENNETH  C. ,  COP 

BOLES,  GREG  ANTHONY,  CPT,  PD 
BREDA,  DANIEL  RODNEY,  SHF  OF  CHELAN  CO 
COLLINS,  JOE  MICHAEL,  SHF  OF  CHELAN  CO 
GRUBB,  DALE  W. ,  USHF,  CHELAN  CO  SD 
HAINES,  WILLIAM  MARCUS,  MAJ,  WA  SPTL 
HAYNES,  CLARENCE  L.,  JR.,  COP 
MARTIN,  JERRELL  D. ,  CPT,  PD 
MURRAY,  RICHARD  CHARLES,  CPT,  PD 

PAYNE,  DOSS  R.,  JR.,  CHF  CRIM  INVSTGR,  CHELAN  CO  SO 
PETERSON,  RICHARD  ALLEN,  CPT,  CHELAN  CO  SO 
REICH,  WILLIAM  0.,  OFCR,  TRI-COUNTY  LAW  AND  JUSTI 
THOMPSON,  CHARLES  HERBERT,  CPT,  PD 
WEST  RICHLAND 

140   NOSKI,  MICHAEL  WAYNE,  COP 
WESTPORT 
165   GIBSON,  WILLIAM  CHALMER,  COP 


132 
100 
103 
170 
167 
119 
127 
182 
134 
190 
158 


121 

180 

159 

91 

61 

118 

103 

95 

102 

49 

69 


130 
168 
143 
110 
136 

69 

91 
174 

91 
192 

62 
122 


YAKIMA 
105 
176 
143 
116 
163 

92  tt 
149 
126 
130  tt 
164 

84  # 

98  tt 
100 

73  tt 
189 

65  tt 
180 

54  * 


ADDONE,  CHARLES  E,  CHF  CRIM  DEP,  YAKIMA  CO  SD 

ADKINS,  MARVIN  PETER,  LT,  PD 

BLAIR,  DOUG  DALE,  SHF  OF  YAKIMA  CO 

BLESIO,  DONALD  J,  CPT,  PD 

BRONSON,  DOUGLAS  LEE,  LT,  PD 

CAPEN,  ROY  J,  CPT,  PD 

FOLLANSBEE,  REID  JEFFREY,  CPT,  PD 

GREEN,  PLEAS  JUNIOR,  COP 

HIGUERA,  FREDERICK  MARTIN,  SGT,  YAKIMA  CO  SO 

IRWIN,  KENNETH  WILLIAM,  LT,  YAKIMA  CO  SO 

LARUE,  H  J,  COP 

MAY,  STANLEY  J,  LT,  PD 

MCKAY,  COLLEEN,  (SGT,  PD)  SA.FBI 

NICKS,  RICHARD  G,  SA,  ST  GMBLNG  COMM 

SCHNEIDER,  JEFFREY  JOSEPH,  LT,  PD 

SODERSTROM,  OSCAR  N.,  CHIEF  OF  POLICE 

THOMPSON,  DAVID  WESLEY,  DEP  CHF,  YAKIMA  CO  SD 

THOMPSON,  JOHN  H. ,  SHERIFF  OF  YAKIMA  CO. 
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HASHINGTON  -  HEST  VIRGINIA 

144   THUERK,  THOMAS  CLYDE,  USHF,  YAKIMA  CO  SO 
97   VEREB,  NINA  A,  CPT,  PD 
136   HENTZ,  ANTON,  CPT,  PD 

HEST  VIRGINIA 
BARBOURSVILLE 

167  SIMPSON,  FRANKLIN  JOSEPH,  COP 
BECKLEY 

185  BOOKER,  RONNIE  LEE,  DET,  RALEIGH  CO  SD 

139  BOYD,  FORREST  LESTER,  SGT,  PD 

106  COOK,  CHARLES  R.,  LT,  PD 

100  DURRETT,  THOMAS  C,  COP 

195  JOHNS,  JOHN  DANIEL,  LT,  WV  SPOL 

120  MCMILLION,  VICTOR  RAY,  LT,  PD 

178  PACK,  VERNON  FRANKLIN,  II,  SGT,  PD 

92  #  PEELISH,  STEVE  J.,  CHIEF  OF  DETECTIVES 

10  *  ROBERTS,  WILLIAM  THOMAS,  CHIEF  OF  POLICE,  PD 

168  SMITHERS,  CARL  ROBERT,  JR,  SGT,  HV  SPOL 
136  VEST,  HOHARD  KESLER,  SGT,  RALEIGH  CO  SD 

12  *  WEBB,  W.  L.,  INVSTGN,  RALEIGH  CO  PROSECUTIN 
85   WIANT,  WILLIAM  F,  CHF  OF  SEC,  NATIONAL  MINE  AND 
BERKELEY  SPRINGS 

87   SHARP,  DONALD  J.,  MAGISTRATE  OF  MORGAN  CO 
BLUEFIELD 

94   DENT,  JAMES  E,  COP 
81   DODSON,  ANDREW  L.,  COP 
36  *  FRENCH,  LEON  B. ,  LT  OF  DET,  PD 
92   MATHENA,  WILFRED  B.,  LIEUTENANT,  PD 
165   POE,  RICHARD  MICHAEL,  SGT,  PD 
33  *  PORTERFIELD,  ARNOLD  G.,  COP 
142   WALLS,  KELLY  GENE,  LT,  PD 
BRIDGEPORT 
156   BRAMBLE,  CHARLES  E,  III,  SGT,  WV  SPOL 
134   HOTSINPILLER,  JAMES  WILLIAM,  SGT,  PD 
142   PROCTOR,  HAROLD  RANDAL,  TPR,  WV  SPOL 
BUCKHANNON 

151   GAUDET,  FREDERIC  MATHEW,  SHF  OF  UPSHUR  CO 
CHARLES  TOWN 

125  STEVENS,  GREGORY  ALVIN,  SGT,  DPS, 
CHARLESTON 

68  #  BOWLEY,  WALTER  FRANK,  JR.,  CPT,  WV  SPOL 

22  #  BOYLES,  RAYMOND  W. ,  COL,  SUPT,  WV  SPOL 
128   BREWER,  KENNETH  ARTHUR,  SGT,  WV  SPOL 

182  BURDETTE,  STEPHEN  MICHAEL,  CPL,  WV  SPOL 

194   CASE,  LAWRENCE  ORVILLE,  III,  SGT,  WV  DIV  OF  NATURAL  RES 

183  COLE,  JEROLD  OLEN,  MAJ,  WV  SPOL 

23  *  FIGGATT,  CARL  H. ,  CHF  FIELD  DEP,  KANAWHA  CO  SO 

24  tt   FILLINGER,  JAMES  H. ,  CPT,  WV  SPOL 
170   FINK,  KATHRYN  SUSAN,  SGT,  PD 

110  GARNETT,  EDWARD  N,  JR,  MAJ,  PD 

130  GUNNO,  GARY  ARTHUR,  PTLM  I  CL,  PD 

11  *  HAMLIN,  VIRGIL  W. ,  ENF  OFCR,  ST  LIQ  CNTRL  COMM 
114   HAYNES,  RICHARD  A,  MAJ-DEP  CHF,  PD 

107   JONES,  ROBERT  L,  LT,  PD 

126  MARSHALL,  FREDERICK  LEO,  JR,  SGT,  PD 

18   MELTON,  HAROLD,  JR.,  DEP  SHF,  KANAWHA  COUNTY  SO 

121  MICKEL,  CLEO  DAVID,  LT,  PD 

12  *  MOALES,  HOMER  B.,  SERGEANT,  PD 

122  MOORE,  BOBBY  EUGENE,  SGT,  PD 

131  NICHOLSON,  PHILLIP  LEE,  CPL,  WV  SPOL 

132  PAINTER,  KENNETH  LEROY,  SGT,  WV  DEPT  OF  NATURAL  RESOUR 
173  QUINLAN,  KEVIN  TERRANCE,  CHF  DEP,  WV  SPOL 

111  ROLES,  LEWIS  E.,  LIEUTENANT,  PD 

90   SETTLE,  KENNETH  R. ,  LIEUTENANT,  PD 
93   SUMMERFIELD,  HARVEY  W. ,  LT,  PD 
176   SUTTON,  PETER  JOSEPH,  TPR  1CL,  WV  SPOL 
153   SUTTON,  WILSON  PLANEY,  CPL,  WV  DPS 
128   UTT,  STEPHEN  LEE,  SGT,  PD 
101  *  WALKER,  HAROLD  F.,  LIEUTENANT,  PD 
186   WALKER,  MICHAEL  RAY,  SGT,  PD 
140   WATKINS,  RICKY  VERNON,  SGT,  WV  SPOL, 

98   WILLIAMS,  ARNOLD  S.,  JR.,  SGT,  DEPT  OF  NATURAL  RESOURCE 
188   WOLFE,  DALLAS  DAYTON,  SGT,  WV  SPOL 
55  #  WORKMAN,  JESSE  G.,  CAPTAIN,  PD 
CLARKSBURG 
190   BLASHER,  MICHAEL  B,  UNIT  CHF,  FBI 

BROADWATER,  RODNEY  ALAN,  LT,  HARRISON  CO  SO 

CHIPPS,  JACK  E.,  DET  SGT,  PD 

CONAWAY,  EUGENE  R. ,  LT,  PD 

FUSCALDO,  JOHN  MICHAEL,  SGT,  PD 

WICK,  GARY  A,  CPT,  FBI  POLICE 

WILLIAMS,  RONALD  EUGENE,  SGT,  PD 


171 

88 

89 

184 

115 

166 

ELKINS 

75 
187 
177 
165 
180 
193 


CAMPBELL,  MAYNARD  A.,  LT,  PD 
GILLESPIE,  RICHARD  DALE,  1SGT,  HV  SPOL 
HAINES,  WILLIAM  SPENCER,  CPT,  WV  SPOL 
SEE,  RONALD  LEE,  1SGT,  WV  SPOL 
SNODGRASS,  TERRANCE  MICHAEL,  LT,  WV  SPOL 
TAYLOR,  MICHAEL  MILTON,  CPT,  WV  SPOL 
FAIRMONT 
175   FINKENBINDER,  MARK  ALAN,  CPL,  WV  SPOL 
45   NAPPLE,  LEONARD  L.,  SHF  OF  MARION  CO 
129   OFFUTT,  THEODORE  ALLEN,  DET,  PD 
GAULEY  BRIDGE 

136   KEATON,  ROGER  ALLEN,  SGT,  WV  SPOL, 
GRAFTON 

u,mtTU^NER'  GE0RGE  "••  CApTAIN,  TAYLOR  COUNTY  SHERIFF 

HUN  J  I  NO  I  ON 

108   ADKINS,  BENJAMIN  M.,  DEP  INVSTGR,  CABELL  CO  SD 
80   BARR,  TED  T.,  SHF  OF  CABELL  CO 
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137   BERLIN,  CARL  EUGENE,  JR,  SGT,  WV  SPOL 

93  #  COFFMAN,  CARL  L.,  SGT,  PD 

94  FERRELL,  GARY  0.,  SERGEANT,  PD 

40  *  GARTIN,  HERCIL  H. ,  SHF  OF  CABELL  CO 
176   HALL,  STEVEN  PATRICK,  LT,  PD 
105   MCCALLISTER,  JOHN  H. ,  DEP  SHF,  CABELL  CO  SD 
66   PADEN,  NELSON,  LIEUTENANT,  PD 
96   REGER,  HENRY  A.,  SERGEANT,  PD 
112   WALKER,  JOSEPH  E,  III,  LT,  PD 
190   WILDS,  EDDIE  LEE,  DET,  PD 
HURRICANE 

173   FOSTER,  LAWRENCE  DALE,  COP 
INSTITUTE 
120   GRAY,  THOMAS  MARSHALL,  MSGT,  WV  SPOL, 
114   ROGERS,  PAUL  E,  MAJ,  WV  SPOL 
JESSE 

171   DORSEY,  CHARLES  ELBERT,  III,  CPL,  WV  SPOL 
KEARNEYSVILLE 

141   CASTO,  JOHN  ARTHUR,  SGT,  HV  SPOL, 
KEYSER 
118  #   RECTOR,  PAUL  WILLIAM,  CPL,  WV  SPOL 
118   STEWART,  GARY  SCOTT,  PTLM,  PD 
KINGWOOD 
116   CRITES,  RONALD  L,  SGT,  WV  DPS 
SMITH,  LARRY  GUY,  CPL,  WV  SPOL, 
STILES,  JOSEPH  CARROLL,  INVSTGR,  PRESTON  CO  SD 


119 

162 

LOGAN 

132 


MAC  ARTHUR 

103  FIELDS, 
MARTINSBURG 

182  BOHRER, 
34 


BUTLER,  FREDERICK  HOWARD,  SGT,  WV  SPOL 

HARALD  L.,  LT,  WV  DEPT  OF  NATURAL  RESOURC 


149 
135 
191 
102 
177 
160 
137 
109 
168 
145 


95 
170 
151 
181 

66 


PD 


KIM  CARLTON,  SGT,  BERKELEY  CO  SD 
CUSHWA,  HOWARD  K.,  COP 

DIFALCO,  DEBORAH  ELIZABETH,  SGT,  WV  SPOL 
GRIFFITH,  GARY  NORMAN,  SGT,  WV  SPOL, 
HAYES,  DONALD  LYNN,  LT,  PD 
MCLAUGHLIN,  MICHAEL  F.,  SERGEANT,  PD 
MCMILLEN,  JOHN  DAVID,  SGT,  PD 
SMITH,  KEVIN  SCOTT,  TPR,  WV  DPS 
SMITH,  WILLIAM  RANDY,  SGT,  BERKELEY  CO  SD 
STROBRIDGE,  JACK  L.,  JR.,  DETECTIVE,  PD 
SWARTWOOD,  GEORGE  BURTON,  DET  SGT,  PD 
SWARTWOOD,  RICKY  DEAN,  SGT,  PD 
MORGANTOWN 
184   GASKINS,  GARY  MICHAEL,  1SGT,  WV  SPOL 
MCCARTY,  KENNETH  P,  CPT,  PD 
MCDOWELL,  ALTON  RICHARD,  LT,  PD 
PIERCE,  RONALD  WAYNE,  SGT,  WV  SPOL 
SNYDER,  RONALD  WAYNE,  DET,  PD 

STRADER,  WILLIAM  STEWART,  DIRECTOR  OF  SECURITY,  WEST  VI 
NEW  CUMBERLAND 

124   WILSON,  DENZEL  EDWIN,  CHF  DEP,  HANCOCK  CO  SD 
NITRO 

161   BLANKENSHIP,  GARY  HERBERT,  LT,  PD 
OAK  HILL 
133   ADKINS,  BRUCE  EDWARD,  TPR,  WV  SPOL 
154   MOORE,  DELMER  RAY,  CPL,  WV  SPOL 
PADEN  CITY 

190   SPANOVICH,  GEORGE  MICHAEL,  SGT,  WV  SPOL 
PARKERSBURG 
104  #  BARNETTE,  ALAN  M,  PTLM,  PD 

BODGE,  STEVEN  ALTON,  CPL,  PD 
DENT,  THOMAS  ARTHUR,  CPT,  PD 
GONZALES,  LEWIS  JOSEPH,  DET, 
GREGG,  DELBERT,  III,  DET,  PD 
HALE,  DONALD  E.,  DETECTIVE,  PD 
HARVEY,  JERRY  RAY,  LT,  PD 
KING,  MARK  EDWARD,  SGT,  WOOD  CO  SD 
SPELLACY,  JOHN  MICHAEL,  DET,  NATL  AUTO  THEFT  BU 
WOODYARD,  RICKEY  LEE,  LT,  WOOD  CO  SD 
PETERSBURG 

126   SHARP,  LESLIE  DOUGLAS,  SGT,  WV  DPS, 
PRINCETON 

11  *  MUSGRAVE,  CHARLES  E.,  COP 
PT.  PLEASANT 

86  #  YOUNG,  GEORGE  R,  LTC,  SPOL 
RAINELLE 

129   KOCHENDERFER,  MILES  C,  JR,  II  LT,  WV  SPOL 
SOUTH  CHARLESTON 

71   ADKINS,  BILL  W. ,  LT,  WV  SPOL 

ARTHUR,  GARY  FRANKLIN,  LT,  WV  SPOL 
BAIN,  GARY  ALLEN,  SGT,  WV  SPOL 
BENNETT,  DONALD  EUGENE,  ILT,  WV  SPOL 
BLANKENSHIP,  ROBERT  DALE,  SGT,  WV  SPOL, 
DOTSON,  JOSEPH  LESLIE,  JR,  SGT,  WV  SPOL 
EADS,  HUSTON  MERLE,  SGT,  HV  SPOL 
EDGELL,  GARY  LEE,  LT,  DPS 
FACEMYER,  HAROLD  GAYLE,  SGT,  WV  DPS 
FARLEY,  LARRY,  SGT,  WV  SPOL 
FLANAGAN,  BENSON  BRANT,  JR,  SGT,  WV  SPOL 
FRYE,  SIDNEY  E,  POL  ADMIN,  PD 
KARASTURY,  GARY  LEE,  CPL,  WV  SPOL 
LEFLER,  JIMMIE  DALE,  SGT,  WV  SPOL, 
MARTIN,  CHARLES  RICHARD,  SGT,  WV  DPS 
MCCALLISTER,  ROY  LEE,  CPL,  WV  SPOL 
MORRISON,  JOHN  THOMAS,  1SGT,  WV  SPOL 
MULLENS,  THOMAS  KYLE,  JR,  SGT,  WV  DPS, 
PLANTZ,  WILLIAM  DAVID,  LT,  WV  SPOL 
SHAW,  WESLEY  JOHN,  III,  LT,  WV  SPOL 
SLOAN,  BRUCE  ARTHUR,  SGT,  WV  SPOL 


135 
164 
188 
140 
113 
193 
175 
141 
183 


0 


0 

1 


138 
169 
143 
139 
123 
164 
159 
130 
189 
158 
90 
174 
134 
166 
158 
192 
127 
171 
155 
191 


HEST  VIRGINIA  -  HISCONSIN 

186  SMITH,  MARK  LEWS,  CPT,  HV  SPOL 

162  SPONAUGLE,  SIDNEY  LEE,  TPR  1CL,  HV  SPOL 
181  STARCHER,  CHESTER  EUGENE,  MAJ,  HV  SPOL 
167  TOTTEN,  HILLIAM  DEMPSEY,  1ST  SGT,  HV  SPOL 
185  TUCKER,  STEPHEN  CHARLES,  1SGT,  HV  SPOL 
117  HHITTINGTON,  JACK  D.  ,  SERGEANT,  PD 

SPENCER 

150   STROBBE,  ROBERT  JAMES,  SGT,  HV  SPOL 
ST.  ALBANS 

192   CRAHFORD,  JOSEPH  H,  SGT,  PD 

163  RUTHERFORD,  JONATHAN  DEHEY,  SGT,  KANAHHA  CO  SD 
125   RUTHERFORD,  MICHAEL  YOUNG,  LT,  KANAHHA  CO  SD 

HEIRTON 

26  *  BYERS,  ROBERT  A.,  COP 
93   REDISH,  GEORGE,  CAPTAIN,  PD 
HELLSBURG 
174   FERDA,  BRIAN  THOMAS,  DET,  BROOKE  CO  SD 
34  »  HOGG,  RICHARD  L.,  SHF  OF  BROOKE  CO 
21  *  TRAUBERT,  HERBERT,  SHERIFF,  BROOKE  COUNTY  SO 
HHEELING 
189   BEAVER,  MICHAEL  EDHARD,  SGT,  PD 

34  »  EDDY,  DAVID  A.,  DET,  PD 
172   LONG,  EDHARD  DARRELL,  COP 
195   PETRI,  JOSEPH  LEO,  JR,  COP 
h  T 1  I  I AHSTOWN 

99   HUGGINS,  LEHIS  D. ,  JR.,  ASST  ST  FIRE  MARSHALL,  ST  OF  H 

HISCONSIN 

ABBOTSFORD 

56   NELSON,  JOHN  JOSEPH,  CHF,  COLBY-ABBOTSFORD  PD 
ALGOMA 

69  tt   HOPPE,  MARK  PAUL,  COP 

92  I  KRAUTKRAMMER,  SYLVESTER  C,  ASST  CHF,  PD 
ANTIGO 

111  tt   BREHM,  ROBERT  C. ,  LT,  PD 
165   HARDIN,  KENNETH  GEORGE,  COP 

APPLETON 

73  #  KAVANEY,  JEROME  H,  INSPECTOR,  PD 
164   KOLPACK,  BRYCE  DANIEL,  DEP  CHF,  PD 
188   PETERSON,  GREG  IRHIN,  CPT,  PD 

112  tt   THIEL,  CARL  H,  PATROL  INSPECTOR,  PD 
ASHLAND 

108  tt   KOVACH,  JOHN  J.,  PATROLMAN,  PD 
104   LEONARD,  RICHARD  M,  CRIMINAL  INVESTIGATOR,  BIA 
BAYSIDE 

172   RESNICK,  BRUCE  KENDALL,  COP 
BELOIT 
117   FARMER,  EARL  P.,  DEP  CHF.PD 
143   FELL,  TERRY  LYNN,  COP 

32  tt   JONES,  CLAUDE  H. ,  CAPTAIN,  PD 
177   LATHROP,  SAM  HILLIAM,  SGT,  PD 
95  I  MIZERKA,  JOHN  M,  COP 
129  U   SMITH,  DAN,  JR,  DEP  CHF,  PD 
137   THOMAS,  RICHRD  PAUL,  DEP  CHF,  PD 
108   YOUNG,  FRANKLIN  C,  INSPECTOR,  PD 
BERLIN 

125   MOREHOUSE,  MICHAEL  RAYMOND,  CPT,  PD 
BROOKFIELD 
128  #  HODORSKI,  GARY  HAYNE,  LT,  PD 
181   JACOBS,  ROBERT  STEPHEN,  COP 
117  #  LUND,  MICHAEL  H.,  INSPECTOR,  PD 
191   TURNER,  DOUGLAS  VAN-DYKE,  CPT,  PD 
172   TUSHAUS,  DANIEL  KENNETH,  ASST  CHF,  PD 
104   HOLFF,  JEROME  R.,  CHIEF  OF  POLICE 
BROHN  DEER 

186   NOEL,  SHAHN  EDHARD,  LT,  PD 
BURLINGTON 

57  #  GABRIEL,  HALTER  E.,  COP 
83  It   GOLDSCHMIDT,  HERBERT  A.,  COP 
146   PATLA,  RONALD  VINCENT,  COP 
BUTLER 
104  tt   FISHER,  MARLYN  E,  LT,  PD 
156   ROSENTHAL,  ERNIE  LAHRENCE,  COP 
CALENDONIA 

92  tt   TOMACHEK,  FRANK  G. ,  COP 
CHENEQUA 

188   DOUGLAS,  ROBERT  ALAN,  SGT,  PD 
CHIPPEHA  FALLS 
170   COUGHLIN,  JOSEPH  STEPHEN,  COP 
165   FOLSKA,  CURTIS  EDHARD,  CPT,  CHIPPEHA  CO  SD 
111  It   LECLEIR,  HILLIAM  A.,  CHF  INVSTGR,  CHIPPEHA  CO  SD 
126  II   LOHE,  LEONARD  L,  CPT,  PD 
29  II   MALONEY,  FLOYD  J.,  COP 
CUDAHY 

96   CIURLIK,  THOMAS  P.,  LT,  PD 
136   HAYES,  MARK  FRANCIS,  COP 
167  tt   HUGHES,  DANIEL  CLEARY,  SGT,  PD 
108  U   HITKOHSKI,  GERALD  A.,  LT,  PD 
DARLINGTON  _   __ 

192   MCQUAID,  STEVEN  MARK,  INVSTGR,  LAFAYETTE  CO  SD 
DELAVAN 

129   MALSCH,  LAHRENCE  HERMAN,  COP 
DEPERE 

139   SUTTNER,  TERENCE  LEE,  LT,  PD 
EAGLE  RIVER 

91  It   BETTIN,  GERALD  D,  CHF  DEP,  VILAS  CO  SD 
115  tt   KUGLER,  JAMES  A,  CHF  DEP,  VILAS  CO  SD 
152   NIEBUHR,  JOHN  ALTON,  CPT,  VILAS  CO  SD 
190   SCHMIDT,  GARY  EDHARD,  CPT,  VILAS  CO  SD 
EAU  CLAIRE 


BACKSTROM,  DAVID  ALLEN,  DIR  OF  PUB  SAFETY,  UNIV  OF  HI 

BERG,  KENNETH  EDHIN,  CPT, EAU  CLAIRE  CO  SO 

BJORNTON,  ARVID  H. ,  CRIME  CNTRL  AGT,  HI  COUNCIL  ON 

BROHN,  ROGER  T.,  LT,  EAU  CLAIRE  CO  SD 

FESENMAIER,  HILLIAM  E.,  CAPTAIN,  PD. 

FLYNN,  RICHARD  P.,  SR. ,  CPT,  USA 

GORDEE,  HARRY  CALVIN,  SGT,  PD 

HAHN,  STEPHEN  JOSEPH,  CPT,  PD 

HANSON,  NEIL  S.,  SERGEANT,  PD 

JOHNSON,  DONALD  K. ,  CHIEF  OF  POLICE 

LORENTZ,  JEFFREY  DUANE,  SGT,  HI  SPTL 

MACLAUGHLIN,  HAROLD  L.,  SHF  OF  EAU  CLAIRE  CO 

MALONE,  DAVID  H.,  COP 

MAYER,  DAVID  J.,  LT,  EAU  CLAIRE  CO  SD 

MCNALLY,  PATRICK  CHARLES,  ASST  CHF,  PD 

MENDEZ,  BENJAMIN  HENRY,  JR,  LT,  HI  SPOL 

MUELLER,  VERN  A.,  LT,  PD 

ONEILL,  HALLACE  R.,  DIR,  UH-EAU  CLAIRE,  OFC  OF  SAF 

RING,  HENRY  D. ,  CAPTAIN  OF  POLICE,  PD 

SCHULTZ,  DAVID  A.,  CPT,  PD 

SKAMFER,  CARL,  JR.,  CAPTAIN,  PD 

STREETS,  JUDY  ELIZABETH,  LT,  PD 


122 
162 

74 

73  It 
101  * 
106  tt 
192 
137  tt 
114  tt 

86  tt 
194 

47  tt 
104  tt 
101  tt 
174 
170 
110  tt 
112 

92  tt 
110 

97  tt 
162 
ELKHORN 

127   GIESE,  JOHN  THOMAS,  COP 
192   GRAVES,  DAVID  ALAN,  USHF,  MALHORTH  CO  SD 
177   HAUSNER,  THOMAS  ALLEN,  SGT,  HALHORTH  CO  SD 
120   REIFF,  JOHN  HILLIAM,  JR.,  CPT,  HALHORTH  CO  SD 
118  tt   SMITH,  MARVIN  KENT,  COP 

132  tt   HATSON,  GERALD  ALLEN,  LT,  HALHORTH  CO  SD 
ELLSHORTH 

133  SACIA,  THOMAS  MARK,  DEP  SHF,  PIERCE  CO  SD 
ELM  GROVE 

159   HAIG,  JEFFREY  HILLIAM,  COP 

153   MOULAS,  GUST  HILLIAM,  CPT,  VILLAGE  OF  ELM  GROVE  PD 
FOND  DU  LAC 
186   BARTHULY,  JOHN  ANTHONY,  CPT,  PD 

BORD,  DANIEL  JOSEPH,  COP 

CULHANE,  EDHARD  TIMOTHY,  SGT,  HI  SPTL 

GILMORE,  JAMES  MARVIN,  SHF  OF  FOND  DU  LAC  CO 

HELLER,  MELVIN  E.,  COP 

HENKE,  EDHARD  LEO,  CHF  DEP,  FOND  DU  LAC  CO  SO 

JOHNSON,  DUANE  ROBERT,  DEP  CHF,  PD 

PICHETTE,  DAVID  JOHN,  SGT,  HI  SPTL 
60  tt   RAUTENBERG,  HAROLD  J.,  CHIEF  OF  POLICE,  PD 
125   SHEPPARD,  EDHIN  MARK,  LT,  FOND  DU  LAC  CO  SD 

99  tt   TABBERT,  ROBERT  H. ,  CPT,  PD 
112  tt   VENNE,  ROBERT  L,  DEP  CHF,  PD 

FORT  ATKINSON 

tt   CISKE,  HILLIAM  R.,  COP 

FROMADER,  DAVID  JOHN,  INVSTGR,  PD 
GILBERT,  GREGORY  ALAN,  COP, 
98  tt   KEENE,  ROGER  H. ,  LT,   PD 
FOX  POINT 
168   CZAJA,  THOMAS  JOHN,  COP 
127  *  HODERMANN,  GERD  JURGEN,  COP 
FRANKLIN 

141  tt   HARENG,  DONALD  MARVIN,  LT,  PD 
GERMANTOHN 

187   VAN  MALE,  RAYMOND  PAUL,  COP 
GLENDALE 

54  tt   BREUL,  FRED  J.,  COP 

125  tt   COTTER,  JAMES  ANTHONY,  SR,  COP 

193   FERGUSON,  MARK  ALAN,  LT,  PD 
GRANTSBURG 

134   JOHNSON,  JAMES  LYLE,  USHF,  BURNETT  CO  SD 
GREEN  BAY 

153  tt   BAETSEN,  HAYNE  HARRY,  DEP  CHF,  PD 

100  tt   BERTRAND,  ROBERT  M,  LT,  BROHN  CO  SO 
122  tt   CLOVER,  PETER  JOHN,  CPT,  PD 

72  tt   COMPTON,  HAROLD  L,  DEP  CHF,  PD 

142  DONART,  MICHAEL  HAYNE,  SHF  OF  BROHN  CO 
112   DHYER,  PATRICK  F,  CHF  DEP,  BROHN  CO  SD 

99  tt   ERICKSON,  HOHARD  L,  COP 

171   GILLE,  LARRY  JAMES,  DEP  CHF,  PD 

139   HINZ,  THOMAS  JOHN,  SHF  OF  BROHN  COUNTY 

101  tt   LANGAN,  ROBERT  J,  COP 

174   MARTIN,  THOMAS  ROBERT,  CPT,  BROHN  CO  SD 
83  tt   MATHEHS,  FREDERICK  C,  CHIEF  DEPUTY,  PD   __, 

181  MOLLOY,  JAMES  H,  CPT,  ASHHAUBENON  PUBLIC  SAFETY 
156   PIESCHEK,  GARY  FRANCIS,  CPT,  BROHN  CO  SD 

115  tt   PIESCHEK,  LEON  R,  SHF  OF  BROHN  CO 

189   REVLING,  RANDALL  LYLE,  CPT,  BROHN  CO  SD 

94  tt   RICE,  RICHARD  E,  DETECTIVE  SERGEANT,  PD 

91  tt   STEENO,  MILTON  G,  DEP  CHF,  PD 

182  TIMMERMAN,  ALAN  CHARLES,  LT,  PD 

rpcpij  1  Al(  F 

91  tt   JOHNSON,  JEROME  P.,  CHF  DEP,  GREEN  LAKE  CO  SD 

183  JOHNSON,  JERRY  LEE,  USHF,  GREEN  LAKE  CO  SD 
GREENFIELD  „  „„ 

173   TIEGS,  HILLIAM  ARTHUR,  LT,  PD 

168   HILDISH,  MARK  LYLE,  LT,  PD 
HALES  CORNERS 

100  tt   DZIBINSKI,  DU  HAYNE,  COP 

119  tt   JUNGBLUTH,  CARL  HARMAN,  COP 

152  #  KRAHN,  MICHAEL  JOHN,  COP 

183   MANSKE,  RICHARD  A,  LT,  PD 
HARTFORD 

100  SCHRAUFNAGEL,  DEL  A.,  DETECTIVE,  PD 
HARTLAND 

137   HETZNECKER,  MORTON  A,  COP 


135 
130 
173 
77 
140 
169 
180 


90 
139 
178 


PAGE 
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WISCONSIN  -  WISCONSIN 


ROSCH,  ROBERT  JOHN,  LT,  PD 

BURKE,  DAVID  C. ,  COP 
IHRKE,  MAX  LEAR,  USHF,  ST  CROIX  CO  SD 
MORRISSETTE,  RANDOLPH  LEE,  SGT,  PD 
TRENDE,  RICHARD  HILLIAM,  DET  SGT,  PD 


192 
HUDSON 
89  tt 
134 
149  tt 
173 
JACKSON 

175   HABEL,  PETER  MATTHEH,  SGT,  PD 
91  tt   ROSENBAUER,  DONALD  E.,  COP 
JANESVILLE 
102   BLISS,  LYLE  R. ,  SGT,  HI  SPTL 
BRUNNER,  GEORGE  DAVID,  COP 
CALL,  LAHRENCE  D,  LT,  ROCK  CO  SD 
EDMUNDSON,  JAMES  H. ,  CPT,  PD 
HARPER,  HILLIAM  CLARENCE,  JR,  SGT,  ROCK  CO  SD 
JONES,  KENNETH  D,  COP 
KOPP,  STEVEN  JOHN,  LT,  PD 
MOORE,  DAVID  JAMES,  CPT,  PD 
MUGNANI,  MICHAEL  GILBERT,  SGT,  ROCK  CO  SD 
OLEARY,  RICHARD  M. ,  LT,  PD 
VOELKER,  RAY  A,  COPT 
JEFFERSON 
131  tt   HEITZ,  KENNETH  GENE,  JUVENILE  DET,  PD 

HENZE,  ROBERT  KEITH,  LT,  JEFFERSON  CO  SD 
MAXWELL,  ROBERT,  JR,  SGT,  JEFFERSON  CO  SD 
RENZ,  DALE  HERBERT,  CPT,  PD 
STEINHORST,  MICHAEL  EDWARD,  SGT,  PD 
SULLIVAN,  MICHAEL  P,  CHF  DEP,  JEFFERSON  CO  SD 
HELLNER,  RICHARD  DUANE,  LT,  JEFFERSON  CO  SD 


157 
136 

76 
168 

66 
194 
186 
166 

98 

91 


112 
56 
174 
114 
105 
181 
163 
115 
110 


158 
182 
154 
174 
130 
189 


188 
161 
124 
140 
148 
169 
KENOSHA 
120   DEANE,  ROBERT  LOU,  CHF,  UNIV  POL  &  PUBLIC  SAFETY 
EKORNAAS,  FRED  R.,  CPT,  KENOSHA  CO  SD 
FOX,  RALPH  V.,  CAPTAIN,  PD 
FULMER,  LELAND  TIMOTHY,  JR,  LT,  PD 
GRAY,  WILLIAM  V.,  CPT,  PD 

SCHOENFELD,  ROGER  JACK,  CHF  DEP,  KENOSHA  CO  SD 
STEIN,  DOUGLAS  KURT,  LT,  PD 
VENA,  LOUIS  ANTHONY,  CPT,  KENOSHA  CO  SD 
YOUNG,  ROBERT  C. ,  CPT,  PD 
ZEIHEN,  ROGER  C. ,  CPT,  KENOSHA  CO  SD 
LA  CROSSE 
190   BROHMER,  MICHAEL  DEAN,  LT,  PD 
114  tt   MARCO,  BRUCE  M. ,  COP 
175   MARCOU,  DANIEL  JAMES,  LT,  PD 
179   TRUSCOTT,  ANDREW  LEE,  LT,  PD 
LADYSMITH 

175   MEYER,  DEAN  CURTIS,  SHF  OF  RUSK  CO, 
LAKE  GENEVA 

87  It   CLAPPER,  ROBERT  A.,  COP 
MADISON 

96  *  ANDERS,  IVAN  G,  CPT,  HI  SPTL 

101  tt   BANTA,  HILLIAM  J,  CHF  DEP,  USMS 

67  tt   BJORKLUND,  HOWARD  G.,  ADMIN,  HI  DEPT  OF  JUS 

109  #  BRIGGS,  JOHN  F.,  SGT,  HI  SPTL 

CHRISTENSEN,  RALPH  EDHARD,  BU  DIR,  DEPT  OF  NATURAL  RESO 

DANIEL,  JOHN  THOMAS,  DEP  CHF,  HI  DEPT  NAT  RESOURCES 

DREIFKE,  ROBERT  JOHN,  LT,  DANE  CO  SD 

EGGUM,  GREGORY  JOHN,  SA,  WI  DCI 

ENGELBART,  HAROLD  SIEGFRIED,  SA,  WI  DOJ 

FLAD,  CHARLES  PATRICK,  DET,  UNIV  HI-MADISON  POL  &  SEC 

103  tt   FREDRICK,  WILLIAM  C,  SGT,  WSPTL 

134   GILMORE,  STEVEN  JAY,  LT,  DANE  CO  SD 

116  tt   HALL,  PETER,  CHF  DEP,  USMS 

164   HAMBLIN,  GARY  HAROLD,  SHF  OF  DANE  CO 
74   HAMELE,  ROBERT  L.,  CHF,  ST  CAP  POL 

118   HANSON,  HERBERT  DUHAYNE,  LT,  UNIV  OF  HI  PD 
52  tt   HARRINGTON,  JOHN  H,  FIELD  REP,  WIS  DOJ 

102  tt   HARTWIG,  RICHARD  A.,  CPT,  UNIV  OF  WI  SEC  DEPT 
107   HENDRICKSON,  GARY  L.,  LT,  DANE  CO  SD 

65  tt   HETTRICK,  HAROLD  D,  ASST  DIR,  BU  OF  LAW  ENF 
124   HUGHES,  DANIEL  GEORGE,  SA,  WI  DOJ,  DIV  OF  CRIM  INVSTG 
JOSEPHSON,  RICHARD  J.,  CPT,  DANE  CO  SD 
KENNELLY,  DONALD  J.,  CPT,  HI  SPTL 
KILLIAN,  JOHN  WILLIAM,  DIR,  DIV  OF  LAW  ENF  SERV 
KING,  ROXANN  LIND,  LT,  WI  SPTL 

LOWERY,  ROBBIE  RAY,  DIR,  ORGANIZED  CRIME  &  GEN  INV 
MAENNER,  THOMAS  ARTHUR,  LT,  DANE  CO  SD 
MEEKMA,  THEODORE,  ADMIN,  WI  SPTL 
MEYERS,  FRANK  A,  ADMIN  DIV  OF  CRIM  INVSTGN,  MI 
MICHALSKI,  EUGENE  BERNARD,  FLD  REP,  CRIME  INFO  BU,  HI  D 
94  tt   MOORE,  GARY  A.,  LT,  U.  OF  WISCONSIN  PD 
170   NICKEL,  DEAN  HARVEY,  SAC,  WI  DIV  OF  NARC  ENF 
150  tt   NINNEMAN,  RONALD  HAROLD,  ADMIN,  DIV  OF  NARC  ENF 
128  #  OSHALD,  GARNER  ARTHUR,  SA  SUPR,  DIV  OF  CRIM  INVSTGN 
28  tt   PETERSON,  THOMAS  A.,  OFCR,  WI  DOJ 
100  tt   PIGORSCH,  LINDA  L,  SPEC  INVSTGR,  DANE  CO  DA  OFF 
100  tt   PIGORSCH,  ROBERT  L.,  SGT,  PD 
106  tt   RYAN,  GEORGE  R. ,  SGT,  WI  SPTL 
138  tt   SAINSBURY,  PAUL  ROBERT,  SA,  WI  DEPT  OF  JUSTICE 
SCHREIBER,  PETER  CAMERON,  SGT,  HI  DIV  OF  SPTL 
SCHWARTZ,  CLARENCE  A.,  ASST  ADMIN,  MI  GAMING  COMM 
SORENSON,  EARL  E.,  CAPTAIN,  DANE  COUNTY  SHERIFFS 
SPRATZ,  GARLAND,  SGT,  WI  SPTL 

H\  I   !JEJ£!GRAEBER'  TH0MAS  JACK-  DIR>  WI  DIV  OF  CRIM  INVSTGN 
77  It   STERBA,  JOHN  J,  MAJ,  WI  SPTL 

\\l  u   II5rIK2HSKI*  RICHARD  J-.  SERGEANT,  WISCONSIN  STATE  PATR 
118  tt   TEWS,  RONALD  LEE,  CPT,  DEPT  OF  PROT  &  SEC,  UNIV 
93  tt   THOMAS,  EMIL  S.,  DEP  CHF,  PD 
56  tt   THOMAS,  HERMAN  J.,  INSPECTOR  OF  POLICE,  PD 
"  *  WALKER,  JOSEPH  S.,  FIELD  REP,  HI  DOJ 


96 

84 

119 

184 

185 

166 

103 

95 

75 


147 
109 

71  # 
101 


40 


148   WERNER,  ELLEN  JEANINE,  LT,  PD 
105  tt   WIETERSEN,  FRANK  D,  OFCR,  WI  DOJ 
MANITOWOC 
129   BREY,  RICHARD  HARRY,  COP 

HERMANN,  ROBERT,  LT,  MANITOWOC  CO  SD 
KINGSBURY,  PERRY  DAVID,  SGT,  PD 
KUSCHE,  EUGENE  LEE,  CHF  DEP,  MANITOWOC  CO  SD 
NELLIS,  FRANCIS  GERALD,  DEP  CHF,  PD 
MARINETTE 

22  *  BANACH,  JOSEPH  J.,  PTLM,  PD 
184   KANIKULA,  JAMES  JOHN,  SHF  OF  MARINETTE  CO, 
94   KREI,  JAMES  C,  COP 
MARSHFIELD 
120  *  BURGESS,  HAROLD  STEPHEN,  COP 
HARALSON,  DONALD  R.  ,  JR.,  COP 
LAESSIG,  RANDY  KEITH,  LT,  PD 
SPENCER,  CLEMENT  H,  COP 
STROIK,  JOSEPH  CARL,  COP 
WOHLFAHRT,  WALTER,  CHIEF  OF  POLICE 
MAUSTON 

108   BOND,  GERALD  W. ,  USHF,  JUNEAU  CO  SD 
MENASHA 
193   BONNEVILLE,  LAHRENCE  GERARD,  SGT,  PD 
67  tt   CLARK,  LESTER  D.,  COP 
97  tt   FRITZ,  ROBERT  P.,  INVSTGR,  PD 
104  it   GRIES,  DANIEL  A.,  CAPTAIN,  PD 
MENOMONEE  FALLS 
190   HANSEN,  TERRY  SCOTT,  LT,  PD 
131  »   OLSON,  ROGER  LEE,  LT,  PD 
163   OTTOH,  DARICK  KEITH,  CPT,  PD 
172   PLEDL,  JOHN  JOSEPH,  LT,  PD 
MENOMONI E 
144   BEETY,  DENNIS  HILLIAM,  COP 
EVERTS,  GAIL  LYNN,  LT,  PD 
SPAGNOLETTI,  DARYL  L,  SHERIFF  OF  DUNN  CO 


181 
195 
129 
157 


113 
191 
151 
176 
28 


188 
113  * 
MEQUON 
124 
107  # 
104  # 


BARKER,  E.  DOYLE,  COP 
CALL,  PATRICK  L,  COP 
PERLEWITZ,  ROGER  R.,  LIEUTENANT,  PD 
159  tt   TIETYEN,  TERRY  LEE,  LT,  PD 
MERRILL 

133  #  JOHNSON,  CHARLES  HENRY,  COP 

109   KRUEGER,  RONALD  W. ,  SHERIFF  OF  LINCOLN  COUNTY 
179   STROBEL,  NEIL  CASPER,  COP 
MILHAUKEE 
111   ARREOLA,  PHILIP,  COP 
159   AUGER,  THOMAS  CHARLES,  LT,  PD 
194   BARBER,  LESLIE  THOMAS,  CPT,  PD 
106  tt   BAUER,  EDHARD  M,  LT,  PD 

95  tt   BIALK,  ROBERT  J,  CPT,  MILHAUKEE  CO  SD 
142   BOINSKI,  THOMAS  JOHN,  LT,  UNIV  OF  HI/MILWAUKEE  PD 
121  tt   BOLLHOFFER,  RONALD  AUGUST,  DEP  INSPR,  MILHAUKEE  CO  SD 

134  tt   COLLINS,  PAUL  FRANCIS,  DIR,  UNIV  OF  HI  AT  MILWAUKEE 
24  #  COWELS,  AARON  F.,  CPT,  PD 

148   COX,  RICHARD  CLINTON,  BU  DIR,  MILWAUKEE  CO  SO 

41  tt   DAHL,  RAYMOND  ALCOT,  ASST  CHF,  PD 
185   DAVIDOSKI,  DEBRA  SUE,  LT,  PD 
164   DITSCHEIT,  THOMAS  ANTHONY,  SGT,  PD 

14  *  DOYLE,  FRANK  H. ,  LT,  PD 
179   DRAZKOWSKI,  DENNIS  LEE,  LT,  PD 
109  tt   DUPIES,  DONALD  F.,  SGT,  PD 
167   EDMAN,  SUSAN  MARIE,  LT,  PD 

70  tt   ENGBRING,  MILTON  A.,  CPT,  PD 

79  tt   ENGEBRETSON,  FLOYD  C,  DEP  INSPR,  PD 
163   FILIPOWICZ,  JOHN  KENNETH,  CPT,  MILWAUKEE  CO  SD 
182   FLORES,  VINCENT  RAYMOND,  LT,  PD 

94  tt   FRANKLIN,  WALTER  E.,  DEP  INSPR,  PD 
155   FRANKOVIS,  GLENN  DAVID,  SGT,  PD 

48  tt   FUHR,  GEORGE  HENRY,  DEP  INSPR  OF  POL,  PD 

166  GALAVIZ,  RAMON,  DEP  INSPR,  PD 

141   GIELOH,  WILLIAM  EARL,  DEP  CHF,  PD 
189   GONZALES,  LUIS  J,  JR,  SGT,  PD 
147   GRAHAM,  ALFONSO  JEROME,  ASST  CHF,  PD 
93  tt   HAGOPIAN,  KENNETH  J.,  INSPR,  PD 
155   HEGERTY,  NANNETTE  HOLLY,  LT,  PD 

101  tt   HENTZ,  ALBERT  P.,  CPT,  PD 

176   JOHNSON,  MICHAEL,  BU  DIR,  MILWAUKEE  CO  SD 

111  tt   KALIVODA,  JOSEPH  A,  INSPR,  PD 

173   KANE,  DAVID  JOHN,  LT,  PD 

175   KARFONTA,  JOHN  JOSEPH,  LT,  PD 

167  KLUGIEWICZ,  GARY  THOMAS,  LT,  MILHAUKEE  CO  SD 
98  it   KOPROHSKI,  DANIEL  J.,  CPT,  PD 

61  tt   KOSALOS,  GEORGE  J.,  INSPR,  MILWAUKEE  CO  SO 
100  tt   KRUSCHE,  HERBERT  L,  SA,  WI  DIV  OF  CRIMINAL  INVSTGN 
163  tt   LABECKI,  MARVIN  STANLEY,  SGT,  PD 
126  tt   LAINE,  DALE  ALAN,  SA,  DIV  OF  CRIM  INVSTGN 
113  It   LARSEN,  RICHARD  W,  DIR,  DIV  OF  NARC  ENF 
182   LAYBER,  DANIEL  LYMAN,  SAC,  WI  DIV  OF  NARCOTICS  ENF 
191   LUCAS,  EARNELL  RUFUS,  LT,  PD 

139  MARSH,  JONATHON  WAYNE,  SAC,  US  FOREST  SERV 
169   MEULER,  KENNETH  JAMES,  LT,  PD 

187   OLIVA,  RICHARD,  LT,  PD 

160   PARAS,  GEORGE  ANTHONY,  LT,  MILWAUKEE  CO  SD 

103   PERLEWITZ,  THOMAS  A,  CPT,  PD 
98  tt   PETERSEN,  ALVIN  H,  CPT,  MILWAUKEE  CO  SD 
33  tt   POSHEPNY,  JOSEPH  CHARLES,  DEPUTY  INSPECTOR,  PD 

178   RAY,  MONICA  ELIZABETH,  DEP  CHF,  PD 

102  #  RICHARDSON,  DANIEL  G,  LT,  MILHAUKEE  CO  SD 
107  tt   RIECK,  DONALD  E.,  CPT,  PD 

140  It   RODGERS,  DARREL,  CPT,  PD 
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175  RUZINSKI,  ANNA  MARIA,  SGT,  PD 

152  SCHUNK,  DALE  THOMAS,  DEP  INSPR,  PD 

49  f  SIMONSON,  CLAIRE  E.,  SERGEANT,  MILHAUKEE  COUNTY  SO 

158  SMITH,  JOHNNIE  LEE,  CPT,  PD 

126  SROKA,  RICHARD  ANTHONY,  LT,  UNIV  OF  HI/MILHAUKEE  PD 

195  STUHMER,  PAUL  EVAN,  LT,  PD 

108  I  TAUBEL,  RODNEY  J,  CHF  DEP,  USMS 

101  tt  THELEN,  THOMAS  G,  CPT,  PD 

144  TJAALAND,  AUGUST  JOHN,  CPT,  PD 

190  VAN  ROO,  MICHAEL  LEE,  LT,  MILHAUKEE  CO  SD 

161  VENUS,  VICTOR  ERNST,  LT,  PD 

183  VITALE,  VINCENT  JAMES,  CPT,  PD 

183  HARICHAK,  MARK  NEAL,  LT,  MILHAUKEE  CO  SD 

115  #  HARREN,  EDGAR  L,  JR,  US  MARSHAL,  USMS 

150  HERRA,  DONALD  EDHARD,  CPT,  PD 

142  tt   HIESMUELLER,  JERRY  EDHARD,  DET  LT,  PD 

95  U   HILL,  RUDOLPH  R.,  DEP  INSPR,  PD 

136  tt   HINSLOH,  THOMAS  FRANK,  CHF,  HI  STATE  FAIR  PARK  PD 

115  tt   HOGER,  HILLIAM  J,  LT,  MILHAUKEE  CO  SD 
MONONA 

130   HELCH,  PAUL  EDHARD,  COP 
MONROE 

99   BUSCH,  RICHARD  L.,  COP 

151  KOSEK,  JAMES  JOSEPH,  LT,  PD 

180   SAMELSTAD,  MARK  HALTER,  DET  SGT,  PD 
MUSKEGO 
156   DALEY,  JOHN  JOSEPH,  CPT,  PD 
135   GIFFORD,  FLOYD  RONALD,  LT,  PD 
113   JOHNSON,  JOHN  R,  COP 

96  *  SCHOLZ,  RICHARD  F,  COP 
NECEDAH 

195   MOOTZ,  FRANK  JOHN,  COP 
NEENAH 
108  tt   PARROTT,  LESLIE  L,  CPT,  PD 

146  POHLMAN,  DONALD  ORIN,  SGT,  PD 
NEILLSVILLE 

95   PATEY,  DAN  J.,  CHF  DEP,  CLARK  CO  SD 
121  #  SUNDERMEYER,  LEONARD  HARLAN,  SHF  OF  CLARK  CO 

NEOPIT 
133   HILL,  GERALD  L,  SR,  CRIM  INVSTGR,  BIA 

NEH  BERLIN 
130  It   BALDRIDGE,  CHARLES  JOSEPH,  SGT,  PD 
102  tt   HANRAHAN,  MICHAEL  R. ,  COP 
123  tt   JACOMET,  THOMAS  GERALD,  LT,  PD 
116   MENDYK,  ROBERT  P.,  SR.,  LIEUTENANT,  PD 

147  tt   NEUENS,  MICHAEL  L,  COP 

178   SCHROEDER,  CHARLES  DONALD,  CPT,  PD 
NEH  LONDON 

92   ALGIERS,  JACK  V.,  COP 
OAK  CREEK 

177   HILSON,  HILLIAM  HHITSETT,  JR,  LT,  PD 
OCONOMOHOC 

160   DODD,  MICHAEL  H,  DET,  PD 

154  MARTIN,  HUGH  JOHN,  COP 

128  tt   SCHACHT,  LEONARD  LORRAIN,  COP 
ONALASKA 

101  tt   DLOUHY,  JOHN  C. ,  COP 

185   HILLIAMS,  RANDY  ALLAN,  COP, 
ONEIDA 

170   DANFORTH,  JAMES  LAHRENCE,  CHF,  PD 
OSHKOSH 

119  #  BLOECHL,  DONALD  DUANE,  ASST  CHF,  PD 

155  BROOKS,  MICHAEL  EDHARD,  DET  LT,  HINNEBAGO  CO  SD 

123  tt   BURTON,  LEE  ALAN,  SHF  OF  HINNEBAGO  CO 

170  ERICKSON,  DAVID  HAYNE,  CPT,  PD 

171  GOGGINS,  JAMES  LEO,  CHF  DEP,  HINNEBAGO  CO  SD 
82  #  GONYO,  HILLIAM  J,  COP 

119   GRAVES,  HAROLD  EDHARD,  CPT,  PD 
94   THOME,  JAMES  F,  COP 
PEHAUKEE 

144   BAUHANN,  EDHARD  MICHAEL,  COP 
PLATTEVILLE 

124  ENFELT,  JAMES  LEE,  COP 
PORT  HASHINGTON 

193   KELLER,  MICHAEL  HENRY,  CPT,  PD 

138   KNOHLES,  JAMES  MICHAEL,  CHF  DEP,  PD 

58  tt   LAABS,  VERNON  C. ,  COP 

161   LAUBENSTEIN,  DON  COBERT,  SGT,  PD 
124  tt   PEREZ,  FERNANDO  RODRIGUEZ,  SHF  OF  OZAUKEE  CO 
101   RUDOLPH,  EDHARD  A.,  JR.,  COP 
RACINE 
180   BAKER,  ALAN  DONALD,  CPT,  PD 
103  tt   BRINKMANN,  RONALD  D. ,  DIR  OF  DEPT  OF  SFTY,  UNIV  OF  H 

98  It   CHRISTENSEN,  GEORGE  T,  COP 
113  II   CONHAY,  TERRENCE  R.,  LT,  PD 
171   COSTABILE,  JOHN  A,  INSPR,  PD 
110  It   DYESS,  JOHN,  JR,  INSPR,  PD 
153   ERNST,  JOHN  HOHARD,  ASST  CHF,  PD 

91  tt   HAGMAN,  LAHRENCE  C,  INSPR  OF  POL 
109  tt   HANSEN,  KARL  A,  CHF  OF  OPERATIONS,  PD 

135  tt   HECK,  GARY  MICHAEL,  CPT,  RACINE  CO  SD 
165   IVANOSKI,  JAMES  PAUL,  LT,  RACINE  CO  SD 

59  tt   KOETTING,  THOMAS  J.,  INSPECTOR,  PD 

127   LITHIN,  JAMES  STEVEN,  CHF  DEP,  RACINE  CO  SD 

136  POLZIN,  RICHARD  VERNON,  COP 

186   SCHERFF,  JAMES  EDHARD,  LT,  RACINE  CO  SD 

49  tt   SECANKY,  JOHN  STEVE,  INSPECTOR  OF  POLICE,  PD 
151   ULTSCH,  THOMAS  ROBERT,  LT,  RACINE  CO  SD 
120  #  VOSS,  HILLIAM  ROBERT,  LT,  RACINE  PD 
RHINELANDER 


105 
116  tt 
179 
100  tt 
RIPON 
116  * 
91 


JOSLIN,  DOUGLAS  N.,  CAPTAIN,  PD 
PURDY,  JAMES  F.,  CPT,  ONEIDA  CO  SD 
SCHAEPE,  GLENN  STEPHEN,  DET  SGT,  ONEIDA  CO  SD 
ZASTROH,  RAYMOND  E.,  CPT,  ONEIDA  CO  SD 


120 

58 

116 

46 

133 

158 

81 

88 

118 

64 

92 

135 

179 

103 

186 

76 


DOERS,  DARRELL  G,  CPT,  PD 
JURSS,  MELVIN  0.,  CHIEF  OF  POLICE 
RIVER  FALLS 
133   DINKEL,  JOHN  LAVERNE,  SGT,  PD 
180   LEQUE,  ROGER  DEAN,  COP 
SHAHANO 
131   ROSENBERG,  MAYNARD  CHARLES,  SGT,  PD 
104  #  THAVES,  DONALD  L.,  COP 
SHEBOYGAN 
102   ACKLEY,  MICHAEL  J.,  LT,  PD 
DOTTAI,  RALPH  ALLEN,  COP 
tt   FRANK,  OAKLEY  0.,  CHIEF  OF  POLICE 

HARMELINK,  LARRY  J.,  LT,  SHEBOYGAN  CO  SD 

*  HEIMKE,  STEEN  H. ,  COP 
HOFFMANN,  JAMES  EDMUND,  DET  LT,  SHEBOYGAN  CO  SD 
HOFFMANN,  JON  VAL,  INSPR,  SHEBOYGAN  CO  SD 

tt   KEITEL,  VICTOR  0.,  COP 
tt   KRAUSE,  LA  VERN,  LT,  PD 

MARCHESKE,  RALPH  ADOLPH,  DEP  CHF,  PD 
tt   MIKOLIC,  RONALD  C,  CPT,  SHEBOYGAN  CO  SD 

PAULSON,  EUGENE  L. ,  INSPECTOR,  SHEBOYGAN  CO  SD 

#  RADTKE,  JAMES  DENNIS,  DEP  CHF,  PD 
SHERVEN,  ALLEN  JOHN,  CPT,  PD 

tt   THURMAN,  ROBERT  R,  CPT,  SHEBOYGAN  CO  SD 

HANEK,  ALLEN  DOUGLAS,  CPT,  PD 
tt   ZINDAR,  JOHN  H. ,  INSPECTOR,  PD 
SHOREHOOD 
134  #  COLE,  HARRY  PHILLIP,  DET  SGT,  PD 
93  #  GROSS,  MICHAEL,  LIEUTENANT,  PD 
171   MEEHAN,  MICHAEL  DANIEL,  LT,  PD 
195   SURDYK,  ROBERT,  COP 
SOMMERSET 

136   DONOVAN,  TIMOTHY  PATRICK,  COP 
SOUTH  MILHAUKEE 

164   MCCARDLE,  PATRICK  DENNIS,  CPT,  PD 
SPARTA 

116  tt   HARRIS,  RAY  G. ,  SHF  OF  MONROE  CO 
SPOONER 

122  #  FANKHAUSER,  RICHARD  CHARLES,  CPT,  HI  SPOL 
STEVENS  POINT 
120  tt   THRUN,  PETER  HARRY,  JR.,  SHF  OF  PORTAGE  CO 

25  *  CHURCHES,  MERRITT  E.,  TRAFFIC  OFCR,  DOOR  CO  HPTL 
187   GRONDIN,  JAMES  STANLEY,  SGT,  DOOR  CO  SD 
GULLEY,  CHARLES  R. ,  CHF  DEP,  DOOR  CO  SD 
KLEIN,  LEROY  DALE,  DEP,  DOOR  CO  SD 
MCINTOSH,  DENNIS  DAVID,  CPT,  PD 
PORTER,  ARLEIGH  RAY,  JR,  SGT,  PD 
SUN  PRAIRIE 
105  #  BOEHLERT,  RAYMOND  C,  COP 
173   HILL,  PETER  ANTHONY,  JR,  SGT, 
173   SLEETER,  FRANK  GERALD,  COP 
SUPERIOR 

35  #  BARNARD,  CHARLES  MATHEW,  COP 

GUENARD,  GREGORY  V.,  USHF,  DOUGLAS  CO  SD 
LINDBERG,  RICHARD  A.,  SHF  OF  DOUGLAS  CO 
MERONEK,  THOMAS  L.,  CAPTAIN,  PD 
OSELL,  DOUGLAS  CARL,  CPT,  PD 
OSTROM,  PETER  G.,  LIEUTENANT,  PD 
PUKEMA,  RICHARD  DAVID,  CPT,  PD 
REHL,  MICHAEL  R.,  SQUADMAN,  PD 
THIENSVILLE 

132  tt   TUSHAUS,  KENNETH  ARTHUR,  COP 
TOMAH 

99  tt   SCHOOL,  ARTHUR  H,  LT,  HI  SPTL 
TOMAHAHK 

93   DUPLAYEE,  JOHN  H. ,  COP 
THIN  LAKES 

107   GRAM,  RAYMOND  H. ,  CHIEF  OF  POLICE 
THO  RIVERS 
178   HARTMAN,  DAVID  JOHN,  ASST  CHF,  PD 

131  tt   JASMER,  JOSEPH  PETER,  CPT,  PD 
143   LIEN,  MICHAEL  JEFFREY,  COP 

VIROQUA 

132  LARSON,  DONALD  ROBERT,  COP 
MASHRURN 

102  *  MCALLISTER,  THOMAS  L,  LT,  BAYFIELD  CO  SO 
HATERTOHN 
122  tt   KUBE,  ROBERT  LEE,  LT,  PD 
153   MCGEE,  CHARLES  SHIREMAN,  I,  COP 
157   ROETS,  TIMOTHY  JOHN,  LT,  PD 
138  tt   SCHUMANN,  LAVERN  EDHARD,  LT,  PD 
38  tt   VOIGT,  THEODORE  C. ,  CHIEF  OF  POLICE,  PD 

HA86  tt   CHASE,  JAMES  M.  ,  LT,  HAUKESHA  CO  SD 

195  DONOVAN,  KENNETH  JAMES,  LT,  WAUKESHA  CO  SD 

146  DUSSAULT,  HAYNE  EDHARD,  INSPR,  PD 

193  FULHILER,  JEFFREY  JOHN,  SGT,  PD 

166  HANSEN,  PATRICIA  MICHELE,  LT,  HI  SPTL 

140  IRELAND,  ROBERT  JOHN,  CPT,  HAUKESHA  CO  SO 

155  KNUDTEN,  JAN  GARRET,  CPT,  PD 

161  LENTZ,  THOMAS  HARVEY,  CPT,  WAUKESHA  CO  SO 

185  MARTORANO,  TERRY  JAMES,  CPT,  WAUKESHA  CO  SD 

108  PALUSZCYk)  GARY  H. ,  INSPR,  WAUKESHA  COUNTY  SO 

169  PIAGENTINI,  RICHARD  JOE,  CPT,  PD 


97 

141 
140 
149 


112 
99 
99 

168 
10 

172 

114 


HI  SPTL 
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137  tt   SADER,  RICHARD  DEAN,  LT,  PD 
132   STIGLER,  THOMAS  HENRY,  COP 

123  *  TETTING,  THOMAS  ALAN,  LAW  ENF  INSTRUCTOR,  WAUKESHA  C 
176   WARREN,  CHARLES  ALLEN,  SGT,  HI  SPTL 
WAUPACA 

25  *  ZIEBELL,  IRVIN  J.,  PTLMN,  WAUPACA  CO  TRAFFIC  PATR 


HAUPUN 

187 
WAUSAU 

97 
133  tt 

40  # 
168 

65  tt 

49  # 
117 
177 

93 


WINSCHER,  THOMAS  RICHARD,  COP 


BEAN,  HAROLD  L.,  DET,  MARATHON  CO  SD 
CLEMMENT,  DAVID  NORMAN,  DET,  MARATHON  CO  SD 
COLEMAN,  JACK,  DET,  PD 
FRENETTE,  JEFFREY  JOSEPH,  CPT,  WI  SPTL 
GAJEWSKI,  SYLVESTER  M. ,  COP 
GEHRKE,  CLARENCE  E.,  CAPTAIN,  PD 
JOHNSON,  PHILIP  R.,  DET,  MARATHON  CO  SD 
KUJAHA,  TOMAS  JOHN,  CPT,  MARATHON  CO  SD 
LEHITZKE,  WILLIAM  A,  INSPR,  PD 
102  tt   MASON,  ELWOOD  C. ,  DET,  MARATHON  CO  SD 
162   NOTBOHM,  DOUGLAS  RICHARD,  LT  DEP  DIST  COMM,  WI  SPTL 
81   PAGEL,  ROBERT  C,  INSPR,  PD 
CPT,  PD 
LT,  PD 


114  #  PETERSON,  GARY  G, 
184   SPATZ,  GARY  JOHN, 
HAUWATOSA 

52  tt   BASTING,  ALVIN  J.,  CPT,  PD 
189   LEONE,  DOMINIC,  LT,  PD 

85  #  MOORE,  WILLIAM  G,  DET  LT,  PD 
154   WEBER,  BARRY  MARTIN,  COP 
WEST  ALLIS 
154   BUTORAC,  JOHN  CHARLES,  COP 
160   DUNBAR,  AUSTIN,  INSPR,  PD 
180   PUSCHNIG,  DEAN,  LT,  PD 
167   YOCKEY,  DONALD  ERVIN,  LT,  PD 
WEST  BEND 

93  #  HETEBRUEG,  PAUL  L,  CPT,  PD 
191   JOERS,  MARIE  ANNE,  DET,  WASHINGTON  CO  SD 
139  #  JOHNSON,  KENNETH  LEE,  LT,  PD 
122  tt   LENTZ,  PHILIP  JEROME,  SGT,  PD 

176  NETKO,  TOBY  R,  CPT,  PD 
111   SKIDMORE,  JAMES  W. ,  COP 
103  #  THELEN,  IVAN  S,  CPT,  PD 

165   UELMEN,  LLOYD  RAYMOND,  CPT,  PD 
WEST  DE  PERE 

70  tt   AERTS,  R  JAMES,  SEC  DIR,  ST  NORBERT  COLLEGE 
NEST  MILWAUKEE 

69  ft   EMANUELSON,  WILLIAM  E.,  LT,  PD 
164   OLDENBURG,  EUGENE  ROBERT,  COP 

97  tt   PLANT,  RICHARD  J.,  LT,  PD 
WHITEFISH  BAY 

116  It   FELZER,  RICHARD  M. ,  INSPECTOR,  PD 
103  tt   SCHOEPKE,  ALTON  F.,  LT,  PD 
HHITEWATER 
189   GODER,  JANIS  KAY,  CHF,  UNIV  OF  NI/WHITENATER  PD 
119  #  GRANT,  JERRY  ALLEN,  SGT,  PD 
143   GUEQUIERRE,  THOMAS  ROBERT,  LT,  PD 

177  KEMPINSKI,  JAMES,  SGT,  PD 

98  tt   LYON,  BRUCE  R.,  COP 

62  tt   SIMON,  DONALD  RAY,  COP 
WISCONSIN  DELLS 

184   ANDERSON,  BRET  BRADLEY,  ASST  CHF,  PD 

108  tt   FISHER,  ELMER  E,  COP 
WISCONSIN  RAPIDS 

121   BODETTE,  ROBERT  WILLIAM,  SHF  OF  WOOD  CO 
26  tt   EXNER,  RUDOLPH  J.,  COP 

107   GARDNER,  JERE  D. ,  DETECTIVE,  PD 

145   IRONSIDE,  RICHARD  DEAN,  OFCR,  PD 

128   KRECKLER,  EDWARD  JOSEPH,  INSPR,  PD 

149  LAUDE,  DAVID  LYMAN,  INVSTGR,  SD 
89  tt   SPENCER,  ALLEN  L.,  COP 

150  #  ZIEGERT,  ROBERT  ANTHONY,  COP 
ZION 

105   DETIENNE,  LLOYD,  JR,  COP 

WYOMING 
CASPER 
131  tt   ARNOLD,  JAMES  GARVIN,  LT,  NY  HPTL 
95  tt   CLARK,  RAYMOND  V.,  USHF,  NATRONA  CO  SO 
97  tt   CLAXTON,  WILLIAM  E.,  JR,  MASTER  LT,  PD 
139   CROFTS,  CHRISTOPHER  ARTHUR,  ASST  US  ATTY,  US  ATTORNEY'S 
186   DAUBIN,  MAURICE  MOORE,  LT,  PD 
91  tt   ESTES,  WILLIAM  A.,  JR,  SHF  OF  NATRONA  CO 
127   FIELDS,  RICHARD  MARK,  CMDR,  PD 
91  #  HEDSTROM,  RALPH  L,  SGT,  PD, 
174   LAING,  WAYNE  LESTER,  DEP,  NATRONA  CO  SO 
LEWIS,  JOHN,  DEP  SHF,  NATRONA  CO  SO 
ROGERS,  RANARD  RICK,  SGT,  PD 
ROMER,  WILLIAM  S.,  SHERIFF,  NATRONA  COUNTY 
SANDFORT,  MICHAEL  FELIX,  SGT,  NATRONA  CO  SD 
CHEYENNE 
181   BASHFORD,  LINDON  LYLE,  INVSTGR,  NY  GAME  AND  FISH  DEPT 
BLACK,  JAMES  S.,  DEP  DIR,  WY  ST  DIV  OF  CRIM  IDE 
BOTTOMS,  RODNEY  VAN,  CPT,  LARAMIE  CO  SD 
BRANIGAN,  PATRICK  JOSEPH,  LT,  LARAMIE  CO  SD 
BYRD,  JAMES  W,  COP 
BYRNE,  PATRICK  TIMOTHY,  LT,  PD 
COOPER,  JAMES  K. ,  ASST  CHF  SA,  WY  ATTY  GEN  OFC 
CROZIER,  LEONARD  L,  SGT,  PD 

GARMON,  ECIL  NILBURN,  JR,  DEP  DIR,  DIV  OF  CRIM  INVSTGN 
KORBER,  ROBERT  PETErI  U ,    PD 


106  * 
148 
69  * 
173 


58 
159 
188 

84 
194 

96 
112 
123 
183 


150 
176 

83 
117 
175 
144 
130 
118 
125 
171 
119 
137 
164 
177 
100 
133 

60 
161 
115 

93 
182 
190 
CODY 
167 
135 


LONG,  HILLIAM  JOSEPH,  JR,  CPT,  LARAMIE  CO  SD 

LUNA,  MARTIN  ALAN,  LT,  PD 

MALOVICH,  ANTHONY  T,  CORREC  ADMIN,  BD  OF  CHARITIES 

MARSDEN,  GARY  LEE,  MAJ,  NY  HPTL 

MILLER,  STEPHEN  JOSEPH,  DEP  DIR,  NY  DIV  OF  CRIM  INV 

PACK,  ROY  EDNARD,  COP 

PAGEL,  THOMAS  JOHN,  DIR,  NY  DIV  OF  CRIM  INVSTGN 

PARKS,  BRYAN  DEAN,  INVSTGR,  DIV  OF  CRIM  INVSTGN 

PATTERSON,  DONALD  IVAN,  CPT,  PD 

PENN,  HILLIAM  PHILLIP,  LT,  LARAMIE  CO  SD 

PIERSON,  DONALD  BERTIS,  EXEC  DIR,  PEACE  OFFICERS  STDS 

POLLARD,  RUSSELL  EDHIN,  ENF  SPECIALIST,  NY  GAME  AND  FI 

POWELL,  JOHN  ROBERTS,  COP 

POWELL,  SAMUEL  DALE,  LT,  WY  HPTL 

ROOKSTOOL,  BYRON,  COUNTY  COMM,  CHEYENNE 

SEALS,  PATRICK  WILLIAM,  CPT,  WY  DCI 

SMITH,  FRANKLIN  JAMES,  ASST  CO  ATTY,  LARAMIE  CO  SO 

SNELL,  JOHN  MANNING,  JR,  SUPV,  WY  DIV  OF  CRIM  INVSTGN 

SPENCER,  ROBERT  D,  LT,  PD 

STRATTON,  RAYMOND  M,  CPT,  PD 

STUART,  DANIEL  E,  SUPV,  WY  DIV  OF  CRIM  INVSTGN 

ZIVKOVICH,  DANIEL  ROBERT,  LT,  WY  SHP 


96  tt   LINDLEY,  ALLAN  D. ,  CHF,  USMS 


KELSEY,  DANIEL  FREDERICK,  COP 
WYATT,  FREDERICK  RUSSELL,  COP 
DOUGLAS 

154  HOOD,  TIMOTHY  THOMAS,  STAFF  SUPV,  WY  LAW  ENF  ACDMY 
102   JOHNSON,  ERNEST  L.,  DIR,  WY  LAW  ENF  ACDMY 

151  MAJERUS,  LAWRENCE  WILLIAM,  COP 

183   MOSIER,  JUDITH  ANN,  TRNG  SUPVR,  WY  LAW  ENF  ACADEMY 

101  *  THOMASON,  MORRIS  L.,  SHERIFF  OF  CONVERSE  COUNTY 
EVANSTON 

157   BRIGHT,  FORREST  CHARLES,  SHF  OF  UINTA  CO 

191   KING,  DAVID  OWEN,  SGT,  UINTA  CO  SO 

114  It   MCCOY,  JOHNNY  D,  SGT,  WY  HPTL 
FT.  NASHAKIE 

112  tt   FERRIS,  RICHARD  D. ,  SR.,  CRIM  INVSTGR,  BIA 
GILLETTE 

134   BENNICK,  GREGORY  ALAN,  LT,  CAMPBELL  CO  SD 
87  #  HLADKY,  DELANO  B,  SHERIFF  OF  CAMPBELL  CO 

123  *  MOONEY,  DANNY  MICHAEL,  USHF,  CAMPBELL  CO  SD 

165   OEDEKOVEN,  BYRON  FRANK,  SHF  OF  CAMPBELL  CO 

160   PAUL,  RICHARD  LEE,  COP 

169   STUGART,  RONALD  NEIL,  DEP,  CAMPBELL  CO  SD 

153   NARNE,  RODNEY  NAYNE,  INVSTGR,  CAMPBELL  CO  SD 
GREEN  RIVER 

109  BAILIFF,  GARY  M,  SHF  OF  SHEETNATER  COUNTY 

128  KINNIBURGH,  MICHAEL  JOHN,  SGT,  PD 
98  tt   MIZEL,  ROBERT  N,  COP 

187   MIZEL,  ROBERT  HILLIAM,  JR,  CMDR,  SNEETHATER  CO  SO 
172   SHEPPARD,  MARY  LOUISE,  DIV  CMDR,  SNEETHATER  CO  SO 
JACKSON 
136   BART,  TERRY  MARVIN,  DEP,  TETON  CO  SO 

123  CAMERON,  DAVID  GLENN,  COP 

155  FERRIN,  EUGENE  BERRETT,  DET  LT,  TETON  CO  SD 
121  It   HAYS,  RICHARD  HILLIAM,  COP 

105   LAKER,  LOYD  F.,  SGT,  PD 

180   MOSS,  LINDSEY  K,  USHF,  TETON  CO  SD 
94  *  ROGERS,  STEVEN  N,  SHERIFF  OF  TETON  COUNTY 
KEMMERER 

136   VANATTA,  HALTER  KEITH,  COP 
LANDER 

152  *  COPPOCK,  JOHN  S,  USHF,  FREMONT  CO  SO 

191   KING,  DAVID  JOHN,  CRIM  INVSTGR,  FREMONT  CO  SO 
LARAMIE 
143  #  AIMS,  CLIFFORD  ARNOLD,  LT,  PD 

156  BENNETT,  CHARLES  GLEN,  SHF  OF  ALBANY  CO 
48  *  BUTLER,  BEN  K. ,  PTLM,  NY  HPTL 

179   FANNING,  JOHN  RICHARD,  USHF,  ALBANY  CO  SD 

129  *  HERDERICH,  LORENZ  DAVID,  LT,  PD 
90  *  KERSTING,  TEDDY  J,  COP 

108   LEAZENBY,  JOHN  N. ,  CPT,  ALBANY  CO  SO 

124  tt   NAGEL,  HAROLD  DANE,  LT,  PD 
103  tt   PARKER,  GEORGE  J,  COP 

110  PULS,  GARY  L.,  SHF  OF  ALBANY  CO 
164   SEXTON,  KENNETH  MICHAEL,  CMDR,  PD 
195   STALDER,  DALE  ALAN,  CMDR,  PD 

4  *  TERRY,  EUGENE  L.,  DEPUTY  SHERIFF,  ALBANY  CO.  SO 

134   HARE,  WILLIAM  JAMES,  COP 

116  iff  NIEGAND,  EUGENE  R,  JR,  LT,  PD 
PINEDALE 

170  It   CAIN,  JACK  NELSON,  SHF  OF  SUBLETTE  CO 
PONELL 
86 

166 

189 

115  tt 
RANLINS 

107  tt   DEHERRERA,  JUAN,  COP 

6  It   MILLER,  H.  C,  HARDEN,  NY  STATE  PENITENTIARY 

193   REED,  JAMES  MICHAEL,  CPT,  PD 

162   ROSE,  JAMES  ANTONY,  COP 
RIVERTON 

98   DAVID,  LARRY  L.,  SGT,  PD 
ROCK  SPRINGS 

149   ELLIS,  SPENCER  MADISON,  LT,  PD 

184   HELM,  JOHN  HAYNE,  SGT,  PD 

168   KOURBELAS,  NEIL  STEVEN,  SGT,  PD 

132   KUDAR,  RONALD  FREDERICK,  LT,  SHEETHATER  CO  SO, 

126   OVERY,  ROBERT  CLARENCE,  LT,  PD 


COOROUGH,  ROBERT  D. ,  USHF,  PARK  CO  SO 

COX,  JOHN  FREDERICK,  COP 

FEATHERS,  TIMOTHY  LEE,  COP 

KOPRIVA,  JAMES  J,  DEP  SHF,  PARK  CO  SO 


% 


K 

£ 
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WYOMING  -  PUERTO  RICO 

146   SMALL,  HOMER  ROSCOE,  LT,  WY  HPTL 
SHERIDAN 
110   ARBOGAST,  DOUGLAS  R.,  LT,  PD 
83    FRITH,  HILLIAM  B,  LT,  PD, 
92    JOHNSON,  HILLIAM  H.,  SHF  OF  SHERIDAN  CO 
99  I  KROUT,  ROGER  F,  COP 

52  »  HILSON,  RANDALL  L.,  UNDERSHERIFF,  SHERIDAN  COUNTY 
TORRINGTON 

125   JANES,  BILLY  JOE,  COP 
NORLAND 

104  *  GENTZLER,  KEITH  A.,  SGT,  PD 

30  »  NICOLA,  JOHN  S.,  SHERIFF  OF  HASHAKIE  COUNTY 
YELLOHSTONE  NAT'L  PARK 

94  tt   MIHAN,  ROBERT  J.,  SUPR  PARK  RGR,  NPS 
165   OZMENT,  ROBERT  PAT,  SUPV  CRIM  INVSTGR,  NPS 

PUERTO  RICO 
ARECIBO 
190   CRUZ  GONZALEZ,  ISMAEL  A,  LT,  POLICE  OF  PR 

167  VELAZQUEZ,  MIGUEL  A,  LT,  PR  PD 

186   VELEZ  MONTANO,  JOSE  ALBERTO,  LT,  POL  OF  PR 
BAYAHON 

168  MARRERO,  JOSE  ANTONIO,  SGT,  POL  OF  PR 
CABO  ROJO 

181   GARCIA  ALICEA,  VICTOR  M,  LT,  POL  OF  PR 

106   MALDONADO,  JULIO,  LT,  PD 
CABO  RUSO 

177   ROSADO,  ANGEL  EFREN  MERCADO,  LT,  POL  OF  PR 
CAGUAS 

181    ALAMO  NIEVES,  VICTOR  MANUEL,  SGT,  POL  OF  PR 

105  tt   RUIZ  DE  JESUS,  PEDRO  J,  CPT,  POL  OF  PR 
CAQUAS 

161   DIAZ-PAGAN,  GILBERTO,  AIII,  CRIM  INVSTGN  CORP 
CEIBA 

174   VELAZQUEZ,  HECTOR  SANABRIA,  LT,  POL  OF  PR 
GUAYNABO 

116  CRUZ-IRIZARRY,  ROBERTO,  COMR,  PD 
GURABO 

193   ALDEA,  RICARDO,  LT,  POL  OF  PR 

170  GONZALEZ,  GUALBERTO,  INVSTGR,  POLICE  OF  PR 
HATO  REY 

190   ALVARADO,  ANGEL  CARTAGENA,  JR,  SGT,  POLICE  OF  PR 
108   DONATO  MORALES,  BRAULIO,  AGENT  II,  POL  OF  PR 
113  tt   GARCIA  ORTIZ,  CARLOS,  CPT,  POL  OF  PR 
127   PASTRANA-RIVERA,  JOSE  MANUEL,  CPT,  POL  OF  PR 
163   ROSAS-LOPEZ,  JORGE  CANCIO,  LT  II,  POL  OF  PR 

110  ft   ROSADO  TORRES,  FRANCISCO,  AGENT  V,  POLICE  OF  PUERTO  RIC 
HARICAO 

158  *  HERNANDEZ  MIRO,  DOMINGO,  SGT,  POL  OF  PR 

172   LABOY  CASTILLO,  EMIDIO,  SGT,  PD 
MAYAGUEZ 

87  #  CAMACHO  ROSAS,  LUIS  D,  CPT,  POL  OF  PR 

137   COLLADO-NEGRON,  MANUEL,  SGT,  POL  OF  PR 

117  GONZALEZ,  JUAN  B.,  SGT,  POL  OF  PR 

171  PAGAN,  JUAN  G,  LT,  POL  OF  PR 

136   RIVERA-RIVERA,  JULIO,  AGENT  II,  POL  OF  PUERTO  RICO 

117  RIVERA,  LUIS  ARTURO,  LT,  POL  OF  PR 
PONCE 

160  APONTE,  PEDRO  ANTONIO,  SGT,  GUARIDA  MUNICIPAL  POL 

130  BURGOS,  JOSEPH  ANTHONY,  AGENT  INVSTGR  II,  POL  OF  PR 

166  CINTRON,  DAVID,  SA,  SPC  INVSTGNS  BU 

172  CRUZ  CANDELARIO,  OCTAVIO,  SGT,  POL  OF  PR 
175  LOPEZ  PABON,  JORGE  L,  LT,  POL  OF  PUERTO  RICO 
177  MERCADO,  HIRAM  ZAYAS,  2LT,  POL  OF  PR 

162   MONTALVO,  ANGEL  DELOS,  OFFL  EXAM,  MUN.  POLICE 

177  NEGRON,  PEDRO,  SGT,  POLICIA  OF  PR 

125   RODRIGUEZ  RIVERA,  CARLOS  OCT,  INVSTGR  II,  POL  OF  PR 

118  *  RUTTELL-MEDINA,  JORGE  JUAN,  LT,  POL  OF  PR 
SAN  JUAN 

122  tt   ACOSTARAMIREZ,  CARLOS  RENE,  CPT,  PD 
192   ADORNO,  ADAN  RIVERA,  LT,  PD 
94  tt   ALEJANDRO-CRUZ,  CELESTINO,  AGNT  III,  POL  OF  PR 

132  tt   ALVARADO  RIVERA,  HECTOR  F,  SGT,  POL  OF  PR 
158   APONTE  MARRERO,  ALVIN  G,  SA,  SPC  INVSTGNS  BU 

133  tt   AQUINO-COTTO,  IRIS  ESTHER,  SGT,  MUNICIPAL  POL  OF  PR 
144   AROCHO-PEREZ,  HECTOR  A,  LT,  POL  OF  PR 

178  BAEZ,  ERNESTO,  SGT,  POL  OF  PR 

183   BERRIOS  PABON,  LEANDRO  A,  CPT,  POL  OF  PR 

89  tt   BURGOS,  JOSE  0,  CPT,  POL  OF  PR 
154   CALDERO-LOPEZ,  JOSE  LUIS,  ILT,  POL  OF  PR 
187   CARABALLO  VILLALONGO,  MIGUEL  A,  SGT,  POL  OF  PR 
156   CARLO-REYES,  JOSE  A,  CPT,  SAN  JUAN  MUNICIPAL  POL 

81  tt   CARTAGENA  ORTIZ,  DESIDERIO,  COL,  SUPT,  POL  OF  PR 

118  CASTRO-MARRERO,  ARNALDO,  SGT,  POL  OF  PR 

187  CINTRON-SANTANA,  JUAN  RAMON,  ILT,  POL  OF  PR 
76  tt   COLLAZO  TORRES,  JORGE  L,  FIRE  CHF,  POL  OF  PR 

160   COLON,  CARMELO,  CPL,  PD 

160   COLON,  EDGAR  A,  INVSTGTVE  AGENT,  PR  DEPT  OF  JU 

179  CORREA,  FERNANDO  LUIS,  SGT,  POL  OF  PR 

188  CORTES  SALAS,  REINALDO,  LT,  POL  OF  PR 
114  *  CORTES-DAVILA,  EMANUEL,  SGT,  POL  OF  PR 
139   CRESPO-REYES,  SALVADOR,  SGT,  MUNICIPAL  PD 

119  tt   CRUZ-GONZALEZ,  REYES  DAVID,  ILT,  POL  OF  PR 
93  tt   DAVIDSON,  HILLIAM,  2LT,  POL  OF  PR 

180  DELEON,  HUMBERTO  GARCED,  ILT,  POL  OF  PR 
182   DIAZ  TORRES,  VICTOR,  SGT,  POL  OF  PR 
102  tt   DIAZ-RIVERA,  RUBEN,  MAJ,  POL  OF  PR 

176    FERNANDEZ  BERMUDEZ,  VILMA  H,  SGT,  POL  OF  PR 

175   FIGUEROA  FIGUEROA,  ORLANDO,  SGT,  POL  OF  PUERTO  RICO 


142  #  FIGUEROA,  FRANCISCO,  CMDR,   POL  OF  PR 

141   FRANCO-MOLINA,  ANTONIO,  SA,  DEPT  OF  JUSTICE 

111   FUENTES-SOSA,  ALFREDO,  CPT,  POL  OF  PR 

167   GARCIA  HERNANDEZ,  TEOFILO,  CPT,  POL  OF  PR 

108   GARCIA-AVILES,  JESUS  M. ,  AGENT  III,  POL  OF  PR 

100  tt   GARCIA-GRAULAU,  MANUEL  A,  AGENT  II,  POLICE  OF  PR 
185   GARCIA,  JESUS  MANUEL,  LT,  POL  OF  PR 

188   GOMEZ  RODRIQUEZ,  CARLOS  HILSON,  LT,  POL  OF  PR 

79   GONZALEZ  FERNANDEZ,  RAUL,  COL,  POL  OF  PR 
140  tt   GONZALEZ  RAMOS,  RAMON  JAIME,  LT,  POL  OF  PR 

98   GONZALEZ,  FRANCISCO  T,  CPT,  POL  OF  PR 

64  tt   HERNANDEZ  RODRIGUEZ,  JOSE  E.,  CPT,  POL  OF  PR 
169   HERNANDEZ,  ERIC  MARRERO,  SA,  SPEC  INVSTGN  BU 
184   HERNANDEZ,  JORGE  L,  CPT,  POL  OF  PR 
120   HERNANDEZRODRIQUEZ,  ANIBAL,  SGT,  POL  OF  PR 

61  tt   IRIZARRY  VELEZ,  RAFAEL,  MAJ,  POL  OF  PR 

49  tt   JIMENEZ-ROSA,  OCTAVIO,  CPT,  POL  OF  PR 

133  JIMENEZ,  RAUL  ENRIQUE,  SA,  SPC  INVSTGN  BU 

101  *  JUSINOROSARIO,  ONOFRE,  SGT,  POL  OF  PR 
183   LANZO  NUNEZ,  JOSE  0,  SGT,  POL  OF  PR 

139   LARRACUENTE  PACHECO,  LAUREAN,  2LT,  POL  OF  PR 

79  #  LOPEZ  TORRES,  SAMUEL,  COL,  POL  OF  PR 
166   LOPEZ-VIERA,  LEONARDO,  SA,  SPC  INVSTGNS  BU 

37  #  LUGO-MENDEZ,  ERNESTO,  LTC,  POL  OF  PR 

68  tt   MALDONADO  TRINIDAD,  LUIS,  SUPT  OF  POL,  POLICE  OF  PR 
195   MANGUAL,  HECTOR  MANUEL,  SGT,  POL  OF  PR 

76  tt   MARRERO  COLON,  FERNANDO,  COL,  POL  OF  PR 
157   MARTINEZ,  PAGAN  JUAN,  LT,  SJ  MUNICIPAL  POLICE 

45  tt   MATOS  COLON,  MIGUEL,  CAPTAIN,  POLICE  OF  PR 
120   MATOSGARCIA,  JOSE  RAMON,  LT,  POL  OF  PR 

64  tt   MAURAS  POVENTUD,  MANUEL,  LTC,  POLICE  OF  PR 

74   MELENDEZ  SANTIAGO,  JOSE,  LTC,  POLICE  OF  PUERTO  RICO 
153   MERCADO-CUEVAS,  ADALBERTO,  MAJ,  POL  OF  PR 

87  #  MERCADO,  ISMAEL,  CPT,  POL  OF  PR 
159   MONTANEZ-SERRANO,  HECTOR  L,  LT,  POL  OF  PR 

85   MORALES  ORTIZ,  JOSE  R,  MAJ,  POL  OF  PUERTO  RICO 
101   MORALES-ORTIZ,  HIGBERTO,  CAPTAIN,  POLICE  OF  PUERTO  RICO 
176   MORALES,  NICOMEDES,  SGT,  POL  OF  PR 

98   MURPHY,  LUIS  M. ,  LEGAL  ADV,  POLICE  OF  PR 

43  #  NAZARIO,  JOSE  A.,  2LT,  POLICE  OF  PR 

114  NEGRON,  ANGEL  J,  COL,  POL  OF  PR 

134  OCASIO-CLASS,  EMILIO,  CPT,  POL  OF  PUERTO  RICO 
161   ORTIZ-MALDONADO,  ORLANDO,  LT,  POL  OF  PR 

95  #  OSORIO-ROSARIO,  MARCIAL,  2LT,  POLICE  OF  PR 
170   PAGAN  REYES,  LUIS  ALBERTO,  SA,  SPEC  INVSTGN  BU 

115  #  PEREZ-COLLAZO,  QUIRPA,  COL,  POL  OF  PR 
153   QUINONES-ROSADO,  ERASMO,  CPT,  POL  OF  PR 

60  tt   QUINONES,  GUARDIOLA,  EMILIO,  MAJOR,  POLICE  OF  PUERTO  RI 

141  RIVERA  DIAZ,  JOSE  L,  CPT,  POL  OF  PR  

53  #  RIVERA  HERNANDEZ,  JOSE  A.,  LTC,  POLICE  OF  PUERTO  RICO 
36  #  RIVERA  RODRIGUEZ,  LUIS,  DIR,  OFFICE  OF  THE  CONTROLLER 
83   RIVERA  SANTIAGO,  JUAN  E.,  LTC,  POLICE  OF  PUERTO  RICO 

129   RIVERA-NAZARIO,  DAVID,  AGENT  I,  POL  OF  PR 

129   RIVERA,  PABLO  FELIPE,  LT,  POL  OF  PR 
72  *  RIVERIA,  MIGUEL  A,  ASST.  DIR.  POLICE  OF  PUERTO  RI 
59  #  ROBLES  CRUZ,  MARIO,  SERGEANT,  POLICE  OF  PUERTO  RIC 

157   RODRIGUEZ  ACOSTA,  DAVID,  ILT,  POL  OF  PR 

148  RODRIGUEZ-COLON,  MANUEL  E,  LT,  POL  OF  PR 

135  RODRIGUEZ-MALDONADO,  JORGE  M,  LT,  MUNICIPAL  POL 
151   RODRIGUEZ-RIVERA,  ABIMAEL,  SA,  POL  OF  PR 

106   RODRIGUEZ-SAMBOLIN,  VICTOR  M,  SECOND  LIEUTENANT,  PD 

142  RODRIGUEZ,  DULCIDIO  ANTONIO,  SA,  SPECIAL  INVSTGN  BU 

163  RODRIGUEZ,  MELVIN,  SGT,  POL  OF  PR 

95  tt   RODRUGUEZ-CRUZADO,  HECTOR  L,  AGENT  II,  POLICE  OF  PUERTO 

164  ROSARIO  DELACRUZ,  RAMON  L,  CRIM  INVSTGR,  PD 

143  ROSARIO-REYES,  VICTOR  L,  LT,  POL  OF  PR 
174   RUIZ,  ALBERTO,  CPT,  POL  OF  PR 

149  SANTIAGO  ECHEVARRIA,  EDDIE,  LT,  POL  OF  PR 
195   SANTIAGO,  MIGUEL  ANGEL,  LT,  POL  OF  PR 

168   SANTOS  VELEZ,  ANIBAL,  DIR,  TECHNICAL  SERV,  C.I.C 

122   SEGARRARODRIGUEZ,  LUIS  ANTON,  FIRST  LT,  POL  OF  PUERTO  R 

136  SILVA-VAZQUEZ,  DAVID,  SGT,  SAN  JUAN  MUNICIPAL  POL 
102  *  TAPIA-SUAREZ,  ARMANDO,  AGENT  IV,  POLICE  OF  PUERTO  RIC 
128   TORRES  NEGRON,  LUIS  ANTONIO,  CPT,  POL  OF  PR 

83   TORRES  RODRIGUEZ,  NESTOR,  LTC,  POL  OF  PR 
72   TORRES  SANTIAGO,  LUIS  R.,  2LT,  POLICE  OF  PUERTO  RICO 
65   TORRES-COLON,  LUIS  E.,  CAPTAIN,  POLICE  OF  PUERTO  RICO 
94  *  TORRES-LOPEZ,  ANGEL  L,  AGENT  III,  POLICE  OF  PUERTO  RI 
171   TORRES,  ANTONIO,  LT,  POL  OF  PR 

150  *  URBINA  FLORES,  DIEGO  A,  INSPR,  SPC  BU  INVSTGN 
182   VALLE,  RAFAEL  A,  SA,  SPEC  INVSTGN  BU 

89   VARELA  NEGRON,  ERNESTO,  FIRST  LIEUTENANT,  POLICE  OF  PU 
126  *  VARGAS-LEBRON,  LUIS  ANTONIO,  II  LT,  PR  PD 

78   VAZQUEZ  RODRIGUEZ,  ANTONIO,  LIEUTENANT,  POLICE  OF  PUERT 

55  tt   VAZQUEZ  SANCHEZ,  JOSE  A.,  FIRST  LIEUTENANT,  POLICE  OF  P 
148  *  VAZQUEZ-LOZANO,  SAMUEL,  CMDR,  POL  OF  PR 

39  #  VELEZ-FELICIANO,  LUIS,  SPEC  ASST,  POLICE  OF  PR 
146   VELEZ,  BORGES,  SA,  SPC  INVSTGNS  BU 
119   ZAPATA-RIVERA,  JOSE  RAMON,  ILT,  POL  OF  PR 
SANTA  ISABEL 
189   MORALES  ORTIZ,  JOSE  I,  LT,  POL  OF  PR 

c  *  UTIIRPF 

47  tt   OLIVIERI  MUNOZ,  JULIO,  AGENT  III,  COMMONHEALTH  TREASU 
SATO  REY 

163   SIBERIO  RAMOS,  SERGIO,  LT,  POL  OF  PR 
UTUADO 

189   RAMIREZ,  JAIME  E,  LT,  POL  OF  PR 
VEGA  ALTA 

191   FIGUEROA,  JEDAN  0,  COP 
VILLABA 
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tflKS 


180   ROSADO,  EDHIN  R  MORALES,  LT,  POL  OF  PR 

GRADUATES  FROM  UNITED  STATES  TERRITORIAL 
POSSESSIONS  AND  FORIEGN  COUNTRIES 

ALGERIA 
ALGIERS 
168   LARINOUNA,  YAZID,  SUPT,  DIRECTION  GENERALE  DE  LA 

AMERICAN  SAMOA 
PAGO  PAGO 

71   GUSTIN,  ANTON  C. ,  POL  SPECLST,  GOV  OF  SAMOA 
97   HUNKIN,  MALUA  M,  PUB  SFTY  CMDR,  DPS 
114   JESSOP,  FONOTI  D,  PUB  SFTY  CMDR,  TERRITORIAL  POL 

161  SEIGAFO,  IOELU,  SA,  DPS 

ANTIGUA 
ST  JOHNS 

193  BROWNE,  EUSTACE  CALBERT,  ASST  SUPT,  ROYAL  POLICE 

187  GOMES,  EPHRAIM  LEOPOLD,  ASST  SUPT,  ROYAL  ANTIGUA  &  BAR 
157   ISAAC,  PHILLIP  NEHEMIAH,  SR,  SR  SGT,  ROYAL  ANTG  &  BARBU 

ARGENTINA 
BUENOS  AIRES 

194  BARRIOS,  SERGIO  FABIAN,  INSPR,  ARGETINE  FED  POL 

71  *  BIANCARDI,  RAUL  JORGE,  OFFICIAL  PRINCIPAL,  ARGE  FED  P 
170   BIANCHI,  ROBERTO  MARIO,  PRINCIPAL,  ARGENTINE  FEDERAL  P 
75  #  BLANCO,  MARIO  JUAN,  COMISARIO,  ARGE  FED  POL 

177  CZUBAJ,  CLAUDIO  HALTER  DANIEL,  SUB  INSPR,  ARGENTINE  FED 
142   D  AMICO,  ROBERTO  HUGO,  INSPR,  ARGE  FED  POL 

142  GUZMAN,  CARLOS  ALBERTO,  SUBCOMR  ARGE  FED  POL 

191  LEDESMA,  DANIEL  CARLOS,  OFCR,  ARGENTINE  FEDERAL  POL 

188  LOTOCKI,  GUSTAVO  GABRIEL,  INSPR,  ARGENTINE  FEDERAL  POL 
154  MARINO,  CARLOS  ALBERTO,  INSPR,  ARGENTINE  FED  POL 

103  PARRA,  EDUARDO  J.,  INSPECTOR,  FEDERAL  POLICE  OF  A 

187  POTOCAR,  JOSE  PEDRO,  PRINCIPAL,  ARGENTINE  FED  POL 
77  REY,  EMILIO  R.,  COMISARIO  MAYOR,  ARGE  FED  POL 

162  RODRIGUEZ,  RUBEN,  INSPR,  ARGENTINE  FEDERAL  POL 

159   SAGOL,  RICARDO  ALBERTO,  OFICIAL  PRINCIPAL,  POLICIA  FED 

190  SCHULMEISTER,  BEATRIZ  REGINA,  SUBINSPR,  ARGENTINE  FED  P 
144   TRIPOLI,  MARTIN  HORACIO,  INSPR,  ARGENTINE  FED  POL 

NEUQUEN 

178  PEREZ  CALVO,  JAVIER  GONZALO,  OFICIAL  PRINCIPAL,  NEUQUEN 
SANTA  FE 

185   MORAN,  ANICETO  RAUL,  COMM,  POL  DE  LA  PROVINCIA 

ARUBA 
ORANJESTAD 
177   JEANDOR,  KAREL  CORNELIS,  SUB  INSPR,  ARUBA  POL  FORCE 
166   MARTUS,  RICHARD  MINGUELITO,  SUB-INSPR,  ARUBAN  POL  FORCE 
149   PETERSON,  ROLAND  HILBERT,  COMM  OF  POL  PUB  SFTY 
153   RASMIJN,  LUCAS  EVARISTO,  CHF  INSPR,  COMM  OF  POL  ARUBAN 

AUSTRALIA 
ADELAIDE 

192  DAVIDSON,  IAIN  RANDALL,  INSPR,  SOUTH  AUSTRALIAN  POL 
181   RANKINE,  ANTHONY  ROBERT,  INSPR,  SOUTH  AUSTRALIA  POL 

AUSTRALIAN  CAPITAL 

CANBERRA 
127   BROHN,  PAUL  JOSEPH,  SUPT,  AUSL  FED  POL 
98   BUNT,  ALEX  R,  CMDR,  AUSL  FED  POL 
96  #  HASHELL,  DAVID  H,  DET  INSPTR,  AUSL  FED  POL 
109   LAMB,  PETER  J,  DET  SUPT,  AUSL  FED  POL 
149   MILNER,  JOHN,  DET  SGT,  AUSTRALIAN  FED  POL 

N  TERRITORY 

DARHIN 
158   GREEN,  TREVOR  LESLIE,  INSPR,  NRTHRN  TERTRY  POL 
166   HARDMAN,  COLIN  JAMES,  SUPT,  NORTHERN  TERRITORY  POL 

HINNELLIE 

173  DAULBY,  JOHN  ROBERT,  DET  SUPT,  NORTHERN  TERRITORY  P 

188  HOFER,  BERTRAM,  SR  SGT,  NORTHERN  TERRITORY  POL 
NEH  SOUTH  HALES 

DARLINGHURST 

174  SMITH,  GRAHAME  PHILLIP,  SUPT,  NEH  SOUTH  HALES  POL  SERV 
KINGS  CROSS 

191  WALSH,  TERENCE  MARK,  DET  INSPR,  NEH  SOUTH  WALES  POL 
PENR I TH 

188   FESZCZUK,  ZENIO,  DET  INSPR,  NEH  SOUTH  HALES  POL 


SYDNEY 
194 
186 
110 
163 
84  * 
169 
172 
183 
173 
141 
91  # 
121  # 
176 
106 


BULLOCK,  STEPHEN,  AGENT,  AUSTRALIAN  FEDERAL  POL 
BUSH,  MARK  HILLIAM,  CHF  INSPR,  AUSTRALIAN  CUSTOMS 
CHAD,  NELSON  R,  DET  SGT,  NEH  SOUTH  WALES  PD 
EBRILL,  MAX  LESLIE,  CHF  INSPR,  NEH  SOUTH  WALES  PD 
ELLIS,  KENNETH  G,  INSPR  1CL,  CMMNWLTH  POL  FRCE 
GRAHAM,  ANGUS,  INSPR,  NEW  SOUTH  WALES  POL  SER 
KEELTY,  MICHAEL  JOSEPH,  DET  SUPT,  AUSTRALIAN  FEDERAL  P 
LEEK,  ALAN,  SUPT,  NEW  SOUTH  WALES  POL 
LYSAUGHT,  ROBERT  JAMES,  DET  SUPT,  NEW  SOUTH  WALES  POL 
SHELLEY,  GEOFF,  EXEC  DIR,  INVST,  AUST  SEC  COMM 
SHEPHERD,  ROBERT  C,  ASST  COMM,  NEW  SOUTH  WALES  PD 
STANFORD,  NEVILLE  ARTHUR,  CHF  SUPT,  NEW  SOUTH  WALES  PD 
WAITES,  ROBERT  JAMES,  INSPR,  NEW  SOUTH  WALES  POL  SER 
WHEATLEY,  JOHN  FREDERICK,  DET  CHF  INSPTR,  AUSL  FED  POL 
QUEENSLAND 
BRISBANE 
130   ADAMS,  JOHN  WILLIAM,  DET  CHF  INSPR,  AUSL  FED  POL 
157   ATKINSON,  ROBERT,  DET  SGT  2CL,  QUEENSLAND  PD 
185   BARRON,  PETER  JOHN,  DET  INSPR,  QUEENSLAND  POL  SERV 
184   CRAIG,  MARK,  SGT,  QUEENSLAND  POLICE  SERV 
164   FENLON,  TIMOTHY  ROBERT,  DET  SGT,  QUEENSLAND  POL  SERV 


HATTWELL,  NOEL  GEORGE,  SR  SGT,  QUEENSLAND  POL  SERV 
KING,  WAYNE  JOHN,  DET  CHF  SUPT,  QUEENSLAND  PD 
MANFIELD,  DAVID  MICHAEL,  DET  SR  SGT,  QUEENSLAND  POL  SER 
OBRIEN,  BARRIE  CORNELIUS,  SGT,  QUEENSLAND  PD 
OSULLIVAN,  BARRY  JAMES,  DET  SR  CONSTABLE,  PD 
PLATZ,  RAYMOND  FREDERICK,  DET  INSPR,  QUEENSLAND  POL  SER 
ROSIER,  LISA  TERESE,  SGT,  QUEENSLAND  POL  SERVICE 
SCANLAN,  PETER  CHARLES,  DET  SGT,  QUEENSLAND  PD 
SPARKE,  MICHAEL  ERNEST,  DET  SGT,  QUEENSLAND  PD 
THORNE,  COLIN  STANLEY,  SR  CONSTABLE,  QUEENSLAND  PD 

OWEN,  WARWICK  GEORGE,  SUPT,  NORTHERN  TERRITORY  POL 


192 

134 

171 

118 

149 

177 

183 

136 

140 

144 
DARWIN 

180 
S  AUSTRALIA 
ADELAIDE 

160   MCCARRON,  CORMAC,  SGT,  SOTH  AUSTRALIA  PD 

174   OBRIEN,  ROBERT  JOHN,  CHF  INSPR,  SOUTH  AUSTRALIA  PD 

167   STANDEN,  MICHAEL  ROBERT,  DET  SR  SGT,  SOUTH  AUSTRALIAN  P 

189   GLYNN,  MADELEINE  ELIZABETH,  INSPR,  SOUTH  AUSTRALIA  POL 
TASMANIA 
HOBART 

155   BENNETT,  BARRY  JOHN,  DET  SR  SGT,  TASMANIA  PD 
CHAMBERS,  DAVID  ARTHUR,  SR  SGT,  TASMANIA  POL 
MAXWELL,  JOHN  EDHIN,  INSPR,  TASMANIA  POL  FORCE 
PRINS,  LUPPO  REINT,  ASST  COMM,  TASMANIA  POL 
VINEY,  KEITH  H,  DEP  COMMISSIONER,  TASMANIA  PD 
WHITWAM,  KERRIE  ANNE,  SGT,  TASMANIA  POL 


178 
187 
133 
97 
193 
VICTORIA 


GEELONG 

170   CRULCI,  FRANK,  DET  INSPR,  GEELONG  POL  HDQTRS 
MELBOURNE 

154   CASTLES,  SHANE  FRANCIS,  DET  SR  SGT,  AUST  FED  POL 

152  DAVIS,  GEORGE  DOUGLAS,  CHF  SUPT,  VICTORIA  POL  FRCE 
112  #  DELIANIS,  PAUL,  ASST  COMR  (CRIME),  VICTORIA  PD 
159   DICKINSON,  ASHLEY  MICHAEL,  SUPT,  VICTORIA  PD 

184   DITCHBURN,  PAUL,  ACTING  CHF  INSPR,  VICTORIA  POL 
142  #   GREEN,  WILLIAM  FRANCIS,  ASST  COMM  (OPRATNS),  VICTORIA 
126   HALDANE,  ROBERT  KEITH,  DR/SUPT,  VICTORIA  POL  FORCE 
79  *  MILLER,  S  I ,  CHF  COMMISSIONER,  VICTORIA  POL 
151   OLOUGHLIN,  NEIL  GRAEME,  ASST  COMM,  VICTORIA  POL  FORCE 
119  *  OLOUGHLIN,  ROBERT  IAN,  SUPT,  VICTORIA  POL  FORCE 

153  #  PHELAN,  JOYCE  ANN,  SR  SGT,  AUSTRALIAN  FED  POL 
123  #  PHELAN,  MICHAEL  HUGH,  DET  CHF  INSPR,  AUSL  FED  POL 
187   PURTON,  TERRY  FRANCIS,  CHF  INSPR,  VICTORIA  POL  FORCE 
161   REDMAN,  ANDREW  GORDON,  CUSTOMS  OFCR,  AUST  CUSTOMS  SER 
186   SCOBELL,  NOEL  DONALD,  DET  SGT,  AUSTRALIAN  FEDERAL  PO 
190   SHERIDAN,  PAUL,  DET  INSPR,  VICTORIA  POL  FORCE 

M  AUSTRALIA 
PERTH 

179 

156 

151 

111 

175 

193 

162 

182 

169 

179 


BUCKINGHAM,  TERRY  ALBERT,  FED  AGT,  AUSL  FEDERAL  POL 
BURLEY,  RAYMOND  ALAN,  DET  SR  CNSTBLE,  HESTERN  AUSL  P 
CAIRNIE,  DAVID  JOHN,  DET  SUPT,  WESTERN  AUST  POL 
EVANS,  MALCOLM  J,  SUPT,  WESTERN  AUSL  PD 
GREGSON,  KENNETH  JOHN,  DET  SR  SGT,  W.  AUSTRALIA  PD 
GREGSON,  WAYNE,  INSPR,  W  AUSTRALIAN  POL  SERV 
HIGGINS,  GARY  PATRICK,  DET  SR  SGT,  WESTERN  AUSL  PD 
JOHNSON,  IAN,  DET  SGT,  WESTERN  AUSL  POL  SERV 
MILLER,  MICHAEL  LINDSAY,  DET  SR  SGT,  WESTERN  AUSL  POL 
RUZICKIS,  CATHRYN,  1CL  CONSTABLE,  W  AUSL  POL  FORC 


AUSTRIA 
BREGENZ 

169   TSCHOFEN,  HARDY,  CPT,  GENDARMERIE  FOR  VORARLBER 
GRAZ 

188  FETZ,  RICHARD,  1LT,  AUSTRIAN  NATL  POL 
INNSBRUCK 

181   DITZ,  GERHARD  ERWIN,  DR  COL,  AUSTRIAN  NATL  POL 
150   EBENBICHLER,  HANS,  MAJ,  AUSTRIAN  NATL  POL 

189  MAYERL,  ERWIN,  LTC,  AUSTRIAN  CRIMINAL  POL 
KRUMPENDORF 

162   SCHUNN,  JOHANN,  CPT,  SPOL  OF  KAERNTEN 


i 


I 


'  - 


LINZ 
179 
159 
187 
195 


BUCHEGGER,  WERNER  MAXIMILIAN,  MAJ,  AUSTRIAN  NATL  POL 
SIEGEL,  HEIMO,  OBERRAT,  AUSTRIAN  FED  POL 
TREIBENREIF,  BERNHARD,  CPT,  AUSTRIAN  CRIM  GENDARMERIE 
WACHSENEGGER,  ANTON,  BRIGADIER,  AUSTRIAN  FEDERAL  PO 
SALZBURG 

193  FEICHTINGER,  RUDOLF,  OBERRAT,  AUSTRIAN  NATL  POL 
TIROL 

186   SPOERR,  LUDWIG,  OBERKOMMISSAR,  AUST  NATL  POL 
VIENNA 
192   ASCHENBRENNER,  PETER,  MAJ,  AUSTRIAN  POL 

194  EBNER,  HANS,  CPT,  AUSTRIAN  FEDERAL  POL 
178   ESSL,  FRANZ,  LTC,  AUSTRIAN  NATL  POL 

182   GSCHWENDT,  JOHANNES,  LT,  AUSTRIAN  NATL  POL 
180   HAIMEDER,  GERHARD,  LT,  AUSTRIAN  NATL  POL 

172  HORNGACHER,  ROLAND,  OBERKOMMISSAR,  BUNDESPOLIZEIDI 
142   KEUTH,  WERNER,  DEP  DIR,  MINISTRY  OF  INTERIOR 

185   LANG,  FRANZ,  CPT,  AUSTRIAN  NATL  POL 

173  MAIS,  GUENTER,  MAJ,  BUNDESPOLIZEIDIREKTION  HI 
190   PREINING,  KLAUS,  CPT,  AUSTRIAN  NATL  POL 

168   RUSO,  KARL  HEINZ,  KOMMISSAER,  BUNDESMINISTERIUM 

174  VOGL,  MATHIAS  OSKAR,  LT,  AUSTRIAN  NATL  POLICE 
166   WALDINGER,  PETER,  CPT,  LANDESGENDARMERIEKOMMANDO 
177   WEISS,  JOSEF,  MAJ,  AUSTRIAN  FEDERAL  POL 

164  ZINSBERGER,  JOSEF,  LT,  VIENNA  PD 

176   ZWETTLER,  ERICH,  KOMMISSAER,  AUSTRIAN  NATL  POL 

BAHAMAS 
FREEPORT 

165  CARTWRIGHT,  EUGENE  GARNET,  ASST  SUPT,  ROYAL  BHMA  POL  SE 
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NASSAU 

88 

95 
176 
123 
183 

98  n 
135 
161 
182 
133 
111 
102 
115 

89 

90 
110 

95 

98 


DACCA 

71 

74 

75 
DHAKA 

138 
SYLHET 

72 


BUTLER,  AL0NZ0  M,  COMPTROLLER,  DEPT  OF  ROAD  TRAF 
CLARKE,  JOSEPH  C,  DEP  SUPT  OF  PRISONS 
DAMES,  MARVIN  HANLON,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 
DEAN,  BASIL  ELISHA,  CHF  SUPT,  ROYAL  BHMA  POL  FRCE 
FERGUSON,  JOHN  HESLEY,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 
HEPBURN,  KEMUEL  L,  CHF/SUPT,  ROYAL  BHMA  POL  FRCE 
ROLLE,  NATHANIEL  JULIAN,  ASST  COMM,  ROYAL  BAHAMAS  POL  F 
ROLLE,  ROOSEVELT  HINSTON,  ASST  SUPT,  ROYAL  BAHAMAS  POL 
SEYMOUR,  CALVIN  CHESTER,  INSPR,  ROYAL  BAHAMAS  POL  FORCE 
STUBBS,  EDMUND,  DEP  SUPT,  ROYAL  BAHAMAS  POL  FO 
BETHELL,  SIDNEY,  DEP  SUPT,  ROYAL  BHMA  POL  FRCE 
BRIGGS,  ORMOND  H. ,  SUPT,  ROYAL  BHMA  POL  FRCE 
FERNANDER,  CHARLES  R,  DEP  SUPT,  ROYAL  BHMA  POL  FRCE 
GITTENS,  MILAN  D,  SUPT,  ROYAL  BHMA  POL  FRCE 
MINUS,  NEVILLE,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 
MONCUR,  DHIGHT  A.,  SUPT,  ROYAL  BAHAMAS  POL  FORCE 
STRACHAN,  MILTON  G,  ASST  COM,  ROYAL  BAHAMAS  POL  FO 
YEARHOOD,  ARTHUR  B,  SUPT,  ROYAL  BAHAMAS  POL  FORCE 

BANGLADESH 

AHSAN,  SHAH  MOHAMMAD,  DEP  INSPR  GEN  OF  POL,  EAST  PAK 
ISLAM,  MAHMOOD  AMINUL,  SUPT  OF  POL,  EAST  PAK  POL 
MAHMUD,  MAMUN,  SUPT  OF  POL,  EAST  PAKISTAN  POL 


130 
189 


ROSE,  GEORGE  FRANKLYN,  SUPT,  BERMUDA  PD 

HHITE,  SINCLAIR  HAROLD,  CHF  INSPR,  BERMUDA  POL  SERV 


AL-FARID,  A  F,  SUPT,  BANG  POL  FORCE 

HUDA,  MUHAMMAD  NURUL,  SUPT  OF  POL,  EAST  PAK  POL 


BARBADOS 
BRIDGETOHN 
151   BRATHHAITE,  COURTNEY  HARCLYD,  ASST  SUPT,  ROYAL  BARB  POL 
BRIDGEMAN,  GRANTLEY  LAHRENCE,  INSPR,  ROYAL  BARB  POL  FRC 
CARRINGTON,  PETER  D,  STATION  SGT,  ROYAL  BARB  POL  FR 
COLLYMORE,  JOHN  CAMERON,  INSPR,  ROYAL  BARB  POL  FRCE 
CUMBERBATCH,  SEYMOUR  DACOSTA,  ASUPT,  ROYAL  BARB  POL  FRC 
DOTTIN,  DARHIN  COLERIDGE,  ASUPT,  ROYAL  BARBADOS  POL  FOR 
GREAVES,  MORGAN  MCDONALD,  INSPR,  ROYAL  BARB  POL  FRC 
GREENIDGE,  ARINDALE,  ASST  COMM,  ROYAL  BARB  POL  FRCE 
GRIFFITH,  TYRONE  ANDERSON,  ASUPT,  ROYAL  BARB  POL  FRCE 
HINDS,  CARSON  ARLANDER,  INSPR,  ROYAL  BARB  POL  FRCE 
LAYNE,  BENTLEY  RUDOLPH,  INSPR,  ROYAL  BARB  POL  FRCE 
MAXWELL,  GORDON  CHESTERFIELD,  SUPT,  ROYAL  BARB  POL  FRCE 
MERRITT,  RANDALL  SYLVAN,  SGT,  ROYAL  BARBADOS  POL  FORCE 
MOORE,  EMMERSON  ADOLPHUS,  DEP  COMMANDANT,  BARB  POL  FRCE 
PHILLIPS,  GRAFTON,  INSPR,  ROYAL  BARBADOS  POL  FORC 
ROBINSON,  JEDDER  FERNEAUX,  INSPR,  ROYAL  BARB  POL  FRCE 
THOMPSON,  LIONEL  MORRISON,  ASST  COMM,  ROYAL  BARB  POL  FR 
TROTMAN,  ALBERT,  SUPT,  ROYAL  BARB  POL  FRCE 
HATSON,  GRANTLEY  SYLVESTER,  COMM,  ROYAL  BARB  POL  FORCE 


145 
155 
140 
141 
176 
168 
124 
142 
151 
141 
139 
142 
139 
188 
155 
124 
140 
144 


BELGIUM 
AALST 

163   JACOBS,  ALEX  MARC,  OFCR  JUDICIAIRE,  JUDICIARY  POL 
ANTMFRP 

158  ENGELEN,  JOZEF  JACOB,  COMR,  ANTHERP  CITY  POL  FRCE 
ANTHERPEN 

191   CARTON,  CARLO,  COMM,  JUDICIAL  POL 
BRUGGE 

157   GOEGEBUER,  FRANK  EMIEL,  COMMISSARIS,  JUDICIAIRY  POL 
BRUSSELS 

161  BAUDESSON,  CHRISTIAN  MARC,  COMR,  PRINCIPAL  POL  JUDICIAI 
166   BENEUX,  PHILIPPE  MARIE,  OFCR  JUDICIAIRE,  POL  JUDICIAIR 
187   DE  PROFT,  ALAIN,  COMMISSAIRE  PRINCIPAL,  BELGIAN 

151   DUCHI,  JOOS  ANDRE,  LT,  BELGIAN  GENDARMERIE 
99   LEPAGE,  CHRISTIAN  P,  CHF  COMM  OF  POL,  CITY  OF  UCCLE 
163   PERDU,  HERMAN  ARTHUR,  MAJ,  BELGIUM  GENDARMERIE 
175   SOBERON,  TONY,  LT,  ROYAL  BELGIAN  GENDARMERIE 
151   VAN  LAERE,  MARC,  COMMISSIONER,  POL  JUDICIAIRE 
165   VANTHIELEN,  PAUL  FERDINAND,  MAJ,  BELGIAN  GENDARMERIE 
CASTEAU 

162  FINLEY,  JOHN  GREY,  JR,  CPT,  USA 
CHARL  e  roi 

159  BERLIERE,  YVES  ANGELO,  INSPR  JUDICIAIRE,  POL  JUDICIAI 


GENK 
97 
GHENT 

152 
LIEGE 

169 
SHAPE 

157 
UCCLE 

195 


CRAEN,  ANDRE  E,  CHF  COMR  OF  POL 
DEHOLF,  PETER  A,  DEP  COMR,  GHENT  CITY  POL  FRCE 
SERON,  MICHEL,  COMMISSIONER,  BELGIAN  POL  JUDI 
SORENSEN,  BRADLEY  HAROLD,  SPECIAL  AGENT,  USA 
VANHEES,  PHILIP,  DEP  COMM,  POLICE  D'UCCLE 


BELIZE 

BELMOPAN 
140   BROOKS,  ORNEL  HORTON,  ASST  SUPT,  BELIZE  POL  FORCE 
187   LINO,  BERNARD  GREGORY,  SUPT,  BELIZE  POL  FORCE 
136   ROHLAND,  ALVAN  ALBERT,  ASST  SUPT,  BELIZE  POL  FORCE 
155   HILLIAMS,  HUGHINGTON  GUSTAVU,  ASST  SUPT,  BELIZE  POL  FOR 

DANGRIGA 
145   ZETINA,  CARMEN,  ASST  SUPT,  BELIZE  POL  FORCE 


BERMUDA 

HAMILTON 
139   PERINCHIEF,  HAYNE  N,  SUPT,  BERMUDA  PD 
161   RICHMOND,  VICTOR  GRAHAM,  DET  SUPT,  ~ 

PROSPECT 


BERMUDA  PD 
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BOLIVIA 
LA  PAZ 
115  #  QUIROGA-CUENCA,  VICTOR,  COMISARIO,  DEPT  NATL  INVSTGN 
72  #  TAPIA  PACHECO,  RODOLFO,  MAJOR,  BOLIVIAN  NATIONAL  POLIC 


BRAZIL 

185   BARROS,  ADRIANA  RAMOS  DE  A,  AGENT,  BRAZILIAN  FEDERAL  PO 
CHAGAS,  HANDERLEY  LEAL,  DELEGADO,  CIV  POL  OF  BRASILIA 
ESPER,  JOAO  KLEIBER,  DET,  CIVIL  POL 

GOMES,  PAULO  TARSO  OLIVEIRA,  DELEGADO,  DEPARTAMENTO  POL 
LINHARES,  JOSE  DA,  ASST  DIR,  FEDERAL  POL  DEPT 
RIBEIRO,  VALDEMAR  GOMES,  GEN  DIR,  BRAZ  JUDICIARY  POL 


180 
171 
192 
160 
161 
PARANA 
151 


FAVETTI,  JOSE  MOACIR,  SUPT,  BRAZ  NATL  POL 

RIO  DE  JANEIRO 
177   PONTES,  JORGE  BARBOSA,  AGENT,  BRAZILIAN  FEDERAL  POL 
161   SOUZA,  ALVARO  LUIZ,  DIR,  CIVIL  POLICE  RIO  DE  JANEI 

SAO  PAULO 
183   IACOMINI,  MARCELLO  PIETRO,  ASST  CHF,  POL  OF  SAO  PAULO 
173   LIMA  E  SILVA,  MAURO  MARCELO,  DELEGADO,  SAO  PAULO  CIVIL 
106   SANTOS,  ZILDO  J.,  ASSISTANT  DIRECTOR 

DF 

BRASILIA 

85   BRUM,  PAULO  N.,  CHF,  FED  POL  DEPT 

PARANA 

CURITIBA 
155   MONTEIRO,  ROBERTO  DAS,  ASST  SUPT,  FED  PD 

PORTOALGRE 

RIO  GRANDE  DO  SUL 

76  #  DOMINGOS  FERNANDES  DE,,  COP 

BRITISH  CROHN  COLONY 
NEHBURY 

103  MILLS,  DAVID  P,  LTC,  DPS 

BRITISH  VIRGIN  ISLANDS 

191   FRAZER,  REYNELL  VALENTINE,  SUPT,  ROYAL  VIRGIN  ISLANDS  P 

115  MALONE,  VERNON  E.,  COMMISSIONER  OF  POLICE 
TORTOLA 

RftAn  TOWN 

95   BLAIZE,  RUDOLPH  J.,  INSPR,  ROYAL  VIRGIN  ISLANDS  PO 

BRUNEI 

RANDAR  ^  F  R  T 
113   JA'AFAR,  ABDUL  RAHIM,  ASST  SUPT  OF  POL,  ROYAL  BRUN  P 

BRUNEI 
105   BOYD,  WALTER  D. ,  SR  INSPR,  ROYAL  BRUNEI  POL  FRC 
124   CHONG,  MOHAMMED  FREDDIE,  DEP  SUPT,  ROYAL  BRUN  POL 

104  HAJI  SALLEH,  HAMZAH,  INSPR,  ROYAL  BRVI  POL  FRCE 

116  SIM,  FREDERICK  B.,  ASST  SUPT,  ROYAL  BRUNEI  POLICE 

190   HASSAN,  IBRAHIM,  ASST  SUPT,  ROYAL  BRUNEI  POL  FO 
GADONG 
134   HIDUP,  HUSSAIN  BIN,  DEP  SUPT,  ROYAL  BRUN  POL  FORCE 
134   OSMAN,  MANAN  BIN,  DEP  SUPT,  ROYAL  BRUN  POL  FORCE 

162   AHMED,  PG  ZAMANI,  ASST  SUPT,  ROYAL  BRUNEI  POL  FR 
153   HARRIS,  HASNAN  BIN,  ASST  SUPT,  ROYAL  BRUNEI  POL 
162   PENG,  ENG  LEE,  DEP  SUPT,  ROYAL  BRUNEI  PD 

BULGARIA 

KOUPENOV,  ANGELOV  KOUPEN,  MAJ,  MINISTRY  OF  INTERNAL  AFF 

CAMBODIA 
PHNOM  PENH 
151   AL-HADID,  MAHMOOD  ABBAS,  C/SUPT,  UNTAC  CIVPOL 
185   KHIEU,  SOPHEAK,  GEN,  CAMBODIAN  NATL  POL 

CAMEROON 
YAOUNDE 
181   ELOKOBI,  DANIEL,  CPT,  GENDARMERIE  NATIONALE 
181   MASANGO,  CHRISTOPHER  NGANDA,  COMMISSAIRE,  CAMEROON  NATL 

CANADA 
ALBERTA 

PAI  PARY 

172  BEATON,  JACK  HOWARD,  INSPR,  CALGARY  POL  SERVICE 
122  #   BUZIAK,  AUGUST,  INSPR,  RCMP 

141  FISCHER,  ROBERT  GENE,  SUPT,  RCMP  .-„,.« 

173  HADDOW,  RICHARD  STEPHEN,  INSPR,  CALGARY  POL  SERVICE 
154  MCFADDEN,  ROBERT  JOHN,  SSGT,  CALGARY  POL  SERVICE 
114  MCKAY,  ROBERT  A,  INSPR,  PD 

EDMONTON 

132   COOPER,  DONALD  CLEVE,  SUPT,  RCMP  „*.»„« 

176   RICHARDS,  HUGH  RONALD,  INSPR,  EDMONTON  POL  SERVICE 

171   SPAANS,  ARIE  ABRAHAM,  INSPR,  RCMP 
LETHBRIDGE 

83  U   MICHELSON,  RALPH  D. ,  CHIEF  OF  POLICE 

134   PLOMP,  WILLIAM,  DET  SGT,  LETHBRIDGE  CITY  POL  F 
SHERWOOD  PARK 

191   HARRISON,  DONALD  JOSEPH,  INSPR,  RCMP 
BC 
NEW  WESTMINISTER 

195   JUDD,  MICHAEL  DAVID,  INSPR,  PD 


SOFIA 
183 
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124 
31 
187 
163 
165 
173 
125 
175 
120 
129 
117 


WEST  VANCOUVER 

194   ARMSTRONG,  SCOTT  MICHAEL,  STF  SGT,  HEST  VANCOUVER  PD 
BRITISH  COLUMBIA 
KAMLOOPS 

133   LINFIELD,  DOUGLAS  GEORGE,  SUPT,  RCMP 
MATSQUI 

162   DANIEL,  NORMAN  BARRY,  CHF  CONSTABLE,  PD 
NELSON 

131   DRUCHET,  GEORGE  JAMES,  SUPT,  RCMP 
NEW  WESTMINSTER 

27  #  MACKIE,  CHARLES  ARTHUR,  CHIEF  CONSTABLE,  PD 
PRINCE  GEORGE 

126  U   BIELERT,  MELVIN  MORLEY,  SUPT,  RCMP 
SURREY 

119   RENDER,  DONALD  LOHELL,  SUPT,  RCMP 
VANCOUVER 

177  CHURCHILL,  EDMUND  GRANT,  INSPR,  HEST  VANCOUVER  PD 
HOADLEY,  A  JOHN,  INSPR,  RCMP 
HOARE,  PERCY  ALAN,  DET  SGT,  PD 
KILOH,  GORDON  JAMES,  INSPR,  HEST  VANCOUVER  PD 
MACAULAY,  ERNEST  CHARLES,  INSPR,  RCMP 
MACPHEE,  RICHARD  GEORGE,  INSPR,  RCMP 
MCGUINNESS,  BRIAN  JOHN,  DEP  CHF  CONSTABLE,  PD 
MCILVENNA,  JAMES  EDHARD,  SUPT,  RCMP 
RINN,  DONALD  GORDON,  STAFF  SGT,  RCMP 
SHARP,  ROBERT  ALEXANDER,  INSPR,  PORT  OF  VANCOUVER  PD 
STAREK,  HENRY,  DEP  CHF  CONSTABLE,  PD 
ZIOLA,  STANLEY  ALLAN,  SUPT,  PD, 

VERNON 

107  #   JOHNSTON,  BARRY  G,  SUPT,  RCMP 
VICTORIA 

133   GREEN,  BLAKE  HAMILTON,  INSPR/EXEC  OFCR,  PD 

116  #  MARKELL,  MERVYN  G,  INSPR,  RCMP 
MANITOBA 
ALTONA 

161  ROBINSON,  GLEN  FRASER,  COP 
BRANDON 

180   BERCIER,  DENNIS  ZACHARY,  SGT  I,  BRANDON  POL  SER 

149  SCOTT,  BEVERLY  RICHARD,  DEP  CHF,  PD 
WINNIPEG 

84  #  BIGGS,  ALLAN  C,  DEP  COP 

37  #  BLOW,  GEORGE  S.,  CHF  CNSTBLE,  PD 
118  #  DEPOURCQ,  DESIRE,  SUPT,  PD 
107  #  DOMARATZKI,  LUDHIK,  SUPT,  PD 
193   EHATSKI,  JACK  JOSEPH,  COP 
168   HALL,  ROBERT  GLENN,  INSPR,  WINNIPEG  PD 
159  #  KLIPPENSTEIN,  LAWRENCE  HENRY,  DEP  CHF,  PD 
163   MCLEAN,  DONALD  EDWARD,  SUPT,  PD 
144   PIKE,  GEORGE  ROBERT,  SUPT,  PD 
111  #  SCOTT-HERRIDGE,  DENNIS  V,  SUPT,  PD 

100  #  STEPHEN,  HERBERT  B,  COP 
68  #  STEWART,  NORMAN  M,  COP 

178  #  STINSON,  JAMES  KEITH  GLENN,  SGT,  RCMP 

176  THOMPSON,  WILLIAM  JAMES,  SUPT,  WINNIPEG  PD 
60  #  TOAL,  JAMES,  SUPERINTENDENT  OF  POLICE,  PD 

101  #  TRONRUD,  JOSEPH  J,  DEP  CHF,  PD 
142  #  WARDROP,  DONALD  ROGER,  INSPR,  PD 

96  #  WILSON,  RAYMOND  A,  DEP  COP 
NEW  BRUNSWICK 
FREDERICTON 

179  LOCKHART,  DOUGLAS  JAMES,  SGT,  RCMP 
MONCTON 

177  CUNNINGHAM,  ALLISON  RANDALL,  STAFF  SUPT,  MONCTON  POL  FO 
ST  JOHN 

114  EPTON,  ROBERT  F.,  SGT,  ST  JOHN  CITY  PD 
NEWFOUNDLAND 

ST  JOHN ' S 

185  GARVIE,  BRIAN  STEEL,  INSPR,  RCMP 
NOVA  SCOTIA 

DARTMOUTH 

115  #  BUNGAY,  CALVIN  A,  SUPT,  RCMP 

127  #  ZINCK,  RAYMOND  GEORGE,  INSPR,  RCMP 
HALIFAX 

172  BOUDREAU,  DONALD  AUGUSTINE,  DEP  CHF,  HALIFAX  PD 
127   CUTHBERT,  CHARLES  EVERETT,  DEP  CHF,  PD 

157   MACDONALD,  VINCENT  JAMES,  COP 

165   MCKINNON,  DAVID  PATRICK,  DEP  CHF,  HALIFAX  PD 
NW  TERRITORIES 
YELLOWKNIFE 

137   CALLENS,  LARRY  JEROME,  SUPT,  RCMP 
ONTARIO 
BARRIE 

189   ROGERS,  STEVEN  ERNEST,  DEP  CHF,  BARRIE  POL  SERV 
BELLEVILLE 

186  FOSTER,  MERLE  STEVEN,  INSPR,  BELLEVILLE  POL  SERV 
BRAMPTON 

182   BAIN,  RONALD  GRANT,  SUPT,  PEEL  REGIONAL  POL  FORCE 

150  CROWELL,  GARY  W,  SUPT,  PEEL  REG  POL  FRCE 

162  HONER,  DARCY  PEARCE,  INSPR,  PEEL  REG  POL  FRCE 
154   HUGHES,  LEONARD  JOHN,  SUPT,  PEEL  REG  POL 

125  #  MACDONALD,  EWEN  ALEXANDER,  SUPT,  PEEL  REG  POL  FORCE 
106   OTOOLE,  CHRISTOPHER  NOEL,  SUPT,  PEEL  REGIONAL  POLICE  FO 

173  PIUKKALA,  RODDY  ALVER,  INSPR,  PEEL  REGIONAL  POL 

168  SIMPSON,  MELVILLE  JAMES,  INSPR,  PEEL  REG  POL  FORCE 
110   TERDIK,  JOSEPH,  SUPT,  PEEL  REGIONAL  POLICE 

161   THOMAS,  ALFRED  STUART,  INSPR,  PEEL  REGIONAL  POL  FORCE 

116  WINGATE,  JAMES  R,  DEP  CHF,  PEEL  REG  POL  FORCE 
BURLINGTON 

169  PITTMAN,  SIGNY  MAUREEN,  STAFF  SGT,  HALTON  REG  POL  FORC 
CAMBRIDGE 


195   MANN,  MICHAEL,  SUPT,  WATERLOO  REGIONAL  POL 

187   STEVENS,  GEORGE  WILLIAM,  INSPR,  WATERLOO  REGIONAL  POL 

180   WRIGHTSON,  WAYNE  HARVEY,  INSPR,  WATERLOO  REG  POL  SERV 
COBOURG 

191   FOSTER,  ALFRED  KYLE,  INSPR,  COBOURG  POL  SERV 
CORNWALL 

158   REP A,  ANTHONY,  COP 
CUMBERLAND 

129   BERNARD,  JACQUES  LEO,  CHF  SUPT,  RCMP 
DURHAM 

187   MCALPINE,  JOHN  KEVIN,  CHF,  DURHAM  REGIONAL  POLICE 
ESSEX 

191  SOUTHWARD,  CHRISTOPHER  ROBERT,  DEP  CHF,  ESSEX  POL  SERV 
GLOUCESTER 

164   CARON,  BART  PEXTON,  STAFF  INSPR,  GLOUCESTER  POL  FR 
GRANT,  DOUGLAS  WAYNE,  INSPR,  PD 

MOODIE,  KENNETH  DOUGLAS,  ACTING  INSPR,  GLOUCESTER  POL  S 
RENAUD,  RAYMOND  ANDRE,  COP 
THOMPSON,  LESTER  N,  COP 
HAMILTON 

180   BOWEN,  LYNDA  ANNE,  SPT,  HAMILTON-WENTWORTH  REG  PL 

DAWSON,  LAURENCE  JOHN,  SUPT,  HAMILTON  WENTWORTH  REG  P 
FARRAWAY,  GEORGE  K,  DEP  CHF,  HAMILTON-WENTWORTH  RE 
FRID,  GEORGE  THOMAS,  DEP  CHF,  HAMILTON-WENTWORTH  RE 
GRUHL,  JOHN  CHARLES,  STAFF  INSPR,  HAMILTON  WENTWORT 
MALCOLMSON,  GERRARD  FRANCES,  SUPT,  HAMILTON-WENTWORTH  R 

105  #  MILLAR,  COLIN  T,  CHF,  HAMILTON-WENTWORTH  REG  PO 

192  MULLAN,  BRIAN  JOHN,  INSPR,  HAMILTON-WENTWORTH  REG 

151   ROBERTSON,  KENNETH  DANIEL,  SUPT,  HAMILTON-WENTWORTH  REG 
80  #  TORRANCE,  GORDON  V,  CHF,  HAMILTON-WENTWORTH  REGION 
KI TCHENER 
160   GRAVILL,  ROBERT  LARRY,  CHF,  WATERLOO  REG  POL  FRCE 


151 
179 
158 
104 


162 
117 
123 

171 
161 


LONDON 
123 
188 
161 
181 


BRUNTON,  GEORGE  THOMAS,  SUPT,  LONDON  POL  FRCE 
GOODALL,  ROBERT  JOSEPH,  INSPR,  ONTARIO  PROVINCIAL  POL 
ISBESTER,  WAYNE  DAVID,  OFCR-IN-CHARGE,  RCMP 
SHEWCHUK,  DAVID  MARK,  INSPR,  RCMP 
MISSISSAUGA 

140   HALL,  LORNE  EDHARD,  INSPR,  RCMP 
NEPEAN 
139   FERMOYLE,  DEVON  LEONARD,  DEP  CHF,  NEPEAN  POL  FORCE 
168   GORDON,  MURRAY  THOMAS,  STAFF  SGT,  NEPEAN  POL  SERV 
NEWMARKET 

123  COUSINEAU,  BRYAN  DOUGLAS,  CHF,  YORK  REG  POL  FRCE 
162   GIRVAN,  JOHN,  INSPR,  YORK  REG  POL  FRCE 

161  LABARGE,  ARMAND  PAUL,  INSPR,  YORK  REG  POL  FOR 
NIAGARA  FALLS 

124  DERBYSHIRE,  WILFRED  JOHN,  CHF,  NIAGARA  PARKS  PD 
156   HOLLIDGE,  FREDERICK  ALBERT,  SGT,  NIAGARA  PARKS  POL 

OAKVILLE 
133   ALGAR,  EAN  GEORGE,  SUPT,  HALTON  REGNL  POL  FRCE 

162  CORMIER,  PAUL  BASIL,  INSPR,  HALTON  REG  POL  FRCE 

184  EACRETT,  MICHAEL  ROY,  DET  SGT,  HALTON  REGIONAL  POL  F 
103   HARDING,  WILLIAM  I,  COP,  HALTON  REG  POL  FORCE 

153   KIVELL,  RICHARD  WELLS,  SUPT,  HALTON  REG  POL  FORCE 
113   MIDDAUGH,  ROBERT  B,  CHF,  HALTON  REG  POL  FORCE 
144   REID,  DANIEL  JOSEPH,  SUPT,  HALTON  REGIONAL  POL  FORC 
122   VANDERLELIE,  JOHANNES  GERARD,  INSPR,  HALTON  REG  POL  FOR 
174   WALLER,  ROBERT,  DET  SGT,  HALTON  REGIONAL  POL  S 
ORILLIA 
193   COUGHLIN,  MICHAEL  SHAUN,  DET  INSPR,  ONTARIO  PROVINCIAL 
181   CRANE,  STANLEY  DAVID,  DET  INSPR,  ONTARIO  PROVINCIAL 
189   OBRIEN,  PATRICK  JOHN,  DET  INSPR,  ONTARIO  PROVINCIAL 

185  VAN  ALLEN,  JAMES  ARTHUR,  DET  SGT,  ONT  PROVINCIAL  POL 
OSGOODE 

120  #  MACLAUGHLAN,  JOHN  HARTLING,  SUPT,  RCMP 


OSHAWA 

179 
OTTAWA 

111 

162 

145 

192 
56  # 

110  # 

169 

151 

180 

118 

108 
99  # 

128 

119 

103 

123 

146 

167 
19  # 
SARNIA 

161 


TURNER,  ANTHONY  ROBERT,  INSPR,  DURHAM  REGIONAL  POL 

ALLEN,  GEORGE  H,  DEP  COMMISSIONER,  RCMP 

CARROLL,  JAMES  OWEN,  INSPR,  OTTAWA  POL  FORCE 

CHABOT,  RENE  JOSEPH,  INSPR,  RCMP 

DAVIDSON,  IAN  CRAIG,  INSPR,  OTTAWA-CARLETON  REG  POL 

ENGEL,  GERALD  ROBERT,  ASST  COMR,  ROYAL  CAN  MOUNTED  P 

FAVREAU,  GILLES  J,  DEP  COMR,  RCMP 

GI VOGUE,  LUC  LEO,  INSPR,  OTTAWA  PD 

GOULET,  JOSEPH  GEORGES,  CHF  SUPT,  RCMP 

HILL,  LAWRENCE,  INSPR,  OTTAWA  POL  SERVICE 

LAGASSE,  ANDRE  DENIS,  ASST  COMMISSIONER,  RCMP 

LEESON,  GOLDEN  R. ,  STAFF  SERGEANT,  PD 

LIGHTLE,  GLENN  W. ,  SUPT,  RCMP 

LYON,  DONALD  GORDON,  DEP  CHF,  OTT  POL  FORCE 

MCCOMBIE,  JOHN  ANDREW,  SUPT,  OTTAWA  POL  FORCE 

MCCULLY,  GEORGE  L,  ASST  COMMISSIONER,  RCMP 

POTTIER,  PAUL  JOSEPH,  ASST  COMMISSIONER,  RCMP 

ST  PIERRE,  RICHARD  JOSEPH,  STAFF  INSPR,  OTT  POL  FORCE 

SUGRUE,  ROWLAND  DONALD,  INSPR,  RCMP 

THRASHER,  JOHN  F.,  SUPERINTENDENT,  OFFICER  COMMAN 


WEISS,  JOHN  WAYNE,  INSPR,  SARNIA  POL  FORCE 
SAULT  ST  MARIE 
174   DAVIES,  ROBERT  DAWSON,  INSPR,  SAULT  STE.  MARIE  PO 
163   KATES,  ROBERT  DAVID,  SUPT,  SAULT  STE  MARIE  POL  SERV 
128   KING,  BARRY  VINCENT,  COP 
79  #  MCEWEN,  ROBERT  T,  COP 
ST  CATHARINES 

36  #  ANDERSON,  JAMES  S,  CHF  CNSTBLE,  PD 
183   BEAULIEU,  GARY  WAYNE,  SGT,  NIAGARA  REGIONAL  POL  SERV 
190   DAVIDSON,  K  R,  SR,  SUPT,  NIAGARA  REGIONAL  POL 
186   LILLICO,  LORNE  ALLAN,  DET  SGT,  NIAGARA  REGIONAL  POL 
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175    MCDOHELL,  DONNA  LEIGH,  SGT,  NIAGARA  REGIONAL  POL  FORC 
167    NICHOLLS,  GARY  EDHARD,  INSPR,  NIAGARA  REG  POL  FORCE 
124   PARKHOUSE,  FRANK  HENRY,  DEP  CHF,  NIAGARA  REG  POL  FORCE 
STRATFORD 

102    LAWSON,  LEHIS  C,  DEP  CHF,  POL  FORCE 
SUDBURY 

195   MARKIEHICH,  DANNY  MICHAEL,  INSPR,  SUDBURY  REGIONAL  POL 
THUNDER  BAY 
182    LAMERS,  JOHANN  HILLIAM,  SSGT,  PD 
165   HOLNIK,  TERENCE  B,  SGT,  THUNDER  BAY  POL  FORCE 
TORONTO 

91  I  BARBETTA,  FRANK  J,  SUPT,  METRO  TORONTO  POL 

BENNETT,  HILLIAM  R. ,  SUPT,  ONTARIO  PROVINCIAL  POL 
BLAIR,  HILLIAM  STERLING,  INSPR,  METRO  POL  FORCE 
BOHLES,  HILLIAMS  C,  (SUPT)  DIR,  ONTARIO  PRVINCL  PO 
BOYD,  MARGO  ELIZABETH,  DET  SGT,  METRO  TORONTO  POL  FOR 
BOYD,  MICHAEL  JOHN,  DET  SGT,  METRO  TORONTO  POL  FOR 
BURKE,  HILLIAM  JOSEPH,  DET  INSPR,  ONTARIO  PROVINCIAL 
CHRISTOPHERSON,  KENNETH  M,  DET  INSPR,  ONTARIO  PROVINCIA 
COLLINS,  RONALD  EDHARD,  DET  INSPR,  ONTARIO  PROVINCIAL 
tt   CRAHFORD,  CECIL  R. ,  INSPR,  PD 

DAVIS,  KARL  DESMOND,  STAFF  INSPR,  METRO  TORONTO  POL 
DERRY,  KIM  HALTER,  DET  SGT,  METROPOLITAN  TORONTO 
DICK,  JANE  ELIZABETH,  DET  SGT,  TORONTO  POL  SERV 
EDGAR,  LAHRENCE  IVAN,  DET  INSPR,  PROVINCIAL. POL 
FLYNN,  JAMES  ERROL,  STAFF  SUPT,  METRO  TORONTO  POL 
GAUTHIER,  RICHARD  JOHN,  DET  SGT,  TORONTO  POL  SERVICE 
GHERASIM,  HILLIAM  STEVEN,  INSPR,  RCMP 
tt   GIBSON,  RICHARD  M.,  INSPR,  METRO  TORONTO  POL 

GROSVENOR,  SUSAN  STANLIEGH,  INSPR,  METRO  TORONTO  POL 
HOBSON,  NORMAN  HAROLD,  INSPR,  METRO  TORONTO  POL 
tt   KENDRICK,  RONALD  HAROLD,  SUPT,  ONTARIO  PROVINCIAL  POL 
tt   KERR,  HILLIAM  H,  DEP  CHF,  METRO  TORONTO  POL  FOR 
KOPINAK,  JOHN  P,  POL  SERV  ADVISOR,  MINISTRY  SOL 
LANDRY,  PAUL  DAVID,  DET  SGT,  METRO  TORONTO  POL 
tt   LAHSON,  ROY,  SSGT,  METRO  POL  FORCE 

DEP  DIR,  ONTARIO  SECURITIES  CO 
INSPR,  METRO  TORONTO  POL 
INSPR,  METRO  TORONTO  POLICE 
,  INVSTGR,  ONTARIO  SECURITIES  CO 
INSPECTOR,  METROPOLITAN  TORONT 
NOBLE,  JAMES  M,  DEP  CHF,  METRO  TORONTO  POLICE 
OGRADY,  THOMAS  BERNARD,  COMMISSIONER,  ONTARIO  PROVINCI 
OLINYK,  DENNIS  JOHN,  DET  INSPR,  ONTARIO  PROVINCIAL 
OROURKE,  HILLIAM  B.,  DET  INSPR,  ONTARIO  PROVINCIAL 
PELISSERO,  LOUIS  J.,  DET  INSPR,  ONTARIO  PROVINCIAL 
tt   PERRIN,  HILLIAM  R,  CHF  SUPT,  ONTARIO  PROVINCIAL  P 
PERRY,  CHARLES  HILLIAM,  DET  SGT,  METRO  TORONTO  POL 
PIERS,  RONALD  EVERETT,  DEP  COMM,  ONTARIO  PROV  POL 
POTIER,  CHARLES  J.,  DET  INSPR,  ONTARIO  PROVINCIAL 
REYNOLDS,  DOUGLAS  W,  STAFF  INSPR,  METRO  TORONTO  POL 
SALE,  MICHAEL  ARTHUR,  ACTING  INSPR,  METRO  TORONTO  PO 
tt   SMITH,  HILLIAM  A,  SUPT,  ONTARIO  PROVINCIAL  POLIC 

HARD,  ROBERT  JOHN,  DET  SGT,  METRO  TORONTO  POL 
tt   HEBSTER,  JOHN  D,  STAFF  SUPT,  METRO  TORONTO  POL 
tt   HILLIAMSON,  DAVID  ALEXANDER,  SGT,  METROPOLITAN  TORONTO 
HINDSOR 
122   BLAIR,  JOHN  DOUGLAS,  DEP  CHF,  PD 

BURROHS,  JOHN  CAMERON,  SUPT,  POL  FRCE 

GREENHAM,  BRIAN  DOUGLAS,  INSPR,  HINDSOR  POL  SERVICE 

POCOCK,  GERALD  ALBERT,  STAFF  SGT,  HINDSOR  POL  SERV 

SNYDER,  DARRYL  IRVIN,  INSPR,  HINDSOR  PD 

STANNARD,  GLENN  MICHAEL,  STAFF  INSPR  IN  CHARGE,  POL  FOR 


96 
162 

95 
174 
159 
170 
163 
156 

19 
161 
177 
192 
175 
134 
195 
169 

57 
181 

65 
142 
111 
182 
179 
148 

96 

76 

62 
107 

80 

84 
135 
161 
106 
107 

93 
189 
147 

99 
164 
169 

94 
174 
101 

68 


LEYBOURNE,  JOHN  F. 
MAJURY,  JAMES  F., 
MCNEELY,  HILLIAM, 
MITCHELL,  JOHN  H. 
MOUNCY,  JAMES  E., 


161 

169 

180 

161 

125 
QUEBEC 
MONTREAL 

81   BALLARD,  MICHAEL  E.,  DIR  OF  SEC,  CANADIAN  BANKERS  A 

117   CHARLAND,  JEAN  G. ,  LT,  QUEBEC  POL  FRCE 

172   LEBEUF,  CLAUDE  LEO,  SGT,  SURETE  DU  QUEBEC 

159   LENTON,  HILLIAM  ALEXANDER,  INSPR,  RCMP 
90   LEROUX,  ANDRE  J,  CPT,  MONTREAL  URBAN  COMMUNITY 
50   PLOUFFE,  LEO,  CHIEF  INSPECTOR,  PD 

121   PSENAK,  BENJAMIN  JOSEPH,  SGT,  QUEBEC  POL  FORCE 

113   QUINN,  CLAUDE  J,  ASST  DIR,  QUEBEC  POL  FORCE 
10   ROCHE,  J.  R.,  JUDGE,  COURT  OF  THE  SESSION  OF 

194   ST  DENIS,  RICHARD,  CHF  INSPR,  SURETE  DU  QUEBEC  PO 
QUEBEC  CITY 

125  #  GOLANECK,  MICHAEL  GEORGES,  LT,  PD 
ST  LAHRENCE 

192   PARENT,  MARC,  CMDR,  MONTREAL  URBAN  COMM  POL 
SASKATCHEHAN 
NORTH  BATTLEFORD 

117  It   HEAD,  ROBERT  HARVEY,  ASST  COMM,  RCMP 


REGINA 
113  # 
126 
183 


EGAN,  DOUGLAS  H,  CHF  SUPT,  RCMP 
ENGEL,  JERRY  ALEXANDER,  S/SGT,  PD 
MCFADYEN,  DARRELL  HESLEY,  INSPR,  RCMP 
SASKATOON 
175   DOELL,  NORMAN  VICTOR,  SUPT,  SASKATOON  POL  SERVICE 
180   RITCHIE,  DANIEL  HILLIAM,  SUPT,  CANADIAN  NATL  POL 


CANAL  ZONE 


BALBOA  HEIGHTS 


84 
6 
92 
85 
96 
64 
103 
92 


AMASON,  EDHARD  V.,  JR.,  LT ,  CANAL  ZONE  POL 

COFIELD,  GENE,  OFCR,  PANA  CANAL  ZONE  POL 

FRENCH,  HILLARD  J.,  SGT,  CZ  POL 

GORDON,  MICHAEL  P.,  MAJ,  CZ  POL 

SERGEANT,  CANAL  ZONE  POLICE 
CHIEF,  POLICE  DIVISION,  BALBOA 

DETECTIVE  SERGEANT,  CANAL  ZONE 
JR.,  DETECTIVE  SERGEANT,  CANAL  ZONE 


PORTER,  SAMUEL  G. 
SMITH,  CHARLES  S. 
THRIFT,  HILLIAM  R 
WRIGHT,  ANDREH  M. 


GAMBOA 

16  tt   BALDHIN,  CARL  0.,  CPT,  PANAMA  CANAL  ZONE  PEN 

29  *  TOHERY,  CLAUDE  E.,  ASST  DEPUTY  HARDEN,  CANAL  ZONE 

CAYMAN  ISLANDS 
GEORGE  TOHN 
161   CLIFFORD,  CHARLES  EDISON,  INSPR,  ROYAL  CAYM  POL  FRCE 

CHANNEL  ISLANDS 

GUERNSEY 
165   BURROHS,  MICHAEL  NEHELL,  INSPR,  GUERNSEY  POL 

JERSEY 

ST  HELIER 
194   BONJOUR,  ANDRE  PAOLO,  INSPR,  STATES  OF  JERSEY  POL 
161   JONES,  ROLAND  JOHN,  CHF  INSPR,  ST  OF  JERSEY  POL 
146   LEBROCQ,  MARTYN  LAURENCE,  DET  CHF  INSPR,  STATES  OF  JERS 


CHILE 


SANTIAGO 


183 

72  , 
153 
168 
137 
193 
191 
139 
195 
165 
163 
185 
182 
163 
187 

77 
192 
183 
166 
188 
190 
194 
129 
186 

77 
185 
134 
191 
186 

72 
145 
157 
192 

75 
189 
149 
182 


ANSIETA  ANTIVILO,  JAIME  EDUARDO,  DET,  POLICIA  DE  INVSTG 
BLAMEY  PIZARRO,  CLAUDIO  ENRIQUE,  LT,  CARABINEROS  DE  CHI 
BYHATERS,  FRANCISCO  E,  CPT,  CARABINEROS  DE  CHILE  PD 
CARRASCO,  CARLOS  GUSTAVO,  CPT,  CARABINEROS  DE  CHILE 
CASTRO-MUNOZ,  JOSE,  INSPR,  INVSTGN  DE  CHILE 
CUBILLOS-RIVERA,  ANTONIO  H,  COMISARIO,  POLICIA  DE  INVST 
ESCARATE  ESCARATE,  MARIO,  SUBPREFECTO,  POLICIA  DE  INVST 
ESPINOZA,  CARLOS  EDUARDO,  INSPR,  POL  DE  INVSTGN  DE  CHIL 
FERNANDEZ  MONTECINOS,  PABLO,  CPT,  CARABINEROS  DE  CHILE 
GOMEZ  TABOADA,  MARIANELA  EMA,  DET,  POL  DE  INVSTGN  DE  CH 
GONZALEZ-HOFFENS,  CARLOS  R,  INSPR,  INVSTGTVE  POL  OF  CHI 
HERNANDEZ  CASTRO,  JOEL,  INSPR,  POLICIA  DE  INVSTGNS  DE 
HERNANDEZ-RIVERA,  JUAN  F,  INSPR,  POLICIA  DE  INVSTGNS  DE 
HERRERA-PINTOR,  VICTOR  HUGO,  TENIENTE,  CARABINEROS  DE  C 
JARA  LEAL,  ROXANA  IVONNE,  DET,  POLICIA  DE  INVSTGNS  DE  C 
LIRA,  LUIS,  MAJ,  CARABINEROS  DE  CHILE 
LOPEZ  BONILLA,  HUGO,  INSPR,  POLICIA  DE  INVSTGN  DE  C 
MANRIQUEZ  CARRASCO,  ROBERTO  A,  INSPR,  POLICIA  DE  INVSTG 
MEDINA  LEAL,  LORENZO  FERNANDO,  SUB  COMISARIO,  INVSTGNS 
MIRANDA  ALVAREZ,  OSCAR,  INSPR,  POLICIA  DE  INVSTGNS  DE 
PFEIFER  ROJAS,  GUSTAVO  ANDRES,  CPT,  CARABINEROS  DE  CHIL 
PINO  ESPINOZA,  MAX  H,  CPT,  CARABINEROS  DE  CHILE 
RIQUELME,  EDUARDO  HUMBERTO,  DEP  COMMISSIONER,  INVESTIGA 
ROJAS  SOTO,  PATRICIO,  INSPR,  POLICIA  DE  INVESTIGACIO 
SALAS  HENZEL,  JUAN  C,  SEC  DIR,  BANCO  DEL  ESTADO  DE  C 
SALAZAR  GUTIERREZ,  MANUEL,  CPT,  CARABINEROS  DE  CHILE 
SALDIAS-ARTEAGA,  JOSE  ANTONI,  DET,  INVESTIGACIONES  DE  C 
SALGADO,  JUAN  CARLOS,  MAJ,  CARABINEROS  DE  CHILE 
SEPULVEDA  CID,  IVAN  ALBERTO,  MAJ,  CARABINEROS  DE  CHILE 
SMITH  IBARRA,  FEDERICO,  LT,  CARABINEROS  DE  CHILE 
SUAREZ  KALISE,  GUILLERMO  RAU,  DET,  INVESTIGACIONES  DE  C 
TAPIA  ACEVEDO,  CARLOS  MANUEL,  INSPR,  CHILEAN  INVSTGNS  P 
TAPIA  GATICA,  ALEJANDRO  HORACIO,  CPT,  CARABINEROS  DE  CH 
THOMPSON  G.,  JORGE,  CAPTAIN,  CARABINEROS  DE  CHILE 
VALDERRAMA  ALARCON,  RAMON  CAMIL,  LTC,  CARABINEROS  DE  CH 
VILLANUEVA  VIVES,  ALDO,  DET  INSPR,  INVESTIGACIONES  DE 
YANEZ-AVILA,  ALEJANDRO  G,  CPT,  CARABINEROS  DE  CHILE 

190  GONZALEZ  CABRERA,  HERNAN,  INSPR,  POLICIA  DE  INVSTGNS  DE 
188   LEMA  PENNA,  EDUARDO,  CPT,  CARABINEROS  DE  CHILE 

COLOMBIA 
BOGOTA 
182   ACEVEDO-OSSA,  JOSE  GERARDO,  CPT,  COLOMBIAN  NATL  POL 
181   ANZOLA  BARBOSA,  LUIS  FELIPE,  INSTR  ESCUELA,  FISCALIA  GE 
195   ATEHORTUA  DUQUE,  OSCAR,  MAJ,  COLOMBIAN  NATL  POL 

194  BARAJAS  BLANCO,  FELIX  ENRIQUE,  CRIM  INVSTGR,  COLOMBIA  B 

178  BUITRAGO  ARIAS,  JUAN  CARLOS,  LT,  COLOMBIAN  NATL  POL 
161  CASTANEDA,  JOSE  DE,  CHF,  DEPT  ADMIN  DE  SEGURIDAD 
192  DELGADO  MORA,  JAIRO  ROLANDO,  LTC,  COLOMBIAN  NATL  POL 
177  ESPINOSA  GARCES,  ANDRES  MARIO,  PROF'L.DEPT  ADMIN  DE  SEG 

141  GALVIS  GALVIS,  VENANCIO,  MAJ,  COLOMBIAN  NAT  POL 

179  GOMEZ  AREIZA,  GUSTAVO  A,  DIR  SECCIONAL,  FISCALIA  GEN 

195  GOMEZ  MENDEZ,  JESUS  ANTONIO,  LTC,  COLOMBIAN  NATIONAL  PO 
168  GONZALEZ  AGUILAR,  OMAR  H,  CPT,  COLOMBIAN  NATL  POL 

175  JAIMES  RICO,  LUIS  ARMANDO,  ASST  DIR,  DEPT  ADMIN  DE  SEGU 

79  #  MATIZ,  ALVARO,  COL,  POLICE  ATTACHE 

82  #  MOJICA,  AUGUSTO,  LTC,  NATL  POL  OF  COLOMBIA 

95  tt  MOLINARES-SARMIENTO,  LUIS  A,  CPT,  POLICIA  NACIONAL 

192  MORENO  RODRIGUEZ,  CLEOTILDE,  ASST  DIR,  DEPT  ADMIN  DE  SE 

142  MOW-ROBINSON,  CARLOS  ROGELIO,  CPT,  NATL  POL  OF  COLOMBIA 
151  It  MURILLO-GELVEZ,  NORBERTO  A,  INSPR,  DEPARTMENTO  ADMINIST 
167  PAREDES  MUNOZ,  OSCAR  FREDY,  INSPR,  DEPT  ADMIN  DE  SIGURI 
135  PELAEZ  RESTREPO,  NORBERTO,  MAJ,  POLICIA  NACIONAL 

180  PENA-CASAS,  JAIME  ALBERTO,  CPT,  COLOMBIAN  NATL  POL 

175  PORTILLA  ROMO,  WILSON  OMAR,  LT,  COLOMBIAN  NATL  POL 

137  PULIDO-BARRANTES,  ISRAEL,  MAJ,   NATIONAL  POL  OF  COLUMBI 

180  RESTREPO,  LUZ  ELENA,  DET,  DEPT  ADMIN  DE  SEGURIDAD 

176  RODRIGUEZ  TORRES,  JOSE  MANUEL,  INVSTGR,  FISCAL  NACIONAL 
145  RODRIGUEZ-GARCIA,  HOMERO,  LTC,  ADMIN  DEPT  OF  SEC 

182   ROMANOS-LINARES,  YESID,  LT,  COLOMBIAN  NATL  POL 
173   SANCHEZ  MORALES,  EDGAR,  CPT,  COLOMBIAN  NATL  POL 
176   TELLEZ  GOMEZ,  RICARDO,  SECT  CHF,  FISCAL  NACIONAL 

COSTA  RICA 

139  FERNANDEZ  GUILLEN,  EDGAR,  INVSTGR  I,  ORGANISMO  DE  INVST 

153  GAMBOA-CARTIN,  ARMANDO,  SUB-OFFICIAL,  ORGANIZATION  OF 

137  GRAHAM-FRANCIS,  CARLOS,  INVSTGR  I,  BU  OF  JUDICIAL  INVS 

184  MATAMOROS,  MARTIN,  INSPR,  ORGANISMO  DE  INVSTGN  JU 

115  SALAZAR-OCONITRILLO,  RAIMUND,  SECTION  CHIEF,  TECHNICAL 
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COSTA  RICA  -  ENGLAND 


159   SANCHEZ-FONSECA,  JORGE  ARNOLDO,  SUB  OFFICIAL,  ORGANISMO 

144  SPARKS-BARNES,  REINALDO  LUIS,  INVSTGR,  ORGANISMO  DE  INV 
164  *  TAYLOR,  ESTEBAN  ALLEN,  INVSTGR,  DE  INVESTIGACION  JUDI 

CUBA 
HAVANA 

47  *  DIAZ  ROJAS,  ANDRES,  MAJ,  CUBAN  NATL  POL 

48  #  GARCIA  IGLESIAS,  ORLANDO,  CAPTAIN,  CUBAN  ARMY 

CURACAO 
HILLEMSTAD 
182   ANTONIUS,  ROBERT  ALBERT  V,  SUPT,  POL  FORCE  NETHERLANDS 
140   CANDELARIA,  ROBERT  MAX,  INSPR,  NETH  ANTILLES  POL  FRCE 
173   DAANTJE,  GEROLD  EUGENIO,  SUPT,  NETHERLANDS  ANTILLES  POL 

145  DACOSTA  GOMEZ,  GABRIEL  PEDRO,  INSPR,  NETH  ANTILLES  POL 
34  »  GORSIRA,  MICHIEL  P.,  COP 

175   HOLIDAY,  DERRICK  EDDISON,  INSPR,  CURACAO  POL 

110   NISBETH,  DESTA  H. ,  ASST.  SUP.  NETH.  ANTILLES  SEC. 

150   WILLEMS,  JULIAN  A,  SUPT,  NETH  ANTILLES  POL  FORCE 


NICOSIA 

97 
193 

72  # 

93 
168 
108 

71  # 
179 
PAPHOS 

71  # 


CYPRUS 

KARAYIAS,  STELIOS  G,  SUPT,  CYPRUS  POL  FORCE 
KERIMIS,  COSTAS  PANAYIOTOU,  INSPR,  CYPRUS  POL  FORCE 
MEZOS,  NICOLAS  MICHAEL,  CHF  SUPT,  CYPRUS  PORTS  AUTHORI 
MOUROUZIDES,  KYPROS  I,  CHF  SUPT,  MINISTRY  OF  THE  INTE 
PANAYIOTOU,  GEORGE,  CHF  INSPR,  CYPRUS  POL  FORCE 
SHAILOS,  ANDREAS  T,  CHF  SUPT,  CYPRUS  POLICE  FORCE 
STOKKOS,  PAVLOS  ZENONOS,  MAJOR  GENERAL,  DEPUTY  CHIEF  OF 
THEODORIDES,  NICOS  K,  CHF  INSPR,  POLICE  OF  CYPRUS 

PAPAGEORGHIOU,  DEMETRIOS  M,  COP 


CZECH  REPUBLIC 
PRAGUE 
185   BURIL,  TOMAS,  CPT,  CZECH  REPUBLIC  PD 
195   KOZOJED,  ALEXEJ,  MAJ,  DIRECTORATE  OF  CRIM  POL 

DENMARK 
COPENHAGEN 
154   BIEHL,  PALLE,  CHF  SUPT,  DANISH  NATL  POL 
172   BONNICHSEN,  HANS  JORGEN,  DET  CHF  SUPT,  DANISH  NATL  POL 
134   BUKH,  POUL,  CHF  SUPT,  DANISH  NATL  POL 
166   ELIASEN,  HILLY  REINHOLD,  DET  CHF  SUPT,  DANISH  NATL  POL 
191   GRAVESEN,  JOERN,  DEP  CHF  SUPT,  DANISH  NATL  POL 
151   LARSEN,  PER  CLAUS,  DET  CHF  SUPT,  DANISH  NATL  POL 
143   SEITNER,  MANFRED,  CMDR,  UNITED  NATIONS  IPTF 
183   SORENSEN,  MOGENS,  DET  CHF  SUPT,  DANISH  NATL  POL 
158   VITTRUP,  KAI,  CHF  SUPT,  DANISH  NATL  POL 


ROSEAU 
189 

160  n 

175 


DOMINICA 

DARROUX,  EDMUND  CHRISTIE,  ASST  SUPT,  DOMC  POLICE 
JOSEPH,  EVANDER  JAMES,  DEP  COMMISSIONER,  DOMC  POL  FOR 
SEVERIN,  MARK  DUKE,  INSPR,  DOMINICA  POL  FORCE 


DOMINICAN  REPUBLIC 
SANTO  DOMINGO 
181   ANTIGUA,  RADHAMES,  CPT,  DOMINICAN  REPUBLIC  NATL  P 
179   BAEZ  AYBAR,  MAXIMO  ARTURO,  1LT,  DOMINICAN  REPUBLIC  NATL 
109  U   BERROA  CONTRERAS,  ELEODORO,  LTC,  SECRET  SERV,  DOM  NATL 

70  #  MOREL-TINEO,  RAFAEL,  COLONEL,  NATIONAL  POLICE 

71  *  PERALTA,  R.  JOSE,  FIRST  LT,  NATIONAL  POLICE 

158  *  YUNES  MEDINA,  JOSE  ALTAGRACIA,  LT,  NATL  DRUG  CONTROL  DI 

EASTERN  IRELAND 
DUBLIN 
162   JENNINGS,  DERMOT  AUGUSTINE,  INSPR,  GARDA  SIOCHANA 


QUITO 

157 

135 

171 

72 


ECUADOR 


CADENA-SALAZAR,  HUGO  MARCELO,  CPT,  NATL  POL  OF  ECUR 
CAICEDO,  EFREN  NORBERTO,  COL,  NAT  POL  OF  ECUR 
PALACIOS  AREVALOO,  GUILLERMO  R,  MAJ,  ECUADORIAN  NATL  PO 
PLASENCIA,  GALO  M. ,  LTC,  NATIONAL  POLICE  OF  ECUADO 
70  #  REYES,  PACIFICO  DELOS,  MAJOR,  NATIONAL  POLICE  OF  ECUA 
154   SOSA-BARRENO,  JUAN  FRANCISCO,  CPT,  NATL  POL  OF  ECUADOR 

EGYPT 
CAIRO 
108  *  ABDEL  AZZIM,  A.M.E.,  LTC,  MINISTRY  OF  INTERIOR 

108  ABDEL  GHAFFAR,  M.M.E.,  COL,  MINISTRY  OF  INTERIOR 

188   ABDELBARY,  AKRAM  ABD  AL  IZIZ,  MAJ,  STATE  SECURITY  INVST 

131  ABDUL  RAHMAN,  HAGDY  SALEH,  COL,  STATE  SECURITY  OF  INTER 

105  ABOU  SHELEIB,  HAZEM  H. ,  LT  COL,  MINISTRY  OF  INTERIOR 
135   AHMED,  AHMED  GAAFAR,  COL,  MINISTRY  OF  INTERIOR 

107  AZZAZY,  IBRAHIM  EL-SAYED,  COL,  POL  ACDMY,  MNSTRY  OF  INT 

190  BADAHY,  SHERIF  AHMED,  LTC,  ADMIN  CONTROL  AUTH 

192  EL  BEDAHY,  ESSAM  SALAH,  LTC,  STATE  SECURITY  INVSTGNS  S 

130  EL  GAMMAL,  HANNE  YOUSEF,  LT  COL,  MINISTRY  OF  INTERIOR 

192  EL  KATATNY,  MAMDOUH  MOHAMED,  LTC,  POLICE  ACADEMY 

195  EL  MOAZ,  ADEL  FATHALLA,  LTC,  STATE  SECURITY  DEPT 

132  EL  NAGAR,  KAMAL  MOHAMED,  BRIG  GEN,  MINISTRY  OF  INTERIOR 
186  EL  HATANY,  HALID  KARAM,  CPT,  ADMIN  CONTROL  AUTH 

107  EL-ALFY,  HASSAN  MOHAMED,  COL,  POL  ACADEMY,  MINISTRY  OF 

106  EL-MINADY,  MOHAMED  MOHAMED,  BRIGADIER  GEN,  CAIRO  INTERP 
114  EL-TABEI,  MOHAMED  MOHAMED,  COL,  MINISTRY  OF  INTERIOR 

109  ELAGHORY,  HASSAN  MOHAMED,  GEN,  MINISTRY  OF  INTERIOR 
127  ELAZAB,  MOHAMED  ASHRAF,  COL,  MINISTRY  OF  INTERIOR 
109  ELBANNA,  MAHMOUD  YOUSRI,  GEN,  MINISTRY  OF  INTERIOR 


116  ELORDI,  HASSAN  AMIN,  GEN,  MINISTRY  OF  INTERIOR 

124  ELSHINNAWY,  MOHAMED  MOUSTAFA,  GEN,  MINISTRY  OF  INTERIOR 

111  ELTOBGY,  MOHAMED  Z. ,  GEN,  CIVIL  DEFENSE 

115   FARID,  ADEL  ABDEL,  COL,  MINISTRY  OF  INTERIOR 

117  GANIMA,  ALI  ABDEL,  COL,  MINISTRY  OF  INTERIOR 

139  HAFEZ,  ABDEL  AZIZ,  LTC,  MINISTRY  OF  INTERIOR 
128  *  HAMDY,  AMR  ABDEL-HAMID,  LT,  MINISTRY  OF  INTERIOR 

118  *  HANNA,  TAHFIK  WISSA,  COL,  MINISTRY  OF  INTERIOR 

105  *  HARMINA,  MONEER  FOUAD,  COL,  SECURITY  DIRECTORATE  OF  C 
179   HEGAZY,  SALAH  EL  DIN  MOHAMED  F,  LTC,  EGYPTIAN  NATL  POL 
104  *  HUSSEIN,  ADEL  ISMAIL,  LTC,  MINISTRY  OF  INTERIOR 

133  *  IBRAHIM,  MOHSEN  MOHAMED,  LTC,  MINISTRY  OF  INTERIOR 

125  ISMAIL,  SEIDAHY  ALY,  BRIG,  MINISTRY  OF  INTERIOR 
186   KADOUS,  MOHAMED  ASHRAF  IBRAHIM,  MAJ,  STATE  SECURITY 

37  *  KAMEL,  AHMED  AHMED,  COL 

103  KAMEL,  RAAFAT,  LT  COL,  MINISTRY  OF  INTERIOR 

144  KASEM,  GALAL  AHMED,  BRIG,  STATE  SEC  DEPT 

123   KHALIFA,  MEDHAT  ABDEL,  BRIG  GEN,  CAIRO  AIRPORT  SEC  DE 

126  KHALIL,  MOHAMED  HUSSEIN,  GENERAL  DIR,  POLICE  ACADEMY 

141  LOTFI,  KASSEM  MAHMOUD,  COL,  EGYPTIAN  SPOL 

195   MEDWALI,  KHALED  MOHAMED,  LTC,  EGYPTIAN  POL  ACADEMY 

134  MOSTAFA,  AHMED-NASHAT  MOHAMM,  LTC,  MINISTERY  OF  INTERIO 
188   NASSER,  HESHAM  YEIHA,  LTC,  POL  ACADEMY 

106  NEGM-ELDIN,  HAZEM  ABD-EL,  LT  COL,  MINISTRY  OF  INTERIOR 
137   NOZAHI,  ADEL  ABDELFATAH,  COL,  MINISTRY  OF  INTERIOR 

77   OKEIL,  ABDEL  H. ,  INSPR,  MINISTRY  OF  INTERIOR 
110   RASSEM,  MOHAMED  M. ,  GEN,  MINISTRY  OF  INTERIOR 

104  REDA,  AALY  H. ,  LT  COL,  MINISTRY  OF  INTERIOR 

120  SALAH  EL-DIN,  MOHAMED  HAGIH,  COL,  STATE  SEC  DEPT 
113   SALEH,  ABDEL  RAOUF,  GENERAL,  MINISTRY  OF  INTERIOR 

170   SHAABAN,  MOATASEEM  MOHAMED,  BRIGADIER,  CAIRO  CRIMINAL  I 
190   SHARABY,  OSAMA  FAROUK,  COL,  MINISTRY  OF  INTERIOR 
77   SHAHKAT,  MAHMOUD  ALI,  LT  COL,  MINISTRY  OF  INTERIOR 
122   SOBEIH,  MOHAMED  MOSTAFA,  BRIGADIER,  MINSTRY  OF  INTERIOR 
176   YOUSSEF,  MOHAMED  ABDEL  HAMID,  COL,  EGYPTIAN  NATL  POL 

112  ZAKARIA,  MOHAMED  A.,  LIEUTENANT  COLONEL,  MINISTRY  0 
PORT  SAID 

103   KHODAIR,  MOHAMED  SAMY,  PORT  SAID  GOVERNOR 
CAIRO 
GIZA 

121  EZELDIN,  AHMED  GALAL,  COL,  MINISTRY  OF  INTERIOR  POL 

EL  SALVADOR 
SAN  SALVADOR 
131   LAINEZ  MENDOZA,  JULIO  ALBERT,  DET,  POLICIA  NACIONAL  DE 
154   LOPEZ  Y  LOPEZ,  NELSON  IVAN,  LTC,  NATL  POL  OF  EL  SALVADO 

ENGLAND 
AVON 

147  BROOK,  RICHARD  JOHN,  CHF  INSPR,  AVON  AND  SOMERSET  C 
BARNSLEY 

112   HATSON,  TERENCE,  DIV  CMDR,  SOUTH  YORKSHIRE  POL 
BIRMINGHAM 

148  COCKER,  DAVID  FRANK,  CHF  INSPR,  WEST  MIDLANDS  POL 
125   ROCHE,  CLIVE  JEREMY,  ASST  CHF  CONSTABLE,  HEST  MIDLA 

143  THURSFIELD,  DAVID  HILLIAM,  SUPT,  HEST  MIDLANDS  POL 

140  HILKINSON,  FRANCIS,  ASST  CHF  CONSTABLE,  HEST  MIDLA 
BRAMSHILL 

145  MEAD,  GEOFFREY  DOUGLAS,  CHF  SUPT,  POL  STAFF  COLLEGE 
BRISTOL 

136   HARLAND,  JOHN  HENRY,  DEP  CHF,  AVON  &  SOMERSET  CONST 
CHESHI RE 

146  JONES,  PETER  LINDEN,  CHF  SUPT,  CHESHIRE  CONSTABULAR 
CHESTER 

175  GERRARD,  GRAEME  EDHARD,  SUPT,  CHESHIRE  CONSTABULARY 

CLEVELAND 

134  HORNER,  JOHN  KENNETH,  ASST  CHF  CONSTABLE,  CLEVELAND 

190  MAXHELL,  GRAHAME  RONALD,  CHF  SUPT,  CLEVELAND  CONSTABULA 

COLHYN  BAY 

119  ODOHD,  DAVID  JOSEPH,  INSPECTOR  OF  CONSTABULARY,  UNI 
DURHAM 

142  ft   MACKENZIE,  BRIAN,  CHF  SUPT,  DURHAM  CONSTABULARY 
ESSEX 

144  CLARK,  CHARLES  EDHARD,  CHF  SUPT,  POL 

164  PAYNE,  GEOFFREY  DAVID,  DET  SUPT,  PD 
EXETER 

161  GRIMLEY,  PATRICK  JOSEPH,  SUPT,  DEVON  &  CORNWALL  CONSTAB 

107  ORMEROD,  CHARLES  R.,  ASST  CHF  CONSTABLE,  DEVON  CONS 

127  PHILLIPS,  JOHN  DAVID,  DEP  CHF  CONSTABLE,  DEVON  &  COR 
HERTFORDSHIRE 

159   THOMAS,  MICHAEL  FRANCIS,  CHF  SUPT,  STEVENAGE  PD 
HULL 

178  GRIFFIN,  DAVID  JOHN,  SUPT,  HUMBERSIDE  POL 
HUMBERSIDE 

130   POVEY,  KEITH,  ASST  CHF  CONSTABLE,  HUMBERSIDE 
KENT 

166   HORTON,  COLIN,  SUPT,  KENT  POL 
LEICESTER 

172   GHAFFUR,  TARIQUE  MOHAMMED,  CHF  SUPT,  LEICESTERSHIRE  CON 
LEICESTERSHIRE 

157  #  WALLACE,  P  JOHN,  EX  DET  CH  SUPT,  NON  SEC  MANGR 
LIVERPOOL 

117  ADAMS,  RICHARD,  ASST  CHF  CNSTBLE,  MERSEYSIDE  P 

122  #  LUPTON,  MARIE,  CHF  SUPT,  MERSEYSIDE  POL 
LLANGUNNOR 

118  WHITE,  RAYMOND,  CHF  CONSTABLE,  DYFED-POWYS  POL 
LONDON 

179  BAKER,  ANDRE,  CHF  SUPT,  METRO  POLICE 

165  DICKINSON,  THOMAS,  CHF  SUPT,  LONDON  POL 

162  GALE,  CHRISTOPHER,  ASST  CHF  CONSTABLE,  MERSEYSIDE 


: 


0 


5 


Dfl 


PAGE 


309 


ENGLAND  -  FIJI 

137   HIGGINS,  STEHART  LAURANCE,  SUPT,  METRO  POL 

184  HOOLEY,  FRANK,  DET  CHF  INSPR,  CITY  OF  LONDON 

185  HUNT,  GEOFF,  DET  CHF  INSPR,  METRO  POL  SERV 

8  I  LESLIE,  HENRY  ARTHUR,  SUPT,  METRO  PD,  NEW  SCOTLAND  Y 
141   MONK,  RICHARD  GORDON,  CMDR,  METRO  POLICE,  NEH  SCOTLA 
194   OVERTON,  DAVID  HENRY,  DET  INSPR,  METROPOLITAN  POL 
151    RAMM,  ROY  ALFRED,  DET  CHF  SUPT,  METRO  POL 
189    RANDALL,  ROBERT  MICHAEL,  DET  SUPT,  METRO  PD 
103   RICHARDS,  MICHAEL  D. ,  DET  CHF  SUPT,  METRO  POL 
171   HEBB,  BARRY  HILLIAM,  DET  SUPT,  NATL  CRIM  INTELLIGEN 

123  HINSHIP,  PETER  JAMES,  DEP  ASST  COMMISSIONER,  METRO  P 
MAIDSTONE  KENT  „Tni ou 

124  CAREY,  PHILIP  HALLACE,  SUPT,  KENT  CO  CNSTBLRY 
MANCHEST  er 

155  DAVIES,  HARRY,  SUPT,  GREATER  MANCHESTER  POL 

182    PROVOOST,  ARTHUR  GILLES,  DET  SUPT,  GREATER  MANCHESTER  P 
193   ROSS,  JULIAN,  DET  INSPR,  GREATER  MANCHESTER 
163   SHEENEY,  VINCENT  ANTHONY,  ASST  CHF  CONSTABLE,  POLICE 
NORTH  YORKSHIRE 

131  SHAH,  BARRY  DENNIS,  ASST  CHF  INSPR,  NORTH  YORKSHIR 
NORTHAMPTON 

167   DITCHETT,  PETER  MICHAEL,  SUPT,  NORTHAMPTONSHIRE  POL 

156  HILLIS,  KENNETH  IAN,  CHF  INSPR,  NORTHAMPTONSHIRE  PO 
NORTHAMPTONSHIRE  ,  „„ 

170   CLARKE,  NIGEL  TREVOR,  CHF  INSPR,  NORTHAMPTONSHIRE  PO 

139   WYRKO,  DAVID  JOHN,  CHF  SUPT,  NORTHAMPTONSHIRE  POL 
NORTHUMRR I A 

126    BANCROFT,  FREDERICK  BARRY,  ASST  CHF,  CONSTABULARY 
NOTTINGHAM  _  ,„ 

117  #  MCCLEAN,  ROY  H,  DET  SUPT,  NOTTINGHAMSHIRE  CONS 
OXFORD 

132  ENGLEFIELD,  ALAN  JOHN,  CHF  SUPT,  THAMES  VALLEY  POL 

190   HAVERON,  STEHART,  INSPR,  THAMES  VALLEY  POL 
PFNRI TH 

138   MORTON,  RENNIE  MUIR,  SUPT,  CUMBRIA  CONSTABULARY 
PLYMOUTH 

129   GORMAN,  LIONEL  PAUL,  DIV  CMDR,  CROWNHILL  PD 
RAF  ALCON  BURY 

132  FARRINGER,  DAVID  FRANK,  MAJ,  USAF 
RAF  BENTHATERS 

93   HARRELL,  FRANK  H. ,  MSGT,  USAF 
SOUTHAMPTON,  HAMPSHIRE  ,„-u--r  ™u«-t 

188   STICKLER,  PAUL  ANDREH,  DET  CHF  INSPR,  HAMPSHIRE  CONST 

S152AMSH0HLETT-B0LT0N,  ANTHONY  C,  CHF  SUPT,  THAMES  VALLEY  POL 
SURREY 

169   CROSSAN,  PATRICK  PETER,  DET  SUPT,  SURREY  CONSTABULARY 

151    POTTER,  ROBERT  SAMUEL,  COP 

180   HILCE,  JON,  SUPT,  SURREY  POL 

128   WILLIAMS,  DAVID  JOHN,  DEP  CHF  CONSTABLE,  SURREY  CONS 
SUSSEX 

153   FREEMAN,  DAVID  ROY,  CHF  SUPT,  SUSSEX  POL 

U  A  OUT  Cl( 

120  I  HALL,  GRAHAM  ROGER,  SUPT,  WARWICKSHIRE  CONSTABULAR 
ljcct  YORKSHIRE 

174   BROWN,  ANDREH  FREDERICK,  DET  SUPT,  WEST  YORKSHIRE  POL 
HI LTSHI RE 

133  GOLDIE,  IAN  DAVID,  CHF  SUPT,  WILTSHIRE  CONSTABULA 
WORCESTER 

160   BECKLEY,  ALAN,  CHF  INSPR,  WEST  MERCIA  CONSTAB 

ERITREA 

193   MEBRAHTU,  KIDANE  TESFAY,  COL,  ERITREAN  POL 

ESTONIA 
TALL  I NN 
182    LAANET,  KALLE,  SR  INSPR,  CENTRAL  CRIMINAL  POL 
195   RATASSEPP,  MEELIS,  DEP  DIR,  ESTONIAN  SECURITY  POL 
192   VAIN,  AARE,  DIR,  ESTONIAN  SECURITY  POL  BOA 

188    ROOD,  HEIKI,  VICE  DIR,  ESTONIAN  SPOL  BOARD 

FEDERAL  REPUBLIC  OF  GERMANY 

BERL I N 
179    ENGLER,  RUEDIGER,  KRIMINALOBERRAT,  BERLIN  POL 
156   HAEBERER,  PETER  MICHAEL,  KRIMINALOBERRAT,  WEST  BERLIN  K 
174   REINHARDT,  ANDREAS  JURGEN,  KRIMINALRAT,  BERLIN  POL 
185    SCHLANGE-SCHOENINGEN,  STEPHAN,  KRIMINALOBERRAT,  LANDESK 
170   ZUCH,  KLAUS  JUERGEN,  KRIMINALOBERRAT,  BERLIN  POL 

DRESDEN 
195   KILZ,  UHE,  LTC,  SACHSEN  SPOL 

179   MUELLER,  REINHARD,  KRIMINALOBERRAT,  LANDESKRIMINA 
ERFURT 

184   HEHNE,  PETER,  KRIMINALRAT,  POLIZEI  DIREKTION 
F  R  A  NK  FURT 

93   HESTENDICK,  WILLIAM  A.,  MAJ/ASSISTANT  CHIEF  OF  STAFF, 

H106U2GBERTLING,  MICHAEL  G. ,  LT,  POLIZEI  HAMBURG-KRIMINALAM 

158   DALEKI,  MICHAEL,  KRIMINALOBERRAT,  PD 

130   HAESSLER,  HANS  JOACHIM,  KRIMINALHAUPTKOMMISAR,  PD 
HANAU 

182   BELCHER,  ERIC  RAY,  MAJ,  USA 
HEIDELBURG 

125   COLLINS,  ELLIS  JAMES,  CHO  III,  USA 

ur  T  i  RRONN 

163   RITTENAUER,  VOLKER  EUGEN,  KRIMINALHAUPTKOMMISSAR,  POLIZ 
MANNHEIM 
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119   HART,  HILLIAM  LOUIS,  LTC,  USA 
132   MUMMA,  JOHN  HARLAN,  LTC,  USA 

135  n   PITTMAN,  GARRY  LYN,  LTC,  OFC  OF  PROVOST  MARSHAL 
MECKENHEIM 
145   BERLIN,  REINHARD  KARL,  KRIMINALHAUPTKOMMISSAR,  BUNDES 

132  DAMBIER,  WOLFGANG,  DET  CPT,  BUNDESKRIMINALAMT 

133  MORNING,  ANITA,  CPT,  GERMAN  FED  LAW  ENF  AGENCY 

153  ZAYC,  HANS  WOLFGANG,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
MUN I CH 

167   BOXLEITNER,  HEINRICH,  KRIMINALOBERKOMMISSAR,  BAVARIA 
169   MARONEY,  MICHAEL  JOHN,  CWO  IV,  USA 
189   REITHUBER,  DIETRICH  HEINZ,  CAPTAIN,  MUNICH  PD 
HUNSTER 

154  SCHMIDT,  KLAUS  E,  KRIMINALOBERRAT,  POLIZEI-FUEHR 

126   ZIMMERMANN,  HANS-MARTIN,  KRIMINALDIREKTOR,  POLIZEIFUEHR 
NUERNBERG 

114  #  EBERT,  MICHAEL  D,  CWO,  USA 
RAMSTEIN  AIR  BASE 

182   DITZLER,  GREGORY  EARL,  CPT,  USAF 

135   KENT,  STEPHEN  DONALD,  SR  MSGT,  USAF 

126   ROURK,  RAPHAEL  PATRICK,  SR  MSGT,  USAF 
STUHL 

95  BRENZEL,  ROBERT  C,  LTC,  USA 
STUTTGART 

109   MCWILLIAMS,  PHIL  S,  DAC,  USA 

114  RICE,  DEWARD  B,  JR,  COL,  USA 
WFST  BERLIN 

96  MERRETTIG,  ROLF  K,  FIRST  KRIMIN  ALHAUPLKOMMISSAR 

115  SCHINZ,  WOLFGANG  B.,  CHIEF  COMMISSIONER,  CRIMINAL  P 

WT  F^RAnFN 

186  BANSCHBACH,  HELMUT,  CHF  CRIM  COMMISSAR,  GERMAN  FED 

137  BOLCK,  STEFAN,  KRIMINALHAUPTKOMMISSAR,  BUNDES 

131  BORG,  GERD  VAN,  KRIMINALRAT,  BUNDESKRIMINALAMT 

135  BRAUNWART,  KLAUS  E,  KRIMINALHAUPTKOMISSAR,  BUNDESK 

194  FUNKE,  JOHANNES-MARIA,  CRIM  SUPT,  GERMAN  FEDERAL  CRIM 

163  GILLNER,  EWALD  GEORG,  KRIMINALHAUPTKOMMISSAR,  BUNDES 

174  GRUMBACH,  GERD,  LT,  GERMAN  FEDERAL  INVESTIGATI 

182  HAUER,  PETER,  KRIMAHAUPTKOMMISSAR,  FED  POLIC 

166  HEIL,  KLAUS  HERMANN,  KRIMINALOBERKOMMISSAR,  BUNDESK 

123  HESSEL,  HANS  JUERGEN,  DET  SUPT,  WGER  FED  CRIM  POL 

88  #  HOEVELER,  HANS  J,  ASST  DIR,  W  GERMAN  FED  CRIM  PO 

146  KLEINSCHMIDT,  CHRISTIANE  E,  KRIMINALHAUPTKOMMISSARIN,  B 

151  MAKOWSKI,  JOACHIM  GERT,  KRIMINALHAUPTKOMMISSAR,  BUNDES 

162  POSIEGE,  PETRA,  KRIMINALHAUPTKOMMISSARIN,  BUND 

190  RADKE,  SVEN,  KRIMINALOBERRAT,  BUNDESKRIMINA 

134  REINWARTH,  JUERGEN,  BUNDESKRIMINALAMT,  KRIMINALHAU 

129  RUSSART,  WERNER,  KRIMINALOBERRAT,  BUNDESKRIMINA 

141  SCHWANINGER,  ROLF  ALFRED,  KRIMINALHAUPTKOMMISSAR,  BUNDE 

159  VAHLENKAMP,  WERNER,  KRIMINALHAUPTKOMMISSAR,  BUNDES 

139  WACKER,  GERHARD,  KRIMINALOBERKOMMISSAR,  BUNDESK 

121  WOHLRATH,  VOLKER  ROBERT,  DET  SUPT,  WEST-GERMANY  FED  BU 
WUERZBURG 

92  #  LENHART,  MICHAEL  E,  II,  LTC,  USA 

FEDERATED  STATES  OF  MICRONESIA 
KWAJALEIN 

151   HARTER,  THOMAS  MELVIN,  DEP  CHF,  PD 
ECAROLINE 
KOSRAE 

159   SIGRAH,  CARSON  KUN,  LT,  DPS 

138  *  TOSIE,  WILLIAM  ORLANDO,  CPT,  DPS 
PONAPE 

154   ABRAHAM,  JOSEPH  ANDERLANS,  CPT,  DPS  TU„CT,. 

150   ANGEY,  KONRAD  SITOUPIS,  DEP  CHF,  DIV  OF  SEC  AND  INVSTG 

138   JACK,  JACK  JOSEPH,  CHF,  DIV  OF  SEC  AND  INVSTGN 

138   MARTIN,  BERNEY  J,  COURT  ADMN  OFCR,  JUDICIARY  BRA 
TRUK 

154   ESEMANAU,  SORSIOS  JONMARK,  DIR,  DPS 

159   KILLION,  TEICHY  P,  LT,  DPS 

138   RIZAL,  KERSON  CHIWI ,  CPT,  TRUK  DPS 

150   UEDA,  CHIRIKAR  NOBORU,  DET,  DPS 
MARSHALLISL 
MAJURO  „T  „„,- 

154   LANWI,  GEORGE  RAYMOND,  CPT,  DPS 

150   LOKEIJAK,  WILSON,  DET  LT,  DPS 

159   LEMARI,  RELLONG  DAVID,  CPT,  DPS 
NMARIANAS 
SAIPAN  „   iv 

159   CAMACHO,  FRANCISCO  MUNA,  CPT,  DPS 

112   CAMACHO,  GREGORIO  M,  DIR,  DPS 

131  #  CASTRO,  JOSE  MUNDO,  CHF,  N  MARIANAS  DPS 

194   MANALILI,  EDWARD  HIGA,  LT,  DPS 

138   REYES,  ANTONIO  ALDAN,  ASST  CHF,  DPS 

185   SALAS,  JUAN  SABLAN,  CPT,  DPS 

150   SEMAN,  VICENTE  TAMAN,  CHF  OF  CORRECTIONS,  DPS 
NMI 

167  KIYOSHI,  ANTONIO  OGO,  MAJ,  TINIAN  DPS 
REPOF 
KOROR 

138  BRELL,  KAORU,  DIR,  BU  OF  PUB  SFTY     r,crTU 

150  KANAI,  BESURE  FISCHER,  CHF,  BU  OF  PUB  SAFETY 
HCAROLINE 
YAP 

138  MIREY,  LIYAB,  COP,  YAP  DPS 

154  TAMANKAMNANGED,  CHARLES  LEO,  CPT,  DPS 


FIJI 


SUVA 


194   MATAKIBAU,  SAMUELA  SILI,  ASST  SUPT,  FIJI  POL  FORCE 


FIJI  -  HUNGARY 


174 
182 


SAVUA,  ISIKIA  RABICI,  DEP  COMMISSIONER,  ROYAL  FIJI  P 
HAQAVESI,  ISIKELI  VUNIWAQA,  INSPR,  FIJI  POL  FORCE 


FINLAND 
HELSINKI 
176   KNAPE,  PETRI  HARRY  KAIUS,  DET  CHF  SUPT,  NATL  BU  OF  INVS 
161   RANTAMA,  KARI  ILMARI,  DEP  CHF,  CENTRAL  CRIMINAL  POL 
143   RANTANEN,  KARI  OLAVI ,  CHF  OF  BU,  CENTRAL  CRIM  POL 

151  RINNE,  URMA  TOIVO,  CHF  SUPT,  SEC  POL  OF  FIN 
187   SALO,  JOUKO  UOLEVI,  DET  CHF  SUPT,  HELSINKI  PD 

193   VALKKI,  JOUNI  TAPANI,  INSPR  GEN,  MINISTRY  OF  THE  INT 

FRANCE 
BIARRITZ 

163   BOURNIQUEL,  PIERRE  MARIE,  COMR  PRINCIPAL,  FRENCH  NATL  P 
CALAIS 

155   HAEM,  MARK  STEPHEN,  COMR  PRINCIPAL,  FRENCH  NATL  PO 
CHOLET 

157   PIERRE,  HERVE  ROLAND,  COMMISSAIRE  PRINCIPAL,  FRENCH 
DEN  HAAG 

179   LEVEQUE,  MARC  DENIS,  MAJ,  GENDARMERIE  NATIONALE 
GUADELOUPE 

169  SALAGNAC,  PHILIPPE,  DEP  DIR,  FRENCH  NATL  POL 
LA  ROCHELLE 

152  BERLIOZ-CURLET,  JACQUES,  COMR  PRINCIPAL,  FRENCH  NATL  PO 
LE  RAINCY 

170  PLAISANT,  ERIC,  COMMISSAIRE,  FRENCH  NATL  POL 
LILLE 

170 
PARIS 
193 
183 
187 
185 
141 
195 
182 
191 
166 
189 
171 
178 
193 
174 
151 
151 
177 
137 
165 
186 
185 
153 
164 


MULLER,  ROMUALD,  COMMISSAIRE,  FRENCH  NATL  POL 


BILLA,  FRANK,  COMMISSAIRE,  POLICE  JUDICIAIRE 
BONNEFOND,  OLIVIER,  COMMISSAIRE,  FRENCH  NATL  POL 
CAILLET,  SERGE,  LTC,  FRENCH  GENDARMERIE 
CALLIES,  THIERRY,  COMMISSAIRE,  POL  OF  PARIS 
CHAU,  SIDNEY  FOO-CHEONG,  SUPT,  ROYAL  HK  POL  FRCE 
FRATI,  ERIC,  COMMANDANT,  FRENCH  NATL  POL 
FURIGO,  GILLES,  COMMISSAIRE  PRINCIPAL,  FRENCH 
GAUTHIER,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
JEANVOINE,  GISELLE  CECILE,  COMMISSAIRE,  FRENCH  NATL  POL 
JUMEL,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
LAPPRAND,  DOMINIQUE  PAUL,  MAJ,  FRENCH  NATL  GENDARMERIE 
LEBORGNE,  GUY  JEAN,  COL,  FRENCH  GENDARMERIE 
LECALLONNEC,  ERIC,  MAJ,  FRENCH  GENDARMERIE  NATION 
LEONNET,  JEROME,  COMMISSAIRE  PRINCIPAL,  FRENCH 
MAFFRE,  JACQUES,  COMMISSAIRE,  DE  LA  POL  JUDICIA 
MALPEL,  JEAN  ANDRE,  COMMISSIONER,  FRENCH  NATL  POL 
MIGAUX,  PHILIPPE  FRANCOIS,  COMMISSAIRE,  FRENCH  NATL  POL 
RAGUIDEAU,  GILBERT  BENOIT,  COMM  DIV,  DIRECTION  CENTRALE 
REUNGOAT,  YVES  LOIC,  MAJ,  GENDARMERIE  NATIONALE 
ROLLAND,  LUCRE,  COMMISAIRE,  POL  OF  PARIS 
SIMEON-DREVON,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
STEMMELEN,  ERIC  JEAN,  CHF  SUPT,  FRENCH  NATL  POL 
THEVENARD,  PHILIPPE,  COMMISSAIRE  PRINCIPAL,  FRENCH 
RAMSTEIN  AFB 

172  DIMITRATOS,  HARRY,  M/SGT,  USAF 
STRASBOURG 

183   CALAS,  JEAN  LUC,  COMM  DIV,  FRENCH  NATL  POL 
TOULOHE 
191   PAILLARD,  YVES,  COMMISSAIRE,  FRENCH  NATL  POL 

GIBRALTAR 
GIBRALTAR 

173  GOMEZ,  JOSEPH  ANTHONY,  SGT,  ROYAL  GIBRALTAR  POL 

GREECE 

KASTANIS,  GEORGE  N,  LT,  HELLENIC  POL 

KOSSIVAKIS,  ELIAS  XENOPHON,  LT,  HELLENIC  POL  OF  GREECE 

LORENGATOS,  VASSILIS,  LT,  GREEK  POL 

LOUKOUMIS,  EVANGELOS  ANASTASIOS,  LT,  HELLENIC  POL  OF  GR 

PANOUSSIS,  IOANNIS,  MAJ,  HELLENIC  POL 

PAPACHRISTOS,  SPRIRIDON,  2LT,  NATL  SEC  AGENCY 

SKANDALIS,  ACHILLEAS,  LT,  HELLENIC  POL 

VANIKIOTIS,  GEORGE  THANASIS,  LT,  HELLENIC  NATL  POL 


ATHENS 

178 

180 

176 

180 

162 

157 

181 

195 
RAFINA 

178  HABIPIS,  GEORGE,  2ND  LT,  HELLENIC  POL 
THESSALONIKI 

179  BAMIATZIS,  ANTONIOS,  INSPR,  HELLENIC  POL  OF  GREECE 
179   GIAKOVIS,  IKAROS,  INSPR,  HELLENIC  POL  OF  GREECE 

176  KARAVASSILIS,  ANTONIOS,  MAJ,  GREEK  POLICE 
THESSOLONIKI 

191   KATSARAS,  ATHANASI,  LTC,  HELLENIC  POL 

GRENADA 
ST  GEORGES 
160   BERNARD,  COSMOS  CLAUDIUS,  SUPT,  ROYAL  GRENADA  POL  FRCE 

177  JAMES,  HINSTON,  ASST  COMM'R,  ROYAL  GRENADA  POL 
186   THOMPSON,  HILLAN,  SUPT,  ROYAL  GRENADA  POL  FOR 

166   TOUSSAINT,  TED  ALBERT,  INSPR,  ROYAL  GRENADA  POL  FORCE 

GUADELOUPE 
ABYMES 
195   THIERRY,  FRANCOIS,  SUPT,  REGIONAL  CRIME  SQUAD 


AGANA 
168 
139 
175 
120 


GUAM 

AGUIGUI,  EARL  CRUZ,  CPT,  PD 

AGUIGUI,  FRANCISCO  TYQUIENGC,  MAJ,  DPS 

BLAS,  AGNES  MENDIOLA,  OFCR,  PD 

KLINGE,  RODNEY  GENE,  HEAD  OF  SEC,  ATTY  GEN  S  OFC 


188  LEON  GUERRERO,  FRANK  G,  CPT,  PD 
89   MARIANO,  JOSE  R,  MARSHAL,  USMS 

181  SABLAN,  FERNANDO  LEON  GUERRERO,  LT,  PD 

91  tt   SGAMBELLURI,  ADOLFO  P.,  VP  OF  ADMIN,  GUAM  COMM  COLLEGE 
116  tt   TAINATONGO,  FRANCISCO  T,  CPT,  DPS 
110   TERLAJE,  HENRY  S,  MAJ,  DPS 

101  ft   TICKVITZA,  ANDREH,  CHIEF  INVESTIGATOR,  OFFICE  OF 
124  tt   TORRE,  JOAQUIN  ALFAGUE,  MAJ,  DPS 
BARRIGADA 
165   MARQUES,  JAMES  MATTOES,  JR,  CPT,  GUAM  PD 

GUATEMALA 
GUATEMALA  CITY 
150   LOPEZ  PAZ,  EDMUNDO  REYNALDO,  2LT,  NATL  POL  OF  GUAT 
149   OLIVA  ARIAS,  FELICITO,  SUB-COMISARIO,  NATL  POL  OF  GUA 
146   QUINONEZ  ESCOBAR,  OSCAR  A,  LT,  NATL  POL  OF  GUATEMALA 

GUINEA 
CONAKRY 

182  BOUBACAR,  KOULIBALY,  CPT,  REPUBLIC  OF  GUINEA  POL 
174   TRAORE,  BABA,  CPT,  NATL  POL  OF  GUINEA 

GUYANA 
GEORGETOHN 
187   ADAMS,  PHILBERT  HILLIAM,  SUPT,  GUYANA  POL  FORCE 
176   CAESAR,  FREDERICK  FITZROY,  ASST  SUPT,  GUYANA  POL  FORCE 

176  FELIX,  HINSTON  GORDON,  DEP  CHF,  C.I.D.,  GUYANA  POL 
193   GEORGE,  DAVID  LORHYN,  ASST  COMM,  GUYANA  POL  FORCE 

183  HUTSON,  LLOYD,  SUPT,  GUYANA  POL  FORCE 

179  JOHNSON,  ANGELA  VANESSA,  CHF  OF  TRNG,  GUYANA  POLICE  FOR 

180  MAKHANLALL,  HEERALALL,  ASST  SUPT,  GUYANA  POL  FORCE 
167  *  MARKS,  MICHAEL  ALEXANDER,  SUPT,  GUYANA  POL  FORCE 

189  PERSAUD,  SEELALL,  DEP  SUPT,  GUYANA  POL  FORCE 

193  SLOHE,  PAUL  ESMOND,  SR  SUPT,  GUYANA  POL  FORCE 
172   TRIM,  LEON  EWART,  SR.  SUPT  GUYANA  POLICE  FORCE 

80  ft   HASON,  C.  ROBERT,  SR  SUPT,  GUYANA  POLICE 

HONDURAS 
TEGUCIGALPA 
156  *  CARIAS-VELASQUEZ,  JORGE  A,  LT,  PUB  SEC  FRCE 
141  *  PINEL  CALIX,  GUILLERMO  JUSTINO,  LTC,  DIRECCION  NACIONAL 

HONG  KONG 
HONG  KONG 
159  ft   BOOTH,  ROGER  JOHN,  SUPT,  ROYAL  HK  POL 
126   BRAITHHAITE,  KEITH,  SR,  SUPT,  ROYAL  HK  POL 

174  BUNNING,  PETER,  SUPT,  ROYAL  HONG  KONG  POL  FORC 
95  tt   CHAN  HO-YIN,,  SR  SUPT  OF  POL,  ROYAL  HK  POL 

146  ft   CHAN,  EDMUND  CHUN,  SUPT,  ROYAL  HK  POL 

175  CHAN,  HERMAN  YEE,  SUPT,  ROYAL  HONG  KONG  POL 
93  tt   CHAN,  PETER  YICK,  CHF  SUPT,  ROYAL  HK  POL 

101  CHAPMAN,  VINCENT  F,  CHF  SUPT,  ROYAL  HK  POL 
171  CHAU,  SIU  KEUNG,  SUPT,  ROYAL  HONG  KONG  POL 
155   CHENG,  ROBERT,  SUPT,  ROYAL  HK  POL 

180   CHIU,  HON  BUN,  SUPT,  ROYAL  HONG  KONG  POL 
191   CHU,  MAN-KIN,  CHF  INVSTGR,  COMM  AGAINST  CORR 

177  FUNG,  KIN-MAN  STEPHEN,  SUPT,  ROYAL  HONG  KONG  POL 

167  ft   HOLLOHAY,  DAVID  HILLIAM,  DET  SR  SUPT,  ROYAL  HK  POLICE 
112   HUI,  JOHN  CHIU-YIN,  CHF  SUPT,  ROYAL  HK  POL 

190  IP,  HAI-KEUNG,  SUPT,  HONG  KONG  POL 
100  ft   JACK,  GORDON,  ASST  COMR,  ROYAL  HK  POL 
149   KAN,  KAM  TONG,  SUPT,  ROYAL  HONG  KONG  POL 
143   KHOK,  ALBERT,  SUPT,  ROYAL  HONG  KONG  POL 

163  LAM,  GREGORY  KHAI-BUN,  SUPT,  ROYAL  HONG  KONG  POL 

102  LAU,  DOUGLAS  YUK-KUEN,  CHF  SUPT,  ROYAL  HONG  KONG  POL I 

194  LAH,  PING  KUEN,  SUPT,  HONG  KONG  POL 

133  tt   LEE,  ANTHONY  PETER,  SUPT,  ROYAL  HONG  KONG  POL  FORC 
97  *  LEE,  PHILIP  C,  SR  SUPT,  ROYAL  HONG  KONG  POL 

187  LI,  KING-SUI  ELLEN,  SUPT,  ROYAL  HONG  KONG  POL 

106  LIM,  BASIL  SAK-YEUNG,  CHF  SUPT,  ROYAL  HONG  KONG  POLI 

184  NG,  KAM-HING,  SUPT,  ROYAL  HONG  KONG  POL 

164  tt   PIERCE,  RAYMOND  JOHN,  SUPT,  ROYAL  HONG  KONG  POL 

191  RIBEIRO,  JOHN  PAUL,  SUPT,  HONG  KONG  POL 

84  ft   RINGER,  MICHAEL  A.,  CHF  SUPT,  ROYAL  HONG  KONG  POL 

195  SHEUNG,  SIMON  CHI-KEUNG,  SUPT,  HONG  KONG  POL 

183   SO,  DANIEL  PING-HUNG,  CHF  INVSTGR,  INDEPENDENT  COMM 
151   STEVENS,  PETER  ROY,  SUPT,  ROYAL  HONG  KONG  POL 

185  TO,  HON-KI,  SUPT,  ROYAL  HONG  KONG  POL 

188  TSO,  HAI  YAN  KENNY,  INVSTGR,  COMM  AGAINST  CORRUPT 
86  tt   U  TAT-MING,,  CHF  SUPT,  ROYAL  HONG  KONG  POLI 

107  HILLIAMSON,  RICHARD  A.,  SUPT,  ROYAL  HONG  KONG  POLICE  F 

189  HONG,  FOOK-CHUEN  VINCENT,  SUPT,  ROYAL  HONG  KONG  POL 
117   HONG,  TSAN-KHONG,  ASST  COMMISSIONER,  ROYAL  HONG 
141   YIP,  KHOK-KEUNG,  SUPT,  ROYAL  HONG  KONG  POL 

165  YIP,  MICHAEL  SUEN,  SUPT,  ROYAL  HONG  KONG  POL 
YOUILL,  ROBERT  LOUIS,  SUPT,  ROYAL  HONG  KONG  POL 


i 


170 
KOHLOON 
179   LO,  VICTOR  YIK  KEE, 


SUPT,  ROYAL  HONG  KONG  POL 


HUNGARY 
BUDAPEST 
171   HIMA,  TAMAS  ISTVAN,  MAJ,  HUNGARIAN  NATL  POL 
PAUSZ,  FERENC,  LTC,  HUNGARIAN  NATL  POL 
SZABO,  ZSIGMOND,  CPT,  HUNGARIAN  NATL  POL 
SZEPLAKI,  VILMOS,  LT,  HUNGARIAN  NATL  POLICE 
SZUHAI,  ILONA,  CPT,  HUNGARIAN  NATL  POL 
URBAN,  TIBOR,  MAJ,  HUNGARIAN  NATL  POL 


179 
175 
178 
193 
191 
GYOR 
183 


DANI,  ZOLTAN  GABOR,  1LT,  HUNGARIAN  NATL  POL  FOR 
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ICELAND 
AKUREYRI 

180   JOHANNSSON,  GUNNAR,  DET,  AKUREYRI  POL  FORCE 
KEFLAVIK 

143   TOTH,  MATHEH  STUART,  LTC,  USAF, 
REYKJAVIK 

143   ARMANNSSON,  OMAR  SMARI,  DET,  PD 

175  GUDJONSSON,  GUDMUNDUR,  CHF  SUPT,  REYKJAVIK  POL 

INDIA 
BANGALORE 

186   REDDY,  PRABHU  RAJASHEKHAR,  SUPT,  CENTRAL  BU  OF  INVSTGN 
HYDERABAD 

176  MISHRA,  PRAKASH,  DEP  INSPR  GEN,  INDIAN  CENTRAL 
NEH  DELHI 

180  ARORA,  RAHESH  CHANDER,  SUPT,  CENTRAL  BU  OF  INVSTGN 

178  CHOUDHURY,  JAYANTO  NARAYAN,  ASST  DIR,  INDIAN  INTELLIGEN 

173  GUPTA,  VINEET  KUMAR,  DEP  INSPR  GEN,  CENTRAL  B  OF  I 

19*  KUMAR,  SHRI  KULDEEP,  ASST  DIR,  INTELLIGENCE  BU 

193  NAIR,  P  MADHUSOODANAN,  DEP  INSPR  GEN,  CENTRAL  BUR  OF 

169  PATNAIK,  ASHOK  KUMAR,  ASST  DIR,  INTELLIGENCE  BU 

173  SINHA,  MALAY  KUMAR,  ASST  DIRECTOR,  INDIAN  POL  SERV 

INDONESIA 
BALIKPAPAN 

184   MIRAH,  F.  FOMALHOUT  J,  MAJ,  INDONESIA  NATL  POL 
JAKARTA 

94   AMAN,  MOHAMAD  MARSUDI,  MAJ,  INDO  NAT  POL 
178   AZETH,  AMHAR,  CPT,  INDONESIAN  NATL  POL 
157   BAMBANG  RIATMODJO,  ALEXIUS,  MAJ,  INDONESIAN  NATL  POL 
190   DAHNIEL,  RYCKO  AMELZA,  CPT,  INDONESIA  NATL  POL 
171   HASAN,  ISKANDAR,  MAJ,  INDONESIAN  NATL  POL 
114   MANU,  ZHINGLI,  CPT,  INDONESIAN  NATL  POL 
102  «  NASUTION,  IHA  Y.,  CPT,  INDONESIAN  NATIONAL  POL 
192   NUGROHO,  SADONO  BUDI ,  MAJ,  INDONESIAN  NATL  POLICE 

94   PRINGGOSENTONO,  HITONO,  CPT,  INDONESIAN  NATIONAL  POL 
102  *  RASJID,  HERMAN,  CPT,  INDONESIAN  NATIONAL  POL 
167   SOEKARNA,  NANAN,  LTC,  METRO-REGIONAL  POLICE 

97   TANDIAMPA,  ADE,  LT,  INDONESIAN  NATIONAL  POL 
128   THANOS,  INDRADI  INDRA,  ILT,  INDO  NAT  POL 
121   ZAFRULLAH,  HARAB,  LT,  INDONESIAN  NATIONAL  POL 

IRAN 
TEHRAN 

70  AFSHAR,  MANOUCHEHR,  LTC,  GEN  POL  ADMIN  OF  IRAN 

75  BOROUMAND  RAD,  HOSSEIN,  CPT,  GEN  POL  ADMIN  OF  IRAN 

76  ESHGIPOOR,  GHOLAM-ALI,  MAJ,  GEN  POL  ADMIN  OF  IRAN 
75   FOROOHARI,  BAHRAM,  ILT,  GEN  POL  ADMIN  OF  IRAN 

78  GHODOUSSI,  SHAHROKH,  CPT,  GEN  POL  ADMIN  OF  IRAN 

74  HAJINABI,  HOSSAIN,  CPT,  GEN  POL  ADMIN  OF  IRAN 

78  JAHANTAB,  GHANBAR,  ILT,  GEN  POL  ADMIN  OF  IRAN 

72  MADANI,  FERAIDOON,  MAJ,  GENERAL  POL  ADMIN  OF  IRAN 

74  NABIPOOR,  REZA,  CPT,  GENERAL  POLICE  ADMIN  OF  I 

92  SADEGHI-TEHRANI-MEHDI,,  COLONEL,  NATIONAL  POLICE  ADMIN 

IRELAND 

COUNTY  TIPPERARY 

186  DOYLE,  PATRICK,  SUPT,  GARDA  SIOCHANA  COL,  TEMP 

DUBLIN 

151  BYRNE,  MICHAEL  PATRICK,  ASST  COMMISSIONER,  AN  GARDA  SI 

192  CADDEN,  GERARD  PAUL,  INSPR,  AN  GARDA  SIOCHANA 

181  CALLINAN,  MARTIN,  INSPR,  IRISH  NATL  POL  FORCE 

71  DOHERTY,  EDHARD  J.,  ASST  COMR,  IRISH  FED  POL 
169  RICE,  HALTER  IGNATIUS,  SUPT,  AN  GARDA  SIOCHANA 
173  ROCK,  EDHARD,  SUPT,  AN  GARDA  SIOCHANA 

LETTERKENNY 
177   FITZPATRICK,  DENIS  N,  DET  SUPT,  AN  GARDA  SIOCHANA 

ISRAEL 
JERUSALEM 

161   ELIYAHU,  CHAIM,  SUPT,  ISRAEL  POL 

153   SHACHAK,  YACOV,  SUPT,  ISRAELI  NATL  POL 

149   ZAMORY,  YOSEF,  CHF  SUPT,  ISRAELI  NATL  POL 
MISCHMAR  AYALON 

151   BOIMEESTER,  SHLOMO  AVRAHAM,  SUPT,  ISRAELI  NATL  POL 

151  It   PELED,  AVSHALOM,  CHF,  ISRAELI  NATL  POL 
PETACH  TIKOVAH 

186   CHEFETZ,  ZACHI ,  SUPT,  ISRAEL  NATL  POL 

ITALY 
CHIAVARI  GE 

166   PILLITTERI,  CORRADO,  CPT,  COMPAGNIA  GUARDIA  DI  FINA 
FLORENCE 

158   PERUGINI,  RUGGERO,  VICE  QUESTORE,  ITALIAN  NATL  PO 
MILAN 

151   MORINI,  EUGENIO,  CPT,  ARMA  DEI  CARABINIERI 
NAPLES 

192   EDGE,  CHARLES  EDHARD,  MAJ,  USA 

181  HAIORANO,  NICOLA  VITO,  LTC,  CARABINIERI  GRUPPO 
120   MOTT,  JOSEPH  PAUL,  MAJ,  USAF 

151   SAVIANO,  BIAGIO,  VICE  QUESTOR,  ITALIAN  NATL  POL 
NAPOLI 

182  GIULIANO,  ALESSANDRO,  COMMISSARIO,  ITALIAN  NATL  POL 
PALERMO 

161  PECORARO,  MARCO  LUCA,  GENERAL,  GUARDIA  DI  FINANZA 
ROME 

180  BURGIO,  CARMELO,  MAJ,  ARMA  DE  CARABINIERI 

169  GUGLIELMINO,  SAL,  VICE  QUESTORE  AGGIUNTO,  POLIZI 

194  MOTT,  TULLIO,  CPT,  ARMA  DEI  CARABINIERI 

150  RONCONI,  RODOLFO,  UNIT  CHF,  ITALIAN  NATL  POL 


140   SALESE,  GIOVANNI,  MAJ,  ITALIAN  FINANCE  POL 
191   SAVIO,  ENRICO,  CPT,  ITALIAN  NATL  POL 
142   SCANDONE,  BRUNO,  LTC,  ARMA  DEI  CARABINIERI 
157   ZACCARIA,  FRANCESCO,  CPT,  ITALIAN  CARABINIERI 
SICILY 

162  DIPAULI,  GEORG,  LTC,  CARABINIERI  AGRIGENTO 
TURIN 

163  DI  GUIDA,  ROBERTO,  VICE  QUESTORE,  ITALIAN  NATL  PO 
VENEZIA  MESTRE 

152   VALVASON,  ALMERIS,  MAJ,  ITALIAN  FINANCE  POL 
VICENZA 
118   HACKETT,  JOHN  LENNON,  LTC,  USA 

JAMAICA 
KINGSTON 
134   DALEY,  GARNETT  FERDINAND,  DEP  SUPT,  JAMA  CONSTABULARY  F 

140  DYER,  OSBOURNE  NATHANIEL,  DET  ASST  SUPT,  JAMA  CONSTABUL 
132   HEHITT,  EVERAL  ANTHONY,  DEP  SUPT,  JAMA  CONSTABULARY  FR 

83   LEVY,  RICHARD  E. ,  ASST  COMM,  JAMAICA  CONSTABULAR 
161   MARTIN,  ARTHUR  ROY,  DET  INSPR,  JAMAICA  CONSTABULAR 

169  *  MCKENZIE,  SYLVESTER  AUGUSTUS,  ASST  SUPT,  JAMAICA  CONSTA 
87   ROBERTSON,  REUBEN  H. ,  SUPT,  JAMAICA  CONSTABULARY  FOR 

ST  CATHERINE 

160  GRANT,  REGINALD  NATHANIEL,  ASST  SUPT,  JAMA  CONSTABULARY 

JAPAN 
CHIYODA-KU 

172   MURAKI,  HIDEHIKO,  SUB-SEC  CHIEF,  TOKYO  PROS  OFC 
GUNMA 

170  KOSHIBA,  KOHKI,  ASST  INSPR,  GUNMA  PREFECTURAL 
IHAKUNI 

156   DURDEN,  DONALD  LEE,  MAJ,  USMC 
NAGASAKI 

179   SHIRATAKE,  TATSUO,  SGT,  NAGASAKI  PREFECTURAL  POL 
NAGOYA 

168   ONO,  YUJI,  LT,  AICHI  PREFECTURAL  POL 

185   TAKAGI,  YUKA,  OFCR,  NAGOYA  DIST  PUBLIC  PROS 

141  IMAYAMA,  NORIHISA,  ASST  INSPR,  OITA  PREFECTURAL  P 
OKI NANA 

161  BRINKMAN,  RAND  ALLEN,  CPT,  USMC 

86  #  MEAGHER,  GREGORY  F.,  JR.,  DEP  PROV  MARSHAL,  USMC 
107   SHIVERS,  STEPHEN  L,  CPT,  USMC 
128   HALKER,  MARTIN  WOODROW,  II,  LTC,  USMC 
OSAKA 

190  SAKAMOTO,  TOSHIKAZU,  CPT,  OSAKA  PREFECTURAL  POL 

164  TAKEDA,  SATORU,  ASST  INSPR,  OSAKA  PREFECTURAL 
SAGA 

181  NAKAO,  TERUO,  INVESTIGATIVE  OFCR,  SAGA  DIST 

SAITAMA 

99  TODA,  TOMIO,  INSPR,  NATL  POL  AGENCY 

TOKYO 

121  BANDO,  YOSHIKAZU,  SGT,  TOKYO  METRO  PD 

195  FUJINO,  HIDEHIKO,  INSPR,  NATL  POL  AGENCY 

168  FUKUSHIMA,  HITOSHI,  ASST  OFCR,  TOKYO  DISTRICT  PUBL 

165  FURUKAHA,  HIROYA,  INSPR,  NATL  POL  AGENCY 

185  FURUYA,  KAZUHISA,  SR  INVSTGR,  PUBLIC  SEC  INVSTGN 

136  HAMADA,  FUMIO,  INSPR,  NATL  POL  AGY 

155  HAMURA,  MAKOTO,  ASST  POL  INSPR,  METRO  PD 

134  HARADA,  HIROSHI,  SGT,  METRO  PD 

112  HARAKO,  TSUGUO,  SGT,  TOKYO  METRO  PD 

130  HASEGAWA,  KOJI,  SGT,  METRO  PD 

138  HONMA,  KENICHI,  POL  INSPR,  TOKYO  METRO  PD 

191  HOSODA,  TADASHI,  INPSR,  NATL  POL  AGENCY 
124  IMAMURA,  MASAMITSU,  LT,  METRO  PD 

140  INABA,  YASUYUKI,  INSPR,  NATL  POL  AGY 

100  ISHIKAHA,  SHIGEAKI,  SUPT,  NATL  POL  AGY 

99  IHANAGA,  YOSHIMOTO,  SR  POLMN,  METRO  PD 

103  KADOHAKI,  MASATO,  ASST  INSPR,  NATL  POL  AGENCY 

192  KAGA,  TSUYOSHI,  INVSTGR,  TOKYO  DIST  PUBLIC  PRO 
195  KAGEYAMA,  SATOSHI ,  ASST  INSPR,  TOKYO  METRO  PD 
115  KAI,  MITSUAKI,  SGT,  TOKYO  METRO  PD 

138  KANEKO,  JUN,  SGT,  TOKYO  METRO  PD 

152  KAYASHIMA,  MITSUHO,  SUPT,  NATIONAL  POLICE  AGENCY 

183  KONDO,  KAZUHITO,  ASST  INSPR,  TOKYO  METRO  PD 

121  KUBOKI,  NORIO,  LT,  TOK  METRO  PD 

178  KUME,  ICHIRO,  INSPR,  NATL  POL  AGENCY 
77  #  KUNIMATSU,  TAKAJI,  COMM  GEN,  NATL  POLICE  AGENCY 

171  KURAKAMI,  KENICHI,  ASST  INSPR,  TOKYO  METRO  PD 
149  KURAMOCHI,  KENJI,  INSPR,  NATL  POL  AGENCY 

180  MARUYA,  AKIHIKO,  SR  INVSTGR,  PSI  AGENCY 

177  MARUYAMA,  AKIHISA,  INSPR,  NATL  POL  AGENCY 

164  MARUYAMA,  MIKIHARU,  INVESTIGATIVE  OFCR,  MINISTRY  0 

108  MATSUI,  TOSHIEI,  ASST  INSPR,  TOKYO  METRO  PD 

140  MIYAKE,  SHIGERU,  INSPR,  NATIONAL  POL  AGENCY 

77  MIZUMACHI,  OSAMU,  PRESIDENT,  NAT'L  POLICE  ACADEM 

157  MURASHITA,  OSAMU,  INSPR,  NATIONAL  POLICE  AGENCY 

167  NAGAHAMA,  HIROSHI,  SGT,  METRO  PD 

175  NISHI,  HIROYUKI,  SGT,  TOKYO  METRO  PD 

126  NUMATA,  KAZUO,  SGT,  METRO  PD 

172  OKAMOTO,  TSUTOMU,  INSPR,  NATL  POL  AGENCY 

135  ONUMA,  TEIJI,  SGT,  METRO  PD 

145  OTA,  SHIGENORI,  POL  INSPR,  NATL  POL  AGENCY 

136  OTA,  YOSHIHARU,  INSPR,  NATL  POL  AGENCY 

173  OYAIZU,  AKIRA,  INSPR,  NATL  POL  AGENCY 
192  OZAHA,  TOSHIHIRO,  INSPR,  NATL  POL  AGENCY 

169  SAITO,  SHINICHI,  INSPR,  NATL  POL  AGENCY  OF  JAPA 

142  SATO,  KAZUO,  SGT,  TOKYO  METRO  PD 

142  SEYMOUR,  GEORGE  T,  JR,  LTC,  USA 

188  SHISHIKURA,  TAKAO,  CHF  INVSTGR,  SEC  INVSTGAGENCY 
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188  SUMI,  HIR0SH1,  INSPR,  NATL  POL  AGENCY 

95  SUZUKI,  MINORU,  POLICE  SERGEANT,  METROPOLITAN 

187  TAGAHA,  AKIRA,  ASST  INSPR,  TOKYO  METRO  PD 
151  TAJIRI,  YUKIO,  SGT,  TOKYO  METRO  POL 

116  TAKAHASHI,  KENZO,  SERGEANT,  METROPOLITAN  PD 

95  TAKEBUCHI,  YOSHIHIRO,  SERGEANT,  METROPOLITAN  PD 

159  TAKEDA,  SHIRO,  ASST  POL  INSPR,  METRO  PD 

191  TOBA,  MASAHIRO,  SGT,  TOKYO  METRO  PD 

163  TOTOKAWA,  KANJI ,  ASST  INSPR,  TOKYO  METRO  PD 

111  TSUNASHIMA,  EIICHIRD,  ASSISTANT  INSPECTOR,  TOKYO  MET 

183  TSUNODA,  HIDETO,  INSPR,  NATL  POL  AGENCY 
124  UCHIDA,  AKIO,  ASST  POL  INSPR,  METRO  PD 

103  UEHARA,  TAKASHI ,  POLICEMAN,  NATIONAL  POLICE  AGE 

130  HAKASA,  NOBUYUKI ,  SGT,  TOKYO  METRO  PD 

108  YAMANE,  SHINGO,  SERGEANT,  TOKYO  METROPOLITAN  P 

161  YAMATE,  YASUO,  INSPR,  NATL  POL  AGENCY 

146  YANO,  YOSHIAKI,  ASST  POL  INSPR,  TOKYO  METRO  PD 

186  YOKOTA,  NAOYUKI ,  INSPR,  NATL  POL  AGENCY 
126  YOKOYAMA,  HARUMASA,  SGT,  METRO  PD 

YAMAGUCHI 

176  SUEDA,  KAZUNORI,  ASST  OFCR,  YAMAGUCHI  DIST  PUB 

JORDAN 
AMMAN 

172  ALSOUB,  SHAHKAT  YOUSEF,  CPT,  JORDANIAN  PUBLIC  SECURITY 

100  DMOUR,  AHMAD  S. ,  BRIG  GEN,  PUB  SEC  FRCES 

100  DHAIRI,  AHMAD  MOHAMMED,  CPT,  PUB  SEC  FRCES 

184  EDHAN,  EDWAN  MOHAMMAD,  CPT,  PUB  SEC  DIRECTORATE  OF  JO 
184  FAOURI,  FATHI  TAHFEEQ,  MAJ,  SPECIAL  BRANCH 

190  HIJAZIN,  TAISIR  YOSEF,  CPT,  PUBLIC  SECURITY  DEPT 

171  JANBEK,  ZUHDI  ISMAILE,  CPT,  JORDANIAN  PUBLIC  SECURITY 

97  KHAIR,  NOUR  ADEEN,  BRIG  GEN,  PUBLIC  SECURITY  FORC 

98  MHEISEN,  IBRAHIM  H. ,  BRIG  GEN,  PUBLIC  SECURITY  FORC 
98  QABLAN,  FAYEZ  M.,  COL,  DIR  OF  POLICE  ACADEMY 

97  SHARAYREH,  MUNZER  T.,  COL,  PUBLIC  SECURITY  FORCES 

KENYA 
NAIROBI 

188  BUSIEGA,  JOSEPH  NGAIRA,  CHF  INSPR,  KENYA  POL  FORCE 

187  HACHIRA,  FRANCIS  ELIUD,  SR  ASST  COMMISSIONER,  KENYA  PO 

KOREA 
BUSAN 

123  KIM,  KHANG  SIK, 
CHON  JU 

190  KIM,  JIN-HYUNG, 
CHUNCHEON 

148  SUNG,  KHANG  HO, 
INCHON 


LATVIA 
LIEPAJA 
195   VAITEIKS,  ARTURS,  MAJ,  SPOL  LIEPAJA  DIV 


SUPT,  YUNGDO  POL  STATION 
INSPR,  KOREA  NATL  POL  AGENCY 
INVSTGR,  MINISTRY  OF  JUSTICE 


115  LEE,  SANG  YANG,  CPT,  NATIONAL  POLICE  COLLEGE 

PUSAN 

170  LEE,  HAN  MYEONG,  SUPT,  PUSAN  DISTRICT  POL 

SEOUL 

131  AHN,  BYUNG  CHUL,  CPT,  KOREAN  NATIONAL  POL 

158  CHA,  GYUNG-TAEK,  SR,  INSPR,  KREA  NATL  POL  COLGE 

167  CHOI,  YUNG-SAM,  INVSTGR,  AGENCY  FOR  SECURITY  P 

156  CHUNG,  HYUNG-KEUN,  LT,  KREA  NATL  POL 

176  CHUNG,  IL  BIN,  INSPR,  AGY  FOR  NATL  SEC  PLAN 

106  HEATH,  HILLIAM  H. ,  JR.,  TECH  SGT,  USAF 
151  HUH,  JOON-YOUNG,  SUPT,  KOREAN  NATL  POL 

187  IM,  BYUNG-HO,  SR  INSPR,  KOREAN  NATL  POL  AGEN 

105  JONES,  JON  F,  CHO  II,  USA 

143  KANG,  CHANG-SEAK,  CPT,  KOREAN  NATL  POL 

161  KANG,  IL-SEUK,  SUPT,  KOREAN  NATL  POL 

170  KIM,  HO  JEONG,  OFCR,  AGENCY  FOR  NATL  SEC  PLAN 
153  KIM,  MYUNG-HEUM,  INVSTGR,  MINISTRY  OF  JUSTICE 
151  KIM,  SEOKSOON,  COUNTERTERRORISM  OFCR,  NATL  SE 

171  KIM,  SOO  YOUN,  INVSTGR,  AGCY  FOR  NATL  SEC  PLA 
163  KIM,  TAE  BONG,  INVSTGR,  AGENCY  FOR  NATL  SECUR 
109  KIM,  YUNG-SHIK,  SUPT.,  KOREAN  NATIONAL  POL  HQT 
166  LEE,  BONG  HAN,  INSPR,  KOREAN  NATL  POL 

175  LEE,  HEE  SUNG,  INSPR,  NATIONAL  POLICE  AGENCY 

181  LEE,  SUN-HYUNG,  INVSTGR,  AGENCY  FOR  NATL  SEC  P 
139  MCANALLY,  TONY  FRED,  CHO  III,  USA 

80  tt  MYONG,  CHUNG-SOK,  SR  SUPT  OF  POL,  KOREAN  NATIONA 

139  NOH,  KYUNG-HHAN,  INVSTGR,  MINISTRY  OF  JUSTICE 

182  PARK,  BYUNG-KOOG,  SUPT,  KOREAN  NATL  POL 
131  PARK,  JIN  SUK,  SUPT,  KOREAN  NATIONAL  POL 

174  PARK,  SEI  KYU,  SECT  CHF,  AGENCY  FOR  NATL  SEC 

89  PARK,  YANG-BAE,  SUPT,  KOREAN  NATIONAL  POLICE 

85  tt  PARK,  YONG-KYU,  CHIEF,  KOREAN  NATIONAL  POLICE 

161  SHIN,  SOO  CHUL,  INVSTGR,  SUPREME  PUBLIC  PROS  0 

184  SOHN,  DONG  YOUNG,  INSPR,  NATL  POL  AGENCY 

127  tt  SONG,  CHONG  SUP,  LT,  KOREAN  NAT  POL 

76  *  SUH,  JAE  KUN,  DIRECTOR,  KOREAN  NATIONAL  POL 

117  YAE,  KYAE-HAE,  SR  SUPT,  KOREAN  NATIONAL  POLIC 

134  YANG,  BO-SANG,  LT,  KOREAN  NAT  POL 

179  YEO,  YUN-YONG,  INSPR,  NATL  POL  AGENCY 

88  tt  YI  SUNG-HO,,  SUPERINTENDENT,  KOREAN  NATIONA 

147  YOON,  UNG-SUP,  SUPT,  KOREAN  NATL  POL 

180  YU,  HHAN  JIN,  INVSTGR,  AGENCY  FOR  NSP 

KUHAIT 
KUHAIT 

107  MA  RAFI,  HUSSAIN  EBRAHIM,  2ND  LT,  MINISTRY  OF  INTERIOR 

LAOS 
VIENTIANE 
100   KOMANY,  SPHAOTHONG,  INSPECTOR,  LAO  NATIONAL  POLICE 


BEIRUT 
179 
133 

92 
181 
101 
181 
129 
129 

99 

92 

89  * 

88 
100 
100 

88 
123 

98 
102  * 
102  * 
135 
132 

97 
122 
101 

97 
TRIPOLI 

89 
ZALEH 

96 


LEBANON 

ABDEL  MALAK,  OUSSAMA  NABIH,  CPT,  INTERNAL  SECURITY  FORC 
ABDELNOUR,  IBRAHIM  TOUFIC,  CPT,  INTERNAL  SEC  FRCES 
ABOUJAWDEH,  SAMIR,  CPT,  INTERNAL  SEC  FORCES 
BOU  SERHAL,  ELIE  HASSIB,  CPT,  INTERNAL  SECURITY  FORCES 
BOUSTANY,  GEORGES,  COLONEL,  INTERNAL  SECURITY  FOR 
DAMAJ,  NAJI  MOHAMAD,  LT  COL,  INTERNAL  SECURITY  FORC 
EL-AHAR,  HISHAM,  LT,  INTERNAL  SEC  FORCES 
EL-HACHEM,  HALID  HADIH,  COLONEL,  INTERNAL  SECURITY  FOR 
HADDAD,  RAFIC  M. ,  COLONEL,  INTERNAL  SECURITY  FOR 
HAJJAR,  GEORGE,  CHF,  INTERNAL  SEC  FORCES 
HASSAN,  RIAD,  CPT,  INTERNAL  SEC  FORCES 
IBRAHIM,  ABDEL  K. ,  MAJ,  INTERNAL  SEC  FORCES 
KHOURY,  ELIAS  S.,  LT,  INTERNAL  SEC  FORCES 
KOLALAT,  HALID  A.,  COLONEL,  INTERNAL  SECURITY. FOR 
LTEIF,  NADIM,  COL,  INTERNAL  SECURITY  FORCES 
MOUGHABGHAB,  ELIAS  SEMAAN,  LT.  COL,  INTERNAL  SEC  FORCES 
MOURAD,  TOUFIC  E.,  LIEUTENANT,  INTERNAL  SECURITY 
NASSEREDINE,  ISSAM  MOHAMED,  COMMISSAIRE,  SURETE  GENERAL 
SABEH-AION,  MOHAMMAD  ALI,  COMMISSAIRE,  SURETE  GENERALE 
SEIF,  FAYEZ  MOHAMED,  MAJ,  INTERNAL  SEC  FORCES  OF  LE 
SHAKKOUR,  MICHEL  JAMIL,  LT.  COL,  INTERNAL  SEC  FORCES 
TOHME,  MOUNIR  M.,  COLONEL,  SURETE  GENERALE 
YEHYA,  ANHAR  CHAFIC,  LT.  COL,  INTERNAL  SEC  FORCES 
ZEIN,  MARHAN  A.H.,  BRIG  GEN/COP,  INTERNAL  SEC 
ZOD,  SAMI  J.,  LIEUTENANT,  INTERNAL  SECURITY 

KALLAB,  RAMZI,  CPT,  INTERNAL  SEC  FORCES 

MALLAK,  HALID  H. ,  COLONEL,  JUDICIARY  POLICE 


LIBERIA 
MONROVIA 

96  #  COLEMAN,  ASTON  M. ,  MAJ,  NATL  POL  FRCE 

94   KING,  CHARLES  E.,  DETECTIVE,  NATIONAL  POLICE  FOR 

71   MINIKON,  PATRICK  M. ,  ASST  MIN  FOR  OPRS,  MINISTRY  OF 

71  *  NELSON,  GEORGE  D. ,  DIR  OF  PERSONNEL,  LIBERIAN  NAT 

96   NYANTI,  GABRIEL  H. ,  CHF,  NATL  BU  OF  INVSTGN 

87   PERRY,  RALPH  G. ,  JR.,  SAC,  NATIONAL  BU  OF  INVSTGN 

LITHUANIA 
VILNIUS 
193   GRABAUSKAS,  VIKTORAS,  COMMISSAR,  LITHUANIAN  NATL  POL 

LUXEMBOURG 
LUXEMBOURG 

150   CLEMENT,  JEAN  LEON,  MAJ,  PD 
LUXEMBOURG  VILLE 

136  tt   GEIBEN,  BERNARD  JOHN,  MAJ,  LUXEMBOURG  GENDARMERIE 

MACEDONIA 
SKOPJE 
187   STOJCEVSKI,  UROS  STOJAN,  CHF  INSPR,  MINISTRY  OF  INTERNA 


KUALA 
77  # 
81  # 
91  * 

81  # 

95  tt 
113  tt 
129 

96  # 
83  tt 

79  # 
195 

85  # 
91  # 

187 
106  tt 

82  tt 
91 

161 
162 
191 
175 

91  # 
74  tt 
99  tt 

123  tt 
129  # 
187 

86  # 

83  tt 
123 

80  tt 
120 

76  tt 

88  tt 
170 
182 

77 

92 

92  # 


MALAYSIA 
LUMPUR 
ABDUL  MUTTALIB,,  ASST  COMM,  ROYAL  MSIA  POL 
ALMEIDA,  HENRY  B,  ASST  COMR,  ROYAL  MALAYSIA  POL 
ANG,  GILBERT  P.,  DEP  SUPT,  ROYAL  MSIA  POL 
AZIZ,  BIN  HUSSEIN,  ABDUL,  SUPT  OF  POL,  ROYAL  MSIA  POL 
BAHAROM,  MOHD.  ALI,  ASST  SUPT  OF  POL,  ROYAL  MSIA  P 
BIN  CHEK,  ZAKARIA,  ASST  COMR,  ROYAL  MSIA  POL 
CHAPMAN,  VINCENT  GEORGE,  SUPT,  ROYAL  MSIA  POL 
DOM,  M.  MOHD,  ASST  COMR,  ROYAL  MSIA  POL 
GHAZALI,  MOHD.,  SUPT  OF  POL,  ROYAL  MSIA  POL 
HANIFF  MOHAMED  BIN,,  INSPR  GEN,  ROYAL  MSIA  POL 
HANUDDIN,  MOHAMMAD  HANIFF  B,  DEP  SUPT,  ROYAL  MALAYSIA  P 
HASNAN  BIN  ABDUL,,  COMMISSIONER,  ROYAL  MALAYSIA  P 
HASSAN  MOHAMAD  JAMIL,,  ASST  COMMISSIONER,  ROYAL  MALAY 
HASSAN,  MOHAMED  FARID  BIN  ABU,  ASST  SUPT,  ROYAL  MALAYSI 
HASSAN,  MOKHTAR  BIN,  ASSIST  COMMISSIONER,  ROYAL  MAL 
HASSAN,  SULAIMAN  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POLIC 
IDRIS,  ISMAIL  B.,  ASST  COMR,  ROYAL  MSIA  POL 
IDRIS,  MOHD  SHAH,  ACTING  DEP  SUPT,  ROYAL  MSIA  PO 
ITAM,  KAMARULZAMAN  BIN,  DEP  SUPT,  ROYAL  MSIA  POL 
JADID,  AHALUDIN  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
JANI,  ABDUL  RAHIM  BIN,  SUPT,  ROYAL  MALAYSIA  POL 
KANDIAPPAN,  MUNIANDY,  SUPT,  ROYAL  MALAYSIA  POL 
KASSIM  ALI  BIN,,  SR  ASST  COMMISSIONER,  ROYAL  MA 
KHALID,  HASSAN,  ASST  COMM,  ROYAL  MALAYSIA  POLI 
LAIDIN,  ZAKIAH  BINTI,  ASST  COMM,  ROYAL  MSIA  POL 
LIEH,  ANTHONY,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
MAKINUDDIN,  MOHD  SOFIAN  BIN  MD,  ASST  SUPT,  ROYAL  MALAYS 
MANSOR  BIN  MOHD.,,  COMM,  ROYAL  MALAYSIA  POL 
MANSUR,  RAJA,  DEP  DIR  OF  OP,  NATL  BU  OF  INVS 
MUSTAKIM,  MUZLI  BINTI,  SUPT,  ROYAL  MSIA  POL 
MUTTIAH,  PERCY  N.,  ASST  COMMISSIONER,  ROYAL  MALAY 
NAINAPPAN,  S/0  SUPPIAH,  DIR,  ANTI  CORRUPTION  AGENCY 
NASIR  BIN  MOHAMED,,  COMM  OF  POL,  ROYAL  MALAYSIA  PO 
NIUH  SOON  HOCK,,  ASST  COMMISSIONER,  ROYAL  MALAY 
RAMALINGAM,  NADANARAJAH,  SUPT,  ROYAL  MALAYSIA  POL 
REJAB,  BAHARIN  BIN,  ASST  COM,  ROYAL  MALAYSIA  POL 
S.  ANTHONY  THANGARAJ, ,  SUPT  OF  POL,  ROYAL  MALAYSIA  PO 
SENG,  YEAP  KIM,  SUPT,  ROYAL  MALAYSIA  POL 
SININ,  ABDUL  SAMAT,  ASST  COMMISSIONER,  ROYAL  MALAY 


DO 
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MALAYSIA  -  PANAMA 


85  # 

79  # 
191 

99  » 
179 
PENANG 

96 

88 


STEVENSON,  CHARLIE  C,  SR  ASST  COMMISSIONER,  ROYAL  MA 
YAHAYA  BIN  YEOP,,  COMMISSIONER,  ROYAL  MALAYSIA  P 
YAHYA,  ZAMRI  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
YOKE  HENG,  NG,  SUPT  OF  POLICE,  ROYAL  MALAYSIA 
YUSOF,  OSMAN  BIN  MOHAMMAD,  SUPT,  ROYAL  MALAYSIA  POL 


OSMAN,  MOHD  SAIRI,  ASST  COMMISSIONER,  OC  CRIM  INV 
RAJA  LOPE  RAZMAN,,  COMMISSIONER,  ROYAL  MALAYSIA  P 
PENINSULAR 

80  U   OHEN,  MAYO  C. ,  SUPT,  POLICE  FIELD  FORCE 


MALTA 
FLORIANA 

160  BARTOLO,  MARIO,  INSPR,  MALTA  POL  FRCE 

MAURITIUS 
PORT  LOUIS 

192  DAYAL,  NEMRAJ,  INSPR,  MAURITIUS  POL  FORCE 

MEXICO 
BAJA 

166    FRITZ,  EDGAR  FERNANDO,  DIR,  SPOL  ACADEMY  OF  BAJA 
CHIHUAHUA 

180   CISNEROS,  FRANCISCO  JAVIER,  LT,  DPS 

157   JIMENEZ,  ARTURO,  CMDR,  MEXICAN  FED  HHHAY  POL 
33  *  MARTINEZ,  N.,  ROBERTO,  CHIEF,  CHIHUAHUA  STATE  POLICE 
ESENADA 

154   FILATOFF,  JOSE  ENCINAS,  AUTO  THEFT  SUPV,  JUDICIAL  DEL 
GUADALAJARA 

168   GODOY  PELAYO,  ALONSO,  SPECIAL  ASST,  PROCURADURIA  GEN 
GUANAJUATO 

194   VAZQUEZ  SOTELO,  JUAN  PABLO,  SUPVR,  STATE  JUDICIAL  POL 
HIDALGO 

193  GRANADOS-GONZALEZ,  FRANCISCO,  DIR  OF  TNG,  PRO  GEN  OF  JU 
LA  PAZ  BCS 

166    FISHER  MELGAR,  ALFREDO,  CHF,  DEPT  OF  CRIM  JUSTICE 
MEXICO  CITY 

184  GUTIERREZ  ZARAGOZA,  JUAN  RAUL,  CHF  OF  STAFF,  OFC  OF  THE 
168  KRUGER  VILLARREAL,  ROLF  ERICH,  CPT,  MEXICAN  FEDERAL  HWY 
183   RIOS  RIPPA,  ALEJANDRO,  ATTY  GEN  ASST,  OFC  OF  THE  ATTY 

SALTILLO,  COAHUILA 

190   ABURTO-VERDUZCO,  EDUARDO  JOSE,  DIR,  SPEC  INVSTGNS  ATNY 
TLAXCALA 

186  GARCIA  ALCOCER,  PERLA,  AGENT,  MEXICAN  ATTY  GEN  OFC 
BCS 

LA  PAZ 

170  GERALDO,  RENE  GAUME,  COMANDANTE,  SPOL  OF  SOUTH  BAJA 
CHIKUAHU 

CHICHUAHUA 
116   SOTO-RASCON,  DOVER  JESUS,  ASST  CHF  DA,  CRIM  INVSTGN  OFC 

DISTRICTFEDERAL 

MEXICO 

72  *  GOMEZ  VILLASENOR,  ALBERTO,  SR  SUPV,  FED  FISCAL  POL  OF  M 
94   VILLARREAL,  HOMERO  J.,  INV.,  DEPT.  OF  INVESTIGATION 

JALISCO 

GUADALAJARA 

161  ALFARO-GONZALEZ,  RAMON  G,  ASST  DIR,  ATTY  GEN  OFC 
NUEVO  LEON 

MONTERREY 
176   BARRAGAN  CODINA,  MANUEL  R,  DIR,  PROC.  GEN  DE  JUSTICIA 

187  GONZALEZ  ABRAHAM,  OSCAR,  JR,  CMDR,  STATE  JUDICIAL  POL 
189   TAMARGO  SADA,  PABLO,  CMDR,  STATE  JUDICIAL  POL 

126  BENAVIDES  FLORES,  JUAN,  GROUP  CHF,  ST  JUDICIAL  POL 
99   CANIZALES,  PEDRO  S,  GRP  LEADER,  ST  JUDICL  POL 

99  *  HUERTA  REYES,  JOSE  L,  GRP  LEADER,  ST  JUDICIAL  POL 

171  TREVINO  HONG,  MANUEL  ALBERTO,  DIR,  STATE  POLICE  ACADEMY 

MONGOLIA 
ULAN  BATAR 

185  OTGONBAYAR,  NADMID,  INSPR,  CIA  OF  MONGOLIA 

NEPAL 
KATHMANDU 
170   GURUNG,  AMOD  CHANDRA,  DEP  SUPT,  NEPAL  POL  FORCE 
192   KAYASTHA,  BIJAY  LAL,  DEP  SUPT,  NEPAL  POL 
187   RANA,  KUBER  SINGH,  DEP  SUPT,  NEPAL  POL 
175   SHAH,  SURENDRA  BAHADUR,  DEP  SUPT,  NEPALESE  POL 
185   SHAHI,  KESH  BAHADUR,  DEP  SUPT,  NEPAL  POL 
131   SINGHA,  RAJENDRA  BAHADUR,  INSPR,  NEPAL  POL  FORCE 

NETHERLANDS 
AMSTERDAM 

127  HUIJSER  VAN  REENEN,  GERARD,  INSPR,  MUNCIPAL  POL  OF  AMST 
107   SIETSMA,  KORNELIS  J.,  DET  SUPT,  MUNICIPAL  POLICE  AMS 
154   ZAAL,  LEENDERT  CORNELIS,  CHF  SUPT,  MUNICIPAL  POL  OF  AMS 

ASSEN 

142   HORSTMANN,  GEERT,  CHF,  GEMEENTEPOLITIE  ASSEN 
GRONINGEN 

174   HOLTHOF,  LUBBERT  KORNELIS,  HOOFDAGENT,  GEMEENTEPOLITE  G 
HAARLEM 

189   MARCHAND,  MICHIEL  THEODORUS,  CPT,  KENNEMERLAND  POL  FORC 
LEIDERDORP 

147   VAN  LEEUHEN,  MARIO  C,  SGT/MAJ,  DUTCH  SPOL 
ROTTERDAM 

173   BAAN,  GIJSBERTUS,  INSPR,  ROTTERDAM  POL 
87  t)   BLAAUH,  JOHN  A.,  COMR,  ROTTERDAM  MUNICIPAL  POL 

179   KNAPE,  CORNELIS  LEENDERT,  DET  SUPT,  ROTTERDAM  POL 
THE  HAGUE 

160   DEKKER,  ABRAHAM,  MAJ,  DUTCH  SPOL 

111   PLATENKAMP,  TEUNIS,  CMDR,  MUNICIPAL  POLICE,  CID 


180   VAN  OPHUIZEN,  HENDRIKUS  W  J,  COMMISARIS,  POL  OF  PROS  GE 
95   VANSTRATEN,  JAN,  CHF,  MINISTRY  OF  JUSTICE 
HESTERVOORT 
180   BOUHMEISTER,  HENDRIKUS  F  M,  COMMISSIONER,  DOJ 

NEH  ZEALAND 
AUCKLAND 
165   EDHARDS,  ASHLEY  BROWN,  INSPR,  NEWZ  POL 

180  KEBER,  PHILIP  ARTHUR,  INSPR,  NEH  ZEALAND  POL 

194  SHORTLAND,  STEPHEN  JOHN,  DET  INSPR,  NEH  ZEALAND  POL 
168   HARD,  PETER  LUMSDEN,  DET  SUPT,  NEH  ZEALAND  POL 

AULKLAND 

185   MARSHALL,  PETER,  DET  SUPT,  NEH  ZEALAND  POL 
CHRISTCHURCH 

177   LAHRY,  DAVID  MICHAEL,  INSPR,  NEH  ZEALAND  POL 

184   STEVENS,  PAULA,  INSPR,  NEH  ZEALAND  POL 
DUNEDIN 

172   REILLY,  JOHN  DENIS,  SUPT,  NEH  ZEALAND  POLICE 
HELLINGTON 

85  It   CHURCHES,  MALCOLM  T,  COMR,  POL  NATL  HDQTRS 

102  #  CUMMINGS,  MAURICE  D,  SUPT,  POL  NATL  HDQTRS 

181  DOIG,  QUENTIN  MAX,  DET  INSPR,  NEH  ZEALAND  POL 

75  #  GIBSON,  BRYAN  HILLIAM,  DEP  COMR,  POL  NATL  HDQTRS 
175   PERRY,  NICHOLAS  GRAME,  INSPR,  NEH  ZEALAND  POL 
107   TRENDLE,  NEVILLE  B,  ASST  COMM,  POLICE  NATLHDQTRS 

195  HILLIAMS,  JOHN  MEIRION,  INSPR,  NEH  ZEALAND  POL 


LAGOS 
88  # 
88  # 
156 


NIGERIA 

AKAGBOSU,  CASIMIR  T.,  SUPT  OF  POL,  NGRA  POL  FRCE 
ONHUKA,  ANTHONY  A.,  DEP  SUPT,  NIGERIA  POL  FORCE 
SHAIBU,  YAKUBU,  ASST  COMMISSIONER,  NIGERIA  POL 


NORTHERN  IRELAND 
BELFAST 
121   BEANEY,  DARYELL,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 
192   BRANNIGAN,  JOHN  A,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

150  FLANAGAN,  RONALD,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

154   HALL,  ROBERT  FREDERICK,  SUPT,  ROYAL  ULSTER  CONSTABULAR 
186   LAMONT,  HILLIAM  JOHN,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 
173   LEIGHTON,  PAUL,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 
177   MCCANN,  HENRY  GERARD,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

151  MCCLURE,  JAMES  OLIVER,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 

170  MITCHELL,  CRAHFORD  JOHN,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 

171  ODONNELL,  HUGH  P,  CHF  INSPR,  ROYAL  ULSTER  CONSTA 

135   HHITE,  RAYMOND  CARSON,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 
LONDONDERRY 
182   RUSSELL,  RICHARD  ADAM,  CHF  INSPR,  ROYAL  ULSTER  CONSTA 

NORHAY 
ELVERUM 

188   LOKEN,  JOSTEIN,  ASST  CHF,  OSTERDAL  POLITIKAMME 

143   MARUM,  PER  MARTIN,  MAJ,  NORHEGIAN  NATL  POL 
LILLEHAMMER 

168   HENRIKSEN,  EINAR,  COP 
MOLDE 

163 
OSLO 

171 

133 

174 

123 

154 

111 

131 
94 
SKI 

100 


SORFLATEN,  ODD  MAGNE,  SUPT,  PD 

AASEBOE,  AUDUN  ZITZLAU,  ASST  CHF,  MINISTRY  OF  JUSTICE 

BREKKE,  EGIL  JUUL,  CHF  INSPR,  PD 

FLAATERUD,  KITTIL,  DEP  CHF,  NORHEIGIAN  POL  ACADEM 

FLOOD,  JORGEN,  COP 

FOLLESTAD,  IVAR,  CHF  SUPT,  NATL  BU  OF  CRIME  INV 

MYRIND,  ASBJORN  F.,  CHIEF  INSPECTOR,  PD 

TORDAL,  KAI  ERIK,  DEP  DIR,  NATL  BU  OF  CRIM  INVST 

VIKA,  TORLEIV,  DIV  SUPT,  OSLO  POLITISKOLEN 


ULRICH,  STEIN,  CHF,  FOLLO  POLICE 
STAVANGER 

117   ROBBERSTAD,  KNUT  INGE,  SERGEANT,  STAVANGER  POLICE  HEA 
TRONDHEIM 

195   MOEN,  JON,  ASST  CHF,  TRONDHEIM  PD 

OMAN 
MUSCAT 
169   AL  SHANFARI,  JAMAL  NASEEB,  LTC,  ROYAL  OMAN  POL 
162   ALHADRAMI,  SALIM  BASHER,  COL,  ROYAL  OMAN  POL 

PAKISTAN 

ISALAMABAD 

76   ISA,  MOHAMMAD,  ASST  INSPTR  GEN  OF  POL,  FED  IN 

LAHORE 

76   AHMAD,  NISAR,  SUPT  OF  POL,  POL  SERV  OF  PAK 
74   ARIFF,  M.  A.,  DEP  INSPR,  POL  SERV  OF  PAK 

74  HUSSAIN,  ATA,  SUPT  OF  POL,  POL  SERV  OF  PAK 
QUETTA 

72   RAOOF  ALI,  SAHIBZADA,  SUPT,  POLICE  SERV  OF  PAKISTAN 

PANAMA 
HOHARD  AFB 

182  DIRITO,  STEPHEN  HILLIAM,  CPT,  USAF 
PANAMA 

173   STANZIOLA  RODRIGUEZ,  JUAN  A,  CPL  1CL,  NATL  POL  OF  PANAM 
173   TREJOS  RIVERA,  LUIS  HUMBERTO,  SECOND  CPL,  NATL  POL  OF  P 
PANAMA  CITY 

72   ARAUZ,  V.  ALEJANDRO,  CPT,  NATL  GUARD  OF  PANA 

75  *  BOYD,  FEDERICO  OSVALDO,  CPT,  NATL  GUARD  OF  PANA 

138   CASSIDONE-JOHNSON,  VINCENTE,  CHF  INSPR,  NAT  DEPT  OF  INV 
191   CHONG-HON,  GUSTAVO  JOSE,  INSPR,  POLICIA  TECNICA  JUDICIA 

183  FONG  PIMENTEL,  TOMAS  GUILLERMO,  1LT,  PANAMA  NATL  POL 
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170  GARCIA  TOVAR,  TOMAS  RICARDO,  CPT,  NATL  POL  OF  PANAMA 

167  GARCIA,  BERARDO  ENRIQUE,  LT,  POLICIA  NACIONAL 

135  HARRIS-CUMBERBATCH,  ROGELIO,  DET  I,  NATL  DEPT  OF  INVSTG 

89  HINKSON  JULIO,  ALFREDO,  INSPR,  NATL  DEPT  OF  INVSTGN 

171  JARVIS,  RAMIRO  GABRIEL,  INSPR,  POLICIA  TECNICA 
181  JOUDRY  MONTERO,  ROBERTO  ANTONIO,  LT,  NATL  POL 

98  LATINEZ,  JORGE,  1LT,  NATIONAL  GUARD  OF  PANAMA 

168  LAWSON  KNIGHT,  FRANKLIN,  DET,  POLICIA  TECNICA  JUDICIAL 
164  LEVY,  REINALDO  ALBERTO,  INSPR,  POLICIA  TECNICA  JUDICIA 
103  MARTIN,  RAMON  LUIS,  INSPR,  DEPT  OF  NATL  INVSTGNS 

151  PERRY,  LARIN  BENIGNO,  DET  SGT,  NATL  DEPT  OF  INVSTGN 

143  RODRIGUEZ,  PABLO  FELIX,  DET  I,  DEPT  NACIONAL  DE  INVEST 

164  TEJEIRA  MEDINA,  ALVARO  MANUEL,  DET  III,  POLICIA  TECNICA 

114  HALKER,  JAMES  A.,  1LT,  NATIONAL  GUARD  OF  PANAMA 

PAPUA  NEH  GUINEA 
PORT  MORESBY 
195   AIGILO,  IAN  PETER,  COMM,  ROYAL  PAPUA  NEH. GUINEA 

PARAGUAY 
ASUNCION 
187   CONTRERA  CUBA,  PEDRO,  COMMISSIONER,  NATIONAL  POLICE 
173   LARROZA,  OSCAR  MIGUEL,  CPT,  CAPITAL  POLICE  OF  ASUNCIO 


LIMA 
136 
130 

74 
142 

71 


PERU 

BERNAL-CAVERO,  JULIO  GUSTAVO,  CPT,  POLICIA  DE  INVSTGN  D 
CHAVEZ-NAVARRO,  TEODORO,  GENERAL,  POLICIA  NACIONAL  DEL 
MARIACA,  ALBERTO,  LTC,  PERUVIAN  INVSTGN  POL 
MENDOZA-SILVA,  JORGE,  LTC,  POLICIA  DE  INVESTIGACIONE 
RIVERA-SANTANDER,  ALFONSO,  CHIEF,  PERUVIAN  INVESTIGATE 


ANGELES 

166 
LAGUNA 

159 
LUCENA 

32 

MANILA 

150 

185 

99 
168 
188 
180 
171 

94  * 

94 
100 
116 

93 
142 
160 

99 
184 
101 

98 
167 

95 

84 
106 
176 
192 

72 
113 

69 

96 

93 

92 
140 
104 
120 
179 

17  # 
169 

91  # 
188 
164 
161 

75  » 
103 

84 

72  * 
194 
125 

97 
161 

92 

78 
165 
174 
151 

35 
172 
107 

87 
145 
124 
101 


PHILIPPINES 


CITY 
YARCIA,  JULIUS  FELICANO,  SUPT,  PHILIPPINE  NATL  POL 

BAUN,  CECILIO  MANALOTO,  MAJ,  INTEGRATED  NATL  POL 

CITY 

JUAN,  CELESTINO  C,  DIS  JUDGE,  CRT  OF  1  INSTANCE  0 

ACOSTA,  MELCHOR  LORENZO,  AGENT,  NATL  BU  OF  INVSTGN 
ALMENDARES,  MANUEL  ABULENCIA,  SUPRV  AGENT,  NATL  BU  OF  I 
AMANE,  JUAN  Y.,  AGENT  III,  NATL  BU  OF  INVSTGN 
ANGCANAN,  AUGUSTO  PORTACIO,  JR,  CHF  INSPR,  PHILIPPINE  N 
ANTONIO,  JOB  NOLAN  DANCEL,  CHF  INSPR,  PHILIPPINE  NATL  P 
APLASCA,  MA  0  RANADA,  CPT,  DAVAO  NORTE  POL  PROV  COMM 
ARUGAY,  EDMUNDO  TEMPLO,  SR  AGENT,  NATL  BU  OF  INVSTGN 
BACOL,  DARIO  J,  AGENT  III,  NBI 
BAGUIDEN,  PABLO  D,  DEP  DIR,  NBI 
BALANCIO,  CRISOSTOMO  F,  SUPR  AGENT,  NBI 
BAUTISTA,  FILOMENO  SANCHEZ,  SA,  NBI 
BELASA,  NARCISO  G. ,  AGENT  III,  NATL  BU  OF  INVSTGN 
BIJASA,  ALEJANDRO  GARCIA,  JUDGE,  METRO  TRIAL  COURT 
BINALAY,  FLORENCIO  ALAY,  AGENT,  NATL  BU  OF  INVSTGN 
CAABAY,  CARLOS  S.,  AGENT,  NATL  BU  OF  INVSTIGN 
CALLUENG,  MOREL  RUMUSUD,  SUPVR  AGENT,  NATL  BU  OF  INVSTG 
CAPULONG,  EFREN  S,  SA,  NBI 

CHAN,  SANCHO  K. ,  JR.,  SUPVNG  AGENT,  NATL  BU  OF  INVST 
CHIONG,  RICKSON  LIM,  AGENT,  NATL  BU  OF  INVSTGN 
CINCHES,  SILVINO  N.,  AGENT  IN  CHARGE,  NATL  BU  OF  IN 
CORPUS,  ROSENDO  C. ,  SPEC  INVSTGR  "A",  LAND  BANK  OF 
COTACO,  LEOPOLDO  DACO,  AGENT  II,  NATL  BU  OF  INVSTGN 
CRUZ,  GILBERTO  CRUZ,  CHIEF,  PHILIPPINE  NATL  POL 
DE  LEMOS,  MEDARDO  GRASPARIL,  SUPVY  AGENT,  NATL  BUR  OF  I 
DEJESUS,  ANTONIO  REMIGIO,  REG  DIR,  NATL  BU  OF  INVSTGN 
DELEON,  CESAR  R.,  SUPV  AGENT,  NATL  BU  OF  INVSTGN 
DELEON,  LEONARDO  C. ,  REG  DIR,  NATL  BU  OF  INVSTGN 
DELEON,  SALVADOR  S,  ASST  REG  DIR,  NBI 
DELOS,  REYES  FERNANDO,  REG  DIR,  NBI 
DEMETRIA,  ELPIDIO,  AGENT  III,  NATL  BU  OF  INVSTGN 
DIMAGMALIH,  ALADDIN  MANALO,  MAJ,  METRO  POL  FORCE 
DIONISIO,  MANUEL  CANAPI,  AGENT  III,  NATL  BU  OF  INVSTGN 
DIZON,  ORLANDO  VER,  AGENT  III,  NATL  BU  OF  INVSTGN 
ENRILE,  TOMAS  C,  SUPV  AGT,  NATL  BU  OF  INVSTGN 
ENRIQUEZ,  ALBERTO,  LT,  PI  CONSTABULARY 
ESMERALDA,  REYNALDO  OFIALDA,  SR  AGENT,  NATL  BU  OF  INVST 
ESTUAR,  LEOPOLDO  0.,  JR.,  AGENT  III,  NATL  BU  OF  INVSTGN 
EVANGELISTA,  LEONCIO  COMIA,  HEAD  AGENT,  NATL  BU  OF  INVS 
FLORES,  DANILO  G,  LTC,  PI  CONSTABULARY 
GATDULA,  MAGTANGGOL  BORCA,  CPT,  PI  CONSTABULARY 
GUTIERREZ,  EMERITO  ZARRAGA,  SR  AGNT,  NATL  BU  OF  INVSTGN 
HERNANDEZ,  EUFRONIO  REYES,  AGENT  III,  NATL  BU  OF  INVSTG 
JIMENEZ,  LEONARDO  B.,  JR.,  AGENT  III,  NATL  BU  OF  INVSTG 
JOCOM,  ANTONIO  M,  JR,  ASST  DIR,  NATL  BU  OF  INVSTGN 
JULARBAL,  GEORGE  ANACTA,  SUPVR  AGENT,  NATL  BU  OF  INVSTG 
LAIGO,  REYNALDO  MARTINEZ,  AGENT  III,  NATIONAL  BU  OF  INV 
LARA,  TEODORICO  F.,  SR  AGENT,  NATL  BU  OF  INVSTGN 
LAUDENCIA,  RIZALDE  FRIGILLANA,  AGENT  III,  NATL  BU  OF  IN 
LAZARO,  HERMOSO  T,  REG  DIR,  NBI 
LEMI,  EDUARDO  G. ,  SR  AGENT,  NATIONAL  BU  OF  INVST 
LIMMAYOG,  JOSE  AYAO-AO,  JR,  SR  AGT,  NATL  BU  OF  INVSTGN 
LINGGON,  FRANCISCO  BUGNOSEN,  SUPERVISING  AGENT,  NATL  BU 
LIONGSON,  ANTHONY  BONIFE,  SR  AGENT,  NATL  BU  OF  INVSTGN 
LORENZO,  AMBROSIO  Z.,  CAPTAIN,  PD 

MAGPALI,  AMANTE  LUNA,  SUPERVISING  AGENT,  NATL  BUREAU 
MAMARIL,  ROGELIO  C. ,  AGENT  III,  NATIONAL  BU  OF  INVS 
MANALO,  EMETERIO  B.,  SR  AGENT,  NATL  BU  OF  INVSTGN 
MANTARING,  NESTOR  MANRIQUE,  AGENT  III,  NATL  BU  OF  INVST 
MARISTELA,  DOMINGO  BARTOLABA,  AGENT  III,  NATL  BU  OF  INV 
MATEO,  CARMELITO  B.,  AGENT  III,  NATL  BU  OF  INVSTGN 


94  MAYO,  JOB  A.,  JR.,  MAJOR,  PRESIDENTIAL  SECURITY  C 

97  MECANO,  ANTONIO  A,  REG  DIR,  NBI 
102  *  MENDOZA,  MANUEL  L,  SUPR  AGENT,  NBI 

87  NEPOMUCENO,  ENRICO  S.,  SR  AGENT,  NATIONAL  BU  OF  INVST 

105  OIDA,  OSCAR  ARDALES,  SR  AGENT,  NATL  BU  OF  INVSTGN 

96  *  PADUA,  APOLONIO  A,  JR,  SR  AGENT,  NATIONAL  BUREAU  OF  I 

100  *  PAJARITO,  FRANCISCO  T,  JR,  AGENT  III,  NATIONAL  BU  OF  IN 

194  PALAD,  PERFECTO  PONCE,  SUPT,  PHILIPPINE  NATL  POL 

189  PALMERA,  LUISITO  TINIO,  CHF  INSPR,  PHILIPPINE  NATL  POL 

183  PANGAN,  RICARDO  S,  JR,  HEAD  AGENT,  NATL  BU  OF  INVSTGN 
109  PANGILINAN,  TEODORO  B.,  AGENT  III,  NATIONAL  BU  OF  INVS 
151  PRING,  JOSE,  CPT,  INTERGRATED  NATL  POL 

102  *  RESOS,  ARSENIO  C. ,  AGENT  III,  NATIONAL  BU  OF  INVS 

67  *  REYES,  JOSE  F,  REG  DIR,  NATL  BU  OF  INVSTGN 

82  REYNOLDS,  EARL  M.,  SR  AGENT,  NATIONAL  BU  OF  INVST 

158  SACAGUING,  ARTEMIO  MENDOZA,  SR  AGENT,  NATL  BU  OF  INVSTG 

190  SALVADOR,  MAX  BALAO,  SUPERVISING  AGENT,  NATL  BU  OF 
86  SAYO,  APOLLO  YUSON,  AGENT  III,  NATIONAL  BU  OF  INVE 

67  SOLIMAN,  CECILIO  SANTIAGO,  AGENT,  NATIONAL  BUREAU  OF  IN 

73  SUPNET,  MANUEL  MUNAR,  ASST  DIRECTOR,  NATIONAL  BU  OF 

91  TABALDO,  LEONARDO  J.,  SR  AGENT,  NATIONAL  BU  OF  INVES 

157  TENERIFE,  ALEJANDRO  RODULFO,  SR  AGENT,  NATL  BU  OF  INVST 

31  U  TENORIO,  TELESFORO,  COLONEL,  CHIEF  OF  POLICE,  PD 

95  TOBIAS,  MANUEL  A.,  AGENT  III,  NATIONAL  BUREAU  OF 
82  TOLEDO,  SANTIAGO  Y. ,  DIRECTOR,  NATL  BU  OF  INVSTGN 

163  TOMARONG,  OSCAR  DESTACAMENTO,  AGENT  II,  NATL  BU  OF  INVS 

98  UTITCO,  LOLITO  V.,  AGENT  III,  NATIONAL  BUREAU  OF 

181  VAFLOR,  RENATO  MIRANDA,  SUPV  AGENT,  NATL  BU  OF  INVSTGN 
187  VARGAS,  ALI  CORVERA,  SUPERVISING  AGENT,  NATL  BU  OF 
162  VELA,  ARLIS  EUSEBIO,  AGENT  IV,  NATL  BU  OF  INVSTGN 

195  VIGILIA,  RUSTICO  QUIBUYEN,  DIR  I,  NATL  BU  OF  INVSTGN 
86  VILLARIN,  FLORENCIO  0.,  SENIOR  AGENT,  NATIONAL  BUREAU 

177  VILLARTA,  EDWARD  AGUILAR,  SUPV  AGENT,  NATL  BU  OF  INVSTG 
129  VINARAO,  VICENTE  G,  COL,  METRO  POL  FORCE 

178  HONG,  NOE  ALBANO,  SUPT,  PHILIPPINE  NATL  POL 

191  YARRA,  ANTONIO  CANDIDO,  S/INSPR,  PHILIPPINE  NATL  POL 
PASAY  CITY 

62  VILLA,  FRANCISCO  AGRAVA,  CHIEF  OF  POLICE 

QUEZON  CITY 

195  BARGAMENTO,  RAUL  LOY,  SR  INSPR,  PHILIPPINE  NATL  POL 

100  BUSINE,  VICTORIO  F.,  LT  COLONEL,  PI  CONSTABULARY 

91  DAVID,  VIRGILIO  M,  COL,  PI  CONSTABULARY 

193  DORIA,  GERMAN  BARUT,  SUPT,  PHILIPPINE  NATL  POL 

166  GUTIERREZ,  JOSE  SALAS,  MAJ,  PHILIPPINE  NATL  POL 

184  LANADA,  REY  LAQUIHON,  SUPT,  PHILIPPINE  NATL  POL 

186  MAGALONG,  BENJAMIN  BANEZ,  CHF  INSPR,  PHILIPPINE  NATL  PO 

182  MALIGALIG,  DANILO  LAHAS,  SR  INSPR,  PHILIPPINE  NATL  POL 
176  NALANGAN,  ALFONSO  GARCIA,  SUPT,  PHILIPPINE  NATL  POL 
170  ONTOG,  AGER  POBLADOR,  JR,  SR  INSPR,  PHILIPPINE  NATL  POL 
180  PADUA,  RAYMUNDO  E,  JR,  SUPT,  PHILIPPINE  NATL  POL 

175  PAGDILAO,  SAMUEL  DULDULAO,  CHF  INSPR,  PHILIPPINE  NATL  P 

89  RUIZ,  ANDRES  M. ,  COLONEL,  PHILIPPINE  CONSTABULA 

182  SINDAC,  REUBEN  THEODORE  CASENAS,  SR  INSPR,  PHILIPPINE  N 

187  SINTIN,  ALEX  BOTES,  P/SR  INSPR,  PHILIPPINE  NATL  PO 
174  TOR,  RODOLFO  ASEL,  SUPT, PHILIPPINE  NATL  POL 

100  VALDERRAMA,  GERONIMO  G. ,  LT.  COLONEL,  PHILIPPINE  CONSTA 

POLAND 
KIELCE 

192  HASIK,  JACEK  LESZEK,  LT,  POLISH  POL  FORCE 
WARSAW 

173   KUMANEK,  MIROSLAW,  SGT,  POLISH  NATL  POL 


i 


LISBON 

174 

159 

157 
LOURES 

154 


PORTUGAL 

ALEXANDRE,  VITOR  MANUEL,  INSPR,  PORTUGUESE  JUDICIAL  POL 
RAIMUNDO,  MARIANA  MARIA,  INSPR,  POLICIA  JUDICIARIA 
SOUSA  MARTINS,  JOSE  AUGUSTO,  GEN  DIR  ADJ,  POLICIA  JUDIC 

GOMES-SOARES,  TITO  ANTONIO,  INSTRUCTOR,  CRIM  POL  ACDMY 


0 

2 

c. 


REPUBLIC  OF  CHINA 
PANCHIAO 

137   CHUANG,  ANDY  TSE-FENG,  MAJ,  TAIPEI  CO  PD 
PENGHU  CO 

182   LO,  LI-FAN,  DIV  DIR,  PENGHU  CO  POL  BU 
SHANGHAI 

11  *  PARK,  GEORGE  R. ,  SGT,  SHANGHAI  MUNICIPAL  POL 
TAICHUNG 
186   CHEN,  SHENG-SHIN,  LT,  TAIWAN  PROVINCIAL  POL  ADMI 
194   LIN,  WEN-HSIANG,  MAJ,  TAIWAN  PROVENCIAL  POL 
TAIPEI 
128 
96 
122 
141 
162 
160 
178 
85 
190 
126 
132 
162 
92 
105 
173 
166 
129 
88  * 


CHAI,  I-SHENG,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

CHANG,  MENG  LIN,  INVSTGR,  MINISTRY  OF  JUSTICE, 

CHANG,  MENGLIN,  INVSTGR,  MINISTRY  OF  JUSTICE 

CHANG,  RUBY  H,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

CHANG,  VENG-CHENG,  SECTN  CHF,  FOREIGN  AFFAIRS  POL 

CHEN,  TIEN-YU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

CHENG,  PETER  PO-JEN,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

CHIU  LO-CHUNG,,  DEP  SECTN  CHF,  MINISTRY  OF  JUS 

CHOU,  STEVEN  SHAW-NAN,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

CHOU,  TON-MING,  INVSTGR,  CRIM  INVSTGN  BU 

CHU,  JOHN  LAITSU,  MAJ,  NATL  POL  ADMIN 

HO,  KUANG  YU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

HWANG,  LIU,  INVSTGR,  INVSTGN  BU  MINISTRY  0 

IN,  YET,  MAJ,  TAIW  GARRISON  GEN  HQ 

JUAN,  MING  KUANG,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

KAO,  YUAN-HSING,  INSPR,  MINISTRY  OF  JUSTICE  INV 

KU,  WILLIAM  HAISHAN,  LTC,  NAT  POL  ADMIN 

KHAN  CHAO-I,  PETER,  INVSTGR,  MINISTRY  OF  JUSTICE 
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97  KHEI,  CHING-SHAN,  DEP  COMMISSIONER,  NATIONAL  SEC 
102  «  LEE,  ROBERT  SHYANG-YU,  INVSTGR,  MINISTRY  OF  JUSTICE 

97  LI  CHUN-TIEN,,  LTC,  NATIONAL  SECURITY  BUREAU 

92  LI,  HENRY  L.,  INVSTGR,  MINISTRY  OF  JUSTICE 

70  LI,  TSAO-PU,  SECRETAROAT,  MINISTRY  OF  JUSTI 

150  LIAO,  PYNG  SHENG,  INVSTGR,  MINISTRY  OF  JUSTICE 

85  LIN  SHANG-CHIEN,,  DEP,  MINISTRY  OF  JUSTICE  BU  OF 

123  LIN,  I  MING,  DIR,  FOREIGN  AFFAIRS,  TAIHAN 

193  LIN,  JENG-FANG,  SA,  MINISTRY  OF  JUSTICE  INVSTG 
102  *  LIOU,  JOHN  K.,  TECH,  MINISTRY  OF  JUSTICE 

108  LIU,  YUAN  KUEI,  LTC,  NATL  SEC  BU 

96  LU  CHIA-CHIEH,,  INVSTGR,  MINISTRY  OF  JUSTICE 
167  LU,  HSIEN  CHE,  SECTION  CHF,  TAIHANESE  NATL  PO 
133  MO,  TIEN-HU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

88  SHEN  CHENG-TSENG,,  INVESTIGATOR,  NATIONAL  SECURIT 
184  SU,  CHUNG-KAN,  SA,  MINISTRY  OF  JUSTICE 

137  SZUTU,  YUAN-YEN,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

132  TOU,  TE  KANG,  INVSTGR,  MINISTRY  OF  JUSTICE 

179  TSAI,  CHAO-SHENG,  SECT  CHF,  NATL  POL  ADMIN 

177  TSAI,  CHING-LUNG,  LTC,  NATL  POL  ADMINISTRATION 

174  TSAO,  TONY,  LTC,  NATL  POLICE  ACADEMY 

170  HANG,  JADE  HSI-KO,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

110  HU  YING,,  INVSTGR,  MINISTRY  OF  JUSTICE 

89  YANG  HEI-TSU,,  INVESTIGATOR,  MINISTRY  OF  JUST 
114  YANG,  HSIN-CHUNG,  INVESTIGATOR,  MINISTRY  OF  JUST 

27  ZEE  SHENG-SHEE,,  CHF  SEC,  PUBLIC  PROCURATOR  GEN 

REPUBLIC  OF  VIETNAM 
HANOI 

195   CHU,  DUNG  VAN,  CPT,  MINISTRY  OF  INTERIOR 
SAIGON 

72  *  DOI,  DUONG  DINH,  CHF,  TECH  DIR,  NATL  POL  CMMD 

ROMANIA 
BUCHAREST 

193  MOGILDEA,  VIRGIL,  COL,  ROMANIAN  CRIMINAL  POL 

182   SOTIRESCU,  ION  GABRIEL,  MAJ,  GENERAL  INSPECTORATE  OF  P 

RUSSIA 
MOSCOH 

192  BASOV,  VLADIMIR  GEORGIEVITCH,  LTC,  NATL  CENTRAL  BUR  OF 

194  KURNOSENKO,  ANDREY  ANATOLYEVICH,  CPT,  MINISTRY  OF  INTER 
189   VASIN,  YURIY  GENNADYEVICH,  CPT,  RUSSIAN  MINISTRY/INTERN 

189  YERMACHENKO,  YURIY  ALEXEEVICH,  MAJ,  RUSSIAN  MINISTRY  OF 

SAUDI  ARABIA 
JEDDAH 

190  ZAQZOUQ,  FAHAZ  BIN  H  S,  LTC,  MINISTRY  OF  INTERIOR 
RIYADH 

189   AL  HETAIRSHI,  ALI  SAEED,  LTC,  MINISTRY  OF  INTERIOR 
102   AL-GHANNAM,  FAHAD  ABDUL,  MAJ,  ROYAL  ARAB  SEC  FRCES 

SCOTLAND 
ABERDEEN 

184  KELMAN,  MICHAEL,  CHF  INSPR,  GRAMPIAN  POL 
EDINBURGH 

185  BALD,  HILLIAM,  CHF  INSPR,  LOTHIAN  &  BORDERS  P 

167  HILSON,  PETER  MOHAT,  SUPT,  LOTHIAN  &  BORDERS  POL 
149   HOOD,  THOMAS  JAMES,  DET  SUPT,  LOTHIAN  AND  BORDERS 

GLASGOH 
187   HALPIN,  THOMAS,  CHF  INSPR,  STRATHCLYDE  POL 

195  MARSHALL,  JOHN  REID,  DET  CHF  INSPR,  STRATHCLYDE  POL 

178  STANNARD,  MICHAEL  JOHN,  SR  INVSTGN  OFCR,  H.M.  CUSTOMS 
INVERNESS 

168  JOHNSTON,  JOHN,  SUPT,  NORTHERN  CONSTABULARY 
STRATHCLYDE 

97  It   ALLAN,  DAVID  L,  ASST  CHF,  SCOTTISH  POLICE 

SIERRA  LEONE 
FREETOHN 
158   AMEDOFU,  SETH  CYPRIAN,  DET  SUPT,  SIERRA  LEONE  POL  FOR 

175  HILLIAMS,  TEDDY  MUNDA,  INSPR  GEN,  POL  FORCE 

SINGAPORE 
SINGAPORE 
122   AIJUDDIN,  NOOR  HOHAMED,  INSPR,  SINGAPORE  POL  FRCE 
130   CHAN,  SOO-HAH,  DY  SUPT,  SING  POL  ACADEMY 

160  CHONG,  LIM  CHIN,  CHF  SPEC  INVSTGR,  CORRUPT  PRAC 
148   CHUA,  RICHARD  POO,  DEP  SUPT,  SING  POL  FRCE 

109  DEVARAJ,  HENRY  T.,  INSPR,  SINGAPORE  POL  FRCE 
152   EIO,  HOCK  LIANG,  SR  SPC  INVSTGR,  CORRUP  PRACTIC 

82  *  HILL,  HUBERT,  ASST  SUPT  OF  POL,  REPUB  OF  SIN 

104   HONG,  NG  KIT,  INSP-INV  CORRUPT  PRACTICES  INV 

114  *  KRISHNA,  S/0  HAHENDAR,  INSPR,  SINGAPORE  POL  FORCE 

92  *  KUMAR,  SHYAM,  INSPECTOR,  REPUBLIC  OF  SINGAPO 

96   LEE,  AH-FONG,  DEP  SUPT,  SINGAPORE  POLICE  FOR 

136   LIM,  CHER-KHAN,  SUPT,  SINGAPORE  POL  FORCE 

193  LIM,  RICHARD  HOCK  ENG,  DEP  SUPT,  SINGAPORE  POL  FORCE 
89   LO  BOON  TECK,,  ASST  DIR,  CENTRAL  NARC  BU 

164  LOH,  HUI  HUI,  ACTING  SUPT,  SINGAPORE  POL  FOR 

172  MENG,  LIM  KHANG,  DEP  SUPT,  CENTRAL  INTELLIGENCE 

161  NAIR,  SUKUMARAN,  DEP  SUPT,  SINGAPORE  POL  FORCE 
168  NG,  KEE  HOE,  SUPT,  SINGAPORE  POL  FORCE 

136  NG,  SENG-LIANG,  DEP  SUPT,  SINGAPORE  POL  FORCE 

1B0  OH,  KAR  CHYE,  DEP  SUPT,  SINGAPORE  POL  FORCE 

76  *  PHANG  CHEOH  HOCK,,  ASST  SUPT,  POL  OF  REPUBLIC  OF 

161  SNG,  JIN  POH,  SPECIAL  INVSTGR,  CORRUPT  PRACT 

192  SOH,  ALLAN  CHEE-SENG,  DEP  SUPT,  SINGAPORE  POL  FORCE 

156  SOMO,  VENDESAN,  DEP  SUPT,  SINGAPORE  POL  FORCE 

75  TAN  KAH  HAN,,  ASST  COMMISSIONER,  POL  REPUBLI 


168  TAN,  KEE  MENG,  SR  SPEC  INVSTGR,  CORRUPT  PRACT 

130  TAN,  NGO-CHEH,  ASST  SUPT,  SINGAPORE  POL  FORCE 

174  TAN,  SIANG  KHNG,  SR  SPC  INVSTGR,  CORRUPT  PRACTI 

118  TAY,  JOHNNY,  ASST  SUPT,  SINGAPORE  POL  FORCE 

181  TEO,  SENG  HUAT,  INVSTGR,  CORPT  PRACTICE  INVSGT 
103  *  HONG,  ERIC  ONG-MING,  INSPR,  POL  OF  SINGAPORE 

122  YEO,  PENG  SOON,  INVSTGR,  CORRUPT  PRACTICES  INV 

SLOVAKIA 
BRATISLAVA 

184   KASTLER,  VILIAM,  INSPR,  SLOVAK  POL  FORCE 

181   KOSTAL,  IGOR,  DR  MAJ,  SLOVAK  POL  FORCE 
NITRA 

194   MATIASOVSKY,  IGOR,  MAJ,  SLOVAK  REPUBLIC  POL 

SLOVENIA 
LJUBLJANA 
179   PODVRSIC,  ANDREJ,  INSPR,  MINISTRY  OF  INTERIOR 
184   RUPNIK,  ANDREJ,  CHF  INSPR,  CRIM  POL  DIRECTORAT 

SOUTH  AFRICA 
BELLVILLE 

193   MARAIS,  HENDRIK  PIETER  MACHIEL,  SUPT,  SOUTH  AFRICAN  POL 
DURBAN 

187   HANSRAJ,  SANJITH,  CPT,  SOUTH  AFRICAN  POL  SERV 
PIETERMARITZBURG 

192  TAKOORPARSADH,  JUGDHEESH,  SUPT,  SOUTH  AFRICAN  POL  SERV 
PRETORIA 

193  DE  BEER,  JOSEPH,  SUPT,  SOUTH  AFRICAN  POL  SERV 
192   JONES,  GIDEON,  SUPT,  SOUTH  AFRICAN  POL  SERV 

194  MAPYANE,  SIMON  LEROY,  CPT,  SOUTH  AFRICIAN  POL  SERV 
ROODEPORT 

194   DAS  NEVES,  LOBO,  SUPT,  SOUTH  AFRICAN  POL  SERV 


SPAIN 
BARCELONA 

120  ARAGONPARDO,  JULIO,  INSPR  2CL,  CUERPO  SUPERIOR  DE 

180  BARO  CASANOVAS,  BERNAT,  INSPR,  POL  OF  CATALONA 

158  LOPEZ-FERNANDEZ,  JOSE,  INSPR,  SPANISH  NATL  POL 
195  SALOM-CLOTET,  D  MIGUEL,  CPT,  GUARDIA  CIVIL 

175  SARO  MONCLOA,  JUSTO  MANUEL,  INSPR,  SPANISH  NATL  POL 
MADRID 

160  ALVAREZ-GARCIA,  JULIO,  CHF  INSPR,  SPANISH  NATL  POL 

159  CABALLERO  FERNANDEZ,  GUZMAN,  CPT,  SPANISH  GUARDIA  CIVIL 
95  CHAMORRO-GARCIA,  MIGUEL  E,  COMR,  DIR  GEN  DE  SEGURIDAD 

171  CORTES  MARQUEZ,  RAMON,  CPT,  GUARDIA  CIVIL 

163  CRIADO,  JOSE  IGNACIO,  CPT,  SPANISH  GUARDIA  CIVIL 

120  CRUZPALOMINO,  JOSE  ANTONIO,  INSPR  FIRST  CL,  CUERPO  SUPE 

165  GARRIDO,  PEDRO,  CPT,  SPANISH  GUARDIA  CIVIL 

159  HERAS  TOLEDANO,  JUAN  FRANCISCO,  INSPR,  SPANISH  NATL  POL 

164  IDANEZ-GOMEZ,  FELIPE  JUAN,  INSPR,  SPANISH  NATL  POL 
191  MALO  SANCHEZ,  ALICIA,  INSPR,  SPANISH  NATL  POL 

95  MARTIN  PASTOR,  JULIAN,  INSPR,  DIRECCION  GENERAL  DE  SE 

151  MARTIN-INURRIETA,  TOMAS,  INSPR,  SPANISH  NATL  POL 

191  NAVARRETE  PANIAGUA,  MANUEL,  CPT,  GUARDIA  CIVIL 
156  PEREZ  GARCIA,  JOSE,  INSPR,  SPANISH  NATL  POL 

160  PINDADO  MARTINEZ,  RAMON,  CPT,  GUARDIA  CIVIL 

78  PIQUERAS  DEL  RAY,  ANTONIO,  COMISARIO,  DIRECCION  GENERAL 

155  SUALDEA  MARTIN,  FRANCISCO  J,  CPT,  GUARDIA  CIVIL 

168  VILLANUEVA  MELERO,  JORGE  JOSE,  INSPR,  SPANISH  NATL  POL 

78  ZAMORA  MORENO,  JUAN,  COMISARIO  JEFE,  DIRECCION  GENE 
SAN  SEBASTIAN 

161  MARTINEZ-VAZQUEZ,  MIGUEL  LUIS,  INSPR,  CUERPO  NACIONAL  D 

SRI  LANKA 
COLOMBO 

192  JAYASINGHE,  LALITH  ANURUDDHA,  SUPT,  SRI  LANKA  PD 
GALLE 

189   HICKRAMASINGHE,  SENADIPATHI  M,  SR  SUPT,  SRI  LANKA  PD 

ST.  KITTS 
BASSETERRE 

188  BLAKE,  IVOR  HENTHORTH,  ASST  SUPT,  RST/NEVIS  PD 

ST.  LUCIA 
CASTRIES 

170  BERNARD,  JULIAN  ERIC,  ASST  COMM,  SAINT  LUCIA  POL  FOR 
192    FRANCIS,  HERMANGILD  ASGILD,  INSPR,  ROYAL  ST  LUCIA  POL  F 

171  JAMES,  LINHALL  HINSBERT,  ASST  COMMISSIONER,  ROYAL  SAINT 

181  NELSON,  FRANCIS  AUGUSTUS,  DEP  COMM,  ROYAL  ST.  LUCIA  POL 

ST.  VINCENT  AND  THE  GRENADINES 
KINGSTOHN 

184  HACKSHAH,  ELLSWORTH  RANDOLPH,  ASST  SUPT,  POL  FORCE 

185  HARRY,  HILLIAM  J,  DEP  COMM,  POL  FORCE 

172  QUOW,  OSBORNE  BERTRAM,  SUPT,  ROYAL  ST.  VINCENT  &  THE 

SUDAN 
KHARTOUM 
164   AMAN,  MAMOUN  MUBARAK,  MAJ  GEN,  SUDAN  POL 
164   BADI,  ABUOBIEDA  ELKHAIR,  COL,  SUDN  POL 

SHEDEN 
KARLSTAD 

189  ESSEN,  AGNETA,  CHF  SUPT,  SHEDISH  NATL  POL 
LINKOPING 

81    LINGEMARK,  BENGT  Y.,  DET  CHF  INSPR,  PD 
MALMO 

94   STERNEUS,  LEIF  A.,  DISTRICT  ATTORNEY 
STOCKHOLM 
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BLOMGREN,  LEIF  T.,  SUPR  INSPR,  NATL  SHED  POL  BD 
KRONBERG,  LARS  JULIUS,  CHF  SUPT,  SECURITY  SERVICES 
NYGREN,  FREDRIK  ANDERS  SAMUEL,  CHF  SUPT,  NATL  CRIMINAL 
SJOBERG,  KARL  GUSTAF,  CHF  SUPT,  SHEDISH  NATL  POL  BOA 
STAHL,  ROLAND  BERTHOLD,  CHF  SUPT,  NATL  SHEDISH  POL  BOA 

NYLEN,  LARS  MAGNUS,  CHF,  NATL  SHEDISH  POL  BOARD 


NIEDERHAUSER,  KURT,  MAJ,  BERN  CANTONAL  POL 
NOTH,  JUERG,  MAJ,  BERN  STATE  POLICE 

HYSS,  RUDOLF,  CHF,  SHISS  CENTRAL  POL  BU 


97  » 

175 

183 

154 

163 
TIERP 

143 
UPPSALA 

175  DANIELSSON,  ANDERS  SVEN  HERMAN,  CHF  SUPT,  SHEDISH  NATL 

SHITZERLAND 
AARAU 

139  BORER,  LEON,  CHF,  CANTON  PD 

173  FURRER,  HANSPETER,  CPT,  AARGAU  CANTON  POL 
BASEL 

86   MOHLER,  MARKUS  H. ,  CHF  OF  THE  CANTONAL  POLICE 
BELLINZONA 

181   GNOSCA,  ORLANDO  CARLO,  COMMISSARY,  TICINO  CANTON  POL 
BERN 

161 

177 
BERNE 

176 
KLOTEN 

171  HERREN,  BERNHARD,  CHF,  ZURICH  STATE  POLICE 
LAUSANNE 

158   AEPLI,  PIERRE,  CMDT,  VAUD  CANTONAL  POL 

180  DELAPLACE,  DANIEL,  INSPR,  VAUD  CANTON  PD 

140  MARGOT,  NICHOLAS,  INSPR  PRINCIPAL,  VAUD  CANTONAL 
LUCERNE 

119  GUTKNECHT,  BRUNO,  DET  CPL,  KANTONSPOLIZEI 
ZURICH 

160  BUERGISSER,  MARTIN,  LT,  ZURICH  CANTONAL  POL 
191  MULLER,  BASIL  ERNST,  MAJ,  ZURICH  CITY  POL 
150  PFEFFERLI,  PETER  H,  1LT,  ZURICH  CANTONAL  POL 

THAILAND 
AMPHEU  MUANG 

189  PETCHPON,  KITTISAK,  LTC,  ROYAL  THAI  POL 
BANGKOK 

186  AMARUTHANON,  KITTISAK,  CPT,  ROYAL  THAI  PD 

94  *  AMORNVIVAT,  SAHASDI ,  MAJ  GEN,  THAI  NATL  POL 

95  AMORNVIVAT,  SOMBAT,  COL,  THAI  NATL  POL 

172  AMORNVIVAT,  VORAVAT,  CPT,  ROYAL  THAI  PD 

85  APAIHONGS,  VICHIAN,  COL,  COP,  THAI  NATL  POL 

181  BOONYAPATIPARK,  ANUCHIT,  MAJ,  ROYAL  THAI  POL 
169  BOONYOPASTHAM,  AKARAPOL,  CPT,  ROYAL  THAI  PD 
127  BRIKSAHAN,  SAHAS,  COL,  THAI  NATL  POL 

63  #  BRYANT,  ALBERT  L.,  CNSLR  OF  EMBSY,  FED  NARC  AFFRS 
97   BUNYAVAN,  SANTIRAK,  LTC,  THAI  NATL  POL 
93   CHAIPANICH,  SOMCHAI,  LTC,  THAI  NATL  POL 

187  CHAOSUAN,  SAOHAPAHK,  CPT,  ROYAL  THAI  POL 

179  CHAROEN-RAJAPARK,  NORAHAT,  CPT,  ROYAL  THAI  POL 
70   CHARURATANA,  SERM,  CHF  ROYAL  AIDE,  THAI  NATL  PD 

86  CHAVALITDHAMRONG,  MAITREE,  MAJ  GEN,  THAI  NATL  POL 
75  #  DEJKUNJORN,  VASIT,  DEP  MINISTER  OF  INTERIOR  (GEN, 

101  DHARITHAI,  HEMARAJ,  COL,  THAI  NATL  POL 

176  GANJANARINTR,  PONPRASERT,  LTC,  ROYAL  THAI  PD 

180  HANSASUTA,  ANANTACHAI ,  CPT,  ROYAL  THAI  POL 

182  HASSIRI,  KHEMMARIN,  MAJ,  ROYAL  THAI  POL 

74  #  KANCHANAHAT,  BANRUNG,  MAJ  GEN,  THAI  NATL  POL 
72  #  KANCHANAHAT,  NIYOM,  LT  GEN,  THAI  NATL  POL 

158  KANJANA,  NARONG,  LTC,  ROYAL  THAI  PD 

91  KEAUSYANANDA  ANANDA, ,  LTC,  THAI  NATL  POL 

162  KEMASINGKI,  POLAPAT,  LTC,  ROYAL  THAI  PD 

79  KIATTISAK,  PRABHAVAT,  COL,  METROPOLITAN  POL 

85  KITTIVATANA,  VISUT,  MAJ  GEN,  THAI  NATIONAL  POLICE 

93  KRUTCHAIYAN,  MANAT,  MAJ  GEN,  THAI  NATIONAL  POLICE 

86  KULLAMA,  HANICH,  MAJ  GEN,  THAI  NATIONAL  POL 

74  It   LIMPICHART,  KOSON,  MAJ  GEN,  THAI  NATIONAL  POLICE 

83  MEKAVICHAI,  CHARUK,  COL,  THAI  NATIONAL  POLICE 
115   NIEMSKUL,  AMARIN,  LTC,  THAI  NATIONAL  POL 

162  ONCHIT,  AREE,  LT  COL,  ROYAL  THAI  PD 

132   ODASNIPUTH,  SUKHUM,  INSPR,  OFC  OF  THE  NARC  CONTROL 

84  #  PALAKAVONGSE  NA  AYUDHYA,  CHAMNONG,  LTC,  THAI  NATIONAL  P 
119   PANKONGCHUEN,  KRISADA,  LT,  THE  ROYAL  THAI  PD 

100   PETBOROM,  VEJ,  MAJ  GEN,  THAI  NATIONAL  POLICE 

161  PHETSIRI,  AMNOUY,  COL,  ROYAL  THAI  PD 

177  PHOONKEAO,  SAROJ,  LTC,  ROYAL  THAI  POL 

159  PHOSREE,  HICHEAN,  MAJ  GEN,  ROYAL  THAI  POLICE 

83  PHOTHA,  VICHIAN,  COLONEL,  THAI  NATIONAL  POLICE 
111   PHUNGSUNTHORN,  CHIRAPHAN,  LTC,  THAI  NATIONAL  PD 

82  PHUPANICH,  KOVID,  MAJ  GEN,  THAI  NATIONAL  POLICE 

176  PIMOLSIRI,  SENI,  LTC,  ROYAL  THAI  PD 

137  PIMOLSRI,  CHALERMCHAI,  MAJ,  ROYAL  THAI  PD 

87  PITRACHART,  SOMSAK,  COLONEL,  THAI  NATIONAL  POLICE 
166  PONGCHAREON,  PAIRAT,  LTC,  ROYAL  THAI  PD 

102  *  PRAJANURAKS,  THASANAI ,  COL,  THAI  NATIONAL  POLICE 

174  PRASATTONGOSOTH,  VISANU,  CPT,  ROYAL  THAI  PD 
97  PRASOMTHONG,  HINAI,  COL,  THAI  ARMY 

77  tt   PRATHNADI,  SOMPRASONGK,  MAJ  GEN,  THAI  NATIONAL  POLICE 
87   PRAYOONRAT,  SOMCHAI,  COLONEL,  THAI  NATIONAL  POLICE 

185  PREMPOOTI,  PEERAPHAN,  COL,  ROYAL  THAI  POL 

163  PUKPRAYURA,  KRERKPHONG,  DEP  SUPT,  ROYAL  THAI  PD 
95   PURNABIMBA,  PRAMOD,  COLONEL,  THAI  NATIONAL  POLICE 

84  PURNASAMRIDDHI,  SATHAPHORN,  COLONEL,  THAI  NATIONAL  POLI 
81  tt  RATANASIN,  OPAS,  MAJ  GEN,  THAI  NATIONAL  POLICE 

94  ROCHANAVEDYA,  SATHIT,  MAJ  GEN,  THAI  NATIONAL  POLICE 

190  ROMYANAN,  ANUCHA,  CPT,  ROYAL  THAI  POL 

186  SAJJAPHAN,  PARKPOOM,  MAJ,  ROYAL  THAI  POL 


77   SANGMITR,  KASEM,  MAJ  GEN,  THAI  NATIONAL  POLICE 

82  tt   SANGMITR,  PRAMOAT,  MAJ  GEN,  THAI  NATIONAL  POLICE 
183   SAPYEN,  NARONG,  LTC,  ROYAL  THAI  POL 
127   SATRULEE,  MANOCH,  LTC,  THAI  METRO  POL 
132   SINSOOK,  KRAISOOK,  DEP  DIR  GEN,  ROYAL  THAI  NATL  P 
173   SNIDVONGS,  NADHAPIT,  LTC,  ROYAL  THAI  PD 
151   SNITHONGSE,  ISARAPHAN,  COL,  ROYAL  THAI  POL 
144   SOMBOONSUB,  NOPADOL,  COL,  ROYAL  THAI  PD 

96   SRIJAIYANTA,  PRACHIT,  LTC,  THAI  NATIONAL  POL 
111   SUBARNBHESAJ,  AJIRAVID,  LTC,  THAI  NATIONAL  PD 

72  tt   SUKAVACHANA,  VAN,  MAJ  GEN,  THAI  NATL  POLICE 
137   SUKHAHUTA,  PONGCHA  I,  MAJ,  ROYAL  THAI  PD 
151   SUMBOONNANONDHA,  MONTRI ,  CPT,  ROYAL  THAI  POLICE 
194   SUNGKAHAPONG,  PAISITH,  POL  MAJ,  ROYAL  THAI  POL 
132   SUNGONG,  SUPAHUT,  MAJ,  ROYAL  THAI  NAT  POL 
183   SUTHAMBHITAK,  NATVINUTCH,  MAJ,  ROYAL  THAI  POL 

89   SUVANATAD,  NATTETHONG,  LTC,  THAI  NATIONAL  POLICE 
119   UTTASART,  CHOOMPOL,  MAJ  GEN,  THE  ROYAL  THAI  PD 

79  tt   VARAMISRA,  PISAKDI,  LT  GEN,  THAI  NATIONAL  POLICE 

91   HASANASOMSITHI  PRAYOCH, ,  COL,  THAI  NATIONAL  POLICE 
188   HATTANAVRANGKUL,  CHONASIT,  MAJ,  ROYAL  THAI  POL 
147   HEERAPHAN,  PHANRAHEE,  LT,  ROYAL  THAI  PD 

89  *  HITTAYAWUDTHIKUL,  NIRUN,  LTC,  THAI  NATIONAL  POLICE 

93   YAMOKGUL,  ROONGROAJ,  COL,  THAI  NATIONAL  POLICE 
CHUMPHORN 

96   BOOTSTRIPOOM,  TEERAHOOT,  COL,  MUANG  DIS  POL  STATION 
LAMPANG 

161   CHAILANGKARN,  SUPARUK,  MAJ,  ROYAL  THAI  PD 
NAKORN  PATHOM 

105   RATTANAVADI,  KOSOL,  COL,  THAI  NATIONAL  POLICE 
NAKORNNAYOK  PROVINCE 

102   CHAROEN,  UDOM,  COL,  THAI  NATL  POL 
SAMUTPRAKAN 

193  NOIPRASERT,  ADISAK,  LTC,  ROYAL  THAI  POL 

TONGA 
NUKUALOFA 
176   KOLOKIHAKAUFISI,  SINILAU,  COMMANDER,  TONGA  POLICE  FORCE 

TRINIDAD 
PORT  OF  SPAIN 
165   PAUL,  TREVOR,  ASST  SUPT,  TRINIDAD  &  TOBAGO  P 

194  RICHARDSON,  MERVYN  CECIL,  INSPR,  TRINIDAD  &  TOBAGO  POL 
165   ROACH,  GLEN  SEDLEY,  ASST  SUPT,  TRINIDAD  &  TOBAGO  P 

183   VIRGIL,  HELLINGTON  ARTHUR,  A/SUPT,  TRINIDAD  &  TOBAGO  PO 


MAHDIA 

181 

TUNIS 

78 

72  * 
163 


TUNISIA 

HAMDI,  ABOUBAKER  ESSEDDIK,  PRINCIPAL,  SURETE  NATIONAL 

GATAA,  SALEM  MOHAMED,  ADJUTANT,  NATL  GUARD 
GHODBANE,  SLAHEDDINE,  SGT,  NATL  GUARD 
MOUAFFAK,  HATEM,  COMMISSAIRE  PRINCIPAL,  MINISTR 


AYAZ,  SEVKET,  CHF  COMM,  TURK  NATL  POL 
BIYIKLI,  HUDAVERDI,  SUPT,  TURK  NATL  POL 
GOKCAY,  IDRIS,  CHF  SUPT,  INTERPOL 
HATIPOGLU,  ALI  METIN,  SUPT,  TURKISH  NATL  POL 
KULE,  AHMET,  ASST  COMM,  TURKISH  NATL  POL 
MERT,  ADNAN,  COMMISSIONER,  TURKISH  NATL  POL 
SAHIN,  HUSEYIN  GUNGOR,  SUPT,  TURKISH  NATL  POL 
YAMAN,  YASAR,  LT,  TURKISH  NATL  POL 


TURKEY 

ANKARA 

97 

96 

143 

136 

180 

168 

161 

182 

ERZURUM 

138   SENDAN,  HASMET,  ASST  DIR  OF  TRAINING,  TURKISH 
ISTANBUL 
184   AKTEPE,  BASRI ,  CPT,  TURKISH  NATL  POL 
85   AYTURAL,  AHMET  HASIM,  INSPR,  TURK  NATL  POL 
TUNCELI 
145   DORUK,  HIKMET,  DIR  OF  SMUGGLING,  TURK  NATL  PO 

U.S.  VIRGIN  ISLANDS 
CHARLOTTE  AMALIE 

87  tt   CANCEL,  FELIX  S,  DEP  CHF,  DPS 

91  tt   ENGLAND,  HUGO  0,  CPT,  DPS 

74   FELIX,  OTIS  L,  COMMISSIONER,  DPS 

96  tt   HODGE,  JENS  E,  LT,  DPS 

87   JAMES,  JOHN  L,  CPT,  DPS 

96  tt   LANG,  CALVIN  A.,  LT,  DPS 

77   LEERDAM,  ALVIN  I.,  CPT,  DPS 

95   PETERSEN,  ANDRE  D. ,  SERGEANT,  DEPT. 
CHRISTIANSTED 

134   VASQUEZ-GONZALEZ,  FRANCISCO,  DET  II,  DPS 
ST  CROIX 
115   BRYAN,  ADELBERT  M,  CPT,  DPS 
130   CHRISTIAN,  ANTHON  LAMBERT,  ASST  COMM,  DPS 
179   DONAHUE,  JOSEPH  HALTER,  SGT,  USVI  PD 
103  tt   FREDERICKS,  CLAUDE  A,  SGT,  DPS 
145  tt   HARRIS,  OHANIO  ALFREDO,  CPT,  PD 
154   LEHIS,  ELTON,  COP 
123   PARRIS,  JAMES,  CPT,  DPS 
152   ROMAN-CRUZ,  SECUNDINO,  SGT,  DPS 

126  SHAN,  JEREMY  CANTEL,  CPT,  DPS 

162   URGENT,  RUBY  MARIA,  OFCR,  VIRGIN  ISLANDS  PD 
156   HILLIAMS,  ROCHELLE  ELAINE,  SGT,  PD 
ST  THOMAS 

127  BAILEY,  LISTON  WELLINGTON,  SGT,  DPS 

121   BALLENTINE,  KRIM  MENELIK,  ASST  COMMISSIONER,  USVI  PD 
186   CURTIS,  WILLIAM  ARTHUR,  JR,  SA,  USVI  DOJ 
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137  f  DAVIS,  TYRONE  ELESLIE,  DEP  COMR,  DPS 

110  DONASTORG-MORALES,  A,  SR,  COP 

105  *  FELIX,  ANDRES  NAVARRO,  SGT ,  DPS 

112  FRETT,  MILTON  A,  POL  COMR,  VIRGIN  ISLANDS  PD 

178  GRIFFIN,  CURTIS  ADRIAN,  OFCR,  ST  THOMAS  PD 

104  I  GRIFFITH,  LAHRENCE  A,  DEP  CHF,  DPS 

111  GUMBS,  VANCITO  E,  CPT,  DPS 
99  #  HENDRICKS,  ROY  E,  LT,  DPS 

157  HEYLIGER,  BARBARA  ANN,  OFCR,  USVI  PD 

111  HYNDMAN,  RAYMOND  L,  CPT,  DPS 

164  JACKSON,  AMERICUS  DECENTE,  JR,  LT,  VIRGIN  ISLANDS  POL 

162  JACKSON,  ANTOINETTE  ELIZABETH,  OFCR,  PD 

106  JACKSON,  LAURENCE  M,  CPT.DOP 
109  LIBURD,  DANIEL  E,  SGT,  PD 

192  MANNING,  TERRENCE  DELANO,  JR,  DET,  US  VIRGIN  ISLANDS  PD 

116  MARSH,  HILBURN  L,  DEP  MARSHAL,  TERRITORIAL  MARSH 

125  MARTIN,  NOEL  ALLAN,  LT,  DPS 

123  MOLYNEAUX,  ADELBERT  DELANO,  LT,  DPS 
128  QUESTEL,  JOHN  PHILIP,  LT,  DPS 

146  RUSSELL,  MARIGOLD,  SGT,  OPS 

124  HILLIAMS,  FITZROY  GEORGE,  LT,  DPS 

132  HILSON,  WINSTON  JAMES,  DIR  OF  TNG,  PD 

UGANDA 
KAMPALA 
183   MAGEMBE,  FLUGENCIO,  ASST  SUPT,  UGANDA  POL  FORCE 

UNITED  ARAB  EMIRATES 
ABU  DHABI 
181   AL  MARZOUQI,  ABDUL  KAREEM  M,  MAJ,  GEN  DIRECTORAT  OF  POL 
ALHADIDI,  ABDULLA  KHAMIS,  MAJ,  MINISTRY  OF  INTERIOR 
QAMBAR,  SABAH  OBAID,  MAJ,  ABU  DHABI  PD 


175 
179 
DUBAI 
177 
174 
167 
180 
178 
171 


AL  BUDOOR,  MOHAMMED  OBAID,  MAJ,  DUBAI  POL  FORCE 
AL  MANSOORI,  TARISH  EID,  MAJ,  DUBAI  POL  FORCE 
ALABBAR,  MOHAMMED  MUBARAK,  MAJ,  DUBAI  POL  FORCE 
BIN  HENDI,  ABBAS  IBRAHIM,  MAJ,  DUBAI  POL  FORCE 
KHAN-AHLI,  ABDULLA  HUSSAIN,  CPT,  DUBAI  POL 
SHEHAIL,  ALI  ABDULLA,  MAJ,  DUBAI  POL 


URUGUAY 
MONTEVIDEO 
156   BERNAL,  RICARDO  ORIBE,  INSPR  PRINCIPAL, MONTEVIDEO  POL 
158   GINARES  ARRUDES,  HINLSON  AMICA,  DIR,  POL  OF  MONTEVIDEO 
164   HRBAL,  JUAN  JOSE,  OFFICIAL  PRINCIPAL,  MONTEVIDEO 
152   PEREZ-ESTILANO,  ROBERTO,  COMISARIO  INSPR,  POL  OF  MONTEV 
146   RODRIGUEZ,  GUILLERMO  A,  MAJ,  POLICIA  DE  MONTEVIDEO 
141   SOSA-BOUVIER,  ALVARO,  OFICIAL  PRINCIPAL,  POL  OF  MONT 

UZBEKISTAN 
TASHKENT 
189   KHOLMATOV,  NAUFAL  RUZMATOVICH,  CPT,  MINISTRY/INTERNAL  A 

VANUATU 
PORT  VILA 
191   REUBEN,  PAUL  HILLIE,  SUPT,  VANUATU  POLICE  FOR 

VENEZUELA 
CARACAS 

171  GALINDEZ,  ROBERTO  ARI,  INSPR,  CUERPO  TECNICO  DE  POLIC 
74  #  GAZSO,  GABRIEL,  ASST  DIR,  DEPT  OF  INTELLIGENCE 

71  #  GUTTMAN  K. ,  JOSE,  COMR,  MINISTRY  OF  JUSTICE 

73  #  MONTENEGRO,  M  ALEX,  COL,  ASST.  MILITARY  ATTACHE 

175  RODRIGUEZ,  JORGE  SALOMON,  AGENT,  DIRECCION  NACIONAL  DE 

179  VLADILO  POLANSKAYA,  VOJMIR,  COMISARIO,  JUDICIAL  TECHNIC 

HALES 
BRIDGEND 

158   FRANCIS,  DAVID  JAMES,  CHF  INSPR,  SOUTH  WALES  CONSTAB 
CARMARTHN 
LLANGUNNOR 

172  EDWARDS,  ANDREW  R,  SUPT,  DYFED-POWYS  PD 


APIA 


WESTERN  SAMOA 

161   BLAKELOCK,  JAMES  FA'AFILI,  DEP  COMM,  WESTERN  SAMOA  POL 

ZIMBABWE 

194   KANGARA,  CHAMUNORWA  ERNEST,  CHF  SUPT,  ZIMBABWE  REPUBLIC 
SALISBURY 
128   KUNDEYA,  GEORGE  GEOFFREY,  INSPR,  ZIM  REP  POL 
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ABERNATHY, 
ABERNETHY, 
ABRAHAMS, 


ADAIR, 
ADAMS, 
ADAMS, 
ADAMS, 
ADAMS , 
ADAMS, 
ADAMS, 


MAY  10,  1993 


ALLEN, 
ALLEN, 
ALLEN, 
ALLEN, 
ALLEN, 
ALLEY, 


ABARE,  ROBERT  G. ,  COP,  BURLINGTON,  VERMONT  -  OCTOBER  23,  1991 
ABBOTT,  LAHRENCE  A.,  COP,  SPRINGFIELD,  OHIO  -  MAY  13,  1968 

ABERNATHY,  BILL  DEAN,  ASST  SHF,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA 
GILBERT  H.,  CPT,  USCP,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
W  C,  JR,  SHF  OF  PLUMAS  CO,  QUINCY,  CALIFORNIA  -  NOVEMBER  5,  1994 
REYNOLD  R.,  CHF  DEP  SHF,  DANE  CO  SO,  MADISON,  WISCONSIN  -  APRIL  1,  1971 
ABT,  JOHN  E,  DET,  PD,  TONAHANDA  CITY,  NEW  YORK 
ABU  BAKAR,  BIN  ALI,  ASST  COMR,   ROYAL  MSIA  POL,  KUALA  LUMPUR,  MALAYSIA 
ADAIR,  CLYDE  R. ,  COP,  COLUMBUS,  GEORGIA  -  APRIL  14,  1970 

HOLLICE  M.,  CHF  OF  DET,  PD,  COLUMBUS,  GEORGIA  -  JUNE  17,  1954 

ARTHUR  FRANK,  PTLM,  PD,  AKRON,  OHIO 

DALE  J.,  COP,  BALDWIN  PARK,  CALIFORNIA  -  AUGUST  21,  1976 

ELMER  F.,  DEP  CHF,  BALTIMORE  CO  PD,  TOWSON,  MARYLAND  -  JANUARY  13,  1998 

ELMER  H,  COP,  BURBANK,  CALIFORNIA 

JESSE  C,  PRBATN  AND  PRLE  OFCR,  LANCASTE,  LANCASTER,  SOUTH  CAROLINA  -  NOVEMBER  22,  1963 

WILLIAM  C,  ASST  CHF,  PD,  CINCINNATI,  OHIO  -  OCTOBER  2,  1960 
ADAMSON,  FRED  A.,  COP,  MOAB,  UTAH  -  OCTOBER  25,  1957 
ADGATE,  RUSSELL,  COP,  MIDDLETOWN,  NEW  YORK  -  SEPTEMBER  7,  1985 
ADKINS,  S.  G.f  PTLM,  PD,  BLACKSBURG,  VIRGINIA  -  NOVEMBER  6,  1957 
AFFELDT,  JOHN  R.,  CPT,  BU  OF  POL,  BINGHAMTON,  NEW  YORK  -  JUNE  27,  1979 
AHERN,  FRANCIS  JOSEPH,  COP,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  1,  1958 
AHERN,  JOHN  D. ,  CPT,  PD,  BOSTON,  MASSACHUSETTS  -  SEPTEMBER  20,  1966 
AHERN,  MAURICE,  SGT,  PD,  NEW  ROCHELLE,  NEW  YORK  -  SEPTEMBER  2,  1966 
AHMAD,  CHAUDHRY  NAZIR,  SUPT  OF  POL,  POL  SERV  OF  PAK,  LAHORE,  PAKISTAN 
ALAMEDA-BALLESTER,  ISRAEL,  MAJ,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ALBRIGHT,  GEORGE  E,  DET  LT,  PD, ,  LINDEN,  NEW  JERSEY  -  SEPTEMBER  13,  1983 
ALDERSON,  EDWIN  BACON,  JR.,  COP,  JACKSON,  TENNESSEE  -  MARCH  30,  1995 
ALDRICH,  MICHAEL  RANDAL,  LT,  PD,  WEBSTER  GROVES,  MISSOURI  -  AUGUST  26,  1989 
ALEXANDER,  CHARLES  D,  COP,  MANKATO,  MINNESOTA  -  OCTOBER  28,  1986 
ALEXANDER,  DELBERT  A,  CHF,  DEPT  OF  DEF  PD,  NEWPORT,  RHODE  ISLAND 
ALEXANDER,  ROBERT  J,  POL  COMM,  DEWITT,  NEW  YORK  -  APRIL  13,  1998 
ALFORD,  JAMES  H,  COP,  JACKSONVILLE  BEACH,  FLORIDA  -  MARCH  1,  1986 
ALLEN,  CARL  T,  PTLM,  PD,  GALLIPOLIS,  OHIO 

FLOYD  L.,  COP,  JOHNSON  CITY,  NEW  YORK  -  JANUARY  11,  1970 

ROBERT  A.,  DIR,  DEPT  OF  CRIMOLGY  &  CORREC,  CARBONDALE,  ILLINOIS  -  SEPTEMBER  13,  1969 

S.,  SHF  OF  WILLIAMSON  CO,  GEORGETOWN,  TEXAS  -  MARCH  16,  1967 

WESLEY  F.,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  JANUARY  3,  1997 

WILLIAM  BRYAN,  COP,  HENDERSON,  NEVADA  -  JUNE  9,  1972 

CAROLYN  J,  CPT,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  JUNE  9,  1972 
ALLISON,  WILLIAM  FLOYD,  DEP  SHF,  YORK  CO  SO,  YORK,  SOUTH  CAROLINA  -  MARCH  9,  1969 
ALLISON,  WILLIAM  J.,  DEP  SHF,  KNOX  CO  SO,  GALESBURG,  ILLINOIS  -  MARCH  26,  1975 

ALTAZIN,  ARTHUR  ANDREW,  DEP  SHF,  EAST  BATON  ROUGE  PARI,  BATON  ROUGE,  LOUISIANA  -  DECEMBER  21,  1978 
ALTHOFF,  GEORGE  R. ,  DET,  PD,  EL  PASO,  TEXAS  -  FEBRUARY  2,  1970 
ALVAREZ  JIMENEZ,  RAFAEL,  2LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ALVIS,  RALPH  W. ,  SUPT,  LEBANON  CORRCTNAL  INSTIT,  LEBANON,  OHIO  -  AUGUST  5,  1967 
AMBERGER,  ROGER  M. ,  SUPVY  DET,  NVL  AMMNITN  DEPOT,  HAWTHORNE,  NEVADA  -  MAY  11,  1972 
AMBROSE,  WILBUR  EDWARD,  CHF  DEP  SHF,  ESCAMBIA  CO  SO,  PENSACOLA,  FLORIDA  -  JULY  13,  1984 
AMEND,  JOHN  J,  ASST  PROBATION  OFCR,  POTTER  CO,  AMARILLO,  TEXAS  -  DECEMBER,  1980 
AMMONS,  JOSH  H. ,  DEP  SHF,  PIKE  CO  SO,  TROY,  ALABAMA  -  JUNE  20,  1961 
AMNOTT,  ROLAND  CONRAD,  COP,  LEWISTON,  MAINE  -  MAY  16,  1970 
ANDERSON,  BRUCE  MALCOLM,  COP,  DARIEN,  CONNECTICUT  -  MARCH  4,  1995 
FRANK  W.,  COP,  BAY  CITY,  MICHIGAN  -  JUNE  14,  1974 

JAMES  0.,  DEP  SHF,  PACIFIC  CO  SO,  SOUTH  BEND,  WASHINGTON  -  SEPTEMBER  17,  1960 
ANDERSON,  JONAS  ANDREH,  COP,  SUMNER,  WASHINGTON  -  FEBRUARY  1,  1971 
ANDERSON,  JUDE,  DEP  SHF,  MORGAN  CO  SO,  JACKSONVILLE,  ILLINOIS  -  SEPTEMBER  11,  1977 
ANDERSON,  NEIL  R,  INSP,  KALAMAZOO  CO  SO,,  KALAMAZOO,  MICHIGAN  -  APRIL,  1986 
ANDERSON,  PETER  A.,  ASST  CHF,  PD,  HARTFORD,  CONNECTICUT  -  MARCH  23,  1975 
ANDERSON,  WALTER  F,  DIR,  STATE  BU  OF  INVSTGN,  RALEIGH,  NORTH  CAROLINA  -  APRIL,  1981 
ANDRESS,  RAY  M. ,  USHF,  MADERA  CO  SO,  MADERA,  CALIFORNIA  -  FEBRUARY  1,  1995 
ANDREW,  CHARLES  LAWRENCE,  CPT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  OCTOBER  9,  1985 
ANDREW,  HARLAN  A.,  DEP  INSPR,  MONTGOMERY  CO  SD,  DAYTON,  OHIO  -  SEPTEMBER  23,  1978 
ANDREWS,  BURTON  T.,  CPT  OF  DET,  PD,  ST.  JOSEPH,  MISSOURI  -  MARCH  8,  1969 
ANDREWS,  CHARLES  T,  INSPR,  TX  DPS,  AUSTIN,  TEXAS 

ANDRUS,  FERRIS  D. ,  CPT,  SALT  LAKE  CO  SO,  SALT  LAKE  CITY,  UTAH  -  JULY  28,  1972 
ANG  THIAN  SANG,,  ASST  COMR,  ROYAL  MSIA  POL,  KUALA  LUMPUR,  MALAYSIA 
ANGEL,  LAWRENCE  LAMOINE,  LT,  PD,  ALTON,  ILLINOIS  -  NOVEMBER  26,  1961 
ANTON,  CHRIST  J,  SGT,  PD,  ST.  LOUIS,  MISSOURI 

ANWEILER,  EDWARD  C,  CPT,  IN  SPOL,  LIGONIER,  INDIANA  -  NOVEMBER  28,  1983 
ARBOGAST,  MERLE,  CPT,  PD,  BLOOMINGTON,  ILLINOIS  -  JANUARY  6,  1967 
ARCHER,  CECIL  LEE,  COP,  PUYALLUP,  WASHINGTON  -  JULY  29,  1963 
ARMOUR,  CLAUDE  A.,  CMDR  OF  PUB  SFTY,  MURFREESBORO,  TENNESSEE  -  APRIL  8,  1997 
ARMSTRONG,  WILLIAM  DAVID,  JR,  CPT,  OK  UNIV  PD,  STILLWATER,  OKLAHOMA  -  JULY  9,  1982 
ARMSTRONG,  WILLIAM  E.,  LTC,  PD,  BALTIMORE,  MARYLAND  -  AUGUST  28,  1998 
ARNOLD,  JOHN  S.,  COP,  ALEXANDRIA,  VIRGINIA  -  NOVEMBER  20,  1954 
ARNOLD,  MORRIS  C. ,  JR.,  MAJ,  BIBB  CO  SO,  MACON,  GEORGIA  -  SEPTEMBER  21,  1989 
ARRIGHI,  SHIRLEY  S,  COP,  BATON  ROUGE,  LOUISIANA  -  MAY  2,  1987 
ARRINGTON,  GERALD  THOMAS,  COP,  ASTORIA,  OREGON  -  JULY  14,  1964 
ARTHUR,  DAN  L.,  SR. ,  COP,  JOHNSTON,  SOUTH  CAROLINA  -  JUNE  19,  1991 
ARTHUR,  DARWIN  M. ,  POL  ADMIN,  PD,  HURT,  VIRGINIA  -  DECEMBER  31,  1979 

f 5.T.HH5 »  HERBERTS°N  ATHELSTON,  INSPR,  ROYAL  BARB  POL  FRC,  BRIDGETOWN,  BARBADOS  -  DECEMBER  31,  1979 
ARUMUGAM  VIJAYARATNAM, ,  SUPT  OF  POL,  ROYAL  MSIA  POL,  KUALA  LUMPUR,  MALAYSIA  -  SEPTEMBER  17,  1972 
ASCHER,  JOHN  B.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  2,  1972 

ASHBURN,  BAILEY  E,  SA,  TN  BU  OF  INVSTGN,  CLARKRANGE,  TENNESSEE  -  JUNE  24,  1983 
ASHENHUST,  PAUL  HARVEY,  INSPR,  PD,  DALLAS,  TEXAS  -  OCTOBER  7,  1960 
ASHLEY,  CARL,  PTLM,  PD,  INDIANAPOLIS,  INDIANA  -  DECEMBER  19,  1956 
ATHEY,  GEORGE  C. ,  CPT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND  -  MARCH  27,  1989 
ATKINS,  ERNEST  R.,  SHF  OF  RICHMOND  CO,  AUGUSTA,  GEORGIA  -  MAY  13,  1971 
ATKINS,  M.  T.,  DEP  SHF,  DILLON  CO  SO,  DILLON,  SOUTH  CAROLINA  -  AUGUST  21,  1965 
AUSTIN,  DALE,  USHF,  SAGINAW  CO  SO,  SAGINAW,  MICHIGAN  -  OCTOBER  24,  1967 
AUSTIN,  MARVIN  ROCARDEN,  LT,  METRO-DADE  PD,  MIAMI,  FLORIDA  -  OCTOBER  24,  1991 
AWTREY,  CLYDE  M,  INVSTGR,  OK  PRBTN  AND  PRLE  BD,  OKLAHOMA  CITY,  OKLAHOMA 
AYENDEZ,  LOUIS  L.,  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  SEPTEMBER  30,  1962 
BABER,  JAMES  WILLIAM,  INSPR,  PD,  ALEXANDRIA,  VIRGINIA  -  OCTOBER  19,  1962 
BACK,  CARL  L.,  SGT,  AZ  HPTL,  PHOENIX,  ARIZONA  -  JULY  8,  1974 

BADOUR,  RICHARD  E,  DET  SGT,  JEFFERSON  CO  SD,  WATERTOWN,  NEW  YORK  -  APRIL  3,  1981 
BAGWELL,  WILLIAM  D,  INSPR,  INTERNAL  REVENUE  SERV,  ATLANTA,  GEORGIA  -  JANUARY  17,  1982 
BAILEY,  OLIVER  R,  USHF,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  JUNE  12,  1984 
BAILEY,  RICHARD  E.,  LT,  PD,  HETHERSFIELD,  CONNECTICUT  -  OCTOBER  26,  1997 
BAKER,  LEGRAND  J.,  ASST  CHF,  PD,  PROVO,  UTAH  -  DECEMBER  12,  1975 
BAKER,  LINSEY  LOYD,  COP,  HOLBROOK,  ARIZONA  -  JULY  18,  1959 

BAKER,  WAYNE  C,  SR,  REG  MGR,  ST  GMBLNG  COMM,  MOSES  LAKE,  WASHINGTON  -  SEPTEMBER  20,  1992 
CPT,  PD,  MIAMI,  FLORIDA  -  NOVEMBER  ' 
CPT,  PD,  MESQUITE,  TEXAS 

CPT,  PD,  ALBUQUERQUE,  NEW  MEXICO 


ANDERSON, 
ANDERSON, 


0 


i 


03 

3 


BALDWIN,  G.  E. 
BALE,  HOWARD  E, 
BALES,  ROBERT  L. 
BALL,  KENNETH  C. 


1,  1974 


CPT,  PD,  FINDLAY,  OHIO  -  JANUARY  16,  1970 


MARCH  7,  1974 
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BALL,  OLIVER  E.,  LT,  PD,  FORT  NORTH,  TEXAS 

BALLENGEE,  EARL  ALLEN,  LT,  PD,  BECKLEY,  HEST  VIRGINIA  -  DECEMBER  1,  1974 

BALTHROP,  GEORGE  R,  OFCR,  TN  STATE  PEN,  NASHVILLE,  TENNESSEE  -  MARCH,  1993 

BARBER,  HERBERT,  SUPV,  OK  HPTL,  MUSKOGEE,  OKLAHOMA  -  MAY  11,  1977 

BARCELINE,  FRED  D,  COP,  CARLSTADT,  NEH  JERSEY  -  SEPTEMBER  25,  1984 

BARENKAMP,  EDHARD  H. ,  COP,  CAPE  GIRARDEAU,  MISSOURI  -  APRIL,  1945 

BARGER,  JAMES  D. ,  COLONEL,  COMMISSIONER,  PA  SPOL,  HARRISBURG,  PENNSYLVANIA  -  JUNE  6,  1992 
RAY  M.,  SHF  OF  LARIMER  CO,  FORT  COLLINS,  COLORADO  -  MAY  23,  1957 

GEORGE  C,  CRIM  IDENT  OFCR,  BARNSTABLE  CO,  BARNSTABLE,  MASSACHUSETTS  -  JUNE  30,  1962 
JAMES  0.,  CPT,  PD,  MIAMI,  FLORIDA  -  DECEMBER  26,  1953 
FRED  L.,  MAJ,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  MARCH  10,  1975 


BARGER, 
BARKER, 
BARKER, 
BARNES, 
BARNES, 


S.  BUFORD, 


BARRY,  JOHN  L. 
BARRY,  JOHN  0, 
BARRY,  LEO  P. 


DECEMBER  27,  1976 


DEP  CHF,  PD,  JACKSON,  MISSISSIPPI  -  AUGUST  31,  1978 
BARNETf,  BILLY  R.,  COP,  EVENDALE,  OHIO  -  APRIL  6,  1964 
BARNETT,  MARION  F,  COP,  THIN  FALLS,  IDAHO 

BARNETT,  HILLIAM  F.,  CHF  OF  IDENT  BU,  SONOMA  CO  SO,  SANTA  ROSA,  CALIFORNIA 
BARNETTE,  MILTON  L,  COP,  CARTERSVILLE,  GEORGIA  -  DECEMBER  18,  1983 
BARON,  GLENN  L.,  ASST  CHF,  PD,  MIAMI,  FLORIDA  -  APRIL  4,  1970 
BARRETT,  DANIEL  F,  INSPR,  MS  HPTL,  JACKSON,  MISSISSIPPI 
BARRINGER,  RONALD  H. ,  CPT,  PD,  HONOLULU,  HAHAII  -  SEPTEMBER  11,  1966 
BARRON,  RONDLE  E,  INVSTGR,  DA  OFC,  BESSEMER,  ALABAMA 

COMR,  SUFFOLK  CO  PD,  YAPHANK,  NEH  YORK  -  APRIL,  1993 
CHF  DEP  SHF,  KANDIYOHI  CO,  HILLMAR,  MINNESOTA  -  DECEMBER  27,  1981 
DET,  RENSSELAER  CO  DA  OFC,  TROY,  NEH  YORK  -  NOVEMBER  8,  1965 
BARRY i  MICHAEL  P.,  CPT,  PD,  PITTSFIELD,  MASSACHUSETTS  -  OCTOBER  3,  1975 
BART,  DOUGLAS  C,  DET,  PD,  HILKES-BARRE,  PENNSYLVANIA  -  JANUARY  10,  1966 
BARTHOLOMEH,  ULIS  TAFT,  OFCR,  TN  DEPT  OF  REVENUE,  MEMPHIS,  TENNESSEE  -  JULY  2,  1976 
BARTLEY,  BERNARD  H,  INSPR,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  APRIL  18,  1982 
BASKIN,  MORTIMER  H,  CPT,  MARICOPA  CO  SO,,  PHOENIX,  ARIZONA  -  JULY  15,  1987 
BASS,  LUCIUS  HERBERT,  LT,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  APRIL  25,  1974 
BATES,  MEADE  K.,  COP,  MANSFIELD,  OHIO  -  DECEMBER  6,  1963 
BAUER,  HILLIE,  COP,  BEAUMONT,  TEXAS  -  DECEMBER,  1988 

BAUGHAN,  RUSSELL  LEE,  MAJ,  RICHMOND  POL  BU,  RICHMOND,  VIRGINIA  -  MARCH  5,  1976 
BAUMHAUER,  HENRY  J.,  MAJ,  PD,  HEST  PALM  BEACH,  FLORIDA  -  SEPTEMBER  5,  1970 
BAXTER,  STANLEY  K. ,  COP,  LAKEHOOD,  OHIO  -  JANUARY  20,  1989 

BEACH,  BEVERLY  C. ,  INSPR,  METRO  PD,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  15,  1957 
BEARD,  RALPH  M. ,  COP,  PITTSBURG,  KANSAS 

BEARDEN,  HALTER  A,  INSPR,  TN  BU  OF  INVSTGN,  KNOXVILLE,  TENNESSEE  -  JANUARY  15,  1994 
BEARNS,  RAYMOND  A,  JR,  CHF,  EAST  ROCKHILL  THP,  PERKASIE,  PENNSYLVANIA 
BEATTIE,  HOMER  G. ,  CPT,  PD,  COLORADO  SPRINGS,  COLORADO  -  NOVEMBER  16,  1968 
BECK,  HILLIAM  H. ,  COP,  COLLINGSHOOD,  NEH  JERSEY  -  SEPTEMBER  9,  1955 
BECKETT,  JOSEPH  E.,  COP,  PARKERSBURG,  HEST  VIRGINIA  -  NOVEMBER  20,  1956 
BEEDIE,  HILLIAM  E,  JR,  SGT,  PD,  CHESAPEAKE,  VIRGINIA 
BEGNER,  MAURICE  K. ,  CPT,  PD,  CHICAGO,  ILLINOIS  -  MARCH  4,  1969 

BEITZ,  JOHN  C,  CONSULTANT  NJ  POL  TNG  COMM,  NEHARK,  NEH  JERSEY  -  MARCH  25,  1976 
BELFIELD,  ORVILLE  D. ,  CPT,  PD,  JOLIET,  ILLINOIS  -  AUGUST  19,  1965 
BELFLOHER,  RICHARD  L,  ASST,  COP,  CORPUS  CHRISTI,  TEXAS 

BELKER,  ALOIS  G. ,  CHF  DEP,  ADAMS  CO  SO,  QUINCY,  ILLINOIS  -  MAY  16,  1954 
BELKNAP,  HILLIS,  COP,  HUMBOLDT,  IOHA  -  JANUARY  7,  1971 
BELL,  DAVID  A.,  COP,  OGDENSBURG,  NEH  YORK  -  JULY  28,  1973 
BELL,  TOM  DEHITT,  COP,  MOULTRIE,  GEORGIA  -  NOVEMBER  19,  1948 

BELL,  HALTER  E.,  JR.,  INSPR-ASST  CHF,  ARLINGTON  CO  P,  ARLINGTON,  VIRGINIA  -  FEBRUARY  18,  1968 
BELSCHES,  BASIL  R,  LT  COL,  VA  ST  POL,  RICHMOND,  VIRGINIA  -  JULY,  1998 
BELTZ,  PAUL  M. ,  LT,  PD,  AKRON,  OHIO  -  MARCH,  1991 
BEMUS,  FRANK  M. ,  SGT,  PD,  DENVER,  COLORADO  -  JULY  2,  1942 
BENEFIEL,  RALPH,  COP,  LONGVIEH,  HASHINGTON 
BENJAMIN,  ROBERT,  DET  SGT,  NJ  SPOL,  TRENTON,  NEH  JERSEY 
BENNETT,  DONALD  R,  COP,  PUNTA  GORDA,  FLORIDA 

BENNETT,  EDHARD  J.,  DEP  MARSHAL,  USMS,  TOPEKA,  KANSAS  -  MAY  20,  1978 
BENSON,  CLARENCE  H. ,  COP,  HAYNESBORO,  VIRGINIA  -  JULY  26,  1996 
BENTON,  HOMER  B.,  DIR  OF  SEC,  DELTA  ST  UNIV,  CLEVELAND,  MISSISSIPPI 
BENTON,  JACK  H,  LT,  PD,  STAUNTON,  VIRGINIA 

BENHAY,  ALVIN  L,  CPT,  PD,  BARTLESVILLE,  OKLAHOMA  -  JUNE  16,  1985 
BERGAUER,  JOHN  MICHAEL,  MAJ,  ST  LOUIS  CO  PD,  CLAYTON,  MISSOURI  -  AUGUST  13,  1997 
BERRUM,  T.  R.,  COP,  RENO,  NEVADA  -  JUNE  20,  1965 

BERRY,  DELBERT  E.,  DEP  CHF,  NORFOLK  POL  DIV,  NORFOLK,  VIRGINIA  -  MAY  4,  1979 
BERRY,  ELLIS  0,  TNG  OFCR,  CA  DEPT  OF  FISH  AND,  SACRAMENTO,  CALIFORNIA  -  NOVEMBER  23,  1982 
BERRY,  HARLAN  C,  PTLM,  PD,  HESTON,  MASSACHUSETTS  -  OCTOBER  5,  1948 
BERRYMAN,  HILLIAM,  SHF  OF   MISSISSIPPI  CO,  BLYTHEVILLE,  ARKANSAS  -  MARCH  22,  1975 
BERTOTTI,  ARNOLD  P.,  LT,  PD,  SAN  JOSE,  CALIFORNIA 
BEST,  JAMES  R,  LT,  PD,  BAKERSFIELD,  CALIFORNIA  -  OCTOBER  31,  1985 
BESTE,  RAYMOND  H,  CPT,  PD,  MILHAUKEE,  HISCONSIN  -  OCTOBER,  1984 
BETTINGER,  AUGUST  H. ,  DET,  PD,  SPOKANE,  HASHINGTON  -  SEPTEMBER  2,  1956 
BETTIOL,  PAUL,  EXEC  DIR,  BD  ON  POL  STNDRDS  AN,  SALEM,  OREGON  -  SEPTEMBER  22,  1993 
BETZ,  MARTIN  0.,  MARSHAL,  PD,  PORTSMOUTH,  NEH  HAMPSHIRE  -  NOVEMBER  25,  1976 
BIBBO,  JOHN  A.,  INSPR,  PD,  NEHTON,  MASSACHUSETTS  -  FEBRUARY  18,  1977 
BIDHELL,  ANDREH  G. ,  SUPT,  BIA,  TALIHINA,  OKLAHOMA  -  MARCH  14,  1970 
BIDHELL,  HAROLD  R.,  SHF  OF  MADISON  CO  SO,  LONDON,  OHIO  -  APRIL  13,  1975 
BIGHAM,  JAMES  DEAN,  LT,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  APRIL  14,  1968 
BILBO,  ALVIN  J,  DEP  CHF,  PD,  FRESNO,  CALIFORNIA  -  APRIL  13,  1994 
BIRKLA,  LARRY  DEAN,  CITY  MANAGER,  BERKELEY,  MISSOURI  -  NOVEMBER  10,  1989 
H.  C,  PTLM,  ST  LOUIS  CO  PD,  CLAYTON,  MISSOURI 
ROBERT  JOSEPH,  DET  LT,  PD,  EASTCHESTER,  NEH  YORK  -  MAY  10, 
JAMES  ROBERT,  DET  SGT,  PD,  TULSA,  OKLAHOMA  -  SEPTEMBER  14, 
0.  K.,  LT,  OK  HPTL,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY  21, 
BLACK,  EDGAR  E,  ASST  CHF,  PD,  VINCENNES,  INDIANA  -  MAY  25,  1983 
BLACK,  JOSEPH  R. ,  COP,  LOVINGTON,  NEH  MEXICO  -  MARCH  13,  1965 
BLACKMORE,  JOHN  R.,  COP,  SAN  JOSE,  CALIFORNIA 
BLAIR,  DAVID  M,  MAJ,  PD,  NORFOLK,  VIRGINIA  -  AUGUST  29,  1983 
BLAIR,  RAY  EMERSON,  COP,  MONROVIA,  CALIFORNIA  -  JANUARY  23,  1984 
BLAKE,  CHARLES  R.,  LT,  RI  SPOL,  PROVIDENCE,  RHODE  ISLAND  -  MAY  9,  1958 
BLAKE,  JAMES  D. ,  DET,  RADNOR  TOHNSHIP  PD,  HAYNE,  PENNSYLVANIA 
BLAKELY,  HILLIAM  B.,  ASST  CHF,  PD,  CLINTON,  SOUTH  CAROLINA  -  APRIL  9,  1966 
BLAKENEY,  EXCELL  E.,  DEP  SHF,  JACKSON  CO  SO,  PASCAGOULA,  MISSISSIPPI  -  DECEMBER  3,  1968 
BLAKNEY,  LEONARD  D. ,  ASST  CHF,  PD,  LUBBOCK,  TEXAS  -  MAY  15,  1978 
BLANCHER,  ALBERT  PHILIP,  DEP  CHF,  PD,  NEH  ORLEANS,  LOUISIANA 

BLAND,  FRANK,  SHF  OF  SAN  BERNARDINO  CO,  SAN  BERNARDINO,  CALIFORNIA  -  SEPTEMBER  18,  1986 
BLANTON,  ROBERT  LAHTON,  LT,  PD,  MURFREESBORO,  TENNESSEE  -  MAY  27,  1977 
BLANTON,  RUFUS  COLEMAN,  JR.,  COP,  JACKSONVILLE,  FLORIDA  -  OCTOBER  12,  1992 
BLODGETT,  CLIFFORD  L.,  DET,  PD,  BELLINGHAM,  HASHINGTON  -  FEBRUARY  11,  1954 
BLOOME,  SHERHYN  K,  LT,  PD,  CHICAGO,  ILLINOIS  -  MAY,  1990 

BOATRIGHT,  EARL  C,  ASST  CHF,  PD,  COLORADO  SPRINGS,  COLORADO  -  MARCH  14,  1973 
BODZIAK,  HALTER,  COP,  PITTSBURGH,  PENNSYLVANIA  -  MARCH  28,  1971 
BOECK,  BURNEY  CHARLES,  COP,  NEH  BRAUNFELS,  TEXAS  -  JANUARY  18,  1991 
BOEDER,  ALEXANDER  H,  JR,  COP,  HHITEFISH  BAY,  HISCONSIN  -  JANUARY  24,  1994 
BOERGERS,  NORMAN  ANTHONY,  DET  LT,  PD,  EVANS,  NEH  YORK  -  JANUARY  24,  1993 
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BOLT,  JAMES  C. 
BOLTON,  DOUGLAS 
SOMA,  WILLIAM  S. 
BOND,  CHARLES  S. 
BONFORTE,  ROCCO  N. 
BONZO,  ROBERT  E. 
BOONE,  C.  FOSTER, 


BRADLEY, 
BRADLEY, 
BRADLEY, 


BOGASCH,  E.  P.,  INSPR,  PD,  SAN  ANTONIO,  TEXAS  -  MARCH  6,  1960 

BOGGS,  DALE  MICHAEL,  MAJ,  CHARLESTON  CO  PD,  CHARLESTON  HEIGHTS,  SOUTH  CAROLINA  -  MARCH,  1992 

BOHAN,  PETER  J.,  SGT,  PD,  NEH  YORK,  NEW  YORK 

BOLEN,  CHARLES  C,  DEP  SHF,  RAPIDES  PARISH  SO,  ALEXANDRIA,  LOUISIANA 

BOLLINGER,  SAM,  COP,  JACKSONVILLE,  TEXAS  -  OCTOBER  2,  1960 
CPT,  PD,  HINSTON-SALEM,  NORTH  CAROLINA 
S,  COP,  CEDAR  CITY,  UTAH  -  JULY,  1983 

DEP  SHF,  SAUK  CO  SO,  BARABOO,  WISCONSIN  -  AUGUST  14,  1969 
ASST  DA,  BEXAR  CO,  SAN  ANTONIO,  TEXAS 

DET,  PD,  LONG  BRANCH,  NEW  JERSEY  -  OCTOBER  8,  1975 
DEP  CNSTBLE,  2ND  DIS,  ST  LOUIS,  CLAYTON,  MISSOURI  -  AUGUST  9,  1973 
LT,  PD,  ORANGEBURG,  SOUTH  CAROLINA  -  AUGUST  5,  1956 

BOONE,  RICHARD  LEE,  POLYGRAPH  OPERATOR,  LEON  CO  SO,  TALLAHASSEE,  FLORIDA  -  JANUARY  11,  1967 

BOOZ,  PHILIP  F.,  CHF,  HAMILTON  TNSHP  PD,  TRENTON,  NEW  JERSEY  -  SEPTEMBER  11,  1971 

BOPP,  HERMAN  B.,  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK 

BORGSTADT,  CHARLES  H,  SR,  COP,  DAVENPORT,  IOWA  -  NOVEMBER  30,  1993 

BORKOWSKI,  IGNATIUS  A.,  INSPR,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA  -  FEBRUARY,  1993 

BOTT,  JOSEPH  J,  LT,  DEPTFORD  TNSHP  PD,  DEPTFORD,  NEW  JERSEY  -  JANUARY  1,  1985 

BOUNDS,  ORVILLE  T.,  COP,  CENTRALIA,  ILLINOIS  -  SEPTEMBER  23,  1954 

BOUSTEAD,  THOMAS  P.,  COP,  ROCKFORD,  ILLINOIS  -  JULY  12,  1976 

BOUVIER,  HAROLD  F,  CPT,  PD,  BURLINGTON,  VERMONT  -  MAY  6,  1986 

BOWEN,  STANLEY  R. ,  COP,  REDLANDS,  CALIFORNIA  -  FEBRUARY  7,  1973 

BOWERS,  TONY  LYNN,  SA,  TN  BU  OF  INVSTGN,  DYERSBURG,  TENNESSEE  -  FEBRUARY  14,  1991 

BOWMAN,  DICK  W. ,  SHF  OF  ELKHART  CO,  GOSHEN,  INDIANA  -  MAY  1,  1994 

BOWMAN,  KENNETH  T.,  COP,  LAFAYETTE,  INDIANA  -  MARCH  12,  1976 

BOWMAN,  WELCH  R.,  DEP  SHF,  VOLUSIA  CO  SO,  DE  LAND,  FLORIDA  -  JULY  5.  1971 

BOYD,  GLENN,  CPT,  PD,  WINNETKA,  ILLINOIS  -  NOVEMBER  9,  1943 

BOYD,  HARVEY  F.,  LT,  PD,  POUGHKEEPSIE,  NEW  YORK  -  SEPTEMBER  21,  1961 

BOYD,  JOSEPH  S.,  CPT,  USMC,  FORT  MC  CLELLAN,  ALABAMA  -  JANUARY  28,  1998 

BOYD,  MARVIN  LAMAR,  CHF  OF  TRAFFIC,  PD,  CHATTANOOGA,  TENNESSEE  -  JULY  28,  1991 

BOYLAN,  JOHN  P.,  DET,  PD,  NEWARK,  NEW  JERSEY  -  DECEMBER  31,  1962 

BOYLE,  WALTER  LEO,  JR,  SUPT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  FEBRUARY  3,  1996 

BOYLE,  WALTER  P.,  SGT,  PD,  CARMEL,  CALIFORNIA  -  DECEMBER  15,  1993 

BRADFORD,  JOHN  ROE,  JR,  CPT,  NM  SPOL,  SANTA  FE,  NEW  MEXICO  -  JULY  5,  1979 

BRADFORD,  PAUL  F.,  CPT,  PD,  ATLANTA,  GEORGIA  -  OCTOBER  15,  1979 

BRADLEY,  FELIX  A.,  JR.,  CPT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  MAY  27,  1977 
JAMES  E.,  COP,  DANSVILLE,  NEW  YORK  -  JUNE  26,  1990 
JOSEPH  P.,  CPT,  PD,  NEWARK,  NEW  JERSEY  -  APRIL  20,  1967 
ROBERT  H,  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER  11,  1983 

BRADLEY,  WILLIAM  J.,  MONTGOMERY  CO  PRBTN  AND  PRLE  D,  NORRISTOWN,  PENNSYLVANIA  -  NOVEMBER  25.  1969 

BRADSHAW,  JOHN  EATON,  LT,  PD,  TEMPE,  ARIZONA  -  SEPTEMBER  20,  1987  nuvcnocK  «, 

BRADT,  JOHN  J.,  DEP  CHF,  PD,  NEW  YORK,  NEW  YORK 

BRAGER,  DONALD  STUART,  MAJ,  PD,  NORTH  MIAMI  BEACH,  FLORIDA  -  NOVEMBER  25,  1993 

BRAGG,  ALBERT  J,  LT,  PD,  SAVANNAH,  GEORGIA  -  FEBRUARY  16,  1987 

BRAIN,  RALPH,  COP,  ELIZABETH  TWP  PD,  BUENA  VISTA,  PENNSYLVANIA  -  OCTOBER  31,  1978 

BRAKE,  JOHN  R.,  CPT,  PD,  WAUKEGAN,  ILLINOIS  -  AUGUST  27,  1978 

BRANDON,  JAMES  E.,  CPT,  PD,  BOISE,  IDAHO  -  DECEMBER  4,  1991 

BRANDT,  AUGUST  P.,  LT,  AK  ST  TPR,  JUNEAU,  ALASKA  -  NOVEMBER  29,  1978 

BRANDT,  JOHN  A.,  COP,  TWO  RIVERS,  WISCONSIN  -  SEPTEMBER  19,  1987 

BRANTNER,  WAYNE  R. ,  (SA,  FBI),  PTLM,  PD,  PONCA  CITY,  OKLAHOMA  -  JUNE  19,  1968 

BRAY,  CHARLES  EDWARD,  COP,  KILL  DEVIL  HILLS,  NORTH  CAROLINA 

BRAY,  HAROLD  E.,  SHF  OF  JEFFERSON  CO,  GOLDEN,  COLORADO  -  AUGUST  5,  1998 

BRAY,  THOMAS  E.,  SGT,  PD,  PLAINFIELD,  NEW  JERSEY  -  JANUARY  25,  1943 

BRAZELTON,  ROBERT  F.,  COP,  FAIRWAY,  KANSAS 

BREAUX,  GARY  C,  CPT,  PD,  BEAUMONT,  TEXAS  -  MAY,  1995 

BREBNER,  ALEX,  COP,  LAKE  FOREST,  ILLINOIS 

BREECH,  HAROLD  B,  CPT,  PD,  YUMA,  ARIZONA  -  FEBRUARY  5,  1984 

BREEN,  JOSEPH  P.,  CPT,  PD,  CAMBRIDGE,  MASSACHUSETTS 

BRENCHER,  P  EDMUND,  COP,  DARIEN,  CONNECTICUT  -  NOVEMBER  29,  1987 

BRENNAN,  DANIEL  J.,  COP,  CAMBRIDGE,  MASSACHUSETTS  -  SEPTEMBER  9. 

BRENNAN,  PAUL  J.,  COP,  WARMINSTER,  PENNSYLVANIA  -  APRIL  18,  1978 

BRIDGHAM,  WILLIAM  T.,  COP,  KEENE,  NEW  HAMPSHIRE  -  JULY  17,  1974 

BRIEGER,  DONALD  NORMAN,  LT,  LANE  CO  SD,  EUGENE,  OREGON 

BRIGHAM,  HERBERT  D,  LT,  MO  SHP,  JEFFERSON  CITY,  MISSOURI  -  MAY, 

BRIGHAM,  RICHARD  S.,  LT,  MIDDLETOWN  TWP  PD,  LEVITTOWN,  PENNSYLVANIA" 

BRINK,  RAYMOND  E. ,  COP,  CHATHAM,  NEW  JERSEY  -  NOVEMBER  10,  1968 

BRISTOW,  RALEIGH  D. ,  (SA,  FBI),  CHF  OF  DET,  PD,  OWENSBORO,  KENTUCKY 

BRITT,  MACK  GRANT,  REG  DIR,  TREASURE  AND  INSURANC,  BRADENTON,  FLORIDA 

BRITTON,  H.  G.,  CPT,  PD,  BATON  ROUGE,  LOUISIANA  -  JULY  28,  1967 

BROADBENT,  LARRY  R,  USHF,  KOOTENAI  CO  SO,  COEUR  D  ALENE,  IDAHO  -  JANUARY  26.  1995 

BRODHEAD,  WILLIAM  A.,  ASST  CHF,  PD,  RENO,  NEVADA  -  FEBRUARY  21,  1970 

BROGAN,  A.  LEO,  COP,  PORT  CHESTER,  NEW  YORK  -  JUNE  8,  1949 

BROGDON,  WILLIAM  S.,  ASST  CHF,  PD,  DALLAS,  TEXAS  -  MAY  4,  1957 

BROOKS,  PIERCE  R,  COP,  EUGENE,  OREGON  -  FEBRUARY  28,  1998 

BROOM,  CLAUDE,  COP,  DEARBORN,  MICHIGAN  -  SEPTEMBER  18,  1963 

BROOME,  JOEL,  CPT,  GADSDEN  CO  SD,  QUINCY,  FLORIDA  -  OCTOBER  25. 

BROSER,  MICHAEL  M,  COP,  CLAYTON,  MISSOURI 

BROSTRON,  CURTIS,  COL,  ST  LOUIS  METRO  PD,  ST.  LOUIS,  MISSOURI 

BROUSSARD,  GEORGE  LESLIE,  SUPT  OF  POL,  HOUMA,  LOUISIANA  -  JANUARY  14,  1969 

BROWER,  J.  BAILEY,  (SA,  FBI),  LT,  PD,  HANNIBAL,  MISSOURI  -  JUNE  24,  i976 

SE°3  ALBERT  J0SEPH-  cpT,  NYC  HOUSING  PD,  NEH  YORK,  NEW  YORK  -  FEBRUARY  15,  1994 

BROWN,  CHARLES  E.,  CPT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  FEBRUARY  28,  1972 

BROWN,  DONALD  A.,  COP,  NEWARK,  NEW  YORK  -  OCTOBER  15,  1979 

BROWN,  EDWARD  HERMAN,  COP,  CHATTANOOGA,  TENNESSEE  -  SEPTEMBER  9,  1979 

BROWN,  EVERETT  J.,  CPT,  PD,  LANCASTER,  OHIO  -  JUNE  20,  1962 

BROWN,  FRANCIS  ARTHUR,  PTLM,  PD,  YARMOUTH,  MASSACHUSETTS  -  APRIL  12,  1974 

BROHN,  HUGH  D,  COP,  EAST  POINT,  GEORGIA  -  OCTOBER  28,  1982 

BROWN,  JAMES  FRANKLIN,  SUPT,  PD,  ATLANTA,  GEORGIA  -  JUNE  30,  1977 

BROWN,  JOHN  J,  SGT,  PD,  SAVANNAH,  GEORGIA  -  APRIL  14,  1981 

252HH'  !-2?^nL-'  USHF-  SAN  JOAOUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  MARCH  18,  1970 

»5SSu'  bS?.IE5  R;-  INVSTGR,  OK  PRBTN  AND  PRLE  BD,  TULSA,  OKLAHOMA  -  APRIL  19,  1978 

BROWN,  PHIL  M,  SHF  OF  IROQUOIS  CO,  WATSEKA,  ILLINOIS  -  JANUARY  19,  1981 

o5°3  PAYM0ND  J->  C°DE  ENF  OFCR,  FRANKLIN,  PENNSYLVANIA  -  JANUARY,  1989 

d5?3  IIJ2MA5  BRADLEY.  MAJ,  NC  ST  HPTL,  RALEIGH,  NORTH  CAROLINA  -  JUNE  8,  1969 

BROWN,  THOMAS  F.,  DET  SGT,  PD,  MIDDLETOWN,  NEW  YORK  -  SEPTEMBER  10,  1977 

BROWN,  WILLIAM  PAUL,  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  SEPTEMBER  15,  1994 

BROWNE,  EDWARD  L.,  DET  LT,  PD,  JACKSON,  MISSISSIPPI  -  JULY  25,  1973 

BROWNING,  BILLY  W,  MAJ,  PD,  ORANGE,  TEXAS 

BROYLES,  JAMES  MONROE,  CPT  OF  DET,  PD,  KINGSPORT,  TENNESSEE 

^M^Hi.GE0RGE  E->  DET'  BU  0F  P0L'  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  19,  1961 

BRUEGGEMAN,  OLIVER  J.,  COP,  RICHMOND  HEIGHTS,  MISSOURI  -  NOVEMBER  30,  1971 

BRUHL,  PAUL  JOSEPH,  COP,  BURLINGTON,  IOWA  -  OCTOBER  15,  1965 

BRYAN,  EDGAR  A.,  JR,  COL,  ASST  COP,  SALT  LAKE  CITY,  UTAH  -  JUNE  7,  1986 

RBvAcT,AMDorv'nJR-;vSHF.AnDARbI!lGT0N  C0  PD'  ARLINGTON,  SOUTH  CAROLINA  -  AUGUST  9,  1963 
BRYCE,  AUBREY  D.,  TX  RNGR,  TX  DPS,  AUSTIN,  TEXAS  -  DECEMBER  2,  1975 


1967 


1981 


MARCH  9,  1968 

SEPTEMBER  18,  1983 


1984 

DECEMBER  11,  1981 


i 


i 


3 
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63 
28 
37 
70 
146 
14 
85 
53 
100 
68 
51 
109 
57 
19 
41 
2 
112 
79 
30 
113 
32 
62 
115 
38 
35 
6 
3 
59 
109 
36 
30 
78 
77 
141 
38 
110 
17 
155 
15 
28 
13 
92 
107 
46 
69 
5 
60 
34 
40 
95 
31 
82 
14 
85 
29 
32 
39 
94 
51 
41 
37 
64 
2 
29 
8 
131 
50 
47 
139 
41 
16 
93 
70 
31 
18 
92 
61 
101 
145 
24 
7 
69 
44 
24 
99 
94 
32 
22 
56 
53 
73 
18 
10 
70 
8 
67 
37 
41 
34 
41 
83 
49 
64 
70 
73 


1991 
1998 


BUCHANAN,  JAMES  H. ,  COP,  CHIPPEWA  FALLS,  WISCONSIN  -  MAY  18,  1977 

BUCHINSKY,  JULIUS,  LT,  PD,  BINGHAMTON,  NEW  YORK  -  FEBRUARY  5,  1986 

BUCKLIN,  ROBERT,  JR,  COP,  UNIVERSITY  HEIGHTS,  OHIO  -  JULY  25,  1987         „T„orn  „, 

BUCKMisTER.  THOMAS  FREDERICK,  LTC,  DEP  SUPT,  DE  ST  POL  DOVER  DELAWARE  -  OCTOBER  24, 

BUDDS  HARRY  LEONARD,  JR,  DIR  OF  JAIL  PRGRMS,  LA  SD,  LOS  ANGELES,  CALIFORNIA  -  MAY  2, 

BUECHE,  WALTER  L.,  SGT ,  PD,  SALINA,  KANSAS  -  JANUARY  12,  1949 

BUKOWSKI,  CHARLES  E.,  MAJ,  NY  SPOL,  CANANDAIGUA,  NEW  YORK     

BULLARD,  LEWIS  T.,  LT  OF  DET ,  PD,  ATLANTA,  GEORGIA  -  MAY  10,  1962 

BUNTROCK,  THOMAS  E,  COP,  MEQUON,  WISCONSIN     

BURCH,  CECIL  A.,  CPT,  PD,  PHOENIX,  ARIZONA  -  FEBRUARY  3,  1964 

SUPT  AREA  3,  HAMILTON-HENTWORT,  HAMILTON,  CANADA 
PD,  MEQUON,  WISCONSIN 

PD,  HARTFORD,  CONNECTICUT 
WELD  CO  SO,  GREELEY,  COLORADO  -  FEBRUARY  16,  1968 
COL,  SUPT,  VA  SPOL,  RICHMOND,  VIRGINIA 
,  PD.  SALEM,  OREGON  -  APRIL  23,  1963 
WAYNE     CHF  INVSTGR,  SAN  DIEGO  CO  DAS,  SAN  DIEGO,  CALIFORNIA  -  DECEMBER  16,  1990 
BURGUS   PAUL  F   SR,  DEP  CHF,  USPP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  25,  1986 
BURK,  BOYD  F,  JR,  INSPR,  SUMMIT  SO  SO,  AKRON,  OHIO  -  APRIL  24,  1980 
BURKE,  CHARLES  J  CPT,  BU  OF  POL,  WILMINGTON,  DELAWARE  -  JANUARY  19,  1998 
BURKE   EDWARD  C.   DEP  SHF,  BUCHANAN  CO  SO,  ST.  JOSEPH,  MISSOURI  -  FEBRUARY  5,  1973 
BURKHART,  ROBERT  M. ,  COP,  ALBANY,  OREGON  -  MARCH  24,  1970 
BURKS,  DAVID  N.,  SHF  OF  LANE  CO,  EUGENE,  OREGON  -  AUGUST  10,  1991 
BURKS  WILLIAM  F.,  ASST  IDENT  OFC,  HAMILTON  CO  SO,  CINCINNATI,  OHIO 
BURLESON,  ORVILLE,  LT,  PD,  CINCINNATI,  OHIO 

BURMAN  JOSEPH  C.   MAJ,  ST  HPTL,  FRANKFORT,  KENTUCKY  -  NOVEMBER  25,  1944 
BURMEISTER  CHARLES  0.   DET,  PD  MADISON,  WISCONSIN  -  FEBRUARY  9,  1967 
BURNS  DONNIE  M,  JR,  ASST  COP,  NEWPORT  NEWS,  VIRGINIA  -  OCTOBER,  1987 
BURNS   JOSEPH  H,  DET,  METRO  PD,  ST.  LOUIS,  MISSOURI 

BURnI;  ROBERT  EMMETT   SHF  OF  ADAMS  CO,  NATCHEZ   MISSISSIPPI  -  APRIL  28   1974_ 
BURNWORTH,  NORMAN  C,  CPT,  DIR  OF  TNG  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA 
BURRELL   LAWRENCE  D. ,  CPT,  PD,  ROCK  HILL,  SOUTH  CAROLINA  -  OCTOBER  27,  1973 
FOUNT  0,  INVSTGR,  UNIV  OF  MS  PD,  OXFORD,  MISSISSIPPI 

RICHARD  WAYNE,  CHF,  PERKINS  TWP  PD,  SANDUSKY,  OHIO  -  JANUARY  17,  1995 
ANGELO,  COP,  RENTON,  WASHINGTON  -  SEPTEMBER  13,  1961 
JOHN  A,  COP,  LAKE  WALES,  FLORIDA  -  JANUARY  23,  1992 
B.  H.,  LT,  PD,  DALTON,  GEORGIA  -  DECEMBER  12,  1976    „_,„,.„  ,„   ,.„ 

HOWARD  SCOTT,  SGT,  ALLEN  CO  PD,  FORT  WAYNE,  INDIANA  -  DECEMBER  12,  1976 

BYERS  CHARLES  T,   SA,  FBI),  SA,  INSRNCE  CRIME  P,  PHILADELPHIA,  PENNSYLVANIA  -  JUNE  18,  1983 

BYERS  WILLIAM  H. ,  CHF  DEP  SHF,  POLK  CO  SO,  DES  MOINES,  IOWA  -  JUNE,  1968 

BYRD  'GLENN  WINSTON,  DIS  CLERKS  OFC,  DALLAS  CO,  DALLAS,  TEXAS  -  MARCH  7   1964 

BYRGE,  CECIL  R,  ST  ARSON  INVSTGR,  HARRIMAN,  TENNESSEE  -  SEPTEMBER :  20,  1995 

BYRUM  NOAH  JR.,  USHF,  CHESAPEAKE  SD,  CHESAPEAKE,  VIRGINIA  -  JANUARY  31,  1996 

CABLE  HARRY  H,  COP,  SALIDA,  COLORADO  -  JULY  1,  1980 

CABRERA,  VINCENTE  B   REG  DIR,  NATL  BU  OF  INVSTGN,  MANILA,  PHILIPPINES 

CACACE,  WILLIAM,  COP,  ALPINE,  NEW  JERSEY  -  FEBRUARY  11,  1981 

CAFFEyI  ROY  R.,  PTLM,  PD,  ROSEDALE,  MISSISSIPPI  -  AUGUST  19,  1961 


BURD,  SAMUEL  T. , 
BURGARD,  RICHARD  A,  LT, 
BURGEN,  STEPHEN  T.,  CPT, 
BURGER,  ROBERT  H. ,  DEP, 
BURGESS,  HAROLD  WILSON, 
BURGESS,  LOUIS  A.,  SGT, 


SEPTEMBER  20,  1988 


SEPTEMBER  16,  1976 


BURROW, 

BURROWS, 

BUSATO, 

BUSBEE, 

BUTLER, 

BUTLER, 


CAHILL:  EDWARD  D. ,  COP,  BRAINTREE,  MASSACHUSETTS  "DECEMBER  8,  1975 


MINNESOTA 
NEW  YORK 
PUERTO  RICO 


JUNE  24,  1970 


1947 


1980 


CAHILL,  JOHN  JOSEPH,  SHF  OF  BELTRAMI  CO,  BEMIDJI, 

CALABRETTA,  ANTHONY  A,  CPT,  ERIE  CO  SD,  BUFFALO, 

CALERO-TOLEDO,  ASTOL,  SUPT,  POL  OF  PR,  SAN  JUAN, 

CALLAHAN   EARL  A,  CPT,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  SEPTEMBER  20,  1987 

callE  harvey  g.  ,  supt  of  pol,  Washington,  district  of  Columbia  -  july  22, 

CALLAHAN   LEO  F.,  JR,  COP,  FORT  LAUDERDALE,  FLORIDA  -  JANUARY  28,  1996 

CALLAHAN  WILLIAM  J.   DEP  SHF,  WORCESTER  CO,  ATHOL,  MASSACHUSETTS  -  JULY  9,  1974 

CAMACHO-TORRES,  JORGE,  COL,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

CAMERON,  DOUGAL  HARVEY,  CPT,  USMC,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JULY  26, 

CAMPBELL,  CHARLIE  R,  CPT,  PD,  TEXARKANA,  TEXAS  -  OCTOBER  27,  1996 

CAMPBELL   DAVID  P.,  DEP  CHF,  PD,  NORWALK,  CONNECTICUT  -  JANUARY  1,  1963 

CAMPBELL   EDWARD  M..  LT ,  PD,  HARTFORD,  CONNECTICUT  -  OCTOBER  23,  1977 

CANLIS  MICHAEL  N   SHF  OF  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  FEBRUARY  14,  1977 

CANNADA,  RALPH  T.,  CPT,  PD,  DURHAM,  NORTH  CAROLINA  -  OCTOBER  13,  1967 

CANNON,  SHERMAN,  COP,  JACKSONVILLE,  FLORIDA  -  OCTOBER  15,  1955 

CANTRELL,  M.  E.   SHF  OF  RANDALL  CO  SO,  CANYON,  TEXAS  -  SEPTEMBER  28,  1955 

CAPASSE,  EDWARD,  CPT,  PD,  HESTPORT,  CONNECTICUT  -  NOVEMBER  4,  1956 

CAPODIFERRO,  PAUL  JOSEPH,  LT,  PD,  FARMINGTON,  CONNECTICUT 

CAPPEL,  MARSHALL  T,  SHF  OF  RAPIDES  PARISH,  ALEXANDRIA,  LOUISIANA 

CAPPS,  W.  OSCAR,  CPT,  DAVIDSON  CO  SO,  NASHVILLE,  TENNESSEE  -  FEBRUARY  17,  1974 

CARDELL   BARRY  WAYNE,  COP,  MT  PENN,  PENNSYLVANIA  -  JULY  17,  1989 

CARLBERG,  EDWIN  WILLIAM,  SGT,  PD,  LOS  ALAMOS,  NEW  MEXICO  "DECEMBER  11,  1977 

CARLSEN,  E.  W. ,  IA  BD  OF  CNTRL,  DES  MOINES,  IOWA  -  DECEMBER  2,  1947 

CARLSEN  PETER  V.,  COP,  VANCOUVER,  WASHINGTON  -  MARCH  29,  1979 

CURTIS  WAYNE,  SGT,  BU  OF  POL,  PORTLAND,  OREGON  -  SEPTEMBER  6,  1985 
ERIC,  COP,  RED  WING,  MINNESOTA  -  JUNE  8,  1974 
ROY  M.,  DET  LT,  PD,  DULUTH,  MINNESOTA  -  NOVEMBER  4,  1949 
ARMON  D,  LT,  PD,  MIDLAND,  TEXAS 
CARNES  JAMES  E..  CPT.  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  JULY  3,  1971 
CAROTHERS,  MICHAEL  L.   SR  SA,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  NOVEMBER  19,  1987 
CARR.  PAUL  E,  SGT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER,  1990 

CARR  THOMAS  E.,  COP,  NEW  BEDFORD,  MASSACHUSETTS  -  FEBRUARY  4,  1976  „_„__-  ,„  ,aan 
CARROLL  JOSEPH  T.,  DIR  OF  SFTY  oiv,  ST  DEPT  OF  LA,  LINCOLN,  NEBRASKA  "DECEMBER  10,  1990 
CARTER  DAVID  E  CHF  DEP,  MARICOPA  CO  SO,  PHOENIX,  ARIZONA  -  MARCH  28,  1990 

'  Si  AS  fSrD  SGT,  BALTIMORE  Co!  PD,  TOWSON  -MARYLAND  -  SEPTEMBER  24  1952 

MORRIS  J.,  MEMBR,  BD  OF  CORECTN,  IN  ST  DE,  INDIANAPOLIS,  INDIANA  -  APRIL  20,  1975 
GEORGE  B.   CPT,  USCP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  APRIL  30,  1998 
JAMES  T.,  CPT,  PD,  AMARILLO,  TEXAS  -  MARCH  8,  1976 
,  C.  CLAYTON,  COP,  OTTUMWA,  IOWA  -  DECEMBER  16,  1965  _„nr„  ,„   ,ao, 
taccv   AMnRPU  l  DIR  OF  PUB  SFTY  PAWTUCKET.  RHODE  ISLAND  -  OCTOBER  10,  1986 

CASEY"  CHARLES  b    ,    SA  IN  CHRGe!dEaTeOUL,KRE A?  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  MAY  9,  1990 
CASEY!  JAMES  C,  CPT,  PD,  NORWICH,  CONNECTICUT  -  JULY  8,  1982 
CASH,  HERBERT  JACKSON,  INSPTR,  PD,  OCALA,  FLORIDA  -  DECEMBER  17,  1983 
CASH,  JAMES  L.,  COP,  OXFORD,  NORTH  CAROLINA  -  SEPTEMBER  4,  1972   u 
CAST  GLIOLA,  GEORGE   CPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  SEPTEMBER  6, 


CARLSON, 
CARLSON, 
CARLSON, 
CARLTON, 


CARTER, 
CARTER, 
CARVER, 
CARVER, 
CASADY, 


1966 


POL  OF  COLO,  BOGOTA,  COLOMBIA  -  SEPTEMBER,  1991 

CONNECTICUT  -  APRIL  7,  1967 

MIAMI,  FLORIDA  -  JULY  29,  1968 

IDENT,  PD,  GREENSBORO,  NORTH  CAROLINA  -  MARCH  4,  1965 
,  BROCKTON,  MASSACHUSETTS  -  SEPTEMBER  2,  1958 
CHF  CO  INVSTGR,  ONTARIO  CO  DAS,  CANANDAIGUA,  NEW  YORK 
SA,  FBI),  SHF  OF  GOODING  CO,  GOODING,  IDAHO 


CASTILLO-RUIZ,  MARIO,  COL,  NATL 
CATTENEO,  FRANK  E,  COP,  HAMDEN, 
CAUDELL,  ORAN  E.,  ASST  CHF,  PD, 
CAUDLE,  ARLYSS  FRANKLIN,  CPT  OF 
CAVANAGH,  JOHN  FRANCIS,  LT ,  PD, 
CECERE,  ANTHONY  L 

CEIILJ0HNSJ^LSR:;  LfT'pbrHALLINGFORDrcONNECficUT  -  DECEMBER  18,  1976 

CERRONE,  JOSEPH  P.,  COP,  JOHNSTOWN,  NEW  YORK  

CHAFIN,  CLINTON,  CHF,  FULTON  CO  PD,  ATLANTA,  GEORGIA  -  NOVEMBER  15,  1994 
CHAMBERS,  JAMES  LAWRENCE,  COP,  CONCORD,  CALIFORNIA  -  JANUARY  18,  1986 
CHAHBLEE   JOHN  A,  FIRE  MARSHAL,  STATE  OF  MS,  CLINTON,  MISSISSIPPI 
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DECEMBER  10,  1956 


CHAMPLIN,  CHARLES  P.,  COP,  MEDFORD,  OREGON  -  MARCH  19,  1964 

CHANTRY,  HALTER  JAMES,  PTLM,  PD,  NORRISTOHN,  PENNSYLVANIA  -  MARCH  4,  1958 

CHAPMAN,  SANFORD  B.,  CPT,  PD,  SUFFOLK,  VIRGINIA  -  DECEMBER  26,  1998 

CHAPPELL,  THOMAS  D,  CPT,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  DECEMBER,  1987 

CHASTEEN,  CECIL  E,  SHF  OF  COLLETON  CO,  HALTERBORO,  SOUTH  CAROLINA  -  JANUARY  11,  1995 

CHATHAM,  WILLIAM  JAMES,  COP,  SALISBURY,  MARYLAND  -  MARCH  14,  1965 

CHAUSSE,  JOSEPH  G. ,  COP,  LOCKPORT,  NEW  YORK 

CHAVEZ,  T  J,  DEP  CHF,  NM  SPOL,  SANTA  FE,  NEH  MEXICO 

CHECKI,  DANIEL  J.,  LT,  PD,  LYNDHURST,  NEH  JERSEY  -  MARCH  9,  1992 

CHICKERING,  WILLIAM  E,  LT,  SANTA  BARBARA  CO  SO,  SANTA  BARBARA,  CALIFORNIA 

CHISHOLM,  JAMES  P.,  SGT,  PD,  HELLESLEY,  MASSACHUSETTS  -  NOVEMBER  6,  1965 

CHRISTENSEN,  HALDOH  E.,  CHAIRMAN,  PUB  SFTY  DEPT,  CEDAR  CITY,  UTAH  -  SEPTEMBER  25,  1978 

CHRISTIAN,  STANLEY  M,  DEP  CRNR,  LAKE  CO  SO,  HAUKEGAN,  ILLINOIS 

CHRISTIE,  JOHN  R,  LT,  PD,  NILES,  ILLINOIS  -  APRIL  21,  1981 

CHRISTMAN,  EDHARD  F,  CPT,  MO  SPTL,  ST.  JOSEPH,  MISSOURI 

CHRISTOPHER,  LAURENCE  A,  COP,  MARGATE,  FLORIDA  -  FEBRUARY  7,  1993 

CHRISTY,  JAMES  A.,  INSPR,  NY  TRANSIT  PD,  NEH  YORK,  NEH  YORK 

CIOFFI,  SAMUEL  A.,  CHF  DEP,  USMS,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  17,  1993 

CLAMP,  PARKER  R.,  COP,  ANDERSON,  SOUTH  CAROLINA  -  DECEMBER  4,  1966 

CLARK,  ARTHUR  V.,  COP,  RAYMOND,  HASHINGTON  -  AUGUST  23,  1973 

CLARK,  CHARLES  T,  DIR  OF  PUB  SFTY,  ANNISTON,  ALABAMA 

CLARK,  CLAYTON  E.,  SGT,  TREDYFFRIN  THP  PD,  BERHYN,  PENNSYLVANIA 

CLARK,  EARL  J,  CHF  INSPR,  PD,  MEMPHIS,  TENNESSEE  -  MAY  5,  1987 

CLARK,  ELMER  E.,  COP,  CANTON,  OHIO  -  NOVEMBER  30,  1956 

CLARK,  HOHARD  H.  ,  COP,  LARKSPUR,  CALIFORNIA 

CLARK,  JAY  F,  CHF  OF  PTL,  MS  HPTL,  JACKSON,  MISSISSIPPI  -  FEBRUARY,  1997 

CLARK,  JOHN  R.,  CHF  DEP,  CHAMPAIGN  CO  SO,  URBANA,  ILLINOIS  -  MARCH  28,  1977 

CLARK,  LEONARD  J.,  PTLM,  PD,  KLAMATH  FALLS,  OREGON  -  SEPTEMBER  15,  1957 

CLARK,  MERLE  E.,  COP,  STATESBORO,  GEORGIA  -  JANUARY  27,  1993 

CLARK,  ROBERT  J.,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  AUGUST  3   1964 

CLARK,  STEPHEN  R.,  LT,  PD,  GREENHICH,  CONNECTICUT  -  AUGUST  8   1974 

CLAUDE,  LOUIS  J.,  COP,  ROCHESTER,  MINNESOTA  -  MARCH  11,  1939 

CLAUDIO  VAZQUEZ,  GILBERTO,  2LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

CLAUSSEN,  JOHN,  SHF,  NAPA  CO,  NAPA,  CALIFORNIA  -  MAY  24,  1987 

CLAYTON,  GEORGE  H. ,  COP,  RED  BANK,  NEH  JERSEY  -  FEBRUARY  24,  1977 

CLAYTON,  HOHARD  L.,  CHF  ENF  OFCR,  AR  PUB  SERV  COMM,  LITTLE  ROCK,  ARKANSAS 

CLEARY,  JOHN  M.,  FIELD  REP,  BU  OF  MOTOR  VEHICLE,  ALBANY,  NEH  YORK  -  MARCH  17,  1961 

CLEMENTS,  SPURGEON  L.,  JR.,  CPT,  FL  HPTL,  LAKELAND,  FLORIDA  -  JULY  1,  1992 

CLEMMONS,  BRYAN,  SHF,  EAST  BATON  ROUGE,  LOUISIANA  -  JULY  5,  1976 

CLIFT,  REX  OREN,  COP,  FAIRFIELD,  CALIFORNIA  -  JUNE  3,  1958 

CLOBES,  GEORGE  EDHARD,  JR,  LT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  22,  1997 

CLOUD,  JOHN  W.,  MAJ,  DPS,  MONTGOMERY,  ALABAMA  -  JUNE  3,  1993 

CLOUD,  RICHARD  L.,  DET  SGT,  PD,  TAMPA,  FLORIDA  -  OCTOBER  23,  1975 

CLUTE,  RICHARD  G. ,  DET  LT,  PD,  NIAGARA  FALLS,  NEH  YORK  -  FEBRUARY,  1995 

CLYBURN,  LEWIS  W. ,  CHF  INVSTGR,  FULTON  DA  OFC,  ATLANTA,  GEORGIA  -  DECEMBER  12,  1994 

COATS,  JOHN  QUINTIN,  CPT,  PD,  KILLEEN,  TEXAS  -  SEPTEMBER  22,  1992 

COCHRAN,  RON,  SHF  OF  BROWARD  CO,  FORT  LAUDERDALE,  FLORIDA  -  SEPTEMBER  5,  1997 

COCHRAN,  WILLIAM  DAVID,  SR  AGENT,  DIV  OF  INVSTGN,  ST  0,  AMERICUS,  GEORGIA  -  APRIL  3.  1976 

CODD,  MICHAEL  J.,  COMR  OF  POL,  NEW  YORK,  NEW  YORK 

COGER,  JOHN  EDHARD,  COP,  YALE,  MICHIGAN  -  JUNE  29,  1997 

COLBY,  HILLIAM  M. ,  LT  OF  DET,  PD,  MANSFIELD,  OHIO  -  NOVEMBER  4,  1969 

COLE,  CLAUDE  H,  CHF  INSPR,  PD,  MEMPHIS,  TENNESSEE  -  JULY  10,  1995 

COLEY,  OSCAR  F.,  CRIME  INVSTGN  OFCR,  AL  DEPT  OF,  MONTGOMERY,  ALABAMA  -  OCTOBER  14,  1966 

COLISTER,  JOHN  R,  CHF,  UNIV  PARK  PD,  COLLEGE  PARK,  MARYLAND  -  JUNE  23,  1997 

COLLER,  AUSTIN  B.,  LT,  PD,  CULVER  CITY,  CALIFORNIA  -  NOVEMBER  23,  1952 

COLLEY,  MAYNARD  EDHARD,  LT,  PD,  PORTLAND,  MAINE  -  FEBRUARY  9,  1976 

COLLINS,  DONALD  RAY,  SA,  TN  BU  OF  INVSTGN,  JOHNSON  CITY,  TENNESSEE  -  JUNE  23,  1997 

COLLINS,  JAMES  J.,  CPT,  PD,  SPRINGFIELD,  MASSACHUSETTS  -  NOVEMBER  2,  1966 

COLLINS,  JAMES  R,  LT,  PD,  HANOVER,  PENNSYLVANIA  -  MAY  25,  1985 

COLLINS,  WILLIAM  R.,  CHF,  FAIRVIEW  TWP  PD,  NEW  CUMBERLAND,  PENNSYLVANIA 

COLMAN,  MILES  G. ,  SGT,  PD,  ST.  PETERSBURG,  FLORIDA  -  OCTOBER  27,  1961 

COMER,  EUGENE  W. ,  LT,  PD,  CHEYENNE,  WYOMING  -  OCTOBER  17,  1976 

COMMONS,  IVAN  F.,  CPT,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  JUNE,  1995 

COMSTOCK,  T.  DWIGHT,  DEP  SUPT,  NH  SPOL,  CONCORD,  NEW  HAMPSHIRE  -  JUNE  5.  1973 

CONDON,  RICHARD  E.,  COP,  FREMONT,  CALIFORNIA  -  SEPTEMBER  18,  1967 

CONE,  FRANCIS  J.,  PTLM,  PD,  BENNINGTON,  VERMONT  -  SEPTEMBER  6,  1975 

CONGDON,  PAUL  A.,  DET  SGT,  CLACKAMAS  CO  SO,  OREGON  CITY,  OREGON  -  OCTOBER  4,  1995 

CONKLIN,  CHARLES  A,  USHF,  ORANGE  CO  SO,  GOSHEN,  NEW  YORK 

CONKLIN,  DON  J.,  LT,  ORANGETOWN  PD,  ORANGEBURG,  NEW  YORK  -  MARCH,  1993 

CONKLIN,  VINCENT,  COP,  BRIGHTON,  NEW  YORK  -  JANUARY  27,  1971 

CONKLIN,  VINCENT  B,  LT,  PD,  MIDLAND,  TEXAS  -  SEPTEMBER  11,  1992 

CONNELLY,  RICHARD,  CPT,  PD,  ELMIRA,  NEW  YORK  -  DECEMBER  4,  1970 

CONNER,  JOHN  L.,  LT,  METRO  PD,  LAS  VEGAS,  NEVADA 

CONNERS,  HAMILTON  C. ,  COP,  EAST  ROCHESTER,  NEH  YORK  -  FEBRUARY  27,  1967 

CONNOLLY,  JOHN  P,  DEP  CHF,  PD,  NEHPORT,  RHODE  ISLAND  -  MAY  12,  1984 

£2K52X'  J0HN  F-  CHF-  CHARLESTON  CITY  PD,  CHARLESTON,  SOUTH  CAROLINA  -  OCTOBER  28,  1981 

C.2K??^,.WILB0UR  H-'  LT  C0L-  DEP  SUPT-  MD  SP0L.  PIKESVILLE,  MARYLAND  -  APRIL  30,  1979 

CONSIDINE,  MARTIN  T.,  CHF  OF  DET,  PD,  NIAGARA  FALLS,  NEH  YORK  -  FEBRUARY  8,  1979 

CONHAY,  THOMAS  MICHAEL,  COP,  NORTH  PRAIRIE,  WISCONSIN 

^Y^5S*  HARRY  ■"•  DEP  SHF'  PALM  BEACH  co  so>  "EST  PALM  BEACH,  FLORIDA  -  JUNE  15,  1970 

CONYERS,  JAMES  CHARLES,  III,  SGT,  ALBANY  CO  SD,  LARAMIE,  WYOMING  -  JUNE  14,  1982 

COOK,  ARTHUR  D. ,  LT,  USPP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JULY  3,  1979 

COOK,  CHARLES  H. ,  INSPR,  PD,  TORONTO,  CANADA  -  JUNE  16,  1960 

COOK,  JOSEPH  E.,  COP,  FAIRBURY,  NEBRASKA  -  SEPTEMBER  9,  1960 

COOK,  NORMAN  E.,  COP,  ANN  ARBOR,  MICHIGAN  -  JULY  2,  1941 

COOK,  WILLIAM  A,  DET,  PD,  WEST  ST.  PAUL,  MINNESOTA  -  OCTOBER  23,  1987 

COOKE,  JOHN  W,  JR,  SGT,  DPS,  NASHVILLE,  TENNESSEE 

COOLEY,  REGINALD  W,  ASST  CHF,  PD,  SANTA  BARBARA,  CALIFORNIA 

COOPER,  ALBERT  E,  COP,  ORANGE  BEACH,  ALABAMA  -  DECEMBER  29,  1986 

COOPER,  EDWARD  W,  SGT,  PD,  HAVERHILL,  MASSACHUSETTS  -  DECEMBER  29,  1984 

COOPER,  KENT  A,  LT,  PD,  STOCKTON,  CALIFORNIA 

COPLIEN,  DWIGHT  C. ,  COP,  MONROE,  HISCONSIN  -  NOVEMBER  1,  1975 

CORDES,  JOSEPH  G,  SGT,  PD,  NEW  YORK,  NEH  YORK 

CORKILL,  DONALD  L,  DEP  CHF,  PD,  OAK  PARK,  ILLINOIS  -  MARCH  22,  1988 

rnoHcTT'  RS,B,ERI  LEE'  JR*'  SGT-  PRINCE  WILLIAM  CO  PD,  MANASSAS,  VIRGINIA  -  JULY  19,  1977 

CORNETT,  EDHARD  L.,  DET  SGT,  KY  SPOL,  FRANKFORT,  KENTUCKY  -  SEPTEMBER  12,  1977 

CORRINGTON,  ROBERT  A,  CPT,  PD,  SMARTZ  CREEK,  MICHIGAN 

CORSI,  CLYDE  E.,  LT,  PD,  IDAHO  FALLS,  IDAHO  -  MARCH  23,  1992 

CORSO,  PETER  N,  COP,  MIAMI  BEACH,  FLORIDA  -  AUGUST  9,  1980 

COSTELLO,  ROBERT  J,  COP,  PEABODY,  MASSACHUSETTS 

S25II&,  WILLIAM  H.,  CHF,  BU  OF  EMRGNCY  COMM,  DPS,  RICHMOND,  VIRGINIA  -  DECEMBER  7,  1990 

COTHRAN,  RALPH  H,  COP,  CHATTANOOGA,  TENNESSEE  -  NOVEMBER  2   1995        c""«"  '. 

^IHRA,N*  THURMAN  DURRELL,  CPT,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  FEBRUARY  18,  1964 

COTZIN,  LARRY,  COP,  MIAMI  BEACH,  FLORIDA  -  FEBRUARY  10,  1982 

COWAN,  IVY  GLYN,  SUPT,  DETENTION  DIV,  PD,  ATLANTA,  GEORGIA  -  DECEMBER  12,  1974 
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COHAN,  RESOR  H. ,  COP,  SPENCER,  IOHA  -  MARCH  7,  1966 
COHEN,  DONALD  E.,  COP,  ALLIANCE,  OHIO  -  JUNE  2,  1972 

COHLING,  NEIL  F.,  SGT ,  HINNEBAGO  CO  SD,  OSHKOSH,  HISCONSIN  -  NOVEMBER  4,  1997 
COX,  PRICE,  CPT,  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA  -  NOVEMBER  23,  1978 
COYNE,  PAUL  J.,  PTLM,  PD,  FREEHOLD,  NEH  JERSEY  -  FEBRUARY  19,  1952 
CRAMER,  RALPH  F.,  ASST  CHF,  PD,  HAMMOND,  INDIANA  -  OCTOBER  17,  1974 
CRAHFORD,  A.  E.,  CHF  DEP  SHF,  HINDS  CO  SO,  JACKSCN,  MISSISSIPPI  -  JANUARY  15,  1959 
CRAHFORD,  HILLIAM  F.,  SHF  OF  VICTORIA  CO,  VICTORIA,  TEXAS  -  DECEMBER  2,  1994 
CREGAN,  DANIEL  HUNT,  LT,  PD,  ST.  LOUIS,  MISSOURI 
CRENSHAH,  OLVIN  A,  JR,  CPT,  PD,  CHARLOTTE,  NORTH  CAROLINA 

CRETECOS,  JAMES  A.,  CHF,  AGY  FOR  INTRNTNL  DEV-ASIA,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CREHS,  PHILLIP  HATSON,  MAJ  AND  EXECUTIVE  OFCR,  VA  SPO,  RICHMOND,  VIRGINIA  -  APRIL  8,  1964 
CRICK,  DONALD  OLIN,  DEP  CHF,  ALLEN  CO  PD,  FORT  HAYNE,  INDIANA  -  APRIL,  1989 
CRITTENDON,  JACK  VERNON,  LT,  PD,  HEBSTER  GROVES,  MISSOURI 
CROKE,  HILLIAM  A.,  PTLM,  PD,  HASTINGS  ON  HUDSON,  NEH  YORK 
CRONIN,  JOHN  J,  LT,  PD,  NEH  YORK,  NEH  YORK  -  JULY  8,  1985 
CROOK,  CLAYTON,  COP,  BRUNSHICK,  OHIO  -  AUGUST  14,  1994 
CROOK,  J.  CLARENCE,  PTLM,  PD,  ALTOONA,  PENNSYLVANIA  -  OCTOBER  4,  1943 
CROOKS,  F.  E.,  SGT,  PD,  BATTLE  CREEK,  MICHIGAN  -  JULY  11,  1958 
CROH,  JOHN  T,  COP,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  AUGUST  5,  1983 
CROHDER,  ROBERT  P.,  SGT,  PD,  SAVANNAH,  GEORGIA  -  DECEMBER  12,  1969 
CROHE,  DONALD  S.,  ASST  CHF,  PD,  ROCHESTER,  MINNESOTA  -  AUGUST  13,  1965 
CROHELL,  EDHIN  K. ,  CHF,  KAUAI  CO  PD,  LIHUE,  KAUAI,  HAHAII  -  DECEMBER  28,  1978 
CROHLEY,  EDMUND  S,  COP,  BRISTOL,  CONNECTICUT 

CRUDELE,  RALPH  S.,  DEP  CHF  OF  POL,  PD,  FALL  RIVER,  MASSACHUSETTS  -  OCTOBER  21,  1976 
CRUTCHER,  ANSON  H. ,  DEP,  ST  BD  OF  EQUALIZATION,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  10,  1970 
CRUTCHFIELD,  CHARLES  B.,  CPT,  KY  SPOL,  MADISONVILLE,  KENTUCKY 
CRUZ,  JOHN  LEROY,  COP,  AZTEC,  NEH  MEXICO  -  APRIL  7,  1992 
CSAKY,  NANDOR  L,  CPT,  PD,  BRIDGETON,  MISSOURI  -  FEBRUARY  6,  1980 
CUCCIA,  JOSEPH,  LT,  PD,  PORT  ARTHUR,  TEXAS  -  SEPTEMBER  24,  1985 
CULLINANE,  TIMOTHY  A.,  COP,  HALPOLE,  MASSACHUSETTS  -  MARCH  16,  1963 
CULVER,  GEORGE  H. ,  COP,  GLENS  FALLS,  NEH  YORK  -  NOVEMBER  17,  1960 
CUMMINGS,  ROBERT  THOMAS,  SGT,  WV  SPOL,  CHARLESTON,  HEST  VIRGINIA  -  JUNE  25,  1951 
CUPIT,  EDHARD  C,  CHF  PATL  AND  PROB  OFCR,  ST  ADU,  CARSON  CITY,  NEVADA 
CURLEY,  THOMAS  V.,  CHF  DEP,  LAKE  CO  SO,  GARY,  INDIANA  -  AUGUST  4,  1963 
CURRY,  GEORGE  R,  LT,  PD,  HOODBRIDGE,  NEH  JERSEY  -  FEBRUARY  19,  1982 
CURRY,  JESSE  E,  COP,  DALLAS,  TEXAS  -  JUNE  22,  1980 
CURTIN,  EDHARD  J.,  COP,  HATERTOHN,  NEW  YORK  -  NOVEMBER  11,  1971 
CUTRIGHT,  CARROLL  T,  MAJ,  PD,  AKRON,  OHIO  -  NOVEMBER,  1982 
CUTSHALL,  BURCH  FIEL,  CPT,  PD,  KINGSPORT,  TENNESSEE  -  NOVEMBER  13,  1984 
D  AFILE,  N  LAWRENCE,  COP,  MANSFIELD,  MASSACHUSETTS  -  APRIL  9,  1981 
DAGLEY,  EZRA  L,  MAYOR,  SHELBYVILLE,  INDIANA  -  JANUARY  26,  1994 
DAILEY,  CLYDE  V.,  COP,  LEWISTON,  IDAHO  -  DECEMBER  18,  1972 
DAILY,  JAMES  H,  LT,  FRESNO  CO  SD,  FRESNO,  CALIFORNIA  -  DECEMBER,  1995 
DALE,  ROBERT  D,  DPS,  SUNNYVALE,  CALIFORNIA  -  FEBRUARY  13,  1982 
DALEY,  JAMES  J,  LT,  PD,  CINCINNATI,  OHIO  -  JANUARY  24,  1983 
DALTON,  FRANK  E,  LT,  PD,  MARTINSVILLE,  VIRGINIA 

DANA,  WILLIAM  E.,  DEP  SHF, JEFFERSON  CO  SO,  GOLDEN,  COLORADO  -  AUGUST  25,  1955 
DANIEL,  ALVIN  FLOYD,  SA,  TN  BU  OF  INVSTGN,  CAMDEN,  TENNESSEE  -  FEBRUARY  21,  1995 
DAQUILA,  DANIEL  J.,  COP,  DOWNERS  GROVE,  ILLINOIS 
DATOLI,  LOUIS  H. ,  COP,  PLAINVILLE,  CONNECTICUT  -  FEBRUARY,  1992 
DAVIDSON,  GEORGE  E,  LT  COL,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  JULY  29,  1981 
DAVILA,  ANGEL  U,  MAJ,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
DAVIS,  ALFRED  W. ,  COP,  UNIONTOWN,  PENNSYLVANIA  -  JUNE  16,  1975 
DAVIS,  DAMON  ELLIOTT,  SHF  OF  ESSEX  CO,  TAPPAHANNOCK,  VIRGINIA 
DAVIS,  DANIEL  I,  DEP  DIR,  MS  BU  OF  NARC,  MANTEE,  MISSISSIPPI 
DAVIS,  DONALD  P,  MAJ,  PD,  BURLINGTON,  VERMONT  -  FEBRUARY  20,  1989 
DAVIS,  HAROLD  L,  SHF  OF  EL  PASO  CO,  COLORADO  SPRINGS,  COLORADO  -  MAY  24,  1983 
DAVIS,  HOMER  C. ,  COP,  MEDINA,  OHIO  -  JUNE  26,  1986 
DAVIS,  JAMES,  DEP  SHF,  MONTGOMERY  CO  SO,  CLARKSVILLE,  TENNESSEE 
DAVIS,  JAMES  A,  CPT,  AL  BU  OF  INVSTGN,  BIRMINGHAM,  ALABAMA  -  OCTOBER,  1983 
DAVIS,  JEREMIAH,  CPT,  SC  LAW  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  DECEMBER  23,  1997 
DAVIS,  JESSE  JR.,  LT,  PD,  PARIS,  TEXAS  -  JANUARY,  1997 
DAVIS,  MAYO  E.,  SGT,  PD,  TALLAHASSEE,  FLORIDA  -  AUGUST  15,  1978 
DAVIS,  PRESTON,  LT,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  16,  1986 
DAVIS,  RAYMOND  L,  SHF  OF  BEAVERHEAD  CO,  DILLON,  MONTANA  -  AUGUST  9,  1980 
DAVIS,  RICHARD  C,  MAJ,  PD,  VIRGINIA  BEACH,  VIRGINIA  -  JUNE  17,  1981 
DAVIS,  THOMAS  J.,  COP,  ROANOKE  RAPIDS,  NORTH  CAROLINA  -  MARCH  6,  1960 
DAVIS,  THOMAS  W. ,  COP,  RALEIGH,  NORTH  CAROLINA  -  SEPTEMBER  23,  1971 
DAVIS,  WILEY,  JR,  ADMIN  SUPPORT  DIR,  PD,  DURHAM,  NORTH  CAROLINA 

DAVIS,  WILLIAM  DORAN,  INVSTGR,  CA  DMV,  BAKERSFIELD,  CALIFORNIA  -  NOVEMBER  2,  1977 
DAVISON,  ERNEST  L,  COP,  HIGHTSTOWN,  NEW  JERSEY  -  SEPTEMBER  17,  1982 
DAWLEY,  CHARLES  F,  SHF  OF  CHARLESTON  CO,  CHARLESTON,  SOUTH  CAROLINA  -  OCTOBER  22, 
DAWSON,  LYLE  W. ,  DEP  SHF,  CLAY  CO  SO,  SPENCER,  IOWA  -  SEPTEMBER  13,  1973 
DAX,  HUBERT  E.,  INSPR,  PD,  MILWAUKEE,  WISCONSIN  -  OCTOBER  8,  1957 
DAY,  OWEN  E,  CPT,  PD,  FORT  LAUDERDALE,  FLORIDA  -  JULY  31,  1995 
DEANER,  CHARLES  0.,  DET  SGT,  PD,  LYNCHBURG,  VIRGINIA  -  FEBRUARY  17,  1965 
DEARBORN,  RUSSELL  P.,  COP,  PLYMOUTH,  MASSACHUSETTS  -  SEPTEMBER  23,  1957 
DEARMITT,  HERBERT  FRANCIS,  JR,  DEP  CHF,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK 
DEAVER,  MICHAEL  R.,  MAJ,  UNIV  OF  MO  PD,  COLUMBIA,  MISSOURI  -  FEBRUARY  25,  1980 
DEAVER,  REXFORD  N.,  COP,  BRUNSWICK,  GEORGIA  -  MAY  10,  1967 
DECKER,  KENNETH  W. ,  INSPR,  TX  DPS,  AUSTIN,  TEXAS  -  JANUARY  10,  1997 
DECKER,  STANLEY  D. ,  CHF  OF  DET,  PD,  PASADENA,  CALIFORNIA  -  DECEMBER  26,  1956 
DECKER,  WARREN  H. ,  LT,  PD,  HEST  HARTFORD,  CONNECTICUT  -  JUNE  7,  1937 
DEELEY,  PATRICK  J.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  10,  1976 
DEERY,  WILLIAM,  PTLM,  PD,  CAMDEN,  NEW  JERSEY  -  DECEMBER  29,  1950 
DEFRATIS,  ROBERT  L,  SGT,  PD,  CLEVELAND,  OHIO  -  OCTOBER  25,  1981 
DEIGNAN,  CHARLES  J.,  DEP  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER  25,  1971 
DELEE,  JOHN  J.,  COP,  WHITE  PLAINS,  NEW  YORK  -  AUGUST  11,  1965 
DELMAESTRO,  MELVIN,  COP,  PETALUMA,  CALIFORNIA  -  SEPTEMBER  19,  1993 
DELOACH,  JESSE  G. ,  COP,  WAYCROSS,  GEORGIA  -  JUNE  13,  1951 
DENNEEN,  JOHN  F.,  LT,  PD,  QUINCY,  MASSACHUSETTS  -  OCTOBER  1,  1990 

DENT,  JOHN  F.,  PTLM,  PRINCE  GEORGES  CO  PD,  SEAT  PLEASANT,  MARYLAND  -  AUGUST  13,  1959 
DENTON,  WILLIAM  C,  LT,  PD,  BROWNSVILLE,  TEXAS  -  DECEMBER  22,  1951 
LT,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK 
,  CPT,  WEBER  CO  SO,  OGOEN,  UTAH  -  OCTOBER  14,  1977 
1LT,  PD,  LAWTON,  OKLAHOMA  -  OCTOBER  24,  1977 
,  DEP  CHF,  PD,  AKRON,  OHIO  -  OCTOBER  15,  1989 
LT,  SUPT  OF  IDENT  BU,  LITTLE  ROCK,  ARKANSAS 
CPT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  2,  1968 


1987 


DERISO,  JOSEPH  M 
DERMODY,  WILLIAM  J 
DERRICO,  DAVID  G. , 
DERYCK,  RICHARD  C. 
DEUBLER,  OSCAR  F., 
DEVERY,  JAMES  E 


DEVITT,  T.  K.,  DEP  SHF,  PLAQUEMINE  PARISH  SO,  POINTE  A  LA  HACHE, 

DEWALT,  RANKIN  L.,  COP,  TEXAS  CITY,  TEXAS  -  AUGUST  29,  1991 

DEWS,  SAM  ALEXANDER,  JR.,  LT,  PD,  NASHVILLE,  TENNESSEE  -  JANUARY  31,  1974 

DICKENS,  CHARLES  E.,  CHF,  VALLEY  FORGE  ST  PRK  POL,  VALLEY  FORGE,  PENNSYLVANIA 

DIER,  BERNARD  M,  CPT,  PD,  CHICAGO,  ILLINOIS 


JANUARY  1,  1947 

LOUISIANA  -  FEBRUARY  5,  1968 


NOVEMBER  17,  1973 
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DIES,  BENJAMIN  F.,  POL  SCNCE  INSTRCTR,  TRINIDAD  S,  TRINIDAD,  COLORADO  -  APRIL  4.  1967 

DIGNAN,  JAMES  G.  ,  CPT,  ALAMEDA  CO  SO,  OAKLAND,  CALIFORNIA  -  JULY  25,  1979 

DILMORE.  MARCUS  V.,  MAYOR,  HORSEHEADS,  NEW  YORK  -  JULY  25,  1979 

DINARDO,  PAUL  A,  DET  CPT,  PD,  BINGHAMTON,  NEW  YORK  -  JUNE  4,  1997 

DITTRICH,  PAUL  W. ,  COP,  CLIFTON,  NEW  JERSEY  -  OCTOBER  31,  1957 

DIXON,  BEN  F.,  LTC,  ASST  CHF,  PD,  CINCINNATI,  CINCINNATI,  OHIO  -  APRIL  4,  1973 

DIXON,  DELAVAN  LEWIS,  LT,  PD,  RAWLINS,  WYOMING  -  JUNE  4,  1996 

DIXON,  ROBERT  F.,  SUPT,  MILFORD,  CONNECTICUT  -  FEBRUARY  20,  1972 

DIXON,  THOMAS  W. ,  CPT,  PD,  CINCINNATI,  OHIO  -  AUGUST  28,  1990 

DOBERSTYN,  HENRY  E.,  DEP  INSPR,  PD,  CLEVELAND,  OHIO  -  JUNE  29,  1990 

DOBROVOLNY,  FRED,  COP,  MINOT,  NORTH  DAKOTA  -  MARCH  4,  1978 

DODGE,  FORREST  M. ,  MAJ,  ASST  CHF,  PD,  LOUISVILLE,  KENTUCKY  -  JULY  18,  1969 

DODSON,  LARRY  G,  SGT,  PD,  ODESSA,  TEXAS 

DODSON,  WARREN,  COP,  ABILENE,  TEXAS 

DOEPPE,  GEORGE  J,  SR,  CPT,  HENRICO  CO  PD,  RICHMOND,  VIRGINIA  -  AUGUST  17,  1981 

DOERFLER,  FRED  W. ,  COP,  SPRINGFIELD,  ILLINOIS  -  JULY,  1989 

DOERFLER,  ROY  C. ,  JUVENILE  OFCR,  WILL  CO,  JOLIET,  ILLINOIS 

DOERNER,  JOHN  STEPHEN,  LT,  EAST  BATON  ROUGE  PARISH  SO,  BATON  ROUGE,  LOUISIANA  -  JULY   1995 

DOHERTY,  JOSEPH  E.,  LT,  PD,  WOBURN,  MASSACHUSETTS  -  APRIL  15,  1968 

DOITCHINOFF,  SIMON,  ASST  CHF,  NM  SPOL,  SANTA  FE,  NEW  MEXICO 

DOLAN,  LESLIE  C. ,  CPT,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  23,  1988 

DOMICH,  EDWARD  D,  CPT,  PD,  SACRAMENTO,  CALIFORNIA  -  JANUARY  18.  1983 

DOMINY,  WILLIAM  C. ,  MAJ,  GA  DPS,  ATLANTA,  GEORGIA  -  APRIL  1,  1978 

DONALD,  MALCOLM,  COP,  MESTFIELD,  MASSACHUSETTS  -  DECEMBER,  1990 

DONNELLY,  CYRIL  J.,  CHF  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK 

DONNELLY,  HENRY  P.,  CHF  HQ  DIV,  TRANSIT  PD,  NEW  YORK,  NEW  YORK  -  FEBRUARY  19.  1991 

DONNELLY,  THEODORE  F.,  DEP  CHF  INSPR,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK 

DONOHUE,  MATTHEW  J.,  CHF,  BERGEN  CO  PD,  HACKENSACK,  NEW  JERSEY  -  MAY  5,  1971 

DONOVAN,  WILLIAM  W. ,  COP,  HARRISON,  NEW  YORK 

DOUCET,  ROBERT  J,  LT,  PD,  NEW  YORK,  NEW  YORK 

=TT6T?!TED^P'CH^  ?D,C^ETTawLH^NPR0'  ""  ""  C°UHT  ">**-    NEW  JERSEY  "  APRIL  »•  ™* 

DOWD,  HAROLD  R. ,  COP,  MAPLEWOOD,  NEW  JERSEY  -  MARCH  19,  1969 

DOWELL,  DARLON  C,  SGT,  PD,  VENTURA,  CALIFORNIA  -  AUGUST  7,  1978 

DOWELL,  WILLIAM  H.,  COP,  MADERA,  CALIFORNIA  -  MAY  31,  1972 

DOWIE,  WILLIAM  JOHN,  SR.,  CPT,  PD,  NEW  ORLEANS,  LOUISIANA  -  AUGUST  29,  1959 

DOWNING,  AUGUSTUS,  CRIM  INVSTGR,  ONI,  NORFOLK,  VIRGINIA  -  MARCH  23,  1979 

DOWNS,  JAMES  C. ,  CPT,  PD,  BALTIMORE,  MARYLAND  -  SEPTEMBER  30,  1953 

DOWNS,  JAMES  PERRY,  CPT,  PD,  YAZOO  CITY,  MISSISSIPPI  -  JULY  10,  1980 

DOWSON,  KENNETH  GEORGE,  INSPR,  WINNIPEG  PD,  WINNIPEG,  CANADA  -  SEPTEMBER  19.  1989 

DOYLE,  ANTHONY  E,  LT,  PD,  BALTIMORE,  MARYLAND  -  AUGUST  23,  1985 

DOYLE,  JOHN  S.,  SUPV,  CALCASIEU  PARISH  SD,  LAKE  CHARLES,  LOUISIANA  -  AUGUST,  1995 

DRAGEL,  DANIEL  T. ,  CPT,  PD,  CHICAGO,  ILLINOIS  -  FEBRUARY  5,  1974 

DRANE,  RICHARD  E,  COP,  FOREST  PARK,  ILLINOIS  -  MAY  31,  1983 

DRENNAN,  ROBERT  D.,  CPT,  PD,  EL  PASO,  TEXAS  -  JULY  27,  1971 

DREYER,  FRANK  G.  ,  CHF  OF  DET,  ESSEX  CO  SO,  NEWARK,  NEW  JERSEY  -  SEPTEMBER  26.  1959 

DRISCOLL,  WILLIAM  J,  CHF  CRIM  DEP,  WASHOE  CO  SO,  RENO,  NEVADA  -  DECEMBER  15,  1987 

DRIVAS,  PENNY  J,  SHF  OF  ONEIDA  CO,  RHINELANDER,  WISCONSIN 

DROWNS,  ROBERT  W,  DET,  PD,  COON  RAPIDS,  MINNESOTA  -  DECEMBER  18,  1995 

DRYE,  CHARLES  MAC,  PTLM,  PD,  ALBEMARLE,  NORTH  CAROLINA  -  DECEMBER  19,  1978 

DUBOIS,  ALBERT  E.,  COP,  NORTH  MIAMI  BEACH,  FLORIDA  -  MARCH  5,  1976 

DUCKETT,  ELLIS  H,  PTLM,  PD,  RICHMOND,  INDIANA  -  JULY  23,  1975 

DUDLEY,  N  G,  COP,  DARLINGTON,  SOUTH  CAROLINA  -  JUNE,  1981 

DUDZIK,  JOSEPH  E,  INSPR,  PD,  HAMMOND,  INDIANA  -  FEBRUARY  17,  1983 

DUFFY,  JOHN  F,  SHF  OF  SAN  DIEGO  CO,  SAN  DIEGO,  CALIFORNIA  -  MARCH  27,  1993 

DUFUR,  WOFFARD  WAYNE,  PTLM,  PD,  CARMEL,  CALIFORNIA  -  MAY  5,  1957 

DUGGER,  LEIGHTON  L.,  CPT,  PD,  SPOKANE,  WASHINGTON  -  SEPTEMBER  14,  1974 

DUKE,  FORREST  LEE,  CPT,  PD,  SANTA  ANA,  CALIFORNIA  -  JANUARY  5,  1977 

DUKE,  STRATFORD  B,  CIC,  USA,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY,  1986 

DUNBAR,  ROBERT  W,  CPT,  OH  SHP,  COLUMBUS,  OHIO 

DUNCAN,  CLAUDE  M. ,  CPT,  PD,  EL  CAJON,  CALIFORNIA  -  APRIL  24,  1961 

DUNPHY,  CLIFFORD  W. ,  COP,  RAHWAY,  NEW  JERSEY  -  APRIL  30,  1967 

DURHAM,  CECIL  LEE,  CPT,  PD,  KINGSPORT,  TENNESSEE 

DURHAM,  CONNIE  0.,  COP,  CHARLOTTESVILLE,  VIRGINIA  -  SEPTEMBER  25,  1977 

DUTROW,  ROBERT  L.,  LT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND  -  JANUARY  13,  1966 

DWYER,  DONALD  R,  USHF,  ANOKA  CO  SO,  ANOKA,  MINNESOTA  -  AUGUST  27,  1988 

DWYER,  JOHN  T,  COMR  OF  PUB  SERV,  MEMPHIS,  TENNESSEE 

DWYER,  ROBERT  K,  JUDGE,  COURT  OF  CRIM  APPEALS,  MEMPHIS,  TENNESSEE 

DYKE,  ELMER  E,  INVSTGR,  KNOX  CO  COMM,  KNOXVILLE,  TENNESSEE  -  OCTOBER  29.  1982 

DYKES,  EVERETT  L.,  COP,  KINGSPORT,  TENNESSEE  -  AUGUST  3,  1987 

Vtlh   AN?REH,.RA.)L\  SA'  TN  BU  0F  INVSTGN,  CLARKSVILLE,  TENNESSEE  -  MARCH  21,  1996 

EARLY,  RAY  HARMON,  SR.,  COP,  AHOSKIE,  NORTH  CAROLINA  -  MAY  10,  1977 

lActrn,'x^AR.LJ.S.  "•'  AGENT-  TN  BU  0F  CRIM  IDENT>  CHATTANOOGA,  TENNESSEE  -  FEBRUARY  19,  1954 

EASTERLING,  WILLIAM  R,  CPT,  DPS,  TEXARKANA,  ARKANSAS  -  APRIL  12,  1989 

EASTMAN,  CHARLES  RICHARD,  COMR  OF  POL,  CANANDAIGUA,  NEW  YORK  -  OCTOBER  20.  1995 

EASTMAN,  GEORGE  D. ,  DIR  OF  PUB  SFTY,  PONTIAC,  MICHIGAN  -  OCTOBER  30,  1991 

EATON,  BERWYN  C,  CPT,  PD,  ROSEBURG,  OREGON  -  NOVEMBER  11,  1978 

EBBIN,  DANIEL,  ASST  DIR,  NASSAU  CO  PROBATION,  MINEOLA,  NEW  YORK  -  OCTOBER,  1992 

ECKBLOOM,  DOUGLAS  A.,  CPT,  PD,  JAMESTOWN,  NEW  YORK  -  AUGUST  2,  1978 

EDMONDS,  EDWARD  V,  COP,  BRADFORD,  PENNSYLVANIA 

EDWARDS,  GEORGE  A,  INSPR,  PD,  FLINT,  MICHIGAN  -  DECEMBER  24,  1979 

EDWARDS,  HOMER  R.,  CPT,  PD,  ALLIANCE,  OHIO  -  JANUARY  27,  1951 

fRJlT?S?i  Nin5:&„I2EMT.9FCR»  NM  SP0L'  SANTA  FE-  NEW  MEXIC0  "  NOVEMBER  6,  1970 
EGLISKIS,  EDWARD  M. ,  LT,  PD,  BRISTOL,  CONNECTICUT  -  JANUARY  26,  1971 
EGNOR,  EARL  S.,  LT,  PD,  WILMINGTON,  DELAWARE  -  APRIL  13,  1969 
EHRHARDT,  RICHARD  L.,  CPT,  PD,  KANSAS  CITY,  MISSOURI  -  AUGUST  13,  1973 
EIDAM,  ROBERT  E.,  CPT,  PD,  ATHENS,  GEORGIA  -  NOVEMBER  1,  1952 
EISENHUT,  LESTER  H. ,  PTLM,  PD,  FORT  WAYNE,  INDIANA  -  MAY  18,  1979 
EISENTRAUT,  JEAN  L.,  SGT  I,  PD,  LOS  ANGELES,  CALIFORNIA 
EISKAMP,  ARTHUR  H. ,  LT,  PD,  TENAFLY,  NEW  JERSEY  -  JUNE  12,  1952 
EURIONOFF,  GILBERT,  CPT,  HI  CO  PD,  HILO,  HAWAII  -  MAY  18   1992 
ELDREDGE,  BARRY  D,  COP,  CHATHAM,  MASSACHUSETTS  -  JANUARY  26,  1998 
ELLING,  WALTER  A.,  SHF  OF  ONTARIO  CO,  CANADAIGUA,  NEW  YORK  -  MAY  13,  1950 
ELLIS,  ALFRED  G. ,  CPT,  PD,  FRESNO,  CALIFORNIA 

IntI'  rhFRE?cTi  SR/GrfTAJN  ^  Sf,  CRIM  IDENT'  NASHVILLE,  TENNESSEE  -  JANUARY  3,  1983 

JS-  CHARLES  H,  SA  FL  DEPT  OF  CRIM  LAW  ENF,  MIAMI,  FLORIDA  -  AUGUST  10,  1988 
|LLIS,  GEORGE  A.,  DET,  PD,  CAMDEN,  NEW  JERSEY  -  JANUARY  26,  1964 
ELLIS,  RAYMOND  N,  JR,  COP,  MONROVIA,  CALIFORNIA  -  JUNE  2,  1988 
ELLIS,  VERNE  R.,  COP,  MANSFIELD,  TEXAS 
ELLISON,  DENNIE  LUTHER,  COP,  PARIS,  TENNESSEE 

rh?25E,TALBERT  C>'  LT'  VA  SP0L>  RICHMOND,  VIRGINIA  -  APRIL  23,  1970 
EMBRY,  THOMAS  HARRY,  CPT,  GA  SPTL,  ATLANTA,  GEORGIA  -  FEBRUARY  26.  1982 
EMERY,  WILBUR  H,  COP,  MADISON,  WISCONSIN  rtDKUAKT  «,  im 

ENGEN,  ARNOLD  C. ,  COP,  COEUR  D  ALENE,  IDAHO 
ENGLAND,  ALFRED  VICTOR,  CHF  OF  CORCTNS  DIV,  LOS  ANGELE,  LOS  ANGELES,  CALIFORNIA  -  SEPTEMBER  23,  1960 
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FEBRUARY  8,  1958 


ENGLER,  JOHN  A,  CPT,  CHF  OF  INSPR,  PD,  SAN  FRANCISCO,  CALIFORNIA 

ENGLISH,  H.  CLARK,  INSPR,  SAN  BERNARDINO  CO  SO,  SAN  BERNARDINO,  CALIFORNIA 

ENGLISH,  HAROLD  L.,  COP,  SANTA  MARIA,  CALIFORNIA  -  JULY  21,  1971 

ENGLISH,  JAMES,  DIR,  TN  BU  OF  CRIM  INVSTGN,  NASHVILLE,  TENNESSEE  -  MARCH  10,  1967 

ENGLISH,  JAMES  L.,  CHF  OF  INSPR,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  23,  1967 

ENLOE,  HAROLD  C,  COP,  ASHEVILLE,  NORTH  CAROLINA  -  NOVEMBER  27,  1951 

ENRIGHT,  ROSS,  COP,  PERRYSBURG,  OHIO  -  MAY  2,  1966 

EPPERSON,  CHARLES  H. ,  LT,  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA 

DEP  SHF,  BROHARD  CO  SO,  FORT  LAUDERDALE,  FLORIDA  -  JUNE  14,  1973 
CPT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  23,  1973 

DPS,  CHARLESTON,  SOUTH  CAROLINA  -  NOVEMBER  24,  1991 
AR  HIGHHAY  DEPT,  FORT  SMITH,  ARKANSAS  -  MAY  27,  1972 
PD,  PEORIA,  ILLINOIS  -  MAY  8,  1965 
ESPOSITO,  FRED  F.,  CPT,  PD,  NEH  HAVEN,  CONNECTICUT  -  DECEMBER  22,  1970 
ESTES,  HILLIAM  DAVIS,  SGT,  TX  DPS,  TEXARKANA,  TEXAS  -  JUNE  20,  1998 
CLAUDE  B.,  INSPR,  PD,  AMARILLO,  TEXAS  -  DECEMBER  18,  1961 
INSPR,  PD,  DEARBORN,  MICHIGAN 
,  COP,  CHICO,  CALIFORNIA 

SUPT,  MOUNT  RUSHMORE  NATL  MEMO,  KEYSTONE,  SOUTH  DAKOTA  -  OCTOBER  5,  1968 
DIR,  CNTRL  CRIML  RCRDS  EXCHANG,  RICHMOND,  VIRGINIA  -  DECEMBER  30,  1968 
,  COP,  SOUTH  BEND,  INDIANA  -  MAY  7,  1979 


ERICKSEN,  CHARLES  M. 
ERICKSON,  EDHARD  C.  , 
ERICSON,  CARL  J,  CHF, 
ERKE,  OSCAR,  FORMAN, 
ESKEN,  CHARLES,  CPT, 


EVANS, 
EVANS, 
EVANS, 
EVANS, 


EMRYS  R., 
JAMES  R. 
H.  LEON, 
EVANS,  HALTER  A. , 
EVERETT,  HARRY  T. 


EHTON,  GLENN  H.,  JR.,  SGT,  PD,  HOUSTON,  TEXAS 

FABBRI,  JOHN  V.,  COP,  FREMONT,  CALIFORNIA  -  JUNE  29,  1975 

FAHY,  JOHN  HILLIAM,  CPT,  PD,  NEH  YORK,  NEH  YORK 

FAIRBANKS,  VANCE  D. ,  MAJOR,  PD,  TAMPA,  FLORIDA  -  FEBRUARY  21,  1977 

FALCON,  MERVIN  R,  CPT,  TANGIPAHOA  PARISH  SO,  AMITE,  LOUISIANA  -  JANUARY  9,  1985 

FALES,  HARRY  E,  SUPT,  CITY-CO  IDENT  BU,  HILMINGTON,  NORTH  CAROLINA 

FALK,  CARL  H. ,  COP,  PORT  HURON,  MICHIGAN  -  MARCH  10,  1992 

FALKENRATH,  SHERMAN,  CAPTAIN,  PD,  SALT  LAKE  CITY,  UTAH  -  SEPTEMBER  5,  1960 

FALZONE,  FRED,  CHIEF  OF  POLICE,  GARHOOD,  NEH  JERSEY  -  FEBRUARY  4,  1979 

FAMBROUGH,  LARRY  HAYNE,  CPT,  PD,  DALLAS,  TEXAS 

FANTIGROSSI,  ANTHONY  L,  MAJOR,  PD,  ROCHESTER,  NEW  YORK  -  JUNE  7,  1983 

FARLEY,  EUGENE  HORTH,  CONSTABLE,  TEMPE  JUSTICE  PRECI ,  TEMPE,  ARIZONA  -  JUNE  6,  1988 

FARLEY,  THOMAS  B.,  CAPTAIN,  PD,  KANSAS  CITY,  MISSOURI  -  APRIL  17,  1970 

FARRALLY,  HILLIAM  ROBERT,  LT,  NJ  SPOL,  TRENTON,  NEH  JERSEY  -  JUNE  13,  1958 

FARTHING,  AARON  H,  CPT,  PD,  EVANSVILLE,  INDIANA 

FAULSTICH,  HILLIAM  L. ,  EXECTVE  SECRTRY,  CA  PEACE  OFCR,  SACRAMENTO,  CALIFORNIA  -  JUNE  21,  1970 

FEHILY,  HILLIAM  S.,  CHIEF  OF  POLICE,  EAST  ORANGE,  NEH  JERSEY  -  NOVEMBER  13,  1971 

FEHLAUER,  LEONARD,  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  SEPTEMBER  1,  1998 

FEID,  ALBERT  J.,  DEP  CHF,  PD,  EAST  PROVIDENCE,  RHODE  ISLAND  -  JULY  27,  1971 

FELDER,  JAMES  C. ,  INSPR,  MS  HHWAY  SFTY  PTRL,  JACKSON,  MISSISSIPPI  -  DECEMBER  8,  1976 

FELTON,  CHARLES  E.,  DEP  CHF,  PD,  GREAT  BARRINGTON,  MASSACHUSETTS  -  AUGUST  4,  1954 

FELTS,  HIRAM  C,  DEP  CHF,  PD,  LONGVIEH,  TEXAS  -  NOVEMBER  12,  1983 

FENNELL,  NORMAN  ALBERT,  LT,  PD,  HARHICH,  MASSACHUSETTS  -  AUGUST  13,  1991 

FENTY,  MICHAEL  ANTHONY,  LT,  PD,  NEH  YORK,  NEH  YORK  ««.™  „   ,„,„ 

FERENCZ,  MICHAEL,  INVSTGR,  BU  OF  INVSTGN,  PA  ST,  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  2,  1962 

FERGIONE,  ANTHONY  L.,  COP,  NORTHAMPTON  TSP  PD,  RICHBORO,  PENNSYLVANIA  -  NOVEMBER  17,  1974 

FERGUSON  THOMAS  JOHN,  SUPT,  ROYAL  ULSTER  CONSTABULAR,  BELFAST,  NORTHERN  IRELAND  -  MARCH  21,  1997 

FERNANDEZ,  CRUZ  S.,  DEP  SHF,  EDDY  CO  SO,  CARLSBAD,  NEH  MEXICO  -  AUGUST  20,  1965 

FERRAZZI,  HILLIAM,  CHIEF  OF  POLICE,  PD,  OUINCY,  MASSACHUSETTS  -  MARCH  8,  1966 

FERRONE,  BRIAN  JOSEPH,  DET,  PD,  BEACON,  NEH  YORK  -  JULY  11,  1981        .„.„.„.      ,„„„  ,„   ,a/, 

FIGUEIREDO,  GEORGE  SOARES,  ACTING  CHIEF  OF  POLICE,  PD,  SANTA  MONICA,  CALIFORNIA  -  JANUARY  29,  1947 

FILL,  DAVID  MATTHEH,  CPT,  PD,  TONAHANDA  CITY,  NEH  YORK 

FINDLAY,  DANIEL  P.,  CPT,  PD,  EAST  ORANGE,  NEH  JERSEY  -  MAY  18,  1991 

FINEGAN,  CARL  R,  SHF  OF  LORAIN  CO,  ELYRIA,  OHIO  -  FEBRUARY  19,  1981 

FINLAY,  DONALD  J.,  CHF,  SOUTHAMPTON  VILLAGE  PD,  SOUTHAMPTON,  NEH  YORK 

FINNEY,  CLYDE  L.,  LIEUTENANT,  PD,  SCRANTON,  PENNSYLVANIA  -  OCTOBER  23,  1962 

FIORINO,  D.  RICHARD,  LIEUTENANT,  PD,  HARTFORD,  CONNECTICUT  -  JUNE  30,  1965 

FISCHER,  EDHARD  P.,  SGT,  PD,  CARMEL,  CALIFORNIA 

FISHER,  JAMES  A,  SHF  OF  TIPPECANOE  COUNTY,  LAFAYETTE,  INDIANA 

NEHTON  T,  ASST  CHF  OF  TECHNICAL  SERV,  PD,  DALLAS,  TEXAS 
RUSSELL  STANLEY,  COP,  HILLSBOROUGH,  CALIFORNIA  -  MAY  2,  1982 
H.  H.,  CAPTAIN,  PD,  CHARLESTON,  HEST  VIRGINIA  -  APRIL  18,  1973 
,  HILLIAM  H,  CHF,  SO  HOUSTON  PD,  HOUSTON,  TEXAS 
FITZSIMMONS,  ROBERT  C,  JR.,  DIR  OF  SEC,  LIB  NATL  BNK  &  TRU,  BUFFALO,  NEH  YORK 
FITZSIMMONS,  T.  BYRON,  CHIEF  OF  POLICE,  SOUTH  ORANGE,  NEH  JERSEY  -  OCTOBER  17,  1976 
FITZSIMONS,  NORTON  T.,  CPT,  VT  DPS,  MONTPELIER,  VERMONT  -  SEPTEMBER  14,  1968 
FLAHERTY,  THOMAS  S.,  LT,  PD,  PORTLAND,  MAINE 

FLAHERTY,  HALTER  F.,  LIEUTENANT,  PD,  WATERTOHN,  MASSACHUSETTS  -  JULY  25,  1977 
FLANAGAN,  JAMES  HILMER,  LT,  PD,  AKRON,  OHIO  -  JULY,  1998 
FLANARY,  JOE  A,  MAJ,  PD,  KINGSPORT,  TENNESSEE  -  OCTOBER  25,  1992 

FLANIGAN,  JOHN  C,  EXECUTIVE  DIR,  AK  POL  STNDRDS,  ANCHORAGE,  ALASKA  -  NOVEMBER  23,  1981 
FLAVIN,  HAROLD  P,  CPT,  PD,  SYRACUSE,  NEW  YORK  -  JULY  11,  1991 
FLEMING,  BERNARD  S,  ACTING  CHIEF,  BROOKLINE,  MASSACHUSETTS  -  MARCH  21,  1983 
FLEMING,  BOYNTON  H. ,  SHF  OF  CAMERON  CO,  BROWNSVILLE,  TEXAS  -  OCTOBER  18,  1977 
FLEMING,  JOSEPH  T,  SGT,  PD,  WELLESLEY,  MASSACHUSETTS  -  MARCH  21,  1983 
FLETCHER,  PHILIP  B.,  CHIEF  OF  POLICE,  CARTHAGE,  NEW  YORK  -  JANUARY  9,  1967 
FLOHR,  MELVIN  F,  COP,  SANTA  ROSA,  CALIFORNIA  -  MARCH  20,  1980 
FLOOD,  MAURICE  CARL,  COP,  ELYRIA,  OHIO  -  MARCH  7,  1994 

ROBERT  0,  ASST  DIR,  SEC  DIV,  DEPT  OF  ENE,  IDAHO  FALLS,  IDAHO  -  FEBRUARY  18,  1987 
THOMAS  F,  DEP  CHF,  PD,  NEW  BEDFORD,  MASSACHUSETTS  -  AUGUST  6,  1980 
HENRY  ADDISON,  JR,  CPT,  VA  PORT  AUTH  PD,  NORFOLK,  VIRGINIA  -  FEBRUARY  9,  1989 
JOHN  E.,  SGT,  PD,  PORTSMOUTH,  VIRGINIA 

ROBERT  EMMETT,  CHIEF  OF  POLICE,  CUMBERLAND,  MARYLAND  -  MARCH  16,  1965 
FOLDS!  GEORGE  R,  CAPTAIN,  PD,  AUGUSTA,  GEORGIA 
FOLEY,  THOMAS  P.,  JR.,  CHF  DEP,  CUMBERLAND  CO  SO,  PORTLAND,  MAINE  -  SEPTEMBER  15,  1976 
FOLLO,  JOSEPH  MICHAEL,  CHIEF  OF  POLICE,  PD,  EAST  HAVEN,  CONNECTICUT  -  JUNE  3,  1965 
FONTAINE,  PAUL  J.,  SERGEANT,  PD,  KEENE,  NEW  HAMPSHIRE  -  APRIL  26,  1975 
FOOTE,  NORMAN  C,  CHIEF  OF  POLICE,  HOQUIAM,  WASHINGTON  -  FEBRUARY  28,  1978 
FORBERG,  LAHRENCE  S,  CPT,  PD,  CHICAGO,  ILLINOIS  -  JULY,  1993 
FORDING,  ADDISON  H,  COP,  BERKELEY,  CALIFORNIA  -  JULY,  1993 
FORESMAN,  EDHARD  M. ,  INSPECTOR,  PD,  SAN  ANTONIO,  TEXAS 
FORREST,  DOUGLAS  0.,  ASST  COMR,  RCMP,  OTTAWA,  CANADA 
FORREST,  EDHARD  G,  INSPR,  RCMP,  DELTA,  CANADA 

FORRESTER,  LEONARD  HELDON,  CAPTAIN,  PD,  LUBBOCK,  TEXAS  -  JANUARY  16,  1968 
FORTENBERRY,  EDGAR,  (SA,  FBI),  INVSTGR,  MI  ST  SOVE,  HATTIESBURG,  MISSISSIPPI 
FORTH,  GEORGE,  COP,  HAYHARD,  CALIFORNIA  -  DECEMBER  26,  1987 

FORTIN,  GASTON  A,  SEC  SPECLST,  NAVAL  AIR  STATION,  NORFOLK,  VIRGINIA  -  FEBRUARY  23,  1988 
FORTSON,  HAROLD  0.,  LT,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  JULY  31,  1972 
FOSTER,  FRED  E.,  LT,  SUPT  OF  IDENT  DIV,  PD,  JACKSON,  MICHIGAN  -  JUNE  29,  1963 
FOSTER,  RICHARD  R.,  DIR  OF  PUB  SFTY,  RICHMOND,  VIRGINIA  -  MARCH  27,  1955 

FOURNIER,  JOHN  P,  COP,  LYNN,  MASSACHUSETTS  -  SEPTEMBER,  1978  rriiniiinu  ,_   ,„,_ 

FOUTZ   RICHARD  E.,  DIR,  BU  OF  INVSTGN,  ST  AUDITOR,  HARRISBURG,  PENNSYLVANIA  -  FEBRUARY  17,  1975 
FOHLER,  LEE  0.,  JR.,  LT,  PD,  FORT  HORTH,  TEXAS 
FOX,  EMMETT  P,  COP,  COLUMBIA,  TENNESSEE 


FISHER, 
FISHER, 
FISHER, 
FISHER, 


FLOOD, 
FLOOD, 
FLOYD, 
FLYNN, 
FLYNN, 
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FOXWORTH,  HENRY  H. ,  LIEUTENANT,  PD,  SUMTER,  SOUTH  CAROLINA  -  JULY  12,  1971 

FOY,  JOHN  J.,  INVSTGR,  DMV,  ALBANY,  NEW  YORK 

FRAGASSI,  CHARLES  C,  INSPECTOR,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  AUGUST  29,  1983 

FRANCIS,  RAMON  W,  LT,  PD,  LYNDHURST,  NEH  JERSEY  -  OCTOBER  22,  1981 

FRANK,  GEORGE  H. ,  CAPTAIN,  PD,  MAHANOY  CITY,  PENNSYLVANIA  -  OCTOBER  13,  1976 

FRANKLIN,  HALTER  R. ,  CHF,  FAYETTE  CO  PTL,  LEXINGTON,  KENTUCKY  -  OCTOBER  8,  1971 

FRANKS,  CHARLES  H. ,  CHF  OF  SEC,  FL  JR  COLLEGE  AT  J,  JACKSONVILLE,  FLORIDA 

FRASER,  RALPH  ELDER,  CPT  OF  DET,  PD,  LEHISTON,  MAINE 

FRATIES,  ROY  C. ,  CHIEF  OF  POLICE,  PD,  CARMEL,  CALIFORNIA  -  JANUARY  20,  1965 

FRAZEE,  WILLIAM  EDWARD,  WARRENT  OFC,  PD,  SEATTLE,  WASHINGTON  -  MAY  29   1991 

FRAZIER,  JOSEPH  H. ,  SUPT  OF  POL,  PD,  RADFORD,  VIRGINIA  -  FEBRUARY  24,  1956 

FRAZIER,  LARRY  M.,  MAJ,  HARRIS  CO  SD,  HOUSTON,  TEXAS  -  FEBRUARY  21,  1998 

c5r2£5ICu{.,R??!!RI  J-'  JR-'  SEC  0FCR-  US  AT0MIC  ENERGY  COM,  us  VEGAS>  NEVADA  -  SEPTEMBER  7,  1989 

FRENCH,  WILLIAM  M. ,  OFCR,  US  FOREST  SERV,  NEVADA  CITY,  CALIFORNIA  -  OCTOBER  29   1948 

FREYTES-ALVAREZ,  ISRAEL,  LTC,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

FRIESE,  STANLEY  K. ,  CAPTAIN,  PD,  SALEM,  OREGON  -  JUNE  6,  1955 

FRIIS,  JAN  W.,  LT,  RADNOR  TSP  PD,  WAYNE,  PENNSYLVANIA  -  DECEMBER  25,  1993 

FRISCO,  JOHN  PAUL,  SGT,  WINDCREST  PD,  SAN  ANTONIO,  TEXAS  -  DECEMBER  13,  1985 

FROELICH,  NORRIS,  CHF  DEP,  LAKE  CO  SO,  WAUKEGAN,  ILLINOIS  -  FEBRUARY  6   1978 

FROMME,  HARRY  D. ,  CHIEF  OF  POLICE,  PD,  MOLINE,  ILLINOIS  -  NOVEMBER  18,  1954 

FRUITT,  CECIL  W. ,  CHIEF  OF  POLICE,  CORVALLIS,  OREGON  -  FEBRUARY  17,  1972 

FRYE,  WILLIAM  H,  SHF  OF  LIVINGSTON  CO,  PONTIAC,  ILLINOIS  -  NOVEMBER  27,  1984 

FULK,  ROBERT  D. ,  COP,  NORTH  CANTON,  OHIO  -  DECEMBER  28,  1979 

FULKERSON,  ERNEST  E.,  CHIEF  OF  POLICE,  PD,  MONTE  VISTA,  COLORADO  -  JANUARY  1,  1952 

FULLER,  THOMAS  B.,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  FEBRUARY  17,  1970 

FURLONG,  WILLIAM  F,  JUSTICE  OF  THE  PEACE,  CARSON  CITY,  NEVADA  -  DECEMBER  20,  1994 

FYKE,  ROBERT  H. ,  INSPR,  MI  HHWY  SFTY  PTL,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  8,  1967 

GAENG,  G.  GORDON,  CAPTAIN,  PD,  BALTIMORE,  MARYLAND  -  JULY  24,  1975 

GAFFNEY,  B.  FRANK,  CHIEF  OF  POLICE,  CUMBERLAND,  MARYLAND  -  JANUARY  5,  1975 

GAGLIANO,  FRANK  ANTHONY,  SGT,  LOWER  GWYNEDD  TWP  POL,  SPRING  HOUSE,  PENNSYLVANIA  -  FEBRUARY  25   1996 

GAGLIANO,  JOSEPH  S.  ,  CHIEF  OF  POLICE,  GERMANTOWN,  TENNESSEE  -  JANUARY  14,  1979    *t0KU™r   °*    199b 

S*iHIXtwARS!.I.E  U*  USHF-  FLORENCE  CO  SO,  FLORENCE,  SOUTH  CAROLINA  -  DECEMBER  22,  1975 

GAINSLEY,  ROLLAND  J,  COP,  ANN  ARBOR,  MICHIGAN 

GAISER,  BERNARD,  LT,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK 

GALANTE,  BENEDICT  A,  COP,  MIRAMAR,  FLORIDA  -  JUNE  21,  1994 

GALBREATH,  FRANK  RUSSELL,  DEP  SHF,  VOLUSIA  CO  SO,  NEW  SMYRNA  BEACH,  FLORIDA 

GALER,  PAUL  WAYNE,  CHIEF  OF  POLICE,  OELWEIN,  IOWA  -  NOVEMBER  7,  1970 

GALLAGHER,  DONALD  WAYNE,  CPT,  OR  SPOL,  SALEM,  OREGON 

"^GHER,  JOHNJ-.  SA,  US  DEPT  OF  AGRICULTURE,  GAINESVILLE,  FLORIDA  -  FEBRUARY  19,  1990 

GALLAGHER,  JOSEPH  J.,  LTC,  PD,  ST.  LOUIS,  MISSOURI  -  FEBRUARY  26.  1966 

GALLAGHER,  RAYMOND  P.,  CHIEF  OF  POLICE,  SPRINGFIELD,  MASSACHUSETTS  -  DECEMBER  30,  1975 

GALLATI,  ROBERT  R.,  CHIEF  OF  POLICE,  BROCKTON,  MASSACHUSETTS  ^cnocn  ju, 

GALLEGOS,  FRED  F.,  CAPTAIN,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  NOVEMBER  9,  1972 

GALLOWAY,  JOE  D. ,  DIR  OF  POL  SCIENCE,  TARRANT  CO,  FORT  WORTH,  TEXAS 

GAMBLE,  EUGENE  B.,  LIEUTENANT,  PD,  AKRON,  OHIO  -  FEBRUARY  8,  1979 

GAMER,  WILLIAM  F.,  LT,  PD,  NEWPORT,  RHODE  ISLAND 

GANDY,  SAMUEL  B.,  NIGHT  CHIEF  OF  POLICE,  PD,  LUFKIN,  TEXAS  -  APRIL  28,  1972 

rAmc8FF*,«uf!R^IN  !?AnSR;  CHF  DEP'  SANTA  CRUZ  C0  SD'  SANTA  CRUZ.  CALIFORNIA  -  AUGUST  30,  1988 

GANLEY,  JOHN  P.,  COP,  SALEM,  NEW  HAMPSHIRE  -  MARCH  12,  1989 

GANT,  PAUL  E.,  LIEUTENANT,  PD,  SIOUX  CITY,  IOWA  -  JULY  20,  1970 

GARGANTA,  ANTONIO  JR,  CPT,  PD,  EL  PASO,  TEXAS 

ISLINGTON,  WILLIAM  R.,  EXECUTIVE  DIR,  COMM  ON  PEACE  0,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  21   1978 

GARRETT,  GEORGE  LEON,  DET  SGT,  PD,  REDWOOD  CITY,  CALIFORNIA  w-iuntK  21,  19^8 

r»RRrTT'  u°S,EPHuLA,RRYA,SGT'  HV  SP0L"  BRIDGEPORT,  WEST  VIRGINIA  -  AUGUST  30,  1989 

GARRETT,  WILLIAM  W. ,  DIV  MANAGER  OF  SEC,  VERTOL  DIV,  PHILADELPHIA,  PENNSYLVANIA  -  JANUARY  24   1975 

£ARJkANDA  MARK  FRANCIS,  LT  CMDR,  ST  LOUIS  CO,  CLAYTON,  MISSOURI  -  SEPTEMBER  15,  1997        ' 

rARI?u'  ^u?c'uC°^TASiLDIR  0F  PUB  SFTY'  "ICHMOND,  VIRGINIA  -  DECEMBER  22,  1962 

GARVIN,  JAMES  H,  CPT,  BREVARD  CO  SD,  TITUSVILLE,  FLORIDA  -  FEBRUARY  6.  1985 

GARZA,  DAVID,  JR.,  LT,  PD,  INGLEWOOD,  CALIFORNIA 

rAT?cE'iDUTu°r'  JRirCPJ'Df£uLA!tWNF  DIV'  COLUMBIA,  SOUTH  CAROLINA  -  SEPTEMBER  6,  1986 

^A>T,lu;rIRVHf-'  SHF  0F  RICHARDSON  CO,  FALLS  CITY,  NEBRASKA  -  JULY  16,  1966 

£AUJHiER'  B0BBY  RAY'  PTLM-  PD-  BOSSIER  CITY,  LOUISIANA  -  NOVEMBER  29,  1988 

r*vLnR'  *KHH  M"^F  2L£2  DET-  MONMOUTH  CO  PRO,  FREEHOLD,  NEW  JERSEY  -  OCTOBER  23,  1969 

GAYNOR,  JOHN  E,  COP,  RUMSON,  NEW  JERSEY  -  MARCH  9,  1985 

^A,L,ERA  DENNIS  w"  SEC  SPEC,  DENNIS  W  GEALER  ASSO,  PHILADELPHIA,  PENNSYLVANIA  -  MAY  28   1979 

GEBHARD,  ROBERT  L,  COP,  FORT  WAYNE,  INDIANA  -  DECEMBER  13,  1981   tr,"alLYAN1A   "AY  ^°.  "'» 

GEDDA,  GEORGE  R,  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN 

rlilAc^IHIS  MICHAEL'  DET-  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA  -  JUNE  24,  1963 

SI25?!'  ^AMEL?;'  JR-'  LTC-  USA-  F0RT  LEAVENWORTH,  KANSAS  -  MARCH  18,  1978 

rlovcoi   LE,EDrSFH^l  "!$PECT0R'  PD'  L0S  ANGELES,  CALIFORNIA  -  FEBRUARY  20,  1967 

rcRrDRTiTAbrrRTnr^I^PT.'TPD'  HASBROUCK  HEIGHTS,  NEW  JERSEY  -  DECEMBER  23  1958 

GEYER,  STANGER  RICHARD,  LIEUTENANT,  PD,  DES  MOINES,  IOWA  -  NOVEMBER  7   1956 

£!ANC.St:A'  L0UIS'  CHIEF  0F  POLICE,  MAMARONECK,  NEW  YORK  -  SEPTEMBER  21  1967 

r!5S2K5'  "X  i"   CHF  0F  DET'  PD-  SI0UX  CITY-  I0WA  "  JANUARY  16,  W70 

rJ^SKc*  ^AM.EJLI-'  LT'  BERGEN  CO  PD,  HACKENSACK,  NEW  JERSEY  -  OCTOBER  12,  1979 

GIBBONS,  REDMOND  P.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  NOVEMBER  13,  1957 

rJSKi  J-  H0WARD>  CHIEF  OF  POLICE,  CRANSTON,  RHODE  ISLAND  -  MAY  15,  1973 

SJII2H'  -L  T-'  CHF  INVSTGR,  BIBB  CO  SO,  MACON,  GEORGIA  -  APRIL  3,  1978 

GIBSON,  JOHN  ARCHIE,  DIR  OF  PUB  SFTY,  PD,  SOMERDALE.  NEW  JERSEY  -  FEBRUARY  1   1996 

HERMANN,  FREDERICK  L.,  CHIEF  OF  POLICE, 'bLOOMINGTON,  ILLINOIS  -  AUGUST  4,  1967 

GILCART,  RONALD  M,  CPT,  PD,  TONAWANDA  CITY,  NEW  YORK 

r?n  '  B|*2cAR?unuIcCI^TLI?E.NSITINSPECT0R'  "ICHMOND,  VIRGINIA  -  APRIL  14,  1975 
^ILL'  ^AMJ!  ™OMAS,  CPT,  TN  HPTL,  NASHVILLE,  TENNESSEE  -  MAY  21,  1970 
rJ^:uKESIR0L^HF  0F  P0L  SHAWNEE,  OK,  SHAWNEE,  OKLAHOMA  -  SEPTEMBER  18,  1976 
rnFrK'  RAY„'  COP,  MUSKEGON  TSP  PD,  MUSKEGON,  MICHIGAN  -  SEPTEMBER  12,  1950 
GILLEN,  PAUL  J.,  DET,  PD,  ST.  PAUL,  MINNESOTA 
GJLLESPIE,  THOMAS  F,  COP,  ST.  JOSEPH,  MICHIGAN  -  JULY  29,  1981 
SIhhrTE*  H-  W-'  CHIEF  OF  POLICE,  PD,  TWIN  FALLS,  IDAHO  -  APRIL  1.  1966 
GILLEY,  MAYNARD  H. ,  SERGEANT,  PD,  MARTINSVILLE,  VIRGINIA 

r n^S^u^i  TP  ku    SHF-  °LH00D  RIVER  C0-  H00D  RIVER-  0REG°N  -  AUGUST  13,  1978 

rJ,LMA.v'  HIStlY-  h'SP1'    AK  SP0L-  JUNEAU,  ALASKA  -  DECEMBER  28,  1964 

G.JLR?n'nR0BERT  C'  C0P-  KUTZTOWN,  PENNSYLVANIA  -  DECEMBER  8,  1986 

GILSTRAP,  CARTHANEL  M,  COP,  GOLDSBORO,  NORTH  CAROLINA 

GIMLER,  ROBERT  ALLEN,  LT,  PD,  ORANGE,  CONNECTICUT 

mmiM|IuA  PrTERnDicLT,!.c£Ai;ifADES  INTRSTE  pl"<  COMM,  BEAR  MOUNTAIN,  NEW  YORK 

r?vLcvN0'lnSi  B,°Riu{r?ELCHF'  0FC  0F  THE  DIR  GEN  F0'  R0ME-  ITALY  -  JULY  21,  1979 

^ycc^JOyN  J'  CHIEF  0F  P0LICE,  TROY,  NEW  YORK  -  MAY  21   1983 

GLASSOCK,  THOMAS  H,  INSTRUCTOR,  KS  LAW  ENF  TNG  CNT,  HUTCHINSON.  KANSAS  -  APRIL  22   1985 

GLEASON,  EDWARD  R.,  JR.,  COP,  BEAR  MOUNTAIN,  NEW  YORK  -  JULY  23,  1972  ' 

GLEASON,  EVERETT,  COP,  WAUSAU,  WISCONSIN  ' 

rl"nA5ONi.d2nN,nM-{^^  ADMIN*  TN  0F  GREENHICH,  GREENWICH,  CONNECTICUT  -  JANUARY  10,  1995 

r^n5cb  RAY,M2£?',^SPR'  HI  C0  PD'  HIL0'  HAWAI1  -  NOVEMBER  20,  1993  ' 

GLOVER,  ROBERT  LEON,  ASST  CHF,  PD,  ONTARIO,  CALIFORNIA  -  MAY  4   1959 

GLYNN,  PIERCE  THOMAS,  DEP  CHF  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  APRIL  24  1965 

GODFREY,  JAY  B.,  DET  LT,  PD,  SUMTER   SOUTH  CAROLINA  -  JUNE  2,  1967    * 
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GOEGELMAN,  ALFRED  R.,  CAPTAIN,  PD,  ELIZABETH,  NEW  JERSEY  -  MARCH  15,  1971 
COIN,  KENNETH  D,  SHF  OF  LINN  CO,  ALBANY,  OREGON  -  DECEMBER,  1989 
GOLD,  JOHN  M.,  CITY  MANAGER,  HINSTON-SALEM,  NORTH  CAROLINA  -  OCTOBER  29,  1972 
GOLDSBERRY,  GENE  L.,  CPT,  KS  HPTL,  TOPEKA,  KANSAS  -  AUGUST  5,  1993 
GOLLINER,  HERMAN  H,  COP,  GULFPORT,  FLORIDA 

^TER^OR^^:  aIsT  MW^iSW.  CHARLESTON.  HEST  VIRGINIA  -  JUNE  28,  1958 

GONZALES.  JOSEPH  STEVEN,  SGT ,  PD,  DORMONT,  PENNSYLVANIA  -  DECEMBER  18,  1992 

GONZALES   LESTER,  DEP  SHF,  ASCENSION  PARISH  SO,  DONALDSONVILLE,  LOUISIANA  -  APRIL  10,  1983 

GONZALEZ  DELGADO,  JUAN,  MAJ,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  MARCH,  1981 

GOOD  JOHN  G.,  CHIEF  OF  POLICE,  PD,  HILLIAMSPORT,  PENNSYLVANIA  -  MARCH  6,  1977 

GOODHIN,  CLYDE  H,  SH  OF  COFFEE  CO,  DOUGLAS,  GEORGIA  „r„cuDCD  „   ,„. 

GORENC,  ANTON  J.,  CAPTAIN,  PD,  MAPLE  HEIGHTS,  OHIO  -  DECEMBER  26   1974 

GORMAN,  CHARLES  J.,  DIRECTOR,  DPS,  NIAGARA  FALLS,  NEH  YORK  -  MARCH  24,  1978 

GORMAN   JOSEPH  J.,  CAPTAIN,  PD,  SANTA  FE,  NEH  MEXICO  -  AUGUST  18,  1987 

GORMLEY.  LEO  JOSEPH,  DEP  CHF,  PD,  SOMERVILLE,  MASSACHUSETTS  -  JULY  12,  1984 

GOUPIL,  RENE  ALBERT,  LT,  ME  SPOL,  AUGUSTA,  MAINE  -  JANUARY  25,  1990 

GOHEN,  C  V,  COP,  FOLKSTON,  GEORGIA 

GRADY   F.  CLARKE,  CPT  OF  DET,  PD,  GREAT  FALLS,  MONTANA  -  JULY  24,  1959 

GRAEFE,  ROBERT  I.,  COP,  REDLANDS,  CALIFORNIA  -  JULY,  1990  „.„,„  ,«   ,»-,-, 

GRAFFEO,  JOHNNY  j!,  INSPR,  ST  MARY  PARISH  SO,  FRANKLIN,  LOUISIANA  -  SEPTEMBER  19,  1977 

GRAHAM,  ASHLEY,  CHIEF  OF  POLICE,  PD,  SPRINGVILLE,  UTAH  -  JANUARY  20,  1975 

GRANT,  GARY  R,  MAJ,  MD  SPOL,  BALTIMORE,  MARYLAND  -  JULY  25,  1997 

GRANT,  RICHARD  ALONZO,  SGT,  PD,  LOS  ANGELES,  CALIFORNIA 

GRAVES,  ORREN  L.,  ASST  CHF,  PD,  LINCOLN,  NEBRASKA  -  MAY  27,  1965 

GRAHUNDER,  LESTER  W,  DIR  OF  TNG,  DPT  OF  CNTRL  POL  S,  ORCHARD  PARK,  NEH  YORK 

GRAY,  CARL,  JR.  LTC,  KN  HPTL,  TOPEKA,  KANSAS  -  DECEMBER  31,  1983   

GRAY  HERBERT  F.,  MAJ,  NH  SPOL,  CONCORD,  NEW  HAMPSHIRE  -  DECEMBER  15,  1966 
GRAY,  JOHN  F,  COP,  STARKVILLE,  MISSISSIPPI 

GRAYSON,  HORACE  v'   CHIEF  OF  POLICE,  BAKERSFIELD,  CALIFORNIA  "JANUARY  7,  1967 
GREATHOUSE,  MERRILL  A.,  SHF  OF  UPSON  CO,  THOMASTON,  GEORGIA  -  APRIL  23,  1991 
GREELY,  L.  L.,  INSPECTOR,  PD,  PORTLAND,  MAINE  -  MAY  5,  1949 
GREEN,  LEO  R.,  CHIEF  OF  POLICE,  VESTAL,  NEW  YORK  -  OCTOBER  17,  1968 
GREEN,  MICHAEL  L,  COP,  CROMWELL,  CONNECTICUT  -  FEBRUARY  2,  1992 
GREENH0E   HAROLD  B.,  DET  SGT,  PD,  COLORADO  SPRINGS,  COLORADO  -  MARCH  20,  1947 
GREGORY,  RALPH  H. ,  CAPTAIN,  PD,  JANESVILLE,  WISCONSIN  -  SEPTEMBER  15,  1963 
GREGOHICH,  GEORGE,  JR,  COP,  MONROEVILLE,  PENNSYLVANIA  -  SEPTEMBER  15,  1985 
GREGSON,  ROBERT  F. ,  DEP  SHF  OF  POLK  CO,  DES  MOINES,  IOWA  -  APRIL  1,  1970 
GRESS   JOHN  A.,  CAPTAIN,  PD,  TRENTON,  NEH  JERSEY  -  DECEMBER  30,  1974 

GRIFFIN   EUGENE  W  ,  CRIM  INVSTGR,  ST  ATTY  OFC,  JACKSONVILLE,  FLORIDA  -  AUGUST  12,  1968 
GRIFFIN  WILL  HAYDEN.  (SA,  FBI),  DEP  SHF,  MOREHOUSE,  BASTROP,  LOUISIANA 

GRIFFON   c!  A.,  JR.,  SPEC  INVSTGR,  IBERVILLE  PARISH,  PLAQUEMINE,  LOUISIANA  -  AUGUST  17,  1974 
GRIGGS,  HAROLD  P.,  CHF  DEP  SHF,  COBB  CO  SO,  MARIETTA,  GEORGIA 
GRIMES,  JOHN  H.,  CPT,  MECKLENBURG  CO  PD,  CHARLOTTE,  NORTH  CAROLINA 
GRIMES,  RODNEY  DEAN,  SAC,  VA  SPOL,  CULPEPER,  VIRGINIA  -  OCTOBER  9,  1983 
GRISHAM,  HERBERT  B,  COP,  SENATOBIA,  MISSISSIPPI 

GROAK,  ELWYN  J.,  DEPUTY  CHIEF,  PD,  LANSING,  MICHIGAN  -  JUNE  7,  1977 
GROGAN,  ALVIN  FRANCIS,  COP,  MILLVALE,  PENNSYLVANIA        ,„,ruDr„  a   ,a-,c 
GROSS,  DANIEL  F.,  CHIEF  OF  POLICE,  SHARON,  PENNSYLVANIA  -  SEPTEMBER  9,  1975 
GROSSGLAUS,  HARRY  H. ,  SHF  OF  STARK  CO,  CANTON,  OHIO  -  OCTOBER  29,  1959 
GRUBERT,  ARTHUR  C. ,  CHF  OF  INSPCTNL  SERV,  PD,  NEW  YORK,  NEH  YORK 
GRUNDISH,  RICHARD  D.,  CPT,  DIV  OF  POL,  DAYTON,  OHIO  -  AUGUST  22,  1974 
GUDURAS,  PETER  G. ,  SUPT  OF  POL,  LOWELL,  MASSACHUSETTS  -  JULY  18,  1971 
GUERRY,  CECIL  SPENCER,  MAJ,  PD,  GEORGETOWN,  SOUTH  CAROLINA  -  MARCH  9   1994 
GUINEY  WALTER  D. ,  CAPTAIN,  PD,  MANCHESTER,  NEW  HAMPSHIRE  -  JANUARY  14,  1949 
GUI NN,  DONALD  C,  CPT,  TN  VALLEY  AUTH,  CHATTANOOGA,  TENNESSEE  -  NOVEMBER  6,  1996 
GULBRAND,  BERDETTE  GRADEN,  LT,  RACINE  CO  SO,  RACINE,  WISCONSIN  -  JULY   1989 
GULLICK,  REX  B,  CHF  OF  DET,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  FEBRUARY  11,  1978 
GUNDERSON,  ASIE  L.,  CHIEF  OF  POLICE,  BAKER,  OREGON  -  FEBRUARY  5,  1970 
GUNTER,  DONALD  W,  LT,  BU  OF  POL,  ERIE,  PENNSYLVANIA 
GUPTILL,  LOVELL  E,  SGT,  PD,  SAN  JOSE,  CALIFORNIA  -  JANUARY  9,  1988 

GURNEE,  JOHN  JR,  CRIM  INVSTGR,  US  ATTY  OFC,  BROOKLYN,  NEH  YORK  -  SEPTEMBER  22,  1990 
GUSEMAN,  JOHN  LEE,  DIR  OF  POL,  VICTORIA,  TEXAS  -  FEBRUARY,  1996 
GUSTAFSON,  CURTIS  T,  LT,  PD,  FAIRBANKS,  ALASKA  -  FEBRUARY,  1989 
HAALS   JERROLD  JAMES,  LT,  PD,  FORT  COLLINS,  COLORADO  -  SEPTEMBER  20,  1991 
HAAS^JErSmE  CHArTeS  MAJ  INSPTR,  LA  SPOL.'bATON  ROUGE,  LOUISIANA  "JANUARY  13,  1981 
HAGANS.  J  W,  SUPT,  PALM  BEACH  CO  PRK  RNGRS,  LAKE  WORTH,  FLORIDA  -  SEPTEMBER  1,  1991 
HAGEN,  THOMAS  L,  DEP  CHF,  PD,  MAPLEHOOD,  MINNESOTA  -  JULY  10,  1993 
HAGGERTY,  CLYDE  J.,  LIEUTENANT,  PD,  STRATFORD,  CONNECTICUT 
HAGUE,  WILLIAM  G. ,  INSPECTOR,  PD,  INDIANAPOLIS,  INDIANA  -  JULY  27,  1978 
HAIGHT,  HOHARD  F,  LT,  PD,  NEWBURGH,  NEW  YORK 

HAINES.  ORINTON  A.,  SGT,  PD,  BATH,  MAINE  -  NOVEMBER  17,  1990  „„,...„.-„  ,-,   ,M« 

HALE,  ETHRIDGEC,  CRIM  INVSTGR,  TN  BU  OF  CRIM  ID,  LIVINGSTON,  TENNESSEE  -  OCTOBER  17,  1995 
HALE,  JESS  F,  COP,  LITTLE  ROCK,  ARKANSAS  -  APRIL  12,  1988 
HALE,  RICHARD  F.,  CAPTAIN,  PD,  BAY  CITY,  MICHIGAN 
HALEY.  EDWIN  G,  CPT,  PD,  ROME,  NEW  YORK  -  OCTOBER  17,  1988 

HALL.  CHARLES  HAROLD,  CHIEF  OF  POLICE,  ORANGEBURG,  SOUTH  CAROLINA  -  JANUARY  30,  1974 
G.  DEHEY,  MARSHAL,  NEW  ALBANY,  MISSISSIPPI  -  MAY  22,  1955 
JAY  L.,  CPT,  FL  HPTL,  TALLAHASSEE,  FLORIDA  -  APRIL  8,  1970 
JOE  J.,  CPT,  KY  SPOL,  FRANKFORT,  KENTUCKY  -  MARCH  28,  1974 

JOHN  E.,  DEP  CHF,  PD,  ANOKA,  MINNESOTA  -  JUNE  20,  1975    mr„muitn   ,D   ,„,, 
JOHN  R.   JR.,  LIEUTENANT,  PD,  CHARLOTTE,  NORTH  CAROLINA  -  SEPTEMBER  18,  1972 
JOSEPH  C,  COP,  ASHEVILLE,  NORTH  CAROLINA  -  NOVEMBER,  1992 
STACY  R.,  SHF  OF  FRANKLIN  CO,  COLUMBUS,  OHIO  -  FEBRUARY  25,  1971 
H.  T.,  CHIEF  OF  POLICE,  SPRINGFIELD,  ILLINOIS  -  MARCH  12,  1989 
HALTER,  (SA,  FBI),  MEMPHIS,  TENNESSEE  -  MARCH  5,  1987 


HALL, 
HALL, 
HALL, 
HALL, 
HALL, 
HALL, 
HALL, 
HALL, 
HALL, 


HALL   WILLIAM  M. ,  CHIEF  OF  POLICE,  PD,  SUMTER,  SOUTH  CAROLINA  -  FEBRUARY  17,  1952 
HACLCE   CHESTER  E,  DIR  OF  CIVILIAN  DEFENSE,  CAMBRIDGE,  MASSACHUSETTS .  -  AUGUST  18,  1983 
HALLMAN   LEONARD  JASPER,  ADMIN  ASST,  DA  OFC,  SAVANNAH,  GEORGIA  "JANUARY  1,  1979 
HALSTEAD,  ROBERT  K,  MAJ  PD,  VIRGINIA  BEACH,  VIRGINIA  -  SEPTEMBER  7,  1986 
HALVERSON,  GEORGE  L,  DIRECTOR,  MI  SPOL,  MASON,  MICHIGAN  -  NOVEMBER  21,  1996 
HAMLIN   J   CARROLL,  PUB  SFTY  COMR,  UTICA,  NEW  YORK  .  ,„ 

HAMMOND,  LOWELL  W,  CHF  OF  DET,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  FEBRUARY  8,  1963 
HAMPTON   RALPH  EDWARD,  ASST  CHF,  PD,  FORT  SMITH,  ARKANSAS  -  SEPTEMBER,  1996 
HANAFIAH,  ABDULLAH  BIN,  DIR  OF  iNVSTGN,  NATL  BU  OF  INV,  KUALA  LUMPUR,  MALAYSIA 
HANKE,  HILLIAM  R.,  INSPR,  LOS  ANGELES  CO  SD,  TRINIDAD,  CALIFORNIA 

HANNA   JAMES,  CHIEF  OF  POLICE,  MEDFORD,  NEW  JERSEY  -  JULY  13,  1975 

HANNAH,  JOE  C,  JR,  INSP,  TN  BU  OF  INVSTGN,  NASHVILLE,  TENNESSEE  -  JANUARY  3,  1989 
HANNON   RICHARD  MARTIN,  POL  COMM,  PD,  HAMDEN,  CONNECTICUT  -  JANUARY,  1998 
HANSEL,  GARY  W,  MAJ,  NB  SPTL,  LINCOLN,  NEBRASKA 
HANSEN,  DAVID  A,  COP,  DALY  CITY,  CALIFORNIA  -  JULY  4,  1988 

DOUGLAS  LEE,  CPT,  NB  STPL,,  NORFOLK,  NEBRASKA  -  SEPTEMBER,  1989 

EDWARD  B.,  COP,  MINNEAPOLIS,  MINNESOTA  -  SEPTEMBER  27,  1978 

ROGER  L.,  LT  OF  DETS,  WALWORTH  CO  SD,  ELKHORN,  WISCONSIN  -  MAY  24,  1979 

Hansen;  hilbur  r,  cop,  racine,  Wisconsin 
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HARRIS, 
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HARBIN,  E.  B.,  LTC,  DEP  DIR,  GA  SPTL,  ATLANTA,  GEORGIA  -  MAY  30,  1973 

HARBOLT,  DALE  M. ,  SA,  REG  OFC  OF  THE  BU  OF  AT&F,  DALLAS,  TEXAS  -  JUNE  7,  1976 

HARBOUR,  T.  D. ,  SUPT,  IDENT  BU,  PD,  MERIDIAN,  MISSISSIPPI  -  MAY  29,  1956 

HARDEMAN,  C  D,  CPT,  PD,  ATLANTA,  GEORGIA  -  DECEMBER  9,  1983 

HARDEN,  GRANT  M,  CHF  INVSTGR,  ST  ATTY  OFC,  BARTOH,  FLORIDA  -  JULY  10,  1993 

HARPOLE,  H  T,  (SEC  CHF,  C&G  RR)  STATE  SENATO,  STARKVILLE,  MISSISSIPPI  -  NOVEMBER  1   1990 

HARR,  MAURICE  A.,  CHF,  UNIV  OF  TX  MEDICAL  BRANCH,  GALVESTON,  TEXAS 

HARRIS,  ARTHUR,  SUPT  OF  POLICE,  MILFORD,  CONNECTICUT  -  MAY  16,  1979 

MARVIN  0.,  TNG  OFCR,  MS  HIGHHAY  SAFETY  PA,  JACKSON,  MISSISSIPPI  -  OCTOBER  10  1972 

MICHAEL  A.,  CPT,  NJ  SPOL,  TRENTON,  NEH  JERSEY 

N.  I...  SERGEANT,  PD,  CHULA  VISTA,  CALIFORNIA  -  JULY  12,  1964 
.  PLATT  J,  DIR  SAFETY,  STATE  UNIV  OF  NY,  ALBANY,  NEH  YORK  -  MAY  5.  1995 
HARRISON,  RUSSELL  HINFIELD,  COP,  SAFETY  HARBOR,  FLORIDA  -  MAY,  1994 
HART,  JOHN  J,  LT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  19,  1983 

HART,  KENNETH  E,  LT,  SANTA  CLARA  CO  SD,  SAN  JOSE,  CALIFORNIA  -  JULY  22,  1980 
HART,  RICHARD  H. ,  COP,  GULFPORT,  MISSISSIPPI  -  OCTOBER  15,  1957 
HARTER,  ALONZOH.,  SERGEANT,  PD,  GALVESTON,  TEXAS 

HARTLEY,  A.  T.,  DEP  MARSHAL,  USMS,  PHOENIX,  ARIZONA  -  JUNE  18,  1960 
HARTLEY,  ERNEST  H. ,  CHF  PTL  DIV,  SO,  JACKSONVILLE,  FLORIDA  -  NOVEMBER  30.  1972 
HARTMAN,  FRED,  DETECTIVE,  PD,  GLENDALE,  CALIFORNIA  -  MAY  14,  1976 
HARVEY,  FRED  A.,  CAPTAIN,  PD,  BISMARCK,  NORTH  DAKOTA  -  MARCH  29,  1988 
HARVEY,  JAMES  K,  INSPTR,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA 
HARVIN,  LIONEL  C,  SGT,  SC  HPTL,  COLUMBIA,  SOUTH  CAROLINA 
HAUKEDAHL,  STANLEY  G,  COP,  KENOSHA,  WISCONSIN 

HAUS,  HAROLD  J,  DETECTIVE  CORPORAL,  PD,  TULSA,  OKLAHOMA  -  JANUARY  27,  1986 
HAVERY,  JOHN  A.,  CAPTAIN,  PD,  STRATFORD,  CONNECTICUT  -  NOVEMBER  1,  1966 
HAHES,  RUSSELL  A.,  COP,  ALEXANDRIA,  VIRGINIA  -  JULY  23,  1990 
HAHK,  JAMES  D. ,  LT,  YUBA  CO  SO,  MARYSVILLE,  CALIFORNIA  -  SEPTEMBER  26,  1976 
HAWKEY,  HERBERT  S.,  COP,  SIOUX  FALLS,  SOUTH  DAKOTA  -  FEBRUARY  14,  1976 
HAWKINS,  BERT  W,  CPT,  DIV  OF  POLICE,  LOUISVILLE,  KENTUCKY 
HAYES,  FRANCIS  JOSEPH,  CPT,  PD,  BROOKLINE,  MASSACHUSETTS  -  APRIL  24,  1997 
HAYS,  HERBERT  J.,  COP,  ASHLAND,  OREGON  -  OCTOBER  7,  1978 
HAYWARD,  ARTHUR  P.,  COP,  NEW  BRITAIN,  CONNECTICUT 

HAZEN,  JAMES,  DEP  SHF,  SAGINAW  CO  SO,  SAGINAW,  MICHIGAN  -  MAY  15,  1960 
HEABERLIN,  STUART  NORMAN,  J,  CHF,  PERKINS  TWP  PD,  SANDUSKY,  OHIO  -  SEPTEMBER  1.  1989 
ur^icI0Mr.E,;ir$?-A  SHERIFF,  COVINGTON  COUNTY  SO,  ANDALUSIA,  ALABAMA  -  AUGUST  27,  1958 

Y'  EVERET,T  SA;.nCR™  JDENT  TECH'  SAN  MATE0  co-  REDWOOD  CITY,  CALIFORNIA  -  JULY  16,  1974 
HEALEY,  JAMES  P.,  COP,  GREENWICH,  CONNECTICUT  -  AUGUST  12,  1964 
HEALY,  JAMES  J,  COP,  ABINGTON,  MASSACHUSETTS  -  JANUARY  13,  1989 
HEBERT,  MAURICE  J.,  CAPTAIN,  PD,  JOLIET,  ILLINOIS  -  OCTOBER  25,  1976 
HECKEL,  ROBERT  T.,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  9,  1958 
HEDEN,  THEODORE  P.,  ACTING  CAPTAIN,  PD,  YOUNGSTOWN,  OHIO  -  NOVEMBER  25,  1964 
HEER,  HENRY  MAYO,  COP,  HENDERSONVILLE,  TENNESSEE 

HEFFERNAN,  JOHN  P,  CPT,  VT  SPOL,  MONTPELIER,  VERMONT  -  FEBRUARY  13,  1988 
HEFNER,  CHARLES  E.,  DETECTIVE,  PD,  LIMA,  OHIO  -  FEBRUARY  27,  1951 
HEIDEN,  JOHN  L,  COP,  EDGEWOOD,  INDIANA  -  JANUARY  5,  1983 

ucJ?icR0BERIu^N,'  CH.F;  SWATARA  TOWNSHIP  PD,  HARRISBURG,  PENNSYLVANIA  -  NOVEMBER  24,  1974 
HEITKER,  FRANCIS  L.,  LT,  POL  DIV,  CINCINNATI,  OHIO  -  JULY  24,  1989 
HEITMAN,  CLINTON  A.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  25.  1972 
HELS,  PHILLIP  J,  LT,  PD,  CHICAGO,  ILLINOIS  -  SEPTEMBER  19,  1980 
SEI!^!-{JAMES  F'  ILT'  MD  SP0L'  PIKESVILLE,  MARYLAND  -  NOVEMBER  25,  1988 
HENDERLIGHT,  PHILIP  W. ,  COP,  CORBIN,  KENTUCKY  -  DECEMBER,  1988 

HENDERSON,  CLARENCE  R.,  CHF  INVSTGR,  VENTURA  CO  DA  OFC,  VENTURA,  CALIFORNIA  -  AUGUST  30   1971 
HENDERSON,  DANIEL  C,  COP,  NEEDHAM,  MASSACHUSETTS  -  FEBRUARY  13  £994  ' 

HENDERSON,  HOWARD  B.,  SGT,  GA  SPTL,  ATLANTA,  GEORGIA  -  JANUARY  4,  1975 
HENDERSON,  JOHN  G,  SR,  CPT,  AL  DPS,  MONTGOMERY,  ALABAMA  -  JANUARY  1,  1986 
HENDRICKS,  WILLIAM  G. ,  COP,  ARMONK,  NEW  YORK  -  JUNE  30,  1972 

t!ISS5ISKSPN'  R-  ■-•*  PUB  SFTY  ADV'  AGY  F0R  INTERNAT,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  APRIL  20 

HENDRIX,  HOWARD  K,  LT,  AR  SPOL,  DE  QUEEN,  ARKANSAS  -  NOVEMBER  15,  1985      ""-»*»«   A™lL  "• 

HENDRY,  E  A,  SHF  OF  COLLIER  CO,  NAPLES,  FLORIDA  -  DECEMBER  5,  1982 

uEuurcf5Y'^*^ER  F"  C0MR'  DPS-  ST  0F  ME-  AUGUSTA,  MAINE  -  FEBRUARY  25,  1974 

HIHHI5IX'  FRANCIS  J.,  SUPT  OF  POL,  PD,  BOSTON,  MASSACHUSETTS  -  SEPTEMBER  15,  1964 

S  JSE.R'u?^i»Lr'  USHF'  BENT0N  C0  S0'  PROSSER,  WASHINGTON  -  JUNE  2,  1976 

urNNiNGA  WALTER  F,  ASST  CHF  INSPR,  PD,  NEH  YORK,  NEW  YORK  -  SEPTEMBER  4,  1984 

Wr^l'    £'  °-'    DET  SGT'  KY  SP0L<  FRANKFORT,  KENTUCKY  -  DECEMBER  24,  1964 

uiuRYJ-wEA5L.J.^.  C0L  C0MR-  PA  SP0L'  HARRISBURG,  PENNSYLVANIA  -  NOVEMBER  6,  1971 

urSnLEu'  R^?SD.,HIk4AM>  INVSTGR.  ST  PRBTN  &  PRLE  OFC,  RICHMOND  HEIGHTS   MISSOURI  -  MAY  11.  1975 

HERDMAN,  RONALD  W,  CAPTAIN,  FRANKLIN  CO  SD,  COLUMBUS,  OHIO  ' 

HERFURTH,  LOREN  M. ,  CAPTAIN,  PD,  FLINT,  MICHIGAN  -  OCTOBER  9,  1969 

HERING,  EVERETT  E.,  COP,  PIEDMONT,  CALIFORNIA  -  APRIL  7,  1980 

ur5K*Knr;  &BJ5I  lm>    LT'  CZ  P0L •  BALBOA  HEIGHTS,  CANAL  ZONE  -  JULY  18,  1971 

ucRuAHSr?  A0PIN0'  J0SE  W"  CPT-  0FC  °F  THE  INSPR  GEN,  POL,  SAN  JUAN,  PUERTO  RICO 

EIRNANSEZ~NAVAS'  ANTONIO,  1ST  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

HERRING,  JAMES  E.,  CHIEF  OF  POLICE,  DOTHAN,  ALABAMA  -  JULY  11,  1970 

HERSEY,  RICHARD  P,  COP,  CARLISLE,  MASSACHUSETTS  -  OCTOBER  4,  1983 

ScR$H?uR*  SFfctMM'J  CHIEF  0F  P0LICE.  LANCASTER,  PENNSYLVANIA  -  MAY  8,  1971 

uERTiiNG,..A.^ERT  E'  DET  SGT'  INSPOL,  INDIANAPOLIS,  INDIANA  -  APRIL  19,  1984 

u^VEY,JAMES  SAA„F,HiEF  ?F  P0LICE'  PD'  DARTMOUTH,  MASSACHUSETTS  -  JUNE  22,  1963 

Hcl5ir^0H^.JA'  DEPUTY  CHIEF-  PATERSON,  NEH  JERSEY  -  MAY  16,  1975 

ulrrruh   LA£5!MCE  AA.DET '  PD-  HEEHAWKEN,  NEW  JERSEY  -  DECEMBER  30,  1981 

ucJJro^'r^/-1  DET  LT*  PD'  BALTIM0RE.  MARYLAND  -  JANUARY  7,  1967 

^a??N'u^5N^  A>  ,lA'    FBI'  PTLM-  PD-  GREECE,  NEW  YORK  -  JANUARY  3,  1981 

ucuAIt!  "SKInS**  JRlJA  IN  CHARGE,  INTELLIGENCE  DIV,  ATLANTA,  GEORGIA  -  DECEMBER  20,  1975 

ui*ttTT6w°^AR2.R;A  ASSISTANT  CHIEF,  PD,  CORPUS  CHRISTI,  TEXAS  -  OCTOBER  5,  1978 

SIAIlA^RAY  A'  PATROLMAN,  PD,  NORTH  PLATTE,  NEBRASKA  -  SEPTEMBER  6,  1985 

H  BBARD,  JOSEPH  A,  CPT,  PD,  LANSING,  MICHIGAN  -  JUNE,  1987 

BlSI'  QAM..E.r.  V  C^F  ?l   f;?1L,ICE'„SACRAMENT0'  CALIFORNIA  -  DECEMBER  5,  1971 
HICKS,  SAMUEL  E.,  LTC,  LS  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

uIP^G^AT^CINT0'  MAJ'  P0L  0F  PR.  SAN  JUAN,  PUERTO  RICO  -  APRIL,  1983 

H  rr  Kc °Tr?nirrIRK  C-,6  CPi;DSA?TA  BARBARA  CO  SO,  SANTA  MARIA,  CALIFORNIA  -  MARCH  9,  1949 

SJrSJ?c,'nGESRSE,n-',JR;'  PJ5  0F  SEC'  ST  J0HNS  RIVER  JR'  PALATKA,  FLORIDA 

E!FHF-IfLD'  D0NALD  JAMES,  COP,  RIVERVIEW,  MICHIGAN  -  OCTOBER  3,  i990 

unlnSu'  J^5ISCE.J'ArCHIEF  0F  P0LICE,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  4,  1976 

uJhB0RKl„C^ESTER  L'  DEP-  HARRIS  CO  SD,  HOUSTON,  TEXAS  -  OCTOBER,  1992 

SKL'  HA5Rc  ^i.CHIEF  0F  P0LICE'  RIDGWAY,  PENNSYLVANIA  -  AUGUST  19,  1966 

HILL,  JAMES  EDWARD,  SUPT  OF  POL,  GLEN  ELLYN,  ILLINOIS 

u?hh*  5ISSIIH  M"  CHIEF  0F  P°LICE,  EUREKA,  CALIFORNIA  -  JUNE  17,  1971 

HJni™°B5?™4  ?EPL£HF'  PD'  L0NG  BEACH.  CALIFORNIA  -  DECEMBER  12,  1980 

mLrM,ERi  VICI?5Tft  C0P'  FAIRMONT,  MINNESOTA  -  MARCH  5,  1997 

uJHnrLE^u^RLETTE'  LT'  MI  SP0L>  EAST  LANSING,  MICHIGAN  -  JUNE  5,  1961 

utuSd'  "till  &    C0^  UKE  CITY'  S0UTH  CAROLINA  -  FEBRUARY  13,  1985 

'  iAM£,S,n0r'  SHCx?r  SARiSfr^'  INDIANAPOLIS,  INDIANA  -  SEPTEMBER  27,  1963 
Hioll'    ARIHcRuF,,nCHIlFu?F.  PSkICE'  DES  PLAINES,  ILLINOIS  -  FEBRUARY  28,  1979 
uJR5I^.^ES  M->  PATROLMAN,  PD,  BILLINGS,  MONTANA  -  AUGUST  30,  1960 
HITZFELDER,  CHARLES  JOSEPH,  SHF  OF  MEDINA  CO,  HONDO,  TEXAS 
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HOPKINS, 
HOPTON, 
HORIGAN, 


1995 


APRIL  7,  1975 


1972 


1948 


HIXENBAUGH,  ALONZO,  LIEUTENANT,  PD,  HHEELING,  HEST  VIRGINIA  -  JANUARY  16,  1983 

HLAVATY,  AUGUST,  CHF  IN  CRGE,  PALISADES  INTERST,  BEAR  MOUNTAIN,  NEH  YORK  -  FEBRUARY  16,  1979 

HLISTA,  HALTER,  COP,  HARHONY  TSP  PD,  AMBRIDGE,  PENNSYLVANIA  -  FEBRUARY  28,  1963 

HOBBS,  CURTIS  LESLIE,  CHF  DEP  SHF ,  SUMTER  CO  SO,  SUMTER,  SOUTH  CAROLINA  -  JANUARY  6,  1965 

HOBSON,  RALPH  D. ,  CHF  CRIM  DEP,  CHELAN  CO  SO,  WENATCHEE,  HASHINGTON  -  OCTOBER  19,  1968 

HODGSON,  H.  HAROLD,  INSPR,  METRO  TORONTO  PD,  TORONTO,  CANADA  -  JULY  27,  1976 

HOFF,  CLARENCE  JOHN,  DEP  SHF,  LAKE  CO,  WAUKEGAN,  ILLINOIS  -  OCTOBER  7,  1971 

HOGAN   MIKE  L,  CHF,  ENF  DIV,  LA  ST  HLDLFE  &  F,  NEH  ORLEANS,  LOUISIANA  -  DECEMBER  6,  1985 

HOLBY,  EARL  H.,  CHIEF  OF  POLICE,  SHARON,  PENNSYLVANIA  -  OCTOBER  5,  1976 

HOLCOMBE,  HOODROH,  CHF  SEC  OFCR,  GRIFFIN  SPALDING,  GRIFFIN,  GEORGIA  -  AUGUST  27,  1977 

HOLDSHORTH,  BERNARD  K,  MAJ,  ME  SPOL,  AUGUSTA,  MAINE  -  JANUARY  7,  1985 

HOLIDAY,  JOSEPH,  (SA,  FBI),  COP,  BRATTLEBORO,  VERMONT  -  MARCH  13,  1990 

HOLIFIELD,  LLOYD  E,  LT  OF  DET,  PD,  ANCHORAGE,  ALASKA  -  OCTOBER  16,  1983 

HOLLAND,  JESSE  KENNETH,  JR.,  HIGH  CONSTABLE,  CHESAPEAKE,  VIRGINIA  -  OCTOBER  14,  1978 

HOLLAND,  NICHOLAS  H. ,  CHIEF  OF  POLICE,  PD,  SALISBURY,  MARYLAND  -  APRIL  4,  1974 

HOLLANDER,  GERALD  JOHN,  MAJ,  PD,  ST.  PETERS,  MISSOURI 

HOLLENBECK,  HOHARD  F.,  CHIEF  OF  POLICE,  PD,  HOOD  RIVER,  OREGON  -JULY  8,  1947 

HOLLINGSHEAD,  LARRY  M. ,  HO,  USMC,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  MAY  31,  1970 

HOLLINGSHORTH,  CLARENCE  A,  SHF  OF  HASHINGTON  CO,  GREENVILLE,  MISSISSIPPI  _T_rn 

HOLMES,  DARREU  0.,  CPT,  CHF  JAILER  SPOKANE  CO  SO,  SPOKANE,  WASHINGTON  -  OCTOBER  24,  1976 

HOLMES   J.  GORDON,  INSPR,  BALTIMORE  CO  POL  BU,  TOWSON,  MARYLAND  -  JANUARY  23,  1997 

HOLT,  CHARLES  S.,  SERGEANT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  OCTOBER  23,  1950 

HOLT   ERNEST  WILLIAM,  SERGEANT,  PD,  ATTLEBORO,  MASSACHUSETTS  -  FEBRUARY  11,  1966 

HOLT   J.  LESTER,  CHIEF  OF  POLICE,  FORT  LAUDERDALE,  FLORIDA  -  FEBRUARY  15,  1967 

HOLT   RUSSELL  R.,  DEP  SHF,  JEFFERSON  PARISH  SO,  GRETNA,  LOUISIANA  -  APRIL  7,  1968 

HOLTZMAN,  HILSON  R,  CHF,  USMS,  NEWARK,  NEW  JERSEY  -  OCTOBER  12,  1983 

HOOD,  OSCAR  LAMAR,  ASST  CHF,  PD,  MILLEDGEVILLE,  GEORGIA  -  FEBRUARY  7,  1961 

HOOKER,  JOHN  MYRON,  CAPTAIN,  PD,  GRAND  JUNCTION,  COLORADO  -  NOVEMBER  24,  1966 

MELVIN  CURTIS,  LT,  MECKLENBURG  CO  PD,  CHARLOTTE,  NORTH  CAROLINA  -  AUGUST  16,  1995 

ANDREW  L.,  CHF  CRIM  DEP  SHF,  HINDS  CO  SO,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  6,  1971 
ROBERT  FLOYD,  JR,  CPT,  HIGHLANDS  CO  SD,  SEBRING,  FLORIDA  -  JULY  10,  1995 
J.  EDWARD,  CAPTAIN,  PD,  ELMIRA,  NEW  YORK  -  JANUARY  27,  1969 
HORNBUCKLE,  HOWARD  F.,  SHF  OF  SANTA  CLARA  CO,  SAN  JOSE,  CALIFORNIA  -  MAY  7,  1962 
HORNE,  WILSON  S.,  PATROLMAN,  PD,  EVANSVILLE,  INDIANA  -  MAY  26,  1958 
HORSMAN,  BYARD  H. ,  CHIEF  OF  POLICE,  PD,  IPSWICH,  MASSACHUSETTS  -  MAY  5,  1953 
HORTON,  JOSEPH  M,  INSPR,  USSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  4,  1985 
HORTON   RICHARD  E.,  SR.|  LTC,  ASST  SUPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  JULY  27,  1978 
HORTON,  SMITH  S.,  CHIEF  OF  POLICE,  ROME,  GEORGIA  -  DECEMBER  20,  1973 
HOSE,  F  BARTON,  DEP  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK  -  SEPTEMBER  9,  1983 
HOUGH,  ROBERT  E.,  DEP  CHF,  ALLEN  CO  PD,  FORT  WAYNE,  INDIANA  -  DECEMBER  16,  ' 
HOUSTON,  DAVID  L.,  LIEUTENANT,  PD,  OAK  RIDGE,  TENNESSEE  -  OCTOBER  7,  1952 
HOHARD,  GEORGE  T,  JR,  LT,  PD,  NEW  YORK,  NEW  YORK 

HOWELL,  RICHARD  B.,  JR.,  CPT,  DE  SPOL,  DOVER,  DELAWARE  -  JUNE  21,  1998 
HOHERTON,  J.  SPENCER,  MAJ,  COMD  OFCR,  DET  DIV,  RICHM,  RICHMOND,  VIRGINIA  - 
HOHERTON,  JAMES  RALPH,  COP,,  MIDDLETOWN,  OHIO  -  OCTOBER  29,  1986 
HOWERTON,  ROLAND  R. ,  COP,  FORT  WORTH,  TEXAS  -  NOVEMBER  1,  1998 
HOWLAND,  JOHN  T,  DIR,  NEW  ENG  INSTUTE  OF  LAW  EN,  WELLESLEY,  MASSACHUSETTS 
HOY,  JOHN  E.,  SHF  OF  WESTCHESTER  CO,  WHITE  PLAINS,  NEW  YORK  -  OCTOBER  15, 
HOYT,  CLEMENT  W. ,  DET  LT,  PD,  PHOENIX,  ARIZONA  -  JUNE  15,  1962 
HRUBAN,  JOHN  FRANK,  LT,  PD,  INDIANAPOLIS,  INDIANA  -  MAY  14,  1988 
HUBBARD,  GEORGE  N. ,  CHIEF  OF  POLICE,  PD,  LACONIA,  NEW  HAMPSHIRE  -  JUNE  9, 
HUBBARD,  NORMAN  HILNER,  CAPTAIN,  PD,  TEMPLE,  TEXAS  -  APRIL  19,  1952 
HUBER,  JOSEPH  G. ,  CHIEF  OF  POLICE,  PD,  ELGIN,  ILLINOIS  -  OCTOBER  17,  1963 
HUBERT,  RAYMOND  W. ,  CHIEF  OF  POLICE,  WEST  SPRINGFIELD,  MASSACHUSETTS  -  MARCH  24,  1978 
HUCHINGSON,  ROY  V.   INVSTGR,  FL  FOREST  SERV,  TALLAHASSEE,  FLORIDA  "NOVEMBER  10,  1956 
HUDDLESTON   CLARENCE  WOODROW,  DET  CPT,  PD,  MIAMI  BEACH,  FLORIDA  -  DECEMBER  2,  1969 
HUDDLESTON,  S  E,  INSPR,  PD,  MEMPHIS,  TENNESSEE 
HUDEC,  DANIEL  A.,  LT,  PD,  TEMPLE,  TEXAS  -  NOVEMBER  12,  1991 
HUDMAN,  FLOYD  C.   JR.,  CPT  OF  DET,  PD,  ODESSA,  TEXAS  -  DECEMBER  1,  1976 
HUGHES   EDWARD  C. ,  LIEUTENANT,  PD,  WEBSTER  GROVES,  MISSOURI  -  AUGUST  16,  1972 
HUGHES   JAMES  H,  ASST  TO  THE  COMM,  DPS,  FRANKFORT,  KENTUCKY 

HUGHES,  NELSON,  COP,  TAMAQUA,  PENNSYLVANIA  -  DECEMBER  31,  1937  n^rMn   „  ,„,, 

HULME   RICHARD  ARNOLD,  DEP  SHF,  OKLAHOMA  CO  SO,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  9,  1967 
HUNDLEY,  R.  J.,  COP,  PRAIRIE  VILLAGE,  KANSAS  -  JANUARY  8,  1995 
HUNSAKER,  GOLDEN  L.,  CHIEF  OF  POLICE,  GLOBE,  ARIZONA  -  DECEMBER  31,  1954 
HUNT,  RAYMOND  V.,  LIEUTENANT,  PD,  HAZEL  PARK,  MICHIGAN  -  JUNE  20,  1956 
HUNTER,  DONALD  GLENN,  JR,  CHF,  MAHONING  TWP  PD,  DANVILLE,  PENNSYLVANIA 
HUNTER,  HOWARD  0.,  CAPTAIN,  PD,  INDIANAPOLIS,  INDIANA  -  APRIL  26,  1975 
HUNTER  MELVILLE  A,  SUPV,  ST  PENITENTIARY,  BISMARCK,  NORTH  DAKOTA  -  JULY, 
HUNTSMAN,  REX  LEE,  SHF,  SEVIER  CO  SO,  RICHFIELD,  UTAH  -OCTOBER,  1984 
HURDEN,  RUSSELL  H. ,  CHIEF  OF  POLICE,  SPRING  LAKE,  NEW  JERSEY  -  AUGUST  27, 
HURLBERT,  WILLIAM  E.,  INSPECTOR,  PD,  JACKSONVILLE,  FLORIDA  -  JANUARY  2,  1977 
HURLBUT,  VINCENT  B.,  CHIEF  OF  POLICE,  WEST  HARTFORD,  CONNECTICUT  -  MARCH  14,  1971 

HUSMAN   GERALD  RAY.  COP.  WEST  ST  PAUL,  MINNESOTA  -  APRIL  20,  1993  

HUTCHINS   ARTHUR  L,  CPT,  STAFF  INSTR  GA  POL  ACDMY,  ATLANTA,  GEORGIA  -  JANUARY  14  1992 
HUTCHINSON,  EDHARD  L,  JR  ASST  CHF  INVSTGR,  SHELBY  CO  AT,  MEMPHIS,  TENNESSEE  -  OCTOBER  11,  1996 
IBBOTT,  FREDERICK  H. ,  CHIEF  OF  POLICE,  TROY,  NEW  YORK  -  OCTOBER,  1967 
ICE,  KENNETH  LYLE,  POLICE  LIEUTENANT,  PD,  TUCSON,  ARIZONA  -  MARCH  31,  1968 
INGLE,  KERMIT  D. ,  LIEUTENANT,  PD,  ASHEVILLE,  NORTH  CAROLINA  -  DECEMBER  6,  1975 
NGLIS,  DONALD  R. ,    CPT,  SAN  BERNARDINO  CO  SO,  SAN  BERNARDINO,  CALIFORNIA  -  DECEMBER  25,  1979 
INGOLDSBY,  JAMES  F.,  MAJ,  SUPT  OF  POL,  PD,  ROANOKE,  VIRGINIA  -  OCTOBER  25,  1962 
INGRAM   HOHARD  R. ,  DETECTIVE,  PD,  WILMINGTON,  DELAWARE  -  JUNE  8,  1944 
I RIZARRY-GOMEZ,  RAFAEL,  INSPR,  SPC  INVSTGNS  BU,  SAN  JUAN,  PUERTO  RICO  -  MAY  19,  1985 
ISGRIGG,  ROY  E.,  CHIEF  OF  POLICE,  PD,  JOPLIN,  MISSOURI  -  MARCH  3,  1962 

JACKSON,  CLARENCE,  COP,  LODI ,  CALIFORNIA  -  SEPTEMBER  16,  1980  ».,„,-.   ,„«, 

JACKSON   CLIFFORD  ERNEST,  STAFF  INSPR,  HAMILTON-WENTWORT,  HAMILTON,  CANADA  -  AUGUST,  1996 
JACKSON,  JOHN  J.,  CAPTAIN,  PD,  NEW  ORLEANS,  LOUISIANA 
JACOBE,  CYRIL  EUGENE,  DEP  CHF,  PD,  GREEN  BAY,  WISCONSIN 
JACOBSMEYER,  ADOLPH  C,  LTC,  ASS  COP,  ST.  LOUIS,  MISSOURI 
JAGD,  RICHARD  H. ,  COP,  GRAND  FORKS,  NORTH  DAKOTA  -  NOVEMBER  1,  1979 

JAMES,  M.  MEADE,  AREA  SUPV  PRLE  OFCR,  MT  ST  PRL,  KALISPELL,  MONTANA  -NOVEMBER  24,  1968 
JANAITES,  STANLEY  JOHN,  LIEUTENANT,  PD,  NEW  BRITAIN,  CONNECTICUT  -  DECEMBER  5,  1967 
JANES.  WILLIAM  E,  JR,  COP,  BRISTOL,  RHODE  ISLAND 

JANIEC,  EDHARD  f!,  CAPTAIN,  PD,  WALLINGTON,  NEW  JERSEY  -  NOVEMBER  30,  1970 
JANONIS,  THEODORE  S.,  CAPTAIN,  PD,  BROWN  DEER,  WISCONSIN 

JEFFORDS,  MARION  M. ,  CAPTAIN,  PD,  WILMINGTON,  NORTH  CAROLINA  -  MAY  31,  1975 
JENKINS,  LEROY  C,  COP,  RACINE,  WISCONSIN  .,,, 

JENKINS   LYLE  E.,  SHF  OF  NAVAJO  CO,  HOLBROOK,  ARIZONA  -  DECEMBER  16,  1974 
JENNINGS,  MARTIN  CHIEF  OF  POLICE,  MADISON,  NEW  JERSEY  -  JANUARY  22,  1971 
JENNINGS,  MICHAEL  NORMAN,  CPT,  PD,  KENNEWICK,  WASHINGTON 
JENSEN,  ANTON  G. ,  CAPTAIN,  PD,  MENOMINEE,  MICHIGAN  -  FEBRUARY  16,  1964 
JENSEN   CARL  C,  PATROLMAN,  PD,  PIERRE,  SOUTH  DAKOTA  -  FEBRUARY  5,  1996 
JENSEN,  MERLE  D,  SHF  OF  DOUGLAS  CO,  ROSEBURG,  OREGON  -  JUNE  10,  1993 
JETT   LEWIS  E.,  DETECTIVE,  PD,  SPARTANBURG,  SOUTH  CAROLINA  -  SEPTEMBER  26,  1972 
JETtI  R.  H.,  CHF  OF  DET,  PD,  NASHVILLE,  TENNESSEE 


1982 
1973 


PAGE 


330 


163 

3 

36 

HI 

52 

118 

68 

37 

20 

56 

101 

17 

37 

48 

60 

45 

41 

126 
22 
13 

139 
8 
78 
25 
34 
62 
46 
92 
16 
61 

112 
36 

162 
63 

123 
23 
35 
22 
42 
51 
97 
32 
71 
48 
62 
85 
92 
89 
60 
10 
43 
29 

110 

72 

76 

2 

92 

138 
29 
57 
21 
39 
52 
55 
67 
88 
14 
6 
112 

90 
12 

25 

29 
114 

20 
103 

24 

37 

25 

21 

63 

26 

18 

71 

62 

80 

25 

37 

40 

25 

33 

28 

22 

64 
135 

58 

93 
138 

81 

26 

14 

12 
106 

15 

48 


JOHNSON, 
JOHNSON, 
JOHNSON, 
JOHNSON, 


JOHNSON, 

JOHNSON, 

JOHNSON, 

JOHNSON, 

JOHNSTON, 

JOHNSTON, 


1969 


1980 


JEU,  MICHAEL  ALAN,  SGT,  PD,  NORTH  LITTLE  ROCK,  ARKANSAS  -  APRIL  7,  1998 
JEHELL,  DANA  E.,  CAPTAIN,  PD,  PORTLAND,  OREGON  -  SEPTEMBER  6,  1941 
JOHNSON,  DAVID  H.,  CHIEF  OF  POLICE,  PD,  PORTLAND,  OREGON  -  JULY  8,  1964 

DONALD  L.,  DEP  CHF,  PD,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  FEBRUARY,  1995 

HENRY  C,  CPT,  NC  ST  HPTL,  RALEIGH,  NORTH  CAROLINA  -  MAY  12,  1965 

HENRY  CHRIS,  SR,  CHF  DEP,  ANDERSON  CO  SD,  CLINTON,  TENNESSEE  -  AUGUST  11,  1981 

JOHN  FERGUSON,  JR.,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  NOVEMBER  17.  1977 
JOHNSON,  KENNETH  CHARLES,  CPT,  PD,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  24,  1981 
JOHNSON,  KENNETH  K.,  DIR  OF  SEC,  PUB  SCHOOLS,  COLUMBIA,  MISSOURI  -  OCTOBER  28,  1993 

M.  FRED,  DEP  CHF,  PD,  ALBUQUERQUE,  NEH  MEXICO  -  NOVEMBER  19,  1988 

ROBERT  L.,  SGT,  PD,  COVINGTON,  KENTUCKY 

THOMAS  EUGENE,  CHIEF  OF  POLICE,  PD,  LEHISTOHN,  MAINE  -  OCTOBER  25,  1948 

HILBUR  DEHEY,  SHF  OF  SIERRA  CO,  DOHNIEVILLE,  CALIFORNIA  -  NOVEMBER  25,  1967 
JAMES  HERBERT,  CHF  DEP  HARDEN,  CHATHAM  CO  PRI ,  SAVANNAH,  GEORGIA  -  FEBRUARY  19. 
LEHIS  S.,  SHF  OF  RANDALL  CO,  CANYON,  TEXAS  -  AUGUST  14,  1972 
JOHNSTON,  S  CLARENCE,  COP,  CHELTENHAM  THP,  ELKINS  PARK,  PENNSYLVANIA  -  JUNE  12,  1980 
JOHNSTON,  HILLIAM  FREDERICK,  INVSTGR,  PUB  DEFENDERS  OFC,  JACKSONVILLE,  FLORIDA  -  JULY  12 
JOHNSTON,  HILLIAM  R,  LT,  STATE  UNIV  OF  NY  DPS,  CORTLAND,  NEH  YORK  -  JUNE  2,  1986 
JOINER,  HILLIAM  DUPREE,  COP,  GAINESVILLE,  FLORIDA  -  AUGUST  29,  1997 
JONES,  BENJAMIN  L.,  CHIEF  OF  POLICE,  HUTCHINSON,  KANSAS  -  OCTOBER  15,  1972 
JONES,  DONALD  CURTIS,  LT,  PD,  MOORHEAD,  MINNESOTA  -  AUGUST  16,  1988 
JONES,  EUGENE  S,  (SA,  FBI),  DEP  SHF,  SAN  BERNAR,  SAN  BERNARDINO,  CALIFORNIA 
JONES,  FLOYD  J,  USHF,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA  -  MARCH  12,  1993 
JONES,  FRED  P.,  CHIEF  OF  POLICE,  PD,  MAYESVILLE,  SOUTH  CAROLINA  -  DECEMBER  29,  1956 
JONES,  GEORGE  E.,  LT,  PD,  RICHMOND,  CALIFORNIA  -  NOVEMBER,  1978 
JONES,  GEORGE  THURMAN,  CHF  DEP  SHF,  GUILFORD  CO  SD,  GREENSBORO,  NORTH  CAROLINA 
JONES,  HOHARD  H. ,  CHIEF  OF  POLICE,  EL  PASO,  TEXAS  -  NOVEMBER  28,  1972 

JONES,  JACK,  CHF  INSPR,  SAN  MATEO  CO  DA  OFC,  REDHOOD  CITY,  CALIFORNIA  -  OCTOBER  6.  1979 
JONES,  LAHRENCE  0,  COP,  ROCK  ISLAND,  ILLINOIS 
JONES,  ORVILLE  A.,  CPT,  PD,  DALLAS,  TEXAS  -  AUGUST,  1989 

JONES,  R  DAVID,  ASST  DIR,  BU  OF  CRIM  INVSTGN,,  RICHMOND,  VIRGINIA  -  JUNE  16.  1985 
JONES,  RUSSEL  RAHMES,  DIR  OF  SEC,  MIAMI  UNIV,  OXFORD,  OHIO 
JONES,  SAXTON  RANDALL,  CPT,  FL  HPTL,  TALLAHASSEE,  FLORIDA  -  MAY  1,  1995 
JONES,  SIDNEY  ALLEN,  CHIEF  OF  POLICE,  PD,  RIALTO,  CALIFORNIA  -  JUNE,  1993 
JONES,  VERTREES  BOYD,  COP,  SOMERSET,  KENTUCKY 

JONES,  HILLIAM  HENRY,  CHIEF  OF  POLICE,  PD,  ALTAVISTA,  VIRGINIA  -  MAY  31,  1954 
JONES,  HILLIAM  R. ,  MAJ,  DPS,  MONTGOMERY,  ALABAMA  -  APRIL,  1989 
JONY,  JOSEPH  L.,  MAYOR,  CARLSTADT,  NEH  JERSEY  -  OCTOBER  20,  1974 
JORDAN,  E.  BODIE,  LT,  FL  HHY  PTL,  TALLAHASSEE,  FLORIDA 

JORDAN,  HERBERT  J.,  CHIEF  OF  POLICE,  PD,  BURR  OAK,  MICHIGAN  -  AUGUST  20,  1960 
JORDAN,  RALPH  L,  SERGEANT,  PD,  MOBILE,  ALABAMA  -  SEPTEMBER  29,  1984 

JORDAN,  RICHARD  F,  PRISON  ADMIN,  ATLANTA  CITY  PRI,  ATLANTA,  GEORGIA  -  FEBRUARY  28.  1987 
JOSEPH,  DHIGHT  H,  COP,  PERRY  THP  PD,  DUBLIN,  OHIO  -  SEPTEMBER  27,  1982 
H2.S.^HA  EDWARD  M->  INSPR,  PD,  PORT  OF  NY  AUTH,  NEH  YORK,  NEH  YORK  -  JUNE  3,  1962 

Sff^E^'Cf.^/ffiSKB:  M?^5'-ugE^ER?A!KroM' DISTRICT  0F  C0LUMBIA  - DECEMBER  20- 1971 

JOYCE,  HILLIAM  N,  COP,  EVANS,  NEH  YORK  -  MAY  17,  1980 

JOYNER,  ROBERT  E.,  CAPTAIN,  PD,  PORTSMOUTH,  VIRGINIA  -  MAY  1,  1978 

JUDD,  KEITH,  CHIEF  OF  POLICE,  PD,  CALDHELL,  IDAHO  -  MARCH  3,  1965 

Hnr£iNS,!,T.E£ERIETT'  DEP  SHF'  ROCKINGHAM  CO  SO,  EPPING,  NEH  HAMPSHIRE  -  OCTOBER  22,  1956 

JUECH,  HILBUR  D. ,  ASST  CHF,  PD,  HEST  BEND,  HISCONSIN  -  APRIL  5,  1954 

JatJcv'  rcD?,-A  ADMI^,^W^!ID  0RDER  DIV'  ST  D'  SLEIGH,  NORTH  CAROLINA  -  JANUARY  6,  1975 

KAILEY,  GERALD  D,  ACTING  COP,  ARVADA,  COLORADO  -  MAY  2,  1983 

KALNOSKE,  BERNARD  J.,  COP,  ANNAPOLIS,  MARYLAND  -  FEBRUARY  8,  1980 

SAL.?T,A;>,JER0ME.  M-'  DEpUTY  CHIEF,  PD,  NORTH  TONAHANDA,  NEH  YORK  -  FEBRUARY  13,  1975 

KAMINSKY,  F.  F.,  COP,  SACRAMENTO,  CALIFORNIA  -  JANUARY  20,  1973 

KANE,  HILLIAM  T,  ASST  CHF,  NASSAU  CO  PD,  MINEOLA,  NEH  YORK  -  JUNE,  1992 

KANEHAILUA,  MITCHELL  K,  INSPR,  HI  CO  PD,  HILO,  HAHAII  -  SEPTEMBER  21,  1984 

vlnh   E?>?,^.CVf   2LSEC'  UNIV  0F  WASHINGTON,  SEATTLE,  HASHINGTON  -  MARCH  31,  1971 

^A^E'^^5^L  E'  CPT  0F  DET'  PD<  JANESVILLE,  HISCONSIN  -  DECEMBER  24,  1982 

KARL,  GEORGE  M. ,  CAPTAIN,  PD,  PEORIA,  ILLINOIS  -  MARCH  17,  1955 

KARNOPP,  MERLE  C,  SHF  OF  LANCASTER  CO,  LINCOLN,  NEBRASKA 

KARSONOVICH,  HALTER  FRANCIS,  COP,  SHARPSVILLE,  PENNSYLVANIA  -  AUGUST  9,  1964 

KARST,  JOHN  F.,  DEP  CHF,  PD,  JERSEY  CITY,  NEH  JERSEY  -  OCTOBER  12,  1972 

KAST,  LAHRENCE  M. ,  ACTING  CHIEF,  FRESNO,  CALIFORNIA  -  OCTOBER  22,  1977 

KEARNS,  HILLIAM  J.,  COP,  GARDEN  CITY,  NEH  YORK 

KEATING,  PATRICK  J.,  COP,  IRVINGTON,  NEH  JERSEY  -  OCTOBER  5,  1974 

£EAJIuG*  ,Iu?cA^  H!i   St£T  ?FrJDENT  BU'  PD'  SANTA  BARBARA,  CALIFORNIA  -  FEBRUARY  18,  1969 

KEEGAN,  JAMES  J,  LT,  PD,  EAST  HARTFORD,  CONNECTICUT  -  APRIL  2,  1993 

KEEGAN,  THOMAS  M,  DEP  CHF,  HAMILTON  THP  PD,  TRENTON,  NEH  JERSEY  -  JULY,  1987 

J  J-  NfIL  B;,  INVSTGR,  FL  BEVERAGE  DEPT,  TAMPA,  FLORIDA  -  JANUARY  12,  1970 

KEENE,  FORREST  E.,  COP,  UNIVERSITY  PARK,  TEXAS 

£cJRhE,DT^?vA?'  SHJP  0F  P0LICE.  pD.  EDHARDSVI,  KINGSTON,  PENNSYLVANIA  -  MAY  24,  1957 

Kl.1IStBBIkkLb*  %SUPERvISORY  DEPUTY,  USMS,  DENVER,  COLORADO  -  MAY  22,  1983 

KELEHER,  ROBERT  V,  CPT,  PD,  CHICAGO,  ILLINOIS  -  MAY  31,  1994 

KELEHER,  THOMAS,  CPT,  PD,  TOHN  OF  TONAHANDA,  NEH  YORK 

vl^lo'    ^E0RSLH-^iNVfIGR,.«C0  DISTRICT  ATTY  OFC,  SAN  LUIS  OBISPO,  CALIFORNIA  -  DECEMBER  2,  1968 

KELLER,  J.  CROY,  COP,  ST.  JOSEPH,  MISSOURI  -  AUGUST  31,  1952 

5cHSY»«[f2,;l*  5HF  0F  LAWRENCE  CO,  DEADHOOD,  SOUTH  DAKOTA  -  MARCH,  1981 

2ILLY,'  CHARLES  E,  DET,  PD,  PASSAIC,  NEH  JERSEY  -  MARCH  9,  1984 

Ec^v'  ^HRi5T0^IR  MICHAEL,  CPT,  PD,  CLIFTON,  NEH  JERSEY  -  DECEMBER  17,  1962 

KELLY,  FRANK,  COP,  SAN  RAFAEL,  CALIFORNIA  -  APRIL  12,  1976 

£lhLY,'  J.A.M,E1SnF-;.J-T'  PD'  NEH  BRITAIN,  CONNECTICUT  -  OCTOBER  9,  1978 

KELLY,  JOHN  P,  COP,  UPPER  ST  CLAIR,  PENNSYLVANIA  -  APRIL,  1992 

KELLY,  JOSEPH  B.,  COP,  NEH  BRITAIN,  CONNECTICUT  -  MAY  8,  1989 

EI^w*  ^?5E^H  C'  CPT-  PD-  CLAYTON,  MISSOURI  -  JANUARY  15,  1995 

'  LEO  J,  JR.  DEPUTY  COMMISSIONER,  PD,  BALTIMORE,  MARYLAND 
K£LLY/  S?St!iiL  EDWARD,  COP,  CLINTON,  MASSACHUSETTS  -  APRIL  16,  1973 

'  StfYfk  S?,L„  MGJn?0N^LlA  NJ  P0L  TNG  C0'  BENTON,  NEH  JERSEY  -  MAY  27,  1972 
KE-L.hY^.-KILLIAM  PAUL>  CPT,  NJ  SPOL,  TRENTON,  NEH  JERSEY 

KERER'1AyRANc  H'1tL,,TRiCt!M0NLP0LICE  BU'  RICHMOND,  VIRGINIA  -  AUGUST  18,  1981 
"cE™,'  JASIS..|-A  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  FEBRUARY  12,  1962 
EcSRam  '  £?TK/S  V'    SUPERINTENDENT,  PD,  FREDERICKSBURG,  VIRGINIA  -  MAY  26,  1957 
KE-N.R£LL.'  WALTER  J.,  JR.,  CHF  OF  PERSONNEL,  PD,  NEH  YORK,  NEH  YORK 
KENDRICK,  JAMES  LARRY,  COP,  SAN  MARCOS,  TEXAS  -  MAY  29,  1997 

EcSEcRv'  BJRMARD„J-'.-SHF  0F  PE0RIA  C0-  PEORIA,  ILLINOIS  -  DECEMBER  20,  1975 

KENNEDY,  GERALD  P.,  CAPTAIN,  PD,  DARIEN,  CONNECTICUT 

KENNEDY,  JOHNNY  EUGENE,  MAJ,  PD,  COLLEGE  STATION,  TEXAS 

EcKErRv'  Sf^ItJ  £'  DEP  C0MM'  PD>  BUFFALO,  NEH  YORK  -  JANUARY,  1994 

ErSEcRv'  5InEHENcP-'cE?L^E  COMMISSIONER,  PD,  NEH  YORK,  NEH  YORK  -  OCTOBER  17,  1978 

EcEErRw'  IH0MAS  hk   SHF  0F  UKE  COUNTY,  HAUKEGAN,  ILLINOIS  -  APRIL  11,  1947 

EcEErR^"-  Jil  G0P>  WHEELING,  HEST  VIRGINIA  -  APRIL,  1959 

^SScRLEri^IEF^HEM;;'  LT'  PD-  SANTA  MONICA,  CALIFORNIA  -  JULY  14,  1995 

ErlS  oSrcScJA'  SPJS  AGENT'  USSS,  PORTLAND,  OREGON  -  DECEMBER  7   1970 

KENNON,  ROGERS  D. ,  AGENT,  TN  BUREAU  OF  INVESTIGAT,  NASHVILLE,  TENNESSEE  -  OCTOBER  23   1967 
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KENT,  MALCOLM  J.,  CHIEF  CONSTABLE,  CALGARY,  CANADA  -  MAY  18,  1994 

KEOGAN,  DANIEL  J.,  SERGEANT,  PD,  SOUTH  BEND,  INDIANA  -  OCTOBER  10,  1947  „„„...,  ,„   ,„*, 

KERR   JOHN  F.,  Jr! ,  CAPTAInI  ARMED  FORCES  POLICE,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  OCTOBER  19,  1963 
KERR,  LAHRENCE,  LT ,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

NEH  MEXICO 
SALISBURY,  NORTH  CAROLINA  -  JUNE  8,  1975 
PAUL,  MINNESOTA  -  SEPTEMBER  8,  1973 
SCHENECTADY,  NEH  YORK  -  JANUARY  10,  1973 

1968 

JULY,  1995 


KERR.  ROY  D.,  COP,  FARMINGTON, 

KESLER,  RALPH  E.,  ASST  CHF,  PD, 

KETCHAM,  ROBERT,  COP,  SOUTH  ST. 

KETCHUM,  HAROLD,  SERGEANT,  PD, 

KETTELLS,  ORIN  A.,  CAPTAIN,  PD,  DES  MOINES,  IOHA  -  JULY  3, 

KEY,  EDHARD  J,  SA  SUPR,  FL  DEPT  OF  LAN  ENF,  MIAMI,  FLORIDA 


NOVEMBER  30,  1990 
1980 


KEY,  JAMES  A,  LT,  PD,,  CHICAGO,  ILLINOIS 

KEY,  HILLIAM  A,  JR,  COP,  BURLINGAME,  CALIFORNIA  -  NOVEMBER  17,  1994 

KEYSER,  DON  E.,  SERGEANT,  BUREAU  OF  POLICE,  HHEELING,  HEST  VIRGINIA  -  MARCH  4,  1974 

KIEFFER,  DONALD  CHARLES,  LT,  PD,  AMHERST,  NEH  YORK  -  MARCH  1,  1996 

KILLEEN,  JOHN  J.,  COP,  PITTSFIELD,  MASSACHUSETTS 

KIMBRELL,  JAMES  D,  COP,  LEXINGTON,  NORTH  CAROLINA 

KIMBROUGH.  NEHMAN  H. ,  ASST  DIR,  AL  DPS,  MONTGOMERY,  ALABAMA  -  AUGUST  3,  1975 

KIMBROUGH,  H  G,  COP,  CORAL  GABLES,  FLORIDA  -  MAY  29,  1983 

KIMMEL,  LESTER  L.,  SHF  OF  WHITESIDE  CO,  MORRISON,  ILLINOIS 

KING,  GERALD  R.  ,  SR„  CPT,  PD,  PEORIA,  ILLINOIS  -  JANUARY  5,  - 

KING,  JOHN  T,  SAC,  GA  BU  OF  INVTGN,  MILLEDGEVILLE,  GEORGIA  -  SEPTEMBER  85,  1985 

KING,  NELSON  J.,  COP,  POTSDAM,  NEH  YORK  -  OCTOBER  28,  1949 

KING,  ROBERT  B.,  CPT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  DECEMBER  11,  1965 

KINNAMON,  BRICE  G. ,  COP,  CAMBRIDGE,  MARYLAND  -  JUNE  4,  1971 

KINNEY,  HILLIAM  J.,  COP,  SACRAMENTO,  CALIFORNIA 

KINSELLA,  JOHN  D. ,  PATROLMAN,  PD,  AUBURN,  NEH  YORK  -  MARCH  1,  1W8 

KINSEY,  PAUL  S,  DIR  OF  SEC  OPERATIONS  CLEVELAN,  CLEVELAND,  OHIO  -  JULY  13,  1985 

KIRVEN  H.  C,  DEP  SHF,  DARLINGTON  CO  SO,  DARLINGTON,  SOUTH  CAROLINA  -  JUNE  20,  1971 

KISE,  RICHARD  F.,  CHF  DEP,  PD,  LYONS,  NEH  YORK  -  MARCH  17,  1980 

KISER,  HAROLD  B.,  COP,  HAGERSTOWN,  MARYLAND  -  MAY  6,  1980 

KISTNER,  JOHN  B.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  APRIL  +.  1£5 

KITCHEN,  P  R,  AGENT,  STATE  BU  OF  INVESTIGATE  RALEIGH,  NORTH  CAROLINA 

KITCHENS,  JESSE  V,  STATE  FIRE  MARSHALL,  MONTGOMERY,  ALABAMA  

KITTLINGER,  CHARLES  G. ,  JR.,  DET  LT,  MONROE  CO  SO,  ROCHESTER,  NEW  YORK  -  MARCH  13,  1980 

KLANCHER,  J  A,  COP,  UPPER  ST.  CLAIR  TOWNSHIP,  PITTSBURGH,  PENNSYLVANIA  -  JULY  31,  1981 

KLAPAK  JOHN  R.  SR,  ASST  CHF,  PD,  HAMMOND,  INDIANA 

KLEIN,  ROBERT  HILLIAM,  CHF,  DEFENSE  CONTRACT  ADMIN,  ATLANTA,  GEORGIA  -  AUGUST  20,  1973 

KLIMEK,  ADAM  G. ,  DETECTIVE,  PD,  BRISTOL,  CONNECTICUT  -  OCTOBER  5,  1975 

KLINE,  DONALD  E,  LT,  PD,  JANESVILLE,  WISCONSIN  -  AUGUST  17,  1993 

KLINE   NORMAN  F.,  CAPTAIN,  PD,  POTTSVILLE,  PENNSYLVANIA  -  NOVEMBER  11,  1977 

KLINE,  RAYMOND  JAMES,  CHF  DEP  SHF,  TEHAMA  CO  SO,  RED  BLUFF,  CALIFORNIA   „_„„.„„  „„   ,M, 

KLING  J  B,  JR,  COL,  EAST  BATON  ROUGE  PARISH  S,  BATON  ROUGE,  LOUISIANA  -  FEBRUARY  28,  1981 

KLING,  WILLIAM  DAVID,  DET,  BUCKS  CO  DA  OFC,  DOYLESTOWN,  PENNSYLVANIA 

KLOTZ  NICHOLAS  JOHN,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  25,  1974 

KLUTH,  CHESTER  W. ,  COP,  FAIRVIEW  PARK,  OHIO  -  SEPTEMBER,  1991 

KNEPP,  GORMAN  R. ,  LT,  PD,  NIAGARA  FALLS,  NEH  YORK 

KNIGHT,  BRADY  M. ,  COP,  DECATUR,  GEORGIA  -  DECEMBER  20,  1977 

KNIGHT,  JAMES  T.,  CPT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  JULY  22,  1978 

KNIGHT  JOHN  H. ,  JR.,  CHF  OF  THE  TRAFFIC  DIV,  PD,  MACON,  GEORGIA  -  MARCH  28,  1975 

KNOX,  JOHN  P.,  DIV  CHF,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  JUNE  24,  1996 

KNUST,  HILLIAM,  CAPTAIN,  PD,  NUTLEY,  NEW  JERSEY  -  FEBRUARY  24,  1968 

KNUTH,  HALTER  E.,  SERGEANT,  PD,  BENTON  HARBOR,  MICHIGAN  -  JULY  10,  1977 

KOCK,  GEORGE  J. ,  SERGEANT,  STATE  HIGHWAY  PATROL,  JEFFERSON  CITY,  MISSOURI  -  JUNE  19,  1949 

KOENECKE,  ROGER  D,  SGT,  PD,  JANESVILLE,  WISCONSIN  _ 

KOHLER,  ALFRED  CHARLEsI  DEP  CHF  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK  -  JULY  14,  1963 

KOLKHORST,  G.  H. ,  COP,  HEPPNER,  OREGON  -  JUNE  1,  1977 

KONICEK,  JOSEPH,  JR,  COP,  RACINE,  WISCONSIN 

KOPACKA,  LOUIS,  COP,  BRATENAHL,  OHIO  -  JULY  19,  1974 

KOPANSKY,  RALPH  M. ,  COP,  LOS  ALAMOS,  NEW  MEXICO  -  JULY  1,  1978 

KORTKAMP,  GEORGE  W. ,  SGT,  PD,  CLAYTON,  MISSOURI  -  APRIL  18,  1993 

KORTZ,  RALPH  G. ,  COP,  LONG  BEACH,  CALIFORNIA 

KORUTZ,  GEORGE,  COP,  JOHNSON  CITY,  NEW  YORK  -  SEPTEMBER  24,  1997 

KOTSCHHAR,  ESLEY  J,  INVSTGR  III,  NE  SPTL,  LINCOLN,  NEBRASKA 

KOURY,  RALPH  JOSEPH,  CAPTAIN,  PD,  CRANFORD,  NEW  JERSEY  -  NOVEMBER  16,  1985 

KOZEE,  PAUL  E.,  CAPTAIN,  PD,  MACON,  GEORGIA  -  MAY  14,  1978 

KRAMER,  ARNOLD  R,  DEP  INSPR,  PD,  MILWAUKEE,  WISCONSIN 

KRAHER,  THEODORE  J.,  CAPTAIN,  PD,  CUDAHY,  HISCONSIN 

KRANYIK,  JAMES,  COP,  FAIRFIELD,  CONNECTICUT  -  DECEMBER  24,  1982 

KRAUS,  ERVIN  H. ,  COP,  MUSKEGO,  WISCONSIN  -  AUGUST  19,  1978 

KRAUSE,  JAMES,  SGT,  PD,  ST.  LOUIS,  MISSOURI  -  JUNE  25,  1979 

KREUZKAMP,  PAUL  J,  COP,  PALM  BAY,  FLORIDA  -  MAY  28,  1989 

KRIEG,  HARRY  J.,  COP,  WATERLOO,  IOWA  -  AUGUST  31,  1961 

KROB,  THOMAS  CHARLES,  CPT.  PD,  SUPERIOR,  HISCONSIN  -  NOVEMBER  12,  1993 

KROHN,  ERNEST  K. ,  CHIEF  OF  POLICE;  MAYWOOD,  NEW  JERSEY  -  SEPTEMBER  29,  1973 

KROSNICKI,  PETER  P,  NORTHEAST  AREA  CRIME  CONTROL  P,  ANTIGO,  WISCONSIN 

KRSUL,  JOHN  CHARLES,  U.  S.  MARSHAL,  BILLINGS,  MONTANA  -  MARCH  25,  1981 

KRUPP,  BEN,  ASST  CHF,  PD,  SANTA  CRUZ,  CALIFORNIA  -  JANUARY  20,  1988 

KRUSE,  EDHIN,  SERGEANT,  PD,  INDIANAPOLIS,  INDIANA  -  JUNE  1,  1949 

KRUSE,  HENRY  S.,  CHIEF  OF  POLICE,  PD,  RUMSON,  NEW  JERSEY  -  JUNE  7,  1960 

KUBAITIS,  LEO,  COP,  WALL  TOWNSHIP,  NEW  JERSEY  ,„„,„  _,   ,„,. 

KUBATH,  ERHIN  H. ,  SHERIFF,  BERRIEN  COUNTY  SHERIF,  ST.  JOSEPH,  MICHIGAN  -  AUGUST  24,  1974 

KUBISTY,  HALTER  F.,  CAPTAIN,  PD,  LACKAWANNA,  NEW  YORK  -  JULY  7,  1966 

KUHL.  EDHIN  F.,  CHIEF  OF  POLICE,  MINERSVILLE,  PENNSYLVANIA  -  FEBRUARY  23,  1971 

KULIKOHSKY,  RONALD  NICHOLAS,  CPT,  NY  SPOL,  POUGHKEEPSIE,  NEH  YORK 

KUMM,  RAYMOND  C,  DET  CPT,  PD,  NIAGARA  FALLS,  NEH  YORK  -  JUNE,  1991 

KUHMER,  HILLIAM  E.,  ASST  CHF,  PD,  LONG  BEACH,  CALIFORNIA  -  AUGUST  11,  1971 

KUMMERLE,  GEORGE  f!,  COMMISSIONER  OF  PUBLIC  SAFETY,  MOUNT  VERNON,  NEW  YORK 

KUNTEMEIER,  MILTON  F.,  CORPORAL,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  14,  1955 

KUPCHA,  JOHN,  CAPTAIN,  PD,  WHITING,  INDIANA  -  MAY,  1990  ___n   ,aM 

KUYKENDALL,  PAUL  EDWARD,  SGT,  TX  DPS,  LUBBOCK,  TEXAS  -  DECEMBER,  1990 

LACEY,  JOHN  HOHARD,  CAPTAIN,  PD,  VALLEJO,  CALIFORNIA  -  JULY  18,  1996 

LACKEY,  GILBERT  L.   ASST  CHF,  PD,  COLUMBIA,  SOUTH  CAROLINA  -  AUGUST  7, 

LADUKE  HOHARD  C. ,  (SA,  FBI),  STATE  INVSTGR,  ATTY,  MONTPELIER,  VERMONT 

LAFLEUR,  VINCENT  A,  COP,  UTICA,  NEW  YORK  -  JUNE  18,  1980 

LAIRD,  STANLEY  H. ,  SGT,  AK  STATE  TROOPERS,  JUNEAU,  ALASKA 

LAMB,  FREDERICK  K.,  MAJOR,  DE  SPOL,  DOVER,  DELAWARE  -  NOVEMBER  30,  1966 

LAMB,  WILLIAM  F,  COP,  OSSINING,  NEW  YORK  -  JULY  29,  1980 

LAMBORN,  JAMES  L,  LT,  PD,  BOISE,  IDAHO  -  MARCH  16,  1988 

LAMETTRY,  ROBERT   SA  MN  BU  OF  CRIM  APPRE,  ST.  PAUL,  MINNESOTA  -  MAY  22,  1988 

LAMKIN,  BILLIE  d! ,  SGT,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY  -  OCTOBER  10,  1993 

LAMOTTE,  DARRELL  A,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA 

LAMOUREUX,  ARTEL  J.,  COP,  SAN  LEANDRO,  CALIFORNIA  -  JANUARY  20,  1978 

LANCE,  DONALD  SCRIBNER,  JR,  COP,  CONHAY,  NEH  HAMPSHIRE  -  OCTOBER  13,  1991 

LANDRUH,  CLARENCE  E.,  SHF  OF  MONTGOMERY  CO,  MONTGOMERY  CITY,  MISSOURI  -  OCTOBER  19,  1995 

LANE,  FRANCIS  A.,  LT  DET,  MONTGOMERY  CO  POL,  ROCKVILLE,  MARYLAND  -  AUGUST  5,  1951 


1971 

JANUARY  6,  1972 
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LANE,  JEAN  R.,  COP,  WAILUKU,  MAUI,  HAHAII  -  JANUARY  31,  1990 

LANE,  MARVIN  G,  POLICE  COMMISSIONER,  PD,  HARREN,  MICHIGAN 

LANE,  TOM  H.,  SHF  OF  HHARTON  CO,  HHARTON,  TEXAS 

LANGFORD,  ROBERT  H,  COP,  DECATUR,  GEORGIA  -  OCTOBER  23,  1989 

LANT,  EUGENE  H,  CHF  INVSTGR,  DA  S  OFC,  SACRAMENTO,  CALIFORNIA 

LARKINS,  LEO  M. ,  COP,  FINDLAY,  OHIO  -  NOVEMBER  2,  1954 

LAROSE,  JAMES,  CPT,  PD,  BROOKFIELD,  WISCONSIN  -  APRIL,  1998 

LAROSSA,  MICHAEL,  JR.,  CPT,  MERCER  CO  PROS  OFC,  TRENTON,  NEH  JERSEY  -  DECEMBER  29,  1967 

LARSON,  CHARLES  EDHARD,  CPT,  LAKE  CO  SD,  HAUKEGAN,  ILLINOIS  -  APRIL  8,  1980 

LARUE,  JAMES  A.,  CAPTAIN,  PD,  ALBUQUERQUE,  NEH  MEXICO 

LARY,  CURTIS,  COP,  GREENWOOD,  MISSISSIPPI 

LASKER,  RICHARD  J.,  CPT,  PD,  GARFIELD  HEIGHTS,  OHIO  -  JANUARY  16,  1994 

LASSITER,  NOLAN  H.,  JR.,  COP,  FREEPORT,  TEXAS  -  OCTOBER  22,  1972 

LASTER,  ALLEN  0,  CAPTAIN,  PD,  PASADENA,  TEXAS  -  OCTOBER  22,  1972 

LATHROP,  LYLE  M. ,  CPT,  PIERCE  CO  SO,  TACOMA,  WASHINGTON  -  MARCH  25,  1976 

LATULIPE,  FRANCIS  X.,  DIR,  BUREAU  OF  CRIMINOLOGY,  SAN  FRANCISCO,  CALIFORNIA  -  JUNE  11,  1959 

LAVALLEE,  RAYMOND,  DET  SGT,  PD,  WOONSOCKET,  RHODE  ISLAND  -  MAY  27,  1980 

LAVANCE,  RAYMOND  G. ,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  MAY,  1984 

LAVENGOOD,  JOHN  D,  CAPTAIN,  PD,  WABASH,  INDIANA  -  NOVEMBER  24,  1987 

LAVISH,  CHARLES  F.,  COP,  FOREST  HILLS,  PENNSYLVANIA  -  JANUARY  16,  1965 

LAWLESS,  ALBERT  CHARLES,  LT,  PD,  NEW  ORLEANS,  LOUISIANA  -  AUGUST  26,  1983 

LAWLEY,  JACKIE  WAYNE,  COP,  KAUFMAN,  TEXAS  -  MAY  24,  1990 

LAWRENCE,  CARL  L,  MAJ,  DE  SPOL,  DOVER,  DELAWARE  -  NOVEMBER  13,  1980 

LAWRENCE,  HENRY  JAMES,  MEMBER,  BOARD  OF  PRISONS,  OLYMPIA,  WASHINGTON  -  OCTOBER  3,  1976 

LAWRENCE,  NORMAN  L,  SPECIAL  CONSTABLE,  STATE  OF  DE,  WILMINGTON,  DELAWARE  -  OCTOBER  3,  1984 

LAYTON,  JOHN  B.,  COP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  OCTOBER  4,  1989 

LAZARO,  VIVENCIO  B.,  ASST  DIR,  NATIONAL  BU  OF  INVST,  MANILA,  PHILIPPINES  -  FEBRUARY  20,  1971 

LEACH,  AMOS  W. ,  COP,  GRANTS,  NEW  MEXICO  -  APRIL,  1976 

LEACH,  GEORGE  A.,  DET  LT,  PD,  POUGHKEEPSIE,  NEW  YORK  -  DECEMBER  14,  1944 

LEACH,  MELVIN  H. ,  INSPR,  USPP,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

LEAHY,  JOHN  P,  CPT,  MONTGOMERY  CO  POL,  ROCKVILLE,  MARYLAND 

LEAR,  KENNETH  W. ,  CHF,  FRANCONIA  TOWNSHIP  PD,  SOUDERTON,  PENNSYLVANIA  -  JUNE  10,  1965 

LEARY,  JOHN  V.,  CAPTAIN,  PD,  WATERBURY,  CONNECTICUT  -  DECEMBER  12,  1968 

LEBARRON,  STEWART  EDWARD,  COP,  IRONDEQUOIT,  NEW  YORK 

LEBEAU,  LEO  P.,  COP,  OGDENSBURG,  NEW  YORK  -  DECEMBER  7,  1978 

LEBERMANN,  JAMES  B,  COP,  CALVERTON  PARK,  MISSOURI  -  SEPTEMBER  7,  1987 

LEBLANC,  CYRILLE,  COP,  GARDNER,  MASSACHUSETTS  -  SEPTEMBER  22,  1980 

LEBLANC,  GEORGE  W.,  POL  COORDINATOR,  LA  DA  ASSOC,  BATON  ROUGE,  LOUISIANA  -  JUNE  15,  1976 

LECLAIR,  THOMAS  G,  CPT,  DAKOTA  CO  SO,  HASTINGS,  MINNESOTA  -  JUNE  6,  1989 

LECUONA,  FERNANDO,  JR.,  SGT,  DOUGLAS  CO  SO,  OMAHA,  NEBRASKA  -  JUNE,  1993 

LEDBETTER,  JIMMY  D,  OFCR,  NATL  AUTO  THEFT  BU,  NASHVILLE,  TENNESSEE  -  FEBRUARY  4,  1989 

LEDDY,  FRANCIS  D. ,  CHF,  VILLAGE  OF  EAST  HAMPTON,  EAST  HAMPTON,  NEW  YORK 

LEE,  EARL  D. ,  SHF  OF  DOUGLAS  CO,  DOUGLASVILLE,  GEORGIA  -  OCTOBER,  1998 

LEE,  JOHN  M.,  CRIM  INVSTGR,  DA  OFC,  MONGTOME,  CLARKSVILLE,  TENNESSEE  -  DECEMBER  3,  1972 

LEE,  MARTIN  M,  CHIEF  OF  INSPECTORS,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  FEBRUARY  18,  1988 

LEE,  RALPH  H.,  DETECTIVE  LIEUTENANT,  PD,  SAINT  PETERSBURG,  FLORIDA  -  SEPTEMBER  11,    1966 

LEE,  WALTER  S.,  COP,  NORTH  BEND,  OREGON  -  FEBRUARY  28,  1977 

LEGG,  GEORGE  W. ,  COP,  BRIELLE,  NEW  JERSEY  -  AUGUST  22,  1967 

LEISURE,  MELVIN  G. ,  MAJ,  DE  SPOL,  DOVER,  DELAWARE  -  SEPTEMBER  18,  1976 

LENAHAN,  PATRICK  J.,  INSPECTOR  OF  POLICE,  PD,  CLEVELAND,  OHIO  -  JUNE  15,  1966 

LEON  GUERRERO,  BENJAMIN  AGUO,  INSPR,  PD,  AGANA,  GUAM  -  MARCH  22,  1996 

LEPORE,  RALPH  F,  INVSTGR,  OHIO  CO  PROSECUTORS  0,  WHEELING,  WEST  VIRGINIA 

LETO,  SAM  J,  SGT,  PD,  FORT  WAYNE,  INDIANA  -  MARCH,  1985 

LEVAN,  RAYMOND  E.,  LTC,  USA,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  DECEMBER  18,  1978 

LEVINGS,  HOWARD  F.,  DIR,  PLYMOUTH  CO  BU  OF  CRIM  IN,  PLYMOUTH,  MASSACHUSETTS 

LEWANDOWSKI,  JOHN  CARROLL,  MAJ,  PD,  BALTIMORE,  MARYLAND  -  JULY  29,  1997 

LEWIS,  JAMES  R.,  DETECTIVE,  PD,  DOTHAN,  ALABAMA  -  JANUARY  3,  1968 

HHJ5'  ^r^krS1™11-1^'  INVSTG".  SAN  BERNARDINO  CO  DA,  SAN  BERNARDINO,  CALIFORNIA  -  MARCH,  1985 

LEHKO,  ALEXANDER  P,  COP,  NEWPORT,  NEW  HAMPSHIRE  -  FEBRUARY  1,  1983 

LILES,  RUSSELL  A.,  CPT,  PD,  RALEIGH,  NORTH  CAROLINA 

LILES,  SAMUEL  J,  ASST  CHF,  PD,  HUMBOLDT,  TENNESSEE  -  NOVEMBER  10,  1998 

LILYA,  EDWIN  R. ,  INVSTGR,  ALLEGANY  CO,  CUMBERLAND,  MARYLAND  -  SEPTEMBER  11,  1962 

LINDQUIST,  JOHN  A.,  DEP  CHF,  US  CUSTOMS,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  1,  1977 

LINEBERRY,  STANHOPE,  COP,  CHARLOTTE,  NORTH  CAROLINA  -  MAY,  1981 

LINK,  OSCAR  THORNTON,  CPT  OF  DET,  PD,  DANVILLE,  VIRGINIA  -  JUNE  12,  1985 

LINKIEWICZ,  CASIMIR  EDWARD,  COP,  LYNWOOD,  ILLINOIS  -  JUNE  1,  1994 

LINNANDER,  MARSHALL  E.,  INSPR,  PD,  DULUTH,  MINNESOTA 

LIPPARELLI,  HARRY  A,  DEP  DIR,  NV  ADMIN  OFF-OF-THE-C,  CARSON  CITY,  NEVADA  -  JUNE  19,  1997 

LITCHARD,  J.  MILTON,  SPEC  INVSTGR,  LAW  DEPARTMENT,  NIAGARA  FALLS,  NEW  YORK 

LITTLE,  M.  M.,  COP,  HATTIESBURG,  MISSISSIPPI 

LITTLEFIELD,  ERNEST  A,  CHF  OF  DET,  PD,  PHOENIX,  ARIZONA  -  AUGUST  28,  1982 

LITTLEPAGE,  FRED  P.,  CAPTAIN,  PD,  SAN  ANTONIO,  TEXAS  -  NOVEMBER  17,  1956 

LITZENBURG,  JOHN  W. ,  CHF,  RADNOR  TOWNSHIP  PD,  WAYNE,  PENNSYLVANIA  -  FEBRUARY  24,  1979 

LIU,  DANIEL  S,  COP,  HONOLULU,,  HAWAII  -  JULY  18,  1986 

LIVINGSTON,  DALE  L.,  COP,  RIO  DELL,  CALIFORNIA  -  DECEMBER  14,  1994 

LIVINGSTON,  ROBERT  R. ,  CHF,  GRANDVIEW  HEIGHTS  PD,  COLUMBUS,  OHIO 

LLOYD,  GEORGE  MINOR,  MAJ,  RICHMOND  POL  BU,  RICHMOND,  VIRGINIA 

LLOYD,  KENNETH  E,  COP,  BARTLETT,  ILLINOIS  -  DECEMBER  10,  1982 

LLOYD,  ROBERT  T.,  COP,  MELROSE,  MASSACHUSETTS  -  APRIL  2,  1997 

LOBLEY,  CARL  R.,  CAPTAIN,  PD,  BANGOR,  MAINE  -  APRIL,  1989 

LOCKE,  HAROLD  G. ,  COP,  DOTHAN,  ALABAMA  -  JUNE  4,  1994 

LOCKE,  JUDSON  SINGLEY,  ASST  CHF,  PD,  GULFPORT,  MISSISSIPPI  -  OCTOBER  15,  1969 

LOE,  DALLAS  A.,  INSPECTOR,  PD,  DALLAS,  TEXAS  -  JANUARY  27,  1967 

LOEFFLER,  ROBERT  W,  DEP  CHF,  PD,  LA  CROSSE,  WISCONSIN 

LOEHR,  DONALD  J.,  COP,  BALLHIN,  MISSOURI  -  MAY  29,  1997 

LOFQUIST,  GEORGE,  CHF  OF  DET,  PD,  SACRAMENTO,  CALIFORNIA  -  MAY  5,  1961 

LOFSTROM,  WALTER  T.,  COP,  MC  KEESPORT,  PENNSYLVANIA  -  AUGUST  25,  1973 

LONDON,  CARL,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  MAY  17,  1963 

LONERGAN,  MICHAEL  J,  CHIEF  OF  OPERATIONS,  PD,  NEW  YORK,  NEW  YORK 

LONG,  JOE  D.,  COP,  MORRISTOWN,  TENNESSEE  -  MAY  2,  1975 

LONG,  WAYNE  E.,  LIEUTENANT,  PD,  URBANA,  ILLINOIS  -  MAY  2,  1975 

LONGO,  A.  J.,  COP,  PALM  BEACH,  FLORIDA  -  JANUARY  29,  1966 

!-2EtLUM^,',MA,NU.EL  guillerm°.  ASST  DIR,  DEPT  ADMIN  DE  SEGURI,  MEDELLIN,  COLOMBIA  -  SEPTEMBER  7,  1997 

COP,  RADFORD,  VIRGINIA  -  NOVEMBER  22,  1994 

CPT,  SAN  MATEO  CO  SO,  REDWOOD  CITY,  CALIFORNIA  -  AUGUST  11,  1992 

LA  SPOL,  MONROE,  LOUISIANA 

CITY  DETECTIVE,  PD,  CONNELLSVILLE,  PENNSYLVANIA  -  JUNE  8,  1967 
,  COP,  SPRINGFIELD,  MISSOURI 
LOVETT,  CLARENCE  JOSEPH,  COP,  ASHEBORO,  NORTH  CAROLINA 
LOVETT,  GEORGE  L,  ASST  CHF,  PD,  WEST  HARTFORD,  CONNECTICUT 

|-SS?u?Si,L,^  ^2HLA*£  AGENT'  STATE  BU  0F  INVSTGN,  RALEIGH,  NORTH  CAROLINA  -  SEPTEMBER  21,  1960 
LOWENTROUT,  BROOKS  W. ,  DET  LT,  PD,  RIVERSIDE,  CALIFORNIA  -  DECEMBER  21,  1973 
^SSrS'  GE0RGE  L-'  DET'  NUECES  CO  SO,  CORPUS  CHRISTI,  TEXAS  -  MARCH  31   1974 
LOWREY,  H.  B.,  CPT,  OK  HPTL,  OKLAHOMA  CITY,  OKLAHOMA  -  APRIL  22,  1967 
LUCAS,  GEORGE  L,  LT,  PD,  MEDFORD,  OREGON 
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LORTON,  WILLIAM  D 
LOSCHIAVO,  NINO  J., 
LOTT,  JACK,  JR,  LT, 
LOUDEN,  KENNETH  E., 
LOVELAND,  GORDON  E, 
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LUCE,  EDHARD  JAMES.  LT,  VT  SPOL,  MONTPELIER,  VERMONT  -  OCTOBER  25,  1968 

LUCE,  FLOYD  E.,  CAPTAIN  OF  DETECTIVES,  PD,  YAKIMA,  HASHINGTON  -  JULY  18,  1959 

LUGO  CAY,  ANDRES,  COL,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

LUGO,  CHARLES  R.,  ASST  CHF,  PD,  CULVER  CITY,  CALIFORNIA 

LUKE,  F  LINCOLN,  LT,  PD,  BELLEVILLE,  ILLINOIS  -  FEBRUARY  8,  1983 

LUKE,  KENNETH  E,  CPT,  PD,  INDIANAPOLIS,  INDIANA  -  JUNE  17,  1983 

LUKENS,  PAUL  M,  COP,  RUIDOSO,  NEH  MEXICO 

LUND,  LESTER  R. ,  COP,  ESCONDIDO,  CALIFORNIA  -  OCTOBER  3,  1996 

LUNDBLAD,  DONALD  C,  MAJOR,  PD,  NEH  BERN,  NORTH  CAROLINA  -  JUNE  24,  1976 

LUNSFORD,  HOMER  LAFAYETTE,  SGT.GA  BU  OF  INVSTGN,  BRUNSHICK,  GEORGIA  -  OCTOBER  13,  1976 

LUTHER,  CLINTON,  MAJ,  PD,  ALBANY,  GEORGIA  -  SEPTEMBER  3,  1981 

LUTZ,  JAMES  ARNOLD,  CPT,  PD,  HAUKESHA,  HISCONSIN  -  APRIL  28,  1994 

LUX,  HENRY  EUGENE,  SR.  ,  ASST  DIR,  INSTITUTE  OF  CRIM  JU,  MEMPHIS,  TENNESSEE  -  FEBRUARY  20,  1979 

LYDEN,  TIMOTHY  J.,  INVSTGR,  UNIV  OF  AR  CAMPUS  POL,  TUCSON,  ARIZONA  -  JANUARY  22,  1975 

LYNCH,  JAMES  F.,  DETECTIVE  SERGEANT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER  15,  1988 

LYNCH,  JAMES  J.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  21,  1974 

LYNCH,  STEPHEN  F.,  USHF,  RIVERSIDE  CO  SD,  RIVERSIDE,  CALIFORNIA  -  AUGUST  13,  1972 

LYONS,  EDHARD  BASIL,  LT,  PD,  DALY  CITY,  CALIFORNIA 

LYONS,  JOHN  J.,  SAFETY  FIELD  REP,  DIV  OF  SAFET,  ALBANY,  NEH  YORK  -  AUGUST  13,  1951 

LYONS,  JOSEPH  B. ,  INSPECTOR  OF  POLICE,  PD,  NEHTON,  MASSACHUSETTS  -  MAY  9,  1977 

LYONS,  THOMAS  V.,  CPT,  PD.  CHICAGO,  ILLINOIS 

MABRAY,  COLEMAN,  (SA,  FBI),  ASST  CHF,  PD,  LITTLE  ROCK,  ARKANSAS 

MAC  LEOD,  THEODORE  B.,  CAPTAIN  OF  DETECTIVES,  PD,  BELMONT,  MASSACHUSETTS  -  MAY  30,  1977 

MAC  MILLAN,  HILBUR  R. ,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  17,  1978 

MAC  HILLIAMS,  GEORGE  D. ,  CAPTAIN-IN-CHARGE,  PD,  MELROSE,  MASSACHUSETTS  -  APRIL  17,  1961 

MACDONALD,  HILLIAM  P,  CPT,  PD,  BOSTON,  MASSACHUSETTS  -  APRIL,  1991 

MACGILLIVARY,  JOHN  J.,  CPT,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  13,  1996 

MACGREGOR,  NOEL  D.,  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN  -  SEPTEMBER  24,  1975 

MACIVER,  MALCOLM  N. ,  SERGEANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  DECEMBER  3,  1977 

MACKEY,  DAVID,  COP,  LAS  VEGAS,  NEVADA  -  JANUARY  7,  1944 

MACKIE,  FRANKLIN  L.,  COP,  ELKIN,  NORTH  CAROLINA  -  OCTOBER  29,  1972 

MACY,  JOSEPH,  INSPECTOR,  PD,  HEST  PALM  BEACH,  FLORIDA  -  OCTOBER  19,  1994 

MADDEN,  HENRY  E.,  CAPTAIN,  PD,  NEHPORT,  RHODE  ISLAND  -  APRIL  3,  1965 

MADDEN,  JOHN  DANIEL,  LIEUTENANT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  29,  1993 

MADDEN,  JOHN  E,  INSPR,  PD,  LONG  BEACH,  NEH  YORK  -  JUNE  1,  1981 

MADIGAN,  FRANK  I.,  SHF  OF  ALAMEDA  CO,  OAKLAND,  CALIFORNIA  -  SEPTEMBER  19,  1979 

MADISON,  CHARLES  JAMES,  IDENT  SUPVR,  ESSEX  CO  SO,  NEHARK,  NEH  JERSEY  -  JUNE  2,  1969 

MADRID,  PAUL  DOMINIC,  SGT,  CO  SPTL,  LA  JUNTA,  COLORADO  -  AUGUST  15,  1993 

MAGEE,  THOMAS  F.,  DETECTIVE  SERGEANT,  PD,  HUDSON,  NEH  YORK  -  JULY  17,  1951 

MAGGART,  GAIL  EUGENE,  JR,  DET  CPT,  YORK  CO  SD,  YORK,  SOUTH  CAROLINA  -  OCTOBER  6,  1989 

MAGGIANETTI,  DAN,  JR.,  COP,  BOARDMAN,  OHIO  -  MARCH  17,  1973 

MAGNER,  JAMES,  SUPT  OF  POL,  PD,  HATERBURY,  CONNECTICUT  -  MAY  17,  1960 

MAGNUS,  STEPHEN  HOHARD,  PATROLMAN,  PD,  NORTH  BERGEN,  NEW  JERSEY  -  JANUARY  10,  1974 

MAGRUDER,  JOHN  J.,  JR,  LTC,  PRINCE  GEORGES  CO  PD,  FORESTVILLE,  MARYLAND  -  JUNE  27,  1990 

MAGUIRE,  FRANCIS  J,  CHF,  HEST  HINDSOR  THP,  PRINCETON  JUNCTION,  NEW  JERSEY  -  JANUARY  17,  1984 

MAGUIRE,  HUBERT  C,  LT,  PD,  BELMONT,  MASSACHUSETTS  -  NOVEMBER  17,  1984 

MAGUIRE,  JOHN  THOMAS,  CWO  II,  USA,  SAN  FRANCISCO,  CALIFORNIA  -  NOVEMBER  1,  1994 

MAHAFFEY,  EDHARD  R.,  COP,  EVELETH,  MINNESOTA  -  NOVEMBER  3,  1976 

MAHER,  WILLIAM  F.,  PTLM,  NV  STATE  HPTL,  CARSON  CITY,  NEVADA  -  APRIL  16,  1938 

MAHONEY,  JAMES  F,  COP,  UNIONTOWN,  PENNSYLVANIA 

MAHONEY,  JOSEPH  P.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  NOVEMBER  17,  1961 

MAHONEY,  MICHAEL  P.,  DIST  INSPR,  NEWFOUNDLAND  CONST,  ST  JOHNS,  -  MARCH  17,  1955 

MAILEFF,  CHARLES  HILLIAMS,  COP,  GLENS  FALLS,  NEW  YORK  -  JULY  7,  1969 

MAKAREWICH,  EDMUND  J.,  SPECIAL  OFFICER,  PD,  BROOKLINE,  MASSACHUSETTS 

MAKARY,  JOHN  MATTHEW,  SGT,  PA  SPOL,  GREENSBURG,  PENNSYLVANIA  -  AUGUST  4,  1997 

MALDONADO  CRUZ,  TOMAS,  LTC,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

HALMBORG,  ROY  C,  PATROLMAN,  PD,  SAULT  SAINTE  MARIE,  MICHIGAN  -  APRIL  14,  1963 

MALONEY,  FRED  J.,  LIEUTENANT,  PD,  WORCHESTER,  MASSACHUSETTS  -  FEBRUARY  11,  1965 

MALONEY,  ROBERT  J.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  NOVEMBER  2,  1954 

MANN,  FLOYD  H. ,  COL,  UNIV  OF  AL,  UNIVERSITY,  ALABAMA  -  JANUARY  12,  1996 

MANNING,  FRANK  H,  SPECIAL  INVSTGR,  EL  PASO  CO,  EL  PASO,  TEXAS 

MANNING,  FRED  J.,  INSPECTOR,  PD,  MIAMI,  FLORIDA  -  JULY  23,  1968 

MANNON,  CARROLL,  CRIM  INVSTGR,  DA  GENERALS  OFFI,  MEMPHIS,  TENNESSEE  -  MAY  27,  1988 

MANZER,  JAMES  L.,  CPT,  PD,  VACAVILLE,  CALIFORNIA  -  MAY  19,  1996 

MARCEL,  CAMILLE  L.,  CPT,  PD,  PITTSFIELD,  MASSACHUSETTS  -  DECEMBER  25,  1977 

MARCKINI,  ALFRED  E,  CPT,  PD,  LA  CAMBRIDGE,  MASSACHUSETTS  -  MARCH  10,  1979 

MARCOTTE,  ROGER  CHARLES,  SERGEANT,  PD,  HONOLULU,  HAHAII  -  DECEMBER  26,  1973 

MARKEL,  HALTER  E.,  COP,  IRONTON,  OHIO  -  DECEMBER  2,  1966 

MARKHAM,  JOSEPH  F.,  DETECTIVE  SERGEANT,  PD,  TROY,  NEW  YORK  -  SEPTEMBER  16,  1963 

MARKHARD,  ANDREH,  DEP  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  JANUARY  14,  1973 

MARLEY,  HILLIAM  J.,  CAPTAIN,  METROPOLITAN  PD,  BOSTON,  MASSACHUSETTS  -  DECEMBtR  31,  1969 

MARLOHE,  FRANK  B.,  CRIM  INVSTGR,  SAN  MATEO  CO  SO,  REDHOOD  CITY,  CALIFORNIA  -  APRIL  23,  1965 

HARRERO,  MANUEL  DE,  SGT,  USSS,  SAN  JUAN,  PUERTO  RICO  -  DECEMBER,  1986 

MARTIN,  CHARLES  E.,  LIEUTENANT,  PD,  CINCINNATI,  OHIO  -  MARCH  6,  1962 

MARTIN,  CUYLER  N.,  DEP  MARSHAL,  USMS,  SAN  FRANCISCO,  CALIFORNIA  -  MARCH  18,  1972 

MARTIN,  JOHN  GRAY,  INSPECTOR,  PD,  KINGSPORT,  TENNESSEE 

MARTIN,  JOHN  L.,  JR.,  COP,  POUGHKEEPSIE,  NEH  YORK  -  APRIL  19,  1970 

MARTINEZ,  A.  B.,  COP,  SANTA  FE,  NEH  MEXICO  -  SEPTEMBER  23,  1968 

MARTINKOVIC,  JOSEPH  J,  CPT,  BROOME  CO,  BINGHAMTON,  NEH  YORK  -  AUGUST  30,  1986 

MARTINO  MARTINEZ,  JESUS,  COMMANDER,  POL  PR,  SAN  JUAN,  PUERTO  RICO  -  MAY,  1981 

MARTINSON,  ROY  T,  COP,  SUPERIOR,  HISCONSIN 

MASCARI,  FRANK  J.,  INSPECTOR,  PD,  MOUNT  VERNON,  NEH  YORK  -  AUGUST  11,  1948 

MASON,  DENNIS  L,  DIR,  DPS,  LINDEN,  ALABAMA  -  MAY,  1993 

MASON,  E  FLEMING,  (SA,  FBI),  COLUMBIA,  SOUTH  CAROLINA 

MASON,  VINCENT  HILLIAM,  DET  LT,  PD,  DARIEN,  CONNECTICUT  -  FEBRUARY,  1992 

MASS  VINET,  SALVADOR,  ASST  SUPT,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

MATHIS,  HILLIAM  E.,  PATROLMAN,  PD,  ELKHART,  INDIANA  -  NOVEMBER  7,  1976 

MATHURIN,  HENRY  L.,  COP,  PUTNAM,  CONNECTICUT  -  MAY  26,  1971 

MATSON,  MILTON  H,  JR,  COP,  ROSHELL,  NEH  MEXICO 

MATTESON,  F.  L.,  ASST  CHF,  PD,  MISSOULA,  MONTANA  -  SEPTEMBER,  1958 

MATTHEHS,  CARROLL  L.,  CAPTAIN,  PD,  EL  DORADO,  ARKANSAS  -  APRIL  8,  1963 

MATTHEHS,  E.  A.,  COP,  NEHTON,  KANSAS  -  SEPTEMBER  2,  1952 

MATTHEHS,  PHILIP  E,  LT,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

MAUPIN,  G.  H.,  DEP  CHF,  PD,  LEXINGTON,  KENTUCKY  -  DECEMBER  22,  1969 

MAUS,  RICHARD  LEHIS,  LT,  PD,  BOISE,  IDAHO  -  JULY  22,  1983 

MAXEY,  C.  C,  SHF  OF  MCLENNAN  CO,  WACO,  TEXAS  -  MAY  14,  1972 

MAXIN,  GEORGE  J.,  LT,  PD,  YOUNGSTOWN,  OHIO  -  AUGUST,  1978 

HAXON,  DONALD  DEAN,  COP,  CASA  GRANDE,  ARIZONA  -  MAY  27,  1998 

MAXWELL,  ELMO  E,  COP,  FLAGSTAFF,  ARIZONA  -  JUNE  9,  1985 

MAYBER,  ROBERT  L.,  COP,  PUEBLO,  COLORADO  -  MARCH  8,  1975 

MAYER,  DENNIS  T.,  JR.,  ASST  DIR, SEC  DEPT  UNIV  OF  MO,  COLUMBIA,  MISSOURI  -  APRIL  15,  1968 

MAYHEH,  DONALD  E.,  LT,  NB  STATE  PATROL,  LINCOLN,  NEBRASKA  -  JULY  3,  1975 

MAYNARD,  ERNEST  A.,  INSPECTOR,  NY  SPOL,  MALONE,  NEW  YORK  -  NOVEMBER  1,  1945 

MCADEN,  H.  L.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  JULY  31,  1993       „„rtDCD  ,„  la,, 

MCAFEE   CLAUD  JACKSON,  SA,  TN  BU  OF  CRIM  IDENT,  NASHVILLE,  TENNESSEE  -  OCTOBER  30,  1967 
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MCCARROLL, 

MCCARTHY, 

MCCARTHY, 


MCARTHUR,  ROBERT  H,  SHF  OF  FAYETTE  CO,  WASHINGTON  COURT  HOUSE,  OHIO  -  MARCH  4,  1992 
MCAULIFFE,  LESTER  E.,  COP,  ST.  PAUL,  MINNESOTA  -  JULY  25,  1992 

MCBRIDE,  JAMES  SCOTT,  STAFF  SUPT,  ONTARIO  PROVINCIAL,  TORONTO,  CANADA  -  AUGUST  5,  1996 
MCBRYDE,  ODIE  CLARENCE,  DEP  SHF,  LEE  CO  SO,  SANFORD,  NORTH  CAROLINA  -  MARCH  23,  1958 
MCCABE,  FRANK  H. ,  LT  INSPR,  PD,  PAHTUCKET,  RHODE  ISLAND  -  JANUARY  31,  1966 
MCCALEB,  LESLIE  ALVIN,  SGT,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY,  1986 
MCCARDLE,  NOLLIE  FRANK,  CPT,  MS  HPTL,  GULFPORT,  MISSISSIPPI  -  OCTOBER  22,  1991 
BRUNS  MCKIE,  ASST  CHF,  PD,  MEMPHIS,  TENNESSEE  -  OCTOBER  28,  1985 

JOHN  J,  CPT,  PD,,  RICHMOND  HEIGHTS,  MISSOURI  -  OCTOBER  28,  1985 

JOHN  P,  ADMIN  INSPR,  PD,  NEH  YORK,  NEH  YORK  -  OCTOBER,  1990 
MCCARTHY,  THOMAS  V.,  COP,  BRISTOL,  CONNECTICUT  -  DECEMBER  6,  1974 
MCCARTY,  HENRY  T.,  COP,  GREAT  BARRINGTON,  MASSACHUSETTS  -  AUGUST  15,  1978 
MCCLELLAND,  JOSEPH  H.,  COP,  LOS  ALTOS,  CALIFORNIA  -  AUGUST  7,  1969 
MCCLOSKEY,  JOHN  H. ,  COP,  TRAVERSE  CITY,  MICHIGAN 
MCCLOUD,  DANIEL  H. ,  LT,  PD,  PARIS,  TEXAS 

MCCLUSKEY,  MAURUS  J,  LT,  PD,  MAPLEHOOD,  NEH  JERSEY  -  APRIL  25,  1981 
MCCOY,  CHARLES  H. ,  COP,  BOONTON,  NEH  JERSEY  -  JULY  27,  1976 
MCCOY,  KILBURN  N,  LT,  MARION  CO  SO,  SALEM,  OREGON  -  MAY  27,  1985 
MCCRANIE,  BURGESS  E.,  COP,  BOSSIER  CITY,  LOUISIANA  -  DECEMBER  31,  1977 
MCCRATE,  JOHN  T.,  INVSTGR,  OH  STATE  DEPT  OF  LIQ,  COLUMBUS,  OHIO  -  MARCH  28,  1980 
MCCREEDY,  CHARLES  E,  JR,  SEC  SPEC,  USSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCCUSKER,  THOMAS  P.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  28,  1964 
MCCUTCHEN,  DAVID  A.,  COP,  SAVANNAH  BEACH,  GEORGIA  -  APRIL  10,  1963 
MCDANIEL,  WILLIAM  A.,  INSPECTOR,  PD,  NASHVILLE,  TENNESSEE  -  APRIL  7,  1962 
MCDONALD,  JAMES  ANDREW,  DEP  SHF,  DOUGHERTY  CO,  ALBANY,  GEORGIA  -  OCTOBER  17,  1969 
MCDONALD,  JOSEPH  P,  CPT,  PD,  HARTFORD,  CONNECTICUT  -  JULY  25,  1986 
MCDONOUGH,  JOSEPH  V,  CITY  MARSHAL,  PD,  SALEM,  MASSACHUSETTS 
MCDOUGALL,  ROBERT  B.,  LIEUTENANT,  PD,  TACOMA,  WASHINGTON  -  APRIL  22,  1960 
MCDOHELL,  HAROLD  F.,  CRIME  PREVENTION  UNIT,  CITY  OF,  BILLINGS,  MONTANA 
MCDOHELL,  JOE  MARVIN,  INVSTGR,  PD,  DYERSBURG,  TENNESSEE  -  NOVEMBER  16,  1997 
MCELHINNEY,  JOHN  F.,  CAPTAIN,  PD,  BOSTON,  MASSACHUSETTS  -  DECEMBER  30,  1973 
MCENANEY,  THOMAS  L.,  (SA,  FBI-RETIRED),  INSPECTOR,,  NEWTON,  MASSACHUSETTS  -  MAY  31,  1995 
MCENTIRE,  JOHN  C,  CPT,  ATLANTA  BU  OF  POL  SERV,  ATLANTA,  GEORGIA  -  DECEMBER  3,  1982 
MCFADDEN,  JOHN  J,  CPT,  PD,  LOS  ALTOS,  CALIFORNIA 

MCFARLAND,  HOLMES  MELVIN,  SGT,  PD,  WINCHESTER,  VIRGINIA  -  DECEMBER  16,  1976 
MCFARLANE,  A  E,  CHF  INVSTGR,  PLACER  CO  DA  OFC,  AUBURN,  CALIFORNIA 
MCFARLIN,  HAROLD  R. ,  COP,  IRONDEOUOIT,  NEW  YORK  -  FEBRUARY  1,  1974 
MCGANN,  HENRY  J.,  CAPTAIN,  PD,  HARTFORD,  CONNECTICUT  -  OCTOBER  27,  1958 
MCGILLIN,  EDWIN  P.,  COP,  AMSTERDAM,  NEW  YORK  -  JANUARY  4,  1951 

MCGLYNN,  STEPHEN  T,  CHF  OF  DET,  UNION  CO  PROS  OFC,  ELIZABETH,  NEW  JERSEY  -  JUNE  24,  1981 
MCGOWEN,  RONALD  E,  COP,  UNIV  OF  NEW  HAMPSHIRE,  DURHAM,  NEW  HAMPSHIRE  -  JANUARY  19,  1981 
MCGRATH,  RICHARD  T.,  SHF  OF  LAWRENCE  CO,  DEADWOOD,  SOUTH  DAKOTA  -  FEBRUARY  12,  1977 
MCGUCKIN,  WILLIAM  HUGH,  COP,  COLUMBIANA,  OHIO  -  APRIL,  1984 
MCGUIRE,  JOHN  F.,  SERGEANT,  PD,  RYE,  NEH  YORK  -  APRIL  1,  1966 
MCGUIRE,  JOHN  RENE,  CPT,  PALM  BEACH  CO  SD,  WEST  PALM  BEACH,  FLORIDA 
MCINERNEY,  MORTIMER  F,  CHIEF  INSPECTOR,  PD,  SAN  FRANCISCO,  CALIFORNIA 
MCINTYRE,  STANLEY  L,  COP,  LITTLETON,  NEW  HAMPSHIRE 
MCISAAC,  ARTHUR  H. ,  COP,  CONCORD,  NEW  HAMPSHIRE  -  JANUARY  13,  1969 

MCJUNKINS,  EUGENE  R.,  SA,  OK  STATE  CRIME  BUREAU,  OKLAHOMA  CITY,  OKLAHOMA  -  JANUARY  6,  1987 
MCKEE,  WALTER  G,  COP,  TAFT,  CALIFORNIA 

MCKENNA,  RICHARD  A,  SGT,  PD,  DUNEDIN,  FLORIDA  -  MARCH  12,  1987 

MCKEOWN,  ARTHUR  H. ,  JR.,  EXEC  DIR,  SC  LE  OFCRS  ASSOC,  LANCASTER,  SOUTH  CAROLINA  -  MAY  28,  1978 
MCKINNEY,  EBERT  A.,  COP,  WHITTIER,  CALIFORNIA  -  SEPTEMBER  9,  1977 
MCKINNEY,  PAUL  J.,  CHF  OF  SEC,  DE  COUNTY  COURT,  MEDIA,  PENNSYLVANIA 

MCKLEM,  DANIEL  P.,  CHF  OF  INSPECTORS,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  JANUARY  8,  1989 
MCLAIN,  HORACE,  LT,  SC  LAW  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  MAY  14,  1989 
MCLAREN,  ROY  C,  COP,  MIRAMAR,  FLORIDA  -  MAY  25,  1989 

MCLAUGHLIN,  ARTHUR  E.,  LT,  ESSEX  CO  PROS  OFFICE,  NEWARK,  NEW  JERSEY  -  FEBRUARY  14,  1961 
MCLAUGHLIN,  CHARLES  GORDON,  COP,  RYE,  NEW  YORK 

MCLAURIN,  PHILLIP  C. ,  COP,  CHERAW,  SOUTH  CAROLINA  -  JULY  2,  1991 
MCLEAN,  WILLIAM  J,  LIEUTENANT,  PD,  BUFFALO,  NEW  YORK  -  JULY,  1996 

MCLEDD,  DONALD  L.,  EXEC  DIR,  FL  SHERIFFS  BUREAU,  TALLAHASSEE,  FLORIDA  -  JANUARY  20,  1972 
MCLEDD,  J.  H.,  JR.,  PROBATION  OFCR,  SC  PARDON  AND,  CAMDEN,  SOUTH  CAROLINA  -  AUGUST  25,  1979 
MCLEOD,  MALCOLM  GRAY,  SHF  OF  ROBESON  CO,  LUMBERTON,  NORTH  CAROLINA 
MCMAHON,  EDWARD  C,  COP,  FALL  RIVER,  MASSACHUSETTS  -  MAY  13,  1963 
MCMANUS,  GEORGE  P.,  CHF  INSPECTOR,  PD,  NEW  YORK,  NEW  YORK  -  SEPTEMBER  25,  1977 
MCMASTER,  W.  H. ,  CAPTAIN,  PD,  CLEVELAND  HEIGHTS,  OHIO  -  APRIL  29,  1955 
MCMEEL,  JOSEPH  F.,  INVESTIGATOR,  CADDO  PARISH  SO,  SHREVEPORT,  LOUISIANA  -  APRIL,  1958 
MCMULLEN,  D.  LARRY,  CPT,  HENNEPIN  CO  SO,  MINNEAPOLIS,  MINNESOTA  -  MAY  6,  1979 
MCMULLEN,  JOHN  NICHOLAS,  CPT,  PD,  NEWTON,  MASSACHUSETTS  -  DECEMBER  26,  1982 
MCNAIR,  RALPH  E,  IDENT  OFCR,  PD,  MERIDIAN,  MISSISSIPPI 

MCNAIR,  ROBERT  JAMES,  CPT,  TWP  PD,  MIDDLETOWN,  NEW  JERSEY  -  MAY  17,  1986 
MCNAMARA,  GERALD  E.,  COP,  MENLO  PARK,  CALIFORNIA  -  MARCH  7,  1989 
MCNAMARA,  TIMOTHY  J,  CPT,  PD,  EAST  HARTFORD,  CONNECTICUT  -  FEBRUARY  12,  1982 
MCNAMARA,  WILLIAM  J.,  MAJOR,  PD,  NEW  ORLEANS,  LOUISIANA 

MCNEELY,  WARREN  K,  DIRECTOR,  PINELLAS  CO  SD,  LARGO,  FLORIDA  -  APRIL,  1989 
MCNULTY,  WALTER  L.,  CHF,  SOUTH  KINGSTOHN  PD,  WAKEFIELD,  RHODE  ISLAND  -  OCTOBER  20,  1972 
MCPEEK,  HOWARD  G. ,  COP,  IRVINGTON,  NEW  JERSEY  -  FEBRUARY  8,  1977 
MCPHERSON,  EARL  L.,  COP,  MARION,  INDIANA  -  OCTOBER  1,  1977 
MCQUAIDE,  THOMAS,  CHF  ID  OFCR,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA 
MEAD,  CHESTER  I.,  DEP  SHF,  RIO  BLANCO  CO  SO,  RANGELY,  COLORADO  -  APRIL  4,  1972 
MEANEY,  JOSEPH  VINCENT,  CPT,  PD, ,  HARTFORD,  CONNECTICUT  -  MARCH  8,  1987 
MEDAGLIA,  JOHN  D.,  COURT  EXEC,  HILLSBOROUGH  CO,  TAMPA,  FLORIDA  -  JULY  1,  1977 
MEDEIROS,  KENNETH  H,  EXEC  DIR,  DPS,  BISMARCK,  NORTH  DAKOTA  -  NOVEMBER  11,  1992 
MEDLEY,  LEO  LEWIS,  ASST  CHF,  PD,  HUMBLE,  TEXAS  -  MAY  14,  1998 

MEEHAN,  LAWRENCE  J.,  STAFF  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN  -  AUGUST  29,  1973 
MEHL,  HAROLD  V.,  TNG  COORDINATOR,  W.MI  TNG  C,  GRANDVILLE,  MICHIGAN 

MEHL,  JOHN  N.,  CHF,  SOUTH  FL  STATE  HOSPITAL,  WEST  HOLLYWOOD,  FLORIDA  -  JUNE  4,  1978 
MEIER,  MARVIN  A.,  ASST  CHF,  PD,  WINONA,  MINNESOTA  -  JUNE  8,  1990 
MEISTER,  ORVAL  H. ,  COP,  WHITEFISH  BAY,  WISCONSIN  -  JANUARY  12,  1976 
MELLE,  BRYAN  DALE,  SGT,  PD,  GLENDIVE,  MONTANA  -  MARCH  3,  1988 
MELLIS,  LLOYD,  PATROLMAN,  PD,  SHELBYVILLE,  INDIANA  -  OCTOBER  24,  1963 
MELOTT,  ARTHUR  H,  ACTING  DETECTIVE,  PD,  STEUBENVILLE,  OHIO 

MELVIN,  JAMES  EARL,  CAPTAIN,  PD,  FAYETTEVILLE,  NORTH  CAROLINA  -  APRIL  13,  1977 
MENEFEE,  CHARLES  A.,  COP,  FRONT  ROYAL,  VIRGINIA  -  MARCH  29,  1965 
MENTZER,  DON,  CPT,  OK  HPTL,  MUSKOGEE,  OKLAHOMA  -  SEPTEMBER  10,  1990 

MEOR  ZAINAL  ABIDIN,,  SR  ASST  COMMISSION,  ROYAL  MSIA,  KUALA  LUMPUR,  MALAYSIA  -  SEPTEMBER,  1995 
MERGES,  GEORGE  J.,  PATROLMAN,  PD,  ALBANY,  NEH  YORK  -  JUNE  27,  1955 
MERRITT,  HARRY  MADISON,  COP,  YAZOO  CITY,  MISSISSIPPI  -  DECEMBER  5,  1988 
MESSER,  DONALD  C. ,  CAPTAIN,  PD,  SOUTH  PORTLAND,  MAINE  -  APRIL  3,  1977 

MESSER,  ROBERT  FRANK,  DEP  SHERIFF,  BUNCOMBE  CO  SO,  ASHEVILLE,  NORTH  CAROLINA  -  OCTOBER  22,  1959 
MESSETT,  ROBERT  C,  IDENT  OFCR,  PD,  WARREN,  OHIO  -  AUGUST  7,  1983 
MESSIER,  WILFRED  J.,  DEP  CHF,  PD,  WOONSOCKET,  RHODE  ISLAND  -  SEPTEMBER  9,  1971 
METCALF,  ALBION  E.,  DEP  SHF,  CHESHIRE  CO  SO,  KEENE,  NEW  HAMPSHIRE  -  DECEMBER  13,  1989 
MEYER,  A.  0.,  CHF,  POL  &  FIRE  DIV,  THE  PANAM,  BALBOA  HEIGHTS,  CANAL  ZONE  -  JANUARY  4,  1974 


i 


i 

E 


PAGE 


335 


125 
40 
21 
61 
27 
32 
8 
17 
14 
69 
92 
92 
40 
24 
79 
53 
48 
56 
92 
35 
24 
44 
31 
63 
33 
101 
106 
49 
91 
12 
23 
59 
140 
90 
96 
41 
58 
46 
59 
87 
32 
12 
90 
28 
55 
84 
23 
53 
28 
4 
53 
112 
116 
126 
44 
79 
43 
37 
71 
39 
109 
61 
21 
73 
46 
21 
37 
83 
43 
27 
10 
31 
89 
106 
73 
35 
63 
20 
34 
20 
34 
55 
25 
28 
63 
57 
1 
60 
37 
36 
90 
46 
99 
106 
14 
99 
113 
109 
44 
5 
37 
82 
91 
31 
106 


MILLER, 
MILLER, 
MILLER, 
MILLER, 
MILLER, 


MILLER, 
MILLER, 
MILLER, 
MILLER, 


SEPTEMBER  7,  1973 
10,  1969 


1990 


MITCHELL, 
MITCHELL, 
MITCHELL, 
MITRIONE, 


MEYER,  DAVID  CHARLES,  LT,  PD,  DUNKIRK,  NEH  YORK  -  OCTOBER  26,  1988 

MEYER,  OTTO,  CAPTAIN,  DIR  OF  TRAFFIC,  PD,  SAN  FRANCISCO,  CALIFORNIA 

MIDDLETON,  CHARLES  F.,  MAJOR,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  AUGUST  13,  1974 

MIHALIK,  HILLIAM,  COP,  ST.  JOSEPH,  MICHIGAN 

MIKULAS,  STEPHEN  A.,  DEPUTY  U.  S.  MARSHAL,  FAIRBANKS,  ALASKA  -  DECEMBER  30,  1949 

MILLARD,  JARDINE  P.,  COP,  PASO  ROBLES,  CALIFORNIA  -  MARCH  2,  1950 

CARL  H.,  DETECTIVE,  PD,  FARGO,  NORTH  DAKOTA  -  FEBRUARY  9,  1945 
CHARLES  H.,  COP,  ECORSE,  MICHIGAN  -  NOVEMBER  14,  1976 
EARL  E,  DEP  SHF,  POTTAHATTAMIE  CO  SO,  COUNCIL  BLUFFS,  IOMA 
JOHN  C,  FIRST  DEP  SUPT,  NY  SPOL,  ALBANY,  NEH  YORK  -  JANUARY  26,  1974 
JOHN  H.,  DET  LT,  PD,  EAST  HANOVER,  NEH  JERSEY  -  DECEMBER  12,  1979 
MILLER,  JOSEPH  E,  SGT,  PD,  GROSSE  POINTE  HOODS,  MICHIGAN  -  JANUARY  31,  1989 
MILLER,  K.  K.,  CPT,  NM  SPOL,  SANTA  FE,  NEH  MEXICO 

RAYMOND,  COP,  WEST  READING,  PENNSYLVANIA  -  OCTOBER  5,  1987 
RICHARD  F.,  CAPTAIN,  PD,  FORT  HAYNE,  INDIANA  -  MAY  14,  1977 

ROBERT  BERNARD,  CPT,  LOHER  MERION  TOHNSHIP  PD,  ARDMORE,  PENNSYLVANIA  -  JANUARY  15,  1962 
T.  HENRY,  CHIEF  OF  POLICE,  KETCHIKAN,  ALASKA  -  AUGUST  14,  1972 
MILLER,  HAYNE  G,  DEP  CHF,  PD, ,  COLUMBUS,  OHIO  -  JANUARY  15,  1987 
MILLER,  HILLIAM  D. ,  CAPTAIN,  HALL  TOHNSHIP  PD,  HALL,  NEH  JERSEY 

MILLER,  HILLIAM  D. ,  ASST.  PROB  OFCR,  MONTGOMERY  CO,  NORRISTOHN,  PENNSYLVANIA  -  JULY  30,  1958 
MILLIANS,  CHARLES  H. ,  CHF,  FULTON  CO  PD,  ATLANTA,  GEORGIA  -  MAY  1,  1945 
MILSTED,  H.  L.,  CPT  OF  DET,  PD,  MADISON,  HISCONSIN  -  JUNE  14,  1964 
HINEHAN,  MILTON  T.,  INSPECTOR,  SAN  MATEO  COUNTY  SO,  REDHOOD  CITY,  CALIFORNIA 
MINTON,  BASIL  BYRON,  SR.,  DETECTIVE  LIEUTENANT,  PD,  GREENVILLE,  MISSISSIPPI  -  DECEMBER 
MISKUNAS,  JOHN  V.,  COP,  BETHEL  PARK,  PENNSYLVANIA  -  FEBRUARY  16,  1967 
MITCHELL,  CHARLES  D,  COP,  ARCADIA,  CALIFORNIA 

MITCHELL,  DAVID  R,  CPT,  PD, ,  FLORENCE,  ALABAMA  -  AUGUST  8,  1999 

MITCHELL,  EDGAR  E.,  CHF,  HHITEMARSH  TOHNSHIP,  LAFAYETTE  HILL,  PENNSYLVANIA  -  AUGUST  8, 
JAMES  G,  CPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  AUGUST,  1994 
JOHN  J.,  LT,  HILLSBOROUGH  CO  SO,  TAMPA,  FLORIDA  -  SEPTEMBER  29,  1967 
MARVIN  H.,  SHF  OF  ITASCA  CO,  GRAND  RAPIDS,  MINNESOTA 

DAN  A.,  CHF  PUB  SAFETY  ADVSR,  AID-URUG,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  AUGUST  9,  1970 
MLODOSSICH,  BARRY  LEE,  DET  SGT,  PD,  NAZARETH,  PENNSYLVANIA  -  JANUARY  3,  1993 
MOGAN,  JAMES  E,  CPT,  PD,  LIVONIA,  MICHIGAN 
MOL,  JACK  R,  COP,  CHARLEVOIX,  MICHIGAN  -  FEBRUARY  6,  1987 
MONAGHAN,  JOE  0.,  SHF  OF  MONROE  CO,  AMORY,  MISSISSIPPI  -  NOVEMBER,  1996 
MONAHAN,  GERALD  MICHAEL,  ASST  DIR  OF  PA,  PA  POHER  AND  L,  ALLENTOHN,  PENNSYLVANIA 
MONCRIEF,  VINCENT  E.,  DETECTIVE,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  11,  1967 
MONTANO,  LOUIS  E.,  LIEUTENANT,  PD,  ALBUQUERQUE,  NEH  MEXICO  -  NOVEMBER  19,  1966 
MONTGOMERY,  JACK  H,  MAJ,  PD,  HONOLULU,  HAWAII  -  OCTOBER  8,  1991 
MONTGOMERY,  THOMAS  J.,  COP,  LAUREL,  MISSISSIPPI  -  DECEMBER  23,  1961 
MONTOYA,  MANUEL,  JR.,  CHF  INVSTGR,  DA  OFC,  SANTA  FE,  NEH  MEXICO  -  MARCH  6,  1951 
MOODY,  DARRELL  L.,  MAJ,  PD,  BOHLING  GREEN,  KENTUCKY  -  MARCH,  1998 
MOODY,  HENRY  B.,  SGT,  AL  HPTL,  MONTGOMERY,  ALABAMA  -  OCTOBER  29,  1960 
MOOMAU,  E.  P.,  CHF,  KS  UNIV  SEC  DEPT,  LAHRENCE,  KANSAS  -  JANUARY  17,  1970 
MOONEY,  HILLIAM  R,  DEPUTY  CHIEF,  PD,  CHICAGO,  ILLINOIS  -  MARCH  5,  1982 
MOORE,  ARTHUR  T.,  DIR,  MECHANICAL  DIV,  NC  DMV,  RALEIGH,  NORTH  CAROLINA 
MOORE,  EDHARD  L.,  PATROLMAN,  PD,  UNIONTOWN,  PENNSYLVANIA  -  JUNE  24,  1966 
MOORE,  FRANCIS  T.,  COL,  SUPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  JANUARY  18,  1963 
MOORE,  JIM,  COP,  ALBANY,  GEORGIA  -  FEBRUARY  7,  1965 

MOORE,  LOGAN  S.,  LIEUTENANT,  PD,  LOUISVILLE,  KENTUCKY  -  AUGUST  21,  1962 
MOORE,  TIMOTHY  J,  LT,  METROPOLITAN  PD,  ST.  LOUIS,  MISSOURI 
MOORE,  HILLIAM  H. ,  COP,  CARY,  ILLINOIS  -  NOVEMBER,  1990 
MORALES,  HILLIAM,  COP,  HILLCOX,  ARIZONA 

MORGAN,  ROBERT  L.,  COP,  ANDERSON,  INDIANA  -  MARCH  25,  1959 
MORIN,  JOHN  R,  COP,  GLENDALE,  ARIZONA  -  MARCH  25,  1959 
MORRIS,  CLARENCE  H. ,  COP,  PASADENA,  CALIFORNIA  -  FEBRUARY  1,  1968 
MORRIS,  JAMES  B.,  SUPT,  MARICOPA  CO  SO,  PHOENIX,  ARIZONA  -  JUNE  29,  1970 
MORRIS,  JAMES  THOMAS,  JR,  TX  LAW  ENF  COMMISSION,  GREENVILLE,  TEXAS  -  JUNE,  1977 
MORRIS,  JOSEPH  F.,  DEP  SUPT,  PD,  CHICAGO,  ILLINOIS  -  SEPTEMBER  6,  1965 
MORRIS,  L.  DALE,  COORDINATOR,  DEPT  OF  POL  SERVI ,  LAKE  OSWEGO,  OREGON  -  APRIL  28,  1980 
MORRIS,  REX  D.,  CHF  PUB  SAFTY  ADVISOR,  AID-CAR,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY,  1975 
MORRIS,  RICHARD  HILLIAM,  EXEC  SEC,  NY  ASSOC  OF  CHIEFS  0,  ALBANY,  NEH  YORK  -  FEBRUARY  10,  1959 
MORRISON,  RICHARD  0.,  COP,  CLAREMONT,  CALIFORNIA  -  MARCH  3,  1994 

MORRISON,  RICHARD  H. ,  PATROLMAN,  PD,  GREAT  BARRINGTON,  MASSACHUSETTS  -  NOVEMBER  12,  1964 
MORRISSEY,  JOHN  J.,  INSPECTOR,  NEW  YORK  SPOL,  ALBANY,  NEW  YORK  -  JANUARY  28,  1961 
MORSBERGER,  JAMES  T.,  LIEUTENANT  OF  DETECTIVES,  PD,  RENO,  NEVADA  -  OCTOBER  8,  1959 
MORTIMER,  WILLIAM  K. ,  SR. ,  DET  SGT,  DEPARTMENT  OF  POLICE,  DAYTON,  OHIO  -  MARCH  4,  1974 
MORTON,  HENRY  R. ,  COP,  FRESNO,  CALIFORNIA 

MORTON,  MARSHALL  F.,  CAPTAIN,  PD,  CAPE  GIRARDEAU,  MISSOURI  -  MARCH  15,  1974 
MOSELY,  HERDNER  H. ,  OFFICER,  PD,  SELMA,  ALABAMA  -  JULY  1,  1969 
MOSHER,  LEON  R,  DET  SGT,  MONROE  CO  SO,  ROCHESTER,  NEW  YORK 
MOSLEY,  CHARLES  R.,  COP,  CLEVELAND,  MISSISSIPPI 

MOSS,  CARROLL  C,  JR,  CPT,  VA  STATE  POL,  CULPEPER,  VIRGINIA  -  NOVEMBER  2,  1986 
MOSS,  JESSE,  JR.,  CAPTAIN,  PD,  GALESBURG,  ILLINOIS  -  OCTOBER  26,  1971 
MOSS,  LESTER  H. ,  SEC  OFC,  PAC  SH  AIRLINES,  CORONADO,  CALIFORNIA  -  FEBRUARY  9,  1992 
MOSS,  PHILIP  JOSEPH,  CPT,  PD,  CHICAGO,  ILLINOIS 

HOSTELLER,  H.  BURTON,  ADMINISTRATIVE  OFFICER,  III,  0,  WILSON  DAM,  ALABAMA  -  JANUARY  23,  1973 
MOUREAU,  KENNETH  C,  MAJOR,  CHIEF  OF  POLICE,  HYATTSVILLE,  MARYLAND  -  SEPTEMBER  10,  1979 
MOHER,  MAURICE  C,  CHIEF  OF  POLICE,  VENTNOR  CITY,  NEH  JERSEY  -  MAY  11,  1968 
MOXLEY,  RALPH  H,  CHF,  BIRMINGHAM  PD,  VENICE,  FLORIDA  -  MAY,  1993 
MOYLAN,  MICHAEL  F.,  CAPTAIN,  PD,  STAMFORD,  CONNECTICUT 

MUELLER,  EUGENE  L.,  CHIEF  OF  POLICE,  CULVER  CITY,  CALIFORNIA  -  FEBRUARY  1,  1977 

MUIRHEAD,  CHARLES  V.,  DEP  SHF,  EAST  CARROLL  PARISH  S,  LAKE  PROVIDENCE,  LOUISIANA  -  APRIL  22,  1955 
HUIRHEAD,  LLOYD  H,  DIR,  INTERAGENCY  EXCHANGE  OF  P,  NORTH  PLATTE,  NEBRASKA 

MULCAHY,  JAMES  FRANCIS,  DEP  SHF,  CHITTENDEN  CO  SO,  BURLINGTON,  VERMONT  -  NOVEMBER  22,  1981 
MULCAHY,  LEO  J,  COMMISSIONER,  CT  SPOL,  HARTFORD,  CONNECTICUT  -  NOVEMBER  21,  1981 
MULCAIRE,  JOSEPH  F.,  MAJOR,  DPS,  PHOENIX,  ARIZONA  -  OCTOBER  20,  1976 
MULHERN,  ROBERT  J.,  DEPUTY  INSPECTOR,  PD,  NEW  HAVEN,  CONNECTICUT  -  DECEMBER  4,  1968 
MULHOLLAND,  JAMES  S,  SUPERINTENDENT  OF  POLICE,  PD,  HINNIPEG,  CANADA  -  AUGUST  3,  1983 
HULL,  LEON  V,  DIV  CHF,  PD,  ENGLEHOOD,  COLORADO  -  FEBRUARY  13,  1983 

MULLER,  RAY  HERMAN,  LIEUTENANT  OF  POLICE,  PD,  NEW  ORLEANS,  LOUISIANA  -  JUNE  8,  1971 
MULLINS,  DONALD  T,  LT,  PD,  DENVER,  COLORADO  -  FEBRUARY  22,  1998 
MULNIX,  DONALD  B,  DIV  CHF,  PD,  DENVER,  COLORADO 
MUNCH,  ROBERT  F.,  ASST  CHF,  PD,  OMAHA,  NEBRASKA  -  MARCH  12,  1955 
MUNDIE,  HENRY  L.,  COP,  SUFFOLK,  VIRGINIA  -  JANUARY  11,  1990 
MUNSON,  KONRAD  H,  INSP,  MONTGOMERY  CO  SD,  DAYTON,  OHIO 
HURCHISON,  JOHN,  DET  SGT,  PD,  BUFFALO,  NEW  YORK 

MURPHY,  HARRY  JAMES,  JR.,  CAPTAIN,  PD,  CLEVELAND  HEIGHTS,  OHIO  -  DECEMBER  30,  1976 
MURPHY,  J.  LONNIE,  COP,  HAYCROSS,  GEORGIA  -  DECEMBER  29,  1962 
MURPHY,  JAMES  F.,  LIEUTENANT,  PD,  CAMBRIDGE,  MASSACHUSETTS 

COP,  NORHOOD,  HASSACHUSETTS  -  NOVEHBER  23,  1973 
,  CPT  OF  DET,  MA  SPOL,  BOSTON,  MASSACHUSETTS  -  AUGUST  10,  1977 
CAPTAIN,  PD,  ST.  LOUIS,  MISSOURI  -  DECEMBER  2,  1973 


MURPHY,  JAMES  M 
MURPHY,  MARTIN  A 
MURPHY,  WALTER  J 


MURRAY,  DAVID  J.,  LT,  PD,  LACONIA,  NEW  HAMPSHIRE  -  MARCH  13,  1989 
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NELSON, 
NELSON, 


JAMES  B.,  JR.,  DEP  CHF,  PD,  HINDSOR,  CONNECTICUT  -  SEPTEMBER  20,  1978 

JOHN  D.,  DETECTIVE  SERGEANT,  PD,  KETTERING,  OHIO  -  AUGUST  9,  1971 

LEONARD  SHERIDAN,  ASST  DIR,  IA  DPS,  DES  MOINES,  IOHA  -  JULY  21,  1972 

LOUIS  J.,  COP,  JENKINTOHN,  PENNSYLVANIA  -  APRIL  3,  1996 
MURRAY,  HESLEY  F.,  CAPTAIN,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  FEBRUARY  26,  1965 
MURROH,  RAYMOND  L.,  LIEUTENANT  COLONEL,  PD,  HICHITA,  KANSAS  -  NOVEMBER  11,  1977 
MUSGRAVE,  KENNETH  CLOUGH,  SGT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND  -  JANUARY  23,  1994 
MUSTERMAN,  HALTER,  CAPTAIN,  PD,  ANNAPOLIS,  MARYLAND  -  JANUARY  12,  1972 
MUTCH,  ROBERT,  ASST  CHF,  PD,  REDONDO  BEACH,  CALIFORNIA  -  JANUARY  17,  1970 
MYERS,  FREDDIE  FAYE,  COP,  MIDHEST  CITY,  OKLAHOMA  -  MAY  28,  1989 
MYERS,  JAMES  DEE,  COP,  STATESVILLE,  NORTH  CAROLINA 
MYERS,  M  M,  SHERIFF  OF  ORANGE  CO,  ORANGE,  VIRGINIA 

MYSZEHSKI,  ALAN  NORBERT,  DIR  OF  PUBLIC  SAFETY,  PD,  HHITEFISH  BAY,  HISCONSIN  -  NOVEMBER  29,  1989 
NAGEL,  ELLERY  T.,  CPT,  PD,  STOCKTON,  CALIFORNIA  -  NOVEMBER,  1995 
NAGLE,  ARTHUR,  COP,  GARDEN  CITY,  MICHIGAN  -  MARCH  3,  1967 
NASE,  CLAUDE  E.,  COP,  PERKASIE,  PENNSYLVANIA 
NASH,  HUBERT,  COMMANDER,  PD,  LYNCHBURG,  VIRGINIA  -  JUNE,  1983 
NASH,  LAWRENCE  E. ,  COP,  PUYALLUP,  WASHINGTON  -  DECEMBER  1,  1989 
NAUGHTON,  MICHAEL  P.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  JULY  28,  1944 
NAUGHTON,  WILLIAM  J,  SR,  DET,  PD,  POUGHKEEPSIE,  NEW  YORK 
NAYLOR,  TILDEN  P,  LT,  MS  HPTL,  GULFPORT,  MISSISSIPPI 
NEE,  THOMAS  R.,  CPT  OF  DET,  PD,  MADISON,  WISCONSIN  -  DECEMBER  6,  1970 
NEELY,  JOE,  JR.,  SR  DEP  SHF,  EL  PASO  CO  SO,  EL  PASO,  TEXAS  -  JULY  13,  1991 
NEELY,  KENNETH  J.,  MSGT,  HV  SPOL,  CHARLESTON,  WEST  VIRGINIA  -  DECEMBER  13,  1968 
NEILEY,  RUSSELL  A.,  CAPTAIN,  PD,  ELMIRA,  NEW  YORK  -  JANUARY  21,  1975 

NEILLY,  MAURICE  MCLAUGHLIN,  DET  SUPT,  ROYAL  ULSTER  CONSTAB,  BELFAST,  NORTHERN  IRELAND  -  JUNE  2,  1994 
NELLIGAN,  ANTHONY  FRANCIS,  MAJOR,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  23,  1969 
NELLIGAN,  JOHN  J.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  JANUARY  22,  1966 
NELSEN,  LOYAL  D,  CPT,  PD,  GREEN  BAY,  WISCONSIN 
NELSON,  DARREL  L,  CPT,  PD,  SPARKS,  NEVADA 

EDWARD  D,  SHF  OF  ARAPAHOE  CO,  LITTLETON,  COLORADO  -  MAY  30,  1983 

G.  HARRY,  COP,  JAMESTOWN,  NEW  YORK  -  SEPTEMBER  26,  1950 
NELSON,  GEORGE  H. ,  COP,  EVERETT,  WASHINGTON 

NELSON,  ISIAH,  III,  CMDR,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  APRIL  14,  1990 
NELSON,  JOHN  MANSFIELD,  SGT,  PD,  WOODBURY,  NEW  JERSEY  -  NOVEMBER  18,  1996 
NESTER,  FREMONT  P.,  COP,  OAK  PARK,  ILLINOIS  -  JANUARY  17,  1976 
NEVINS,  WILLIAM  F.,  LIEUTENANT,  PD,  NEW  YORK,  NEW  YORK  -  OCTOBER  11,  1960 
NEWCOMER,  GRAYSON  E,  LT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  MAY  28,  1986 
NEWCOMER,  JOE  H. ,  COP,  KERRVILLE,  TEXAS  -  DECEMBER  23,  1967 
NEWMAN,  GUSTAF  C. ,  LIEUTENANT,  PD,  BROCKTON,  MASSACHUSETTS 
NEWMAN,  ROBERT  R,  CPT,  PD,  LA  MESA,  CALIFORNIA  -  NOVEMBER  9,  1987 
NICHOLS,  HERBERT  ROY,  DEP  CHF,  PD,  WINONA,  MINNESOTA  -  NOVEMBER,  1996 
NICHOLS,  MIKE,  CHF  DEP  SHF,  LAUDERDALE  CO  SO,  MERIDIAN,  MISSISSIPPI 

NICHOLSON,  WILLIAM  M. ,  SR.,  SHERIFF  OF  SEMINOLE  CO,  WEWOKA,  OKLAHOMA  -  JANUARY  8,  1973 
NICKERSON,  MILLARD  E.,  CPT,  ME  SPOL,  AUGUSTA,  MAINE  -  SEPTEMBER  9,  1995 
NICKOLS,  GLEN  L.,  ASST  CHF,  PD,  FRANKFORT,  INDIANA  -  FEBRUARY  24,  1969 
NIELSEN,  ARTHUR  CAR,  COP,  MOUNTAIN  VIEW,  CALIFORNIA  -  FEBRUARY  23,  1981 
NIELSEN,  CURTIS  J,  SGT,  PD,  SOUTH  ST.  PAUL,  MINNESOTA  -  JULY,  1986 
NIELSEN,  ERVING,  COP,  DEARBORN,  MICHIGAN  -  MARCH  26,  1954 

NIMMO,  GEORGE  M. ,  DIR,  WY  LAW  ENF  ACADEMY,  DOUGLAS,  WYOMING  -  JANUARY  4,  1989 
NINESLING,  RAYMOND  R. ,  COP,  KINGS  POINT,  NEW  YORK  -  AUGUST  20,  1964 
NIXON,  JOHN  W,  DET  SGT,  KY  SPOL,  RICHMOND,  KENTUCKY 

NOAH,  CHARLES  M. ,  CAPTAIN,  PD,  HUNTINGTON  PARK,  CALIFORNIA  -  MARCH  29,  1976 
NOBLES,  ARTHUR  EVERT,  LT,  HIGHLAND  PARK  PD,  DALLAS,  TEXAS  -  NOVEMBER  16,  1967 
NOBLES,  FRED  EDWARD,  COP,  GEORGETOWN,  SOUTH  CAROLINA  -  MAY  31,  1971 
NOHACH,  NICHOLAS,  COP,  BUTLER,  PENNSYLVANIA  -  MARCH  24,  1980 

NOLAN,  FRANK  E,  CHF  INVSTGR,  PA  SUPREME  COURT,  PHILADELPHIA,  PENNSYLVANIA  -  APRIL  29,  1981 
NOLAN,  JAMES  B.,  SIXTH  DEPUTY  POLICE  COMMISSION,  NEW  YORK,  NEW  YORK  -  AUGUST  3,  1973 
NOLAN,  JAMES  EDWARD,  JR,  CPT,  VT  SPOL,  MIDDLESEX,  VERMONT  -  AUGUST  12,  1995 
NOLEN,  DONALD  C,  COP,  MAYWOOD,  ILLINOIS  -  APRIL  30,  1962 
NOON,  EDWARD  M,  CAPTAIN,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA 
NORRIS,  THOMAS  C,  JR,  DEP  CHF,  CHELTENHAM  TWP  PD,  ELKINS  PARK,  PENNSYLVANIA 
NORTHCUTT,  ROBERT  C. ,  PATROLMAN,  PD,  TEXARKANA,  ARKANSAS  -  MAY,  1961 
NORTHEN,  JOHN  W.  ,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  MAY  4,  1974 
NORTON,  JOHN  J,  LIEUTENANT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  JULY  27,  1984 
NOSACK,  ALBERT  F,  COP,  TOLEDO,  OREGON  -  FEBRUARY  24,  1981 
NOVAK,  JACOB  J,  COP,  NORTH  CHICAGO,  ILLINOIS  -  NOVEMBER  3,  1986 
NOVAK,  MARTIN,  LIEUTENANT,  PD,  MIDDLETOWN,  CONNECTICUT  -  JANUARY  19,  1954 
NOVAK,  THOMAS  A.,  SERGEANT,  PD,  OAK  PARK,  ILLINOIS 
NUNN,  JAMES  R.,  MAJ,  VA  SPOL,  RICHMOND,  VIRGINIA  -  JUNE  27,  1967 
OBRIEN,  BYRNE  A.,  CPT,  PD,  DUBUQUE,  IOWA  -  AUGUST  24,  1971 
OBRIEN,  JAMES  L,  COP,  RICE  LAKE,  WISCONSIN 

OBRIEN,  JOHN  B,  COP,  WEST  SPRINGFIELD,  MASSACHUSETTS  -  JULY  23,  1983 
OBRIEN,  JOHN  G. ,  CPT,  SAN  MATEO  CO  SO,  REDWOOD  CITY,  CALIFORNIA  -  APRIL  6,  1972 

PATRICK  F.,  INSPECTOR,  PD,  SOMERVILLE,  MASSACHUSETTS  -  DECEMBER  30,  1965 

RICHARD  W,  LIEUTENANT,  PD,  MINNEAPOLIS,  MINNESOTA  -  JULY  14,  1987 

ROBERT  E.,  COP,  SAN  MATEO,  CALIFORNIA  -  JANUARY  31,  1950 
OCALLAGHAN,  EDWARD  P.,  CPT,  NASSAU  CO  PD,  MINEOLA,  NEW  YORK  -  MARCH,  1991 
OCLAIR,  EARL  L. ,  DIR,  AZ  STATE  DMV,  PHOENIX,  ARIZONA  -  MAY  22,  1971 

OCONNELL,  FRANCIS  W. ,  ASST  CLERK,  COURT  OF  MIDDLESEX,  CAMBRIDGE,  MASSACHUSETTS  -  JANUARY  28,  1965 
OCONNOR,  EDHARD  J.,  SERGEANT,  PD,  BUTTE,  MONTANA  -  NOVEMBER  6,  1939 
OCONNOR,  J.  LEO,  CAPTAIN,  PD,  JERSEY  CITY,  NEW  JERSEY  -  JULY  11,  1956 
OCONNOR,  JOSEPH  C. ,  SHERIFF  OF  SAN  DIEGO  CO,  SAN  DIEGO,  CALIFORNIA  -  OCTOBER  16,  1975 
OCONNOR,  THOMAS  L.,  MAJ,  IL  SPOL,  SPRINGFIELD,  ILLINOIS  -  APRIL,  1990 
ODAY,  WILLIAM  J.,  DETECTIVE,  PD,  NEW  BRITAIN,  CONNECTICUT  -  JULY  9,  1963 
ODEA,  EDWARD  JOSEPH,  LT,  PD,  DENVER,  COLORADO  -  SEPTEMBER  5,  1989 
ODONNELL,  MICHAEL  FRANCIS,  CHF,  THP  OF  FRANKLIN  POL,  FRANKLINVILLE,  NEW  JERSEY 
ODONOGHUE,  JOSEPH  F.,  CAPTAIN,  PD,  BRIDGEPORT,  CONNECTICUT  -  JULY  29,  1974 
ODOWD,  JOSEPH  F.,  FIRE  MARSHAL,  NYC  FIRE  DEPT.,  NEW  YORK,  NEW  YORK 
OGORZALY,  JOHN  W. ,  INSPECTOR,  PD,  BUFFALO,  NEW  YORK 

OHARA,  WILLIAM  E. ,  MAJ,  MARYLAND  SPOL,  PIKESVILLE,  MARYLAND  -  JUNE  29,  1979 
OJALA,  CLIFFORD  LAURI ,  CHF  INSPR,  ALAMEDA  CO  DA  OFC,  OAKLAND,  CALIFORNIA  -  NOVEMBER  6,  1991 
OLDENBURG,  JAMES  G,  COP,  TONAWANDA  CITY,  NEW  YORK  -  AUGUST  20,  1989 
OLEARY,  DANIEL  L. ,  COP,  PORT  HURON,  MICHIGAN  -  MARCH  17,  1968 
OLEARY,  JOHN  B,  ASST  DIR  OF  SEC,  IN  STATE  UNIV,  TERRE  HAUTE,  INDIANA 
OLIVER,  C.  E.,  BAILIFF,  DALLAS  CO  GRAND  JURY,  DALLAS,  TEXAS  -  APRIL  2,  1966 
OLIVER,  HARRY  L,  USHF,  STANISLAUS  CO  SO,  MODESTO,  CALIFORNIA 
OLIVER,  ROBERT  W. ,  DIV  CHF,  FAA,  ANCHORAGE,  ALASKA 

OLSEN,  EDWARD  C,  JR,  DET,  PD,  HAVERFORD,  PENNSYLVANIA  -  JULY  12,  1980 
OMARA,  MICHAEL  W. ,  CHF  ADMIN,  STATE  S  ATTORNEY  OF,  CHICAGO,  ILLINOIS 
ONEIL,  GEORGE  W,  LT,  PD,  NEWTON,  MASSACHUSETTS  -  JUNE  3,  1979 
ONEIL,  JAMES  THOMAS,  COP,  BINGHAMTON,  NEW  YORK  -  DECEMBER  22,  1993 
ONEIL,  JOHN  H.,  CAPTAIN,  PD,  MALDEN,  MASSACHUSETTS  -  DECEMBER  18,  1969 
ONEIL,  MICHAEL  F.,  ASST  CHF,  PD,  BINGHAMTON,  NEW  YORK  -  FEBRUARY  20,  1969 
ONEILL,  MARK  W. ,  COP,  CHAMPAIGN,  ILLINOIS  -  OCTOBER  25,  1959 
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OTTINGER, 
OVERMAN,  HILLIAM 
OHEN,  HALTER  M. , 
OHENS,  CLEMENT  R. 


PALMER,  ARTHUR  C. 

PALMER,  BILLY  H, 

PALMER,  JAMES  T. 

PALMER,  RALPH  J, 


OONVATANA,  BOONGOY,  POL  MA J,  ROYAL  THAI  NATIONAL  P,  BANGKOK,  THAILAND  -  DECEMBER  21,  1979 

ORBAN,  ANDREH  F,  CPT ,  PD,  SOUTH  BEND,  INDIANA 

OREILLY,  DENNIS  J,  CPT,  NY  ENV  CONSV,  NEH  YORK,  NEH  YORK  -  SEPTEMBER  24,  1993 

ORIN,  RONALD  H. ,  COP,  CONCORD,  CALIFORNIA  -  JULY  20,  1989 

ORMSBY,  A.  ARTHUR,  IDENTIFICATION  OFFICER,  PD,  BRISTOL,  CONNECTICUT  -  OCTOBER  25,  1970 

OROURKE,  THOMAS  JOSEPH,  LIEUTENANT,  PD,  PROVIDENCE,  RHODE  ISLAND  -  NOVEMBER  30,  1972 

ORR,  HILLIAM  S.,  ASSISTANT  CHF,  PD,  ARCADIA,  CALIFORNIA 

ORTIZ-APONTE,  ALFREDO,  MAJOR,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  NOVEMBER  24,  1969 

OSCHANSKI,  MICHAEL,  COP,  SOUTH  PLAINFIELD,  NEH  JERSEY  -  AUGUST  4,  1974 

OSTENBURG,  JOE  P.,  SGT,  PD,  FRESNO,  CALIFORNIA 

OTOOLE,  JAMES  E.,  COP,  BOURNE,  MASSACHUSETTS  -  APRIL  2,  1976 

JAMES,  CHF,  UPPER  DUBLIN  TOHNSHIP,  FORT  HASHINGTON,  PENNSYLVANIA  -  JANUARY  14,  1964 

G.,  COORDINATOR,  LAH  ENF  ASSISTANC,  JEFFERSON  CITY,  MISSOURI  -  SEPTEMBER  26,  1979 

LT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA  -  JANUARY  9,  1992 
CAPTAIN,  PD,  COLUMBUS,  OHIO  -  JULY  24,  1962 
OHENS,  G.  H.,  COP,  BAL  HARBOUR,  FLORIDA  -  MAY  19,  1964 
OHENS,  JOSEPH  T. ,  COP,  ROME,  NEH  YORK  -  FEBRUARY  20,  1947 

OHENS,  RICHARD  G,  CAPTAIN,  MADISON  THP  PD,  OLD  BRIDGE,  NEH  JERSEY  -  OCTOBER  1,  1983 
PAGE,  R.  HAYS,  MAJ,  KENTUCKY  HIGHHAY  PTL,  FRANKFORT,  KENTUCKY  -  FEBRUARY  5,  1979 
PAINTER,  HILLIE  B.,  CPT,  AL  DPS,  MONTGOMERY,  ALABAMA  -  FEBRUARY  9,  1975 
PALAZZETTI,  A  J,  COP,  BRADFORD,  PENNSYLVANIA 

SGT,  PD,  HAGERSTOWN,  MARYLAND  -  JANUARY  7,  1980 

LT,  TUSCALOOSA  CO  SO,  TUSCALOOSA,  ALABAMA  -  JANUARY  18,  1981 
SGT,  PD,  HILMINGTON,  MASSACHUSETTS 

CPT,  OFC  OF  SEC,  BAPTIST  MEMOR,  MEMPHIS,  TENNESSEE 
PALO,  JACK  HILLIAM,  COP,  COVENTRY,  RHODE  ISLAND  -  APRIL  1,  1984 
PANAGOULIS,  GEORGE  J.,  SUPT,  PRINCE  GEORGES  CO  PD,  BOHIE,  MARYLAND  -  APRIL  17,  1989 
PANTALL,  HILLIAM  JOSEPH,  LT,  ANNE  ARUNDEL  CO  PD,  MILLERSVILLE,  MARYLAND 
PAPADOPULOS,  GEORGE,  SHF  OF  STARK  CO,  CANTON,  OHIO  -  JANUARY  11,  1981 
PARK,  ANGUS  JOHN,  LT,  HOHARD  CO  PD,  ELLICOTT  CITY,  MARYLAND  -  OCTOBER  9,  1991 
PARK,  FLOYD,  CPT,  OK  HIGHHAY  PTL,  OKLAHOMA  CITY,  OKLAHOMA  -  JUNE  23,  1946 
PARK,  SANG  LAE,  SUPT,  KOREAN  NATIONAL  POLICE,  SEOUL,  KOREA  -  OCTOBER,  1975 
PARKER,  CLARE  E.,  CAPTAIN,  PD,  ELYRIA,  OHIO  -  APRIL  7,  1956 

PARKER,  EDHARD  JONES,  SR.,  CAPTAIN  OF  DETECTIVES,  PD,  HAWTHORNE,  CALIFORNIA  -  OCTOBER  18,  1959 
PARKER,  GEORGE  RONALD,  COP,  FORT  PIERCE,  FLORIDA  -  SEPTEMBER  13,  1989 
PARKER,  H  E,  SHF  OF  BANNOCK  CO  SO,  POCATELLO,  IDAHO  -  NOVEMBER  9,  1981 
PARKER,  RALPH  EARL,  COP,  POMONA,  CALIFORNIA  -  DECEMBER  24,  1981 

PARKS,  DONALD  H. ,  FIELD  REP,  CA  DEPT  OF  EDUCATIO,  SACRAMENTO,  CALIFORNIA  -  MAY,  1969 
PARNELL,  I.  BYRD,  SHF  OF  SUMTER  CO,  SUMTER,  SOUTH  CAROLINA  -  OCTOBER  9,  1989 
PARSON,  GORDON,  SERGEANT,  PD,  BIRMINGHAM,  ALABAMA  -  MARCH  12,  1958 
PARSONS,  DOUGLAS  ODELL,  SGT,  PD,  KISSIMMEE,  FLORIDA  -  FEBRUARY,  1993 
PARTRIDGE,  BILL  R,  CPT,  ALLEN  CO  PD,  FORT  HAYNE,  INDIANA  -  OCTOBER  8,  1986 
PASCOE,  JAMES  E.,  CPT,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA 
PASSMORE,  GEORGE  DURHAM,  PATROLMAN,  PD,  HESLACO,  TEXAS  -  OCTOBER  20,  1983 
PATE,  CLARENCE  F.,  CHF  OF  DET,  PD,  ANNISTON,  ALABAMA 
PATE,  JAMES  R,  CPT,  DPS,  DOTHAN,  ALABAMA  -  DECEMBER  26,  1987 

PATRICK,  JAMES  CALVIN,  CHF  OF  DET,  DUVAL  COUNTY  SO,  JACKSONVILLE,  FLORIDA  -  DECEMBER  12,  1969 
PATTERSON,  MAX  H,  COP,  GLADSTONE,  OREGON  -  SEPTEMBER  15,  1990 
PATTERSON,  P  J,  SHERIFF  OF  CLINTON  CO,  ST  JOHNS,  MICHIGAN  -  MAY  20,  1982 
PAUL,  ANTHONY  R. ,  COP,  COUNTY  OF  HAHAII,  HILO,  HAHAII  -  MARCH  10,  1978 
PAUL,  EMMETT,  MAJOR,  DIVISION  OF  POLICE,  LOUISVILLE,  KENTUCKY 
PAULSEN,  JOHN  F.,  CAPTAIN,  PD,  HEST  HARTFORD,  CONNECTICUT  -  MAY  12,  1973 
PAYNE,  CLIFFORD  N.,  SERGEANT,  PD,  SPOKANE,  WASHINGTON  -  JANUARY  11,  1971 
PAYNE,  HILLIAM  GEORGE,  USHF,  ERIE  CO  SD,  BUFFALO,  NEW  YORK  -  JANUARY  23,  1996 
PAZDERA,  EDWARD  F.,  COP,  TWO  RIVERS,  WISCONSIN  -  FEBRUARY  20,  1998 
PEACH,  JAMES  M. ,  COP,  NEWPORT  NEWS,  VIRGINIA  -  NOVEMBER  14,  1950 
PEACH,  HILLIAM  F.,  COP,  NEWPORT  NEWS,  VIRGINIA  -  AUGUST  10,  1974 

PEACOCK,  T.  B.,  (SA,  FBI-RETIRED),  CHIEF  OF  PO,  KANSAS  CITY,  KANSAS  -  AUGUST  21,  1971 
PEAK,  FRANCIS  J.,  LT,  DIVISION  OF  POLICE,  LOUISVILLE,  KENTUCKY  -  APRIL  6,  1972 
PEARCE,  MARSHALL  HENRY,  JR.,  CAPTAIN,  PD,  MACON,  GEORGIA  -  NOVEMBER  8,  1967 

PEARCE,  RALPH  TAYLOR,  LT,  SOUTHERN  IL  UNIV  SEC  DEPT,  CARBONDALE,  ILLINOIS  -  SEPTEMBER  15,  1995 
PEARS,  ARTHUR  N,  DIR  OF  SEC,  UNIV  OF  NOTRE  DAME,  NOTRE  DAME,  INDIANA 
PEARSON,  JAMES  C,  SHF  OF  LEE  CO,  OPELIKA,  ALABAMA  -  MAY  18,  1980 
PECOUL,  EDHARD  HENRY,  JR,  MAJ,  PD,  NEW  ORLEANS,  LOUISIANA  -  JUNE  7,  1984 
PEDERSON,  DOUGLAS  GRAHAM,  LT,  PD,  LIVONIA,  MICHIGAN  -  AUGUST  23,  1994 
PEEK,  KENNETH,  COP,  KIRKHOOD,  MISSOURI  -  JULY  5,  1958 
PELCZAR,  ADAM,  LIEUTENANT,  PD,  UTICA,  NEW  YORK  -  JULY,  1964 
PELISSIER,  BERT,  COP,  FREDERICK,  MARYLAND  -  APRIL  26,  1950 
PELLAR,  ANDREH  C,  ASST  CHF,  PD,  HAMMOND,  INDIANA  -  DECEMBER  26,  1966 
PEMBRIDGE,  DELBERT  E,  COP,  ENDICOTT,  NEH  YORK  -  AUGUST  21,  1986 
PENIX,  FRED  F.,  LIEUTENANT,  PD,  MIDLAND,  TEXAS  -  DECEMBER  27,  1976 
PERDUK,  NICHOLAS,  DET  INSPR,  ONTARIO  PROVINCIAL,  TORONTO,  CANADA 
PEREZ,  LUIS  M.,  LTC,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 
PERHACH,  JOHN  M. ,  SHF  OF  BROOME  CO,  BINGHAMTON,  NEW  YORK  -  NOVEMBER,  1997 
PERKERSON,  WILBUR,  COP,  VALDOSTA,  GEORGIA  -  AUGUST  26,  1986 

PERKINS,  CHARLES  L,  CPT,  LOS  ANGELES  CO  MARSHALS  0,  LOS  ANGELES,  CALIFORNIA  -  FEBRUARY  26,  1994 
PERKINS,  HERBERT  F.,  CAPTAIN,  PD,  BRIDGEPORT,  CONNECTICUT  -  JANUARY  14,  1976 
PERKINS,  KINGSLEY  C. ,  CPT,  PD,  RICHMOND,  CALIFORNIA  -  JULY,  1988 
PERKIO,  JACOB  H,  COP,  ROCKPORT,  MASSACHUSETTS  -  JANUARY  17,  1981 
PERRIGO,  HILFORD  L,  COP,  SALAMANCA,  NEH  YORK 

PERRIN,  FORREST  G. ,  CAPTAIN,  PD,  IDAHO  FALLS,  IDAHO  -  MARCH  27,  1977 
PERRIN,  FREDERICK  W,  JR,  CPT,  PD,  DAYTONA  BEACH,  FLORIDA  -  DECEMBER  21,  1985 
PERUSINA,  JOHN,  CPT,  SANTA  CLARA  CO  SO,  SAN  JOSE,  CALIFORNIA  -  JANUARY  25,  1991 
PETERS,  EMIL  E.,  COP,  SAN  ANTONIO,  TEXAS 

PETERS,  RAY  G,  LIEUTENANT,  PD,  PIQUA,  OHIO  -  MARCH  13,  1984 

PETERSEN,  GERHARD  R,  SHERIFF  OF  KEARNEY  CO,  MINDEN,  NEBRASKA  -  JUNE  20,  1987 
PETERSON,  BERNARD  CONRAD,  MAJOR,  PD,  EAU  CLAIRE,  WISCONSIN  -  NOVEMBER  3,  1976 

PETERSON,  CLIFFORD  E.,  COMMISSIONER,  CA  HIGHHAY  PATRO,  SACRAMENTO,  CALIFORNIA  -  FEBRUARY  2,  1953 
PETERSON,  EDHARD  L.,  COP,  BOONE,  IOWA  -  MARCH  4,  1965 

PETERSON,  ERIC  LYNN,  CHF,  LOWER  ALLOWAYS  CREEK  TWP,  HANCOCKS  BRIDGE,  NEH  JERSEY 
PETERSON,  MICHAEL  OSBORN,  INSPR,  ATTY  GENERALS  OFFICE,  BISMARCK,  NORTH  DAKOTA  -  JANUARY  10,  1967 
PETERSON,  MONTE  KAY,  LT,  PD,  TULSA,  OKLAHOMA 

PETERSON,  RAYMOND  H. ,  SENIOR  CAPTAIN,  PD,  MINNEAPOLIS,  MINNESOTA  -  AUGUST  16,  1979 
PETERSON,  ROBERT  L,  CAPTAIN,  PD,  SIOUX  CITY,  IOWA 

PETRINI,  THOMAS  JOSEPH,  CPT,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  MAY  7,  1997 
PETRO,  JOHN  T,  1SGT  DET,  IN  SPOL,  INDIANAPOLIS,  INDIANA  -  MAY,  1979 
PETRONE,  EUGENE  J.,  CPT,  VOLUSIA  CO  SD,  DELAND,  FLORIDA  -  OCTOBER  28,  1969 
PETTIT,  HARRY,  COP,  JOHNSON  CITY,  NEH  YORK  -  APRIL  19,  1979 
PETTY,  LEONARD  P,  COP,  GREENVILLE,  TEXAS  -  APRIL,  1980 
PFAU,  JEFFREY  MICHAEL,  COP,  GILLETTE,  WYOMING  -  JANUARY  5,  1997 

PFEIFFER,  EMIL  ERNEST,  IDENT  OFFICER,  PD,  PENSACOLA,  FLORIDA  -  FEBRUARY  28,  1952 
PHERRIN,  HILLIAM  M.,  SERGEANT,  PD,  DES  MOINES,  IOWA  -  MARCH  8,  1955 

PHILLIPS,  CHARLIE  E.,  JR.,  MAJOR,  BUREAU  OF  POLICE,  RICHMOND,  VIRGINIA  -  SEPTEMBER  14,  1976 
PHILLIPS,  CLAYTON  L.,  DETECTIVE,  PD,  HOUSTON,  TEXAS 
PHILLIPS,  HILLIAM  S,  COP,  ABINGDON,  VIRGINIA  -  MAY  16,  1990 
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151  PHILLIPS,  HINFRED  GENE,  CPT,  ALACHUA  CO  SO,  GAINESVILLE,  FLORIDA  -  NOVEHBER  21,  1995 

34  PHILPOT,  HILLIAM  J.,  COP,  OROFINO,  IDAHO  -  DECEHBER  3,  1971 

28  PICARD,  ALBERT  J.,  COP,  PETERBOROUGH,  NEH  HAMPSHIRE  -  AUGUST  10,  1963 

43  PICKERING,  URBANE  H. ,  HEAD  JAILER,  STANISLAUS  COUNTY,  MODESTO,  CALIFORNIA  -  MAY  21,  1970 

92  PIELMEIER,  HAROLD  E.,  CAPTAIN,  PD,  ALTOONA,  PENNSYLVANIA  -  OCTOBER  11,  1978 

7  PIERCE,  HOHARD  L.,  SA,  STATE  BUREAU  OF  INVESTIGAT,  RALEIGH,  NORTH  CAROLINA  -  JANUARY  19,  1948 

55  PIERCE,  LELAND  H,  COP,  CANANDAIGUA,  NEH  YORK  -  OCTOBER  28,  1980 

42  PIERCE,  MEADY  B. ,  CHF  OF  DET,  PD,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  9,  1979 
24  PIERCZYNSKI,  JOHN  H,  CPT,  PD,  CHARLOTTE,  NORTH  CAROLINA 

137  PIERPONT,  LEO  RICHARD,  DEP,  HARRIS  CO  SD,  HOUSTON,  TEXAS 

34  PIERRE,  JOSEPH,  COP,  TARENTUM,  PENNSYLVANIA  -  JANUARY  20,  1966 
75  PIFFEL,  OTTO,  CPT,  PD,  HEBSTER  GROVES,  MISSOURI  -  JULY,  1994 

32  PILGER,  FERDINAND  J.,  DEPUTY  CHIEF,  PD,  TRENTON,  NEH  JERSEY  -  MARCH  13,  1962 

130  PINKLE,  JOSEPH  JAMES,  CHF,  GREENVILLE-HEST  SALEM  PD,  GREENVILLE,  PENNSYLVANIA  -  SEPTEMBER  18,  1986 

35  PIOVARCHY,  GASPER,  JR.,  LIEUTENANT,  PD,  UNIONTOHN,  PENNSYLVANIA  -  JUNE  27,  1967 

68  PIXLEY,  JAMES  I,  CHF,  MINNEAPOLIS-ST  PAUL  INTL,  MINNEAPOLIS,  MINNESOTA  -  OCTOBER  8,  1984 

85  PLEASANTS,  GORDON  L.,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  OCTOBER  23,  1989 

17  PLOUGH,  L.  B.,  DETECTIVE  SERGEANT,  PD,  MUSKEGON,  MICHIGAN  -  APRIL  8,  1962 

57  PLOHMAN,  GERALD  L.,  COP,  BELLEVUE,  HASHINGTON  -  MARCH  19,  1966 

53  POGSON,  HILLIAM  J.,  SERGEANT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  FEBRUARY  22,  1964 

6  POINDEXTER,  ALLEN,  JR.,  DEP  SHF,  MONTGOMERY  COUNTY  SO,  MONTGOMERY,  ALABAMA  -  SEPTEMBER  7,  1956 

101  POLK,  JOHN  E.,  SHF  OF  SEMINOLE  CO,  SANFORD,  FLORIDA 

86  POLSON,  FLOYD  A.,  ASST  CHF,  PD,  CHARLOTTE,  NORTH  CAROLINA  -  JULY  13,  1972 

55  POMERLEAU,  DONALD  D,  COMMISSIONER  OF  POLICE,  BALTIMORE,  MARYLAND  -  JANUARY  19,  1992 

62  POOLE,  ARTHUR  LEROY,  SHF  OF  HEBSTER  CO,  SLAUGHTER,  KENTUCKY  -  APRIL  5,  1983 

47  POOLE,  HARVEY  ALTON,  LT,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  OCTOBER  18,  1971 

27  POOLE,  JAMES  HERMAN,  CHF  INVSTGR,  USA  ENGINEERS,  BLUEMONT,  VIRGINIA  -  NOVEMBER  10,  1968 

112  POPE,  ARTHUR  A,  JR,  LTC,  PD,  PORTSMOUTH,  VIRGINIA 

119  POPP,  JIM  ROBERT,  CPT,  PD,  TORRANCE,  CALIFORNIA  -  APRIL  26,  1997 

29  POPPLE,  CARLTON  E.,  CAPTAIN,  PD,  ENDICOTT,  NEW  YORK  -  JUNE  12,  1971 

19  PORTER,  FRANK  L.,  SHF  OF  MOHAVE  CO,  KINGMAN,  ARIZONA  -  JANUARY  26,  1960 

51  POTTER,  CHARLES  A.,  COP,  HOOUIAM,  HASHINGTON  -  OCTOBER  5,  1961 

30  POTTS,  MARVIN  H. ,  COP,  LITTLE  ROCK,  ARKANSAS  -  FEBRUARY  14,  1977 

64  POVEROMO,  GUY  T.,  DET  SGT,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  JUNE  19,  1977 

55  POHELL,  CHARLES  M. ,  ASST  CHF,  PD,  MERIDIAN,  MISSISSIPPI  -  AUGUST  12,  1970 

14  POHELL,  DALLAS  L.,  CAPTAIN,  PD,  LOUISVILLE,  KENTUCKY  -  JANUARY  9,  1968 

105  POWER,  HILLIAM  JOSEPH,  LT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  23,  1985 

31  PRATER,  H  L,  SEC  OFFICER,  LEWIS  STATE  BANK,  TALLAHASSEE,  FLORIDA  -  MARCH  18,  1981 

31  PRATT,  ARD  M.,  CHF,  UNIFORM  DIV,  MULTNOMAH  CO,  PORTLAND,  OREGON  -  NOVEMBER  29,  1975 
34  PRATT,  MAYNARD  L.,  COP,  AUSTIN,  MINNESOTA  -  JANUARY  27,  1947 

128  PRELL,  RUDOLPH  ROBERT,  CMDR,  PD,  LONG  BEACH,  CALIFORNIA  -  DECEMBER  20,  1984 

14  PRESCOTT,  HERMON  E,  COP,  GROTON,  MASSACHUSETTS  -  DECEMBER,  1985 

18  PRESSLEY,  C.  BURNS,  CPT,  PD,  ARLINGTON,  VIRGINIA  -  MARCH  6,  1953 

34  PRESTON,  EDHARD,  ASST  DIR  OF  LEGAL  LIAISON  DIV,,  DALLAS,  TEXAS  -  MARCH  16,  1987 
59  PRICE,  HOHARD  D. ,  LIEUTENANT,  PD,  HOUSTON,  TEXAS  -  JULY  17,  1977 

9  PRICE,  LESTER  D. ,  SUPT,  CUSTER  STATE  PARK,  CUSTER,  SOUTH  DAKOTA  -  DECEMBER  16, 

18  PRINCE,  MARVIN  E.,  LIEUTENANT,  PD,  PARKERSBURG,  WEST  VIRGINIA  -  JANUARY  9, 

35  PRIOR,  J  RUSSELL,  DIR,  VINCENNES  UNIV  POL,  VINCENNES,  INDIANA  -  AUGUST  11, 
112  PROCTOR,  JAMES  K,  LT,  PD,  ALAMEDA,  CALIFORNIA  -  MAY  3,  1988 

58  PRZELOMSKI,  EDWARD  A.,  DET,  PD,  YOUNGSTOHN,  OHIO  -  JULY  10,  1995 
18  PUGMIRE,  ROBERT  M.,  CPT  OF  POLICE,  PD,  POCATELLO,  IDAHO  -  MARCH  26,  1964 

33  PURCELL,  PHILIP,  COP,  NEHTON,  MASSACHUSETTS  -  AUGUST  30,  1969 

32  PURDY,  HILSON  J.,  INSPECTOR,  PRINCE  GEORGES  COUN,  SEAT  PLEASANT,  MARYLAND 
81  PURNASAMRIDDHI,  ABHORN,  COLONEL,  THAI  NATIONAL  POLICE,  BANGKOK,  THAILAND 

54  PURTELL,  EDWIN  THOMAS,  SHF  OF  MILWAUKEE  CO,  MILWAUKEE,  WISCONSIN  -  AUGUST  22,  1973 

36  PURVIS,  GEORGE  WILLIAM,  CHF  SEC  OFR,  US  POSTAL  SERV, ,  PITTSBURGH,  PENNSYLVANIA 

72  PYLES,  RAYMOND  S.,  CHF,  HASHINGTON  NATIONAL  AIRPO,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  MARCH  24,  1980 

32  QUARNBERG,  HAROLD  M. ,  DEP  SHF,  CLARK  CO  SD,  VANCOUVER,  WASHINGTON  -  SEPTEMBER  11,  1977 

101  QUDAH,  HANI  0.,  CPT,  PUBLIC  SEC  FORCES,  AMMAN,  JORDAN 

123  QUINN,  DAVID  LEONARD,  LT,  TX  DEPT  OF  CRIM  JUSTICE,  ROSHARON,  TEXAS  -  JULY  16,  1997 

64  RADESCHI,  AMERICO  J.,  COP,  EAST  LIVERPOOL,  OHIO  -  MAY  6,  1979 

63  RAFFERTY,  LEO  J,  JR,  COP,  YARMOUTH,  MAINE 

72  RAFI-KIAN,  MANOUCHER,  COL,  POL  ADMINISTRATION  OF  IRA,  TEHRAN,  IRAN  -  JUNE  13,  1986 

50  RAGSDALE,  BERNARD  G. ,  COMMISSIONERS  STAFF,  GEORGIA  R,  ATLANTA,  GEORGIA  -  APRIL  23,  1987 
170  RAJU,  GOVIND,  SR  SUPT,  ROYAL  FIJI  POL,  SUVA,  FIJI  -  APRIL,  1997 

110  RAMIREZ,  JESSE  G,  CPT,  PD,  VICTORIA,  TEXAS 

90  RAMPUTI,  SAMUEL  A,  COP,  SUNRISE,  FLORIDA  -  APRIL  10,  1995 

81  RANDOLPH,  ESTON,  JR,  COP,  FERGUSON,  MISSOURI  -  JUNE  22,  1991 

3  RANEY,  HILLIAM  J.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  NOVEMBER  3,  1967 

32  RANKIN,  ERNEST  E.,  CHIEF  OF  POLICE,  GASTONIA,  NORTH  CAROLINA  -  MARCH  17,  1975 

59  RAPP,  ROBERT  H. ,  CHF,  NYC  TRANSIT  AUTHORITY,  BROOKLYN,  NEH  YORK 

16  RASMUSSEN,  VERNON,  COP,  GLENDALE,  CALIFORNIA  -  AUGUST  4,  1979 

17  RASPBERRY,  MARK  H. ,  CHIEF,  USPP,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  27,  1956 
123  RATHBUN,  MARLOW  CLAYTON,  LT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA 

1  RAY,  C  W,  CPT,  WV  SPOL,  CHARLESTON,  WEST  VIRGINIA  -  JULY  20,  1983 

85  RAY,  RUPERT  D,  JR,  CPT,  PD,  DURHAM,  NORTH  CAROLINA  -  APRIL  5,  1986 

51  RAYBON,  TOMMY  W. ,  LAW  ENF  SPECLIST,  LEAA,  US  DOJ,  DENVER,  COLORADO 
63  RAYMER,  RUPERT  ALVIN,  SERGEANT,  PD,  GENEVA,  NEW  YORK  -  MAY  28,  1971 
46  READ,  DARYL  A,  CAPTAIN,  PD,  RENO,  NEVADA 

15  REAMS,  L.  FRANK,  ASSISTANT  CHIEF  OF  POLICE,  PD,  KNOXVILLE,  TENNESSEE  • 
112  REDDING,  ARTHUR  F.,  SHERIFF,  BOX  ELDER  CO.  SO,  BRIGHAM  CITY,  UTAH 
109  REED,  ROBERT  L,  CHF,  BALL  STATE  UNIV  PD,  MUNCIE,  INDIANA  -  AUGUST  19, 

32  REED,  HILLIAM  J.,  LIEUTENANT,  PD,  LORAIN,  OHIO  -  JUNE  21,  1964 

5  REEDER,  DON,  COP,  LUBBOCK,  TEXAS 

54  REESE,  CHARLES  L.,  SHERIFF,  ROGERS  COUNTY,  CLAREMORE,  OKLAHOMA 

67  REESE,  RAYMOND,  SHERIFF,  MESA  COUNTY,  GRAND  JUNCTION,  COLORADO 

21  REEVES,  EDGAR  H. ,  TRAINING  OFFICER,  PD,  TUCSON,  ARIZONA  -  AUGUST  27,  1960 

39  REEVES,  EDHARD  H. ,  SHERIFF,  SHELBY  COUNTY  SO,  MEMPHIS,  TENNESSEE  -  MAY  7,  1958 

54  REEVES,  LLOYD  S,  DIRECTOR  OF  TRAINING  DIVISION,  DALLAS,  TEXAS  -  MAY,  1984 

46  REGAN,  JOHN  J,  JR,  COP,  WESTPORT,  WASHINGTON  -  OCTOBER  1,  1992 

32  REGAN,  JOSEPH  L,  COL/DIR,  DIV  OF  STATE  POLICE,  CONCORD,  NEH  HAMPSHIRE  -  OCTOBER,  1976 

10  REHM,  JOHN,  CHIEF  OF  POLICE,  DEAL,  NEW  JERSEY  -  OCTOBER  28,  1972 

36  REILLY,  CHARLES  A.,  PATROLMAN,  PD,  ALBANY,  NEH  YORK  -  OCTOBER  23,  1969 
30  REILLY,  JOHN  F.,  CAPTAIN,  PD,  SPOKANE,  WASHINGTON  -  MAY  7,  1968 

154  REILLY,  HILLIAM  HENRY,  CHF  DEP,  CHARLOTTE  CO  SD,  PUNTA  GORDA,  FLORIDA  -  FEBRUARY,  1993 

78  REIPRECHT,  EMIL,  DIR  OF  EXEC  SEC,  STATE  OF  LOUI ,  BATON  ROUGE,  LOUISIANA  -  FEBRUARY,  1996 

27  REISMAN,  WILLIAM  FRANK,  ASST.  CHIEF,  PD,  YPSILANTI,  MICHIGAN  -  DECEMBER  11,  1975 

122  REITEN,  DAVID  LEE,  DEP  CHF,  PD,  ARLINGTON,  VIRGINIA 

58  REITH,  EARL  HILLIAM,  CAPTAIN,  MARYLAND  STATE  POLICE,  PIKESVILLE,  MARYLAND  -  SEPTEMBER  11,  1993 

43  REMPP,  KENNETH  J.,  CHF,  LOHER  GHYNEDD  TOHNSHIP  PD,  SPRING  HOUSE,  PENNSYLVANIA  -  APRIL  25,  1974 
27  REUTHER,  FRANK  HILLIAM,  CHIEF  OF  POLICE,  RED  BANK,  NEW  JERSEY  -  JULY  17,  1973 

37  REVILLE,  JOHN  P.,  INSPR,  PD,  BUFFALO,  NEH  YORK 

91  REYNOLDS,  FRANCIS  G. ,  COP,  HEST  HARTFORD,  CONNECTICUT  -  FEBRUARY  8,  1992 
30  REYNOLDS,  GOLDEN  L.,  CAPTAIN,  PD,  INDIANAPOLIS,  INDIANA  -  JULY  14,  1948 
70  REYNOLDS,  HAYNE  RUSSELL,  LTC,  ASST  SUPT  AZ  HPTL,  PHOENIX,  ARIZONA  -  FEBRUARY  22,  1974 
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RIELLY,  JOHN  J. 
RILEY,  FRANCIS  P, 
RINGLER,  GEORGE, 


ROBBINS, 

ROBERSON, 

ROBERTS, 

ROBERTS, 

ROBERTS, 

ROBERTS, 


1975 


RHEINGRUBER,  R.  J.,  LIEUTENANT,  PD,  RIVER  FOREST,  ILLINOIS  -  SEPTEMBER  3,  1961 

RHOADES,  CECIL  EDHARD,  CHIEF  OF  POLICE,  PD,  SCOTTSBLUFF,  NEBRASKA  -  MARCH  29,  1959 

RIBAR,  L  JOHN,  SHF  OF  MEDINA  CO,  MEDINA,  OHIO  -  MARCH  10,  1996 

RICHARDS,  JERRY  E.,  SHF  OF  BURKE  CO,  MORGANTON,  NORTH  CAROLINA  -  AUGUST  5,  1998 

RICHARDS,  THOMAS  D. ,  DET  SGT,  CHELTENHAM  THP  PD,  ELKINS  PARK,  PENNSYLVANIA 

RICHARDSON,  CHARLES  H,  III,  COP,  SEASIDE,  CALIFORNIA  -  JULY  12,  1995 

RICHARDSON,  EUGENE  R.,  CHIEF  OF  POLICE,  PD,  PINEVILLE,  NORTH  CAROLINA  -  MAY  30,  1955 

RICHARDSON,  PERCY  V.,  CPT,  MS  HPTL,  JACKSON,  MISSISSIPPI  -  JULY  6,  1962 

RICHMOND,  THOMAS  L.,  DET  LT,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK 

RICKLES,  RONALD  THOMAS,  CPT,  PD,  HUNTSVILLE,  ALABAMA  -  FEBRUARY,  1989 

RICKS,  HILLIE  TRUBEN,  ASST  DIST  SUPR,  TX  ALCOHOLIC  B,  LONGVIEW,  TEXAS  -  NOVEMBER  3,  1981 

RIDDELL,  HARRY  T,  CPT,  PD,  DALLAS,  TEXAS 

RIDEOUT,  RICHARD  C,  FIELD  REP,  ME  DPS,,  AUGUSTA,  MAINE  -  JANUARY  9,  1987 

PATROLMAN,  PD,  BELMONT,  MASSACHUSETTS  -  NOVEMBER  13,  1977 
MAYOR,  PORTAGE,  HISCONSIN 

INSPECTOR,  PD,  FLINT,  MICHIGAN  -  NOVEMBER  4,  1975 
RINKEMA,  JOHN,  COP,  SOUTH  HOLLAND,  ILLINOIS  -  DECEMBER  9,  1995 
RITCHASON,  HENRY  B.,  CAPTAIN  OF  DETECTIVES,  PD,  ZANESVILLE,  OHIO  -  MAY  1,  1954 
RITCHIE,  STEHARD,  CHIEF  OF  POLICE,  PD,  GOUVERNEUR,  NEH  YORK  -  OCTOBER  25,  1973 
RITTER,  ARTHUR  DUANE,  LT,  PD,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  DECEMBER  13,  1993 
RITTER,  JOSEPH  CAESAR,  CAPTAIN,  PD,  HINCHESTER,  VIRGINIA  -  DECEMBER  16,  1968 
ROACH,  BEN  JR,  COP,  NEH  PEKIN,  ILLINOIS  -  AUGUST,  1989 

ROACH,  ERNEST  H. ,  SHERIFF,  MARICOPA  COUNTY  SO,  PHOENIX,  ARIZONA  -  JULY  28,  1946 
ROBARDS,  SAMUEL  LEE,  COP,  SPRINGFIELD,  MISSOURI  -  MARCH  14,  1979 

F.  S.,  INVSTGR,  VENTURA  CO  DA'S  OFC,  VENTURA,  CALIFORNIA  -  DECEMBER  5,  1976 

VERNIE  F,  COP,  EAST  PEORIA,  ILLINOIS  -  FEBRUARY  11,  1983 
A.  C,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  FEBRUARY  5,  1995 

BRYANT  J.,  DEP  SHERIFF,  HILLSBOROUGH  COUN,  TAMPA,  FLORIDA  -  AUGUST  8,  1965 
FRANK  B,  TRNG  DIR,  IN  ENF  TRNG  ACADEMY,  PLAINFIELD,  INDIANA  -  DECEMBER  26,  1991 
S  HAROLD,  MAJ,  PD,  ALTON,  ILLINOIS  -  DECEMBER  25,  1982 
ROBERTSON,  FLOYD  E.,  SUPR,  AL  UNEMPLOYMENT  OFC,  BIRMINGHAM,  ALABAMA  -  AUGUST  18,  1969 
ROBERTSON,  STEPHEN  BLAND,  ASAC,  GA  BU  OF  INVSTGN,  DECATUR,  GEORGIA  -  MARCH,  1996 
ROBINSON,  DONALD  E.,  CHIEF  OF  POLICE,  BELMONT,  MASSACHUSETTS  -  SEPTEMBER  8,  1970 
ROBINSON,  IVAN  A.,  JR.,  ASST  CITY  MGR-CHF,  PD,  GARDEN  GROVE,  CALIFORNIA  -  MARCH  24,  1996 
ROBLES  MORALES,  CARLOS  A,  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ROCKLEIN,  ALBERT  G. ,  SERGEANT,  PD,  IRVINGTON,  NEH  JERSEY  -  JULY  23,  1960 

RODEN,  MURPHY  J.,  COLONEL,  DIRECTOR  OF  PUBLIC  SA,  BATON  ROUGE,  LOUISIANA  -  NOVEMBER  22,  1977 
RODGERS,  BENJAMIN  F.,  ASST  DIR,  LIVESTOCK  THEFT  BU,  JACKSON,  MISSISSIPPI  -  APRIL  9,  1968 
RODMAN,  KENNETH  C. ,  INSPECTOR,  PD,  EAST  PROVIDENCE,  RHODE  ISLAND  -  JANUARY  3,  1969 
RODRIGUEZ  ROSARIO,  MODESTO,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO  -  MARCH  3, 
ROGERS,  JAMES  RILEY,  CPT,  PD,  PLAINVIEW,  TEXAS 
ROGERS,  R.  H.,  COP,  MIDLAND,  MICHIGAN  -  JANUARY  23,  1962 
ROHE,  VICTOR  J.,  CAPTAIN,  PD,  NEH  YORK,  NEH  YORK 

ROHNER,  ROBERT  L,  SHF  OF  RACINE  CO,  RACINE,  HISCONSIN  -  JANUARY  5,  1997 
ROHRER,  JOHN  E.,  PATROLMAN,  PD,  HAGERSTOHN,  MARYLAND  -  APRIL  2,  1970 
ROIG,  SALVADOR  T.,  SUPT,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

ROLFSON,  CLARENCE  0.,  SPEC  INVESTIGATOR  FOR  ATTORNEY,  OLYMPIA,  WASHINGTON  -  JULY  31,  1970 
ROLLINGS,  TALLEY  A.,  COP,  MOBILE,  ALABAMA  -  JULY,  1990 

ROMAINE,  KENNETH  I.,  CHIEF  OF  POLICE,  PD,  PLEASANTVILLE,  NEH  YORK  -  MAY  29,  1957 
ROMANO,  JAMES  V.,  CHIEF  OF  POLICE,  PD,  NORTH  PELHAM,  NEH  YORK  -  MAY  21,  1953 
ROMPH,  MARK  T,  SGT,  PD,  CLEVELAND,  OHIO  -  AUGUST  22,  1988 
ROOKER,  JAMES  C,  COP,  PUYALLUP,  HASHINGTON  -  FEBRUARY  22,  1995 
ROOUE-COLON,  VALENTIN,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 
ROSAAEN,  HHITNEY  0,  CAPTAIN,  PD,  SAN  LEANDRO,  CALIFORNIA 
ROSE,  CARL  E.,  INVSTGR,  FRANKLIN  CO  PROSECUTO,  COLUMBUS,  OHIO 
ROSE,  JESSE  T.,  COP,  LOS  ALAMOS,  NEH  MEXICO 
ROSEN,  BARENT  H,  MAJOR,  PD,  AUSTIN,  TEXAS 

ROSENAU,  LOUIS,  CHIEF  OF  POLICE,  HESTPORT,  CONNECTICUT  -  AUGUST  14A  1978 
ROSENOH,  HALTER,  INVSTGR,  NYS  ATTY  GEN  OFC,  BUFFALO,  NEH  YORK 
ROSENOUEST,  KENNETH,  COP,  VICTORIA,  TEXAS  -  MARCH,  1995 
ROSKOSKI,  FRANCIS  H,  LT,  PD,  OVERLAND  PARK,  KANSAS  -  FEBRUARY  10,  1986 
ROSS,  JAMES  D,  CPT,  AR  SPOL,  LITTLE  ROCK,  ARKANSAS  -  JUNE  17,  1986 

JOHN  DAVID,  SHF  OF  SANTA  BARBARA  CO,  SANTA  BARBARA,  CALIFORNIA  -  JULY  17,  1970 

JOHN  T,  DEP  CHF,  METRO  PD,  NASHVILLE,  TENNESSEE  -  DECEMBER  31,  1991 

JOHN  H.,  JR,  LTC,  USAF,  CHANTILLY,  VIRGINIA  -  DECEMBER  31,  1991 

DORSE,  COP,  HANNIBAL,  MISSOURI  -  APRIL  9,  1951 

MICHAEL,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  27,  1997 
ROURKE,  JAMES  C,  COP,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  26,  1994 
ROUTT,  HILLIAM  E,  CHF  ADMIN  ASST,  SHELBY  CO  SO,  MEMPHIS,  TENNESSEE 
ROHLAND,  DESMOND,  SUPT,  PEEL  REGIONAL  POLICE  FOR,  BRAMPTON,  CANADA 

ROHLES,  AUBREY  A.,  CHF  OF  IDENT  BU,  SPOKANE  CO  SO,  SPOKANE,  HASHINGTON  -  MAY  12,  1960 
ROY,  A.  D.,  COP,  SHEETHATER,  TEXAS  -  NOVEMBER  29,  1949 

ROY,  GERALD  DUANE,  CRIM  INVSTGR,  BIA,  MILHAUKEE,  HISCONSIN  -  APRIL  22,  1997 
ROYCE,  ARTHUR  T,  (SA,  FBI-RETIRED),  COP,  JEFFERSONVILLE,  INDIANA  -  APRIL,  1976 
RUCKER,  JOHN  B,  COMMISSIONER  OF  PUBLIC  AFFAIRS,  MONTGOMERY,  ALABAMA  -  AUGUST  23,  1987 
RUCKGABER,  HALTER  F.,  COP,  LAKE  SUCCESS,  NEH  YORK 

RUDOLPH,  JACK  H. ,  CHF,  PLEASANT  HILLS  BOROUGH  PD,  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  17,  1976 
RUDOH,  RICHARD  G. ,  CHIEF  OF  POLICE,  CHATHAM,  NEW  JERSEY  -  JUNE  11,  1972 
RUDZIAK,  NICHOLAS  D,  COL,  USA,  FORT  DEVINS,  MASSACHUSETTS  -  MAY  24,  1981 
RUFER,  CLARENCE  J.,  DETECTIVE,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  SEPTEMBER  4,  1952 
RUMPLE,  JAY  CHARLES,  SEC-TREASURER,  NC  SHERIFFS  ASS,  STATESVILLE,  NORTH  CAROLINA  -  JULY  25,  1973 
RUNYAN,  RICHARD  THOMAS,  ASST  CHF,  PD,  CORPUS  CHRISTI,  TEXAS 
RUSSELL,  CHARLES  H,  JR,  DEP  INSPR,  NASSAU  CO  PD,  MINEOLA,  NEH  YORK 
RUSSELL,  DONALD  P,  SR,  COP,  BURLINGTON,  VERMONT  -  JULY  24,  1987 
RUSSELL,  FRANCIS  H.,  CAPTAIN,  PD,  BOSTON,  MASSACHUSETTS  -  MAY  22,  1960 

RUTTER,  JOSEPH  D. ,  COL,  SUPERINTENDENT,  NJ  SPOL,  TRENTON,  NEW  JERSEY  -  DECEMBER  15,  1968 
RYAN,  AMBROSE  A.,  CHIEF  OF  POLICE,  HOBOKEN,  NEH  JERSEY  -  JULY  30,  1968 
RYAN,  HOWARD  J,  COP,  BRYN  ATHYN,  PENNSYLVANIA  -  JANUARY  23,  1991 
RYAN,  LEO  B,  COP,  SAVANNAH,  GEORGIA  -  DECEMBER  13,  1987 

RYAN,  PAUL  D.,  DETECTIVE  SERGEANT,  BUREAU  OF,  PITTSBURGH,  PENNSYLVANIA  -  MARCH  24,  1970 
RYAN,  RICHARD  R,  CHF,  PD,  WATCHUNG,  NEH  JERSEY  -  FEBRUARY  10,  1984 
RYAN,  THOMAS  H. ,  SHERIFF  OF  ERIE  COUNTY,  BUFFALO,  NEH  YORK  -  JANUARY  28,  1976 
RYCROFT,  JOHN  W. ,  COP,  LEXINGTON,  MASSACHUSETTS  -  MARCH  3,  1965 
RYPKEMA,  HILLIAM  JAMES,  COP,  HESTERN  SPRINGS,  ILLINOIS 
SAGE,  RUSSELL  0.,  JR.,  CPT,  PD,  KANSAS  CITY,  KANSAS  -  DECEMBER  15,  1987 
SALLEY,  THOMAS  E.,  CHIEF  OF  POLICE,  PD,  ORANGEBURG,  SOUTH  CAROLINA  -  MARCH  27,  1957 
SALMANS,  HENRY  RICHMOND,  SR.  ,  CHIEF  OF  POLICE,  SALINA,  KANSAS  -  MAY  31,  1967 

SALVIN,  HILLIAM  A.,  DIR  OF  SEC,  GREAT  HESTERN  BANK,  NORTHRIDGE,  CALIFORNIA  -  NOVEMBER  20,  1995 
SAMMECK,  FRANK  J.,  LT,  BALTIMORE  COUNTY  POLICE  BU,  TOWSON,  MARYLAND  -  NOVEMBER  27,  1974 
SAMPLES,  JAMES  D,  CPT,  PD,  HAMPTON,  VIRGINIA  -  APRIL  25,  1981 

SANABRIA  CORTES,  LEANDRO,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 
SANDERS,  CARL  J.,  COL/SUPT,  NE  SAFETY  PATROL,  LINCOLN,  NEBRASKA  -  AUGUST  6,  1965 
SANDERS,  ERNEST  R.,  CHIEF  OF  POLICE,  MARIETTA,  GEORGIA  -  AUGUST  14,  1976 
SANDERS,  THOMAS  I,  SHERIFF,  TANGIPAHOA  PARISH,  AMITE,  LOUISIANA  -  MARCH  19,  1983 
SANDERSON,  B.  E. ,  CPT,  PD,  AUBURN,  CALIFORNIA  -  FEBRUARY,  1989 
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SCHANG,  BLAIN  B. , 
SCHATZ,  ROBERT  K. 
SCHAUF,  FORREST  J. 
SCHERER,  ELMER  H, 
SCHILPP,  HENRY  L. 


-  JUNE  10,  1998 
1975 
1997 


SANDMAN,  HENRY  J.,  DIRECTOR  OF  PUBLIC  SAFETY,  CINCINNATI,  OHIO  -  AUGUST  20,  1992 

SANDSTROM,  HALTER  A.,  COP,  HEST  HARTFORD,  CONNECTICUT  -  APRIL  18,  1992 

SANTANA-MAIZ,  HILLIAM,  COLONEL,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

SANTILLAN,  SANTIAGO,  COP,  TUCUMCARI ,  NEH  MEXICO  -  FEBRUARY  5,  1997 

SANTOKH  SINGH,,  SENIOR  ASST  COMMISSIONER,  ROYA,  KUALA  LUMPUR,  MALAYSIA 

SANTORO,  JAMES  B.,  CPT,  PALISADES  INTERSTATE,  BEAR  MOUNTAIN,  NEH  YORK  -  OCTOBER,  1993 

SANTOS,  DOMINADOR,  MAJ/CHIEF  OF  INSPECTION  BUREAU,  MANILA,  PHILIPPINES  -  JULY  18,  1966 

SANTOS,  MAURO  S.,  AGENT,  NATIONAL  BUREAU  OF  INVE,  MANILA,  PHILIPPINES  -  MAY  10,  1968 

SAUNDERS,  CHARLES  V.,  ASST  CHF  OF  SEC,  UNIVERSITY  OF,  TUCSON,  ARIZONA  -  JANUARY  18,  1975 

SAUNDERS,  JAMES  A,  LT,  NM  SPOL,  TUCUMCARI,  NEH  MEXICO  -  SEPTEMBER  15,  1982 

SAVAGE,  GEORGE  H,  JR,  LT,  PD,  CONCORD,  CALIFORNIA 

JOSEPH  E.,  ASST  SUPT,  BU  OF  CRIM  IDENT  PD,  BAYONNE,  NEH  JERSEY  -  JANUARY  20,  1960 

RICHARD  A.,  LIEUTENANT,  PD,  ORANGE,  NEH  JERSEY  -  DECEMBER  26,  1971 

EDHIN  H.,  SUPERINTENDENT  OF  POLICE,  PD,  RADFORD,  VIRGINIA  -  MAY  18,  1967 

CARL  R.,  SERGEANT,  PD,  KEENE,  NEH  HAMPSHIRE  -  NOVEMBER  11,  1971 

GEORGE  D.,  CHIEF  DEPUTY,  HALHORTH  COUNTY,  ELKHORN,  HISCONSIN  -  FEBRUARY  10,  1966 

J.  HERBERT,  INSPECTOR,  PD,  DALLAS,  TEXAS  -  MARCH  31,  1994 

ROBERT  S.,  CHIEF  OF  POLICE,  VIDOR,  TEXAS 

FRANCIS  G.,  INVESTIGATOR,  PD,  HILLIMANTIC,  CONNECTICUT  -  FEBRUARY  14,  1957 
SCANLIN,  JOHN  H. ,  DEP  SHF,  DELAHARE  CO  SO,  MEDIA,  PENNSYLVANIA  -  AUGUST  29,  1990 
SCANNELL,  JAMES  J,  DEP  CHF  LT,  PD,  OAK  PARK,  ILLINOIS  -  MARCH  16,  1992 
SCARBROUGH,  LUTHER  LOUIS,  JR,  INVSTGR,  DA  OFC,  MERIDIAN,  MISSISSIPPI 

SCHAFER,  FRANCIS  J,  EXEC  DIR,  PA  CHF  OF  POL  ASSOC,  HARRISBURG,  PENNSYLVANIA  -  APRIL  15,  1987 
SCHAFER,  JOHN  KUNKEL,  COMMISSIONER,  PA  SPOL,  HARRISBURG,  PENNSYLVANIA  -  AUGUST  2,  1987 
SCHAIBLE,  DEHEY  M.,  DEPUTY  SHERIFF,  RAMSEY  COUNTY,  ST.  PAUL,  MINNESOTA  -  NOVEMBER  15,  1972 
SCHAKE,  ARTHUR  R,  LT,  PD,  BARBERTON,  OHIO  -  FEBRUARY  4,  1992 
SCHALLER,  RICHARD  H,  COP,  MAPLEHOOD,  MINNESOTA  -  APRIL  29,  1982 
SCHAMERHORN,  A.  J.,  BAILIFF,  DISTRICT  COURT,  LUFKIN,  TEXAS 

LT,  INDIANA  STATE  POLICE,  INDIANAPOLIS,  INDIANA  -  NOVEMBER  25,  1974 
COP,  MOUNTAIN  VIEH,  CALIFORNIA  -  MARCH  29,  1997 
,  CAPTAIN,  PD,  YAKIMA,  HASHINGTON  -  MARCH  1,  1972 
COP,  MANITOHOC,  HISCONSIN 
CAPTAIN,  SAN  DIEGO  COUNTY  SHER,  SAN  DIEGO,  CALIFORNIA  -  JULY  29,  1976 
SCHIMMER,  HAROLD  C. ,  INSPECTOR,  PD,  DETROIT,  MICHIGAN  -  NOVEMBER  11,  1963 
SCHIRMER,  PAUL  J.,  LIEUTENANT,  PD,  CINCINNATI,  OHIO  -  JUNE  3,  1959 
SCHLEIGH,  NORMAN  JEROME,  MAJOR,  PD,  BALTIMORE,  MARYLAND  -  NOVEMBER  5,  1977 
SCHLITZ,  DONALD  A.,  CAPTAIN,  PD,  DURHAM,  NORTH  CAROLINA  -  APRIL  23,  1974 
SCHMALHOFER,  GEORGE  FREDERICK,  LTC,  DE  SPOL,  DOVER,  DELAHARE  -  MAY  24,  1998 
SCHMIDT,  RICHARD  M,  ST,  PD,  BURBANK,  CALIFORNIA  -  MARCH  6,  1982 
SCHMILLE,  HAYNE  V,  LT,  PD,  LAHRENCE,  KANSAS  -  OCTOBER  28,  1993 
SCHMIT,  JAMES  LEONARD,  LT,  PD,  DETROIT,  MICHIGAN  -  OCTOBER  17,  1988 
SCHNEIDER,  DONALD  L,  USHF,  GARFIELD  CO  SD,  GLENHOOD  SPRINGS,  COLORADO 
SCHNEIDER,  HERMAN  R.,  CHIEF  OF  POLICE,  PD,  FREMONT,  OHIO  -  NOVEMBER  7, 
SCHNEIDER,  PAUL  GEORGE,  LT,  PD,  GROTON  TOHN,  CONNECTICUT  -  AUGUST  16, 
SCHNETTER,  CARL  H. ,  MAJ,  DE  SPOL,  DOVER,  DELAHARE  -  FEBRUARY  12,  1980 
SCHOENEMAN,  DONALD  E.,  CHIEF  OF  POLICE,  PD,  BISMARCK,  NORTH  DAKOTA  -  OCTOBER  17,  1961 
SCHOLER,  GEORGE  H.,  CHIEF  OF  POLICE,  PD,  COLUMBUS,  OHIO 
SCHOTT,  JACOB  H. ,  CHIEF  OF  POLICE,  CINCINNATI,  OHIO  -  NOVEMBER  24,  1970 
SCHRADER,  ANN  M. ,  CHF  CRIM  INVSTGR,  DPS,  ST  CROIX,  U.S.  VIRGIN  ISLANDS  -  APRIL  26,  1975 
SCHRADER,  HALL,  INSPECTOR,  SANTA  CRUZ  COUNTY  S,  SANTA  CRUZ,  CALIFORNIA  -  JULY  29,  1967 
SCHRAMM,  ROBERT  J.,  CAPTAIN,  PD,  HILLSDALE,  NEH  JERSEY 
SCHROEDER,  EDHIN  C,  LT,  INDIANA  SPOL  DEPT,  INDIANAPOLIS,  INDIANA 

SCHROEDER,  HILMER  BRYAN,  DIR,  MINNESOTA  SHERIFFS  ASSOCI ,  SHAKOPEE,  MINNESOTA  -  OCTOBER  23,  1986 
SCHHEIZER,  LOUIS  G.,  JR.,  LTC,  KY  SPOL,  LOUISVILLE,  KENTUCKY 

SCHHENK,  HALTER  C. ,  DEP  SHF,  EAU  CLAIRE  COUNTY  SO,  EAU  CLAIRE,  HISCONSIN  -  APRIL  14,  1969 
SCOPOLINE,  ROBERT  C. ,  JR.,  SGT,  MILHAUKEE  CO  DET  BU,  MILHAUKEE,  HISCONSIN 
SCOTT,  JOHN  DANIEL,  III,  SGT,  PD,  BOSSIER  CITY,  LOUISIANA  -  MAY  11,  1994 
SCOTT,  RICHARD  GEORGE,  COP,  PENN  YAN,  NEH  YORK  -  SEPTEMBER  4,  1982 

SCULLY,  RICHARD  HARREN,  DIR,  FL  DEPT  OF  ABT,  TALLAHASSEE,  FLORIDA  -  SEPTEMBER  13,  1996 
SEALS,  EARNEST,  CAPTAIN,  PD,  BATON  ROUGE,  LOUISIANA  -  JANUARY  21,  1955 
SEALY,  LLOYD  GEORGE,  ASST  CHF  INSPR,  PD,  NEH  YORK,  NEH  YORK 

SEAMAN,  HILLIAM  MAC,  SHERIFF,  TENSAS  PARISH  SO,  ST.  JOSEPH,  LOUISIANA  -  OCTOBER  13, 
SEARS,  CARL,  CHIEF  INVESTIGATOR,  STATE  LIQU,  MONTPELIER,  VERMONT  -  DECEMBER  15, 
SEBER,  GEORGE  LEE,  ASSISTANT  CHIEF  OF  POLICE,  PD,  HOUSTON,  TEXAS  -  DECEMBER  28, 
SEE,  THOMAS  J.,  ASSISTANT  CHIEF,  PD,  CUMBERLAND,  MARYLAND  -  JANUARY  1,  1973 
SEGEL,  GERALD  R,  CHF  DEP,  FRANKLIN  CO  SO,  COLUMBUS,  OHIO  -  APRIL  22,  1994 
SEITZ,  CAZENOVE  C. ,  MAJOR,  DELAHARE  STATE  POLICE,  DOVER,  DELAHARE  -  DECEMBER  17,  1962 
SELF,  JAMES  PACK,  COP,  DECATUR,  ALABAMA 
SELLAR,  GEORGE  M,  INSPR,  METRO  POL,  TORONTO,  CANADA 
SELLARS,  ROBERT  B,  COP,  PORT  HENTHORTH,  GEORGIA  -  AUGUST  27,  1987 
SEMPLE,  J.  FRED,  CHIEF  OF  POLICE,  PD,  BRIDGETON,  NEH  JERSEY  -  MARCH  23,  1977 
SERIO,  S.  N.,  ASST  CHF,  PD,  SAN  ANSELMO,  CALIFORNIA  -  FEBRUARY  10,  1970 
SERRA,  FREDERICK  J.,  CHIEF  OF  POLICE,  PD,  MOUNT  MORRIS,  MICHIGAN  -  JULY  26,  1965 
SESSIONS,  ROBERT  ARTHUR,  COP,  BARSTOH,  CALIFORNIA  -  MAY  20,  1995 
SETZER,  EVERETT  C. ,  COP,  SOUTH  PASADENA,  CALIFORNIA 

SEVARIO,  JAMES  B.,  DETECTIVE  SERGEANT,  PD,  BATON  ROUGE,  LOUISIANA  -  DECEMBER  20,  1978 
SEVERS,  HENRY  C,  OFCR,  ALCOHOL  BEV  BD,  CHARLOTTE,  NORTH  CAROLINA 

SGAMBELLURI,  ADOLFO  C. ,  DIR  OF  CUSTOMS,  GOVT  OF  GUAM,  AGANA,  GUAM  -  NOVEMBER  11,  1985 
SHAFFER,  HILLIAM  E.,  MONTGOMERY  COUNTY  PROBATION  AN,  NORRISTOHN,  PENNSYLVANIA  -  SEPTEMBER  11,  1970 
SHANAHAN,  JAMES  LAURENCE,  (FBI-RETIRED),  LT,  HAYNE  CO  SO,  DETROIT,  MICHIGAN 
SHAH,  BRUCE  M,  MAJ,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  MARCH  12,  1994 
SHAH,  ORA  J.,  STATE  BRAND  INSPECTOR,  BOISE,  IDAHO  -  DECEMBER  31,  1963 
SHAY,  MARVIN  L,  (SA,  FBI),  PATROLMAN,  PD,  PIERRE,  SOUTH  DAKOTA  -  MARCH  2,  1981 
SHEEHAN,  JAMES  T.,  DEPUTY  SUPERINTENDENT,  PD,  BOSTON,  MASSACHUSETTS  -  MARCH  24,  1954 
SHEEHY,  GERALD  J.,  LIEUTENANT,  PD,  DECATUR,  ILLINOIS  -  APRIL  1,  1955 
SHEFFIELD,  E.  D. ,  LT,  PD,  VICKSBURG,  MISSISSIPPI  -  APRIL  29,  1974 
SHEFFIELD,  TERREL  E,  COP,  NORTH  MIAMI  BEACH,  FLORIDA  -  NOVEMBER  14,  1990 
SHELTON,  ALLEN  M.,  JR.,  TOHN  MARSHAL,  HATERPROOF,  LOUISIANA  -  OCTOBER  29,  1964 
SHELTON,  KENNETH  J.,  AGENT,  TN  BU  OF  CRIM  IDENT,  MANCHESTER,  TENNESSEE  -  JANUARY  4,  1995 
SHELTON,  THOMAS  B,  DIR,  MS  LAM  ENF  ACADEMY,  PEARL,  MISSISSIPPI 
SHENE,  JOHN  J.,  CHIEF  OF  POLICE,  LAKE  PLACID,  NEH  YORK  -  JANUARY  17,  1968 
SHEPPARD,  JOSEPH  C,  SHF  OF  HIGHLANDS  CO  SD,  SEBRING,  FLORIDA  -  SEPTEMBER  8,  1989 
SHEPPARD,  RALPH  E.,  JR.,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  MARCH  27,  1975 
SHERMAN,  JAY  J.,  CHIEF  OF  POLICE,  PD,  EL  MONTE,  CALIFORNIA  -  DECEMBER  5, 
SHEH,  HARRY  S.,  COL,  SUPT,  DE  SPOL,  DOVER,  DELAHARE  -  DECEMBER  18,  1979 
SHIELDS,  ROBERT  H. ,  CHF  DEP  SHF,  MARION  COUNTY  SO,  INDIANAPOLIS,  INDIANA 
SHIPLEY,  IAN  M.,  JR.,  COP,  CHESAPEAKE,  VIRGINIA  -  OCTOBER  6,  1996 
SHIPLEY,  ROBERT  B.,  LT,  TENNESSEE  VALLEY  AUTHORITY,  KNOXVILLE,  TENNESSEE 
SHIPP,  RAYMOND  R.,  TROOPER,  ARKANSAS  STATE  POLICE,  LITTLE  ROCK,  ARKANSAS 
SHIRK,  HAYNE  ELDON,  LT,  IN  UNIV  PD,  NEH  ALBANY,  INDIANA  -  FEBRUARY  3,  1984 
SHIRLEY,  HARVEY,  COP,  CHAMPAIGN,  ILLINOIS  -  NOVEMBER  10,  1994 
SHOAF,  RAY,  CPT,  PD,  HINSTON-SALEM,  NORTH  CAROLINA 
SHOCKEY,  ROBERT  T,  COP,  HAZELHOOD,  MISSOURI 

SHOOK,  D.  L.,  CHF  DEP  SHF,  PULASKI  COUNTY  SO,  LITTLE  ROCK,  ARKANSAS  -  JULY  2,  1970 
SHORES,  LAHRENCE  H. ,  CHF,  UPPER  MORELAND  TOHNSHIP  P,  HILLOH  GROVE,  PENNSYLVANIA  -  NOVEMBER  20,  1968 
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SHORES,  RICHARD  VAUGHAN,  LT,  PD,  SALISBURY,  MARYLAND 
SHORT,  DANIEL  A.,  COP,  HULL,  MASSACHUSETTS 

SHULTZ,  DELTON  R,  SUPT,  SD  HIGHWAY  PATROL,  PIERRE,  SOUTH  DAKOTA  -  JANUARY  7,  1987 
SHULTZ,  NELSON  L.,  COP,  YORK,  PENNSYLVANIA  -  MAY  13,  1957 
SHUMATE,  JAMES  FOLTZ,  CAPTAIN,  PD,  DENVER,  COLORADO 

SIBLEY,  RAY  J.,  CHIEF  OF  POLICE,  BASTROP,  LOUISIANA  -  NOVEMBER  21,  1969 
SILCH,  ARTHUR  H,  LT,  PD,  ST.  LOUIS,  MISSOURI 
SILER,  RALPH  HUNTER,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE 
SILK,  JOHN  V,  CAPTAIN,  PD,  LYNN,  MASSACHUSETTS  -  MAY  20,  1982 

SILVESTRO,  LOUIS  J.,  CHIEF  OF  POLICE,  GREENHICH  TOW,  GIBBSTOWN,  NEW  JERSEY  -  MAY  18,  1975 
SILVEY,  WILLIAM  A.,  CHIEF  OF  POLICE,  HERMISTON,  OREGON  -  DECEMBER  2,  1969 
SIMMONDS,  BERNARD  0.,  DEP  CHF,  METRO  TORONTO  PD,  TORONTO,  CANADA  -  JUNE  28,  1991 
SIMMONS,  GLENN  C. ,  CPT ,  METROPOLITAN  PD,  LAS  VEGAS,  NEVADA  -  DECEMBER,  1991 
SIMMONS,  ROBERT  J.,  CHIEF  OF  POLICE,  ONEONTA,  NEW  YORK  -  JULY  11,  1968 

SIMON,  EDNA  LAU,  LT  DET,  DPS,  MAJARO,  FEDERATED  STATES  OF  MICRONESIA  -  FEBRUARY  23,  1985 
SIMONTON,  GEORGE  B. ,  SHF  OF  LINCOLN  PARISH,  RUSTON,  LOUISIANA 
SIMPSON,  CECIL  L,  LT,  TUSCALOOSA  CO  SD,  TUSCALOOSA,  ALABAMA 

SIMPSON,  CHARLES  EWING,  CHIEF  OF  POLICE,  PD,  MONTEREY,  CALIFORNIA  -  AUGUST  17,  1993 
SIMPSON,  HALTER  L.,  CHF  OF  DET,  MIDDLESEX  CO  PROS,  NEW  BRUNSWICK,  NEW  JERSEY  -  APRIL  15,  1973 
SIMS,  ALVIN  B,  DIR  OF  CENTRAL  SERVICES,  ADA  C,  BOISE,  IDAHO  -  APRIL  94,  1929 
SINES,  ROSCOE  CLINTON,  LT,  PRINCE  GEORGES  CO  PD,  SEAT  PLEASANT,  MARYLAND  -  JULY  12,  1965 
SINGER,  WILLIAM  R,  COP,  BELMONT,  CALIFORNIA  -  MAY,  1976 
SIPES,  LEO  F,  JR,  LTC-DEP  CHF,  PD,  TOPEKA,  KANSAS 

SIRMAN,  JACK  D.,  CHF  CRIM  INVSTR,  ALLEN  PARISH,  OBERLIN,  LOUISIANA  -  OCTOBER  3,  1977 
SISAK,  DAVID  J.,  DEPUTY  CHIEF,  PD,  KALAMAZOO,  MICHIGAN  -  MAY,  1993 
SISNEROZ,  DAVID  BUSTOS,  CPT,  CA  HPTL,  ONTARIO,  CALIFORNIA  -  APRIL,  1990 
SITTS,  CLIFTON  A.,  CHIEF  OF  POLICE,  ILION,  NEW  YORK  -  JULY  22,  1968 
SIUDZINSKI,  RICHARD  T,  COP,  OAK  BROOK,  ILLINOIS  -  JUNE,  1986 

SKELTON,  WILLIAM  B,  (SA-FBI  RETIRED),  CHIEF,  CA  SP,  SACRAMENTO,  CALIFORNIA  -  JULY,  1996 
SKINNER,  LESSERT  T.,  CHIEF  DEPUTY  SHERIFF,  SHERIDAN,  RUSHVILLE,  NEBRASKA  -  SEPTEMBER  10,  1974 
SLATE,  GEORGE  W. ,  SERGEANT,  PD,  ATLANTA,  GEORGIA  -  APRIL  11,  1972 
SLATEN,  HARRY  GENE,  JR,  COP,  JENNINGS,  MISSOURI 

SLATTERY,  MICHAEL  J,  RANGER,  BU  OF  RECLAMATION  RANG,  PAGE,  ARIZONA  -  FEBRUARY  25,  1983 
SLATTERY,  ZACHARY  TAYLOR,  JR,  SGT,  PD,  GREAT  FALLS,  MONTANA 
SLAY,  HEBER  C. ,  CHF  INSPR,  MS  HWY  SAFETY  PTL,  MERIDIAN,  MISSISSIPPI 
SLOANE,  CLIFTON  E.,  CAPTAIN,  PD,  BANGOR,  MAINE  -  JANUARY  22,  1976 
SLONAKER,  RICHARD  ROY,  DISTRICT  RANGER,  NPS,  FRANKFORT,  MICHIGAN  -  DECEMBER,  1995 
SMALL,  GEORGE  RICHARD,  CPT,  DPS,  AUGUSTA,  KANSAS  -  NOVEMBER  19,  1984 
SMALLEY,  ALFRED  T.,  CHIEF  OF  POLICE,  HIGHLAND  PARK,  NEW  JERSEY  -  OCTOBER  18,  1975 
SMART,  CARL  W. ,  PROB  OFCR,  DEPT  OF  INSTITUTION,  AUGUSTA,  MAINE  -  FEBRUARY  1,  1966 
SMELLEY,  JOE,  CHIEF,  ADMINISTRATIVE  DIVISION,  MONTGOMERY,  ALABAMA  -  MARCH  23,  1970 
SMITH,  ARNOLD  J.,  CPT,  NM  SPOL,  SANTA  FE,  NEW  MEXICO  -  JUNE  9,  1985 
BOBBY  0.,  LT,  PD,  HOMESTEAD,  FLORIDA  -  FEBRUARY  28,  1980 
CHARLES  R.,  CHIEF  OF  POLICE,  PD,  PHOENIX,  ARIZONA  -  APRIL  24,  1960 
CHARLIE  H,  COP,  CHESTERFIELD  CO  PD,  CHESTERFIELD,  VIRGINIA 
CLARENCE,  LT,  PD,  STAMFORD,  CONNECTICUT  -  OCTOBER  10,  1983 

CLAUD  THOMAS,  DIV  CHF,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  FEBRUARY  20,  1995 
DAROL  V,  CPT,  MONTEREY  CO  SO,  SALINAS,  CALIFORNIA  -  OCTOBER  23,  1987 
DAVID  C,  CHIEF  OF  POLICE,  PD,  WARR  ACRES,  OKLAHOMA  -  NOVEMBER  22,  1951 
DOUGLAS  H.,  DEPUTY  SHERIFF,  BELTRAMI  COUNT,  BEMIDJI,  MINNESOTA  -  MARCH  14,  1975 
EARL  HOWARD,  MAJOR,  BALTIMORE  COUNTY  PD,  TOWSON,  MARYLAND  -  DECEMBER  20,  1973 
SMITH,  ERNEST  B.,  CAPTAIN,  PD,  OAKLAND,  CALIFORNIA  -  AUGUST  16,  1994 
SMITH,  EUGENE  GRANVILLE,  CHIEF  OF  POLICE,  PD,  LITTLE  ROCK,  ARKANSAS  -  MARCH  19,  1960 
SMITH,  FREDERICK  WALTER,  ASST  CHF  ENF  OFCR,  WA  STATE  LI,  SEATTLE,  WASHINGTON  -  SEPTEMBER  5,  1958 
SMITH,  GEORGE  H. ,  CHIEF  OF  POLICE,  PD,  LEOMINSTER,  MASSACHUSETTS  -  JANUARY  7,  1962 
SMITH,  HARRY  D. ,  COP,  NATIONAL  CITY,  CALIFORNIA 

SMITH,  HOWARD  P.,  CHIEF  OF  DETECTIVES,  PD,  SPARTANBURG,  SOUTH  CAROLINA  -  JULY  29,  1963 
J.  WILSON,  SHERIFF,  GRANT  PARISH,  COLFAX,  LOUISIANA  -  MAY  13,  1973 
JOHN  HUGH,  DETECTIVE,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  JANUARY  21,  1959 
JOHN  J.,  DEP  SGT,  PD,  PORTSMOUTH,  VIRGINIA 
SMITH;  JOHN  H,  CORONER,  BIBB  CO,  MACON,  GEORGIA  -  FEBRUARY  3,  1995 

SMITH,  LARKIN  I,  US  REPRESENTATIVE,  STATE  OF  MS,  GULFPORT,  MISSISSIPPI  -  AUGUST  13,  1989 
LEWIS  E.,  CAPTAIN,  SUFFOLK  COUNTY  PD,  HAUPPAUGE,  NEW  YORK  -  NOVEMBER  4,  1972 
LOUIS  S,  COP,  MIDVALE,  UTAH  -  APRIL  18,  1985 

NATHANIEL,  JR.,  MAJOR,  PD,  PASCAGOULA,  MISSISSIPPI  -  MAY  22,  1976 
PAUL  LOUIS,  CHIEF  OF  POLICE,  PD,  ALTON,  ILLINOIS  -  MAY  30,  1944 
REUBEN  C,  ARSON  INVSTGR,  FL  FOREST  SERV,  TALLAHASSEE,  FLORIDA 
ROBERT  B,  COP,  OCEANSIDE,  CALIFORNIA  -  JUNE  12,  1988 
ROBERT  T.,  ASST  CHF,  PD,  HUNTSVILLE,  ALABAMA  -  JULY  29,  1973 

WILLIAM  CARTER,  LT,  KENTUCKY  STATE  POLICE,  FRANKFORT,  KENTUCKY  -  APRIL  26,  1973 
WILLIAM  J,  CPT,  PD,  WESTPORT,  CONNECTICUT  -  MARCH  12,  1992 
GERALD  C,  DIRECTOR,  YAVAPAI  COUNTY  SUPER,  PRESCOTT,  ARIZONA 
MILTON  C,  MAJOR,  PD,  BEAUMONT,  TEXAS 
SNELLEN,  VERNE,  CAPTAIN,  STATE  HIGHWAY  PATROL,  FRANKFORT,  KENTUCKY  -  FEBRUARY  16,  1939 
SNELLING,  ROBERT  EDWARD,  CAPTAIN  OF  DETECTIVES,  PD,  ZANESVILLE,  OHIO 

SNODGRASS,  CHARLES  E.,  CHIEF  OF  STAFF,  MS  STATE  BU  OF,  JACKSON,  MISSISSIPPI  -  AUGUST  23,  1977 
SNOW,  HAROLD  C,  CAPTAIN,  PD,  REDDING,  CALIFORNIA  -  AUGUST  5,  1984 

SNOW,  MARION  A.,  TROOPER,  UTAH  STATE  HIGHWAY  PA,  SALT  LAKE  CITY,  UTAH  -  FEBRUARY  27,  1965 
SNOW,  MAX  M.,  LIEUTENANT,  PD,  PROVO,  UTAH  -  DECEMBER  11,  1959 

SNYDER,  GORDON  H.  ,  CHIEF  OF  POLICE,  PD,  BRIGHTON,  NEW  YORK  -  SEPTEMBER  15,  1959 
SNYDER,  JOHN  PETER,  SGT,  ORANGETOWN  PD,  ORANGEBURG,  NEW  YORK 
SNYDER,  THOMAS  J,  DET.  COMMANDER,  PD,  ELKHART,  INDIANA  -  AUGUST  26,  1981 
SOLBERG,  MELVIN,  LT,  PD,  PLYMOUTH,  MINNESOTA  -  MAY  4,  1991 

SOLIS,  RODOLFO  ROBERT,  DEPUTY  SHERIFF,  CAMERON  COUNTY,  BROWNSVILLE,  TEXAS  -  JANUARY  15,  1958 
SOLLEY,  KENNETH  LARRY,  LT,  PD,  SYLACAUGA,  ALABAMA  -  JANUARY,  1996 
SOLT,  JAMES  R,  LT,  OHIO  STATE  HPTL,  COLUMBUS,  OHIO  -  FEBRUARY  10,  1995 
SORENSEN,  FRED  L.,  PATROLMAN,  PD,  WATERLOO,  NEW  YORK 
SORRELLS,  HOWARD,  CAPTAIN,  PD,  OAKLAND,  CALIFORNIA  -  JULY  16,  1966 
SOTO-RODRIGUEZ,  BENIGNO,  LT  COLONEL,  POLICE  OF  PUERTO  R,  SAN  JUAN,  PUERTO  RICO 
SOUSA,  CARLOS  A.,  SHERIFF-CORONER,  SAN  JOAQUIN  C,  STOCKTON,  CALIFORNIA  -  JULY  23,  1960 
SPENO,  RICHARD  F.,  LT,  PD,  BROADVIEW,  ILLINOIS 

SPINA,  DOMINICK  A.,  DEPUTY  CHIEF,  PD,  NEWARK,  NEW  JERSEY  -  JUNE  19,  1977 

SPISSO,  DANIEL  J,  DIRECTOR  OF  PUBLIC  SAFETY,  EAST  BRUNSWICK,  NEW  JERSEY  -  JANUARY  25,  1981 
SPRAGUE,  FORREST  R.,  CHIEF  OF  POLICE,  PD,  WARWICK,  RHODE  ISLAND  -  JUNE  6,  1977 
SPRAGUE,  JAMES  N.,  LIEUTENANT,  PD,  KANSAS  CITY,  MISSOURI  -  FEBRUARY  16,  1965 
SPRIGGS,  GEORGE  H,  CPT,  PD,  SOUTH  PASADENA,  CALIFORNIA 
SPRINGS,  ORVIE  E.,  SERGEANT,  PD,  SAN  ANTONIO,  TEXAS  -  DECEMBER  28,  1968 

"  K.,  PATROLMAN,  PD,  BIRMINGHAM,  MICHIGAN  -  APRIL  13,  1944 

,  SHERIFF,  KING  COUNTY  SO,  SEATTLE,  WASHINGTON  -  AUGUST  9,  1963 
CHIEF  OF  POLICE,  PD,  UNIVERSITY  CITY,  MISSOURI  -  DECEMBER  6,  1963 
SOUIER,  JOHN  D.,  CAPTAIN,  PD,  DALLAS,  TEXAS  -  MARCH  6,  1994 
ST.  JOHN,  WILLIAM  L.,  JR.,  ASST  CHF,  METROPOLITAN  PD,  NASHVILLE,  TENNESSEE  -  JANUARY  5,  1994 
STACHOHICZ,  NESTER  P,  OFCR,  IN  UNIV  SOUTH  BEND  REG  C,  SOUTH  BEND,  INDIANA 
STACK,  EUGENE  M. ,  LIEUTENANT,  OMAHA  POLICE  DIVIS,  OMAHA,  NEBRASKA  -  SEPTEMBER  5,  1977 
STACK,  JOHN  B.,  DEP  DIRECTOR,  ALLEGHENY  CO  POL,  PITTSBURGH,  PENNSYLVANIA  -  JANUARY  10,  1975 
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SPRINGSTEAD,  GRANT 
SPRINKLE,  DONALD  R. 
SPURGIN,  HERMAN  E. 
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69  STAHR,  HILLIAM  N,  CPT,  PD,  BERKELEY,  CALIFORNIA  -  FEBRUARY  2,  1989 

42  STAIR,  CLAUDE,  A.,,  CPT,  PD,  OAK  RIDGE,  TENNESSEE 
98  STANDLEY,  JOE  M,  DIR  OF  PUBLIC  SAFETY,  TEXAS  CITY,  TEXAS 

72  STANTON,  THOMAS  J,  CPT,  PD,  ERIE,  PENNSYLVANIA  -  JULY  13,  1986 

57  STARRATT,  ROBERT  L,  DIR  OF  SEC,  PORT  AUTHORITY,  JACKSONVILLE,  FLORIDA 

56  STARTUP,  DHIGHT  GEORGE,  COP,  YOUNGSVILLE,  NEH  YORK  -  AUGUST  12,  1979 

39  STAYLOR,  CLAUDE  JAMES,  JR.,  COP,  NORFOLK,  VIRGINIA 

95  STEFFEY,  GEORGE  B,  SR,  MAJ,  PRINCE  GEORGES  CO  PD,  FORESTVILLE,  MARYLAND 

45  STEGE,  HARRY  L.,  LIEUTENANT,  PD,  TULSA,  OKLAHOMA  -  APRIL  29,  1961 

72  STEINMEYER,  RALPH  E.,  CAPTAIN,  PD,  TULSA,  OKLAHOMA 

100  STELZER,  ERNEST  M. ,  COP,  SPRINGFIELD,  MASSACHUSETTS  -  OCTOBER  15,  1994 

87  STEM,  DAVID  H,  BRIG  GEN,  USA,  FORT  MC  CLELLAN,  ALABAMA  -  JANUARY  20,  1987 

43  STENE,  C  0,  COP,  SIOUX  FALLS,  SOUTH  DAKOTA 

13  STEPHENS,  MARTIN  H. ,  CHIEF  OF  POLICE,  BELLE  MEADE  P,  NASHVILLE,  TENNESSEE  -  APRIL  26,  1971 

49  STEPHENS,  THOMAS  J.,  DEP  SHF,  NATCHITOCHES  PARISH  S,  NATCHITOCHES,  LOUISIANA  -  FEBRUARY  4,  1979 

52  STEPHENSON,  FRANK  J.,  ASST  CHF,  PD,  ALBUQUERQUE,  NEH  MEXICO  -  JANUARY  20,  1990 

156  STERNBERG,  ALLAN  ROY,  DEP  INSPR,  SUFFOLK  CO  PD,  YAPHANK,  NEH  YORK  -  JANUARY,  1993 

135  STETSON,  ELLEN  ROSA,  LT,  UNIV  OF  CA  OF  BERKELEY  PD,  BERKELEY,  CALIFORNIA  -  MARCH  7,  1992 

33  STEVENS,  HAROLD  L,  (SA,  FBI),  LT,  PD,  OAK  RIDGE,  TENNESSEE 
115  STEVENS,  JERRY  J,  COP,  ELHOOD,  INDIANA 

25  STEVENS,  LEROY,  CHIEF  OF  POLICE,  PD,  SOMERVILLE,  NEH  JERSEY  -  MAY  26,  1954 

81  STEVENTON,  RONALD  C. ,  DEP  ASST  COMR,  NEH  SCOTLAND  YA,  LONDON,  ENGLAND 

48  STEVICK,  HALDO  DALE,  IDENTIFICATION  OFFICER,  PD,  LIMA,  OHIO  -  JUNE  13,  1989 

36  STEHART,  JURD  G. ,  SHF  OF  UNION  PARISH  SO,  FARMERVILLE,  LOUISIANA  -  NOVEMBER  15,  1988 

97  STEHART,  HILLIAM  A.,  LIEUTENANT,  PD,  JAMESTOHN,  NEH  YORK  -  AUGUST  2,  1978 

36  STILTZ,  JACK  EMORY,  CHIEF  OF  POLICE,  VALLEJO,  CALIFORNIA  -  OCTOBER  4,  1974 

32  STOCKHELL,  RALPH  H. ,  LIEUTENANT,  PD,  INGLEHOOD,  CALIFORNIA  -  APRIL  6,  1954 

108  STOEHR,  JAMES  J.,  LIEUTENANT,  PD,  ALTOONA,  PENNSYLVANIA  -  FEBRUARY  21,  1978 

20  STOKER,  CHARLES  C,  COP,  HIGH  POINT,  NORTH  CAROLINA 

18  STOKES,  GORDON  R.,  CAPTAIN  OF  DETECTIVES,  PD,  ALBANY,  GEORGIA  -  SEPTEMBER  12,  1968 

52  STOKES,  JOHNNY  ALSTON,  SHERIFF,  DARLINGTON  COUNTY  SO,  DARLINGTON,  SOUTH  CAROLINA  -  AUGUST  5,  1969 

91  STONE,  HARRY  C,  CAPTAIN,  PD,  SAN  GABRIEL,  CALIFORNIA 

3  STONE,  J.  C,  CAPTAIN,  PD,  ORLANDO,  FLORIDA  -  MAY  6,  1958 

49  STOTKO,  GEORGE  J,  DEP  SHF,  STEARNS  COUNTY  SO,  ST  CLOUD,  MINNESOTA  -  JULY  6,  1987 

90  STOUGHTON,  LEONARD  A.,  Ill,  DEP  CHF,  BRISTOL  THP  PD,  LEVITTOHN,  PENNSYLVANIA  -  MARCH  17,  1980 
25  STOUT,  PETER,  CHIEF  OF  POLICE,  NORTHAMPTON,  PENNSYLVANIA  -  SEPTEMBER  16,  1977 

52  STOVALL,  HILLIAM  FARLEY,  CHIEF  OF  POLICE,  SIGNAL  HILLS,  CALIFORNIA  -  OCTOBER  16,  1972 

87  STOHE,  ROBERT  A.,  CAPTAIN,  SALT  LAKE  COUNTY  SO,  SALT  LAKE  CITY,  UTAH  -  MAY  14,  1974 

34  STRAGIER,  CHARLES,  CHIEF  OF  POLICE,  LANSING,  MICHIGAN  -  DECEMBER  10,  1969 

36  STRAUSS,  FIDELIS  J.,  LIEUTENANT,  PD,  HHEELING,  HEST  VIRGINIA  -  JANUARY  26,  1968 

88  STRAUSS,  LE  ROY,  COP,  MANITOHOC,  HISCONSIN 

47  STRAZZO,  MICHAEL  J.,  CAPTAIN  OF  POLICE,  PD,  SACRAMENTO,  CALIFORNIA  -  NOVEMBER  10,  1959 

60  STROH,  JOHN,  CPT,  PD,  AKRON,  OHIO  -  OCTOBER  14,  1979 

32  STROH,  JOHN  H. ,  CHIEF  OF  POLICE,  PD,  TORRANCE,  CALIFORNIA  -  MAY  3,  1975 

108  STROHMAN,  PAUL  A.,  INSPR,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  DECEMBER  11,  1993 

37  STROM,  J  PRESTON,  CHIEF,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  DECEMBER  15,  1987 

30  STRUB,  JOSEPH  H. ,  CHIEF  OF  POLICE,  DUBUQUE,  IOHA  -  JULY  28,  1966 

23  STRYKER,  LAHRENCE  RODNEY,  SERGEANT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  MARCH  5,  1976 

21  STUART,  HILLIAM  E.,  CHIEF  OF  POLICE,  PD,  SHARON,  PENNSYLVANIA  -  FEBRUARY  2,  1957 
37  STUBITS,  FRANK,  LIEUTENANT,  METROPOLITAN  PD,  ST.  LOUIS,  MISSOURI  -  JUNE  6,  1974 

103  STUCKEL,  FRANK  H. ,  CPT,  PD,  MANHATTAN  BEACH,  CALIFORNIA  -  APRIL  15,  1991 

28  STUCKEY,  AMOS  EDHIN,  CHIEF  OF  POLICE,  LA  MESA,  CALIFORNIA  -  OCTOBER  5,  1968 

42  STUMBAUGH,  HARLEY  ELLIS,  USHF,  KERN  CO  SO,  BAKERSFIELD,  CALIFORNIA 

133  STURGILL,  CURTIS  LEE,  SA,  TN  BU  OF  INVSTGN,  KNOXVILLE,  TENNESSEE  -  APRIL  1,  1994 

112  SUAREZ,  THOMAS  E,  LT,  PD,  PENSACOLA,  FLORIDA  -  MAY  11,  1980 

36  SULLIVAN,  FRANCIS  J.,  SERGEANT,  PD,  CONCORD,  NEH  HAMPSHIRE  -  SEPTEMBER  23,  1963 

54  SULLIVAN,  FRANCIS  M,  DEP  CHF,  PD, ,  NEH  YORK,  NEH  YORK  -  OCTOBER  5,  1984 

63  SULLIVAN,  JAMES  F,  LT,  PD,  NEH  LONDON,  CONNECTICUT  -  NOVEMBER  15,  1981 

80  SULLIVAN,  JEREMIAH  D. ,  CHIEF  OF  POLICE,  NEHPORT,  RHODE  ISLAND  -  OCTOBER  18,  1978 

11  SULLIVAN,  JOSEPH  H,  COP,  BINGHAMTON,  NEH  YORK  -  JANUARY  29,  1983 

54  SULLIVAN,  L.  B.,  EXECUTIVE  ASSISTANT  TO  STATE  A,  MONTGOMERY,  ALABAMA  -  JUNE  11,  1977 
94  SUMMERFORD,  G.  VERNON,  DETECTIVE  SERGEANT  ,  PD,  ZION,  ILLINOIS  -  NOVEMBER  1,  1992 

57  SUMMERS,  JOSEPH  JOHN,  LIEUTENANT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  18,  1961 

104  SUNDERLAND,  CLARENCE  0,  ASST  CHF,  PD,  GRAND  FORKS,  NORTH  DAKOTA  -  MARCH  22,  1984 

56  SUNDQUIST,  PAUL  R. ,  CAPTAIN,  PD,  JAMESTOHN,  NEH  YORK  -  MARCH  22,  1963 

83  SURRATT,  HILLIAM  S.,  LIEUTENANT,  PD,  HINSTON-SALEM,  NORTH  CAROLINA  -  MAY  20,  1995 

34  SUTTON,  HOYT  H. ,  CHF,  DEKALB  CO  DPS,  DECATUR,  GEORGIA  -  JUNE  18,  1957 

57  SUTTON,  HILLIAM  E,  SHF  OF  YORK  CO,  YORK,  SOUTH  CAROLINA 

36  SWALLICK,  JOHN,  CHIEF  OF  POLICE,  PD,  PERTH  AMBOY,  NEH  JERSEY  -  APRIL  27,  1962 

7  SHANN,  L.  J.,  ASSISTANT  SUPERINTENDENT,  FLOR,  RAIFORD,  FLORIDA  -  OCTOBER  21,  1970 

74  SHARTZ,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  DEPARTME,  DAYTON,  OHIO  -  MAY  12,  1971 

31  SHEENEY,  FRANK  S.,  CHIEF  OF  POLICE,  PD,  JENKINTOHN,  PENNSYLVANIA  -  JANUARY  7,  1966 
51  SHEENEY,  HOHARD  F,  ASST  CHF,  PD, ,  EVERETT,  HASHINGTON 

37  SHEITZER,  ROLAND  B,  CITY  MANAGER,  LAUREL,  MARYLAND  -  AUGUST  3,  1992 

34  SHENSON,  S.  N.,  COP,  ABERDEEN,  SOUTH  DAKOTA 

4  SHITTER,  STANLEY  H. ,  CHIEF  OF  POLICE,  MASSILLON,  OHIO  -  MAY  11,  1971 

55  SHOVELAND,  THEODORE  E.,  CHIEF  OF  POLICE,  PD,  CLAREMONT,  CALIFORNIA  -  JULY  12,  1958 
27  SYLVESTER,  JOSEPH  L.,  (SA,  FBI),  CHF  INVSTGR,  COOK  C,  CHICAGO,  ILLINOIS 

75  SZABO,  FRANCIS  N.,  COP,  PARMA,  OHIO  -  NOVEMBER  24,  1994 

7  SZEHCZYKOHSKI,  TEOFAN  J,  DEP  SHF,  MILHAUKEE  CO  SO,  MILHAUKEE,  HISCONSIN  -  MAY  10,  1983 

20  TACKE,  CHARLES  J.,  CHIEF  OF  POLICE,  CLAYTON,  MISSOURI  -  OCTOBER  26,  1968 

71  TACKES,  RALPH  P.,  CPT,  PD,  UNIVERSITY  CITY,  MISSOURI  -  JANUARY  13,  1996 

39  TACKETT,  HILLIAM  ALBERT,  DEP  SHF,  HASHINGTON  CO  SO,  GREENVILLE,  MISSISSIPPI 

12  TAFF,  HENRY  ISAAC,  DEPUTY  SHERIFF,  DALLAS  COUNTY,  DALLAS,  TEXAS  -  APRIL  16,  1952 

91  TAGG,  NICHOLAS  A,  COP,  MAYFIELD  HEIGHTS,  OHIO  -  MARCH  22,  1987 
3  TAGGART,  HILLIAM,  CHIEF  DEPUTY,  HASHINGTON  COUNT,  GREENVILLE,  MISSISSIPPI 

16  TALLEY,  ARCHIE  LEE,  CHIEF  OF  POLICE,  PD,  OLNEY,  TEXAS  -  MARCH  25,  1951 

78  TAYLOR,  FRANKLIN  H. ,  CAPTAIN,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  OCTOBER  29,  1970 

90  TAYLOR,  JAMES  P,  ASST  CHF,  PD,  BAYTOHN,  TEXAS 

114  TAYLOR,  JOHN  R. ,  JR.,  MAJ,  PD,  CHATTANOOGA,  TENNESSEE  -  JULY  26,  1996 

7  TAYLOR,  JOHN  T.,  DEPUTY  SHERIFF,  ALLEN  COUNTY  S,  FORT  HAYNE,  INDIANA  -  APRIL  19,  1962 

58  TAYLOR,  JOSEPH  HILSON,  SHF,  TATE  CO  SO,  SENATOBIA,  MISSISSIPPI  -  JUNE  16,  1980 

35  TAYLOR,  STREVELL  G. ,  CHIEF  OF  POLICE,  PD,  VENTURA,  CALIFORNIA  -  OCTOBER  1,  1974 
25  TEAGUE,  JAMES  R,  COP,  HIGH  POINT,  NORTH  CAROLINA  -  APRIL  21,  1975 
35  TEEHAN,  JOHN  F.,  DETECTIVE,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  MAY  16,  1963 

64  TEETAERT,  ANDREH  C,  COP,  CROSSE  POINTE,  MICHIGAN  -  JUNE  21,  1979 

6  TEIPEL,  ROBERT,  DETECTIVE,  PD,  COVINGTON,  KENTUCKY  -  JANUARY  16,  1964 
20  TENNISON,  RALPH  A.,  SHERIFF,  GARFIELD  COUNTY  SO,  ENID,  OKLAHOMA  -  MAY  15,  1949 

2  TETTEMER,  CHARLES  E.,  PATROLMAN,  PD,  TRENTON,  NEH  JERSEY  -  AUGUST  14,  1963 

7  TEUFEL,  JOHN,  CAPTAIN  OF  DETECTIVES,  PD,  GREENHICH,  CONNECTICUT  -  MAY  8,  1945 
138  THANNISCH,  LARRY  THOMAS,  LT,  PD,  SAN  JOSE,  CALIFORNIA  -  OCTOBER,  1987 

41  THAYER,  FRANK  H. ,  SHF  OF  LEHIS  CO,  CHEHALIS,  HASHINGTON  -  AUGUST  19,  1978 

70  THIES,  ELMER  RICHARD,  LT,  PD,  ELGIN,  ILLINOIS  -  OCTOBER  2,  1979 

10  THOM,  RUSSELL  A.,  CHIEF  OF  POLICE,  PD,  SANDUSKY,  OHIO  -  NOVEMBER  14,  1975 

38  THOMAS,  ALBERT,  CHF  PROBATION  OFCR,  YELLOHSTON,  BILLINGS,  MONTANA  -  DECEMBER  30,  1987 
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J.  R.,  CHIEF  OF  POLICE,  PD,  ROCKY  MOUNT,  NORTH  CAROLINA  -  NOVEMBER  17,  1947 

JAMES  H.,  SPEC  INVSTGR,  ASST  STATES  ATTO,  FORT  LAUDERDALE,  FLORIDA  -  OCTOBER  28,  1947 

JAMES  Y,  ASST  CHF ,  MS  HHY  SAFETY  PTL,  JACKSON,  MISSISSIPPI 

JOHN  H,  PROBATION  OFFICER,  GREENE  COUN,  XENIA,  OHIO  -  MAY  7,  1984 

LLOYD  E.,  LIEUTENANT,  VIRGINIA  STATE  POL,  RICHMOND,  VIRGINIA  -  APRIL  14,  1973 

ROY  F.,  COP,  UPPER  ARLINGTON,  OHIO  -  JUNE  4,  1994 

H.  C.  MAJOR,  VIRGINIA  STATE  POLICE,  RICHMOND,  VIRGINIA  -  JANUARY  9,  1970 
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TIFFIN,  HOHARD  P. 
TIGHE,  ANTHONY  J. 
TIGHE,  FRANCIS  D. 
TILGHMAN,  EDHARD  J, 


WILLIAM  R.,  SERGEANT,  PD,  SAGINAH,  MICHIGAN  -  OCTOBER  25,  1971 
CHARLES  EDMUND,  JR.,  MAJ,  PD,  WILMINGTON,  NORTH  CAROLINA 
CHARLES  R,  CPT,  PD,  SANTA  BARBARA,  CALIFORNIA 

HERMAN  A.,  LTC,  ASSISTANT,  BATON  ROUGE,  LOUISIANA  -  OCTOBER,  1994 
HOHARD  L.,  LIEUTENANT  OF  DETECTIVES,  PD,  NEWPORT  NEWS,  VIRGINIA  -  JULY  9,  1946 
JOE  N.,  DEP  SHF,  MCLENNAN  CO  SO,  HACO,  TEXAS  -  FEBRUARY  9,  1975 
THOMPSON;  MARSHAL,  DET,  PD,  CAMDEN,  NEW  JERSEY  -  MARCH,  1982 
THOMPSON,  ROBERT  D,  MAJ,  NEW  MEXICO  STATE  POLICE,  SANTA  FE,  NEW  MEXICO 

ROBERT  G.,  SR.,  LIEUTENANT,  U.  S.  PARK  POLICE,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  7,  1968 
THEODORE  R.,  DEP  REG  DIR,  NPS,  SANTA  FE,  NEW  MEXICO 

WILLIAM,  SERGEANT  OF  DETECTIVES,  PD,  TORONTO,  CANADA  -  JANUARY  19,  1955 
CHARLES  N.,  CAPTAIN,  CHIEF  OF  HEADQUARTERS,  SEAT  PLEASANT,  MARYLAND  -  NOVEMBER  21,  1963 
CLARENCE  M. ,  INVESTIGATOR,  DEPARTMENT  OF  IN,  TUSCALOOSA,  ALABAMA  -  JULY  29,  1974 
TIANI,  FREDRICK  P.,  CHIEF  OF  POLICE,  NEW  CANAAN,  CONNECTICUT  -  NOVEMBER  22,  1975 
TIBBS,  VICTOR  VERNON,  SHF  OF  MONTEREY  CO,  SALINAS,  CALIFORNIA  -  MARCH  24,  1987 
TIDHELL,  LESTER  L.,  LT,  USCP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JUNE  15,  1976 

MAJOR,  PROVOST  MARSHAL  GENERAL,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  3,  1960 
DET,  PD,  ST.  PAUL,  MINNESOTA 
COP,  AURORA,  ILLINOIS  -  FEBRUARY  27,  1995 
COMM,  PD,  BALTIMORE,  MARYLAND  -  JUNE  3,  1990 
TIMBERS, 'mERL,  SHERIFF,  RICE  COUNTY  SO,  LYONS,  KANSAS  -  MAY  20,  1954 
TIMME,  M  J,  LT,  IN  SPOL,  INDIANAPOLIS,  INDIANA  -  OCTOBER  18,  1985 

TIMS,  HARRY  E.,  CAPTAIN,  CHIEF  OF  DETECTIVES,,  PARSONS,  KANSAS  -  SEPTEMBER  22,  1978 
TODD,  THOMAS  B.,  SPECIAL  AGENT,  NATB,  ATHENS,  GEORGIA  -  NOVEMBER  18,  1970 
TOEPPLER,  CLARENCE  B.,  CAPTAIN,  PD,  NEENAH,  WISCONSIN  -  AUGUST  16,  1977 
TOMITA,  SHIRO,  LT,  PD,  LOS  ANGELES,  CALIFORNIA  -  DECEMBER,  1989 

TOMPKINS,  HARRY  N.,  CHIEF  OF  POLICE,  PD,  ROCHESTER,  MINNESOTA  -  SEPTEMBER  15,  1945 
TONRA,  JAMES  W. ,  CHIEF  OF  POLICE,  PD,  BROOKLINE,  MASSACHUSETTS  -  FEBRUARY  18,  1960 

TOROK,  WILLIAM  DONALD,  LT,  PD,  MIAMI  SPRINGS,  FLORIDA  -  APRIL  17,  1987  

TORTORELLO,  GARY  STEVEN,  DET  SGT,  ROCKLAND  CO  SHF  POL  D,  NEW  CITY,  NEW  YORK  -  MAY  31,  1998 

TOWE,  ERNEST  M. ,  DEP  CHF,  PD,  NORFOLK,  VIRGINIA  -  MARCH  21,  1989 

TOHLE,  JOHN  M.  ,  CHIEF  OF  POLICE,  BAKERSFIELD,  CALIFORNIA  -  JANUARY  2,  1973 

TOHLER,  JUBY  E,  MAJ/ASST  CHF,  PD,  DANVILLE,  VIRGINIA  -  APRIL  18,  1976 

TRACEY,  ROY  E.,  CHIEF  OF  POLICE,  GARDENA,  CALIFORNIA  -  APRIL  9,  1992 

TRACY,  FRANKLIN  J.,  CHIEF  OF  POLICE,  PD,  LOCKPORT,  NEW  YORK  -  NOVEMBER  21,  1976 

TRACY,  LEE  DANIEL,  COP,  BEVERLY  HILLS,  CALIFORNIA  -  SEPTEMBER  10,  1985 

TRACY,  MICHAEL  WAYNE,  CPT,  PD,  PALOS  VERDES  ESTATES,  CALIFORNIA  -  FEBRUARY  14,  1994 

TRAHON,  RICHARD  K. ,  DETECTIVE  LIEUTENANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  3,  1990 

TRAVER,  HARRY,  COMMISSIONER  OF  POLICE,  MOUNT  VERNON,  NEW  YORK 

TRAVIS   HOHARD  M. ,  CHIEF  OF  POLICE,  PD,  HORNELL,  NEW  YORK  -  SEPTEMBER  29,  1957 

TRAYLOR,  WILLARD  E,  COP,  PETERSBURG,  VIRGINIA  -  DECEMBER,  1984 

TREVEY,  JAMES  K. ,  INVSTGR,  BLACK  HAWK  COUNTY,  WATERLOO,  IOWA  -  APRIL  11,  1966 

TREVISON,  THOMAS  A.,  LIEUTENANT,  PD,  JOLIET,  ILLINOIS  -  JANUARY  27,  1979 

TRIBBLE,  LES,  COUNTY  JUDGE,  GRAYSON  COUNTY,  SHERMAN,  TEXAS  -  FEBRUARY  18,  1983 

TRIMMER   ALBERT  J.,  SECURITY  DIRECTOR,  EPISCOPAL  H,  PHILADELPHIA,  PENNSYLVANIA  -  JANUARY  7,  1973 

TROSPER   RAY  SCOTT,  CHIEF  OF  POLICE,  PD,  LYNDHURST,  OHIO  -  JUNE  16,  1956 

TROUTE,  DENZEL  L,  USHF,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  APRIL  2,  1986 

TROWBRIDGE,  MARION  H.,  CHIEF  OF  POLICE,  PD,  MESA,  ARIZONA  -  DECEMBER  11,  1975 

TRUE,  DOUGLAS  L.,  SURP,  DOJ,  LAW  ENF  PROGRAMMING,  FRANKFORT,  KENTUCKY 

TRUMMER,  VIRGIL  F,  DIR  OF  SEC,  SOUTHERN  IL  UNIV,  CARBONDALE,  ILLINOIS 

TUCKER,  ROBERT  L.,  CAPTAIN,  PD,  NORTH  LITTLE  ROCK,  ARKANSAS  -  AUGUST  20,  1977 

TUDOR,  LEROY  J,  CPT,  PD,  WEST  SENECA,  NEW  YORK  -  MAY  14,  1997 

TULLOCH,  DONALD  P. ,  SHERIFF  OF  BARNSTABLE  CO.,  BARNSTABLE,  MASSACHUSETTS  -  AUGUST  24,  1978 

TULLOS,  B.  LAVELL,  COP,  JACKSON,  MISSISSIPPI  „,.,  .   .„,„ 

TUNNELL,  BEAUFORD  GALLOWAY,  CAPTAIN  OF  DETECTIVES,  PD,  JOHNSON  CITY,  TENNESSEE  -  APRIL  9,  1970 

TURKELSON,  RICHARD  H. ,  ADMIN  ASST,  STATE  BU  OF  INVSTG,  HICKORY,  NORTH  CAROLINA 

TUTHILL,  EDWIN  H,  MAJ,  PD,  MOBILE,  ALABAMA 

TUTUSKA,  B.  JOHN,  ERIE  COUNTY  EXECUTIVE,  BUFFALO,  NEW  YORK 

TYLER,  W.  H.,  CHIEF  OF  POLICE,  EAST  POINT,  GEORGIA  -  JANUARY  28,  1970 

TYREE   MILLARD  E.,  CAPTAIN,  PD,  BECKLEY,  WEST  VIRGINIA  -  DECEMBER  15,  1969 

TYRONE,  CHRIS  H. ,  ASST  CHIEF  OF  PTL,  MS  HPTL,  HATTIESBURG,  MISSISSIPPI 

UHLEY,  HERBERT  G. ,  LIEUTENANT,  PD,  BELLEVILLE,  ILLINOIS  -  SEPTEMBER  6,  1961 

UNDERHOOD,  CECIL  C. ,  CAPTAIN,  GEORGIA  STATE  PATROL,  ATLANTA,  GEORGIA  -  OCTOBER  27,  1977 

UPSON,  JOHN  LANE,  CHIEF  OF  POLICE,  NEWPORT  BEACH,  CALIFORNIA  -  JANUARY  10,  1966 

VALENTINE,  C.  WAYNE,  CHIEF  OF  POLICE,  PD,  LAUREL,  MISSISSIPPI  -  MAY  30,  1957 

VALLET,  EMILE,  INSPECTOR,  PD,  SEATTLE,  WASHINGTON  -  FEBRUARY  19,  1969 

VANDAM,  ARNOLD  E.,  CAPTAIN,  PD,  MUSKEGON,  MICHIGAN  -  AUGUST  31,  1975 

VANDEPUTTE,  STANLEY  F,  CITY  MANAGER,  GLENDALE,  ARIZONA  -  MARCH  9,  1982 

VANDERFORD,  JAMES  ROBERT,  LT,  AL  HPTL,  MONTGOMERY,  ALABAMA  -  OCTOBER  20,  1989 

VANDERVALK,  RYAN,  COP,  HAWTHORNE,  NEW  JERSEY  -  MARCH  9,  1981 

VANDYKE,  HENRY  J,  COP,  WAYNE,  NEW  JERSEY  -  MAY  28,  1980 

VANSTRATEN,  DONALD  R,  CPT,  BROWN  CO  SO,  GREEN  BAY,  WISCONSIN 

VANVEGHEL,  ROBERT,  LT,  PD,  SOUTH  EUCLID,  OHIO  -  JUNE  1,  1995 

VANHINKLE,  ARCHIE,  INSPECTOR  GENERAL,  DEPARTMENT,  SACRAMENTO,  CALIFORNIA 

VARS,  DONALD  L.,  CONSTABLE,  FIRST  JUDICIAL  DIST,  SONORA,  CALIFORNIA  -  AUGUST  27,  1967 

VAUGHAN,  HAROLD  E,  LT,  PD,  EL  PASO,  TEXAS 

VAUGHAN,  WILLIE  HERBERT,  CPT,  PD,  PETERSBURG,  VIRGINIA 

VEGA  VAL.AZQUEZ,  FELIX,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

VEIT.  EDHARD  W. ,  CHIEF  OF  POLICE,  NORTH  WALES,  PENNSYLVANIA  -  NOVEMBER  25,  1966 

VESCATEL,  GREGORY  P.,  SGT,  PD,  NEW  YORK,  NEW  YORK  -  OCTOBER  12,  1992 

VEST   WILLIAM  B.,  SA,  TN  BU  OF  CRIM  IDENT,  GALLATIN,  TENNESSEE  -  JANUARY  4,  1993 

VETTEL,  CHARLES  T.,  COP,  OAK  RIDGE,  TENNESSEE 

VICHA,  JOHN  ROBERT,  SGT,  PD,  WACO,  TEXAS 

VICKERY,  MAHLON,  COP,  COLUMBUS,  MISSISSIPPI  ^ 

VICKMARK,  CLAYTON  0,  IDENT  OFCR,  SD  DIV  OF  CRIM  INV,  PIERRE,  SOUTH  DAKOTA  -  AUGUST  22,  1982 

VIDRINE,  ELIAS,  CHF  DEP  SHF,  EVANGELINE  PARISH,  VILLE  PLATTE,  LOUISIANA  -  MARCH  24,  1972 

VIGOREAUX-GARCIA,  JULIO,  LTC/DEP  SUPT,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

VILORD,  JOSEPH  A.,  ADMINISTRATIVE  CHIEF,  PD,  SUFFERN,  NEW  YORK  -  DECEMBER  3,  1971 

VINCENT,  DUKE  C.  ,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  NOVEMBER  4,  1974 

VINCENT   LLOYD  S.,  MAJ,  KS  HIGHWAY  PATROL,  TOPEKA,  KANSAS  -  FEBRUARY  9,  1993 

VIRGILIO,  MARIO  A,  DET  LT,  RI  SPOL,  NORTH  SCITUATE,  RHODE  ISLAND 

VISHION,  PAUL  M,  ASST  CHF,  PD,  TOWN  OF  TONAWANDA,  NEW  YORK  -  OCTOBER,  1996 

VOELKER,  CHARLES  G.  ,  COP,  FAIRFIELD,  NEH  JERSEY  -  DECEMBER  19,  1979 

VOELKER,  CHARLES  G. ,  COP,  FAIRFIELD,  NEW  JERSEY  -  DECEMBER  19,  1979 

VOGT,  ROY  R.,  SHERIFF,  ARAPAHOE  COUNTY,  LITTLETON,  COLORADO  -  MARCH  5,  1973 

VOLPE   JOHN  A,  PUBLIC  SAFETY  COORDINATOR,  PLY,  NORRISTOWN,  PENNSYLVANIA  -  JUNE  4,  1997 

WADDLE,  MURRELL,  CHIEF  OF  POLICE,  BOWLING  GREEN,  KENTUCKY  -  JUNE  13,  1965 

WAGNER   CARL  JOSEPH,  JR,  CPT,  PD,  NEH  ORLEANS,  LOUISIANA  -  JUNE,  1996 
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HAGNER, 

HAGNER, 

HAGNER, 

HAGNER, 

HAGNER,  Hill  1AM  R. 

HALDINGER,  LEO  J., 

HALKER,  CLAUDE  L., 

EDISON  L. 

FRANK  H. , 


EDHIN  RICHARD,  MAJ/DIR,  ST.  LOUIS  CO  PD,  CLAYTON,  MISSOURI  -  FEBRUARY  28,  1995 
J.  ODELL,  SHERIFF  OF  TOM  GREEN  COUNTY,  SAN  ANGELO,  TEXAS  -  MARCH  11,  1978 
ROBERT  E,  JR,  SUPV,  ME  DPS,  AUGUSTA,  MAINE  -  JUNE  8,  1986 
RUSSELL  E,  SERGEANT,  PD,  CINCINNATI,  OHIO 

"  ,  JR.,  CPT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  APRIL  28,  1989 
SERGEANT,  PD,  ERIE,  PENNSYLVANIA  -  NOVEMBER  26,  1949 

INVESTIGATOR,  STATE  FIRE  MARSH,  CHARLESTON,  HEST  VIRGINIA  -  MAY  21,  1973 
SUPERINTENDENT,  OUACHITA  PARIS,  MONROE,  LOUISIANA  -  AUGUST  6,  1975 
DEPUTY  SHERIFF,  CHESHIRE  COUNT,  KEENE,  NEH  HAMPSHIRE  -  JANUARY  24,  1971 
FREDERICK  G,  COP,  GOSHEN,  NEH  YORK  -  NOVEMBER  5,  1983 

JOHN  EDHARD,  AGENT,  TN  BU  OF  CRIM  IDENTIFIC,  CHATTANOOGA,  TENNESSEE  -  OCTOBER  7,  1973 
ROBERT  L,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  SEPTEMBER  29,  1987 
THOMAS  E.,  CHIEF  OF  POLICE,  PD,  SHAKER  HEIGHTS,  OHIO  -  JUNE  20,  1951 
HALL,  RICHARD  H. ,  CAPTAIN,  PD,  PASSAIC,  NEH  JERSEY  -  NOVEMBER  16,  1966 
HALLACE,  ALBERT  C,  INSPR,  PD,  CLEVELAND,  OHIO 

DONALD  E.,  CHIEF  OF  POLICE,  MADEIRA,  OHIO  -  APRIL  10,  1973 
HAROLD  S.,  COP,  MIDLAND,  TEXAS  -  AUGUST  3,  1996 
ROBERT  LEE,  SGT,  LEVY  CO  SO,  BRONSON,  FLORIDA  -  AUGUST  3,  1983 
HILLIAM  J.,  CHIEF  OF  POLICE,  SARANAC  LAKE,  NEH  YORK  -  JUNE  4,  1973 
JAMES  A.,  DETECTIVE,  PD,  SCRANTON,  PENNSYLVANIA  -  DECEMBER  28,  1956 
JOHN  GEORGE,  DETECTIVE  SGT,  TOHN  OF  AMHERST,  AMHERST,  NEH  YORK 
JOSEPH  L.,  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  3,  1962 
LAHRENCE,  PATROLMAN,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  AUGUST  28,  1945 
RICHARD  F.,  SERGEANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  18,  1970 
HALTER,  GABRIEL  K,  LT,  BU  OF  PUBLIC  SAFETY,  KOROR,  FEDERATED  STATES  OF  MICRONESIA  -  DECEMBER  26,  1988 
HALTERS,  CHARLES  F.,  SERGEANT,  PD,  IOLA,  KANSAS  -  JULY  9,  1960 

HANNAMAKER,  HILLIAM  H,  INSPR,  SHELBY  STATE  COMM  COLL,  MEMPHIS,  TENNESSEE  -  AUGUST  16,  1995 
HARD,  ED  M.,  CHF  OF  IDENT  BUREAU,  CADDO  PAR,  SHREVEPORT,  LOUISIANA  -  MAY  7,  1966 
HARD,  JOHN  N.,  MAJOR,  PD,  SARASOTA,  FLORIDA  -  MARCH  22,  1977 
HARD,  TRACY  L,  SGT,  PD,  NEHPORT  NEHS,  VIRGINIA  -  AUGUST  11,  1987 
HARDEN,  LAHRENCE  A,  LT,  PD,  FLORENCE,  SOUTH  CAROLINA  -  AUGUST  11,  1987 

EDHARD  F,  SUPV  INVSTGR,  MONTEREY  CO  DA  0,  SALINAS,  CALIFORNIA  -  NOVEMBER  9,  1987 
,  CAPTAIN,  PD,  PASADENA,  TEXAS  -  NOVEMBER  10,  1977 
DIR  OF  TNG,  UNIVERSITY  OF  IL,  URBANA,  ILLINOIS  -  AUGUST  15,  1974 
US  MARSHAL,  USMS,  FARGO,  NORTH  DAKOTA  -  OCTOBER  14,  1989 
ASST  IDENT  OFCR,  PIERCE  COUNTY,  TACOMA,  HASHINGTON  -  DECEMBER  29,  1954 
JAMES  H.,  CIVIL  DEP,  BAY  CO  SD,  PANAMA  CITY,  FLORIDA  -  MARCH  13,  1980 
HILLIAM  J,  SR,  LT,  PD,  HILMINGTON,  DELAHARE  -  JANUARY  19,  1981 
DAVID  CHARLES,  DIR,  IL  SEC  OF  SPOL,  SPRINGFIELD,  ILLINOIS  -  MARCH  21,  1998 

MARCH  11,  1970 
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DOUGLAS  T. 
ERVIN  H., 
HAROLD  C, 
HENRY  E., 


HARNER, 

HARREN, 

HARREN, 

HARREN, 

HARREN, 

HARREN, 

HARREN, 

HATKINS 

HATKINS,  L.  OLIN,  DEPUTY  SHERIFF,  KERSHAH  COUNTY,  CAMDEN,  SOUTH  CAROLINA 

HATSON,  HILLIAM  LEE,  USHF,  DELTA  CO  SD,  DELTA,  COLORADO  -  MARCH  11,  1970 

HATTERS,  FRANK  H. ,  LIEUTENANT,  PD,  YOUNGSTOHN,  OHIO  -  DECEMBER  8,  1978 

HATTS,  MARTIN  L.,  COP,  HARRISBURG,  PENNSYLVANIA  -  JULY  28,  1993 

HAYCOTT,  HELDON  RICHARD,  INSPECTOR  OF  POLICE,  PD,  HOUSTON,  TEXAS  -  JANUARY  12,  1977 

HEAKLEY,  ROBERT  E.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  JUNE  9,  1974 

HEATHERLY,  BRUCE,  CHIEF  OF  POLICE,  PD,  MADISON,  HISCONSIN  -  JULY  25,  1962 

HEATHERLY,  HILLIAM  J.,  SHERIFF,  MARLBORO  COUNTY  SO,  BENNETTSVILLE,  SOUTH  CAROLINA  -  APRIL  11,  1966 

HEATHERS,  JAMES  C. ,  DETECTIVE,  PD,  SUMTER,  SOUTH  CAROLINA  -  AUGUST  26,  1959 

HEATHERHAX,  RAY  E,  DET  LT,  PD,  FLINT,  MICHIGAN  -  JUNE  17,  1982 

HEBB,  JASPER  A.,  CHIEF  OF  POLICE,  JANESVILLE,  HISCONSIN 

HEBB,  LEHIS  G,  ACTING  CHIEF  OF  DETECTIVES,  PD,  KNOXVILLE,  TENNESSEE 

HEBB,  ROY  DOUGLAS,  SHF  OF  DE  SOTO  PARISH  SO,  MANSFIELD,  LOUISIANA 

HEBER,  LAHRENCE  R.,  SAFETY  DIRECTOR,  MARIETTA,  OHIO  -  JUNE  22,  1998 

HEBER,  ORVILLE,  PATROLMAN,  PD,  OSHKOSH,  HISCONSIN  -  FEBRUARY  18,  1967 

HEBSTER,  JAMES  HILLIAM,  SHF  OF  SANTA  BARBARA  CO,  SANTA  BARBARA,  CALIFORNIA  -  AUGUST  1,  1993 

HEBSTER,  JOHN  ALDEN,  DEPUTY  CHIEF,  PD,  NASHUA,  NEH  HAMPSHIRE  -  MARCH  3,  1968 

HEDEKIND,  RICHARD  S,  MGR  OF  HESTERN  DIV,  NATB,  CHICAGO,  ILLINOIS 

HEEKS,  IRVING  B,  INSPECTOR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  MARCH  10,  1985 

HEEKS,  HALTER  H,  INSPR  OF  POL,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  JUNE  12,  1983 

HEIMAR,  CHARLES  F,  CHF  SEC  OFF,  SAVANNAH  STATE  DO,  SAVANNAH,  GEORGIA 

HEIN,  PAUL  E.,  CHIEF  DEPUTY,  SUMMIT  COUNTY  SO,  AKRON,  OHIO  -  DECEMBER  1,  1964 

HEIRICK,  BRUCE  E,  COP,  NORTHUMBERLAND,  PENNSYLVANIA  -  JANUARY  2,  1978 

HEISS,  FORD  J.,  DETECTIVE,  PD,  NEHARK,  NEH  JERSEY  -  MARCH  24,  1971 

HEISSERT,  DAVID,  SHF  OF  MUSKINGUM  CO  SD,  ZANESVILLE,  OHIO 

HEIZENECKER,  RAYNOR,  SHF  OF  PUTNAM  CO,,  CARMEL,  NEH  YORK  -  FEBRUARY  19,  1985 

HELCH,  DONALD  R,  CHIEF  OF  POLICE,  ALCOA,  TENNESSEE  -  MARCH  7,  1982 

HELCH,  HAROLD  M. ,  CAPTAIN,  NORTH  DAKOTA  HIGHHAY,  BISMARCK,  NORTH  DAKOTA  -  MARCH  29,  1975 

HELCH,  THOMAS  C. ,  DETECTIVE,  PD,  TERRE  HAUTE,  INDIANA  -  MARCH  29,  1961 

HELCH,  THOMAS  H. ,  CHIEF  OF  POLICE,  NEEDHAM,  MASSACHUSETTS  -  JANUARY  5,  1974 

HELCH,  THOMAS  J.,  DIR,  NY  DEPT  OF  CORRECTION,  ALBANY,  NEH  YORK  -  APRIL  19,  1965 

HELLER,  ARTHUR,  EX  DIR,  NJ  GAMBLING  COMMISSION,  NEHARK,  NEH  JERSEY  -  MAY  14,  1962 

HELLS,  EUGENE  M. ,  CAPTAIN,  STATE  HIGHHAY  PATROL,  FORT  HORTH,  TEXAS  -  JULY  14,  1948 

HELLS,  GARY  K,  CPT,  PD,  BALLHIN,  MISSOURI  -  OCTOBER  26,  1985 

HELLS,  GRAFTON  L.,  CAPTAIN,  FAIRFAX  CO.  PD,  FAIRFAX,  VIRGINIA  -  JANUARY  12,  1979 

HENDLAND,  LLOYD  R. ,  LIEUTENANT,  PD,  ALAMEDA,  CALIFORNIA  -  JUNE  15,  1959 

HENZEL,  FRANK,  ASST  CHF,  PD,  BISMARCK,  NORTH  DAKOTA  -  SEPTEMBER  6,  1991 

HERLEIN,  STANLEY  E,  CPT,  BUTLER  CO  SO,,  HAMILTON,  OHIO  -  NOVEMBER  28,  1986 

HERNER,  EARL  H. ,  CPT,  PD,  FONTANA,  CALIFORNIA  -  NOVEMBER,  1976 

HESSEL,  GEORGE  E,  CPT,  HOHARD  CO  PD,  ELLICOTT  CITY,  MARYLAND 

HEST,  JOHN  MICHAEL,  COP,  SEASIDE,  OREGON 

HESTERBURG,  LOUIS  EDHIN,  COP,  ORANGE  VILLAGE,  OHIO  -  JANUARY  11,  1992 

HHALEN,  HILLIAM  M.,  LT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND 

HHEELER,  A.  G.,  LIEUTENANT,  PD,  SAVANNAH,  GEORGIA  -  NOVEMBER  13,  1964 

HHEELER,  JAMES  V,  SGT,  MO  HPTL,  POPLAR  BLUFF,  MISSOURI  -  APRIL  6,  1989 

HHEELOCK,  H.  T.,  CRIM  DEP  SHERIFF,  HASHINGTON  C,  JOHNSON  CITY,  TENNESSEE  -  JANUARY  1,  1959 

HHELTON,  JOHN  JOSEPH,  LT,  PD,  SALEM,  MASSACHUSETTS  -  FEBRUARY  10,  1979 

HHITBURN,  HILLIAM  J,  CHF  DEP  SHF,  GALVESTON  CO  SO,  GALVESTON,  TEXAS  -  JUNE  2,  1993 

HHITE,  A  LESLIE,  CAPTAIN,  PD,  SACRAMENTO,  CALIFORNIA 

HHITE,  ANDREH  J.,  HARDEN,  MONTGOMERY  COUNTY  PRIS,  MORRISTOHN,  PENNSYLVANIA  -  AUGUST  28,  1962 

HHITE,  CLINTON  A.,  JR.,  CAPTAIN,  NEH  MEXICO  STATE  POLI,  SANTA  FE,  NEH  MEXICO  -  AUGUST  25,  1975 

HHITE,  JOHN  K.,  CPT,  HAHAII  CO  PD,  HILO,  HAHAII  -  AUGUST  11,  1992 

HHITE,  OLIVER  A.,  INSTRUCTOR,  IOHA  LAH  ENFORCEME,  IOHA  CITY,  IOHA  -  OCTOBER  13,  1975 

HHITE,  RUSSELL  H. ,  SHF  OF  HOODBURY  COUNTY,  SIOUX  CITY,  IOHA  -  APRIL  22,  1977 

HHITE,  HALTER  H. ,  LT,  PD,  FALL  RIVER,  MASSACHUSETTS  -  MAY  27,  1989 

HHITEHURTS,  HILLIAM  K.,  JR.,  CRIM  INVESTIGATOR,  TN  BU  OF  CR,  NASHVILLE,  TENNESSEE  -  JANUARY  2,  1993 

HHITLEY,  HENRY  T.,  CHIEF  OF  DETECTIVES,  PD,  COLUMBUS,  GEORGIA  -  NOVEMBER  1,  1958 

HHITMER,  ALLEN  S,  SUPT,  MO  SHP,  JEFFERSON  CITY,  MISSOURI  -  FEBRUARY  2,  1993 

HHITMER,  HAROLD  A.,  LT,  PD,  SOUTH  BEND,  INDIANA  -  NOVEMBER  20,  1965 

HHITMIRE,  J.  B.,  CHIEF  OF  POLICE,  PD,  DECATUR,  ALABAMA  -  JANUARY  21,  1975 

HHITNEY,  BROOKS  S.,  CPT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA  -  JULY  29,  1990 

HHITNEY,  GENE  F,  LT,  PD,  EVERETT,  HASHINGTON 

HHITSITT,  SELMAN,  INSPECTOR,  PD,  HOUSTON,  TEXAS 

HHITTEN,  ROBERT  DEAN,  ASST  CHF,  PD,  DECATUR,  ILLINOIS  -  JUNE  9,  1986 

HIBE,  CARL  C,  PATROLMAN,  MAINE  STATE  POLICE,  AUGUSTA,  MAINE  -  AUGUST  6,  1972 

HICK,  RALPH  K,  DET  SGT,  PD,  ROMEOVILLE,  ILLINOIS  -  MARCH  2,  1982 
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HILLIAHS, 


HILSON, 
HILSON, 


HILSON, 
HILSON, 
HILSON, 


JANUARY  2,    1978 
JUNE    1,    1958 


NEBRASKA  -  JANUARY   1,    1980 


jujcrn.      ucitLHU     LAHBlll,      fU,      HILI-UKU, 

HIDELL,    CARL   L.,    INSPECTOR,    PD,    HOUNT   VERNON,    NEH  YORK  -  JANUARY    1,    1973 
HIDHANN,    JOHN    F,    DEP  CHF    INSPR,    PD,    NEH  HAVEN,    CONNECTICUT   -   NOVEHBER   18,    1985 
HIESE,    KENNETH  H,    PTLH,    PD,    ST   LOUIS,    HISSOURI    -  AUGUST    15,    1988 
HIESEL,    RICHARD   J.,    INSPECTOR,    PD,    BURLINGTON,    IOHA  -  DECEHBER  28,    .977 
HIGGINS,    HILLARD  V,    CRIH  DEP,    CAYUGA  CO  SO,    AUBURN,    NEH  YORK  -  MAY  4,    1980 
HIKE,    LEROY   E.,    CHIEF   OF   POLICE,    ENDICOTT,    NEH  YORK  -  JUNE    14,    1978 
HILDING,    GEORGE   H. ,    COMHANDER,    PD,    PROVIDENCE,    RHODE    ISLAND  -  APRIL   25,    1973 
HILHELH,  DAHON  E,  SHF  OF  LYON  COUNTY  SD,  YERINGTON,  NEVADA 
HILKINS,    HALTER,    LIEUTENANT,    PD,    CORPUS   CHRISTI,    TEXAS  -  DECEHBER  28,    1978 
HILKINSON,    FRANCIS   H,    CAPTAIN,    PD,    TIFFIN,    OHIO  -  JULY   13,    1983 

HILLIAH  H.,    DEP   CHF,    PD,    MEHPHIS,    TENNESSEE  -   FEBRUARY   12,    1973 
BILL,    SERGEANT,    TENNESSEE  HIGHHAY   PA,    NASHVILLE,    TENNESSEE   -  JULY   10,    1964 
CREED  HALONE,    JR.,    DEP  CHF,    CLEVELAND  REG  TRANSIT,    CLEVELAND,    OHIO 
DANIEL   0,    LIEUTENANT,    PD,    PLANO,    TEXAS  -  DECEHBER  26,    1982 
DAVID  B,    COP,    NEHPORT,    KENTUCKY  -  DECEHBER   1,    1992 
ERNEST    E.,    ASST   CHF,    PD,    CHATTANOOGA,    TENNESSEE  -  JUNE   29,    1969 
HENRY   E.,    COP,    INDEPENDENCE,    MISSOURI 
HERBERT   T.,    MAJOR,    PD,    NEHPORT   NEHS,    VIRGINIA  - 
LESLIE   H.,    LTC,    CT   SPOL,    HARTFORD,    CONNECTICUT 
NELSON    FRANCIS,    DETECTIVE,    PD,    TULSA,    OKLAHOMA 
OTTO  A.,    COP,    BOUND  BROOK,    NEH  JERSEY  -  OCTOBER  4,    1956 
ROBERT   ALAN,    CPT,    PD,    SUFFIELD,    CONNECTICUT 

SIDNEY  A.,    CHIEF   OF   POLICE,    PD,    HICHITA   FALLS,    TEXAS  -  SEPTEMBER   1,    1947 
HILBERT   R,    COP,    CAHDEN,    SOUTH  CAROLINA 
HILLIS,    SOL,    SR.,    PROBATION   OFFICER,    CHEYENNE  CO,    SIDNEY, 
HILLOUGHBY,    L.    A.,    ASST  CHF,    PD,    HERIDIAN,    MISSISSIPPI 
HILSON,    ALFRED  LEE,    DET,    NYS   COMM  OF    INVSTGN,    NEH  YORK,    NEH  YORK 

ARLIE  H.,    JR.,    USHF,    CHAUT   AUQUA  CO  SD,    MAYVILLE,    NEH  YORK  -   NOVEMBER  6,    1995 
ARTHUR   B.,    COP,    HILMINGTON,    DELAHARE  -  MAY  31,    1997 
HILSON,    CLARENCE   J,    LT,    PD,    HHITE   PLAINS,    NEH  YORK  -  APRIL   16,    1981 
HILSON,    DAVID  NEAL,    COP,    PAYSON,    ARIZONA  -  SEPTEMBER   11,    1992 

EARL   R.,    (SA,    FBI-RETIRED),    DETECTIVE,,    COLLINGSHOOD,    NEH  JERSEY  -  MARCH  12,    1975 
HARRIS   J.,    SERGEANT,    BOROUGH  OF    FOUNTAIN,    BETHLEHEM,    PENNSYLVANIA  -  MARCH  6,    1961 
JOE   B,    SHERIFF,    BERNALILLO  COUNTY,    ALBUQUERQUE,    NEH  MEXICO 
HILSONJ    LOUIS  H.,    DET   SERGEANT,    RICHMOND  POLICE,    RICHMOND,    VIRGINIA  -  JANUARY  27,    1970 
HILSON,    H.    HILLIAH,    CHF   OF  DET,    PD,    NIAGARA   FALLS,    NEH  YORK 
HILSON,    RALPH  A.,    DETECTIVE   CAPTAIN,    SPOL,    CONCORD,    NEH  HAMPSHIRE 
HILSON,    ROY   E.,    SHERIFF   OF   HRIGHT   COUNTY,    CLARION,    IOHA  -  DECEMBER  2,    1969 
HILSON,    HOODEY,    DEPUTY   SHERIFF,    CLAYTON  COUNTY,    JONESBORO,    GEORGIA  -  DECEMBER  8,    1973 
HIMBERLY,    HOOVER,    CAPTAIN,    NEH  MEXICO  STATE   POLI ,    SANTA   FE,    NEH  MEXICO 
HINDSTEIN,    BERNARD,    JR,    LT,    PD,    NEH  ORLEANS,    LOUISIANA 
HINGO,    E.    DE,    LT,    DEKALB  CO  DPS,    DECATUR,    GEORGIA  -  JULY  9,    1959 
HINLEY,    ROBERT  H. ,    DIRECTOR  OF   POLICE,    PD,    VICTORIA,    TEXAS  -  DECEMBER   10,    1973 
HINN,    JAHES  H.,    LIEUTENANT,    PD,    ATLANTA,    GEORGIA  -  MAY   1,    1965 
HINSLOH,    MILTON   EARL,    SUPT   OF   POL,    MINNEAPOLIS,    MINNESOTA  -  JANUARY    19,    1990 
HINTERS,    RICHARD  A.,    CAPTAIN,    PD,    TONAHANDA,    NEH  YORK  -  DECEMBER   13,    1978 
HISE,    JIMMIE  H,    CPT,    METRO  PD,    NASHVILLE,    TENNESSEE  -   FEBRUARY,    1993 
HISE,    RICHARD  P.,    CAPTAIN,    PD,    ZANESVILLE,    OHIO  -  AUGUST   11,    1968 
HISNOM,    HALTER  J.,    CHIEF   OF   POLICE,    HILLSBOROUGH,    CALIFORNIA  -  OCTOBER   14,    1978 
HITT,    HALTER  C,    JR.,    CHF,    TOHNSHIP  OF  WALL   PD,    HALL,    NEH  JERSEY 
HIX,    MAYO,    SHF  OF    SUMNER  CO,    GALLATIN,    TENNESSEE  -  AUGUST    19,    1994 
HOOD,    JAHES   R,    LT,    DE   SPOL,    DOVER,    DELAHARE  -  JUNE  25,    1983 
HOOD,    LYNN   S,    SHF  OF   STANISLAUS  CO,    MODESTO,    CALIFORNIA  -  NOVEMBER  5,    1995 
HOOD,    R.    M.,    INSPECTOR,    ROYAL  CANADIAN  MOUN,    EDMONTON,    CANADA  -  JANUARY   1,    1945 
HOOD,    STANLEY  J,    MAJ,    RICHMOND  BU  OF   POL,    RICHMOND,    VIRGINIA  -  OCTOBER,    1984 
HOODIE,    KEITH  H. ,    COP,    HIGHLAND  HEIGHTS,    OHIO  -  MAY   18,    1996 

HOODLEY,    J.    DHIGHT,    HARDEN,    ND  STATE   PENITENTIARY,    BISMARCK,    NORTH  DAKOTA  -  APRIL  27,    1976 
HOODS,    CHARLES   L.,    INVSTGR,    OFC  OF   THE  DA  OF   SAN,    SAN  DIEGO,    CALIFORNIA 
HOODS,    JOHN   FULTON,    CHIEF   OF   POLICE,    PD,    NORFOLK,    VIRGINIA 
HOODS,    S.    LARKIN,    JR.,    CAPTAIN,    PD,    DURHAM,    NORTH  CAROLINA  -  JULY    19,    1951 
HOODSON,    C  H,    JR,    DIR,    VA  LAW   ENF   OF  TRAINING  ST,    RICHMOND,    VIRGINIA 
HOODY,    LEROY,    SHERIFF,    NEHPORT   NEHS,    VIRGINIA  -  JANUARY   12,    1986 
HOOLSEY,    FREDERICK  C,    SGT,    NASSAU  CO  PD,    MINEOLA,    NEH  YORK  -  OCTOBER   14,    1980 
HORNICK,    G  H,    INSPECTOR,    PD,    PASADENA,    TEXAS 

HORRELL,    L.    F.,    COP,    FAYETTEVILLE,    NORTH  CAROLINA  -   FEBRUARY  21,    1979 

HRIGHT,    BASIL    E.,    FIRE  MARSHAL,    STATE  OF   WEST   VI,    CHARLESTON,    WEST  VIRGINIA  -  AUGUST    10,    1963 
BILL  HAYNE,    DIR  OF   LE   PLANNING,    EAST   TN  UN,    JOHNSON  CITY,    TENNESSEE 
FREDERICK  B,    JR,    MAJ,    DEP  COP,    RICHMOND,    VIRGINIA 

JOHN  H.,    SR.,    COLONEL,    CHIEF  OF   POLICE,    RICHMOND,    VIRGINIA  -  OCTOBER  6,    1968 
NEHELL   N.,    CHIEF  OF   POLICE,    MARYVILLE,    TENNESSEE  -  JANUARY  31,    1969 
RODERICK  ROY,    CHIEF  OF   SECURITY,    EASTERN  MON,    BILLINGS,    MONTANA 
HRONA.LEON   F.,    CAPTAIN,    PENNSYLVANIA  STATE   PO,    HARRISBURG,    PENNSYLVANIA  -  SEPTEMBER   15,    1974 
HURTZ,    ELMER   S,    COP,    HAUPPAUGE,    NEH  YORK  -  SEPTEMBER   18,    1989 

HYATT,    ELLIS   J.,    SUPV,    AZ  HIGHHAY  DEPT  OF  MOTOR,    PHOENIX,    ARIZONA  -  SEPTEMBER  26,    1965 
HYATT,    JERRY  RALPH,    COP,    BROHNSVILLE,    TENNESSEE  -  JULY  6,    1993 

HYNDHAH,    STEPHEN    F,    LT,    SC   LAH   ENF   DIV,    COLUMBIA,    SOUTH  CAROLINA  -  OCTOBER  29,    1983 
XANDER,    HERMAN  H. ,    CEP  CHF,    USCP,    HASHINGTON,    DISTRICT  OF  COLUMBIA  -  APRIL   19,    1977 
YARBROUGH,    LOUIS   B,    MAJ,    LA   SPOL,    BATON  ROUGE,    LOUISIANA  -  OCTOBER  28,    1984 
YATES,    HAROLD  JARVIS,    DETECTIVE,    PD,    ROANOKE,    VIRGINIA 

YORK,    DONALD  B.,    DETECTIVE   SERGEANT,    PD,    MIDDLETOHN,    NEH  YORK  -  JUNE   2,    1958 
YOUNG,    CLEMENT   J.,    CHIEF  OF   POLICE,    PLATTSBURGH,    NEH  YORK  -  AUGUST    15,    1967 
YOUNG,    GEORGE  U. ,    JR.,    CAPTAIN,    PD,    PHOENIX,    ARIZONA  -   FEBRUARY  22,    1978 
YOUNG,    HOHARD  0.,    CHIEF   OF   POLICE,    PD,    NEH  HAVEN,    CONNECTICUT   -  APRIL   24,    1960 
YOUNG,    HILLIAH  H. ,    COP,    PROSPECT   PARK,    PENNSYLVANIA  -  JANUARY  30,    1990 
YUND,    CARL   J.,    CHIEF  OF   SECURITY,    COLLEGE  OF,    HOOSTER,    OHIO  -  APRIL    12,    1990 
ZANGL,    EUGENE  A,    COP,    MAYVILLE,    HISCONSIN   -   FEBRUARY   14,    1985 
ZAPATA,    ALFREDO,    1CHDR,    CHIEF  DETECTIVE   SECTION,    SAN   SALVADOR,    EL   SALVADOR 
ZARKOHSKI,    PAUL   LEE,    CPL,    NE   SPTL,    NORTH   PLATTE,    NEBRASKA  -  JUNE   30,    1988 
ZEAHAN,    ELHER   L.,    CHIEF   OF   POLICE,    PD,    STEVENS   POINT,    WISCONSIN  -  DECEMBER  6,    1972 
ZEHRINGER,    FRANCIS  A.,    INSPR,    PD,    ATLANTIC  CITY,    NEH  JERSEY  -  OCTOBER  29,    1979 
ZEIGLER,    RUPERT   G. ,    INSPECTOR  OF   POLICE,    PD,    GAINESVILLE,    FLORIDA  -  AUGUST  3,    1995 
ZEIS,    HAROLD  S.,    MAYOR,    FORT   HAYNE,    INDIANA  -  SEPTEMBER  27,    1975 
ZERSCHLING,    LESTER  M. ,    CAPTAIN,    PD,    SIOUX  CITY,    IOHA  -   FEBRUARY  24,    1975 
ZICARELLI,    EUGENE    E.,    LT,    PD,    KENOSHA,    WISCONSIN  -  MARCH,    1991 
ZIEGLER,    DOUGLAS   B.,    SHF   OF   DEFIANCE  CO,    DEFIANCE,    OHIO  -  DECEMBER,    1989 
ZIEHLSDORFF,    ARVIN   R,    SHERIFF   OF    EAU  CLAIRE  CO,    EAU  CLAIRE,    HISCONSIN  -  AUGUST    14,    1984 
ZIEHAN,    DELTON   E,    CHF  DEP   SHF,    LANCASTER  COUNTY,    LINCOLN,    NEBRASKA 
ZIEHKE,    ARNOLD  C. ,    COP,    SANDUSKY,    OHIO  -  MAY    17,    1995 
ZIER,    ROBERT   KENNETH,    COP,    MARION,    IOHA  -   JUNE,    1985 

ZIETAN,    JOHN   E,    LT,    STANISLAUS  CO  SO,    MODESTO,    CALIFORNIA  -  MARCH  31,    1998 
ZIETLOH,    NORMAN  HILLIAM,    CHIEF   OF   POLICE,    PD,    HAUSAU,    WISCONSIN  -  MAY  25,    1965 
ZIMHERMAN,    HERMAN   H. ,    CITY  MANAGER,    LEXINGTON,    NORTH  CAROLINA  -  MAY   21,    1975 
ZIMMERMAN,    HARREN  H. ,    LIEUTENANT,    PD,    ALEXANDRIA,    VIRGINIA  -  OCTOBER   18,    1968 
ZINN,    FRED  L.,    CHIEF  OF   POLICE,    PD,    HEBSTER  GROVES,    MISSOURI    -  JANUARY   3,    1977 


OCTOBER  29,    1979 
OCTOBER  4,    1946 
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64   ZOLNA,  ANTHONY  J.,  SGT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  24,  1992 
116   ZUCCARELLO,  JOSEPH  S,  MAJ,  PD,  RICHMOND  HEIGHTS,  MISSOURI  -  JUNE  2,  1990 
105   ZHILLER,  JOHN  R,  CHF,  LOHER  HURON  METRO  PARK  PD,  BELLEVILLE,  MICHIGAN 
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Aaron,  Gary  A.,  Little  Rock 

Adams,  Gary  E.,  Buffalo 

Adams,  James  F.,  Dallas 

Alexander,  Kenneth  N.,  Louisville 

Allen,  James  R.,  Retired 

Altmar,  Lisa  A.,  Los  Angeles 

Amey,  Arthur  M.,  New  York  City 

Amrozowicz,  Stanley  J.,  Buffalo 

Anderson,  Janet  Cole,  New  York 

Anderson,  Thomas  L.,  Albuquerque 

Andrews,  Billy  G.,  Retired 

Anenson,  Kenneth  D.,  Retired 

Annes,  James  J.,  Retired 

Archer,  Wayland  L.,  Retired 

Atherton,  James,  WFO 

Baiers,  Philip  J.,  New  Orleans 

Bailey,  David  O.,  Detroit 

Baker,  A.  Wayne,  Retired 

Barker,  Devlyon  S.,  Louisville 

Barrett,  Thomas  J.,  Retired 

Basham,  Gifford  G.,  Charlotte 

Bassett,  John  R.,  Retired 

Batiste,  Richard  D.,  Jr.,  Retired 

Battle,  Frank  V.,  Retired 

Bazar,  Edmund  J.,  Jr.,  FBI  Headquarters 

Becknell,  Gerald  W.,  Chicago 

Beisner,  David  A.,  WFO 

Bentley,  Bill  R.,  Retired 

Berecz,  Donald  L.,  Springfield 

Bermingham,  Robert  A.,  Retired 

Berry,  Robert  L.,  Retired 

Bickmore,  Harold  V.,  Newark 

Blackketter,  William,  Retired 

Blakenbuehler,  K.  C,  Newark 

Blakeney,  Leon  H.,  Retired 

Blossfield,  Charles  E.,  Retired 

Boggan,  Jeff  M.,  Retired 

Bogner,  James  F.,  FBI  Headquarters 

Bolin,  Gary  P.,  Oklahoma  City 

Bonney,  Lawrence  A.,  Charlotte 

Bonville,  Sharon  L.,  Norfolk 

Booth,  Charles  T.,  FBI  Headquarters 

Borman,  John  D.,  Portland 

Bortner,  Robert  W.,  Retired 

Bowen,  John  S.,  Indianapolis 

Boyle,  Michael  H.,  Miami 

Boyle,  Richard  P.,  Oklahoma  City 

Brandt,  James  R.,  Birmingham 

Branon,  William  D.,  Chicago 
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99 
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173 

158 

160 
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185 

132 

12 

169,  177 

153 
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122 

68,  73 

181 

124 

159 

93 

130 

108 

134 

130 

104 

162 

168 

139 

23 

16 

119 

104 

16 

121 

149 

129,  157 

188 

118 

76 

86 

165 

179 
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Brennan,  Daniel  J.,  Jr.,  Louisville 

Brennan,  James  F.,  Jr.,  Retired 

Brewster,  James  H.,  Retired 

Brightwell,  Robert  L.,  Retired  -  DEA 

Bristol,  James  E.,  Jr.,  Charlotte 

Brock,  Richard  L.,  Retired 

Brock,  Telford  C,  Jr.,  Retired 

Brown,  Charles  R.,  Retired 

Brown,  Edward  E.,  Indianapolis 

Brown,  Steven  R.,  Retired 

Bryan,  L.W.,  Retired 

Brubaker,  Larry  C,  Minneapolis 

Buchta,  Ronald  R.,  New  Haven 

Burger,  Daniel,  San  Diego 

Burgess,  Alan  E.,  Retired 

Burlew,  David  D.,  Omaha 

Burton,  J.  Harry,  New  Orleans 

Bush,  J.  S.,  Retired 

Camillo,  Daniel,  Las  Vegas 

Cannistra,  Thomas,  Denver 

Carballo,  Carlos,  Retired 

Carey,  Thomas  P.,  Boston 

Carlson,  George  W.  H.,  Retired 

Carney,  Thomas  E.,  Retired 

Carter,  Robert  W.,  Detroit 

Casey,  Robert  J.,  Detroit 

Catallo,  Albert  L.,  Minneapolis 

Cervantes,  Melvin  O.,  Phoenix 

Cesare,  Donald  J.,  Retired 

Chapman,  Stanley  J.,  Retired 

Chiaramonte,  Joseph,  Retired 

Childress,  Byran  L.,  Retired 

Claxton,  Gary  H.,  Retired 

Clay,  Reginald  R.,  FBI  Headquarters 

Clegg,  Clavin  C,  Salt  Lake  City 

Clem,  Garry,  Mobile 

Coffin,  Walter  K.,  Retired 

Coleman,  John  J.,  Retired 

Collier,  W.  A.,  Retired 

Colombell,  Thomas  J.,  FBI  Academy,  Quantico 

Colombell,  William  E.,  Retired 

Conroy,  L.  N.,  Retired 

Conway,  J.  William,  Charlotte 

Craig,  Dennis  R.,  DEA,  Mexico 

Craig,  Robert  E.,  Retired 

Craycraft,  Jo  L.,  Los  Angeles 

Crewdson,  Robert  W.,  Honolulu 

Crickenberger,  Eugene,  Retired 

Crowe,  Jerome  K.,  Retired 

Cubbison,  Lloyd  A.,  Retired 

Cucci,  Joseph,  Chicago 

Cunningham,  J.D.,  Retired 
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177 
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157 
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139 
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190 

68 

10 

162 

182 

154 

146 

127 

103 

121 

171 

95 

155 

156 
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161 

34 

182 

182 

189 

112 

133 
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72,  80 

137 

96 

129 

38,  43 

156 

100 

141,  145 

153 

23,  28 

125 

152 

130 

145 

182 

112 

114,  170 

125 

126 


Curran,  Melvin  L.,  Cincinnati 

Curry,  Ashley  C,  Birmingham 

Curtis,  Susan  M.,  Honolulu 

Cutcliffe,  Richard  M.,  -  DEA  -  Retired 

Cutler,  Stephen  P.,  WFO 

Daley,  Cynthia,  Milwaukee 

D'Amuro,  Pasquale  J.,  New  York  City 

Davis,  C.  Richard,  Cincinnati 

Davis,  James  T.,  Seattle 

Davis,  John  Richard,  Miami 

Davis,  Roger  H.,  Sacramento 

Deaderick,  K.  D.,  Retired 

Deal,  Harry  B.,  New  Orleans 

DeBiaggio,  Joseph  F.,  Memphis 

DeFlores,  Paul  P.,  Jr.,  Los  Angeles 

DeGuire,  Michael  J.,  Jacksonville 

DeHaven,  Greg  R.,  Retired 

Del  Campo,  Joseph  P.,  Retired 

Dent,  Daniel  Douglas,  Cincinnati 

Denton,  John  E.,  Knoxville 

Depue,  Roger  L,  Retired 

Derr,  Steven,  San  Juan  -  DEA 

Dezihan,  Egon  S.,  Los  Angeles 

Dicker,  Robert  W.,  Jr.,  Miami 

Doguim,  Robert  A.,  FBI  Headquarters 

Donahoo,  H.  A.,  Retired 

Donahue,  Martha  A.,  Houston 

Donohue,  John  F.,  Baltimore 

Doorley,  Joseph  T.,  Chicago 

Dotson,  Michael  W.,  Retired 

Dougal,  Allen  L.,  Retired 

Douglas,  John  E.,  Retired 

Doyle,  Sherree  E.,  Chicago 

Drummond,  Herman  F.,  Jr.,  Retired 

Dunay,  John  M.,  Retired 

Dunphy,  Francis  R.,  Retired 

Dunnigan,  Colin  M.,  Retired 

Durrett,  James  M.,  Retired 

Dyar,  Clifford  H.,  Little  Rock 

Dyer,  Richard  Avery,  Retired 

Dzwilewski,  Daniel  R.,  Los  Angeles 

Earle,  James  H.,  Retired 

Easterling,  Tullis  D.,  Retired 

Eganey,  Raymond  E.,  Jr.,  Memphis 

Einspahr,  Owen  C,  FBI  Academy,  Quantico 

Elder,  Ronald  W.,  Kansas  City 

Ellis,  Thomas  N.,  New  York  City 

Eppright,  William,  III,  Dallas 

Eschweiler,  Fred  W.,  Tampa 

Evans,  Harry  Thomas,  Norfolk 

Fabrizio,  Lee  Edward,  Chicago 

Falls,  William  R.,  Richmond 
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Fardy,  William  B.,  Retired 

Farmer,  Gale  E.,  New  Orleans 

Farmer,  Robert  L,  Legat,  Vienna 

Farretta,  Tony,  New  York  City  -  DEA 

Feldman,  Ken,  DEA 

Ferraro,  John  A.,  Columbia 

Finnegan,  John  T.,  Retired 

Fleck,  Edward  E.,  Tampa 

Fleming,  Vann  F.,  WFO 

Fletcher,  Elmer  R.,  Retired 

Flynn,  Donald  A.,  Retired 

Fortier,  Andre  N.,  Retired 

Franco,  Rede,  Retired 

Franklin,  George  H.,  Retired 

Freeman,  Linda  S.,  New  York  City 

Freeman,  Orland  E.,  Jr.,  Retired 

Fresques,  Frederick  L.,  Albuquerque 

Gallagher,  Martin  D.,  Retired 

Gannon,  Raymond  J.,  Cincinnati 

Garcia,  Joseph  B.,  Retired 

Gardner,  Ralph  D.,  Retired 

Garner,  James  F.  T.,  Retired 

Gast,  George,  Buffalo 

Gaughen,  Francis  X.,  FBI  Academy,  Quantico 

Geiger,  Ronald  F.,  Retired 

Ghecas,  Louis  J.,  Retired 

Gibbons,  Patrick  M.,  WFO 

Gilhooly,  Francis  J.,  Retired 

Gill,  John  W.,  Miami 

Gilliland,  L.  Gene,  Retired 

Glass,  Michael  J.,  Las  Vegas 

Good,  James  D.,  Retired 

Gore,  William  D.,  Seattle 

Graham,  Bonniwell,  Jr.,  Retired 

Graham,  William  J.,  Jr.,  Retired 

Greenlee,  Faye  E.,  Seattle 

Grimshaw,  Michael  N.,  Salt  Lake  City 

Grogan,  Harry  J.,  Ill,  Albany 

Grovner,  Arthur  L.,  FBI  Academy,  Quantico 

Guerrero,  Victor,  Los  Angeles 

Gunnarson,  Donald  A.,  Retired 

Hale,  Gerard  R.,  Retired 

Hamara,  Edward  T.,  Chicago 

Hammack,  F.  R.,  Retired 

Hamrick,  Donald  R.,  Retired 

Handwerk,  Otto  T.,  Jr.,  Retired 

Hanlon,  Joseph  A.,  Anchorage 

Hanna,  David  A.,  Retired 

Hardin,  James  R.,  Jr.,  Alexandria 

Harkleroad,  Bruce  W.,  Buffalo 

Harmon,  R.  Lewis,  San  Diego 

Harrington,  James  S.,  Retired 
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Harris,  Larry  C,  Retired 

Harter,  James  P.,  Retired 

Hartung,  Edgar  J.,  Retired 

Harvey,  Robert  D.,  Minneapolis 

Hassel,  Conrad  V.,  Retired 

Hatfield,  Eugene  E.,  Jr.,  Retired 

Hayes,  John  P.,  Retired 

Heidtke,  John  J.,  Columbia 

Herbert,  James  P.,  New  Haven 

Herron,  Allen  J.,  Retired 

Heubeck,  Steven  H.,  New  York 

Hickey,  Robert  J.,  Retired 

Higgins,  Harold  P.,  Retired 

Hilborn,  Ralph  W.,  Jr.,  Philadelphia 

Hill,  William  Gray,  Richmond 

Horgan,  P.  D.,  Retired 

Horgan,  John  J.,  Retired 

Horn,  James  M.,  Retired 

Hove,  Harold  B.,  Retired 

Howard,  Kenneth  C,  Atlanta 

Huber,  R.  D.,  II,  San  Juan 

Hudkins,  Robert  B.,  Retired 

Huggins,  James  E.,  Louisville 

Hurley,  Robert  B.,  Retired 

Hurm,  Michael,  WFO 

Hurst,  Maurice  C,  FBI  Headquarters 

Intellini,  Richard  A.,  WFO 

Ironfield,  Barbara  B.,  Chicago 

Irwin,  Newell  S.,  Jr.,  Retired 

Irwin,  Richard,  Los  Angeles  -  DEA 

Ivey,  Robert  J.,  Retired 

James,  Norman  D.,  Retired 

Jenkins,  Robert  E.,  Retired 

Jobe,  Robert  K.,  Kansas  City 

Jochem,  Donald  C,  Albuquerque 

Johnson,  Daniel  W.,  Retired 

Johnson,  Gerald  W.,  Atlanta 

Johnson,  Kenneth  G.,  3altimore  -  DEA 

Johnson,  Robert  R.,  Retired 

Jones,  James  D.,  Jr.,  Retired 

Jones,  Philip,  Retired 

Jones,  Robert  J.,  Miami 

Jones,  Walton  G.,  Louisville 

Joseph,  Kenneth  E.,  Retired 

Judge,  Jospeh  K.,  Tampa 

Kampher,  F.  Frederick,  Retired 

Kasson,  Charles  R.,  Retired 

Keadle,  Robert  L.,  Retired 

Kelly,  Daniel  E.,  Retired 

Kelly,  Michael  F.,  Miami 

Kelly,  William  E.,  Retired 

Kelly,  William  J.,  Retired 
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Kemp,  Ronald  D.,  Retired 
Kennedy,  James  C,  Retired 

Kenny,  George  T.,  Atlanta 

Kentala,  Daniel  J.,  Chicago 

Kern,  Wayne  K.,  Chicago 

Kidwell,  William  N.,  Jr.,  Retired 

Killacky,  Keith  F.,  Chicago 

Kinane,  William  P.,  San  Francisco 

King,  James  E.,  San  Antonio 

King,  Phillip  M.,  Retired 

Kirchner,  David  P.,  Chicago 

Kirkland,  Ronald  M.,  Retired 

Klismet,  Peter  M.,  Jr.,  Omaha 

Klug,  Ronald  P.,  Retired 

Knapp,  Michael  F.,  FBI  Headquarters 

Knotts,  L.  Stanley,  Los  Angeles 

Kogut,  Hilda  A.,  New  York  City 

Koletar,  Joseph  W.,  FBI  Headquarters 

Kusulas,  Donald  W.,  Retired 

Lanceley,  Frederick  J.,  Retired 

Lang,  Bernard  C,  Retired 

Lang,  Kenneth  A.,  Retired 

Lanning,  Kenneth  V.,  FBI  Academy,  Quantico 

Lapekas,  Stanley  J.,  Detroit 

Lasseter,  Bob,  FBI  Academy,  Quantico  -  DEA 

Lattus,  Herman  J.,  San  Antonio 

Leach,  William  G.,  Buffalo 

Lee,  Gregory  D.,  FBI  Academy,  Quantico  -  DEA 

Lees,  Debra  A.,  Philadelphia 

Letcher,  Stanley  E.,  FBI  Academy,  Quantico 

LeVine,  Dennis  P.,  Los  Angeles 

Levine,  Lawrence  W.,  Retired 

Loeffelholz,  Elden,  Retired 

Logan,  Kenneth,  Retired 

Loggins,  Barry  O.,  Houston 

Londino,  Nicholas,  Retired 

Loose,  Rodney  S.,  New  York  City 

Lopez,  Ivan  A.,  San  Juan 

Louie,  Joseph,  Retired 

MacDonald,  Byron  V.,  El  Paso 

MacDonald,  Donald  R.,  Memphis 

Magdaloyo,  Nellie  N.,  Dallas 

Mahoney,  George  F.,  DEA 

Mahoney,  Theodore  D.,  Boston 

Maley,  Ronald  L.,  Retired 

Malinchak,  Alan  A.,  FBI  Academy,  Quantico 

Malkiewicz,  Steven  F.,  El  Paso 

Maloney,  Timothy  L.,  WFO 

Martin,  Grover  T.,  Retired 

Martin,  William,  DEA 

Martz,  G.  Robert,  Retired 
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Mason,  E.  Fleming,  Retired 

Maspero,  John  A.,  San  Antonio 

Massaroni,  Lisa  Marie,  Albany 

Mattingly,  William  M.,  Retired 

Maurer,  Michael  R.,  Retired 

McCabe,  N.  H.,  Retired 

McCarthy,  Robert  F.,  Retired 

McCaslin,  Henry  H.,  Jr.  FBI  Academy,  Quantico 

McClary,  Douglas  M.,  Los  Angeles 

McCraw,  F.  P.,  Retired 

McCullough,  Pamela  A.,  WFO 

McCrystle,  Michael  J.,  Retired 

McFall,  Aloysius  J.,  Retired 

McFaul,  Frederick  J.,  Jacksonville 

McGee,  Larry  A.,  Omaha 

McGinn,  Francis  J.,  Jr.,  Boston 

McGinnis,  Donn  E.,  Retired 

McGuire,  J.  J.,  Retired 

McGuire,  Ethel  L.,  San  Francisco 

McHale,  Michael  J.,  Sacramento 

Mcintosh,  David,  Dallas 

Mcintosh,  James  A.,  Philadelphia 

McNeil,  George  R.,  Retired 

McNulty,  Susan  A.,  San  Francisco 

McPherson,  Samuel  R.,  Retired 

Mee,  Michael  D.,  Houston 

Meech,  Frank  F.,  Retired 

Merritt,  Walter  J.,  Tampa 

Mikich,  Liisa  M.,  Chicago 

Miller,  Charles  T.,  Jr.,  WFO 

Miller,  Dennis  A.,  Retired 

Miller,  Michael  W.,  Portland 

Miller,  Robert  B.,  Retired 

Miller,  Thomas  W.,  Louisville 

Miller,  Winnie  D.,  Louisville 

Minderman,  John  W.,  Retired 

Mitchell,  Frank  W.,  Retired 

Mitchell,  Robert  G.,  Pittsburgh 

Moffatt,  Robert  A.,  Retired 

Mogenis,  Bronislaw  R.,  FBI  Headquarters 

Montague,  Larry  G.,  Retired 

Mooney,  Kevin  J.,  Philadelphia 

Moore,  Robert  A.,  Retired 

Morgan,  Rodney  A.,  Jr.,  Miami 

Moriarty,  M.  D.,  DEA 

Morrill,  Stephen  E.,  Retired 

Morris,  John  P.,  Los  Angeles 

Morris,  Leo  R.,  WFO 

Mosquera,  Richard  M.,  FBI  Headquarters 

Mueller,  Dale  G.,  Milwaukee 

Mullany,  Patrick  J.,  Retired 

Munz,  Patricia  A.,  Anchorage 
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Murphy,  George  D.,  Retired 
Murray,  Wayne,  Jr.,  Retired 
Muzzey,  A.  A.,  Retired 
Myers,  Donald  R.,  Retired 
Nattinger,  John,  Houston  -  DEA 
Neidecker,  Randall,  Jackson 
Neilson,  James  B.,  Los  Angeles 
Nelson,  Terry  L.,  Miami 
Newman,  Daniel  G.,  Pittsburgh 
Newman,  Kerry  E.,  Retired 
Newsom,  L.  A.,  Retired 
Nicholson,  James  H.,  Retired 
Nicodemus,  Thomas  P.,  Retired 
Niebuhr,  George  W.,  Jr.,  Retired 
Nisley,  Roger  Allen,  WFO 
Nitsch,  Richard  E.,  Phoenix 
Norby,  Gary  R.,  Philadelphia 
Oliver,  Kenneth  S.,  Retired 
Oiler,  John  R.,  WFO 
Osborn,  Roy  M.,  Retired 
Osborne,  W.  H.,  Retired 
O'Brien,  Robert  J.,  FBI  Headquarters 
O'Connell,  Barry  S.,  Chicago 
O'Connell,  Richard  J.,  Little  Rock 
O'Maley,  Thomas  M.,  Retired 
O'Neill,  John  M.,  Jr.,  Retired 
O'Neill,  Timothy  J.,  Retired 
Osterrieder,  James  G.,  Boston 
Ostrosky,  Thomas  J.,  Houston 
Papineau,  Thomas  L.,  Retired 
Parker,  John  A.,  Retired 
Patrick,  Urey  W.,  Ill,  Retired 
Patterson,  Martin  D.,  Houston 
Paulson,  James  L.,  Retired 
Pecoraro,  Robert  C,  Retired 
Pendenza,  Roger  R.,  Detroit 
Perez,  Agustin  M.,  FBI  Headquarters 
Perry,  Donald  R.,  Houston  -  DEA 
Peters,  Robert  E.,  Retired 
Peters,  Walter  E.,  Retired 

Peters,  William  T.,  Retired 
Phillips,  John  N.,  Retired 
Pocica,  Robert  S.,  FBI  Headquarters 
Powell,  Kenneth  D.,  Retired 
Pratt,  Henry  J.,  Retired 
Price,  Thomas  A.,  Retired 
Purtell,  Neil  F.,  Milwaukee 
Radde,  Robert  E.,  Retired 
Randall,  William  G.,  Detroit 
Rasch,  Thomas  L.,  Cleveland 
Rayfield,  Steven  E.,  Jacksonville 
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Redman,  Richard  K.,  San  Francisco 

Reese,  James  T.,  Retired 

Reger,  John  W.,  Sacramento 

Reisig,  Herbert  H.,  Retired 

Ressler,  Robert  K.,  Retired 

Richards,  E.  Rhead,  Jr.,  Retired 

Richmond,  John  M.,  Los  Angeles 

Riley,  Donald  C,  Retired 

Ripley,  Jerry  L.,  Houston 

Roach,  Edward  J.,  Jr.,  Baltimore 

Robb,  Spencer  H.,  Retired 

Rodriguez,  Harry,  San  Juan 

Rojo,  Edward,  Retired 

Ronca,  Lou,  Jacksonville 

Rosenlieb,  C.  Edward,  Columbia 

Ross,  Thomas  W.,  Little  Rock 

Rowland,  W.  Edgar  II,  Retired 

Royer,  Gary  L.,  Tampa 

Ruebright,  Morris  A.,  Retired 

Rupert,  Bruce,  Pittsburgh 

Russell,  Kenneth  M.,  Retired 

Rutherford,  Sylvester,  Retired 

Rymill,  Roy  S.,  Retired 

Sabol,  Karen  A.,  Dallas 

Sakota,  Kenneth  T.,  San  Diego 

Salinas,  Rene,  San  Antonio 

Salemme,  Charles  A.,  Retired 

Salinas,  Raul  G.,  San  Antonio 

Santucci,  John  F.,  Retired 

Sawyer,  Charles  M.,  Retired 

Schaefer,  Robert,  Retired 

Schamay,  Robert  John,  Retired 

Scheidt,  E.,  Retired 

Schmidt,  Eileen,  Chicago 

Schofield,  Daniel  L.,  FBI  Academy,  Quantico 

Schotlens,  John  D.,  Little  Rock 

Schrempf,  Albert  G.,  Retired 

Schultz,  Carl  A.,  St.  Louis 

Schwein,  Richard  D.,  Jr.,  Retired 

Scobie,  William  A.,  Baltimore 

Scott,  N.  O.,  Retired 

Scott,  Robert  S.,  New  York  City 

Scranton,  Paul  A.,  Retired 

Screen,  James  T.,  New  York 

Scripture,  James  E.,  Jr.,  Boston 

Senseney,  Christine,  New  York  City 

Shaheen  Joseph,  New  York  City 

Shanks,  Bobby  G.,  Retired 

Sheehan,  Donald  C,  Newark 

Shepherd,  Carl  R.,  Retired 

Shepp,  Peter  T.,  Retired 

Sherbine,  Andrew  A.,  Miami  -  DEA 
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Showers,  Jeffrey  S.,  Charlotte 

Shute,  Stephen  J.,  Philadelphia 

Silano,  Robert  J.,  San  Francisco  -  DEA 

Simeone,  John  A.,  DEA  -  Retired 

Simpson,  Dale  O.,  Retired 

Skroch,  Andrew  D.    Minneapolis 

Slack,  Howard  G.,  Retired 

Slapikas,  Frank  R.,  Retired 

Smith,  Charles,  Jr.,  Cleveland 

Smith,  Gordon  C,  Retired 

Smith,  Harold  B.,  Retired 

Smith,  Howard  D.,  Retired 

Smith,  Peggy  Lee,  Knoxville 

Smith,  S.  D.,  Retired 

Smith,  Thomas  J.,  Retired 

Smith,  R.  Wayne,  Richmond 

Snell,  William  H.,  Retired 

Sparks,  Ancil  B.,  FBI  Academy,  Quantico 

Stackhaus,  Julian  H.,  FBI  Headquarters 

Staiger,  Edward  Dean,  Seattle 

Stapleton,  R.  E.,  Jr.,  San  Antonio 

Starnes,  Joe  D.,  Retired 

Stathes,  James  P.,  San  Diego  -  ATF 

Stephan,  George  W.,  Retired 

Stephenson,  Charles  P.,  Retired 

Stephenson,  Norman  D.,  Retired 

Stewart,  Everett  A.,  Atlanta 

Stites,  Damian  J.,  Chicago 

Strauss,  Stanley  S.,  Dallas 

Strong,  George  A.,  Retired 

Strong,  Robert  G.,  Retired 

Sullivan,  John  L.,  Retired 

Sullivan,  Timothy  L,  Boston 

Sullivan,  Timothy,  III,  Newark 

Sulzbach,  Edward  F.,  Richmond 

Swanson,  Roland  D.,  Retired 

Swinkey,  Gary  L.,  Charlotte 

Swinney,  H.  Wayne,  Retired 

Tabman,  Michael,  New  York  City 

Taubert,  Robert  K.,  Retired 

Taylor,  Brian  P. 

Taylor,  John  R.,  Retired 

Taylor,  Larry,  San  Francisco 

Terbush,  Larry  D.,  San  Francisco 

Thornton,  Cary,  St.  Louis 

Tillman,  F.  G.,  Retired 

Trace,  Keith  B.,  Ill,  Los  Angeles 

Tracey,  James  J.,  Retired 

Tretera,  Eliska,  New  York  City 

Trusty,  Glenn  E.,  Jr.,  Retired 

Tuckey,  J.  Vernon,  Retired 

Tygett,  Glenn  M.,  Jr.,  Springfield 
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Untreiner,  R.  J.,  Retired 

VanLandingham,  F.  R.,  Retired 

Vanderpool,  William  F.,  Retired 

Velier,  M.  John,  Retired 

Vieley,  Vicky  L.,  Los  Angeles 

Vinson,  George  V.,  FBI  Headquarters 

Vorpagel,  Russell  E.,  Retired 

Walker,  Frank  M.,  Ill,  Retired 

Walker,  Stpehen  P,  Athens 

Wallace,  John  P.,  Retired 

Walsh,  Charles  J.,  Boston 

Walsh,  Kevin  M.,  Baltimore 

Wang,  Willaim  H.,  Retired 

Wansley,  Larry  A.,  Retired 

Warfield,  William  H.,  Retired 

Warford,  Charles  F.,  Jr.,  Quantico  -  DEA 

Washington,  Pembroke,  Retired 

Watson,  James  M.,  Retired 

Watson,  Paul  J.,  Retired 

Weathermon,  Don  E.,  El  Passo 

Weaver  Ben  A.,  Retired 

Weaver,  R.  Wayne,  WFO 

Webber,  Richard  C,  Retired 

Weber,  Richard  L.,  Retired 

Weber,  Thomas  A.,  Jr.,  Retired 

Wech,  Donna  L.,  Houston 

White,  Robert  O.,  Retired 

Whitlock,  Willard  A.,  Retired 

Whittle,  Ranson  A.,  Retired 

Wichner,  Samuel  M.,  Baltimore 

Wickman,  Joseph  F.,  Jr.,  Retired 

Wiley,  Jerry  W.,  Kansas  City 

Williams,  Billy  Bob,  Retired 

Williams,  Charles  G.,  Little  Rock 

Williams,  Henry  L.,  Atlanta 

Willis,  John  S.,  Charlotte 

Wills,  John  M.,  Detroit 

Wincelowicz,  Vincent  C,  FBI  Headquarters 

Witkowsky,  Richard,  Tampa 

Woltemate,  Gerard  J.,  Retired 

Wood,  Roy,  Retired 

Wood,  William  B.,  FBI  Academy,  Quantico 

Woodring,  Donald  M.,  Retired 

Wright,  James  A.,  FBI  Academy,  Quantico 

Wright,  William  E.,  Jr.,  Los  Angeles 

Yanessa,  Thomas  D.,  Retired 

Yarger,  Orval  F.,  Retired 

Young,  Mark  C,  Houston 

Young,  Ralph  J.,  Pittsburgh 

Young,  T.  Michael,  Memphis 

Youngs,  Michael,  Bogota 

Zink,  Oliver  J.,  Jr.,  Retired 
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Cassidy,  M.  J. 
Beccaccio,  Livio  A. 
Burks,  James  E. 
DuBois,  Edward  L.,  Jr. 
Fallon,  James  L. 
Foard,  Wallace  B. 
Griffin,  Daniel  J. 
Hostetter,  D.  S. 
Jeter,  John  Paul 
Kriskovich,  David  J. 
Lanman,  Charles  F. 
Mclntrye,  Fred  T. 
McNerney,  Martin  A. 
Mitchell,  Thomas  B. 
Phillips,  Ronald 
Reynolds,  Robert  Ross 
Richardson,  Max  E. 
Richardson,  Percy  V. 
Rink,  Malcolm  M. 
Rutzen,  Arthur  C. 
Seery,  W.  F. 
Shedd,  John  E. 
Sirene,  W.  M. 
Steinmetz,  Charles  W. 
Strickland,  J.  C,  Jr. 
Watson,  Charles  F. 
Wenig,  E.  C. 
Wingo,  E.  D. 


09/19/1958 
09/17/1997 
09/28/1989 

05/23/1940 

05/25/1970 
11/17/1972 
12/13/1961 
09/17/1997 
06/06/1950 

09/05/1979 

09/15/1968 
07/07/1974 
06/05/1968 
07/06/1962 
11/10/1958 
08/03/1989 
08/18/1958 


08/21/1990 
06/14/1972 
06/28/1971 
09/26/1959 
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"U.S.  Government  Printing  Office:   1999  —  454-820/15601 


Submit  to  nearest  FBI  Field  Office. 


CHANGE  REQUEST  FORM 


To: 

From: 
Subject: 


Director,  FBI 
Attn:  Training  Division 

National  Academy  Unit 

SAC,  


Date: 


FBINA  Data  Update 


Name: 


City: 


Please  make  the  following  changes: 


Session: 


State: 


CHANGE  REQUESTED  (Check  appropriate  block) 
□  DEPARTMENT:  Change  Graduate's  department  to 


Name: 


Address: 


□  RETIREMENT:  Change  Graduate's  status  to 
Retired:  (Date  of  retirement) . 


□  RANK:  Change  Graduate's  rank  FROM 

TO 


D  ADDRESS:  Change  Graduate's  Address  on  Bureau  Mailing  List  to 


□  OTHER 
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3  0112  041292720 


e 

V) 

a 


' 


, 


U.S.  Department  of  Justice 
Federal  Bureau  of  Investigation 


FBI  NATIONAL 
ACADEMY 


Directory  of  Graduates 
2000  EDITION 


DEPOSITORY' 

JIM  2  o  2000 


i 


3 


3 
3 


y 


Directory  of 

Graduates  of  the 

FBI  National  Academy 

and 

Officers  of  the 

FBI  National  Academy 

Associates 


:1 
3 


i 


EDITION 


This  document  is  the  property  of  the  Federal  Bureau  of  Investigation  and  is  loaned  to  you 
and  your  agency  for  Official  Law  Enforcement  purposes  only.   It  should  be  provided 
appropriate  security  and  destroyed  when  no  longer  useful  to  you  or  your  agency. 


PREAMBLE 

OF  THE 

CONSTITUTION  AND  BYLAWS 

OF  THE 

FBI  NATIONAL  ACADEMY  ASSOCIATES,  INCORPORATED 


For  God  and  Country,  we,  the  FBI  National  Academy  Associates,  Incorporated, 
associate  ourselves  together  to: 

Uphold  and  defend  the  laws  of  our  respective  countries;  perpetuate  our  association  with 
fellow  graduates  and  faculty;  encourage  attendance  at  all  training  sessions;  encourage  and  assist 
in  the  enlightenment  and  education  of  the  general  public;  enhance  the  professional  development 
of  our  membership;  cooperate  with  the  Federal  Bureau  of  Investigation  and  all  duly  constituted 
law  enforcement  agencies  and  officers,  as  well  as  the  general  public,  in  all  matters  of  mutual 
interest,  particularly  in  the  exchange  and  dissemination  of  ideas  and  information,  the  detection 
and  prevention  of  crime,  and  the  apprehension  of  criminals;  strive  for  the  highest  degree  of 
respect  for  law  and  order  and  the  maintenance  thereof;  and, 

To  these  ends,  we  pledge  to  always  conduct  ourselves  in  a  manner  that  will  lend 
strength,  dignity  and  credit  to  the  profession  of  law  enforcement. 
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'Change  Request  Form 


••••••••••••••••••••••••a******* 


Information  in  this  Directory  is  based  on  data  available  to  the  FBI  National  Academy  Unit, 
Quantico,  Virginia,  on  January  1,  2000. 

*  Graduates  should  submit  Change  Request  Forms  to  the  nearest  FBI  office,  attention 
Police  Training  Coordinator. 


FEDERAL  BUREAU  OF  INVESTIGATION 
NATIONAL  ACADEMY  UNIT  STAFF 

The  National  Academy  Unit  is  a  part  of  the  Training  Division  administered 
by  Assistant  Director  Jeffrey  Higginbotham.  The  primary  responsibility  of  the  Unit  is  to 
coordinate  an  1 1  -week  law  enforcement  management  training  for  approximately  1 ,080 
domestic  and  international  students  annually.  The  Unit  is  currently  administered  by  the 
following  staff  members: 


Unit  Chief  William  A.  Andrew 
Karen  Reynolds,  Secretary 

Student  Services  and  Correspondence 
SSA  Samuel  L.  Feemster 
Lisa  Bush,  Training  Technician 

Student  Admissions 

SSA  Pamela  A.  McCullough 

Darlene  Herndon,  Education  Technician 

Linda  Sears,  Program  Manager 

Dreamer  Ward,  Training  Technician 


Student  Activities 

SSA  Thomas  J.  Colombell 

Field  Police  Training 

SSA  Charles  T.  Hagan 

SSA  Frank  Gaughen 

Monty  Jett,  Instruction  Specialist 

Jacquline  Smith,  Training  Technician 


As  the  National  Academy  Program  enters  its'  65th  year  of  existence,  only 
a  few  Special  Agents  of  the  FBI  have  had  the  distinction  of  administering  this  program. 
Listed  below  are  past  administrators  and  their  dates  of  service  with  the  National 
Academy  Unit. 

1935  -  1942  Hugh  H.  Clegg  (Deceased) 

1942  - 1942  Lawrence  A.  Hince  (Deceased) 

1943  - 1944  Al  A.  Muzzey  (Deceased) 

1 944  - 1 945  Norman  H.  McCabe  (Retired) 

1945  - 1962  J.  S.  Rogers  (Deceased) 
1 962  - 1 977  James  V.  Cotter  (Retired) 
1977  -  1980  James  T.  Stewart,  Jr.  (Retired) 
1980  -  1982  Charles  W.  Steinmetz  (Deceased) 
1 983  - 1 987  William  Gulbicki  (Deceased) 
1987  - 1994  Livio  A.  Beccaccio  (Deceased) 
1994-1998  Thomas  Lyons 
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OFFICERS  -  FBI  NATIONAL  ACADEMY  ASSOCIATES,  INC.  -  2000 


President 


Immediate  Past  President 


Vice  Presidents 
Section  I 


Section  III 


Randy  P.  Ely,  Deputy  Chief 

Administrative  Services  Bureau 

Fort  Worth,  Texas,  Police  Department 

Bernard  "Chuck"  Burke,  (Retired),  Sergeant, 
La  Mesa,  California,  Police  Department 


Nile  D.  Carson,  Jr.  (Retired) 

Deputy  Chief,  Reno,  Nevada,  Police  Department 

C.  Martin  Keely,  Chief  of  Police 
Mountain  Brook,  Alabama 


Section  IV 


Executive  Director 


Sectional  Representatives 
Section  I 


Section  II 


Section  III 


Section  IV 


Secretary/Treasurers 
Section  I 


Section  II 


Section  III 


Section  IV 


Historian 


John  A.  Wagner,  Jr.  (Retired) 
Investigator,  Bucks  County  District  Attorney's 
Office,  Doylestown,  Pennsylvania 

Lester  A.  Davis  (Retired) 

Special  Agent,  FBI,  Quantico,  Virginia 


Timothy  D.  Overton 

Deputy  Chief,  Maricopa  County  Sheriffs  Office 

Phoenix,  Arizona 

Kenneth  R.  Ramsey 

Sheriff  of  Kane  County,  Geneva,  Illinois 

Mark  A.  Willingham,  Captain 
Florida  Division  of  Alcoholic  Beverages 
and  Tobacco,  Jacksonville,  Florida 

Walter  J.  Corter 

Chief/Detectives,  Burlington  County  Prosecutor's  Office 

Mt.  Holly,  New  Jersey 


James  M.  Weyant,  Deputy  District  Attorney, 
Los  Angeles  County,  California 

L.  Earle  Conner,  Chief  of  Police 
Sugar  Creek,  Missouri 

William  C.  Gibson,  Director  (Retired) 
South  Carolina  Criminal  Justice  Academy 
Columbia,  South  Carolina 

Robert  V.  Walsh,  Deputy  Chief  (Retired) 
West  Hartford,  Connecticut,  Police  Department 

Richard  A.  Amiott,  Chief  of  Police, 
Mentor,  Ohio 
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PAST  PRESIDENTS  -  FBINAA  EXECUTIVE  BOARD 


1935-36  James  T.  Sheehan 

Boston,  Massachusetts 
1936-37  James  B.Nolan 

New  York,  New  York 
1937-38  Daniel  A.  Murphy 

Boston,  Massachusetts 
1938-39  George  D.  Callan 

Newark,  New  Jersey 
1939-40  Edward  b.  Hansen 

Duluth,  Minnesota 
1940-41  William  J.  Raney 

Memphis,  Tennessee 
1941-47  Walter  F.  Anderson 

Raleigh,  North  Carolina 
1947-49  Clifford  E.  Peterson 

Sacramento,  California 
1949-57  Newman  W.  Kimbrough 

Montgomery,  Alabama 
1957-60  Harold  R.  Dowd 

Maplewood,  New  Jersey 
1960-62  Marvin  G.Lane 

Warren,  Michigan 
1962-64  Vincent  B.  Hurlbut 

West  Hartford,  Connecticut 
1964-65  J.  Preston  Strom 

Columbia,  South  Carolina 

1966  Willie  Bauer 
Beaumont,  Texas 

1967  Thomas  Reddin 

Los  Angeles,  California 

1968  Bryan  Clemmons 
Baton  Rouge,  Louisiana 

1969  Claude  A.  Armour 
Memphis,  Tennessee 

1970  John  T.  Howland 
Wellesley,  Massachusetts 

1971  Guy  F.  Van  Cleave 
Brighton,  Colorado 

1972  Clarence  H.  Hoffman 
Kansas  City,  Missouri 

1973  Charles  D.  Grant 
Norfolk,  Virginia 

1974  William  R.  Bracke 
Cincinnati,  Ohio 

1975  Clyde  P.  Klaumann 
Carmel,  California 


1976  George  L.  Halverson 
East  Lansing,  Michigan 

1977  Grant  M.  Harden 
Bartow,  Florida 

1978  John  J.  Kerrigan 

South  Windsor,  Connecticut 

1979  Stephen  F.  Lagomarsino 
Santa  Fe,  New  Mexico 

1980  Daniel  B.  Linza 
Kirkwood,  Missouri 

1981  I.  Byrd  Parnell 
Sumter,  South  Carolina 

1982  F.  Dean  Kimmel 
Woodbury,  New  Jersey 

1983  Roland  R.  Renshaw 
Los  Altos,  California 

1984  J.  Warner  Wiley 
Beech  Grove,  Indiana 

1985  Eugene  L.  Barksdale 
Memphis,  Tennessee 

1986  Richard  A.  Amiott 
Mentor,  Ohio 

1987  William  T.  Burke 

Los  Angeles,  California 

1988  Julien  C.  Gallet 
Chicago,  Illinois 

1989  PatG.  Minetti 
Hampton,  Virginia 

1990  Charles  G.  Klaffka 
Amherst,  New  York 

1991  Ray  V.Rivera 
Albuquerque,  New  Mexico 

1 992  Albert  C.  Wagner,  Sr. 
Farmers  Branch,  Texas 

1993  James  F.  Keesling 
Kingsport,  Tennessee 

1994  Paul  A.  Olson,  Jr. 
Avon,  Connecticut 

1995  Lyle  D.  Hesalroad 
Denver,  Colorado 

1996  William  V.  O'Sullivan 
Springfield,  Illinois 

1997  J.  Robert  Hamrick 
Atlanta,  Georgia 

1998  Joseph  L.  Monteith 
Yaphank,  New  York 

1999  Bernard  "Chuck"  Burke 
La  Mesa,  California 
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FBINA  SESSIONS  AND  GRADUATION  DATE 


1st 

10/19/35 

66th 

11/02/60 

131st 

12/17/82 

2nd 

3/28/36 

67th 

6/07/61 

132nd 

3/25/83 

3rd 

10/19/36 

68th 

11/08/61 

133rd 

6/24/83 

4th 

4/03/37 

69th 

6/06/62 

134th 

9/23/83 

5th 

7/24/37 

70th 

10/31/62 

135th 

12/16/83 

6th 

10/02/37 

71st 

6/19/63 

136th 

3/23/84 

7th 

4/02/38 

72nd 

11/06/63 

137th 

6/15/84 

8th 

7/23/38 

73rd 

6/03/64 

138th 

9/14/84 

9th 

11/19/38 

74th 

10/21/64 

139th 

12/14/84 

10th 

4/01/39 

75th 

5/26/65 

140th 

3/22/85 

11th 

7/08/39 

76th 

11/03/65 

141st 

6/14/85 

12th 

9/30/39 

77th 

5/25/66 

142nd 

9/13/85 

13th 

3/30/40 

78th 

11/02/66 

143rd 

12/13/85 

14th 

6/29/40 

79th 

6/07/67 

144th 

3/21/86 

15th 

10/04/40 

80th 

11/01/67 

145th 

6/13/86 

16th 

3/29/41 

81st 

5/29/68 

146th 

9/12/86 

17th 

6/28/41 

82nd 

10/30/68 

147th 

12/12/86 

18th 

10/11/41 

83rd 

5/28/69 

148th 

3/20/87 

19th 

7/25/42 

84th 

11/05/69 

149th 

6/12/87 

20th 

10/31/42 

85th 

5/27/70 

150th 

9/25/87 

21st 

4/10/43 

86th 

10/28/70 

151st 

12/18/87 

22nd 

7/17/43 

87th 

6/30/71 

152nd 

3/25/88 

23rd 

10/23/43 

88th 

11/03/71 

153rd 

6/17/88 

24th 

4/15/44 

89th 

6/07/72 

154th 

9/09/88 

25th 

7/22/44 

90th 

9/15/72 

155th 

12/09/88 

26th 

10/28/44 

91st 

12/15/72 

156th 

3/29/89 

27th 

10/28/44 

92nd 

3/30/73 

157th 

6/16/89 

28th 

4/14/45 

93rd 

6/22/73 

158th 

9/22/89 

29th 

7/21/45 

94th 

9/13/73 

159th 

12/15/89 

30th 

10/26/45 

95th 

12/06/73 

160th 

3/23/90 

31st 

3/29/46 

96th 

3/28/74 

161st 

6/15/90 

32nd 

6/28/46 

97th 

6/20/74 

162nd 

9/14/90 

33rd 

10/04/46 

98th 

9/12/74 

163rd 

2/14/90 

34th 

3/28/47 

99th 

12/05/74 

164th 

3/22/91 

35th 

6/27/47 

100th 

3/20/75 

165th 

6/21/91 

36th 

10/03/47 

101st 

6/19/75 

166th 

9/13/91 

37th 

3/26/48 

102nd 

9/25/75 

167th 

12/13/91 

38th 

6/25/48 

103rd 

12/11/75 

168th 

3/20/92 

39th 

10/01/48 

104th 

3/18/76 

169th 

6/12/92 

40th 

4/01/49 

105th 

6/17/76 

170th 

9/14/92 

41st 

7/01/49 

106th 

9/23/76 

171st 

12/11/92 

42nd 

9/30/49 

107th 

12/16/76 

172nd 

3/26/93 

4  3  rd 

3/31/50 

108th 

3/24/77 

173rd 

6/18/93 

44th 

6/30/50 

109th 

6/16/77 

174th 

9/24/93 

45th 

9/29/50 

110th 

9/23/77 

175th 

12/17/93 

46th 

3/30/51 

111th 

12/09/77 

176th 

3/25/94 

47th 

6/29/51 

112th 

3/24/78 

177th 

6/24/94 

48th 

11/16/51 

113th 

6/16/78 

178th 

9/23/94 

49th 

6/06/52 

114th 

9/22/78 

179th 

12/16/94 

50th 

1/14/52 

115th 

12/15/78 

180th 

3/24/95 

51st 

6/12/53 

116th 

3/23/79 

181st 

6/23/95 

52nd 

11/20/53 

117th 

6/15/79 

182nd 

9/22/95 

53rd 

6/11/54 

118th 

9/14/79 

183rd 

12/15/95 

54th 

11/19/54 

119th 

12/14/79 

184th 

3/22/96 

55th 

6/10/55 

120th 

3/21/80 

185th 

6/14/96 

56th 

11/18/55 

121st 

6/13/80 

186th 

9/13/96 

57th 

6/08/56 

122nd 

9/12/80 

187th 

12/13/96 

58th 

11/16/56 

123  rd 

12/12/80 

188th 

3/28/97 

59th 

6/06/57 

124th 

3/20/81 

189th 

6/20/97 

60th 

11/08/57 

125th 

6/12/81 

190th 

9/12/97 

61st 

3/18/58 

126th 

9/11/81 

191st 

12/12/97 

62nd 

11/06/58 

127th 

2/11/81 

192nd 

3/27/98 

6  3  rd 

6/03/59 

128th 

3/26/82 

193rd 

6/19/98 

64th 

11/04/59 

129th 

6/25/82 

194th 

9/11/98 

65th 

6/08/60 

130th 

9/24/82 

195th 

12/11/98 

196th 

3/26/99 

197th 

6/25/99 

198th 

9/24/99 

199th 

12/17/99 
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GRADUATES 
OF  THE 
FBI  NATIONAL  ACADEMY 
SINCE  THE  ESTABLISHMENT  OF  THE  FBI  NATIONAL  ACADEMY  ON  JULY  29,  1935  THERE  HAVE  BEEN  32.918  GRADUATES  OF  THE  ACADEMY. 
*  INDICATES  THAT  GRADUATES  IS  NO  LONGER  CONNECTED  HITH  ANY  LAH  ENFOREMENT  AGENCY.  tt   INDICATES  THAT  GRADUATE  IS 
RETIRED  FROM  ACTIVE  SERVICE.  AGENCY  LISTED  IS  LATEST  AGENCY  HITH  HHICH  CONNECTED  AND  IS  NOT  NECESSARILY  THE  AGENCY 
HITH  HHICH  THE  GRADUATE  HAS  EMPLOYED  AT  THE  TIME  THE  OFFICER  ATTENDED  THE  NATIONAL  ACADEMY. 


AARON,  GERALD  A  -  AGUIRRE,  ROBERT  STANLEY 


106 
120 
146 
171 
166 
116 
118 
182 
184 
113 
120 
136 
150 
117 
194 
163 
179 

87 

50 
108 
108 
179 
199 
188 
133 

77 
131 
160 
197 
151 
113 
131 
128 
180 
138 
156 
133 
152 
146 
174 
105 

92 
170 
191 
117 
154 
139 
104 
194 

32 
171 
186 

99 
190 
199 
195 
182 
177 

60 
174 
143 
135 

98 
184 
102 
189 
117 
102 
192 
181 
150 
122 
182 
163 

93 

59 
171 
136 

92 
184 
131 
125 
168 
102 

58 
110 
176 
175 
176 
105 

95 
153 

68 


ABBOTT, 
ABBOTT, 
ABBOTT, 
ABBOTT, 


ABERNATHY, 
ABERNATHY, 
ABERNATHY, 
ABERNETHY, 


AARON,  GERALD  A,  EVERETT,  HASHINGTON 
AARON,  RONALD  GENE,  MIDLAND,  TEXAS 
AARON,  STEPHEN  CURTIS,  AUSTIN,  TEXAS 
AASEBOE,  AUDUN  ZITZLAU,  OSLO,  NORHAY 
AASTED,  EDHARD  ARTHUR,  SANTA  BARBARA,  CALIFORNIA 
ABAIR,  EDHARD  H. ,  DETROIT,  MICHIGAN 
ABATE,  LUTHER  ANTHONY,  PORT  ARTHUR,  TEXAS 
ABATE,  THOMAS,  SR,  GILBERTOHN,  ALABAMA  . 
ABBATEMATTEO,  HILLIAM  CARL,  NORTH  PROVIDENCE,  RHODE  ISL 
ABBETT,  JAMES  H,  DADEVILLE,  ALABAMA 
ABBETT,  VANCE  NICHOLAS,  OPELIKA,  ALABAMA 
ABBEY,  JOHN  DAVID,  JR,  MORGAN  HILL,  CALIFORNIA 
ABBIE,  ROY  NELSON,  MANCHESTER,  CONNECTICUT 
ABBOTT,  JAMES  CLIFFORD,  SANTA  BARBARA,  CALIFORNIA 
JAMES  DAVID,  SR,  CRANSTON,  RHODE  ISLAND 
PAUL  HAYNE,  DENTON,  TEXAS 
PAUL  HILLIAM,  SHALIMAR,  FLORIDA 
ROBERT  C,  LACONIA,  NEH  HAMPSHIRE 
ABD,  GEORGE  M. ,  HASHINGTON,  PENNSYLVANIA 
ABDEL  AZZIM,  A.M.E.,  CAIRO,  EGYPT 
ABDEL  GHAFFAR,  M.M.E.,  CAIRO,  EGYPT 
ABDEL  MALAK,  OUSSAMA  NABIH,  BEIRUT,  LEBANON 
ABDEL  MONEM,  AHMED  MOHAMED,  CAIRO,  EGYPT 
ABDELBARY,  AKRAM  ABD  AL  IZIZ,  CAIRO,  EGYPT 
ABDELNOUR,  IBRAHIM  TOUFIC,  BEIRUT,  LEBANON 
ABDUL  MUTTALIB,,  KUALA  LUMPUR,  MALAYSIA 
ABDUL  RAHMAN,  HAGDY  SALEH,  CAIRO,  EGYPT 
ABEL,  BILL  GENE,  CORONADO,  CALIFORNIA 
ABELN,  JEFFERY  HILLIAM,  COLLIERVILLE,  TENNESSEE 
ABER,  HAL  HINTON,  MOORE,  OKLAHOMA 
ABERCROMBIE,  BRUCE  C,  CHARLOTTE,  NORTH  CAROLINA 
ABERLE,  ROBERT  KENNETH,  ATLANTA,  GEORGIA 
ABERNATHY,  ALBERT  BRADLEY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
HAROLD  DEAN,  LINCOLNTON,  NORTH  CAROLINA 
LARRY  EDHARD,  ALPHARETTA,  GEORGIA 
ROBERT  BROOKS,  J,  FORT  GILLEM,  GEORGIA 
THOMAS  FRASER,  HASHINGTON,  DISTRICT  OF  COLUM 
ABEYTA,  RICHARD  LEE,  SAN  JOSE,  CALIFORNIA 
ABLOTT,  JO  ANNE,  LOS  ANGELES,  CALIFORNIA 
ABNEY,  JAMES  CONROD,  ALEXANDRIA,  VIRGINIA 
ABOU  SHELEIB,  HAZEM  H. ,  CAIRO,  EGYPT 
ABOUJAHDEH,  SAMIR,  BEIRUT,  LEBANON 
ABRAHAM,  BOBBY  EARL,  SHREVEPORT,  LOUISIANA 
ABRAHAM,  DOUGLAS  JOSEPH,  AURORA,  COLORADO 
ABRAHAM,  GEORGE,  JR.,  FORT  EUSTIS,  VIRGINIA 
ABRAHAM,  JOSEPH  ANDERLANS,  PONAPE,  FEDERATED  STATES  OF 
ABRAHAMSON,  GARRY  DUANE,  SHAHNEE,  OKLAHOMA 
ABRAM,  FRED  M,  SAN  JOSE,  CALIFORNIA 
ABRAMOHITZ,  BARRY  LEONARD,  JACKSONVILLE,  FLORIDA 
ABRAMS,  ARTHUR,  HACKENSACK,  NEH  JERSEY 
ABRECHT,  DAVID  JAMES,  GARDEN  GROVE,  CALIFORNIA 
ABSTON,  DAVID  EUGENE,  CARROLLTON,  ALABAMA 
ABT,  JOHN  E,  TOHN  OF  TONAHANDA,  NEH  YORK 
ABURTO-VERDUZCO,  EDUARDO  JOSE,  SALTILLO,  COAHUILA,  MEXI 
ACCORTI,  BARRY  R,  NORTH  RIDGEVILLE,  OHIO 
ACERBO,  CHRISTOPHER,  NEH  YORK,  NEH  YORK 
ACEVEDO-OSSA,  JOSE  GERARDO,  BOGOTA,  COLOMBIA 
ACEVES,  ROGER  STEVEN,  SANTA  BARBARA,  CALIFORNIA 
ACITO,  FRANK  J.,  CINCINNATI,  OHIO 
ACKER,  DAVID  LYLE,  MEADVILLE,  PENNSYLVANIA 
ACKER,  LESTER  DALE,  JR,  FEDERAL  HEIGHTS,  COLORADO 
LONGMONT,  COLORADO 

IDAHO  FALLS,  IDAHO 
NEH  LONDON,  CONNECTICUT 
SHEBOYGAN,  HISCONSIN 
ACKLIN,  THOMAS  JUSTIN,  CLEVELAND,  OHIO 
ACKLING,  RODNEY  JESS,  DEARBORN  HEIGHTS,  MICHIGAN 
ACOACH,  ARVEL  L,  JR,  FORT  SMITH,  ARKANSAS 
ACOSTA,  JOHN  ANTHONY,  BEAUMONT,  CALIFORNIA 
ACOSTA,  JOSE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ACOSTA,  MELCHOR  LORENZO,  MANILA,  PHILIPPINES 
ACOSTARAMIREZ,  CARLOS  RENE,  SAN  JUAN,  PUERTO  RICO 
ACREE,  JACK  LYNN,  LITTLETON,  COLORADO 

MICHEAL  LYNN,  CASTLE  ROCK,  COLORADO 

DONALD  R.,  SEATTLE,  HASHINGTON 

ARCHIE,  TALLAHASSEE,  FLORIDA 

DAVID  REX,  BROKEN  ARROH,  OKLAHOMA 

EDIE  B,  URBANA,  ILLINOIS 
FRANK,  ALBUQUERQUE,  NEH  MEXICO 
ADAMANY,  JOSEPH  JOHN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ADAMO,  HILLIAM  PAT,  GLADSTONE,  MISSOURI 

ALAN  FULTON,  HATTIESBURG,  MISSISSIPPI 

ALICE,  FORT  HORTH,  TEXAS 

ALVIN  S.,  SAGINAH,  MICHIGAN 

B  H,  JR,  CUERO,  TEXAS 

BILLY  J.,  POPLAR  BLUFF,  MISSOURI 

BOBBY  DALE,  SHERIDAN,  ARKANSAS 

BRUCE  EDHARD,  NEH  ORLEANS,  LOUISIANA 

CHARLES  EDHIN,  UNIVERSITY  CITY,  MISSOURI 

CHARLES  J,  NEH  YORK,  NEH  YORK 

CHARLES  H,  GRENADA,  MISSISSIPPI 
ADAMS,  CORNELL  THOMAS,  NEH  YORK,  NEH  YORK 
ADAMS,  DALE  A.,  LINCOLN,  NEBRASKA 


ACKERMAN,  JON  ERIC, 
ACKERMAN,  RICHARD  J, 
ACKLEY,  MARGARET  J, 
ACKLEY,  MICHAEL  J., 


ACREE, 
ACTOR, 
ADAIR, 
ADAIR, 
ADAIR, 
ADAKAI , 


ADAMS, 
ADAMS , 
ADAMS , 
ADAMS , 
ADAMS, 
ADAMS , 
ADAMS, 
ADAMS, 
ADAMS , 
ADAMS, 


113 
168 
162  tt 
116 

97  tt 
131 
125 
169 
172 
138 
112  tt 
169 
136  tt 
181 

152  tt 
173 
127 
114 
161 
100  tt 

99  * 

104  tt 
130 
163 

31  * 
194 
142 

48  # 
196 
122 
133  tt 
127 
187 
135 
117 
125 
158 
119  * 
186 

98  tt 
145 
153 
176 
130 
192 
199 

97  tt 

191 

82 

77  tt 
132 
120 
179 
102  tt 
180 
164 

39  tt 

41  * 
177 
105 

88  # 
179  tt 
132 
108 

71 
133 

105  tt 

so  tt 

79  tt 
129 
176  tt 
121 
150 
155 
127 
188 
192 

153  * 
199 
176 
158 

70  tt 

70 
125 

59  tt 
177 
197 
168 
139 
126 
142 
133 
166 


ADAMS,  DONALD  F,  JOHNSON  CITY,  NEH  YORK 

ADAMS,  DONALD  LEE,  SHALIMAR,  FLORIDA 

ADAMS,  EDHARD  EARL,  FORESTVILLE,  MARYLAND 

ADAMS,  FERRIS  M,  JR,  BRYN  ATHYN,  PENNSYLVANIA 

ADAMS,  FRANCIS  L,  YUBA  CITY,  CALIFORNIA 

ADAMS,  GARY  DON,  OKLAHOMA  CITY,  OKLAHOMA 

ADAMS,  GARY  LAMAR,  MACON,  GEORGIA 

ADAMS,  GARY  HAYNE,  TEXARKANA,  TEXAS 

ADAMS,  HARLAN  MARCUS,  COOS  BAY,  OREGON 

ADAMS,  JACK  FREDERICK,  JAMESVILLE,  NEH  YORK 

ADAMS,  JAMES  C,  JR,  ORANGE,  TEXAS 

ADAMS,  JAMES  DENNIS,  PIGEON  FORGE,  TENNESSEE 

ADAMS,  JAMES  JOSEPH,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

ADAMS,  JAMES  LEE,  CORONADO,  CALIFORNIA 

ADAMS,  JAMES  LOUIE,  JR,  BUSHNELL,  FLORIDA 

ADAMS,  JAMES  HILLIAM,  MECHANICSBURG,  PENNSYLVANIA 

ADAMS,  JEROME  G,  MAYVILLE,  NEH  YORK 

ADAMS,  JERRY  E.,  CLAYTON,  MISSOURI 

ADAMS,  JERRY  JAY,  LODI ,  CALIFORNIA 

ADAMS,  JERRY  H. ,  SKOKIE,  ILLINOIS 

ADAMS,  JOE  P.,  LONGVIEH,  TEXAS 

ADAMS,  JOHN  Q,  HATTIESBURG,  MISSISSIPPI 

ADAMS,  JOHN  HILLIAM,  BRISBANE,  AUSTRALIA 

ADAMS,  KELLY  MCCOY,  SAN  ANTONIO,  TEXAS 

ADAMS,  KENNETH  D. ,  DENVER,  COLORADO 

ADAMS,  KENNETH  RAY,  ASHLAND,  KENTUCKY 

ADAMS,  LARRY  DEAN,  EMPORIA,  KANSAS 

ADAMS,  MELVIN  D. ,  FLORENCE,  SOUTH  CAROLINA 

ADAMS,  MICHAEL  VICTOR,  CHARLOTTE,  NORTH  CAROLINA 

ADAMS,  OLIVER  RAY,  BESSEMER,  ALABAMA 

ADAMS,  PAT  OHEN,  KATY,  TEXAS 

ADAMS,  PATRICIA  ANN,  LOS  ANGELES,  CALIFORNIA 

ADAMS,  PHILBERT  HILLIAM,  GEORGETOHN,  GUYANA 

ADAMS,  RANDY  GEORGE,  SIMI  VALLEY,  CALIFORNIA 

ADAMS,  RICHARD,  LIVERPOOL,  ENGLAND 

ADAMS,  RICHARD  BURNETT,  PALM  BAY,  FLORIDA 

ADAMS,  RICHARD  HENRY,  EAST  HENATCHEE,  HASHINGTON 

ADAMS,  RICHARD  JAMES,  HATERTOHN,  NEH  YORK 

ADAMS,  RICKY  HAYNE,  BATON  ROUGE,  LOUISIANA 

ADAMS,  ROBERT  B,  TIGARD,  OREGON 

ADAMS,  ROBERT  EDHARD,  ST  DAVIDS,  PENNSYLVANIA 

ADAMS,  ROBERT  HOLMES,  NEPTUNE  THP,  NEH  JERSEY 

ADAMS,  ROGER  HILLIAM,  GROVEPORT,  OHIO 

ADAMS,  RONALD  FREDRICK,  LEXINGTON,  KENTUCKY 

ADAMS,  RONALD  LARRY,  PUEBLO,  COLORADO 

ADAMS,  ROSS  EDHARD,  BILLINGS,  MONTANA 

ADAMS,  THEODORE  R,  NEH  MILFORD,  CONNECTICUT 

ADAMS,  TIMOTHY  LEE,  GASTONIA,  NORTH  CAROLINA 

ADAMS,  HILL  I.,  GOLDSBORO,  NORTH  CAROLINA 

ADAMSKI,  EDWARD  S,  BAYONNE,  NEH  JERSEY 

ADAMSON,  BILLY  HAYNE,  LAHTON,  OKLAHOMA 

ADAMSON,  FRANK  HOHARD,  SEATTLE,  HASHINGTON 

ADAMSON,  GREGORY  PAUL,  BETTENDORF,  IOWA 

ADCOCK,  CLIFFORD  C. ,  FLINT,  MICHIGAN 

ADCOX,  KATHRYN  ANN,  GREAT  FALLS,  MONTANA 

ADDEZIO,  STEPHEN  ANTHONY,  MEDFORD,  NEH  JERSEY 

ADDISON,  ARTIE  A.,  JR.,  OAK  RIDGE,  TENNESSEE 

ADDISON,  J.  FLOYD,  MOULTRIE,  GEORGIA 

ADDOMS,  JOHN  FILLMORE,  III,  AUBURN,  CALIFORNIA 

ADDONE,  CHARLES  E,  YAKIMA,  HASHINGTON 

ADDY,  LAHRENCE  E.,  MITCHELL,  SOUTH  DAKOTA 

ADELMAN,  EDHARD  JOHN,  NEHARK,  NEH  JERSEY 

ADEN,  ALLEN  DELL,  ABERDEEN,  SOUTH  DAKOTA 

ADKINS,  BENJAMIN  M. ,  HUNTINGTON,  HEST  VIRGINIA 

ADKINS,  BILL  H.,  SOUTH  CHARLESTON,  HEST  VIRGINIA 

ADKINS,  BRUCE  EDWARD,  OAK  HILL,  HEST  VIRGINIA 

ADKINS,  CHARLES  H,  CLEVELAND,  TENNESSEE 

ADKINS,  JACK  M. ,  DOTHAN,  ALABAMA 

ADKINS,  JAMES  L,  TOPEKA,  KANSAS 

ADKINS,  JEFFERY  GENE,  ALVIN,  TEXAS 

ADKINS,  MARVIN  PETER,  YAKIMA,  HASHINGTON 

ADKINS,  MICHAEL,  ELYRIA,  OHIO 

ADKINS,  RICKLES  N,  JR,  REDDING,  CALIFORNIA 

ADKINS,  TOMMIE  EARL,  OCALA,  FLORIDA 

ADLER,  RONALD  LARRY,  MINNEAPOLIS,  MINNESOTA 

ADOLPH,  RONALD  HERBERT,  FRESNO,  CALIFORNIA 

ADORNO,  ADAN  RIVERA,  SAN  JUAN,  PUERTO  RICO 

ADRIANCE,  BARRY  ANDREH,  LANTANA,  FLORIDA 

ADRIATICO,  JUFEL  CORPUS,  MANILA,  PHILIPPINES 

AEILTS,  ANTHONY  ALLEN,  CHICO,  CALIFORNIA 

AEPLI,  PIERRE,  LAUSANNE,  SHITZERLAND 

AERTS,  R  JAMES,  HEST  DE  PERE,  HISCONSIN 

AFSHAR,  MANOUCHEHR,  TEHRAN,  IRAN 

AGAN,  JAMES  EDHARD,  EL  PASO,  TEXAS 

AGAR,  HILSON  G.,  EAST  LANSING,  MICHIGAN 

AGNESI,  PETER  AUGUST,  AVON,  CONNECTICUT 

AGUAYO,  PAUL  ANTHONY,  ABERDEEN  PROVING  GROUNDS,  MARYLAN 

AGUIGUI,  EARL  CRUZ,  AGANA,  GUAM 

AGUIGUI,  FRANCISCO  TYQUIENGC,  AGANA,  GUAM 

AGUILAR,  ANTONIO  GOMEZ,  EL  PASO,  TEXAS 

AGUILAR,  RUDOLF  ANTHONY,  SAN  DIEGO,  CALIFORNIA 

AGUILLARD,  THOMAS  S,  MOBILE,  ALABAMA 

AGUIRRE,  ROBERT  STANLEY,  FLINT,  MICHIGAN 
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AGUIRRE,  STEVE  R.,  JR.  -  ALMEIDA,  HENRY  B 

110   AGUIRRE,  STEVE  R.,  JR.,  SILVER  CITY,  MEH  MEXICO 
181    AHEARN,  JAMES  BRIAN,  PONTIAC,  MICHIGAN 

26  It   AHEARN,  HALTER  F.,  SARATOGA  SPRINGS,  NEH  YORK 
119    AHEARNE,  MICHAEL  VICTOR,  GRAND  BLANC,  MICHIGAN 

142  AHERN,  DENNIS  MICHAEL,  ORLANDO,  FLORIDA 

175  AHERN,  GARY  HAYNE,  BLUE  SPRINGS,  MISSOURI 
110   AHL,  DONALD  T,  LAS  VEGAS,  NEVADA 

132  AHLBERG,  DOUGLAS  ALLEN,  LINCOLN,  NEBRASKA 

168  AHLERS,  GREGG  JOSEPH,  GRAND  ISLAND,  NEBRASKA 

176  AHLQUIST,  PATRICK  MICHAEL,  CROMWELL,  CONNECTICUT 
76  AHMAD,  NISAR,  LAHORE,  PAKISTAN 

135  AHMED,  AHMED  GAAFAR,  CAIRO,  EGYPT 
162   AHMED,  PG  ZAMANI,  NEGARA,  BRUNEI 
131    AHN,  BYUNG  CHUL,  SEOUL,  KOREA 

167  AHO,  JOHN  ANTHONY,  QUANTICO,  VIRGINIA 

68  tt  AHRENS,  FRANK  H. ,  RIVER  FOREST,  ILLINOIS 

103  AHRENS,  MICHAEL  P.,  SR.,  HALTON  HILLS,  OHIO 

162  AHRENS,  RALPH  FREDERICK,  PRINCE  HILLIAM,  VIRGINIA 
116  AHRENS,  ROBERT  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
165  AHRING,  ROBERT  CURTIS,  BLUE  SPRINGS,  MISSOURI 

71    AHSAN,  SHAH  MOHAMMAD,  DACCA,  BANGLADESH 
89  *  AIAZZI,  GARY  R.,  CARSON  CITY,  NEVADA 
105  tt   AICHELE,  ROB  H,  PORTLAND,  OREGON 

147  AIELLO,  RICHARD  MICHAEL,  BEL  AIR,  MARYLAND 

195  AIGILO,  IAN  PETER,  PORT  MORESBY,  PAPUA  NEH  GUINEA 
122   AIJUDDIN,  NOOR  MOHAMED,  SINGAPORE,  SINGAPORE 

193   AIKIN,  ROGER  JOSEPH,  BLOOMINGTON,  ILLINOIS 

143  tt   AIMS,  CLIFFORD  ARNOLD,  LARAMIE,  WYOMING 

136  tt   AINSLIE,  ROBERT  STEPHEN,  LACKLAND  AFB,  TEXAS 

196  AINSHORTH,  RICKY  GENE,  WATONGA,  OKLAHOMA 
195   AIPOALANI,  JOY  MOSES,  HONOLULU,  HAWAII 
138   AITA,  JOSEPH  PAUL,  SAN  PABLO,  CALIFORNIA 

176  tt   AIHOHI,  GARY  DWIGHT,  WAILUKU,  HAWAII 

190   AJINGA,  CHRISTOPHER  FLORIAN,  WASHINGTON,  DISTRICT  OF  CO 

88  It   AKAGBOSU,  CASIMIR  T.,  LAGOS,  NIGERIA 
100   AKEO,  LESTER  T,  HONOLULU,  HAWAII 

189  AKERS,  GARY  LYNN,  HOUSTON,  TEXAS 
95  It   AKERS,  HORACE  G,  EL  PASO,  TEXAS 

97   AKERS,  RALPH  S.,  JR.,  TALLAHASSEE,  FLORIDA 

190  AKERS,  RONALD  LEROY,  NORTH  BEND,  OREGON 

163  AKERS,  THOMAS  NELSON,  FAIRFAX,  VIRGINIA 
102  It   AKERS,  HINDELL  J,  NASHVILLE,  TENNESSEE 

148  tt   AKEY,  THEODORE  JOSEPH,  MIAMI,  FLORIDA 
193   AKIN,  ALLEN  RAY,  GILMER,  TEXAS 

151  AKINGS,  LANDON  DEAN,  GREAT  BEND,  KANSAS 

115  tt  AKINS,  JERRY  A,  FOLSOM,  CALIFORNIA 

97  tt  AKLEY,  LAHRENCE  E,  ST.  LOUIS,  MISSOURI 

184  AKTEPE,  BASRI,  ISTANBUL,  TURKEY 

177  AL  BUDOOR,  MOHAMMED  OBAID,  DUBAI,  UNITED  ARAB  EMIRATES 

197  AL  HARAM,  MOHAMMED  ABDULLA,  MANAMA,  BAHRAIN 
189  AL  HETAIRSHI,  ALI  SAEED,  RIYADH,  SAUDI  ARABIA 

174  AL  MANSOORI,  TARISH  EID,  DUBAI,  UNITED  ARAB  EMIRATES 
181   AL  MARZOUQI,  ABDUL  KAREEM  M,  ABU  DHABI,  UNITED  ARAB  EMI 
197   AL  NAHAM,  DAIJ  ABDULLA,  MANAMA,  BAHRAIN 

169  AL  SHANFARI,  JAMAL  NASEEB,  MUSCAT,  OMAN 

138  AL-FARID,  A  F,  DHAKA,  BANGLADESH 

102  AL-GHANNAM,  FAHAD  ABDUL,  RIYADH,  SAUDI  ARABIA 

151  AL-HADID,  MAHMOOD  ABBAS,  PHNOM  PENH,  CAMBODIA 

167  ALABBAR,  MOHAMMED  MUBARAK,  DUBAI,  UNITED  ARAB  EMIRATES 

181  ALAMO  NIEVES,  VICTOR  MANUEL,  CAGUAS,  PUERTO  RICO 
113  It   ALANDAR,  JAMES  E,  JR,  PHOENIX,  ARIZONA 

175  ALBANESE,  JOSEPH  GEORGE,  YAPHANK,  NEW  YORK 
151  tt   ALBENCE,  RONALD  GERALD,  NEW  CASTLE,  DELAWARE 

187  ALBERIO,  JAY  ANDREW,  HOODBURY,  MINNESOTA 

168  ALBERS,  DEAN  VERNON,  RED  WING,  MINNESOTA 
84  It   ALBERS,  E.  G,  WACO,  TEXAS 

146   ALBERS,  JIMMY  LEE,  HOUSTON,  TEXAS 

141  It   ALBERT,  BRUCE  MORGAN,  GRANTS  PASS,  OREGON 

108  tt   ALBERT,  JOHN  E,  LANDOVER,  MARYLAND 

192   ALBERTA,  CHRISTOPHER  STEPHEN,  RICHMOND,  VIRGINIA 

189   ALBERTI,  MARC  J,  HOPEWELL  JUNCTION,  NEW  YORK 

115  #  ALBERTS,  FRANCIS  J.,  NEW  YORK,  NEW  YORK 

182  ALBERTS,  KAREN  SUE,  BERKELEY,  CALIFORNIA 

188  ALBERTSON,  JOHN  VICTOR,  BATAVIA,  ILLINOIS 

192  ALBIN,  GEORGE  M,  JR,  JERSEY  CITY,  NEH  JERSEY 
76  #  ALBOTT,  HILLIAM  L.,  TOPEKA,  KANSAS 

178  ALBRECHT,  DAVID  GUSTAVE,  SAN  LUIS  OBISPO,  CALIFORNIA 
121    ALBRIGHT,  JERRY  WAYNE,  SAN  BERNARDINO,  CALIFORNIA 
173   ALCANTARA,  RUDOLPH  ANGEL,  BARSTOH,  CALIFORNIA 

93  U   ALCORN,  DAVID  L,  HANFORD,  CALIFORNIA 

189  It   ALCORN,  JAMES  JEFFREY,  CONCORD,  CALIFORNIA 
172   ALCOTT,  LADD  GORDON,  AUGUSTA,  MAINE 

193  ALDEA,  RICARDO,  GURABO,  PUERTO  RICO 

125  ALDER,  THOMAS  DUNLAVEY,  JACKSON,  CALIFORNIA 

167  ALDERDEN,  JAMES  ALAN,  FORT  COLLINS,  COLORADO 

123  ALDRICH,  DONALD  FLOYD,  INDIANAPOLIS,  INDIANA 

180  ALDRICH,  FRANK  GERALD,  LOWELL,  INDIANA 

158  ALDRIDGE,  MILTON,  LOUISVILLE,  KENTUCKY 

195  ALDRIDGE,  SAMMY  WAYNE,  JACKSON,  MISSISSIPPI 

148  ALDRIDGE,  HILLIAM  MORRIS,  CHALMETTE,  LOUISIANA 

197  ALEGRE,  FREDERIC  GUILLAUME,  PARIS,  FRANCE 

94  #  ALEJANDRO-CRUZ,  CELESTINO,  SAN  JUAN,  PUERTO  RICO 
163  ALEX,  GEORGE,  JR,  SEGUIN,  TEXAS 

141  ALEXAKOS,  PHILIP,  MANCHESTER,  NEH  HAMPSHIRE 

143  ALEXANDER,  CARL  HAMILTON,  BRUNSWICK,  GEORGIA 

195  AlEXANDER,  DANNY  RAY,  TYLER,  TEXAS 

125  ALEXANDER,  FRANK  ANTHONY,  BIRMINGHAM,  ALABAMA 

187  AlEXANDER,  GERALD  ALFRED,  JR,  SEATTLE,  HASHINGTON 

125  ALEXANDER,  HAROLD,  SR,  HOUSTON,  TEXAS 
49  *  ALEXANDER,  JACK  R. ,  ALBUQUERQUE,  NEH  MEXICO 
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159   ALEXANDER,  JOHN  STUART,  JR,  LAKE  HAVASU  CITY,  ARIZONA 

31  *  ALEXANDER,  LACEY,  BIRMINGHAM,  ALABAMA 
152  It   ALEXANDER,  LARRY  CLEO,  LAKELAND,  FLORIDA 
172   ALEXANDER,  LEROY  GEORGE,  JR,  LEVITTOHN,  PENNSYLVANIA 

59  It   ALEXANDER,  MONROE  K,  SANTA  FE,  NEW  MEXICO 
103   ALEXANDER,  PATRICIA  A.,  WASHINGTON,  DISTRICT  OF  COLUMBI 
122  II   ALEXANDER,  ROBERT  ALLEN,  PLUMBORO,  PENNSYLVANIA 
196   ALEXANDER,  TRACY  HAYNE,  MANCHESTER,  TENNESSEE 

59  tt   ALEXANDER,  HILEY  C,  AMARILLO,  TEXAS 
151   ALEXANDER,  HILLIAM  EDHARD,  JR,  AUSTIN,  TEXAS 
159   ALEXANDER,  WILLIS  EARL,  COLORADO  SPRINGS,  COLORADO 

174  ALEXANDRE,  VITOR  MANUEL,  LISBON,  PORTUGAL 
195   ALEXIS,  ALVIN  ANTHONY,  II,  DALLAS,  TEXAS 
198   ALF,  RANDY  LEE,  NEH  BERLIN,  HISCONSIN 

161  ALFARO-GONZALEZ,  RAMON  G,  GUADALAJARA,  MEXICO 
124   ALFORD,  BOBBY  LEE,  CLEBURNE,  TEXAS 

126  #  ALFORD,  EDHARD  BLACK,  JR,  MONTGOMERY,  ALABAMA 

69  #  ALFORD,  JOEL  TURNER,  DEFUNIAK  SPRINGS,  FLORIDA 

127  tt   ALFORD,  ROBERT  DONALD,  LONG  BEACH,  CALIFORNIA 

95  ALFORD,  RONALD  L,  BATON  ROUGE,  LOUISIANA 

133  ALGAR,  EAN  GEORGE,  OAKVILLE,  CANADA 

92  ALGIERS,  JACK  V.,  NEH  LONDON,  HISCONSIN 

175  ALHADIDI,  ABDULLA  KHAMIS,  ABU  DHABI,  UNITED  ARAB  EMIRAT 

162  ALHADRAMI,  SALIM  BASHER,  MUSCAT,  OMAN 
106  tt   ALIFANO,  CHARLES  H,  NEW  YORK,  NEH  YORK 

178   ALINEN,  THOMAS  MARTIN,  SIERRA  VISTA,  ARIZONA 
132   ALLAIRE,  JEROME  BRIAN,  EAST  LANSING,  MICHIGAN 
97  It   ALLAN,  DAVID  L,  STRATHCLYDE,  SCOTLAND 
192   ALLARD,  DAVID  JOSEPH,  SALINAS,  CALIFORNIA 
167   ALLCON,  ALVIN  JAY,  FORT  HORTH,  TEXAS 
162   ALLEBACH,  CRAIG  JONATHAN,  HARSAW,  INDIANA 

158  tt   ALLEGRETTO,  ANDREW  RALPH,  JR,  MAYS  LANDING,  NEH  JERSEY 
198   ALLEMAN,  DONALD  RAY,  CROWLEY,  LOUISIANA 

169  tt   ALLEMAN,  RICHARD  MICHAEL,  OCEANSIDE,  CALIFORNIA 

96  #  ALLEN,  ALVIN  A,  SALEM,  OREGON 

97  ALLEN,  BILLIE  W. ,  BRIGHAM  CITY,  UTAH 

134  tt   ALLEN,  CHARLES  FRANKLIN,  GREENSBORO,  NORTH  CAROLINA 
198   ALLEN,  CHARLES  LEE,  OKLAHOMA  CITY,  OKLAHOMA 

93  It   ALLEN,  CHARLES  S.,  AUGUSTA,  MAINE 
68  It   ALLEN,  DALE  E.,  EUGENE,  OREGON 

149   ALLEN,  DAVID  CLYDE,  FORT  MEADE,  MARYLAND 
108  It   ALLEN,  DONNELL  E.,  JR.,  HARREN,  PENNSYLVANIA 

34  tt   ALLEN,  EDHARD  J.,  SANTA  ANA,  CALIFORNIA 
111   ALLEN,  GEORGE  H,  OTTAWA,  CANADA 

70  tt   ALLEN,  GERALD  D,  DES  MOINES,  IOHA 

108   ALLEN,  HAROLD  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
153   ALLEN,  HERMAN  RAY,  DENISON,  TEXAS 
117   ALLEN,  HERMAN  S.,  SAVANNAH,  GEORGIA 

56   ALLEN,  HERMAN  H. ,  PAULS  VALLEY,  OKLAHOMA 
140  It   ALLEN,  HOHARD  EDHARD,  ONEIDA,  NEH  YORK 

21  tt   ALLEN,  JAMES  H. ,  JACKSONVILLE,  FLORIDA 

94  #  ALLEN,  JAMES  H,  JR,  MESA,  ARIZONA 

162  ALLEN,  JAMES  HENRY,  BENTONVILLE,  ARKANSAS 
110  tt   ALLEN,  JAY  B,  HUNTINGTON,  INDIANA 

126   ALLEN,  JERRY  HAYNE,  AUSTIN,  TEXAS 
116   ALLEN,  JOHN  B,  ATHENS,  TENNESSEE 
11  tt   ALLEN,  JOHN  D.,  HIGHLAND  PARK,  MICHIGAN 

163  ALLEN,  JOHN  LEHIS,  ORISKANY,  NEH  YORK 
132   ALLEN,  KENNETH  D,  TAMPA,  FLORIDA 

96  #  ALLEN,  MATTHEW  J.,  NASHVILLE,  TENNESSEE 
188   ALLEN,  MICHAEL  JOSEPH,  ROCHESTER,  NEW  HAMPSHIRE 
196   ALLEN,  NATHANIEL  JUNIOR,  KNOXVILLE,  TENNESSEE 
169   ALLEN,  RANDY  LEE,  MIAMI,  FLORIDA 
102  It   ALLEN,  RICHARD  H,  ANCHORAGE,  ALASKA 

159  H   ALLEN,  RICHARD  HAROLD,  SAN  DIEGO,  CALIFORNIA 
125   ALLEN,  RICHARD  KENNETH,  NELLIS  AFB,  NEVADA 

119  ALLEN,  ROBERT  JAMES,  HOLLIDAYSBURG,  PENNSYLVANIA 
142   ALLEN,  ROBERT  JORDON,  MACON,  GEORGIA 

106  *  ALLEN,  ROBERT  L,  INDIANAPOLIS,  INDIANA 

135  ALLEN,  ROGER  DALE,  RALEIGH,  NORTH  CAROLINA 

120  ALLEN,  STEVE  EDHARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
167   ALLEN,  THOMAS  WADDELL,  JR,  WADESBORO,  NORTH  CAROLINA 
172   ALLEN,  WALTER,  III,  LOS  ANGELES,  CALIFORNIA 

104  tt   ALLEN,  HAYNE  D,  TAVARES,  FLORIDA 
159   ALLEN,  HAYNE  EDWARD,  TULSA,  OKLAHOMA 

75  tt   ALLEN,  HILLIAM  A,  ARLINGTON,  VIRGINIA 
174   ALLEN,  HILLIAM  HENRY,  MEMPHIS,  TENNESSEE 
199   ALLENBACH,  ROBERT  EDHARD,  CAMDEN,  NEH  JERSEY 
196   ALLENDER,  DAVID  MELVIN,  INDIANAPOLIS,  INDIANA 
166   ALLENDER,  HARREN  RICHARD,  GOSHEN,  INDIANA 
162   ALLEVA,  THOMAS  JOSEPH,  ROSEVILLE,  MINNESOTA 
171   ALLEVATO,  SAM,  JR,  IRVINE,  CALIFORNIA 

49  #  ALLEY,  J  T,  JR,  LUBBOCK,  TEXAS 


121 
130 
117 
190 
179 
135 
95 


ALLEY,  KENNETH  ROSCOE,  SCHAUMBURG,  ILLINOIS 

ALLEY,  PAUL  FREDERICK,  BARTOW,  FLORIDA 

ALLEY,  WILLIAM  H. ,  JR.,  LOS  ANGELES,  CALIFORNIA 

ALLEYNE,  CLARENCE  C,  JR,  MINEOLA,  NEW  YORK 

ALLGEYER,  GARY  ALBIN,  MELBOURNE,  FLORIDA 

ALLI,  EUGENE,  STURGIS,  MICHIGAN 

ALLINSON,  BOBBY  G. ,  MACON,  MISSOURI 


113  «   ALLISON,  CHARLES  G. ,  BEAVERTON,  OREGON 


161 
16 
171 
172 
105 
105 
106 
149 
Bl 


ALLISON,  GEORGE  HILLIAM,  BRUNSWICK,  GEORGIA 

ALLISON,  HARRY  D. ,  SAN  BERNARDINO,  CALIFORNIA 

ALLISON,  ROBERT  DAVIS,  FAIRFAX,  VIRGINIA 

ALLISON,  STEVEN  RANDALL,  DENVER,  COLORADO 

ALLMERS,  HERBERT  H.,  HACKENSACK,  NEW  JERSEY 

ALLRED,  ARTHUR  B.,  JR.,  MARIETTA,  GEORGIA 

ALLSOP,  HALTER  D. ,  LOS  ANGELES,  CALIFORNIA 

AILSWORTH,  DAVID  EDHARD,  EAST  PROVIDENCE,  RHODE  ISLAND 

ALMEIDA,  HENRY  B,  KUALA  LUMPUR,  MALAYSIA 


ALMENDARES,  MANUEL  ABULENCIA  -  ANDREHS,  JAMES  ALAN 


185 

72 

113 

97  tt 
148 

88  H 
196 
146 
196 

96  tt 

149 
172 

108  M 
175 
190 
122  tt 
183 
162 

48  tt 
164 

109  tt 
177 

92 
136  tt 
133  # 
156 
184 
132  tt 
190 
189 
172 
160 
158 
145 

48  tt 
185 
138  * 
136 
130 
183 
198 
167 
164 

94 

99 
137 
143 
125  tt 
182 
186 

84 
189 
196 
195 

98  # 
136 
112 
158 

56 

114  tt 
186 
140 
192 

90 

95  tt 

128 
129  # 
151 

94  * 

95 
172 
194 
109 
137 
162 
184 
136 
199 
180 
161 
114  # 

98  tt 
162 
157 
171 

96  * 
174 
111 
114  * 
184 
191 
178 
110 
131 

28  /.' 
155 
176 
176 

78  tt 

184 


ALMENDARES,  MANUEL  ABULENCIA,  MANILA,  PHILIPPINES 

ALMOND,  BOBBY  J,  BOSSIER  CITY,  LOUISIANA 

ALMOND,  DAVID  M,  BOSSIER  CITY,  LOUISIANA 

ALMOND,  FRED  D,  RALEIGH,  NORTH  CAROLINA 

ALMOND,  THURMAN  MICHAEL,  POPLAR  BLUFF,  MISSOURI 

ALMSTEAD,  EDGAR  D. ,  PITTSFIELD,  MASSACHUSETTS 

ALOBAID,  MOHAMMED  ABDALLAH,  KUHAIT  CITY,  KUHAIT 

ALONZO,  FRANCIS  JOHN,  HILLSIDE,  ILLINOIS 

ALONZO,  JOHN  JIMENEZ,  JR,  CAMP  PENDLETON,  CALIFORNIA 

ALPHIN,  HILLIAM  J,  JR,  HELLSTON,  MISSOURI       _.,.,„, 

ALSCHER,  STEVEN  EDHARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

ALSOUB,  SHAHKAT  YOUSEF,  AMMAN,  JORDAN 

ALSPAH,  JERRY  A,  PASADENA,  TEXAS 

ALSUP,  MICHAEL  BURTON,  GLEN  ELLYN,  ILLINOIS 

ALT,  RICHARD  BRYAN,  ARLINGTON,  VIRGINIA 

ALTENDORFER,  ALFRED  ALLAN,  HASTINGS,  MINNESOTA 

ALTENDORFER,  GEORGE  L,  JR,  ST.  PAUL,  MINNESOTA 

ALTISHIN,  BERNARD  JOSEPH,  CORVALLIS,  OREGON 

ALTMAN,  CLARENCE  L.,  DAYTON,  OHIO 

ALTMAN,  DAVID  FRANKLIN,  STILLHATER,  OKLAHOMA 

ALTMAN,  ROGER  D. ,  FINDLAY,  OHIO 

ALTMEYER,  ROBERT  MARSHALL,  PLACERVILLE,  CALIFORNIA 

ALTMILLER,  LEROY  A.,  LEHISTON,  IDAHO 

ALUFFI,  MICHAEL  ALLAN,  HATSONVILLE,  CALIFORNIA 

ALUISI,  JAMES  VINCENT,  LANDOVER,  MARYLAND 

ALUKONIS,  JOSEPH  MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUM 

ALUMBAUGH,  KERRICK  LYNN,  HIGGINSVILLE,  MISSOURI 

ALVARADO  RIVERA,  HECTOR  F,  SAN  JUAN,  PUERTO  RICO 

ALVARADO,  ANGEL  CARTAGENA,  JR,  HATO  REY,  PUERTO  RICO 

ALVARADO,  ANGELO,  HOODBURY,  NEH  JERSEY 

ALVARADO,  DANIEL  LOZA,  CHICAGO,  ILLINOIS 

ALVAREZ-GARCIA,  JULIO,  MADRID,  SPAIN 

ALVAREZ,  ANTONIO  COSTILLO,  SANTA  BARBARA,  CALIFORNIA 

ALVAREZ,  CARLOS  ALBERTO,  MIAMI,  FLORIDA 

ALVAREZ,  KENNETH  CHARLES,  OCALA,  FLORIDA 

ALVAREZ,  RONALD  JAY,  NEH  YORK,  NEH  YORK 

ALVES,  KEVIN  VINCENT,  SR,  OCEAN  SPRINGS,  MISSISSIPPI 

ALVINO,  JOSEPH  PELLEGRINO,  WAYNE,  NEW  JERSEY 

ALVORD,  MICHAEL  GREGORY,  SUNNYSIDE,  HASHINGTON 

ALHINE,  BARRY  DUANE,  SAN  ANGELO,  TEXAS 

ALY,  HOSSAM  SHAWKY,  CAIRO,  EGYPT 

AMAN,  GARY  BERT,  MURPHY,  IDAHO 

AMAN,  MAMOUN  MUBARAK,  KHARTOUM,  SUDAN 

AMAN,  MOHAMAD  MARSUDI ,  JAKARTA,  INDONESIA 

AMANE,  JUAN  Y. ,  MANILA,  PHILIPPINES 

AMANN,  STEPHEN  EUGENE,  MERIDEN,  CONNECTICUT 

AMANN,  THANE  ROBERT,  WEXFORD,  PENNSYLVANIA 

AMANTITE,  DENNIS  ROSS,  ROHNERT  PARK,  CALIFORNIA 

AMARAL,  JEFFREY  DEAN,  MAUI,  HAWAII 

AMARUTHANON,  KITTISAK,  BANGKOK,  THAILAND 

AMASON,  EDWARD  V.,  JR.,  BALBOA  HEIGHTS,  CANAL  ZONE 

AMATO,  MICHAEL  JOHN,  FULTONVILLE,  NEW  YORK 

AMBROSE,  ANTHONY  FRANCIS,  III,  NEWARK,  NEW  JERSEY 

AMBROSE,  ANTHONY  LOUIS,  OAK  PARK,  ILLINOIS 

AMBROSE,  JOHN  J.,  NEW  CITY,  NEW  YORK 

AMBROSINI,  THEODORE  JOSEPH,  TRUMBULL,  CONNECTICUT 

AMBRUSO,  ROCCO  J.,  NEW  CANAAN,  CONNECTICUT 

AMEDOFU,  SETH  CYPRIAN,  FREETOWN,  SIERRA  LEONE 

AMES,  EDWARD  M.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

AMES,  NORMAN  R,  LA  MESA,  CALIFORNIA 

AMES,  ROBERT  FRANCIS,  CAMBRIDGE,  MASSACHUSETTS 

AMICK,  DAVID  HARLEY,  SIOUX  CITY,  IOWA 

AMICO,  DENIS,  PROVIDENCE,  RHODE  ISLAND 

AMIOTT,  RICHARD  A,  MENTOR,  OHIO 

AMMERMAN,  JEROME  P,  SUNNYVALE,  CALIFORNIA 

AMODEO,  JOSEPH  DENNIS,  NEW  YORK,  NEW  YORK 

AMON,  DAVID  HAROLD,  PORT  HURON,  MICHIGAN 

AMORESANO,  VINCENT,  PATERSON,  NEH  JERSEY 

AMORNVIVAT,  SAWASDI ,  BANGKOK,  THAILAND 

AMORNVIVAT,  SOMBAT,  BANGKOK,  THAILAND 

AMORNVIVAT,  VORAVAT ,  BANGKOK,  THAILAND 

AMOS,  CHESTER  EDGAR,  PACIFIC  GROVE,  CALIFORNIA 

AMOS,  HERSCHEL  R. ,  DEL  REY  OAKS,  CALIFORNIA 

AMOS,  JAMES  ROBERT,  HARRISBURG,  PENNSYLVANIA 

AMOS,  KEVIN  SCOTT,  GARFIELD,  NEW  JERSEY 

AMOS,  MICHAEL  CHARLES,  AMARILLO,  TEXAS 

AMPEY,  SHERMAN  LEWIS,  JACKSON,  MICHIGAN 

AMSDEN,  DANIEL  BERNARD,  RIVERDALE,  ILLINOIS 

AMSTUTZ,  VICTOR  NICHOLAS,  METAIRIE,  LOUISIANA 

AMUNDSON,  LEONARD  GORDON,  EVERETT,  WASHINGTON 

AMUNDSON,  RANDOLPH  E,  PORTLAND,  OREGON 

ANCTIL,  ROLAND  E,  NASHUA,  NEW  HAMPSHIRE 

ANDERMAHR,  KIMBERLIE  FRANCES,  REDWOOD  CITY,  CALIFORNIA 

ANDERS,  BILLY  DAVIS,  SAN  ANTONIO,  TEXAS 

ANDERS,  DONALD  KEITH,  JR,  SAN  JOSE,  CALIFORNIA 

ANDERS,  IVAN  G,  MADISON,  WISCONSIN 

ANDERSEN,  DONNA  JEAN,  HONOLULU,  HAWAII 

ANDERSEN,  LAWRENCE  F,  NEW  LENOX,  ILLINOIS 

ANDERSEN,  RAMON  C,  CHICAGO,  ILLINOIS 

ANDERSEN,  RONALD  ELTON,  LOVELAND,  COLORADO 

ANDERSEN,  TAMI  LYNN,  CHICAGO,  ILLINOIS 

ANDERSOHN,  BRUCE  BYRON,  ANOKA,  MINNESOTA 

ANDERSON,  ADRIAN  H. ,  POUGHKEEPSIE,  NEW  YORK 

ANDERSON,  ALAN  KARL,  LANSING,  MICHIGAN 

ANDERSON,  ALFRED  W. ,  MIAMI,  FLORIDA 

ANDERSON,  ALLEN  MAC,  BAKERSFIELD,  CALIFORNIA 

ANDERSON,  ANNE  CARROLL,  CINCINNATI,  OHIO 

ANDERSON,  BILL  RAY,  ODESSA,  TEXAS 

ANDERSON,  BILLY  J.,  OKLAHOMA  CITY,  OKLAHOMA 

ANDERSON,  BRET  BRADLEY,  WISCONSIN  DELLS,  WISCONSIN 


133  It 
151  tt 

67  tt 
118 

67  tt 
127 

81 
181 
168 

109  tt 
122  tt 
116 
122 
171 
178 
126  tt 

110  tt 
110  tt 

77 
138 
110  * 
169  tt 
184 
173 
197 
197 

85  tt 

64  tt 

80 
121 

52  tt 

97 
194 
169 

36  tt 
107  tt 
157 

90  tt 
145 

101  tt 
120 
101 

95  tt 
124  tt 
180 
192 

56 
193 
123 
126 

95  tt 
143 
161 
197 
183 
182 

122  * 
130 

102  tt 
77  tt 

166 

78 

30  tt 
117 
183 
187 
156  tt 
101  tt 

99 
135 
189 
170 
171 
109  tt 
164 
156 

85  tt 
178 
118  tt 

76  tt 

86  * 
72 

192 
177 
109  tt 
106  tt 
154 
187 
178 
151 
171 
133  tt 
154 
160 
58  * 
149 

123  * 
101  tt 

88 
144 


ANDERSON,  BRYON  LEE,  NEW  ORLEANS,  LOUISIANA 

ANDERSON,  CARL  THOMAS,  TOLEDO,  OHIO 

ANDERSON,  CHARLES  G. ,  ANCHORAGE,  ALASKA 

ANDERSON,  CHARLES  J,  ANN  ARBOR,  MICHIGAN 

ANDERSON,  CHARLES  P,  PORTSMOUTH,  VIRGINIA 

ANDERSON,  CRAIG  ARTHUR,  ST  BONIFACIUS-MINNETRISTA,  MINN 

ANDERSON,  DALE  H. ,  DUNCAN,  OKLAHOMA 

ANDERSON,  DALE  JAMES,  COLUMBIA,  MISSOURI 

ANDERSON,  DALE  ROBERT,  JR,  DELAND,  FLORIDA 

ANDERSON,  DANIEL  R. ,  EVERETT,  WASHINGTON 

ANDERSON,  DAVID  BOWIE,  JACKSONVILLE,  FLORIDA 

ANDERSON,  DAVID  M. ,  KEWANEE,  ILLINOIS 

ANDERSON,  DAVID  NORMAN,  SPOKANE,  WASHINGTON 

ANDERSON,  DENNIS  CLIFFORD,  BATAVIA,  ILLINOIS 

ANDERSON,  DENNIS  WAYNE,  DES  MOINES,  IOWA 

ANDERSON,  DONAL  CALVIN,  CONCORD,  NEW  HAMPSHIRE 

ANDERSON,  DONALD  E,  SANTA  CRUZ,  CALIFORNIA 

ANDERSON,  DONALD  E,  TULSA,  OKLAHOMA 

ANDERSON,  DONALD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ANDERSON,  DONALD  JAMES,  CAMP  LEJEUNE,  NORTH  CAROLINA 

ANDERSON,  FRANKLIN  D,  OAK  RIDGE,  TENNESSEE 

ANDERSON,  FREDERIC  JOHN,  PASCO,  WASHINGTON 

ANDERSON,  FREDERICK  ALLEN,  FREDERICK,  MARYLAND 

ANDERSON,  GARRY  CHARLES,  RENTON,  WASHINGTON 

ANDERSON,  GARY  DEWAYNE,  CENTERVILLE,  IOWA 

ANDERSON,  GARY  LEE,  MIAMI,  OKLAHOMA 

ANDERSON,  GUY  Y. ,  HARLINGEN,  TEXAS 

ANDERSON,  HERBERT  M,  SACRAMENTO,  CALIFORNIA 

ANDERSON,  HUBERT  C. ,  MUSKOGEE,  OKLAHOMA 

ANDERSON,  HUGH  CRITTENDEN,  KILLEEN,  TEXAS 

ANDERSON,  JACK  H. ,  GREAT  FALLS,  MONTANA 

ANDERSON,  JAMES  D. ,  LEE'S  SUMMIT,  MISSOURI 

ANDERSON,  JAMES  EMANUAL,  WRENTHAM,  MASSACHUSETTS 

ANDERSON,  JAMES  ROY,  SANTA  BARBARA,  CALIFORNIA 

ANDERSON,  JAMES  S,  ST  CATHARINES,  CANADA 

ANDERSON,  JAMES  W. ,  FOLEY,  ALABAMA 

ANDERSON,  JAMES  WILLIAM,  ROCKFORD,  ILLINOIS 

ANDERSON,  JAMES  Y,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ANDERSON,  JAMES,  JR,  FORT  DIX,  NEH  JERSEY 

ANDERSON,  JOHN  A,  SIOUX  FALLS,  SOUTH  DAKOTA 

ANDERSON,  JOHN  ALVAH,  COLONIAL  BEACH,  VIRGINIA 

ANDERSON,  JOHN  M,  BELLEFONTAINE,  OHIO 

ANDERSON,  JOHN  W,  TACOMA,  WASHINGTON 

ANDERSON,  JOHN  WALTER,  MONTGOMERY,  ALABAMA 

ANDERSON,  JON  R,  ALAMOGORDO,  NEW  MEXICO 

ANDERSON,  KENNETH  PAUL,  REDFORD,  MICHIGAN 

ANDERSON,  KENNETH  W,  DAVENPORT,  IOWA 

ANDERSON,  KEVIN  SCOTT,  UNION,  MISSOURI 

ANDERSON,  LARRY  LEE,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  LAVERNE  BERNARD,  BUFFALO,  NEW  YORK 

ANDERSON,  LEROY  P,  BAKERSFIELD,  CALIFORNIA 

ANDERSON,  LUCINDA  B,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  LYNN  MELTON,  STATESBORO,  GEORGIA 

ANDERSON,  MICHAEL  JOSEPH,  GENEVA,  ILLINOIS 

ANDERSON,  MURRAY  LEE,  PHOENIX,  ARIZONA 

ANDERSON,  OBIE  DON,  SAN  RAMON,  CALIFORNIA 

ANDERSON,  PETER  JAMES,  RAPID  CITY,  SOUTH  DAKOTA 

ANDERSON,  PHILIP  WAYNE,  MIDWEST  CITY,  OKLAHOMA 

ANDERSON,  R.  WAYNE,  MAYVILLE,  NEW  YORK 

ANDERSON,  RALPH  R,  RICHMOND  HEIGHTS,  MISSOURI 

ANDERSON,  RANDALL  DEAN,  SALT  LAKE  CITY,  UTAH 

ANDERSON,  RAY  L.,  BELTON,  TEXAS 

ANDERSON,  RAY  L.,  WICHITA,  KANSAS 

ANDERSON,  RAYMOND  LEWIS,  LAGRANGE,  GEORGIA 

ANDERSON,  RICHARD  ALAN,  MAYODAN,  NORTH  CAROLINA 

ANDERSON,  RICHARD  ALFRED,  YUMA,  ARIZONA 

ANDERSON,  RICHARD  CHARLES,  POLAND,  OHIO 

ANDERSON,  RICHARD  H,  LINCOLN  PARK,  MICHIGAN 

ANDERSON,  ROBERT  K. ,  CLARKSTON,  WASHINGTON 

ANDERSON,  RODNEY  GENE,  FRESNO,  CALIFORNIA 

ANDERSON,  RODNEY  LOUIS,  SACRAMENTO,  CALIFORNIA 

ANDERSON,  RONNIE  EUGENE,  DIAZ,  ARKANSAS 

ANDERSON,  SANDRA  SUE,  LOS  ANGELES,  CALIFORNIA 

ANDERSON,  SHERMAN  S,  LOUISVILLE,  KENTUCKY 

ANDERSON,  SHIRLENE,  GREENWOOD,  MISSISSIPPI 

ANDERSON,  THOMAS  GLENN,  LIBERAL,  KANSAS 

ANDERSON,  THOMAS  R,  ANCHORAGE,  ALASKA 

ANDERSON,  VASHTI  TRUMELIA,  MINEOLA,  NEW  YORK 

ANDERSON,  VERNON  ROGER,  MINNEAPOLIS,  MINNESOTA 

ANDERSON,  VINCENT  J.,  YONKERS,  NEW  YORK 

ANDERSON,  WILLIAM  A.,  AUGUSTA,  GEORGIA 

ANDERSON,  HILLIAM  D.,  NEWARK,  NEW  JERSEY 

ANDERSON,  WILLIAM  JESSE,  DAYTONA  BEACH,  FLORIDA 

ANDERSON,  WILLIAM  WARREN,  LAFAYETTE,  INDIANA 

ANDERTON,  ELVIS  W,  JR,  MEMPHIS,  TENNESSEE 

ANDOLINA,  VINCENT  R,  BUFFALO,  NEW  YORK 

ANDRADE,  DENNIS,  JR,  CONCORD,  NORTH  CAROLINA 

ANDRADE,  KENNETH  SOARES,  JR,  HONOLULU,  HAWAII 

ANDRES,  STEVEN  ROBERT,  HIALEAH,  FLORIDA 

ANDREW,  MICHAEL  JOSEPH,  BALTIMORE,  MARYLAND 

ANDREHS,  BRENDA  GOSS,  DETROIT,  MICHIGAN 

ANDREHS,  BRIAN  ROBERT,  NORTH  SCITUATE,  RHODE  ISLAND 

ANDREWS,  CARL  EUGENE,  MEMPHIS,  TENNESSEE 

ANDREHS,  CHARLES  EDHARD,  MONTGOMERY,  ALABAMA 

ANDREHS,  CLAY,  HIGH  POINT,  NORTH  CAROLINA 

ANDREWS,  CRAIG  RICHARD,  LOGAN,  UTAH 

ANDREWS,  DAVID  HOBBS,  CHICAGO,  ILLINOIS 

ANDREWS,  DOUGLAS  K,  DECATUR,  GEORGIA 

ANDREWS,  FELTON  D,  BRUNSWICK,  GEORGIA 

ANDREHS,  JAMES  ALAN,  INDIANAPOLIS,  INDIANA 
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ANDREHS,  JOHN  J.  -  ASH,  JOHN  ALBERT 
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120 

133 

72 

157 

163 

110 

186 

148 

172 

132 

141 

163 

104 

174 

130 

160 

114 

165 

110 

174 

148 

193 

197 

157 

125 

133 


*  ANDREHS,  JOHN  J.,  BOULDER,  COLORADO 
tt   ANDREHS,  JOHN  L,  NORFOLK,  VIRGINIA 

ANDREHS,  HILLIAH  BRIAN,  FORT  MC  CLELLAN,  ALABAHA 
ANDREHS,  HILLIAM  CLINTON,  ARROYO  GRANDE,  CALIFORNIA 
ANDRUKIEHICZ,  PAUL  JOHN,  COVENTRY,  RHODE  ISLAND 
ANDRUS,  GREGORY  RUSSELL,  ALEXANDRIA,  LOUISIANA 
ANDRUS,  MARK  ANDREH,  TULSA,  OKLAHOMA 
tt   ANDRYSIK,  STANLEY  A.,  YAPHANK,  NEH  YORK 

ANERSON,  RUSSELL  E,  HARRISBURG,  PENNSYLVANIA 

*  ANG,  GILBERT  P.,  KUALA  LUMPUR,  MALAYSIA 
ANGCANAN,  AUGUSTO  PORTACIO,  JR,  MANILA,  PHILIPPINES 

*  ANGEL,  IRVING  P.,  HATERTOHN,  NEH  YORK 
ANGEL,  MIGUEL,  JR,  HOUSTON,  TEXAS 
ANGEL,  RONALD  E,  ATLANTA,  GEORGIA 

ANGELI,  LEONARD  MICHAEL,  MARQUETTE,  MICHIGAN 

ANGELL,  DONALD  KEITH,  GRANDVIEH,  MISSOURI 
tt   ANGELL,  JOHN  H. ,  HARRISONBURG,  PENNSYLVANIA 
tt   ANGELLO,  LENNY  JAMES,  RENO,  NEVADA 

ANGELOSANTE,  TALENTINO  CROCE,  SHEPPARD  AFB,  TEXAS 

*  ANGERSOLL,  EDHARD  J,  BRADENTON,  FLORIDA 

ANGEY,  KONRAD  SITOUPIS,  PONAPE,  FEDERATED  STATES  OF  MIC 
ANGLADA,  RAUL,  NEH  YORK,  NEH  YORK 
ANGLIN,  BARNEY  NELSON,  COVINGTON,  GEORGIA 
ANGLIN,  JAMES  JOSEPH,  III,  DECATUR,  GEORGIA 
ANGLIN,  MELBURN  R,  COUNTRY  CLUB  HILLS,  ILLINOIS 
ANGLIN,  MICHAEL  ALAN,  NAPPANEE,  INDIANA 

tt   ANGST,  ARTHUR  DONALD,  OAKLAND,  CALIFORNIA 
ANHORN,  ROGER  ALBERT,  ST.  CLOUD,  MINNESOTA 
ANJEHIERDEN,  BERNARD  GOVERT,  SALT  LAKE  CITY,  UTAH 
ANKENY,  JAMES  HILLIAM,  EL  MONTE,  CALIFORNIA 
ANKROM,  KARL  REECE,  JACKSON,  MICHIGAN 

ANKRUM,  LAHRENCE  GRAHAM,  JR,  MOUNTLAKE  TERRACE,  HASHING 
ANNARINO,  HILL  RAY,  ASHEVILLE,  NORTH  CAROLINA 
ANSEL,  HILLIAM  E,  PHILADELPHIA,  PENNSYLVANIA 
ANSIETA  ANTIVILO,  JAIME  EDUARDO,  SANTIAGO,  CHILE 

tt   ANSLEY,  ALEX  P,  JR,  MONTGOMERY,  ALABAMA 

ANSLINGER,  DANIEL  ARNOLD,  I,  KETCHIKAN,  ALASKA 
ANSPACH,  DEBBIE  MARIE,  TAMPA,  FLORIDA 
ANTAL,  PAUL  ROBERT,  HHITEMARSH,  PENNSYLVANIA 
ANTCLIFF,  MONTY  KELLY,  HEST  BRANCH,  MICHIGAN 

tt   ANTHONY,  EDHIN  G,  PHOENIX,  ARIZONA 

tt   ANTHONY,  GEORGE  J,  SHELTON,  CONNECTICUT 

*  ANTHONY,  JAMES  E.,  GLENDALE,  CALIFORNIA 

tt   ANTHONY,  HILLIAM  J.,  SANTA  MARIA,  CALIFORNIA 

ANTIGUA,  RADHAMES,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 
ANTOLE,  JAMES  JOSEPH,  LOCKPORT,  ILLINOIS 

tt   ANTONACCI,  DENNIS  FRANCIS,  HATERBURY,  CONNECTICUT 
ANTONACCI,  JAMES  C,  UNIVERSITY  CITY,  MISSOURI 
ANTONACCI,  JAMES  MICHAEL,  CHICAGO,  ILLINOIS 
ANTONIO,  JOB  NOLAN  DANCEL,  MANILA,  PHILIPPINES 
ANTONIUS,  ROBERT  ALBERT  V,  HILLEMSTAD,  CURACAO 
ANTONOV,  ILIA  STAVREV,  SOFIA,  BULGARIA 
ANTUNES,  GERALD  MANUEL,  NEH  HAVEN,  CONNECTICUT 
ANVELT,  ANDRES,  TALLINN,  ESTONIA 
ANZELMI,  FRANCIS  J,  HYOMING,  PENNSYLVANIA 
ANZINI,  JOSEPH  THOMAS,  SALINAS,  CALIFORNIA 
ANZOLA  BARBOSA,  LUIS  FELIPE,  BOGOTA,  COLOMBIA 
APAIHONGS,  VICHIAN,  BANGKOK,  THAILAND 

tt   APER,  FLOYD  HAROLD,  PONTIAC,  ILLINOIS 

tt   APFELBECK,  CHARLES  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
APLASCA,  MA  0  RANADA,  MANILA,  PHILIPPINES 
APODACA,  SANTIAGO  JIMMY,  EL  PASO,  TEXAS 
APONTE  MARRERO,  ALVIN  G,  SAN  JUAN,  PUERTO  RICO 
APONTE,  CESAR  L,  NEH  YORK,  NEH  YORK 
APONTE,  GERALD  M,  ROLLING  MEADOHS,  ILLINOIS 
APONTE,  PEDRO  ANTONIO,  PONCE,  PUERTO  RICO 
APOSTOLOS,  ROBERT  J,  JR,  SAN  DIEGO,  CALIFORNIA 
APPLETON,  CHARLES  NORMAN,  J,  BOSTON,  MASSACHUSETTS 
APPUGLIESE,  JAMES  VINCENT,  JR,  CHATTANOOGA,  TENNESSEE 

*  AOUINO-COTTO,  IRIS  ESTHER,  SAN  JUAN,  PUERTO  RICO 
ARADI,  LESTER  L,  BUFFALO  GROVE,  ILLINOIS 
ARAGON,  ALLAN  ROBERT,  JR,  HILDHOOD,  NEH  JERSEY 
ARAGON,  RANDALL,  HHITEVILLE,  NORTH  CAROLINA 
ARAGON,  TONY,  POMONA,  CALIFORNIA 
ARAGONPARDO,  JULIO,  BARCELONA,  SPAIN 

ARAKEL,  ROBERT  RICHARD,  NEH  YORK,  NEH  YORK 
ARAUZ,  V.  ALEJANDRO,  PANAMA  CITY,  PANAMA 
ARAVE,  LARRY  ELGIN,  LOGAN,  UTAH 
ARBAUGH,  TROY  EUGENE,  NEVADA  CITY,  CALIFORNIA 
ARBOGAST,  DOUGLAS  R.,  SHERIDAN,  HYOMING 
ARBUCKLE,  RODNEY  GEORGE,  MARSHALL,  TEXAS 
ARCAND,  GARNETT  G,  BELLEVUE,  HASHINGTON 
ARCANGELI,  LOUIS,  ATLANTA,  GEORGIA 
ARCENEAUX,  BARNEY  DALE,  GONZALES,  LOUISIANA 
ARCHER,  BEVERLY  JEAN,  MEMPHIS,  TENNESSEE 
ARCHER,  DALE  EUGENE,  FORT  RILEY,  KANSAS 
tt   ARCHER,  JAMES  R,  PHILADELPHIA,  PENNSYLVANIA 
ARCHER,  ROBERT  SAMUEL,  HARLINGEN,  TEXAS 
ARCHIBALD,  DAVID  LYNN,  REXBURG,  IDAHO 

*  ARCHULETA,  BENJAMIN  RUBEN,  LAS  CRUCES,  NEW  MEXICO 
tt   ARCHULETA,  RUBEN  E.,  PUEBLO,  COLORADO 

ARCUDI,  JOHN  HOHARD,  MANSFIELD,  OHIO 

ARD,  LARRY  R,  MARTINEZ,  CALIFORNIA 

ARDNER,  ROBERT  MAX,  JR,  ELIZABETHTOHN,  PENNSYLVANIA 
tt   ARENA,  JAMES  A,  TRENTON,  NEH  JERSEY 

ARENAL,  ALBERT  ANTHONY,  PUNTA  GORDA,  FLORIDA 

ARENS,  ROBERT  LOUIS,  ERLANGER,  KENTUCKY 
tt   ARESCO,  LOUIS  CARMELO,  MIDDLETOHN,  CONNECTICUT 

*  ARGO,  MARK  EDHARD,  HOUSTON,  TEXAS 
ARIAGNO,  JAMES  EDHARD,  CREST  HILL,  ILLINOIS 
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74 
186 
196 
130  tt 

98  » 

89  * 
108 

102  tt 
101  * 

90  tt 
143 

103  tt 
143 
191 

94  # 
31  * 
79 

138 

163 

122 

182 

161 

141 

101  tt 

117  tt 
183 
106 

90  tt 
108 

47  * 
194 
108 
163 
128  # 
137  # 
194 
173 

99  tt 
66  # 

185 
190 

93  It 
193 
116 

39 

66  tt 

91 
173  tt 

91  tt 
44  # 

171 

119 

199 

131  # 

103 

142 

187 

190 

127 

124 

92  tt 

106  tt 

118  tt 
133 
174 

85  It 
129 

91 
144 
180 
115 
111 
177 
128 
141 
186 
147  tt 
181 
138 
105  tt 

71  n 

146  tt 
138 
172 
133 
90 
132 
183 
125 
118 
139  * 
171 
196 
187 
192 
163 

107  tt 
112  tt 
135 
162 


ARIFF,  M.  A.,  LAHORE,  PAKISTAN 
ARINAGA,  CLAYTON  KANAME,  LIHUE,  KAUAI,  HAHAII 
ARIZMENDI,  CARLOS  PABLO,  BUENOS  AIRES,  ARGENTINA 
ARKENAU,  DANIEL  LEE,  CINCINNATI,  OHIO 
ARKFELD,  LARRY  J,  YREKA,  CALIFORNIA 
ARKIN,  ELI  H.,  JR.,  MEMPHIS,  TENNESSEE 
ARLEDGE,  JOHN  T,  CAMDEN,  SOUTH  CAROLINA 
ARLEN,  MICHAEL  D. ,  LEVITTOHN,  PENNSYLVANIA 
ARLINGTON,  JERRY  M,  DURHAM,  NORTH  CAROLINA 
ARMAND,  RALPH  E,  MADISON,  INDIANA 
ARMANNSSON,  OMAR  SMARI,  REYKJAVIK,  ICELAND 
ARMBRISTER,  KENNETH  L,  VICTORIA,  TEXAS 
ARMBRUSTER,  GEORGE  JOSEPH,  LAFAYETTE,  LOUISIANA 
ARMET,  HAROLD  ROBERT,  YAPHANK,  NEW  YORK 
ARMFIELD,  LLOYD  D. ,  CLAYTON,  MISSOURI 
ARMISTEAD,  JACK  L.,  HAMPTON,  VIRGINIA 
ARMISTEAD,  REX  P.,  LULA,  LOUISIANA 
ARMITAGE,  HARRY  JOSEPH,  DOYLESTOWN,  PENNSYLVANIA 
ARMOUR  COYNE,  CYNTHIA  ANN,  NORTH  SCITUATE,  RHODE  ISLAND 
ARMOUR,  OSHELL,  ATLANTA,  GEORGIA 
ARMSTEAD,  LARRY,  MONTGOMERY,  ALABAMA 
ARMSTEAD,  RULETTE  VILLARANTE,  SAN  DIEGO,  CALIFORNIA 
ARMSTRONG,  BERTRAM  BENNIE,  ALEXANDRIA,  VIRGINIA 
EDHARD  J,  FORESTVILLE,  MARYLAND 
HERBERT  FRANKLIN,  BALTIMORE,  MARYLAND 
JAMES  ROBERT,  HOUSTON,  TEXAS 
JOE  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  HILLIAM,  KIRKLAND,  WASHINGTON 
LARRY  D,  TOLEDO,  OHIO 
REECE  L.,  ATHENS,  TENNESSEE 
RICK  LEE,  KANSAS  CITY,  KANSAS 
ROBERT  D,  TOPEKA,  KANSAS 
ROBERT  EDHARD,  LITTLETON,  COLORADO 
ROBERT  MITCHELL,  TORRANCE,  CALIFORNIA 
ROBERT  RAYMOND,  BOULDER  CITY,  NEVADA 
SCOTT  MICHAEL,  HEST  VANCOUVER,  CANADA 
THOMAS  CHARLES,  BERWYN,  PENNSYLVANIA 
VON  H.,  SUNNYVALE,  CALIFORNIA 
WAYNE  K.,  ST.  PAUL,  MINNESOTA 
ARMSTRONG,  WENDY  JO,  RENO,  NEVADA 
ARNDELL,  JOHN  RICHARD,  YERINGTON,  NEVADA 
ARNESON,  FRANKLIN  A,  YANKTON,  SOUTH  DAKOTA 
ARNESON,  KRISTINE  MARIE,  MINNEAPOLIS,  MINNESOTA 
ARNESON,  MERLE  R.,  UPLAND,  CALIFORNIA 
ARNETT,  J.  T.,  BIRMINGHAM,  ALABAMA 
ALLEN  L,  VALDOSTA,  GEORGIA 
DALVIN  C,  MONROE,  MICHIGAN 
DAVID  LEE,  MAPLEHOOD,  MINNESOTA 
EDHARD  E,  BRIDGEHATER,  MASSACHUSETTS 
EUGENE  C,  MINNEAPOLIS,  MINNESOTA 
FRANK  L,  MARION,  OHIO 
HOHARD  MELVIN,  VACAVILLE,  CALIFORNIA 
JACK  EDHARD,  GARY,  INDIANA 
JAMES  GARVIN,  CASPER,  HYOMING 
JAMES  R,  LA  PORTE,  INDIANA 
JOHN  HILLIAM,  JACKSON,  TENNESSEE 
JONATHAN  HHAN,  HUNTINGTON  BEACH,  CALIFORNIA 
KEVIN  MICHAEL,  SMYRNA,  TENNESSEE 
LARRY  DANIEL,  TEXARKANA,  ARKANSAS 
LARRY  RICHARD,  HILLSIDE,  ILLINOIS 
LOUIS  J.,  RUTHERFORD,  NEW  JERSEY 
RICHARD  R,  AUGUSTA,  MAINE 
THOMAS  EDHARD,  RUTHERFORD,  NEW  JERSEY 
THOMAS  LAHR-iiCE,  FLORHAM  PARK,  NEH  JERSEY 
WAYNE  LESLIE,  MOORHEAD,  MINNESOTA 
WILLIAM  M,  DANVILLE,  KENTUCKY 
ROBERT  ANTHONY,  BERHYN,  ILLINOIS 
CHESTER  L.,  FORT  BRAGG,  NORTH  CAROLINA 
AROCHO-PEREZ,  HECTOR  A,  SAN  JUAN,  PUERTO  RICO 
ARORA,  RAMESH  CHANDER,  NEW  DELHI,  INDIA 
ARPIN,  CHARLES  ALEXANDER,  SPRINGFIELD,  MASSACHUSETTS 
ARREOLA,  PHILIP,  MILWAUKEE,  WISCONSIN 
ARRINGTON,  JIMMY  EARL,  NEW  BADEN,  ILLINOIS 
ARROLLO,  LEWIS,  CERES,  CALIFORNIA 
ARROWOOD,  JAMES  DONNIE,  MARIETTA,  GEORGIA 
ARROYO,  GUSTAVO  EMIGDIO,  FREMONT,  CALIFORNIA 
ARROYO,  RICHARD  L,  JR,  NEW  YORK,  NEW  YORK 
ARRUDA,  GEORGE,  TIVERTON,  RHODE  ISLAND 
ARRUDA,  ROBERT  ANTHONY,  YORKTOWN,  NEW  YORK 
ARTECHE,  RAUL,  SANTA  FE,  NEH  MEXICO  

arthur,  franklin  a.,  washington,  district  of  columbia 
arthur,  frederick  leslie,  sacramento,  california 
arthur,  gary  franklin,  south  charleston,  west  virginia 
arthur,  gregory  floyd,  liberty,  texas 
arthur,  keith  jon,  jr,  englewood,  colorado 
lehis  e.,  pompton  plains,  neh  jersey 
stephen  carroll,  lynchburg,  virginia 
stephen  keith,  mobile,  alabama 
william  lane,  concord,  north  carolina 
raymond  e,  northbrook,  illinois 
Arthurs!  robert  young,  fonda,  new  york 
arugay,  edmundo  templ0,  manila,  philippines 
asato,  hiroshi,  okinaha,  japan 
asbury,  robert  benton,  murfreesboro,  tennessee 
aschenbrenner,  peter,  vienna,  austria 
ash,  christina  robertson,  gainesville,  georgia 
ash,  donald  p,  wilmington,  delaware 
ash,  galen  l.,  bowling  green,  ohio 
ash,  james  doyle,  gainesville,  georgia 
ash,  john  albert,  yaphank,  neh  york 


ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 
ARMSTRONG, 


ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNOLD 
ARNONY 
ARNZEN 


ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHUR, 
ARTHURS, 


ASH,  ROBERT  FRANK  -  BAILEY,  LISTON  WELLINGTON 


149 
177 
103 
172 
113 
195 
177 

62 

34  * 

no  tt 

124 

181 

116 

119  tt 

181 

171 

121 

189 

188 

166 

130 

129 

142 

190 

41  * 

93 
178 
125 
109  tt 
121 

59  * 

126  tt 
188 
126 

71  It 
117 
143 
194 
195 
179 
133 

71  tt 
183 

97 
176 
138 
182 
145 

61  tt 
146  tt 

80  tt 
157 
136 
123 
110 
137  n 
109 
193 
169 

97  tt 
115 
134  tt 

61  tt 

96  tt 
166 

6  * 
174  It 
161 

127  tt 
104  tt 
177 
165 
159 
106  It 
144  tt 
156 
176 
155 
163 
183 
132  tt 
140  tt 
161 

94 
165 

94  tt 
150  tt 
135 
115 
139 

36 
153 
144 
126 
105 
123 
117 
165 
190 
178 


ASH,  ROBERT  FRANK,  FORSYTH,  MONTANA 

ASHBURN,  DAVID  LEHIS,  NAVASOTA,  TEXAS 

ASHBURN,  JACK  F,  SACRAMENTO,  CALIFORNIA 

ASHBY,  GARY  GENE,  SPRINGFIELD,  ILLINOIS 

ASHBY,  GLADYS  H. ,  LOS  ANGELES,  CALIFORNIA 

ASHBY,  JOHN  HILLIAM,  STAFFORD,  VIRGINIA 

ASHCRAFT,  DENE  WEST,  LOUISVILLE,  KENTUCKY 

ASHCRAFT,  FORREST  F.,  JR.,  DAVENPORT,  IOWA 

ASHCRAFT,  HALTER  D.,  SYLACAUGA,  ALABAMA 

ASHE,  EDWARD  D,  WORCESTER,  MASSACHUSETTS 

ASHELY,  WESLEY  GRAY,  MARTINSVILLE,  VIRGINIA 

ASHENBRENNER,  LILA  LEE,  HILLSBORO,  OREGON 

ASHER,  DOUGLAS  E,  ASHLAND,  KENTUCKY 

ASHER,  GRANT  EDWIN,  HERMISTON,  OREGON 

ASHLEY,  BRUCE  EDHARD,  TAMPA,  FLORIDA 

ASHLEY,  CHARLES  WILLIAM,  LAWRENCEBURG,  INDIANA 

ASHLEY,  JEFFREY  JIM,  LANSING,  MICHIGAN 

ASHLEY,  KAREN  ELIZABETH,  PEORIA,  ARIZONA 

ASHLEY,  PERRY  ORUSTES,  MCCOMB,  MISSISSIPPI 

ASHLEY,  THOMAS  EDWARD,  SPARTA,  ILLINOIS 

ASHLEY,  TIMOTHY  MICHAEL,  OGDENSBURG,  NEW  YORK 

ASHLEY,  TOMMY  LEE,  PLANO,  TEXAS 

ASHMAN,  LAWRENCE  STANLEY,  BOSTON,  MASSACHUSETTS 

ASHMORE,  STEVEN  CARTER,  SHALIMAR,  FLORIDA 

ASHMORE,  V.  L.,  COLUMBIA,  SOUTH  CAROLINA 

ASHTON,  RICHARD  J.,  UNIVERSITY  PARK,  MARYLAND 

ASHTON,  VIVIAN  OPHELIA,  WASHINGTON,  DISTRICT  OF  COLUMBI 

ASHWOOD,  CARLOS  ANTONIO,  NEW  YORK,  NEW  YORK 

ASIALA,  PHILIP  L,  LIVONIA,  MICHIGAN 

ASKEGREEN,  CHARLES  HEWITT,  ESCONDIDO,  CALIFORNIA 

ASKER,  JIMMIE  L.,  LEWISTON,  IDAHO 

ASKEW,  WILLARD  OSTELL,  SR,  THOMSON,  GEORGIA 

ASLESON,  MICHAEL  LEE,  MANKATO,  MINNESOTA 

ASSAD,  MICHAEL  ANTHONY,  BOSTON,  MASSACHUSETTS 

ASTLEFORD,  CHARLES  WILLIAM,  CALDWELL,  IDAHO 

ASTORIAN,  ROBERT,  EDWARDSVILLE,  ILLINOIS 

ATCHISON,  RICHARD  EARL,  STUART,  FLORIDA 

ATCHLEY,  TIMOTHY  KEITH,  MODESTO,  CALIFORNIA 

ATEHORTUA  DUOUE,  OSCAR,  BOGOTA,  COLOMBIA 

ATES,  CALVIN  RICHARD,  TEXARKANA,  ARKANSAS 

ATHEY,  RICHARD  HARRY,  PHOENIX,  ARIZONA 

ATKINS,  CHARLES  J.,  RALEIGH,  NORTH  CAROLINA 

ATKINS,  HAROLD  LLOYD,  JR,  GREENVILLE,  SOUTH  CAROLINA 

ATKINS,  RALPH  H. ,  ST.  LOUIS,  MISSOURI 

ATKINS,  RICHARD  HORACE,  STILLWATER,  OKLAHOMA 

ATKINS,  ROBBIE  NEAL,  TOPEKA,  KANSAS 

ATKINSON,  EDWARD  FERN,  JR,  GASTONIA,  NORTH  CAROLINA 

ATKINSON,  GEORGE  BERNHARD,  MIRAMAR,  FLORIDA 

ATKINSON,  HARRY  EUGENE,  WASHINGTON,  DISTRICT  OF  COLUMBI 

ATKINSON,  JOHN  H,  ANN  ARBOR,  MICHIGAN 

ATKINSON,  JOHN  M,  SALT  LAKE  CITY,  UTAH 

ATKINSON,  ROBERT,  BRISBANE,  AUSTRALIA 

ATKINSON,  THOMAS  ARTHUR,  CASSOPOLIS,  MICHIGAN 

ATKISSON,  DUANE  LEE,  HERNDON,  VIRGINIA 

ATNIP,  WILLIAM  B,  SOUTHGATE,  MICHIGAN 

ATON,  ROBERT  DOUGLAS,  HONOLULU,  HAWAII 

ATTAWAY,  S  RONALD,  SR,  GAINESVILLE,  GEORGIA 

ATTRIDGE,  RICHARD  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLU 

ATWATER,  ROBERT  JONATHAN,  WASHINGTON,  DISTRICT  OF  COLUM 

ATWOOD,  JAMES  E,  SPOKANE,  WASHINGTON 

AU,  ROBERT  KWAI,  HONOLULU,  HAWAII 

AUBIN,  GERALD  SCOTT,  PROVIDENCE,  RHODE  ISLAND 

AUBORN,  GORDON  0.,  PORTLAND,  OREGON 

AUBREY,  JOHN  E,  LOUISVILLE,  KENTUCKY 

AUBREY,  MICHAEL  JOSEPH,  SPOKANE,  WASHINGTON 

AUBUCHON,  LOUIS  J.,  BENNINGTON,  VERMONT 

AUCIELLO,  SAVINO  MICHAEL,  MANCHESTER,  NEW  HAMPSHIRE 

AUCOIN,  EDWARD  JOSEPH,  NEWTON,  MASSACHUSETTS 

AUDINO,  CHARLES,  ANCHORAGE,  ALASKA 

AUDSLEY,  DAVID  L.,  PHOENIX,  ARIZONA 

AUER,  JOHN  GEORGE,  FORT  LAUDERDALE,  FLORIDA 

AUGER,  DANIEL  PETER,  ROCHESTER,  NEW  HAMPSHIRE 

AUGER,  THOMAS  CHARLES,  MILWAUKEE,  WISCONSIN 

AUGUSTA,  ALEXANDER  N.,  INGLEWOOD,  CALIFORNIA 

AUGUSTA,  FRANK  RICHARD,  CULVER  CITY,  CALIFORNIA 

AUGUSTA,  GREGORY  MORRIS,  SACRAMENTO,  CALIFORNIA 

AUGUSTINE,  ALVIN  JOSEPH,  SALINA,  KANSAS 

AUGUSTINE,  JOHN,  RIVERSIDE,  ILLINOIS 

AUGUSTYN,  JOHN  ALBERT,  PHOENIX,  ARIZONA 

AULT,  MICHAEL  ALLEN,  LAS  VEGAS,  NEVADA 

AULT,  ROBERT  EUGENE,  JR,  SAN  BERNARDINO,  CALIFORNIA 

AULT,  ROBERT  WENDELL,  ESTES  PARK,  COLORADO 

AUMOND,  JAMES  GERALD,  SANTA  ANA,  CALIFORNIA 

AURBECK,  PAUL  G,  WINTER  PARK,  FLORIDA 

AURILIO,  STEVEN  LEONARD,  DALY  CITY,  CALIFORNIA 

tt   AUSLEY,  BILLY  J,  BAYTOWN,  TEXAS 

tt   AUSTIN,  ANSEL  ALGENON,  LAS  CRUCES,  NEW  MEXICO 
AUSTIN,  BRUCE  DONALD,  SAN  FRANCISCO,  CALIFORNIA 

tt   AUSTIN,  CARLOS  J.,  PLAINVIEW,  TEXAS 
AUSTIN,  CHARLES  EWELL,  DOUGLAS,  ARIZONA 

«  AUSTIN,  DORRIS  W. ,  JR.,  ATLANTA,  GEORGIA 
AUSTIN,  DOUGLAS  JAY,  COLUSA,  CALIFORNIA 
AUSTIN,  EDWARD  CLARKE,  PALO  ALTO,  CALIFORNIA 

tt   AUSTIN,  EVERETT  WARREN,  POCATELLO,  IDAHO 
AUSTIN,  GARLAND  D.,  LOS  ANGELES,  CALIFORNIA 
AUSTIN,  GARRY  ALBERT,  BROOKHAVEN,  MISSISSIPPI 

tt   AUSTIN,  GERALD  ALLEN,  ALBANY,  NEW  YORK 
AUSTIN,  KENNETH  EDGAR,  BRUNSWICK,  GEORGIA 
AUSTIN,  KIM  MOLINE,  WATSONVILLE,  CALIFORNIA 
AUSTIN,  RODNEY  DEE,  SIDNEY,  OHIO 


110  * 

100  tt 

74  * 

152  tt 
167 

94 

55  tt 
178 
102  It 

19  * 
175 

34  tt 
122 

98 
172 

94  It 
100  tt 
164 
152 

84  # 

97 
188 
119 
119 
170  # 

16  * 
171 
130  tt 

33  tt 

153  * 
85 

178 

81  tt 
197 
107 
173 
170 

79  tt 

97 
165 
192 
188 
192 
109 

12  * 
182 
112  tt 
133 

98 
188 
173 
122 

94  * 
168 
126 

36  tt 
112  tt 
190 

59  tt 
104 
164 
161 
153 

83  # 
153  tt 
179 
178 
122 
121 
191 

79  tt 
199 

28  * 
163 

78  tt 

94 
159 

95  tt 
107 
103  # 
134 
151  # 
193 

66  tt 
186 

95  tt 
191 
163 
164 
167 
190 
107 

93 

57  tt 
151 
183 
115  tt 
106 
170 
127 


AUSTIN,  ROGER  RENNE,  DALY  CITY,  CALIFORNIA 

AUSTIN,  RUSSELL  L.,  KIRKHOOD,  MISSOURI 

AUSTIN,  VERNON  B.,  PROSPECT,  KENTUCKY 

AUSTRING,  RICHARD  DEANE,  SR,  SAN  FRANCISCO,  CALIFORNIA 

AUTREY,  JOHN  HENRY,  DETROIT,  MICHIGAN 

AVANCE,  JAMES  J,  LAS  VEGAS,  NEVADA 

AVANT,  JAMES  H. ,  CORPUS  CHRISTI,  TEXAS 

AVANT,  TRAVIS  LEE,  WALTERBORO,  SOUTH  CAROLINA 

AVANTS,  BEECHER  E.,  LAS  VEGAS,  NEVADA 

AVERA,  C.  LARRY,  SHAWMUT,  ALABAMA 

AVERETT,  RONALD  CAMERON,  HENDERSON,  NEVADA 

AVERY,  LEONARD  V,  BOSTON,  MASSACHUSETTS 

AVERY,  RONALD  EDWARD,  ALFRED,  MAINE 

AVERY,  RONNIE  E.,  GREENVILLE,  NORTH  CAROLINA 

AVONTI,  MICHAEL  CHARLES,  WESTFIELD,  MASSACHUSETTS 

AWDZIEWICZ,  JULIUS  F,  MERIDEN,  CONNECTICUT 

AXTELL,  RONALD  J.,  LAS  CRUCES,  NEW  MEXICO 

AXTMAN,  RONALD  EDWARD,  TWIN  FALLS,  IDAHO 

AYALA,  JESUS  ARNULFO,  EL  PASO,  TEXAS 

AYARS,  G  A,  PHOENIX,  ARIZONA 

AYAZ,  SEVKET,  ANKARA,  TURKEY 

AYCO,  GREGORY,  SEATTLE,  WASHINGTON 

AYCOCK,  WARREN  DOUGLAS,  SHEFFIELD,  ALABAMA 

AYERS,  GARY  AVERY,  FORT  LAUDERDALE,  FLORIDA 

AYERS,  HOWARD  WAYNE,  SPRINGFIELD,  OHIO 

AYERS,  OSCAR  S.,  ROLLA,  MISSOURI 

AYERS,  PAUL  DOUGLAS,  LEWISTON,  IDAHO 

AYLOR,  JAMES  RAYMOND,  MEMPHIS,  TENNESSEE 

AYLWARD,  ANDREW  T.,  ST.  LOUIS,  MISSOURI 

AYLWARD,  GEORGE  ROBERT,  MIDDLETOWN,  CONNECTICUT 

AYTURAL,  AHMET  HASIM,  ISTANBUL,  TURKEY 

AZETH,  AMHAR,  JAKARTA,  INDONESIA 

AZIZ,  BIN  HUSSEIN,  ABDUL,  KUALA  LUMPUR,  MALAYSIA 

AZZATA,  JOHN  JOSEPH,  MINEOLA,  NEW  YORK 

AZZAZY,  IBRAHIM  EL-SAYED,  CAIRO,  EGYPT 

BAAN,  GIJSBERTUS,  ROTTERDAM,  NETHERLANDS 

BAAN,  PETER  GERARD,  MIAMI  SPRINGS,  FLORIDA 

BABB,  LEWIS,  JR,  FRANKFORT,  KENTUCKY 

BABB,  RONALD  C,  DES  MOINES,  IOWA 

BABCOCK,  CHARLES  LYNN,  GLENDALE,  ARIZONA 

BABCOCK,  JAMES  HEST,  SACRAMENTO,  CALIFORNIA 

BABER,  CLARENCE  DANIEL,  III,  VANDALIA,  OHIO 

BABIN,  DWANE  JOHN,  KENNER,  LOUISIANA 

BABINI,  DENNIS  L,  LARGO,  FLORIDA 

BACA,  CLEO  EUGENE,  ALBUQUERQUE,  NEW  MEXICO 

BACA,  DAVID  EUGENE,  LOS  ANGELES,  CALIFORNIA 

BACA,  ROBERT  G,  ALBUQUERQUE,  NEW  MEXICO 

BACA,  SAMUEL  VALDEZ,  LAKELAND,  FLORIDA 

BACHELOR,  HARRY  R.,  REDLANDS,  CALIFORNIA 

BACHMAN,  DAVID  MICHAEL,  JACKSON,  MICHIGAN 

BACHMAN,  TED  MICHAEL,  ANCHORAGE,  ALASKA 

BACKSTROM,  DAVID  ALLEN,  EAU  CLAIRE,  WISCONSIN 

BACOL,  DARIO  J,  MANILA,  PHILIPPINES 

BACON,  ANDREW  JEFFERSON,  DUBLIN,  GEORGIA 

BACON,  CURTIS  MORGAN,  MARQUETTE,  MICHIGAN 

BACON,  JOHN  EDWARD,  RICHMOND,  CALIFORNIA 

BACON,  RICHARD  J,  ST.  PAUL,  MINNESOTA 

BADAWY,  SHERIF  AHMED,  CAIRO,  EGYPT 

BADGER,  CARL  JAMES,  CEDAR  RAPIDS,  IOWA 

BADGLEY,  KENNETH  C,  WENATCHEE,  WASHINGTON 

BADI,  ABUOBIEDA  ELKHAIR,  KHARTOUM,  SUDAN 

BAEHR,  ROBERT  DOUGLAS,  SALINAS,  CALIFORNIA 

BAEPPLER,  GREGORY  MICHAEL,  CLEVELAND,  OHIO 

BAER,  RICHARD  R.,  WEXFORD,  PENNSYLVANIA 

BAETSEN,  WAYNE  HARRY,  GREEN  BAY,  WISCONSIN 

BAEZ  AYBAR,  MAXIMO  ARTURO,  SANTO  DOMINGO,  DOMINICAN  REP 

BAEZ,  ERNESTO,  SAN  JUAN,  PUERTO  RICO 

BAGBEY,  JAMES  STEPHEN,  EVANSVILLE,  INDIANA 

BAGDONAS,  MICHAEL  ANTHONY,  LOS  ANGELES,  CALIFORNIA 

BAGGETT,  LADENA  ALEXANDER,  CORSICANA,  TEXAS 

BAGGETT,  NEWELL,  MAUMEE,  OHIO 

BAGGS,  RICHARD  THOMAS,  NEW  YORK,  NEW  YORK 

BAGLEY,  ALBERT  L.,  SMYRNA,  GEORGIA 

BAGLEY,  DONALD  JAMES,  DALTON,  GEORGIA 

BAGRON,  WILLIAM  T.,  CORDOVA,  ALASKA 

BAGUIDEN,  PABLO  D,  MANILA,  PHILIPPINES 

BAGWELL,  JAMES  L,  HINNEMUCCA,  NEVADA 

BAHAROM,  MOHD.  ALI,  KUALA  LUMPUR,  MALAYSIA 

BAHL,  RONALD  J.,  LEXINGTON,  MISSOURI 

BAHORSKI,  JOHN  E,  WARREN,  MICHIGAN 

BAHRNS,  STEVEN  DOUGLAS,  WASHINGTON,  DISTRICT  OF  COLUMBI 

BAILESS,  GLEN  ALBERT,  SALT  LAKE  CITY,  UTAH 

BAILEY,  ALVIN  J,  JR,  HAMILTON,  MONTANA 

BAILEY,  ARLIE  MELVIN,  BIRMINGHAM,  ALABAMA 

BAILEY,  BEN  DUANE,  JR,  MONROE,  NORTH  CAROLINA 

BAILEY,  BRUCE  H,  JR,  MONTGOMERYVILLE,  PENNSYLVANIA 

BAILEY,  CHANDLER  CHARLES,  SPOKANE,  WASHINGTON 

BAILEY,  CHARLES  EDWARD,  ALEXANDRIA,  VIRGINIA 

BAILEY,  DALE  EDWARD,  CREVE  COEUR,  MISSOURI 

BAILEY,  DAVID  CHARLES,  SR,  AKRON,  OHIO 

BAILEY,  DENNIS  MARK,  ST  GEORGE,  UTAH 

BAILEY,  GERALD  M,  TALLAHASSEE,  FLORIDA 

BAILEY,  HAROLD  E,  AUGUSTA,  GEORGIA 

BAILEY,  HERMAN  T.,  RALEIGH,  NORTH  CAROLINA 

BAILEY,  HILLMAN  LEONARD,  ELBA,  ALABAMA 

BAILEY,  JAMES  FREDERICK,  DECATUR,  GEORGIA 

BAILEY,  JOHN  A.,  ELMIRA,  NEW  YORK 

BAILEY,  JOHN  E.,  TIBURON,  CALIFORNIA 

BAILEY,  LARRY  LESLIE,  DENVER,  COLORADO 

BAILEY,  LISTON  WELLINGTON,  ST  THOMAS,  U.S.  VIRGIN  ISLAN 
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BAILEY,  MADISON  A,  JR  -  BARBER,  LESLIC  THOMAS 


97 
153 

130 
191 
133 

97 
187 
111 
110 
122 
109 
180 
151 
169 
182 

94 
181 
146 
115 
119 
136 
174 
111 
160 

95 
165 
146 
118 
191 
176 
177 
180 
179 
152 
170 
113 
145 
146 
196 
150  tt 
176  # 
103 
170 
162 
172 
139 
189 
177 
128 

90 
140 
163 

61  tt 

80  tt 
112  tt 
180 
134 
101  ft 
123 
145 
188 
185 
142 

94  tt 

130 
109  tt 

28  * 
195 

94 

40  tt 

83  tt 
164 
190 
108 

90  It 
190 
142 
196 
127 
156 

98  » 
90  tt 

99  » 
168 
144  tt 
155 
100 
136  tt 
122 
129  tt 

73  * 
186 
126 
100 
108  tt 
198 
119 
185 
176 
196 


BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILEY, 
BAILIFF 
BAILOR, 


BAIN, 
BAIN, 
BAIR, 


MADISON  A,  JR,  PORTSMOUTH,  RHODE  ISLAND 
PETER  LEE,  SYRACUSE,  NEH  YORK 
RAY  LOYED,  ALAMOGORDO,  NEH  MEXICO 
RICHARD  BRUCE,  NASHUA,  NEH  HAMPSHIRE 
ROBERT  GUILLEMET,  J,  GULFPORT,  MISSISSIPPI 
ROLAND  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RONALD  EDHARD,  GAINESVILLE,  GEORGIA 
RONALD  H,  PARKLAND,  FLORIDA 
TONY  M.,  VENTURA,  CALIFORNIA 
HILLIAM  COMPTON,  JR,  SAN  ANTONIO,  TEXAS 

GARY  M,  GREEN  RIVER,  WYOMING 
EDHARD  LOUIS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
BAIMA,  DONALD  EDHARD,  BOSTON,  MASSACHUSETTS 
BAIN,  GARY  ALLEN,  SOUTH  CHARLESTON,  HEST  VIRGINIA 
RONALD  GRANT,  BRAMPTON,  CANADA 
HILBUR  C,  JR.,  SPARTANBURG,  SOUTH  CAROLINA 
DANIEL  ALLEN,  HARRISBURG,  PENNSYLVANIA 
BAIRi  MICHAEL  ARTHUR,  SAN  JUAN  CAPISTRANO,  CALIFORNIA 

*  BAIRD,  BOBBY  D,  NASHVILLE,  TENNESSEE 
BAIRD,  GORDON  CARLTON,  CHARLOTTESVILLE,  VIRGINIA 
BAIRD,  JAMES  ALTON,  LINCOLN,  NEBRASKA 
BAIRD,  JAMES  MICHAEL,  PASADENA,  TEXAS 
BAIRD,  LYNN  E,  SPRINGFIELD,  ILLINOIS 
BAIRD,  PATRICK  CHARLES,  POPLAR  BLUFF,  MISSOURI 

tt   BAIRD,  ROBERT  L.,  ELGIN,  ILLINOIS 
BAIRD,  STEPHEN  EDHARD,  HOUSTON,  TEXAS 

*  BAIZE,  DAVID  THOMAS,  CLARKSVILLE,  TENNESSEE 
tt   BAJOREK,  ROBERT  VICTOR,  FRANKLIN,  PENNSYLVANIA 

BAKAS,  NICHOLAS  STEVEN,  ALBUQUERQUE,  NEH  MEXICO 

BAKE,  GARY  FRANKLIN,  FREEPORT,  TEXAS 

BAKER,  AARON  LEE,  PITTSBURG,  CALIFORNIA 

BAKER,  ALAN  DONALD,  RACINE,  WISCONSIN 

BAKER,  ANDRE,  LONDON,  ENGLAND 

BAKER,  ARTHUR  WADSWORTH,  JR,  PEORIA,  ARIZONA 

BAKER,  AUBREY  ALAN,  MIAMISBURG,  OHIO 

BAKER,  BRUCE  G. ,  RIVER  EDGE,  NEW  JERSEY 

BAKER,  BRUCE  RAY,  NEW  CASTLE,  INDIANA 

BAKER,  CAROLD  GENE,  INDIANAPOLIS,  INDIANA 

BAKER,  CHARLES  AUSTIN,  COMMERCE  CITY,  COLORADO 

tt   BAKER,  CHARLES  DENNIS,  LOUISVILLE,  KENTUCKY 

tt   BAKER,  CHARLES  FRANKLIN,  SALEM,  OREGON 
BAKER,  CHARLES  H. ,  SEBASTOPOL,  CALIFORNIA 
BAKER,  CHARLES  ROBERT,  SANTA  BARBARA,  CALIFORNIA 
BAKER,  DAVID  HARDING,  ALBANY,  NEW  YORK 
BAKER,  DAVID  HARRELL,  MURFREESBORO,  ARKANSAS 
BAKER,  DAVID  PAUL,  ALEXANDRIA,  VIRGINIA 
BAKER,  DENNIS  JOHN,  KINGFISHER,  OKLAHOMA 
BAKER,  DENNIS  HALTER,  GRAND  BLANC,  MICHIGAN 
BAKER,  DONALD  CHARLES,  BEL  AIR,  MARYLAND 
BAKER,  DONALD  G. ,  YOUNGSTOWN,  OHIO 
BAKER,  DOUGLAS  DEAN,  AURORA,  COLORADO 
BAKER,  DOUGLAS  ROBERT,  STAMFORD,  CONNECTICUT 

tt   BAKER,  EARL  CLEVELAND,  SR.  ,  BIRMINGHAM,  ALABAMA 

tt   BAKER,  FELIX  T,  SPRINGFIELD,  OREGON 

tt   BAKER,  GARY  F,  BAKERSFIELD,  CALIFORNIA 
BAKER,  GARY  LEE,  SALISBURY,  MARYLAND 
BAKER,  HERBERT  GEORGE,  JR,  LAWRENCE,  MASSACHUSETTS 

tt   BAKER,  JAMES  E,  AUSTIN,  TEXAS 

BAKER,  JAMES  LELAND,  TUSCALOOSA,  ALABAMA 

BAKER,  JAMES  LUCIAN,  DECATUR,  GEORGIA 

BAKER,  JAMES  WILLIAM,  SHAFTSBURY,  VERMONT 

BAKER,  JEFFREY  WARREN,  CAMP  LEJEUNE,  NORTH  CAROLINA 

BAKER,  JERRY  BOB,  STOCKTON,  CALIFORNIA 

tt   BAKER,  JERRY  D.  ,  SUNNYVALE,  CALIFORNIA 
BAKER,  JERRY  HESTLEY,  ALBION,  MICHIGAN 

tt   BAKER,  JESSE,  JR,  NORTH  LITTLE  ROCK,  ARKANSAS 

*  BAKER,  JOHN,  FRANKFORT,  KENTUCKY 
BAKER,  JUAN  MORENO,  FORT  MEADE,  MARYLAND 
BAKER,  KENNETH  L,  HASHINGTON,  PENNSYLVANIA 

tt   BAKER,  LEE  H.  ,  FRESNO,  CALIFORNIA 
tt   BAKER,  LEROY  J.,  NORTH  HILDWOOD,  NEW  JERSEY 
BAKER,  MICHAEL  CLARK,  RIO  RANCHO,  NEH  MEXICO 
BAKER,  MICHAEL  DEAN,  HARRENTON,  MISSOURI 
BAKER,  OTIS  E.,  INDIANAPOLIS,  INDIANA 
tt   BAKER,  RAYMOND  K,  CEDAR  RAPIDS,  IOWA 

BAKER,  RICHARD  TODD,  FARMINGTON,  MISSOURI 
BAKER,  RICK  LEE,  FRANKLIN,  PENNSYLVANIA 
BAKER,  ROBERT  MILTON,  JR,  SUMTER,  SOUTH  CAROLINA 
BAKER,  ROBERT  VERNON,  FORT  MC  CLELLAN,  ALABAMA 
BAKER,  ROGER  ALAN,  ANAHEIM,  CALIFORNIA 

*  BAKER,  ROY,  DECATUR,  GEORGIA 
tt   BAKER,  RUSSELL  E,  ODESSA,  TEXAS 

*  BAKER,  STEVE  J,  BLOOMINGTON,  INDIANA 
BAKER,  STEVEN  MICHAEL,  PROVO,  UTAH 

tt   BAKER,  TERRY  THOMAS,  LONGWOOD,  FLORIDA 

BAKER,  TIMOTHY  DEREK,  ALEXANDER  CITY,  ALABAMA 
BAKER,  TIMOTHY  J,  LANSING,  MICHIGAN 

It   BAKER,  TYRONE  HAYNE,  DALLAS,  TEXAS 

BAKER,  HILLIAM  ARNOLD,  LOS  ANGELES,  CALIFORNIA 

tt   BAKER,  HILLIAM  DAVID,  SUTTON,  MASSACHUSETTS 

*  BAKER,  HILLIAM  N,  SALMON,  IDAHO 
BAKER,  HILLIAM  ROBERT,  BELLEVUE,  HASHINGTON 
BALAAM,  DENNIS  AUSTIN,  RENO,  NEVADA 
BALANCIO,  CRISOSTOMO  F,  MANILA,  PHILIPPINES 
BALBIRER,  RALPH,  MONTICELLO,  NEH  YORK 
BALCITIS,  SHARON  LEE,  CHICAGO,  ILLINOIS 
BALCRIUS,  HICHAEL  VINCENT,  SCRANTON,  PENNSYLVANIA 
BALD,  HILLIAM,  EDINBURGH,  SCOTLAND 
BALDASSARRI,  JOYCE  ANN,  STATEN  ISLAND,  NEH  YORK 
BALDERMANN,  TIMOTHY  ALBERT,  CHICAGO  RIDGE,  ILLINOIS 
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BALDRIDGE, 

BALDRIDGE, 

BALDRIDGE, 

BALDRIDGE, 

BALDHIN, 

BALDHIN, 

BALDHIN, 

BALDHIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDWIN, 

BALDHIN, 

BALDHIN, 


BALL, 
BALL, 
BALL, 
BALL, 
BALL, 
BALL, 
BALL, 


92  tt   BALDI,  LOUIS  P,  MOUNT  SHASTA,  CALIFORNIA 
190   BALDINO,  ALFRED  ACHILLES,  JR,  NEH  YORK,  NEH  YORK 
BALDONI,  LYNN  MARY,  MIDDLETOWN,  CONNECTICUT 
BALDOVSKY,  JAMES  MARK,  KULPSVILLE,  PENNSYLVANIA 
CHARLES  JOSEPH,  NEH  BERLIN,  WISCONSIN 
KENNETH  RAY,  CENTRALIA,  ILLINOIS 
ROY  R,  AUSTIN,  TEXAS 
HILLIAM  H.,  JR.,  ASPEN,  COLORADO 
CARL  0.,  GAMBOA,  CANAL  ZONE 
DENNIS  MARK,  KILLEEN,  TEXAS 
DENNIS  RAY,  OVERLAND  PARK,  KANSAS 
HAYDEN  BENNETT,  CHICAGO,  ILLINOIS 
JACKIE  HAROLD,  PIGEON  FORGE,  TENNESSEE 
JERRY  A.,  CROWN  POINT,  INDIANA 
JOHN  P.,  LEWISTON,  IDAHO 
JOSEPH,  JR.,  MARION,  SOUTH  CAROLINA 
LARRY  DAVID,  OKLAHOMA  CITY,  OKLAHOMA 
ROBERT  D.,  CLEVELAND,  MISSISSIPPI 
ROBERT  L,  MASON,  MICHIGAN 
THOMAS  T.,  ENGLEHOOD,  NEH  JERSEY 
TOMMY  LEONARD,  LANGLEY  AFB,  VIRGINIA 
HILLIAM  BERNARD,  J,  LADUE,  MISSOURI 
BALE,  JAMES  WILLIAM,  ST.  JOSEPH,  MICHIGAN 
BALENTINE,  JEFF  ALAN,  MINOT,  NORTH  DAKOTA 
BALES,  HOWARD  E.,  MEADVILLE,  PENNSYLVANIA 
tt   BALES,  HILLIAM  D.  ,  FORT  LAUDERDALE,  FLORIDA 

BALFANZ,  TERRY  CHARLES,  MINNETONKA,  MINNESOTA 
tt   BALKUN,  ANTHONY  STANLEY,  PROVIDENCE,  RHODE  ISLAND 
tt   BALL,  DANIEL  LEE,  SR,  FRANKFORT,  KENTUCKY 

DOUGLAS  MELVIN,  JR,  WINTER  PARK,  FLORIDA 
FRANK  RUSSELL,  BRAINERD,  MINNESOTA 
GARY  DWIGHT,  FAIRFAX,  VIRGINIA 
KENNETH  A,  TALLAHASSEE,  FLORIDA 
KENNETH  A.,  FRANKFORT,  KENTUCKY 
LARRY  DEHAYNE,  LINCOLN,  NEBRASKA 
MICHAEL  JOHN,  MINNEAPOLIS,  MINNESOTA 
BALLANTINE,  DENNIS  L,  AMES,  IOHA 

BALLANTINE,  DONALD  ALLAN,  ROLLING  MEADOWS,  ILLINOIS 
BALLANTYNE,  RONALD  V.,  RIVERTON,  UTAH 
BALLARD,  GORDON  G.  ,  SAN  JOSE,  CALIFORNIA 
BALLARD,  MICHAEL  E.,  MONTREAL,  CANADA 
BALLARTA,  ERHIN  MANGONA,  AUSTIN,  TEXAS 
BALLENTINE,  KRIM  MENELIK,  ST  THOMAS,  U.S.  VIRGIN  ISLAND 
BALLENTYNE,  DELMAS  RAY,  MESA,  ARIZONA 
BALLEH,  KENDALL  RAY,  POTEAU,  OKLAHOMA 
BALLONI,  JOHN  MARINO,  JR,  BALDHINSVILLE,  NEW  YORK 
BALLTRIP,  ROY  K. ,  LEADVILLE,  COLORADO 
BALMAT,  JOHN  R.,  BRATENAHL,  OHIO 
BALOG,  STEPHEN  ROBERT,  BOARDMAN,  OHIO 
BALTEZOR,  VIRGIL,  EAST  ST.  LOUIS,  ILLINOIS 
BALTRUSCH,  LYLE  M,  DOVER,  DELAHARE 

BALTZLEY,  EDWIN  HAYNE,  SR,  GRAND  FORKS  AFB,  NORTH  DAKOT 
BALZANO,  HILLIAM  CHARLES,  CARMEL,  NEW  YORK 
BALZER,  ANDREW  J.,  JR.,  DUNKIRK,  NEW  YORK 
BAMBANG  RIATMODJO,  ALEXIUS,  JAKARTA,  INDONESIA 
BAMBAUER,  ROBERT  R,  MONTEREY,  CALIFORNIA 
BAMIATZIS,  ANTONIOS,  THESSALONIKI ,  GREECE 
BAMRICK,  LARRY  FRANCIS,  SAN  BERNARDINO,  CALIFORNIA 
BANACH,  JOSEPH  J.,  MARINETTE,  HISCONSIN 
BANALES,  JOSE  LUIS,  SAN  ANTONIO,  TEXAS 
BANAS,  JOHN  PAUL,  ST.  CHARLES,  MISSOURI 
BANCROFT,  FREDERICK  BARRY,  NORTHUMBRIA,  ENGLAND 
BANDICS,  GEORGE  R,  NEH  BRUNSWICK,  NEW  JERSEY 
BANDO,  YOSHIKAZU,  TOKYO,  JAPAN 
BANDY,  DAVID  WESLEY.  GLENDALE,  ARIZONA 
BANDY,  DENCIL  LORRAINE,  STANFORD,  CALIFORNIA 
BANFIELD,  ROGER  CRAIG,  HORSEHEADS,  NEH  YORK 
BANKES,  ROBERT  EARL,  MINOT,  NORTH  DAKOTA 
BANKOHSKI,  PAUL  FRANCIS,  BOSTON,  MASSACHUSETTS 
BANKS,  DONALD  K. ,  BURNSVILLE,  NORTH  CAROLINA 

HENRY  CLAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JESSE  LEE,  JR,  DETROIT,  MICHIGAN 
JOEL  DANIEL,  ITTA  BENA,  MISSISSIPPI 
PHILIP,  JR,  NEH  YORK,  NEW  YORK 
ROBERT  W.,  CHICAGO,  ILLINOIS 
BANKSTON,  JAMES  MICHAEL,  BONHAM,  TEXAS    ,„„.„„,„ 
BANNAN,  JOHN  HENRY,  JR,  HEST  HARTFORD,  CONNECTICUT 
tt   BANNER,  HILLIAM  C,  CORPUS  CHRISTI,  TEXAS 
tt   BANNING,  ELDON  D,  CHAMPAIGN,  ILLINOIS 
tt   BANNISTER,  NORMAN  D,  ANDERSON,  SOUTH  CAROLINA 

BANNON,  RICHARD  JOSEPH,  LONDONDERRY,  NEH  HAMPSHIRE 
BANOCY,  ROBERT  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
BANSCHBACH,  HELMUT,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 
tt   BANTA,  WILLIAM  J,  MADISON,  WISCONSIN 

BAPTISTE,  HARRISON  JOSEPH,  BATON  ROUGE,  LOUISIANA 
BARAGIOLA,  SALVATORE  THOMAS,  ALBUQUERQUE,  NEW  MEXICO 
BARAJAS  BLANCO,  FELIX  ENRIQUE,  BOGOTA,  COLOMBIA 
BARAKS,  DENNIS  FREDERICK,  MILAN,  ILLINOIS 
BARAN,  JEANETTE  FRANCES,  CHICAGO,  ILLINOIS 
BARANOSKI,  JOSEPH  F.,  EDGEWATER  PARK,  NEW  JERSEY 
BARANYK,  WALTER  ALAN,  FAIRFAX,  VIRGINIA 
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103  tt   BARBA,  0  JESS,  SUNNYVALE,  CALIFORNIA 
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152 
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163 

98 
194 


BARBARICK,  FRANK  L.,  WEST  LINN,  OREGON 
BARBEE,  ALAN  LEE,  FAIRFAX,  VIRGINIA 

ERNEST  JAMES,  COLUMBIA,  MISSOURI 
JAMES  FLOYD,  KANSAS  CITY,  MISSOURI 
CHARLES  D.,  MOSS  POINT,  MISSISSIPPI 
JIMMY  HADE,  LEXINGTON,  NORTH  CAROLINA 
JOHN  C,  BOULDER,  COLORADO 
LESLIE  THOMAS,  MILHAUKEE,  WISCONSIN 
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BARBER,  LOUIS  EUGENE  -  BARTON,  DAVID  MICHAEL 
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BARBER, 
BARBER, 
BARBER, 
BARBER, 
BARBER, 


LOUIS  EUGENE,  HACO,  TEXAS 

MICHAEL  RICHARD,  KEY  HEST,  FLORIDA 

ROBERT  RONALD,  GARIAND,  TEXAS 

RONALD  MICHAEL,  HAYCROSS,  GEORGIA 

RUSSELL  H.,  DULUTH,  MINNESOTA 

THOMAS  A.,  HARTFORD,  CONNECTICUT 
BARBERIS,  JOHN  PETER,  WARRENVILLE,  ILLINOIS 
BARBERREE,  LEHIS  GLEN,  SR,  CRESTVIEH,  FLORIDA 
BARBETTA,  FRANK  J,  TORONTO,  CANADA 
BARBIER,  KEITH  PAUL,  HOUSTON,  TEXAS 
BARBOUR,  JAMES  ROBERT,  OAKLAND,  CALIFORNIA 
BARBOUR,  TIMOTHY  DAVID,  MOBILE,  ALABAMA 
BARCK,  FREDRIC  A,  VERMILION,  OHIO 
BARCLAY,  DONALD  NEIL,  JR,  BROOKLYN,  NEH  YORK 
BARCLAY,  JAMES  ROBERT,  REDFORD,  MICHIGAN 
BARCLAY,  KEITH  GERARD,  TRENTON,  NEH  JERSEY 
BARCLIFF,  CLIFFORD  H,  PHILADELPHIA,  PENNSYLVANIA 
BARCROFT,  JAMES  M,  CAPE  CHARLES,  VIRGINIA 
BARDEEN,  CHARLES  STEVEN,  CANANDAIGUA,  NEH  YORK 
BARDEZBAIN,  DANIEL  EVAN,  HICHITA,  KANSAS 
BARE,  MICHAEL  DEAN,  INDIANAPOLIS,  INDIANA 
BARE,  HOODROW  ALAN,  EL  PASO,  TEXAS 
BARED,  ALFREDO,  MIAMI,  FLORIDA 
BARENTINE,  H  GENE,  NORTH  LITTLE  ROCK,  ARKANSAS 
BARESHILT,  DANIEL  ROBERT,  CINCINNATI,  OHIO 
BARGAMENTO,  RAUL  LOY,  QUEZON  CITY,  PHILIPPINES 
BARGE,  TONY,  OAK  HARBOR,  HASHINGTON 
BARGIONI,  SANDRA  CLAIRE,  SAN  FRANCISCO,  CALIFORNIA 
BARHAM,  HARVEY  GLENN,  HICHITA  FALLS,  TEXAS 
BARKDULL,  DAVID  GRANT,  EL  SEGUNDO,  CALIFORNIA 
BARKDULL,  LEE  E,  MCCOMB,  MISSISSIPPI 
BARKER,  ARTHUR  CARROLL,  CLINTON,  SOUTH  CAROLINA 

BETH  ALISON,  KIRTLAND  AFB,  NEW  MEXICO 

BRADLEY  L,  BEMIDJI,  MINNESOTA 

CLYDE,  HEST  MEMPHIS,  ARKANSAS 

E.  DOYLE,  MEOUON,  HISCONSIN 

FRANK  A.,  LAS  VEGAS,  NEVADA 

HAROLD  N,  PLACERVILLE,  CALIFORNIA 

HUBERT  T.,  CONWAY,  SOUTH  CAROLINA 

JERRY  LEE,  INDIANAPOLIS,  INDIANA 

KENNETH  LARONE,  HONOLULU,  HAWAII 

MARK  DAVID,  HOLLY  HILL,  FLORIDA 

ROBERT  M,  LOS  ANGELES,  CALIFORNIA 

STEVEN  EDWARD,  BREWER,  MAINE 
DURWARD  H.,  PORTSMOUTH,  VIRGINIA 
BARKLEY,  GIVENS  H. ,  HOBBS,  NEW  MEXICO 
BARKLEY,  JAMES  H. ,  JUNEAU,  ALASKA 
BARKSDALE,  EUGENE  L,  MEMPHIS,  TENNESSEE 
BARLAU,  MARK  CALVIN,  NORTHFIELD,  MINNESOTA 

ELDON  WARD,  COLORADO  SPRINGS,  COLORADO 

FLOYD  ALLEN,  WINCHESTER,  VIRGINIA 

DONALD  W.,  PLAINVIEW,  TEXAS 

FREDERICK  DURL,  PENSACOLA,  FLORIDA 

JAMES,  CARMEL,  INDIANA 

JEFFERY  LEN,  CLAREMORE,  OKLAHOMA 

LEWIS  W.,  FOUNTAIN  VALLEY,  CALIFORNIA 

WILLIAM  0.,  GOLDEN,  COLORADO 
BARNA,  THOMAS  ROBERT,  YORKVILLE,  ILLINOIS 
BARNARD,  BARRY  MORRIS,  PRINCE  WILLIAM,  VIRGINIA 
BARNARD,  CHARLES  MATHEW,  SUPERIOR,  WISCONSIN 
BARNARD,  DAYMON  ORVAL,  ASHLAND,  OREGON 
BARNER,  GARY  JOSEPH,  NOVATO,  CALIFORNIA 

JOSEPH  KENNETH,  BETHLEHEM,  PENNSYLVANIA 

ADRIAN  WALLACE  C,  JR,  KNOXVILLE,  TENNESSEE 

ANDRIAN  DELANDj  WASHINGTON,  DISTRICT  OF  COLUMBI 

BLAINE  A,  SALT  LAKE  CITY,  UTAH 

CHARLES  RICHARD,  THOMASTON,  GEORGIA 

CLARENCE  ALBERT,  LEXINGTON,  SOUTH  CAROLINA 

DAVID  BRUCE,  ASHEVILLE,  NORTH  CAROLINA 

DAVID  PERRY,  ITHACA,  NEW  YORK 

FRANK  WARREN,  OLATHE,  KANSAS 

GERALD  DEAN,  LOS  ANGELES,  CALIFORNIA 

GERALD  SYLVESTER,  WASHINGTON,  DISTRICT  OF  COLUM 

GORDON  SCOTT,  ALBANY,  OREGON 

HERBERT,  WILMINGTON,  DELAWARE 

JAMES  FRANKLIN,  WASHINGTON,  DISTRICT  OF  COLUMBI 

JOHN  ALLEN,  BALTIMORE,  MARYLAND 

JOHN  F.,  OMAHA,  NEBRASKA 

JOSEPH  K,  SACRAMENTO,  CALIFORNIA 

KENNETH  WARNER,  YERINGTON,  NEVADA 

LARRY  EMMETT,  BATH,  NEH  YORK 

LOUIS  RICHARD,  DYER,  INDIANA 

MICHAEL  CLYDE,  PIKESVILLE,  MARYLAND 

MITCHELL  F.,  CHARLOTTE,  NORTH  CAROLINA 

ORLANDO  DAVID,  CLINTON,  MARYLAND 

PHILIP  G,  AKRON,  OHIO 

SIDNEY  B.,  JR.,  SAVANNAH,  GEORGIA 

SIDNEY  LEIGH,  PIKETON,  OHIO 

STEPHEN  THOMAS,  GULFPORT,  MISSISSIPPI 

THOMAS  LYLE,  VENTURA,  CALIFORNIA 

WARREN  B.,  JR,  HILLSBORO,  OREGON 

WILLIAM  C,  FLORENCE,  SOUTH  CAROLINA 

WILLIAM  HERBERT,  VIRGINIA  BEACH,  VIRGINIA 
ALEXANDER,  JR.,  NEHINGTON,  CONNECTICUT 
BILL  JAMES,  TALLAHASSEE,  FLORIDA 
CHARLES  ALLEN,  CAPE  MAY  COURT  HOUSE,  NEW  JERSE 
CHARLES  EARL,  GREENVILLE,  SOUTH  CAROLINA 
CHARLES  G,  WATERLOO,  ILLINOIS 
FRANCIS  L,  SACRAMENTO,  CALIFORNIA 
GARY  GENE,  WUERZBURG,  FEDERAL  REPUBLIC  OF  GERM 
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194 
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63 
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185 
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185 
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182 
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80  tt 
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99  tt 
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114  tt 
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93  tt 
60  tt 

120  tt 
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173 

191 

186 
30  tt 
53  tt 
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80  tt 

140 
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BARNETT, 
BARNETT, 
BARNETT, 
BARNETT, 


BARNETT, 
BARNETT, 
BARNETT, 
BARNETT, 


BARR, 
BARR, 
BARRA, 


BARRETT, 
BARRETT, 
BARRETT, 


GUY  J,  LAFAYETTE,  LOUISIANA 

JAMES  W,  JR,  GARLAND,  TEXAS 

JEFFREY  BLAKE,  MT  PLEASANT,  TEXAS 

JOHN  D.,  SR,  ROME,  GEORGIA 
BARNETT,  MICHAEL  DAVID,  ATLANTA,  GEORGIA 
BARNETT,  MICHAEL  EARL,  MCINTOSH,  ALABAMA 
BARNETT,  MICHAEL  R,  BATON  ROUGE,  LOUISIANA 

RAYMOND  H.,  NAPLES,  FLORIDA 

ROBERT  ANDREW,  PECOS,  TEXAS 

ROGER  STEVENSON,  WARREN,  MICHIGAN 

VERNON  C,  OWENSBORO,  KENTUCKY 
BARNETT,  WILLIAM  F,  SPRINGFIELD,  ILLINOIS 
BARNETTE,  ALAN  M,  PARKERSBURG,  WEST  VIRGINIA 
BARNEY,  PAUL  KEITH,  TOKYO,  ARMED  FORCES  PACIFIC 
BARNHART,  GERALD  D,  DICKINSON,  NORTH  DAKOTA 
BARNHART,  RICHARD  RANDALL,  WEST  CARROLLTON,  OHIO 
BARNHILL,  ROBERT  A,  PORTLAND,  OREGON 
BARNICK,  JOHN  HARNER,  LOS  ANGELES,  CALIFORNIA 
BARNOLD,  JOHN  C,  JR.,  BALTIMORE,  MARYLAND 
BARNUM,  JAMES  LYNN,  FRANKLINVILLE,  NEW  JERSEY 
BARNWELL,  JAMES,  SAVANNAH,  GEORGIA 
BARO  CASANOVAS,  BERNAT,  BARCELONA,  SPAIN 
BAROLDY,  FRANK  RICHARD,  GLOBE,  ARIZONA 
BARR,  GARY,  MILLERSVILLE,  MARYLAND 
BARR,  HAROLD  KING,  TRAVERSE  CITY,  MICHIGAN 

JOSEPH  WILLIAM,  JR,  WASHINGTON,  PENNSYLVANIA 
TED  T.,  HUNTINGTON,  WEST  VIRGINIA 
MICHAEL  IGNAZIO,  HAUPPAUGE,  NEW  YORK 
BARRAGAN  CODINA,  MANUEL  R,  MONTERREY,  MEXICO 
BARREN,  JAMES  RONALD,  DETROIT,  MICHIGAN 
BARRENTINE,  LOYD  A.,  MOORESTOWN,  NEW  JERSEY 
BARRETO,  NELSON  SOTO,  CHICAGO,  ILLINOIS 
BARRETO,  RICHARD  RANDOLPH,  MIAMI  BEACH,  FLORIDA 
BARRETT,  BOBBY  GENE,  LA  MESA,  CALIFORNIA 
BARRETT,  CHRISTOPHER  PATRICK,  WILTON,  CONNECTICUT 
BARRETT,  FORBES  (SA,  FBI),  SANTA  MARIA,  CALIFORNIA 
BARRETT,  G  KEVIN,  SYRACUSE,  NEW  YORK 
BARRETT,  GEORGE  MARTIN,  LOUISVILLE,  KENTUCKY 
BARRETT,  MARTIN  MICHAEL,  CHICAGO,  ILLINOIS 

MICHAEL  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLU 

PATRICK  H.,  BUFFALO,  NEW  YORK 

THOMAS  ALLAN,  KIRTLAND  AFB,  NEW  MEXICO 
BARRETT,  WALLACE  C,  MAHOPAC,  NEW  YORK 
BARRETT,  WILLIAM  CHARLES,  WILKES-BARRE,  PENNSYLVANIA 
BARRETT,  WILLIAM  GERARD,  ALFRED,  NEW  YORK 
BARRETTO,  JOHN  M. ,  BILLERICA,  MASSACHUSETTS 
BARRIER,  ALLEN  L.,  MORGANTON,  NORTH  CAROLINA 
BARRINGER,  GARY  EDWARD,  TITUSVILLE,  FLORIDA 
BARRINGER,  RICHARD  T.,  HILTON,  CONNECTICUT 
BARRIOS,  SERGIO  FABIAN,  BUENOS  AIRES,  ARGENTINA 
BARRON,  GEORGE  J.,  HARRISBURG,  PENNSYLVANIA 
GEORGE  WINSTON,  BESSEMER,  ALABAMA 
JAMES  JOHNSTON,  DALY  CITY,  CALIFORNIA 
PETER  JOHN,  BRISBANE,  AUSTRALIA 
RAMON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  HENRY,  PHILADELPHIA,  PENNSYLVANIA 
WILLIAM  DOUGLAS,  CUT  BANK,  MONTANA 
ADRIANA  RAMOS  DE  A,  BRASILIA,  BRAZIL 
JOHN  ADELBERT,  III,  ROSEVILLE,  CALIFORNIA 
KATHLEEN  YVONNE,  SAN  JOSE,  CALIFORNIA 
BARROW,  MARVIN  F,  GRIFFIN,  GEORGIA 
BARROW,  WINFRED,  FORT  MEADE,  MARYLAND 
BARROWS,  DAVID  R,  GENEVA,  ILLINOIS 
BARRY,  CHARLES  V.,  BOSTON,  MASSACHUSETTS 
DANIEL  PATRICK,  LAS  VEGAS,  NEVADA 
DENNIS  ROBERT,  MINEOLA,  NEW  YORK 
JOHN  KEVIN,  OKLAHOMA  CITY,  OKLAHOMA 
KEVIN  WILLIAM,  MANLIUS,  NEW  YORK 
BARRY,  MICHAEL  THOMAS,  SANTA  FE,  TEXAS 
BARRY,  PATRICK  THOMAS,  BRONX,  NEW  YORK 
RICHARD  P,  YAPHANK,  NEH  YORK 
TIMOTHY  FRANCIS,  MERIDEN,  CONNECTICUT 
BARSALOU,  BRETT  SHELDON,  SALMON,  IDAHO 
BARSI,  BRUCE  ALLEN,  MOUNTAIN  VIEW,  CALIFORNIA 
BARSNESS,  MICHAEL  STEVEN,  MOUNT  VERNON,  WASHINGTON 
BART,  ROBERT  RICKY,  EVERETT,  WASHINGTON 
BART,  TERRY  MARVIN,  JACKSON,  WYOMING 
BARTECK,  ANDREW  J,  JR,  DANVILLE,  ILLINOIS 
BARTER,  STEPHEN  A.,  HILTON,  CONNECTICUT 
BARTEK,  WALLACE  J,  TEMPLE,  TEXAS 
BARTELS,  ALVIN  E.,  MILES  CITY,  MONTANA 
BARTGIS,  EDITH  ELAINE,  OKLAHOMA  CITY,  OKLAHOMA 
BARTH,  BENNY  CECIL,  FALLS  CHURCH,  VIRGINIA 
BARTHELEMY,  MARK  DAVID,  DECATUR,  ILLINOIS 
BARTHELMES,  JOHN  J,  CONCORD,  NEH  HAMPSHIRE 
BARTHOLOMAE,  JAMES  FREDRICK,  CHALMETTE,  LOUISIANA 
BARTHULY,  JOHN  ANTHONY,  FOND  DU  LAC,  WISCONSIN 
BARTKOWIAK,  ALFRED  F.,  TOLEDO,  OHIO 
BARTLESON,  EDWARD  H. ,  BELLINGHAM,  WASHINGTON 
BARTLESON,  JOHN  D.,  FORT  MYERS,  FLORIDA 
BARTLETT,  DAVID  D,  JACKSON,  MISSISSIPPI 
BARTLETT,  FRANK  LEON,  JR,  CROWLEY,  TEXAS 
BARTLETT,  JOSEPH  ALAN,  GREENVILLE,  NORTH  CAROLINA 
BARTLETT,  ROYCE  BALDHIN,  WESTPORT,  CONNECTICUT 
BARTLEY,  CARROL  G,  LUBBOCK,  TEXAS 
BARTLEY,  WILLIAM  THOMAS,  CLEVELAND,  OHIO 
BARTO,  ANDREW  JOSEPH,  ROMEOVILLE,  ILLINOIS 
BARTOLO,  MARIO,  FLORIANA,  MALTA 
BARTON,  DALE  ROBERT,  SPENCERPORT,  NEW  YORK 
BARTON,  DAVID  MICHAEL,  KANSAS  CITY,  MISSOURI 
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BARTON,  DURHOOD  JOSEPH  -  BECK,  GERALD  A. 
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BARTON, 
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BASS, 
BASS, 
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BASS, 


BASTIAN, 
BASTIAN, 
BASTING, 
BASTION, 


BATEHAN, 

BATEHAN, 

BATEHAN, 

BATEHAN, 

BATES, 

BATES, 

BATES, 

BATES, 


DURHCOD  JOSEPH,  COLUHBIA,  SOUTH  CAROLINA 
GEORGE  H,  JR,  SPRINGHILL,  KANSAS 
JAMES  G,  BEAUMONT,  TEXAS 
JOHN  CARROLL.  FRANKFORT,  KENTUCKY 
JOHN  JOSEPH,  INDIANAPOLIS,  INDIANA 
ROBERT  EDHARD,  HEST  CHESTER,  PENNSYLVANIA 
BARTOSH,  DOUGLAS  LEE,  SCOTTSDALE,  ARIZONA 
RARTOSZEK,  PETER  C,  NEH  YORK,  NEH  YORK 
■ADTnu  HARRY  H  HEST  PALM  BEACH,  FLORIDA 
BAR  REAU  HKLUH  L  1  HASHING^',  DISTRICT  OF  COLUMBIA 
BARTUS   JAMES  ANDREH,  RIVERVIEH,  MICHIGAN 
BARZAR   LOUIS  H. ,  TACOMA,  HASHINGTON 
BASCHNAGEL,  HALTER  T,  KINGSTON,  NEH  YORK 
8ASC0M  EL  ZABETH  ANN,  GLENHOOD  SPRINGS,  COLORADO 
BASCUE  KEVIN  CURTIS,  GARDEN  CITY,  KANSAS 
BASH  ROBERT  H.  ,  SANTA  CLARA,  CALIFORNIA 
BASHAH  PAUL  ALOYSIUS,  SAN  BERNARDINO,  CALIFORNIA 
BASHFORD,  LINDON  LYLE,  CHEYENNE,  WYOMING 
RASHIOR   RALPH  HORRIS,  JR,  SAVANNAH,  GEORGIA 
SaIiHGER,  THOMAS  CLIFFORD   BOULDER  CITY,  NEVADA 
BASSTA  DONALD  D. ,  EAST  GARY,  INDIANA 
RASKIN  WILLIAM  BOYD,  SPRINGDALE,  ARKANSAS 
BASLER  GEORGE  FRANKLIN,  KIRKHOOD,  MISSOURI 
BASON   JOSEPH  E,  GAINESVILLE,  FLORIDA 
BASOV!  VLADIMIR  GEORGIEVITCH,  MOSCOW  RUSS  A 
BASS  CLAUDE  ASHLEY,  JR,  RICHMOND,  VIRGINIA 
GERALD  H.,  PANAMA  CITY,  FLORIDA 
JOHNNY  CALVIN,  LAFAYETTE,  GEORGIA 
MICHAEL  DANA,  BALTIMORE,  MARYLAND 
ROGER  FLOYD,  REDONDO  BEACH,  CALIFORNIA 
BASSETT,  CHARLES  WILLIAM,  PEKIN,  ILLINOIS 
BASSETT   FRED  J.,  LIVINGSTON,  MONTANA 
BASSETT   GEORGE  H.  ,  GREENWICH,  CONNECTICUT 
BASTAK  CHARLES  ANTHONY,  BRONSON,  FLORIDA 
BASTIAN  ARTHUR  G,  CLAREMONT,  NEH  HAMPSHIRE 
DAVID  H,  CONCORD,  NEW  HAMPSHIRE 
LLOYD  A.,  HASHINGTON,  DISTRICT  OF  COLUHBIA 
ALVIN  J.,  HAUWATOSA,  WISCONSIN 
,  ROGER  DEAN,  STILLWATER,  OKLAHOMA 
BATEHAN,  DANIEL  LONG,  LOUISA,  VIRGINIA 
BATEHAN.  DAVID  R,  PROVO,  UTAH 

DOYLE  0.,    WAYNESBORO,  VIRGINIA 
EDHARD  H.,  DOYLESTOHN,  PENNSYLVANIA 
LARRY  BRUCE,  FRANKLIN,  TENNESSEE 
ROBERT  GALE,  SR,  GREENSBORO,  NORTH  CAROLINA 
ANTHONY  DAVID,  WISE,  VIRGINIA 
ARTHUR  J,  DARIEN,  CONNECTICUT 
EDHARD  B,  MADERA,  CALIFORNIA 
FRANCIS  N,  HANCOCK,  MICHIGAN 
BATESi  GARY  H.,  EUREKA,  CALIFORNIA 
BATES  RALPH  STONEY,  FORT  LAUDERDALE, 
RALPH  T.,  KANEOHE  BAY,  HAWAII 
ROBERT  JR,  PONTIAC,  MICHIGAN 
ROBERT  LANDON,  SR,  DOVER,  DELAWARE 
ratrtth  RICHARD  J,  CHICAGO,  ILLINOIS 
BATSON  PHILIP  D.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
BATT   JAMES  LEE,  BOISE,  IDAHO 
BATTELLE,  RONALD  A.,  CLAYTON,  MISSOURI 
RATTEN  MICHAEL  ANDREH,  RICHMOND,  VIRGINIA 
BATTERSBY   ROBERT  J.,  HADDON  HEIGHTS,  NEW  JERSEY 
BATTLE,  JOHN  ROBERT,  BUFFALO,  NEW  YORK 
BATTLES,  BENNY  THOMAS,  CONHAY,  ARKANSAS 
BATTS,  ANTHONY  HILLIAM,  LONG  BEACH,  CALIFORNIA 
BATZEL   JEFFREY  ROLLAND,  HEST  ST  PAUL,  MINNESOTA 
BATZORIG,  BILEGT,  ULAANBAATAR,  MONGOLIA 
BAUDESSON,  CHRISTIAN  MARC,  BRUSSELS,  BELGIUM 
BAUDOIN,  CHESTER  C,  FRANKLIN,  LOUIS  ANA 
BAUER,  DEAN  RANDOLPH,  KANKAKEE,  ILLINOIS 
EDWARD  M,  MILWAUKEE,  HISCONSIN 
EDWARD  0.,  JR.,  BATON  ROUGE,  LOUISIANA 
EUGENE,  MORRISTOWN,  NEW  JERSEY 
GARY  EDWIN,  WICHITA,  KANSAS 
LAWRENCE  JOSEPH,  LANSING,  MICHIGAN 
ROBERT  ALLAN,  OAK  PARK,  MICHIGAN 
THOMAS  RAYMOND,  CINCINNATI,  OHIO 
BAUERS,  ROBERT  WILLIAM,  SR,  WEST  TRENTON, 
BAUGH  RICHARD  0.,  VENTURA,  CALIFORNIA 
BAUGHMAN   TIMOTHY  ROBERT,  LAS  CRUCES,  NEH  MEXICO 
BAUM  JERALD  L,  PIERRE,  SOUTH  DAKOTA 
BAUM  LOUIS  D.   JR.,  NORFOLK,  VIRGINIA 
BAUM  SANDRA  KAREN,  VIRGINIA  BEACH  VIRGINIA 
BAUM,  STEVEN  WAYNE,  SAN  ANTONIO,  TEXAS 
BAUMAN   ROBERT  J,  ST.  LOUIS,  MISSOURI 
BAUMANN,  EDHARD  MICHAEL,  PEWAUKEE,  HISCONSIN 
BAUMGART,  WAYNE  CARL,  EUCLID,  OHIO 
BAUMGARTH,  BOBBIE  J,  BALLWIN,  MISSOURI 
BAUN  CECI.LIO  MANALOTO,  LAGUNA,  PHILIPPINES 
raiinf   RONALD  LEE.  BOISE,  IDAHO 
BAUT  STA   FILOMENO  SANCHEZ,  MANILA,  PHILIPPINES 
BAUZA  LUIS  NOEL,  JR,  NEH  YORK,  NEW  YORK 
BAXA  WESLEY  J,  COLUMBUS,  NEBRASKA 
BAXLEY   JOHN  DAVID,  NEVADA  CITY,  CALIFORNIA 
ROBERT  EARL,  TALLAHASSEE,  FLORIDA 
RONALD  ALVIE,  TALLAHASSEE,  FLORIDA 
ELLIS  HILLARD,  GAINESVILLE,  GEORGIA 
LARRY  DALE,  POPLAR  BLUFF,  MISSOURI 
MAXCY  G.,  CHARLESTON  HEIGHTS,  SOUTH  CAROLINA 
RONALD  JAMES,  ANCHORAGE,  ALASKA 
THOMAS  G,  MORRISTOHN,  NEH  JERSEY 


FLORIDA 


BATES, 
BATES, 
BATES, 


BAUER, 
BAUER, 
BAUER, 
BAUER, 
BAUER, 
BAUER, 
BAUER, 


NEW  JERSEY 


BAXLEY, 
BAXLEY, 
BAXTER, 
BAXTER, 
BAXTER, 
BAXTER, 
BAXTER, 


BAYER, 'NORMAN  JACK,  TRUCKEE,  CALIFORNIA 
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99 

118 

52 

157 

190 

95 

111 

91 

182 

179 

106 

115 

160 

138 

159 

174 

181 

189 

170 

101 

154 

170 

154 

104  tt 

150 

89 

100  tt 
116 
108  tt 
134  * 
143 
115 
69  * 
184 
164 
153 
182 
166  tt 
97 

72  tt 
186 
103 
91 
121 
105  tt 
159  tt 
186 
149  # 
165 
140 
95  tt 
105 
49  tt 
61  « 
181 
123  tt 
143 
73  « 
143 
108  * 
194 
123 
134  tt 
171 
136 
123 
172 
95 
126 
128  tt 
185 
91 
77 
165 
116 
154 
194 
183 
91  tt 
99 

53  tt 
121  tt 
189 
198 
189 
114 
108 
192 
196 
140  # 
159 
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133 
104 
169 
130 
75  * 
191 
97  * 


BAYER,  RONALD  EUGENE,  BOULDER  CITY,  NEVADA 
BAYLES.  LARRY  J,  TULSA,  OKLAHOHA 
BAYLIS   JOHN  JOSEPH,  LANSING,  MICHIGAN 
BAYLISS,  ANDREH  E.,  ARLINGTON,  VIRGINIA 
BAYLOR,  ARTHUR  DARROW,  MONTGOMERY,  ALABAMA 
BAYLOR,  DAVID  LAWRENCE,  DOVER,  DELAWARE 
BAYLOR.  JOHNNIE  F,  VICTORIA,  TEXAS      .,...,, 
BAYLOR   KENNETH  L  ,  WALLINGFORD,  PENNSYLVANIA 
BAYNARD,  THOMAS  H. ',  BERHYN,  PENNSYLVANIA 
BAYNE,  ORIEN  JAMES,  INDIO,  CALIFORNIA 
BAYNES,  JAMES  MICHAEL,  CHAPPAQUA  NEW  YORK 
BAZAN,  FRANK  J.,  JUNCTION  CITY,  KANSAS 
BAZAN,  RAMON  G,  HOUSTON,  TEXAS     UCUAn. 
BAZAR,  EDHARD  JOHN,  JR,  LAS  VEGAS,  NEVADA 
BAZZANO,  PAUL  JOHN,  DICKINSON,  NORTH  DAKOTA 
BEACH,  EDHARD  GLYNN,  QUINCY,  FLORIDA 
BEACH  GEORGE  PARKER,  II,  ALBANY,  NEW  YORK 
BEACH,  MICHAEL  DALE,  SMYRNA,  TENNESSEE 
BEACH,  ROBERT  RHUNDLES,  FAIRFAX  VIRGINIA 
BEACH   SEAN  CHARLES,  MINEOLA  NEW  YORK 
BEACH,  HILLIAM  J.,  MINEOLA,  NEW  YORK 
BEACHELL,  WILLIAM  ALLAN,  BELLE  MEAD,  NEW  JERSEY 
BEADLING   STEVEN  HENRY,  HATBORO,  PENNSYLVANIA 
BEAGLES,  MICHAEL  S,  SPRINGFIELD,  ILLINOIS 
BEAIRD,  KENNETH  R,  KEOKUK,  IOWA 

Slfti  ^SEH^WSrROAM^APIDS,  NORTH  CAROLINA 
BEALE   JAMES  R. ,  NEWPORT  NEWS,  VIRGINIA 
BEALL   FRED  C,  FORT  WORTH,  TEXAS 
BEALL   RICHARD  C,  SAN  DIEGO,  CALIFORNIA 
BEAM,  ERWIN  ALFRED,  MILTON  VERMONT 
BEAMAN,  FREDERICK  MARTIN,  GULF  SHORES,  ALABAMA 
HAYNE  D,  MCALLEN,  TEXAS 
RICHARD  NORLAND,  COEURDALENE,  IDAHO 
STEVEN  EUGENE,  NORTH  KANSAS  CITY,  MISSOURI 
,  VERNON  GRANT,  JR;  LOUDOUN  VIRGINIA 
rfam<;   riAVID  HULL   OAK  RIDGE,  TENNESSEE 
BEAN  'BILLY  DALE,  JR   SANTA  BARBARA,  CALIFORNIA 
COLO  HOMER!  JR!  WARTBURG,  TENNESSEE 
HAROLD  L.,  WAUSAU,  HISCONSIN     „,.„._, 
HERBERT  H. ,  JR.,  CONCORD,  NEW  HAMPSHIRE 
KEITH  ALAN,  GALLATIN,  TENNESSEE 
ROGER  D,  MOSES  LAKE,  WASHINGTON 
BEANE   MELTON  E.,  VIRGINIA  BEACH,  VIRGINIA 
BEANEY   DARYELL,  BELFAST,  NORTHERN  IRELAND 
BEARD   BILL  R.,  CRESCENT  CITY,  CALIFORNIA 
'  CArTtSn'rAY,  RUSSELLVRLE  KENTUCKY 

CHARLES  THOMAS,  JR,  COLLIERVILLE,  TENNESSEE 
GLENN  PIERCE,  FORT  GILLEM,  GEORGIA 
HAROLD  RUSSELL,  NASHV RLE,  TENNESSEE 
JACKSON  ALLAN,  II,  SEATTLE,  WASHINGTON 
JAMES  M,  CARMEL,  INDIANA 
LONNIE  A,  SACRAMENTO,  CALIFORNIA 

BE^DSL^^EdKa^'dI^ENID^OKlShOMA 
BEARdIlII:  JOHN  ThSmASCRVECOEUR  MISSOURI 
BEARDSLEY,  RONALD  LEE,  EVERETT,  WASHINGTON 
BEARY.  KEVIN  EUGENE,  ORLANDO,  FLORIDA 
BEARY   RAYMOND  E.,  WINTER  PARK,  FLORIDA 
BEARY   RICHARD  MICHAEL,  LAKE  MARY,  FLORIDA 
BEASLEY.  CLYDE  C. ,  ATHENS,  OHIO 

'  ROBERT  LLOYD,  HOONAH  ALASKA 

RONALD  LEE,  INDIANAPOLIS,  INDIANA 

,  TED  MITCHELL,  MEMPHIS,  TENNESSEE 
BEASLEY   TERRY  WAYNE,  DAUPHIN  ISLAND,  ALABAMA 
BEASLEY;  ThSSaS  BENJAMIN,  RICHMOND  VIRGINIA 
BEASLEY,  WILLIAM  CHARLES,  PLANO,  TEXAS 
BEATON,  JACK  HOWARD,  CALGARY,  CANADA 
RFATRICE   GERALD  R. ,  RIVERDALE,  NEW  JERSEY 
bEaI?  E.'hEnSy  JOSEPH,  NEW  YORK  NEW  YORK 
BEATTY,  MAURUS  WAYNE,  LA  MESA,  CALIFORNIA 
BEATTY,  STEPHEN  ROBERT,  WACO,  TEXAS 
BEATUS,  LOU  P,  AURORA,  ILLINOIS 
BEAUCHAMP,  LARRY  L.,  AUSTIN,  TEXAS 
BEAUCHAMP,  W  JAMES,  JR.  DOVER,  DELAWARE 
BEAUCHINE,  RONALD  L,  EAST  .LANSING,  MICHIGAN 
RFAUDRY   DANNY  WILLIAM,  DUBLIN,  OHIO 

BEAUDRY  ROBERT  WILFRED  PVIu^t^^CAnIdA 
BEAULIEU,  GARY  WAYNE,  ST  CATHARINES,  CANADA 
rfaiitfr   RUTON  E..  OWEGO,  NEW  YORK 
B  AUVAIS   ALBERT  H.,  GUILFORD,  CONNECTICUT 
BEAVE   W  LLIAM  PAUL   LINCOLN,  NEBRASKA 
rfavfr   CLYDE  RAY   ASHEVILLE,  NORTH  CAROLINA 

i  MICHAELAEDWArS,  WHEELING  WEST  VIRGINIA 

bIa^er"  riK  K."^^    r  Ccm  °BKh  Carolina 

BEAVER;  RUTHAE?  HASHINGTON  DISTRICT  OF  COLUMBIA 

B^AVERt  ROYAJD  MERIDEN  °  nSeCTIC^     „ 
B  BEAu! 'GREGORY  SeRNARD  ASHLAND  WISCONSIN 
BECACCIO,  JACK  J,  NEW  YORK,  NEW  YORK 
BECAR,  MICHAEL  NOEL,  BOISE,  IDAHO 
BECERRA,  ANTONIO,  JR.  DEL  RIO.  TEXAS 
BECERRA,  GARY  LYNN,  OMAHA,  NEBRASKA 
RFCHAM   JOHNNIE  V,  FORT  VALLEY,  GEORGIA 
BECHTEL.  SUN  BRUCE,  TINLEY  PARK   ILLINOIS 
BECHTEL   DENNIS  KEITH,  GOSHEN,  INDIANA 
BECHTEL   JOHN  A.,  ROCKVILLE,  MARYLAND 
RFCK  DANIEL  WARREN,  LIMA,  OHIO 
BECK;  GERALD  A.,  OKANOGAn!  WASHINGTON 


BEAMAN, 
BEAMER, 
BEAMER, 
BEAMER, 


BEAN, 
BEAN, 
BEAN, 
BEAN, 
BEAN, 


BEARD, 
BEARD, 
BEARD, 
BEARD, 
BEARD, 
BEARD, 
BEARD, 
BEARD, 


BEASLEY, 
BEASLEY, 
BEASLEY, 
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BECK,  JAMES  G.,  JR  -  BENOIT,  LARRY  BLAISE 


64  * 
120  tt 
132 
157  tt 
163 
138 
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153 
170 
167 

70  tt 
183 
179 
199 
152 
179  tt 
149 
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169 

140  tt 
160 
177  tt 
154 

43  tt 
164 
187 
114 
120 
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193 
122  tt 

109  # 
114 
128 
103  tt 
194 
156 
152 
113 
102  tt 
108  tt 

37  tt 
160 

64  tt 
115  tt 
115  tt 
129  tt 
117 

77  tt 
135 

93 

80  tt 
151 
144 
166 
173 

106  tt 
162 
172 
119 
173 

91 
105  tt 
130 

141  tt 
181 
180 
176 
153 
191 
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151 

96  tt 

93 

84 
182 
161 
126 
149 
197 
175 

107  tt 
164 
193 
184 
167 

110  tt 
123 

61  tt 
125 
116 
135 
123 
198 
166 
113 
182 
103 


BECK, 

BECK, 

BECK, 

BECK, 

BECK, 

BECK, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 

BECKER, 


BECKFORD, 

BECKHAM, 

BECKHAM, 

BECKLEY, 

BECKLEY, 

BECKMAN, 

BECKMAN, 

BECKMAN, 

BECKMAN, 

BECKMAN, 

BECKNELL, 


JAMES  C,  JR,  AUGUSTA,  GEORGIA 
JAMES  RICHARD,  DAYTONA  BEACH,  FLORIDA 
RICHARD  GEORGE,  SIMSBURY,  CONNECTICUT 
ROBERT  ALLEN,  MILLERSVILLE,  MARYLAND 
ROGER  BRIAN,  SAN  JOSE,  CALIFORNIA 
RONNIE  LEE,  KIRKHOOD,  MISSOURI 

DONALD  F.,  SAN  LEANDRO,  CALIFORNIA 
GEORGE  ALBERT,  LOGAN,  UTAH 
HARVEY  MATTHEH,  GOOSE  CREEK,  SOUTH  CAROLINA 
JOHN  JEFFREY,  LINCOLN,  NEBRASKA 
MARGARET  CLARA,  HOODHAY,  TEXAS 
MAURICE  GEORGE,  GRAND  JUNCTION,  COLORADO 
MICHAEL  EDHARD,  MT  MORRIS,  MICHIGAN 
RANDY  LEE,  SR,  ROLLA,  MISSOURI 
RICKY  EDHARD,  SAVANNAH,  GEORGIA 
ROBERT  JOHN,  RICHMOND,  CALIFORNIA 
HILLIAM  FREDERICK,  SAN  DIEGO,  CALIFORNIA 
BECKERMAN,  HILLIAM  DAVID,  MIAMI,  FLORIDA 
BECKERS,  ROBERT  MATTHEH,  GRANDVIEH,  MISSOURI 

GUILLERMO  ALEJANDRO,  BERKELEY,  CALIFORNIA 
EDHIN  MARTIN,  ALEXANDRIA,  LOUISIANA 
RONALD  LEE,  GOLDEN,  COLORADO 
ALAN,  HORCESTER,.  ENGLAND 
MICHAEL  PAUL,  MINEOLA,  NEH  YORK 
BRUCE  OHEN,  LITTLETON,  COLORADO 
DAN  F,  COLUMBIA,  SOUTH  CAROLINA 
GERALD  LEE,  MADEIRA,  OHIO 
STEVEN  RANDALL,  CHINO,  CALIFORNIA 
TERRY  E.,  JR,  QUITMAN,  MISSISSIPPI 
GERALD  HAYNE,  CHICAGO,  ILLINOIS 
BECKNELL,  KENNETH  LEE,  RIALTO,  CALIFORNIA 
BECKSTEAD,  MITCHEL  QUINN,  SALT  LAKE  CITY,  UTAH 
BECKWITH,  KENNETH  OLIVER,  J,  HASHINGTON,  DISTRICT  OF  CO 
BEDDOH,  JOHN  R.,  FOUNTAIN  VALLEY,  CALIFORNIA 
BEDINGFIELD,  HILLARD  D,  LAWRENCEVILLE,  GEORGIA 
BEE,  DONALD  LEROY,  INDIANAPOLIS,  INDIANA 
BEEBE,  JOHN  C,  III,  NEHPORT,  RHODE  ISLAND 
BEEBE,  TIMOTHY  KYLE,  DELMAR,  NEW  YORK 
BEECHER,  RUSSELL  DAVISON,  SOUTH  GATE,  CALIFORNIA 
BEECROFT,  DAVID  RAYMOND,  BELLEVILLE,  ILLINOIS 
BEEDY,  ROBERT  M,  SPRINGFIELD,  OHIO 
BEEK,  CRAIG  M,  DES  MOINES,  IOHA 
BEELER,  HAROLD  H,  JR,  SACRAMENTO,  CALIFORNIA 
JAMES  R.,  GREENEVILLE,  TENNESSEE 
KENNETH  RAY,  ALCOA,  TENNESSEE 
MARION  PAUL,  RAYTOWN,  MISSOURI 
TED  R,  OVERLAND,  MISSOURI 
BEEN,  RUSSEL  H,  CLAYTON,  MISSOURI 
BEENE,  CHARLES  FLOYD,  SAN  FRANCISCO,  CALIFORNIA 
FRANKLIN  DEE,  BAKERSFIELD,  CALIFORNIA 
JOHN  H,  LINDSAY,  CALIFORNIA 
CARL  CLIFFORD,  EASTON,  PENNSYLVANIA 
FRANK  S.,  LEESBURG,  VIRGINIA 
JOHN  M.,  BOISE,  IDAHO 
BEESON,  DONALD  HENRY,  SR,  FORT  HORTH,  TEXAS 
BEETY,  DENNIS  HILLIAM,  MENOMONIE,  WISCONSIN 
BEGIN,  GREGORY  CARL,  LEBANON,  NEH  HAMPSHIRE 
BEGLEY,  KEVIN  JOSEPH,  ODESSA,  TEXAS 
BEHM,  CARL  EUGENE,  MAYVILLE,  NEH  YORK 
BEHM,  MICHAEL  EUGENE,  OMAHA,  NEBRASKA 
BEHNE,  JOEL  RICHARD,  BURLINGTON,  IOHA 
BEHNE,  THEODORE  ARTHUR,  BURLINGTON,  IOHA 
BEHNEN,  ADAM  PATRICK,  FORT  GILLEM,  GEORGIA 
BEHR,  FRITZ  0.,  HELENA,  MONTANA 
BEHREND,  KENNETH  R,  VALDEZ,  ALASKA 
BEHRENS,  LENORA  ELLEN,  MINEOLA,  NEW  YORK 
BEIGHTEL,  WILLIAM  DALE,  TOPEKA,  KANSAS 
BEIJEN,  DIRK  JAN,  SAN  FRANCISCO,  CALIFORNIA 
BEINING,  WILLIAM  AUGUST,  III,  SEASIDE  PARK,  NEH  JERSEY 
BEINKE,  GENE  STORER,  CLINTON,  IOWA 
BEIRNE,  GERARD  JOSEPH,  BROOKLYN,  NEH  YORK 
BEJARANO,  RAUL  DAVID,  SAN  DIEGO,  CALIFORNIA 
BEKY,  DANIEL  JOHN,  KINGSTON,  PENNSYLVANIA 
BELANGER,  JON  CHARLES,  TAYLOR,  MICHIGAN 
BELANGIA,  KENNETH  A.,  VIRGINIA  BEACH,  VIRGINIA 
BELASA,  NARCISO  G. ,  MANILA,  PHILIPPINES 
BELCHER,  DAVID  L.,  GREER,  SOUTH  CAROLINA 
BELCHER,  ERIC  RAY,  HANAU,  FEDERAL  REPUBLIC  OF  GERMANY 
BELCHER,  RANDALL  DEAN,  DULUTH,  GEORGIA 
BELCHER,  STEVEN  RAY,  SANTA  CRUZ,  CALIFORNIA 
BELCHER,  TIMOTHY  DEWEY,  MANASSAS,  VIRGINIA 
BELFIORE,  ROBERT  HENRY,  JERSEY  CITY,  NEH  JERSEY 
BELFIORE,  SAMUEL  LOUIS,  JR,  LAKE  MARY,  FLORIDA 
BELGARD,  RAY,  WATSONVILLE,  CALIFORNIA 
BELIVEAU,  RONALD  GEORGE,  WILTON,  CONNECTICUT 
BELK,  KEVIN  RICKY,  GRAND  RAPIDS,  MICHIGAN 
BELL-THOMSON,  JENNIFER  SUSAN,  PLANTATION  KEY,  FLORIDA 
BELL,  DARRELL  JAMES,  BILLINGS,  MONTANA 

DAVID  R,  HEST  CALDHELL,  NEH  JERSEY 
DOUGLAS  LEE,  FLANDERS,  NEH  JERSEY 
EDHARD  J.,  PHILADELPHIA,  PENNSYLVANIA 
FELIX  AMOS,  JR,  PENSACOLA,  FLORIDA 
FRANCIS  M,  JR,  PARK  CITY,  UTAH 
GARY  RAY,  FORT  PAYNE,  ALABAMA 
HENRY  JOSEPH,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JACK  ALAN,  OLEAN,  NEH  YORK 
JAMES  E,  SALT  LAKE  CITY,  UTAH 
BELL,  JAMES  N.,  HEST  CHESTER,  PENNSYLVANIA 
BELL,  JAMES  R,  LEHISTOWN,  PENNSYLVANIA 
JIMMY  L,  WEST  MEMPHIS,  ARKANSAS 
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BEELER, 
BEELER, 
BEELER, 
BEELER, 


BEENE, 
BEENE, 
BEERS, 
BEERS, 
BEERY, 


BELL, 
BELL, 
BELL, 
BELL, 
BELL, 
BELL, 
BELL, 
BELL, 
BELL, 


tt   BELL, 


98  tt 

98 
150 
121 
115 
171 
129 
109  tt 
160 

61  * 

80  tt 
113 
107  tt 

49  tt 

64  tt 
191 
169 

93  tt 

91 
114  tt 

68 

61  ♦ 
192 
171 

91  tt 
177 
124  tt 
169 
156 
100  tt 
177 

87  tt 
198 
126 
128 
146  * 

144  tt 
111 

145  tt 
123 
152 
185 
148 
118 
109  tt 
113 
163 
166 
102  tt 

68  tt 
195 

90  tt 
113  tt 
190 
123 

90  tt 
120 
116  * 
134 
155 

46  * 
171 
183 
179 
185 
156 

99  tt 
134 
132 
139 
143 
134 
172 
176 

75  tt 
154 
188 
162  tt 

93  tt 
180 
157 

91  tt 
178 
128 
145 

50  tt 
144 
138  # 
126 
178 
152 

42  tt 

99  tt 

96 
134 
111  tt 
174  tt 
162 
147 
171 


BELL,  OTIS  B.,  CORPUS  CHRISTI,  TEXAS 

BELL,  RALPH  H,  COLLEGE  PARK,  MARYLAND 

BELL,  RICHARD  WESLEY,  JR,  AUGUSTA,  GEORGIA 

BELL,  RONALD  DEE,  BIRMINGHAM,  ALABAMA 

BELL,  ROY  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BELL,  ROY  LEE,  HURST,  TEXAS 

BELL,  THOMAS  GEORGE,  HARRISBURG,  PENNSYLVANIA 

BELL,  THOMAS  M. ,  MOORESTOWN,  NEW  JERSEY 

BELL,  TIMOTHY  JON,  STILLWATER,  MINNESOTA 

BELL,  W.  LLOYD,  LAS  VEGAS,  NEVADA 

BELL,  WILLIAM  L,  SALEM,  OREGON 

BELL,  HILLIAM  L.,  LEE'S  SUMMIT,  MISSOURI 

BELLAIRE,  ROBERT  J,  NORTHVILLE,  MICHIGAN 

BELLAMY,  HOYT  C,  MYRTLE  BEACH,  SOUTH  CAROLINA 

BELLAMY,  MERLIN  L,  NORTH  MYRTLE  BEACH,  SOUTH  CAROLINA 

BELLAMY,  TOMMIE  ONEAL,  BURLINGTON,  NEH  JERSEY 

BELLEH,  GERALD  PHILIP,  PEABODY,  MASSACHUSETTS 

BELLEH,  M.  DONALD,  PARAMUS,  NEW  JERSEY 

BELLHY,  THOMAS  J.,  HASHINGTON,  PENNSYLVANIA 

BELLIS,  CARL  L,  VICTORIA,  TEXAS 

BELLOCCHIO,  PAUL  LOUIS,  SOMERVILLE,  NEW  JERSEY 

BELLON,  CHARLES  R.,  KETCHIKAN,  ALASKA 

BELLOWS,  DAVID  DOLAN,  LAKEVILLE,  MINNESOTA 

BELMONT,  RANDAL  JAMES,  ALFRED,  NEW  YORK 

BELMONT,  ROBERT  U. ,  STOCKTON,  CALIFORNIA 

BELOTE,  IRVIN  HAROLD,  JR,  JASPER,  FLORIDA 

BELTER,  OTTO,  JR,  ROCKFORD,  ILLINOIS 

BELTON,  ZACKARY  NEAL,  DALLAS,  TEXAS 

BELTRANENA,  MICHAEL  ANGEL,  NEW  BRUNSWICK,  NEW  JERSEY 

BELVIN,  MICHAEL  T,  AUSTIN,  TEXAS 

BENADA,  DAVID  WILLIAM,  LAKE  CHARLES,  LOUISIANA 

BENADOM,  HAROLD  L.,  MONTEREY,  CALIFORNIA 

BENARD,  STEPHEN  PATRICK,  SR,  RUTLAND,  VERMONT 

BENAVIDES  FLORES,  JUAN,  MONTERREY,  MEXICO 

BENAVIDEZ,  EDHARD,  GALVESTON,  TEXAS 

BENAVIDEZ,  RICKIE,  LAKE  JACKSON,  TEXAS 

BENBOH,  JOHN  LOREN,  SACRAMENTO,  CALIFORNIA 

BENCARDINO,  LOUIS  A,  SEHARD,  ALASKA 

BENDEKOVIC,  JOSEPH  THOMAS,  PLANTATION,  FLORIDA 

BENDER,  GABRIELE  EVELYN,  SACRAMENTO,  CALIFORNIA 

BENDER,  MARTIN  AMON,  FORT  WAYNE,  INDIANA 

BENDERNAGEL,  THOMAS  EUGENE,  NEH  CANAAN,  CONNECTICUT 

BENEDETTO,  FRANK  M,  HACKENSACK,  NEH  JERSEY 

BENEDETTO,  LAHRENCE  PETER,  FRANKLIN,  MASSACHUSETTS 

BENEDICT,  JAMES  L.,  LANCASTER  CITY,  PENNSYLVANIA 

BENEFIELD,  ALAN  A,  MONTGOMERY,  ALABAMA 

BENEFIELD,  DAVID  BRUCE,  SATSUMA,  ALABAMA 

BENEUX,  PHILIPPE  MARIE,  BRUSSELS,  BELGIUM 

BENEVEDES,  RAYMOND  R,  LAKEPORT,  CALIFORNIA 

BENFER,  ROBERT  A.,  SR.,  SAN  ANTONIO,  TEXAS 

BENGTSON,  DENNIS  ROGER,  MASON  CITY,  IOHA 

BENHAM,  THOMAS  F,  RENO,  NEVADA 

BENINCASA,  VINCENT  F,  CONCORD,  NEH  HAMPSHIRE 

BENITZ,  HESLEY  EUGENE,  LEE'S  SUMMIT,  MISSOURI 

BENJAMIN,  IRVIN  FRANCIS,  BINGHAMTON,  NEW  YORK 

BENJAMIN,  LIONEL  J.,  NORTH  SCITUATE,  RHODE  ISLAND 

BENJAMIN,  LONNIE  LEE,  MONTGOMERY,  ALABAMA 

BENNEFIELD,  MELVIN  D,  TROY,  ALABAMA 

BENNEHOFF,  EVAN  RUSSELL,  SR,  MASON,  MICHIGAN 

BENNETT,  BARRY  JOHN,  HOBART,  AUSTRALIA 

BENNETT,  BEN  A.,  ROBSTOWN,  TEXAS 

BENNETT,  BLAINE  JOSEPH,  JR,  ESCONDIDO,  CALIFORNIA 

BENNETT,  BRADLEY  JOHN,  FOLEY,  MINNESOTA 

BENNETT,  BRADLEY  ROSS,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

BENNETT,  CARL  LEVESTON,  JR,  TALLAHASSEE,  FLORIDA 

BENNETT,  CHARLES  GLEN,  LARAMIE,  HYOMING 

BENNETT,  CHARLES  S.,  SALEM,  OREGON 

BENNETT,  CHARLES  HILFRED,  J,  LYNCHBURG,  VIRGINIA 

BENNETT,  DAVID  LAURENCE,  PHOENIX,  ARIZONA 

BENNETT,  DEBORAH  JANE,  FRESNO,  CALIFORNIA 

BENNETT,  DONALD  EUGENE,  SOUTH  CHARLESTON,  HEST  VIRGINIA 

BENNETT,  DONALD  EUGENE,  PLAINFIELD,  ILLINOIS 

BENNETT,  DONALD  LYNN,  SPRINGFIELD,  TENNESSEE 

BENNETT,  ERIC  ALAN,  WINNETKA,  ILLINOIS 

BENNETT,  GALEN  ELDEN,  TOPEKA,  KANSAS 

BENNETT,  JAMES  FRANCIS,  JR,  OSWEGO,  ILLINOIS 

BENNETT,  JOHN  J,  BROOMALL,  PENNSYLVANIA 

BENNETT,  JUDITH  MITCHELL,  MIAMI,  FLORIDA 

BENNETT,  KEITH  Y,  HAYWARD,  CALIFORNIA 

BENNETT,  KENNETH  GEORGE,  EAST  LANSING,  MICHIGAN 

BENNETT,  MARK  EDHARD,  BAKER,  OREGON 

BENNETT,  MAXHELL  T,  AUBURN,  CALIFORNIA 

BENNETT,  MICHAEL  DALE,  ALTUS,  OKLAHOMA 

BENNETT,  RICHARD  HENRY,  MARTINEZ,  CALIFORNIA 

BENNETT,  ROBERT  ALLEN,  PROVIDENCE,  RHODE  ISLAND 

BENNETT,  ROBERT  LEE,  INDIANAPOLIS,  INDIANA 

BENNETT,  ROGER  QUENTIN,  JACKSONVILLE  BEACH,  FLORIDA 

BENNETT,  RONALD  LEE,  CHAMPAIGN,  ILLINOIS 

BENNETT,  RONNIE  LEE,  VALDOSTA,  GEORGIA 

BENNETT,  STANLEY  BRERETON,  FONTANA,  CALIFORNIA 

BENNETT,  HAYNE  VERNON,  BRUNSWICK,  GEORGIA 

BENNETT,  WAYNE  WILSON,  BOULDER  CITY,  NEVADA 

BENNETT,  HILLIAM  E,  JACKSON,  MISSISSIPPI 

BENNETT,  WILLIAM  R.,  TORONTO,  CANADA 

BENNICK,  GREGORY  ALAN,  GILLETTE,  WYOMING 

BENNINGFIELD,  ELDRIDGE  W. ,  TYLER,  TEXAS 

BENNINGTON,  WILLIAM  HOWARD,  PORTLAND,  OREGON 

BENNIS,  JOSEPH  CORR,  MONTGOMERYVILLE,  PENNSYLVANIA 

BENOIT,  JOHN  JOSEPH,  BAKERSFIELD,  CALIFORNIA 

BENOIT,  LARRY  BLAISE,  THIBODAUX,  LOUISIANA 


BENORE,  RONALD  JAMES  -  BIDDLE,  ROBERT  HOODALL 


126 
102 
122 

126  * 
146 
153  < 
180 
192 

10  * 
159 
151  / 
167 
173 

127  ) 
183 
188 

71  i 
65  I 
156 
140 
113 
82 
186 
129 
194 
137 
173 
177 
43 
185 
178 
190 
104 
192 
178 
85 
79 
180 
192 
98 
173 
115 
130 
15 
162 
137 
135 
80 
48 
146 
186 
167 
132 
115 
110 
132 
150 
107 
175 
28 
116 
82 
126 
14 
189 
148 
132 
103 
173 
192 
159 
137 
145 
152 
90 
153 
120 
113 
176 
136 
193 
156 
196 
159 
164 
160 
129 
48 
170 
125 
82 
135 
175 
120 
165 
171 
139 
129 
155 
189 


BENORE,  RONALD  JAMES.  MONROE,  MICHIGAN 
BENSMILLER.  ALFRED  R.,  DETROIT,  MICHIGAN 
RFNSON   BRUCE  LEE,  EAST  LANSING,  MICHIGAN 

'  CLARK  DAVID,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  LEONARD,  MIDDLESEX,  NEH  JERSEY 
LELAND  DALE.  SUTHERLIN,  OREGON 
B  NSON'  HARCUS  TEEr!  HILMINGTON.  NORTH  CAROLINA 
RFNSON   RICHARD  LEON,  PHOENIX,  ARIZONA 
BENSON'  ROBERT  J.,  R  DGEFIELD  PARK,  NEW  JERSEY 
BENT   JOHN  HESLEY,  II,  INDIANAPOLIS,  INDIANA 
BENTHALL,  JOHN  DAVID,  FLINT,  MICHIGAN 

GARY  CARL,  EDEN,  NORTH  CAROLINA 
JIMMY  LLOYD,  JR,  LAHRENCEBURG,  TENNESSEE 
JOHN  RICHARD,  YERINGTON,  NEVADA 
JOHN  ROGER,  II,  LAKEHOOD,  NEH  YORK 
LAHRENCE  EUGENE,  BAKERSFIELD,  CALIFORNIA 
PAUL  L. ,  DALLAS,  TEXAS 
ROBERT  DAVID,  CAMDEN,  ARKANSAS 
,  RUSSEL  ALLAN,  CLINTON,  IOHA 
BENTON.  COLON  FRANKLIN,  TALLAHASSEE,  FLORIDA 
RFNTON   DANIEL  H,  TOHSON,  MARYLAND 

'  P   THOMAS,  CHERRY  POINT,  NORTH  CAROLINA 
RONNIE  HOWARD,  MIDLAND,  TEXAS 
THOMAS  HARLIN,  JR,  ST.  CHARLES,  MISSOURI 
ROBERT  MICHAEL,  WARWICK,  RHODE  ISLAND 
AUGUST,  JR,  BILLINGS,  MONTANA 


BENSON, 
BENSON, 
BENSON, 


BENTHIN, 
BENTLEY, 
BENTLEY, 
BENTLEY, 
BENTLEY, 
BENTLEY, 
BENTLEY, 
BENTLEY, 


1  BENTON, 
BENTON, 
BENTON, 
BENTSEN 
BENT  Z 

BENTz'  DAVID  EUGENE,  STOCKTON,  CALIFORNIA 
BENTZEL   MARK  LESTER,  DOVER,  PENNSYLVANIA 
tt   BENTZEN   FRANK  D.,  VISALIA,  CALIFORNIA 

BENYO  MICHAEL  ALAN,  POTTSTOWN,  PENNSYLVANIA 
BENZIGER,  ROBIN  HOUSER,  ALBANY,  NEH  YORK 
BENZO,  PASQUALE  COSMO,  UTICA,  NEW  YORK 
tt   BEPLER  THOMAS  B.,  CINCINNATI,  OHIO 

BEOUETTE   STEPHEN  LOUIS,  EVANSVILLE   INDIANA 
BERA  DOUGLAS  EDWARD,  HOODLAND,  CALIFORNIA 
a   RFRATT";   LOUIS.  MUNSTER,  INDIANA 
#  B  RBERICk'°ROBERT  F,  WAPPINGERSF ALLS   NEW  ^ 
BERCIER,  DENNIS  ZACHARY,  BRANDON,  CANADA 
BERDNIK   RICHARD  HENRY  CLIFTON,  NEH  JERSEY 
BERENSEN,  CARLYLE  C,  SALT  LAKE  CITY,  UTAH 
BERES,  PAUL  MARTIN,  SEYMOUR,  CONNECTICUT 
BERG   ARLAN  C,  KINGMAN,  ARIZONA 
BERG,  GREGORY  RUDOLPH,  LOS  ANGELES,  CALIFORNIA 
tt   BERG  JAMES  C,  DETROIT,  MICHIGAN 

BERG;  KENNETH  EDWIN,  EAU  CLAIRE,  HISCONSIN 
BERG  MICHAEL  JOSEPH,  NAPA,  CALIFORNIA 
BERG!  ROBERT  JAMES,  GRAND  RAPIDS,  MICHIGAN 
tt   BERGAN,  DUANE  S,  GRAND  FORKS,  NORTH  DAKOTA 
tt   BERGAN,  EDWARD  L.,  SOUTH  BEND,  INDIANA 
BERGER  DARRYL  N,  NEH  YORK,  NEH  YORK 
BERGER   SCOTT  DONALD,  HORTHINGTON,  MINNESOTA 
RFRCFR   VONDA  LEE.  QUANTICO,  VIRGINIA 

BERGER!  WRLI AM  BENEDICT,  SR,  NORTH  MIAMI  BEACH,  FLORID 
BERGERON,  MICHAEL  H,  ST  JOHNSBURY   VERMONT 
tt   BERGERON,  RAYMOND  H,  NEH  ORLEANS,  LOUISIANA 
RFRGEVIN   LEE  HILSON,  RENO,  NEVADA 
IeRGH;  CHARLES  FRANcis,  JR,  COEUR  D  ALENE   IDAHO 
tt   BERGLAN,  DENNIS  L,  OKLAHOMA  CITY,  OKLAHOMA 

BERGLUND,  DANIEL  LEE,  SAN  DIEGO,  CALIFORNIA 
tt   BERGLUND,  HARRY,  MINNEAPOLIS,  MINNESOTA 
tt   BERGMAN.  CARL  D.  ,  EVERGREEN  PARK,  ILLINOIS 
BERGMAN   ROY  R.,  JEFFERSON  CITY,  MISSOURI 
BERGMANN,  RONALD  WILLIAM,  LOS  ANGELES,  CALIFORNIA 
*  RFRGON   FRANK  A..  FRESNO,  CALIFORNIA 

BERGSMA,  KENNETH ' ARTHUR,  MOUNT  VERNON,  HASHINGTON 
RFRKE   DONALD  HESLEY,  DEKALB,  ILLINOIS 
tt   BRKHEISER   ROBERT  FRANK,  BRANT  BEACH,  NEH  JERSEY 
BERKLEY,  GARLAND  LEE,  MADERA,  CALIFORNIA 
BERKOH,  MICHAEL,  ROCHESTER,  NEH  YORK 
BERKUTA,  NICHOLAS  III,  DOHNEY,  CALIFORNIA 
BFRLIERE   YVES  ANGELO,  CHARLEROI ,  BELGIUM 
BERLIN  CARL  EUGENE,  JR,  HUNTINGTON,  HEST  VIRGINIA 

Berlin!  reinhard  karl,  meckenheim,  federal  republic  of 
berlioz-curlet,  jacques,  la  r0chelle,  france 

BERMAN,  CHARLES  S,  ATLANTA,  GEORGIA 
BERMAN,  RICHARD  DAVID,  PLAINFIELD,  NEW  JERSEY 
BERMAN   RONALD  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
BERMINGHAM,  PATRICK  L.,  THIN  FALLS,  IDAHO i 
BERMUDEZ,  WILKE  PEDRO,  JERSEY  CITY,  NEW  JERSEY 
BERNAL-CAVERO,  JULIO  GUSTAVO,  LIMA   PERU 
BERNAL,  JESUS  ANGEL,  MILL  VALLEY,  CALIFORNIA 
BERNAL   RICARDO  ORIBE,  MONTEVIDEO,  URUGUAY 
BERNAL,  TOMMY  FELEMON,  FAIRFAX,  VIRGINIA 
BERNALL   DONALD  HOHARD,  LIBBY,  MONTANA 
BERNARD  CHRISTINE  MARIE,  BOSTON,  MASSACHUSETTS 
BERNARD,  COSMOS  CLAUDIUS,  ST  GEORGES,  GRENADA 
JACQUES  LEO,  CUMBERLAND,  CANADA 
JOHN  R,  THIBODAUX,  LOUISIANA 
,  JULIAN  ERIC,  CASTRIES,  ST.  LUCIA 
BERNARD   STEVAN  JOSEPH,  SIOUX  CITY,  IOHA 
BERNARD,  HALTER  J.,  CHICAGO,  ILLINOIS 
BERNETHY,  JIM  F,  VERNON,  TEXAS 
BERNHAM,  ROBERT  ROSS,  HOLBROOK,  ARIZONA 
BERNHARD,  LOTHAR  ARTHUR,  RICHMOND,  VIRGINIA 
BERNHARDT,  HARRY,  BEREA,  OHIO 
B  RNHJELM   HILLIAM  CHARLES,  EDINA,  MINNESOTA 
B  RNIER,  RONALD  HALTER,  FORT  MEADE,  MARYLAND 
BERNSTE  N,  BURTON  MAURICE,  ARCADIA,  CALIFORNIA 
BERNSTEIN   JOSEPH  SAMUEL,  EXETER,  NEW  HAMPSHIRE 
BERO,  NEIL  ARTHUR,  RICHMOND,  VIRGINIA 
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BERNARD, 
BERNARD, 
BERNARD, 


139 
90 
123 
182 
183 
109  It 
65  tt 
177 
154  * 
190 
138  tt 
157 
94  * 
127 
136 
145 
114 
151  * 
133 
152 
176 
139 
123 
181 
139 
182 
105  tt 
131  tt 
134 
129 
95 

44  * 
172 
122  U 
73  tt 
100  tt 
193 
144 
144 
188 
195 
175 
117 
176  t 
106  * 
185 
140 
100  I 
164 
190 
185 
120 
80  i 
141 
83  i 
169 
198 
133 
163 
127 
76 
142 
194 
80 
66 
111 
125 
155 
186 
180 
91  tt 
173 
195 
78  tt 
137 
118  It 
152 
149 
118 
64 
129 
145 
93  tt 
132 
87  * 
33  tt 
188 
95  # 
71  * 
170 
158 
160 
181 
186 
92  tt 
135  # 
179 
185 
90 
167  tt 


BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 


BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 
BERRY, 


BERRETH,  BRUCE  WILLIS,  COLUMBUS,  GEORGIA 

BERRIDGE,  GORDON  F,  NORTH  READING  MASSACHUSETTS 

BERRIGAN  CORNELIUS  NICHOLAS,  BELLEVILLE,  NEW  JERSEY 

BERRIGAN,  WILLIAM  MICHAEL,  HILLSBORO,  OREGON 

BERR  OS  PABON,  LEANDRO  A,  SAN  JUAN  PUERTO  RICO 

BERROA  CONTRERAS,  ELEODORO,  SANTO  DOMINGO,  DOMINICAN  RE 

BERRY,  ALDEN  RICHARD,  HIALEAH,  FLORIDA 

BERRY,  ALMA  PATRICIA,  BIRMINGHAM,  ALABAMA 

BERRY   ALVIN  EDWARD,  JR,  JACKSON,  MISSISSIPPI 

BERRY,  AMY  JEAN,  SOUTH  PORTLAND,  MAINE 

BERRY,  ANTHONY  CARL,  PEORIA,  ILLINOIS 

CALVIN  SCOTT,  YUBA  CITY,  CALIFORNIA 
CHARLES  E.,  SALIDA,  COLORADO 
EDMUND  FRANKLIN,  FORT  RILEY,  KANSAS 
ERNEST,  HOODHAVEN,  MICHIGAN 
EUGENE  GERARD,  HANSON,  MASSACHUSETTS 
GENE  N.,  JR.,  OCEANSIDE,  CALIFORNIA 
GEORGE  PATRICK,  SOUTH  PORTLAND,  MAINE 
GLENN  CARRELL,  WOODINVILE,  WASHINGTON 
,  JAMES  NATHAN,  ABILENE,  TEXAS 
BERRY,  JOSEPH  MICHAEL,  CHICAGO,  ILLINOIS 
BERRY,  KENNETH  WAYNE,  HOUSTON,  TEXAS 

MAJOR  TALLY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
MICHAEL  DAVID,  FORT  BLISS,  TEXAS 
MICHAEL  FREDERICK,  ELMIRA,  NEW  YORK 
ONDRA  LAMON,  RENO,  NEVADA 
PETER  T,  FORT  BELVOIR,  VIRGINIA 
RICHARD  ARMISTEAD,  SHREVEPORT,  LOUISIANA 
ROBERT  LEE,  BIRMINGHAM,  ALABAMA 
RONALD  ASHTON,  CLIFTON  HEIGHTS,  PENNSYLVANIA 
ULYSSES  G.,  LEXINGTON,  KENTUCKY 
VARREECE,  PASADENA,  TEXAS       irAm|tl 
HILLIAM  BUD,  JR,  SACRAMENTO,  CALIFORNIA 
BERRYHILL,  THOMAS  REA,  MILESBURG,  PENNSYLVANIA 
BERRYMAN,  JOHN  H,  NEH  YORK,  NEW  YORK 
BERRYMAN,  ROBERT  L,  RICHMOND,  VIRGINIA 
BERRYMAN,  RONALD  LEE,  GRANBURY,  TEXAS 
BERSUDER,  RICHARD  JAMES,  CHALMETTE,  LOUISIANA 
BERTEE,  ROBERT  JAMES,  EAST  LANSING,  MICHIGAN 
BERTHA  MICHAEL  JOSEPH,  GARDEN  CITY  MICHIGAN 
BERTHELOT.  TED  LOUIS,  ADDIS,  LOUISIANA 
BERTHELSEN   JAY  MARTIN,  DANVILLE,  PENNSYLVANIA 
BERTHOLF   LARRY  EUGENE  PORT  ORCHARD,  WASHINGTON 
BERTISON  ALAN  JOSEPH,  CORAL  SPRINGS,  FLORIDA 
RFRTIING  MICHAEL  G. ,  HAMBURG,  FEDERAL  REPUBLIC  OF  GERM 
BERTOLAMI,  RICHARD  PAUL,  CONCORD  NEW  HAMPSHIRE 
BERTRAM,  JAMES  EDWARD,  HUDSON,  NEW  YORK 
BERTRAND,  ROBERT  M,  GREEN  BAY,  HISCONSIN 
BERTRAND,  WILLIAM  GERALD,  LANTANA,  FLORIDA 
BERTUCCELLI,  LARRY  JOSEPH,  MOUNTAIN  VIEW,  CALIFORNIA 
BERTULLI,  ALLEN  HAYNE,  MILFORD,  MASSACHUSETTS 
BERVID,  LOUIS  JOSEPH,  JR,  GENESEp,  ILLINOIS 
rf<;an<;on  CLAYTON  J.  ROYAL  OAK,  MICHIGAN 
BESELeT'paGl  RICHARD,  JR,  JACKSONVILLE,  FLORIDA 
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BLAZEJEHSKI,  CARL,  MINEOLA,  NEH  YORK 
BLECHA  ROBERT  E,  TOPEKA,  KANSAS 
BLECK  WILLIAM  RICHARD,  CAMDENTON,  MISSOURI 
ri  Fn<;nF  I  ARRY  LEE.  MIDLAND,  TEXAS 
BLEdIoe'  MARTIN  JOSEPH,  FARMINGTON  HILLS,  MICHIGAN 
BLESIO,  DONALD  J,  YAKIMA,  WASHINGTON 
BLESSING  R  EDHARD,  EASTON,  MARYLAND 
RlFSS  NGER  PHILIP  THOMAS,  MINEOLA,  NEW  YORK 
BLEVIN   ROBERT  EUGENE,  JR  OCEAN  CITY,  NEW  JERSEY 
BLEvltis,  ELMER  LEE,  JR,  EL  CERRITO,  CALIFORNIA 
BLEVINS   JERRY  LEE,  TOWSON,  MARYLAND 
BLEV  NS   JOHN  0.,  MARYSVILLE,  CALIFORNIA 
BLEHITT   JOSEPH  K,  LAFAYETTE  HILL,  PENNSYLVANIA 
BLEYLE  WILLIAM  ROBERT,  MANLIUS,  NEW  YORK 
Rl ISS   LYLE  R    JANESviLLE,  WISCONSIN 
BLHCH  MICHAEL  BUCHANAN,  NEWPORT  BEACH,  CALIFORNIA 

BLOCK,  H.  R.,  AUSTIN,  TEXAS     

BLOCK  THEODORE  PUTMAN,  DENVER,  COLORADO 
ri nrKFR  MIKEL  R   FAYETTEVILLE,  ARKANSAS 
BLOCKER',  TYREE  CORNELIUS,  LANCASTER   PENNSYLVANIA 
BLOECHL  DONALD  DUANE,  OSHKOSH,  WISCONSIN 
BLOEDOW  LYNUS  LELAND,  MINNEAPOLIS,  MINNESOTA 
BLOM,  RICHARD  MICHAEL,  MIAMI,  FLORIDA 
BLOME,  DENNIS  H,  CEDAR  RAPIDS,  IOWA 
BLOMGREN  LEIF  T.,  STOCKHOLM,  SWEDEN 
i  BLOMQUIST,  ROBERT  IVAR,  DANBURY,  CONNECTICUT 
I  BLOMSETH,  GLENN  M,  ANTIOCH,  CALIFORNIA 
BLOOMSTER,  NICK  PAUL,  RENO,  NEVADA 
RIOUCH  CLEVE  RUSSELL,  PHOENIX,  ARIZONA 
BLOUGH,  DAVID  EDHARD,  JR,  SARASOTA,  FLORIDA 
RIOUGH  JERRY  ALAN,  SUNRISE,  FLORIDA 
I  BLOUIn!  GODFREY  L.!  NEH  BEDFORD,  MASSACHUSETTS 
1   BLOH,  GEORGE  S.,  WINNIPEG,  CANADA 
BLOW   JACK  B,  TOPEKA,  KANSAS 
BLOXOM  MICHAEL  EDWARD,  ANNAPOLIS,  MARYLAND 
Rin7TS   IOSEPH  NEW  YORK,  NEW  YORK 
BlSI  IaRTH?  ALFRED  VIRGIL,  FORT  YATES,  NORTH  DAKOTA 

*  BLUE   EDHARD  L.,  GULFPORT,  MISSISSIPPI 
BLUE   MELBOURNE  JOSEPH,  EASTON,  MARYLAND 

*  BLUEHOUSE,  PHILMER,  FORT  DEFIANCE,  ARIZONA 
tt   BLUFORD,  JOHN  R,  MARYVILLE,  TENNESSEE 

*  BLUME,  RICHARD  H.,  LEAHOOD,  KANSAS 
BOAL,  JOHN  MICHAEL,  BARBERTON,  OHIO 
BOARDMAN,  RICHARD  JOSEPH,  BERNARDSVILLE,  NEH  JERSEY 
BOATNER,  DENNIS  LEE,  REDDING,  CALIFORNIA 
BOATRIGHT,  BASEL  BUTLER,  III,  NEW  BRAUNFELS,  TEXAS 

tt   BOATHRIGHT,  ALVA  EDHIN,  JR,  CLIFTON,  TENNESSEE 

*  ROATHR  GHT   GEORGE  E.,  MUSCLE  SHOALS,  ALABAMA 
BOATHrIgHT;  JoSn  KINLEY,  FORT  JACKSON,  SOUTH  CAROLINA 
SOBER,  JOSEPH  CHARLES,  NEHARK,  NEW  JERSEY 
BOBER,  ROBERT  S.,  ALBANY,  NEW  YORK 
80B0WSKI,  JAMES  EDWARD,  HAMMOND,  INDIANA 
BOCCONE   JOHN  COSMO,  NEW  YORK,  NEH  YORK 
BOCCUZZI,  ARTHUR  FRANCIS,  J,  STAMFORD,  CONNECTICUT 
BOCK,  THOMAS  NELSON,  ENGLEHOOD,  COLORADO 
BOCKA,  PAUL  EUGENE,  GREECE,  NEW  YORK 
BOCKELMANN,  JOHN  F,  HURLEY,  NEH  YORK 
BOCKHAUS  KENT  LEE   BOSSIER  CITY,  LOUISIANA 
BOCKHORn!  JOHN  E.,  FRANKLIN  LAKES,  NEH  JERSEY 
BOCOCK,  DAVIE  L.,  STAUNTON,  VIRGINIA 
BODOY,  CHARLES,  SR,  CLEVELAND,  OHIO 

tt   BODE,  HARRY  T,  III,  CINCINNATI,  OHIO 

BODEN,  HARRY  GREGORY,  CLOVIS,  ARIZONA 

RnnFN   RICHARD  K   RIVERHEAD,  NEH  YORK 

BOD ETTE   ROBERT  WILLIAM,  WISCONSIN  RAPIDS  WISCONSIN 

BODGE   STEVEN  ALTON,  PARKERSBURG,  WEST  VIRGINIA 

BODI,  THOMAS  EDWIN,  MAUMEE,  OHIO 

BODMER,  RONALD  RAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BODRERO,  D  DOUGLAS,  SALT  LAKE  CITY,  UTAH 

ROFCK   JAMES  KARL,  SEGUIN,  TEXAS 
tt   BOEDEKER  CLARENCE  J.,  FLORISSANT,  MISSOURI 
I   BO  HLERt!  RAYMOND  C.'sUN  PRAIRIE  WISCONSIN 

BOEHH  THEODORE  PAUL,  COLUMBIA,  MISSOURI 

BOEHNKE,  DEVON  HENRY,  HHARTON,  TEXAS 
tt   BOEKA  DENZIL  L.,  GOLDEN,  COLORADO 

BOEKER,  GILBERT  J.,  OAK  PARK,  ILLINOIS 

BOELZ   ARTHUR  HILLARD,  FOLEY,  MINNESOTA 

BOERD  NG,  ROBERT  ANTHONY,  ST.  CHARLES,  MISSOURI 

BOESE   BILLY  DEAN,  PONCA  CITY,  OKLAHOMA 

BOGAN  GERTRUDE,  BEL-RIDGE,  MISSOURI 

BOGART,  LARRY  L,  STANTON,  MICHIGAN 
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116 
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139 
156 
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52  tt 
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113  * 
116 
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189 
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158 

87  tt 
194 
141 
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133 
119  tt 
89  # 
142 
163 
179 
197 
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159 
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136 
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142 
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139 
105 
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153 
194 
150 
183 
109 


BOGDON,  CARL  MARK,  MILFORD,  DELAWARE 

BOGGAN,  JOHN  EDGAR,  MEMPHIS,  TENNESSEE         rnlllMRtA 

BOGGS,  CAROLYN  LOUISE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BOGGS   JAMES  SHADDIX,  MONTGOMERY,  ALABAMA 

BOGGS,  JIM,  LOUISVILLE,  KENTUCKY 

BOGGS,  LARRY  ALLEN,  RITTMAN  OHIO 

BOGGS  MARC  DANIEL,  MADISONVILLE,  KENTUCKY 

BOGGS   ROBERT  VAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BOGUE,  HILLIAM  EUGENE,  ELKO,  NEVADA 

BOGUSEVIC,  JANICE  CAROL,  PEORIA   ILLINOIS 

BOHANNON,  ROBERT  STANLEY,  LITTLE  ROCK,  ARKANSAS 

BOHARDT,  PAUL  H,  MIAMI,  FLORIDA 

BOHLMAN  DAVID  JOHN,  JUPITER,  FLORIDA 

BOHN   SCOTT  LLOYD,  WEST  CHESTER,  PENNSYLVANIA 

RnHNFRT   DONALD  L   ST.  LOUIS,  MISSOURI 

OHREr!*K?SNCARLTON;  MARTINSBURG,  HEST  VIRGINIA 
BOHRER,  LESLIE  ALLEN,  KANSAS  CITY,  KANSAS 
BOICE   ALLEN  H. ,  GOLD  BEACH,  OREGON 
BOIcI:  CHARLES  W. ,  OLD  BRIDGE,  NEW  JERSEY 
BOIES   SCOTT  THOMAS,  SAN  DIEGO,  CALIFORNIA 
BO  MEESTER,  SHLOMO  AVRAHAM,  MISCHMAR  AYALON,  ISRAEL 
BOINSKI,  THOMAS  JOHN,  MILWAUKEE,  HI SCONS  N 
BOITNOTT,  WILLIAM  MCKINLEY,  ANCHORAGE,  ALASKA 
BOIVIN   JAMES  HOGUE,  ORANGE  PARK,  FLORIDA 
BOKINSKY   ROBERT  ALAN,  OCEAN  CITY,  MARYLAND 
BOLAND,  JOHN  P.,  NEW  YORK,  NEW  YORK 
BOLAND,  JOHN  WAYNE,  AMHERST,  NEH  YORK 
BOLAND,  MARVIN,  NEW  YORK,  NEW  YORK 
BOLANOS,  ROLANDO  DANIEL,  HIALEAH   FLORIDA 
BOLANTE   JOEL  SEVESES,  ST  AUGUSTINE,  FLORIDA 
BOLAR,  DOUGLAS  LYLE,  SEDALIA  MISSOURI        rF„MANY 
BOLCK   STEFAN,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 

!  BOLD,  GEORGE  W. ,  REDWOOD  CITY,  CALIFORNIA 
R01  DA  DAVID.  PROVO,  UTAH  ___ 

BOLDEN,  JAMES  HURLEN,  JR,  MEMPHIS,  TENNESSEE 

I  BOLDEN.  LARRY  C,  LAS  VEGAS,  NEVADA 
bSlDIM  CHARLES  MAXHELL,  RICHMOND  VIRGINIA 

<  BOLDUC  ANDRE  J,  SOMERSHORTH,  NEH  HAMPSHIRE 
BOLDUC,  JOHN  ANDREW,  MORA,  MINNESOTA 
BOLDUC   PETER  MICHAEL,  WILLIMANTIC  CONNECTICUT 

/  BOLEJACK   EMORY  J.,  MARTINSVILLE,  VIRGINIA 
BOLEN,  DAVID  N,  ORANGEBURG,  SOUTH  CAROLINA 

i   BOLERJACK,  DEAN,  SOUTH  BEND,  INDIANA 

t   BOLES   BIL.LEE  CLYDE,  ONTARIO,  CALIFORNIA 
B6LES  GREG  ANTHONY  HENATCHEE  WASHINGTON 
BOLES   JEROME  GAYLORD,  II,  LANSING,  MICHIGAN 

It   BOLES   JOHN  W.,  CARY,  NORTH  CAROLINA 
BOLES  MARCELLUS,  BALTIMORE,  MARYLAND 

»   BOLGER,  ANTHONY  J.,  OAKLAND,  CALIFORNIA 
BOLGER,  JAMES  BERT,  EAST  LANSING,  MICHIGAN 
BOLING,  DAVID  WALTON,  COLLIERVILLE,  TENNESSEE 

tt   BOLING,  GEORGE  GARDNER,  PARIS,  KENTUCKY 

tt   BOLING  OREN  E.,  COLORADO  SPRINGS,  COLORADO 
SOLING  THOMAS  MATTHEW,  TINLEY  PARK,  ILLINOIS 

#  BOLING,  WAYNE  C,  FRESNO,  CALIFORNIA 
BOLINGER,  HARRY  E,  MIAMI,  FLOR  DA 
BOLLE,  JOHN  DAVID,  LARGO,  FLORIDA 
BOLLES,  PETER  CULVER,  INDIANAPOLIS,  INDIANA 

#  BOLLHOFFER,  RONALD  AUGUST,  MILWAUKEE,  WISCONSIN 

Polling,  dennis  lee,  flat  rock  Michigan 

u  ROlllNGFR  GILBERT  EUGENE,  NASHVILLE,  TENNESSEE 

#  BOLL  NGEr",  jTsIpH  FRANKLIN,  DOVER  PENNSYLVANIA 
tt  BOLLMANN,  ROBERT  G,  EUREKA,  CALIFORNIA 
"  BOLOGNA, "aRtHONY  VITO  NEW  YORK  NEW  YORK 

BOLSTER,  RICHARD  DENNIS,  BLUE  EARTH,  MINNESOTA 

BOLT,  JERRY  D,  EAST  LANSING,  MICHIGAN 

BOLTER,  JACK  LEROY,  OMAHA,  NEBRASKA 
■  BOLTON  DARRELL  LEE,  DENVER  COLORADO 

r>Tun  r.         ir    ROSSIER  CITY,  LOUISIANA 

plul   EUGENEi'HASHINGYoN,  DISTRICT  OF  COLUMBIA 

TFRRELL  DANIEL,  DALLAS,  TEXAS 

TiMOTHY  CHARLES,  YORK,  PENNSYLVANIA 

Sr.TeRR?  F^NK^^LE^rMICHIGAN 

Sl-TO^^Ef^ JE'ANiSNE "WASM   .  DISTRICT  OF  C 

b  °S^zfoHNWAK?0^'D?^R^  OF  COLUMBIA 
BOHACICH  LOUIS  RAYMOND  PATTERSON  CALIFORNIA 
BONAMARTE,  MICHAEL  F.,  JR.,  HIGHLAND  PARK -ILLINOIS 
BONANDER,  JIMMIE  DAVE,  PALO  ALTO,  CALIFORNIA 
BONANNO,  PATRICK  V,  BATON  ROUGE,  LOUISIANA 
BONANNO,  STEPHEN,  NEW  YORK,  NEW  YORK 
RONAR   JAMES  ARTHUR,  SANTA  CRUZ,  CALIFORNIA 
bSEaVENTURE;  JAMES  MILTON  BATON  ROUGE,  LOUISIANA 
BOND,  GERALD  W. ,  MAUSTON  WISCONSIN 

JAMES  WELDON,  SEARCY,  ARKANSAS 

RALPH  R.,  MERCED,  CALIFORNIA 

BTrHARD  I FE   OAKLAND,  CALIFORNIA 

HIUIAM  EARL,  JR,  DURHAM,  NORTH  CAROLINA 
BOND;  WILLIAM  J.,  WALLACE,  IDAHO 
BONDI,  JOHN  EDHARD,  BRIDGETON,  NEW  JERSEY 
BONDS,  THOMAS  L,  DECATUR,  ALABAMA 
BONDY  GLENN  KENNETH,  JAYLOR,  MICHIGAN 
BONGIORNO,  RICHARD  C,  CAMBRIDGE,  MASSACHUSETTS 
BONI,  FRANK  PAUL,  JR,  MIAMI,  FLORIDA        ANDS 
BONJOUR,  ANDRE  PAOLO,  ST  HELIER,  CHANNEL  ISLANUi 
BONNEAU,  RICHARD  EUGENE,  LOS  ANGELES,  CALIFORNIA 
BONNEFOND,  OLIVIER,  PARIS,  FRANCE 
BONNELL,  C.  JAMES,  JR.,  ROCHESTER,  NEH  YORK 


BOLTON, 
BOLTON, 
BOLTON, 
BOLTON, 


BOND, 
BOND, 
BOND, 
BOND, 
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BONNELL.  LAWRENCE  T  -  BOYD,  DONALD  H. 
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BONNELL,  LAWRENCE  T,  CRANFORD,  NEH  JERSEY 

BONNER,  EDWARD  NEIL,  AUBURN,  CALIFORNIA 

BONNER,  THOMAS  WAYNE,  TAYLOR,  MICHIGAN 

BONNER,  WILLIS  B,  SACRAMENTO,  CALIFORNIA 

BONNET,  ARTHUR  H. ,  SAN  ANTONIO,  TEXAS 

BONNET,  ROBERT  J,  WESTMINSTER,  CALIFORNIA 

BONNETT,  RICHARD  TALAMANTEZ,  SAN  ANTONIO,  TEXAS 

BONNEVIER,  JOHN  JOSEPH,  DELAND,  FLORIDA 

BONNEVILLE,  CHARLES  L.,  WASHINGTON,  DISTRICT  OF  COLUMBI 

BONNEVILLE,  LAWRENCE  GERARD,  MENASHA,  WISCONSIN 

BONNEVILLE,  ROBERT  B.,  PROSPECT  HEIGHTS,  ILLINOIS 

BONNICHSEN,  HANS  JORGEN,  COPENHAGEN,  DENMARK 

BONO,  RUSSELL  JOSEPH,  NORRISTOWN,  PENNSYLVANIA 

BONSIGNORE,  MARK  STEPHEN,  ROCHESTER,  NEW  YORK 

BONSWOR,  STEPHEN  ENDLY,  LONG  BEACH,  CALIFORNIA 

BONZELET,  JOSEPH  THEODORE,  KINGMAN,  ARIZONA 

BOODY,  LEE  CRENSHAW,  NEW  YORK,  NEW  YORK 

BOOKER,  FREDDIE  L,  LOS  ANGELES,  CALIFORNIA 

BOOKER,  OTIS  JUDSON,  PINE  HILL,  NEW  JERSEY 

BOOKER,  RONNIE  LEE,  BECKLEY,  WEST  VIRGINIA 

BOOKSER,  MICHAEL  CHARLES,  BELLEVUE,  PENNSYLVANIA 

BOON,  DANNY  MICHAEL,  PISMO  BEACH,  CALIFORNIA 

BOONE,  EDDIE,  TALLAHASSEE,  FLORIDA 

ELBERT  R,  PORTSMOUTH,  VIRGINIA 
JOSEPH  ANTHONY,  NORFOLK,  VIRGINIA 
MARVIN  VANCE,  ORANGEBURG,  SOUTH  CAROLINA 
MONTE  WILSON,  MOUNT  AIRY,  NORTH  CAROLINA 
ROBERT  G,  LAKE  FOREST,  ILLINOIS 
VANCE  L,  ORANGEBURG,  SOUTH  CAROLINA 
BOONYAPATIPARK,  ANUCHIT,  BANGKOK,  THAILAND 
BOONYOPASTHAM,  AKARAPOL,  BANGKOK,  THAILAND 
BOORAS,  GEORGE  P,  NORTH  BEND,  OREGON 
BOOTH,  BILLY  JOE,  BATON  ROUGE,  LOUISIANA 
HENRY  ADAM,  JR,  NAPLES,  FLORIDA 
JAMES  ALLEN,  FRANKFORT,  KENTUCKY 
JOHNNY  H,  JACKSON,  MISSISSIPPI 
JOSEPH  THOMPSON,  BATON  ROUGE,  LOUISIANA 
MATTHEW  TOWNSEND,  PLATTSBURGH,  NEW  YORK 
ROGER  JOHN,  HONG  KONG,  HONG  KONG 
WILLIS  D,  TALLAHASSEE,  FLORIDA 
DENNIS  ERIC,  BROOKLYN,  NEW  YORK 


BOONE, 
BOONE, 
BOONE, 
BOONE, 
BOONE, 
BOONE, 


BOOTH, 
BOOTH, 
BOOTH, 
BOOTH, 
BOOTH, 
BOOTH, 
BOOTH, 
BOOTLE, 


BOOTSTRIPOOM,  TEERAWOOT,  CHUMPHORN,  THAILAND 
BORCHARDT,  STEVEN  CRAIG,  ROCHESTER,  MINNESOTA 
BORD,  DANIEL  JOSEPH,  FOND  DU  LAC,  WISCONSIN 
BORDEN,  CURTIS  J.,  LOUISVILLE,  KENTUCKY 
BORDEN,  DANIEL  URIEL,  LOUISVILLE,  KENTUCKY 
BORDEN,  MILES  S.,  YAPHANK,  NEW  YORK 
BORDER,  JOHN  HILLIAM,  JR,  EASTON,  PENNSYLVANIA 
43  #  BORDWINE,  C  N,  RICHMOND,  VIRGINIA 

148   BOREN,  JAMES  ROBERT,  ALBANY,  GEORGIA 

BOREN,  RICHARD  THOMAS,  COLUMBUS,  GEORGIA 
BOREN,  TOMMY  ALLEN,  COFFEYVILLE,  KANSAS 
BORER,  LEON,  AARAU,  SWITZERLAND 

BORG,  GERD  VAN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
BORG,  LYNN  BOYD,  SALT  LAKE  CITY,  UTAH 
BORICH,  JOE  M,  SALT  LAKE  CITY,  UTAH 
BORING,  DANIEL  VICTOR,  ARLINGTON,  VIRGINIA 
BORING,  DON  E,  MARYVILLE,  TENNESSEE 
BORING,  STEVEN  DALE,  ALCOA,  TENNESSEE 
BORINSKY,  ARTHUR  DAVID,  NEWARK,  NEW  JERSEY 
BORKOWSKI,  TIMOTHY  L.,  TOLEDO,  OHIO 
BORN,  RICHARD  L,  COLUMBUS,  OHIO 
BORNHOFFER,  FRANK  G. ,  CINCINNATI,  OHIO 
BORNHOFT,  WAYNE  H. ,  FULLERTON,  CALIFORNIA 
BORNSTEIN,  ALVIN  HOWARD,  MACDILL  AFB,  FLORIDA 
BORNUS,  STEVEN  GREG,  NEW  BRIGHTON,  MINNESOTA 
BOROUMAND  RAD,  HOSSEIN,  TEHRAN,  IRAN 
BOROHSKI,  JAMES  EDMUND,  DENVER,  COLORADO 
BORREGO,  MANUEL,  WICHITA  FALLS,  TEXAS 
BORROR,  KENNETH  W. ,  UPPER  ARLINGTON,  OHIO 
BORTZ,  GERALD  W,  SENECA  FALLS,  NEW  YORK 
BORUFF,  GUY  W,  INDIANAPOLIS,  INDIANA 
BORUNDA,  ALFONSO,  EL  PASO,  TEXAS 
BORUNDA,  JOHN  ZAMORA,  LOS  ANGELES,  CALIFORNIA 
BOSACKER,  MICHAEL  THEODORE,  EDEN  PRAIRIE,  MINNESOTA 
BOSARGE,  KATHILEE  MARY,  PASCAGOULA,  MISSISSIPPI 
BOSCH,  NICK,  JR.,  ST.  LOUIS,  MISSOURI 
BOSCIA,  JOHN,  JR,  BEAUFORT,  SOUTH  CAROLINA 
BOSKO,  JOSEPH  STEVEN,  JR,  AKRON,  OHIO 
BOSLEY,  ROBERT  HAROLD,  FAIRLAWN,  OHIO 
BOSMAN,  DAVID  LEE,  TUCSON,  ARIZONA 
BOSSE,  EDWIN  FREDERICK,  CHICAGO,  ILLINOIS 
BOSSE,  JEAN-EUDES  ROBERT,  JACKSONVILLE,  FLORIDA 
BOSSE,  MICHAEL  JOSEPH,  FORT  LEWIS,  WASHINGTON 
BOSSI,  ANTHONY  LOUIS,  RUTLAND,  VERMONT 
BOSTARD,  DOUGLAS  E.,  LONG  BEACH,  CALIFORNIA 
BOSTIC,  MICHAEL  JOHN,  LAKEWOOD,  CALIFORNIA 
BOSTICK,  FRANK,  JR,  LA  MARQUE,  TEXAS 
BOSWELL,  DAVID  VERNON,  ATLANTA,  GEORGIA 
25  tt   BOSWELL,  EDWARD  B,  LANGLEY  AFB,  VIRGINIA 

129   BOSWELL,  THOMAS  F,  JR,  PHENIX  CITY,  ALABAMA 

BOSWELL,  WRAY  SAUNDERS,  VIRGINIA  BEACH,  VIRGINIA 
BOTE,  GLENNIS  PAUL,  ROCK  ISLAND,  ILLINOIS 
BOTHELLO,  EUGENE  FLOYD,  AUBURN,  CALIFORNIA 
BOTIERI,  MICHAEL  ERNEST,  PLYMOUTH,  MASSACHUSETTS 
BOTKIN,  DONALD  ERNEST,  HENDERSON,  NEVADA 
BOTSFORD,  NORMAN  BRUCE,  FORT  LAUDERDALE,  FLORIDA 
BOTTLEY,  VINCENT,  ORANGE,  TEXAS 
BOTTOM,  JERRY  LYNN,  DECATUR,  ALABAMA 
BOTTOMLY,  EDWARD  JOHN,  NEW  BRUNSWICK,  NEW  JERSEY 
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88  tt 
117  # 
113  tt 
187 
181 
191 

37  * 
163 
163 
105  * 
101 
18C 
107  tt 
151  tt 

97 
143 

89 
186 

76  tt 
114 
130 

124  tt 
90 

180 
114 
130  tt 
167  tt 
189 
198 
124 
139 

35  tt 
127  tt 

69  tt 
173 
198 
105  * 
7  * 

56  * 
171 
120 

48  tt 

94  tt 

99 

110  tt 
56  tt 
86 

105  * 

95 
102 

68  tt 
179 
131 
193 
196 

21  * 
155  tt 
158 
186 
163  tt 
141 
170 

111  It 
155 
110 
167 
155 
142 
118  # 
116 
176 

61  * 
126  tt 
197 
155 
123 
132 
105 


BOUBACAR, 
BOUCHARD, 


BOURGEOIS, 
BOURGEOIS, 
BOURGOINE, 
BOURLAND, 


BOWEN, 
BOWEN, 
BOWEN, 
BOWEN, 
BOWEN, 


BOTTOMS,  RODNEY  VAN,  CHEYENNE,  WYOMING 
BOTTONE,  RALPH  JAMES,  CLEVELAND,  OHIO 
BOTTS,  ARNOLD  EARL,  CLEVELAND,  TENNESSEE 
BOU  SERHAL,  ELIE  HASSIB,  BEIRUT,  LEBANON 
BOU-ZEID,  BASSAM  TANIOS,  BEIRUT,  LEBANON 
KOULIBALY,  CONAKRY,  GUINEA 
PAUL  A.,  JR.,  WILBRAHAM,  MASSACHUSETTS 
BOUDREAU,  DONALD  AUGUSTINE,  HALIFAX,  CANADA 
BOUDREAU,  JOHN  PETER,  SALEM,  NEH  HAMPSHIRE 
BOUDREAU,  NORMAN  ROBERT,  NASHUA,  NEH  HAMPSHIRE 
BOUDREAU,  RICHARD,  LAFAYETTE,  LOUISIANA 
BOUDREAUX,  PATRICK  ALAN,  HOUMA,  LOUISIANA 
BOUDREAUX,  WILLIAM  DAVID,  METAIRIE,  LOUISIANA 
BOUDROT,  CARLA  DOREEN,  LARGO,  FLORIDA 
BOUDY,  ALBERT  LEWIS,  JR,  ATLANTA,  GEORGIA 
BOUGERE,  FRANCIS  MARION,  II,  MONROE,  LOUISIANA 
BOUGHTON,  PATRICK  SIMON,  NEW  YORK,  NEW  YORK 
BOUILLON,  KENNETH  HILLIAM,  JACKSONVILLE,  ARKANSAS 
BOULAND,  CHARLES  ARTHUR,  LIBERTYVILLE,  ILLINOIS 
BOULDEN,  JOHNNY  WAYNE,  SAN  DIEGO,  CALIFORNIA 
BOULDIN,  ROY  HAROLD,  CARROLLTON,  TEXAS 
BOUNDS,  MARY  GENE,  CLEVELAND,  OHIO 
BOURASA,  JAMES  H. ,  RENTON,  WASHINGTON 
BOURDAGE,  EDMUND  AMBROSE,  LONGVIEH,  WASHINGTON 
HENRY  L.,  HARTFORD,  CONNECTICUT 
TIMOTHY  SCOTT,  KALAMAZOO,  MICHIGAN 
TIMOTHY,  ALBUQUERQUE,  NEW  MEXICO 
GREGORY  DAVID,  AUSTIN,  TEXAS 
BOURN,  RALPH  R. ,  SPRINGFIELD,  ILLINOIS 
BOURNE,  ARTHUR  KEELER,  IV,  GULF  SHORES,  ALABAMA 
BOURNIQUEL,  PIERRE  MARIE,  BIARRITZ,  FRANCE 
BOUSQUIN,  CLAYTON  E.,  JR.,  HAMPTON,  NEW  HAMPSHIRE 
BOUSTANY,  GEORGES,  BEIRUT,  LEBANON 

BOUHMEISTER,  HENDRIKUS  F  M,  WESTERVOORT,  NETHERLANDS 
BOVAIRD,  LESLIE  E.,  OCALA,  FLORIDA  ' 
BOVE,  RONALD  JAMES,  PRINCE  HILLIAM,  VIRGINIA 
BOHDEN,  FRANKLIN  L.,  TALLAHASSEE,  FLORIDA 
BOWDEN,  JACKSON  JARVIS,  JR,  LEXINGTON,  SOUTH  CAROLINA 
BOHDICH,  JOE  H,  ALBUQUERQUE,  NEW  MEXICO 
BOWE,  EDWARD  FRANCIS,  JR,  HOMESTEAD,  FLORIDA 
BOWEN,  BENJAMIN  F.,  JR.,  TAMPA,  FLORIDA 

DOUGLAS  M,  WATFORD  CITY,  NORTH  DAKOTA 
EDDIE  RAY,  GADSDEN,  ALABAMA 
EDWARD  LEE,  BARSTOW,  MARYLAND 
JAMES  D.,  BALLSTON  SPA,  NEW  YORK 
LYNDA  ANNE,  HAMILTON,  CANADA 
BOWEN,  THOMAS  C,  ELYRIA,  OHIO 
BOWEN,  THOMAS  GARY,  FAIRFAX,  VIRGINIA 
BOWEN,  TIMOTHY  JAMES,  FAIRFAX,  VIRGINIA 
BOWERS,  C  THOMAS,  BALTIMORE,  MARYLAND 
BOWERS,  DONALD  L,  JR,  LAFAYETTE  HILL,  PENNSYLVANIA 
BOWERS,  GLENN  EDWIN,  BOARDMAN,  OHIO 
BOWERS,  GORDON  ALLAN,  BURBANK,  CALIFORNIA 
BOWERS,  J.  G.,  VENTURA,  CALIFORNIA 
BOWERS,  JAMES  LAWRENCE,  MIAMI,  FLORIDA 
BOWERS,  ROBERT  EDWARD,  EL  CERRITO,  CALIFORNIA 
BOWERS,  TED  OWEN,  BOISE,  IDAHO 
BOWERS,  TONY  ARTHUR,  BOLIVAR,  MISSOURI 
BOWERS,  WILLIAM  M,  CLARKSVILLE,  TENNESSEE 
BOWERY,  LEROY  E.,  WICHITA,  KANSAS 
BOWES,  JOE  D.,  JR.,  AMARILLO,  TEXAS 
BOWES,  TERRY  ALAN,  RICHMOND,  VIRGINIA 
BOHIE,  BRUCE  ALEXANDER,  NORTH  SCITUATE,  RHODE  ISLAND 
BOWLER,  EDWARD  F.,  WINCHESTER,  MASSACHUSETTS 
BOWLER,  WILLIAM  R,  WILMINGTON,  DELAWARE 
BOWLES,  DAVID  S,  MALMSTROM  AFB,  MONTANA 
DERRY  E,  BERKELEY,  CALIFORNIA 
GRADY  H.,  MONTGOMERY,  ALABAMA 

JOSEPH  B.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMBI 
LARRY  W,  TULSA,  OKLAHOMA 
BOWLES,  WILLIAMS  C,  TORONTO,  CANADA 
BOWLEY,  ROBERT  G,  BELVIDERE,  ILLINOIS 
BOWLEY,  WALTER  FRANK,  JR.,  CHARLESTON,  WEST  VIRGINIA 
BOWLING,  MILTON  BAILEY,  LAVERGNE,  TENNESSEE 
BOWMAN,  DENNIS  WAYNE,  SPRINGFIELD,  ILLINOIS 
DONALD  HOWARD,  ANCHORAGE,  ALASKA 
DONALD  JEROME,  JR,  HILMINGTON,  DELAWARE 
JAMES  A.,  BILLINGS,  MONTANA 
JON  SAMUEL,  CARMEL-BY-THE-SEA,  CALIFORNIA 
RONALD  LEE,  ATLANTA,  GEORGIA 
THERON  LANEAL,  ARLINGTON,  TEXAS 
BOHMAN,  WILLIAM  LARRY,  RICHMOND,  VIRGINIA 
BOWMAN,  WILLIAM  NICK,  NEW  YORK,  NEW  YORK 
BOWN,  CHARLES  DAVID,  SPOKANE,  WASHINGTON 
BOWRA,  ALLAN  A.,  PALO  ALTO,  CALIFORNIA 
BOWSER,  ROBERT  WARING,  III,  LAWRENCE,  INDIANA 
BOXERBAUM,  ELLIOT  A,  COLUMBUS,  OHIO 

BOXLEITNER,  HEINRICH,  MUNICH,  FEDERAL  REPUBLIC  OF  GERMA 
BOXX,  JIMMY  DOUGLAS,  JACKSON,  MISSISSIPPI 
BOY,  JAMES  ROBERT,  HOUSTON,  TEXAS 
BOYAJIAN,  ALFRED  PIERRE,  BOSTON,  MASSACHUSETTS 
BOYAN,  RICHARD  J.,  IRONDEQUOIT,  NEW  YORK 
BOYARSKI,  DONALD  ARTHUR,  LOS  ANGELES,  CALIFORNIA 
BOYCE,  LELAND  C,  AZTEC,  NEW  MEXICO 
BOYCE,  ROBERT  LEWIS,  POUGHKEEPSIE,  NEW  YORK 
BOYD,  CHRISTOPHER  HILLIAM,  MENLO  PARK,  CALIFORNIA 
BOYD,  DAVID  CHRISTOPHER,  SR,  FORT  SMITH,  ARKANSAS 
BOYD,  DONALD  BRUCE,  NEWPORT  NEWS,  VIRGINIA 
BOYD,  DONALD  REE,  SR,  CONWAY,  SOUTH  CAROLINA 
BOYD,  DONALD  W.,  WYOMING,  MICHIGAN 


BOWLES, 
BOWLES, 
BOWLES, 
BOWLES, 


BOWMAN, 
BOHMAN, 
BOWMAN, 
BOWMAN, 
BOWMAN, 
BOWMAN, 
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BOYD.  DOUGLAS  ANDREH  -  BRAZELL,  JAMES  E. 


147 
175 
75 
139 
102 
136 
97 
174 
107 
162 
159 
122 
188 
163 
92  tt 
170 
105 
110  * 
135  tt 
122 
142 
140  tt 
154 
180 
105 
112  tt 
124  tt 
161 
114  tt 
175 
162 
66  tt 
126 
175 
167 
124 
163  # 
167 
165 
129  tt 
175 
111 
133 
138 
163 
121  * 
141 
195 
166 
22  t 
112 
142  t 
72  / 
132 
116  / 
104 
87  t 
196 
141  ' 
157 
143 
53 
68 
150 
170 
171 
195 
185 
194 
71 
163 
152 
182 
126 
42 
176 
198 
165 
149 
96 
158 
139 
157 
197 
138 
114 
168 
97 
125 
169 
199 
199 
114 
130 
138 
161 
132 
38 
177 
116 


BOYD, 
BOYD, 
BOYD, 
BOYD, 


DOUGLAS  ANDREH.  BELMONT,  NEH  HAMPSHIRE 
EARL  MC  COY   WASHINGTON'  DISTRICT  OF  COLUMBIA 
FEDERICO  OSVALDO,  PANAMA  CITY,  PANAMA 
FORREST  LESTER,  BECKLEY,  HEST  VIRGINIA 

i6YD'  HOWARD  H.   JR.  CAPE  GIRARDEAU,  MISSOURI 

BOYD,  JOHN  STANLEY,  BRYAN,  TEXAS 

LARRY  G.,  SPOKANE,  WASHINGTON 
MARGO  ELIZABETH,  TORONTO,  CANADA 
MARK  A,  DES  MOINES,  IOHA 
MICHAEL  DAVID,  LAFAYETTE,  ALABAMA 

BOYD'.  MICHAEL  JOHN,  TORONTO,  CANADA 

BOYD  RICHARD  ALLEN,  TALLAHASSEE   FLORIDA 
RICHARD  MERLE,  GOLDEN,  COLORADO 

^ERt'm^^AShS^DISTRICT  OF  COLUMBIA 
RONALD  JEROME,  SAN  PEDRO,  CALIFORNIA 


BOYD, 
BOYD, 
BOYD, 
BOYD, 


BOYD, 
BOYD, 
BOYD, 
BOYD, 


BOYD".  HALTER  D.,  BRUNEI,  BRUNEI 


BOYD 
BOYD, 


BOYER, 
BOYER, 
BOYER, 
BOYER, 


BOYLE, 
BOYLE, 
BOYLE, 
BOYLE, 


WILLIAM  f!  FORT  PIERCE,  FLORIDA 
WILLIAM  MICHAEL,  KNOXVILLE,  TENNESSEE 
BOYDEN  KENNETH  GEORGE,  STILLWATER,  MINNESOTA 
RfwnSTON   JIMMY  DON,  AMARILLO,  TEXAS 
BOYER   CHARLES  RICHARD,  JR,  BOZEMAN,  MONTANA 
BOYER  DAVID  ALLEN,  FORT  LEAVENHORTH,  KANSAS 
BOYER:  DAVID  RICHARD,  PITTSFIELD,  MASSACHUSETTS 
BOYER  DONALD  E.,  BRADFORD,  PENNSYLVANIA 
EARL  L,  SPRINGFIELD,  ILLINOIS 
FLOYD  TERRANCE,  SUNRISE  BEACH,  MISSOURI 
JAMES  JOSEPH,  MANSFIELD,  OHIO 
KEITH  E,  OAKLAND,  CALIFORNIA 
BOYER  OLIVER  GLENN,  HILLSBORO,  MISSOURI 
BOYER   THOMAS  RUSSELL,  SAN  DIEGO,  CALIFORNIA 
ROVERS   JULIUS  M,  STAUNTON,  VIRGINIA 
ROYES   LARRY  RAY   SIMPSONV  LLE,  SOUTH  CAROLINA 
BOYES'  STANLEY  WLLIAM,  EVERETT,  WASHINGTON 
BOYET   JACKIE  RAY,  BRUNSWICK,  GEORGIA 
ROYETT  DAVID  TRUMAN,  SUNRISE,  FLORIDA 
BOYKIN  MICHAEL  ALBERT,  WILMINGTON,  DELAWARE 
BOYLE   DANIEL  BRIAN,  SYRACUSE,  NEW  YORK 
BOYLE   DAVID  JOHN,  MALVERN,  PENNSYLVANIA 
BOYLE   JOHN  JOSEPH,  GREENBURGH,  NEH  YORK 
ROYIF   KEVIN  PATRICK,  GLENSHAH,  PENNSYLVANIA 
BOYLE'  MICHAEL  J   WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROYIE   MITCHELL  LOUIS,  III,  LEAVENHORTH,  KANSAS 

'  PATRICK  FRANCIS,  PORTSMOUTH,  NEH  HAMPSHIRE 
RICHARD  DENNIS,  GALVESTON,  TEXAS 
BTTHiRD  PAUL   REIDSVILLE,  GEORGIA 
,  ?HOMASDAUSnN,  JR?  SOUTh'pUIMFIELD,  NEH  JERSEY 
Rnvi  F   THOMAS  PATRICK,  CHICAGO,  ILLINOIS 
BOYLE*  TIMOTHY  BRIAN,  SILVER  SPRING,  MARYLAND 
BOYLES   RAYMOND  H. ,  CHARLESTON,  WEST  VIRGINIA 
RfWNTON   ASA  T   ATHENS,  GEORGIA 
BOYNTON   GREGORY  HILLIAM,  SANTA  FE,  NEH  MEXICO 
ROYNTON   JOHN  A,  MOUNT  VERNON,  HASHINGTON 
BOYTE LYNN  EDWARD.  BROOKHAVEN,  MISSISSIPPI 
BOYTELL,  JESS  J,  NORTH  LAUDERDALE,  FLORIDA 
BOZARD  PAUL  E.   SALAMANCA,  NEH  YORK 
BOZE   CARROLL  N   RAPID  CITY,  SOUTH  DAKOTA 
ROZE   LARRY  ANTHONY,  NOBLESVILLE,  INDIANA 
BOZZOHE.  RICHARD  NOEL,  CLEVELAND,  TENNESSEE 
BRAATEN   TIMOTHY  ALLAN,  VICTORIA,  TEXAS 
BRABSON   HINDSOR  LEE,  CHESAPEAKE   VIRGINIA 
BRACE   EUGENE  M. ,  LAKEHOOD,  COLORADO 
BRACKE  WILLIAM  R,  CINCINNATI,  OHIO 
RRACKEN  MARK  DAVID,  HICKAM  AFB,  HAHAII 
BRACKETT   CHARLES  EDHARD,  ANNISTON,  ALABAMA 
BRACKIMS  RANDALL  JAY,  GATLINBURG  TENNESSEE 
BRACY  DOUGLAS  PERKINS,  YORK,  MAINE 
BRAD,  JAMES  AARON,  GILBERT,  ARIZONA 
BRADANICK,  JOHN  ROBERT,  RINCON,  GEORGIA 
RRAMIURV   ROBERT  N  .  CLAYTON,  MISSOURI 
BRADDOCk',  JAMES  EARL,  SR,  COLUMBIA  SOUTH  CAROLINA 
RRADDOCK   HILLIAM  DAVID,  BOISE,  IDAHO 
RRADDY   CHARLES  RAY,  LA  MESA,  CALIFORNIA 
BRADEEN.  RICHARD  MILES.  JACKSONVILLE,  FLORIDA 
RRADFN  GLEN  H,  SULLIVAN,  ILLINOIS 
BRADEN   STEVEN  KENNETH,  GRAND  PRAIRIE,  TEXAS 
BRADFORD  DANIEL  EVERETT,  WISCASSET,  MAINE 

"'  DAVID  HUGH.  MUSCLE  SHOALS,  ALABAMA 
JIMMIE  G,  SAN  BERNARDINO,  CALIFORNIA 
LOUIS  N,  MONTGOMERY,  ALABAMA 
RAYMOND  VANCE,  ELMHURST,  ILLINOIS 
HILLIAM  CHARLES,  SHREVEPORT,  LOUISIANA 
EDDIE  LAVERN,  SR,  HIALEAH,  FLORIDA 
ANEL  ARIEL,  PANAMA,  PANAMA 
AUDIE  DEAN,  JONESBORO,  ARKANSAS 
BRENDAN  J,  BOSTON,  MASSACHUSETTS 
DANIEL  LEE,  SAND  SPRINGS,  OKLAHOMA 
FLOYD  L.,  TOPEKA,  KANSAS 
GERALD  GLEN,  FAYETTEVILLE,  ARKANSAS 
GREGORY  SCOTT,  FORT  WORTH,  TEXAS 
SrADLEY;  MICHAEL,  BRANT  BEACH,  NEH  JERSEY 
BRADLEY   PARRIS  MADISON,  AURORA,  COLORADO 
RRADIFY   PATRICK  L,  HOODSTOCK,  MARYLAND 

-  *  RANDALL  KEITH,  FAYETTEVILLE,  ARKANSAS 
ROBERT  RAE,  SOMERVILLE,  MASSACHUSETTS 
WILLIAM  KEITH,  ALBUQUERQUE.  NEH  MEXICO 
RADSHAH   BILLY  LEROY,  LOS  ANGELES,  CALIFORNIA 
BRADSHAW',  JAMES  F   JR   BURGAW,  NORTH  CAROLINA 
BRADSHAH   JUDITH  ANN.  DES  MOINES,  IOHA 
BRADSHAH   HINSTON  R,  OREGON  CITY,  OREGON 


BRADFORD, 

BRADFORD, 

BRADFORD, 

BRADFORD, 

BRADFORD, 

BRADHAM, 

BRADIEL, 

BRADLEY, 

BRADLEY, 

BRADLEY, 

BRADLEY, 

BRADLEY, 

BRADLEY, 


BRADLEY, 
BRADLEY, 
BRADLEY, 


175  tt 
187 
173 
175 

75  tt 
140 

84  * 
170 
192 
131 
141 
185 
170 
117 
173 
116 
101  tt 
150  tt 
199 
164 
98 
126 
61  tt 
89  tt 

188 

156 

191 

162 

154 
85  * 

140 

150 

94  t 
191 

99 

72  * 
103 
134  # 

97  * 

96  * 

95  tt 
95  tt 
99  tt 

109  tt 
128 
195 
76 

76  tt 
182 
95  tt 
142 
178 
136  tt 
125 
150 
130 
132 
125  tt 
188 
118 
144 
84  tt 
96  tt 
89  tt 
192 
96  * 
145 
128 
188 
129  t 
166 
183 
62  / 
198 
138 
193 
104 
121 
183 
188 
126 
93 
151 
106 
189 
86 
135 
146 
142 
138 
135 
133 
122 
146 
144 
77 
190 
91 
105 
115 


BRADY, 
BRADY, 
BRADY, 


BRADSHAH,  WOODROW  WILSON,  JR,  NILMINGTON,  NORTH  CAROLIN 
BRADY,  CHARLES  DENNIS,  III,  CANFIELD,  OHIO 
BRADY  DALE  EDWARD,  UNIVERSITY  HEIGHTS,  OHIO 
FRANK,  SR,  PATERSON,  NEH  JERSEY 
JACK  L.,  KANSAS  CITY,  MISSOURI 
,  JERRY  ALLEN,  OAKLAND,  CALIFORNIA 
BRADY  JOHN  A.,  SR.,  BARTOW,  FLORIDA 
BRADY   JOHN  JAMES,  NEH  YORK,  NEH  YORK 
BRADY,  KENNETH  CRAIG,  RICHMOND,  TEXAS 
BRADY,  LEONARD  CLIFFORD,  MIAMI,  FLORIDA 
BRADY  MATTHEW  PATRICK,  JR,  MINEOLA   NEW  YORK 
BRADY,  MICHAEL  DENNIS,  CHICAGO,  ILLINOIS 
RRADY  NEIL  PATRICK,  BELLAIRE,  TEXAS 
BRADY'  RICHARD  J  HONTGOMERVVILLE,  PENNSYLVANIA 
BRADY  RICHARD  JOSEPH,  WALDWICK,  NEW  JERSEY 
BRADY,  THOMAS  M. ,  CHICAGO,  ILLINOIS 
BRADY  WILLIAM  E   FORT  LAUDERDALE,  FLORIDA 
BRAGDON,  WILLIAm'tHOMAS,  CHICO,  CALIFORNIA 
BRAGLIA  FREDERICK  THOMAS   ELMHOOD  PARK,  ILLINOIS 
BRAIM,  DONALD  JOSEPH,  SARATOGA  SPRINGS,  NEH  YORK 
RRAIN  JULIUS  A..  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BRA  THWAITE,  KE  TH,  SR,  HONG  KONG,  HONG  KONG 
BRAKE   BENNIE  EUGENE,  GREENVILLE   SOUTH  CAROLINA 
rbai V  WAYNE  D  CHATTANOOGA,  TENNESSEE 
BRAMYAN,WCHARL?S  MICHAEL,  «L^SBURG  VIRGIMU 
BRAMBLE,  CHARLES  E,  III,  BRIDGEPORT,  WEST  VIRGINIA 
BRAME,  DAVID  ALLEN,  TACOMA,  HASHINGTON 
BRAMLETT,  KENNETH  EUGENE,  ATLANTA  GEORGIA 
BRAMLETT   STEPHEN  DUNCAN,  OXFORD,  MISSISSIPPI 
BRANCEL  HOWARD  H. ,  PIERRE,  SOUTH  DAKOTA 
BRANCH  'BENJAMIN  JOHN,  FRONTENAC -MISSOURI 
BRANCH  JOSEPH  HILLIE,  JR,  CHICAGO,  ILLINOIS 
BRANCH  RONALD  V.,  JACKSONVILLE   FLORIDA 
BRANCH,  THEODORE  ALFRED,  SANTA  FE,  NEW  MEXICO 
BRANCH  WILLIAM  D.,  TEXARKANA  ARKANSAS 
rhan<~h  WTILIAM  E..  ORLANDO,  FLORIDA 
I   S,WGIL-BERT V,  PHILADELPHIA   PENNSYLVANIA 
BRANCHEAU,  JOHN  ROBERT,  LINCOLN  PARK,  MICHIGAN 
:  BRAND,  DENNIS  S,  PORTLAND,  OREGON 

;  KB:  SSS  f:  i^flSSbSS™ 

BRANDLAND,  DALE  EDWARD,  BELLINGHAM,  WASHINGTON 
BRANDON,  BILLY  A.,  KERRVILLE,  TEXAS 
»  BRANDON.  DONALD  G,  ALBANY,  NEW  YORK 

BRANDON  THOMAS  ROBERT,  YAPHANK  NEW  YORK 
»  BRANDT,  GERALD  T,  EVANSTON,  ILLINOIS 
BRANDT,  MARC  DAVID,  NEWPORT,  KENTUCKY 
BRANDT,  ROBERT  CHARLES,  JR,  LITTLETON,  COLORADO 
»  BRANDT   ROBERT  JOHN,  NEW  YORK  NEW  YORK 

BRANDT   ROBERT  JOSEPH,  PENNSAUKEN,  NEW  JERSEY 
BRAND!  WAYNE  JAY,  CARMEL,  NEH  YORK 
BRANDWOOD,  ARTHUR  RAYMOND,  YUBA  CITY,  CALIFORNIA 
BRANHAM,  JOSEPH  EUGENE,  NEH  ORLEANS,  LOUISIANA 
BRANHAM  MICHAEL  DENNIS,  YOUNGTOWN,  ARIZONA 
BRANIGAN,  PATRICK  JOSEPH,  CHEYENNE,  WYOMING 
BRANN,  JOHN  RICHARD,  SHREVEPORT,  LOUISIANA 
BRANN  JOSEPH  EUGENE,  HAYHARD,  CALIFORNIA 
BRANNAN,  CHESTER  D,  DENVER,  COLORADO 
BRANNAN,  EDGAR,  AUSTIN,  TEXAS  .. 

BRANNAN,  RICHARD  G.,  LOS  ALTOS,  CALIFORNIA 
BRANNIGAN,  JOHN  A,  BELFAST,  NORTHERN  IRELAND 
BRANNIGAN,  JOHN  F.,  TAMPA,  FLORIDA 
BRANNIGAN,  PATRICK  JOSEPH  CHICAGO,  ILLINOIS 
BRANNIGAN,  WILLIAM  JAMES,  CHICAGO,  ILLINOIS 
BRANNIN,  EDWIN  RICHARD,  MISSOULA,  MONTANA 
BRANSTETTER,  LONNIE  JAMES  "CARD  OREGON 
BRANT,  MICHAEL  DUANE,  PORT  OF  PORTLAND  OREGON 
BRANTLEY,  DEHAYNE  PRESTON,  DETROIT,  MICHIGAN 
BRASCHLER.  JOHN,  LANSING,  ILLINOIS 
prasfi   ROBERT  MELVIN,  DULUTH,  MINNESOTA 
BRASHEAR  BOBBY  RAY   JEFFERSONVILLE,  INDIANA 
BRASHEARS,  RANDY,  TOHSON   MARYLAND 
BRASS,  HINSTON  J.,  ROCHELLE,  ILLINOIS 
BRASSELL,  ROBERT  ISBELL,  DEARBORN,  MICHIGAN 
BRASSFIELD,  MICHAEL  PAUL,  SALINAS   CALIFORNIA 

SSSSt:  fffi'^if     's 

BSSShifSSAbr'aS  8:  J  S.  b«=apos 

BRATTON,  LAWRENCE  E,  CAHDEN,  ARKANSAS 
BRAUN,  JAMES,  HAYS,  KANSAS 
BRAUN  KENNETH  J,  BUFFALO  NEW  YORK 
BRAUN,  RICHARD  HARRY,  HOMEMOOD,  ILLINOIS 

BRAWN.  CLARENCE  HINFIELD,  BATH,  MAINE 
BRAHNER,  LARRY  WAYNE,  BURTON  MICHIGAN 

I  BRAHNER,  ROBERT  L.,  T0"KA'nKASpuSVoRK 
RRAXTON  CLIFFORD  F,  BUFFALO,  NEW  YORK 
BRAXTON  GEORGE  H,  FORT  LEAVENWORTH,  KANSAS 

1   BRAY,  JACK  G.,  REDLANDS,  CALIFORNIA 
BRAZELL,  JAMES  E.,  ATHENS,  ALABAMA 
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BRAZELL,  RAYMOND  OBED  -  BROOKS,  PETER  JOSEPH 
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140 
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139 
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159 
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97  tt 
158 
118  tt 
133 

91 
191 
177 
151 
109 
127  tt 

86 
190 
108  tt 
101 
115  tt 

95  tt 
138 
131 
176 
113  * 
108 
174 
169 
190 

96  # 

47  tt 

197 
180 

54  # 
177 
114 
137 
147 

29  tt 
133  * 
185 
119 
128 
168 
186 
114 
100 

21 
129 
123 

67 
198 
179 
106 
145 
119 
110 
173 
151 

37 
142 
195 
124 

73 

36 
179 

94 
196 
153 
109 
188 
102 
135 
181 
157 

94 
153 
187 
127 
132 


BREKEL, 
BREKKE, 
BRELL, 


BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 
BRENNAN, 


BRENTON, 
BRENTON, 
BRENZEL, 


BRAZELL,  RAYMOND  OBED,  MOBILE,  ALABAMA 
BRAZIER,  JAMES  R,  GALLATIN,  TENNESSEE 
BRAZIER,  JAMES  WILLIAM.  JR,  VIRGINIA  BEACH,  VIRGINIA 
BRAZZEL,  BILLY  H. ,  STOCKTON,  CALIFORNIA 
BREAUX,  VERNICE  HILSON,  BATON  ROUGE,  LOUISIANA 
BREAZEALE,  CHARLES  FRANCIS,  HAYWARD,  CALIFORNIA 
BREAZEALE,  MARVIN  E,  PURVIS,  MISSISSIPPI 
BRECHT,  MARK  JOSEPH,  GROSSE  POINTE  FARMS,  MICHIGAN 
BREDA,  DANIEL  RODNEY,  HENATCHEE,  HASHINGTON 
BREECE,  LEROY  EVERETT,  BURLINGTON,  NEW  JERSEY 
BREEDLOVE,  GERALD  H,  HUNTSVILLE,  ALABAMA 
BREEDLOVE,  MICHAEL  ANTHONY,  KINGSTON  SPRINGS,  TENNESSEE 
BREEDLOVE,  RICHARD  LAMAR,  BENTON,  LOUISIANA 
BREEF,  JAMES  J,  PERTH  AMBOY,  NEH  JERSEY 
BREEN,  PATRICK  JAMES,  JOLIET,  ILLINOIS 
BREGANTE,  GEORGE  J,  SANTA  BARBARA,  CALIFORNIA 
BREHM,  DAVID  ALBERT,  ANOKA,  MINNESOTA 
BREHM,  ROBERT  C. ,  ANTIGO,  HISCONSIN 
BREIG,  HOODROH  H. ,  CINCINNATI,  OHIO 
BREIT,  MARTIN  EMIL,  BEAVER  FALLS,  PENNSYLVANIA 
JOSEPH  EDWARD,  CRESTHOOD,  MISSOURI 
EGIL  JUUL,  OSLO,  NORHAY 

KAORU,  KOROR,  FEDERATED  STATES  OF  MICRONESIA 
BRENCHLEY,  CLARON  MAUGHAN,  BRIGHAM  CITY,  UTAH 
BRENNAN,  CHARLES  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
DONALD  G.,  BERHYN,  PENNSYLVANIA 
GARY  JOHN,  LOS  ANGELES,  CALIFORNIA 
JAMES  EDHARD,  YAPHANK,  NEW  YORK 
JOHN  P,  NEW  YORK,  NEW  YORK 
JOSEPH,  ELIZABETH,  NEW  JERSEY 
BRENNAN,  MICHAEL  EUGENE,  MONTICELLO,  NEW  YORK 
BRENNAN,  MICHAEL  JOSEPH,  NEWPORT,  RHODE  ISLAND 
BRENNAN,  THOMAS  JOSEPH,  FORT  LAUDERDALE,  FLORIDA 
BRENNAN,  THOMAS  M. ,  MAHHAH,  NEW  JERSEY 
BRENNAN,  WALTON  EDWARD,  JR,  YAPHANK,  NEW  YORK 
BRENNEMAN,  JAMES  D. ,  NORFOLK,  NEBRASKA 
BRENNER,  DAVID  EDWARD,  JOHNSON  CITY,  NEW  YORK 
BRENNER,  ROSEMARY,  LOS  ANGELES,  CALIFORNIA 
JOHN,  PHILADELPHIA,  PENNSYLVANIA 
WELDON  J.,  MIAMI  SHORES,  FLORIDA 
ROBERT  C,  STUHL,  FEDERAL  REPUBLIC  OF  GERMANY 
BRESCIA,  ROBERT  FRANCIS,  TRENTON,  NEW  JERSEY 
BRESHEARS,  RICHARD  KENT,  MODESTO,  CALIFORNIA 
BRESHEARS,  SAMUEL  FRANCIS,  KANSAS  CITY,  KANSAS 
BRESHEARS,  STEVEN  T.,  BELTON,  MISSOURI 
BRESLIN,  JAMES  E.,  WEST  MILFORD,  NEW  JERSEY 
BRESLIN,  THOMAS  JOSEPH,  JR,  LATHAM,  NEW  YORK 
BRESSON,  GREGG  ERNEST,  BAKERSFIELD,  CALIFORNIA 
BRETH,  JAMES  DUAYNE,  MEADVILLE,  PENNSYLVANIA 
BRETON,  RICHARD  F,  EL  PASO,  TEXAS 
BRETT,  EUGENE  C,  WHITE  PLAINS,  NEH  YORK 
BRETTHAUER,  JERRY  RUE,  SCOTTSBLUFF,  NEBRASKA 
BRETZA,  JOHN  HARRY,  LONG  BEACH,  CALIFORNIA 
BREUL,  FRED  J.,  GLENDALE,  HISCONSIN 
BREWER,  DONALD  WAYNE,  ALBANY,  NEW  YORK 
BREWER,  ESTELL  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BREWER,  FREDERICK  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BREWER,  GREGORY  PAUL,  ARLINGTON,  VIRGINIA 
BREWER,  HOWARD  G.,  ROCKFORD,  ILLINOIS 

JAMES  ONEY,  ATHENS,  TEXAS 

JOHN  CARLING,  MESA,  ARIZONA 

JOHN  FRANK,  PECOS,  TEXAS 

KENNETH  ARTHUR,  CHARLESTON,  WEST  VIRGINIA 
BREWER,  KIM  TYLER,  JEFFERSON  CITY,  MISSOURI 
BREWER,  THOMAS  EDHARD,  SAN  JOSE,  CALIFORNIA 
BREWER,  TRUMAN  R,  SPRINGDALE,  ARKANSAS 
BREWER,  WILLIAM  A.,  FILLMORE,  CALIFORNIA 
BREWSTER,  JOHN  F.,  JERSEY  CITY,  NEH  JERSEY 
BREY,  RICHARD  HARRY,  MANITOWOC,  WISCONSIN 
BREZA,  RICHARD  ALLAN,  SANTA  BARBARA,  CALIFORNIA 
BRIANS,  ROBERT  E.,  LITTLE  ROCK,  ARKANSAS 
BRICKER,  DAVID  HENRY,  MANTECA,  CALIFORNIA 
BRIDEAU,  MANFRED  ARTHUR,  HARTFORD,  CONNECTICUT 
BRIDGEMAN,  EDWARD  R.,  CINCINNATI,  OHIO 
BRIDGEMAN,  GRANTLEY  LAWRENCE,  BRIDGETOWN,  BARBADOS 
BRIDGERS,  DONALD  ROGER,  LUBBOCK,  TEXAS 
BRIDGES,  DAVID  M,  GREENVILLE,  SOUTH  CAROLINA 
MARCUS  DAVID,  HELENA,  MONTANA 
RALPH  NORMAN,  CALAIS,  MAINE 
RUSSELL  H.,  BEAUMONT,  TEXAS 
THOMAS  MICHAEL,  ALEXANDRIA,  KENTUCKY 
BRIDGES,  WILLIAM  ALFRED,  DES  PERES,  MISSOURI 
BRIENEN,  STEPHEN  R,  BLOOMINGTON,  ILLINOIS 
BRIERLEY,  WILLIAM,  NEWARK,  DELAWARE 
BRIERLY,  JACK,  OAKLAND,  CALIFORNIA 
BRIERTON,  JAMES  GERARD,  MIAMI,  FLORIDA 
BRIGGS,  ALBERT  B,  SANTA  FE,  NEW  MEXICO 

BILL,  ROYAL  OAK,  MICHIGAN 

GERALD  RICHARD,  SACRAMENTO,  CALIFORNIA 

JOHN  F.,  MADISON,  WISCONSIN 

JONATHAN  T,  LINCOLN,  NEBRASKA 

ORMOND  H.,  NASSAU,  BAHAMAS 

PAUL  ARCHER,  JR,  OAK  PARK,  ILLINOIS 

DAVID  LYNN,  ODESSA,  TEXAS 

FORREST  CHARLES,  EVANSTON,  WYOMING 

FRED  H,  JR,  EAST  ALTON,  ILLINOIS 

KENNETH  WALTER,  SPRING  HOUSE,  PENNSYLVANIA 

RICHARD  LEE,  DECATUR,  ILLINOIS 
BRIKSAWAN,  SAHAS,  BANGKOK,  THAILAND 
BRILEY,  WILLIAM  HENRY,  III,  ATLANTA,  GEORGIA 


BREWER, 
BREWER, 
BREWER, 
BREWER, 


BRIDGES, 
BRIDGES, 
BRIDGES, 
BRIDGES, 


BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGGS, 
BRIGHT, 
BRIGHT, 
BRIGHT, 
BRIGHT, 
BRIGHT, 
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119 
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130  tt 
139 
192 
192 
156 
181 

63  * 
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127 
161 
103  tt 
176 
196 
133 

89 

46  * 

73  tt 

78  * 
194 
109  tt 
156 

98  * 
124  it 
194 
147 

35  * 
182 

51  tt 
112  tt 

92 
172 

94 
150 
125 
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100  # 
162 

131  tt 
120 
100  tt 
138  tt 
191 

91  # 
142  * 
174 
190 
165 

88 
139 
175 
184 
183 
133  tt 

91  tt 
114 
142  tt 
120  It 
115 
195 
157 

138  tt 
190 
182  tt 
181 
178 
188 
157  tt 
197 
198 
163 
140  tt 
147 
182 
164 
128 
190 
170 
199 
142  tt 
180 
111 
177 

139  tt 
116 
152 

96 
154 
114 
118  tt 
120 

19  * 
155 
140 
124 


BRINKMAN, 
BRINKMAN, 
BRINKHANN, 


BRITTON, 
BRITTON, 
BRITTON, 


BRILLIANT,  LEIGH  M. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

BRIMHALL,  GEORGE  REX,  SR,  LAYTON,  UTAH 

BRINDLEY,  JOE  BENJAMIN,  DES  MOINES,  IOHA 

BRINDLEY,  PETER  ROBINGS,  MILL  VALLEY,  CALIFORNIA 

BRINDZA,  JOHN  PAUL,  LAKEHOOD,  OHIO 

BRINEY,  JOHN  HILLIAM,  ST.  JOSEPH,  MICHIGAN 

BRINGHURST,  LARRY  CROSBY,  SALT  LAKE  CITY,  UTAH 

BRINGLE,  MURL  THOMAS,  OSWEGO,  KANSAS 

BRINING,  MICHAEL  SHAWN,  UPPER  ARLINGTON,  OHIO 

BRINK,  CARL  E.,  HANNIBAL,  MISSOURI 

BRINK,  JAMES  DUANE,  COLUMBUS,  OHIO 

BRINKMAN,  ANTHONY  R.,  WEST  DEPTFORD,  NEW  JERSEY 

BRINKMAN,  DIRK  E.,  REDLANDS,  CALIFORNIA 

LAWRENCE  CHARLES,  HONOLULU,  HAWAII 
RAND  ALLEN,  OKINAWA,  JAPAN 
RONALD  D.,  RACINE,  WISCONSIN 
BRINSON,  JAMES  IRAN,  GOLDEN,  COLORADO 
BRINSON,  STEPHEN  TROY,  PORT  ARTHUR,  TEXAS 
BRISBIN,  MARSHALL  N,  JR,  NAMPA,  IDAHO 
BRISCOE,  WILLIAM  M,  LITTLE  ROCK,  ARKANSAS 
BRISENDINE,  JAMES  E.,  PINETOP,  ARIZONA 
BRISENTINE,  ROBERT  A.,  JR.,  FORT  HOLABIRD,  MARYLAND 
BRISNEHAN,  RAYMOND  H. ,  WESTMINSTER,  COLORADO 
BRITT,  HAROLD  ERNEST,  JR,  BEEBE,  ARKANSAS 
BRITT,  JOHN  G,  FRANKLIN,  VIRGINIA 
BRITT,  LAWRENCE  RICHARD,  ALBANY,  NEW  YORK 
BRITT,  WAYNE  L,  KNOXVILLE,  TENNESSEE 
BRITTAIN,  RAY  FRANKLIN,  HAZARD,  KENTUCKY 
BRITTON,  DANIEL  PATRICK,  MINDEN,  NEVADA 

JEFFREY  LYNN,  AVON  LAKE,  OHIO 

PHILIP  M.,  FRANKFORT,  KENTUCKY 

SHIRLEY  M,  ATLANTA,  GEORGIA 
BRITTON,  WILLIAM  P.,  PHILADELPHIA,  PENNSYLVANIA 
BRKOVICH,  GEORGE  R.,  SR.,  BUENA  VISTA,  PENNSYLVANIA 
BRKOVICH,  WILLIAM  J,  VERSAILLE  BOROUGH,  PENNSYLVANIA 
BROADBENT,  ALFRED  JOHN,  SR,  WASHINGTON,  DISTRICT  OF  COL 
BROADERS,  EUGENE  T,  ST.  LOUIS,  MISSOURI 
BROADFOOT,  PHILIP  ALAN,  WAYNESBORO,  VIRGINIA 
BROADHURST,  ROBERT  THOMAS,  LARGO,  FLORIDA 
BROADRICK,  FRANK  MILBORN,  ATHENS,  GEORGIA 
BROADWATER,  RODNEY  ALAN,  CLARKSBURG,  WEST  VIRGINIA 
BROADWELL,  GUERRY  B,  KINSTON,  NORTH  CAROLINA 
BROBECK,  CHARLES  STEWARD,  NOVATO,  CALIFORNIA 
BROCATO,  WAYNE  ERNEST,  ST.  LOUIS,  MISSOURI 
BROCK,  DERREL  LEE,  ROGERS,  ARKANSAS 
BROCK,  FRED  E.(  PORTLAND,  OREGON 
BROCK,  JOHNIE  RAY,  DEMOPOLIS,  ALABAMA 
BROCKDORFF,  BARRY  LAWRENCE,  PORT  HURON,  MICHIGAN 
BROCKINGTON,  MC  NEAL,  BALTIMORE,  MARYLAND 
BROCKMAN,  GEORGE  THOMAS,  BRISTOL,  TENNESSEE 
BROCKMAN,  JOHN  WAYNE,  PLANO,  TEXAS 
BROCKWAY,  DAVID  MICHAEL,  CHICAGO,  ILLINOIS 
BROCKWELL,  WILLIAM  BRUCE,  FORT  MEADE,  MARYLAND 
BRODDRICK,  LORIS  T.,  LOS  BANOS,  CALIFORNIA 
BRODEN,  GARY  LAWRENCE,  CARTERSVILLE,  GEORGIA 
BRODER,  BRUCE  BRYAN,  KESSLER  AFB,  MISSISSIPPI 
BRODERICK,  JAMES  ANDREW,  III,  HAZLET,  NEH  JERSEY 
BRODERICK,  JOHN  PAUL,  AZUSA,  CALIFORNIA 
BRODERICK,  JOSEPH  EDWARD,  CONCORD,  NEW  HAMPSHIRE 
BRODEUR,  PAUL  E.,  MANCHESTER,  NEW  HAMPSHIRE 
BRODIE,  EDWARD  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BRODY,  GERALD  LELAND,  SAN  BERNARDINO,  CALIFORNIA 
BROEHL,  CHARLES  WILLIAM,  JR,  FOREST  PARK,  ILLINOIS 
BROER,  WILLIAM  H,  JR,  BISMARCK,  NORTH  DAKOTA 
BROGAN,  JOHN  ANDREW,  SCARSDALE,  NEW  YORK 
BROGAN,  RICHARD  WILLIAM,  ATHENS,  TENNESSEE 
BROHARD,  LARRY  WAYNE,  ALEXANDRIA,  VIRGINIA 
BROHMER,  MICHAEL  DEAN,  LA  CROSSE,  WISCONSIN 
BROKAMP,  THOMAS  ROBERT,  BOWLING  GREEN,  OHIO 
BROLL,  TAMMY  SHAWN,  ANNAPOLIS,  MARYLAND 
BROMME,  MARC  EUGENE,  STOCKTON,  CALIFORNIA 
BROMWELL,  WAYNE  0,  JR,  CAMBRIDGE,  MARYLAND 
BROMWELL,  WAYNE  O'NEILL,  SR,  ANNAPOLIS,  MARYLAND 
BRONER,  DARRELL  JAMES,  RUPERT,  IDAHO 
BRONGEL,  ROBERT  ANTON,  SARASOTA,  FLORIDA 
BRONSON,  DOUGLAS  LEE,  YAKIMA,  WASHINGTON 
BROOK,  CHARLES  MICHAEL,  SARATOGA,  CALIFORNIA 
BROOK,  RICHARD  JOHN,  AVON,  ENGLAND 
BROOKE,  DEBORA,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BROOKMAN,  CLAUDIE  NEAL,  YUBA  CITY,  CALIFORNIA 
BROOKS,  BENJAMIN  FRANKLIN,  HARRISBURG,  PENNSYLVANIA 
BROOKS,  CHARLES  THOMAS,  HAVERTOWN,  PENNSYLVANIA 
BROOKS,  DAVID  LELAND,  MONMOUTH,  ILLINOIS 
BROOKS,  DION  SPEAR,  MILFORD,  DELAWARE 
BROOKS,  DONN  PHILIP,  LOS  ANGELES,  CALIFORNIA 
BROOKS,  FABIENNE  LAVERNE,  SEATTLE,  WASHINGTON 
BROOKS,  GERALD  D. ,  OREGON,  ILLINOIS 
BROOKS,  GERALD  LOUDON,  GREENWOOD,  SOUTH  CAROLINA 
BROOKS,  GLENN  PHILLIP,  ANCHORAGE,  ALASKA 
BROOKS,  HAL  T,  OROVILLE,  CALIFORNIA 
BROOKS,  JAMES  FRANCIS,  BOSTON,  MASSACHUSETTS 
BROOKS,  JAMES  H. ,  DECATUR,  GEORGIA 
BROOKS,  JOHN  ERNEST,  JR,  MIAMI,  FLORIDA 
BROOKS,  JOSEPH,  DETROIT,  MICHIGAN 
BROOKS,  JOSEPH  HAROLD,  MANCHESTER,  CONNECTICUT 
BROOKS,  JUDY  LEE,  MONROE,  LOUISIANA 
BROOKS,  LESLIE  H. ,  DUBLIN,  VIRGINIA 
BROOKS,  MICHAEL  EDWARD,  OSHKOSH,  WISCONSIN 
BROOKS,  ORNEL  HORTON,  BELMOPAN,  BELIZE 
BROOKS,  PETER  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
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BROOKS,  ROBERT  GLENN  -  BRUNS.  BRADLEY  HAYNE 
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133 
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199 
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197 
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102 
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188 
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188 
100 
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145 
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136 
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106 
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36 
110 
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110 
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105 
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125 
122 


BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 
BROOKS, 


BROOME, 
BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROPHY, 
BROSKI, 


FLORIDA 


CALIFORNIA 


ROBERT  GLENN,  PORTLAND,  OREGON 
ROBERT  HICHAEL,  FORT  SHITH,  ARKANSAS 
RUSSELL  ALAN,  FALLON,  FLORIDA 
TERRY  LEE,  EVANSVILLE,  INDIANA 
THOMAS  R..  SALINAS,  CALIFORNIA 
HALTER  B.,  Ill,  CHICAGO,  ILLINOIS 
WALTON  GINN,  SR.,  ATLANTA,  GEORGIA 
BROOKS'  WILLIAM  GERAD.  II,  NORWOOD,  MASSACHUSETTS 
BROOKS   WILLIAM  LYNN,  JR.  WASHINGTON,  DISTRICT  OF  COLUM 
RROOKSHER   FRANCIS  MARION,  FORT  COLLINS,  COLORADO 
ROOME   EDWARD  DEXTER,  MAYS  LANDING  NEW  JERSEY 
R  DEWANE,  KNOXVILLE,  TENNESSEE 
CLIFFORD  DALE,  COLUMBUS,  MONTANA 
JAMES  J,  MELVINDALE,  MICHIGAN 
JOHN  P   WASHINGTON  DISTRICT  OF  COLUMBIA 
JOSEPH  M.,  PHILADELPHIA,  PENNSYLVANIA 
MAURICE  JOSEPH,  SALT  LAKE  CITY,  UTAH 
WILLIAM  J,  BROOMFIELD,  COLORADO 
,  FRANCIS  S,  SHERRILL,  NEW  YORK 
BROSNAN,  MICHAEL  JOHN,  OAK  PARK,  ILLINOIS 
BROSS,  MICHAEL  LEE,  KENNEDY  SPACE  CENTER, 
BROSSOH,  CHARLES  DAVID,  SEWARD,  ALASKA 
BROSSOH   DONALD  WILLIAM,  NEWPORT,  OREGON 
BROTHERS   STEPHEN  RANDY  HATERTOWN,  NEW  YORK 
BROTSCHUL,  FREDERICK,  RIVERHEAD,  NEW  YORK 
BROUELETTE,  JON  A,  SEATTLE,  WASHINGTON 
BROUGHAM  CHARLES  GEORGE,  CHICAGO,  ILLINOIS 
BROUGHTON   ROBERT  G,  PORTSMOUTH,  VIRGINIA 
BROUILLETTE   TODD  ADRIAN,  NAUGATUCK,  CONNECTICUT 
BROUSSARD  DALE  JAMES,  LAFAYETTE,  LOUISIANA 
BROUSSARD,  GORDON  ALEXANDER,  CAMP  PENDLETON, 

ROUWER  HANNEKE,  LEIDERDORP  NETHERLANDS 
BROHDER,  FREDERIC  L.,  LOUISVILLE,  KENTUCKY 
BROHER,  PETER  FRANCIS,  SUFFERN,  NEW  YORK 
BROHER   ROBERT  W. ,  THE  DALLES,  OREGON 
BROWN   ALBERT  JOSEPH,  NEW  YORK,  NEW  YORK 

ALVIN  LEWIS,  LOS  ANGELES,  CALIFORNIA 
ANDREW  FREDERICK,  WEST  YORKSHIRE,  ENGLAND 
ARTHUR,  DOHNINGTOWN,  PENNSYLVANIA 
AUGUSTUS  F,  JR,  MEMPHIS,  TENNESSEE 
rhrry  I  FE  WESTMINSTER,  CALIFORNIA 
BRIAN  MAXWEu!  WASHINGTON,  DISTRICT  OF  COLUMBIA 
C  KENNETH,  COLUMBIA,  SOUTH  CAROLINA 
BROWN  CARL  P.,  JR.,  BERHYN,  PENNSYLVANIA 
BROWN  CARL,  JR,  COVENTRY,  RHODE  ISLAND 

'  CARROLL  OSMAN,  JR,  KINGMAN,  ARIZONA 
CHARLES  DAVID,  SAVANNAH,  GEORGIA 
CHARLES  E.,  RICHMOND,  CALIFORNIA 
CHARLES  M,  ROSWELL,  GEORGIA 
CHARLES  STEVEN,  STATESBORO,  GEORGIA 
CLARENCE  J.,  EAST  ORANGE,  NEW  JERSEY 
CUFTON  JAMES,  SIGNAL  HILL,  CALIFORNIA 
DALE  LAVERNE,  LONG  BEACH,  CALIFORNIA 
DANIEL  JOHN,  MCMINNVILLE,  OREGON 
,  DANIEL  LOUIS,  ROBBINS,  NORTH  CAROLINA 
BROWN  DARWIN  EUGENE,  CASTLE  ROCK,  COLORADO 
BROWN!  DAVID  ALLEN,  BEAUFORT,  SOUTH  CAROLINA 
BROWN  DAV  D  L.,  GROVER  CITY,  CALIFORNIA 
'  DEAN  L.,  GRAND  FORKS,  NORTH  DAKOTA 

DERWIN,  DECATUR,  GEORGIA  „„„ 

DONALD  AUBREY,  JR,  WESTPORT,  CONNECTICUT 
BROWN',  DONALD  R,  DEARBORN  HEIGHTS  MICHIGAN 
BROWN,  DOUGLAS  W. ,  JR,  AZTEC  NEW  MEXICO 
EDMOND  N.,  MURFREESBORO,  TENNESSEE 
EDWARD  DONALD,  MILLERSVILLE,  MARYLAND 
EDWARD  JOHN,  NORTH  LAS  VEGAS,  NEVADA 
EDWARD  PEARSON,  MONTGOMERY,  ALABAMA 
EMORY  EUGENE,  JR,  DECATUR,  GEORGIA 
ERNEST  T.,  WARWICK,  RHODE  ISLAND 
FORREST  JOSEPH,  JR,  REEDLEY,  CALIFORNIA 
FRANCIS  W   WASHINGTON,  DISTRICT  OF  COLUMBIA 
FRANK  LEWIS,  EAST  POINT,  GEORGIA 
FRANK  M,  MOUNT  LEBANON,  PENNSYLVANIA 
,  FREDERICK  WILLIAM,  RAPID  CITY   SOUTH  DAKOTA 
BROHN   GAVIN  ANDREW,  HONG  KONG,  HONG  KONG 
BROWN.  GEORGE  C. ,  RINGGOLD,  GEORGIA 
BROWN   GEORGE  WILBUR,  JR,  SOUTH  LAKE  TAHOE, 
BROHN,  GERALD  RAYMOND,  TRENTON,  MICHIGAN 
BROWN,  GRAHAM  D. ,  KIRKHOOD,  MISSOURI 
BROWN,  HAROLD  W. ,  CHICAGO,  ILLINOIS 
CHICAGO,  ILLINOIS 
SAN  LUIS  OBISPO,  CALIFORNIA 
,  BLUE  SPRINGS,  MISSOURI 
G   WASHINGTON,  DISTRICT  OF  COLUMBIA 
IRVING  W.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ISAAC  SPERRY,  MC  COOK,  NEBRASKA 
JACKSON  H.,  DANVILLE,  VIRGINIA 
JAMES  ARNOLD,  WATSONVILLE,  CALIFORNIA 
,  JAMES  B.,  JR,  LEESBURG .FLORIDA 
BROHN,  JAMES  D,  MODESTO,  CALIFORNIA 
BROWN,  JAMES  DAVID,  STREETSBORO  OHIO 
JAMES  MICHAEL,  COCOA,  FLORIDA 
JAMES  NORMAN,  HUDSON,  OHIO 
JAMES  NORMAN,  SR,  LOUISVILLE,  KENTUCKY 
JAY  KENNETH,  RIVERSIDE,  CALIFORNIA 
JEFFREY  SCOTT,  COVINGTON,  VIRGINIA 
JOHN  B,  CAPE  GIRARDEAU,  MISSOURI 
JOHN  EDHARD,  JR,  FRANKLIN,  TENNESSEE 
JOHN  JOSEPH,  CRYSTAL  RIVER,  FLORIDA 
JOHN  WESLEY,  III,  MEMPHIS,  TENNESSEE 


BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 


BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 


BROWN, 
BROHN, 
BROWN, 


BROWN, 
BROWN, 
BROWN, 
BROHN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 


BROWN,  HERBERT  D. 

BROWN,  HOLLIS  B. , 

BROHN,  HOWARD  L. 

BROWN, 

BROWN, 

BROWN, 

BROWN, 

BROWN, 

BROWN, 


CALIFORNIA 


BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 
BROWN, 


175 
109 
198 
177 
189 
173 
187 
77 
109 
135 
191 
103 
125 
179 
133 
151 
195 
58 
67 
81 
155 
91 
152 
127 
34 
40 
92 
134 
61 
127 
176 
128  tt 
55  * 
171 
142  tt 
171 
173 
164 
160 
128 
139  # 
197 
173 
194 
131 

45  # 
136 
126 
165 
198 
172 
109 
79  # 
85  # 
120 
163 
101  # 
169 
127 
167 
142 
181 
90  tt 
193 
94  # 
96  * 
98 

52  # 
158 
151 
194 
112 
169 
99  tt 
49  tt 
190 
137 
128 
187 
119 
162  * 
164  tt 
195 
140  tt 
164 
86  tt 
164  tt 
163 
85 

67  tt 
170 
163 
71  * 
159  tt 
168 
101 
137  * 
157 
129 
161 


JOHNNY  RAY,  MURFREESBORO,  TENNESSEE 

JOSEPH  C,  DETROIT,  MICHIGAN 

KENDALL  WAYNE,  EL  RENO,  OKLAHOMA 

KENNETH  DANIEL,  EAST  HAMPTON,  NEW  YORK 

KENNETH  EDWARD,  SALINAS,  CALIFORNIA 

LARRY  WAYNE,  MUNCIE,  INDIANA 

LESLIE  KAY,  SACRAMENTO,  CALIFORNIA 

LESTER  E.,  BLOOMINGTON,  ILLINOIS 

MARILYN,  TOKELAND,  WASHINGTON 

MARK  ALAN,  FORT  WRIGHT,  KENTUCKY 

MARK  RICHARD,  GOODYEAR,  ARIZONA 

MARTIN,  CHATTANOOGA,  TENNESSEE 

MAYNARD  WILLIS,  JR,  CLAYTON,  GEORGIA 

MICHAEL  LYLE,  SACRAMENTO,  CALIFORNIA 

MILTON  DALE,  HOUSTON,  TEXAS 

MITCHELL  WATT,  RALEIGH,  NORTH  CAROLINA 

MORRIS  LEE,  DETROIT,  MICHIGAN 

NEIL  GATES,  TAMPA,  FLORIDA 

NORMAN  H.,  TAMPA,  FLORIDA 

OZELLE  F,  SR,  SCOTTSBORO,  ALABAMA 

PATRICK  WILLIAM,  BOISE,  IDAHO 

PAUL,  JACKSONVILLE  BEACH,  FLORIDA 

PAUL  DOUGLAS,  KANNAPOLIS,  NORTH  CAROLINA 

PAUL  JOSEPH,  CANBERRA,  AUSTRALIA 

PERRY  E.,  BIG  BEND,  TEXAS 

PHIL  M.,  GLENDALE,  CALIFORNIA 

PHILLIP  D,  UPPER  ARLINGTON,  OHIO 

QUENTIN  WYMAN,  SANTA  BARBARA,  CALIFORNIA 

RAYMOND  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

RICHARD  GROVE,  DELAND,  FLORIDA 

RICHARD  LAMAR,  EAST  ALTON,  ILLINOIS 

ROBERT  ALVIN,  PHOENIX,  ARIZONA 

ROBERT  D.,  NEWNAN,  GEORGIA 

ROBERT  JAMES,  KALAMAZOO,  MICHIGAN 

RONALD  EUGENE,  DETROIT,  MICHIGAN 

RONALD  WALTER,  SR,  BESSEMER,  ALABAMA 

ROY  ALLEN,  VANCOUVER,  WASHINGTON 

ROY  CLAYTON,  JR,  MONTGOMERY,  ALABAMA 

ROY  JAMES,  OKLAHOMA  CITY,  OKLAHOMA 

ROY  MILTON,  LOS  ANGELES,  CALIFORNIA 

RUSSELL  LYNN,  URBANA,  ILLINOIS 

SIMON,  II,  ANCHORAGE,  ALASKA     ..,„„,. 

STEPHEN  BRADFORD,  PLACERVILLE,  CALIFORNIA 

STEVEN  DOUGLAS,  LAYTON,  UTAH 

STEVEN  LEROY,  BARTLESVILLE,  OKLAHOMA 

TED  D.,  EUGENE,  OREGON 

TH^AS^AM^PHIU^HIA,  PENNSYLVANIA 

TIMOTHY  MICHAEL,  LOVELAND,  COLORADO 

TIMOTHY  PAUL,  LINDSAY,  CALIFORNIA 

TOM  ALLEN,  DANVILLE,  VIRGINIA 

VIRGIL  I.,  PINE  BLUFF,  ARKANSAS 

WAYNE  G,  ROCKVILLE,  MARYLAND 

ROWS'  nIlLIAM  ?LiF?OR^RHILMINGTSN  NORTH  CAROLINA 
BROwK;  WILLIAM  CUNTOn/jR,  JACKSONVILLE   FLORIDA 
WILLIAM  F,  NORTH  LITTLE  ROCK,  ARKANSAS 
WILLIAM  FREDERICK,  JR,  LOMPOC,  CALIFORNIA 
WTIIIAM  HALE.  HENDERSON,  TEXAS 
H  LLAM  HAROLD?  COLUMBIA,  SOUTH  CAROLINA 
WILLIAM  HENRY,  BLACKSBURG,  V  RGINIA 
WILLIAM  NOBLE,  FAIRFAX,  VIRG  NIA 
,  WILLIAM  S.,  JR.,  AUGUSTA,  MAINE 
RRflWNF   FUSTACE  CALBERT,  ST  JOHNS,  ANTIGUA 
BROWnI;  JOSEPH  M,  PHRADELPHI A,  PENNSYLVANIA 
BROHNE,  MICHAEL  D,  ALPINE,  TEXAS 
BROHNELL,  THOMAS  G. ,  ST   PAUL  MINNESOTA 
BROWNFIELD,  HAROLD  A.,  DETROIT,  MICHIGAN 
BROHNFIELD,  KENNETH,  URBANA,  ILLINOIS 
BROWNING,  GLENN  ALEXANDER,  NARRAGANSETT,  RHODE  1SLANU 
BROWNING,  GREGORY  BRUCE,  AMARILLO,  TEXAS 
KENNETH  E.,  PORT  ARTHUR,  TEXAS 
MICHAEL  LEE,  INDEPENDENCE,  KENTUCKY 
RICHARD  R,  DELAWARE,  OHIO 
HAROLD  F.,  ASHEVILLE,  NORTH  CAROLINA 
WAYNE  RODRICK,  LOS  ALAMOS,  NEW  MEXICO 
CHARLES  PERRY,  DEL  RIO,  TEXAS 
ROY  JOE,  JR,  EDMOND,  OKLAHOMA 
RUSSELL  NORMAN,  WEST  PALM  BEACH,  FLORIDA 
TIMOTHY  EDWIN,  COVINGTON,  GEORGIA 
VIRGIL  LEE,  SILVER  CITY,  NEW  MEXICO 
BRUCHMAN  WRLIAm' LOUIS   III.  MEDFORD  OREGON 
BRUCKNER,  FRANKLIN  LEE,  OCEANSIDE,  CALIFORNIA 

bTucTsHAW  RW^TERHAj"RPROVlg  NC  HIRHODE  ISLAND 
RUCESUEW'DARRYLRu'RWILMINGTON  .NORTH  CAROLINA 
rbiiftt   ROGFR  WILLIAM.  OLYMPIA,  WASHINGTON 
5K:  S"    UM.    SAN  BERNARDINO,  CALIFORNIA 
BRUM   PAULO  H.,  BRASILIA,  BRAZIL 
bSlSbAUGH,  KERMIt  G,  SIDNEY   NEBRASKA 

BRUNING,  LESLIE  BERNARD  COLUMBIA,  MISSOURI 
rriimnfr  GEORGE  DAVID,  JANESVILLE,  WISCONSIN 
B  UNNEr!  HILLIAM  JENNINGS  VERO  BEACH  FLO IDA 
BRUNS,  BRADLEY  WAYNE,  FAYETTEVILLE,  ARKANSAS 
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BRUNSMAN,  KARL  KENT  -  BURGIN,  JOHN  LABAN,  JR 


195 
119 
110 
145 
197 
184 
123 

92 
189 
123 
115 
115 

14 

58 
178 
121 

96 

96 
187 

63  tt 

47  tt 
160 
111 
124 

90 
160 
134 
107  tt 
166 

56  * 
185 
142 
105  tt 
157 

80  # 
104 
151  tt 
169 
194 

82  tt 
121  tt 
123 
140 
144 
139 

91  tt 
189 
185 
179 
138 

79  tt 

74  tt 
123 
115  tt 
108 

68  # 
116 
166 
196 

90 
150 
196 
190 
115 
147  * 
164 
179 

92 

75  tt 
59  tt 
96 

108 
198 
164 
131  tt 
136 

72  tt 
164 
169 
174 
160  tt 
187 
107  tt 

12  * 
157 
128  * 
124 
195 
160 

96 
102 
115  tt 
182 

29  tt 
140 
199 
175 
103  tt 
178 
181 


BRUNSMAN,  KARL  KENT,  SPRINGFIELD,  ILLINOIS 

BRUNSON,  DALE  ALLAN,  RICHLAND,  HASHINGTON 

BRUNSON,  JOSEPH  H,  SUMTER,  SOUTH  CAROLINA 

BRUNSON,  LARRY  LON,  RIDGECREST,  CALIFORNIA 

BRUNT,  EDMOND  CHARLES,  MIDDLETOHN,  CONNECTICUT 

BRUNT,  EDHARD  LEON,  LAWRENCE,  KANSAS 

BRUNTON,  GEORGE  THOMAS,  LONDON,  CANADA 

BRUSCO,  DOMENIC  J.,  PITTSBURGH,  PENNSYLVANIA 

BRUSH,  CINDY  KAY,  EVANSVILLE,  INDIANA 

BRUSH,  RICHARD  ALLEN,  POINT  COMFORT,  TEXAS 

BRUTSCH,  GARY  L.,  LOS  ANGELES,  CALIFORNIA 

BRYAN,  ADELBERT  M,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 

BRYAN,  CHARLES  E,  HILMINGTON,  DELAHARE 

BRYAN,  GEORGE  K,  VIRGINIA  BEACH,  VIRGINIA 

BRYAN,  HOMER  DOLPHIN,  JR,  STARKVILLE,  MISSISSIPPI 

BRYAN,  JAMES  PAUL,  TOLEDO,  OHIO 

BRYAN,  MICHAEL  A,  NEW  ORLEANS,  LOUISIANA 

BRYAN,  RICHARD  J,  MASSILLON,  OHIO 

BRYAN,  TERRY  PAUL,  SEVIERVILLE,  TENNESSEE 

BRYANT,  ALBERT  L.,  BANGKOK,  THAILAND 

BRYANT,  ALLEN  C. ,  ATLANTA,  GEORGIA 

BRYANT,  BILLIE  JO,  MAYWOOD,  ILLINOIS 

BRYANT,  BOBBY  N,  DECATUR,  GEORGIA 

BRYANT,  CALVIN,  HEST  PALM  BEACH,  FLORIDA 

BRYANT,  FLOYD,  JR,  COLORADO  SPRINGS,  COLORADO 

BRYANT,  JAMES  ROBERT,  VICTORIA,  TEXAS 

BRYANT,  JAMES  RUBEN,  SALEM,  VIRGINIA 

BRYANT,  JIM  F.,  MONTGOMERY,  ALABAMA 

BRYANT,  JOSEPH,  JR,  NEH  CASTLE,  DELAHARE 

BRYANT,  NORMAN  L.,  BEATRICE,  NEBRASKA 

BRYANT,  HILLIAM  DANIEL,  JR,  SEATTLE,  HASHINGTON 

BRYCE,  GEORGE  ALEX,  LIVINGSTON,  MONTANA 

BRYCE,  ROGER  F.,  BANGOR,  MAINE 

BRYKER,  THOMAS  HILLIAM,  JR,  HASHINGTON,  PENNSYLVANIA 

BRYMER,  NOBLE  L,  NASHVILLE,  TENNESSEE 

BRYSON,  JAMES  R.,  HAYCROSS,  GEORGIA 

BRYSON,  JEFFREY  GEARY,  HELENA,  MONTANA 

BRZUCHALSKI,  RICHARD  HILLIAM,  CHANDLER,  ARIZONA 

BUCCELLI,  ANTHONY  DANIEL,  JR,  NEW  PROVIDENCE,  NEH  JERSE 

BUCH,  JACK  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BUCHANAN,  CARL  DAVID,  JR,  ORLANDO,  FLORIDA 

BUCHANAN,  CLYDE  NEAL,  FREDERICKSBURG,  VIRGINIA 

BUCHANAN,  GARY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BUCHANAN,  JAMES  JOSEPH,  MORGANTON,  NORTH  CAROLINA 

BUCHANAN,  JOHN  LYNN,  II,  PHOENIX,  ARIZONA 

BUCHANAN,  RICHARD  A,  INDIANAPOLIS,  INDIANA 

BUCHANAN,  THAD  ALLEN,  EUGENE,  OREGON 

BUCHANEK,  MICHAEL  BRUCE,  VICTORIA,  TEXAS 

BUCHEGGER,  WERNER  MAXIMILIAN,  LINZ,  AUSTRIA 

BUCHHOLZ,  GARY  RAYMOND,  LAKEPORT,  CALIFORNIA 

BUCHHOLZ,  MAURICE  J,  TACOMA,  WASHINGTON 

BUCHIGNANI,  RAYMOND  R.,  SAN  ANSELMO,  CALIFORNIA 

BUCHMANN,  ANDREW  NICHOLAS,  ST.  LOUIS,  MISSOURI 

BUCHOLZ,  RICHARD  A,  OIL  CITY,  PENNSYLVANIA 

BUCHS,  RICHARD  L.,  WAUSEON,  OHIO 

BUCHTA,  RAYMOND  B. ,  OMAHA,  NEBRASKA 

BUCK,  FREDERICK  G,  PHILADELPHIA,  PENNSYLVANIA 

BUCK,  JOHN  THOMAS,  REDFORD,  MICHIGAN 

BUCK,  LEONARD  ROBERT,  HAMILTON,  CANADA 

BUCK,  RONALD  N.,  KANSAS  CITY,  KANSAS 

BUCKALLEW,  LARRY  EUGENE,  PUEBLO,  COLORADO 

BUCKALOO,  CLEATIS  ROY,  WACO,  TEXAS 

BUCKBEE,  WILLIAM  WESLEY,  JR,  KENT,  OHIO 

BUCKENDAHL,  CLARKE  J.,  MAYWOOD,  ILLINOIS 

BUCKENDORF,  GEORGE  MICHAEL,  TULSA,  OKLAHOMA 

BUCKHOUT,  TIMOTHY  CASS,  OAKLAND,  CALIFORNIA 

BUCKINGHAM,  TERRY  ALBERT,  PERTH,  AUSTRALIA 

BUCKLE,  DANIEL  J.,  JR,  SAN  FRANCISCO,  CALIFORNIA 

BUCKLES,  ROBERT  L.,  FORT  SAM  HOUSTON,  TEXAS 

BUCKLEY,  DAVID  J.,  YAPHANK,  NEW  YORK 

BUCKLEY,  KENNETH  E,  FARMINGTON,  MISSOURI 

BUCKLEY,  MAURICE,  NEW  YORK,  NEW  YORK 

BUCKLEY,  MICHAEL  ED,  DECATUR,  ILLINOIS 

BUCKLEY,  MICHAEL  WAYNE,  COLLEGE  STATION,  TEXAS 

BUCKLEY,  WILLIAM  D,  MINEOLA,  NEW  YORK 

BUCKMEYER,  BILLY  DON,  DALLAS,  TEXAS 

BUCKMEYER,  WILLIAM  EUGENE,  MESOUITE,  TEXAS 

BUCKNER,  DANNY  MICHAEL,  EIELSON  AFB,  ALASKA 

BUCKNER,  L  GALE,  DECATUR,  GEORGIA 

BUCKSON,  BRUCE  CANNON,  HOMOSASSA  SPRINGS,  FLORIDA 

BUDA,  ERNEST  ROY,  SACRAMENTO,  CALIFORNIA 

BUDDE,  CHARLES  H,  GENEVA,  ILLINOIS 

BUDNIK,  GEORGE  H. ,  RYE,  NEW  YORK 

BUE,  HARLEY,  SIOUX  CITY,  IOWA 

BUEERMANN,  JAMES  RICHARD,  REDLANDS,  CALIFORNIA 

BUEHLER,  DONALD  EDWIN,  KOTZEBUE,  ALASKA 

BUELTERMAN,  PAUL  JAMES,  FLORENCE,  KENTUCKY 

BUENIK,  GEORGE  THOMAS,  HOUSTON,  TEXAS 

BUERGISSER,  MARTIN,  ZURICH,  SWITZERLAND 

BUESING,  MERLE  D. ,  LEE'S  SUMMIT,  MISSOURI 

BUETO,  0  CARSON,  BATON  ROUGE,  LOUISIANA 

BUFFINGTON,  WILLIE  E.,  MONROE,  LOUISIANA 

BUHLER,  MILAN  LEE,  SALT  LAKE  CITY,  UTAH 

BUHMAN,  RAYMOND  J.,  ALHAMBRA,  CALIFORNIA 

BUICKEL,  DENNIS  LESLIE,  EVANSVILLE,  INDIANA 

BUIE,  JAMES  WELDON,  JR,  GASTONIA,  NORTH  CAROLINA 

BUIKEMA,  EDHARD  G,  LANSING,  MICHIGAN 

BUIST,  JOHN  E,  LINCOLN,  NEBRASKA 

BUITRAGO  ARIAS,  JUAN  CARLOS,  BOGOTA,  COLOMBIA 

BUJNOCH,  LISA  LOU,  HOUSTON,  TEXAS 


134 
120 

76 
164 

91 

91 
140 
152 

68 

30 
192 
184 

77  tt 
162 
177 
136 
105  tt 
182 
192 
127 
183 
154  tt 
131 
193 
130  tt 
113  tt 
194 
195 
185 
170 
140 
176 

48  tt 

118  # 
165 
190 
108  tt 
115  tt 
100  tt 
128 
175 
198 

89  tt 
167  tt 
174 

98 
161 

84  tt 
163 

97 
126 
101 
133 
104  tt 
158 
177 

56  tt 
119 
181 
187 
174 

93 
8  tt 

62 
108 
180 
198 

119  tt 
163 
119 
183 
155  tt 
182 

96  tt 
111 
193 

60  tt 
173 
100  * 
168 
124  tt 

87  tt 
180 
172 
105 
197 
168 
197 

120  * 
59  # 

132 
91 
134 
118 
129 
100 
154 
152 
130 
199 


BUKH,  POUL,  COPENHAGEN,  DENMARK 

BUKOSKI,  FRANK  GILBERT,  LIHUE,  KAUAI,  HAWAII 

BULCOCK,  THOMAS  A.,  MANCHESTER,  NEW  HAMPSHIRE 

BULGER,  BRIAN  NEIL,  LAWRENCE,  INDIANA 

BULGER,  EDWARD  J,  WARREN,  MICHIGAN 

BULKLEY,  HARRY  E,  BATH,  NEH  YORK 

BULL,  ROBERT  LAWRENCE,  TALLAHASSEE,  FLORIDA 

BULL,  WILLIAM  HARRY,  LEWISTON,  IDAHO 

BULLA,  JOSEPH  DALE,  ASHEBORO,  NORTH  CAROLINA 

BULLACH,  MELVILLE  E.,  DETROIT,  MICHIGAN 

BULLARD,  DAVID  C,  WAYCROSS,  GEORGIA 

BULLARD,  GARY  LESLIE,  PITTSFORD,  VERMONT 

BULLARD,  JOHN  C,  WASHINGTON  DC, 

BULLARD,  LARRY  GENE,  ANGLETON,  TEXAS 

BULLARD,  THOMAS  RAY,  ROHNERT  PARK,  CALIFORNIA 

BULLARD,  WAYLON  JASPER,  GARLAND,  TEXAS 

BULLERJAHN,  ULRICH  F.,  CHICO,  CALIFORNIA 

BULLICK,  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 

BULLINGER,  DENNIS  A,  MANDAN,  NORTH  DAKOTA 

BULLINS,  JERRY  WAYNE,  WICHITA,  KANSAS 

BULLOCK,  DALE  E,  SALT  LAKE  CITY,  UTAH 

BULLOCK,  DANIEL  JERRY,  SAN  JOSE,  CALIFORNIA 

BULLOCK,  DAVID  RODRICK,  GREENVILLE,  NORTH  CAROLINA 

BULLOCK,  FLOYD  DAVID,  JR,  PURVIS,  MISSISSIPPI 

BULLOCK,  LYNN  ROBERT,  DOVER,  DELAHARE 

BULLOCK,  RICHARD  L.,  KELSO,  WASHINGTON 

BULLOCK,  STEPHEN,  SYDNEY,  AUSTRALIA 

BULLOCK,  WILLIAM  BRUCE,  NEWTON,  NORTH  CAROLINA 

BULLOCK,  WILLIAM  MURRAY,  JR,  RICHMOND,  VIRGINIA 

BUMGARNER,  BARRY  LYLE,  TALLAHASSEE,  FLORIDA 

BUMGARNER,  KENNETH  WADE,  NEW  BERN,  NORTH  CAROLINA 

BUMGARNER,  MICHAEL  IRA,  ALEXANDRIA,  VIRGINIA 

BUMPASS,  EUGENE  L.,  THE  VILLAGE,  OKLAHOMA 

BUNCH,  ELVIS  PAUL,  BOWLING  GREEN,  KENTUCKY 

BUNCH,  HEZEKIAH,  JR,  BALTIMORE,  MARYLAND 

BUNDERSON,  DANNY  K,  MERIDIAN,  IDAHO 

BUNDY,  GLEN  S,  MEDFORD,  OREGON 

BUNGAY,  CALVIN  A,  DARTMOUTH,  CANADA 

BUNKER,  GORDON  B,  AUBURN,  HASHINGTON 

BUNKER,  JOHN  HENRY,  OLATHE,  KANSAS 

BUNKER,  KENNETH  BOYD,  RENO,  NEVADA 

BUNMEE,  CHACHVAN,  BANGKOK,  THAILAND 

BUNN,  FLOYD,  MONTGOMERY,  ALABAMA 

BUNNELL,  JOHN  EDWIN,  PORTLAND,  OREGON 

BUNNING,  PETER,  HONG  KONG,  HONG  KONG 

BUNT,  ALEX  R,  CANBERRA,  AUSTRALIA 

BUNTEN,  PAUL  LOWELL,  SALINE,  MICHIGAN 

BUNHORTH,  THOMAS  M,  WHITE  PLAINS,  NEW  YORK 

BUNYAK,  JAMES  MICHAEL,  MEADVILLE,  PENNSYLVANIA 

BUNYAVAN,  SANTIRAK,  BANGKOK,  THAILAND 

BUONANNO,  EUGENE  JOSEPH,  TARRYTOWN,  NEW  YORK 

BUONO,  JOHN  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

BUQUET,  GODFREY  JOSEPH,  HOUMA,  LOUISIANA 

BURACKER,  CARROLL  D,  FAIRFAX,  VIRGINIA 

BURAN,  FRED  ALBERT,  III,  POPE  AFB,  NORTH  CAROLINA 

BURAS,  STEPHEN  VALLRIE,  METAIRIE,  LOUISIANA 

BURBANK,  THOMAS  D,  BATON  ROUGE,  LOUISIANA 

BURBEY,  MICHAEL  PROSPER,  K  I  SAWYER  AFB,  MICHIGAN 

BURBRINK,  DONALD  FREDRICK,  II,  LOUISVILLE,  KENTUCKY 

BURCH,  BURDELL  BERGSTROM,  LAKEWOOD,  COLORADO 

BURCH,  CALVIN  LAWRENCE,  KENNEDY  SPACE  CENTER,  FLORIDA 

BURCH,  FRANCIS  M. ,  PADUCAH,  KENTUCKY 

BURCH,  MCLAURIN,  FLORENCE,  SOUTH  CAROLINA 

BURCH,  WALTER  A,  GREENSBORO,  NORTH  CAROLINA 

BURCHETT,  JIM  C. ,  SAN  BERNARDINO,  CALIFORNIA 

BURCHETT,  LARRY  WAYNE,  RICHMOND,  VIRGINIA 

BURCHETT,  LLOYD  ANTHONY,  TINLEY  PARK,  ILLINOIS 

BURCHFIEL,  JOE  RAYMOND,  MEDFORD,  OREGON 

BURCK,  WILLIAM  LEE,  CULVER  CITY,  CALIFORNIA 

BURDEN,  GENE  LEE,  WARRENSBURG,  MISSOURI 

BURDETTE,  ARTHUR,  JR,  FREEPORT,  NEW  YORK 

BURDETTE,  JAMES  DAVID,  JR,  AUSTIN,  TEXAS 

BURDETTE,  STEPHEN  MICHAEL,  CHARLESTON,  WEST  VIRGINIA 

BURDICK,  ALVIN  H,  LOS  ANGELES,  CALIFORNIA 

BURDICK,  HARRY  RICHARD,  CINCINNATI,  OHIO 

BURDICK,  JONATHAN  JAY,  NIXA.  MISSOURI 

BUREL,  JOHN  LEWIS,  GAINESVILLE,  GEORGIA 

BURFORD,  ROBERT  HOWARD,  SWEET  HOME,  OREGON 

BURG,  LEE  J.,  GRAND  JUNCTION,  COLORADO 

BURG,  MICHAEL  THOMAS,  RITTMAN,  OHIO 

BURGAN,  BILL  RAY,  SPEEDWAY,  INDIANA 

BURGE,  HARRY  D,  SPRINGFIELD,  ILLINOIS 

BURGE,  KENNETH  EDWARD,  GLENDALE,  COLORADO 

BURGER,  DAVID  ANTHONY,  LENEXA,  KANSAS 

BURGER,  FREDERICK  0,  CEDAR  RAPIDS,  IOWA 

BURGER,  JAMES  DOUGLAS,  FAIRVIEW  PARK,  OHIO 

BURGESS,  CLYDE  EARL,  OROFINO,  IDAHO 

BURGESS,  DAVID  FREDERICK,  FORT  WORTH,  TEXAS 

BURGESS,  HAROLD  STEPHEN,  MARSHFIELD,  WISCONSIN 

BURGESS,  HERBERT  T.,  WARRENSVILLE  HEIGHTS,  OHIO 

BURGESS,  JAMES  PATRICK,  LOS  ANGELES,  CALIFORNIA 

BURGESS,  JAMES  R,  VENTURA,  CALIFORNIA 

BURGESS,  JEROME,  COLLIERVILLE,  TENNESSEE 

BURGESS,  MARIAN  JOYCE,  LOS  ANGELES,  CALIFORNIA 

BURGESS,  RACHEL  MARIE,  LOS  ANGELES,  CALIFORNIA 

BURGESS,  RAYMOND  E.,  MANHATTAN  BEACH,  CALIFORNIA 

BURGESS,  RONALD  GERALD,  WHITE  SANDS,  NEW  MEXICO 

BURGESS,  TERRY  ALLEN,  CAMDEN,  MAINE 

BURGETT,  ALMER  HARRISON,  NEWALLA,  OKLAHOMA 

BURGIN,  JOHN  LABAN,  JR,  CHERRYVILLE,  NORTH  CAROLINA 
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BURGIN,  TERRY  JOHNSON  -  BUTLER,  PHILLIP  GENE 
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94  tt 
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96  tt 
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139  tt 

79  tt 
183 
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126 
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140 

88 
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126  tt 
136 
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147 
179 
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167 
118  tt 
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156 
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195 

97 

91 

34  tt 
110  tt 
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114 
179 
172 
118 

98  tt 
145 

42   tt 

17  * 
138 
138 
168 
168 
109  tt 
136 
144  * 
105 
181 

69  tt 

84  tt 
117  It 

29  * 

64  * 
197 
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159 
182 

38  tt 
144 
124 
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115  tt 
149 
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157 
140 
156 

67  It 
104  tt 


BURGIN, 
BURGIO, 
BURGOON 
BURGOS, 
BURGOS, 
BURGRAFF 


TERRY  JOHNSON,  LINCOLNTON,  NORTH  CAROLINA 
CARMELO,  ROME,  ITALY 

SUSAN  ANN,  LOS  ANGELES,  CALIFORNIA 
JOSE  0,  SAN  JUAN,  PUERTO  RICO 
JOSEPH  ANTHONY,  PONCE,  PUERTO  RICO 
BRADLEY  BERNARD,  ST.  PAUL,  MINNESOTA 


BURKE 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE, 

BURKE 


BURGTORF,  RICHARD  ROBERT,  ARNETT,  OKLAHOMA 
BURR,  TOMAS,  PRAGUE,  CZECH  REPUBLIC 
BURK,  JERRY  L,  SEATTLE,  WASHINGTON 
BURK,  RODNEY  GERALD,  SPRINGFIELD,  MISSOURI 
BURKE,  BERNARD  C,  LA  MESA,  CALIFORNIA 

CARL  EASTON,  COLUMBIA,  SOUTH  CAROLINA 
D.  THOMAS,  OGDEN,  UTAH 
DAVID  C,  HUDSON,  HISCONSIN 
EDMUND  KERKER,  JR,  EAST  LANSING,  MICHIGAN 
EDHARD  A.,  BELLOWS  FALLS,  VERMONT 
EDWIN  JOSEPH,  JR,  BILLERICA,  MASSACHUSETTS 
EUGENE  J.,  NEW  YORK,  NEH  YORK 
GERALD  FRANCIS,  BOSTON,  MASSACHUSETTS 
JACK  0,  SR,  ELLICOTT  CITY,  MARYLAND 
JAMES  A,  WOODSTOCK,  VERMONT 
JAMES  KIERAN,  NEW  YORK,  NEW  YORK 
JEROME  THOMAS,  JR,  FLORISSANT,  MISSOURI 
JOHN  MICHAEL,  ST.  LOUIS,  MISSOURI 
KATHLEEN  MARIE,  NEW  YORK,  NEW  YORK 
PATRICK  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PAUL  MILES,  BETHEL,  ALASKA 
ROBERT  FRANCIS,  NEH  YORK,  NEW  YORK 
THOMAS  C,  GREENWICH,  CONNECTICUT 
THOMAS  EDWARD,  WEST  SPRINGFIELD,  MASSACHUSETTS 
THOMAS  G.,  MINNEAPOLIS,  MINNESOTA 
WALTER  CHARLES,  WILLIAMS,  CALIFORNIA 
WILLIAM  JOSEPH,  TORONTO,  CANADA 
WILLIAM  JOSEPH,  JR,  TINLEY  PARK,  ILLINOIS 
WILLIAM  M.,  NEW  YORK,  NEW  YORK 
WILLIAM  T,  SR,  PORTSMOUTH,  NEH  HAMPSHIRE 
BURKENFIELD,  MICHAEL  C,  HUNTINGTON  BEACH,  CALIFORNIA 
BURKETT,  BOBBY  R,  TALLAHASSEE,  FLORIDA 
BURKETT,  LINDA  GRAY,  TUCSON,  ARIZONA 
BURKETT,  MARTHA  HARRIETTE,  TEMPE,  ARIZONA 
BURKETT,  PAULINE  ORY,  BATON  ROUGE,  LOUISIANA 
BURKHALTER,  DOUGLAS,  SAVANNAH,  GEORGIA 
BURKHALTER,  GERALD,  NEW  YORK,  NEW  YORK 
BURKHARDT,  EDWARD  L.,  AUBURN,  NEW  YORK 
BURKHARDT,  RICHARD  EDWARD,  DEPTFORD,  NEW  JERSEY 
BURKHART,  BOBBY  WORL,  DALLAS,  TEXAS 
BURKHART,  CHARLES  EDWARD,  BELVIDERE,  ILLINOIS 
BURKHART,  NANCY  RENEE,  HARRISBURG,  PENNSYLVANIA 
BURKHOLDER,  DOUGLAS  W,  UPPER  ST  CLAIR,  PENNSYLVANIA 
BURKLOW,  KAREN  BETH,  THOMASVILLE,  GEORGIA 
BURKS,  ALLEN  WAYNE,  FULLERTON,  CALIFORNIA 
BURKS,  RONALD  DEAN,  LITTLE  ROCK,  ARKANSAS 
BURKS,  SHADRACH  JOHN,  ST.  LOUIS,  MISSOURI 
BURLEH,  WILLIAM  RALPH,  FREEHOLD,  NEW  JERSEY 
BURLEY,  RAYMOND  ALAN,  PERTH,  AUSTRALIA 
BURLISON,  RONALD  G. ,  LOS  ANGELES,  CALIFORNIA 
BURNETT,  CRAIG  DALE,  MURRAY,  UTAH 
BURNETT,  DONALD  J.,  PALM  SPRINGS,  CALIFORNIA 
BURNETT,  ELWYN  M,  GLYNCO,  GEORGIA 
BURNETT,  EUGENE  R,  GRANITE  CITY,  ILLINOIS 
BURNETT,  JAMES  E,  LINCOLN,  NEBRASKA 
BURNETT,  PATRICK  RUSSELL,  SACRAMENTO,  CALIFORNIA 
BURNETT,  RUSSELL  K,  KANEOHE  BAY,  HAWAII 
BURNETTE,  CRAIG  MICHAEL,  JACKSON,  MICHIGAN 
BURNETTE,  DAVID  DALE,  ATHENS,  OHIO 
BURNETTE,  KENNETH  ELZIE,  ATLANTA,  GEORGIA 
BURNEY,  DAVID  B.,  LOS  ANGELES,  CALIFORNIA 
BURNLEY,  HILFORD  GRAHAM,  JR,  CHESTERFIELD,  MISSOURI 
BURNLEY,  WILLIAM  C,  JR,  GREENVILLE,  MISSISSIPPI 
BURNS,  A.  NEWTON,  OKLAHOMA  CITY,  OKLAHOMA 
BURNS,  ALBERT  VINCENT,  PHILADELPHIA,  PENNSYLVANIA 
ANNMCCARRON,  FREDONIA,  NEW  YORK 
ARNOLD  JAMES,  SAGINAW,  MICHIGAN 
BERNARD  FRANCIS,  EAST  LANSING,  MICHIGAN 
DONALD  E.,  GREAT  BEND,  KANSAS 
HAROLD  DURANT,  JR,  AUSTIN,  TEXAS 
MICHAEL  KENT,  MESQUITE,  TEXAS 
NORMAN  P,  SANTA  ROSA,  CALIFORNIA 
PATRICK  BARRY,  LOWELL,  MASSACHUSETTS 
RAYMOND  A.,  COLUMBUS,  INDIANA 
RICHARD,  BOISE,  IDAHO 
RICHARD  F.,  CONCORD,  CALIFORNIA 
ROBERT  L.,  WEST  LAFAYETTE,  INDIANA 
ROBERT  W.,  LYONS,  NEW  YORK 
SCOTT  DONALD,  AUBURN,  CALIFORNIA 
THOMAS  MICHAEL,  MACON,  GEORGIA 
TOMMY  JOSEPH,  HENDERSON,  NEVADA 
WAYNE  MAURICE,  INVERNESS,  FLORIDA 
WILLIAM  JOHN,  GALVESTON,  TEXAS 
WILLIAM  JOSEPH,  SANTA  BARBARA,  CALIFORNIA 
WILLIAM  JOSEPH,  III,  MIDDLETOHN,  RHODE  ISLAND 
WILLIAM  M.,  PENSACOLA,  FLORIDA 
BURPEE,  WILLIAM  L.,  TOLEDO,  OHIO 
BURR,  ED  C,  VINITA,  OKLAHOMA 
BURR,  JERRY  LEE,  VERO  BEACH,  FLORIDA 
BURRELL,  PHYLLIS  W,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BURRIER,  DOUGLAS  KIRK,  SAN  ANTONIO,  TEXAS 
BURRIGHT,  DAVID  KENNETH,  ALBANY,  OREGON 
BURRIGHT,  KENNETH  RICHARD,  CORVALLIS,  OREGON 
BURRIS,  CHARLES  R,  JR,  NEH  CASTLE,  DELAWARE 
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187 
192 
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91 

68 
120 
109 

32 
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165 
134 
141 
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25 
107 

96 
137 
144 
198 
193 
176 
112  * 

50 

81 
134 

123  tt 
117 

76  tt 
142  tt 
168 
153 
130 
101  tt 
166 

99 

124  tt 
188 
167 
149 
154 
198 

23  tt 
171  # 
137 
171 
177 
132 
110  tt 
186 
178 
113 
131 
118  tt 
162 
176 
123 
127  tt 

12  * 
188 
100 
184 
103  # 
193 
108  * 
161 
155 

19  tt 

86  tt 

59  tt 

59 

88 

48  * 
121  tt 
174 
141 
179 
106 

78  tt 
120  * 
195 
132 
110  * 
157 
110 
161  tt 

90 
108  * 

97  tt 
128 
147 
121 

52  * 
154 
135  tt 
184 
167 
189 
129 
119  tt 


BURRIS,  LANCE  MONROE,  PLAINFIELD,  INDIANA 

BURRIS,  RODNEY  URON,  OKLAHOMA  CITY,  OKLAHOMA 

BURRISS,  JAMES  E,  ANDERSON,  SOUTH  CAROLINA 

BURRITT,  HARHOOD  W,  BALTIMORE,  MARYLAND 

BURROUGHS,  BENJAMIN  HENRY,  JR.,  LEONARDTOHN,  MARYLAND 

BURROUGHS,  JOHN  MICHAEL,  SAN  DIEGO,  CALIFORNIA 

BURROUGHS,  HALTER  R,  JR,  ALLIANCE,  NEBRASKA 

BURROW,  WILLIE  L.,  FRANKLIN,  VIRGINIA 

BURROWS,  JOHN  CAMERON,  WINDSOR,  CANADA 

BURROWS,  MICHAEL  NEWELL,  GUERNSEY,  CHANNEL  ISLANDS 

BURROWS,  THEODORE  MILTON,  J,  DETROIT,  MICHIGAN 

BURRUSS,  RICHARD  SWINSON,  LIVERMORE,  CALIFORNIA 

BURSI,  GERALD  WILLIAM,  MEMPHIS,  TENNESSEE 

BURT,  CARL  DOUGLAS,  NEWPORT  NEWS,  VIRGINIA 

BURT,  J.  LOYD,  MCPHERSON,  KANSAS 

MANUEL  D.,  JR.,  GRAND  LEDGE,  MICHIGAN 
ALAN  R,  MARTINEZ,  CALIFORNIA 
DARCY  URAIN,  LONGVIEW,  TEXAS 
DAVID  MARTIN,  GENEVA,  ILLINOIS 
GREGORY  THOMAS,  FRESNO,  CALIFORNIA 
HILTON  BERNARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 
HOWARD  LESLIE,  JR,  PITTSBURGH,  PENNSYLVANIA 
JERRY  R,  GALLATIN,  TENNESSEE 
JOHN,  GENESEE,  MICHIGAN 
JOHN  E,  OCALA,  FLORIDA 
JOSEPH,  JR,  OSSINING,  NEW  YORK 
LEE  ALAN,  OSHKOSH,  WISCONSIN 
RALPH  JAMES,  JR.,  EXTON,  PENNSYLVANIA 
ROBERT  E,  JACKSON,  MISSISSIPPI 
,  WAYNE  DEXTER,  NORFOLK,  VIRGINIA 
BURWELL,  RUDOLPH  LEE,  SR,  NORFOLK,  VIRGINIA 
BURZA,  GEORGE  WILLIAM,  MEDINA,  OHIO 
BOBBY  LEE,  TULSA,  OKLAHOMA 
JAMES  W,  RIALTO,  CALIFORNIA 
WALTER  EVERETT,  JR,  TULSA,  OKLAHOMA 
RICHARD  L.,  MONROE,  WISCONSIN 
,  THOMAS  STEPHEN,  MURPHYSBORO,  ILLINOIS 
BUSCHING,  SCOTT  WILLIAM,  WILLISTON,  NORTH  DAKOTA 
BUSCHJOST,  LAWRENCE  LOUIS,  JEFFERSON  CITY,  MISSOURI 
BUSH,  ALFRED  MERCER,  JR,  FORSYTH,  GEORGIA 
CHARLES  EDWARD,  SANDUSKY,  MICHIGAN 
ERIC  CHRISTOPHER,  PRINEVILLE,  OREGON 
J.  GORDON,  LENOIR,  NORTH  CAROLINA 
JAMES  DALE,  LAWRENCE,  INDIANA 
JAMES  EDWARD,  MERIDIAN,  MISSISSIPPI 
JAMES  NORRIS,  EAST  LANSING,  MICHIGAN 
JULIA  ANN,  KANSAS  CITY,  MISSOURI 
KENNETH  JOHN,  BURLINGTON,  VERMONT 
KENNETH  W,  CORAL  GABLES,  FLORIDA 
MARK  WILLIAM,  SYDNEY,  AUSTRALIA 

MARTIN  CHARLES,  ENID,  OKLAHOMA  ADT7nul 

MICHAEL  K.,  DAVIS-MONTHAN  AIR  FORCE  BASE,  ARIZONA 
PETER  WILLIAM,  SAULT  SAINTE  MARIE,  MICHIGAN 
,  TRACY  CONLEY,  JR,  IRVING,  TEXAS 
BUSHELL,  JOHN  JAMES,  TAMPA,  FLORIDA 
BUSHEY,  JOHN  FRANCIS,  REHOBOTH  BEACH,  DELAWARE 
BUSHMAKER,  JOHN  ALBERT,  COOS  BAY,  OREGON 
BUSIC,  MERLE  HALE,  ABERDEEN,  MARYLAND 
BUSICK,  ARTHUR  A.,  FLAT  ROCK,  MICHIGAN 
BUSIEGA,  JOSEPH  NGAIRA,  NAIROBI,  KENYA 
BUSINE,  VICTORIO  F.,  QUEZON  CITY,  PHILIPPINES 
BUSKEN,  DANIEL  JOHN,  CRYSTAL  CITY,  MISSOURI 
BUSSE,  JAMES  W,  ALBUQUERQUE,  NEW  MEXICO 
BUSSELL,  RONALD  WILLIAM,  DARIEN,  CONNECTICUT 
BUSSEY,  WILLIAM  H,  PARIS,  TENNESSEE 

BUSSLER,  LAWRENCE  EDWARD,  NORTH  KINGSTOWN,  RHODE  ISLAND 
BUSTOS,  DELFINO,  CHICAGO,  ILLINOIS 
BUTCHER,  EARL  W. ,  ATLANTIC  CITY,  NEW  JERSEY 
BUTCHER,  RONALD  E,  LIVONIA,  MICHIGAN 
BUTCHER,  STANLEY  D. ,  SALT  LAKE  CITY,  UTAH 
BUTLER,  ALEX  L.,  THOMASVILLE,  GEORGIA 
ALONZO  M,  NASSAU,  BAHAMAS 
BEN  K.,  LARAMIE,  WYOMING 
BENJAMIN  HARRISON,  PLANTATION,  FLORIDA 
BILLY  ALEXANDER,  MANCHESTER,  TENNESSEE 
CHARLES  FRANKLIN,  JR,  COLUMBUS,  INDIANA 
CHESTER  ALAN,  JR,  MIAMI,  FLORIDA 
DAVID  L,  ELIZABETHTOWN,  KENTUCKY 
,  DONALD,  JACKSON,  MISSISSIPPI 
BUTLER,  DONALD  ROY,  SR,  BILOXI,  MISSISSIPPI 
BUTLER,  EDWARD  MICHAEL,  INDEPENDENCE,  KENTUCKY 
FREDERICK  HOWARD,  LOGAN,  WEST  VIRGINIA 
GARY  H,  HOLBROOK,  ARIZONA 
HAROLD  MICHAEL,  LONGMONT,  COLORADO 
HUGH  M.,  CHICAGO,  ILLINOIS 
JAMES  HOWELL,  CORAL  GABLES,  FLORIDA 
JAMES  0.,  JR.,  BIRMINGHAM,  ALABAMA 
JASON  D,  WAYCROSS,  GEORGIA 
JEFFREY  L,  INDEPENDENCE,  KENTUCKY 
JOHN  DUKE,  EL  PASO,  TEXAS 
JOHN  GREGORY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JONNY  WILLIAM,  JR,  RADFORD,  VIRGINIA 
KENNETH  P.,  ABERDEEN,  WASHINGTON 
LARRY  DEAN,  LINCOLN,  NEBRASKA 
,  LARRY  JAMES,  KINGMAN,  ARIZONA 
BUTLER,  MICHAEL  ANGELO,  GREENWOOD,  SOUTH  CAROLINA 
BUTLER,  NEAL  LOYD,  JR,  OREGON  CITY,  OREGON 

ODIE  LEE,  III,  FORT  LEWIS,  WASHINGTON 
PAUL  WAYNE,  SAN  MARINO,  CALIFORNIA 
PHILLIP  GENE,  IRONTON,  OHIO 
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BUTLER,  ROGER  G  -  CAMPBELL,  ALVIN  J 
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176 

196 

183 

163 

151 

194 

191 

181 

161  tt 

161 

121  tt 

179 

153 
99 

159 

135 

135 

119  # 

107 

156 

152 

81 

96 

179 
113 
197 
121 
172 
139 
192 

85 
188 
157 
134 
132 
176 
112 
134 
165 
188 

33 
141 
166 
191 

72 
198 
113 
174 

66 
174 
175 

83 
163 
135 


BUTLER,  ROGER  G,  CAPE  CORAL,  FLORIDA 
BUTLER,  ROYSER  THOMAS,  COLUMBIA,  SOUTH  CAROLINA 
BUTLER,  HILLIAM  C,  GREENVILLE,  SOUTH  CAROLINA 
BUTLER,  HILLIAM  G,  SAVANNAH,  GEORGIA 
BUTLER,  HILLIAM  GARRETT,  TUSCALOOSA,  ALABAMA 
BUTORAC,  JOHN  CHARLES,  HEST  ALLIS,  HISCONSIN 
BUTSCHER,  HENRY  P,  ALBUQUERQUE,  NEH  MEXICO 
BUTT,  KAREN  EVE,  INDIANAPOLIS,  INDIANA 
BUTT,  LEONARD  GEORGE,  PIKESVILLE,  MARYLAND 
BUTTERFIELD,  JACK  DOUGLAS,  SANDY,  UTAH 
BUTTON,  GLENDON  HILSON,  BURLINGTON,  VERMONT 
BUTTON,  LYNN  EDWARD,  FRESNO,  CALIFORNIA 
BUTTON,  MICHAEL  DEAN,  PEORIA,  ILLINOIS 
BUTTON,  THOMAS  RAYMOND,  ONEIDA,  NEW  YORK 
BUTTS,  EUGENE  V.,  TERRE  HAUTE,  INDIANA 
BUTTS,  HENRY  LEE,  GLYNCO,  GEORGIA 
BUTTS,  JOSEPH  THOMAS,  JR,  THOROFARE,  NEW  JERSEY 
BUTTS,  ORVILLE  N.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BUTURLA,  JOHN  JOSEPH,  MIDDLETOWN,  CONNECTICUT 
BUTZ,  STEVEN  WAYNE,  FORT  WAYNE,  INDIANA 
BUTZBACH,  JAMES  RICHARD,  SIGNAL  HILL,  CALIFORNIA 
BUVIA,  RICHARD  LEE,  MONTEREY,  CALIFORNIA 
BUXTON,  DONALD  ROY,  CONCORD,  NEW  HAMPSHIRE 
BUZA,  ROBERT  ANDREW,  JR,  FAIRLAWN,  OHIO 
BUZIAK,  AUGUST,  CALGARY,  CANADA 
BUZICK,  CHARLES  E.,  OGDEN,  UTAH 
BUZZELL,  WILLIAM  JAY,  WOLF  POINT,  MONTANA 
BUZZY,  ERNEST  F.,  VIRGINIA  BEACH,  VIRGINIA 
BYE,  FLOYD  S.,  GRAND  FORKS,  NORTH  DAKOTA 
BYE,  MAURY  ROLAND,  SAN  JOSE,  CALIFORNIA 
BYERS,  ROBERT  A.,  WEIRTON,  WEST  VIRGINIA 
BYINGTON,  DON  MERLE,  JR,  CLINTON,  MISSISSIPPI 
BYNUM,  DAVID  J,  ANDREWS  AFB,  MARYLAND 
BYNUM,  WAYNE,  SCOTTSBORO,  ALABAMA 
BYRAM,  WILLIAM  H. ,  DEVILS  LAKE,  NORTH  DAKOTA 
BYRD,  ALAN  ARTHUR,  STERLING  HEIGHTS,  MICHIGAN 
ANDERSON  DOUGLAS,  CAMDEN,  NEW  JERSEY 
CAROLYN  A,  CORPUS  CHRISTI,  TEXAS 
CECIL  E,  PASCAGOULA,  MISSISSIPPI 
,  DAVID  WESLEY,  IRMO,  SOUTH  CAROLINA 
BYRD,  DONALD  A.,  DALLAS,  TEXAS 
BYRD,  JAMES  MICHAEL,  GAUTIER,  MISSISSIPPI 
JAMES  W,  CHEYENNE,  WYOMING 

LAWRENCE  H.  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  EARL,  LOS  ANGELES,  CALIFORNIA 
ROBERT  KENNETH,  WINNSBORO,  SOUTH  CAROLINA 
TISHA  FRANCES,  SANTA  CRUZ,  CALIFORNIA 
,  DEREK  PATRICK,  DUBLIN,  IRELAND 
BYRNE,  JAMES  F,  NEW  YORK,  NEW  YORK 
BYRNE,  JAMES  JOSEPH,  NAPLES,  FLORIDA 

MICHAEL  PATRICK,  DUBLIN,  IRELAND 
PATRICK  TIMOTHY,  CHEYENNE,  WYOMING 
RAYMOND,  DOWNERS  GROVE,  ILLINOIS 
.  THOMAS  JEFFREY,  CLAYTON,  MISSOURI 
BYRNES,  DAVID  ALLEN,  GARLAND,  TEXAS 
BYRNES,  DIANE  KATHLEEN,  SACRAMENTO,  CALIFORNIA 
BYRNES,  JAMES  ARTHUR,  FLOSSMOOR,  ILLINOIS 
BYRNES,  JOHN  FRANCIS,  YAPHANK,  NEW  YORK 
BYWATERS,  FRANCISCO  E,  SANTIAGO,  CHILE 
CAABAY,  CARLOS  S.,  MANILA,  PHILIPPINES 
CABALLERO  FERNANDEZ,  GUZMAN,  MADRID,  SPAIN 
CABANA,  RAYMOND  WILLIAM,  NASHUA,  NEW  HAMPSHIRE 
CABANISS,  CHARLES  TIMOTHY,  ROCK  HILL,  SOUTH  CAROLINA 
CABLE,  JOHN  PAUL,  AMES,  IOWA 
CABLE,  KENNETH  M,  LOS  ANGELES,  CALIFORNIA 
CABLER,  CHARLIE,  BROWNSVILLE,  TEXAS 
CABOT,  LOUIS  HINKLE,  LAS  CRUCES,  NEW  MEXICO 
CABOT,  ROBERT  E.,  LOS  ALAMITOS,  CALIFORNIA 
CABRAL,  ALFRED  T,  HUDSON,  MASSACHUSETTS 
CABRAL,  CAROLINA  M,  PAGE,  ARIZONA 
CABRAL,  SAMUEL  A.,  DEFIANCE,  OHIO 

CABRERA,  EDWARD  REYES,  JR,  SAIPAN,  NORTHERN  MARIANAS  IS 
CABRERA,  MANUEL  VASQUEZ,  YUMA,  ARIZONA 
CABRERA,  RODOLFO  RAFAEL,  HEMET,  CALIFORNIA 
CACHIE,  ALBERT  EDWARD,  NEW  YORK,  NEW  YORK 
CADDEN,  GERARD  PAUL,  DUBLIN,  IRELAND 
CADE,  RICHARD  L,  BOISE,  IDAHO 
CADE,  RONALD  JACKSON,  GREENWOOD,  MISSISSIPPI 
CADENA-SALAZAR,  HUGO  MARCELO,  QUITO,  ECUADOR 
CADER,  STEVEN  JAMES,  TAHOE  CITY,  CALIFORNIA 
CADY,  WILLIAM  ARTHUR,  OXNARD,  CALIFORNIA 
CAESAR,  FREDERICK  FITZROY,  GEORGETOWN,  GUYANA 
CAFANO,  PETER  P,  JR,  HAMDEN,  CONNECTICUT 
CAFARO,  GLENN  CHARLES,  SR,  MARLTON,  NEW  JERSEY 
CAFFIE,  LEON,  GAINESVILLE,  FLORIDA 
CAFFREY,  BRIAN  CHARLES,  WEST  TRENTON,  NEW  JERSEY 
CAFFREY,  PAUL  V.,  NEWARK,  NEW  JERSEY 
CAGE,  FRANK  CLARENCE,  JR,  CHICAGO,  ILLINOIS 
CAGGIANO,  JAMES  ANTHONY,  HARRISBURG,  PENNSYLVANIA 
CAGLE,  DERRELL  EVERETT,  FRANKLIN,  TENNESSEE 
CAGLE,  WALTER  EDWIN,  NATIONAL  CITY,  CALIFORNIA 
CAHILL,  LAURIE  BETH,  TOMS  RIVER,  NEW  JERSEY 
CAHILL,  LAWRENCE  G.,  JR.,  MODESTO,  CALIFORNIA 
CAHILL,  MICHAEL  EVANS,  MANASSAS,  VIRGINIA 
CAHILL,  WILLIAM  J,  JR,  ELIZABETH,  NEW  JERSEY 
CAHILL,  WILLIAM  JAMES,  SACRAMENTO,  CALIFORNIA 
CAHILL,  WILLIAM  ROBERT,  BINGHAMTON,  NEW  YORK 
CAHOON,  GLEN  S,  SALT  LAKE  CITY,  UTAH 
CAIATA,  ALFRED  JOSEPH,  JR,  CAPE  CORAL,  FLORIDA 
CAICEDO,  EFREN  NORBERTO,  QUITO,  ECUADOR 


BYRD, 
BYRD, 
BYRD, 
BYRD, 


BYRD, 
BYRD, 
BYRD, 
BYRD, 
BYRD, 
BYRNE, 


BYRNE, 
BYRNE, 
BYRNE, 
BYRNE, 


CALABRESE, 
CALABRESE, 
CALABRESE, 
CALABRESE, 


187   CAILLET,  SERGE,  PARIS,  FRANCE 
164   CAIN,  GARRY  WAYNE,  LAKELAND,  FLORIDA 
170  n   CAIN,  JACK  NELSON,  PINEDALE,  WYOMING 
158   CAIN,  JAMES  COLEMAN,  LOUISVILLE,  KENTUCKY 
181   CAIN,  JEFFREY  ALAN,  DOBBINS  AFB,  GEORGIA 
156   CAIN,  KEITH  RAYMOND,  OWENSBORO,  KENTUCKY 
117   CAIN,  MALCOLM  D. ,  BATON  ROUGE,  LOUISIANA 
127  tt   CAIN,  RONALD  WILLIAM,  OAKLAND,  CALIFORNIA 
145   CAINE,  DENNIS  JAMES,  YAPHANK,  NEW  YORK 
151  It   CAIRNIE,  DAVID  JOHN,  PERTH,  AUSTRALIA 
57  tt   CAIRNS,  BENJAMIN  F.,  JR.,  WEST  POINT,  PENNSYLVANIA 
66  tt   CAIRNS,  JACK  A,  ALBUQUERQUE,  NEW  MEXICO 
144   CAIRNS,  RICHARD  JOSEPH,  SAN  FRANCISCO,  CALIFORNIA 
CAIRNS,  WAYNE  L. ,  MANSFIELD,  OHIO 

CALABRESE,  CHRISTOPHER  MICHAEL,  HAWTHORNE,  NEW  YORK 
DANIEL  J,  NORTH  ARLINGTON,  NEW  JERSEY 
ROBERT  LOUIS,  BUFFALO,  NEW  YORK 
SAMUEL  A.,  SPRINGFIELD,  NEW  JERSEY 
VICTOR,  JR.,  WINTERSVILLE,  OHIO 
CALAHAN,  MICHAEL  FRED,  NASHVILLE,  TENNESSEE 
CALANDRO,  JOHN  ANTHONY,  GREENBURGH,  NEW  YORK 
CALAS,  JEAN  LUC,  STRASBOURG,  FRANCE 
CALAWAY,  ROBERT  G,  STOCKTON,  CALIFORNIA 
CALBERT,  CHRISTOPHER  MARION,  BATON  ROUGF,  LOUISIANA 
CALCAGNO,  MICHAEL  FRANCIS,  BOLINGBROOK,  ILLINOIS 
CALDER,  GARY  LEE,  EAST  LANSING,  MICHIGAN 
CALDERO-LOPEZ,  JOSE  LUIS,  SAN  JUAN,  PUERTO  RICO 
CALDWELL,  CHARLES  H. ,  HUNTING  VALLEY,  OHIO 
DUANE  E,  OWENSVILLE,  MISSOURI 
GARY  LLOYD,  AGANA,  ARMED  FORCES  PACIFIC 
CALDWELL,  HAL  BURTON,  ALAMOGORDO,  NEW  MEXICO 
CALDWELL,  HANFORD  P.,  BLACKSBURG,  VIRGINIA 
CALDWELL,  NORMAN  LEVON,  COLUMBIA,  SOUTH  CAROLINA 
CALDWELL,  RALPH  ARTHUR,  JR,  SPRINGFIELD,  ILLINOIS 
CALDWELL,  RICHARD  WAYNE,  PEARL  HARBOR,  HAWAII 
78  tt   CALDWELL,  ROBERT  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
72  tt   CALHOON,  JAMES  F.,  CORDOVA,  ALASKA 
86  tt   CALHOUN,  BOB  L,  CHICKASHA,  OKLAHOMA 
70  tt   CALHOUN,  GILBERT  W,  BOSTON,  MASSACHUSETTS 
97  tt   CALHOUN,  LARRY  J.,  FORT  LAUDERDALE,  FLORIDA 
tt   CALHOUN,  PAUL  B.,  GREENSBORO,  NORTH  CAROLINA 
CALHOUN,  THAD  B,  AUGUSTA,  GEORGIA 
CALHOUN,  THOMAS  LEON,  MOBILE,  ALABAMA 
CALI,  VITO  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
tt   CALKINS,  PERLIN  F,  STOCKTON,  CALIFORNIA 

CALL,  FREDERICK  ALLEN,  GOSHEN,  INDIANA 
tt   CALL,  LAWRENCE  D,  JANESVILLE,  WISCONSIN 
tt   CALL,  PATRICK  L,  MEQUON,  WISCONSIN 

CALLAGHAN,  STACY  LEE,  ALTURAS,  CALIFORNIA 
*  CALLAHAN,  CHARLES  E,  SAN  BERNARDINO,  CALIFORNIA 
CALLAHAN,  HENRY  JOSEPH,  MINEOLA,  NEH  YORK 
CALLAHAN,  PAUL  JENS,  AKRON,  OHIO 
CALLAHAN,  THOMAS  MICHAEL,  MILFORD,  MICHIGAN 
CALLAHAN,  TIMOTHY  FRANCIS,  BRIDGEVIEW,  ILLINOIS 
CALLAHAN,  WILLIAM  JOSEPH,  CARSON  CITY,  NEVADA 
It   CALLAN,  GEORGE  D.  ,  NEWARK,  NEW  JERSEY 
It   CALLANAN,  NANCY  CAROL,  LOS  ANGELES,  CALIFORNIA 

CALLANDER,  EARL  VERNON,  ESCONDIDO,  CALIFORNIA 
i   CALLAWAY,  CECIL  A.,  HOMER,  GEORGIA 

CALLAWAY,  DAVID  FRANKLIN,  WASHINGTON,  DISTRICT  OF  COLUM 
1   CALLEGARI,  LINO  P,  SUSANVILLE,  CALIFORNIA 
CALLENDAR,  TOMMY  G,  ODESSA,  TEXAS 
CALLENS,  LARRY  JEROME,  YELLOWKNIFE,  CANADA 
1   CALLES,  EZEQUIEL  J,  PHOENIX,  ARIZONA 
CALLIES,  THIERRY,  PARIS,  FRANCE 
CALLINAN,  MARTIN,  DUBLIN,  IRELAND 
107  tt   CALLIS,  ROBERT  F.,  NORFOLK,  VIRGINIA 

113  CALLO,  JOSEPH  R,  JR,  LAS  VEGAS,  NEVADA 
CALLOWAY,  CHARLES  EUGENE,  CANTON,  NORTH  CAROLINA 
CALLUENG,  MOREL  RUMUSUD,  MANILA,  PHILIPPINES 

It  CALOIARO,  JOSEPH,  WEST  TRENTON,  NEW  JERSEY 
tt  CALVERT,  DANIEL  BERRY,  GRANTS  PASS,  OREGON 
tt   CALVERT,  MILTON  MRUS,  WACO,  TEXAS 

*  CALVERT,  WILLIAM  D. ,  FRANKFORT,  KENTUCKY 

114  tt   CALVERY,  RONALD  G,  OKLAHOMA  CITY,  OKLAHOMA 
77  *  CAMAC,  DANIEL  W. ,  JR.,  DOVER,  DELAWARE 

87  tt   CAMACHO  ROSAS,  LUIS  D,  MAYAGUEZ,  PUERTO  RICO 
159   CAMACHO,  FRANCISCO  MUNA,  SAIPAN,  FEDERATED  STATES  OF  MI 
CAMACHO,  GREGORIO  M,  SAIPAN,  FEDERATED  STATES  OF  MICRON 
CAMARA,  PATRICK  ROOS,  SALINAS,  CALIFORNIA 
CAMERA,  ANDREW  M. ,  QUEENS,  NEW  YORK 
CAMERON,  CHARLES  LESLIE,  NAGS  HEAD,  NORTH  CAROLINA 
CAMERON,  DAVID  GLENN,  JACKSON,  WYOMING 
CAMERON,  JAMES  JAY,  MADISON,  CONNECTICUT 
CAMERON,  JEFFREY  RICHARD,  REDONDO  BEACH,  CALIFORNIA 
150  tt   CAMERON,  JERRY  THOMAS,  FERNANDINA  BEACH,  FLORIDA 
98  #  CAMERON,  JOHN  H,  III,  SAN  MATEO,  CALIFORNIA 
CAMERON,  STEPHEN  JOSEPH,  KANEOHE  BAY,  HAWAII 

#  CAMICK,  JAMES  L.,  AUGUSTA,  MAINE 
tt   CAMP,  CRAIG  E,  LITTLETON,  COLORADO 

CAMP,  DAVID  FREYMAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CAMP,  DAVID  P,  ATHENS,  GEORGIA 

CAMP,  EDWARD  JAMES,  DENVER,  COLORADO 
tt   CAMP,  JAMES  E.,  TULSA,  OKLAHOMA 

CAMP,  KELLY  DARREN,  KNOXVILLE,  TENNESSEE 

CAMPAGNA,  GEORGE  JOHN,  JR,  BATON  ROUGE,  LOUISIANA 
tt   CAMPANELLA,  CARL  A,  MINEOLA,  NEW  YORK 

CAMPAS,  STEVEN,  JR,  SACRAMENTO,  CALIFORNIA 

CAMPBELL,  AARON,  JR,  MIAMI,  FLORIDA 
tt   CAMPBELL,  ALVIN  J,  ALBUQUERQUE,  NEW  MEXICO 


98 
192 
130 
160 

99 

95 
136 
128 
183 

90 
148 
198 
181 
154 

98 

97  tt  CALDWELL, 
190  CALDWELL, 
176 

98 
170 
195 
144 


50 
101 
145 
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116 
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97 
154 
163 
175 
177 
184 
2 
121 
134 

83 
178 
110 

85 
137 
116 
185 
181 


131 
184 
158 
168 
48 
45 


112 
184 
110 
153 
123 
181 
162 


183 
114 
104 
119 
191 
118 
70 
171 
135 
133 
189 
163 
117 
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CAMPBELL,  ARBRA  -  CARPENTER,  GEORGE  VARNUM,  JR 


103  n 
136  t> 
107  « 
19  H 
84  * 
88 
194 
105  t 
94 
189 
151 
102  I 
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158  I 
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75 
197 
168 
105 
161 
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124 
195 
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195 
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158 
142 
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161 
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127 
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CAMPBELL, 
CAMPBELL, 
CAMPBELL, 
CAMPBELL, 


CAMPBELL, 
CAMPBELL, 
CAMPBELL, 


CAMPBELL.  ARBRA,  NEHPORT  BEACH,  CALIFORNIA 

CAMPBELL   BOBBY,  NEHPORT  NEHS.  VIRGINIA 

CAMPBELL   BRUCE  G,  MELBOURNE   FLORIDA 

CAMPBELL,  CLINTON  J.,  TRENTON,  NEH  JERSEY 

CAMPBELL   CORDELL  H,  MUNCIE,  INDIANA 

CAMPBELL   DAVID  C,  WEST  VALLEY  CITY,  UTAH 

CAMPBELL   DAVID  MICHAEL,  NEH  YORK.  NEH  YORK 

CAMPBELL   EARL  R   SAN  BERNARDINO,  CALIFORNIA 
ERSKIN  K.,  BUENA  VISTA,  VIRGINIA 
FRANCIS  M  CHAEL,  SHREVEPORT,  LOUISIANA 
FRANK  LESLIE,  HATBORO,  PENNSYLVANIA 
,  FREDERICK  G.  FAIRFIELD.  CONNECTICUT 

CAMPBELL   GARFIELD  J.,  FORT  LAUDERDALE,  FLORIDA 

campbelu  georce  francis,  jr.  farmers  branch,  texas 

CAMPBELL  JAMES  F,  KANSAS  CITY.  MISSOURI 

CAMPBELL  JAMES  LEHIS,  KIMBERLY,  IDAHO 

CAMPBELL  JAMES  LOUIS   LAKEPORT,  CALIFORNIA 

CAMPBELL,  JERRY  RAY,  INDIANAPOLIS,  INDIANA 

CAMPBELL  JOHN  S,  KESSLER  AFB,  MISSISSIPPI 

CAMPBELL  KERRIE  KIM,  COLUMBUS   OHIO 

campbell  laurence  0,  ii,  tallahassee,  florida 
campbell!  len  verlon  mount  vernon.  Illinois 

CAMPBELL   MARION  D.  FRANKFORT.  KENTUCKY 
CAMPBELL.  MARK  RICHARD.  LITTLETON,  COLORADO 
CAMPBELL   MARTIN  F,  LANSING,  MICHIGAN 
CAMPBELL   MAYNARD  A.,  ELKINS,  HEST  VIRGINIA 
CAMPBELL   MICHAEL  ALAN,  BROHNSBURG,  INDIANA 
CAMPBELL   NICHOLAS  THANE,  NOBLESVILLE,  INDIANA 
CAMPBELL   R  CHARD  J   JR,  CONCORD.  NEH  HAMPSHIRE 
CAMPBELL  RICHARD  SIMOn!  ROSHELL.  NEH  MEXICO 
CAMPBELL,  ROBERT  D.,  AKRON,  OHIO       _.,Tr«nu,» 
CAMPBELL   ROBERT  DARRELL,  LOS  ANGELES.  CALIFORNIA 
RONALD  JAY,  LITTLE  ROCK,  ARKANSAS 
RUFUS  H,  JR,  NEW  ORLEANS,  LOUISIANA 
.  STEPHEN  ROBERT.  PORT  HUENEME  CALIFORNIA 
CAMPRFLL   WALLACE  ONEIL,  GARDENDALE,  ALABAMA 
CAMPBELL   WARREN  W  ,  JR  .  RALEIGH,  NORTH  CAROLINA 
1  CAMPBELL   WILLIAM  STEVEN   CEDAR  HILL,  TEXAS 
I   caSprfii   WNTON  G  JR,  RALEIGH.  NORTH  CAROLINA 
'  CAMPB  Ll!  HWHMLMORE,  III.  SPRING  LAKE.  NORTH  CAROLI 
CAMPI   PAUL  ROYAL,  HINSTED,  CONNECTICUT 
CAMPISI   CHARLES  VINCENT,  NEH  YORK,  NEH  YORK 
tt   CAMPOS   THOMAS  DIAZ,  JR,  MISSOURI  CITY.  TEXAS 
CAMPTON   CHARLES  OTTICE   BUENA  VISTA,  COLORADO 
CcrMPU^iANy:RRONALDPAU   WES1 [SPRINGFIELD.  MASSACHUSET 
a   CANADAY   RONALD  C,  PLATTE  CITY,  MISSOURI 
tt   CANADY, 'GEORGE  E., 'RALEIGH,  NORTH  CAROLINA 

CANADY   PAUL  HAYNE,  NAPLES,  FLORIDA 
tt   CANAU' EUGENE  FRANCIS,  JR, 'RIVERHEAD  NEH  YORK 
CAN ALE,  ANTHONY  JAMES,  MEDFORD,  NEH  JERSEY 
CANARY   CHARLES  H.,  METUCHEN,  NEW  JERSEY 
CANASKi,  CHRISTOPHER  CARL,  HAHNVILLE,  LOUISIANA 
It   CANCASCI,  LOUIS,  BEDFORD  HEIGHTS,  OHIO 
Z   rAurci   fci  tx  S   CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 
%   CANC  LLA   RUSSELL  JOSEPH  HASHINGTON,  DISTRICT  OF  COLUM 
CANDEE   JAMES  RAYMOND,  EASTON,  CONNECTICUT 
CANDELARIA   GILBERT,  SUNNYVALE,  CALIFORNIA 
CANDELARIA   ROBERT  MAX,  HILLEMSTAD.  CURACAO 
r*unci  aria   ROBERT  PAUL   ALBUQUERQUE,  NEW  MEXICO 
#  CAND  ELOR  *'jSsEPHTFRANCIS.LPHILADELPHIA  PENNSYLVANIA 
CAwni  AND   SCOTT  DRAKE.  SALT  LAKE  CITY,  UTAH 
CANDLER   PAUL  EDGAR,  JR.  GREENVILLE.  SOUTH  CAROLINA 
CANDON   JAMES  MATTHEW,  JR,  WATERBURY,  VERMONT 
tt   CANEPA   RAYMOND  J,  SAN  FRANCISCO,  CALIFORNIA 
It   CANFIELD   ROBERT  K.,  LOS  ANGELES.  CALIFORNIA 
%   CANIPE   WENDELL  E.,  CHARLOTTE.  NORTH  CAROLINA 
CAN  ZALES!  PEDRO  S   MONTERREY,  MEXICO 
CANNADAY   HILLIAM  LOWELL,  IRVING,  TEXAS 
CANNADY^'PH  LIP   FlYETTEVILLE,  NORTH  CAROLINA 
tt   CANNAVO   THOMAS  N,  HEST  TRENTON,  NEH  JERSEY 
a   CANNELL   GEORGE  H  ,  SAN  JOSE,  CALIFORNIA 
CANNON   BRIAN  STEPHEN,  UNIVERSAL  CITY,  TEXAS 
CANNON!  CH  CO  M,  PHILADELPHIA,  PENNSYLVAN  A 
ft   CANNON,  CLARENCE  E,  COLUMBIA,  SOUTH  CAROLINA 

UK'  5°AMESDALi6N"UJTR:NCHTARl!ESTON,  SOUTH  CAROLINA 

CANNON   JOSEPH  DANIEL,  NEW  YORK,  NEW  YORK 

CANNON   NELSON  JEROME   KALKASKA,  MICHIGAN 

CANNON   RILEY  B.,  SALT  LAKE  CITY,  UTAH 

CANNON   RODNEY  A  .  NORTHVILLE,  MICHIGAN 

CANNON!  SI  ALLEN"  SAN  FRANCISCO.  CALIFORNIA 

CANO.  ELOY,  HARLINGEN,  TEXAS 

CANTER  MERLIN  DALE,  MAPLE  HEIGHTS,  OHIO 

CANTOR   GREGORY  DALE,  LA  MESA,  CALIFORNIA 

SffioR:  lSnN?EYGREgErY,  HORTH  BAY  VILLAGE.  FLORIDA 

CANTOU,  TOMMY  A.,  SANTA  FE,  NtH  MEXICO 

CANTRAL,  GARY  N.,  IDAHO  FALLS,  IDAHO 

CANTRELL.  ALDON  C,  DALLAS,  TEXAS 

CANTRELL  HUBERT,  JR,  HESTLAND,  MICHIGAN 

CANTRELL,  JOHN  STEPHEN,  DALLAS,  TEXAS 

CANTRELL,  LARRY  LYNN,  JASPER,  ALABAMA 

CANTHELL,  JACKIE  LEE,  HOUSTON,  TEXAS 

1  CANTHELL   ROBERT  C,  DENVER,  COLORADO 

'  CAN  HELL   ROBERT  H  NEW  YORK,  NEW  YORK 
CApIdONa'.  HATTHEH  TIMOTHY,  SOUTH  EUCLID.  OHIO 
CAPEN.  DONALD  R. ,  MADISON,  NEW  JERSEY 

I  CAPEN.  ROY  J.  YAKIMA.  WASHINGTON 
CAPERTON,  DOUGLAS  EDWARD.  NAPLES,  FLORIDA 

t   CAPERTON,  TOMMY  CAROL,  GRAPEVINE,  TEXAS 
CAPOZZI,  FREDERICK  VINCENT,  SENECA  FALLS,  NEW  YORK 
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90 
145 
109 
130 
160 
101 
148 
97 
187 
158 
108 
103 
180 
178 
165 
172 
89 
130 
127 
172 
108 
173 
173 
142 
181 
99  tt 
69  tt 
100 
96 

117  tt 
157 
132 
115 
133 
170 
60  # 
154 
124 
186 
91  # 
179 
156  * 
143  tt 
162 
137 
87  It 
100 
72  It 
170 
161 
149  tt 
119  tt 
59  tt 
156 
156 
106  tt 
95  # 
110  H 
198 
170 
157 

85  tt 

86  # 
115 
129  # 
176 
152 
121  # 
106  # 
172 
168 
115 
120  tt 
104  tt 
169 

98  # 
195 
198 
132  # 
195 
106 
194 
185 
144  # 

93 

113  # 
109  tt 
168 
173 
186 
164 
169 

69   U 
71  n 
116 

114  » 
106  ti 

30  IS 
188 


CAREY, 
CAREY, 
CAREY, 
CAREY, 


CAPPITELLI,    FRANK  JOHN,    CHICAGO,    ILLINOIS 
gSSh^SSnt  K&'i&Bffij  HE.CHTS,   OHIO 

aBiShiWaiB:  SUSL  "-gas-" 

CAPSTICK,  PAUL  RUPERT,  FORT  GILLEM,  GEORGIA 
CAPULONG,  EFREN  S,  MANILA,  PHILIPPINES 
CAPUTO,  JAY  SCOTT,  MINEOLA,  NEW  YORK 

CCAAPR^BALLOAVILl,AL6NGW0M'MfGUEi:E5!,TA5  JUAN,  PUERTO  RICO 
CARACAPPA,  DOMENICK,  NEW  YORK.  NEW  YORK 
CARACCI,  JOSEPH  J,  NEW  YORK,  NEW  YORK 

cARACcioLoT  Frank's,  exeter  new  Hampshire 

CARAHAY,  CHARLES  EARNEST,  JR.  BERTRAM.  TEXAS 
CARAHAY  STEPHEN  DOUGLAS,  KENNER,  LOUISIANA 
CARBAUGH,  RONALD  JOSEPH,  NEW  LEBANON  OHIO 
CARBERRY,  EDWARD  JOSEPH,  III,  MIAMI,  FLORIDA 
CARBERY   RICHARD  E,  MANLIUS,  NEH  YORK 
CARBO  JOSEPH  A,  JR,  BERHYN,  PENNSYLVANIA 
CARBO  RICHARD  DAVID,  NORRISTOWN,  PENNSYLVANIA 
CAR  SnE .LARRY  CHARLES,  WASHINGTON  DISTRICT  OF  COLUMBI 
CARBONI,  JOHN  J,  NEH  ROCHELLE,  MEN  YORK 
cabcara  Mil  I  IAM  SALVATORE.  LOUISVILLE,  KENTUCKY 
CARCATERRa!  SALVATORE  FRANK,  NEW  YORK  NEW  YORK 
CARnF  I  A   JOSPEH  P  JR.  HAHNVILLE,  LOUISIANA 
GARDEN  STEvIn  GLENN  HIN^ON-SALEM,  NORTH  CAROLINA 
«  CARDINAL.  GEORGE  C. .  BAY  CITY  MICHIGAN 
!  CARDINAL,  LEO  EDWARD,  BAY  CITY,  MICHIGAN 
CARDONI,  ROGER  F.,  HESTERN  SPRINGS,  ILLINOIS 
CARDOZA  LEONARD  E,  REDHOOD  CITY,  CALIFORNIA 
I  CARDWELL   JACK  F.  RALEIGH,  NORTH  CAROLINA 
CARDHEU!  MICHAEL  DEXTER,  SAN  BERNARDINO,  CALIFORNIA 
CARELLE,  JAMES  NEAL,  MCM1NNVILLE,  OREGON 
CAREH,  CYRIL  P,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CARFY  BRIAN  THOMAS,  OCALA,  FLORIDA 
CAREY,  GEORGE  MELVIN,  YUBA  CITY,  CALIFORNIA 
CAREY,  JAMES  P,  MUNCIE,  INDIANA 
CAREY,  JOHN  ALVAN,  LAFAYETTE,  INDIANA 

PHILIP  HALLACE,  MAIDSTONE  KENT,  ENGLAND 
RICHARD  PAUL,  GLENS  FALLS,  NEW  YORK 
STAN  W,  SANTA  CLARA,  CALIFORNIA 
TARFY  WILLIAM  THOMAS,  ALBANY,  NEW  YORK    M1_._ 
CaSiIs-VELASQUEZ,  JORGE  A,  TEGUCIGALPA  HONDURAS 
CAR  US   JOHN  PAUL,  PENN  VALLEY,  CALIFORNIA 
CARL   STEVEN  BRUCE,  FRAMINGHAM,  MASSACHUSETTS 
CARLBERG,  JAMES  ALLEN,  BENBROOK,  TEXAS 
CARLEY,  LAHRENCE  E.,  JR,  SITKA,  ALASKA 
CARI  TI  F  DON  A.  YORKTOHN,  TEXAS 
CARL  LE*.  EUGEN  CHARLES,  EVANSVILLE,  INDIANA 
CARL  IN,  CHRISTOPHER  JAMES,  LOCKPORT   NEH  YORK 
CARLIN  GERARD  LEO,  PONTIAC,  MICHIGAN 
cABi in   IAMFS  CHARLES  NEH  YORK,  NEW  YORK 
CARL  Ml.  JAMES  ALECk! ' PHILADELPHIA,  PENNSYLVANIA 
CARLISLE,  JOHN  LEWIS,  MEMPHIS  TENNESSEE 
CARI  TSLE   ROBERT  ASHBY,  FAIRFAX,  VIRGINIA 
CAR^O-REYEs!  JOSE  A,  SAN  JUAN  PUERTO  RICO 
CARLQUIST,  RICHARD  J.,  ST.  PAUL,  MINNESOTA 
CARLSON  ARNOLD  H,  PHOENIX,  ARIZONA     „TBMUti 
CARLSON  CHARLES  E,  SR,  VIRGINIA  BEACH,  VIRGINIA 
CARLSON  DALLAS  LESLIE  MINOT,  NORTH  DAKOTA 
CARlIon!  DANIEL  JOHN,  EDEN  PRAIRIE.  MINNESOTA 
DONALD  JAMES,  BELLEVUE,  NEBRASKA 
EUGENE  A.,  ANTIOCH,  CALIFORNIA 
JAMES  E.,  MINNETONKA,  MINNESOTA 
JOHN  A. ,  KILLEEN,  TEXAS 
JOHN  ROY,  BLOOMINGTON,  MINNESOTA 
PAUL  STEVEN,  SYRACUSE,  NEW  YORK 
,  RONALD  BERNARD,  OAK  BROOK,  ILLINOIS 
CARLSON.  THEODORE  ROY,  ANCHORAGE,  ALASKA 
CARLTON  CLERGIE  D,  LAS  VEGAS,  NEVADA 
CANTON!  TEDGARLON.  OKLAHOMA  CITY  OKLAHOMA 
CARMACK,  LEONARD  RUFUS,  IRVING,  TEXAS 
CARMAN   JAMES  P.  NORTH  PLATTE,  NEBRASKA 
CaKeAN.  RICHARD  DENNIS .  MI LFORD  DELAWARE 
CARMINE,  ROBERT  R.,  NEW  CASTLE,  DELAWARE 
CARMODY   JAMES  EDWARD,  PORT  HURON,  MICHIGAN 
CARMODY.  JOHN  W,  TALLAHASSEE,  FLORIDA 
CaSmOsInO,  BETH'ANN,  NORTHGLEHM.  COLORADO 
CARMOUCHE,  JOSEPH  CLYDE,  JR.  ALEXANDRIA,  LOUISIANA 
CARNAGGIO,  CHARLES  JOSEPH,  COLUMBIA.  SOUTH  CAROLINA 
CARNAHAN,  DONALD  TYLER,  PITTSBURGH  PENNSYLVANIA 
CARNAHAN,  RAY  E,  LITTLE  ROCK,  ARKANSAS 
CARNALL,  BRUCE  MICHAEL,  TITUSVILLE,  NEH  JERSEY 
CARNFGIE   COLIN  DOUGLAS,  MASON,  MICHIGAN 
CARNEG  ll  JOHN  H?LSON,  HOPATCONG.  NEW  JERS  Y 
CARNEVALE,  MICHAEL  F.,  PRINCETON,  NEW  JERSEY 
CARNEY,  JAMES  P.,  CLEVELAND,  OHIO 

iS,1  (Sen  ^aviSESne  h  !Ncon^icutY 

CARNEY'.  ?HoSaSAJOHN.  FORT  LAUDERDALE   FLORIDA 
HILLIAM  GREGORY,  ROME,  GEORGIA 
DAAv{DPANl?OLE?L°Gt!CAi^N^N^NECTICUT 
JOSEPH  HILLIAM,  NEH  YORK  NEH  YORK 
NORMAN  A.,  KANSAS  CITY.  MISSOURI 

uakuk.  ROBERT  M,  JERSEY  CITY.  NEW  JERSEY 

CAROTHERS,  JAMES  H,  S ELMER,  TENNESSEE 

CAROTHERS,  THOMAS  B,  LIVONIA,  MICHIGAN 

CARPENTER,  FRANCIS  LEONARD  SAN  GABRIEL 


CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 
CARLSON, 


CARNEY, 

CARON, 

CARON, 

CARON, 

CARON, 

CARON, 


CALIFORNIA 


SKIS:  geo%e\^^ 
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CARPENTER,  GREGORY  DEAN  -  CASTLEBERRY,  ROGER  ALAN 


156   CARPENTER,  GREGORY  DEAN,  PALMER,  ALASKA 
98   CARPENTER,  JOHN  J.,  SAN  DIEGO,  CALIFORNIA 
76   CARPENTER,  JOHN  H. ,  SANTA  BARBARA,  CALIFORNIA 
149   CARPENTER,  KENNETH  ARCHER,  ROELAND  PARK,  KANSAS 
155   CARPENTER,  LARRY  E,  EPHRATA,  HASHINGTON 
92  K   CARPENTER,  LAURENCE  J,  BOSTON,  MASSACHUSETTS 
37  tt   CARPENTER,  LESTER  J.,  AMBLER,  PENNSYLVANIA 
116  tt   CARPENTER,  MICHAEL  D. ,  LOS  ANGELES,  CALIFORNIA 
94   CARPENTER,  RICHARD  H. ,  CULVER  CITY,  CALIFORNIA 
193   CARPENTER,  SCOTTIE  DEAN,  RALEIGH,  NORTH  CAROLINA 
186   CARPER,  DIANE  GAIL,  PECATONICA,  ILLINOIS 

171  CARPER,  RANDY  HAIN,  RICHLAND,  HASHINGTON 
133   CARR,  BARRY  JAMES,  FARMINGTON,  NEW  HAMPSHIRE 
158   CARR,  DONALD  DALE,  ALAMEDA,  CALIFORNIA 

172  CARR,  DHAYNE  KEITH,  BLOUNTVILLE,  TENNESSEE 

173  CARR,  ELBERT  JEROME,  MEMPHIS,  TENNESSEE 
155   CARR,  GEORGE  REUBEN,  III,  HOMEHOOD,  ALABAMA 

42  tt   CARR,  GORDON  MC,  SHREVEPORT,  LOUISIANA 

136  CARR,  HENRY  MICHAEL,  HADENA,  MINNESOTA 

142   CARR,  JACK  DENNIS,  HEST  PALM  BEACH,  FLORIDA 

132  tt   CARR,  JOHN  FRANKLIN,  SALINAS,  CALIFORNIA 
36  *  CARR,  JOSEPH  J.,  TAMPA,  FLORIDA 

186   CARR,  L  JEFF,  SALT  LAKE  XI TY,  UTAH 
154   CARR,  LEONARD  DEAN,  SALT  LAKE  CITY,  UTAH 
26  *  CARR,  OSCAR  THOMAS,  TUPELO,  MISSISSIPPI 
170   CARR,  PAUL  ANDREH,  BARROH,  ALASKA 

153  CARR,  THOMAS  EUGENE,  INDIANAPOLIS,  INDIANA 
140  tt   CARR,  THOMAS  HENDERSON,  PIKESVILLE,  MARYLAND 

168  CARRASCO,  CARLOS  GUSTAVO,  SANTIAGO,  CHILE 

137  CARRAWAY,  MELVIN  JOE,  INDIANAPOLIS,  INDIANA 

154  CARRELL,  GARY  JOE,  HELENA,  MONTANA 
80  tt   CARRELL,  JAMES  E,  FORT  MADISON,  IOHA 

79  tt   CARRELL,  REX  MARION,  ALAMOGORDO,  NEW  MEXICO 
172   CARRICK,  GRADY  THOMAS,  JACKSONVILLE,  FLORIDA 
166   CARRICO,  TERRY  LEE,  FORT  LEAVENWORTH,  KANSAS 

155  tt  CARRINGTON,  PETER  D,  BRIDGETOWN,  BARBADOS 
186   CARRIS,  JOHN  GREGORY,  NORTON,  OHIO 

186   CARROL,  ALBERT  JOHN,  SACRAMENTO,  CALIFORNIA 
130   CARROLL,  ALBERT  H,  JR,  LIHUE,  KAUAI,  HAWAII 

169  CARROLL,  EARL  STEPHEN,  SANTA  ANA,  CALIFORNIA 
110  tt   CARROLL,  EDWARD  L,  DELAND,  FLORIDA 

48  tt   CARROLL,  EDWARD  M. ,  TRENTON,  NEW  JERSEY 
175   CARROLL,  EDWARD  WILLIAM,  BERGENFIELD,  NEW  JERSEY 
105   CARROLL,  FRANCIS  X.,  HARRISBURG,  PENNSYLVANIA 

133  tt   CARROLL,  HARRY  JAMES,  WEST  HAVEN,  CONNECTICUT 

33  tt   CARROLL,  JAMES  GERARD,  BROOKLINE,  MASSACHUSETTS 
117  tt   CARROLL,  JAMES  J,  CORAL  GABLES,  FLORIDA 

34  It   CARROLL,  JAMES  L.,  HUNTSVILLE,  ALABAMA 

174   CARROLL,  JAMES  MICHAEL,  SANTA  BARBARA,  CALIFORNIA 
162   CARROLL,  JAMES  OWEN,  OTTAWA,  CANADA 
113   CARROLL,  JAMES  R,  GLENDALE  HEIGHTS,  ILLINOIS 
152   CARROLL,  JOHN  FRANCIS,  WATERTOWN,  CONNECTICUT 
109   CARROLL,  MICHAEL  J.,  HEST  GOSHEN,  PENNSYLVANIA 
190   CARROLL,  NANCY  ELLEN,  SANTA  CRUZ,  CALIFORNIA 
162   CARROLL,  PATRICK  JAMES,  BERKELEY,  CALIFORNIA 

65  tt   CARROLL,  PATRICK  L,  FAIRFIELD,  CONNECTICUT 
171   CARROLL,  PAUL  B,  CHICAGO,  ILLINOIS 
160   CARROLL,  RANDALL  HOWARD,  BELLINGHAM,  WASHINGTON 

78  tt   CARROLL,  RAYMOND  L.,  SEATTLE,  HASHINGTON 
152   CARROLL,  RICHARD  DOYLE,  ALLEN,  TEXAS 
112  tt   CARROLL,  ROBERT  E,  SOMERVILLE,  MASSACHUSETTS 

138  CARROLL,  RONALD  DAVID,  DAYTONA  BEACH,  FLORIDA 
137   CARROLL,  TED  LEE,  DAVENPORT,  IOWA 

151  #  CARROLL,  TIMOTHY  OWEN,  SAN  DIEGO,  CALIFORNIA 
195   CARROLL,  WAYNE  DOUGLAS;  PLYMOUTH,  MICHIGAN 

58  #  CARRON,  ARTHUR  J.,  BURLINGTON,  VERMONT 
189   CARROW,  WILLIAM  OSCAR,  NORFOLK,  VIRGINIA 

97   CARRUTH,  JAMES  B,  JR,  MCCOMB,  MISSISSIPPI 

103  CARRUTHERS,  JOHN  J,  HUNTSVILLE,  TEXAS 

95  tt  CARSLEY,  JIMMY  L,  CLARKSDALE,  MISSISSIPPI 
179   CARSO,  MICHAEL  JAMES,  MCMURRAY,  PENNSYLVANIA 

93  CARSON,  FREDERICK  V,  WEST  DES  MOINES,  IOWA 
155  CARSON,  JIM  KIT,  NEWPORT  BEACH,  CALIFORNIA 
189   CARSON,  KATHLEEN  SARAH,  SAN  DIEGO,  CALIFORNIA 

116  CARSON,  NILE  D,  JR,  RENO,  NEVADA 

117  CARSON,  RAYMOND  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
121  tt   CARSON,  WILLIAM  EDWIN,  JR,  CLAYTON,  MISSOURI 

177   CARSTEN,  JAMES  PATRICK,  LAWRENCEVILLE,  GEORGIA 
81  tt   CARTAGENA  ORTIZ,  DESIDERIO,  SAN  JUAN,  PUERTO  RICO 
55  tt   CARTEN,  JOSEPH  R.,  STRATFORD,  CONNECTICUT 

166   CARTER,  CAYLER  LEE,  JR,  LOS  ANGELES,  CALIFORNIA 

143  CARTER,  CHARLES  ERIC,  WATSONVILLE,  CALIFORNIA 
149   CARTER,  CLAUDE  THOMAS,  LYNCHBURG,  VIRGINIA 

84   CARTER,  DARIUS  W.,  LOGAN,  UTAH 

144  CARTER,  DAVID  HAL,  NEPHI,  UTAH 

139  CARTER,  EDDIE,  RANTOUL,  ILLINOIS 

126   CARTER,  FRANCIS  HUNTER,  TALLAHASSEE,  FLORIDA 

154  tt   CARTER,  FRED  EARL,  DENVER,  COLORADO 

157   CARTER,  GEORGE  BENJAMIN,  JR,  FREDERICKSBURG,  VIRGINIA 

72   CARTER,  GOLDEN  ROBERT.,  JR.,  VALDOSTA,  GEORGIA 
132   CARTER,  HAROLD  DEAN,  EL  CENTRO,  CALIFORNIA 
88   CARTER,  HAROLD  S,  ORANGEBURG,  SOUTH  CAROLINA 
38  tt   CARTER,  HENRY  C,  WINSTON-SALEM,  NORTH  CAROLINA 
187   CARTER,  JACK  THOMAS,  OPELIKA,  ALABAMA 
110   CARTER,  JAMES  A,  EAST  LANSING,  MICHIGAN 
159  *  CARTER,  JAMES  EDWARD,  FERGUSON,  MISSOURI 
171   CARTER,  JAMES  RUSSELL,  SAN  ANTONIO,  TEXAS 

104  CARTER,  JIMMY  C,  BRUNSWICK,  GEORGIA 

105  It   CARTER,  JOHN  D,  SPOKANE,  WASHINGTON 
69  tt   CARTER,  JOHN  L,  TUCSON,  ARIZONA 


140  CARTER,  JOSEPH  CONRAD,  BOSTON,  MASSACHUSETTS 
121   CARTER,  JYMES,  LOS  ANGELES,  CALIFORNIA 

118   CARTER,  MARVIN  GEORGE,  INDIANAPOLIS,  INDIANA 
129   CARTER,  MICHAEL  DON,  CHERRY  POINT,  NORTH  CAROLINA 
169   CARTER,  MORTON  ARTHUR,  HILO,  HAWAII 
192   CARTER,  PAUL  WILLIAM,  FERNANDINA  BEACH,  FLORIDA 
92  ft   CARTER,  RICHARD  G,  SOUTH  BURLINGTON,  VERMONT 

121  CARTER,  ROBERT  PHILIP,  BASTROP,  LOUISIANA 

189  CARTER,  RONALD  TERRY,  HOWELL,  NEW  JERSEY 

177  CARTER,  RONNIE  ANDRA,  CHARLOTTE,  NORTH  CAROLINA 
13  *  CARTER,  SWANSON  L.,  SPRAY,  NORTH  CAROLINA 

168   CARTER,  TANDY  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

141  *  CARTER,  THOMAS  RAY,  THORSBY,  ALABAMA 
66  *  CARTER,  WILLIAM  B.,  MARATHON,  FLORIDA 

198   CARTER,  WILLIAM  LEROY,  CHOCTAW,  OKLAHOMA 

180  CARTER,  WILLIAM  MEREDITH,  RICHMOND,  VIRGINIA 

191  CARTON,  CARLO,  ANTWERPEN,  BELGIUM 

92  ft   CARTOSCELLI,  FRANKLIN  D,  YUBA  CITY,  CALIFORNIA 
165   CARTWRIGHT,  EUGENE  GARNET,  FREEPORT,  BAHAMAS 
104   CARTWRIGHT,  WINFRED  H. ,  VIRGINIA  BEACH,  VIRGINIA 

181  CARUANA,  STEPHEN  CHARLES,  KENMORE,  NEW  YORK 
117  tt   CARUCCI,  CRAIG  J,  WEST  HARTFORD,  CONNECTICUT 

61  tt   CARUTHERS,  SAMUEL  B.,  PLANT  CITY,  FLORIDA 

122  ft  CARVALHO,  HOWARD  JOHN,  LIHUE,  KAUAI,  HAWAII 
150  CARVALHO,  JOSEPH  VERNON,  FRESNO,  CALIFORNIA 
125   CARVALHO,  MICHAEL,  HONOLULU,  HAWAII 

108   CARVALHO,  WAYNE  G,  HILO,  HAWAII 

192  CARVER,  JAMES  EDWARD,  KNOXVILLE,  TENNESSEE 

193  CARVER,  MICHAEL  GLENN,  KITTY  HAWK,  NORTH  CAROLINA 
71  ft   CARVER,  ROBERTS  F.,  OGDEN,  UTAH 

175   CARVER,  RONALD  LEE,  ASHEVILLE,  NORTH  CAROLINA 

120  tt   CARY,  DANIEL  ELTON,  NORMAN,  OKLAHOMA 

135  tt   CARY,  GREGORY  MICHAEL,  THORNDALE,  PENNSYLVANIA 

190  CARY,  SCOTT  JAMES,  AUSTIN,  TEXAS 

98  tt   CASCANETTE,  JOHN  R,  WATERTOWN,  NEW  YORK 

178  CASCIATO,  CROCE  ALEXANDER,  SAN  FRANCISCO,  CALIFORNIA 
28  #  CASE,  HARVEY  MARCUS,  LAVERNE,  CALIFORNIA 

127  CASE,  JAMES  WILBUR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

194  CASE,  LAWRENCE  ORVILLE,  III,  CHARLESTON,  WEST  VIRGINIA 
58  tt   CASE,  LEWIS  R.,  ROLLING  MEADOWS,  ILLINOIS 

185  CASE,  MICHAEL  DEAN,  RICHLAND,  WASHINGTON 

121  CASEY,  ADRIENNE  RUTH,  SAN  DIEGO,  CALIFORNIA 
140   CASEY,  BERNARD  THOMAS,  NEW  YORK,  NEW  YORK 
163   CASEY,  CHARLES  STEVEN,  KEY  HEST,  FLORIDA 

186  CASEY,  CHRISTOPHER,  LEXINGTON,  MASSACHUSETTS 
91  tt   CASEY,  CLIFTON  G. ,  DETROIT,  MICHIGAN 

112  ft   CASEY,  NEIL  M,  SR,  MILLEN,  GEORGIA 

149   CASEY,  PATRICK  FRANCIS,  WESTMINSTER,  COLORADO 

113  tt   CASEY,  ROBERT  B,  CHICAGO,  ILLINOIS 

131   CASEY,  WILLIAM  MICHAEL,  NEW  YORK,  NEW  YORK 

128  CASEY,  WILLIS  AUGUSTUS,  JR,  SAN  FRANCISCO,  CALIFORNIA 
96  tt   CASH,  DANIEL  A,  CINCINNATI,  OHIO 

140   CASH,  DARRELL  GENE,  OREGON,  ILLINOIS 

102  tt   CASH,  JAMES  R,  BAKERSFIELD,  CALIFORNIA 

131  tt   CASH,  PAUL  AARON,  CHARLOTTE,  NORTH  CAROLINA 
113  tt   CASH,  PHILLIP  N,  HAMPTON,  VIRGINIA 
87  tt   CASH,  QUENTIN  D. ,  SAN  DIEGO,  CALIFORNIA 

137  CASH,  RONALD  EUGENE,  CLEVELAND,  OHIO 
90  tt   CASH,  WALTER  D,  SHREVEPORT,  LOUISIANA 
56  If   CASHATT,  JAMES  W,  BIRMINGHAM,  ALABAMA 

190   CASHELL,  JAMES  RAYMOND,  II,  BOZEMAN,  MONTANA 

195  CASHEN,  KEVIN  MARION,  NORWALK,  OHIO 

146   CASHMORE,  TERRANCE  LEE,  WAUKEGAN,  ILLINOIS 
165   CASHMORE,  WILLIAM  DALE,  ZEELAND,  MICHIGAN 

94  It  CASKEY,  MALCOLM  W.  ,  JR.,  WINNETKA,  ILLINOIS 
168   CASLER,  RICHARD  SANDERS,  SCHAUMBURG,  ILLINOIS 

103  CASON,  ELWOODT.,  CHARLOTTESVILLE,  VIRGINIA 
180   CASON,  JERRY  NEAL,  OKLAHOMA  CITY,  OKLAHOMA 
151   CASS,  RICHARD  CARL,  SPRINGFIELD,  ILLINOIS 
151   CASSA,  JOSEPH  EUGENE,  WHEAT  RIDGE,  COLORADO 

12   CASSADY,  R  G,  TAVARES,  FLORIDA 

197  CASSAGNE,  ROBERT  GERARD,  YAPHANK,  NEW  YORK 

76   CASSANOVA,  LAWRENCE  J.,  JR.,  METAIRIE,  LOUISIANA 

96  tt   CASSEL,  WAYNE  A,  WEST  POINT,  PENNSYLVANIA 

93   CASSELL,  DANIEL  M. ,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 

155  CASSELL,  HELENE  MARIE,  FAIRFAX,  VIRGINIA 
176   CASSELL,  MICHAEL  ANTHONY,  LAS  VEGAS,  NEVADA 
100   CASSELS,  HENRY  W,  BEAUMONT,  TEXAS 

17  *  CASSENS,  RUDOLPH  F.,  FORT  PIERCE,  FLORIDA 
171   CASSESA,  EDWARD  ANTHONY,  MARGATE,  FLORIDA 

138  CASSIDONE-JOHNSON,  VINCENTE,  PANAMA  CITY,  PANAMA 

100  CASSIDY,  HAROLD  T.,  FREMONT,  NEBRASKA 

119   CASSIDY,  JOHN  RENWICK,  BELMONT,  MASSACHUSETTS 
119   CASSINO,  JOSEPH  PAUL,  YONKERS,  NEW  YORK 
111   CASSOLA,  JOHN  A,  BEVERLY,  MASSACHUSETTS 
127  tt   CASSON,  ALDIN  EUGENE,  COVINGTON,  KENTUCKY 
125   CASTANEDA,  ARMANDO  ALFREDO,  EL  PASO,  TEXAS 
62   CASTANEDA,  CLAUDIO,  MISSION,  TEXAS 
161   CASTANEDA,  JOSE  DE,  BOGOTA,  COLOMBIA 

156  CASTANEDA,  STEVEN,  JR,  CHICAGO,  ILLINOIS 

153   CASTANS,  STEVEN  EMMETT,  RIVER  FOREST,  ILLINOIS 

189   CASTEEL,  RANDALL  JOE,  HOUSTON,  TEXAS 

161   CASTEEN,  MICHAEL  RICHARD,  LARKSPUR,  CALIFORNIA 

101  tt   CASTELLANO,  BARRON  J,  NEWARK,  NEW  JERSEY 

182   CASTELLOW,  ROBERT  CECIL,  JR,  CHESAPEAKE,  VIRGINIA 
155  tt   CASTIGLIONE,  DARRON  PETER,  HOLLYWOOD,  FLORIDA 

198  CASTILLO  ZUNIGA,  CLAUDIO,  SANTIAGO,  CHILE 

199  CASTILLO,  BENNY,  SEA  GIRT,  NEW  JERSEY 

113   CASTLE,  VAUGHN  C. ,  SAN  LUIS  OBISPO,  CALIFORNIA 
194   CASTLEBERRY,  ROGER  ALAN,  TRENTON,  GEORGIA 
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29 
109 
154 
Ml 

148 
150 
146 
196 
118 
137 
131 
168 
120 
195 
64  * 
92  tt 
163 
59  # 
153 
104 
130 
119  tt 
188 
134 

37  tt 

121 

128 

96 

83 

54  tt 

177 

168 

114 

171 

154 

97  tt 

172 

90 

112  tt 

148 

173 

190 

78 

96 

36  tt 
67  tt 
189 
128  « 
186 
125  * 
100 
198 
91  < 
140 
132 
185 
65  < 
88  I 
103 
101 
177 
147 
146 
184 
163 
109 
111 
174 
101 
190 
171 
114 
124 
159 
158 
145 
130 
116 
110 
180 
141 
168 
133 
109 
51 
50 
175 
102 
180 
184 
128 
161 
93 
185 
90 
195 
61 
119 
179 
182 


CAVANAUGH, 
CAVANAUGH, 
CAVANAUGH, 
CAVANAUGH, 


CASTLEMAN,  CLYDELL,  NASHVILLE,  TENNESSEE 

CASTLES   JOE  B.,  JR.,  COLUMBIA,  SOUTH  CAROLINA 

PASTIES   SHANE  FRANCIS,  HELBOURNE,  AUSTRALIA 

CASTO  JOHN  ARTHUR.  KEARNEYSVILLE ,  HEST  VIRGINIA 

rA<UO   RALPH  ELLIS,  COLUMBUS,  OHIO 

CASTOPPO   FREDERIC  H,  JR,  NEHINGTON,  CONNECTICUT 

PASTOR  KENNETH  RILEN,  KETTERING,  OHIO 

CASTRO  M1GUELES,  SEGUNDO  RUBEN,  SANTIAGO,  CHILE 

CASTRO-MARRERO.  ARNALDO,  SAN  JUAN,  PUERTO  RICO 

C^sTrO^sI'mK  ^Ar^RATED  STATES  OF  MICRONE 
CASTRO  LYNDA  RAE,  LOS  ANGELES,  CALIFORNIA 
CAULANO   FRANK  ANTHONY,  NEH  ORLEANS   LOUISIANA 
CAT ALAMO   FRANK  MICHAEL,  CORTLAND,  NEH  YORK 
CATALDO   LOUIS,  DENNIS,  MASSACHUSETTS 
CATANIA  CHARLES  F,  ROCKY  HILL,  CONNECTICUT 
CATANZARO,  JOSEPH  JOHN,  BUFFALO,  NEW  YORK 
fATF   MILLARD  N  .  COLUMBIA,  SOUTH  CAROLINA 
CATES  SAMUEL  EUGENE   JR,  NORTH  LITTLE  ROCK,  ARKANSAS 
CATTANEO,  GERALD  L.,  DETROIT,  MICHIGAN 
CAUDELL   LOUIE  COE,  LITTLE  ROCK,  ARKANSAS 
CAUDILL,  DAVID  WATSON,  BARBERTON,  OHIO 
CAUDILL   JEFFREY  S,  PARK  RIDGE,  ILLINOIS 
CAUGHEY   EDWARD  PATRICK,  RUTHERFORD,  NEW  JERSEY 
CAUGHLEY,  JAMES  KERLIN,  MARIANNA,  ARKANSAS 
CAUGHLIH   BILLY  WAYNE,  ALEXANDRIA,  LOUISIANA 
CAULFIELD,  JOSEPH  PATRICK,  WHEATON,  ILLINOIS 
TAIKFY  DFLOIN  E  LITTLE  ROCK,  ARKANSAS 
CAUSEY*  JOHNNY  U,  NORTH  MYRTLE  BEACH,  SOUTH  CAROLINA 
CAUTHEN  HILLIAM  R,  COLUMBIA,  SOUTH  CAROLINA 
CAVAGNARO  WILLIAM  HENRY,  JR,  LAS  VEGAS,  NEVADA 
CAVALLAPO  JAMES  RICHARD,  ROCHESTER,  NEW  YORK 
CAVALLERO  DOMINICK  J.,  WOODBRIDGE,  NEW  JERSEY 
CAVALLO,  LOUIS  EMANUEL,  NORTH  LAUDERDALE,  FLORIDA 
CAVALUZZI,  JAMES  MICHAEL,  ELMIRA,  NEW  YORK 
FREDERICK  F,  AVON,  CONNECTICUT 
KEVIN  DEAN,  PRATT,  KANSAS 
ROBERT  J.,  OIL  CITY,  PENNSYLVANIA 
,  WILLIAM  J,  LANSING  MICHIGAN 
CAVAZOS,  EDHARD  ARNOLD,  EL  PASO,  TEXAS 
CAVAZOS,  EMILIO,  SAN  ANTONIO,  TEXAS 
CAVE  DOUGLAS  LELAND,  FULLERTON,  CALIFORNIA 
CAVENAUGH  EUGENE  S.,  REDONDO  BEACH,  CALIFORNIA 
CAVENAUGH  WILLIAM  J   LAGUNA  BEACH,  CALIFORNIA 
CAVERS  GEORGE  R.,  FAIRMONT,  MINNESOTA 
CAVOTI   JAMES  JOHN,  ROCHESTER,  NEW  YORK 
CAHMAN   JOHN  WARNER,  JR,  NEW  CASTLE,  DELAWARE 
CAyX  PEDRO  PABLO  JR  MOREHEAD  CITY,  NORTH  CAROLINA 
CAYWOOD,  STEPHEN  WESLEY,  MUSKOGEE,  OKLAHOMA 
CAZER   JAMES  L,  DOVER,  DELAWARE 
CFBALLOS   MICHAEL  H. ,  RICHMOND,  CALIFORNIA 
CCCARELLI   GENE  RALPH,  JERSEY  CITY,  NEW  JERSEY 
CECCHETTI   JULIO  A,  STOCKTON,  CALIFORNIA 
CECELSKI   RICHARD  H,  SAN  DIEGO,  CALIFORNIA 
CEDENO,  JAIME,  NEW  YORK,  NEW  YORK     „,„„ 
CEDERGREN,  ROBERT  ALLEN   BETHEL   CONNECTICUT 
rmFRl  OF   EUGENE  GLEN,  SALT  LAKE  CITY,  UTAH 
CE?ALLl   FRANK  J.,  WASHINGTON.  DISTRICT  OF  COLUMBIA 
CEJKA  OLDRICH  F  ,  FAIRCHILD  AFB,  WASHINGTON 
CELASCHI,  LAWRENCE  P.,  CHARLEROI,  PENNSYLVANIA 
CELAYA,  ERNESTO,  SAN  ANTONIO,  TEXAS 
CEMPA,  FRANK,  HOUSTON,  TEXAS  .„.«._, 

rFNKNFR  HENRY  CHARLES,  HILLSIDE,  NEW  JERSEY 
CEMTEhS;  GEORGE  RICHARD.  SANTA  MONICA  CALIFORNIA 
CEPPARULO,  EDMOND  COTTEN,  JACKSON,  TENNESSEE 
CEREN  ALBERT  G. ,  JR.,  OAK  BROOK.  ILLINOIS 
CERMAK,  ROBERT  J.,  CLEVELAND,  OHIO 
CEROVSKY,  RANDAL  MARK,  AUBURN,  ALABAMA 
CERRATO,  JOSEPH  A.,  TEXARKANA,  TEXAS 
CFRRETTO  MICHAEL  JOSEPH,  ALBANY,  NEW  YORK 
CERVERA?' JAMES  ANTHONY,  VIRGINIA  BEACH,  VIRGINIA 
CESARETTI   RENATO  C. ,  NEW  YORK,  NEW  YORK 
CESTAR   ANTHONY,  WEST  SPRINGFIELD,  MASSACHUSETTS 
CETRAN   JAMES  LOUIS,  WETHERSFIELD,  CONNECTICUT 
CHA,  GYUNG-TAEK,  SEOUL,  KOREA 
CHABOT,  RENE  JOSEPH,  OTTAWA  CANADA 
CHABRIES,  MICHAEL  PAUL,  SALT  LAKE  CITY,  UTAH 
CHACON,  HENRY,  EL  PASO,  TEXAS 
CHAD  NELSON  R,  SYDNEY,  AUSTRALIA 
CHADBOURNE   BRUCE  EDWARD,  BOSTON,  MASSACHUSETTS 
1   CHADHELL,  LARRY  HURSCHELL,  CINCINNATI   OHIO 
CHADHICK,  GARY  WILLIAM,  AMARILLO,  TEXAS 
CHADWICK,  JAMES  DWIGHT,  DALTON,  GEORGIA 
CHAFE   ALFRED  R.,  SEAL  BEACH,  CALIFORNIA 
l  CHAFEY,  MERRITT  N.,  SCOTTSDALE,  ARIZONA 
If   CHAFFEE,  RAYMOND,  STRATFORD,  CONNECTICUT 
CHAFFINCH,  LEONARD  AARON,  DOVER,  DELAWARE 
CHAFIN,  SAUL  L,  CHICAGO,  ILLINOIS 
CHAGAS,  HANDERLEY  LEAL,  BRASILIA,  BRAZIL 
CHAI   CHARLES  M,  JR,  HILO,  HAWAII 
CHA  !  I-SHENG.  TAIPEI,  REPUBLIC  OF  CHINA 
CHAILANGKARN,  SUPARUK,  LAMPANG,  THAILAND 
CHAIPANICH,  SOMCHAI,  BANGKOK,  THAILAND 
CHALK,  ROBERT  SHELTON,  CLEARLAKE,  CALIFORNIA 
*  CHAIL  S  DANIEL  G. ,  BEECH  GROVE,  INDIANA 

CHALMERS,  STEVEN  WAYNE,  DURHAM,  NORTH  CAROLINA 
a   THAMBFRLAIN   KENNETH  B,  SKOKIE,  ILLINOIS 

CHAMBERUN   BRUCE  DUANE,  CHEEKTOHAGA,  NEW  YORK 
rwAMRFRI  IN   THOMAS  GERARD,  PLYMOUTH,  INDIANA 
CHAMBERS   ANDRiw  WARNER,  BERWYN,  PENNSYLVANIA 


124  tt 

178 

176 

119  tt 

105 

197 

102 

184 

96  * 
191 
144 
103  * 
182 
191 
95 
108  I 
109 
164 
146 
122  I 
95  i 
103 
146 
175 
93 
191 
98 
130 
118 
185 
112 
188 
97 
94 
145 
172 
143 
30 
197 
120 
168 
175 
96 
122 
141 
162 
197 
135 
118 
187 
168 
160 
198 
169 
163 
123 
95  # 
182 
79 
65 
137 
100 
165 

70  tt 
178 
142  tt 
146 
154 
101 
129 
191 
167 
105 
80  * 
70  * 
192 
106 
103  tt 
117 
186 
88 
144 
124 
179 
102 
120 
185 
70 
155 
93 
136 
86 
125 
195 
111 
194 
141 
193 
179 
165 


UTAH 


KENTUCKY 


CHAMBERS,  CHARLES  DELAIN,  CHARLOTTE,  NORTH  CAROLINA 
CHAMBERS,  DAVID  ARTHUR,  HOBART ,  AUSTRALIA 
CHAMBERS  DENNIS  CHARLES,  TWIN  FALLS,  IDAHO 
CHAMBERS  GEORGE  NELSON,  JR,  WILMINGTON,  DELAWARE 
CHAMBERS,  JACK  L.,  CHARLESTON,  ILLINOIS 
CHAMBERS,  JIMMY  RAY,  JONESBORO,  ARKANSAS 
CHAMBERS,  JOEL  C,  TUSCALOOSA,  ALABAMA 
CHAMBERS,  JOHN  RICHARD,  TUSCOLA,  ILLINOIS 
CHAMBERS,  JOSEPH  P,  MINEOLA,  NEW  YORK 
CHAMBERS  JUTTA  GABRIELLE,  HENDERSON,  NEVADA 
CHAMBERS,  MARY  KATHERINE,  DODGE  CITY,  KANSAS 
CHAMBERS,  MICHAEL  R.  STUART   FLORIDA 
CHAMBERS,  RAYMOND  SCOTT,  PORTALES, NEW  MEXICO 
CHAMBERS,  TERESA  C,  PALMER  PARK,  MARYLAND 
CHAMORRO-GARCIA,  MIGUEL  E,  MADRID,  SPAIN 
CHAMP,  HOWARD  W,  DUBLIN,  OHIO      ¥n„UT A 
CHAMPAGNE,  RAYMOND  A,  JR,  WEED,  CALIFORNIA 
CHAMPAGNE,  ROBERT  LAWRENCE,  PEABODY,  MASSACHUSETTS 
CHAMPAGNE   STEVEN  JAMES,  ST.  MARTINVILLE,  LOUISIANA 
CHAMPNEYS  WILLIAM  FREDERICK,  SANDY  CITY, 
CHAN  HO-YIN,,  HONG  KONG,  HONG  KONG 
CHAN  CLARENCE  E,  POOLER,  GEORGIA 

EDMUND  CHUN,  HONG  KONG,  HONG  KONG 
HERMAN  YEE,  HONG  KONG,  HONG  KONG 
PETER  YICK,  HONG  KONG,  HONG  KONG 
RONALD  BRUCE,  NORMAN,  OKLAHOMA 
SANCHO  K.,  JR.,  MANILA,  PHILIPPINES 
,  SOO-WAH,  SINGAPORE,  SINGAPORE 
CHANCE,  ROBERT  ALAN,  TULSA,  OKLAHOMA 
CHANCELLOR.  ARTHUR  STEVEN,  FORT  CAMPBELL, 
rHANTFILOR  GERALD  R.  ABERDEEN,  WASHINGTON 
CHANDLER?  BRADLEY  RENA  FAYETTEVILLE,  NORTH  CAROLINA 
CHANDLER  CALEB  J.,  CLOVIS  NEW  MEXICO 
CHANDLER,  CHARLES  W. ,  ANNISTON,  ALABAMA 
CHANDLER,  DANNY  JOE,  DALLAS,  TEXAS 

DENNIS  LEROY,  BELTON,  MISSOURI 
LAWRENCE  ANDREW,  LIVERMORE,  CALIFORNIA 
,  MARION  CECIL,  YORK,  SOUTH  CAROLINA 
CHANDLER  RICHARD  REID,  CHARLOTTE   NORTH  CAROLINA 
CHANEY.  FREDERICK  WILSON,  ELLICOTT  CITY,  MARYLAND 
CHANEY,  JAMES  ALLEN,  LAS  VEGAS,  NEVADA 
CHANEY,  TRAVIS  FRANK,  COEUR  D  ALENE,  IDAHO 
CHANG  MENG  LIN,  TAIPEI,  REPUBLIC  OF  CHINA 
'  KeNGLIM,  TAIPEI,  REPUBLIC  OF  CHINA 
RUBY  H,  TAIPEI,  REPUBLIC  OF  CHINA 
VENG-CHENG,  TAIPEI.  REPUBLIC  OF  CHINA 
lmano,  WEN-JUI,  TAIPEI,  REPUBLIC  OF  CHINA 
CHANT.  KENNETH  ARTHUR,  LOS  ANGELES,  CALIFORNIA 
CHANT   PAUL  KENNETH,  BERLIN,  CONNECTICUT 
CHAOSUAN,  SAOWAPAHK,  BANGKOK  THAILAND 
CHAPIN,  JOSEPH  MICHAEL,  RALEIGH,  NORTH  CAROLINA 
CHAPMAN,  BILLY  LANE,  FRONT  ROYAL,  VIRGINIA 

'  Charles  arthur,  rock  springs,  Wyoming 

CLARENCE  ROBERT,  LOS  ANGELES,  CALIFORNIA 
DARWIN  EDWARD,  DES  MOINES,  IOWA 
EFFORD  JAY,  PEARLAND,  TEXAS 
fi WYN  I    ST   PETERS,  MISSOURI 
FREDDIE  ADALBERT,  BEAUFORT,  SOUTH  CAROLINA 
HERMAN,  OPELIKA,  ALABAMA 
HOWARD  H.,  SAN  RAFAEL,  CALIFORNIA 
JOHN  DANIEL,  DELLWOOD,  MISSOURI 
JOHN  F   GLACIER  BAY  NATIONAL  MONUMENT,  ALASKA 
JOHN  GARLEN,  CERES,  CALIFORNIA 
JOHN  WALTER,  COLUMBUS,  GEORGIA 
MARK  DAVID,  WEST  BRANCH,  MICHIGAN 
NORMAN  NEPHI,  JR,  MILTON,  FLORIDA 
ROBERT  ELWOOD,  GAINESVILLE,  FLORIDA 
STEPHEN  MORLEY,  SALT  LAKE  CITY,  UTAH 
VINCENT  F,  HONGKONG,  HONGKONG 
VINCENT  GEORGE,  KUALA  LUMPUR,  MALAYSIA 
WILLIAM  ELDREDGE,  CLINTON,  CONNECTICUT 
.  NILLIAM  NOAH ,  DEFUNIAK  SPRINGS   FLOR  DA 
CHAPPELL.  ARTHUR  W. ,  JR.,  CARSON  CITY,  VIRGINIA 
CHAPPELL   JACK  F.,  COUNCIL  BLUFFS   IOWA 
CHAPPLE,  EMERY  WINDSOR,  JR.,  JUNEAU,  ALASKA 
CHARALAMBOUS,  MARK,  HOPATCONG  NEW  JERSEY 
CHARAMUT,  GERALD  R,  BERLIN,  CONNECTICUT 
CHARBONEAU,  LOUIS  E.,  BERKELEY,  MISSOURI 
CHARLAND.  JEAN  G. ,  MONTREAL,  CANADA 
CHARLES,  BRIGETTE  ELAINE,  COLUMBUS,  OHIO 
CHARLEY   JOSEPH  A,  WESTTOWN,  PENNSYLVANIA 
CHARLSON,  LAWRENCE  GLEN,  II,  SPRINGFIELD, 
CHARNEY  PHILLIP  DAVID,  LANSING,  MICHIGAN 
ChS-RAJAPARK,  NORAWAT   BANGKOK  THAILAND 
CHAROEN,  UDOM,  NAKORNNAYOKPROVNCE,  THAILAND 
CHARON,  WILLIAM  LOUIS,  IONIA,  MICH  CAN 
CHARRON,  JAMES  MICHAEL,  FAIRFAX,  VIRGINIA 
CHArSrATANA,  SERM,  BANGKOK  THAILAND 
CHARVET.  DAVID  ROBERT,  GRANDVIEW,  WASHINGTON 

,  SSI:  <S£f.  &  BiSSk-ffiia. 
;  KSS  BBS:  -S?F 

CHASTAIN,  HILLIAM  DON,  MADISON,  GEORGIA 


CHAN, 
CHAN, 
CHAN, 
CHAN, 
CHAN, 
CHAN, 


CHANDLER, 
CHANDLER, 
CHANDLER, 


CHANG, 
CHANG, 
CHANG, 
CHANG, 


CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 
CHAPMAN, 


ILLINOIS 


CHASE, 
CHASE, 
CHASE, 
CHASE, 
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CHATELLIER,  DELBERT  V.  -  CINTRON-SANTANA,  JUAN  RAMON 


107   CHATELLIER,  DELBERT  V.,  COVINGTON,  LOUISIANA 
175   CHATFIELD,  DENSON,  JR,  INDIANAPOLIS,  INDIANA 
126  tt   CHATTERTON,  ROGER  FRANCIS,  SALINAS,  CALIFORNIA 
141   CHAU,  SIDNEY  FOO-CHEONG,  PARIS,  FRANCE 

171  CHAU,  SIU  KEUNG,  HONG  KONG,  HONG  KONG 

179   CHAULK,  GERALD  FRANCIS,  REVERE,  MASSACHUSETTS 
86   CHAVALITDHAMRONG,  MAITREE,  BANGKOK,  THAILAND 
124   CHAVARRIA,  OSCAR,  BRYAN,  TEXAS 

172  CHAVARRIA,  RICARDO,  EAST  CHICAGO,  INDIANA 
130   CHAVEZ-NAVARRO,  TEODORO,  LIMA,  PERU 

171   CHAVEZ,  EDWARD  JOHN,  STOCKTON,  CALIFORNIA 
134   CHAVEZ,  HENRY  RICHARD,  SILVER  CITY,  NEW  MEXICO 
198   CHAVEZ,  JAIME  GUTIERREZ,  LAS  CRUCES,  NEW  MEXICO 
73  tt   CHAVEZ,  MANUEL  CAMACHO,  SAN  ANTONIO,  TEXAS 

ROBERT  ANTHONY,  SANTA  ANA,  CALIFORNIA 

ROBERT  ELI,  EL  PASO,  TEXAS 

JAMES  WOODROW,  KANNAPOLIS,  NORTH  CAROLINA 

RICHARD  WESLEY,  LANGLEY  AFB,  VIRGINIA 


168 
118 
182 
124 
178 

94 

56 
108 
162 
183 
109 
186 
188 
120 
150 
113 
186 
160 
168 
189 
114 
101 
178 
155 
131 

58 
137 

93 

90 
147 
184 
112 

96 
160 
124 
106 
137 
106 
141 

87 
171 
178 
125 
151 
151 
121 


CHAVEZ, 
CHAVEZ, 
CHAVIS, 
CHAVIS, 


CHEALANDER,  HAROLD  BRUCE,  BAKERSFIELD,  CALIFORNIA 

tt   CHEATLE,  WALTER  J,  VERONA,  NEW  JERSEY 

tt   CHEAVENS,  PAUL  B.,  COLUMBIA,  MISSOURI 
CHECK,  PATRICK  A.,  CLEVELAND,  OHIO 
CHEEK,  DONALD  MARION,  ALBANY,  GEORGIA 
CHEEK,  JEFFREY  CLINTON,  STATESVILLE,  NORTH  CAROLINA 
CHEEKS,  JOHN,  SAVANNAH,  GEORGIA 
CHEFETZ,  ZACHI,  PETACH  TIKOVAH,  ISRAEL 
CHELEL,  JAMES  MICHAEL,  SOUTH  ORANGE,  NEW  JERSEY 
CHELINI,  THOMAS  MARIO,  SAN  FRANCISCO,  CALIFORNIA 
CHELLA,  JOHN  RICHARD,  NIAGARA  FALLS,  NEW  YORK 
CHEMELLI,  WILLIAM  J,  BELMONT,  MASSACHUSETTS 
CHEN,  SHENG-SHIN,  TAICHUNG,  REPUBLIC  OF  CHINA 
CHEN,  TIEN-YU,  TAIPEI,  REPUBLIC  OF  CHINA 
CHENAULT,  WILLIAM  SHELBY,  III,  HANOVER,  VIRGINIA 
CHENERY,  JOHN  TATE,  ALEXANDRIA,  VIRGINIA 
CHENEY,  MARGARET  H. ,  LOS  ANGELES,  CALIFORNIA 

tt   CHENEY,  ROBERT  D,  HOBBS,  NEW  MEXICO 

CHENG,  PETER  PO-JEN,  TAIPEI,  REPUBLIC  OF  CHINA 
CHENG,  ROBERT,  HONG  KONG,  HONG  KONG 
CHENIER,  PHILIP  OLIVER,  WYOMING,  MICHIGAN 

#  CHENNAULT,  JOE  YOUNG,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CHERINO,  JOSE  LUPE,  JR,  DULCE,  NEW  MEXICO 

tt   CHERRY,  JOHN  M,  CHARLOTTE,  NORTH  CAROLINA 
CHERRY,  ROBERT  P.,  ROCK  ISLAND,  ILLINOIS 
CHERRY,  STEVEN  DAVID,  GLEN  ROCK,  NEW  JERSEY 
CHESHIRE,  DAVID  GEORGE,  RIVERHEAD,  NEW  YORK 
CHESKE,  STANLEY  L,  TUCSON,  ARIZONA 

tt   CHESNUT,  RONALD  W,  RICHMOND,  INDIANA 

CHESTER,  GARY  MICHAEL,  COLDWATER,  MICHIGAN 
CHESTER,  RICKY  LYNN,  KNOXVILLE,  TENNESSEE 
CHEVALIER,  ARTHUR  J,  III,  LIBERTY,  MISSOURI 
CHEVALIER,  JAMES  WALTER,  ALEXANDRIA,  LOUISIANA 

tt   CHEVIRON,  MARK  J,  DECATUR,  ILLINOIS 

CHEWIWI,  ANTONIO,  JR,  ALBUQUERQUE,  NEW  MEXICO 

tt   CHEhNING,  ROBERT  J,  ORLANDO,  FLORIDA 
CHEYNE,  BARRY  ROBERT,  SCOTT  AFB,  ILLINOIS 
CHEYNE,  JOHN  WILLIAM,  VIENNA,  VIRGINIA 
CHIARENZA,  THOMAS  JAMES,  LOS  ANGELES,  CALIFORNIA 
CHIARINI,  STEPHEN  PHILIP,  NEW  YORK,  NEW  YORK 
CHICHESTER,  ROSS  JEFFREY,  MINDEN,  NEVADA 
CHICKERING,  JULIAN  J,  JR,  POUGHKEEPSIE,  NEW  YORK 
77  tt   CHIECO,  SAVERIO  A,  ALBANY,  NEW  YORK 
91  tt   CHILCOAT,  JAMES  N,  PHOENIX,  ARIZONA 
178   CHILDRESS,  ANNE  MARIE,  MIAMI,  FLORIDA 
156   CHILDRESS,  ROBERT  EUGENE,  RICHMOND,  VIRGINIA 

195  CHILDRESS,  WILLIAM  CLYDE,  WASHINGTON,  DISTRICT  OF  COLUM 
123   CHILDRESS,  ZED  LEWIS,  VIENNA,  VIRGINIA 

5  *  CHILES,  DARREL  H. ,  KANSAS  CITY,  MISSOURI 
141  It   CHILSON,  DANNY  OWEN,  LEBANON,  OREGON 
137  #  CHILTON,  DANIEL  LEE,  MILFORD,  OHIO 
60   CHIMENTI,  ARMAND  J.,  ERIE,  PENNSYLVANIA 

156  CHIN,  EDWIN  JOSEPH,  CHARLESTON,  SOUTH  CAROLINA 
197   CHINEA,  CAMILO,  SAN  DIEGO,  CALIFORNIA 

110   CHINN,  ALVIS  L,  MIAMI,  FLORIDA 

118  *  CHINN,  RONDALL  ALAN,  KEY  WEST,  FLORIDA 

196  CHINN,  THOMAS  EDWIN,  MONTROSE,  COLORADO 

178   CHINO,  GEORGE  LEONARD,  JR,  SALT  LAKE  CITY,  UTAH 
167   CHIONG,  RICKSON  LIM,  MANILA,  PHILIPPINES 

87  CHIPMAN,  JOHN  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

157  CHIPOWSKY,  MICHAEL  ANDREW,  TITUSVILLE,  NEW  JERSEY 

88  CHIPPS,  JACK  E.,  CLARKSBURG,  WEST  VIRGINIA 
96   CHIRICO,  FRANCIS  M,  JACKSON,  ALABAMA 

117   CHISHOLM,  BERNIE  EDWARD,  JR,  RICHMOND,  VIRGINIA 
156   CHISHOLM,  FRANK  ROGER,  SACRAMENTO,  CALIFORNIA 
191   CHISHOLM,  JEFFREY  STEVEN,  ROCK  ISLAND,  ILLINOIS 
191   CHISHOLM,  JON  MARSHALL,  ELIZABETH,  NEW  JERSEY 
165   CHISHOLM,  WILLIAM  ELLIS,  SPRINGFIELD,  NEW  JERSEY 
170   CHISM,  JACK  ANTHONY,  WHEAT  RIDGE,  COLORADO 

83   CHISUM,  VANCE  L.,  UVALDE,  TEXAS 
116  #  CHITTICK,  RICHARD  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
149   CHITWOOD,  MICHAEL  JUDE,  PORTLAND,  MAINE 
178   CHITWOOD,  THURMAN  SCOTT,  DALTON,  GEORGIA 

85   CHIU  LO-CHUNG,,  TAIPEI,  REPUBLIC  OF  CHINA 
180   CHIU,  HON  BUN,  HONG  KONG,  HONG  KONG 
185   CHIUMENTO,  CURTIS  JOSEPH,  CAMDEN,  NEW  JERSEY 
115  tt   CHLEBEK,  RICHARD  I,  SOUTH  BEND,  INDIANA 
139   CHODAK,  WAYNE  MICHAEL,  ALCOA,  TENNESSEE 
196   CHOI,  EUGENE  CHEUK-SING,  REDWOOD  CITY,  CALIFORNIA 
135   CHOI,  SUNG-HO,  CHICAGO,  ILLINOIS 
167   CHOI,  YUNG-SAM,  SEOUL,  KOREA 
147   CHOMER,  TERRY  CARL,  ELKHART,  INDIANA 


90  #  CHRISTENSEN, 


191   CHONG-HON,  GUSTAVO  JOSE,  PANAMA  CITY,  PANAMA 
126  tt   CHONG,  ALVIN  E,  HILO,  HAWAII 
160   CHONG,  LIM  CHIN,  SINGAPORE,  SINGAPORE 
124   CHONG,  MOHAMMED  FREDDIE,  BRUNEI,  BRUNEI 
190   CHOU,  STEVEN  SHAW-NAN,  TAIPEI,  REPUBLIC  OF  CHINA 
126   CHOU,  TON-MING,  TAIPEI,  REPUBLIC  OF  CHINA 
178   CHOUDHURY,  JAYANTO  NARAYAN,  NEW  DELHI,  INDIA 
168   CHRABOT,  JOSEPH  CARTER,  ARLINGTON  HEIGHTS,  ILLINOIS 
98   CHRAPKOWSKI,  EDWARD,  NORTH  CHICAGO,  ILLINOIS 
170   CHRISMAN,  WILLIAM  GLENN,  MURFREESBORO,  TENNESSEE 
175   CHRIST,  DOUGLAS  FREDERICK,  SOUTH  GATE,  CALIFORNIA 
118   CHRIST,  JACQUELINE  MARIE,  CLEVELAND,  OHIO 
145   CHRIST,  LEONARD  GUSTAVE,  JR,  ANOKA,  MINNESOTA 
137   CHRISTEN,  ARTHUR  STEVEN,  ROSELLE  PARK,  NEW  JERSEY 
121  tt   CHRISTENSEN,  CHARLES  RONALD,  SALT  LAKE  CITY,  UTAH 

3  *  CHRISTENSEN,  E.  G.,  TOPEKA,  KANSAS 
183   CHRISTENSEN,  FRANCIS  PETER,  ALBANY,  NEW  YORK 
98  #  CHRISTENSEN,  GEORGE  T,  RACINE,  WISCONSIN 
159   CHRISTENSEN,  JAMES  ELDON,  BARROW,  ALASKA 
70   CHRISTENSEN,  JAY  W. ,  BRIGHAM  CITY,  UTAH 
132   CHRISTENSEN,  JOHN  THOMAS,  SOMERVILLE,  MASSACHUSETTS 
172   CHRISTENSEN,  MICHAEL  JOHN,  PENN  YAN,  NEW  YORK 
83  tt   CHRISTENSEN,  NICK  G. ,  EL  PASO,  TEXAS 
158   CHRISTENSEN,  RALPH  EDWARD,  MADISON,  WISCONSIN 
RICHARD  E,  TEMPE,  ARIZONA 
SOPHIE  LISSELOTTE,  STOCKHOLM,  SWEDEN 
WILLIAM  D,  SANTA  BARBARA,  CALIFORNIA 
BERNARD  W,  PIERRE,  SOUTH  DAKOTA 
ANTHON  LAMBERT,  ST  CROIX,  U.S.  VIRGIN  ISLAND 
BURTON  WAYNE,  AUSTIN,  TEXAS 
JAMES  PRESTON,  SR,  MCCHORD  AFB,  WASHINGTON 
JOHN  D,  SR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOSEPH  W.,  JR.,  NEW  YORK,  NEW  YORK 
JULIE  LYNNE,  KANSAS  CITY,  MISSOURI 
WILLIAM  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CHRISTIANO,  WILLIAM  ANTHONY,  CONCORD,  NEW  HAMPSHIRE 
CHRISTIANSEN,  ARTHUR  THOMAS,  ARLINGTON,  VIRGINIA 
EARL  L.,  MIAMI,  FLORIDA 
EDWARD  THOMAS,  MONTEREY,  CALIFORNIA 
FAROLD  B.,  SALT  LAKE  CITY,  UTAH 
WILLIAM  GARY,  LOS  ANGELES,  CALIFORNIA 
RALPH  M,  ANCHORAGE,  ALASKA 
CHRISTIE,  EDWARD  L,  JR,  ALEXANDRIA,  LOUISIANA 
CHRISTIE,  KENNETH  LEE,  SAN  JOSE,  CALIFORNIA 
CHRISTIE,  LAWRENCE  BRUCE,  BLYTHEVILLE,  ARKANSAS 
CHRISTIE,  ROBERT  CHARLES,  BOZEMAN,  MONTANA 

#  CHRISTMAN,  CHARLES  LEONARD,  FLINT,  MICHIGAN 
tt   CHRISTMAN,  ROBERT  W. ,  JR.,  SNOHOMISH,  WASHINGTON 

CHRISTMAS,  FRANKLIN  EUGENE,  MIAMI,  FLORIDA 

CHRISTNER,  JERRY  M. ,  JACKSON,  MICHIGAN 

CHRISTOFANO,  RONALD  STEWART,  PRINCE  WILLIAM,  VIRGINIA 

#  CHRISTOPHER,  ALAN,  LOS  ANGELES,  CALIFORNIA 
CHRISTOPHER,  JAMES  QUENTIN,  GREENVILLE,  SOUTH  CAROLINA 
CHRISTOPHER,  LUTHER  PIKE,  HOMER,  ALASKA 
CHRISTOPHERSON,  KENNETH  M,  TORONTO,  CANADA 

tt   CHRISTOPHERSON,  PALMER  L.,  KALISPELL,  MONTANA 

#  CHRISTY,  ARTHUR  F.,  NEW  YORK,  NEW  YORK 
CHRISTY,  JAMES  W,  JR,  SHALER,  PENNSYLVANIA 
CHRISTY,  RICHARD  MICHAEL,  SEDONA,  ARIZONA 

tt   CHRISTY,  ROBERT  RALPH,  LACKLAND  AFB,  TEXAS 

CHRNALOGAR,  CHARLES  EDWARD,  ENUMCLAW,  WASHINGTON 

CHROMI,  RICHARD  P,  COLLEGE  PARK,  GEORGIA 

CHU,  DOUGLAS,  NEW  YORK,  NEW  YORK 

CHU,  DUNG  VAN,  HANOI,  REPUBLIC  OF  VIETNAM 

CHU,  JOHN  LAITSU,  TAIPEI,  REPUBLIC  OF  CHINA 

CHU,  MAN-KIN,  HONG  KONG,  HONG  KONG 

CHUA,  RICHARD  POO,  SINGAPORE,  SINGAPORE 

CHUANG,  ANDY  TSE-FENG,  PANCHIAO,  REPUBLIC  OF  CHINA 

CHUBB,  STEPHEN  LOYD,  EAST  LANSING,  MICHIGAN 

CHUDY,  PAUL  EDWARD,  REEDSPORT,  OREGON 

CHUMAS,  JOHN  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CHUMNEY,  BERNARD  FURMAN,  APPOMATTOX,  VIRGINIA 

CHUNG,  HYUNG-KEUN,  SEOUL,  KOREA 

CHUNG,  IL  BIN,  SEOUL,  KOREA 

CHUNGSUVANICH,  APICHART,  BANGKOK,  THAILAND 
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58  tt   CHURCH,  C.  KENNETH,  ONEONTA,  NEW  YORK 
198   CHURCH,  CLYDE  LAVERN,  GRAND  ISLAND,  NEBRASKA 
75  #  CHURCH,  JOHN  R,  BOISE,  IDAHO 

194  CHURCH,  JOHNSON  BRADLEY,  GRETNA,  LOUISIANA 
85  #  CHURCHES,  MALCOLM  T,  WELLINGTON,  NEW  ZEALAND 

25  *  CHURCHES,  MERRITT  E.,  STURGEON  BAY,  WISCONSIN 
177   CHURCHILL,  EDMUND  GRANT,  VANCOUVER,  CANADA 
121   CHURCHILL,  JAMES  A,  TOMS  RIVER,  NEW  JERSEY 
126   CHURCHILL,  ROBERT  LOUIS,  CORTLAND,  NEW  YORK 

75  It   CHURCHILL,  WINSTON  L.,  INDIANAPOLIS,  INDIANA 
34  tt   CHURCHILL,  WINSTON  T.,  GRAND  RAPIDS,  MICHIGAN 

106  tt   CHYLAK,  PAUL  J,  HARRISBURG,  PENNSYLVANIA 

143   CIACCIA,  ANTHONY  MICHAEL,  J,  ROCHESTER,  NEW  YORK 

111   CIACCIO,  JAMES  T.,  NEW  YORK,  NEW  YORK 

126  *  CIARAMITARO,  ROSALIE  ANNTONE,  BRIDGETON  TERRACE,  MISSOU 

151   CICARDO,  THOMAS  N,  ALEXANDRIA,  LOUISIANA 

79  tt   CICCALONE,  JOSEPH  J,  STORRS,  CONNECTICUT 

26  It   CILIBERTI,  FRANK  ANTHONY,  YONKERS,  NEW  YORK 
125   CILLO,  JAMES  JOSEPH,  MENDHAM,  NEW  JERSEY 

168   CIMAROSSA,  JAMES  THEODORE,  SPRINGFIELD,  ILLINOIS 
110   CIMINO,  ANTHONY  M,  BOUND  BROOK,  NEW  JERSEY 

195  CIMORELLI,  GARY  HENRY,  WEST  TRENTON,  NEW  JERSEY 
95   CINCHES,  SILVINO  N.,  MANILA,  PHILIPPINES 

80  *  CINKER,  JAMES  R. ,  GREAT  FALLS,  MONTANA 

187   CINTRON-SANTANA,  JUAN  RAMON,  SAN  JUAN,  PUERTO  RICO 


PAGE 


23 


C1NTR0N,  DAVID  -  COAKLEY,  RAYMOND  F. 
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CINTRON,  DAVID,  PONCE,  PUERTO  RICO 
CIPRA,  GEORGE  ALAN,  SUFFOLK,  VIRGINIA 
CIPRIANI,  FRED,  INDIANAPOLIS,  INDIANA 
CIPRIANO,  ARTHUR,  HAHILTON,  NEH  JERSEY 
CIRA,  JOHN  EDHARD,  HAZELHOOD,  MISSOURI 
CIRAULO,  JOSEPH  R,  JUNEAU,  ALASKA 
CISKE   HILLIAM  R.,  FORT  ATKINSON,  HISCONSIN 
CISNEROS,  EDHARD  RICHARD,  CHINO,  CALIFORNIA 
CISNEROS   FRANCISCO  JAVIER,  CHIHUAHUA,  MEXICO 
CISSON,  JAMES  HILLIAM,  ROCKHOOD,  TENNESSEE 
CITTY   HILLIAM  JOEL,  OKLAHOMA  CITY,  OKLAHOMA 
CIURLIK   THOMAS  P.,  CUDAHY,  HISCONSIN 
CUBES,  ROBERT  BRANDON,  MIDHEST  CITY,  OKLAHOMA 
KEVIN  RALPH,  MISSOULA,  MONTANA 

JOHN  BRIGHAM,  EAST  HAMPTON,  NEH  YORK 
JAMES  0,  GRAND  FORKS,  NORTH  DAKOTA 
,  JOHN  D,  EUGENE,  OREGON 
CLAN   LAWRENCE  HILLIAM,  LOUISVILLE,  KENTUCKY 
CLANCY   CHARLES  MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUMB 
CLANCY   CORNELIUS  PATRICK,  JR,  NEW  YORK,  NEH  YORK 
CLAPP   BILL  S,  LOS  ANGELES,  CALIFORNIA 
CLAPPER   ROBERT  A.,  LAKE  GENEVA,  HISCONSIN 
CLARK,  ADDISON  HODGES,  JR,  KALISPELL,  MONTANA 
ALAN  RAY,  LAKEHOOD,  OHIO 
ALLEN  A,  VINCENNES,  INDIANA 
BERNARD  J.,  RIVERSIDE,  CALIFORNIA 
CHARLES  EDHARD,  ESSEX,  ENGLAND         rnlMUntA 
CHARLES  RICKY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CHRISTOPHER  CANISIUS,  BUFFALO,  NEH  YORK 
DANNY  MARK,  HARREN,  MICHIGAN 
DAVID  BAIRD,  FINDLAY,  OHIO 
DAVID  JOHN,  LAKELAND,  FLORIDA 
DENNIS  EVERETT,  SANTA  CRUZ,  CALIFORNIA 
DENNIS  MICHAEL,  QUANTICO,  VIRGINIA 
DON  HALTER,  PORTSMOUTH,  NEH  HAMPSHIRE 
E.  P.,  JEFFERSON  CITY,  MISSOURI 
ED  J.,  NICHOLS  HILLS,  OKLAHOMA 
EDHIN  L.,  ALBANY,  NEH  YORK 
FLOYD  G.,  JR.,  RICHMOND,  VIRGINIA 
GREGORY  DEAN,  SAN  DIEGO,  CALIFORNIA 
GREGORY  EUGENE,  PORTLAND,  OREGON 
GREGORY  HAYNE,  MARBLE  FALLS,  TEXAS 
HERMAN  MARK,  GRAND  BLANC,  MICHIGAN 
HERMAN  HARREN,  SAN  FRANCISCO,  CALIFORNIA 
JAMES  A,  BURLINGAME,  CALIFORNIA 
JAMES  A.,  SKOKIE,  ILLINOIS 
JAMES  A.,  BUTTE,  MONTANA 
JAMES  J.,  LAS  VEGAS,  NEVADA 
JAMES  L.,  LEMOYNE,  PENNSYLVANIA 
JAMES  SCOTT,  FRANKFORT,  KENTUCKY 
JIMMY  FRANK,  HOOVER,  ALABAMA 
JOHN  CARL,  OKLAHOMA  CITY,  OKLAHOMA 
JOHN  J,  JR,  PHILADELPHIA,  PENNSYLVANIA 
JOSEPH  J,  MINEOLA,  NEH  YORK 
JOSEPH  V,  EL  PASO,  TEXAS 
LARRY  JAMES,  FONTANA,  CALIFORNIA 
LEROY,  LOCKLAND,  OHIO 
LESTER  D.,  MENASHA,  HISCONSIN 
LOREN  COLLIER,  LA  GRANGE,  ILLINOIS 
LOUIS  J.,  NEH  PHILADELPHIA,  OHIO 
LOUIS  H.,  JASPER,  ALABAMA 
MARK  ALAN,  SOUTH  PORTLAND,  MAINE 
NATHANIEL,  PINE  BLUFF,  ARKANSAS 
PAUL  EDHIN,  SR,  PORTSMOUTH,  VIRGINIA 
RAYMON  ALEXANDER,  JR,  STATESBORO,  GEORGIA 
RAYMOND  V.,  CASPER,  HYOMING 
RICHARD  EUGENE,  EULESS,  TEXAS 
RICHARD  G  ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  RUSSELL,  PUYALLUP,  HASHINGTON 
RITA  GERTRUDE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  EUGENE,  LIVONIA,  MICHIGAN 
ROBERT  L,  JOHNSON  CITY,  NEH  YORK 
ROBERT  M,  DES  PLAINES,  ILLINOIS 
ROBERT  HILLIAM,  RICHMOND,  VIRGINIA 
RONALD  LEE,  TITUSVILLE,  FLORIDA 
STANLEY  EDHARD,  III,  TYLER,  TEXAS 
STEPHEN  A,  JR,  HELLS,  MAINE 
STEPHEN  MICHAEL,  NEHINGTON,  CONNECTICUT 
STEVE  MARLIN,  SPRINGDALE,  ARKANSAS 
STEVEN  CARROLL,  FREMONT,  CALIFORNIA 
THOMAS  ALEXANDER,  RICHMOND,  VIRGINIA 
THOMAS  F.,  HOUSTON,  TEXAS 
THOMAS  LARUE,  JUNCTION  CITY,  KANSAS 
TOMMY  MONROE,  HANFORD,  CALIFORNIA 
HALTER  DUANE,  SR,  NORMAL,  ILLINOIS 
HALTER  J,  PROVIDENCE,  RHODE  ISLAND 
HILLIAM  ABRAM,  TALLAHASSEE,  FLORIDA 
HILLIAM  FRANCIS,  SPRINGFIELD,  PENNSYLVANIA 
HILLIAM  MICHAEL,  NIAGARA  FALLS,  NEH  YORK 
HILLIAM  R.f  HOPE,  ARKANSAS 
ZANE  DALE,  MODESTO,  CALIFORNIA 
,  ZEARL  G,  ODESSA,  TEXAS 

Cc[Zl    KHALEESR,ESAmLHAUKEE,  HISCONSIN 

aMKi:  KKrSSRfsoi!?'NiiiM?gSft.HaKEYORK 

CLARKE,  JOSEPH  C,  NASSAU,  BAHAMAS 

CLARKE  KEVIN  ROBERT,  FORT  MC  CLELLAN,  ALABAMA 

CLARKE  MICHAEL  J.,  JACKSONVILLE,  NORTH  CAROLINA 

CLARKE  NIGEL  TREVOR,  NORTHAMPTONSHIRE,  ENGLAND 
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91 

67  # 
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127 
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193 
137 
145  tt 

97  # 
182 
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103  # 

101  It 

46  tt 
96 
69 

131  tt 
192 
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96 
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133 

47  tt 
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113  * 
180 
171 
123 
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38 
129 

91 
133 
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CLARKE,  RICHARD  P,  GROSSE  POINTE  HOODS,  MICHIGAN 

CLARKE,  THOMAS  JOSEPH,  NEH  YORK,  NEH  YORK 

CLARKE,  THOMAS  PEIRCE,  CULPEPER,  VIRGINIA 

CLARKE,  HILBUR  R.,  HOPEHELL,  VIRGINIA 

CLARKSON,  GORDON  S,  NEH  BEDFORD,  MASSACHUSETTS 

CLAUSEN,  KEITH  CLIFFORD,  LAKEPORT,  CALIFORNIA 

CLAUSER,  FREDERICK  JOSEPH,  WILMETTE,  ILLINOIS 

CLAUSSEN,  RIECKE  EDHARD,  GRAND  JUNCTION,  COLORADO 

CLAVERIE,  AUGUST  L.,  JR.,  GRETNA,  LOUISIANA 

CLAHGES,  ELMER  PAUL,  HARMINSTER,  PENNSYLVANIA 

CLAHSON,  CYNTHIA  SULLIVAN,  HOUSTON,  TEXAS 

CLAHSON,  MICHAEL  JOHN,  ALVIN,  TEXAS 

CLAHSON,  ROBERT  BRUCE,  WALL  TWP,  NEW  JERSEY 

CLAXTON,  WILLIAM  E.,  JR,  CASPER,  WYOMING 

CLAYBON,  JOSEPH,  HENDERSONVILLE,  TENNESSEE 

CLAYBROOK,  JAMES  OSCAR,  ALEXANDER  CITY,  ALABAMA 

CLAYTON,  CHARLES  H. ,  DURHAM,  NORTH  CAROLINA 

CLAYTON,  ELVIN  D. ,  WAYNE,  PENNSYLVANIA 

CLAYTON,  ERNEST  EARL,  JR,  WAYCROSS,  GEORGIA 

CLAYTON,  GEORGE  L.,  BURLINGTON,  NEW  JERSEY 

CLAYTON,  GEORGE,  JR.,  RED  BANK,  NEW  JERSEY 

CLAYTON,  HOMER  LEE,  SHAHNEE,  KANSAS 

CLAYTON,  JACKIE  MADISON,  TUPELO,  MISSISSIPPI 

CLAYTON.  KEVIN  CURTIS,  CORDOVA,  ALASKA 

CLAYTON  ROBERT  FRANCIS,  MIDDLETOWN,  CONNECTICUT 

CLAYTON,  ROBERT  M,  RED  BANK,  NEW  JERSEY 

CLAYTON,  THOMAS  LEON,  DALLAS,  TEXAS 

CLAYTON  HAYNE  CHARLES,  EL  MONTE,  CALIFORNIA 

CLAYTOR,  DANIEL  LEE,  HARRISONBURG,  VIRGINIA 

CLAYTOR,  RAYMOND  E. ,  RICHMOND,  VIRGINIA 

CLEARY,  EDWARD  GEORGE,  PHILADELPHIA,  PENNSYLVANIA 

CLEARY  VINCENT  W. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CLEAVES,  CHARLES  T,  MEMPHIS,  TENNESSEE 

ri FFRF  MICHAEL  KEVIN.  HATERLOO,  NEH  YORK 

CLELAND,  FREDERICK  JAMES,  STERLING  HEIGHTS,  MICHIGAN 

CLEM,  JAMES  EUGENE,  TAMPA,  FLORIDA 

CLEMENS,  LEON  JOHN,  DES  MOINES,  IOHA  ,„,.„._, ., 

CLEMENS  RICHARD  F,  JR,  HETHERSFIELD,  CONNECTICUT 
CLEMENS  TERRY  DUANE,  BEDFORD,  PENNSYLVANIA 
CLEMENT,  FREDERICK  WILLIAM,  CROWLEY,  LOUISIANA 
CLEMENT,  JEAN  LEON,  LUXEMBOURG,  LUXEMBOURG 
CLEMENT   RICHARD  C. ,    TOMS  RIVER,  NEH  JERSEY 
c\  FMFNTI   JAMES  DEAN.  PUEBLO,  COLORADO 

clements!  charles  bruce,  jr.'hashington,  district  of  co 

CLEMENTS,  EARNEST  R,  RICHMOND,  CALIFORNIA 
CLEMENTS,  JAN  EVAN,  EUGENE,  OREGON 
CLEMENTS,  MELVIN  NEWELL,  ASHLAND,  OREGON 
CLEMENTS  ROBERT  CHARLES,  ANNISTON,  ALABAMA 
CLEMENTS  ROBERT  ELLIOTT,  BAKERSFIELD,  CALIFORNIA 
CLEMENTS,  HILLIAM  W,  BRUNSWICK,  GEORGIA 
CLEMENTS  WILLIS  LEON,  FORT  RILEY,  KANSAS 
CLEMMENT  DAVID  NORMAN,  WAUSAU,  WISCONSIN 
CLEMSON .ANDREW  G,  STATE  COLLEGE,  PENNSYLVANIA 
CLENDENING,  GARY  D,  BLOOMINGTON,  INDIANA 

aBSSbTBRifi'LEBB:  Tester,  Connecticut 

CLEVELAND  HAYNE  EUGENE,  ROCKVILLE,  MARYLAND 
CLIFFORD,  ARTHUR  FRANKLIN,  KIRKLAND,  WASHINGTON 
CLIFFORD,  CARL  N,  DAYTONA  BEACH   FLORIDA      mA|ms 
CLIFFORD  CHARLES  EDISON,  GEORGE  TOWN,  CAYMAN  ISLANDS 
CLIFFORD  RICHARD  J,  NEW  YORK,  NEW  YORK 
CLIFFORD  WILLIAM  M. ,  ST.  LOUIS  MISSOURI 
CLIFT,  DONNA  MEREDITH,  KNOXVILLE,  TENNESSEE 
CLIFT,  MARION  RAY,  HUNTSVILLE,  ALABAMA 
CLIFT  RAYMOND  ESTEL,  CINCINNATI,  OHIO 
CLIFTON,  CHARLES  MICHAEL,  FORT  MYERS,  FLORIDA 
CLIFTON,  DENNIS  GENE,  LIVINGSTON,  TEXAS 
CLIFTON  FRANKLIN  HALLACE,  BIRMINGHAM,  ALABAMA 
CLIFTON  RAYBORN  S,  JR,  HAVELOCK,  NORTH  CAROLINA 
CLIFTON,  ROBERT  F,  ATLANTIC  CITY,  NEW  JERSEY 
CLINCHARD,  EDHARD  F,  JR,  GRAND  ISLAND,  NEBRASKA 
CI INE  GARY  CHARLES,  DILLON,  COLORADO 
CLIME  HAROLD  J,  SR!  PITTSBURGH,  PENNSYLVANIA 
CLINE  JAMES  L,  LOS  ANGELES,  CALIFORNIA 
CLINE,  JAMES  RONALD,  TEMPLE,  TEXAS 
CLINE,  JOHN  JAER,  SAN  DIEGO,  CALIFORNIA 
CLINE  MICHAEL  KEITH,  SIERRA  VISTA,  ARIZONA 
CLINE  RALPH  H,  FRANKFORT,  KENTUCKY 
CLINE,  ROBERT  J,  INDIANAPOLIS,  INDIANA 
CLINKENBEARD,  BOBBY  C,  LINCOLN,  NEBRASKA 
«  CLINTON,  RICHARD  DE,  GERMANTOHN,  TENNESSEE 
CLISHAM,  JOHN  ELHOOD,  CHICAGO,  ILLINOIS 
CLITES,  THEODORE  E.,  JOHNSTOHN,  PENNSYLVANIA 
ff  CLONINGER,  GERALD  WAYNE,  EDWARDSVUE,  ILLINOIS 
tt   CLOOKIE,  WOODROW  FRANKLIN,  ANNAPOLIS,  MARYLAND 
CLOONAN  MICHAEL  PAUL,  READING  MASSACHUSETTS 

#  CLOSNER  HILLIAM  R,  OLYMPIA,  WASHINGTON 
tt   CLOUD,  CARL  HARRISON,  OKLAHOMA  CITY,  OKLAHOMA 

#  CLOUETTE,  FORREST  EUGENE,  AMARILLO,  TEXAS 
CLOUGH,  ROY  S,  NEHARK,  DELAWARE 
CLOUSE,  DAVID  LEWIS,  HELENA,  MONTANA 
CLOUTIER,  DAVE  FREDERICK,  JR,  GOLDSBORO 

M   CLOVER,  PETER  JOHN,  GREEN  BAY,  HISCONSIN 

CLOWER,  FLOYD  L,  PHOENIX,  ARIZONA 

CLOHER  JOHN  T,  III,  DECATUR,  GEORGIA 
It   CLUGSTON  ROY  L,  JR,  TULSA,  OKLAHOMA 
ff  CLUNEY  JOHN  COAQUIEN,  IV,  HAILUKU  MAUI, 
I   CLYBURN,  LOUIS  S.,  CAMDEN,  SOUTH  CAROLINA 

#  CLYDE  ORVIE  H. ,  HANFORD,  CALIFORNIA 
I   COAKLEY,  RAYMOND  F.,  PITTSFIELD,  MASSACHUSETTS 


NORTH  CAROLINA 


HAHAII 
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COAKLEY,  ROY  HILLIAM  -  COLON,  SAMUEL  GERONIMO 


150 
103 
119 

72 
149 

82 

88 
185 
101 
145 
151 
101 
154 
165 

98 
170 
149 
112 
180 
176 

90 
158 
126 
102 
103 
148 
180 
194 
155 
183 
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137 
142 
149 
142 
117 
125 
111 

59 
112 


#  COAKLEY,  ROY  HILLIAM,  NEW  YORK,  NEW  YORK 

It   COALE,  JAMES  S,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

COATES,  JOSEPH  HILLIAM,  PALMYRA,  VIRGINIA 
It   COATS,  FREEMAN  H. ,  SAGINAH,  MICHIGAN 

COATS,  JAMES  FRANKLIN,  LARGO,  FLORIDA 
tt   COBB,  CHARLES  T,  BOSTON,  MASSACHUSETTS 
tt   COBB,  DONALD  JR.,  RICHMOND,  VIRGINIA 

COBB,  GARDNER  L,  ANCHORAGE,  ALASKA 
tt   COBB,  JAMES  R.,  JR.,  ROCKVILLE,  MARYLAND 

COBB,  NORMAN  KELLY,  YORK,  NEBRASKA 

COBB,  RANDY  EUGENE,  JONESBORO,  GEORGIA 
tt   COBB,  ROBERT  T.,  FURLONG,  PENNSYLVANIA 

COBB,  YATES  ALEXANDER,  MORGANTON,  NORTH  CAROLINA 
tt   COCHRAN,  CHARLES  DHIGHT,  SHELBY,  NORTH  CAROLINA 
tt   COCHRAN,  CHARLES  W,  GREENVILLE,  MISSISSIPPI 

COCHRAN,  DANNY  LEE,  OKLAHOMA  CITY,  OKLAHOMA 

COCHRAN,  GARY  PATRICK,  BAYTOHN,  TEXAS 
tt   COCHRAN,  GEORGE  H.  ,  KETTERING,  OHIO 

COCHRAN,  SAMUEL  MARTIN,  MOBILE,  ALABAMA 

COCHRAN,  TERRY  ALLEN,  COLLIERVILLE,  TENNESSEE 
tt   COCHRAN,  HILLIAM  J,  LANSING,  MICHIGAN 

COCHRAN,  HILLIAM  RAYMOND,  SUFFOLK,  VIRGINIA 
It   COCHRANE,  ROBERT  RAYMOND,  BOSTON,  MASSACHUSETTS 
tt   COCHRANE,  HILLIAM  H,  JR,  DELRAY  BEACH,  FLORIDA 

COCKE,  B.  HARREN,  SAN  BERNARDINO,  CALIFORNIA 

COCKER,  DAVID  FRANK,  BIRMINGHAM,  ENGLAND 

COCKERHAM,  BRUCE  EUGENE,  WALNUT  CREEK,  CALIFORNIA 

COCKETT,  SHANNON  PUALANI,  HASHINGTON,  DISTRICT  OF  COLUM 

COCKLIN,  MICHAEL  LEWIS,  ST  HELENS,  OREGON 

COCKRELL,  DAVID  MICHAEL,  MUSTANG,  OKLAHOMA 

COCKRELL,  JAMES  ENSER,  ANCHORAGE,  ALASKA 

CODDING,  JAMES  WILLIAM,  III,  IDAHO  FALLS,  IDAHO 

CODERONI,  GARY  RUDOLPH,  MUSCATINE,  IOHA 

CODIGLIA,  JOHN  PAUL,  NEH  YORK,  NEH  YORK 

CODY,  HOWARD  EUGENE,  JR,  MONTGOMERY,  ALABAMA 

COE,  THOMAS  R,  JR,  TALLAHASSEE,  FLORIDA 

COE,  HILLIAM,  NATRONA  HEIGHTS,  PENNSYLVANIA 

COEN,  CHARLES  B. ,  EAST  LIVERPOOL,  OHIO 
tt   COFFELT,  FORREST  E.,  WICHITA,  KANSAS 
#  COFFELT,  KELLY  H. ,  FAIRFAX,  VIRGINIA 


103  tt   COFFELT,  NORMAN  L,  PONCA  CITY,  OKLAHOMA 
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145 
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142 

30 

93 
159 
6 
132 
186 
124 
173 
139 
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140 
139 
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97 
112 

98 

91 
144 
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194 
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199 
138 
155 

65 
194 

40 
186 


COFFEY,  ARTHUR  R,  ST.  LOUIS,  MISSOURI 
COFFEY,  FRED  JAMES,  CHICAGO,  ILLINOIS 
COFFEY,  JEFFREY  KEENER,  KNOXVILLE,  TENNESSEE 
COFFIEY,  CHARLES,  NEWARK,  DELAHARE 
COFFIN,  EDGAR  D. ,  VERONA,  NEH  JERSEY 
COFFMAN,  CARL  L.,  HUNTINGTON,  WEST  VIRGINIA 
COFFMAN,  JAMES  ANTHONY,  PALO  ALTO,  CALIFORNIA 
COFIELD,  GENE,  BALBOA  HEIGHTS,  CANAL  ZONE 
COGAR,  DAVID  LEWIS,  ATHENS,  OHIO 
COGBILL,  WILLIAM  PHILIP,  SANTA  ROSA,  CALIFORNIA 
COGSHELL,  CHARLES  HOYT,  ALEXANDRIA,  VIRGINIA 
COHEN,  IRA  JESSE,  BATH,  MAINE 
COHEN,  MICHAEL  HERBERT,  HOWELL  TWP,  NEW  JERSEY 
COHENS,  ODELL,  NEW  HAVEN,  CONNECTICUT 
COHN,  RUTH  CATHERINE,  HOUSTON,  TEXAS 
COIL,  LESTER  ALLEN,  JR,  LOS  ANGELES,  CALIFORNIA 
COILE,  LEONARD  REX,  FAIRBANKS,  ALASKA 
COKER,  GLENN  0.,  Ill,  CLARKSDALE,  MISSISSIPPI 
COKER,  JAMES  R.,  KNOXVILLE,  TENNESSEE 
COLALUCA,  DANTE  G. ,  ALIQUIPPA,  PENNSYLVANIA 
COLANGELO,  PETER  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
COLANGELO,  ROBERT  ROY,  PARK  RIDGE,  ILLINOIS 
COLANTONIO,  STEPHEN  JOSEPH,  NEW  CITY,  NEW  YORK 
COLARULO,  WILLIAM  ANTHONY,  PHILADELPHIA,  PENNSYLVANIA 
COLBERT,  DAVID  EDWARD,  HAMMOND,  INDIANA 
COLBERT,  EUGENE  WENDELL,  NORFOLK,  VIRGINIA 
COLBY,  KENNETH  L,  JR,  KALAMAZOO,  MICHIGAN 
COLBY,  KENNETH  HINTER,  LOS  ANGELES,  CALIFORNIA 
COLE,  ALLEN  WARD,  III,  LAWRENCE,  MASSACHUSETTS 
COLE,  CARL  WILLIAM,  NORTH  PLATTE,  NEBRASKA 
COLE,  DAVID  KIERON,  YAPHANK,  NEW  YORK 
COLE,  DELBERT  RICHARD,  PETALUMA,  CALIFORNIA 
COLE,  DENNIS  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
113  #  COLE,  EDDIE  S,  NASHVILLE,  TENNESSEE 
159   COLE,  GARY  RUSSELL,  BRATTLEBORO,  VERMONT 
COLE,  GHIN,  JACKSON,  MISSISSIPPI 
COLE,  HARRY  PHILLIP,  SHOREWOOD,  WISCONSIN 
COLE,  HARVEY,  JR,  UNIONTOWN,  PENNSYLVANIA 
COLE,  JAMES  EDWARD,  LOS  ANGELES,  CALIFORNIA 
COLE,  JAMES  N.,  KANSAS  CITY,  MISSOURI 

JEROLD  OLEN,  CHARLESTON,  WEST  VIRGINIA 

KENNETH  DOUGLAS,  MONROEVILLE,  PENNSYLVANIA 

LEROY  G,  FARIBAULT,  MINNESOTA 

LESLIE  C,  NEH  YORK,  NEW  YORK 
COLE,  MARTIN  RUSSELL,  JR,  SANFORD,  NORTH  CAROLINA 
COLE,  MARVIN  J.,  ROGERS,  ARKANSAS 

RAYMOND  S.,  ARLINGTON,  VIRGINIA 

ROBERT  ALLAN,  NEW  CANAAN,  CONNECTICUT 

ROBERT  ALLEN,  ANAHUAC,  TEXAS 

ROBERT  L.,  BRONXVILLE,  NEW  YORK 
COLE,  ROBERT  MICHAEL,  LAS  CRUCES,  NEW  MEXICO 
COLE,  RONALD  HENRY,  WATERTOWN,  NEW  YORK 
97  tt   COLE,  SIDNEY  L,  MEMPHIS,  TENNESSEE 
145   COLE,  WILLIAM  ALLEN,  STARKVILLE,  MISSISSIPPI 
COLEMAN,  ASTON  M. ,  MONROVIA,  LIBERIA 

BRACY  HARRIS,  JACKSON,  MISSISSIPPI 
CHARLES  E.,  NEH  YORK,  NEH  YORK 
CHARLES  J.,  KNOXVILLE,  TENNESSEE 
CLARK  HILLIAM,  JR,  LAS  VEGAS,  NEVADA 


50 
134 
197 
191 
102 
183 
179 
109 
149 
142 

90 

58 
121 
121 

74 
186 
130 


96 
183 
111 
115 
178 


COLE, 
COLE, 
COLE, 
COLE, 


COLE, 
COLE, 
COLE, 
COLE, 


COLEMAN, 
COLEMAN, 
COLEMAN, 
COLEMAN, 


115 
145 
94 
79 
96 
44 
131 


COLEMAN, 

COLEMAN, 

COLEMAN, 

COLEMAN, 

COLEMAN, 

COLEMAN, 

COLEMAN, 

95  tt   COLEMAN, 

170   COLEMAN, 

131   COLEMAN, 

159   COLEMAN, 

40  tt   COLEMAN, 


179 
83 
198 
106 
107 
138 


CLAUDE  M. ,  NEHARK,  NEH  JERSEY 

DAVID  ALLEN,  SR,  FORT  HAYNE,  INDIANA 

DAVID  E,  BATON  ROUGE,  LOUISIANA 

EARL  W.,  PLACENTIA,  CALIFORNIA 

EDWIN  B,  CORINTH,  MISSISSIPPI 

ERNEST  G.,  SHAWNEE,  OKLAHOMA 

GEORGE  MARCUS,  ATLANTA,  GEORGIA 

GERARD  A,  LARGO,  FLORIDA 

GREGORY  ALLEN,  FRESNO,  CALIFORNIA 

GREGORY  PAUL,  NEW  YORK,  NEW  YORK 

HALL  DAVIS,  YAPHANK,  NEH  YORK 

JACK,  WAUSAU,  WISCONSIN 

KERRY  TODD,  SCOTT  AFB,  ILLINOIS 

MELVIN  G,  ORLANDO,  FLORIDA 

MICHAEL  DOUGLAS,  CASTLE  ROCK,  COLORADO 

RICHARD  C,  ATLANTA,  GEORGIA 

RONALD  N,  PEARLAND,  TEXAS 

RONALD  WILLIAM,  CARTERSVILLE,  GEORGIA 

ROY  CLIFTON,  MEMPHIS,  TENNESSEE 

TRAVIS  HAROLD,  SHREVEPORT,  LOUISIANA 

HILLIAM  EDWARD,  III,  LAWRENCEBURG,  TENNESSEE 
COLEMAN,  WILLIAM  EDWARD,  JR.,  NASHVILLE,  TENNESSEE 
COLEMAN,  WILLIAM  H. ,  LINCOLN,  NEBRASKA 
COLEMAN,  WILLIE  ROYE,  JR,  ALBANY,  GEORGIA 
COLETTA,  JOHN  A,  MEMPHIS,  TENNESSEE 
COLETTA,  JOHN  DANIEL,  III,  CINCINNATI,  OHIO 
COLEY,  ROY  LEE,  CONCORD,  NORTH  CAROLINA 
COLGAN,  KEVIN  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
COLGAN,  RAYMOND  THOMAS,  SR,  PRINCE  HILLIAM,  VIRGINIA 
COLGATE,  JOHN  MICHAEL,  BUTLER,  INDIANA 
COLLADO-NEGRON,  MANUEL,  MAYAGUEZ,  PUERTO  RICO 
COLLARD,  WILLIAM  0.,  BOUNTIFUL,  UTAH 
COLLAZO  TORRES,  JORGE  L,  SAN  JUAN,  PUERTO  RICO 
COLLEGE,  FRANKLIN  H,  JR,  MONMOUTH  JUNCTION,  NEH  JERSEY 
COLLETT,  ASHER,  JR,  HAMILTON,  OHIO 
COLLETT,  DANIEL  HAL,  PARKER,  ARIZONA 
COLLEY,  JOHNNY  M.,  KINGSPORT,  TENNESSEE 
COLLIER,  BRENT  WILLIAM,  MILHAUKIE,  OREGON 

HARRY  LEE,  JR,  MILLERSVILLE,  MARYLAND 

JAMES  ROBERT,  DENVER,  COLORADO 

JOHN  STANTON,  DOTHAN,  ALABAMA 

JOHNNY  FRANKLIN,  BROKEN  ARROH,  OKLAHOMA 

KENNETH  DWIGHT,  DECATUR,  ALABAMA 

LINDA  MARIE,  BAY  CITY,  MICHIGAN 

OTIS  DON,  ALBANY,  GEORGIA 

RAYMOND  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBI 
BERNARD  A,  BOTHELL,  WASHINGTON 


COLEMAN, 
COLEMAN, 
COLEMAN, 
COLEMAN, 
COLEMAN, 
COLEMAN, 

125  tt   COLEMAN, 

189   COLEMAN, 

137  tt   COLEMAN, 
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176 

105 

187 

173 

149 

190 

132 

137 

118 
76 
98 

157 

127 
93 

164 

175 

138 

162 

145 

143 

172 

176 

184 

104 

134 
60 

100 

178 
68 

124 

120 
50 

134 

124 

141 
95 

125 


COLLIER, 
COLLIER, 
COLLIER, 
COLLIER, 
COLLIER, 
COLLIER, 
COLLIER, 
COLLIER, 
COLLIGAN, 


COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 


COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 


ALLEN  JOE,  OKLAHOMA  CITY,  OKLAHOMA 
BARTON  L.,  SAN  JOSE,  CALIFORNIA 
BILLIE  K,  FORT  MEADE,  MARYLAND 
BOBBY  JOEL,  HILLSBOROUGH,  NORTH  CAROLINA 
CLAIR  R.,  BLOOMSBURG,  PENNSYLVANIA 
CLAUDE,  BARBERTON,  OHIO 
CLYDE  FRANKLIN,  COLUMBIA,  SOUTH  CAROLINA 
DANIEL  J.,  PHILADELPHIA,  PENNSYLVANIA 
DELMA  GRADY,  JACKSONVILLE,  NORTH  CAROLINA 
DENNIS  FRANCIS,  CHICAGO,  ILLINOIS 
DONAL  JOSEPH,  LANGLEY  AFB,  VIRGINIA 
EDHARD  J.,  PROVIDENCE,  RHODE  ISLAND 
ELLIS  JAMES,  HEIDELBURG,  FEDERAL  REPUBLIC  OF 
129  It   COLLINS,  GEORGE  EDWARD,  CONCORD,  CALIFORNIA 
HARRY  ALAN,  ELY,  NEVADA 
HERBERT  J,  PAWTUCKET,  RHODE  ISLAND 
JAMES  ALLEN,  PECOS,  TEXAS 
JAMES  DUANE,  KILLEN,  ALABAMA 
JAMES  WILLIAM,  HAMILTON,  NEH  JERSEY 
JAY  DEE,  MIDWEST  CITY,  OKLAHOMA 
JOE  MICHAEL,  HENATCHEE,  WASHINGTON 
JOHN  F.,  ROME,  GEORGIA 
JOHN  JAMES,  BALTIMORE,  MARYLAND 
JOSEPH  J.,  RICHMOND  HEIGHTS,  OHIO 
KENNETH  EUGENE,  FORT  LAUDERDALE,  FLORIDA 
COLLINS,  KENNETH  VICTOR,  MAPLEWOOD,  MINNESOTA 
COLLINS,  LLOYD  TINSLEY,  SOUTH  LYON,  MICHIGAN 
COLLINS,  MARK  ROBINSON,  OAKBROOK  TERRACE,  ILLINOIS 
COLLINS,  MAURICE  D,  SUMTER,  SOUTH  CAROLINA 
COLLINS,  MURLIN  H.,  HOULTON,  MAINE 
COLLINS,  PAUL  FRANCIS,  MILWAUKEE,  WISCONSIN 
COLLINS,  RAYFORD  JAMES,  ATLANTA,  GEORGIA 
RICKY  LEE,  JACKSON,  TENNESSEE 
ROBERT  MAHAN,  ALBUQUERQUE,  NEW  MEXICO 
RONALD  BARTLEY,  BALTIMORE,  MARYLAND 
RONALD  EDWARD,  TORONTO,  CANADA 
SAMUEL  LEE,  TITUSVILLE,  FLORIDA 
TERRENCE  BRYNING,  ADRIAN,  MICHIGAN 
THOMAS  FRANCIS,  SPRINGFIELD,  MASSACHUSETTS 
TIMOTHY  DANIEL,  FERNDALE,  MICHIGAN 
TIMOTHY  FRANCIS,  INDIANAPOLIS,  INDIANA 
VICTOR  SYLVESTER,  SALINAS,  CALIFORNIA 
98  It   COLLINS,  WILLIAM  R,  LIVONIA,  MICHIGAN 
142  It   COLLINS,  WILLIAM  ROBERT,  GOOD  HOPE,  ILLINOIS 
177   COLLINS,  YOLANDA  LILLIAN  M,  SAN  DIEGO,  CALIFORNIA 
140   COLLIS,  JAMES  MICHAEL,  CALDWELL,  NEW  JERSEY 
131  #  COLLIS,  WILLIAM  GERARD,  PELHAM,  NEW  HAMPSHIRE 
140   COLLYMORE,  JOHN  CAMERON,  BRIDGETOWN,  BARBADOS 
144  tt   COLON,  ANTONIO,  NEH  YORK,  NEW  YORK 

CARMELO,  SAN  JUAN,  PUERTO  RICO 
EDGAR  A,  SAN  JUAN,  PUERTO  RICO 
RUSTY  A,  HOPKINSVILLE,  KENTUCKY 
SAMUEL  GERONIMO,  TUSTIN,  CALIFORNIA 


153 
92 

120 

171 

189 

188 

143 
91 

138 

110 

119 

146 

159 

196 

102 
8 

134 

124 

157   COLLINS, 

142  tt   COLLINS, 

132  tt  COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 
COLLINS, 


156 
135 
127 
127 
193 
187 
119 


160  COLON, 

160  COLON, 

98  #  COLON, 

192  COLON, 
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COLORADO,  ANGEL  -  COOK,  TERRENCE  LEE 


168 
180 
10*  ■ 
199 
168 
121 
98  I 
163  I 
161 
141 
157 
82 
171 
120 
116 
60 
98 
191 
143 
144 
182 
129 
158 
199 
104 
127 
135 
98 
65 
180 
157 
145 
187 
194 
103 
110 
184 
114 
72 
119 
110 
194 
91 
151 
89 
34 
199 
199 
106 
168 
181 
172 
12  * 
19  I 
74 
114 
165 
106  i 
42  I 
96  I 
137 
144 
131 
95 
176 
185 
103 
92 
103 
167 
196 
179 
155 
138 
124 
142 
198 
128 
146 
120 
149 
175 
185 
53 
168 
140 
78 
117 
112 
183 
160 
172 
197 
142 
188 
125 
118 
139 
138 
93 


COMBS, 
COMBS, 
COMBS, 
COMBS, 
COMBS, 
COMBS, 


COLORADO,  ANGEL,  EL  PASO,  TEXAS 

COLSTON,  BRETT  HORLEY,  WAXAHACHIE,  TEXAS 

COLSTON,  HILLIAM  F,  MADERA,  CALIFORNIA 

COLT   JAMES  MICHAEL,  MILHAUKIE,  OREGON 

COLTRAIN  BILLY  JOE,  BREMERTON,  HASHINGTON 

COLUMBIA  JOHN  ANTHONY,  YAPHANK,  NEH  YORK 

cSlvaRD   PHILLIP  J.,  GREENSBORO,  NORTH  CAROLINA 

rniVARn'  TONY  DIXON,  HUDSON,  NORTH  CAROLINA 

COL^N  GE6RGE  DANIEL,  HASHiNGTON,  DISTRICT  OF  COLUMBIA 

COLVIN   STEPHEN  FRANK,  ALAMEDA,  CALIFORNIA 

COLHELL,  HARRY  CASH,  JR,  MC  ALLEN,  TEXAS 

COIHELL   JAMES  R.,  GARDEN  CITY,  KANSAS 

COLyIr^HOHARD  THOMAS,  JR,  LEON  VALLEY,  TEXAS 

COMBE,  CLARK  HERALD,  OGDEN,  UTAH 

EDHARD  L.,  DELANO,  CALIFORNIA 
JAMES  EDHARD,  FRANKFORT,  KENTUCKY 
KENNETH  H,  HUNTSVILLE,  ALABAMA 
LEONARD  RAY,  JR,  TURLOCK,  CALIFORNIA 
PAUL  HAYNE,  DEFIANCE,  OHIO 
RODNEY  LEN,  HARRISON,  ARKANSAS 
COMEAU,  LAHRENCE,  MINEOLA,  NEH  YORK 
COMER,  ANDY  BRUCE,  PIERRE,  SOUTH  DAKOTA 
COMER  DANIEL  GAIL,  HARRISONBURG,  VIRGINIA 
COMER,  HILLIAM  HAROLD,  VALDEZ,  ALASKA 
I  COMERFORD,  RICHARD  M,  PROVIDENCE,  RHODE  ISLAND 
COMERS,  ROBERT  PAUL,  FAIRFIELD,  CONNECTICUT 
COMFORT,  STEVEN  LEE,  DEXTER,  MISSOURI 
»  COMISKEY,  JOHN  P.,  NEH  YORK,  NEH  YORK 
I  COMMINS.  LESTER  J.,  HYOMING,  OHIO 

COMMSKEY,  PATRICK  MARK,  INDIANAPOLIS,  INDIANA 
COMPAIN  DARIO  ANGEL,  FORT  LEHIS,  HASHINGTON 
COMPARETTO,  JOHN  MARIO,  NEH  YORK,  NEH  YORK 
COMPASS,  EDHIN  PAUL,  III,  NEH  ORLEANS,  LOUISIANA 
COMPEAU  MICHAEL  THOMAS,  FLINT,  MICHIGAN 
*  COMPERIATI,  JOSEPH  A.,  NEH  YORK,  NEH  YORK 
COMPITELLO,  THOMAS  P.,  YAPHANK,  NEH  YORK 
COMPSTON,  JOHN  JACOB,  JR,  DAYTON,  OHIO 
COMPTON,  CHARLES  R. ,  JR,  SALEM  VIRGINIA 
tt   COMPTON  HAROLD  L,  GREEN  BAY,  HISCONSIN 

COMPTON,  JERRY  DON,  MIDLAND,  TEXAS 
tt   COMPTON,  ROGER  E,  DOHNERS  GROVE,  ILLINOIS 
COMRIE,  JAMES  KENNETH,  METAMORA,  ILLINOIS 
tt   COMSTOCK,  RAYMOND  J,  NEH  ORLEANS,  LOUISIANA 
CONARD  DENNIS  JOSEPH,  DAVENPORT,  IOHA 
CONAHAY,  EUGENE  R. ,  CLARKSBURG,  HEST  VIRGINIA 
U   WNAHAY,  HERMAN  E.   MONTEREY  PARK  CALIFORNIA 
CONAHAY  KALIN  DEAN,  BISBEE,  ARIZONA 
CONBOY,  ELIZABETH  BRADY,  LAS  VEGAS,  NEVADA 
tt   CONDIOTTI,  IRVING,  NEH  YORK,  NEH  YORK 

CONDON,  ELAINE  MARIE,  BOSTON  MASSACHUSETTS 
GLENN  STEVEN,  NEH  YORK,  NEH  YORK 
JAN  ELIZABETH,  NEHINGTON,  CONNECTICUT 
LARRY,  CEDAR  RAPIDS,  IOHA 

HAY^ROC^ 
CONEY   FRANCIS  J.,  JR.,  NIAGARA  FALLS,  NEH  YORK 
CONEY,  JEROME  JOSEPH,  MIAMI,  FLORIDA 
CONEY,  THEDDIS  R,  HOUSTON,  TEXAS 
CONGDON   JOSEPH  B.,  WAKEFIELD,  RHODE  ISLAND 
rONGFR  HILLIAM  0.,  LAS  VEGAS,  NEVADA 
CONINE   BERNARD  DENNIS,  LOS  ANGELES,  CALIFORNIA 
CONJOUR.  FREDERIC  ANDRE,  HHITEHALL,  PENNSYLVANIA 
CONKEL,  SIDNEY  HILBUR,  ANKENY,  IOWA 
rnNKlIN   FRANCIS  B.,  HHITE  PLAINS,  NEW  YORK 
CONKL  N   JAMES  ELBE,  BURLINGTON,  NORTH  CAROLINA 
CONKLIn!  RICHARD  JAMES,  STAMFORD;  CONNECTICUT 
CONKLIN   ROBERT  L,  FOREST  PARK,  ILLINOIS 
CONKHR I GH?;  ARTHUR  B,  FRANKFORT  KENTUCKY 
CONLEE   CHARLES  L.,  CORVALLIS,  OREGON 
fONLEE   KENNETH  TOHSE,  LEE'S  SUMMIT,  MISSOURI 
CONl";  DONALD  FRANCIS,  JR,  NASHUA,  NEW  HAMPSHIRE 
CONLEY   DORIS  MARGARET,  LINCOLN  CITY,  OREGON 
CONLEY   ERBY  LEE,  ERIE,  PENNSYLVANIA 

'  HAWTHORNE  NATHANIEL,  CARNEGIE,  PENNSYLVANIA 
LYMAN  PAUL,  INDIANAPOLIS,  INDIANA 
MICHAEL  THOMAS,  HILLSBORO,  OREGON 
,  STACY  ERNEST,  GASTONIA,  NORTH  CAROLINA 
CONLISK,  JAMES  B,  III.  CHICAGO,  ILLINOIS 
CONN,  DALE  ALAN,  VANCOUVER,  HASHINGTON 
CONN,  DONN  CARLOS,  FORT  MYERS,  FLORIDA 
CONN,  JIMMY  DALE,  TULLAHOMA,  TENNESSEE 
CONN,  ROGER  CARLYLE,  CARMEL,  INDIANA 
CONNALLY,  CHRISTOPHER  EDWARD,  PORTSMOUTH 
CONNELL,  GEORGE  B.,  CORPUS  CHRISTI,  TEXAS 
CONNELL,  JOE  FRANK,  BRUNDIDGE,  ALABAMA 
CONNELL;  MICHAEL  DAVID,  SAN  DIEGO,  CALIFORNIA 

Cc2n^^Y,^DMUN^jKKJRN!HF0R?S^AVENW0RTH,  KANSAS 

Connelly'  ^sepK'chriItopheSNSmays  landing,  new  jersey 
Connelly:  michael  tracy,  natIonal  city,  California 
conner,  bill  j,  hammond,  indiana      

BRADFORD  MICHAEL,  BOWLING  GREEN,  OHIO 
CHARLES  LESLIE,  TUSCOLA,  ILLINOIS 
GREGORY  VERNON,  SAN  ANGELO,  TEXAS 
LESLEY  ALLEN,  SAN  DIEGO,  CALIFORNIA 
LESLIE  EARLE,  SUGAR  CREEK,  MISSOURI 
PAUL  NEHTON,  LAS  VEGAS,  NEVADA 
RONALD  PATRICK,  CHATTANOOGA,  TENNESSEE 


CONDON, 
CONDON, 
CONDON, 
CONDON, 


CONLEY, 
CONLEY, 
CONLEY, 
CONLEY, 


VIRGINIA 


CONNER, 
CONNER, 
CONNER, 
CONNER, 
CONNER, 
CONNER, 
CONNER, 


tt   CONNERY,  HALTER  P,  NEW  YORK,  NEW  YORK 


119 
167 
82 
188 
93 
187 
100 
180 
115 
108 
139 
121 
165 
56  # 
121 
121 
122  # 
94 
145 
90 
113 
51  # 
70 

77  # 
72  tt 
190 
179 
106 
141 
135 
124  # 
8  * 
150  * 
187 
116 
168 
138 
95 
98  tt 
49  tt 
44  * 
191 
195 
177 
173 
187 
123 
163 
158 
187 
114 
128 
199 
136 
170 
135  I 
189 
108  , 
104  , 
113  i 
131 
134 
194 
152 
191 
93 
72 
106 
177 
91 
198 
158 
180 
159 
188 
109 
152 
165 
123 
132 
128 
169 
161 
139 
82 
149 
174 
103 
103 
132 
115 
133 
196 
116 
73 
131 
170 
177 
51 
174 


CONNOLLY, 
CONNOLLY, 
CONNOLLY, 


CONNOLLY, 

CONNOLLY, 

CONNON, 

CONNOR, 

CONNOR, 

CONNOR, 

CONNOR, 

CONNOR, 

CONNOR, 

CONNOR, 


CONNICK,  JOSEPH  VINCENT,  MOBILE,  ALABAMA 
CONNOLE,  ARTHUR  MCLAUGHLIN,  JR,  SALT  LAKE  CITY,  UTAH 
CONNOLE,  JAMES  W,  ESCONDIDO,  CALIFORNIA 
CONNOLLY,  ALEXANDER  MARTIN,  STUART   FLORIDA 
CONNOLLY,  CHARLES  P,  NEW  YORK,  NEW  YORK 
JAMES  LEE,  PRESTON,  MINNESOTA 
JOHN  C,  HEST  CHESTER,  PENNSYLVANIA 
,  JOHN  CHARLES,  RICHMOND  HEIGHTS,  MISSOURI 
CONNOLLY  KEITH  E,  HENDERSONVILLE,  TENNESSEE 
CONNOLLY  LAHRENCE  M. ,  CARMEL,  NEW  YORK 

MICHAEL  PATRICK,  CHARLESTON,  SOUTH  CAROLINA 
PAUL  JOSEPH,  COLTON,  CALIFORNIA 
CHARLES  DAVID,  AVONDALE,  PENNSYLVANIA 
ALBERT  L,  CLEARWATER,  FLORIDA 
CLAYTON  ALEX,  OMAHA,  NEBRASKA 
JAMES  HENRY,  GREECE,  NEW  YORK 
JOHN  BERNARD,  III,  BOCA  RATON,  FLORIDA 
JOHN  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HILLIAM  BENJAMIN,  I,  LANGLEY  AFB,  VIRGINIA 
,  WILLIE  M,  DARLINGTON,  SOUTH  CAROLINA 
CONNORS,  JAMES  P,  ANACONDA,  MONTANA 
CONNORS,  JOHN  T.,  CHICAGO,  ILLINOIS 
CONNORS,  KEVIN  R.,  BUFFALO,  NEW  YORK 
rnMMOR<;  HTILIAM  R  .  WAKEFIELD,  MASSACHUSETTS 
COnSvEr',  A  VERIER;  HASHINGTON;  DISTRICT  OF  COLUMBIA 
CONRAD,  MICHAEL  KENT,  STAYTON .OREGON 
CONRAD  STEVEN  MYERS,  LOUISVILLE,  KENTUCKY 
CONRAD,  SYLVESTER,  MIDDLESEX,  NEW  JERSEY 
CONRAD  WALTER  ARTHUR,  JR,  CHICAGO,  ILLINOIS 
CONRADS,  GEORGE  DAVIDSON,  CHATHAM  TWP,  NEW  JERSEY 
rnNRADY  RICHARD  PAUL.  KEY  WEST,  FLORIDA 
COMROYi'HARRY  HILLIAM;  UNIVERSITY  CITY  MISSOURI 
CONROY,  RICHARD  JOSEPH,  ST  CLOUD,  FLORIDA 
CONROY,  STEVE  EVAN,  JR,  HOUSTON  TEXAS 
CONROY  WILLIAM  P.,  NEW  YORK,  NEW  YORK 
CONRY  CAROL  ANN,  CLEARWATER,  FLORIDA 
CONRY   JOHN  JOSEPH,  JR,  BURLINGTON  VERMONT 
CONSIDINE,  JOHN  T,  STAMFORD,  CONNECTICUT 
CONSIDINE,  MARSHALL  I.,  CH  CAGO,  ILLINO  S 
CONSTABLE,  GERALD  L.,  SANTA  MONICA,  CALIFORNIA 
rONSTANTINE  MARLIN  EDGAR,  PHOENIX,  ARIZONA 
C^TANTINE',  THOMAS  PATRICK  .NISKAYUNA  NEW  YORK 
CONSTANTINO,  PAUL  CAMERON,  STERLING,  MASSACHUSETTS 

cotJn    john'anthony,  Jamestown    new  york 

CONTRANCHIS,  CARL  NICK,  SR,  GRETNA,  LOUISIANA 
CONTRERA  CUBA,  PEDRO,  ASUNCION  PARAGUAY 
CONTROVILLAS,  WILLIAM  J,  JR,  NEWINGTON  CONNECTICUT 
CONVERSE,  PAUL  WILLIAM,  ELKHART,  INDIANA 
CONVERY,' JAMES  HYLAND,  TRENTON  NEW  JERSEY 
CONVERY  MICHAEL  JAMES,  MOUNT  CLEMENS,  MICHIGAN 
CONHAY,  ALLEN  L.,  JR.,  MADERA,  CALIFORNIA 
BILLY  RAY,  BELTON,  TEXAS 
CLINTON  ANDREW,  GEORGETOWN,  GUYANA 
FRED  ARTHUR,  MESA,  ARIZONA  m'UM 
GERALD  TRAVERS,  JR,  NEWARK,  DELAWARE 
MICHAEL  JAMES,  FORT  HUACHUCA,  ARIZONA 
MICHAEL  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMB 
,  RONALD  N,  SAN  JOSE,  CALIFORNIA 
CONHAY,  ROY  L.,  VALLEJO,  CALIFORNIA 
CONWAY  TERRENCE  R.,  RACINE,  WISCONSIN 

comway  thSmas  paul;  Springfield  Illinois 
conhay  hilliam  ervin,  jr,  lancaster,  pennsylvania 

CONYERS,  ALEXANDER,  ALEXANDRIA  VIRGINIA 
COOK  ARCHIE  HUBERT,  LAUREL,  MARYLAND 

'  BENNY  WAYNE,  JR,  TRYON,  NORTH  CAROLINA 

BERLYN  J.,  LA  MESA,  CALIFORNIA 

CARROLL  E.,  PIKESVILLE,  MARYLAND 

CHARLES  R.;  BECKLEY,  HEST  VIRGIN  A 

CLIFFORD  RACINE,  FORT  WORTH,  TEXAS 

DAVID  B.,  SALINAS,  CALIFORNIA      .„„„., 

DAVID  HARRISON,  ii,  BECKLEY,  WEST  VIRGINIA 

DAVID  LOREN,  CARTHAGE,  MISSOURI 

DONALD  LEE,  ATLANTA,  GEORGIA 

DONALD  RALPH,  JACKSONVILLE,  ILLINOIS 

DURWARD  AUSTIN,  DURANT,  OKLAHOMA 

ELGIA  C,  CHICAGO,  ILLINOIS    ,rrTnnT 

ERNEST  RANDALL,  GULFPORT   MISSISSIPPI 

FREDERICK  CHARLES,  EGG  HARBOR  TWP,  NEW  JERSEY 

HAROLD  EUGENE,  JR,  ATLANTA,  GEORGIA 

HARVEY  CARLISLE,  ANNAPOLIS,  MARYLAND 

JAMES  ARNET,  GLYNCO,  GEORGIA 

JAMES  JOSEPH,  HIGHLAND  HEIGHTS,  OHIO 

JAMES  RICHARD,  LANSING,  MICHIGAN 

JESSE  WAYNE,  SCHERERVILLE,  INDIANA 

JOHN  H,  ORANGEBURG,  SOUTH  CAROLINA 

KENNETH  THOMAS.  RAYBROOK,  NEW  YORK 

LAHRENCE  JOSPEH,  CLAYTON,  MISSOURI 

LAHRENCE  L.,  INDEPENDENCE,  MISSOURI 

MAURICE  C,  AUSTIN,  TEXAS 

MICHAEL,  VACAVILLE,  CALIFORNIA 

MICHAEL  G.,  WEST  PALM  BEACH,  FLORIDA 

NORMAN  KEITH,  OKLAHOMA  CITY,  OKLAHOMA 

PAUL  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 

RALPH  D.,  INGLEWOOD,  CALIFORNIA 

RAYMOND  A,  EAST  LANSING  MICH  GAN 

RICHARD  DENNIS,  RIO  VISTA .CALIFORN  A 

RICHARD  FRANKLIN,  JR,  LANSING,  MICHIGAN 

ROBERT  WAYNE,  SUGAR  LAND,  TEXAS 

T^rS'leIMPA^LEEVAASLLEY,  MINNESOTA 


CONWAY, 
CONWAY, 
CONWAY, 
CONWAY, 
CONWAY, 
CONWAY, 
CONWAY, 


COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
COOK, 
1  COOK, 
COOK, 
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COOK,  THOMAS  CHARLES  -  COTTON,  MORELL  WHITT 


181 
122 
101 
150 
178 
174 
131 
159 
199 

74 
159 
177 
107 
133 

72 
119 

78 

49 
106 
196 
135 

91 
182 

30 
144 
142 

33 

83 
169 
140 
132 
109 
111 
165 
119 
178 
150 
139 
119 

96 
165 
182 
104 
136 
159 

93 
148 
160 
188 
108 
107 
188 

90 
193 

86 
197 
176 
165 
131 
171 
191 
125 
172 
161 
165 
168 
159 
103 
132 

95 
125 
196 

81 
152 
156 
138 
107 
186 

87 
122 

41 
142 
152 
162 

60 
166 
116 

95 
128 
114 

47 
191 
147 
174 
64 
131 
198 
170 
142 
184 


COOK, 

COOK, 

COOK, 

COOK, 

COOKE, 

COOKE, 

COOKE, 

COOKE, 


COOLEY, 
COOLEY, 
COOLEY, 
COOMER, 


COOPER, 
COOPER, 
COOPER, 


COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 
COOPER, 


THOMAS  CHARLES,  MINNEAPOLIS,  MINNESOTA 
TRAVIS  HAYNE,  HAINES  CITY,  FLORIDA 
VERNON  S.,  HANOVER,  VIRGINIA 
WILLIAM  MICHAEL,  IOHA  CITY,  IOWA 
EDWARD  F,  GLENOLDEN,  PENNSYLVANIA 
JOHN  BAILEY,  GREELEY,  COLORADO 
JOHNNY,  PROVIDENCE,  RHODE  ISLAND 
LEONARD  GREEN,  EUGENE,  OREGON 
COOKE,  MICHAEL  JAMES,  ATLANTA,  GEORGIA 
COOKERLY,  SID  P.,  ARAPAHO,  OKLAHOMA 
COOKSEY,  OTIS  EUGENE,  FORT  POLK,  LOUISIANA 
COOL,  RODGER  REX,  PUYALLUP,  WASHINGTON 
COOLEY,  BENJAMIN  L.,  TOLEDO,  OHIO 

HERBERT  GRAY,  PULASKI,  VIRGINIA 
MARION  LEE,  JR.,  KANSAS  CITY,  MISSOURI 
RANDALL  DOUGLAS,  ALTOONA,  PENNSYLVANIA 
RICHARD  D. ,  MOSCOW,  IDAHO 

*  COON,  THOMAS  B.,  MARION,  OHIO 

COONCE,  HENRY  0,  GROSSE  POINTE  WOODS,  MICHIGAN 
COONEY,  PATRICK  JOSEPH,  NEW  CITY,  NEW  YORK 
COOPER,  ALLEN  BOYD,  ROCKFORD,  MINNESOTA 

*  COOPER,  BENNIE  W,  SEASIDE,  CALIFORNIA 
COOPER,  BRENT  FORREST,  FLAGSTAFF,  ARIZONA 

tt   COOPER,  CHARLES  ARTHUR,  RIVERSIDE,  CALIFORNIA 
COOPER,  CHARLES  ARTHUR,  LEESBURG,  VIRGINIA 
COOPER,  CHARLES  THOMAS,  SPENCER,  INDIANA 

tt   COOPER,  CLAYTON  EARL,  FLINT,  MICHIGAN 

*  COOPER,  CURTIS  D. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   COOPER,  DANIEL  RAY,  OPELIKA,  ALABAMA 

COOPER,  DAVID  ALAN,  SEDRO-HOOLLEY,  WASHINGTON 

COOPER,  DONALD  CLEVE,  EDMONTON,  CANADA 
ERIC  S,  LAS  VEGAS,  NEVADA 
FRANCIS,  WRIGHT-PATTERSON  AFB,  OHIO 
FREEMAN  ELISHA,  JR,  CHATTANOOGA,  TENNESSEE 

COOPER,  GARY  LEE,  LA  PORTE,  INDIANA 

COOPER,  GEORGE  WESLEY,  NEWTON,  NORTH  CAROLINA 
GREGORY  ROY,  SANGER,  CALIFORNIA 
HELEN  ALLEN,  CHATTANOOGA,  TENNESSEE 
JAMES  DOUGLAS,  BEDFORD,  OHIO 
JAMES  K.,  CHEYENNE,  WYOMING 
JAMES  LEE,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
JAMES  PATRICK,  ASHLAND,  KENTUCKY 

COOPER,  KENNETH  D,  BALLSTON  SPA,  NEW  YORK 

*  COOPER,  KERMIT  EDWARD,  ALCOA,  TENNESSEE 

*  COOPER,  LONNIE  THOMAS,  MIAMI,  FLORIDA 
tt   COOPER,  LOWELL  T,  ST.  JOSEPH,  MICHIGAN 

COOPER,  MAURICE  ALINE,  JR,  MASHPEE;  MASSACHUSETTS 
COOPER,  PATRICK  CHASE,  PHOENIX,  ARIZONA 
COOPER,  PATRICK  THOMAS,  TAMPA,  FLORIDA 
tt   COOPER,  RICHARD  E,  GULF  SHORES,  ALABAMA 

COOPER,  ROBERT  A,  POINT  PLEASANT,  NEW  JERSEY 
COOPER,  RONALD  JOSEPH,  MONTGOMERY,  ALABAMA 

*  COOPER,  RONALD  W. ,  KERRVILLE,  TEXAS 

COOPER,  WILLIAM  EUGENE,  BAINBRIDGE  ISLAND,  WASHINGTON 
COOROUGH,  ROBERT  D. ,  POWELL,  WYOMING 
COOTS,  FRANCIS  SHEA,  ALBANY,  NEW  YORK 
COOVER,  RAYMOND  L,  ELMIRA,  NEW  YORK 

tt   COPADO,  JOHN  GREGORY,  SR,  LEONARDTOWN,  MARYLAND 
COPE,  DALE  ASTON,  FORT  STOCKTON,  TEXAS 
COPELAND,  JOHN  RICHARD,  TOWN  AND  COUNTRY,  MISSOURI 
COPELAND,  MICHAEL  FLAY,  UNION,  MISSOURI 
COPELAND,  PAUL  OUINTON,  ATLANTA,  GEORGIA 
COPELAND,  STEPHEN  GAREY,  HOUSTON,  TEXAS 
COPELAND,  WILLIAM  STANLEY,  DOUGLASVILLE,  GEORGIA 
COPES,  JESSE  DAVIDSON,  LYNCHBURG,  VIRGINIA 
COPHER,  DAVID  CARL,  ELGIN,  ILLINOIS 
COPP,  RAYMOND  WALTER,  ALBANY,  NEW  YORK 
COPPA,  GARY  D,  RENO,  NEVADA 
COPPAGE,  WILLIAM  M,  BIRMINGHAM,  ALABAMA 
COPPINGER,  DANIEL  J,  PLAINVILLE,  CONNECTICUT 
COPPO,  DOMINIC  EDWARD,  CONCORD,  NEW  HAMPSHIRE 
COPPOCK,  DURWIN  LINDSEY,  TRENTON,  NEW  JERSEY 

It   COPPOCK,  J  LA,  SAN  MATEO,  CALIFORNIA 

*  COPPOCK,  JOHN  S,  LANDER,  HYOMING 

COPPOLA,  KENNETH  JAMES,  ALDAN  BOROUGH,  PENNSYLVANIA 
tt   CORBAN,  DENNIS  MICHAEL,  ZACHARY,  LOUISIANA 

*  CORBETT,  JOSEPH  MURRAY,  SOUTH  PORTLAND,  MAINE 
CORBETT,  RONALD  WAYNE,  BRUNSWICK,  GEORGIA 
CORBETT,  WILLIAM  J,  PORT  HURON,  MICHIGAN 
CORBETT,  WILLIAM  THOMAS,  CHICAGO,  ILLINOIS 

*  CORBETT,  WILLIAM  WALTER,  BURLINGTON,  VERMONT 
CORBIN,  CECIL  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CORCHADO,  DIANA  AWILDA,  NEW  YORK,  NEW  YORK 
CORCORAN,  EUGENE  JAMES,  SAYVILLE,  NEW  YORK 

tt   CORCORAN,  JAMES  E.,  PITTSBURGH,  PENNSYLVANIA 

tt   CORCORAN,  JAMES  PATRICK,  HARRISBURG,  PENNSYLVANIA 

CORCORAN,  JOHN  P.,  MONTCLAIR,  NEW  JERSEY 
tt   CORCORAN,  PATRICK  G,  CAMBRIDGE,  MASSACHUSETTS 
tt   CORCORAN,  WILLIAM  FRANCIS,  ABINGTON,  PENNSYLVANIA 

CORCORAN,  WILLIAM  H,  LIVONIA,  MICHIGAN 
tt   CORD,  ELMER  H.  ,  INDIANAPOLIS,  INDIANA 

CORDEIRO,  CARLOS  ALBERTO,  LAS  VEGAS,  NEVADA 

CORDER,  GARRY  WAYNE,  TWIN  FALLS,  IDAHO 
tt   CORDER,  NATHAN  WAYNE,  THIN  FALLS,  IDAHO 
tt   CORDER,  ROBERT  H.  ,  ZION,  ILLINOIS 

CORDERO,  ROBERT,  NEW  YORK,  NEW  YORK 

CORDES,  JOSEPH  MICHAEL,  NEW  YORK,  NEW  YORK 

CORDES,  WILLIAM  JOSEPH,  III,  DECATUR,  GEORGIA 

*  CORDOVA,  ALFRED,  NEW  YORK,  NEW  YORK 
CORDOVA,  JULIAN,  ALBUQUERQUE,  NEW  MEXICO 
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CORDOVA,  MAURICE  L,  SANTA  FE,  NEW  MEXICO 

CORE,  MICHAEL  DAVID,  COVINGTON,  LOUISIANA 

COREA,  ANDREW  J.,  BINGHAMTON,  NEH  YORK 

CORINDIA,  WARNER  J,  SAN  DIEGO,  CALIFORNIA 

CORKILL,  MICHAEL  JOSEPH,  ANCHORAGE,  ALASKA 

CORLESS,  GEORGE  HENRY,  CLAYTON,  MISSOURI 

CORLEY,  JOHN  S.,  MIDLAND,  TEXAS 

CORLEY,  RICHARD  KENDRICK,  COLUMBIA,  SOUTH  CAROLINA 

CORLEY,  ROBERT  KEITH,  FORSYTH,  GEORGIA 

CORMIER,  JOSEPH  BOWMAN,  LAFAYETTE,  LOUISIANA 

CORMIER,  PAUL  BASIL,  OAKVILLE,  CANADA 

CORN,  JOHN  DAVID,  YUKON,  OKLAHOMA 

CORNELISON,  CONNIE  RAY,  JR,  COLORADO  SPRINGS,  COLORADO 

CORNELIUS,  CARL  E,  INDIANAPOLIS,  INDIANA 

CORNELIUS,  THOMAS  ROBERT,  PARKER,  COLORADO 

CORNELIUS,  WILLIAM  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CORNELL,  LEE  ANDREW,  HELENA,  MONTANA 

CORNELL,  MAX  L.,  NORMAL,  ILLINOIS 

CORNFIELD,  ROBERT  PATRICK,  CHICAGO,  ILLINOIS 

CORNICK,  JAMES  DOUGLAS,  SARATOGA  SPRINGS,  NEW  YORK 

CORNISH,  RICHARD  ALAN,  CARSON  CITY,  NEVADA 

CORNS,  HARRY  S,  NORTH  PLATTE,  NEBRASKA 

CORNHELL,  RONALD  J.,  PETERSBURG,  VIRGINIA 

CORNWELL,  WILLIAM  A.,  WICHITA,  KANSAS 

CORONA,  DONALD  RALPH,  HONOLULU,  HAWAII 

CORONA,  PANFILIO  H. ,  GARDEN  GROVE,  CALIFORNIA 

CORPUS,  ROSENDOC,  MANILA,  PHILIPPINES 

CORR,  DONALD  EDWARD,  CARY,  NORTH  CAROLINA 

CORR,  EUGENE,  SEATTLE,  WASHINGTON 

CORR,  JAMES  FRANCIS,  JR,  LEXINGTON,  MASSACHUSETTS 

CORR,  STEVEN  ARTHUR,  LEXINGTON,  MASSACHUSETTS 

CORRALES,  GREGORY,  SAN  FRANCISCO,  CALIFORNIA 

CORREA  ARMAS,  FRANCISCO  ULPIANO,  QUITO,  ECUADOR 

CORREA,  BOISSE  PHILIP,  HONOLULU,  HAHAII 

CORREA,  FERNANDO  LUIS,  SAN  JUAN,  PUERTO  RICO 

CORREA,  JAMES  STANLEY,  HILO,  HAWAII 

CORREIA,  SAMUEL  R,  WARREN,  RHODE  ISLAND 

CORRELL,  CURTIS  E.,  STAFFORD,  VIRGINIA 

CORRIGAN,  JAMES  T,  DOVER,  DELAWARE 

CORRIGAN,  JOHN  WILLIAM,  PETERSBURG,  VIRGINIA 

CORRIGAN,  MICHAEL  FRANCIS,  CARMEL,  NEW  YORK 

CORRIVEAU,  JEFFRY  JAMES,  CRAIG,  COLORADO 

CORSENTINO,  DANIEL  LEE,  PUEBLO,  COLORADO 

CORSON,  JAMES,  JR.,  NEW  CANAAN,  CONNECTICUT 

CORTER,  WALTER  JAY,  BURLINGTON,  NEW  JERSEY 

CORTES  MARQUEZ,  RAMON,  MADRID,  SPAIN 

CORTES  SALAS,  REINALDO,  SAN  JUAN,  PUERTO  RICO 

CORTES-DAVILA,  EMANUEL,  SAN  JUAN,  PUERTO  RICO 

CORTEZ,  JOSEPH,  MERCED,  CALIFORNIA 

CORTRIGHT,  CHARLES  KEENER,  ELMIRA,  NEW  YORK 

CORVELLO,  WILLIAM  F,  RICHMOND,  VIRGINIA 

CORVIN,  DENNIS  EDMOND,  ADA,  OKLAHOMA 

CORWIN,  ARTHUR  J,  HICKAM  AFB,  HAWAII 

CORWIN,  JAMES  DUDLEY,  KANSAS  CITY,  MISSOURI 

CORY,  MARK  WILLIAM,  ROCKPORT,  TEXAS 

CORYELL,  WALTER  T,  TOWSON,  MARYLAND 

COSCINO,  NICHOLAS  MARTIN,  RIVER  FOREST,  ILLINOIS 

COSENZA,  CHARLES  J,  JR,  ALEXANDRIA,  LOUISIANA 

COSGROVE,  PETER  FRANCIS,  YAPHANK,  NEW  YORK 

COSPER,  GEORGE  SPURGEON,  PLANO,  TEXAS 

COSSABOON,  RICHARD  W. ,  MILLVILLE,  NEW  JERSEY 

COSSICH,  MARC  LAINE,  SAN  ANGELO,  TEXAS 

COSTA,  ANDREW  LOUIS,  MAYWOOD,  NEW  JERSEY 

COSTA,  GEORGE  G,  LIHUE,  KAUAI,  HAWAII 

COSTA,  JOHN  ROBERT,  FALL  RIVER,  MASSACHUSETTS 

COSTABILE,  JOHN  A,  RACINE,  WISCONSIN 

COSTANZO,  PETER  PAUL,  PLAINVILLE,  CONNECTICUT 

COSTANZO,  STEVEN  LEE,  LA  HABRA,  CALIFORNIA 

COSTAS,  WILLIAM,  COLUMBUS,  OHIO 

COSTELLO,  JOHN  L,  MINEOLA,  NEW  YORK 

COSTELLO,  JOHN  T,  AUBURN,  NEW  YORK 

COSTELLO,  VICTOR  IRVING,  NORTH  PORT,  FLORIDA 

COSTELLO,  WALTER  E.,  SAN  BERNARDINO,  CALIFORNIA 

COSTELLO,  WILLIAM,  NEWPORT,  RHODE  ISLAND 

COSTELLO,  WILLIAM,  YAPHANK,  NEW  YORK 

COSTELLO,  WILLIAM  J,  CONCORD,  MASSACHUSETTS 

COSTENBADER,  RANDY  FRANKLIN,  CLEARWATER,  FLORIDA 

COSTER,  DOUGLAS  GREGG,  BALTIMORE,  MARYLAND 

COSTER,  JAMES  J,  COLORADO  SPRINGS,  COLORADO 

COSTON,  OTIS  RAY,  HOT  SPRINGS,  ARKANSAS 

COTACO,  LEOPOLDO  DACO,  MANILA,  PHILIPPINES 

COTE,  LIONEL  A,  SATELLITE  BEACH,  FLORIDA 

COTE,  PHILIP  G.,  SANFORD,  MAINE 

COTRON,  ROBERT  J.,  MELBOURNE,  FLORIDA 

COTSWORTH,  ANTHONY  MILES,  ROCHESTER,  NEW  YORK 

COTTAR,  ALLEN  B,  YREKA,  CALIFORNIA 

COTTEN,  EDWARD  L,  HUNTSVILLE,  ALABAMA 

COTTEN,  MARSHALL  PHIL,  NORMAN,  OKLAHOMA 

COTTER,  JAMES  ANTHONY,  SR,  GLENDALE,  WISCONSIN 

COTTER,  JAMES  W. ,  PITTSBURGH,  PENNSYLVANIA 

COTTER,  WILLIAM  J.,  NEWINGTON,  CONNECTICUT 

COTTLE,  BERT  LLOYD,  VALDEZ,  ALASKA 

COTTLE,  BOBIE,  NEWARK,  NEW  JERSEY 

COTTOM,  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

COTTON,  CHARLES  LAYFETT,  JR,  ALBANY,  GEORGIA 

COTTON,  DONALD  BRUCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

COTTON,  EUGENE  A,  OLYMPIA,  WASHINGTON 

COTTON,  JOE  LARRY,  LAS  CRUCES,  NEW  MEXICO 

COTTON,  MICHAEL  DOUGLAS,  WILKESBORO,  NORTH  CAROLINA 

COTTON,  MORELL  WHITT,  MESQUITE,  TEXAS 
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COTTON,  OREAL  -  CRENHELGE,  ELROY  B. 
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COUGHLAN, 

COUGHLIN, 
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COULSON, 

COULTER, 
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COURTNEY, 
COURTNEY, 
COURTNEY, 
COURTNEY, 
COURTNEY, 
COURTNEY, 


COTTON,  OREAL,  LOS  ANGELES,  CALIFORNIA 
COTTON,  STACEY  LANIER,  COVINGTON,  GEORGIA 
COTTREL.L,  RICHARD  F.,  NEPTUNE  CITY,  NEH  JERSEY 
COTHRIGHT,  RICARDO,  MONTEREY  PARK,  CALIFORNIA 
COUCH,  HUGH  DARCIE,  SELLERSBURG,  INDIANA 
COUCH,  JOE  A.,  DES  MOINES,  IOHA 
COUCH,  LIN  THOMAS,  SR,  NATIONAL  PARK,  NEH  JERSEY 
COUCH,  HILLARD  AUGUSTUS,  TUMHATER,  HASHINGTON 
COUGHANOUR,  DAVID  CLYDE,  HASHINGTON,  PENNSYLVANIA 
COUGHLAN,  DOUGLAS,  JR,  NEH  YORK,  NEH  YORK 
ROBERT  BRUCE,  QUOGUE,  NEH  YORK 
GEORGE  I,  HYANNIS,  MASSACHUSETTS 
JOSEPH  STEPHEN,  CHIPPEHA  FALLS,  WISCONSIN 
MICHAEL  SHAUN,  ORILLIA,  CANADA 
PAUL  JOHN,  ARLINGTON,  MASSACHUSETTS 
ROBERT  RICHARD,  COLORADO  SPRINGS,  COLORADO 
B.  G.  ,  REDDING,  CALIFORNIA 
JACK  L.,  COLUMBUS,  GEORGIA 
JESSE  Z,  DETROIT,  MICHIGAN 
ORVAL  F,  YAZOO  CITY,  MISSISSIPPI 
,  RALPH  L.,  EL  PASO,  TEXAS 
COULTER,  HILLIAM  JAMES,  BOSTON,  MASSACHUSETTS 
COULTON,  ROBERT  ALAN,  TRENTON,  NEH  JERSEY 
COUNCIL,  CHARLES  E.,  PATERSON,  NEH  JERSEY 
COUNCIL,  TED  A.,  MARTIN,  TENNESSEE 
COUNTRYMAN,  RODNEY  LYNN,  CARSON  CITY,  NEVADA 
COUNTS,  CHARLES  EDHARD,  NEHBERRY,  SOUTH  CAROLINA 
COUP,  MICHAEL  JAMES,  FORT  HALTON  BEACH,  FLORIDA 
COUPERTHHAITE,  HILLIAM  JOSEPH,  HASHINGTON,  DISTRICT  OF 
COUPLAND,  PAUL  GEORGE,  JR,  LENEXA,  KANSAS 
COURIE,  JOHN  JOSEPH,  DETROIT,  MICHIGAN 
COURIER,  R  RICHARD,  ROHNERT  PARK,  CALIFORNIA 
COURSEY,  JAMES  THOMAS,  GREENHOOD,  SOUTH  CAROLINA 
COURT,  BONNIE  L,  ARLINGTON,  VIRGINIA 
COURT,  RICHARD  HENRY,  DETROIT,  MICHIGAN 
COURT,  TED  B,  AUSTIN,  TEXAS 
COURTNEY,  CHERYL  ELAINE,  SAGINAH,  MICHIGAN 

EDHARD  JOSEPH,  MERIDEN,  CONNECTICUT 
JOHN  CARLTON,  LA  GRANDE,  OREGON    „„„.„„ 
JOHN  DENNIS,  JR.,  PITTSFIELD,  MASSACHUSETTS 
KEVIN  MICHAEL,  BIG  RAPIDS,  MICHIGAN 

kline  b,  baton  rouge,  louisiana 
robert  e.,  camp  pendleton,  california 
courtney;  Robert  n.,  frankfort,  Kentucky 

COURY,  THOMAS  KEITH,  HARRISBURG,  PENNSYLVANIA 
COUSAR,  JOHNNY,  NEW  YORK,  NEW  YORK 
COUSER,  RICHARD  LEE,  MARTINEZ,  CALIFORNIA 
COUSER,  ROBERT  HENRY,  FRANKLIN,  TENNESSEE 
COUSINEAU,  BRYAN  DOUGLAS,  NEWMARKET,  CANADA 
COUSINS,  DOROTHY  FRANCES!  PHILADELPHIA,  PENNSYLVANIA 
COUTEE,  DAREN  ELISE,  ALEXANDRIA,  LOUISIANA 
COUTER,  BRUCE  H,  LARGO,  FLORIDA 
COUTORIE,  LAWRENCE  EMIL,  DALLAS,  TEXAS 
COUTURE,  ROSSA  E.,  FALL  RIVER,  MASSACHUSETTS 
COVEL,  JAMES  ALONZO,  FAIRFAX,  VIRGINIA 
COVEY,  RODNEY  DREH,  PHOENIX,  ARIZONA 
COVINGTON,  JERRY  DEAN,  QUANTICO,  VIRGINIA 
COVINGTON,  JOHNNY  OWEN,  JACKSON,  MISSISSIPPI 
COVINGTON,  MICHAEL  RAY,  COLUMBIA,  MISSOURI 
COHAN,  JAMES  R. ,  RICHMOND,  VIRGINIA 
COHAN,  LAHRENCE  PETER,  LONGVIEW,  WASHINGTON 
COHAN,  RICHARD  GEORGE,  BENTON,  LOUISIANA 
COHAN,  THOMAS,  BRUNSWICK,  GEORGIA 
COHAN,  THOMAS  DALE,  CLEBURNE,  TEXAS 
JAMES  H,  TEXARKANA,  TEXAS 
JOHN  MICHAEL,  LAHRENCEVILLE,  GEORGIA 
SAMSON,  CROWNPOINT,  NEW  MEXICO 
AARON  F.,  MILWAUKEE,  WISCONSIN 
,  GERALD  JOSEPH,  WESTCHESTER,  COLORADO 
COWIN,  TIMOTHY  HAROLD,  SYRACUSE,  NEW  YORK 
COWING,  EDISON  RICHARD,  GILFORD,  NEW  HAMPSHIRE 
COWLES,  PATRICK  EARL,  BOISE,  IDAHO 
COWMAN,  ROBERT  ALAN,  SPARKS,  NEVADA 
COHPER,  THOMAS  JAMES,  ALBANY,  NEW  YORK 
COX,  BRIAN  JOSEPH,  BANGOR,  MAINE 
COX,  BUD  EUGENE,  FARMINGTON,  UTAH 
COX,  CHARLES  EARL,  BELTON,  TEXAS 
COX,  DARREL  L,  DES  MOINES,  IOHA 
COX,  DEULON  M.,  LITTLE  ROCK,  ARKANSAS 

DONALD  D,  INDIANAPOLIS,  INDIANA 
COXi  DONALD  R.,  WARRENTON,  VIRGINIA 
COX,  DOUGLAS  F,  FRANKLIN,  INDIANA 
E.  A.,  GALENA  PARK,  TEXAS 
FRANK  J,  PRINCETON  JUNCTION,  NEW  JERSEY 
FRANK  W,  LIHUE,  KAUAI,  HAWAII 
G  M,  CORSICANA,  TEXAS 

HUGH  ALLEN,  JR,  INDIAN  RIVER  SHORES,  FLORIDA 
JACK  RANDOLPH,  CHERRY  POINT,  NORTH  CAROLINA 
JAMES  STEPHEN,  LEAWOOD,  KANSAS 
JIMMY  R,  BIRMINGHAM,  ALABAMA 
JOE  L,  MEMPHIS,  TENNESSEE 
JOHN  FREDERICK,  CHEYENNE,  HYOMING 
JOHN  LOUIS,  FISHERS,  INDIANA 
,  JOHNNY  MACK,  SOUTHAVEN,  MISSISSIPPI 
COX,  KELLY  SHARON,  BARROH,  ALASKA 
COX.  MERVIN  M.,  BROOMFIELD,  COLORADO 

RICHARD  ALLEN,  PACIFIC  GROVE,  CALIFORNIA 
RICHARD  CLINTON,  MILHAUKEE,  WISCONSIN 
ROBBIE  J,  BLYTHEVILLE,  ARKANSAS 
ROBERT  PATRICK,  URBANDALE,  IOHA 
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COX,  ROLAND  DAHAYNE,  DAYTON,  OHIO 

COX,  TEDDIE  F.,  GADSDEN,  ALABAMA 

COX,  THOMAS  KENT,  RICHMOND,  INDIANA 

COX,  HANDELL  R.,  CHESTER,  NEW  JERSEY 

COX,  WARDELL  LEROY,  IRVING,  TEXAS  ™llluoIA 

COx!  WAYNE  HOWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

COX,  WILLIAM  A,  LUBBOCK,  TEXAS 

COX,  WILLIAM  J,  NEW  YORK,  NEW  YORK 

COX,  WILLIAM  RICHARD,  CONNERSVILLE,  INDIANA 

COXEY,  GEORGE  HENRY,  SPARKS,  NEVADA 

COY,  SHIRLEY  D. ,  LAMAR,  COLORADO 

COYLE,  JOHN  JOSEPH,  EGG  HARBOR,  NEH  JERSEY 

COYLE,  WILLIAM  B.,  NEW  BRITAIN,  CONNECTICUT 

COYNE,  JAMES  C,  NEW  ROCHELLE,  NEW  YORK 

COYNE,  JOHN  F.,  NEWPORT  BEACH,  CALIFORNIA 

CRABLE.  WILLIAM  A.,  ORANGEBURG,  NEW  YORK 

CRABTREE,  CARLTON  WESLEY,  DURHAM,  NORTH  CAROLINA 

CRABTREE,  CHARLES  JERRY,  HUNTSVILLE,  ALABAMA 

CRABTREE,  TIMOTHY  JOHN,  FORT  GILLEM,  GEORGIA 

CRADDOCK,  MICHAEL  DEAN,  GREENBELT,  MARYLAND 

CRADER,  GREGORY  K,  PLATTE  CITY,  MISSOURI 

CRAEN,  ANDRE  E,  GENK,  BELGIUM 

CRAFT,  JAMES  PAUL,  LAFAYETTE,  LOUISIANA 

CRAFTON,  BOBBY  D,  BAKERSFIELD,  CALIFORNIA 

CRAFTON,  HAROLD  E.,  POMONA,  MISSOURI 

CRAGHALL,  ROBERT  GEORGE,  JR,  READING,  OHIO 

CRAIG,  BRIAN  HENRY,  SWARTHMORE,  PENNSYLVANIA 

CHARLES  MELVIN,  MOUNT  HOLLY,  NEH  JERSEY 
DOUGLAS  F.,  MIDLAND,  MICHIGAN 
,  GEORGE  M.,  SANTA  FE,  NEW  MEXICO 
CRAIG,  HAROLD  JOSEPH,  AKRON,  OHIO 
CRAIG,  JAMES  E,  LOS  ANGELES,  CALIFORNIA 

JEFFREY  JAMES,  LONG  BEACH,  CALIFORNIA 
LONNIE  EDWARD,  RICHMOND,  VIRGINIA 
MARK,  BRISBANE,  AUSTRALIA 
RANDALL  THOMAS,  MEDIA,  PENNSYLVANIA 
ROBERT  EUGENE,  JR,  ROCHESTER,  NEW  YORK 
STEVEN  OWEN,  PAYSON,  ARIZONA 
HANS  HALLECK,  CARSON  CITY,  NEVADA 
DONALD  GENE,  JR,  HOODWARD,  OKLAHOMA 
.  GARY  WAYNE,  FAYETTEVILLE,  ARKANSAS 
CRAINE,  CARROLL  F,  SEATTLE,  HASHINGTON    „.._.-.. 
CRALL,  DANIEL  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CRALL,  WAYNE  MICHAEL,  SHAWNEE,  OKLAHOMA 
CRAMER.  A.  LOWELL,  IDAHO  FALLS,  IDAHO 
CRAMER  DOROTHY  BEATRICE,  MILESBURG,  PENNSYLVANIA 
CRAMER,  HARRY  LESLIE,  QUINCY,  ILLINOIS 
CRAMER,  JAMES  BERNARD,  DANVILLE,  INDIANA 
CRAMER  NEVILLE  WILSON,  WASHINGTON,  DISTRICT  OF  COLUMBI 
CRAMER,  RONALD  DEAN,  EAU  CLAIRE,  WISCONSIN 
CRANE,  CHARLES  H. ,  TUSTIN,  CALIFORNIA 
CRANE,  GARY  JAMES,  SHELTON,  HASHINGTON 
CRANE   J.  KENNETH,  COLLINGSWOOD,  NEW  JERSEY 
CRANE,  MICHAEL  DEAN,  OTTAWA,  ILLINOIS 
CRANE,  STANLEY  DAVID,  ORILLIA,  CANADA 
CRANFILL,  BILL  LEE,  REDLANDS,  CALIFORNIA 
CRANFORD,  BEN  C. ,  JR.,  MACON,  GEORGIA 
CRANFORD,  JIMMIE,  JR,  DETROIT,  MICHIGAN 
CRANK,  CHARLES  S.,  TOPEKA,  KANSAS         IcnDMTA 
CRANKSHAH,  MICHAEL  SHANNON,  EL  CENTRO,  CALIFORNIA 
CRANMORE,  JERRY  RUSSELL,  DANVILLE,  ILLINOIS 
CRANNIS,  KIMBERLEY  SCOTT,  BLACKSBURG  VIRGINIA 
CRAPANZANO,  JOHN  JOSEPH,  ORANGEBURG,  NEH  YORK 
CRARY,  JOHN  CHAMBERS,  BULLHEAD  CITY,  ARIZONA 
CRATTY,  JO  ANN,  SEATTLE,  WASHINGTON 
CRAVALHO,  ABEL  S,  WAILUKU,  MAUI,  HAWAII 
CRAVALHO,  JOSEPH  C,  HAILUKU,  MAUI,  HAWAII 
CRAVEN,  SCOTT  ALLEN,  OSSINING,  NEW  YORK 
CRAWFORD,  ARTHUR  JAMES,  NEW  YORK,  NEW  YORK 
CRAWFORD.  CECIL  R. ,  TORONTO,  CANADA 
CRAWFORD  DANIEL  CLEMENT,  CLEVELAND,  OHIO 
CRAWFORD   EARL  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 
CRAWFORD,  EDWARD  THOMAS,  KENT,  HASHINGTON 
CRAHFORD,  FREDERICK  THOMAS,  CLAYTON,  MISSOURI 
CRAHFORD,  JAMES  C. ,  ST.  PAUL   MINNESOTA 
CRAWFORD,  JAMES  H,  GOLDEN  VALLEY,  MINNESOTA 
CRAHFORD,  JOHN  BUREN,  JR,  BURLESON   TEXAS 
CRAWFORD  JOSEPH  H,  ST.  ALBANS,  HEST  VIRGINIA 
CRAWFORD,  RANDY  E,  ANCHORAGE,  ALASKA 
CRAWFORD,  RAYMOND  LEROY,  MINEOLA,  NEW  YORK 
CRAWFORD,  TOMMY  C,  LAS  VEGAS,  NEVADA 
CRAWLEY,  CLYDE  W. ,  MORGANTON,  NORTH  CAROLINA 
CRAWLEY  WILLIAM  JOSEPH,  JR,  NEW  YORK,  NEW  YORK 
CRAWSHAW,  GARY  A,  MODESTO,  CALIFORNIA 
CRAY.  WILLIAM  R.,  JR.,  CONCORD,  NEW  HAMPSHIRE 
CRAZE,  JAMES  ROLAND,  GREENBELT,  MARYLAND 
CREADON,  PAUL  FRANCIS,  LITTLETON,  COLORADO 
CREAGER,  JEFFREY  LEE,  LUBBOCK,  TEXAS 
CREAMER,  ROBERT  E.,  SARASOTA,  FLORIDA 
CREAM,  JAMES  RAYMOND,  NEW  YORK,  NEW  YORK 
CREATHBAUM,  MICHAEL  ALLAN,  BOULDER  CITY,  NEVADA 
I  CREBS   LEE  F.,  SALT  LAKE  CITY,  UTAH 
CRECELIUS,  MIKIE  ONEAL,  QUANTICO,  VIRGINIA 
CREECH,  ALAN  DEAN,  NAMPA,  IDAHO 
CREGO,  GERALD  BRUCE,  MISSOULA,  MONTANA 
I   CREIGHTON,  ROBERT  J.,  YAPHANK,  NEW  YORK 
TRFIGHTON   STEVEN  DOUGLAS,  SAN  DIEGO,  CALIFORNIA 
CR ENShT'dAVID  LEE,  PENDLETON  SOUTH  CAROLINA 
CRENSHAW  MICHAEL  LEON,  HALHALLA,  SOUTH  CAROLINA 
CRENHELGE,  ELROY  B. ,  SAN  ANTONIO,  TEXAS 
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CRESIE,  JOHNNY  LOUIS,  JR  -  CUMMINGS,  ROBERT  A 
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1*5 
116 
191 
165 
123 
130 

*5  tt 

9* 
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137 
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1*9 
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169 
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1*5 
136 
1*1 
187 

96 
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99 
1*0 

90  tt 
16* 
199 
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58  tt 
125  * 
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128 
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133 
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95  tt 
192 
129 
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163 
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6  tt 
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127 
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135 
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133  * 

77  tt 
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119 
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CRESIE,  JOHNNY  LOUIS,  JR,  CINCINNATI,  OHIO 

CRESPO-REYES,  SALVADOR,  SAN  JUAN,  PUERTO  RICO 

CRESSMAN,  MICHAEL  EMIL,  HESTMINSTER,  COLORADO 

CRETER,  NEIL  S.,  MACON,  GEORGIA 

CREVASSE,  JOE  M. ,  III,  GAINESVILLE,  FLORIDA 

CREHS,  BARNEY  E,  JR,  JACKSON,  TENNESSEE 

CREHS,  JAMES  OYNEL,  JACKSONVILLE,  FLORIDA 

CREHS,  WILLIAM  J.,  GAINESVILLE,  FLORIDA 

CRIADO,  JOSE  IGNACIO,  MADRID,  SPAIN 

CRIBB,  FRANK  THOMAS,  CLAHSON,  MICHIGAN 

CRIBBS,  THOMAS  EUGENE,  HINESVILLE,  GEORGIA 

CRIBBS,  HAYNE  RANDALL,  FALLS  CHURCH,  VIRGINIA 

CRICHTON,  GLENN  R.,  TWENTYNINE  PALMS,  CALIFORNIA 

CRICHTON,  JAMES  ALLEN,  LAPEER,  MICHIGAN 

CRICK,  DARRELL  EUGENE,  SPRINGFIELD,  MISSOURI 

CRIDER,  BRUCE  NOLAN,  SR,  EVANSVILLE,  INDIANA 

CRIDER,  EDHARD  L.,  TUPELO,  MISSISSIPPI 

CRIDER,  ROBERT  JACKSON,  FRASER,  MICHIGAN 

CRING,  RICHARD  SLOAN,  GENEVA,  NEH  YORK 

CRISAN,  JOHN  L,  JR,  MONTEREY,  CALIFORNIA 

CRISLER,  GILES  H. ,  JACKSON,  MISSISSIPPI 

CRISP,  BILLY  P.,  MANASSAS,  VIRGINIA 

CRISP,  HAROLD  DEAN,  JR,  GREER,  SOUTH  CAROLINA 

CRISP,  TERRY  A,  LENOIR,  NORTH  CAROLINA 

CRISP,  TONY  JAY,  MARYVILLE,  TENNESSEE 

CRIST,  EUGENE  L.,  JR.,  LITTLE  ROCK,  ARKANSAS 

CRIST,  HILLIAM  F.,  PALM  BEACH,  FLORIDA 

CRISWELL,  LEMUEL  D. ,  LOS  ALAMOS,  NEW  MEXICO 

CRITES,  ROBERT  LEE,  SPRINGFIELD,  ILLINOIS 

CRITES,  RONALD  L,  KINGWOOD,  HEST  VIRGINIA 

CRITTENDON,  MICHAEL  STEVEN,  HEBRON,  OHIO 

CRIVEL,  JOHN  ALBERT,  PARMA  HEIGHTS,  OHIO 

CROCE,  ALAN  COSEPH,  RIVERHEAD,  NEW  YORK 

CROCKER,  JERRY  DENSON,  TUPELO,  MISSISSIPPI 

CROCKETT,  D.  B.,  JACKSON,  MISSISSIPPI 

CROCKETT,  DAVID  J.,  DOS  PALOS,  CALIFORNIA 

CROCKETT,  JAMES  CARLOS,  SHERWOOD,  ARKANSAS 

CROCKETT,  JOHN  S,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CROFOOT,  THOMAS  H,  LOS  ANGELES,  CALIFORNIA 

CROFT.,  CHARLES  WAYNE,  KISSIMMEE,  FLORIDA 

CROFT,  FRANKLIN  A,  PALM  BEACH,  FLORIDA 

CROFT,  JAMES  BLAIR,  JR,  WATSONTOWN,  PENNSYLVANIA 

CROFT,  WILLIS,  JR,  HAWTHORNE,  NEW  YORK 

CROFTS,  CHRISTOPHER  ARTHUR,  CASPER,  WYOMING 

CROGAN,  THOMAS  F.,  JR.,  STOUGHTON,  MASSACHUSETTS 

CROKE,  ROBERT  GEORGE,  YAPHANK,  NEW  YORK 

CROMER,  JAMES  E,  FRANKFORT,  KENTUCKY 

CROMER,  MICHAEL  EDWIN,  WOODRUFF,  SOUTH  CAROLINA 

CROMP,  ALBERT  LOUIS,  COVINGTON,  LOUISIANA 

CRONIC,  STEVEN  DUDLEY,  GAINESVILLE,  GEORGIA 

CRONIN,  GEORGE  PAUL,  JACKSON,  MISSISSIPPI 

CRONIN,  JOHN  D,  HAMDEN,  CONNECTICUT 

CRONIN,  KEVIN  MICHAEL,  YAPHANK,  NEH  YORK 

CRONIN,  ROBERT  BARRY,  FORT  MC  CLELLAN,  ALABAMA 

CRONIN,  RONALD  DAVID,  DETROIT,  MICHIGAN 

CROOK,  CLARE  ELIZABETH,  WACO,  TEXAS 

CROOK,  PAUL  WESLEY,  JR,  CORONADO,  CALIFORNIA 

CROOK,  WILLIAM  MAYNARD,  SANTA  BARBARA,  CALIFORNIA 

CROOK,  WILLIAM  T.,  DECATUR,  GEORGIA 

CROOKS,  WILLIAM  ROBERT,  WASHINGTON  COURT  HOUSE,  OHIO 

CROOM,  FRANCIS  J.,  VESTAL,  NEW  YORK 

CROSBY,  JAMES  B,  MOBILE,  ALABAMA 

CROSBY,  PHILIP  EUGENE,  BAKERSFIELD,  CALIFORNIA 

CROSBY,  WILLIAM  DARE,  TOWSON,  MARYLAND 

CROSEN,  ARTHUR  HARRY,  FAIRFAX,  VIRGINIA 

CROSHAW,  LINDA  MAE,  AUSTIN,  TEXAS 

CROSIER,  SCOTT  MICHAEL,  ALBANY,  NEH  YORK 

CROSIER,  WILLIAM  E.,  WILLOUGHBY,  OHIO 

CROSS,  BRIAN  JOHN,  FREMONT,  CALIFORNIA 

CROSS,  CURTIS  R.,  INDIO,  CALIFORNIA 

CROSS,  DALE  WILLIAM,  DRY  RIDGE,  KENTUCKY 

CROSS,  FLETCHER,  SAVANNAH,  GEORGIA 

CROSS,  HAROLD  F.,  NASHVILLE,  TENNESSEE 

CROSS,  IRVIN  L.,  RIVERSIDE,  CALIFORNIA 

CROSS,  JAMES  ARNOLD,  CONCORD,  NEW  HAMPSHIRE 

CROSS,  JAMES  THOMAS,  WEST  HELENA,  ARKANSAS 

CROSS,  JOSEPH  RALPH,  NORRISTOHN,  PENNSYLVANIA 

CROSS,  KEVIN  LEE,  FORT  HARRISON,  INDIANA 

CROSS,  MARVIN  RAY,  SR,  CLEVELAND,  OHIO 

CROSS,  OPIE  C,  GARY,  INDIANA 

CROSS,  PAUL  EUGENE,  EL  PASO,  TEXAS 

CROSS,  RANDY  PATRICK,  DES  MOINES,  IOWA 

CROSS,  RUSSELL  GALE,  BANNING,  CALIFORNIA 

CROSS,  WILLIAM  E,  CAMDEN,  NEW  JERSEY 

CROSSAN,  PATRICK  PETER,  SURREY,  ENGLAND 

CROSSER,  JOHN  ROBERT,  PORT  CLINTON,  OHIO 

CROSSER,  JOHN  W. ,  EVANSVILLE,  INDIANA 

CROSSLEY,  CARL  JAY,  GREEN  COVE  SPRINGS,  FLORIDA 

CROSSMAN,  WILLIAM  G. ,  SCOTTSDALE,  ARIZONA 

CROSSNO,  WILLIAM  A,  BARTLETT,  TENNESSEE 

CROSTHWAIT,  L.  L.,  LAS  VEGAS,  NEVADA 

CROUCH,  BOB  G,  LOUISVILLE,  KENTUCKY 

CROUCH,  STUART  MARCUS,  ALVIN,  TEXAS 

CROUCHER,  EDWARD  GENE,  SALEM,  OREGON 

CROUT,  WILLIAM  JAMES,  SAN  LUIS  OBISPO,  CALIFORNIA 

CROW,  ALBERT  LEE,  NORTHGLENN,  COLORADO 

CROW,  CECIL  S,  YUMA,  ARIZONA 

CROW,  CHARLES  DAVID,  SAN  DIEGO,  CALIFORNIA 

CROW,  LAWRENCE  WILLIAM,  JR,  LAKELAND,  FLORIDA 

CROW,  TED  VINCENT,  BELTON,  TEXAS 
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107 

175 

1*3 

1*3 

190 

150 
6*  tt 
52  tt 

118  * 
15* 

26  tt 

89  tt 
131  tt 
167 
112  tt 
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*7  tt 
170 
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137  tt 
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86  tt 
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1*1  tt 
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169  tt 

92 
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197 
186 

107  tt 
116 

69 
172 
190 

119  tt 
116 
1*1 
155 
176 
13* 
123 
1*0  tt 
120 
116  tt 
115 

98 
193 
1*5 
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51  # 
123 
199 
151 
1*1  tt 

93 
175 
199 
1*8 
187 

31  tt 
1*1 
130 
159 
1*1  tt 
1*9 
198 
186 

108  tt 
95 

118  * 
122  # 
160 
109 
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177 
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190 
13* 
120 
1*1 
100 
1*9 
160 
110 
181 
118 
150 
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70  It 
1*9 

119  n 
102  tt 
186 
135 
118 

98  It 


CROWDER,  KEVIN  LEE,  BURLINGTON,  NORTH  CAROLINA 

CROWDER,  ROBERT  L,  STUART,  FLORIDA 

CROWE,  PATRICK  GEORGE,  COLTON,  CALIFORNIA 

CROWE,  PAUL  KENNETH,  HORNELL,  NEH  YORK 

CROWE,  ROGER  BROWNING,  ELIZABETHTON,  TENNESSEE 

CROHE,  STEVEN  LEE,  FORT  CAMPBELL,  KENTUCKY 

CROWELL,  GARY  W,  BRAMPTON,  CANADA 

CROWELL,  GEORGE  I.,  LIHUE,  KAUAI,  HAWAII 

CROHELL,  HARRY  W. ,  ST.  JOSEPH,  MISSOURI 

CROHELL,  ROBERT  NEIL,  MILLBURN,  NEH  JERSEY 

CROWLEY,  JOSEPH  FREDRICK,  J,  WEST  WARWICK,  RHODE  ISLAND 

CROWTHER,  LEONARD  C,  SALT  LAKE  CITY,  UTAH 

CROY,  DALE  E.,  TALLAHASSEE,  FLORIDA 

CROYLE,  WAYNE  ROY,  FORESTVILLE,  MARYLAND 

CROZIER,  LARRY  WAYNE,  MONTGOMERY,  ALABAMA 

CROZIER,  LEONARD  L,  CHEYENNE,  WYOMING 

CRUCHFIELD,  TILMAN  LEE,  FLAT  ROCK,  MICHIGAN 

CRUICKSHANK,  GEORGE  M.,  NIAGARA  FALLS,  NEW  YORK 

CRULCI,  FRANK,  GEELONG,  AUSTRALIA 

CRUM,  DAVID  LOY,  GREENEVILLE,  TENNESSEE 

CRUM,  HARRY  LAWRENCE,  GRAND  PRAIRIE,  TEXAS 

CRUM,  LONNIE  FORREST,  STAFFORD,  TEXAS 

CRUMBY,  WILLIAM  0.,  JR.,  MEMPHIS,  TENNESSEE 

CRUMP,  HENRY  EUGENE,  CHICAGO,  ILLINOIS 

CRUMP,  MILTON  MAURICE,  JR,  FORESTVILLE,  MARYLAND 

CRUMRIN,  WILLIAM  DAN,  MARSHALL,  ILLINOIS 

CRUMRINE,  MARVIN  L.,  ODESSA,  TEXAS 

CRUMRINE,  STEVEN  ALAN,  BALTIMORE,  MARYLAND 

CRUMRINE,  VICTOR  L.,  ODESSA,  TEXAS 

CRUNK,  THOMAS  M,  FLORENCE,  ALABAMA 

CRUNKLETON,  JOHN  W,  LAWRENCEVILLE,  GEORGIA 

CRUPI,  PAUL  LOUIS,  LYNDHURST,  NEW  JERSEY 

CRUTCHER,  KENT  DANIEL,  NORMAL,  ILLINOIS 

CRUTCHFIELD,  FLOYD  W,  MEDFORD,  OREGON 

CRUTCHFIELD,  JOE  W. ,  BEAUMONT,  TEXAS 

CRUTCHFIELD,  LONNIE  L.,  COURTLAND,  VIRGINIA 

CRUZ  CANDELARIO,  OCTAVIO,  PONCE,  PUERTO  RICO 

CRUZ  GONZALEZ,  ISMAEL  A,  ARECIBO,  PUERTO  RICO 

CRUZ-GONZALEZ,  REYES  DAVID,  SAN  JUAN,  PUERTO  RICO 

CRUZ-IRIZARRY,  ROBERTO,  GUAYNABO,  PUERTO  RICO 

CRUZ,  ANGEL,  FLUSHING,  NEW  YORK 

CRUZ,  DANIEL  LOUIS,  DEL  RIO,  TEXAS 

CRUZ,  GILBERTO  CRUZ,  MANILA,  PHILIPPINES 

CRUZ,  KENNETH  ROBERT,  GUILFORD,  CONNECTICUT 

CRUZ,  THEODORE  RIVAS,  TEMPLE,  TEXAS 

CRUZ,  VICTOR  RAFAEL,  NEW  YORK,  NEW  YORK 

CRUZPALOMINO,  JOSE  ANTONIO,  MADRID,  SPAIN 

CRYTZER,  HARRY  A,  HARRISBURG,  PENNSYLVANIA 

CRYTZER,  RONALD  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

CSAKY,  ATTILA  S.,  RICHMOND,  VIRGINIA 

CUBILLOS-RIVERA,  ANTONIO  H,  SANTIAGO,  CHILE 

CUCCI,  RONALD  JAMES,  BROADVIEW,  ILLINOIS 

CUDAK,  ROBERT  R.,  WESTMINSTER,  MASSACHUSETTS 

CUDDY,  HILLIAM  CHARLES,  HIGHLAND  PARK,  NEW  JERSEY 

CUDIO,  CARLO  SANTO,  LOS  ANGELES,  CALIFORNIA 

CUDWORTH,  RICHARD  MICHAEL,  BROCKTON,  MASSACHUSETTS 

CUEBA,  ALAN  RICHARD,  LOS  ANGELES,  CALIFORNIA 

CUELLAR,  DAVID,  SR,  GALLUP,  NEW  MEXICO 

CUELLAR,  RICARDO  F.,  EL  PASO,  TEXAS 

CUESTA,  JOHN,  III,  TAMPA,  FLORIDA 

CUEVAS,  HECTOR  LUIS,  CLEVELAND,  OHIO 

CUFF,  ELLIOTT  LORENZO,  NEW  YORK,  NEW  YORK 

CUFF,  GARY  RAY,  COEUR  D  ALENE,  IDAHO 

CULBERSON,  HENRY  F.,  ATLANTA,  GEORGIA 

CULBREATH,  RICHARD  ALLEN,  JR,  PICKENS,  SOUTH  CAROLINA 

CULHANE,  EDWARD  TIMOTHY,  FOND  DU  LAC,  WISCONSIN 

CULLEN,  DORSEY  HURD,  JR,  EL  CAJON,  CALIFORNIA 

CULLEN,  JOHN  JOSEPH,  NEW  YORK,  NEW  YORK 

CULLEN,  JOHN  JOSEPH,  JR,  TITUSVILLE,  FLORIDA 

CULLEN,  NORMAN  JAMES,  JR,  SOMERVILLE,  NEW  JERSEY 

CULLEN,  WILLIAM  F,  FORT  LEE,  NEW  JERSEY 

CULLEY,  BILLY  W. ,  ARDMORE,  OKLAHOMA 

CULLEY,  JOHN  A.,  NEW  YORK,  NEW  YORK 

CULLEY,  THOMAS  ROBERT,  DALY  CITY,  CALIFORNIA 

CULLIVAN,  MICHAEL  FRANCIS,  PORTLAND,  OREGON 

CULLOP,  WALTER  RANDLOPH,  SAN  FRANCISCO,  CALIFORNIA 

CULLOTON,  JOHN  P.,  CHICAGO,  ILLINOIS 

CULLY,  KENNETH  M,  NEW  YORK,  NEW  YORK 

CULP,  DON  EUGENE,  EAST  WENATCHEE,  WASHINGTON 

CULP,  STEVEN  RANDALL,  KANSAS  CITY,  KANSAS 

CULPEPPER,  KENNY  CHARLES,  CULLMAN,  ALABAMA 

CULPEPPER,  LOUIS  SAMUEL,  JR,  ENGLAND  AFB,  LOUISIANA 

CUMBEE,  RICHARD  SHERIDAN,  PUEBLO,  COLORADO 

CUMBERBATCH,  SEYMOUR  DACOSTA,  BRIDGETOWN,  BARBADOS 

CUMBERLAND,  GLYNN  B.,  JACKSON,  MISSISSIPPI 

CUMMINGS,  BILLY  GENE,  DETROIT,  MICHIGAN 

CUMMINGS,  BILLY  JOE,  DENTON,  TEXAS 

CUMMINGS,  DAVID  A.,  HOOVER,  ALABAMA 

CUMMINGS,  DAVID  ALBERT,  EL  SEGUNDO,  CALIFORNIA 

CUMMINGS,  GARY  HARDING,  BEDMINSTER,  NEW  JERSEY 

CUMMINGS,  JAMES  ALOYSIOUS,  CAMP  LEJEUNE,  NORTH  CAROLINA 

CUMMINGS,  JAMES  NORMAN,  HUNTINGDON  VALLEY,  PENNSYLVANIA 

CUMMINGS,  JOHN  J.,  MINEOLA,  NEW  YORK 

CUMMINGS,  JOSEPH  JAMES,  JR,  BOSTON,  MASSACHUSETTS 

CUMMINGS,  LARRY  JOE,  MONROE,  LOUISIANA 

CUMMINGS,  MAURICE  D,  WELLINGTON,  NEW  ZEALAND 

CUMMINGS,  MICHAEL  ANDREW,  NEW  YORK,  NEW  YORK 

CUMMINGS,  MICHAEL  VINCENT,  DOYLESTOWN,  PENNSYLVANIA 

CUMMINGS,  RICHARD  LYNN,  FAIRBANKS,  ALASKA 

CUMMINGS,  ROBERT  A,  OGDENSBURG,  NEW  YORK 
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CUMHINGS,  ROBERT  E  -  DAMICO,  MICHAEL  DAVID 
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196 
130 
135 
97 
145 
129 
198 
134 
112 
164 
103 
163 
193 
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110 
180 
186 
112 
183 
103 
34 
108 
156 
108 
30 
127 
112 
131 
195 
183 
64 
150 
99 
117 
166 
124 
111 
198 
172 
186 


CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 
CUNNINGHAM, 


CUMHINGS,  ROBERT  E,  TALLAHASSEE,  FLORIDA 
CUMHINGS,  HESLEY  RALPH,  MILTON,  FLORIDA 
CUMHINGS,  HILLIAM  DAMIEN,  CAMBRIDGE,  MASSACHUSETTS 
CUNDIFF,  DONALD  R,  BREMERTON,  WASHINGTON 
CUNDY,  DAVID  H.,  POUGHKEEPSI E ,  NEH  YORK 
CUNNING,  ROBIN  L.,  SAN  MARINO,  CALIFORNIA 
CUNNINGHAH,  ALLISON  RANDALL,  MONCTON,  CANADA 
DENNIS  J.,  NEH  YORK,  NEH  YORK 
DENNIS  RAY,  LODI ,  CALIFORNIA 
DONALD  E,  BEACHHOOD,  OHIO 
GEORGE  ALBERT,  HARDIN,  MONTANA 
GERALD  H,  LAS  VEGAS,  NEVADA 
JAHES  A,  CANTON,  NEH  YORK 
JAN  C. ,  FARMINGTON,  UTAH 
JOHN  J.,  JR.,  JACKSONVILLE,  FLORIDA 
JOHN  LESLIE,  JR,  NEH  CASTLE,  DELAHARE 
JOHN  T. ,  AKRON,  OHIO 

JOSEPH  ROBERT,  PHILADELPHIA,  PENNSYLVANIA 
LEROY  B,  CERES,  CALIFORNIA 
MARK  HILSON,  BURTON,  MICHIGAN 
PAUL,  SALT  LAKE  CITY,  UTAH 
ROBERT,  BOSTON,  MASSACHUSETTS 
ROBERT  DANIEL,  KIRTLAND  AFB,  NEH  MEXICO 
RONNIE  HAYNE,  OFFUTT  AFB,  MICHIGAN 
RUSSELL  JOSEPH,  SAN  BRUNO,  CALIFORNIA 
TERRENCE  MICHAEL,  HELLESLEY,  MASSACHUSETTS 
HAYNE  ALVAH,  JR,  HELLESLEY,  MASSACHUSETTS 
HILLIAM  A,  OKLAHOMA  CITY,  OKLAHOMA 
HILLIAM  ALVIN,  CLEVELAND,  OHIO 
,  HILLIAM  L,  EASTON,  PENNSYLVANIA 
CUNRADI,  DAVID  RICHARD,  RIVERSIDE,  CALIFORNIA 
tt   CUOCOLO,  ROBERT  VINCENT,  NEH  YORK,  NEH  YORK 
CUPELLO,  DAVID  ALLEN,  INDIANAPOLIS,  INDIANA 
CUPINI,  ALBERT  P.,  ROCHESTER,  NEH  YORK 
CUPPLES,  JOHN  MARSHALL,  JR,  PITTSBURGH,  PENNSYLVANIA 
CURCIONE,  LOUIS  FRED,  NIAGARA  FALLS,  NEH  YORK 
CURETON,  BENNIE  DALE,  MIDLAND,  TEXAS     ,„„„,-,„ 
CURIOSO,  RAYMOND  JUDE,  SR,  PAHCATUCK,  CONNECTICUT 
CURLEE,  RONALD  JAMES,  HUNTSVILLE,  ALABAMA 
tt   CURLEY,  JOHN  T,  BOSTON,  MASSACHUSETTS 

CUROLE,  DONALD  JAMES,  NEH  ORLEANS,  LOUISIANA 
#  CURRAN,  JAMES  M. ,  SAN  FRANCISCO,  CALIFORNIA 
CURRAN,  JAMES  THOMAS,  BOSTON,  MASSACHUSETTS 

CURRAN,  MARK  LEROY,  HOUSTON,  TEXAS     

CURRAN,  MICHAEL  THOMAS,  BEECH  GROVE,  INDIANA 
CURRAN,  THOMAS  JAMES,  HALLINGFORD,  CONNECTICUT 
tt   CURRAN,  HILLIAM  T.,  MANCHESTER,  NEH  HAMPSHIRE 
CURRAN,  HILLIAM  THOMAS,  QUINCY,  MASSACHUSETTS 
CURRENCE,  RICHARD  STEPHON,  OCEAN  CITY,  MARYLAND 
tt   CURREY,  GEORGE  H. ,  NASHVILLE,  TENNESSEE 

CURRIE,  GILBERT  ALLEN,  JR,  HICHITA,  KANSAS 
tt   CURRIE,  PAUL  E,  DELMAR,  NEH  YORK 
tt   CURRY,  AUSTIN  J.,  BUFFALO,  NEH  YORK 
CURRY,  CAROLYN,  NEHTON,  MASSACHUSETTS 
CURRY,  CHRISTOPHER  DUVALL,  COLUMBIANA,  ALABAMA 
CURRY,  DAVID  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CURRY,  DONALD  HINSTON,  HOUSTON,  TEXAS 
CURRY,  HERMAN,  JR,  DETROIT,  MICHIGAN 
-  CURRY,  KERRY  ALLEN,  HEBRON,  KENTUCKY 

HARREN  PAUL,  NEH  YORK,  NEH  YORK 
HILLIAM  MICHAEL,  URBANA,  ILLINOIS 
ALBERT  GEORGE,  HATSONVILLE,  CALIFORNIA 
CURTIN,  JOSEPH  L.,  JR.,  CHICAGO,  ILLINOIS 
CURTIS.  ALAN  LEE,  ROCKFORD,  ILLINOIS 

BERNARD  HILLIAM,  FRIDAY  HARBOR,  HASHINGTON 
DALE  EUGENE,  HEBSTER  GROVES,  MISSOURI 
JAMES  EDMUND,  JR,  MASON,  MICHIGAN 
JAMES  H,  PONTIAC,  MICHIGAN 
JAMES  MARTIN,  FORT  KNOX,  KENTUCKY 
JAMES  T.,  ARNOLD,  MISSOURI 
JOSEPH  LEE,  CARSON  CITY,  NEVADA 
LARRY,  FORT  HORTH,  TEXAS 
LAHRENCE  PAUL,  TORRINGTON,  HYOMING 
MARVIN  ELBERT,  JR,  JACKSON,  MISSISSIPPI 
RONALD  L.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SIDNEY  CHRISTOPHER,  RICHMOND,  VIRGINIA 
,  HILLIAM  ARTHUR,  JR,  ST  THOMAS,  U.S.  VIRGIN  ISLA 
CURTSINGER,  ERNEST  E.,  ST  PETERSBURG,  FLORIDA 
CUSHING,  STEVEN  TAYLOR,  SAN  JOSE,  CALIFORNIA 
CUSHMAN,  BOBBY  G,  CLARKSVILLE,  TENNESSEE 
CUSHHA,  HOHARD  K.,  MARTINSBURG,  HEST  VIRGINIA 
CUSICK,  DENNIS  S,  COTTAGE  GROVE,  MINNESOTA 
CUSICK,  JAMES  FRANCIS,  JACKSON,  OHIO 
CUSICK,  RICHARD  J,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CUSTY,  RAYMOND  D. ,  MERIDEN,  CONNECTICUT 
CUTHBERT,  CHARLES  EVERETT,  HALIFAX,  CANADA 
CUTLER,  RICHARD  D,  BURBANK,  CALIFORNIA 
CUTLER,  THOMAS  KENT,  ELKHART,  INDIANA 
CUTRELL,  MARC  LARUE,  HIGH  POINT,  NORTH  CAROLINA 
CUTSHAH,  JAMES  MICHAEL,  HUNTINGTON  BEACH,  CALIFORNIA 
CUTTING,  C.  RON,  BOZEMAN,  MONTANA 
CUVELIER,  HEINZ  JOACHIM,  LOS  ANGELES,  CALIFORNIA 
CVITANOVICH,  DARRELL  D,  BILOXI,  MISSISSIPPI 
CYBART,  JOSEPH  RICHARD,  ORANGE,  CONNECTICUT 
CYBERT,  STANLEY  JOSEPH,  TAYLOR,  MICHIGAN 
CYBULSKI,  STEPHEN  ALAN,  ENFIELD,  CONNECTICUT 
CYKTOR,  GEORGE,  HASHINGTON,  PENNSYLVANIA 
CYPAS,  ANDRIUS,  VILNIUS,  LITHUANIA 
CYPHER,  FREDRICK  LOUIS,  CARSON  CITY,  NEVADA 
CYR,  EDHARD  CHARLES,  MIDDLEBURY,  VERMONT 


CURRY, 
CURRY, 
CURS  I, 


CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 
CURTIS, 


141 
168 
131 
179 
182 
177 
163 
142 

90  tt 

185 

161 

197 

177 

173 

139 

110 

170 

164 

145 

175 

153 

133 

103  tt 

138  tt 

137 

135  tt 

169 

110  tt 

129 

112  * 

193 

177 
70  tt 
91  tt 

134 
59  tt 

153 
41  tt 
5  tt 

196 

171 

189 

190 

137 
96 

124  * 

123  tl 

186 

142 

172 

140 
79  * 

171 

121 

168 

127 
63  t 

130  t 

196 

166 

162 

177  « 

186 

175 

98  I 
158 
103 
170 
136 
134 
134 
191 

99  , 
156 
110 
124 
131 
104 
110 
101 
174 
142 

77 
137 
124 

97 
185 
115 
175 
137 

99 
181 
132 
109 
176 
130 
177 
127 
148 
137 


DAHL, 
DAHL, 
DAHL, 
DAHL, 
DAHL, 


CYZESKI,  JOHN  LEHIS,  OLEAN,  NEH  YORK 
CZAJA,  THOMAS  JOHN,  FOX  POINT,  HISCONSIN 
CZECH,  RICHARD  LEO,  MIDLAND,  TEXAS 
CZERHINSKY,  MICHAEL  RAYMOND,  EL  PASO,  TEXAS 
CZLONKA,  MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CZUBAJ,  CLAUDIO  HALTER  DANIEL,  BUENOS  AIRES,  ARGENTINA 
CZUBAJ,  KENNETH  FRANCIS,  TOHN  OF  TONAHANDA,  NEH  YORK 
D  AMICO,  ROBERTO  HUGO,  BUENOS  AIRES,  ARGENTINA 
D  ANDELET,  SAMUEL  A,  BALTIMORE,  MARYLAND 
D'ANGELO,  FRANCO  DARIO,  ANCHORAGE,  ALASKA 
D'ANGELO,  LOUIS  STEPHEN,  ROCHESTER,  NEW  YORK 
D'ARCY,  HILLIAM  ANTHONY,  JR,  FORT  HASHINGTON,  PENNSYLVA 
D'HERON,  WILLIAM,  HOLLYWOOD,  FLORIDA 
DAANTJE,  GEROLD  EUGENIO,  HILLEMSTAD,  CURACAO 
DABNEY,  WILLIAM  ROBERT,  BAYTOHN,  TEXAS 
DABROHSKI,  ALFRED  J,  DETROIT,  MICHIGAN 
DACEY,  PHILIP  JOHN,  PITTSBURGH,  PENNSYLVANIA 
DACHAUER,  JAMES  ALBERT,  SAN  FRANCISCO,  CALIFORNIA 
DACOSTA  GOMEZ,  GABRIEL  PEDRO,  HILLEMSTAD,  CURACAO 
DACRE,  JOHN  CALVIN,  SACRAMENTO,  CALIFORNIA 
DACUS,  SAMUEL  MONROE,  LOS  ANGELES,  CALIFORNIA 
DADAMO,  JOHN,  NEH  YORK,  NEH  YORK 
DADEZ,  MARCELLO  S,  HAILUKU,  MAUI,  HAHAII 
DADIGAN,  LEO  SIMON,  HARRISBURG,  PENNSYLVANIA 
DAFOE,  JOHN  HILLIAM,  SANTA  BARBARA,  CALIFORNIA 
DAGG,  WILLIAM  ANTHONY,  GALVESTON,  TEXAS 
DAGGETT,  CAMERON  ALAN,  SUN  VALLEY,  IDAHO 
DAGGETT,  FRANK  E,  PORTLAND,  OREGON 
DAGGETT,  THOMAS  L,  JOHNSTOHN,  NEH  YORK 
DAGLEY,  MICHAEL  T,  SHELBYVILLE,  INDIANA 
DAGOSTIMO,  JOSEPH  MICHAEL,  PORT  ST  LUCIE,  FLORIDA 
DAGOSTINO,  ROBERT  JOSEPH,  MOUNT  KISCO,  NEH  YORK 
DAHER,  GEORGE  JOSEPH,  EAST  ORANGE,  NEW  JERSEY 
DAHILL,  JAMES  P.,  YAPHANK,  NEH  YORK 
DAHL,  DUANE  LOHELL,  SIOUX  FALLS,  SOUTH  DAKOTA 
JAMES  R,  MINNEAPOLIS,  MINNESOTA 
LYMAN  DUANE,  BRAINERD,  MINNESOTA 
RAYMOND  ALCOT,  MILHAUKEE,  HISCONSIN 
ROY  C,  TAMPA,  FLORIDA 
,  THOMAS  JUDE,  BISMARCK,  NORTH  DAKOTA 
DAHLBERG,  DANIEL  JOSEPH,  HIGHLAND  PARK,  ILLINOIS 
DAHLEM,  CAROLE  BERNADINE,  NEH  ORLEANS,  LOUISIANA 
DAHNIEL,  RYCKO  AMELZA,  JAKARTA,  INDONESIA 
DAIGNEAULT,  DAVID  ARLEN,  HILLIAMSBURG,  VIRGINIA 
DAIGNEAULT,  PHILIP  P.,  LACONIA,  NEH  HAMPSHIRE 
DAILEY,  DANNY  JOSEPH,  FARMINGTON,  MISSOURI 
DAILEY,  DAVID  ALLEN,  COLUMBUS,  OHIO 

DAILEY,  JACK  HARREN,  OKLAHOMA  CITY  OKLAHOMA   „.._.-.. 
DAILEY  KERRY  PATRICK,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DAILEY,  KIEREN  H,  SYRACUSE,  NEH  YORK 
DAILEY,  MICHAEL  STEPHAN,  KANSAS  CITY,  KANSAS 
DAILEY,  ROBERT  H,  JACKSON,  TENNESSEE     „„,„„-. 
DAILEY  THOMAS  JOSEPH,  III,  KANSAS  CITY,  MISSOURI 
DAILEY,  HILLIAM  HENRY,  JR,  LIMA,  OHIO 
DAILY,  JAMES  RICHARD,  GREAT  BEND,  KANSAS 
DAILY,  MIKE  HARREN,  OGDEN,  UTAH 
DAKIN,  HUGH  F.,  POUGHKEEPSIE,  NEW  YORK 
DAKIN,  JOSEPH  TIMOTHY,  SPRINGFIELD,  ILLINOIS 
DALBOR,  TODD  ANTHONY,  NEW  IBERIA,  LOUISIANA 
DALE,  FRANK,  SACRAMENTO,  CALIFORNIA  uTcclcctDDI 
JAMES  LEHIS,  JR,  HATTIESBURG,  MISSISSIPPI 
KEVIN  HILLIAM,  SPRING  LAKE  PARK,  MINNESOTA 
RICHARD  LAUREN,  ROCHESTER,  MINNESOTA 
ROBERT  JAMES,  HAHNVILLE,  LOUISIANA 
,  VAUGHN  T,  JR,  NEW  CASTLE,  DELAWARE 
DALEKI,  MICHAEL,  HAMBURG,  FEDERAL  REPUBLIC  OF  GERMANY 
DALEN,  PHILIP  J.,  CHICAGO,  ILLINOIS 
DALESSANDRO,  ENRICO  LUCIAN,  ORISKANY  NEH  YORK 
DALESSANDRO,  THOMAS  VICTOR,  BOUND  BROOK,  NEH  JERSEY 
DALEY,  CLIFF  DENNIS,  MINEOLA,  NEH  YORK 
DALEY,  GARNETT  FERDINAND,  KINGSTON  JAMAICA 

JEREMIAH  ARTHUR,  PHILADELPHIA,  PENNSYLVANIA 
JOHN  J,  BOSTON,  MASSACHUSETTS 
JOHN  JOSEPH,  MUSKEGO,  HISCONSIN 
,  TIMOTHY  P,  CONHAY,  ARKANSAS 
DALTON,  ARTHUR  WILLIAM,  AVON,  COLORADO 
DALTON,  JOHN  LOUIS,  ROCHESTER  HILLS,  MICHIGAN 
DALTON,  JUDITH  E.,  KANSAS  CITY,  MISSOURI 
DALTON,  LARRY  J.,  VILLAS,  NEH  JERSEY 
DALY,  CAROL  A,  SACRAMENTO,  CALIFORNIA 
DANIEL  STEVEN,  YONKERS,  NEH  YORK 
EDHARD  ALBERT,  YONKERS,  NEW  YORK 
JOHN  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOSEPH  JAMES,  ARDMORE,  PENNSYLVANIA 
MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PETER  T.,  HAYNE,  NEH  JERSEY 
SANDRA  ANN,  SAVANNAH,  GEORGIA 
THEODORE  L.,  SACRAMENTO,  CALIFORNIA 
YOLANDA  GOMEZ,  SAN  BERNARDINO,  CALIFORNIA 
DALZELL,  JOHN  ROBERT,  CORONA,  CALIFORNIA 
DAM,  ERIK,  NEH  CANAAN,  CONNECTICUT 

DAMAJ,  NAJI  MOHAMAD,  BEIRUT,  LEBANON  nF  -„„ 

DAMBIER,  WOLFGANG,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GERM 
DAMERON  JAMES  G. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DAMES,  MARVIN  HANLON,  NASSAU,  BAHAMAS 
DAMICO,  JOSEPH  FRANK,  NEH  YORK,  NEH  YORK 
DAMICO,  JOSEPH  SALVATORE,  ANCHORAGE,  ALASKA 
DAMICO,  MERRITT  JOHN,  GROTON,  CONNECTICUT 
DAMICO,  MICHAEL  ANTHONY,  HUBER  HEIGHTS,  OHIO 
DAMICO,  MICHAEL  DAVID,  LISLE,  ILLINOIS 


DALE, 
DALE, 
DALE, 
DALE, 
DALE, 


DALEY, 
DALEY, 
DALEY, 
DALEY, 


DALY, 
DALY, 
DALY, 
DALY, 
DALY, 
DALY, 
DALY, 
DALY, 
DALY, 
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DAMICO,  SAMUEL  J.  -  DAVIS,  H  HINSTON 


117  # 
130 
163  tt 
141  tt 
133  tt 
83  tt 
187 
101  tt 
138 
170 
152 

93  tt 
185 
146 
191 
170 
136 
183 
187 

48  tt 
108  tt 
170 

94 

98  tt 
138 

92 
182 

74  tt 
162 
175 
192 
150 
163 
137 
124  tt 
173 
199 
113 

24  * 

75  tt 
194 
174 
113 

86 
199 
198 

93 
169 
178 
180 
108  tt 
104 
175 

96 
123  tt 
105  tt 

91 
126  tt 

71  tt 
167 
101  # 
115 
199 

96  tt 
119  # 
139  # 

76  # 
189 
134 

96  tt 
103  # 
168 
113 
193 

94  # 
97 
98 

168 
97 
193 
193 
189 
118 
119 

77  * 
121 

67 
194 

95 
110 
165  tt 

98 
175 
187 
181 
136 
186 
139 
174 
116 


DAMICO,  SAMUEL  J.,  SEAL  BEACH,  CALIFORNIA 

DAMINO,  H  JOHN,  ALBANY,  NEH  YORK 

DAMON,  DENNIS  RICHARD,  HATERLOO,  IOWA 

DAMON,  RICHARD  EARLE,  JR,  SANTA  CRUZ,  CALIFORNIA 

DAMON,  SAMUEL  REED,  BILLINGS,  MONTANA 

DAMOS,  JAMES  P.,  UNIVERSITY  CITY,  MISSOURI 

DAMOUDE,  DENNIS,  CHADRON,  NEBRASKA 

DAMPIER,  GEORGE  D,  NAPLES,  FLORIDA 

DAMPMAN,  LARRY  EARL,  HEST  CHESTER,  PENNSYLVANIA 

DANAHER,  DAVID  JOHN,  HUNTINGTON  HOODS,  MICHIGAN 

DANCO,  ANTON  HESLEY,  CLARK,  NEH  JERSEY 

DANDRIDGE,  JAMES  E,  MERIDIAN,  MISSISSIPPI 

DANDY,  CREOLA  CORNELIA,  NEH  YORK,  NEW  YORK 

DANE,  NOLAN  NATHANIEL,  JR,  TORRANCE,  CALIFORNIA 

DANFORTH,  GLORIA,  BETHEL,  VERMONT 

DANFORTH,  JAMES  LAHRENCE,  ONEIDA,  WISCONSIN 

DANGELO,  DAVID  STEVEN,  ASTON,  PENNSYLVANIA 

DANI,  ZOLTAN  GABOR,  GYOR,  HUNGARY 

DANIEL,  BRUCE  ALAN,  DAYTON,  OHIO 

C.  C,  WICHITA  FALLS,  TEXAS 
DAVID  H.,  YAPHANK,  NEW  YORK 
DENNIS  EDWARD,  EVANSVILLE,  INDIANA 
DON  L,  CHESTERFIELD,  MISSOURI 
EDWARD  D,  ST.  CHARLES,  MISSOURI 
JACK  DAVID,  LORAIN,  OHIO 
JIMMIE  F.,  CHARLOTTESVILLE,  VIRGINIA 
JOHN  THOMAS,  MADISON,  WISCONSIN 
L.  GILES,  GREENWOOD,  SOUTH  CAROLINA 
NORMAN  BARRY,  MATSQUI ,  CANADA 
RAYMOND,  JR,  LAVERGNE,  TENNESSEE 
REECE,  FARMERS  BRANCH,  TEXAS 
RONALD  LATRELL,  BALTIMORE,  MARYLAND 


DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
DANIEL, 
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DANIELS 
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DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 
DANIELS 


CHARLES  LAMONT, 
RICHARD  ALLEN, 
CARLSON  BRADY, 
CHRISTOPHER  C, 


DANIELSEN,  DOUGLAS 
DANIELSEN,  WAYNE  0. 
DANIELSON,  ESKIL  S. 


DECATUR,  GEORGIA 
ATLANTA,  GEORGIA 
JR,  WASHINGTON,  DISTRICT  OF  COL 
TAVARES,  FLORIDA 
DENNIS  RAY,  JR,  KNOXVILLE,  TENNESSEE 
DONALD  G.,  SEATTLE,  WASHINGTON 
EARL  J.,  BINGHAMTON,  NEW  YORK 
FRANK,  CLEARWATER,  FLORIDA 
JAMES  THADDEUS,  ALBUQUERQUE,  NEW  MEXICO 
JOHN  CLEVELAND,  WASHINGTON,  DISTRICT  OF  COLUMB 
JOHN  E,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KEITH  E,  FORT  SMITH,  ARKANSAS 
KENNETH  CLAY,  GULFPORT,  MISSISSIPPI 
MARK,  DOVER,  DELAWARE 
MILES  R,  FORT  MYERS,  FLORIDA 
STEVEN  PAUL,  BUCKINGHAM,  PENNSYLVANIA 
THOMAS  BAYNE,  JR,  RICHMOND,  VIRGINIA 
E,  CEDAR  FALLS,  IOWA 
,  CEDAR  FALLS,  IOWA 
,  BYRAM  TOWNSHIP,  NEW  JERSEY 
DANIELSSON,  ANDERS  SVEN  HERMAN,  UPPSALA,  SWEDEN 
DANIO,  RICHARD  J.,  WALLINGFORD,  CONNECTICUT 
DANKEL,  JOHN  BATES,  FORT  VALLEY,  GEORGIA 
DANKO,  PAUL  C,  BEAVERTON,  OREGON 
DANNER,  BOBBY  J,  BIRMINGHAM,  ALABAMA 
DANNER,  LARRY  IRVIN,  OAKLAND,  CALIFORNIA 
DANSON,  JOHN  ELWYN,  JACKSONVILLE,  FLORIDA 
DANTON,  VIRGINIA  MARIE,  NEW  ORLEANS,  LOUISIANA 
DANTZLER,  ARTHUR  G. ,  CAYCE,  SOUTH  CAROLINA 
DAPOLITO,  ANTHONY  J.,  YOUNGSTOWN,  OHIO 
DAPPEN,  DONALD  ALAN,  VERO  BEACH,  FLORIDA 
DAPRON,  BERTIE  C,  JR,  SPINGFIELD,  COLORADO 
DARA,  HANS  PETER,  YAPHANK,  NEW  YORK 
DARAIO,  FRANK  SILVIO,  DAYTONA  BEACH  SHORES,  FLORIDA 
DARBY,  HUGH  R,  RENTON,  WASHINGTON 
DARCIPRETE,  MICHAEL  JOSEPH,  MONTGOMERY,  ALABAMA 
DARDEN,  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DARIN,  DENNIS  A.,  DETROIT,  MICHIGAN 
DARKIS,  CHARLES  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DARLAND,  MICHAEL  JAMES,  TACOMA,  WASHINGTON 
DARLIN,  LAWRENCE  R.,  KOKOMO,  INDIANA 
DARLING,  JOHN  GORDON,  SALINAS,  CALIFORNIA 
DARLINGTON,  CHARLES  S,  WEST  CHESTER,  PENNSYLVANIA 
DARMODY,  THOMAS  R.,  3RD,  FORKED  RIVER,  NEW  JERSEY 
DARNELL,  GENE  C,  LEXINGTON,  MISSOURI 
DARNELL,  SADIE  JAN,  GAINESVILLE,  FLORIDA 
DARNELL,  WILLIAM  B,  JEFFERSON  CITY,  MISSOURI 
DARR,  DOUGLAS  NEAL,  BRIGHTON,  COLORADO 
DARR,  JOHN  STANLEY,  JR,  ELGIN,  ILLINOIS 
DARROUX,  EDMUND  CHRISTIE,  ROSEAU,  DOMINICA 
DARROW,  GORDON  HISLOP,  GREENWICH,  CONNECTICUT 
DARROW,  NEAL  ERNEST,  MONTESANO,  WASHINGTON 
DARSEY,  WILLIAM  N,  ATLANTA,  GEORGIA 
DART,  ROBERT  WILLIAM,  CHICAGO,  ILLINOIS 
DART,  WALLACE  A.,  EL  CAJON,  CALIFORNIA 
DAS  NEVES,  LOBO,  ROODEPORT,  SOUTH  AFRICA 
DASCOLL,  FRANK  G. ,  MADISON,  NEW  JERSEY 
DASHIELL,  GEORGE  R,  SPOKANE,  WASHINGTON 
DASHNER,  JON  ROBERT,  MARTINEZ,  CALIFORNIA 
DASSLER,  WILLIAM  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DATIG,  TIMOTHY  CHARLES,  ST  ALBANS,  VERMONT 
DATO,  STEVEN  THOMAS,  NEW  YORK,  NEW  YORK 
DATTERO,  GUILIO  WALTER,  REIDSVILLE,  NORTH  CAROLINA 
DATTILO,  ANTHONY  ALLEN,  LAKEWOOD,  COLORADO 
DAUBIN,  MAURICE  MOORE,  CASPER,  WYOMING 
DAUGHERTY,  DOUGLAS  LEE,  ELLISVILLE,  MISSOURI 
DAUGHERTY,  JOSEPH  WILLIAM,  MANSFIELD,  OHIO 
DAUGHERTY,  MICHAEL  L.,  HOMER,  ALASKA 
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DAUGHTRY,  SYLVESTER,  JR,  GREENSBORO,  NORTH  CAROLINA 

DAULBY,  JOHN  ROBERT,  WINNELLIE,  AUSTRALIA 

DAVALL,  CHARLES  WILLIAM,  JR,  PRINCETON,  NEW  JERSEY 

DAVELAAR,  JACK  D,  TACOMA,  WASHINGTON 

DAVENPORT,  DAVID  EUGENE,  DANDRIDGE,  TENNESSEE 

DAVENPORT,  DENNIS  LYNN,  CLAYTON,  MISSOURI 

DAVENPORT,  H  C,  LA  VISTA,  NEBRASKA 

DAVENPORT,  HENRY  IVAN,  OLIVETTE,  MISSOURI 

DAVENPORT,  JAMES  J,  CORTEZ,  COLORADO 

DAVENPORT,  JENNINGS  M,  JR,  ELIZABETH  CITY,  NORTH  CAROLI 

DAVENPORT,  JOHN  GRAY,  PUNTA  GORDA,  FLORIDA 

DAVENPORT,  ROBERT  H,  WILDHOOD,  NEW  JERSEY 

DAVENPORT,  ROBERT  LOUIS,  JR,  DEERFIELD,  ILLINOIS 

DAVENPORT,  ROY  GERARD,  DENTON,  TEXAS 

DAVENPORT,  WILLIAM  RODNEY,  PORTLAND,  OREGON 

DAVES,  BENJAMIN  FRANKLIN,  J,  EDMOND,  OKLAHOMA 

DAVID,  GARY  K,  SWEET  HOME,  OREGON 

DAVID,  GLENN  JOHN,  FOREST  VIEW,  ILLINOIS 

DAVID,  JOSEPH  E.,  PARAMUS,  NEW  JERSEY 

DAVID,  LARRY  L.,  RIVERTON,  WYOMING 

DAVID,  RICHARD  RAY,  HOUSTON,  TEXAS 

DAVID,  VIRGILIO  M,  QUEZON  CITY,  PHILIPPINES 

DAVIDAITIS,  CHARLES  FRANCIS,  LAS  VEGAS,  NEVADA 

DAVIDOSKI,  DEBRA  SUE,  MILWAUKEE,  WISCONSIN 

DAVIDSON,  ALLEN,  MONTEREY,  CALIFORNIA 

DAVIDSON,  DANIEL,  LA  GRANGE,  KENTUCKY 

DAVIDSON,  EDWARD  H. ,  SPRINGFIELD,  ILLINOIS 

DAVIDSON,  HAROLD  DEAN,  MOLINE,  ILLINOIS 

DAVIDSON,  HERBERT  HOFFMAN,  REDDING,  CALIFORNIA 

DAVIDSON,  IAIN  RANDALL,  ADELAIDE,  AUSTRALIA 

DAVIDSON,  IAN  CRAIG,  OTTAWA,  CANADA 

DAVIDSON,  JAMES,  CLEVELAND,  OHIO 

DAVIDSON,  JANET  EILEEN,  INDEPENDENCE,  OREGON 

DAVIDSON,  JOEY  FRED,  RUSTON,  LOUISIANA 

DAVIDSON,  JOHN  BOYD,  OAK  RIDGE,  TENNESSEE 

DAVIDSON,  JOHN  HENRY,  WASHINGTON,  PENNSYLVANIA 

DAVIDSON,  JOHN  JOSEPH,  MEDIA,  PENNSYLVANIA 

DAVIDSON,  K  R,  SR,  ST  CATHARINES,  CANADA 

DAVIDSON,  MICHAEL  DEWAYNE,  JONESBORO,  ARKANSAS 

DAVIDSON,  PAT  N,  LUBBOCK,  TEXAS 

DAVIDSON,  STEVE  ALBERT,  REDDING,  CALIFORNIA 

DAVIDSON,  THOMAS  NEALE,  PENDLETON,  INDIANA 

DAVIDSON,  THOMAS  NICHOLAS,  TIPP  CITY,  OHIO 

DAVIDSON,  WILLIAM,  SAN  JUAN,  PUERTO  RICO 

DAVIDSON,  WINFRED  D. ,  FORREST  CITY,  ARKANSAS 

DAVIES,  CHRISTOPHER  TRUAX,  POUGHKEEPSIE,  NEW  YORK 

DAVIES,  EDWARD  MARTELL,  SR,  CROWN  POINT,  INDIANA 

DAVIES,  GEORGE  W. ,  HILLSIDE,  NEW  JERSEY 

DAVIES,  HARRY,  MANCHESTER,  ENGLAND 

DAVIES,  ROBERT  DAWSON,  SAULT  ST  MARIE,  CANADA 

DAVIES,  STEVEN  JOSEPH,  NORTH  PLAINFIELD,  NEW  JERSEY 

DAVIES,  TERRANCE  ALLAN,  CORNING,  NEW  YORK 

DAVIN,  JOHN  J,  SAVANNAH,  GEORGIA 

DAVIS,  ADDISON  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DAVIS,  ALBERT  OWEN,  PASCAGOULA,  MISSISSIPPI 

DAVIS,  BARBARA  JEAN,  SAN  FRANCISCO,  CALIFORNIA 

DAVIS,  BILL  K,  HERMOSA  BEACH,  CALIFORNIA 

DAVIS,  BILLY  W.,  SALINAS,  CALIFORNIA 

DAVIS,  BRENT,  SALT  LAKE  CITY,  UTAH 

DAVIS,  CALVIN  ELANG,  TITUSVILLE,  FLORIDA 

DAVIS,  CARL  EUGENE,  TAMPA,  FLORIDA 

DAVIS,  CARLTON  TONY,  GREENWOOD,  SOUTH  CAROLINA 

DAVIS,  CHARLES  DAVID,  I,  ORANGEBURG,  SOUTH  CAROLINA 

DAVIS,  CHARLES  GILBERT,  EVERETT,  WASHINGTON 

DAVIS,  CLAUDE  D. ,  RALEIGH,  NORTH  CAROLINA 

DAVIS,  CLIFFORD  EDWARD,  COLUMBUS,  OHIO 

DAVIS,  CLOVIS  GLENN,  JR,  MIDWEST  CITY,  OKLAHOMA 

DAVIS,  CLYDE  ELLIOTT,  WARSAW,  VIRGINIA 

DAVIS,  DAIRELL  WEYMAN,  LAWRENCEVILLE,  GEORGIA 

DAVIS,  DANIEL  THOMAS,  KNOXVILLE,  TENNESSEE 

DAVIS,  DARROL  D.,  RICHMOND,  CALIFORNIA 

DAVIS,  DAVID  LEROY,  SHAWNEE,  KANSAS 

DAVIS,  DAVID  MCKINLEY,  JR,  DALLAS,  TEXAS 

DAVIS,  DAVID  PAUL,  RUSSELLVILLE,  ARKANSAS 

DAVIS,  DEBORAH  LEE,  MUNCIE,  INDIANA 

DAVIS,  DENNIS  CHARLES,  INDIANAPOLIS,  INDIANA 

DAVIS,  DENNIS  KIM,  HINESVILLE,  GEORGIA 

DAVIS,  DENNIS  THOMAS,  CHICAGO  RIDGE,  ILLINOIS 

DAVIS,  DONALD  FRANCIS,  SAN  ANTONIO,  TEXAS 

DAVIS,  DONALD  GENE,  BEXLEY,  OHIO 

DAVIS,  DONALD  L,  SAN  DIEGO,  CALIFORNIA 

DAVIS,  DOUGLAS  LEE,  WILLIAMSBURG,  VIRGINIA 

DAVIS,  DOUGLAS  STEPHEN,  CHATTANOOGA,  TENNESSEE 

DAVIS,  E.  M.,  KANSAS  CITY,  MISSOURI 

DAVIS,  EDWARD  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DAVIS,  EDWARD  PATRICK,  PORTLAND,  OREGON 

DAVIS,  EDWARD  WILLIAM,  JR,  PRINCETON  JUNCTION,  NEW  JERS 

DAVIS,  ELIOT,  VANCOUVER,  WASHINGTON 

DAVIS,  EMERSON,  MILLERSVILLE,  MARYLAND 

DAVIS,  FLOYD  E.,  BENNETTSVILLE,  SOUTH  CAROLINA 

DAVIS,  FRANK  (SA,  FBI-RETIRED),  BOISE,  IDAHO 

DAVIS,  FRANK  EDWIN,  JR,  LOUISVILLE,  KENTUCKY 

DAVIS,  GARTH,  AUSTIN,  TEXAS 

DAVIS,  GEORGE  DOUGLAS,  MELBOURNE,  AUSTRALIA 

DAVIS,  GEORGE  L,  III,  MINEOLA,  NEW  YORK 

DAVIS,  GLEN  PAUL,  BEDFORD,  VIRGINIA 

DAVIS,  GLENN  E.,  MONTPELIER,  VERMONT 

DAVIS,  GRANT  WILLIAM,  REDWOOD  CITY,  CALIFORNIA 

DAVIS,  GRANVILLE  ROSENTHAL,  NEW  YORK,  NEW  YORK 

DAVIS,  H  WINSTON,  FARMINGTON,  NEW  MEXICO 
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DAVIS.  HENRY  RUDY  -  DEERING,  KENNETH  H 
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DAVIS,  HENRY  RUDY,  MEHPHIS,  TENNESSEE 
DAVIS.  HERBERT  N,  JR,  BATON  ROUGE,  LOUISIANA 
DAVIS,  JACK  R.,  EAST  PEORIA,  ILLINOIS 
DAVIS,  JAMES  ALLEN,  VERO  BEACH,  FLORIDA 
DAVIS,  JAMES  ARTHUR,  PORTLAND,  OREGON 

1   DAVIS,  JAMES  CLARENCE,  PENSACOLA,  FLORIDA 
DAVIS,  JAMES  DOUGLAS,  MUSTANG,  OKLAHOMA 
DAVIS,  JAMES  F,  JR,  SNELLVILLE,  GEORGIA 
DAVIS,  JAMES  H,  FERGUSON,  MISSOURI 
DAVIS,  JAMES  H,  ATLANTA,  GEORGIA 
DAVIS,  JAMES  H.,  SHARTHMORE,  PENNSYLVANIA 
DAVIS,  JAMES  JOSEPH,  NEH  YORK,  NEH  YORK 

►  DAVIS,  JAMES  KENNETH,  GASTONIA,  NORTH  CAROLINA 
DAVIS,  JAMES  RICHARD,  EL  CAJON,  CALIFORNIA 
DAVIS,  JAMES  H,  NORFOLK,  VIRGINIA 
DAVIS,  JAMES  HILLIAM,  STURGIS,  SOUTH  DAKOTA 
DAVIS,  JEFFREY  LYNN,  PAPILLION,  NEBRASKA 
DAVIS,  JEFFREY  MARK,  HAMPTON,  VIRGINIA 
DAVIS,  JEFFREY  RAY,  HARRISBURG,  PENNSYLVANIA 
DAVIS,  JERRY,  FRESNO,  CALIFORNIA 
DAVIS,  JERRY  PAUL,  HUNTSVILLE,  ALABAMA 
DAVIS,  JOE  VESTER,  MONROE,  LOUISIANA 
DAVIS,  JOHN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVIS,  JOHN  PATRICK,  DOHNERS  GROVE,  ILLINOIS 
DAVIS,  JOHN  PATRICK,  LIONVILLE,  PENNSYLVANIA 
DAVIS,  JOIE  KENT,  INDIANAPOLIS,  INDIANA 
DAVIS,  JULIUS  ISAAC,  LOS  ANGELES,  CALIFORNIA 
DAVIS,  KARL  DESMOND,  TORONTO,  CANADA 
DAVIS,  LARRY  BENTON,  HINCHESTER,  TENNESSEE 
DAVIS,  LARRY  C,  KINGS  BAY,  GEORGIA 
DAVIS,  LEONARD  ALPHONZO,  DELAND,  FLORIDA 
DAVIS,  LORENZO,  CHICAGO,  ILLINOIS 
DAVIS,  LYNN  R,  CEDAR  CITY,  UTAH 
DAVIS,  MALCOLM  CLIFFORD,  JR,  HOUSTON,  TEXAS 
DAVIS,  MICHAEL  BRUCE,  ODESSA,  TEXAS 
DAVIS,  MICHAEL  GARDNER,  HELENA,  MONTANA 
DAVIS,  MICHAEL  LEE,  PORT  ORCHARD,  HASHINGTON 

tt   DAVIS,  MICHAEL  R.,  INDIANAPOLIS,  INDIANA 

tt   DAVIS,  MILTON  C,  PHOENIX,  ARIZONA 

DAVIS,  MONTE  R. ,  GARDEN  GROVE,  CALIFORNIA 

tt   DAVIS,  NANCY  LOVE,  SEATTLE,  HASHINGTON 

tt   DAVIS,  NICKY  D.,  ORANGE,  TEXAS 

DAVIS,  OTHA  BENJAMIN,  LOS  ANGELES,  CALIFORNIA 
DAVIS,  PAUL  L,  DETROIT,  MICHIGAN 
DAVIS,  PETER  A,  FORT  CARSON,  COLORADO 
DAVIS,  RALPH  EMERSON,  JR,  STOCKTON,  CALIFORNIA 

tt   DAVIS,  RALPH  J.,  BARTLESVILLE,  OKLAHOMA 

tt   DAVIS,  RAMONA  CARROL,  MEMPHIS,  TENNESSEE 
DAVIS,  RAVINELL  C,  SAVANNAH,  GEORGIA 
DAVIS,  RICHARD  E.,  GREENVILLE,  SOUTH  CAROLINA 
DAVIS,  RICHARD  R,  SCOTT  AFB,  ILLINOIS 
DAVIS,  RITCHIE,  T,  EAST  LANSING,  MICHIGAN 
DAVIS,  ROBERT,  MONROE,  LOUISIANA 
DAVIS,  ROBERT  CHARLES,  LAHRENCEVILLE,  GEORGIA 

tt   DAVIS,  ROBERT  J,  PHOENIX,  ARIZONA 

DAVIS,  ROBERT  LELAND,  SAN  JOSE,  CALIFORNIA 
DAVIS,  ROBERT  MICHAEL,  PHILADELPHIA,  PENNSYLVANIA 
DAVIS,  ROBERT  S,  COOPER  CITY,  FLORIDA 

tt   DAVIS,  RODGER  LE,  MARTINEZ,  CALIFORNIA 

tt   DAVIS,  ROGER  F.,  BELLEVUE,  WASHINGTON 

DAVIS,  RONALD  LAYNE,  LAHRENCEVILLE,  GEORGIA 
DAVIS,  RUDY  H.,  HOPEHELL,  VIRGINIA 
DAVIS,  RUSSELL  MAURICE,  SANTA  ANA,  CALIFORNIA 
DAVIS,  STEPHEN  PAUL,  NEH  YORK,  NEH  YORK 
DAVIS,  STEVEN  ALBERT,  INDIANAPOLIS,  INDIANA 
DAVIS,  STEVEN  LYNN,  NEH  IBERIA,  LOUISIANA 
DAVIS,  THOMAS  HARTFORD,  STOCKTON,  CALIFORNIA 
DAVIS,  THOMAS  JAMES,  MEDIA,  PENNSYLVANIA 
DAVIS,  TOMMY  HAYNE,  HENDERSON,  TENNESSEE 

tt   DAVIS,  TYRONE  ELESLIE,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
DAVIS,  VICTOR  BENJAMIN,  CONYERS,  GEORGIA 

tt   DAVIS,  HILBURN  E.,  HICHITA  FALLS,  TEXAS 

*  DAVIS,  HILLIAM  B,  FREMONT,  NEBRASKA 
DAVIS,  HILLIAM  DEAN,  MONTGOMERY,  ALABAMA 

tt   DAVIS,  HILLIAM  H,  VIRGINIA  BEACH,  VIRGINIA 
DAVIS,  HILLIE  GENE,  COVINGTON,  GEORGIA 
DAVISON,  DAVID  ALLAN,  LOVELAND,  COLORADO 

tt   DAVISON,  JOHN  DONALD,  SALINAS,  CALIFORNIA 
DAVISON,  MICHAEL  BARRY,  MONROE,  MICHIGAN 

tt   DAH,  MARGARET  MARY,  OAK  PARK,  ILLINOIS 

DAHE,  RALPH  HILLIAM,  III,  SCOTTSBORO,  ALABAMA 
DAHES,  DENNIS  LEE,  CHEHALIS,  HASHINGTON 

It   DAHKINS,  JACK  M,  TALLAHASSEE,  FLORIDA 
DAHLEY,  JOYCE  FRANCES,  TAMPA,  FLORIDA 

tt   DAHSON,  CLIFFORD  E.,  LEBANON,  ILLINOIS 
DAHSON,  DONALD  CHARLES,  LANSING,  MICHIGAN 
DAHSON,  GARTH  C,  LOVELAND,  COLORADO 

tt   DAHSON,  GENE  ERHIN,  TOHSON,  MARYLAND 

DAHSON,  JAMES  GEORGE,  SANTA  MONICA,  CALIFORNIA 

DAHSON,  LARRY  LANE,  GENESEO,  ILLINOIS 

DAHSON,  LAURENCE  JOHN,  HAMILTON,  CANADA 

DAHSON,  LAHRENCE  MICHAEL,  BATH,  MAINE 

DAHSON,  MARVIN  HENRY,  JR,  COLUMBIA,  SOUTH  CAROLINA 

DAHSON,  ROBERT  JOSEPH,  JR,  SPRING  LAKE,  NEH  JERSEY 

DAHSON,  SILVESTER,  HEST  PALM  BEACH,  FLORIDA 

tt   DAXE,  ARNOLD,  JR,  FALLS  CHURCH,  VIRGINIA 

DAY,  CLIFFORD  EDHARD,  COLORADO  SPRINGS,  COLORADO 
DAY,  DENNIS  GILBERT,  FOSTORIA,  OHIO 
DAY,  DOUGLAS  L.,  LARGO,  FLORIDA 

*  DAY,  HOHARD  D. ,  SYRACUSE,  NEH  YORK 
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DAY,  JAMES  EMMETTE,  ROANOKE,  VIRGINIA 
DAY,  JERRY  HAYNE,  KNOXVILLE,  TENNESSEE 
DAY,  JESSE  EUGENE,  JR,  FALLS  CHURCH,  VIRGINIA 
DAY,  STACE  BANKS,  LEXINGTON,  SOUTH  CAROLINA 
DAYAL,  NEMRAJ,  PORT  LOUIS,  MAURITIUS 
DAYKIN,  ANTHONY,  TUCSON,  ARIZONA 
DAYRINGER,  EDGAR  JOE,  JEFFERSON  CITY,  MISSOURI 
DE  ANGELIS,  JOHN  JOSEPH,  COALINGA,  CALIFORNIA 
BEER,  JOSEPH,  PRETORIA,  SOUTH  AFRICA 
CARLI,  DENNIS  VICTOR,  EUREKA,  CALIFORNIA 
JONG,  DEAN  JAY,  MIAMI,  FLORIDA 
LA  GARZA,  PETER  VANCE,  EDINBURG,  TEXAS 
LA  PAZ,  JOSEPH  JESSE,  JR,  CHICAGO,  ILLINOIS 
LEMOS,  MEDARDO  GRASPARIL,  MANILA,  PHILIPPINES 
PAOLA,  PETER,  JR,  ANAHEIM,  CALIFORNIA 
DE  PAUH,  PETER  ALBERT,  VALE,  OREGON 
DE  POLIS,  THOMAS  ANTHONY,  TAMPA,  FLORIDA 
DE  PROFT,  ALAIN,  BRUSSELS,  BELGIUM 
DE  VALL,  RODDY  FRED,  HAMMOND,  LOUISIANA 
DEACY,  EDHARD  PATRICK,  NEH  YORK,  NEH  YORK 
ALAN  BRIAN,  LOS  ANGELES,  CALIFORNIA 
CLYDE  JUNIOR,  HICKORY,  NORTH  CAROLINA 
JAMES  EDHARD,  DOTHAN,  ALABAMA 
JOHN  MICHAEL,  ALTAMONTE  SPRINGS,  FLORIDA 
RICHARD  B.,  DAYTON,  OHIO 
STOTHARD  I.,  STATESBORO,  GEORGIA 
TERESA  LYNN,  INDIANAPOLIS,  INDIANA 
JOHN  MICHAEL,  OAKLAND,  CALIFORNIA 
DEAMICIS,  CLEMENT  D,  SAN  FRANCISCO,  CALIFORNIA 
DEAN,  AMY  LOUISE,  MURFREESBORO,  TENNESSEE 
BASIL  ELISHA,  NASSAU,  BAHAMAS 
CARL  A.,  OAKLAND,  CALIFORNIA 
DANNY  RAY,  FRANKFORT,  KENTUCKY 
HAROLD  E.,  MONTPELIER,  VERMONT 
HERSCHEL  T,  JR,  MARIANNA,  FLORIDA 
JAMES  CARL,  NEH  YORK,  NEH  YORK 
JOHN  BERNARD,  JR,  HATERFORD,  MICHIGAN 
LEONARD,  DUNCAN,  OKLAHOMA 
MAURICE  F.,  HATKINS  GLEN,  NEW  YORK 
PAUL  HAROLD,  DURHAM,  NEH  HAMPSHIRE 
ROBERT  ALLYN,  MILL8RAE,  CALIFORNIA 
ROGER  M,  HUNTSVILLE,  ALABAMA 
HILLIAM  R.,  DENISON,  TEXAS 
CHARLIE  TATUM,  PRINCE  HILLIAM,  VIRGINIA 
MICHAEL  A.,  CRANFORD,  NEW  JERSEY 


DE 
DE 
DE 
DE 
DE 
DE 
DE 


DEAL, 
DEAL, 
DEAL, 
DEAL, 
DEAL, 
DEAL, 
DEAL, 
DEALY, 


DEAN, 
DEAN, 
DEAN, 
DEAN, 
DEAN, 
DEAN, 
DEAN, 
DEAN, 


67  tt   DEAN, 


DFAN, 
DEAN, 
DEAN, 
DEAN, 
DEANE 
DEANE, 


DEANE,  ROBERT  LOU,  KENOSHA,  WISCONSIN 
DEANES,  WILLIAM  LEE,  VIRGINIA  BEACH,  VIRGINIA 
DEANGELO,  RONALD  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUM 
DEAR,  JULY  C,  LOS  ANGELES,  CALIFORNIA 
DEARING,  WALTER  S,  KENNETT,  MISSOURI 
DEARISO,  ROBERT  H.,  ATLANTA,  GEORGIA 
DEARMIN,  DENNIS  DALE,  STOCKTON,  CALIFORNIA 
DEARMOND,  EDHARD,  GALLUP,  NEH  MEXICO 
DEARTH,  ROBERT  CRAIG,  FRANKFURT, 
DEASON,  DELBERT  HAYNE,  CENTREVILLE,  ALABAMA 
DEASY,  BILL  D,  SACRAMENTO,  CALIFORNIA 
DEASY,  BRIAN  HILLIAM,  DENVER,  COLORADO 
DEATHERAGE,  STEVEN  DEAN,  EAST  PEORIA,  ILLINOIS 
DEATON,  STEPHEN  CURTIS,  CHARLOTTE,  NORTH  CAROLINA 
DEAVERS,  CARL  RAYMOND,  JR,  RICHMOND,  VIRGINIA 
DEBASSIO,  JOHN  A,  COHASSET,  MASSACHUSETTS 
DEBAUN,  THOMAS  K,  SHELBYVILLE,  INDIANA 
DEBEAU,  MARK  LAHRENCE,  DETROIT,  MICHIGAN 
DEBIASI,  DAVID  ALBERT,  DETROIT,  MICHIGAN 
DEBLOCK,  HILLIAM  JOHN,  MIDDLETOHN,  NEH  YORK 
DEBOE,  HAROLD,  MAYFIELD  HEIGHTS,  OHIO 
DEBOER,  DONALD,  OGDEN,  UTAH  „..„„»„ 

MICHAEL  HILLIAM,  BATTLE  CREEK,  MICHIGAN 
RICHARD,  JR,  BARNSTABLE,  MASSACHUSETTS 
STEPHEN  HAROLD,  HASTINGS,  MICHIGAN 
STEPHEN  PAUL,  EAST  LANSING,  MICHIGAN 
DARIAN  CLARKE,  NORMAN,  OKLAHOMA 
JERRY  DOLPHUS,  ATLANTA,  GEORGIA 
LEONARD  CHARLES,  SALAMANCA,  NEH  YORK 


DEBOER, 
DEBOER, 
DEBOER, 
DEBOER, 
DEBOLT, 
DEBORD, 
DEBOY, 


DECKER, 
DECKER, 
DECKER, 
DECKER, 


DECAPUA,  MICHAEL  LOUIS,  ASHLAND,  OREGON 

DECARLI,  DANNY  H  W,  FERGUSON,  MISSOURI 

DECHANT,  DAVID  FRANCIS,  STEAMBOAT  SPRINGS,  COLORADO 

DECHANT,  ROBERT  GORMAN,  BENSALEM,  PENNSYLVANIA 

DECHENNE,  DOUGLAS  ALLEN,  PALM  BAY,  FLORIDA 

DECKER,  FRANK  E.,  NORFOLK,  VIRGINIA 

JAMES  EDWARD,  SAN  DIEGO,  CALIFORNIA 

JOHN,  NEW  YORK,  NEW  YORK 

ROYCE  MERRILL,  JR,  BROOKSVILLE,  FLORIDA 
,  WILLIAM  SPRINGALL,  MIDLAND,  TEXAS 
DECOLFMACKER,  GARY  JOHN,  DOVER,  NEW  HAMPSHIRE 
DECOUDRES,  MICHAEL  LOUIS,  LOS  ANGELES,  CALIFORNIA 
DECOWSKI,  JAMES,  MINNEAPOLIS,  MINNESOTA 
DECRONA,  ANTHONY  ALAN,  TONOPAH,  NEVADA 
DEDIONISIO,  PAUL  J,  JR,  ERIE,  PENNSYLVANIA 
DEDIVITIS,  RUDOLPH  M. ,  YONKERS,  NEW  YORK 
DEDMAN,  FRED  E,  MOUNT  VERNON,  ILLINOIS       - 
DEDMON,  DERRY  WAYNE,  GREEN  COVE  SPRINGS,  FLORIDA 
DEEGAN,  MICHAEL,  SOUTH  BARRINGTON,  ILLINOIS 
DEEL,  STEVEN  MARK,  DALLAS,  TEXAS 
DEELEY,  ROBERT  E,  SIGNAL  HILL,  CALIFORNIA 
DEELY,  JAMES  P.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DEEM,  JAMES  N,  BAKERSFIELD,  CALIFORNIA 
DEER,  RICHARD  BOYD,  CHARLOTTE,  MICHIGAN 
DEERING,  IVAN  GERALD,  JR,  HOWELL,  MICHIGAN 
DEERING,  KENNETH  W,  SAN  DIEGO,  CALIFORNIA 
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DEERING,  STEVEN  RALPH  -  DEREMER,  DAVID  HENRY 


194 
157  tt 

95 
138 
183 

90 
168 
197 

128  tt 
186 
131 
108 
122 
113  tt 
120 
174 
199 

98 
128 
105 
135  # 
112 
118 
107  tt 

99 

57  # 
137 

93  tt 
160 
197 

72 
185 

75  tt 
128 
134 
160 
172 
142 
154 
198 
177 

87 
163 
117 
110  * 
153 
125 
151 
179 
196 
154 
180 
174 
128 

98  tt 
107 
105  # 
167 

87 
148 
164  tt 
113 
180 

69 
197 

96 
121  tt 
192 
193 
121 
102 
130 
112  tt 

129  # 
113 
193 
150 
194 
103  * 
157 
154 
192 
138 
125  * 
181 
110  tt 

146  n 
181 

147  tt 
131 
198 

93 
164 
112 
135 
193 
107  tt 
196 
108 
139 


DEERING,  STEVEN  RALPH,  SALINAS,  CALIFORNIA  181 

DEES,  HERMAN  MICHAEL,  LELAND,  MISSISSIPPI  112 

DEES,  HILLIAM  C. ,  GREENVILLE,  SOUTH  CAROLINA  192 

DEESE,  EDWARD  THOMAS,  NATIONAL  CITY,  CALIFORNIA  108 

DEESE,  TERRY  HAYNE,  FORT  VALLEY,  GEORGIA  123  It 

DEFAUH,  ADOLPH  C,  EAST  MOLINE,  ILLINOIS  164 

DEFELICE,  BRIAN  MICHAEL,  NEW  BRUNSWICK,  NEW  JERSEY  166 

DEFILLO,  MARLON  ANTHONY,  NEW  ORLEANS,  LOUISIANA  117 

DEFORREST,  BILL  LEROY,  SPRINGFIELD,  OREGON  99  tt 

DEFRANCO,  STEVEN  A,  NEW  YORK,  NEW  YORK  94 

DEFRANZA,  DONALD  MICHAEL,  CHICAGO,  ILLINOIS  188 

DEFREESE,  FRANK  D. ,  COLUMBIA,  SOUTH  CAROLINA  178 

DEFURIA,  LAURENCE  MARION,  POMPANO  BEACH,  FLORIDA  39  tt 

DEGARIE,  NORMAN  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA  149 

DEGE,  JAMES  CARROLL,  OWATONNA,  MINNESOTA  78  tt 

DEGOU,  DAVID  JOSEPH,  CAMBRIDGE,  MASSACHUSETTS  69  tt 

DEGRAFFENRIED,  FRANCIS  MARION,  AUBURN,  ALABAMA  120  * 

DEGREENIA,  LEO  F.,  JR,  CONCORD,  NEW  HAMPSHIRE  92 

DEGROOT,  RALPH  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA  152 

DEGULIS,  VINCENT  P.,  ENGLISHTOWN,  NEW  JERSEY  194 

DEHAAN,  RICHARD  HENRY,  BEAVERTON,  OREGON  149 

DEHAVEN,  PAUL  J.,  MERRILLVILLE,  INDIANA  172 

DEHAVEN,  WILLIAM  THOMAS _  BERWYN,  PENNSYLVANIA  111  tt 

DEHERRERA,  JUAN,  RAWLINS,  WYOMING  187 

DEHL,  BERNARD  R,  RENO,  NEVADA  169 

DEHNER,  RAYMOND  H.  ,  SACRAMENTO,  CALIFORNIA  92  tt 

DEHNERT,  LARRY  THOMAS,  HOUSTON,  TEXAS  109 

DEHNICKE,  DUANE  E,  WESTERN  SPRINGS,  ILLINOIS  105  tt 

DEICHSEL,  RAY  GREGORY,  HEMET,  CALIFORNIA  196 

DEITCHLEY,  GREGORY  GEORGE,  INDIANAPOLIS,  INDIANA  190 

DEJESUS,  ANTONIO  REMIGIO,  MANILA,  PHILIPPINES  21  tt 

DEJESUS,  CARLOS,  JR,  CLEVELAND,  OHIO  194 

DEJKUNJORN,  VASIT,  BANGKOK,  THAILAND  145 

DEJOSEPH,  MICHAEL  ANTHONY,  NEWTOWN,  CONNECTICUT  128 

DEKATCH,  JOSEPH  DOUGLAS,  FLINT,  MICHIGAN  124  tt 

DEKKER,  ABRAHAM,  THE  HAGUE,  NETHERLANDS  132 

DEKKER,  ROBERT  ARJAAN,  FILLMORE,  UTAH  113  tt 

DEKMAR,  LOUIS  MICHAEL,  JR,  MORROW,  GEORGIA  183 

DEL  CORE,  ROBERT,  ARLINGTON,  VIRGINIA  140 

DEL  NEGRO,  STEVEN  JON,  FRAMINGHAM,  MASSACHUSETTS  99  tt 

DEL  ROSARIO,  GONZALO  KUIZON,  NEW  YORK,  NEW  YORK  125 

DELACHICA,  ALBERTO  J.,  LAREDO,  TEXAS  158 

DELAGARZA,  FILOMENO  PHILLIP,  SAN  ANTONIO,  TEXAS  125 

DELAGARZA,  JAMES  E,  SEGUIN,  TEXAS  131 

DELAGRAVE,  JOHN  E,  SANTA  BARBARA,  CALIFORNIA  83  tt 

DELAND,  THOMAS  CHARLES,  JR,  BROOMFIELD,  COLORADO  173 

DELANEY,  EDWARD  JOSEPH,  JR,  ORANGE,  CONNECTICUT  147 

DELANEY,  MICHAEL  PATRICK,  MONROVIA,  CALIFORNIA  67  tt 

DELANEY,  WILLIAM  CLINTON,  OVERLAND  PARK,  KANSAS  114 

DELANEY,  WILLIAM  PATRICK,  RAMSTEIN  AIR  BASE,  ARMED  FORC  133  tt 

DELAP,  WALTER  MERTON,  RAYBROOK,  NEW  YORK  101 

DELAPLACE,  DANIEL,  LAUSANNE,  SWITZERLAND  133  tt 

DELATOUR,  MICHEL  ALEXANDER,  BERKELEY,  CALIFORNIA  127 

DELAUGHTER,  JULIUS  N,  JR,  WASHINGTON,  DISTRICT  OF  COLUM  197 

DELAUGHTER,  RICHARD  B,  OKLAHOMA  CITY,  OKLAHOMA  124 
DELAURIE,  ERNEST  G,  SAN  BERNARDINO,  CALIFORNIA  95  tt 

DELDUCA,  RALPH  M. ,  BERKELEY  HEIGHTS,  NEW  JERSEY  132 

DELEAVER,  DOUGLAS,  ANNAPOLIS,  MARYLAND  196 

DELELLIS,  CAMILLO  A.,  VERONA,  PENNSYLVANIA  187 

DELEO,  MICHAEL  J,  LEBANON,  PENNSYLVANIA  191 
DELEO,  ROCCO,  MIAMI  BEACH,  FLORIDA  88  tt 

DELEON,  CESAR  R.,  MANILA,  PHILIPPINES  158 
DELEON,  HUMBERTO  GARCED,  SAN  JUAN,  PUERTO  RICO  93  tt 

DELEON,  LEONARDO  C,  MANILA,  PHILIPPINES  127 

DELEON,  RAUL,  MODESTO,  CALIFORNIA  145  * 

DELEON,  SALVADOR  S,  MANILA,  PHILIPPINES  104 
DELEVA,  JOSEPH  ANTHONY,  BOSTON,  MASSACHUSETTS  88  * 

DELGADO  MORA,  JAIRO  ROLANDO,  BOGOTA,  COLOMBIA  156  tt 

DELGADO,  TERRENCE  MICHAEL,  SANTA  FE,  NEW  MEXICO  188 

DELGROSSO,  THOMAS  JOSEPH,  JR,  PIERRE,  SOUTH  DAKOTA  124 
DELIA,  CONO  J,  HACKENSACK,  NEW  JERSEY  63  * 

DELIA,  RONALD  JASON,  HENDERSON,  NEVADA  187 
DELIANIS,  PAUL,  MELBOURNE,  AUSTRALIA  2  tt 

DELIMA,  KENNETH  SR,  WAILUKU,  MAUI,  HAWAII  115  # 

DELIMAN,  JOHN  M,  NEW  BRUNSWICK,  NEW  JERSEY  118 
DELINSKI,  JEFFERY  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBI  41  # 

DELISE,  RICHARD,  PHILADELPHIA,  PENNSYLVANIA  94 

DELK,  MARK  ANDREWS,  SR,  PELHAM,  ALABAMA  198 

DELL,  GERALD  W. ,  BILLINGS,  MONTANA  164 

DELL,  RAYMOND  CRONIN,  JR,  CORNING,  NEW  YORK  143 

DELLA  JACONO,  JOHN  LOUIS,  FORT  LEAVENWORTH,  KANSAS  194 

DELLA  VECCHIO,  MARK,  DARBY  BORO,  PENNSYLVANIA  182 

DELLA-MONICA,  GLENN,  SACRAMENTO,  CALIFORNIA  116 

DELLING,  PAUL  ARTHUR,  CLAYTON,  MISSOURI  181 

DELMAR,  JESSE,  WINDOW  ROCK,  ARIZONA  149 
DELMAR,  SALVADOR,  JR,  TOWN  AND  COUNTRY,  MISSOURI  94  tt 

DELMONT,  DENNIS  JOHN,  MENDOTA  HEIGHTS,  MINNESOTA  114  tt 

DELO,  CHARLES  THOMAS,  NEW  CITY,  NEW  YORK  146 

DELOACH,  JOHN  FRANKLIN,  BOYNTON  BEACH,  FLORIDA  150 

DELONG,  HENRY  DUANE,  WASHINGTON,  PENNSYLVANIA  123  tt 
DELONG,  JERRY  WAYNE,  CRAIG,  COLORADO  97 

DELOS,  REYES  FERNANDO,  MANILA,  PHILIPPINES  181 

DELOUCHE,  DONALD  CRAIG,  LAKE  CHARLES,  LOUISIANA  180 

DELP,  STEPHEN  C.  ,  RICHMOND,  VIRGINIA  118  tt 

DELROSSI,  JOSEPH  HARRY,  STONEHAM,  MASSACHUSETTS  132 
DELTORCHIO,  ALFRED  EDWARD,  BENICIA,  CALIFORNIA  49  # 

DELUCA,  ANTHONY  F,  WARREN,  MICHIGAN  167 

DELUCCA,  JOHN  JOSEPH,  II,  WASHINGTON,  DISTRICT  OF  COLUM  124 

DELUCIA,  BERNARD  E,  IRVINGTON,  NEW  JERSEY  124 

DELUCIA,  RALPH  ALBERT,  FRANKLIN,  MASSACHUSETTS  164 


DELUGO,  ISAAC  SANTIAGO,  II,  MINNEAPOLIS,  MINNESOTA 
DELUSSEY,  EDMUND  B.  ,  CINNAMINSON,  NEW  JERSEY 
DELVENTO,  ALLEN  LOUIS,  WEST  TRENTON,  NEW  JERSEY 
DEMAG,  DAVID  E,  BURLINGTON,  VERMONT 
DEMAIO,  PETER  MARION,  JR,  LYNWOOD,  ILLINOIS 
DEMARCHIS,  JOSEPH  ROBERT,  JEANNETTE,  PENNSYLVANIA 
DEMAREE,  JAMES  MICHAEL,  NACOGDOCHES,  TEXAS 
DEMARTINO,  JOHN  R. ,  BALLSTON  SPA,  NEW  YORK 
DEMASI,  ANTHONY  J,  WEST  TRENTON,  NEW  JERSEY 
DEMATTIO,  ROBERT  J.,  SR,  POUGHKEEPSIE,  NEW  YORK 
DEMBINSKY,  STEPHAN  LEE,  DAYTONA  BEACH  SHORES,  FLORIDA 
DEMBOWSKI,  STEPHEN  GERARD,  HACKENSACK,  NEW  JERSEY 
DEMELLO,  FRANCIS  B.,  WAILUKU,  MAUI,  HAWAII 
DEMELLO,  RONALD  EDDY,  FALMOUTH,  MASSACHUSETTS 
DEMEMBER,  BERNARD  P.,  ELMIRA,  NEW  YORK 
DEMEO,  ANTHONY  J.,  GENEVA,  NEW  YORK 
DEMERS,  ROGER  JOSEPH,  DOVER,  NEW  HAMPSHIRE 
DEMETRIA,  ELPIDIO,  MANILA,  PHILIPPINES 
DEMILLE,  STEVEN  DEE,  SALT  LAKE  CITY,  UTAH 
DEMINGS,  JERRY  LOUIS,  ORLANDO,  FLORIDA 
DEMMA,  JOSEPH  MICHAEL,  PEMBROKE  PINES,  FLORIDA 
DEMMON,  DANIEL  EDWARD,  MERRILLVILLE,  INDIANA 
DEMORE,  DON  R,  TOPEKA,  KANSAS 
DEMOSS,  GARY  WILLIAM,  SILVER  LAKE,  OHIO 
DEMPSEY,  CHARLES  WILLIAM,  CEDAR  PARK,  TEXAS 
DEMPSEY,  DANIEL  L,  CONCORD,  NEW  HAMPSHIRE 
DEMPSEY,  JOHN  F,  MORRISTOWN,  NEW  JERSEY 
DEMPSEY,  JOHN  N,  DENVER,  COLORADO 

DEMPSEY,  PATRICK  DENNIS,  PHILADELPHIA,  PENNSYLVANIA 
DEMPSEY,  PATRICK  ROBERT,  ROSELLE,  ILLINOIS 
DEMPSEY,  PETER  A.,  MONTCLAIR,  NEW  JERSEY 
DEMPSEY,  STEVE  FRANKLIN,  KING  GEORGE,  VIRGINIA 
DEMPSEY,  WILLIAM  HENRY,  CALIFORNIA  CITY,  CALIFORNIA 
DEMPSTER,  JOHNNIE  WESLEY,  GOLDEN,  COLORADO 
DEMPSY,  DONALD  CLAY,  BARTOW,  FLORIDA 

DEMSKI,  WILLIAM  STEPHEN,  JR,  PHILADELPHIA,  PENNSYLVANIA 
DEMURI,  MARION  L.,  FLORISSANT,  MISSOURI 
DENARDO,  ROBERT,  BRADLEY  BEACH,  NEW  JERSEY 
DENCKER,  JUDY  ANN,  SALT  LAKE  CITY,  UTAH 
DENEEN,  DENNIS  P.,  CHICAGO,  ILLINOIS 
DENEUI,  JAMES  JOHN,  MANHATTAN  BEACH,  CALIFORNIA 
JAMES  COLON,  WAYNESBORO,  MISSISSIPPI 
ROBERT  NEWTON,  JR,  SACRAMENTO,  CALIFORNIA 
WILLIAM  HORACE,  FOUNTAIN  VALLEY,  CALIFORNIA 
DENISIO,  CARL  B,  LACKLAND  AFB,  TEXAS 
DENITZIO,  THOMAS  JOSEPH,  SCOTCH  PLAINS,  NEW  JERSEY 
DENK,  JOHN  PATRICK,  DALLAS,  TEXAS 

DENLEA,  THOMAS  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DENNEHY,  DAVID  H. ,  BROCKTON,  MASSACHUSETTS 
DENNERLL,  ROGER  JAMES,  BOWLING  GREEN,  OHIO 
DENNETT,  ROBERT  E.,  ROHNERT  PARK,  CALIFORNIA 
CARL,  READING,  OHIO 
CHARLES  LEROY,  GOLD  BEACH,  OREGON 
CHRISTOPHER  DAVID,  HALTOM  CITY,  TEXAS 
JAMES  RAY,  LAHRENCE,  KANSAS 
NORMAN  E,  ALBANY,  GEORGIA 
ROBERT  EDWARD,  JOHNSON  CITY,  TENNESSEE 
DENNING,  FRANCIS  PAUL,  ROELAND  PARK,  KANSAS 
DENNIS,  ANTHONY,  SUMTER,  SOUTH  CAROLINA 

ARTHUR  ODELL,  JR,  MANASSAS,  VIRGINIA 
BYRON  R.,  ALEXANDER  CITY,  ALABAMA 
DAVID  LEON,  TAHOE  CITY,  CALIFORNIA 
OON  A.,  FRESNO,  CALIFORNIA 
DWAIN  LEE,  IONIA,  MICHIGAN 
EDWARD  EARL,  JR,  PIKESVILLE,  MARYLAND 
HENRY  E,  III,  TOMS  RIVER,  NEW  JERSEY 
JOHN  E.,  COLUMBIA,  SOUTH  CAROLINA 
JOHN  ROBERT,  UNIVERSITY  CITY,  MISSOURI 
JOHN  ROBERT,  LAFAYETTE,  INDIANA 
PAUL  THOMAS,  OPELIKA,  ALABAMA 
SILAS  E.,  JR.,  HYATTSVILLE,  MARYLAND 
WADE  FRANKLIN,  FORT  CARSON,  COLORADO 
DENNISON,  JOHN  D. ,  OMAHA,  NEBRASKA 
DENNISON,  LAWRENCE  C. ,  RENO,  NEVADA 
DENNY,  MICHAEL  ALLEN,  BIRMINGHAM,  ALABAMA 
DENSON,  ROY  F.,  SR. ,  TRENTON,  NEW  JERSEY 
DENT,  JAMES  E,  BLUEFIELD,  WEST  VIRGINIA 
DENT,  MITCHELL  LEROY,  VICKSBURG,  MISSISSIPPI 
DENT,  THOMAS  ARTHUR,  PARKERSBURG,  WEST  VIRGINIA 
DENTON,  CHARLES  BURCHUM,  SENECA,  SOUTH  CAROLINA 
DENTON,  PAUL  STEPHEN,  COLUMBUS,  OHIO 
DEOLD,  GEORGE  ROBERT,  PATERSON,  NEW  JERSEY 
DEPALMA,  ANTHONY  J.,  LIMA,  OHIO 

DIANE  L  R,  PITTSBURGH,  PENNSYLVANIA 
PASCAL  ANTHONY,  BOONTON,  NEW  JERSEY 
SALVATORE,  SAN  DIEGO,  CALIFORNIA 
DEPAOLi;  MARIO  R,  TORRINGTON,  CONNECTICUT 
DEPASQUALE,  JOHN  ANGELO,  TOWN  OF  TONAWANDA,  NEW  YORK 
DEPASQUALE,  LEONARD  JOHN,  EAST  GREENWICH,  RHODE  ISLAND 
DEPEW,  WILLIAM  KEITH,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
DEPIERO,  RAYMOND  G. ,  BROOK  PARK,  OHIO 

DEPOLO,  DANIEL  JOSEPH,  POINT  PLEASANT  BEACH,  NEW  JERSEY 
DEPOMPA,  RONALD  LEROY,  GLENDALE,  CALIFORNIA 
DEPOURCQ,  DESIRE,  WINNIPEG,  CANADA 
DEPPELER,  JOHN  JOSEPH,  WEST  SENECA,  NEW  YORK 
DEPREZ,  CLARENCE  G. ,  ROCHESTER,  NEW  YORK 
DEPUTY,  DAVID  EDWARD,  DOVER,  DELAWARE 
DERBY,  PHILIP  HAYNE,  RAINIER,  OREGON 
DERBYSHIRE,  WILFRED  JOHN,  NIAGARA  FALLS,  CANADA 
DEREMER,  DAVID  HENRY,  BETHEL  PARK,  PENNSYLVANIA 


DENHAM, 
DENMAM, 

DENISI, 


DENNEY, 
DENNEY, 
DENNEY, 
DENNEY, 
DENNEY, 
DENNEY, 


DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 
DENNIS, 


DEPALMA, 
DEPALMA, 
DEPAOLA, 
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DEREHER,  JACQUES  IAN  -  DINGLER,  DONALD  MILTON 


181  I 
81  I 

175 
67  i 

156 

136 

182 

167 
52 

127 

197 
35 

177 
93 

155 
90 

135 

177 

180 

152 

180 

139 

196 

182 

138 

131 

130 

107 

105 

152 

192 

133 

130 

132 

169 

137 
85 
58 

176 

124 

121 
64 

127 
92 

109 
92 

196 

192 

183 
94 

121 
99 
161 
107 
198 
183 
156 
154 
154 
188 
182 
71 
61 
69 
176 
186 
105 
179 
199 
168 
152 
96 
198 
196 
101 
163 
170 
170 
154 
142 
116 
171 
74 
184 
47 
182 
161 
102 
197 
193 
172 
138 
198 
127 
130 
160 
186 
124 
149 
187 


I   DEREHER,  JACQUES  IAN,  MIAMI,  FLORIDA 
(  DERENBURGER,  JOHN  L.,  MILES  CITY,  MONTANA 
DERICCO,  JAMES  JOSEPH,  ROCKFORD,  ILLINOIS 
t   DERNING,  DON  R.,  HINNETKA,  ILLINOIS 
DEROCHA,  THOMAS  R,  STERLING  HEIGHTS,  MICHIGAN 
DEROSE,  BARRY  ALFRED,  POMPANO  BEACH,  FLORIDA 
DEROSE,  PETER  ROCCO,  ROSELLE,  NEH  JERSEY 
DEROSSETT,  CARL  STEPHEN,  SANTA  CLARA,  CALIFORNIA 
■  DEROUEN,  J.  NIC,  NEH  IBERIA,  LOUISIANA 
1   DERR,  HILLIAM  ALAN,  SAN  FRANCISCO,  CALIFORNIA 

DERRICK,  CHARLES  EDHARD,  AUSTIN,  TEXAS 
l  DERRICK,  TILLMAN  HINFIELD,  YORK,  SOUTH  CAROLINA 
DERRY,  KIM  HALTER,  TORONTO,  CANADA 
DERUM,  HARRY  A.,  MARTINEZ,  CALIFORNIA 
DERZIS,  NICHOLAS  CHARLES,  HOOVER,  ALABAMA 
1   DESALVATORE,  JOSEPH  F,  ONEONTA,  NEH  YORK 
DESANTO,  FRANK  GEORGE,  HILLSIDE,  NEH  JERSEY 
DESKINS,  DAVID  LEE,  URBANA,  OHIO 
DESMARAIS,  JOHN  RENE,  CENTRAL  FALLS,  RHODE  ISLAND 
DESMITH,  DONALD  ELMER,  CANANDAIGUA,  NEW  YORK 
DESMOND,  JOHN  CHARLES,  LOS  ANGELES,  CALIFORNIA 
1   DESMOND,  JOHN  JOSEPH,  WILMINGTON,  DELAWARE 
DESROSIERS,  JACQUES  PAUL,  TAYLOR,  MICHIGAN 
DESROSIERS,  PAUL  MATTHEH,  NEW  BEDFORD,  MASSACHUSETTS 
DESTEFANO,  NICHOLAS  ANTHONY,  NEH  YORK,  NEW  YORK 
¥  DESTEUNDER,  ROBERT  FREDRICK,  SAN  DIEGO,  CALIFORNIA 
tt   DETEMPLE,  JOSEPH  F,  BETHEL,  ALASKA 

DETERDING,  DUANE  K,  NORTH  PLATTE,  NEBRASKA 

DETIENNE,  LLOYD,  JR,  ZION,  WISCONSIN 

DETLOFF,  HENRY  PATRICK,  OREGON  CITY,  OREGON 

DETOMMASO,  MICHAEL  FRANK,  CHARLOTTE,  NORTH  CAROLINA 
V   DETTHAN,  THOMAS  MARTIN,  BOYNTON  BEACH,  FLORIDA 
U   DETTMANN,  EDMUND  PAUL,  NEW  YORK,  NEW  YORK 

DETTMER,  RICHARD  LEROY,  HAYWARD,  CALIFORNIA 

DEUBER,  ROBERT  DANIEL,  KING  OF  PRUSSIA,  PENNSYLVANIA 

DEUPREE,  ROBERT  EARL,  ASTORIA,  OREGON 

DEUTCSH,  ARTHUR  V,  BIRMINGHAM,  ALABAMA 
tt   DEUTSCHMANN,  LOUIS  H.  ,  NEW  ORLEANS,  LOUISIANA 

DEVANE,  STANLEY  EUGENE,  DOTHAN,  ALABAMA 

DEVANEY,  FREDRICK  MARIUS,  SIOUX  FALLS,  SOUTH  DAKOTA 

DEVANEY,  GEORGE  EDHARD,  WEST  CALDWELL,  NEW  JERSEY 
tt   DEVANEY,  JAMES  PATRICK,  NORTH  MIAMI,  FLORIDA 

DEVANEY,  PATRICK  OWEN,  LOS  ANGELES,  CALIFORNIA 
ft   DEVANEY,  THOMAS  P,  GENEVA,  NEW  YORK 

DEVARAJ,  HENRY  T.,  SINGAPORE,  SINGAPORE 
*  DEVAULT,  LEHIS  N,  BLOOMINGTON,  ILLINOIS 

DEVEAU,  EDWARD  PAUL,  WATERTOWN,  MASSACHUSETTS 

DEVENGER,  PAUL  SCOT,  ST  JOHNSBURY,  VERMONT 

DEVENS,  JOHN  P,  ANGLETON,  TEXAS 
ft   DEVER,  MERRILL  T,  ERIE,  PENNSYLVANIA 

DEVEREAUX,  JOHN  PATRICK,  SANTA  ANA,  CALIFORNIA 
ft   DEVILBISS,  JAMES  C,  EL  SEGUNDO,  CALIFORNIA 

DEVINCENZI,  RONALD  ANTHONY,  ST  JOHNSBURY,  VERMONT 
ft   DEVINE,  JOHN  R,  SMITHFIELD,  RHODE  ISLAND 

DEVINE,  JOSEPH  ALOYSIUS,  ROCKAWAY,  NEW  JERSEY 

DEVINE,  STEVEN  CHARLES,  COCONUT  CREEK,  FLORIDA 

DEVITO,  MARK  DAVID,  HATERTOWN,  NEW  YORK 

DEVITO,  MICHAEL  JOHN,  III,  HAHTHORNE,  NEH  YORK 

DEVLIN,  STEVEN  MARK,  BOSTON,  MASSACHUSETTS 

DEVLIN,  SUZANNE,  FAIRFAX,  VIRGINIA 

DEVLIN,  WILLIAM  PATRICK,  HHITE  PLAINS,  NEH  YORK 
ft   DEVLIN,  WILLIAM  PAUL,  PHILADELPHIA,  PENNSYLVANIA 
ft   DEVOE,  CHARLES  E.,  BUFFALO,  NEW  YORK 
ft   DEVOLL,  JAMES  F.,  COLUMBUS,  OHIO 

DEVOSS,  MICHAEL  DUANE,  QUINCY,  ILLINOIS 

DEVRIES,  HENRY,  BATAVIA,  NEH  YORK 
ft   DEW,  JAMES  CARROLL,  MULLINS,  SOUTH  CAROLINA 

DEH,  MARGO  ROSE,  SCAPPOOSE,  OREGON 

DEHEY,  CHARLES  BROWN  RIGG,  UNIVERSAL  CITY,  TEXAS 

DEHITT,  DIANE  KAY,  SAGINAH,  MICHIGAN 

DEHOLF,  PETER  A,  GHENT,  BELGIUM 

DEYO,  SIDNEY  C,  JR,  HARRISBURG,  PENNSYLVANIA 

DEYOUNG,  DAN  ALAN,  EVANSVILLE,  INDIANA 

DEZENZO,  ANTHONY  GEORGE,  PARSIPPANY-TROY  HILLS,  NEW  JER 

DHARITHAI,  HEMARAJ,  BANGKOK,  THAILAND 

DI  GUIDA,  ROBERTO,  TURIN,  ITALY 

DI  SANTO,  DANIEL  PATRICK,  SANTA  ANA,  CALIFORNIA 

DIAL,  CONSTANCE  MARIE,  LOS  ANGELES,  CALIFORNIA 

DIAL,  DAVID  EARL,  NAPERVILLE,  ILLINOIS 

DIAMANT,  KATHRYN,  SALT  LAKE  CITY,  UTAH 

DIAMOND,  DREH,  TULSA,  OKLAHOMA 

DIAMOND,  JERRY  MARK,  MARION,  IOHA 
ft   DIAMOND,  JIM  D.,  JR,  TAMPA,  FLORIDA 

DIANGELO,  PASQUALE  FRANCIS,  ASHTABULA,  OHIO 
*  DIAZ  ROJAS,  ANDRES,  HAVANA,  CUBA 

DIAZ  TORRES,  VICTOR,  SAN  JUAN,  PUERTO  RICO 

DIAZ-PAGAN,  GILBERTO,  CAQUAS,  PUERTO  RICO 
tt   DIAZ-RIVERA,  RUBEN,  SAN  JUAN,  PUERTO  RICO 

DIAZ-ROJAS,  RUDY  ORLANDO,  SANTIAGO,  CHILE 

DIAZ,  ALBERT  RAY,  HOUSTON,  TEXAS 

DIAZ,  JOHN  ANTHONY,  SEATTLE,  HASHINGTON 
tt   DIAZ,  MANUEL  WAYNE,  MIAMI,  FLORIDA 

DIAZ,  RICARDO  ABRAZALDO,  MANILA,  PHILIPPINES 

DIAZ,  ROBERT  SERRATO,  ODESSA,  TEXAS 

DIAZ,  RUBEN  ZARAGOZA,  SAN  JOSE,  CALIFORNIA 

DIAZ,  RUBEN,  SR,  HOUSTON,  TEXAS 

DIAZ,  SERGIO  GILBERTO,  JR,  LOS  ANGELES,  CALIFORNIA 
ft   DIBARTOLOHEO,  CARMINE  A,  BOSTON,  MASSACHUSETTS 

DIBIASE,  HARRY  DANIEL,  PARRIS  ISLAND,  SOUTH  CAROLINA 

DICE,  JEANETTE  PATRICIA,  NEW  YORK,  NEW  YORK 


DICENZO,  JOSEPH  F,  NORTH  PROVIDENCE,  RHODE  ISLAND 
DICHIARO,  ANTHONY  PETER,  NEW  YORK,  NEW  YORK 
DICK,  GAMBLE  CROCKETT,  III,  TUCSON,  ARIZONA 
DICK,  GARY  LEE,  CLEARLAKE,  CALIFORNIA 
DICK,  JAMES  R,  JR,  CUMBERLAND,  MARYLAND 
DICK,  JANE  ELIZABETH,  TORONTO,  CANADA 
DICK,  ROBERT  N,  TULSA,  OKLAHOMA 
DICKENS,  JAMES  A.,  TALLAHASSEE,  FLORIDA 
DICKERSON,  CHUCK,  KERRVILLE,  TEXAS 
DICKERSON,  DANIEL  PATRICK,  PEORIA,  ILLINOIS 
DICKERSON,  GEORGE  HENRY,  JR,  FENWICK  ISLAND,  DELAWARE 
DICKERSON,  GRANVILLE,  JR,  DECATUR,  GEORGIA 
DICKERSON,  KENNETH  ALLEN,  HOLLY  SPRINGS,  MISSISSIPPI 
DICKERSON,  LAWRENCE  MYRAN,  LACEY,  WASHINGTON 
DICKEY,  DANIEL  G.,  MATAWAN,  NEW  JERSEY 
DICKEY,  JANET  LYNORE,  FORT  LAUDERDALE,  FLORIDA 
DICKEY,  MICHAEL  JOHN,  ENGLEHOOD,  OHIO 
DICKEY,  ROGER  PAUL,  ABILENE,  TEXAS 
DICKIE,  TOM  ED,  ONEONTA,  ALABAMA 
DICKINSON,  ASHLEY  MICHAEL,  MELBOURNE,  AUSTRALIA 
DICKINSON,  ELIZABETH  ANN,  LOS  ANGELES,  CALIFORNIA 
DICKINSON,  LYLE  C,  MCMINNVILLE,  OREGON 
DICKINSON,  PAUL  TIMOTHY,  PERKASIE,  PENNSYLVANIA 
DICKINSON,  THOMAS,  LONDON,  ENGLAND 
DICKINSON,  WILLIAM,  SEATTLE,  WASHINGTON 
DICKSON,  BILLY,  TALLAHASSEE,  FLORIDA 
DICKSON,  DANA  DEAN,  JACKSON,  MISSISSIPPI 
DICKSON,  JAMES  H. ,  JEFFERSON  CITY,  MISSOURI 
DICKY,  CARROLL  WAYNE,  BRYAN,  TEXAS 
DIDIER,  FABIUS  0,  JR,  MARKSVILLE,  LOUISIANA 
DIEFFENBACHER,  ROBERT  W. ,  ASHTABULA,  OHIO 
DIEHL,  JOHN  CONRAD,  V,  BEND,  OREGON 
DIEKEN,  JACK  WILLIS,  ABILENE,  TEXAS 
82  #  DIEKMAN,  EDWARD  E.,  CINCINNATI,  OHIO 
181   DIEKMANN,  MICHAEL  LAMBERT,  WALKER,  MINNESOTA 
ft   DIEMER,  JOHN  E.,  JR.,  INGLEWOOD,  CALIFORNIA 
DIER,  DENNIS  MICHAEL,  FORT  TOTTEN,  NEW  YORK 
tt   DIERKER,  RICHARD  A.,  CLEVELAND,  OHIO 
ft   DIERKING,  RICHARD  A.,  WEST  CHICAGO,  ILLINOIS 
DIERKS,  ERIC  OLAFSON,  DECATUR,  GEORGIA 
DIETERMAN,  ANDREW  EDWARD,  AMARILLO,  TEXAS 

tt   DIETRICH,  GERALD  R.,  AURORA,  OHIO       

DIETRICH,  GREGORY  STEPHEN,  WEST  ALLIS,  WISCONSIN 

DIETRICH,  RICHARD  DAVID,  JR,  LOS  ANGELES,  CALIFORNIA 
DIETRICH,  ROBERT  LYNN,  TOLEDO,  OHIO 
tt   -"IETZ,  ALEX  N.,  WALLA  WALLA,  WASHINGTON 
DIETZ,  MARLYN  HILLIAM,  WILMINGTON,  DELAWARE 
DIETZ,  NANCY  ANNE,  WILMINGTON,  DELAWARE 
130  ft   DIEZI,  ROBERT  CHARLES,  BOULDER,  COLORADO      WTD^IUTJ 
149   DIFALCO,  DEBORAH  ELIZABETH,  MARTINSBURG,  WEST  VIRGINIA 
DIFEDERICO,  WILLIAM  B,  STRATFORD,  CONNECTICUT 
DIFONZO,  FRANK,  SIDNEY,  MONTANA 
DIGBY,  ROBERT  LEE,  CHICAGO,  ILLINOIS 
DIGGS,  BENNY  CLYDE,  INDIANAPOLIS,  INDIANA 
DIGGS,  DERRICK  WILLARD,  TOLEDO,  OHIO 
DIGGS,  JOSEPH  DANIEL,  GLOUCESTER,  VIRGINIA    WAUTA 
DIGIACOMO,  ALBERT  LOUIS,  PHILADELPHIA,  PENNSYLVANIA 
DIGIORE,  DENNIS  G,  ROCKFORD,  ILLINOIS 
DIKE,  MARVIN  LAVERNE,  SEASIDE,  CALIFORNIA 
DIKUN,  WILLIAM  JOHN,  BAY  HEAD,  NEW  JERSEY 
DILENA,  PAUL,  BROOKLYN,  NEW  YORK 
DILEO,  MARIO  A.,  BRIDGEWATER,  NEW  JERSEY 
DILL,  CLAUD  RUSSELL,  NORMAN,  OKLAHOMA 
DILL  MARK  FITZGERALD,  FORT  THOMAS,  KENTUCKY 
DILL,  RICKY  GARLAND,  GREELEY,  COLORADO 
DILLARD,  JOE  ALLEN,  SANFORD,  FLORIDA 
DILLARD,  MARLIN,  DOTHAN,  ALABAMA       1JTrr„,,nT 
DILLENDER,  PAUL  KENNETH,  CHESTERFIELD,  MISSOURI 
DILLENKOFFER,  KARL  VAN,  LOMBARD,  ILLINOIS 
DILLER,  RONALD  LEE,  NEW  CUMBERLAND,  PENNSYLVANIA 
DILLING,  H  RANDALL,  MILLERSBURG,  PENNSYLVANIA 
DILLINGER,  DAVID  OTTIE,  LITTLE  ROCK,  ARKANSAS 
DILLON,  FRANKLIN  J.   LAGUNA  BEACH,  CALIFORNIA 
DILLON,  JAMES  J.,  SCHAUMBURG,  ILLINOIS 
DILLON,  JAMES  JOSEPH,  JR,  LAS  VEGAS,  NEVADA 
DILLON  JOHN  HARTNETT,  II,  STOCKTON,  CALIFORNIA 
DILLON,  JOHN  HENRY,  PENNS  GROVE,  NEW  JERSEY 
DILLON,  JOHN  NEIL,  COVINGTON,  LOUISIANA 
DILLON,  JOHN  T,  JOLIET,  ILLINOIS 
DILLON  KEVIN  MICHAEL,  SAN  FRANCISCO,  CALIFORNIA 
DILLON,  PETER  JAMES,  SPRINGFIELD,  MASSACHUSETTS 
DILLON,  RICHARD  EDHARD,  GRAND  JUNCTION,  COLORADO 
DILLON,  RICHARD  T,  BUFFALO,  NEH  YORK 
57  #  DILLON,  ROBERT  F,  INDIANAPOLIS,  INDIANA 
120  *  DILLOW,  DENNIS  ALAN,  ROCK  FALLS,  ILLINOIS 

DILLS,  DOUGLAS  MACARTHUR,  SEATTLE,  HASHINGTON 
DIMAGMALIW,  ALADDIN  MANALO,  MANILA,  PHILIPPINES 
DIMARCO,  DAVID,  HOPATCONG,  NEW  JERSEY 
DIMATTEO,  HENRY  JAMES,  EL  PASO,  TEXAS 

DIMATTINA,  JOSEPH  B,  NEW  YORK,  NEW  YORK  nc  _F 

DIMITRATOS,  HARRY,  RAMSTEIN  AFB,  FEDERAL  REPUBLIC  OF  GE 
DIMMICK,  JAMES  NEASON,  WILLISTON,  VERMONT 
125  #  DIMOCK,  RICHARD  FRANK,  BIRMINGHAM,  MICHIGAN 
193   DINAPOLI,  RALPH  EDWARD,  HOLYOKE,  MASSACHUSETTS 
136   DINE,  JEFFREY  LYNN,  SPEEDWAY,  INDIANA    „,..,.... 
183   DINE,  KIM  CLARK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
134   DINE,  ROBERT  LEE,  II,  GREENWOOD,  INDIANA 
94  ft   DINEEN,  JOHN  M,  MILLBRAE,  CALIFORNIA 
185   DINETTA,  THOMAS  PAUL,  DOVER,  DELAWARE 
129   DINGLER,  DONALD  MILTON,  LONGVIEW,  TEXAS 
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DINGMAN,  ANTHONY  THOMAS  -  DOOLEY,  JOAN  THERESE 


123  * 

126 

199 

111 

133 

111 

109  tt 

105  tt 
182 
124 

106  tt 
170 

98  # 
145  tt 

93  tt 
104 
117 
162 

107  tt 
135 
179 
119  tt 
141 
138 

94 
182 
191 
134  * 
182 
122  tt 
127 
145 
150 
189 

94  # 

42  tt 
193 
136  tt 
175 
184 
167 
159 
184 
164 
120 
119 

99  tt 
181 
182 
138 
166 
100 
160 
174 
151  tt 
138 
186 

96  tt 
90  tt 

116  tt 
184 
100 
144  tt 
197 
165 
148 
148 
112  tt 
44  tt 
147 
120 
101  tt 
132 
100 
192 
165 
113 
186 

71  tt 
176 
178 
126  * 
151 
149 
189 
199 
145 
187 
185 
165 

97  tt 
162 
190 
160 
189 

72  * 
124 

41  It 
176 

43  tt 


DINGMAN,  ANTHONY  THOMAS,  MILLINGTON,  TENNESSEE  179 

DINGUS,  ROBERT  RICKIE,  HYTHEVILLE,  VIRGINIA  110  tt 

DININGER,  GREGORY  EDHIN,  HAMILTON,  OHIO  144 

DINKEL,  ERNEST  H,  JR,  FORT  CARSON,  COLORADO  81 

DINKEL,  JOHN  LAVERNE,  RIVER  FALLS,  HISCONSIN  142 

DINNINGER,  DONALD  H. ,  SAGINAW,  MICHIGAN  47  * 

DINOTA,  DENNIS  T,  JACKSONVILLE,  NORTH  CAROLINA  101  It 

DINOVO,  EDHARD  CHARLES,  COUNCIL  BLUFFS,  IOHA  111  tt 

DINOVO,  JOHN  ANTHONY,  ALBANY,  NEH  YORK  116  It 

DINSE,  CHARLES  FREDERICK,  LOS  ANGELES,  CALIFORNIA  99  * 

DINSMORE,  ERVIN  L,  CHATTANOOGA,  TENNESSEE  148 

DINTINO,  STEPHEN,  BERHYN,  PENNSYLVANIA  175 

DION,  ROBERT  E,  ATTLEBORO,  MASSACHUSETTS  125 

DION,  ROBERT  FRANCIS,  HICKLIFFE,  OHIO  179 

DIONIS,  PETER  P,  ALTOONA,  PENNSYLVANIA  116  * 

DIONISIO,  MANUEL  CANAPI,  MANILA,  PHILIPPINES  155 

DIORIO,  FRED  LAHRENCE,  NEWARK,  NEH  JERSEY  151  # 

DIPAULI,  GEORG,  SICILY,  ITALY  71 

DIPENTIMA,  VINCENT  J.,  FAIR  LAHN,  NEH  JERSEY  101  tt 

DIPERNA,  DAVID  MICHAEL,  JACKSONVILLE,  FLORIDA  153 

DIPERNA,  NANCY  ELIZABETH,  ST.  PAUL,  MINNESOTA  189 

DIPINO,  CHARLES  JULIUS,  BALTIMORE,  MARYLAND  193 

DIPLACITO,  ANTHONY  JOSEPH,  GOODLAND,  KANSAS  72  * 

DIRCK,  JOHNNY  FLOYD,  OKLAHOMA  CITY,  OKLAHOMA  177 

DIRIENZO,  ANTHONY  G. ,  JR.,  NEH  HAVEN,  CONNECTICUT  181 

DIRITO,  STEPHEN  WILLIAM,  HOHARD  AFB,  PANAMA  192 

DIRKS,  ANTHONY  LAHRENCE,  CONDON,  OREGON  104  tt 

DIRKS,  JOHN  EDWARD,  NORTH  PLATTE,  NEBRASKA  120 

DISANTI,  DAVID  RICHARD,  HEXFORD,  PENNSYLVANIA  107  tt 

DISHMAN,  BYRON  H,  LOUISVILLE,  KENTUCKY  102 

DISHMAN,  MICHAEL  WAYNE,  HOUSTON,  TEXAS  177 

DISHNO,  ORVILLE  PETER,  JR,  MARQUETTE,  MICHIGAN  172 

DISHON,  CHARLES  MATTHEW,  SEASIDE  PARK,  NEW  JERSEY  127  * 

DISILVESTRO,  ROCCO  ANDREW,  WILDWOOD,  NEW  JERSEY  133 

DISIMONE,  SAMUEL  JR.,  WOODBURY,  NEW  JERSEY  174 

DISNEY,  RICHARD  V.,  SAN  DIEGO,  CALIFORNIA  131  tt 

DISTASO,  MARK  WAYNE,  GLENDALE,  CALIFORNIA  93 

DISTEFANO,  ROBERT  LEE,  BALTIMORE,  MARYLAND  113 

DISTELZWEIG,  WALTER  LEE,  COLUMBUS,  OHIO  113 

DITCHBURN,  PAUL,  MELBOURNE,  AUSTRALIA  115  # 

DITCHETT,  PETER  MICHAEL,  NORTHAMPTON,  ENGLAND  96  tt 

DITOLLA,  ROBERT  EDHARD,  WASHINGTON,  DISTRICT  OF  COLUMBI  107  tt 

DITRANI,  MICHAEL  JOSEPH,  NEW  YORK,  NEW  YORK  186 

DITSCHEIT,  THOMAS  ANTHONY,  MILWAUKEE,  WISCONSIN  183 

DITTMAN,  JAMES  LESLIE,  SANTA  ANA,  CALIFORNIA  191 

DITTMAN,  JOSEPH  ANTHONY,  LOUISVILLE,  KENTUCKY  136  tt 

DITTMER,  CHARLES  P,  PHILADELPHIA,  PENNSYLVANIA  76  # 

DITZ,  GERHARD  ERWIN,  INNSBRUCK,  AUSTRIA  141  tt 

DITZLER,  GREGORY  EARL,  RAMSTEIN  AIR  BASE,  FEDERAL  REPUB  100 

DITZLER,  KENNETH  ALLEN,  ROCKFORD,  ILLINOIS  174 

DIVERNIERI,  ALEXANDER  WILLIAM,  BRONXVILLE,  NEW  YORK  125 

DIVIS,  JAMES  J.,  CLEVELAND  HEIGHTS,  OHIO  91  tt 

DIX,  KENNETH  RANDOLPH,  GOLDEN  POND,  KENTUCKY  179 

DIXON,  CHESTER  LEONARD,  AUSTIN,  TEXAS  196 

DONALD  LEE,  CORPUS  CHRISTI,  TEXAS  146 
DREW  FRANKLIN,  ISLE  OF  WIGHT,  VIRGINIA  6  * 

DUANE  LLOYD,  BELlEFONTE,  PENNSYLVANIA  138 

ELMER  F,  MONTGOMERY,  ALABAMA  90  tt 

EMMETT  J,  MONTGOMERY,  ALABAMA  137 

EUGENE  P.,  JR.,  CLAYTON,  MISSOURI  142 

GREGORY  WAYNE,  WAKE  FOREST,  NORTH  CAROLINA  110 

HOLLIS  G,  SCARBOROUGH,  MAINE  81 

JAMES  GERALD,  WAVERLY,  OHIO  108 

MICHAEL  ALLEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA  146 

RANDALL  E,  MONTGOMERY,  ALABAMA  159 

RONALD  DAVID,  NEH  BRUNSWICK,  NEW  JERSEY  192 

RONALD  DAVID,  WISE,  VIRGINIA  165 

RONALD  J,  HARRISBURG,  PENNSYLVANIA  199 

VINCENT  W.,  PITTSBURGH,  PENNSYLVANIA  122  tt 

WILLIAM  EARNEST,  PITTSBURGH,  PENNSYLVANIA  177 

ORLANDO  VER,  MANILA,  PHILIPPINES  110  # 

DLOUHY,  JOHN  C.  ,  ONALASKA,  HISCONSIN  80  tt 

DLUHOS,  LAWRENCE  EDWARD,  GURNEE,  ILLINOIS  194 

DMOUR,  AHMAD  S.,  AMMAN,  JORDAN  131 

DOAN,  CHARLES  EDWARD,  CARBONDALE,  ILLINOIS  157 

DOAN,  DAVID  RICHARD,  LOS  ANGELES,  CALIFORNIA  85  tt 

DOANE,  HENRY  B.,  EUREKA,  CALIFORNIA  93 

DOANE,  STEVEN  MARK,  EAST  HAMPTON,  NEW  YORK  163 

DOBART,  ROBERT  A.,  TOWSON,  MARYLAND  181  tt 

DOBBINS,  CHRISTOPHER  CHUCK,  PETERSON  AFB,  COLORADO  174 

DOBBINS,  RICHARD  ELDEN,  JR,  QUANTICO,  VIRGINIA  105 

DOBECK,  RICHARD  TIMOTHY,  VERO  BEACH,  FLORIDA  144 

DOBERSTYN,  WAYNE  FRANK,  SOLON,  OHIO  122  tt 

DOBINE,  OTIS,  LOS  ANGELES,  CALIFORNIA  166 

DOBOS,  GEORGE  GREGORY,  PANAMA  CITY,  FLORIDA  129 

DOBRICH,  CARL  JOHN,  CHICAGO,  ILLINOIS  169 
DOBROTKA,  DAVID  ALLEN,  GLENDALE,  ARIZONA  91 

DOBSON,  KENNETH  SHERMAN,  JR,  ALLEN  PARK,  MICHIGAN  86  tt 

DOBSON,  REINHOLD  LYNN,  KEOKUK,  IOWA  142 

DOCTOR,  ROGER  DALE,  NORTON  SHORES,  MICHIGAN  104  tt 

DODD,  HERBERT  H. ,  BAKERSFIELD,  CALIFORNIA  118  * 

DODD,  JERRY  LANE,  MOUNT  VERNON,  WASHINGTON  165 

DODD,  MARTY  MADE,  FLORENCE,  ALABAMA  195 

DODD,  MICHAEL  H,  OCONOMOHOC,  WISCONSIN  169 

DODD,  PHILLIP  WAYNE,  HOMEHOOD,  ALABAMA  172 

DODD,  WAYNE  C,  SALEM,  OREGON  112 

DODD,  WILLIAM  GRADY,  ATLANTA,  GEORGIA  136 

DODGE,  CHARLES  HORACE,  BAKERSFIELD,  CALIFORNIA  185 

DODGE,  GREGORY  CHARLES,  EPPING,  NEW  HAMPSHIRE  129 

DODGE,  JAMES  K. ,  CLEVELAND,  OHIO  180 


DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIXON, 
DIZON, 


DODSON, 
DODSON, 
DODSON , 
DODSON, 
DODSON, 
DODSON, 
DODSON , 


DOHERTY, 
DOHERTY, 
DOHERTY, 
DOHERTY, 
DOHERTY, 


DOLAN, 
DOLAN, 
DOLAN, 
DOLAN, 


DODGE,  JOHN  DEAN,  UTICA,  NEH  YORK 
DODGE,  WILLARD  0,  CONCORD,  NEW  HAMPSHIRE 
DODSON,  ALVY  JOE,  DALLAS,  TEXAS 

ANDREW  L.,  BLUEFIELD,  WEST  VIRGINIA 
CHARLES  LARRY,  TALLAPOOSA,  GEORGIA 
CHESTER  H.,  KIMBALL,  NEBRASKA 
ERNEST  E,  SPRINGFIELD,  ILLINOIS 
GEORGE  T.,  SAN  DIEGO,  CALIFORNIA 
LARRY  E.,  LOUISVILLE,  KENTUCKY 
WAYNE  H,  MARTINSVILLE,  VIRGINIA 
DOEHRING,  LEMOINE  DUANE,  LEAVENWORTH,  KANSAS 
DOELL,  NORMAN  VICTOR,  SASKATOON,  CANADA 
DOELP,  CHARLES  ELLSWORTH,  YORK,  PENNSYLVANIA 
DOERING,  MATTHEW  JEFFREY,  BRUNSWICK,  GEORGIA 
DOERS,  DARRELL  G,  RIPON,  WISCONSIN 
DOHERTY,  CLARENCE  EDWARD,  CHETOPA,  KANSAS 

DANIEL  JAMES,  JERSEY  CITY,  NEW  JERSEY 
EDWARD  J.,  DUBLIN,  IRELAND 
JOHN  G,  SMYRNA,  DELAHARE 
STEPHEN,  HAKEFIELD,  MASSACHUSETTS 
THOMAS  PAUL,  LE  CENTER,  MINNESOTA 
DOHMAN,  RAMONA  LYNN,  MAPLE  GROVE,  MINNESOTA 
DOI,  DUONG  DINH,  SAIGON,  REPUBLIC  OF  VIETNAM 
DOIG,  BRIAN  FRANCIS,  MORRISTOWN,  NEW  JERSEY 
DOIG,  QUENTIN  MAX,  WELLINGTON,  NEW  ZEALAND 
DOLAN,  BRENDAN,  NEW  YORK,  NEW  YORK 

CHARLES  F,  PAWTUCKET,  RHODE  ISLAND 
DENNIS  REID,  CAPE  GIRARDEAU,  MISSOURI 
JAMES  W,  CORVALLIS,  OREGON 
LAWRENCE  J.,  WATERLOO,  IOWA 
DOLAN,  TIMOTHY  JOHN,  MINNEAPOLIS,  MINNESOTA 
DOLES,  RALPH  JOSEPH,  JR,  EUCLID,  OHIO 
DOLES,  TERRY  WAYNE,  CORINTH,  MISSISSIPPI 
DOLGENER,  RICHARD  HOWARD,  ANDREWS,  TEXAS 
DOLL,  KENNETH  ROGER,  MILPITAS,  CALIFORNIA 
DOLLAHITE,  VERNON  VERNARD,  MEMPHIS,  TENNESSEE 
DOLLINS,  PAUL  W.,  URBANA,  ILLINOIS 
DOLMSETH,  RICHARD  L.,  SACRAMENTO,  CALIFORNIA 
DOLSEN,  GERALD  A,  WARREN,  MICHIGAN 
DOLSON,  DAVID  H,  WHITEFISH,  MONTANA 
DOM,  M.  MOHD,  KUALA  LUMPUR,  MALAYSIA 
DOMARATZKI,  LUDWIK,  WINNIPEG,  CANADA 
DOMBROWSKI,  ROBERT  ALAN,  HOWELL,  MICHIGAN 
DOMER,  BARBARA  DORSEY,  FREDERICK,  MARYLAND 
DOMER,  HAROLD  LEROY,  JR,  FREDERICK,  MARYLAND 
DOMETRICH,  WILLIAM  JOSEPH,  COVINGTON,  KENTUCKY 
DOMINGOS  FERNANDES  DE,,  RIO  GRANDE  DO  SUL,  BRAZIL 
DOMINGUEZ,  ALFREDO  ENRIQUE,  MIAMI,  FLORIDA 
DOMINGUEZ,  GUADALUPE,  JR,  EL  PASO,  TEXAS 
DOMINGUEZ,  JESUS  MANUEL,  EL  PASO,  TEXAS 
DONADIO,  JOHN  JOSEPH,  ONEONTA,  NEH  YORK 
JAMES  R.,  PEKIN,  ILLINOIS 

JOSEPH  WALTER,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
KENT  DUANE,  GREELEY,  COLORADO 
RAYMOND  JOSEPH,  MCHENRY,  ILLINOIS 
DONALDSON,  C.  T.,  MONTGOMERY,  ALABAMA 
DONALDSON,  CLINTON  LAVONNE,  DETROIT,  MICHIGAN 
DONALDSON,  HAROLD  L,  CHATTANOOGA,  TENNESSEE 
DONALDSON,  MARK  ROBERT,  ODESSA,  TEXAS 
DONART,  MICHAEL  WAYNE,  GREEN  BAY,  WISCONSIN 
DONASTORG-MORALES,  A,  SR,  ST  THOMAS,  U.S.  VIRGIN  ISLAND 
DONATELLI,  SILVIO  J.,  NEW  BRUNSWICK,  NEW  JERSEY 
DONATO  MORALES,  BRAULIO,  HATO  REY,  PUERTO  RICO 
DONELSON,  RICHARD  KEITH,  DEARBORN,  MICHIGAN 
DONELSON,  ROLLIN  ROY,  AUSTIN,  TEXAS 
DONEWAR,  GREGORY  PAUL,  PLATTEVILLE,  COLORADO 
DONISI,  JOSEPH  MICHAEL,  FORT  LAUDERDALE,  FLORIDA 
DONKA,  MARK  THOMAS,  HHITE  RIVER  JUNCTION,  VERMONT 
DONLON,  JOSEPH  MICHAEL,  PEABODY,  MASSACHUSETTS 
DONNELL,  CHARLES  FREDERICK,  SPRINGFIELD,  MISSOURI 
DONNELLAN,  JOHN  T,  GLASTONBURY,  CONNECTICUT 
DONNELLS,  THOMAS  J,  ELMIRA,  NEW  YORK 
BRIAN  JON,  OLEAN,  NEW  YORK 
EDWARD  JOHN,  FEASTERVILLE,  PENNSYLVANIA 
JAMES  CHARLES,  JR,  PHILADELPHIA,  PENNSYLVANIA 
JOHN  J.,  KANSAS  CITY,  KANSAS 
JOHN  P.,  PHILADELPHIA,  PENNSYLVANIA 
MICHAEL  WILBUR,  CARPINTERIA,  CALIFORNIA 
THOMAS  CORNELIUS,  WILMINGTON,  VERMONT 
WILLIAM  GEORGE,  JR,  OCEANSIDE,  CALIFORNIA 
WILLIAM  P.,  UNION,  NEW  JERSEY 
PATRICK  JOSEPH,  HOODBRIDGE,  NEH  JERSEY 
DONOHO,  WILLIAM  HOWARD,  MILLERSVILLE,  MARYLAND 
DONOHOE,  THOMAS  PATRICK,  SAN  FRANCISCO,  CALIFORNIA 
WILLIAM  LELAND,  BELL  GARDENS,  CALIFORNIA 
CHRISTOPHER  ANTHONY,  TOMS  RIVER,  NEW  JERSEY 
WILLIAM  B,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
CHARLES  D,  SR,  DOVER,  DELAWARE 
GERALD  J,  BROOKLYN,  NEH  YORK 
GERALD  P.,  SIOUX  CITY,  IOWA 
JOHN  JOSEPH,  SYRACUSE,  NEW  YORK 
JOHN  TIMOTHY,  BRIDGEPORT,  CONNECTICUT 
KENNETH  JAMES,  WAUKESHA,  WISCONSIN 
KEVIN  MATTHEW,  ROCKLAND,  MASSACHUSETTS 
MICHAEL  WILLIAM,  JR,  FREEHOLD,  NEW  JERSEY 
RICHARD  W.,  GREAT  FALLS,  MONTANA 
TIMOTHY  PATRICK,  HAYHARD,  WISCONSIN 
TIMOTHY  PATRICK,  NEW  YORK,  NEW  YORK 
DOOLEY,  DANNY  DALE,  VINTON,  VIRGINIA 
DOOLEY,  JOAN  THERESE,  NEW  YORK,  NEW  YORK 


DONAHUE, 
DONAHUE, 
DONAHUE, 
DONAHUE, 


DONNELLY, 
DONNELLY, 
DONNELLY, 
DONNELLY, 
DONNELLY, 
DONNELLY, 
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DONNELLY, 
DONOGHUE , 


DONOHOE, 
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DOOLEY.  JOHN  LAHRENCE  -  DUBOIS,  FRED  A 
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179 
148 
120 
125 
116 
92 
104 
175 
115 
177 
180 
70 
193 
108 
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117 
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134 
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153 
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180 
59 
182 
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123 
174 
91 
120 
176 
111 
107 
174 
109 
134 
142 
99 
81 
78 
164 
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178 
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184 
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97 
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180 
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13 
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151 
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DORSCH, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORSEY, 
DORTCH, 
DORTON, 


DOTOLI, 
DOTSON, 
DOTSON, 
DOTSON, 
DOTSON, 
DOTSON, 
DOTSON, 
DOTTAI, 
DOTTIN, 


DOOLEY,  JOHN  LAHRENCE,  FAIRFAX,  VIRGINIA 
DOOLEY,  JOSEPH  MICHAEL,  ORANGE,  CONNECTICUT 
DOOLEY,  MICHAEL  FRANCIS,  PARK  FOREST  SOUTH,  ILLINOIS 
DOOLITTLE,  EVERETT  ORVILLE,  ST.  PAUL,  MINNESOTA 
DOONAN,  EDHARD  F,  SACRAMENTO,  CALIFORNIA 
DOPIRAK,  RONALD  F.,  HILLOHICK,  OHIO 
DORAN,  JAMES  E.,  DALY  CITY,  CALIFORNIA 
DORAN,  JOHN  OHEN,  III,  MEREAUX,  LOUISIANA 
DORAN,  PHILIP  E,  BERKELEY,  CALIFORNIA 
DORAS,  BRUCE  HILLIAM,  LAKELAND,  FLORIDA 
DORCEY,  MAUREEN  K,  OMAHA,  NEBRASKA 
DORDELMAN,  CARL  JOSEPH,  EAST  HAMPTON,  NEH  YORK 
DORIA,  GERMAN  BARUT,  QUEZON  CITY,  PHILIPPINES 
DORIA,  RICHARD  P.,  HHEATON,  ILLINOIS 
DORIS,  STEPHEN  MICHAEL,  BOSTON,  MASSACHUSETTS 
DORLAND,  GARY  ALLEN,  PETERSON  AFB,  COLORADO 
DORMER,  RICHARD,  YAPHANK,  NEH  YORK 
DORN,  MICHAEL  STEPHEN,  MACON,  GEORGIA 
DORN,  ROY  FREDERICK,  JR,  JACKSONVILLE  BEACH,  FLORIDA 
DORN,  TIMOTHY  JAMES,  PHOENIX,  ARIZONA 
DORNBUSCH,  RICHARD  HARRY,  ST.  PAUL,  MINNESOTA 
DORRIETY,  JAMES  MELVIN,  JACKSONVILLE,  NORTH  CAROLINA 
DORSCH,  DONALD  REA,  SEHICKLEY,  PENNSYLVANIA 
THOMAS  JOSEPH,  LINCOLNHOOD,  ILLINOIS 
ALONZO  RAYMOND,  JR,  LOUISVILLE,  KENTUCKY 
CHARLES  ELBERT,  III,  JESSE,  HEST  VIRGINIA 
DAVID  S,  SANTA  BARBARA,  CALIFORNIA 
LAHRENCE  F,  DECATUR,  GEORGIA 
LEO  E.,  JR.,  DELMAR,  NEH  YORK 
RAYMOND  FRANCIS,  SAN  BERNARDINO,  CALIFORNIA 
RONALD  L.,  CALUMET  CITY,  ILLINOIS 
TIMOTHY  DAVID,  EDMOND,  OKLAHOMA 
HILLIAM  CHARLES,  COVINGTON,  KENTUCKY 
CHARLES  E.,  HEST  MONROE,  LOUISIANA 
JOSEPH  WILLIS,  COLUMBIA,  SOUTH  CAROLINA 
DORUK.HIKMET,  TUNCELI,  TURKEY 
DOSS,  CHRISTOPHER  TODD,  TUCSON,  ARIZONA 
DOSS,  HAROLD  RAYMOND,  KIRKLAND,  WASHINGTON 
DOSSETTI,  MARK  ANTHONY,  MERCED,  CALIFORNIA 
DOSTER,  JESSE  R. ,  MONROE,  GEORGIA 

NICHOLAS  ANTHONY,  PRINCETON,  NEW  JERSEY 
DANIEL  C,  SALT  LAKE  CITY,  UTAH 
GAIL  DAHN,  JONESVILLE,  MICHIGAN 
JOHN  COMLEY,  SPARKS,  NEVADA 

JOSEPH  LESLIE,  JR,  SOUTH  CHARLESTON,  WEST  VIRGI 
LEE  RIVERS,  NASHVILLE,  TENNESSEE 
RICHARD  L,  LOUISVILLE,  KENTUCKY 
RALPH  ALLEN,  SHEBOYGAN,  HISCONSIN 
DARWIN  COLERIDGE,  BRIDGETOWN,  BARBADOS 
DOTTS,  WILLIAM  T.,  JR.,  WICHITA,  KANSAS 
DOUBLEDAY,  STANLEY  W,  EAST  LANSING,  MICHIGAN 
DOUCETTE,  RONALD  THOMAS,  SR,  NEW  ORLEANS,  LOUISIANA 
DOUGAN,  JAMES  R.,  GRAND  RAPIDS,  MICHIGAN 
DOUGHERTY,  DAVID  ALLEN,  INDEPENDENCE,  MISSOURI 
DONNA  KIMBERLY,  ARLINGTON,  VIRGINIA 
EDHARD  T,  MADISONVILLE,  KENTUCKY 
HAROLD  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HENRY  A,  DALLAS,  OREGON 

JAMES  HAMPTON,  SR,  CONSHOHOCKEN,  PENNSYLVANI 
JOHN  R.,  BLOOMFIELD,  NEW  JERSEY 
MICHAEL  L.,  FORT  MORGAN,  COLORADO 
VINCENT  J.,  NEH  YORK,  NEW  YORK 
WILLIAM  J,  SEATTLE,  WASHINGTON 
WILLIAM  T,  KELLY  AFB,  TEXAS 
DANIEL  ALAN,  FORT  LAUDERDALE,  FLORIDA 
RONALD  COLIN,  COVENTRY;  CONNECTICUT 
CHARLES  TALOR,  PALATKA,  FLORIDA 
DAVID,  LONDON,  ENGLAND 
DAVID  ALLEN,  EUREKA,  CALIFORNIA 
DENNIS  WAYNE,  TUCSON,  ARIZONA 
JAMES,  SALINE,  MICHIGAN 
MACK  EDHARD,  DETROIT,  MICHIGAN 
RICHARD  A.,  SAN  RAFAEL,  CALIFORNIA 
ROBERT  ALAN,  CHENEQUA,  WISCONSIN 
DOUGLASS,  ALEXANDER  S.,  JR.,  WASHINGTON,  DISTRICT  OF  CO 
DOUGLASS,  GEORGE  CULVER,  MELBOURNE,  FLORIDA 
DOUGLASS,  HERSCHELL  EUGENE,  LAHTON,  OKLAHOMA 
DOUGLASS,  JOHN  MAURICE,  OVERLAND  PARK,  KANSAS 
DOUTHIT,  DANIEL  BRUCE,  BOISE,  IDAHO 
DOVALINA,  AGUSTIN,  III,  LAREDO,  TEXAS 
DOVE,  KENNETH  LEE,  BILLINGS,  MONTANA 
DOVE,  ROBERT  L,  HALF  MOON  BAY,  CALIFORNIA 
DOVE,  TERRENCE  MICHAEL,  REEDLEY,  CALIFORNIA 
DOVE,  HILLIAM  EMORY,  JR,  WASHINGTON,  DISTRICT  OF  COLUMB 
DOVER,  HOWARD  J.,  ROCK  HILL,  SOUTH  CAROLINA 
DOVOLOS,  THOMAS  NICHOLAS,  BROCKPORT,  NEH  YORK 
DOH,  JOHN  P.,  PORTLAND,  OREGON 
DOH,  MALCOLM  TRENT,  AUGUSTA,  MAINE 
DOHCHES,  DONALD  A.,  NESHANIC,  NEW  JERSEY 
DOHDLE,  HARRY,  JR,  COLUMBUS,  MISSISSIPPI 
DOWDY,  DOUGLAS  MCARTHUR,  JR,  TIFTON,  GEORGIA 
DOWDY,  LARRY  R,  SPRINGFIELD,  ILLINOIS 
DOWELL,  GERALD,  CRESTLINE,  OHIO 

DOHER,  MICHAEL  JOSEPH,  JR,  SAN  FRANCISCO,  CALIFORNIA 
DOHIS,  PAUL  E.,  ATLANTA,  GEORGIA 
DOHLING,  ERNEST  JACKSON,  CLEARWATER,  FLORIDA 
DOWLING,  JAMES  EDHARD,  HAMMOND,  INDIANA 
DOHLING,  JAMES  ROBERT,  ORLAND  PARK,  ILLINOIS 
DOHLING,  JEFFERSON  PARDUE,  BEAUFORT,  SOUTH  CAROLINA 
DOHNEY,  JOHN  ELDON,  PORTLAND,  OREGON 
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DOUGHERTY, 

DOUGHERTY, 
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127 
164 
139 
184 
190 
189 
139 
146 
150 
178 
112 
129 
168 
138 
150 
141 
171 

96 
112 

14 
168 
109 
181 
186 
141 
168 
144 
138 
169 
138 
100 
178 

96 

94 


DOWNING, 
DOWNING, 
DOHNING, 
DOWNING, 
DOWNING, 


DOYAL, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 
DOYLE, 


DOHNEY,  RICHARD  E,  BOSTON,  MASSACHUSETTS 
DOHNHAM,  NEAL  EATON,  SAN  DIEGO,  CALIFORNIA 
EDHIN  DALE,  AUBURN,  ALABAMA 
MARGARET  ANN,  CLEVELAND,  OHIO 
PATRICK  LEE,  SR,  MONTGOMERY,  ALABAMA 
ROBERT  GUTHRIE,  CHESAPEAKE,  VIRGINIA 
HILLIAM  MOSES,  BALTIMORE,  MARYLAND 
tt   DOWNS,  CHARLES  RICKY,  GRENADA,  MISSISSIPPI 

#  DOHNS,  GARY  WILLIAM,  REDMOND,  OREGON 
DOWNS,  LARRY  KEITH,  DANVILLE,  KENTUCKY 

*  DOWNS,  ROGER  A,  DENISON,  IOWA 
DOWNWARD,  JOHN  HERBERT,  NEW  YORK,  NEW  YORK 

tt   DOXZEN,  DAVID  MICHAEL,  FREDERICK,  MARYLAND 
DOYAL,  ODIS  WALTER,  JR,  SAN  ANTONIO,  TEXAS 
RICKEY  DALE,  PIEDMONT,  ALABAMA 
CREIG  WILLIAM,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVID  WILLIAM,  WESTHAMPTON  BEACH,  NEW  YORK 
EDWARD  J.,  NEH  YORK,  NEW  YORK 
EDWARD  W.,  MAITLAND,  FLORIDA 
FRANK  W.,  MILWAUKEE,  WISCONSIN 
JAMES  FREDRICK,  ONTARIO,  CALIFORNIA 
JOHN,  BROOKLYN,  NEW  YORK 
MARK  ALAN,  OCEAN  CITY,  MARYLAND 
PATRICK,  COUNTY  TIPPERARY,  IRELAND 
RALPH  KENT,  SANTA  BARBARA,  CALIFORNIA 
RANDAL  LYNN,  FORT  IRWIN,  CALIFORNIA 
THOMAS  CHARLES,  EASTLAKE,  OHIO 
THOMAS  EDHARD,  GREENVILLE,  OHIO 
THOMAS  JOHN,  PHILADELPHIA,  PENNSYLVANIA 
TIMOTHY  JOHN,  OAK  LAHN,  ILLINOIS 
,  WILLIAM  H,  PANAMA  CITY,  FLORIDA 
DOZIER,  STEPHEN  FARRELL,  JONESBORO,  ARKANSAS 
DRAGLAND,  DONALD  0.,  SEATTLE,  WASHINGTON 
DRAGOMER,  RICHARD  E,  NILES,  MICHIGAN 
116  tt   DRAGONE,  GAETON  J,  NEH  ROCHELLE,  NEH  YORK 
143  tt   DRAGOO,  WILLIAM  MORRIS,  FRESNO,  CALIFORNIA 
DRAIN,  DEBORAH  R,  FORT  LEAVENWORTH,  KANSAS 
DENNIS  MICHAEL,  JACKSON,  MICHIGAN 
JOHN  WALDEMAR,  HARKER  HEIGHTS,  TEXAS 
THOMAS  E,  MAYVILLE,  NEH  YORK 
WALDO  W.,  JR.,  AUGUSTA,  MAINE 
WINFIELD  SCOTT,  III,  ELMIRA,  NEW  YORK 
DRAKEFORD,  RAYMOND  B.,  CAMDEN,  SOUTH  CAROLINA 
DRAOVITCH,  DANIEL  JOSEPH,  MINOT,  NORTH  DAKOTA 
DRASHEFF,  DONALD  HALL,  SR,  MONTGOMERY,  ALABAMA 
DRAWHORN,  MICHAEL,  SR,  CHICAGO,  ILLINOIS 
DRAYTON,  CAREY  MICHAEL,  EUGENE,  OREGON 
DRAYTON,  LAHRENCE  HARRY,  FALLS  CHURCH,  VIRGINIA 
DRAZKOHSKI,  DENNIS  LEE,  MILWAUKEE,  WISCONSIN 
DREBY,  RICHARD  KENNETH,  PALMYRA,  NEW  JERSEY 
DREDD,  JOHNNY,  MONTEREY  PARK,  CALIFORNIA 
DREFFEIN,  THOMAS  ALAN,  LAGRANGE  PARK,  ILLINOIS 
DREHER,  ALAN  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DREHER,  KEITH  DANIEL,  TRENTON,  NEW  JERSEY 
DREIER,  CURTIS  MONROE,  NEWTON,  KANSAS 
DREIFKE,  ROBERT  JOHN,  MADISON,  WISCONSIN 
DREILING,  DANIEL  ALFRED,  PALOS  VERDES  ESTATES,  CALIFORN 
DREISCHER,  ROBERT  ALFRED,  ARLINGTON,  VIRGINIA 
DREISKE,  DANIEL  ANDREW,  EVANSTON,  ILLINOIS 
DRENKHAN,  FRED  F.,  BAY  VILLAGE,  OHIO 
DRENNON,  RAYMOND  ROY,  JR,  TIFTON,  GEORGIA 
DRERUP,  THOMAS  E,  KETTERING,  OHIO 

DRESCHER,  EARL  L.,  SR. ,  WASHINGTON,  DISTRICT  OF  COLUMBI 
DREW,  CHARLES  LEE,  KINGSTON,  TENNESSEE 
DREW,  JOHN  EGAN,  CARSON  CITY,  NEVADA 
DREHS,  RANDALL  ERLE,  MATTESON,  ILLINOIS 
DRIADON,  HILLIAM  MICHAEL,  FOLSOM,  PENNSYLVANIA 
DRIGGERS,  JAMES  CARLTON,  SATELLITE  BEACH,  FLORIDA 
DRINKHINE,  RICHARD  DEAN,  GOSHEN,  INDIANA 
DRISCOLL,  DAVID  M,  NORTH  SCITUATE,  RHODE  ISLAND 
DAVID  TRACY,  NEW  YORK,  NEW  YORK 
JAMES  RICHARD,  FLAGSTAFF,  ARIZONA 
JOHN  FRANCIS,  III,  PLAINFIELD,  NEH  JERSEY 
LAURENCE  EUGENE,  SHERMAN,  TEXAS 
MARK  LESTER,  MANCHESTER,  NEW  HAMPSHIRE 
GARLAND  A.,  FLINT,  MICHIGAN 
100  tt   DROBNY,  HOWARD,  MINNETONKA,  MINNESOTA 
157   DRODDY,  EARL  JOHN,  LOUISVILLE,  KENTUCKY 
170   DROLLETTE,  JOHN  JOSEPH,  PLATTSBURGH,  NEH  YORK 
110   DROLLINGER,  GREGORY  A,  EL  PASO,  TEXAS 
126   DROPPING,  RODNEY  MERLE,  MASON,  MICHIGAN 
129   DROWN,  JOHN  M,  SAN  DIEGO,  CALIFORNIA 
170   DROZD,  VIRGINIA,  CHICAGO,  ILLINOIS 
131   DRUCHET,  GEORGE  JAMES,  NELSON,  CANADA 
135   DRUIN,  HARRY  DONALD,  EAST  PEORIA,  ILLINOIS 

154  DRULIAS,  GUS  S,  LOS  ANGELES,  CALIFORNIA 

156  DRUM,  BENNY  EDWARD,  DOUGLASVILLE,  GEORGIA 

98  tt   DRUMMOND,  DOUGLAS  S.,  LONG  BEACH,  CALIFORNIA 
33  tt   DRUMMOND,  HERMAN  F.,  JR.,  NORFOLK,  VIRGINIA 
197   DRUMMOND,  ROBERT  LEE,  JR,  JACKSONVILLE,  FLORIDA 

155  DRUMMOND,  STEPHEN  EDHIN,  ELLICOTT  CITY,  MARYLAND 
168   DRURY,  JAMES  PETER,  ALAMOSA,  COLORADO 

151   DRYDEN,  JOHN  ALLEN,  ANNISTON,  ALABAMA 
129  *  DRYMILLER,  JAMES  JOHN,  OREGON,  ILLINOIS 
125   DUBAS,  THOMAS  KENNETH,  PECKVILLE,  PENNSYLVANIA 
93   DUBASIK,  MATHEW  S.,  WARREN,  OHIO 

157  DUBE,  DENISE  MARIE,  LOS  ANGELES,  CALIFORNIA 
137   DUBIEL,  PETER  MICHAEL,  JR,  BUFFALO,  NEW  YORK 
177   DUBOIS,  DAVID  GEORGE,  ROCHESTER,  NEW  HAMPSHIRE 

97  *  DUBOIS,  FRED  A,  PEMBROKE,  GEORGIA 


198 

124  #  DRAKE, 
132  DRAKE, 
187   DRAKE, 

86  tt   DRAKE, 
195   DRAKE, 

69 
122 
155 
163 
159 
131 
179 
172 
184 
166 
178 
198 
126 
154 
163 
127 

16 

76 
169 
182 

87 
127 
167 
148 
143 
136 
182 
101 
165 
168 
159 
149 
130 
7 


DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISCOLL, 
DRISKELL, 
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DUBOIS,  LEO  JOHN  -  DYE,  TROY  STEVEN 


166 
181 
182 
179 

94  * 
144  tt 
199 

90  tt 

95  # 
123  tt 
151 
151 
114 
136 
181 
113  tt 
182 
129 
197 
176 
106 
192 
184 

61  tt 

63  * 
161 

50 
161 
178 
175 

52 
115  * 
159 
144 
113  tt 
120 
150 
166 

92  # 
153 
165 

29  tt 
133 
111 
168 

57  tt 
120 
107 
199 
131 
182 

78  tt 
164 

85  tt 
111  » 
143 
158 

91  tt 
176 
146 
127  tt 

78 
105  tt 

68  tt 
175 

140  tt 
164 
181 
160 

141  tt 
158 
149 
192 
141  tt 
143  It 
122 
188 
190 
142 

35  tt 
110  It 

126  tt 
114  tt 
132  tt 

97  tt 
151 

99  # 
104  tt 
182 
121 
192 
125 

35  tt 
118  # 

98 
162 

127  tt 
112 
100 
189 


DUBOIS,  LEO  JOHN,  BEDFORD  PARK,  ILLINOIS  156 

DUBOSE,  LEMUEL  HENRY,  III,  GROVE  HILL,  ALABAMA  107 

DUBOSE,  VICTOR  LAMAR,  HUNTSVILLE,  ALABAMA  142 

DUBS,  SCOTT  LOUIS,  ROMEOVILLE,  ILLINOIS  159 

DUBY,  ROBERT  L.,  SUMTER,  SOUTH  CAROLINA  194 

DUCA,  JOSEPH  ANDREH,  MONMOUTH  JUNCTION,  NEH  JERSEY  184 

DUCASSE,  PAUL  MATHIEU,  SAN  FRANCISCO,  CALIFORNIA  119 

DUCELLIER,  VINCENT  P,  JR,  FORESTVILLE,  MARYLAND  142 

DUCHARME,  MARTIN  L.,  MAYHOOD,  ILLINOIS  147 

DUCHESNE,  LOREN  HILFRED,  SANTA  ANA,  CALIFORNIA  132 

DUCHESNEAU,  DAVID  GEORGE,  CONCORD,  NEH  HAMPSHIRE  163  It 
DUCHI,  JOOS  ANDRE,  BRUSSELS,  BELGIUM  6  • 

DUCK,  GEORGE  C,  COVINGTON,  LOUISIANA  185 

DUCK,  RANDALL  JUDSON,  HUNTSVILLE,  ALABAMA  137 

DUCKER,  DWIGHT  ANDREH,  MONTGOMERY,  ALABAMA  123 

DUCKHORTH,  MELVIN  E,  JEFFERSON  CITY,  MISSOURI  171 

DUCREST,  DAVID  JOHN,  MEMPHIS,  TENNESSEE  120  # 

DUDAS,  KALMAN  S,  III,  FAR  HILLS,  NEH  JERSEY  185 

DUDINSKIE,  JOHN  MARK,  JR,  FRANKFORT,  KENTUCKY  126 

DUDLEY,  CHARLES  LAHRENCE,  JR,  CHATTANOOGA,  TENNESSEE  71  # 

GEORGE  H.,  HHITEVILLE,  NORTH  CAROLINA  181 

JAMES  IRVING,  SAN  FRANCISCO,  CALIFORNIA  185 

JEFFERY  ALLEN,  SALEM,  VIRGINIA  130 

TED  EDWARD,  HHITING,  INDIANA  184 

JOHN  L.,  WESTFIELD,  NEH  JERSEY  178 

JOHN  SAN,  SAN  FRANCISCO,  CALIFORNIA  192 

DUFF,  JAMES  F.,  WHITE  PLAINS,  NEW  YORK  134 

DUFFALA,  DENNIS  CHARLES,  FORT  MYERS,  FLORIDA  113 

DUFFALA,  KAREN  ELIZABETH,  DENVER,  COLORADO  163 

DUFFEY,  ROBERT  MICHAEL,  MANCHESTER,  NEW  HAMPSHIRE  103  tt 

DUFFIELD,  W.  C,  PRINCETON,  ILLINOIS  152 

DUFFNER,  RICHARD  A,  MEXICO,  MISSOURI  143  # 

DUFFY,  COLLEEN  MARIE,  HICKAM  AFB,  HAWAII  175 

GARY,  NEW  YORK,  NEW  YORK  193 

JOHN  F.,  CHICAGO,  ILLINOIS  191 

JOHN  PATRICK,  YONKERS,  NEW  YORK  188 

MARTIN  CLEMENT,  NEWTOWN,  PENNSYLVANIA  109  tt 

PHILIP  JAMES,  NEW  YORK,  NEW  YORK  93 

RICHARD  E,  NEWTON,  MASSACHUSETTS  120 

ROBERT  JOHN,  ROCHESTER,  NEH  YORK  134 

DANIEL  FRANCIS,  JR,  CHICAGO,  ILLINOIS  197 

EDHIN  T.,  MONTCLAIR,  NEW  JERSEY  175 

GEORGE  WILLIAM,  KENNETT  SQUARE,  PENNSYLVANIA  171 

JAMES  K.,  BEAVERTON,  OREGON  165  It 

MICHAEL  THOMAS,  JR,  INDEPENDENCE,  OHIO  133 

CHARLES  A,  JR,  NEWARK,  NEW  JERSEY  151 

RONALD  GEORGE,  SANFORD,  MAINE  59  tt 

DUIGNAN,  JOHN  F,  HARRISBURG,  PENNSYLVANIA  63  tt 

DUIGNAN,  JOHN  FRANCIS,  JR,  HARRISBURG,  PENNSYLVANIA  30  tt 

DUKE,  CHARLES  HUGH,  MERIDIAN,  IDAHO  155 

CLAY  KENT,  AMARILLO,  TEXAS  156 

EDGAR  C,  RALEIGH,  NORTH  CAROLINA  142  tt 

HAROLD  CALDHELL,  ROCK  HILL,  SOUTH  CAROLINA  199 

JOHN  R,  ORLANDO,  FLORIDA  128 

ROBERT  E.,  SPRINGFIELD,  PENNSYLVANIA  127 

DUKESHIER,  MARK  STEVEN,  DALLAS,  TEXAS  132 

DULEY,  RONALD  GREGORY,  GREELEY,  COLORADO  177 

DULEY,  SAMUEL  P.,  HAMILTON,  OHIO  169 

DULYEA,  DONNA  ANN,  SAN  DIEGO,  CALIFORNIA  167 

DUMAN,  DONALD  JAMES,  CLEVELAND,  OHIO  96  tt 

DUMAN,  JOHN  CLIFFORD,  SALEM,  OREGON  137 

DUMAS,  PAUL  J.,  JR.,  DURHAM,  NORTH  CAROLINA  168 

DUMENEY,  LAWRENCE  LYNN,  MASON,  MICHIGAN  146 

DUMIGAN,  JAMES  OLIVER,  BATON  ROUGE,  LOUISIANA  138 

DUMOND,  JOHN  MICHAEL,  WEST  CHESTER,  PENNSYLVANIA  56  tt 
DUMOULIN,  MICHAEL  LAWRENCE,  BURNSVILLE,  MINNESOTA  14  tt 

DUMP,  ELMER  FREMONT,  BISMARCK,  NORTH  DAKOTA  100  tt 

DUNAGAN,  BRUCE  CAMPBELL,  BILOXI,  MISSISSIPPI  198 
DUNBAR,  AUSTIN,  WEST  ALUS,  WISCONSIN  98  * 

DUNBAR,  RONALD  WILLIAM,  NEWPORT,  RHODE  ISLAND  104  tt 

DUNBAUGH,  MICHAEL  ALLEN,  SANTA  ROSA,  CALIFORNIA  107 

DUNCAN-MOISI,  KAREN  EDNA,  VISALIA,  CALIFORNIA  146 

DUNCAN,  BRIAN  KEITH,  APACHE  JUNCTION,  ARIZONA  155 

DUNCAN,  CHARLES  THOMAS,  HONOLULU,  HAWAII  183 

DUNCAN,  DAVID  FRANKLIN,  BALTIMORE,  MARYLAND  180 
DUNCAN,  DAVID  KENT,  EL  PASO,  TEXAS  63  tt 

DUNCAN,  DEBRA  CORINNE,  HIGH  POINT,  NORTH  CAROLINA  109 

DUNCAN,  DOUGLAS  L,  CARTERSVILLE,  GEORGIA  115 

DUNCAN,  EDWARD  ROBERT,  MARTINEZ,  CALIFORNIA  136  tt 

DUNCAN,  HAROLD  L. ,  SALINAS,  CALIFORNIA  198 
DUNCAN,  JAMES  SR.,  LEVITTOWN,  PENNSYLVANIA  79  # 

DUNCAN,  MICHAEL  RAY,  FRANKFORT,  KENTUCKY  174 

DUNCAN,  NATHAN  A,  PLAINWELL,  MICHIGAN  100 

DUNCAN,  RAYMOND  GEORGE,  ROSEBURG,  OREGON  128 
DUNCAN,  RICHARD  C,  GREAT  FALLS,  MONTANA  93  It 

DUNCAN,  RICHARD  EDGAR,  III,  MOUNT  VERNON,  NEW  YORK  112 

DUNCAN,  ROBERT  J.,  LINCOLN  PARK,  MICHIGAN  165 
DUNCAN,  ROGER  E.,  BLACKSBURG,  VIRGINIA  97 

DUNCAN,  SCOTT  THOMAS,  SALT  LAKE  CITY,  UTAH  122 
DUNCAN,  THOMAS  GRIFFITH,  PIKESVILLE,  MARYLAND  59  # 

DUNCAN,  THOMAS  STANLEY,  SARASOTA,  FLORIDA  105 

DUNCAN,  WILLIAM  CARROLL,  SALT  LAKE  CITY,  UTAH  113 
DUNCAN,  WILLIAM  L.,  ATLANTA,  GEORGIA  76  tt 

DUNGAN,  JAMES  ALLEN,  MEMPHIS,  TENNESSEE  146 

DUNGY,  RICHARD  L,  DETROIT,  MICHIGAN  156  tt 

DUNKELBERGER,  DAVID  CHARLES,  CAMP  LEJEUNE,  NORTH  CAPOLI  105  # 

DUNKELBERGER,  LAWRENCE  GORDO,  WILMINGTON,  DELAHARE  191 

DUNKER,  WILLIAM  E. ,  SIOUX  FALLS,  SOUTH  DAKOTA  172 
DUNKERLEY,  RICHARD  C,  HERMITAGE,  PENNSYLVANIA  92 

DUNKLEE,  MICHAEL  LEE,  MT  MORRIS,  MICHIGAN  185 


DUDLEY, 
DUDLEY, 
DUDLEY, 
DUDZIK, 
DUELKS, 
DUENAS, 


DUFFY, 
DUFFY, 
DUFFY, 
DUFFY, 
DUFFY, 
DUFFY, 
DUFFY, 
DUGAN , 
DUGAN, 
DUGAN , 
DUGAN, 
DUGAN, 
DUGHI , 
DUGRE, 


DUKE, 
DUKE, 
DUKE, 
DUKE, 
DUKES, 


DUNLAP,  DANIEL  ALBERT,  PAINESVILLE,  OHIO 

DUNLAP,  DONALD  L.,  LOUISVILLE,  KENTUCKY 

DUNLAP,  FLOYD  CARL,  SUNSET  HILLS,  MISSOURI 

DUNLAP,  FRANK  BOHERS,  JR,  DOYLESTOHN,  PENNSYLVANIA 

DUNLAP,  JAMES  RAY,  LAKE  JACKSON,  TEXAS 

DUNLAP,  HARREN,  COLUMBUS,  GEORGIA 

DUNN,  ALFRED  HHFELLOCK,  STRATFORD,  CONNECTICUT 

DUNN,  CHARLES  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DUNN,  DAVID  ALFRED,  BOZEMAN,  MONTANA 

DUNN,  DENIS  PATRICK,  EAST  HAMPTON,  NEW  YORK 

DUNN,  DENNIS  RAE,  GRAND  FORKS,  NORTH  DAKOTA 

DUNN,  EARL  C. ,  CORPUS  CHRISTI,  TEXAS 

DUNN,  FRANK  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DUNN,  JAMES  JOSEPH,  CLEVELAND,  OHIO 

DUNN,  JIMMY  BRUCE,  NEWPORT,  TENNESSEE 

DUNN,  JOHN  RANDALL,  BROHNSVILLE,  TEXAS 

DUNN,  PHILIP  ROBERT,  ROCKY  HILL,  CONNECTICUT 

DUNN,  PHILLIP  GRANT,  ALCOA,  TENNESSEE 

DUNN,  RICHARD  EDWARD,  SPRINGFIELD,  ILLINOIS 

DUNN,  RICHARD  J,  LAS  VEGAS,  NEVADA 

DUNN,  RONALD  ANTHONY,  MARYVILLE,  TENNESSEE 

DUNN,  ROY  LAMAR,  III,  FORSYTH,  GEORGIA 

DUNN,  TEMPLE  B,  JR,  STOCKTON,  CALIFORNIA 

DUNN,  THEODORE  ANTHONY,  GAINESVILLE,  FLORIDA 

DUNN,  TYRONE  JOHN,  CAMP  PENDLETON,  CALIFORNIA 

DUNN,  VICTOR  LAVELLE,  NORTH  LAS  VEGAS,  NEVADA 

DUNN,  WILLIAM  CARRINGTON,  J,  BINGHAMTON,  NEW  YORK 

DUNNE,  ROBERT  B.,  OCEANSIDE,  CALIFORNIA 

DUNNE,  THOMAS  WILLIAM,  SOMERVILLE,  NEW  JERSEY 

DUNNEMANN,  FREDERICK  H. ,  PORTLAND,  MAINE 

DUNNING,  TIMOTHY  FRANCIS,  OMAHA,  NEBRASKA 

DUNPHY,  FREDERICK  BLAISE,  NORTH  BAY  VILLAGE,  FLORIDA 

DUNPHY,  GEORGE  DUNCAN,  BOULDER,  COLORADO 

DUNSTAN,  DAVID  SAMUEL,  SALINA,  KANSAS 

DUNSTON,  MARK  STEVEN,  LONG  BEACH,  MISSISSIPPI 

DUNHODY,  W  ELLIOTT,  MACON,  GEORGIA 

DUPIES,  DONALD  F.,  MILWAUKEE,  WISCONSIN 

DUPLAYEE,  JOHN  H. ,  TOMAHAWK,  WISCONSIN 

DUPONT,  JAMES  FULTON,  ST  AUGUSTINE,  FLORIDA 

DUPONT,  LYLE  MAYNARD,  HONOLULU,  HAWAII 

DUPOUY,  CHRISTIAN  GUY  SERGE,  PARIS,  FRANCE 

DUPREE,  ROBERT  MICHAEL,  PEACHTREE  CITY,  GEORGIA 

DUQUESNE,  GILBERT  HENRY,  FENTON,  MISSOURI 

DUQUETTE,  JOSEPH  ANTHONY,  WARWICK,  RHODE  ISLAND 

DURAN,  ERNEST  JOSEPH,  SACRAMENTO,  CALIFORNIA 

DURAN,  LOUIS,  LOS  ANGELES,  CALIFORNIA 

DURANT,  ELMER  L,  DURANT,  OKLAHOMA 

MAX  ARTHUR,  FLINT,  MICHIGAN 
WALTER  M,  STEUBENVILLE,  OHIO 
WILLIAM  PATRICK,  HOUSTON,  TEXAS 
DONALD  LEE,  IWAKUNI,  JAPAN 
DUREN.HOBART  THEODORE,  NEH  YORK,  NEH  YORK 
DURHAM,  ALFRED,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DURHAM,  GARY  THOMAS,  BATON  ROUGE,  LOUISIANA 

JAN  MORTON,  CAMP  PENDLETON,  CALIFORNIA 
NATHANIEL  CURTIS,  FAIRFAX,  VIRGINIA 
PETER  BOIEN,  LOS  ANGELES,  CALIFORNIA 
DANIEL  KAYE,  GRAND  RAPIDS,  MICHIGAN 
JAMES  JOSEPH,  ELIZABETH,  NEW  JERSEY 
DURKIN,  MARTIN  E.,  NEW  YORK,  NEW  YORK 
DURKIN,  THOMAS  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
DURNIL,  JIMMIE  DALE,  BLOOMINGTON,  INDIANA 
DURR,  GORDON  EARL,  FAYETTE,  ALABAMA 
DURRANT,  JOHN  D,  AMERICAN  FORK,  UTAH 
DURRER,  WILLIAM  L.,  FAIRFAX,  VIRGINIA 
DURRETT,  JAMES  M. ,  AZTEC,  NEW  MEXICO 
DURRETT,  THOMAS  C,  CLARKSBURG,  WEST  VIRGINIA 
DURYEE,  BRUCE  WILLIAM,  MINEOLA,  NEW  YORK 
DURYEE,  THOMAS  H. ,  KLAMATH  FALLS,  OREGON 
DUSELLIER,  HERMAN  L,  PORT  HURON,  MICHIGAN 
DUSING,  RICHARD  L.,  DIXON,  ILLINOIS 
DUSSAULT,  WAYNE  EDWARD,  WAUKESHA,  WISCONSIN 
DUSSET,  MITCHELL  SYREL,  NEW  ORLEANS,  LOUISIANA 
DUSTMAN,  ERNEST  JAY,  LITTLE  VALLEY,  NEW  YORK 
DUTCHER,  ROBERT  GEORGE,  OKEMOS,  MICHIGAN 
DUTRIEUX,  J.  CHARLES,  SOUTH  BEND,  INDIANA 
DUTTON,  FREDRICK  W,  EUREKA,  CALIFORNIA 
DUTTON,  JAMES  A,  LIBERTYVILLE,  ILLINOIS 
DUVALL,  LUCIE  JAYNE,  CLEVELAND,  OHIO 
DUVALL,  WILLIAM  MICHAEL,  LEXINGTON,  MISSOURI 
DUVAUCHELLE,  RAYMOND  P,  LIHUE,  KAUAI,  HAWAII 
DUVENDACK,  RANDY  LEE,  JACKSONVILLE,  ILLINOIS 
DWAIRI,  AHMAD  MOHAMMED,  AMMAN,  JORDAN 
DWYER,  DEBRA  MEATH,  GREECE,  NEH  YORK 
DWYER,  EDWARD  J.,  YAPHANK,  NEW  YORK 
DWYER,  PATRICK  F,  GREEN  BAY,  WISCONSIN 
DWYER,  RICHARD  M,  PITTSBURGH,  PENNSYLVANIA 
DWYER,  WILLIAM  J,  FARMINGTON  HILLS,  MICHIGAN 
DWYER,  WILLIAM  MICHAEL,  FORT  MEADE,  MARYLAND 
DYAL,  KOMER  HARREN,  SAN  BERNARDINO,  CALIFORNIA 
DYAL,  LAWRENCE  W,  TOLEDO,  OHIO 
DYE,  CHARLES  B,  BLYTHEVILLE,  ARKANSAS 
DYE,  DALE  E.,  HAMILTON,  MONTANA 
DYE,  EDWIN  MERLE,  ABILENE,  TEXAS 
DYE,  JIMMIE,  FORT  LAUDERDALE,  FLORIDA 
DYE,  JOE  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DYE,  LARRY  M,  GARY,  INDIANA 
DYE,  RANDY  LAMAR,  LAGRANGE,  GEORGIA 
DYE,  ROY  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DYE,  TROY  STEVEN,  ELIZABETHTOHN,  KENTUCKY 


DURBIN, 
DURBIN, 
DURBIN, 
DURDEN, 


DURHAM, 
DURHAM, 
DURHAM, 
DURKEE, 
DURKIN, 
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DYE,  HILLIAM  C.  -  EILAND,  JOSEPH  R. 


G 


117 
99  I 
93  I 

140 

188 

148 

109  I 
154  I 

110  I 
152 
103 
173 
103  , 

86  i 
195 
137  , 
91  i 
166 
78  , 
197 
100 
126 
148 
184 
120 
187 
162 
129 
92 
164 
108 
25 
60 
108 
82 
113 
107 
92 
155 
130 
80 
132 
114 
140 
165 
130 
110 
163 
110 
134 
103 
192 
183 
166 
153 
135 
131 
139 
119 
96 
56 
129 
147 
139 
115 
101 
109 
104 
108 
168 
84 
112 
120 
150 
92 
142 
114 
163 
194 
70 
163 
149 
115 
81 
125 
188 
193 
143 
186 
136 
169 
193 
161 
131 
157 
9 
149 
193 
120 
134 


DYE,  HILLIAM  C,  FLINT,  HICHIGAN 
DYER,  GEORGE  E.,  SAN  FRANCISCO,  CALIFORNIA 
JUSTIN  L,  BINGHAHTON,  NEH  YORK 
OSBOURNE  NATHANIEL,  KINGSTON,  JAMAICA 
PAUL  CHRISTOPHER,  FAIRFIELD,  CONNECTICUT 
ROBERT  LECOCQ,  MARYSVILLE,  HASHINGTON 
TERRELL  H. ,  SACRAMENTO,  CALIFORNIA 
HILLIAM  ROBERT,  FORT  LAUDERDALE,  FLORIDA 
JOHN,  JR,  RACINE,  HISCONSIN 


DYER 

DYER, 

DYER, 

DYER, 

DYER, 

DYER, 

DYESS, 


DYJACK,  GARY  JOSEPH,  ERIE,  PENNSYLVANIA 

DYKEMAN,  LOREN  E,  DES  MOINES,  IOHA 

DYKES,  CAROLYN  JO,  EL  DORADO,  ARKANSAS 

DYKES,  COULBOURN  M,  SALISBURY,  MARYLAND 

DYKES,  J  B,  AUGUSTA,  GEORGIA 

DYKES,  JAMES  HEATH,  PERRY,  GEORGIA 

DYKHOUSE,  LAHRENCE  EDHARD,  LOS  ANGELES,  CALIFORNIA 

DYSART,  ROBERT  E,  SANIBEL,  FLORIDA 

DYSON,  JAMES  VAUGHN,  SR,  LEAVENHORTH,  KANSAS 

DYSON,  H  FRANK,  AUSTIN,  TEXAS 

DZAGNIDZE,  SERGO,  TBILISI,  GEORGIA 

DZIBINSKI,  DU  HAYNE,  HALES  CORNERS,  HISCONSIN 

DZVONICK,  ROBERT  PAUL,  PITTSBURGH,  PENNSYLVANIA 

EACH,  KENNETH  HENRY,  NORTH  MIAMI,  FLORIDA 

EACRETT,  MICHAEL  ROY,  OAKVILLE,  CANADA 

EADENS,  JAMES  ERNEST,  SARASOTA,  FLORIDA 

EADER,  DOUGLAS  DALE,  PONTIAC,  MICHIGAN 

EADES,  ROBERT  CREHS,  RICHMOND,  VIRGINIA 

EADES,  RODNEY  CHARLES,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

EADLER,  RONALD  L.,  RICHARDSON,  TEXAS 

EADS,  HUSTON  MERLE,  SOUTH  CHARLESTON,  HEST  VIRGINIA 

EADS,  JERRY  E.,  TITUSVILLE,  FLORIDA 

EAGAN,  RAYMOND  J.,  NEH  HAVEN,  CONNECTICUT 

EAGAN,  RAYMOND  J.,  JR.,  NEH  HAVEN,  CONNECTICUT 

EARLE,  GEORGE  D,  HINCHESTER,  TENNESSEE 

EARLE,  HOWARD  H. ,  LOS  ANGELES,  CALIFORNIA 

EARLEY,  GERALD  J,  HEST  PALM  BEACH,  FLORIDA 

EARLMAN,  ROY  H.  ,  ELIZABETH,  NEH  JERSEY 

EARLS,  PAUL  E,  CHARLOTTE,  NORTH  CAROLINA 

EARLY,  DAVID  ANDREH,  ROMULUS,  MICHIGAN 

EARLY,  JUDITH  ANN,  LOS  ANGELES,  CALIFORNIA 

EARP,  HALTER  R. ,  JR.,  LAS  VEGAS,  NEVADA 

EASLEY,  HOHARD  AULTON,  JR,  ANDALUSIA,  ALABAMA 

EASON,  JESSEE  T.,  VALDOSTA,  GEORGIA 

JOHN  HYATT,  JR,  LACKLAND  AFB,  TEXAS 

LINDSAY  EARL,  NEH  YORK,  NEH  YORK 

ROBERT  U,  JR,  STANTON,  CALIFORNIA 

HAYMAN  E.,  JR.,  CONROE,  TEXAS 
DANNY  LEE,  INDIANAPOLIS,  INDIANA 


EASON, 
EASON, 
EASON, 
EASON, 
EAST, 


EASTHAM, 

EASTHON, 

EASTMAN 

EASTMAN, 

EASTMAN, 

EASTMAN, 


EATON, 
EATON, 
EATON, 
EATON, 
EATON, 
EATON, 


EAST,  EDHARD  E.,  BIRMINGHAM,  ALABAMA 
EASTER,  RICKY  LYLE,  HICHITA,  KANSAS 
EASTERDAY,  GAYLE  G,  MILHAUKIE,  OREGON 
EASTERDAY,  MICHAEL  JAY,  LAFAYETTE,  INDIANA 
EASTERLEY,  KEN  ALLEN,  BELLEVILLE,  ILLINOIS 
EASTERLING,  JOE  FRANK,  BESSEMER,  ALABAMA 
EASTHAM,  MICHAEL  WAYNE,  HOMER,  ALASKA 

RICHARD  HILLIAM,  BELLHOOD,  ILLINOIS 
DAVID  ALLEN,  MIDDLEFIELD,  OHIO 
ALMOND  CAVYRNE,  ASTORIA,  OREGON 
DEAN  LEHIS,  HYANDOTTE,  MICHIGAN 
HARRY  J,  AUSTIN,  TEXAS 
LAHRENCE  A.,  WYANDOTTE,  MICHIGAN 
EASTON, 'EDWARD  GENE,  NATCHEZ,  MISSISSIPPI 
EASTON,  JOHN  R,  CHESTER,  PENNSYLVANIA 
EASTHOOD,  JAMES  CLAIBORNE,  CANNON  AFB,  NEH  MEXICO 
EATON,  BOBBY  D,  ODESSA,  TEXAS 

CLARENCE  R,  JR,  SOUTH  PORTLAND,  MAINE 
DESMOND  B.,  NEH  YORK,  NEH  YORK 
EVERETT  H.,  STILLHATER,  OKLAHOMA 
HOWARD  S.,  DAYTONA  BEACH,  FLORIDA 
JUANITA  KAY,  BIRMINGHAM,  ALABAMA 
HILLIAM  J.,  HEST  PALM  BEACH,  FLORIDA 
EAVENSON,  HAROLD  H. ,  GARLAND,  TEXAS 
EBEL,  MARTIN  HENRY,  JR.,  ELYRIA,  OHIO 
EBENBICHLER,  HANS,  INNSBRUCK,  AUSTRIA 
EBERLE,  DANIEL  F,  LAFAYETTE,  INDIANA 
EBERT,  FREDERICK  HARREN,  MILLBURN,  NEH  JERSEY 
EBERT,  MICHAEL  D,  NUERNBERG,  FEDERAL  REPUBLIC  OF  GERMAN 
EBLING,  HILLIAM  CLARENCE,  HASHINGTON,  DISTRICT  OF  COLUM 
EBNER,  HANS,  VIENNA,  AUSTRIA 
EBNER,  KENNETH  CHARLES,  CALDHELL,  NEW  JERSEY 
EBRILL,  MAX  LESLIE,  SYDNEY,  AUSTRALIA 
ECCARDT,  JAMES  ALLAN,  HINSDALE,  ILLINOIS 
ECCHER,  CELESTINO,  AURORA,  ILLINOIS 
LESILE  J,  DENVER,  COLORADO 
RONALD  LAURENT,  AUGUSTA,  MAINE 
PAUL  EDHIN,  CARBONDALE,  ILLINOIS 
RONALD  RAY,  MISSOURI  CITY,  TEXAS 
THOMAS,  LOS  ANGELES,  CALIFORNIA 
ECHTERNACH,  F  STEVEN,  JR,  STRASBURG,  PENNSYLVANIA 
ECKELS,  EDWARD  ALLEN,  HENDERSON,  NEVADA 
ECKER,  EDHARD  VINCENT,  JR,  EAST  HAMPTON,  NEH  YORK 
ECKERMAN,  ROBERT  CHARLES,  NASHVILLE,  TENNESSEE 
ECKERT,  LESLIE  STANLEY,  EASTON,  CONNECTICUT 
ECKERT,  PETER  KARL,  SUNRISE,  FLORIDA 
ECKERT,  STEPHEN  HAYNE,  AUDUBON,  NEH  JERSEY 
ECKERT,  HALTER,  INDIANAPOLIS,  INDIANA 
ECKLUND,  JOHN  ANDREW,  AUBURN,  NEW  YORK 
ECKMAN,  LARRY  PAUL,  BROOKLYN  PARK,  MINNESOTA 
ECOFFEY,  ROBERT  DALE,  CUSTER,  SOUTH  DAKOTA 
ECTOR,  MOSES,  ATLANTA,  GEORGIA 


ECCHER, 
ECCLES, 
ECHOLS, 
ECHOLS, 
ECHOLS, 


78 
195 
147 

96 

34 
105 
167 
186 
175 
128 
192 
160 
159 
123 
167 
131 

96 
143 
119 
154 

84 
183 
160 
124 
166 
188 
159 
175 

91  tt 
76  tt 

174 
184 
189 
113 
172 
165 

in  tt 

169  tt 
160 
144 
46  tt 

92  tt 
92  * 
84  * 

125  tt 
153 

104  tt 

131  tt 
134 

78 
199 

95  tt 

31.  tt 

119  tt 
185 
165 
184 
186 

52  tt 
196 
194 
104  * 
107  tt 
132 
141  tt 

80  tt 
170 
117  tt 
177 

74  tt 
169 
129  tt 

120  tt 
178 
113  tt 

33  tt 
65  tt 

170 
163 
136  tt 

96 
109 

61  tt 

92  tt 
145 

92  tt 
174 
173  tt 

59  tt 
122 

57  # 
168 
140 
121 
130 

55  tt 
147 
132 
131  * 
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EDDINGS,  FRANCIS  M,  GREENVILLE,  NORTH  CAROLINA 
EDDINGS,  LARRY  PAUL,  SIGNAL  MOUNTAIN,  TENNESSEE 
EDDINGTON,  RICHARD  T,  JR,  ROSELLE,  ILLINOIS 
EDDY,  BOBBY  J,  MOBILE,  ALABAMA 
EDDY,  DAVID  A.,  HHEELING,  HEST  VIRGINIA 
EDELL,  LAHRENCE  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
EDELMAN,  JOHN,  CORTE  MADERA,  CALIFORNIA 
EDEY,  RAYMOND  ANTHONY,  GLENDALE,  CALIFORNIA 
EDGAR,  LAHRENCE  IVAN,  TORONTO,  CANADA 
EDGAR,  THOMAS,  EL  PASO,  TEXAS 
EDGE,  CHARLES  EDWARD,  NAPLES,  ITALY 
EDGE,  MICHAEL  GUY,  CONYERS,  GEORGIA 
EDGELL,  GARY  LEE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
EDGERTON,  GEORGE  MURRAY,  SACRAMENTO,  CALIFORNIA 
EDMAN,  SUSAN  MARIE,  MILWAUKEE,  WISCONSIN 
EDMOND,  VIVIAN  JUANITA,  DETROIT,  MICHIGAN 
EDMONDS,  DOUGLAS  F.,  IOWA  CITY,  IOWA 
EDMONDS,  RAYMOND  LEWIS,  LIVINGSTON,  TEXAS 
EDMONDS,  ROBERT  DEAN,  SAN  BERNARDINO,  CALIFORNIA 
EDMONDS,  WILLIAM  EARNEST,  J,  PORT  ARTHUR,  TEXAS 
EDMONDSON,  BERT  D,  ARLINGTON,  TEXAS 

EDMONDSON,  DENNIS  CRAIG,  WASHINGTON,  DISTRICT  OF  COLUMB 
EDMONDSON,  STEVEN  RICHARD,  TOPSHAM,  MAINE 
EDMONSON,  FLYNN  WEST,  BUNNELL,  FLORIDA 
EDMONSON,  MICHAEL  DAVID,  BATON  ROUGE,  LOUISIANA 
EDMONSON,  ROBERT  EDWARD,  FONTANA,  CALIFORNIA 
EDMONSTON,  WILLIAM  RUSSELL,  FAIRFAX,  VIRGINIA 
EDMUNDS,  JEFFREY  LANCE,  TACOMA,  WASHINGTON 
EDMUNDS,  WAYNE  0.,  TULSA,  OKLAHOMA 
EDMUNDSON,  JAMES  W. ,  JANESVILLE,  WISCONSIN 
EDMUNSON,  KENNETH  STEPHEN,  SEARCY,  ARKANSAS 
EDWAN,  EDWAN  MOHAMMAD,  AMMAN,  JORDAN 
EDHARDS-FEARS,  MARY  E,  ST.  LOUIS,  MISSOURI 
EDHARDS,  ADAM  S,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
ANDREH  R,  LLANGUNNOR,  WALES 
ASHLEY  BROWN,  AUCKLAND,  NEW  ZEALAND 
CLARENCE,  SILVER  SPRING,  MARYLAND 
CRAIG  BALDWIN,  PITTSBURGH,  PENNSYLVANIA 
DANIEL  LEE,  YORKTOWN,  VIRGINIA 
DAVID  JAY,  MARTINSVILLE,  VIRGINIA 
DELBERT  F.,  CORAL  GABLES,  FLORIDA 
DONALD  E.,  SAN  JOSE,  CALIFORNIA 
DONALD  V,  GOLDEN,  COLORADO 
DWAIN,  WACO,  TEXAS 
EUGENE  LEROY,  WATERBURY,  VERMONT 
GARY  PATRICK,  OLYMPIA,  WASHINGTON 
HENRY,  JR,  JACKSONVILLE,  FLORIDA 
IRVING  PAUL,  JR,  WASHINGTON,  DISTRICT  OF  COLUM 
JAMES  CHARLES,  EVANSTON,  ILLINOIS 
JAMES  S,  MERIDIAN,  MISSISSIPPI 
JIMMIE  G,  LITTLE  ROCK,  ARKANSAS 
JOHN  B,  CINCINNATI,  OHIO 
JOHN  B.,  RALEIGH,  NORTH  CAROLINA 
JOHN  THOMAS,  GROTON,  CONNECTICUT 
KEVIN  LEE,  CLEARFIELD,  UTAH 
KYLE  LEE,  LAS  VEGAS,  NEVADA 
MICHAEL  PAUL,  EBENSBURG,  PENNSYLVANIA 
MICHEAL  PERNELL,  JACKSONVILLE,  FLORIDA 
ORAY  L.,  YAPHANK,  NEW  YORK 
REBECCA  SUE,  FISHERS,  INDIANA 
RICKY  LANZA,  CHICAGO,  ILLINOIS 
ROBERT  E,  WEBSTERVILLE,  VERMONT 
ROBERT  L.,  LORAIN,  OHIO 
ROBERT  LEE,  JR,  TALLAHASSEE,  FLORIDA 
RONALD  LYNN,  COUPEVILLE,  WASHINGTON 
SHERMAN  L,  TACOMA,  WASHINGTON 

TOMMY  EUGENE,  TITUSVILLE,  FLORIDA  

WILLIAM  J.,  JR.,  CHARLOTTE,  NORTH  CAROLINA 
WILLIAM  RAY,  KANSAS  CITY,  KANSAS 
,  WILLIAM  T,  JR,  PALM  BEACH  GARDENS,  FLORIDA 
EDWARDSON,  PATRICK  JOSEPH,  BURLINGTON,  NEW  JERSEY 
EDZEK,  RONALD,  WESTFIELD,  NEW  JERSEY 
EELKEMA,  STANLEY  DEAN,  COUPEVILLE,  WASHINGTON 
EFFLER,  MICHAEL  JAY,  HAWTHORNE,  CALIFORNIA 
EGAN,  DOUGLAS  H,  REGINA,  CANADA 

JAMES  J.,  HARTFORD,  CONNECTICUT 
JOHN  A.,  NEW  BRUNSWICK,  NEW  JERSEY 
JOHN  DILLON,  BELLEVUE,  WASHINGTON 

EAST  LANSDOWNE,  PENNSYLVANIA 
MESOUITE,  TEXAS 
JR.,  VISTA,  CALIFORNIA 
GOSHEN,  NEW  YORK 
ELGIN,  ILLINOIS 
tuut^,  uu.™  n  ,  FARGO,  NORTH  DAKOTA  Mttutc„.„„ 
EGGERS,  PETER  THEODORE,  III,  FAIRFIELD,  CONNECTICUT 
EGGLESTON,  RONALD  D,  EUGENE,  OREGON 
EGGUM,  GREGORY  JOHN,  MADISON,  WISCONSIN 
EHLE,  RICHARD  JOHN,  JR,  OAKLAND,  CALIFORNIA 
EHLERT,  GEORGE  E.,  WEST  ORANGE,  NEW  JERSEY 
EHLOW,  ALBERT  CHARLES,  SAN  CLEMENTE,  CALIFORNIA 
EHNIS,  CARL  J.,  NEW  PROVIDENCE,  NEW  JERSEY 
EHRESMAN,  JAMES  KEITH,  DAVENPORT,  IOHA 
EICHLER,  DONALD  EUGENE,  INDEPENDENCE,  MISSOURI 
EICHLER,  THOMAS  JAMES,  CHICAGO,  ILLINOIS 
EICHMAN,  DONALD  ALLEN,  IONE,  CALIFORNIA 
EIDE,  HOWARD  R. ,  DES  MOINES,  IOWA 
EIDSON,  JAMES  CLARENCE,  LAKE  HAVASU  CITY, 
EIESLAND,  KRISTINE  LYN,  BEAVERTON,  OREGON 
EIFERT,  PAUL  SYLVESTER,  JR,  COVINGTON,  KENTUCKY 
EILAND,  JOSEPH  R.,  MONTGOMERY,  ALABAMA 


EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 
EDWARDS, 


EGAN, 

EGAN, 

EGAN, 

EGAN,  JOHN  MARTIN, 

EGAN,  WILLIAM,  JR, 

EGBERT,  CARROLL  F. 

EGBERTSON,  JOHN  H. 

EGGEN,  CLIFFORD  T. 

EGGERS,  CALVIN  M. , 


ARIZONA 
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EILDERS,  LON  LESTER,  SR  -  ENNIS,  JOHN  EDHARD 


181 
160 
143 

114  « 
152 
198 

98 
197 
189 

70  tt 
128 

95  tt 
182 

94 
113  tt 

92 
192 
169 

10  * 
112  tt 
101  tt 
192 
130 
192 
195 
132 
186 
107 
129 
129 
106 
114 
197 
109 
161 

96 

54 
127 
109 

105  tt 
173 

60  * 

79 
180 
149 
118 
129  tt 

169 

103  tt 

190 
148 

115  tt 
7  * 

198 
46  * 

98  tt 
116 
166 
161 
192 
177 
136 

90 
134 
140 
180 
137 

121  tt 
ii9  tt 

153 

99  tt 
175 
145 

62  tt 

92  # 

90 

77  * 
109 
185 
119 
151 
116 
126 
168 
182 
175 
187 
198 
141 
182 
164 

84  * 
186 
140 
196 
107 
149 
171 
175 

106  # 


EILDERS,  LON  LESTER,  SR,  CHATTANOOGA,  TENNESSEE 

EILERS,  ROBERT  EDHARD,  OAKLAND,  CALIFORNIA 

EILERT,  STEPHEN  THOMAS,  PETERSBURG,  VIRGINIA 

EINOLANDER,  JOHN  CHARLES,  SANTA  BARBARA,  CALIFORNIA 

EIO,  HOCK  LIANG,  SINGAPORE,  SINGAPORE 

EIRICH,  TIMOTHY  LEE,  SHEBOYGAN,  HISCONSIN 

EISCH,  EDHARD  J,  SAGINAH,  MICHIGAN 

EISENBERG,  RAYMOND  VINCENT,  VIRGINIA  BEACH,  VIRGINIA 

EISENMAN,  MARK  ANTHONY,  HOUSTON,  TEXAS 

EISGRAU,  DHIGHT  M. ,  NEH  CITY,  NEH  YORK 

EISLEY,  EDHARD  ALBERT,  LIBERTY,  NEH  YORK 

EITEL,  EDHARD  F.,  CRAIG,  COLORADO 

EITING,  MARK  ALLAN,  PLAINFIELD,  ILLINOIS 

EJDE,  KAREN  S,  SEATTLE,  WASHINGTON 

EK,  LAHRENCE  H.,  DEPTFORD,  NEH  JERSEY 

EKBLAD,  GEORGE,  ARLINGTON  HEIGHTS,  ILLINOIS 

EKEDAHL,  DAVID  WILLIAM,  ROCKFORD,  ILLINOIS 

EKKER,  KYLE  FRANKLIN,  CASTLE  DALE,  UTAH 

EKLUND,  E.  B.,  TALLAHASSEE,  FLORIDA 

EKORNAAS,  FRED  R. ,  KENOSHA,  HISCONSIN 

EKSTROM,  BERT  T.,  HUNTINGTON  BEACH,  CALIFORNIA 

EL  BEDAHY,  ESSAM  SALAH,  CAIRO,  EGYPT 

EL  GAMMAL,  HANNE  YOUSEF,  CAIRO,  EGYPT 

EL  KATATNY,  MAMDOUH  MOHAMED,  CAIRO,  EGYPT 

EL  MOAZ,  ADEL  FATHALLA,  CAIRO,  EGYPT 

EL  NAGAR,  KAMAL  MOHAMED,  CAIRO,  EGYPT 

EL  HATANY,  HALID  KARAM,  CAIRO,  EGYPT 

EL-ALFY,  HASSAN  MOHAMED,  CAIRO,  EGYPT 

EL-AHAR,  HISHAM,  BEIRUT,  LEBANON 

EL-HACHEM,  HALID  HADIH,  BEIRUT,  LEBANON 

EL-MI NADY,  MOHAMED  MOHAMED,  CAIRO,  EGYPT 

EL-TABEI,  MOHAMED  MOHAMED,  CAIRO,  EGYPT 

EL-YAFAHI,  AMR  KHALED,  BEIRUT,  LEBANON 

ELAGHORY,  HASSAN  MOHAMED,  CAIRO,  EGYPT 

ELAM,  JAMES  MICHAEL,  CANTON,  ILLINOIS 

ELAM,  JOSEPH  D,  OKLAHOMA  CITY,  OKLAHOMA 

ELAM,  RALPH  C,  STONE  MOUNTAIN,  GEORGIA 

ELAZAB,  MOHAMED  ASHRAF,  CAIRO,  EGYPT 

ELBANNA,  MAHMOUD  YOUSRI ,  CAIRO,  EGYPT 

ELCHLINGER,  JOHN,  GARFIELD  HEIGHTS,  OHIO 

ELDER,  CHARLES  ANTHONY,  JEFFERSONVILLE,  INDIANA 

ELDER,  EDHARD  H. ,  EUGENE,  OREGON 

ELDER,  PERRY  B.,  JR.,  FORT  BRAGG,  NORTH  CAROLINA 

ELDER,  TIMOTHY  HAMRICK,  FORT  PIERCE,  FLORIDA 

ELDERS,  JAMES  FELTON,  JR,  GEORGETOWN,  SOUTH  CAROLINA 

ELDREDGE,  FREDERICK  R.,  JR.,  CHERRY  POINT,  NORTH  CAROLI 
JAMES  LORING,  BURLINGAME,  CALIFORNIA 
SHERHOOD  SETH,  JR,  LYNDHURST,  OHIO 
CLARENCE  E,  HOUSTON,  TEXAS 

CURTIS  BENJAMIN,  WASHINGTON,  DISTRICT  OF  COLU 
GREGORY  B,  PRINCETON,  NEH  JERSEY 
JACKIE  T,  SANTA  FE,  NEW  MEXICO 

ELEAZER,  ROBERT  W. ,  COLUMBIA,  SOUTH  CAROLINA 

ELEY,  BRIAN  SCOTT,  LA  PLATA,  MARYLAND 

ELFERING,  FRANK  W. ,  VALE,  OREGON 

ELFMAN,  CHARLES  B,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ELFMONT,  THOMAS  D,  LOS  ANGELES,  CALIFORNIA 

ELIASEN,  WILLY  REINHOLD,  COPENHAGEN,  DENMARK 

ELIYAHU,  CHAIM,  JERUSALEM,  ISRAEL 

ELIZARDE,  JOSEPH,  INVERNESS,  FLORIDA 

ELKINS,  ROBERT  DEWEY,  MOLALLA,  OREGON 

ELLEFSEN,  EDWARD  ALFRED,  CARTHAGE,  MISSOURI 

ELLER,  DAVID  F.,  DUBLIN,  GEORGIA 

ELLER,  JAMES  HOWARD,  JR,  INDIANAPOLIS,  INDIANA 

ELLER,  JOHN  MATTHIAS,  BROOKHAVEN,  PENNSYLVANIA 

ELLER,  ROBERT  WAYNE,  PENNSVILLE,  NEH  JERSEY 

ELLICK,  WILLIAM  JOHN,  ALTOONA,  PENNSYLVANIA 

ELLINGSEN,  DONALD  NORMAN,  TALLAHASSEE,  FLORIDA 

ELLINGSON,  ODNEY  WILLIS,  GRAND  FORKS,  NORTH  DAKOTA 

ELLINGSWORTH,  ALAN  DONALD,  DOVER,  DELAWARE 

ELLINGWOOD,  GEORGE  A,  SCITUATE,  RHODE  ISLAND 

ELLINWOOD,  ELIZABETH  ANNE,  WARWICK,  RHODE  ISLAND 

ELLIOT,  ALAN  JAMES,  DELAND,  FLORIDA 

ELLIOT,  GEORGE  FRANK,  COEUR  D  ALENE,  IDAHO 

ELLIOTT,  AMOS  A,  JR,  LAS  VEGAS,  NEVADA 

BEVERLY  C,  JR.,  DANVILLE,  VIRGINIA 
CARROLL  T.,  LOUISA,  VIRGINIA 
CHARLES  R.,  PORTLAND,  MAINE 
GEORGE  OLIVER,  ALEXANDRIA,  LOUISIANA 
JAMES  CHARLES,  EL  CAMPO,  TEXAS 
LOUIS  MARTIN,  JR,  HOUSTON,  TEXAS 
ROBERT  M.,  SAN  JOSE,  CALIFORNIA 
ROBERT  WILLIAM,  CHESHIRE,  CONNECTICUT 
TERRY  LEE,  STOCKTON,  CALIFORNIA 
ANTHONY  GEORGE,  SYDNEY,  NEW  YORK 
CELESTER  BERNARD,  SANTA  ANA,  CALIFORNIA 
CHARLES  ROWLAND,  EL  DORADO,  ARKANSAS 
DAVID  LEE,  OAKLAND,  CALIFORNIA 
ERNEST  LEAGUE,  COLUMBIA,  SOUTH  CAROLINA 
FREDERICK,  FAIRFAX,  VIRGINIA 
JOSEPH  ROBERT,  KANEOHE  BAY,  HAWAII 

ELLIS,  KENNETH  G,  SYDNEY,  AUSTRALIA 

ELLIS,  MELVYN  DOUGLAS,  HOPEWELL,  VIRGINIA 
OTIS  GUYTON,  KINGSLAND,  GEORGIA 
ROGER  LEON,  LUBBOCK,  TEXAS 
SAMUEL  S,  MANASSAS,  VIRGINIA 
SPENCER  MADISON,  ROCK  SPRINGS,  WYOMING 
VINCENT  JAY,  JEFFERSON  CITY,  MISSOURI 
WILLIAM  CARL,  JACKSON,  MISSISSIPPI 
WILLIAM  G,  ABERDEEN,  WASHINGTON 
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ELLIS,  WILLIAM  H,  CARMEL,  CALIFORNIA 

ELLIS,  HILTON  K,  BRUNSHICK,  GEORGIA 

ELLISON,  ARTHUR  W. ,  DES  MOINES,  IOWA 

ELLISON,  MARVIN  CLAUDE,  JR,  WASHINGTON,  DISTRICT  OF  COL 

ELLISON,  RICHARD  ALAN,  ALBANY,  NEH  YORK 

ELLISON,  WAYNE  HARKER,  ELMIRA,  NEW  YORK 

ELLISON,  WILLI,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ELLSESSER,  FREDERICK  E,  QUANTICO,  VIRGINIA 

ELLSWORTH,  HAROLD  L.,  SPRINGFIELD,  ILLINOIS 

ELLSWORTH,  JOHN  BRADLEY,  EVANSVILLE,  INDIANA 

ELMENDORF,  RICHARD  FRED,  BENTON,  ARKANSAS 

ELMORE,  CHARLES  C,  JR,  GASTONIA,  NORTH  CAROLINA 

ELMORE,  ROBERT  THOMAS,  HALLINGFORD,  PENNSYLVANIA 

ELOKOBI,  DANIEL,  YAOUNDE,  CAMEROON 

ELORDI,  HASSAN  AMIN,  CAIRO,  EGYPT 

ELRICK,  ROBERT  JAMES,  RUTLAND,  VERMONT 

ELSHINNAHY,  MOHAMED  MOUSTAFA,  CAIRO,  EGYPT 

ELSTON,  DAN  D.,  SIOUX  FALLS,  SOUTH  DAKOTA 

ELTOBGY,  MOHAMED  Z.,  CAIRO,  EGYPT 

ELTON,  LEONARD  D,  SALT  LAKE  CITY,  UTAH 

ELTON,  THEODORE  WILLIAM,  NEW  YORK,  NEW  YORK 

ELVINS,  JAMES  W,  WICHITA,  KANSAS 

ELHELL,  ALBERT  R,  MONTPELIER,  VERMONT 

ELWELL,  ROBERT  W. ,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

ELWER,  KENNETH  MELVIN,  NAPA,  CALIFORNIA 

ELY,  LEONARD  F.,  VERNON,  CALIFORNIA 

ELY,  RANDY  PAUL,  FORT  WORTH,  TEXAS 

ELY,  RAYMOND  L,  STILLHATER,  OKLAHOMA 

ELY,  RONALD  B.,  WARSAW,  NEW  YORK 

ELZIG,  LECIA  LOREE,  SAN  BERNARDINO,  CALIFORNIA 

EMANUEL,  CRAIG  EUGENE,  TEMPE,  ARIZONA 

EMANUELSON,  WILLIAM  E.,  WEST  MILWAUKEE,  HISCONSIN 

EMERICK,  JAMES  ROBERT,  MCMURRAY,  PENNSYLVANIA 

EMERSON,  ALLEN  JAMES,  CANANDAIGUA,  NEW  YORK 

EMERSON,  DAVID  LINDSEY,  ADRIAN,  MICHIGAN 

EMERSON,  JAMES  JUDE,  CAMP  LEJEUNE,  NORTH  CAROLINA 

EMERSON,  ROY  0.,  MARTINSVILLE,  VIRGINIA 

EMERSON,  STEPHEN  AUSTIN,  FORT  MYERS,  FLORIDA 

EMERY,  BRUCE  G. ,  SAN  LUIS  OBISPO,  CALIFORNIA 

EMERY,  FRANCIS  CHARLES,  HAZLET,  NEW  JERSEY 

EMERY,  RONALD  RUSH,  FONDA,  NEW  YORK 

EMERY,  THOMAS  MICHAEL,  BLOOMINGTON,  ILLINOIS 

EMFIELD,  BRIAN  ADAM,  CHUBBUCK,  IDAHO 

EMIG,  HENRY  JOHN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

EMIG,  JAMES  A,  SAN  DIEGO,  CALIFORNIA 

EMIREN,  DAVID  JENNINGS,  PIKEVILLE,  TENNESSEE 

EMMONS,  DAVID  E,  INDEPENDENCE,  MISSOURI 

EMMONS,  RICHARD  LEE,  MIAMISBURG,  OHIO 

EMONS,  JEFFREY  LOUIS,  EAST  HAVEN,  CONNECTICUT 

EMORY,  ROBERT  W. ,  ANNAPOLIS,  MARYLAND 

EMOTO,  MARK  TERUO,  SAN  BERNARDINO,  CALIFORNIA 

ENDERSON,  EDWARD  C,  LIBERTY,  MISSOURI 

ENDOM,  STEVEN  GORDON,  HERMOSA  BEACH,  CALIFORNIA 

ENDRES,  PHILLIP  ANTHONY,  CINCINNATI,  OHIO 

ENDRIS,  PAUL,  BEDFORD,  INDIANA 

ENEARL,  JIM  ARNOLD,  MINDEN,  NEVADA 

ENERSON,  KEITH  WILLIAM,  SAN  DIEGO,  CALIFORNIA 

ENFELT,  JAMES  LEE,  PLATTEVILLE,  WISCONSIN 

ENG,  DENNIS  KWOCK,  HONOLULU,  HAWAII 

ENGBRING,  MILTON  A.,  MILWAUKEE,  WISCONSIN 

ENGEBRETSON,  FLOYD  C,  MILWAUKEE,  WISCONSIN 

ENGEL,  GARY  LYNN,  LINCOLN,  NEBRASKA 

ENGEL,  GERALD  ROBERT,  OTTAWA,  CANADA 

ENGEL,  JERRY  ALEXANDER,  REGINA,  CANADA 

ENGEL,  RAYMOND  WILLIAM,  ALBANY,  NEW  YORK 

ENGELBART,  HAROLD  SIEGFRIED,  MADISON,  HISCONSIN 

ENGELBERTSON,  DANIEL  JOE,  PORT  ANGELES,  HASHINGTON 

ENGELEN,  JOZEF  JACOB,  ANTHERP,  BELGIUM 

ENGELS,  RICHARD  G,  RICHMOND,  VIRGINIA 

ENGER,  TOM  L,  DOHNERS  GROVE,  ILLINOIS 

ENGLAND,  DELBERT  MICHAEL,  SAN  ANTONIO,  TEXAS 

ENGLAND,  FRANK  W. ,  ROCKFORD,  ILLINOIS 

ENGLAND,  HUGO  0,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 

ENGLE,  BYRON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ENGLEFIELD,  ALAN  JOHN,  OXFORD,  ENGLAND 

ENGLER,  DONALD  BRYAN,  PAYSON,  ARIZONA 

ENGLER,  JOSEPH  B.,  SAN  FRANCISCO,  CALIFORNIA 

ENGLER,  RUEDIGER,  BERLIN,  FEDERAL  REPUBLIC  OF  GERMANY 

ENGLERT,  DON  E,  SAN  LUIS  OBISPO,  CALIFORNIA 

ENGLERT,  JAMES  EMMETT,  UPPER  ST  CLAIR,  PENNSYLVANIA 

ENGLERT,  RODNEY  DALE,  PORTLAND,  OREGON 

ENGLISH,  ARTHUR  A,  FAIRBANKS,  ALASKA 

ENGLISH,  DONALD  L,  METAIRIE,  LOUISIANA 

JOHN  H.,  JACKSONVILLE  BEACH,  FLORIDA 
JOHN  J,  HACKENSACK,  NEW  JERSEY 
LUCION  RICKS,  BROWNSVILLE,  TENNESSEE 
ROBERT  JOHN,  WEST  PALM  BEACH,  FLORIDA 
ENGLISH,  WILLIAM  E,  IDAHO  FALLS,  IDAHO 
ENGQUIST,  MARVIN  GEORGE,  LOS  ANGELES,  CALIFORNIA 
ENGSTROM,  HAROLD  P,  BEAUMONT,  TEXAS 
ENGSTROM,  THOMAS  WALTER,  LAKEPORT,  CALIFORNIA 
ENKEMANN,  CASPER  M. ,  ANN  ARBOR,  MICHIGAN 
ENLOE,  TERRY  GEYE,  HOUSTON,  TEXAS 
ENLOW,  BERNARD  RAY,  DADE  CITY,  FLORIDA 
ENLOW,  CARL  E.,  GOLDEN,  COLORADO 
ENNIS,  BILLY  B,  GALVESTON,  TEXAS 

ENNIS,  CLIFTON  ANTHONY,  GRAND  CAYMAN,  CAYMAN  ISLANDS 
ENNIS,  DAVID  S.,  NORRISTOWN,  PENNSYLVANIA 
ENNIS,  JAMES  MICHAEL,  SPARTANBURG,  SOUTH  CAROLINA 
ENNIS,  JOHN  EDWARD,  GREENVILLE,  NORTH  CAROLINA 


ENGLISH, 
ENGLISH, 
ENGLISH, 
ENGLISH, 
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ENNIS.  LESLIE  EDHARD  -  EZELL,  HALTER  MICHAEL 
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ENNIS,  LESLIE  EDHARD,  NORTH  MANKATO,  MINNESOTA 

ENNIS,  HILLIAM  R.,  ORADELL,  NEH  JERSEY 

ENOCH,  TERRY  LAMONT,  SAVANNAH,  GEORGIA 
i  ENOS,  CLARENCE,  HURON,  CALIFORNIA 

ENOS   STEPHEN  JOSEPH,  EAST  PROVIDENCE,  RHODE  ISLAND 

ENOURATO,  CHRISTOPER  LEON,  HASHINGTON,  DISTRICT  OF  COLU 

ENQU1ST,  ERIC  RUSSELL.  PENSACOLA,  FLORIDA 

ENRIGHT,  MICHAEL  ROBERT,  MANASSAS,  VIRGINIA 

ENRILE,  TOMAS  C,  MANILA,  PHILIPPINES 
1   ENRIQUEZ,  ALBERTO,  MANILA,  PHILIPPINES 
1    ENSLEY,  B,  CHARLOTTE,  NORTH  CAROLINA 
1   ENSOR,  ELLISON  H. ,  TOHSON,  MARYLAND 

I  ENSHEILER,  MYRLE  E,  PORT  RICHEY,  FLORIDA 
ENTER,  THOMAS  DAVID,  GREENVILLE,  SOUTH  CAROLINA 
ENTREKIN,  KAREN  TUCKER,  GADSDEN,  ALABAMA 
ENTREKIN,  TODD  EDHARD,  GADSDEN,  ALABAMA 
EOFF,  PHILLIP  DAVID,  REDDING,  CALIFORNIA 

»  EPISCOPO,  PETER  FREDRICK,  HILMINGTON,  DELAHARE 
EPPERLY,  GARY  LEROY,  SAN  FRANCISCO,  CALIFORNIA 

»  EPPERSON,  RONALD  CHARLES,  KINGSPORT,  TENNESSEE 
EPPERSON,  RONALD  CRAIG,  VANCOUVER,  HASHINGTON 

II  EPPERSON,  VIRGIL  OTHEL,  JR,  SEASIDE,  CALIFORNIA 
EPPLER,  HILLIAM  HENRY,  HOUSTON,  TEXAS 
EPPOLITO,  DANIEL,  ANGOLA,  NEH  YORK 
EPTON,  ROBERT  F.,  ST  JOHN,  CANADA 
ERARDY,  SUSAN  LEIGH,  CARSON  CITY,  NEVADA 

tt   ERBER,  ROLAND  H. ,  ELMHURST,  ILLINOIS 

ERBY,  DENNIS  JUNIOR,  JACKSON,  MISSISSIPPI 
ERCK,  VERN  MILO,  MINOT,  NORTH  DAKOTA 
ERCOLE,  HENRY  A,  HAILUKU,  MAUI,  HAHAII 

ERCUL,  JOHN  PHILLIP,  PUEBLO,  COLORADO 

ERDMANN,  DAVID  RICHARD,  SPRINGFIELD,  ILLINOIS 
ERICKS,  MARK  LLOYD,  BOTHELL,  HASHINGTON 

*  ERICKSEN,  SUSAN  NIX,  JACKSONVILLE,  FLORIDA 
ERICKSON,  BRUCE  ALLEN,  APPLE  VALLEY,  MINNESOTA 

tt   ERICKSON,  CARROLL  H. ,  MINOT,  NORTH  DAKOTA 

ERICKSON,  CHARLES  ARTHUR,  TEMPE,  ARIZONA 

ERICKSON,  DAVID  HAYNE,  OSHKOSH,  HISCONSIN 
tt   ERICKSON   DEHARDT  MARTIN,  BELLINGHAM,  HASHINGTON 

*  ERICKSON,  HOHARD  L,  GREEN  BAY,  HISCONSIN 
ERICKSON   JULIE  MICHELE,  SPRINGFIELD,  ILLINOIS 
ERICKSON,  KEVIN  RODMAN,  NEHBERRY,  MICHIGAN 
ERICKSON,  LAHRENCE  V.,  SPOKANE,  HASHINGTON 
ERICKSON,  LEE  CHARLES,  SALEM,  OREGON 
ERICKSON,  LON  DOUGLAS,  SANTA  ANA,  CALIFORNIA 

tt   ERICSON,  MARVIN  FREDERICK,  HAHTHORNE,  NEH  YORK 
ERICSSON,  DON  HAROLD,  CULVER  CITY,  CALIFORNIA 
ERIK,  MATI,  TALLINN,  ESTONIA 
ERIKSON,  CARLTON  LOUIS,  ANCHORAGE,  ALASKA 
ERIKSON,  JOHNNY  EDHARD,  BAYTOHN,  TEXAS 
ERLANDSON,  EVERETT  M.,  EVANSTON,  ILLINOIS 
ERMINI,  BENEDETTO  JOSEPH,  YONKERS,  NEH  YORK 
ERNEHEIN,  JEROME  C. ,  MAYVILLE,  NEH  YORK 
ERNST,  ALEXANDER,  MT  CLEMENS,  MICHIGAN 
ERNST,  JAMES  PAUL,  TRUMBULL,  CONNECTICUT 
ERNST,  JOHN  HOHARD,  RACINE,  HISCONSIN 
ERNST,  JOSEPH  CHARLES,  JR,  FALLS  CHURCH, 
ERNST,  HARK  EDHARD,  CONCORD,  CALIFORNIA 

*  EROSKY,  ANTHONY,  GOLDEN,  COLORADO 
0  ERRICK,  ROBERT  F,  TEANECK,  NEH  JERSEY 

ERSKINE,  DAVID  PALMER,  STONINGTON,  CONNECTICUT 
ERSKINE,  JOHN  D,  RICHFIELD,  MINNESOTA 
ERSKINE   MICHAEL  J,  ATLANTIC  CITY,  NEH  JERSEY 
ERVIN,  JERRY  L,  CALUMET,  OKLAHOMA 
ERVIN,  JUERGEN  D,  POCOMOKE  CITY,  MARYLAND 
tt   ERVIN,  H.  EUGENE,  YORK,  SOUTH  CAROLINA 
ERVIN,  HESLEY  HAYNE,  BEAVERTON,  OREGON 
ERHIN,  DENNIS  HILLIAM,  GRETNA,  LOUISIANA 
ERHIN,  JERRY  HALLACE,  XENIA,  OHIO 
ESCANAME,  ROGELIO,  MC  ALLEN,  TEXAS 
ESCARATE  ESCARATE,  MARIO,  SANTIAGO,  CHILE 
tt    ESCHENBACH,  JOHN  C,  CINCINNATI,  OHIO   uTMJ„iu 
ESCHENBURG   CALLAN  ERNEST,  MT  CLEMENS,  MICHIGAN 
ESCHENFELDER,  HILLIAM  JOHN,  HESTLAKE,  OHIO 
It   ESCOBEDO,  CARLOS  G. ,  BROHNSVILLE,  TEXAS 

ESEMANAU   SORSIOS  JONMARK,  TRUK,  FEDERATED  STATES  OF  MI 
ESENSTEN   RICHARD  ALLAN,  GOLDEN  VALLEY,  MINNESOTA 
ESHBACH  DAVID  CARLTON,  SPRINGETTSBURY,  PENNSYLVANIA 
ESHGIPOOR,  GHOLAM-ALI,  TEHRAN,  IRAN 
ESHOO,  JOHN  CLIFFORD,  CHICAGO,  ILLINOIS 
ESLINGER,  DENNIS  MICHAEL,  ROCKVILLE,  INDIANA 
ESLINGER,  DONALD  FRANCIS,  SANFORD,  FLORIDA 
ESMERALDA,  REYNALDO  OFIALDA,  MANILA,  PHILIPPINES 
ESPARZA,  THOMAS,  JR,  LUBBOCK,  TEXAS 

ESPER,  JOAO  KLEIBER,  BRASILIA,  BRAZIL   

ESPINOSA  GARCES,  ANDRES  MARIO,  BOGOTA,  COLOMBIA 

ESPINOZA,  ALBERTO,  JR,  PASADENA,  TEXAS 

ESPINOZA,  CARLOS  EDUARDO,  SANTIAGO,  CHILE 

ESPINOZA,  JUAN  ANTONIO,  TRACY,  CALIFORNIA 

ESSELMAN,  RICHARD  G.,  MODESTO,  CALIFORNIA 

ESSEN,  AGNETA,  KARLSTAD,  SHEDEN 

ESSEX,  DAVID  J.,  ESTES  PARK,  COLORADO 

ESSEX   THOMAS  JOSEPH,  MINEOLA,  NEH  YORK 

ESSEX,  HILLIAM  SHERMAN,  HEST  VALLEY  CITY, 

ESSL,  FRANZ,  VIENNA,  AUSTRIA 

ESTAVILLO,  NICHOLAS,  NEH  YORK,  NEH  YORK 

ESTELLE,  PATRICK,  YAPHANK,  NEH  YORK 

ESTERLING,  HILLIAM  F.,  NEH  CASTLE,  DELAHARE 

ESTES,  COY  D.,  UPLAND,  CALIFORNIA 

ESTES,  JIMMIE  RALPH,  COVINGTON,  LOUISIANA 
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ESTES,  LYNDA  THERESA,  OREGON  CITY,  OREGON 

ESTES,  MASON  F.,  FREDERICKSBURG,  VIRGINIA  tMtmwl 

ESTES,  THOMAS  R.  ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

ESTES,  HILLIAM  A.,  JR,  CASPER,  HYOMING 

ESTES,  HILLIE  E.,  MOBILE,  ALABAMA    ,„,„,.,,. 

ESTEVENS,  KEITH  HAMILTON,  THIBODAUX,  LOUISIANA 

ESTEY,  JOSEPH  G,  HHITE  RIVER  JUNCTION,  VERMONT 

ESTEY,  QUENTIN  R,  JR,  PETERBOROUGH,  NEH  HAMPSHIRE 

ESTUAR,  LEOPOLDO  0.,  JR.,  MANILA,  PHILIPPINES 

ETCHISON,  MYRON  L,  HEST  PALM  BEACH,  FLORIDA 

ETHELL,  HAYNE  F.,  FINDLAY,  OHIO 

ETHERIDGE,  EDHIN  J,  LITTLE  ROCK,  ARKANSAS 

ETHERIDGE,  FLOYD  STEVEN,  MOLINE,  ILLINOIS 

ETHERIDGE,  HENRY  BURR,  JR,  BROHNSVILLE,  TEXAS 

ETHERIDGE,  PHILLIP  GLENN,  MANTEO,  NORTH  CAROLINA 

ETHRIDGE,  HILLARD  ROBERT,  DECATUR,  GEORGIA 

ETTER,  JOHN  PHILLIP,  CARMEL,  INDIANA 

ETTER,  MICHAEL  EVERETT,  TROTHOOD,  OHIO 

ETZEL,  ALLAN  GEORGE,  LOS  ANGELES,  CALIFORNIA 

EUBANK,  DONALD  LEE,  HOODBURN,  OREGON 

EUDY,  CHARLES  DAVID,  BEDFORD,  TEXAS 

EUGENIO,  RAYMOND,  NEH  BEDFORD,  MASSACHUSETTS 

EUGENIS,  CAMERON  PETER,  MUNDELEIN,  ILLINOIS 

EUSTACE,  JOHN  A,  SAVANNAH,  GEORGIA 

EVAN,  GEORGE,  HARRISBURG,  PENNSYLVANIA 

EVANGELISTA,  DON  MARIANO,  CHICAGO,  ILLINOIS 

EVANGELISTA,  JOSEPH  MICHAEL,  CAPE  MAY  COURT  HOUSE,  NEH 

EVANGELISTA,  LEONCIO  COMIA,  MANILA,  PHILIPPINES 

EVANKO,  PAUL  JOSEPH,  HARRISBURG,  PENNSYLVANIA 

EVANS,  ARNOLD  J.,  NEHARK,  NEH  JERSEY 

ARTHUR  P,  HAYNESVILLE,  NORTH  CAROLINA 
BOBBY  JERRY,  GAINESVILLE,  GEORGIA 
BRETT  LAYN,  HARNER  ROBINS,  GEORGIA 
,  CARL  0.,  SALT  LAKE  CITY,  UTAH 
EVANS,  CLARENCE  D,  SALT  LAKE  CITY,  UTAH 
EVANS,  DAVID  LUTHER,  BOULDER,  COLORADO 

DAVID  HOOSTER,  III,  BILLINGS,  MONTANA 
ELLSHORTH  E.,  PIERRE,  SOUTH  DAKOTA 
EMMETT  E.,  IOHA  CITY,  IOHA      TU„TAUA 
FREDERICK  HILSON,  INDIANAPOLIS,  INDIANA 
GEORGE  G.,  BUTTE,  MONTANA 
HENRY  RANDALL,  COOKEVILLE,  TENNESSEE 
HERMAN  STEVENSON,  MONTGOMERY,  ALABAMA 
,  JO,  AUBURN,  HASHINGTON 
EVANS,  JAMES  HOHARD,  RICHMOND,  VIRGINIA 
EVANS,  JESSE  H.,  PROVO,  UTAH 
EVANS,  JOHN  LEE,  NEVADA,  IOHA 
EVANS,  JOSEPH  HILLIAM,  NACOGDOCHES,  TEXAS 
EVANS,  KENNETH  EDHARD,  HADDON  HEIGHTS,  NEH  JERSEY 
LAHRENCE  JAMES,  NEH  BRUNSHICK,  NEH  JERSEY 
LAHRENCE  S.,  JR.,  KERRVILLE,  TEXAS 
LOYAL  G.,  JR.,  FORT  LEAVENHORTH,  KANSAS 
MALCOLM  J,  PERTH,  AUSTRALIA 
MARTIN  VAN,  HAGERSTOHN,  MARYLAND 
NEIL  H,  STOCKTON,  CALIFORNIA 
NELSON  DAVID,  PERRYSBURG,  OHIO 
RICHARD  DONALD,  ST  PETERSBURG,  FLORIDA 
ROBERT  EDHARD,  CONCORD,  CALIFORNIA 
ROBERT  RICHARD,  JR,  EVANS,  COLORADO 
ROGER  L,  SPRINGFIELD,  OHIO 
RONALD  DEAN,  HICHITA,  KANSAS 
RUSSELL  COLERIDGE,  MAHOPAC,  NEH  YORK 
TAMARA  R,  SPARKS,  NEVADA 
THOMAS  DAVID,  ROCKVILLE,  MARYLAND 
,  THOMAS  L.,  CORONA,  CALIFORNIA 
EVANS,  HARREN  CLEAGE,  DETROIT,  MICHIGAN 
EVANS,  HILLIAM  OCCIE,  SALT  LAKE  CITY,  UTAH 
EVANS,  HILLIAM,  JR,  FROSTBURG,  MARYLAND 
EVERETT,  DAVID  ARNO,  KENT,  HASHINGTON 
EVERETT  DONALD  OLIVER,  GULFPORT,  MISSISSIPPI 
FRANKLIN  D,  VINITA,  OKLAHOMA 
GEORGE  A.,  INDIANAPOLIS,  INDIANA 
,  MICHAEL  T,  TUSCALOOSA,  ALABAMA 
EVERHART,  CURTIS  C,  HILLIAMSBURG,  PENNSYLVANIA 
EVERHART,  SYLVIA  FAYE,  TAMPA,  FLORIDA 
EVERITT,  LEONARD  C,  ALMONT,  MICHIGAN 
EVERS,  HERBERT  LEE,  BELLEVUE,  NEBRASKA 
EVERS   ROBERT  ALLEN,  GRAND  JUNCTION,  COLORADO 
EVERSON,  HAYNE  E,  VERMILLION,  SOUTH  DAKOTA 
EVERTS,  GAIL  LYNN,  MENOMONIE,  HISCONSIN 
EVERTSEN,  RICHARD  DAVID,  ALBUQUERQUE,  NEH  MEXICO 
EVILSIZER,  RONALD  E.,  DENISON,  IOHA 
EVOY,  THOMAS  J.,  EVERGREEN  PARK,  ILLINOIS 
EHALD,  ROBERT  A,  BOLINGBROOK,  ILLINOIS 
EHAN,  ROBERT  LEROY,  AUSTIN,  TEXAS 
EHATSKI,  JACK  JOSEPH,  HINNIPEG  CANADA 
EHENS,  RICHARD  DONALD,  SAN  DIEGO,  CALIFORNIA 
EHOLDT,  DELBERT  LEROY,  JULESBURG,  COLORADO 
EXCELL,  LYNN  L,  HURRICANE,  UTAH 
EXLEY,  ROBERT  L.,  MARION,  OHIO       UTcrnuCiia 
EXNER,  RUDOLPH  J.,  HISCONSIN  RAPIDS,  HISCONSIN 
EXPOSITO,  MIGUEL  ARNALDO,  JR,  MIAMI,  FLORIDA 
EYCHNER,  DANIEL  E.,  FORT  COLLINS,  COLORADO 
EYE,  JERREL  STEVEN,  BRIGHTON,  COLORADO 
EYLER,  GREGORY  LEE,  FREDERICK,  MARYLAND 
EYMER,  JUnN  A.,  NEH  YORK,  NEH  YORK 
EZELDIN,  AHMED  GALAL,  GIZA,  EGYPT   UTCCT„TDD. 
EZELL,  DAVID  RAYMOND,  HATTIESBURG,  MISSISSIPPI 
EZELL,  ROBERT  BRADFORD,  FORT  RILEY,  KANSAS 
EZELL,  HALTER  MICHAEL,  OCEAN  SPRINGS,  MISSISSIPPI 


EVANS, 
EVANS, 
EVANS, 
EVANS, 


EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 


EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 
EVANS, 


EVERETT, 
EVERETT, 
EVERETT, 
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FABER,  HARRY  -  FENRICH,  RONALD  J. 

FABER,  HARRY,  GRAND  RAPIDS,  MICHIGAN 

FABIANO,  SCOTT  JOSEPH,  SOMERVILLE,  NEH  JERSEY 

FABREGA,  FRANK,  SANTA  MONICA,  CALIFORNIA 

FABRIZIO,  JOSEPH,  CAMP  PENDLETON,  CALIFORNIA 

FABRIZZIO,  ROBERT  PHILIP,  NORHALK,  CONNECTICUT 

FACAS,  EDHARD  C,  FAIRFIELD,  NEH  JERSEY 

FACAS,  EDHARD  CHRISTOPHER,  MORRISTOWN,  NEH  JERSEY 

FACEMYER,  HAROLD  GAYLE,  SOUTH  CHARLESTON,  HEST  VIRGINIA 

FACH,  DONALD  G,  LA  MESA,  CALIFORNIA 

FACIO,  ANA  MARGARITA,  SACRAMENTO,  CALIFORNIA 

FACKRELL,  R.L.,  POCATELLO,  IDAHO 

FADDIS,  ROBERT  KEITH,  OVERLAND  PARK,  KANSAS 

FADZEN,  ROBERT  S,  PITTSBURGH,  PENNSYLVANIA 

FAETH,  GERARD  LOUIS,  SAN  LUIS  OBISPO,  CALIFORNIA 

FAGAN,  CHARLES  EDHARD,  HAUKEGAN,  ILLINOIS 

FAGAN,  LARRY  N,  NASHVILLE,  TENNESSEE 

FAGE,  STEVEN  BRUCE,  NORTH  KINGSTOHN,  RHODE  ISLAND 

FAGNANI,  EDHARD  A.,  HARRISBURG,  PENNSYLVANIA 

FAHED,  MARY  ELLEN,  RICHMOND,  VIRGINIA 

FAHEY,  JOHN  H. ,  ST.  PAUL,  MINNESOTA 

FAHEY,  JOSEPH  M. ,  PACIFIC  GROVE,  CALIFORNIA 

FAHEY,  THOMAS  THERON,  ST.  PAUL,  MINNESOTA 

FAHRINGER,  ROBERT  H,  BAYONNE,  NEH  JERSEY 

FAILING,  BOYCE  KENNETH,  DOVER,  DELAHARE 

FAILLA,  HILLIAM  GERALD,  PASSAIC,  NEH  JERSEY 

FAILLE,  ROBERT  R.,  PLAINVILLE,  MASSACHUSETTS 

FAIR,  JOSEPH  HILLIAM,  JR,  ATLANTIC  CITY,  NEH  JERSEY 

FAIRALL,  HILLIAM  F,  LAUREL,  MARYLAND 

FAIRCHILD,  ALVIN  LOUIS,  JR,  EASTON,  PENNSYLVANIA 

FAIRCLOTH,  DAVID  THOMAS,  FAYETTEVILLE,  NORTH  CAROLINA 

FAIRCLOTH,  STEPHEN  GARLAND,  BRIDGE  CITY,  TEXAS 

FAIRFIELD,  JEROME  R.,  MOUNTAIN  VIEH,  CALIFORNIA 

FAIRHEATHER,  DUANE  EDHARD,  JR,  HARRISONBURG,  VIRGINIA 

FAISON,  C.  B.,  COLUMBUS,  GEORGIA 

FAISTENHAMMER,  GEORGE  MARK,  GROSSE  ILE,  MICHIGAN 

FAITH,  MARK  STANLEY,  HAGERSTOHN,  MARYLAND 

FAKLER,  JOHN  L,  YAPHANK,  NEH  YORK 

FALCO,  LOUIS,  III,  NEH  CITY,  NEH  YORK 

FALCONER,  G  PAUL,  AUGUSTA,  MAINE 

FALCONER,  JOHN  FRANK,  SAN  DIEGO,  CALIFORNIA 

FALCONETTI,  THOMAS  JOSEPH,  NEH  YORK,  NEH  YORK 

FALDUTI,  JOHN  J,  FREEHOLD,  NEH  JERSEY 

FALK,  PAUL  ALLAN,  SAN  CLEMENTE,  CALIFORNIA 

FALK,  ROBERT  JAMES,  RYE,  NEH  YORK 

FALKENSTINE,  N.  G. ,  PIKESVILLE,  MARYLAND 

FALLIN,  ROLAND  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

FALLON,  JOHN  GERARD,  MINEOLA,  NEH  YORK 

FALLON,  LARRY  STEVEN,  HEST  SENECA,  NEH  YORK 

FALLS,  JAMES  H,  INDIANAPOLIS,  INDIANA 

FALZARANO,  MICHAEL,  NEH  YORK,  NEH  YORK 

FALZARANO,  ROBERT  JOHN,  STIRLING,  NEH  JERSEY 

FANELLI,  PETER  GEORGE,  NEH  PALTZ,  NEH  YORK 

FANKHAUSER,  RICHARD  CHARLES,  SPOONER,  HISCONSIN 

FANNIN,  HALTER  C,  DALLAS,  TEXAS 

FANNING,  JOHN  RICHARD,  LARAMIE,  HYOMING 

FANT,  DARRELL  LYNN,  HIGHLAND  PARK,  TEXAS 

FAOURI,  FATHI  TAWFEEQ,  AMMAN,  JORDAN 

FARABEE,  CHARLES  ROSCOE,  JR,  GRAND  CANYON,  ARIZONA 

FARAGHER,  LAHRENCE  ARTHUR,  HALLANDALE,  FLORIDA 

FARAGO,  WILLIAM  J.,  GREAT  FALLS,  MONTANA 

FARAGOI,  THOMAS  V,  CHICAGO,  ILLINOIS 

FARALDO,  ANTHONY  M,  NEH  YORK,  NEH  YORK 

FARAR,  CLARK  E.,  SAN  ANGELO,  TEXAS 

FARDEL,  JOHN  H. ,  PEKIN,  ILLINOIS 

FARHAT,  MANSOUR  ANTHONY,  WEST  TRENTON,  NEH  JERSEY 

FARIC,  MARJAN,  LJUBLJANA,  SLOVENIA 

FARID,  ADEL  ABDEL,  CAIRO,  EGYPT 

FARIS,  GEORGE  JOHN,  NEWPORT,  RHODE  ISLAND 

FARLEY,  ANDREH  JOHN,  ELKINS  PARK,  PENNSYLVANIA 

FARLEY,  LARRY,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

FARLEY,  LLOYD  CLAYTON,  CHESAPEAKE,  VIRGINIA 

FARLEY,  PATRICK  F,  ENGLEWOOD  CLIFFS,  NEW  JERSEY 

FARLEY,  ROGER  H,  DONELSON,  TENNESSEE 

FARLEY,  THOMAS  J.,  NORTH  LITTLE  ROCK,  ARKANSAS 

FARLEY,  HILLIAM  JOSEPH,  JR,  GASTONIA,  NORTH  CAROLINA 

FARMER,  DAVID  A.,  SMYRNA,  GEORGIA 

FARMER,  DAVID  CURTIS,  JOLIET,  ILLINOIS 

FARMER,  EARL  P.,  BELOIT,  HISCONSIN 

FARMER,  EDHARD  EUGENE,  ST  JOHNSBURY,  VERMONT 

FARMER,  JOHN  HOWARD,  WILSON,  NORTH  CAROLINA 

FARMER,  MARVIN  B,  NEWPORT  NEWS,  VIRGINIA 

FARMER,  RAYMOND  E.,  RIALTO,  CALIFORNIA 

FARMER,  ROGER  B,  LEBANON,  TENNESSEE 

FARMER,  SHERRILL  R.,  BIG  SPRING,  TEXAS 

FARMER,  WESLEY  STEVEN,  SAN  BERNARDINO,  CALIFORNIA 

FARMER,  WILLIAM  OKLA,  JR,  BUSHNELL,  FLORIDA 

FARNITANO,  JOSEPH  THOMAS,  YAPHANK,  NEH  YORK 

FARNUM,  HENRY  LUCIA,  NEHFANE,  VERMONT 

FARNHORTH,  DANNY  KEITH,  BEECH  GROVE,  INDIANA 

FARQUHAR,  WILLARD  B,  SAN  BERNARDINO,  CALIFORNIA 

FARRAHAR,  PAUL  JOSEPH,  BOSTON,  MASSACHUSETTS 

FARRAND,  JAY  VINSON,  BURBANK,  CALIFORNIA 

FARRAND,  ROBERT  J.,  SIDNEY,  NEH  YORK 

FARRAR,  DONALD  E,  DECATUR,  GEORGIA 

FARRAWAY,  GEORGE  K,  HAMILTON,  CANADA 

FARRELL,  DENNIS  WILLIAM,  MINEOLA,  NEW  YORK 

FARRELL,  JOHN  BERNARD,  CHICAGO,  ILLINOIS 

FARRELL,  THOMAS  JOHN,  JERSEY  CITY,  NEW  JERSEY 

FARRELL,  TIMOTHY  PATRICK,  NEH  YORK,  NEH  YORK 

FARRER,  GERALD  LEHIS,  CHICAGO,  ILLINOIS 
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158 
191 

93 
151 
121  tt 

73  tt 
193 
170 

80  * 
182 
113 
151 

99 

59  * 
28  tt 
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93  # 
187 
129 
175 

49  tt 
127 

11  * 
155 

133  tt 
116  * 
172 
102  tt 
176 
151 

110  # 

134  tt 
194 

99 
63  tt 

107  tt 
86  tt 

108  # 
160 
141 
169 
189 
154 
172 
128 
179 
184 
192 

81  tt 
139 
164 
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190 

46  * 
112 
109 

36  # 
193 

115  It 
167 
122 

46  tt 
106  tt 
126  tt 

104  tt 

111  tt 
122 
196 
185 
173 
146  tt 

105  * 
74 
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143 
189 
148 
163 
177 
111 
167 
111 
138 

116  tt 
140 
156 

14  * 
134 
140  tt 
137 
113  tt 
101 

135  tt 
164 
121  * 
143 
132 
161 
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FARRINGER,  DAVID  FRANK,  RAF  ALCON  BURY,  ENGLAND 

FARRINGTON,  DAVID  GUY,  BURNSVILLE,  MINNESOTA 

FARRINGTON,  PENNY  SUE,  HOODLAND,  CALIFORNIA 

FARRIS,  DHAIN  D,  FEDERAL  HEIGHTS,  COLORADO 

FARRIS,  LINNON  CLAY,  DETROIT,  MICHIGAN 

FARRIS,  PAT,  MOBILE,  ALABAMA 

FARRIS,  RICHARD,  ALBUQUERQUE,  NEW  MEXICO 

FARRIS,  ROBERT  KENNETH,  FOREST  GROVE,  OREGON 

FARROW,  JOSEPH  ANDREW,  HAYHARD,  CALIFORNIA 

FARROW,  L.  D.,  BEAUMONT,  TEXAS 

FARRUGGIA,  CHARLES  DENNIS,  OAKLAND,  CALIFORNIA 

FASBINDER,  RONALD  A,  SOUTHFIELD,  MICHIGAN 

FASHINGBAUER,  ALBERT  JOHN,  CHICAGO,  ILLINOIS 

FASSLER,  THOMAS  J.,  ST.  LOUIS,  MISSOURI 

FAUBERT,  JOHN  JOSEPH,  POTSDAM,  NEW  YORK 

FAUBLE,  HAROLD  W. ,  TOLEDO,  OHIO 

FAUGHNAN,  JOSEPH  P,  CLINTON,  CONNECTICUT 

FAUGHT,  ELTON  A,  ODESSA,  TEXAS 

FAULHABER,  RICHARD  SCOTT,  EAST  HAMPTON,  NEW  YORK 

FAULK,  GEORGE  CARROLL,  COLUMBIA,  SOUTH  CAROLINA 

FAULKENBERRY,  RICHARD  LANCE,  MIDLAND,  TEXAS 

FAULKNER,  DAVE  T,  TULSA,  OKLAHOMA 

FAULKNER,  DEBORAH  YVONNE,  NASHVILLE,  TENNESSEE 

FAULKNER,  JOHN  G. ,  JR.,  LITTLE  ROCK,  ARKANSAS 

FAULKNER,  KEITH  IVES,  SMYRNA,  DELAHARE 

FAULKNER,  RICHARD  ANTHONY,  NOVI ,  MICHIGAN 

FAULKS,  LARRY  B.,  ABILENE,  TEXAS 

FAUST,  HERBERT  RONALD,  MINEOLA,  NEH  YORK 

FAUVER,  GEORGE,  A.,  LINCOLN,  NEBRASKA 

FAVELA,  EFRAIN  FLORES,  DEL  RIO,  TEXAS 

FAVETTI,  JOSE  MOACIR,  PARANA,  BRAZIL 

FAVREAU,  GILLES  J,  OTTAHA,  CANADA 

FAVREAU,  PETER  RAYMOND,  MANCHESTER,  NEH  HAMPSHIRE 

FAWCETT,  LOUIS  TREPHLEY,  HUNTSVILLE,  TEXAS 

FAWVER,  PAUL  I.,  ROMEOVILLE,  ILLINOIS 

FAWVER,  WILLIAM  G. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FAY,  LAHRENCE  P,  BOSTON,  MASSACHUSETTS 

FAY,  ROBERT  S.,  MENTOR,  OHIO 

FAY,  STEVEN  E.,  BELLEVUE,  HASHINGTON 

FAZIO,  THOMAS  LEONARD,  EAST  FARMINGDALE,  NEW  YORK 

FEARN,  JERRY  BROOKS,  AUSTIN,  TEXAS 

FEARY,  MICHAEL  JOSEPH,  CALDHELL,  TEXAS 

FEATHERS,  TIMOTHY  LEE,  POWELL,  WYOMING 

FECHKO,  JOHN  RICHARD,  SEVEN  HILLS,  OHIO 

FECHT,  KURT  CARLTON,  LANGLEY  AFB,  VIRGINIA 

FECKEY,  JAMES  JOHN,  ST.  PAUL,  MINNESOTA 

FECTEAU,  AL  RYAN,  NORHICH,  CONNECTICUT 

FEDERICO,  ANTHONY  VINCENT,  PRINCETON,  NEH  JERSEY 

FEDRIGO,  JOHN  ANTHONY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

FEE,  CHARLES  P.,  HONOLULU,  HAWAII 

FEE,  PETER  JOSEPH,  JR,  HAZEL  CREST,  ILLINOIS 

FEELEY,  THOMAS  KEVIN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FEENEY,  MICHAEL  JAMES,  PHILADELPHIA,  PENNSYLVANIA 

FEENEY,  ROBERT  FRANCIS,  YAPHANK,  NEH  YORK 

FEENEY,  WILLIAM  H. ,  BEAVER  FALLS,  PENNSYLVANIA 

FEENEY,  WILLIAM  J.,  RICHBORO,  PENNSYLVANIA 

FEHLMAN,  A.  GENE,  LOGAN,  UTAH 

FEHR,  CHARLES  GUSTAV,  OAK  RIDGE,  TENNESSEE 

FEICHTINGER,  RUDOLF,  SALZBURG,  AUSTRIA 

FEINSTEIN,  MERVIN  D.,  RIVERSIDE,  CALIFORNIA 

FEITHEN,  WILLIAM  EDMUND,  JR,  DEKALB,  ILLINOIS 

FELBER,  FRANCIS  JOHN,  JR,  SOUTH  WINDSOR,  CONNECTICUT 

FELBER,  RICHARD  JOHN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

FELBINGER,  KENNETH  L,  HINSDALE,  ILLINOIS 

FELDER,  CHARLES  WILLIAM,  JR,  VALRICO,  FLORIDA 

FELDMAN,  ARTHUR  R,  YAPHANK,  NEW  YORK 

FELDMAN,  DAVID  Y.,  FORT  COLLINS,  COLORADO 

FELDMAN,  EDGAR  RAY,  COLLEGE  STATION,  TEXAS 

FELECCIA,  DANNY  THOMAS,  TAVARES,  FLORIDA 

FELICE,  DAVID  JOSEPH,  COLORADO  SPRINGS,  COLORADO 

FELICE,  PAUL  JOSEPH,  GLENDALE,  ARIZONA 

FELICIANO,  DANIEL  BAYES,  HAYMARD,  CALIFORNIA 

FELIX,  ANDRES  NAVARRO,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

FELIX,  OTIS  L,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 

FELIX,  HINSTON  GORDON,  GEORGETOWN,  GUYANA 

FELL,  TERRY  LYNN,  BELOIT,  WISCONSIN 

FELLER,  CHARLES  LINDBERG,  JR,  TALKEETNA,  ALASKA 

FELLMANN,  JOHN  WILLIAM,  ARLINGTON  HEIGHTS,  ILLINOIS 

FELLNER,  MICHAEL,  NEPONSIT,  NEW  YORK 

FELTON,  PRESTON  LEROY,  ALBANY,  NEW  YORK 

FELTRI,  DION,  TOMS  RIVER,  NEW  JERSEY 

FELTS,  BENNIE  LEE,  BURLINGTON,  NORTH  CAROLINA 

FELTS,  DAVID  T.,  NORTH  HILKESBORO,  NORTH  CAROLINA 

FELTZ,  JOSEPH,  MC  KEESPORT,  PENNSYLVANIA 

FELZER,  RICHARD  M. ,  WHITEFISH  BAY,  WISCONSIN 

FEMIA,  JAMES  FRANCIS,  HONOLULU,  HAWAII 

FEMLING,  JERRY  EUGENE,  HAILEY,  IDAHO 

FENDER,  E.  C. ,  MONTGOMERY,  ALABAMA 

FENDLEY,  GEORGE  HAYMON,  COLUMBUS,  MISSISSIPPI 

FENDLEY,  OLEN,  SPRINGDALE,  ARKANSAS 

FENKEL,  ROBERT  IRVING,  NEH  BRUNSHICK,  NEW  JERSEY 

FENLEY,  JOE  A,  HOUSTON,  TEXAS 

FENLEY,  JOHN  N,  DECATUR,  GEORGIA 

FENLON,  TIMOTHY  PATRICK,  HUBER  HEIGHTS,  OHIO 

FENLON,  TIMOTHY  ROBERT,  BRISBANE,  AUSTRALIA 

FENNELL,  JAMES  DENNIS,  DENVER,  COLORADO 

FENNELL,  HILLIAM  JOSEPH,  JR,  BETHESDA,  MARYLAND 

FENNESSY,  RICHARD  LEE,  POINT  PLEASANT,  NEH  JERSEY 

FENNIMAN,  WILLIAM  WILLETT,  JR,  DOVER,  NEW  HAMPSHIRE 

FENRICH,  RONALD  J.,  NEW  YORK,  NEW  YORK 
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FENSLER,  ROBERT  KENNETH,  JR  -  FISHER,  EUGENE  CALVIN 


Q' 
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1    FENSLER,  ROBERT  KENNETH,  JR,  CAMP  PENDLETON,  CALIFORNIA 

►  FENTON,  ANDREH  E.,  PECOS,  TEXAS 
FENTON,  MICHAEL  CORNELL,  OREM,  UTAH 
FENTON,  RICHARD  ALAN,  ROMULUS,  MICHIGAN 

1    FENHICK,  JACK  ELLIS,  TALLAHASSEE,  FLORIDA 
FEOLE  GEORGE  ROLAND,  DERRY,  NEH  HAMPSHIRE 
FERDA  BRIAN  THOMAS,  HELLSBURG,  HEST  VIRGINIA 
FERDA,  JERRY  J,  PORTAGE,  INDIANA 
FERENCE,  RICHARD  GEORGE,  BRADENTON,  FLORIDA 

»  FERENTZ,  A.  F.,  SPRINGFIELD,  PENNSYLVANIA 

0  FERGERSON,  JAMES  RAYMOND,  LUBBOCK,  TEXAS 

0  FERGERSTROM,  ERNEST  J.,  HILO,  HAWAII 

FERGUSON,  ANDREH  J.,  JR.,  ATLANTA,  GEORGIA 

0  FERGUSON,  DON  G.,  SALT  LAKE  CITY,  UTAH 
FERGUSON,  FREDRICK  K. ,  AMARILLO,  TEXAS 
FERGUSON,  GEORGE  ALOYSIUS,  NEH  YORK,  NEH  YORK 
FERGUSON,  HARVEY  DELBERT,  II,  SEATTLE,  WASHINGTON 

tt    FERGUSON,  JAMES  D,  MIDHEST  CITY,  OKLAHOMA 
FERGUSON,  JAMES  LEONARD,  SOMERSET,  NEH  JERSEY 
FERGUSON,  JOHN  AARON,  LANSING,  MICHIGAN 

tt    FERGUSON,  JOHN  E.,  INDIANAPOLIS,  INDIANA 

*  FERGUSON,  JOHN  EDHARD,  DALLAS,  TEXAS 
FERGUSON,  JOHN  HESLEY,  NASSAU,  BAHAMAS 

*  FERGUSON,  JOLYON  STUART,  GUNNISON,  COLORADO 
FERGUSON,  KENNETH  EUGENE,  DECATUR,  GEORGIA 
FERGUSON,  MARK  ALAN,  GLENDALE,  WISCONSIN 
FERGUSON,  MELVIN  F,  DECATUR,  GEORGIA 

*  FERGUSON,  RENYOLD  RAY,  ST.  LOUIS,  MISSOURI 
tt    FERGUSON,  H  RICHARD,  PORTSMOUTH,  NEH  HAMPSHIRE 

FERGUSON,  HALTER  N,  III,  FORT  MEADE,  MARYLAND 
tt    FERGUSON,  HILLIAM  VANCE,  JR,  OCALA,  FLORIDA 
FERLAND,  JOSEPH  KENNETH,  BANGOR,  MAINE 
FERLAUTO,  VITO,  SANTA  ANA,  CALIFORNIA 
tt    FERMOYLE,  DEVON  LEONARD,  NEPEAN,  CANADA 
tt    FERNANDER,  CHARLES  R,  NASSAU,  BAHAMAS 

FERNANDAS   VALERIE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
FERNANDEZ  BERMUDEZ,  VILMA  H,  SAN  JUAN,  PUERTO  RICO 
FERNANDEZ  GUILLEN,  EDGAR,  SAN  JOSE,  COSTA  RICA 
FERNANDEZ  MONTECINOS,  PABLO,  SANTIAGO,  CHILE 
FERNANDEZ,  BETH  ANNE  CONGER,  NORTH  MIAMI  BEACH,  FLORIDA 
FERNANDEZ,  ROBERT  ARTHUR,  LOS  ANGELES,  CALIFORNIA 
FERNANDEZ,  ROBERT  EDHARD,  OAKLAND,  CALIFORNIA 
FERNELIUS,  RONALD  G,  FLINT,  MICHIGAN 
FERNER,  RICHARD  D,  SAN  FRANCISCO,  CALIFORNIA 
FERNSTEDT,  RONALD  ROY,  PROVO,  UTAH 
FERRANTO,  DALE  ANTHONY,  RANCHO  CORDOVA,  CALIFORNIA 
FERRARA,  EUGENE  R,  CINCINNATI,  OHIO 
FERRARA,  PAUL,  YORKTOHN  HEIGHTS,  NEH  YORK 
FERRARA,  PAUL  ANTHONY,  COLUMBUS,  OHIO 
FERRARIN,  ROBERT  JULIUS,  TITUSVILLE,  NEW  JERSEY 
tt    FERRAZZI,  DOMINIC  A,  FRAMINGHAM,  MASSACHUSETTS 
tt    FERREIRA,  JOHN  L,  FALMOUTH,  MASSACHUSETTS 
FERRELL,  BILLY  DAVID,  VALDOSTA,  GEORGIA 
FERRELL,  EDDIE  JOE,  PEASE  AFB,  NEH  HAMPSHIRE 
tt   FERRELL,  EUDON,  LOS  ANGELES,  CALIFORNIA 
FERRELL,  GARY  0.,  HUNTINGTON,  WEST  VIRGINIA 
FERRELL,  GREGORY  KEITH,  HOOSTER,  OHIO 
FERRELL,  RONALD  G,  MASON,  OHIO 
FERRERI,  ROBERT  FRANCIS,  CLIFTON,  NEW  JERSEY 
FERRIBY,  GREGORY,  SANDUSKY,  MICHIGAN 
FERRILLO,  ANDREH,  JR,  ORANGE,  CONNECTICUT 
FERRIN,  EUGENE  BERRETT,  JACKSON,  WYOMING 
tt   FERRIS,  JOHN  PATRICK,  JR.,  HORCESTER,  MASSACHUSETTS 
U   FERRIS   RICHARD  D. ,  SR. ,  FT.  WASHAKIE,  HYOMING 
FERRIS,  HILLIAM  MICHAEL,  BRIGANTINE,  NEW  JERSEY 
FERRONATO,  JAMES  JOSEPH,  SAN  BERNARDINO,  CALIFORNIA 
FERULLO,  MICHAEL  JAMES,  WESTON,  CONNECTICUT 
»  FESENMAIER,  HILLIAM  E. ,  EAU  CLAIRE,  WISCONSIN 

FESER,  BRIAN  ROLFE,  ALEXANDRIA,  VIRGINIA 
tt   FESSLER,  CHARLES  HOCH,  JR,  PORTLAND,  OREGON 
tt    FESTERMAN,  JAMES  K,  REIDSVILLE,  NORTH  CAROLINA 
FESZCZUK,  ZENIO,  PENRITH,  AUSTRALIA 
FETHEROLF,  LOUIS  HARHOOD,  MIDVALE,  UTAH 
FETHERSTON,  JOHN  JOSEPH,  II,  HAZLET,  NEW  JERSEY 
FETTERS,  LAWRENCE  E.,  LOS  ANGELES,  CALIFORNIA 
FETZ,  RICHARD,  GRAZ,  AUSTRIA 
-  FETZER,  JAMES  HARVEY,  III,  CAMP  HILL,  PENNSYLVANIA 
FEHELL,  RICHARD  LEE,  SR,  MONROE,  LOUISIANA 
FIALKA,  DONALD  JOSEPH,  LATHAM,  NEH  YORK 
FIANDOLA,  RICHARD  ANTHONY,  MIRAMAR,  FLORIDA 
FICCHI,  VINCENT  JOHN,  UPPER  DARBY,  PENNSYLVANIA 
FICHTER,  JOHN  G.,  OUINCY,  ILLINOIS 
FICINUS,  ROBERT  F,  KIRTLAND  AFB,  NEH  MEXICO 
FICKEY,  JAMES  WALTER,  TITUSVILLE,  FLORIDA 
FICKLIN,  JOHN  T,  SALEM,  OREGON 
FIDELIBUS,  FRANK  JOHN,  FRIENDSHOOD,  TEXAS 
FIDLER,  GORDON  CARL,  SPRINGFIELD,  ILLINOIS 
FIDLER,  TIMOTHY  DEAN,  RAYTOWN,  MISSOURI 
FIEBIGER,  DONALD  VERNON,  VALLEY  CITY,  NORTH  DAKOTA 
FIEGL,  THOMAS  H.,  LOCKPORT,  NEW  YORK 
FIELD,  HAROLD  HAYNE,  SANTA  ANA,  CALIFORNIA 
FIELDS,  BRADY,  HACON,  GEORGIA 
FIELDS,  DANNY  LYNN,  GIRARD,  KANSAS 
FIELDS,  DONALD  RAY,  RICHMOND,  VIRGINIA 
FIELDS,  EUGENE  J,  METAIRIE,  LOUISIANA 
FIELDS,  HARALD  L.,  MAC  ARTHUR,  HEST  VIRGINIA 
FIELDS,  IRVIN,  UNIVERSITY,  ALABAMA 
FIELDS!  ISRAEL  RAYMOND,  JR,  NEW  ORLEANS,  LOUISIANA 
FIELDS,  JAMES  DALE,  PEARL  HARBOR,  HAWAII 
FIELDS,  JAMES  LAWTON,  RAPID  CITY,  SOUTH  DAKOTA 


90 
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94 
188 

19  * 
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136 
75  # 
170 
192 
175 
101  # 
162 
60  * 
179 
135 
94  tt 
118 
54 
189 
69  tt 
185 
133 
197 
189 
196 
172 
58  * 
140  tt 
192 
123 
119  tt 
121  tt 
176 
117 
146 
153 
139  # 
185 
160 
112  # 
143 
94 
176 
141 
183 
110 
116 
116 
186 
98 
172 
119 
111 
113 
104 
166 
92 
194 
108 
123 


FIELDS, 
FIELDS, 
FIELDS, 
FIELDS, 


JOHN  I.,  PHOENIX,  ARIZONA 
LAWRENCE,  NEW  YORK,  NEW  YORK 

LELAND  HAROLD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
,  LOWELL  G.,  SALT  LAKE  CITY,  UTAH 
FIELDS,  MARC  LESLIE,  ERLANGER,  KENTUCKY 
FIELDS,  RICHARD  MARK,  CASPER,  WYOMING 
FIELDS,  THOMAS  EDWARD,  WATERBURY,  VERMONT 
FIELDS,  WAYLAND  EARL,  DALLAS,  TEXAS 
FIER,  DENNIS  JOHN,  ST.  PAUL,  MINNESOTA 
FIERAMUSCA,  CHARLES  THOMAS,  BUFFALO,  NEW  YORK 
FIERIMONTI,  ANTHONY  L,  DETROIT,  MICHIGAN 
FIERRO,  LINDA  MARIE,  LONG  BEACH,  CALIFORNIA 
FIGASKI,  RICHARD  PAUL,  ERIE,  PENNSYLVANIA 
FIGGATT,  CARL  H. ,  CHARLESTON,  WEST  VIRGINIA 
FIGUEROA  FIGUEROA,  ORLANDO,  SAN  JUAN,  PUERTO  RICO 
FIGUEROA,  EDHIN  JAVIER,  CAMDEN,  NEW  JERSEY 
FIGUEROA,  FRANCISCO,  SAN  JUAN,  PUERTO  RICO 
FIGUEROA,  JEDAN  0,  VEGA  ALTA,  PUERTO  RICO 
FILATOFF,  JOSE  ENCINAS,  ESENADA,  MEXICO 
FILE,  WILLIAM  DOUGLAS,  RENTON,  WASHINGTON 
FILIP,  CLARENCE  W,  ESPANOLA,  NEW  MEXICO 
FILIPOW,  JOHN,  JR.,  CHATHAM  BOROUGH,  NEH  JERSEY 
FILIPOW,  STEPHEN  J,  FAIRFIELD,  NEH  JERSEY 
FILIPOWICZ,  JOHN  KENNETH,  MILWAUKEE,  WISCONSIN 
FILIPOWSKI,  KIRK  ALLEN,  GLENVIEW,  ILLINOIS 
FILL,  DAVID  MATTHEW,  TOWN  OF  TONAWANDA,  NEW  YORK 
FILLINGER,  JAMES  H. ,  CHARLESTON,  HEST  VIRGINIA 
FILLIS,  DEWEY  J.,  SALT  LAKE  CITY,  UTAH 
FILSINGER,  CARL  THOMAS,  HESTON,  CONNECTICUT 
FIMBRES,  FRED  GEORGE,  LOS  ANGELES,  CALIFORNIA 

FINA,  DONALD  K,  SARANAC  LAKE,  NEH  YORK      

FINAGIN,  ARCHIE  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FINAMORE,  MICHAEL  WILLIAM,  DELAWARE,  OHIO 

FINCH,  GEORGE  RAYMOND,  SALEM,  OREGON 

FINCH  JAMES  CLARENCE,  JR,  ASHEBORO,  NORTH  CAROLINA 

FINCH,  JOHN  CHRISTIAN,  DOHNEY,  CALIFORNIA      ulrulr.u 

FINCHAM,  ALFRED  JOHN,  III,  GROSSE  POINTE  CITY,  MICHIGAN 

FINCHER,  JAMES  DE,  ALBANY,  GEORGIA 

FINCHER,  MICHAEL  ROSS,  ANNISTON,  ALABAMA 

FINDLEY,  JERRY  DEAN,  BAKERSFIELD,  CALIFORNIA 

FINDON,  WILMA  A.,  LOS  ANGELES,  CALIFORNIA 

FINE,  LESLIE  R.,  MIDLAND,  TEXAS 

FINE,  MATTHEW  ROE,  BEND,  OREGON 

FINEGAN,  EUGENE  E.,  ELYRIA,  OHIO 

FINGER,  DALE  ANTHONY,  TOPEKA,  KANSAS 

FINK,  CHARLES  PHILIP,  PORT  ORANGE,  FLORIDA 

FINK,  JOHN  S,  CLAYTON,  MISSOURI       „Tm.TUT. 

FINK  KATHRYN  SUSAN,  CHARLESTON,  HEST  VIRGINIA 

FINKE,  JAMES  EUGENE,  SPOKANE,  WASHINGTON 

FINKENBINDER,  MARK  ALAN,  FAIRMONT,  WEST  VIRGINIA 

FINKS,  LARRY  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FINLEY,  JOHN  GREY,  JR,  CASTEAU,  BELGIUM 

FINMAN,  HAROLD  0.,  ESCANABA,  MICHIGAN 

FINN,  D  ROBIN,  OAKLAND,  CALIFORNIA 

JIMMIE  JOE,  LOS  ANGELES,  CALIFORNIA 
LARRY  G,  BATON  ROUGE,  LOUISIANA 
MICHAEL  JOHN,  SPRINGFIELD,  MASSACHUSETTS 
,  NEIL,  GLEN  ROCK,  NEW  JERSEY 
FINN,  RENEE  PAULA,  BEACON,  NEW  YORK 
FINN,  ROBERT  J,  CINCINNATI,  OHIO 
FINN  THOMAS  HILLIAM,  EAST  BRUNSHICK,  NEW  JERSEY 
FINNE,  DANA  CURTIS,  OWATONNA,  MINNESOTA 
FINNEGAN,  KEVIN  FRANCIS,  NEW  YORK,  NEW  YORK 
FINNERAN,  KATHLEEN  MARIE,  JAMAICA,  NEH  YORK 
FINNERTY,  LEO  DAVID,  HOBART,  INDIANA 
FINNEY,  DAVID  DUANE,  VALPARAISO,  INDIANA 
FINNEY,  HOWARD  E.,  NEW  YORK,  NEW  YORK 
FINNEY,  LARRY  ALLEN,  CHATTANOOGA,  TENNESSEE 
FINNEY,  ROBERT  THOMAS,  II,  QUINCY,  ILLINOIS 
FINNEY,  WILLIAM  KELSO,  ST.  PAUL,  MINNESOTA 
FINNIE,  WILLIAM  ARTHUR,  SYRACUSE,  NEW  YORK 
FINNO,  RALPH  ANTHONY,  FORT  LAUDERDALE,  FLORIDA 
FINSTROM,  GARY  ARTHUR,  CADILLAC,  MICHIGAN 
FINTER,  FREDERICK  EDWARD,  HAUPPAUGE,  NEW  YORK 
FINUCANE,  KEVIN  PATRICK,  NEW  YORK  NEW  YORK 
FIORE,  ALFRED  RAYMOND,  III,  HESTPORT,  CONNECT  CUT 
FIORENZA,  GEORGE  WILLIAM,  CORAL  SPRIGS,  FLORIDA 
FIORILL,  JOHN  ANTHONY,  LANCASTER,  PENNSYLVANIA 
FIRST,  DONALD  MICHAEL,  LONG  BEACH,  CALIFORNIA 
tt    FIRTH,  GEORGE  G,  ALBANY,  NEW  YORK 

FISCHER,  DENNIS  LOUIS,  EDWARDSVILLE,  ILLINOIS 
FISCHER,  FRANCIS  P.,  CARMEL,  CALIFORNIA 
FISCHER,  GARY  ALAN,  KELLER,  TEXAS 
FISCHER,  ROBERT  GENE,  CALGARY,  CANADA 

FISCHER,  RUSSELL  L,  MIAMI,  FLORIDA  

tt   FISCHER,  STEPHEN  F,  HAWTHORNE,  NEW  YORK 
FISCHETTE,  MICHAEL  M,  SAVANNAH,  GEORGIA 
FISCHHABER,  THOMAS  J,  LAPEER,  MICHIGAN 
FISCUS,  STEVEN  REX,  BLOOMINGTON,  INDIANA 
FISER.  DENNIS  L.,  CEDAR  RAPIDS,  IOWA 
FISH,  ARNOLD  PAUL,  JR,  KNOXVILLE,  TENNESSEE 
FISH   FREDRIC  STEPHEN,  DEXTER,  MISSOURI 

*  FISH,  JAMES  D.,  SHELBY,  NORTH  CAROLINA 

*  FISH  JAMES  J,  SOUTH  BURLINGTON,  VERMONT 
FISH,  RICHARD,  COLORADO  SPRINGS,  COLORADO 
FISHER  MELGAR,  ALFREDO,  LA  PAZ  BCS,  MEXICO 
FISHER,  CLARENCE  E,  JEFFERSON  CITY,  MISSOURI 
FISHER,  DELHIN  GLEN,  ARLINGTON,  TEXAS 

tt   FISHER   ELMER  E,  WISCONSIN  DELLS,  WISCONSIN 
FISHER   EUGENE  CALVIN,  OWATONNA,  MINNESOTA 


FINN, 
FINN, 
FINN, 
FINN, 
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FISHER,  FRANCIS  L.  -  FOLLANSBEE,  REIO  JEFFREY 
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104  tt 

113 
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185 

121 

86  tt 
129  * 

34  tt 
106  tt 
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179  tt 
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125 
119 
123  tt 
155 
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114 
128 

98  tt 
151 
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157 
125  tt 
189 

88  # 
198 

76 

113  tt 
172 
118 
184 
185 
121 
166 
162 
177 

32  tt 
118  tt 
178 

142  tt 
42  tt 

173 
151 
176 
188 

143  tt 
187 
123 
135 
165 

58  tt 
107 
131 
195 
109 
174 
189 
199 
167 

30  tt 
137 
126 
103 
159 
158 
182 
142 
134 

18  tt 
150 

114  * 
104 
185 

97  tt 

97 
154 
195 
173 
122 
127 
168  tt 

29  * 
171 
167 
151  tt 
149  tt 
123  tt 
163 
121 
108  tt 


FISHER,  FRANCIS  L.,  TUSTIN,  CALIFORNIA 
FISHER,  GAYLE  A.,  HASHINGTON,  DISTRICT  OF  COLUHBIA 
FISHER,  HARRY  DANIEL,  HOUSTON,  TEXAS 
FISHER,  KENNETH  CHARLES,  ELKO,  NEVADA 
FISHER,  LARRY  J,  JACKSON,  MISSISSIPPI 
FISHER,  LEE  ELMER,  HARRISBURG,  PENNSYLVANIA 
FISHER,  MARLYN  E,  BUTLER,  HISCONSIN 
FISHER,  MICHAEL  J.,  ASPEN,  COLORADO 
FISHER,  RANDALL  DUELL,  STAUNTON,  VIRGINIA 
FISHER,  RICHARD  FRANCIS,  ROCK  ISLAND,  ILLINOIS 
FISHER,  ROBERT  JOE,  BAKERSFIELD,  CALIFORNIA 
FISHER,  ROBERT  K,  LOS  ALAMOS,  NEH  MEXICO 
FISHER,  STEPHEN  DOUGLAS,  DECATUR,  ILLINOIS 
FISHER,  THEODORE  A.,  CHICOPEE,  MASSACHUSETTS 
FISHER,  THOMAS  S.,  RICHFIELD,  OHIO 
FISHER,  THOMAS  HILLIAM,  WRIGHT-PATTERSON  AFB,  OHIO 
FISHER,  TODD  THOMAS,  CARMEL,  NEW  YORK 
FISHER,  HILLIAM  EDWARD,  WARREN,  OHIO 
FISHER,  WILLIAM  MITCHELL,  III,  WILDWOOD,  NEH  JERSEY 
FISK,  TERRY  LEE,  LAPEER,  MICHIGAN 
FISKE,  CHARLES  ARTHUR,  SAN  ANTONIO,  TEXAS 
FITE,  DANIEL  BAIRD,  SANTA  CRUZ,  CALIFORNIA 
FITE,  LOUIS  HAYNE,  LAWRENCEBURG,  TENNESSEE 
FITHIAN,  DAVID  H. ,  EAST  HAMPTON,  NEW  YORK 
FITTING,  GERALD  J.,  REDWOOD  CITY,  CALIFORNIA 
FITTS,  PENNRYN  DANA,  CHELMSFORD,  MASSACHUSETTS 
FITZGERALD,  DANIEL  L.,  BELLINGHAM,  WASHINGTON 
FITZGERALD,  DAVID  MARION,  RICHMOND,  VIRGINIA 
GERALD  DENNIS,  STERLING,  ILLINOIS 
JAMES  ORVILLE,  PALM  BEACH  GARDENS,  FLORIDA 
JAMES  RICHARD,  WASHINGTON,  DISTRICT  OF  COLU 
JEFFERY  LEE,  JACKSON,  TENNESSEE 
JOHN  DOUGLAS,  ESCONDIDO,  CALIFORNIA 
KEVIN,  NEW  YORK,  NEW  YORK 
MARVIN,  NEWARK,  DELAWARE 
PAUL  HENRY,  NEVADA,  IOWA 
THOMAS  E.,  STAUNTON,  VIRGINIA 
THOMAS  F.,  SPRINGFIELD,  MASSACHUSETTS 
FITZGERALD,  VINCENT  JOSEPH,  YAPHANK,  NEW  YORK 
FITZGERALD,  WALTER  EDWARD,  NEW  YORK,  NEW  YORK 
FITZGERALD,  WILLIAM  ALAN,  ST  MATTHEWS,  KENTUCKY 
FITZGERALD,  WILLIAM  EDWARD,  ALTON,  ILLINOIS 
FITZGERALD,  WILLIAM  JOHN,  JOLIET,  ILLINOIS 
FITZPATRICK,  COLLEEN  ANN,  MANCHESTER,  MISSOURI 
DANIEL  PETER,  KENT,  OHIO 
DENIS  N,  LETTERKENNY,  IRELAND 
HAROLD  M.,  ROCHESTER,  MINNESOTA 
JAMES  EDWARD,  FORESTVILLE,  MARYLAND 
JAMES  JOHN,  OKLAHOMA  CITY,  OKLAHOMA 
JAMES  JOSEPH,  DENVER,  COLORADO 
JAMES  M.,  BOSTON,  MASSACHUSETTS 
JOHN  NEIL,  YAPHANK,  NEW  YORK 
KRYSTAL  LYN,  URBANA,  ILLINOIS 
MICHAEL  FRED,  KENNEWICK,  HASHINGTON 
MICHAEL  SCOTT,  MOUNT  HOLLY,  NEW  JERSEY 
ROBERT  JOHN,  STONY  POINT,  NEW  YORK 
ROBERT  PAUL,  JR,  FAIRFAX,  VIRGINIA 
RUSSELL  EUGENE,  OKLAHOMA  CITY,  OKLAHOMA 
TIMOTHY  MICHAEL,  URBANA,  ILLINOIS 
FITZPATRICK,  WILLIAM  GERALD,  MEDIA,  PENNSYLVANIA 
FITZSIMMONS,  JOHN  A,  TRENTON,  NEW  JERSEY 
FITZSIMMONS,  ROBERT  G,  CHICAGO,  ILLINOIS 
FIVEASH,  JULIUS  RAY,  JR,  WAYCROSS,  GEORGIA 
FIVECOAT,  CHARLIE  V,  JR,  BAKERSFIELD,  CALIFORNIA 
FJETLAND,  RAYMOND  A,  TACOMA,  WASHINGTON 
FLAATERUD,  KITTIL,  OSLO,  NORWAY 
FLAD,  CHARLES  PATRICK,  MADISON,  WISCONSIN 
FLAGLER,  JOSEPH  CHRISTOPHER  G,  ALBANY,  NEH  YORK 
FLAHERTY,  JAMES  DONOVAN,  LISLE,  ILLINOIS 
FLAHERTY,  JOHN  F.,  NORTH  ADAMS,  MASSACHUSETTS 
FLAHERTY,  JOHN  FRANCIS,  BOSTON,  MASSACHUSETTS 
FLAHERTY,  MICHAEL  JOSEPH,  KEY  BISCAYNE,  FLORIDA 
FLAHERTY,  THOMAS  E,  MILFORD,  CONNECTICUT 
FLAHERTY,  THOMAS  PATRICK,  JR,  BUFFALO,  NEH  YORK 
FLANAGAN,  BENSON  BRANT,  JR,  SOUTH  CHARLESTON,  WEST  VIRG 
FLANAGAN,  BRYAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
FLANAGAN,  JIMMIE  LEE,  FOLEY,  ALABAMA 
FLANAGAN,  JOHN  WILLIAM,  CHICAGO,  ILLINOIS 
FLANAGAN,  M.  W. ,  DES  MOINES,  IOWA 
FLANAGAN,  RONALD,  BELFAST,  NORTHERN  IRELAND 
FLANARY,  GALE  K,  KINGSPORT,  TENNESSEE 
FLANARY,  JAMES  T,  RICHMOND,  VIRGINIA 
FLANDERS,  MARK  DAVID,  POTTTSTOWN,  PENNSYLVANIA 
FLANNERY,  FRANKLIN  E,  GULF  STREAM,  FLORIDA 
FLASKOS,  HAROLAMPOS,  BEAVER,  PENNSYLVANIA 
FLATLEY,  JAMES  JOSEPH,  NEWARK,  DELAWARE 
FLATLEY,  MARTIN,  PECONIC,  NEW  YORK 
FLATT,  LARRY  WAYNE,  LANCASTER,  TEXAS 
FLAUGH,  JERRY  JOE,  PAULDING,  OHIO 
FLEISHER,  DONALD  LARRY,  HARRISBURG,  PENNSYLVANIA 
FLEITES,  JOSE  ANDRES,  MIAMI,  FLORIDA 
FLEMING,  CLIFFORD  L.,  PLATTSBURGH,  NEW  YORK 
FLEMING,  DENVER  HARRY,  III,  NEH  SMYRNA  BEACH,  FLORIDA 
FLEMING,  FRANK  EDWARD,  ANAHEIM,  CALIFORNIA 
FLEMING,  GEORGE,  JR,  CARLSTADT,  NEW  JERSEY 
FLEMING,  JAMES,  WAPPINGERS  FALLS,  NEH  YORK 
FLEMING,  JAMES  JOSEPH,  REDFORD,  MICHIGAN 
FLEMING,  JAMES  ROBERT,  OAK  BROOK,  ILLINOIS 
FLEMING,  JOHN  HOMER,  FORT  LAUDERDALE,  FLORIDA 
FLEMING,  WILLIAM  J,  MIAMI,  FLORIDA 
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128 
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123 
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126 
175 
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119 
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21  * 
125  tt 
182 
119 

98  tt 
186 
119 
152 

79  tt 
174 
124 

84  tt 
101  * 
106  tt 
188 
121 
131 

91 

11  * 
191 

97  tt 
167 
116  * 
150 
151  tt 
105 
149 

40  tt 
147 
116  tt 
157 
134  tt 
100 

95  tt 

30  tt 
174 
123 
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FLORES, 
FLORES, 
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FLORES, 
FLORES, 
FLORES, 
FLOREZ, 
FLORIAN, 


FLESHER,  RICK  ALLEN,  CUSTER,  SOUTH  DAKOTA 
FLETCHER,  DALE  T.,  TEMPLE,  TEXAS 
FLETCHER,  DENNIS  M. ,  HOT  SPRINGS,  ARKANSAS 
FLETCHER,  E.  REID,  WICHITA,  KANSAS 
FLETCHER,  HAROLD  KENT,  DURHAM,  NORTH  CAROLINA 
FLETCHER,  JAMES  ARTHUR,  CONCORD,  NEW  HAMPSHIRE 
FLETCHER,  JOHN  A,  MIAMI  SHORES,  FLORIDA 
FLETCHER,  KENNITH  JAY,  BARNSTABLE,  MASSACHUSETTS 
FLETCHER,  LARRY  M. ,  LITTLE  ROCK,  ARKANSAS 
FLETCHER,  RAYMOND  MICHAEL,  KNOXVILLE,  TENNESSEE 
FLETCHER,  RICKY  TURNER,  MEMPHIS,  TENNESSEE 
FLETCHER,  ROBERT  ALLEN,  JUNEAU,  ALASKA 
FLETCHER,  STANLEY  G. ,  REDDING,  CALIFORNIA 
FLETCHER,  HILLIAM  CHESTER,  GOSHEN,  INDIANA 
FLETCHER,  WILLIAM  D,  CINCINNATI,  OHIO 
FLEURY,  JAMES  L,  PLATTSBURGH,  NEH  YORK 
FLICK,  BRIAN  CHRISTOPHER,  HARRISON,  NEH  YORK 
FLICK,  THOMAS  W. ,  WEST  CHESTER,  PENNSYLVANIA 
FLINT,  MICHAEL  HAYNE,  MIAMI,  FLORIDA 
FLIPPO,  GEORGE  MICHAEL,  EVERETT,  WASHINGTON 
FLIPPO,  RONALD  D. ,  TEMPLE,  TEXAS 
FLITTON,  RONALD  ERWIN,  GRAND  LEDGE,  MICHIGAN 
FLOIED,  FRANK  GALE,  SR,  NASHVILLE,  TENNESSEE 
FLOM,  THOMAS  H,  NORTH  MIAMI,  FLORIDA 
FLOOD,  DALE  S,  PAINESVILLE,  OHIO 
DONALD  D.,  CLINTON,  IOHA 
JORGEN,  OSLO,  NORWAY 

ROBERT  CHRISTOPHER,  HAMPTON  BAYS,  NEH  YORK 
WILLIAM  PATRICK,  ROCHESTER,  NEW  YORK 
FLOR,  RICHARD  M,  ANNISTON,  ALABAMA 
FLORENCE,  JOSEPH  WILLIS,  JR,  BURLINGTON,  KENTUCKY 
FLORENCE,  TEDDY  CARLOS,  PARIS,  KENTUCKY 
FLORES,  ALFONSO  S,  EL  PASO,  TEXAS 

DANIEL  QUINTIANA,  WASHINGTON,  DISTRICT  OF  COLUM 
DANILO  G,  MANILA,  PHILIPPINES 
EDHARD  P.,  SAN  ANTONIO,  TEXAS 
PORFIRIO  L.,  LAREDO,  TEXAS 
SILVERIO  JOSEPH,  CHICAGO,  ILLINOIS 
VINCENT  RAYMOND,  MILWAUKEE,  WISCONSIN 
ISMAEL,  MILPITAS,  CALIFORNIA 
DALE  A.,  FAIRBANKS,  ALASKA 
FLORY,  DAVID  DODSON,  BEDFORD,  TEXAS 
FLOSI,  STEVEN  EUGENE,  ROCK  FALLS,  ILLINOIS 
FLOTHE,  GLENN  MILO,  ANCHORAGE,  ALASKA 
FLOHERS,  B.  A.,  WILMINGTON,  NORTH  CAROLINA 
FLOWERS,  ROBERT  LEE,  SALT  LAKE  CITY,  UTAH 
FLOHERS,  HILLARD  RAY,  SHREVEPORT,  LOUISIANA 
FLOY,  ROBERT  E.,  EAST  BRUNSHICK,  NEW  JERSEY 
FLOYD,  A  P,  TALLAHASSEE,  FLORIDA 

ARTHUR  A,  GREENHOOD,  MISSISSIPPI 
DONALD  CHARLES,  LOS  ANGELES,  CALIFORNIA 
GENE  C,  WALLA  HALLA,  HASHINGTON 
JOSEPH  MICHAEL,  SR,  CAMDEN,  SOUTH  CAROLINA 
LEE  T.,  KANSAS  CITY,  MISSOURI 
R.  E.,  HOUSTON,  TEXAS 
RANDALL  SCOTT,  TELFORD,  PENNSYLVANIA 
RAYMOND  J.,  LEXINGTON,  KENTUCKY 
ROGER  DALE,  MAITLAND,  FLORIDA 
ROLAND  R,  JR,  THOMASVILLE,  GEORGIA 
HALTER  EARL,  JR,  NORTH  MYRTLE  BEACH,  SOUTH  CAROL 
FLUCKlGER,  SIMON  A,  JR,  HAMILTON,  OHIO 
FLUEGEL,  ROY  A.,  JEFFERSON  CITY,  MISSOURI 
FLUITT,  MARK  LYNN,  HOUSTON,  TEXAS 
FLUMMERFELT,  BEECHER  D.,  AUBURN,  NEH  YORK 
FLYNN,  DANIEL  WILLIAM,  MIAMI,  FLORIDA 
FLYNN,  DONALD  P,  NORTH  SCITUATE,  RHODE  ISLAND 
EDWARD  ANTHONY,  CHELSEA,  MASSACHUSETTS 
JAMES  ERROL,  TORONTO,  CANADA 
JOHN  J.,  SACRAMENTO,  CALIFORNIA 
JOSEPH  M,  SAN  FRANCISCO,  CALIFORNIA 
JOSEPH  S.,  PITTSBURGH,  PENNSYLVANIA 
MICHAEL,  INDIANAPOLIS,  INDIANA 
MICHAEL  THOMAS,  CINCINNATI,  OHIO 
PETER  JOHN,  FARMINGTON,  CONNECTICUT 
RAYMOND  JOSEPH,  III,  LAS  VEGAS,  NEVADA 
FLYNN,  RICHARD  M. ,  CONCORD,  NEH  HAMPSHIRE 
FLYNN,  RICHARD  P.,  SR.,  EAU  CLAIRE,  WISCONSIN 
FLYNN,  WALTER  G. ,  HILLIMANTIC,  CONNECTICUT 
FOBES,  GORDON  L,  ELKO,  NEVADA 
FOCKELE,  WILLIAM  JOSEPH,  LEXINGTON,  KENTUCKY 
FODDE,  TIMOTHY  JOHN,  FLORISSANT,  MISSOURI 
FODERA,  ROSE  ANN,  DETROIT,  MICHIGAN 
FOGARTY,  JAMES  P.,  NEH  YORK,  NEH  YORK 
FOGARTY,  KATHLEEN  ANNE,  NEH  YORK,  NEW  YORK 
FOGARTY,  MICHAEL  D,  CARMEL,  INDIANA 

FOGARTY,  MICHAEL  DANIEL,  HASHINGTON,  DISTRICT  OF  COLUMB 
FOGARTY,  THOMAS  E.,  LAS  VEGAS,  NEVADA 
FOGLE,  HILLIAM  N,  ANNAPOLIS,  MARYLAND 
FOLEY,  ELIZABETH  ANN,  NEH  YORK,  NEW  YORK 
FOLEY,  JOHN  PATRICK,  FORT  HORTH,  TEXAS 
FOLEY,  KIEARN  T.,  MONTCLAIR,  NEW  JERSEY 
FOLEY,  MARGARET  ANN,  CLEVELAND,  OHIO 
FOLEY,  MICHAEL  OLIVER,  NEH  YORK,  NEH  YORK 
FOLEY,  MILTON  MAURICE,  LAKE  JACKSON,  TEXAS 
FOLEY,  RICHARD  J.,  NEHARK,  NEW  JERSEY 
FOLEY,  THOMAS  M,  ST.  PAUL,  MINNESOTA 
FOLEY,  WILLIAM  JOSEPH,  ITHACA,  NEH  YORK 
FOLEY,  WILLIAM  PATRICK,  JR,  BERKELEY,  CALIFORNIA 
FOLKESTAD,  EARL  G,  MONTEVIDEO,  MINNESOTA 
FOLLANSBEE,  REID  JEFFREY,  YAKIMA,  WASHINGTON 
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FOLLESTAD,  IVAR,  OSLO,  NORWAY 

FOLLETT,  CHARLES  E,  SAN  BERNARDINO,  CALIFORNIA 
FOLLETT,  DONALD  ROBERT,  SACRAMENTO,  CALIFORNIA 
FOLLIARD,  THOMAS  FRANCIS,  J,  CHICAGO,  ILLINOIS 
FOLLUO,  JOHN  DAVID,  KIRKHOOD,  MISSOURI 
FOLSE,  DONALD  ANTHONY,  JR,  FRANKLINTON,  LOUISIANA 
FOLSE,  MINEL  J,  BATON  ROUGE,  LOUISIANA 
FOLSKA,  CURTIS  EDHARD,  CHIPPEHA  FALLS,  WISCONSIN 
FONDAHL,  JOHN  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
FONG  PIMENTEL,  TOMAS  GUILLERMO,  PANAMA  CITY,  PANAMA 
FONG,  DEHEY,  NEH  YORK,  NEH  YORK 

FONOCK,  RONALD  MICHAEL,  KING  OF  PRUSSIA,  PENNSYLVANIA 
FONTAINE,  BOB  L,  CORPUS  CHRISTI,  TEXAS 
FONTANA,  ELDON  MARSHALL,  MINNEAPOLIS,  MINNESOTA 
FONTES,  ALAN  LEE,  MODESTO,  CALIFORNIA 
FONTOURA,  ARMANDO  B.,  NEHARK,  NEH  JERSEY 
FOOR,  KEITH  ARTHUR,  HEBRON,  INDIANA 
FOOS,  THOMAS  C,  DENVER,  COLORADO 
FOOTE,  FREDERICK  RAYMOND,  RIVERHEAD,  NEH  YORK 
FOOTE,  RICHARD  ALLEN,  CONCORD,  NEH  HAMPSHIRE 
FORAN   DAVID  CLEMENT,  JR,  GLASTONBURY,  CONNECTICUT 
FORBES,  CHARLES  E. ,  SR.,  KINGSTREE,  SOUTH  CAROLINA 
CORKY  KAY,  PORTLAND,  OREGON 
ROBERT  DREH,  BREMERTON,  HASHINGTON 
ROBERT  EVAN,  LONG  BEACH,  CALIFORNIA 
THEODORE  HILLIAM,  HEST  HAVEN,  CONNECTICUT 
HALTER  LEE,  MEMPHIS,  TENNESSEE 
FORCE,  MICHAEL  THOMAS,  LAKE  ST.  LOUIS,  MISSOURI 
FORCE,  HALKER  ROBERT,  LOS  ANGELES,  CALIFORNIA 
FORCINITO,  JAMES  ARTHUR,  VINELAND,  NEH  JERSEY 
FORD,  ALLEN  L. ,  JR.,  SOUTH  NORFOLK,  VIRGINIA 
BILLY  H,  COOKEVILLE,  TENNESSEE 
BRYAN  E.,  ROCHESTER,  NEH  YORK 
,  CHARLES  F,  CHICAGO,  ILLINOIS 
FORD,  DANIEL  PAUL,  DUNCAN,  OKLAHOMA 
FORD,  DENNIS  CARLTON,  RALEIGH,  NORTH  CAROLINA 
EILEEN  M.,  BROOKLYN,  NEH  YORK 
GEORGE  CLAYTON,  JR.,  BLYTHEVILLE,  ARKANSAS 
,  GLENN,  BOISE,  IDAHO 
FORD,  HAROLD  L,  FORT  MYERS,  FLORIDA 
FORD,  HERMAN  LEE,  DOVER,  DELAHARE 

HUGH  DUNCAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JACK  HAROLD,  TOPEKA,  KANSAS 
MICHAEL  A.,  BALTIMORE,  MARYLAND 
ROBERT  EUGENE,  PORT  ORANGE,  FLORIDA 
RONALD  JAY,  GARNER,  NORTH  CAROLINA 
STEPHEN  EDHARDS,  OVERLAND  PARK,  KANSAS 
STEPHEN  PRESTON,  GULFPORT,  MISSISSIPPI 
STEVEN  ERIC,  HEST  POINT,  PENNSYLVANIA 
,  HILLIAM  DAVID,  LAFAYETTE,  GEORGIA 
FORD,  HILLIAM  FRANCIS,  BOSTON,  MASSACHUSETTS 
FORD,  HILLIAM  K. ,  HOUSTON,  TEXAS 
FORD,  HILLIAM  M,  EAST  MOLINE,  ILLINOIS 
FORDHAM,  MICHAEL  BRANTLEY,  DECATUR  GEORGIA 
FORDHAM,  ROBERT  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
FORE,  GARLAND  D. ,  MADERA,  CALIFORNIA 
FOREHAND,  ERIE  SANFORD,  CHESAPEAKE,  VIRGINIA 
FOREMAN,  JOE  C,  JR,  BUFFALO,  NEH  YORK 
FOREMAN,  RONALD  L.,  NEWTON,  IOHA 
FORENSKI,  ROBERT  J,  DOVER,  DELAHARE 
FORESTER,  JOSEPH  NEAL,  DOVER,  DELAHARE 
FORESTER,  RUSSELL,  AUSTIN,  TEXAS 
FORGAYS,  JOSEPH  CALVIN,  TAYLOR,  MICHIGAN 
FORGIA,  KENNETH  C,  PHOENIX,  ARIZONA 
LAHTON,  OKLAHOMA 
NEW  YORK,  NEK  YORK 
,  BREA,  CALIFORNIA 
FORLOINE,  CLINTON  R. ,  NAPA,  CALIFORNIA 
FORMICHELLA,  ANTHONY  J,  SR,  SUMMIT,  NEH  JERSEY 
FORNES,  ROBERT  H,  KISSIMMEE,  FLORIDA 
FORNEY,  NEAL  MILLS,  SALEMSBURG,  NORTH  CAROLINA 
FOROOHARI,  BAHRAM,  TEHRAN,  IRAN 
FORQUER,  CAROLYN  JEAN,  MIAMI,  FLORIDA 
FORQUER,  JOHN  ALBERT,  CAMP  PENDLETON,  CALIFORNIA 
RANDALL  RAY,  KIRKSVILLE,  MISSOURI 
NORMAN  H.,  LA  GRANDE,  OREGON 
ROY  THOMAS,  JR,  GREENSBORO,  NORTH  CAROLINA 
,  THOMAS  LAHRENCE,  GREENVILLE,  NORTH  CAROLINA 
FORRESTER,  CAMERON  L,  RICHMOND,  VIRGINIA 
FORRESTER,  JERRY  H,  GAINESVILLE,  GEORGIA 
FORRESTER,  ROBERT  DANIEL,  BRICK,  NEH  JERSEY 
FORRY,  ROBERT  MICHAEL,  GLENDALE,  ARIZONA 
FORS,  NEILL  HALLACE,  CUSTER,  SOUTH  DAKOTA 
FORSLUND,  EDHARD  H. ,  GREAT  FALLS,  MONTANA 
FORSTATER,  BRUCE  J,  SR,  PHILADELPHIA,  PENNSYLVANIA 
FORSTER,  FORREST  DEAN,  TOPEKA,  KANSAS 
FORSTER,  LARRY  MARTIN,  FORT  MC  CLELLAN,  ALABAMA 
FORSTHOFF,  FREDDIE  CHARLES,  BRYAN,  TEXAS 
FORSYTHE,  JAMES  R. ,  GOLDSBORO,  NORTH  CAROLINA 
FORSYTHE,  ROBERT  0,  ASHLAND,  KENTUCKY 
FORT,  C.  FRANK,  AUSTIN,  TEXAS 

FORT,  SYLVIA  OPHELIA,  MONTEREY  PARK,  CALIFORNIA 
FORTE,  DARRYL  LEE,  KANSAS  CITY,  MISSOURI 
FORTE,  NEIL  M.  ,  MOUNT  HOLLY,  NEW  JERSEY 
FORTENBACKER,  CHARLES  J.,  BASKING  RIDGE,  NEW  JERSEY 
FORTH,  JOHN  THOMAS,  III,  MODESTO,  CALIFORNIA 
FORTI,  JOSEPH  KEVIN,  NORTH  LAS  VEGAS,  NEVADA 
FORTIER,  PIERRE  ARMAND,  DETROIT,  MICHIGAN 
FORTIN,  DOUGLAS  TERRY,  PONTIAC,  MICHIGAN 
FORTIN,  LAURENCE,  D. ,  WOODSTOCK,  ILLINOIS 
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FORGUSON,  ANDY  A, 
FORKER,  EDHARD  C, 
FORKUS,  DONALD  L. 
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YVES  JACQUES,  EL  PASO,  TEXAS 

DALE  THOMAS,  MANSFIELD,  OHIO 
,  GILES  MATTHEH,  ALAMO  HEIGHTS,  TEXAS 
FORTUNE,  CARL  D,  OLYMPIA,  WASHINGTON 
FORTUNE,  DAVID  NORMAN,  MONTEREY,  CALIFORNIA 
JAMES  ALLEN,  GERMANTOWN,  TENNESSEE 
MICHAEL,  SR,  ARLINGTON,  VIRGINIA 
SHELDON  LORENZO,  CHESILHURST,  NEW  JERSEY 
,  MICHAEL  RAE,  POCATELLO,  IDAHO 
FOSS,  ROY  G,  JEFFERSON  CITY,  MISSOURI 
FOSSUM,  MICHAEL  ANGELO,  MINNEAPOLIS,  MINNESOTA 
FOSTER,  ALFRED  KYLE,  COBOURG,  CANADA 
FOSTER,  BERNARD  ROBERT,  REVERE,  MASSACHUSETTS 
CARL  C,  EDHARDSVILLE,  ILLINOIS 
CARL  M.,  LEE'S  SUMMIT,  MISSOURI 
CHARLES  A.,  YREKA,  CALIFORNIA 
CHARLES  CURTISS,  SALINAS,  CALIFORNIA 
DAVID  HILLIAM,  ANKENY,  IOHA 
DONALD  S.,  LAHRENCEVILLE,  ILLINOIS 
DUNCAN  MILLER,  CORAL  SPRINGS,  FLORIDA 
FORREST  LEROY,  COUNCIL  BLUFFS,  IOHA 
GEORGE  ALLEN,  MIDLAND,  TEXAS 
GLORIA  DEAN,  LOS  ANGELES,  CALIFORNIA 
GORDON  L.,  PINE  BLUFF,  ARKANSAS 
HARVEY  DAVID,  BLUE  BELL,  PENNSYLVANIA 
HELEN  EILEEN,  LAKE  OSHEGO,  OREGON 
FOSTER;  HERBERT  T.,  ERIE,  PENNSYLVANIA 
FOSTER,  JACK  P,  EAST  LANSING,  MICHIGAN 

JAMES  LUTHER,  LITTLE  ROCK,  ARKANSAS 
JOHN  L.,  OLATHE,  KANSAS 

,  KENNETH  ROBERT,  ANCHORAGE,  ALASKA   

FOSTER,  LAHRENCE  DALE,  HURRICANE,  HEST  VIRGINIA 
FOSTER,  LESTER  CARL,  JR,  RICHMOND,  VIRGINIA 
FOSTER,  LISA  MICHELLE,  OAKLAND,  CALIFORNIA 
FOSTER,  MARLO  M,  EDMONDS,  HASHINGTON 
FOSTER,  MAXIE  N.,  VISALIA,  CALIFORNIA 
FOSTER,  MERLE  STEVEN,  BELLEVILLE,  CANADA 
MICHAEL  ROBERT,  CHELSEA,  MICHIGAN 
PLEASANT  B.,  DUNCAN,  OKLAHOMA 
,  RICHARD  ALDEN,  MONTGOMERY,  ALABAMA 
FOSTER,  RICHARD  KEITH,  LUBBOCK,  TEXAS 
FOSTER,  ROBERT  EDHIN,  HILLITS,  CALIFORNIA 
ROGER  L,  RICHMOND,  VIRGINIA 
RONALD  D.,  DOWNEY,  CALIFORNIA 
SAMUEL  A.,  TAKOMA  PARK,  MARYLAND 
STEVEN  CLAY,  WARSAW,  INDIANA 
TIMOTHY  HILLIAM,  ANCHORAGE,  ALASKA 
WILLIAM  L.,  PHOENIX,  ARIZONA 
,  HILLIAM  RENE,  YORK,  MAINE 
FOTE,  LOREN  G,  BAKERSFIELD,  CALIFORNIA 
FOTENAKES,  GREGG  ALAN,  FLINT,  MICHIGAN 
FOULKE,  TERRY  ATHOL,  GOLDEN,  COLORADO 
FOUNTAIN,  JAMES  H. ,  HUTCHINSON,  KANSAS 
FOURKILLER,  LARKIN  EUGENE,  KOKOMO,  INDIANA 
FOURNIER,  DONALD  B.,  BELMONT,  MASSACHUSETTS 
FOURNIER,  STEVEN  BRUCE,  MILFORD,  CONNECTICUT 
FOUST,  GARY  RICHARD,  HARRISON,  OHIO 
FOUST,  RAY  C,  REDDING,  CALIFORNIA 
FOUTZ,  RILEY  RICHARD,  VINTON,  VIRGINIA 
FOH,  ROBERT  ALLEN,  SR,  PALMYRA,  NEH  JERSEY 
FOHLER,  ALDEN  KURT,  RIDGECREST,  CALIFORNIA 
DELBERT  EUGENE,  DERBY,  KANSAS 
DONALD,  UNION,  MISSOURI 
GREGORY  TRENT,  MESA,  ARIZONA 
JACK  B.,  SPARTANBURG,  SOUTH  CAROLINA 
JOHN  HILLIAM,  SANTA  ANA,  CALIFORNIA 
JOSEPH  C,  KNOXVILLE,  TENNESSEE 
JOSEPH  L.,  JR.,  LOUISVILLE,  KENTUCKY 
JOSHUA  DOUGLAS,  JR,  SAN  ANTONIO,  TEXAS 
FOHLER,  MARC  JAY,  RENO,  NEVADA 
FOHLER,  RICHARD  H,  MIAMI,  FLORIDA 
FOHLER,  TOMMY  H,  NATIONAL  CITY,  CALIFORNIA 
FOHLER,  HILLIAM  D. ,  LANSING,  MICHIGAN 
FOWLIE,  HILLIAM,  MIDDLETOHN,  NEW  JERSEY 
FOWLKE,  WILLIAM  HACKING,  DRAPER,  UTAH 
FOX,  DANNY  ALLEN,  ESCALON,  CALIFORNIA 
DENNIS  GENE,  NORMAN,  OKLAHOMA 
FRANK  V,  JERSEY  CITY,  NEH  JERSEY 
GEORGE  R,  TAMPA,  FLORIDA 
HARRY  G,  PHILADELPHIA,  PENNSYLVANIA 
JAMES  DOUGLAS,  RICHMOND,  VIRGINIA 
JAMES  LARRY,  HOUSTON,  TEXAS    .„u,oiu 
,  JAMES  PATRICK,  GROSSE  POINTE,  MICHIGAN 
FOX,  JAMES  STEVEN,  HICKLIFFE,  OHIO 
FOX,  JOHN  LYNN,  RAYTOWN,  MISSOURI 
LOUIS  G.,  ROCHESTER,  NEH  YORK 
NEIL,  BILLINGS,  MONTANA 
PATRICK  EUGENE,  PERTH  AMBOY,  NEH  JERSEY 
RALPH  V.,  KENOSHA,  WISCONSIN 
RICHARD  L.,  LANSING,  MICHIGAN 
ROBERT  C,  MOUNTLAKE  TERRACE,  HASHINGTON 
ROBERT  WESLEY,  SR,  SEVIERVILLE,  TENNESSEE 
ROGER  DONALD,  LOS  ANGELES,  CALIFORNIA 
STEPHEN,  JERSEY  CITY,  NEH  JERSEY 
TERRY  VERNON,  AMERICAN  FORK,  UTAH 
,  HILLIAM  C,  JR,  KNOXVILLE,  TENNESSEE 
FOXALL,  PITMON,  III,  OMAHA,  NEBRASKA 
FOXHELL,  MINDA  FOHLER,  TOWSON,  MARYLAND 
FOY,  DARREN  MAURICE,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
FOYS,  JERRY  EDHARD,  AKRON,  OHIO 
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FRADELLA,  SAM  SALVADOR,  JR  -  FRUSHA,  ROY  HINSTON 
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FRADELLA,  SAM  SALVADOR,  JR,  NEH  ORLEANS,  LOUISIANA 

FRADENBURG,  RILLIAM  A.,  SACRAMENTO,  CALIFORNIA 

FRAELICK,  RICHARD  LEE,  FRAMINGHAM,  MASSACHUSETTS 

FRAILEY,  THOMAS  STEPHEN,  VALPARAISO,  INDIANA 

FRAKES,  JAMES  H. ,  GALESBURG,  ILLINOIS 

FRAKES,  LELAND  H. ,  LINCOLN,  NEBRASKA 

FRAME,  DONALD  E,  SR,  SCHENECTADY,  NEW  YORK 

FRAME,  RICHARD  CROMWELL,  SAN  DIEGO,  CALIFORNIA 

FRANCE,  JAMES  LEROY,  BEND,  OREGON 

FRANCE,  THOMAS  JAY,  COTTONWOOD,  ARIZONA 

FRANCE,  VINCENT  W,  VENTURA,  CALIFORNIA 

FRANCESCO,  ANTHONY  JOSEPH,  EDGEWATER  PARK,  NEW  JERSEY 

FRANCIS,  BILLY  KEITH,  KANSAS  CITY,  MISSOURI 

FRANCIS,  CLIFTON  0,  JR,  INDIANAPOLIS,  INDIANA 

FRANCIS,  DAVID  JAMES,  BRIDGEND,  WALES 

FRANCIS,  HERMANGILD  ASGILD,  CASTRIES,  ST.  LUCIA 

FRANCIS,  JAMES  CARL,  NEW  PORT  RICHEY,  FLORIDA 

FRANCIS,  JOHN  WALLACE,  SPRINGFIELD,  PENNSYLVANIA 

FRANCIS,  KENNETH  A,  GARDNER,  KANSAS 

FRANCIS,  KENNETH  WOODROW,  COURTLAND,  VIRGINIA 

FRANCIS,  MARVIN  ANDREW,  MAYWOOD,  ILLINOIS 

FRANCIS,  ROBERT  JOE,  AMARILLO,  TEXAS 

FRANCIS,  VERNIE  W,  JR,  COURTLAND,  VIRGINIA 

FRANCISCO,  JOHN  LOUIS,  AUGUSTA,  GEORGIA 

FRANCISCUS,  JAMES  WALTER,  THORNDALE,  PENNSYLVANIA 

FRANCKE,  ALTA  D. ,  SEATTLE,  WASHINGTON 

FRANCKLE,  NORMAN,  JR,  MILLVILLE,  NEH  JERSEY 

FRANCO-MOLINA,  ANTONIO,  SAN  JUAN,  PUERTO  RICO 

FRANCOIS,  GREGORY  ALLAN,  SAN  ANTONIO,  TEXAS 

FRANCONE,  MICHAEL  COSTANTINO,  ELY,  NEVADA 

FRANK,  ANTHONY  JOSEPH,  TWINSBURG,  OHIO 

DARRELL  LEE,  FORT  COLLINS,  COLORADO 
EDWARD  ROBERT,  NEWTONVILLE,  NEW  YORK 
JAMES  REDFORD,  GARDEN  CITY,  MICHIGAN 
FRANK,  KENNETH  JACK,  REDWOOD  CITY,  CALIFORNIA 
FRANK,  LLOYD  L.,  KEARNEY,  NEBRASKA 
LOUIS  J.,  MINEOLA,  NEW  YORK 
OAKLEY  0.,  SHEBOYGAN,  WISCONSIN 
FRANKE,  KENNETH  DALE,  SAN  DIEGO,  CALIFORNIA 
FRANKENBERG,  DOUGLAS  HENRY,  CINCINNATI,  OHIO 
FRANKENFIELD,  PAUL  T.,  JR.,  PHILADELPHIA,  PENNSYLVANIA 
FRANKENSTEIN,  EDWARD,  PRINCE  GEORGE,  VIRGINIA 
FRANKLIN,  CHARLIE  H. ,  BRUNSWICK,  GEORGIA 

DAVID  RICHARD,  FAIRFAX,  VIRGINIA 
HOWARD  A.,  PROVIDENCE,  RHODE  ISLAND 
JAMES  DEWAYNE,  ST.  PAUL,  MINNESOTA 
JAMES  E,  SAVANNAH,  GEORGIA 
MARVIN  V,  BOWLING  GREEN,  KENTUCKY 
OLANDER,  MEMPHIS,  TENNESSEE 
PAUL  N.,  SAN  DIEGO,  CALIFORNIA 
WALTER  E.,  MILWAUKEE,  WISCONSIN 
HAYNE  HENRY,  FORT  BELVOIR,  VIRGINIA 
WILLIAM  J.,  ANAHEIM,  CALIFORNIA 
FRANKOVIS,  GLENN  DAVID,  MILWAUKEE,  WISCONSIN 
FRANKS,  GEORGE  ROBERT,  JR,  LITTLE  ROCK,  ARKANSAS 
FRANKS,  JAMES  WALTER,  JOHNSON  CITY,  TENNESSEE 
FRANKS,  STEVEN  LEE,  LAS  VEGAS,  NEVADA 
FRANKS,  WILLIAM  FREDERICK,  STONY  POINT,  NEW  YORK 
FRANSEN,  JOHN  E.,  CLEVELAND,  OHIO 

FRANSON,  HOWARD  DONALD,  INVER  GROVE  HEIGHTS,  MINNESOTA 
FRANTOM,  RICHARD  H,  ONTARIO,  CALIFORNIA 
FRANZ,  JOEL  SCOTT,  PLYMOUTH,  MINNESOTA 
FRANZ,  PHILIP  EDWARD,  TUCSON,  ARIZONA 
FRANZESE,  RICHARD  ALLEN,  YAPHANK,  NEW  YORK 
FRASCONE,  ROBERT  HENRY,  BELLWOOD,  ILLINOIS 
FRASER,  ARNOLD  EDWARD,  HARRISBURG,  PENNSYLVANIA 
FRASER,  DAVID  J.,  WHITEMAN  AFB,  MISSOURI 
FRASER,  KATHRYN,  ATLANTA,  GEORGIA 
FRASIER,  PRENTISS,  RUSTON,  LOUISIANA 
FRATI,  ERIC,  PARIS,  FRANCE 
FRAVEL,  JAMES  D,  JR,  EVANSVILLE,  INDIANA 
FRAZER,  REYNELL  VALENTINE,  TORTOLA,  BRITISH  VIRGIN  ISLA 
FRAZIER,  BILLY  ROBERT,  PORT  ANGELES,  WASHINGTON 
FRAZIER,  DAVID  CLEM,  GAINESVILLE,  GEORGIA 
FRAZIER,  DENNIS  RANDELL,  OKLAHOMA  CITY,  OKLAHOMA 
FRAZIER,  FRANKLIN  EUGENE,  WILLIAMSBURG,  VIRGINIA 
FRAZIER,  GARY  L,  MOUNT  VERNON,  WASHINGTON 
FRAZIER,  JACK  WILSON,  NASHVILLE,  TENNESSEE 
FRAZIER,  ROBERT  LOYD,  KATY,  TEXAS 
FRAZIER,  RONALD  D,  ENGLEWOOD,  COLORADO 
FRAZIER,  RONALD  SCOTT,  POMONA,  CALIFORNIA 
FRAZIER,  SHELBY  ALLAN,  PRAIRIE  CITY,  OREGON 
FRAZIER,  WILLIAM  B.,  DENTON,  TEXAS 
FRAZIER,  WILLIAM  EDWARD,  KANSAS  CITY,  MISSOURI 
FREBOWITZ,  NEIL  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
FRED,  JOHN  E.,  HELENA,  MONTANA 
FREDEKING,  DALE  R,  ARNOLD,  MISSOURI 
FREDENBERG,  LAWRENCE  JAMES,  CHICAGO,  ILLINOIS 
FREDENBURG,  DONALD  LEROY,  BAKERSFIELD,  CALIFORNIA 
FREDENBURG,  DONALD  ORIN,  ONEONTA,  NEW  YORK 
FREDENDALL,  WALTER  JACOB,  COLUMBUS,  OHIO 
FREDERICK,  GARY  ALLEN,  BARTLETT,  TENNESSEE 
FREDERICK,  RICHARD  J,  ESCANABA,  MICHIGAN 
FREDERICK,  ROBERT  H.,  NORWALK,  CONNECTICUT 
FREDERICK,  ROBERT  J,  JR,  WILDWOOD  CREST,  NEW  JERSEY 
FREDERICKS,  CLAUDE  A,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
FREDERICKS,  OLIVER  F.,  NEW  YORK,  NEW  YORK 
FREDERICKSEN,  ROBERT  EDWARD,  NEW  YORK,  NEW  YORK 
FREDERIKSEN,  PAUL  L.,  EL  DORADO,  KANSAS 
FREDERIKSEN,  RODNEY  HAROLD,  VANCOUVER,  WASHINGTON 
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FREDRICH,  DANIEL  JAMES,  RIVERSIDE,  CALIFORNIA 

FREDRICK,  WILLIAM  C,  MADISON,  WISCONSIN 

FREE,  JAMES  F,  ROME,  GEORGIA 

FREE,  THOMAS  C,  EULESS,  TEXAS 

FREE,  VINCENT  STETSON,  FORESTVILLE,  MARYLAND 

FREEBERY,  GEORGE  EDWARD,  JR,  NEW  CASTLE,  DELAWARE 

FREED,  GEORGE  MICHAEL,  NEW  CASTLE,  PENNSYLVANIA 

FREED,  HERMAN  HUSTON,  PLAINFIELD,  INDIANA 

FREEHAFER,  LEIF  MICHAEL,  ELKHART,  INDIANA 

FREELAND,  PAUL  H,  CINCINNATI,  OHIO 

FREEMAN,  BERNICE  L.,  SR. ,  LUMBERTON,  NORTH  CAROLINA 

FREEMAN,  CAROLE  A.,  LOS  ANGELES,  CALIFORNIA 

FREEMAN,  CLIFTON  N.,  ATHENS,  GEORGIA 

FREEMAN,  DAVID  DERMONT,  SENATOBIA,  MISSISSIPPI 

FREEMAN,  DAVID  ROY,  SUSSEX,  ENGLAND 

FREEMAN,  FREDRICK  MARK,  BELL  GARDENS,  CALIFORNIA 

FREEMAN,  HENRY  DON,  STOCKTON,  CALIFORNIA 

FREEMAN,  JAMES  EDMON,  LEXINGTON,  SOUTH  CAROLINA 

FREEMAN,  JAMES  0,  JR,  WEST  COLUMBIA,  SOUTH  CAROLINA 

FREEMAN,  LELAND  SAMUEL,  BRYAN,  TEXAS 

FREEMAN,  LYNN  E,  TALLAHASSEE,  FLORIDA 

FREEMAN,  MORGAN  EARL,  BOSSIER  CITY,  LOUISIANA 

FREEMAN,  MYRON  EUGENE,  ATLANTA,  GEORGIA 

FREEMAN,  NOLEN  W,  LEXINGTON,  KENTUCKY 

FREEMAN,  RONNIE  HOLMAN,  CUMMING,  GEORGIA 

FREEMAN,  THEOADORE  FREDERICK,  JR,  FREEHOLD,  NEW  JERSEY 

FREEMAN,  THEODORE  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

FREEMAN,  THOMAS  FRANKLIN,  REDONDO  BEACH,  CALIFORNIA 

FREEMAN,  VICTOR  RAY,  CARSON  CITY,  NEVADA 

FREEMAN,  WILLIAM  ARTHUR,  SUFFOLK,  VIRGINIA 

FREEMAN,  WILLIAM  ARTHUR,  SALINAS,  CALIFORNIA 

FREEMAN,  WILLIAM  HENRY,  JR.,  DAYTONA  BEACH,  FLORIDA 

FREEMAN,  WILLIAM  PAUL,  BARTLETT,  TENNESSEE 

FREEMAN,  WILLIAM  R,  SAVANNAH,  GEORGIA 

FREEMAN,  WILLIE  HERBERT,  NEW  YORK,  NEW  YORK 

FREES,  ALAN  JAMES,  SEASIDE,  CALIFORNIA 

FREESE,  STEPHEN  ALAN,  OMAHA,  NEBRASKA 

FREESTONE,  JOHN  CHARLES,  SAN  ANTONIO,  TEXAS 

FREEZE,  JOHNNY  J,  HOUSTON,  TEXAS 

FREGA,  JOE  GROVER,  GENEVA,  ILLINOIS 

FREGIS,  ALBERT,  CASTRIES,  ST.  LUCIA 

FREIHEIT,  ALLAN  F,  JR,  GLASTONBURY,  CONNECTICUT 

FREITAS,  ALLEN  EDWARD,  STOCKTON,  CALIFORNIA 

FREITAS,  GEORGE,  JR,  LIHUE,  KAUAI,  HAWAII 

FRELAND,  JAMES  ISAAC,  SPRINGDALE,  OHIO 

FREMD,  HARRY  LEROY,  IT,  PORTSMOUTH,  VIRGINIA 

FRENCH,  GORDON  LEROY,  AVONDALE,  ARIZONA 

FRENCH,  LEON  B.,  BLUEFIELD,  WEST  VIRGINIA 

FRENCH,  LEONARD  STEVEN,  MANHATTAN,  KANSAS 

FRENCH,  MARK  PAUL,  TACOMA,  WASHINGTON 

FRENCH,  ROBERT  CECIL,  CHESTERFIELD,  VIRGINIA 

FRENCH,  ROBERT  CHARLES,  JR,  WILMINGTON,  DELAWARE 

FRENCH,  WILLARD  J.,  BALBOA  HEIGHTS,  CANAL  ZONE 

FRENETTE,  JEFFREY  JOSEPH,  WAUSAU,  WISCONSIN 

FRESHLEY,  JAMES  S,  PARRIS  ISLAND,  SOUTH  CAROLINA 

FRESHWATER,  DONALD  LEE,  DAYTON,  OHIO 

FRETT,  MILTON  A,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

FREY,  JOSEPH  THOMAS,  JR,  ARLINGTON,  VIRGINIA 

FREY,  WILLIAM  J.,  TOPEKA,  KANSAS 

FRIBERG,  LEONARD  A.,  ROCKFORD,  ILLINOIS 

FRICK,  ROBERT  JOSEPH,  HAGERSTOWN,  MARYLAND 

FRICKE,  JEROME  J,  CENTRAL  CITY,  COLORADO 

FRID,  GEORGE  THOMAS,  HAMILTON,  CANADA 

FRIED,  GREGORY  KENT,  CARLSBAD,  CALIFORNIA 

FRIED,  PHILIP  ADAIR,  MIAMI  SPRINGS,  FLORIDA 

FRIEDMAN,  RICHARD  NEIL,  WASHINGTON,  DISTRICT  OF  COLUMBI 

FRIEDMAN,  STANLEY,  WILMINGTON,  DELAWARE 

FRIEDMAN,  STANLEY  DARRYL,  NORTHRIDGE,  CALIFORNIA 

FRIEL,  FRANCIS  PATRICK,  PHILADELPHIA,  PENNSYLVANIA 

FRIEL,  JOSEPH  JOHN,  JR,  SARASOTA,  FLORIDA 

FRIES,  HENRY  J.,  CLINTON,  IOWA 

FRIES,  JOHN  MARTIN,  JR,  FRESNO,  CALIFORNIA 

FRIES,  PAUL  E,  RUPERT,  GEORGIA 

FRIESE,  STANLEY  HILSON,  HILLSBORO,  OREGON 

FRIESEN,  LOWELL  D,  BOULDER,  COLORADO 

FRIIS,  ROBERT  GLENN,  FRIDLEY,  MINNESOTA 

FRISARD,  RONALD  JAMES,  NEW  ORLEANS,  LOUISIANA 

FRISBIE,  BRUCE  LEE,  LA  GRANGE,  ILLINOIS 

FRITCHMAN,  LYNN  V.,  COLORADO  SPRINGS,  COLORADO 

FRITH,  WILLIAM  B,  SHERIDAN,  WYOMING 

FRITTS,  GORDON  S.,  ALBANY,  NEW  YORK 

FRITZ,  CHARLES  LEON,  MAYSVILLE,  KENTUCKY 

FRITZ,  EDGAR  FERNANDO,  BAJA,  MEXICO 

FRITZ,  ROBERT  P.,  MENASHA,  WISCONSIN 

FRIZZELL,  TERRY  SCOTT,  HENDERSONVILLE,  TENNESSEE 

FROCK,  ROBERT  EVAN,  OMAHA,  NEBRASKA 

FROMADER,  DAVID  JOHN,  FORT  ATKINSON,  WISCONSIN 

FROMME,  THOMAS  JOSEPH,  NEWPORT,  KENTUCKY 

FROMMER,  PETER  NORMAN,  AIKEN,  SOUTH  CAROLINA 

FRONCZAK,  LINDA  KAY,  WRIGHT-PATTERSON  AFB,  OHIO 

FRONTADO,  JOHN  R,  CARPINTERIA,  CALIFORNIA 

FRONTZ,  WILLIAM  EDWARD,  MYRTLE  BEACH,  SOUTH  CAROLINA 

FROOM,  ROY  ALAN,  SAN  JOSE,  CALIFORNIA 

FROSCHHEISER,  KENNETH  A.,  THIEF  RIVER  FALLS,  MINNESOTA 

FROST,  BARBARA  CECILE,  CHICAGO,  ILLINOIS 

FROST,  DANNY  ERNEST,  MAYVILLE,  NEW  YORK 

FROST,  TIMOTHY  DEAN,  BOCA  RATON,  FLORIDA 

FRUECHT,  HARRY  JOSEPH,  MCMURRAY,  PENNSYLVANIA 

FRUIN,  JAMES  E,  CHICAGO,  ILLINOIS 

FRUSHA,  ROY  HINSTON,  LAFAYETTE,  LOUISIANA 
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FRUSHER,  ROBERT  E  -  GANCARZ,  MICHAEL  JAMES 
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FRUSHER,  ROBERT  E,  TAHLEQUAH,  OKLAHOMA 
FRY   PHILIP  DEAN,  OAKLAND,  CALIFORNIA 
FRYE,  BERT  L.,  CANTON,  GEORGIA 
FRYE  MAXHELL  V,  JR,  MILLERSVILLE,  MARYLAND 
FRYE   SIDNEY  E,  SOUTH  CHARLESTON,  HEST  VIRGINIA 
FRYKSDALE,  JOHN  ERIC,  NILES,  ILLINOIS 
FUCHS.  JAMES  JOHN,  LOUISVILLE,  KENTUCKY 
FUCITO,  MICHAEL  JOSEPH,  NEH  YORK,  NEH  YORK 
FUENTES-SOSA,  ALFREDO,  SAN  JUAN,  PUERTO  RICO 
FUENTES,  MAURICE,  JR.,  PARK  FOREST,  ILLINOIS 
FUGATE,  JAMES  DUKE,  SAN  LEANDRO,  CALIFORNIA 
FUGITT,  HILLIAM  R,  OCALA,  FLORIDA     „ktf„. 
FUGLEBERG,  JOHN  BURNELL,  FARGO,  NORTH  DAKOTA 
FUHR,  GEORGE  HENRY,  MILHAUKEE,  WISCONSIN 
FUHS  CARL  JOSEPH,  JR,  HEST  BLOOMFIELD,  MICHIGAN 
FUJARCZYK,  JOHN  RICHARD,  JR,  CORAL  SPRINGS,  FLORIDA 
FUJINO,  HIDEHIKO,  TOKYO,  JAPAN 
FUJITA,  CALVIN  C,  LIHUE,  KAUAI,  HAHAII 
FUKUSHIMA,  HITOSHI,  TOKYO,  JAPAN 
FULENHIDER,  JACK  REID,  JR,  BELLE  GLADE,  FLORIDA 
FULFORD,  RICHARD  PARKER,  TYLER,  TEXAS 
FULGHAM,  CURTIS  EDHARD,  TUSCALOOSA,  ALABAMA 
FULKS  MELVIN  RICHARD,  LITTLE  ROCK,  ARKANSAS 
FULKS,  ROBERT  J.,  MILES  CITY,  MONIANA 
FULLAM,  BRIAN  M,  PHOENIX,  ARIZONA 
FULLE   ROBERT  F.,  CLEARWATER,  FLORIDA 
FULLER,  CHARLES  THOMAS,  GASTONIA,  NORTH  CAROLINA 
FULLER,  GEORGE  H. ,  GALESBURG,  ILLINOIS 
FULLER,  JOHN  THOMAS,  PICKERINGTON,  OHIO 
FULLER  KATHY  KAY,  LAS  CRUCES,  NEH  MEXICO 
FULLER,  KENNETH  BOVEL,  EULESS,  TEXAS 
FULLER,  ROBERT  DANIEL,  LANDOVER,  MARYLAND 
FULLER,  TIMMY  GERALD,  HINCHESTER,  TENNESSEE 
FULLERTON,  HARVEY  LEE,  HOPE,  ARKANSAS 
FULLMAN,  CHARLES  LEE,  HAMPTON,  VIRGINIA 
FULMER  ALAN  CLARK,  SAN  DIEGO,  CALIFORNIA 
FULMER  LELAND  TIMOTHY,  JR,  KENOSHA,  WISCONSIN 
FULTON-SMITH,  DONNA  MARIE,  WARREN,  MICHIGAN 
FULTON,  DOROTHY  LAMEMAN,  WINDOW  ROCK,  ARIZONA 
FULTON,  ROGER  VERNON,  ALBANY,  NEW  YORK 
FULWILER,  JEFFREY  JOHN,  WAUKESHA,  WISCONSIN 
FUNDERBURK,  EMMETT  EUTHER,  ALEXANDER  CITY,  ALABAMA 
FUNDERBURK,  SHARON  MC,  DALLAS,  TEXAS 
FUNDERBURKE,  LARRY  EARL,  BAINBRIDGE,  GEORGIA 
FUNG,  KIN-MAN  STEPHEN,  HONG  KONG,  HONG  KONG 
FUNK,  ALVA  R.,  INDIANAPOLIS,  INDIANA 
DANIEL  J.,  ROCHESTER,  NEH  YORK 
ROBIN  E.,  INDIANAPOLIS,  INDIANA 
c  JOHANNES-MARIA,  WIESBADEN,  FEDERAL  REPUBLIC  OF  G 
FUNYAK,  KENT  THEODORE,  GREAT  FALLS,  MONTANA 
FUOUA.  JAMES  L,  MONTGOMERY,  ALABAMA 
FURDON,  PAUL  E,  LEXINGTON,  MASSACHUSETTS 
FURIGO,  GILLES,  PARIS,  FRANCE 
FURLONE,  MARK  EDWARD,  CONCORD,  NEW  HAMPSHIRE 
FUROUERON,  THOMAS  RAY,  BENTON,  LOUISIANA 
FURR,  DANNY  LAMAR,  GEORGETOWN,  SOUTH  CAROLINA 
FURRER,  HANSPETER,  AARAU,  SHITZERLAND 

FURST.  CARROLL  M,  ROCK  ISLAND,  ILLINOIS        .„.-.« 
FURTAH,  WILLIAM  MELVILLE,  GROSSE  POINTE  PARK,  MICHIGAN 
FURU,  ROBERT  LLAIRD,  BOZEMAN,  MONTANA 
FURUKAHA,  HIROYA,  TOKYO,  JAPAN 
FURUYA,  KAZUHISA,  TOKYO,  JAPAN 
FUSARO,  LOUIS  JOHN,  NORWICH,  CONNECTICUT 
FUSCALDO,  JOHN  MICHAEL,  CLARKSBURG,  HEST  VIRGINIA 
FUSCHETTO,  STEPHEN  P,  TRENTON,  NEW  JERSEY 
FUSCO,  VITO  J,  NORRISTOWN,  PENNSYLVANIA 
FUSSELL,  BONNIE  GENE,  BATON  ROUGE,  LOUISIANA 
FUSSELL,  MALCOLM  ROBERT,  ALBANY,  GEORGIA 
FUSSELL,  THOMAS  E.,  CAMILLA,  GEORGIA 
FUTCH-BLOCKER,  LYNN,  VALDOSTA,  GEORGIA 
FUTCH,  GLENN,  VICTORIA,  TEXAS 

FUTCH,  GREGORY  K,  SANFORD,  FLORIDA    ,„„....„. 
FUTRELL,  AUBREY  LEE,  JR,  BATON  ROUGE,  LOUISIANA 
FUTRELL,  CLYDE  BOZEMAN,  HANOVER,  VIRGINIA 
FUTSCHER,  JOHN  ALAN,  SAN  BERNARDINO,  CALIFORNIA 
FYVIE,  JAMES  KOHEN,  CARO,  MICHIGAN 
GAAB,  HARRY  J,  LANSDOHNE,  PENNSYLVANIA 
GABBARD,  JAMES  M,  VERO  BEACH,  FLORIDA 
GABRIEL,  ROBERT  CHRISTIAN,  YAPHANK,  NEW  YORK 
GABRIEL,  WALTER  E.,  BURLINGTON,  WISCONSIN 
GABUZZI,  JOSEPH  MICHAEL,  BELLHOOD,  ILLINOIS 
GACKOHSKI,  JOHN  LOUIS,  CLAYTON,  CALIFORNIA 
GADACZ,  STEPHEN  JOSEPH,  NIAGARA  FALLS,  NEH  YORK 
GADBAW,  JAROLD  GEORGE,  LONG  BEACH,  CALIFORNIA 
GADD,  PHILLIP  MAYNARD,  HELENA,  MONTANA 
GADDIS,  PHILIP  RANDALL,  HINONA,  MINNESOTA 
GAEKLE,  ROBERT  EDHARD,  HESTVILLE,  INDIANA 
GAERTNER,  HAROLD  JAMES,  SEDALIA,  MISSOURI 
GAERTNER,  RICHARD  F,  HONOLULU,  HAHAII 
GAFFNEY,  JOSEPH  M. ,  PALM  BEACH,  FLORIDA 
GAFFNEY  ROBERT  THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GAFFNEY,  HOODROH  T.,  SCITUATE,  RHODE  ISLAND 
GAGE,  MARSHALL  BURKITT,  N  MIAMI  BEACH,  FLORIDA 
GAGLIOLO,  JAMES  MICHAEL,  HELEN,  GEORGIA 
GAGNON,  RICHARD  ROLAND,  NASHUA,  NEH  HAMPSHIRE 
GAHAGANS,  BENNIE  STEPHEN,  STILLHATER,  OKLAHOMA 
GAHIDE,  BENJAMIN  PAUL,  EAST  LANSING,  MICHIGAN 
GAILEY,  ANTHONY  K,  HAPEVILLE,  GEORGIA 
GAILEY,  PATRICK  JON,  EL  PASO,  TEXAS 
GAINER,  LARRY  WAYNE,  REDMOND,  HASHINGTON 
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95  tt 
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60  tt 
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156 
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181 
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141 
92 
197 
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94 
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GAINES, 
GAINES, 
GAINES, 
GAINEY, 
GAISER, 
GAITAN, 


GALACIO, 
GALANTI, 
GALANTI, 
GALARCE, 
GALAVIZ, 


GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 


GALLAGHER, 
GALLAGHER, 
GALLAGHER, 
GALLAGHER, 


CHARLES  R,  HEMPSTEAD,  TEXAS 
JIMMIE  F,  JEFFERSON  CITY,  MISSOURI 
LEONARD,  ALCOA,  TENNESSEE 
EMERY  ARNETT,  GAINESVILLE,  FLORIDA 
ROBERT  S.,  JR,  INDEPENDENCE,  MISSOURI 
,  DAVID,  WHARTON,  TEXAS 
GAITTENS,  JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
GAJARSKY,  ROBERT  F,  FAIR  LAHN,  NEW  JERSEY 
GAJEWSKI,  SYLVESTER  M. ,  WAUSAU,  WISCONSIN 

SANDY  LOUIS,  SR,  WAYNE,  NEW  JERSEY 
THOMAS  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
VINCENT  ARMAND,  MINEOLA,  NEW  YORK 
MARCELO  JULIO,  BUENOS  AIRES,  ARGENTINA 
,  RAMON,  MILWAUKEE,  WISCONSIN 
GALBAUGH,  FRANK  E,  NASHVILLE,  TENNESSEE 
GALBREAITH,  ROBERT  T.,  HEATHERFORD,  TEXAS 
GALBREATH,  RUSSELL  BENNETT,  SOUTH  GATE,  CALIFORNIA 
GALBRECHT,  FRANK  F,  OLATHE,  KANSAS 
GALE,  CHRISTOPHER,  LONDON,  ENGLAND 
GALEA,  JOHN  ALFERDIA,  NEH  YORK,  NEH  YORK 
GALEENER,  HOHARD  RODNEY,  WARREN,  MICHIGAN 
GALEOTO,  PHILLIP  ALEXANDER,  RENO,  NEVADA   rnlllUBTA 
GALES,  ROBERT  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GALETTI,  CHRISTOPHER  LINN,  NORRISTOWN,  PENNSYLVANIA 
GALFANO,  BARRY,  BROOKLYN,  NEW  YORK 
GALFY,  JAMES  TIMOTHY,  IRVINGTON,  NEH  JERSEY 
GALIE,  JAMES  C,  NIAGARA  FALLS,  NEH  YORK 
GALINDEZ,  ROBERTO  ARI,  CARACAS,  VENEZUELA 
GALINDO,  VALENTINE  RUBEN,  STERLING,  ILLINOIS 
GALL,  HARREN  STEVEN,  MYRTLE  BEACH  SOUTH  CAROL  NA 
GALLAGHER,  ANTHONY  PATRICK,  BUFFALO  GROVE,  ILLINOIS 
BRIAN  DEE,  DENVER,  COLORADO    „.ITC„DUT. 
CHRISTOPHER  JOHN,  HATSONVILLE,  CALIFORNIA 
EUGENE  J.,  ALLENTOHN,  PENNSYLVANIA 
GERALD  ALLEN,  FRESNO,  CALIFORNIA 
GERARD  JAMES,  PHILADELPHIA,  PENNSYLVANIA 
JAMES  ANTHONY,  KENNER,  LOUISIANA 
JAMES  J.,  YAPHANK,  NEH  YORK 
JAMES  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
bALLAUMtK,  JOHN  FRANCIS,  SPRINGFIELD  PENNSYLVANIA 
GALLAGHER,  JOHN  FRANCIS,  JR,  BOSTON  MASSACHUSETTS 
GALLAGHER,  LARRY  HAYNE,  PATERSON,  NEW  JERSEY 

PETER  JAMES,  EAST  GRAND  RAPIDS,  MICHIGAN 
THOMAS,  NEW  YORK,  NEW  YORK 
WALTER  JOSEPH,  ORLANDO,  FLORIDA 
,  HILLIAM  JOSEPH,  HINNETKA,  ILLINOIS 
GALLAHER.  ERNEST  E,  PENDLETON,  OREGON 
GALUHER   JOHN  MICHAEL,  HERSHEY  PENNSYLVANIA 
GALLAHER,  RICHARD  A,  OAK  RIDGE,  TENNESSEE 
GALLANT   DAVID  PAUL,  WEST  TRENTON,  NEW  JERSEY 
GALLANT:  EDWARD  JOSEPH,  JR,  FITCHBURG  MASSACHUSETTS 
GALLANT   HILLIAM  A.,  TOMS  RIVER,  NEH  JERSEY 
GALLARDi,  JOHN  FRANK,  OCEANSIDE  CALIFORNIA 
GALLARDO,  MANUEL  SAVALA,  LINCOLN,  NEBRASKA 

G^EGOr^ER-i  G'uADffi:  KlSuoSqUE  ,  NEW  MEXICO 
GALLEGOS   RONALD  DEAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GALLEN,  ROBERT  JOHN,  HEST  CHESTER,  PENNSYLVANIA 
GALLEn!  SAMUEL  JOHN,  HATBORO,  PENNSYLVANIA 
GALLENSTEIN,  JOE  M,  LARGO,  FLORIDA 
GALLER,  JERRY  RAY,  LEWISVILLE,  TEXAS 
GALLET,  JULIEN  C,  CHICAGO,  ILLINOIS 
GALLETTO,  ROBERT  LESTER,  JR,  ALBANY, 
GALLI,  ROBERT  J,  RENO,  NEVADA 
GALLI,  ROBERT  MICHAEL,  RENO,  NEVADA 
GALLIANO,  CALVIN  J,  NEH  ORLEANS,  LOUISIANA 
GALLIGAN,  GORDON  KENNETH,  SAN  DIEGO,  CALIFORNIA 
GALLIVAN,  PATRICK  MICHAEL,  CLARENCE,  NEH  YORK 
GALLO,  LEONARD  LOUIS,  NEH  HAVEN,  CONNECTICUT 
GALLOWAY,  DANNY  FREMON,  CARROLLTON,  TEXAS 
DAVID  D.,  BROHNSBURG,  INDIANA 
GERALD  LEE,  SOUTHERN  PINES,  NORTH  CAROLINA 
JOHN  WILLIAM,  NORTHPORT,  ALABAMA 
MARC  LAHRENCE,  LAKE  OSWEGO,  OREGON 
THOMAS  CARVER,  DAYTONA  BEACH,  FLORIDA 
,  JOSEPH  ANTHONY,  NEW  YORK,  NEW  YORK 
GALLUP,  THOMAS  MAX,  IDAHO  FALLS,  IDAHO 
GALLWAS,  JAMES  R,  TACOMA,  WASHINGTON 
GALT,  JOHN  A,  SAN  DIEGO,  CALIFORNIA 
GALVANONI,  RICHARD  J,  ROCKFORD   ILLINOIS 
GALVIN,  DAVID  TIMOTHY,  CARLISLE,  MASSACHUSETTS 
GALVIN,  JAMES  J,  SYRACUSE,  NEH  YORK 
GALVIN,  JAMES  J.,  ATLANTA,  GEORGIA 
GALVIN,  MICHAEL  S,  MONTPELIER,  VERMONT 
GALVIS  GALVIS,  VENANCIO,  BOGOTA,  COLOMBIA 
GAMACHE.  KENNETH  P,  MAKENA,  ILLINOIS 
GAMBER,  GLENN  THOMAS,  UPPER  DARBY  PENNSYLVANIA 
GAMBINO,  ANTHONY  ALBERT,  MINEOLA,  NEW  YORK 
GAMBLE,  GRADY  L.,  ATLANTA,  GEORGIA 
GABLES,  SAMUEL  W,  HARRISBURG  PENNSYLVANIA 
GAMBOA-CARTIN,  ARMANDO,  SAN  JOSE,  COSTA  RICA 
GAMBRILL.  MICHAEL  DARRELL,  TOHSON,  MARYLAND 
GAMEL   BENJAMIN  GERALD,  MONTGOMERY,  ALABAMA 
GAMINO,  JOSEPH  A.,  HOUSTON,  TEXAS 
GAMMELL,  LOU  W. ,  RENO,  NEVADA 
GAMMILL   STEPHEN  PAUL,  COLUMBUS,  OHIO 
JIammino   JACINTO  F  .  PHILLIPSBURG,  NEH  JERSEY 
GAMMON? ' VI RGL  MARTIN,  MURFREESBORO,  TENNESSEE 
GANCARZ,  HENRY  L,  HACKENSACK  NEW  JERSEY 
GANCARZ^  MICHAEL  JAMES,  GLOVERSVILLE,  NEH  YORK 
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GALLOWAY, 
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GALLOWAY, 
GALLUCCI, 
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GANDURSKI,  JOSEPH  FRANCIS  -  GAVITT,  HILLIAM  CHARLES 
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113  tt 
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98  tt 
177 

68  tt 
185 

98  tt 
157 
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168 
113  tt 
162  tt 
193 
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130 

49  tt 
93 

199 
112  tt 
190 
75  tt 
156 
107 
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119 
168 
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50  * 
72  tt 

160 
166 
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65 
181 
113 
104 
128 
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146 
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41  tt 
123 

78  tt 

59  It 
144 

93 
146 

60  tt 
99 
85 

100  tt 
114 
130 
149  It 


GANDURSKI,  JOSEPH  FRANCIS,  CHICAGO,  ILLINOIS 

GANG,  JOSEPH  AUGUSTUS,  BOULDER,  COLORADO 

GANGL,  PETER  HANS,  BERWYN,  PENNSYLVANIA 

GANGHER,  DAVID  GENE,  FREMONT,  OHIO 

GANIMA,  ALI  ABDEL,  CAIRO,  EGYPT 

GANJANARINTR,  PONPRASERT,  BANGKOK,  THAILAND 

GANLEY,  THOMAS  FRANCIS,  LYNNFIELD,  MASSACHUSETTS 

GANN,  ARTHUR  ALLEN,  EVANSVILLE,  INDIANA 

GANN,  JOEL  D,  ATLANTA,  GEORGIA 

GANNAWAY,  HILLIAM  P.,  DALLAS,  TEXAS 

GANNON,  BERNARD  E,  PROVIDENCE,  RHODE  ISLAND 

GANNON,  JAMES  MICHAEL,  MORRISTOHN,  NEW  JERSEY 

GANNON,  JOSEPH  JUDE,  NEW  YORK,  NEW  YORK 

GANNON,  MICHAEL  J.,  NORTH  OLMSTED,  OHIO 

GANNON,  PETER  FRANCIS,  SANTA  ANA,  CALIFORNIA 

GANNON,  HILLIAM  FRANCIS,  REVERE,  MASSACHUSETTS 

GANS,  DAVID  ALLEN,  BELLEVUE,  WASHINGTON 

GANSEMER,  DUANE  G. ,  PISMO  BEACH,  CALIFORNIA 

GANT,  ROBERT  WALLER,  LIBERTY,  MISSOURI 

GANT,  RODGER  LEE,  TEMPLE,  TEXAS 

GANTT,  G  WYATT,  MONTGOMERY,  ALABAMA 

GANTT,  MARK  WILLINGHAM,  III,  STOCKTON,  CALIFORNIA 

GANZ,  H.  THOMAS,  SACRAMENTO,  CALIFORNIA 

GARABEDIAN,  CHARLES,  RUTHERFORD,  NEW  JERSEY 

GARAVAGLIA,  JOHN  VINCENT,  ARVADA,  COLORADO 

GARAY,  ERNEST  JON,  PORTERVILLE,  CALIFORNIA 

GARAY,  JOHN,  VISALIA,  CALIFORNIA 

GARBER,  CHARLES  MARION,  MEMPHIS,  MICHIGAN 

GARBER,  CHARLES  PHILIP,  EL  LORO,  CALIFORNIA 

GARBER,  JOHN  R.,  CHICAGO,  ILLINOIS 

GARBERS,  RONALD  CLARENCE,  LOMBARD,  ILLINOIS 

GARBULSKI,  MICHAEL  L,  MOBERLY,  MISSOURI 

GARCIA  ALCOCER,  PERLA,  TLAXCALA,  MEXICO 

GARCIA  ALICEA,  VICTOR  M,  CABO  ROJO,  PUERTO  RICO 

GARCIA  HERNANDEZ,  TEOFILO,  SAN  JUAN,  PUERTO  RICO 

GARCIA  IGLESIAS,  ORLANDO,  HAVANA,  CUBA 

GARCIA  ORTIZ,  CARLOS,  HATO  REY,  PUERTO  RICO 

GARCIA  TOVAR,  TOMAS  RICARDO,  PANAMA  CITY,  PANAMA 

GARCIA-AVILES,  JESUS  M.,  SAN  JUAN,  PUERTO  RICO 

GARCIA-GRAULAU,  MANUEL  A,  SAN  JUAN,  PUERTO  RICO 

GARCIA,  BERARDO  ENRIQUE,  PANAMA  CITY,  PANAMA 

GARCIA,  CARLOS  LUIS,  BROWNSVILLE,  TEXAS 

GARCIA,  EDWARD  R,  WARREN,  MICHIGAN 

GARCIA,  ENRIQUE  VECCHIO,  AUSTIN,  TEXAS 

GARCIA,  I.  L.,  EL  PASO,  TEXAS 

GARCIA,  JESUS  MANUEL,  SAN  JUAN,  PUERTO  RICO 

GARCIA,  JOHN  B,  WHITERIVER,  ARIZONA 

GARCIA,  JOHN  JOE,  BROOKSHIRE,  TEXAS 

GARCIA,  JOSEPH  ANTHONY,  STOCKTON,  CALIFORNIA 

GARCIA,  JUAN,  MIAMI,  FLORIDA 

GARCIA,  JUAN  GOYO,  SEGUIN,  TEXAS 

GARCIA,  JUAN  M,  SANTA  FE,  NEW  MEXICO 

GARCIA,  LUIS  ALBERTO,  NEW  ROCHELLE,  NEW  YORK 

GARCIA,  MANUEL  PALLAN,  JR,  EL  CENTRO,  CALIFORNIA 

GARCIA,  RONALD  ANTHONY,  HARRISBURG,  PENNSYLVANIA 

GARCIA,  RUBEN  CORONADO,  SAN  ANTONIO,  TEXAS 

GARD,  DENNIS  MARTIN,  BENICIA,  CALIFORNIA 

GARDENOUR,  LEONARD  OREN,  LOUISVILLE,  KENTUCKY 

GARDINER,  JAMES  MILTON,  SAN  LUIS  OBISPO,  CALIFORNIA 

GARDINER,  HILLIAM  H. ,  YAPHANK,  NEW  YORK 

GARDNER,  BEN  H. ,  MUSKEGON,  MICHIGAN 

GARDNER,  BRIAN  DEE,  CEDAR  RAPIDS,  IOWA 

GARDNER,  CLARENCE  T,  CINCINNATI,  OHIO 

GARDNER,  DAVID  CLINTON,  ELMIRA,  NEW  YORK 

GARDNER,  JAMES  D,  JACKSON,  MISSISSIPPI 

GARDNER,  JAY  WILLIAM,  VANDENBERG  AFB,  CALIFORNIA 

GARDNER,  JERE  D.  ,  WISCONSIN  RAPIDS,  WISCONSIN 

GARDNER,  JEROME  D,  CHENEY,  WASHINGTON 

GARDNER,  ROBERT  HARRY,  NEW  YORK,  NEW  YORK 

GARDNER,  ROBERT  PRESCOTT,  COUPEVILLE,  WASHINGTON 

GARDNER,  RUBEN  LAVERN,  ELIZABETHTOWN,  KENTUCKY 

GARDNER,  TERRILL  LEE,  FORT  LAUDERDALE,  FLORIDA 

GARDNER,  WESLEY,  NAPA,  CALIFORNIA 

GARDNER,  WILLARD  H.,  HIGHLAND  PARK,  TEXAS 

GARDNER,  WILLIAM  PAYTON,  III,  DURANGO,  COLORADO 

GARDY,  FREDERICK  LAWRENCE,  NEW  ROCHELLE,  NEW  YORK 

GAREAU,  WILLIAM  EDWARD,  BAY  VILLAGE,  OHIO 

GARELIK,  SANFORD  D,  BROOKLYN,  NEW  YORK 

GAREWSKI,  JEFFREY  ALEXANDER,  WEST  HARTFORD,  CONNECTICUT 

GARFIELD,  LEO  C,  RICHMOND,  CALIFORNIA 

GARFIELD,  NEIL  M,  MIAMI,  FLORIDA 

GARGAN,  JOSEPH  PATRICK,  NEH  YORK,  NEW  YORK 

GARIFO,  MICHAEL  ROSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

GARLAND,  JERIEL  STANLEY,  WASHINGTON,  DISTRICT  OF  COLUMB 

GARLINGTON,  JOHN  LEE,  TEMPE,  ARIZONA 

GARMAN,  GARY  DENZIL,  BUTLER,  PENNSYLVANIA 

GARMIRE,  BERNARD  LEWIS,  MIAMI,  FLORIDA 

GARMON,  ECIL  WILBURN,  JR,  CHEYENNE,  WYOMING 

GARNAND,  JOHN  A.,  DURANGO,  COLORADO 

GARNER,  ALFRED  HUME,  BURLINGTON,  NORTH  CAROLINA 

GARNER,  ARCHIE  LEON,  MARYVILLE,  TENNESSEE 

GARNER,  DAVID  W,  FORT  RILEY,  KANSAS 

GARNER,  DERRELL  V,  AMARILLO,  TEXAS 

GARNER,  FRANCIS  C,  LA  PLATA,  MARYLAND 

GARNER,  GARY  M,  GAINESVILLE,  GEORGIA 

GARNER,  GORDON  A,  COLUMBIA,  SOUTH  CAROLINA 

GARNER,  HERSCHEL  S.,  LITTLE  ROCK,  ARKANSAS 

GARNER,  JACK  E.,  JR,  SACRAMENTO,  CALIFORNIA 

GARNER,  JERRY  DEAN,  BURLINGTON,  NORTH  CAROLINA 

GARNER,  JOHN  LEE,  NORTH  LITTLE  ROCK,  ARKANSAS 
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188 
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140 

192 

150 

110 

186 

24  tt 

66  tt 
139 
130 
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130  * 
191 
143 
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134 
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101  tt 
145 

97  tt 
136 
186 
170 
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184 

93  tt 
195 
195 
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40  * 

129  tt 
146 
192 
146 
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186 
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81  tt 
197 
114  tt 
109  tt 
161 
141  * 
141 

120  * 
189 

68  tt 
107 
129 
198 
184 
130 
167  tt 

56  tt 
174 
128 

78 
156 
161 

99 

130  tt 
189 

16  tt 
136 
112 
125 

92 
176 
104  tt 
128 
129 
108 
194 
151 
198 
134  tt 
143  tt 
102  * 
134 
106 
180 
157 
112 
109  tt 
191 
195 

121  tt 
150 
130 


GARNER, 
GARNER, 
GARNER, 
GARNER, 
GARNER, 
GARNER, 
GARNER, 
GARNETT, 


GARRETT, 
GARRETT, 
GARRETT, 
GARRETT, 
GARRETT, 
GARRETT, 
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GARRETT, 
GARRETT, 
GARRETT, 
GARRETTE, 


GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 
GARRISON, 


KENNETH  OTTO,  LOS  ANGELES,  CALIFORNIA 
LAWRENCE  JOE,  UNION  CITY,  TENNESSEE 
RANDALL  LYNN,  PEARLAND,  TEXAS 
ROBERT  WILLIAM,  METAIRIE,  LOUISIANA 
STUART  CAMERON,  RICHMOND,  VIRGINIA 
THERESA  ANN,  SOUTH  SALT  LAKE  CITY,  UTAH 
WILLIAM  MICHAEL,  NASHVILLE,  TENNESSEE 
EDWARD  N,  JR,  CHARLESTON,  WEST  VIRGINIA 
GARNETT,  RODNEY  DAY,  JR,  HILLIARD,  OHIO 
GARRABRANT,  ROYDEN,  NYACK,  NEH  YORK 
GARRED,  JESS  S.,  COLORADO  SPRINGS,  COLORADO 
GARRETT,  ANTHONY  DAVID,  ARDMORE,  OKLAHOMA 

CHARLES  RALPH,  GREENVILLE,  SOUTH  CAROLINA 
DUDLEY  W,  JR,  ST  AUGUSTINE,  FLORIDA 
FLOYD  LEE,  ODESSA,  TEXAS 
GREGORY  LYNN,  ALAMEDA,  CALIFORNIA 
JENNIFER  RAVEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
MYRON  CECIL,  ST.  JOSEPH,  MISSOURI 
PATTY  JAYE,  SUMTER,  SOUTH  CAROLINA 
PHILLIP  MITCHELL,  MOBILE,  ALABAMA 
RANDY  TROY,  MURFREESBORO,  TENNESSEE 
WAYNE  ANDREW,  RICHMOND,  VIRGINIA 
WILFRED  FRANCIS,  SALEM,  MASSACHUSETTS 
GARRICK,  MICHAEL  DWAYNE,  CHATOM,  ALABAMA 
GARRIDO,  PEDRO,  MADRID,  SPAIN 
GARRIGAN,  HOWARD  T,  OAKLAND,  CALIFORNIA 
GARRIS,  RUSSELL  B.,  TALLAHASSEE,  FLORIDA 
GARRISON,  DUAINE  ARMON,  ISSAQUAH,  WASHINGTON 

FRED  V.,  JR,  SAN  ANDREAS,  CALIFORNIA 
JAMES  RUSSEL,  JOHNSON,  KANSAS 
KURT  ALAN,  WOOSTER,  OHIO 

MARGUERITE  CHERYL,  FORT  LEAVENWORTH,  KANSAS 
NORMAN  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROGER  DALE,  CANTON,  GEORGIA 
GARRITY,  JOSEPH  E,  DENVER,  COLORADO 
GARRITY,  PATRICK  JOSEPH,  CHICAGO,  ILLINOIS 
GARRITY,  THOMAS  JOHN,  JR,  COLLINGSWOOD,  NEW  JERSEY 
GARRITY,  WILLIAM  JOSEPH,  COLWYN,  PENNSYLVANIA 
GARROW,  RICHARD,  BURLINGTON,  VERMONT 
GARSIDE,  JAMES  FRANCIS,  MINEOLA,  NEW  YORK 
GARTIN,  HERCIL  H.,  HUNTINGTON,  WEST  VIRGINIA 
GARTLAND,  JAMES  FRANCIS,  II,  LA  PLATA,  MARYLAND 
GARTNER,  GORDON  HOWARD,  PAYSON,  ARIZONA 
GARTON,  DENNIS  CLAY,  RED  BLUFF,  CALIFORNIA 
GARVALE,  THOMAS  ANTHONY,  NORTHVILLE,  MICHIGAN 
GARVER,  STEVEN  WARNER,  SR,  ALTAMONTE  SPRINGS,  FLORIDA 
MICHAEL  LOUIS,  ROCKVILLE,  MARYLAND 
BRIAN  STEEL,  ST  JOHN'S,  CANADA 
EDWARD  C,  NATICK,  MASSACHUSETTS 
FRANCIS  JOHN,  CHELSEA,  MASSACHUSETTS 
STANLEY  S,  MARTINEZ,  CALIFORNIA 
GARWOOD,  GEORGE  D. ,  SALINAS,  CALIFORNIA 
GARY,  ALLEN  JAMES,  CONWAY,  ARKANSAS 
GARY,  TED  JAMES,  JENNINGS,  LOUISIANA 
GARZA,  MARIA  CONCEPCION,  MISSION,  TEXAS 
GARZELLI,  BERT  HOWARD,  DELANO,  CALIFORNIA 
GASCHO,  ROGER  STEPHEN,  KNOXVILLE,  TENNESSEE 
GASCOYNE,  JACK  H,  BARBERTON,  OHIO 

KELLY  E.,  GERING,  NEBRASKA 
ATLAS  LEROY,  ROANOKE,  VIRGINIA 
EUGENE  BROOKS,  JR,  RALEIGH,  NORTH  CAROLINA 
GARY  MICHAEL,  MORGANTOWN,  WEST  VIRGINIA 
JAMES  MICHAEL,  SCOTTSBLUFF,  NEBRASKA 
GARY  LEE,  LAKEWOOD,  NEW  JERSEY 
GASTON,  JAMES  DENVER,  CARROLLTON,  GEORGIA 
GASTON,  JAMES  RICKY,  GULFPORT,  MISSISSIPPI 
GASTON,  RANDALL  WALLACE,  ANAHEIM,  CALIFORNIA 
GATAA,  SALEM  MOHAMED,  TUNIS,  TUNISIA 
GATCH,  DURBIN  CLAUD,  CASSELBERRY,  FLORIDA 
GATDULA,  MAGTANGGOL  BORCA,  MANILA,  PHILIPPINES 
GATES,  BRADLEY  L.,  SANTA  ANA,  CALIFORNIA 
GATES,  DAVID  RICHARD,  LINCOLN,  NEBRASKA 
GATES,  EDWARD  MASON,  JR,  MOUNTAIN  BROOK,  ALABAMA 
GATES,  GEORGE  S.,  WHITE  PLAINS,  NEW  YORK 
GATES,  KENNETH  EDWARD,  BONNER  SPRINGS,  KANSAS 
GATES,  ROY  P.,  BURLINGTON,  VERMONT 
GATES,  STEPHEN  KENT,  LINCOLN,  NEBRASKA 
GATEWOOD,  ALBERT  D,  MARKS,  MISSISSIPPI 
GATEWOOD,  RANDY,  MEMPHIS,  TENNESSEE 
GATEWOOD,  RONNY  L,  LITTLE  ROCK,  ARKANSAS 
GATTA,  ROCCO  J,  MINEOLA,  NEW  YORK 
GATTIE,  THOMAS  H,  JR,  FRESNO,  CALIFORNIA 
GATTIS,  MORRIS  G.  ,  FORREST  CITY,  ARKANSAS 
GAUB,  MICHAEL  JAY,  GLENDIVE,  MONTANA 
GAUDET,  FREDERIC  MATHEW,  BUCKHANNON,  WEST  VIRGINIA 
GAUDIO,  NICK  AUGUST,  CHICAGO,  ILLINOIS 
GAUL,  CAROLE,  NEW  YORK,  NEW  YORK 
GAUL,  THOMAS  ROBERT,  CLEVELAND,  OHIO 
GAUL,  WOODRUFF  A.,  JR.,  ENDICOTT,  NEW  YORK 
GAULT,  GALE  G,  TALLMADGE,  OHIO 
GAUNTT,  RICHARD  H.,  BRIDGETON,  NEW  JERSEY 
GAUSE,  WILLIAM  RANDLE,  ANCHORAGE,  ALASKA 
GAUSLINE,  RAYMOND  CHARLES,  ELKLAND  BORO,  PENNSYLVANIA 
DALE  A.,  OLD  TOWN,  MAINE 
LAWRENCE  J,  ST.  MARTINVILLE,  LOUISIANA 
PHILIPPE,  PARIS,  FRANCE 
RICHARD  JOHN,  TORONTO,  CANADA 
RONALD  JOHN,  STOW,  OHIO 
SIDNEY  JOSEPH,  I,  BAKER,  LOUISIANA 
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GAVITT,  WILLIAM  CHARLES,  NEW  LONDON,  CONNECTICUT 
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NEW  YORK 


GAVNEY   ROBERT  EUGENE,  INGLEWOOD,  CALIFORNIA 
GAVRILIS   JOHN  ELEFTHERIOS,  BALTIMORE,  MARYLAND 
GAHRYCH,  HALTER  J.,  NORTH  HAVEN,  CONNECTICUT 
GAY   GREGORY  SCOTT,  FRANKFORT,  KENTUCKY 
GAY   R.  L.,  RALEIGH,  NORTH  CAROLINA 
GAY   ROBERT  M.  ,  JR.,  SAVANNAH,  GEORGIA 
GAYDER   FREDRICK  E,  SOUTH  ORANGE,  NEH  JERSEY 
GAYLORD,  DAVID  J.,  BROCKPORT ,  NEH  YORK 
GAYLORD   JOSEPH  EDHARD,  CHANDLER,  ARIZONA 
GAZSO,  GABRIEL,  CARACAS,  VENEZUELA 
GEAGAN.  JOHN  F,  BOSTON,  MASSACHUSETTS 
G  AGAN,  PATRICK  JAMES,  EAGAN,  MINNESOTA 
GEARTY   TIMOTHY  A.,  NEHARK,  NEH  JERSEY 
GEARY.  DAVID  PATRICK,  RICHMOND,  VIRGINIA 
GEBERTH,  VERNON  JAMES,  NEH  YORK,  NEH  YORK 
GEE   DAVID  ALLEN,  TAMPA,  FLORIDA 
GEE'  JERRY  HILLARD,  FORT  BELVOIR,  VIRGINIA 
GEE   JOHN  CLIFTON,  MODESTO,  CALIFORNIA 
GEE   LUTHER  GALE,  BAY  MINETTE,  ALABAMA 
GEERKIN.  THOMAS  CHARLES,  TOHN  OF  TONAHANDA, 
GEFFKEN   FREDERICK  R.,  SPARTA,  NEH  JERSEY 
GEHEN   EDHARD  FRANCIS   JR,  WEST  SENECA,  NEH  YORK 
GEHLHAUSEN   THOMAS  LEE,  ii,  NOBLESVILLE,  INDIANA 
GFHRKE   CLARENCE  E.,  HAUSAU,  WISCONSIN 
GElS  BERNARD  JOHN,  LUXEMBOURG  VILLE,  LUXEMBOURG 
GFIER   JAMES  GARY,  LOGAN,  UTAH 
GE  GER,  DEBORAH  LOUISE,  CARLISLE   PENNSYLVANIA 
GEIGER   JESSE  VALENTINE,  INDIALANTIC,  FLORIDA 
GEIGER,  OTTO,  MINEOLA,  NEH  YORK 
GE  SLER   EDHARD  E,  ELLICOTT  CITY,  MARYLAND 
GEISLER   MITCHEL  F.,  JR.,  GARDEN  CITY,  KANSAS 
GEISTHHITE,  RICHARD  SIMON,  SALEM,  OREGON 
GEISZLER,  PAUL  PHILLOP,  MUSKEGO,  HISCONSIN 
GELDRICH  JOSEPH  FRANCIS,  POLSON,  MONTANA 
GELLATLY,  DAVID  M,  SAVANNAH,  GEORGIA 
GELLNER,  WILLIAM  WAYNE,  TALLAHASSEE,  FLORIDA 
GELO,  LAWRENCE  CARL,  GUILFORD,  CONNECTICUT 
GEHHE,  GARY  JOSEPH,  WORCESTER,  MASSACHUSETTS 
GENDAL.IA   FRANK,  PORT  CHESTER,  NEW  YORK 
GENDLER/STEVEN  CHARLES,  FOUNTAIN  HILLS,  ARIZONA 
GENDRON,  FRED  LEE,  RYE,  NEH  YORK 
I  GENDRON,  JOSEPH  WILLIAM,  GREECE,  NEW  YORK 
GENDRON   RICHARD  EDWARD,  HUDSON,  NEH  HAMPSHIRE 
GENDUSA,  DEAN  C,  ADDISON,  ILLINOIS 
GENENS   JOHN  BART,  ROCKFORD,  ILLINOIS 
GENIER   JOSEPH  THOMAS,  ROCHESTER,  NEW  YORK 
GENO   KEVIN  EDWARD,  RUTLAND,  VERMONT 
GENSHEIMER,  JOHN  PHILIP,  LEXINGTON,  KENTUCKY 
GENSLER   GEORGE  D,  GONZALES,  LOUISIANA 
GENTILE   DOMINIC  ANTHONY,  NEW  YORK,  NEW  YORK 
t   GENTLE,  GARY  S,  ARLINGTON,  VIRGINIA 

GENTLE,  RONALD  JAMES,  ORILLIA,  CANADA 
*  GFNTNFR   JAMES  C,  PHOENIX,  ARIZONA 
GENTRY   ALLEN  GRAY,  HINSTON-SALEM,  NORTH  CAROLINA 
GENTRY,  CHRIS  ROBERT,  FRANKLIN,  TENNESSEE 
HENRY  H.,  ALCOA,  TENNESSEE 
KYLE  M.,  HILKESBORO,  NORTH  CAROLINA 
LARRY  HURST,  LITTLE  ROCK,  ARKANSAS 
,  THOMAS  DALE,  HEBRON,  KENTUCKY 
»  GENTZLER,  KEITH  A.,  HORLAND,  WYOMING 
tt   GENUNG,  DONALD  S.,  CLEARWATER,  FLORIDA 
tt   GFORGANTAS   ROBERT  W. ,  JOLIET,  ILLINOIS 

GEORGE   ALBERT  ARTHUR!  LONG  BEACH,  CALIFORNIA 
GEORGE   ANDREW  JAMES,  LANSING,  MICHIGAN 
GEORGE   DAVID  LORWYN,  GEORGETOWN,  GUYANA 
tt   GEORGE   DENNIS  ANTHONY,  ST.  LOUIS,  MISSOURI 
GEORGE   DONALD  MATTHEH,  BROADVIEW,  ILLINOIS 

ERIC  DOUGLAS,  SANTA  BARBARA,  CALIFORNIA 
GARY  DWIGHT,  INDEPENDENCE,  MISSOURI 
JOHN  A,  DAVIE,  FLORIDA 
JOSEPH  A   EAST  ORANGE,  NEW  JERSEY 
,  KENNETH  BRIGHAH,  SOUTH* KINGSTOWN,  RHODE  ISLAND 
GEORGE   MICHAEL  PHILLIP,  SALT  LAKE  CITY,  UTAH 
U   GEORGE'  PETER  A.,  BEVERLY  HILLS,  CALIFORNIA 
tt   GEORGE,  THEODORE,  AURORA,  OHIO 

GEORGE   TIMOTHY  JAMES,  MEDFORD,  OREGON 
tt   GEORGE,  WILLIAM  C,  COLUMBUS,  OHIO 

GEORGETTI,  JUSTIN,  WESTWOOD,  NEW  JERSEY 
GERACE,  DANIEL  DOMINIC,  DEKALB,  ILLINOIS 
GERACI   MICHAEL  NICHOLAS,  LATHAM,  NEW  YORK 
GERAGHTY,  MICHAEL  JAMES,  NEH  YORK   NEH  YORK 
GERALD,  ROCKY  EARL,  BOGALUSA,  LOUISIANA 
GFRALDO   RENE  GAUME,  LA  PAZ,  MEXICO 
GERALDS   SILAS  MCCRAY,  JR,  BATON  ROUGE,  LOUISIANA 
GERARD   PAUL  T.   JR  ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
GERBER,  DENNIS  E,  RENTON,  WASHINGTON        „.„..,. 
GERBER   ROBERT  BENDIX,  III,  SACRAMENTO,  CALIFORNIA 
«  GERCHAK,  RALPH  EDHARD,  NEW  YORK   NEW  YORK 

GERDES,  DAVID  LAWRENCE,  JOLIET,  ILLINOIS 
tt   GERDING,  GERALD  W. ,  TOLEDO,  OHIO 
tt   GERDS   CHARLES  F.,  DETROIT,  MICHIGAN 
*   GERHART   JOHN  ALFRED,  DOYLESTOHN   PENNSYLVANIA 

GERICKE   PETER  ANTHONY,  SPRINGFIELD,  ILLINOIS 
tt   GERINGER,  JAMES  L,  KIRKWOOD,  MISSOURI 

GER  OT   ROBERT  FRANCIS,  DARBY,  PENNSYLVANIA    „,,„._.. 
GERKE   WILLIAM  NELSON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GERLACH,  CHARLES,  CLINTON,  PENNSYLVANIA 
GERLACH  DOUGLAS  NEIL,  EDWARDS  A™,  CALIFORNIA 
GERLACH   NORMAN  HAROLD,  JR,  BIG  LAKE,  MINNESOTA 
GERLAND,  DONALD  BRYAN,  FORT  HORTH,  TEXAS 
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GERMAIN,  LAHRENCE  JOHN,  ST.  CLAIR  SHORES   MICHIGAN 
GERNANDT,  FRANCIS  JOHN,  MINNEAPOLIS,  MINNESOTA 
GERRANS,  ARTHUR  HILLIAM,  FAIRFIELD,  CALIFORNIA 
GERRARD,  GRAEME  EDWARD,  CHESTER,  ENGLAND 
GERST.  CLIFFORD  JOHN,  JR,  SAN  CARLOS,  CALIFORNIA 
GERSTHEYER,  DENNIS  GERARD,  PROVIDENCl,  RHODE  ISLAND 
GERWENS,  JOSEPH  CARTER,  FORT  LAUDERDALE,  FLORIDA 
GESELL,  HAROLD  J.,  DES  MOINES,  IOWA 
GESHEL,  JOSEPH  JOHN,  JR,  LANSING,  MICHIGAN 
GFSSNFR   JACOB  E..  ROCKFORD,  ILLINOIS 
GETSINGER  JOHNNY* HILL I  AM,  ANDERSON,  SOUTH  CAROLINA 
GETTY,  THEODORE  RUSSELL,  ROCKFORD,  ILLINOIS 
GETTYS,  DONALD  EDWARD,  YORK,  PENNSYLVANIA 
GETZEN,  PETER  BARRY,  GRAND  RAPIDS,  MICHIGAN 
GEYER,  ELMER  W. ,  SANTA  CRUZ,  CALIFORNIA 
GEYER,  GEORGE  WILLIAM,  JR.,  MIAMI,  FLORIDA 
GEYER,  HOWARD  E.,  GRIDLEY,  CALIFORNIA 
GHAFFUR,  TARIOUE  MOHAMMED,  LEICESTER,  ENGLAND 
GHAZALI,  MOHD.,  KUALA  LUMPUR,  MALAYSIA 
GHERASIM,  HILLIAM  STEVEN,  TORONTO,  CANADA 
GHODBANE,  SLAHEDDINE,  TUNIS,  TUNISIA 
GHODOUSSI,  SHAHROKH,  TEHRAN,  IRAN 
GHOLSON,  ROBERT  L,  BOISE,  IDAHO 
GIACOMOZZI,  FRANCIS  L.,  KILLEEN,  TEXAS 
GIACOPELLI   PETE,  BRENTHOOD,  MISSOURI  r„„ 

GIACOPPO,  MICHAEL  DOMINIC,  CAMBRIDGE,  MASSACHUSETTS 
GIAKOVIS,  IKAROS,  THESSALONIKI,  GREECE 
GIAMMATTEI,  JAMES  FRANK,  BRIDGEPORT   CONNECTICUT 
GIAMMICHELE,  JOSEPH  RALPH,  ELMIRA,  NEH  YORK 
GIAMPA,  VINCENT  JOHN,  LA  PALMA,  CALIFORNIA 
GIANNETTO,  JOSEPH,  NEH  YORK,  NEH  YORK 
GIANNONE,  DONALD  CHARLES,  TEANECK,  NEH  JERSEY 
GIANNOTTI,  CARL  C,  NEW  HAVEN  CONNECTICUT 
GIARDINA,  LOUIS  RUSSELL,  BUFFALO  NEW  YORK 
GIARDINA,  NICHOLAS  JAMES,  BELLEVUE,  WASHINGTON 
GIARRUSSO,  JOSEPH  I.,  NEH  ORLEANS,  LOUISIANA 
GIBB,  WILLIAM  ROSS,  CLEVELAND,  OHIO 
GIBBONS,  GARY  FRANK,  OKEMOS,  MICHIGAN 
GIBBONS,  JOHN,  FRAMINGHAM,  MASSACHUSETTS 
GIBBONS,  MICHAEL,  SALINAS,  CALIFORNIA 
GIBBONS   PAUL  J,  JR,  GLASTONBURY,  CONNECT  CUT 
GIBBS,  ARNOLD  ALEXANDER,  CAPE  CORAL,  FLORIDA 
GIBBS,  HAROLD  E.,  JR.,  OGDEN,  UTAH 
GIBBS,  HAROLD  MASON,  HAYCROSS,  GEORGIA 
GIBBS,  KELLY,  LANDOVER,  HARYLAND  „TB,T11_. 
GIBBS  LANDON  SHERWOOD,  RICHMOND,  VIRGINIA 
GIBBS   SULLIVAN  GRANT,  GREENVILLE,  NORTH  CAROLINA 
GIBNEY,  JAMES,  BETTENDORF,  IOHA 
GIBSON,  BERNARD  WAYNE,  ZANESVILLE, 
GIBSON,  BRYAN  WILLIAM,  WELLINGTON, 
GIBSON,  CALEB  LELAND,  SR,  BARSTOH, 
GIBSON,  CARLOS  ELMER,  FRANKFORT,  KENTUCKY 
GIBSON,  CHARLES  WILLIAM,  SELMA,  ALABAMA 
riR<;nN   FnWARD  C   MEADVILLE,  PENNSYLVANIA 
GIBS™'  GREGORY  LEHIS  MOORESVILLE,  NORTH  CAROLINA 
GIBSON,  JACK  R,  SAN  BRUNO,  CALIFORNIA 
GIBSON  KEVIN  HAYNE,  LAFAYETTE,  INDIANA 
I  GIBSON.  LEHIS  J.,  FAIRBANKS,  ALASKA 

GIBSON  HELVIN,  PHILADELPHIA,  HISSISSIPPI 
I  GIBSON   NEHSOM  J,  JR,  BAKER  CITY,  OREGON 
I   GIBSON,  RICHARD  M. ,  TORONTO,  CANADA 
I  GIBSON,  ROBERT  JOHN,  TUCSON,  ARIZONA 
GBSON   ROBERT  WAYNE,  GREENSBORO,  NORTH  CAROLINA 
GIBSON  RONALD  JEROME,  LEESBURG,  VIRGINIA 
GIBSON  WADE  J.,  GREENSBORO,  NORTH  CAROLINA 
GIBSON  WILLIAM  C,  COLUMBIA,  SOUTH  CAROLINA 
GIBSON,  WILLIAM  CHALMER,  WESTPORT,  WASHINGTON 
GIBSON  WILLIAM  D. ,  LITTLE  ROCK,  ARKANSAS 
GIDDENS,  MICHAEL  EARL,  AUGUSTA,  GEORGIA 
GIDEON,  RAYMOND  A,  FORT  OGLETHORPE,  GEORGIA 
GIDEON,  V  WAYNE,  MIDLAND,  TEXAS  nA*nTA 

GIEGLING,  KENNETH  WAYNE,  SIOUX  FALLS,  SOUTH  DAKOTA 
GIFIOW  CHARLES  P.,  ELKO,  NEVADA 
gIeLOh!  HILLIAM  EARL,  MILWAUKEE  WISCONSIN 
GIERUT,  JEROME  JOHN,  CHICAGO,  ILLINOIS 
GIESE,  JOHN  THOMAS,  ELKHORN,  WISCONSIN 
GIESE   PETER  HERMAN,  ENFIELD,  NEW  HAMPSHIRE 
GIESSELMANN,  RONALD  RAY,  FREMONT,  NEBRASKA 
GIFFORD,  CHARLES  B.,  RAHWAY,  NEW  JERSEY 
GIFFORD   FLOYD  RONALD,  MUSKEGO  WISCONSIN 
GIFFORD,  HARVIN  P,  YANKTON,  SOUTH  DAKOTA 
GIFFORD,  HILLIAM  DAVID,  ANCHORAGE,  ALASKA 
GIGANTI,  ANTHONY  DAVID,  DETROIT,  HICHIGAN 
GIGER,  GERALD  DEE,  CANBY,  OREGON 
GIGIKOS,  JOHN,  AURORA,  COLORADO 
GIGLI,  KENNETH  J.,  FORT  WAYNE,  INDIANA 
GIGLIO,  JOSEPH  THOMAS,  SR,  HAHNVILLE,  LOUISIANA 
GIGLIOTTI,  FRANK  C,  WASHINGTON,  DISTRICT  OF  COLUHBIA 
GTIBERT   DALTON  LADELL,  HURST,  TEXAS 

'  DANIEL  E.,  RALEIGH,  NORTH  CAROLINA 
DARREL  L.,  EL  PASO,  TEXAS 
DAVID  EARL,  SOHERSET,  KENTUCKY 
DAVID  HYRON,  HARION,  INDIANA 
DON  ALLEN,  NORTH  LITTLE  ROCK,  ARKANSAS 
DHAYNE  W.,  MACON,  GEORGIA      „.,.,. 
EDHARD  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
FRANK  CHARLES,  WORTH,  ILLINOIS 
r.FORGE  S   ANN  ARBOR,  MICHIGAN 
GREGORY  ALAN,  FORT  ATKINSON,  HISCONSIN 
HAROLD  DAVID '  LITTLE  ROCK,  ARKANSAS 


OHIO 

NEH  ZEALAND 

CALIFORNIA 


GILBERT, 
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GILBERT, 
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GILBERT, 
GILBERT, 
GILBERT, 
GILBERT, 
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GILBERT,  LAURENT  F  -  GOENNER,  ROBERT  FREDERICK 


105 
113 
177 

101  * 
199 

102  # 
180 
192 
174 
117 
174 

102  It 
97 

90  tt 
149 
122 
170 
192 
176 
114  tt 
144  It 

61  It 
122 
144  It 
169 

92  tt 
148 
192 
128 

92  It 
120  * 

69  It 

91  tt 
187 

91  tt 
171 
187 
160 
166 

4  * 
171 
143 

103  tt 
194 
170 
187 
102  * 
154 

54  * 

57  tt 
109 
195 

30  * 
115 

90  tt 
177 
166 

92 
199 
149 
163 
128 
107  tt 

40  tt 
133 
107  tt 
143 

97 
170 

97 
173 

70  tt 

95  tt 
196 
134 
157 

90  It 
145 
139 
197 
155 
107 
158 
176 
179 
168 
195 
150 
178 

97  tt 
179 
193 
172 
189 
113  it 
101  tt 
101 
170 
133 
184  tt 


GILBERT,  LAURENT  F,  LEWISTON,  MAINE 

GILBERT,  MAX  A.,  NEHTON,  KANSAS 

GILBERT,  RAMONE,  GAINESVILLE,  GEORGIA 

GILBERT,  ROBERT  F.,  LACONIA,  NEH  HAMPSHIRE 

GILBERT,  THOMAS  RICHARD,  WEST  TRENTON,  NEW  JERSEY 

GILBERT,  HARREN  S.,  CORAL  SPRINGS,  FLORIDA 

GILBERTSON,  JAMES  CRAIG,  FAIRFAX,  VIRGINIA 

GILBREATH,  HEST  C,  LAS  CRUCES,  NEH  MEXICO 

GILBRIDE,  HOLLYE  CHAMPION,  RIVERHEAD,  NEH  YORK 

GILCHRIST,  JAMES  J,  TOPEKA,  KANSAS 

GILDEA,  PATRICK  FRANCIS,  HUNTINGTON  BEACH,  CALIFORNIA 

GILDESGARD,  KEITH  M,  MEDFORD,  OREGON 

GILDON,  DIXIE  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

GILES,  ANDERSON  B,  JR,  SAVANNAH,  GEORGIA 

GILES,  NICHOLAS  EDWIN,  BUTLER,  GEORGIA 

GILES,  RICHARD  KELLY,  TEXARKANA,  ARKANSAS 

GILES,  ROBERT  EDHIN,  BURBANK,  CALIFORNIA 

GILES,  SCOTT  EDWARD,  SPRINGFIELD,  ILLINOIS 

GILES,  TINA  MARIE,  EAST  HAMPTON,  NEW  YORK 

GILFILLAN,  CLAUDE  M,  COOS  BAY,  OREGON 

GILHOOLEY,  HILLIAM  MICHAEL,  KINGSTON,  PENNSYLVANIA 

GILKINSON,  HILLIAM  JOHN,  TUCSON,  ARIZONA 

GILL,  DOUGLAS  MORGAN,  BELLINGHAM,  WASHINGTON 

GILL,  JAMES  AUGUSTINE,  MIDDLETOHN,  CONNECTICUT 

GILL,  JAMES  KEITH,  INDIANAPOLIS,  INDIANA 

GILL,  JOHN  J,  UPPER  DARBY,  PENNSYLVANIA 

GILL,  LEON  JACKSON,  JR,  TALLAHASSEE,  FLORIDA 

GILL,  PAULA  CHAPMAN,  POLSON,  MONTANA 

GILL,  ROBERT  FRANCIS,  NEW  YORK,  NEW  YORK 

GILL,  ROBERT  L,  BATON  ROUGE,  LOUISIANA 

GILL,  SANDRA  JOAN,  SEATTLE,  WASHINGTON 

GILL,  SMYTH  R.,  SR.,  PENSACOLA,  FLORIDA 

GILL,  TIMOTHY  D,  CHESTER,  PENNSYLVANIA 

GILL,  WILLIAM  MARK,  BELLINGHAM,  WASHINGTON 

GILLARD,  GEORGE  E,  OLD  BRIDGE,  NEW  JERSEY 

GILLE,  LARRY  JAMES,  GREEN  BAY,  WISCONSIN 

GILLELAND,  DENNIS  JAY,  CUSHING,  OKLAHOMA 

GILLELAND,  RICHARD  MAXWELL,  NASHVILLE,  TENNESSEE 

GILLESPIE,  DONALD  GUY,  ROCK  HILL,  SOUTH  CAROLINA 

GILLESPIE,  E.  M.,  BLACKWELL,  OKLAHOMA 

GILLESPIE,  JAMES  CORBETT,  SAN  JOSE,  CALIFORNIA 

GILLESPIE,  JAMES  HARDING,  J,  SALT  LAKE  CITY,  UTAH 

GILLESPIE,  JOSEPH  E,  ALBANY,  NEW  YORK 

GILLESPIE,  JULIE  ANN,  AUSTIN,  TEXAS 

GILLESPIE,  MICHAEL,  SAN  DIEGO,  CALIFORNIA 

GILLESPIE,  RICHARD  DALE,  ELKINS,  HEST  VIRGINIA 

GILLESPIE,  RICHARD  G. ,  WARRENSBURG,  MISSOURI 

GILLETTE,  ALFRED  MICHAEL,  KULPSVILLE,  PENNSYLVANIA 

GILLETTE,  EVERETT  E.,  EDINA,  MINNESOTA 

GILLETTE,  FAY,  TOOELE,  UTAH 

GILLETTE,  TERRY  D. ,  MONROE,  CONNECTICUT 

GILLEY,  RICKEY  DON,  MIDLAND,  TEXAS 

GILLIAM,  HAYHARD,  FRANKFORT,  KENTUCKY 

GILLIAM,  JOEL  T.,  DETROIT,  MICHIGAN 

GILLIGAN,  CHARLES  W. ,  BOSTON,  MASSACHUSETTS 

GILLIKIN,  STEVEN  HAROLD,  SMITHFIELD,  NORTH  CAROLINA 

GILLINGER,  ROGER  WAYNE,  FORT  WORTH,  TEXAS 

GILLIS,  VICTOR  E.,  GRAND  RAPIDS,  MICHIGAN 

GILLISSIE,  ROBERT  JOSEPH,  LONG  BEACH,  CALIFORNIA 

GILLMAN,  RODNEY  EARL,  FOUNTAIN  VALLEY,  CALIFORNIA 

GILLNER,  EWALD  GEORG,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GE 

GILLO,  MICHAEL  CHARLES,  FORT  LAUDERDALE,  FLORIDA 

GILLUM,  HOWARD  R. ,  ASHLAND,  KENTUCKY 

GILMAN,  CECIL  H. ,  MOSES  LAKE,  WASHINGTON 

GILMAN,  SCOTT  MALCOLM,  FARGO,  NORTH  DAKOTA 

GILMARTIN,  JAMES  J,  NEW  YORK,  NEW  YORK 

GILMARTIN,  JOHN  FRANCIS,  NEW  YORK,  NEW  YORK 

GILMORE,  CHARLES  H,  FLINT,  MICHIGAN 

GILMORE,  CLAYTON  ESTES,  MOUNTAIN  BROOK,  ALABAMA 

GILMORE,  ELMER  J.,  CELINA,  OHIO 

GILMORE,  JAMES  MARVIN,  FOND  DU  LAC,  WISCONSIN 

GILMORE,  JAMES  R.,  BENBROOK,  TEXAS 

GILMORE,  ROLLAND  F,  TACOMA,  WASHINGTON 

GILMORE,  STEPHEN  CRAIG,  ARCADIA,  CALIFORNIA 

GILMORE,  STEVEN  JAY,  MADISON,  WISCONSIN 

GILPIN,  EDWARD  CHARLES,  NEW  YORK,  NEW  YORK 

GILPIN,  HENRY  E.,  SALINAS,  CALIFORNIA 

GILREATH,  HAROLD  EDWARD,  KINGSPORT,  TENNESSEE 

GILSON,  PHILLIP  VANCE,  ANCHORAGE,  ALASKA 

GILTS,  RICHARD  ALAN,  PERRYSBURG,  OHIO 

GILTZOH,  FREDERIC  WILLIAM,  CALDWELL,  NEW  JERSEY 

GINALDI,  ANTHONY  D. ,  PHILADELPHIA,  PENNSYLVANIA 

GINARES  ARRUDES,  WINLSON  AMICA,  MONTEVIDEO,  URUGUAY 

GINEX,  RICCARDO  FRANCIS,  DOWNERS  GROVE,  ILLINOIS 

GINGELL,  GARY  KINGSLEY,  CLEVELAND,  OHIO 

GINGERY,  DAVID  WILLIAM,  OAKLAND,  CALIFORNIA 

GINN,  MARK  ANDREWS,  CORAL  GABLES,  FLORIDA 

GINOW,  CHARLES  DANIEL,  II,  LEXINGTON,  MISSOURI 

GIOIELLI,  ANTHONY  JOSEPH,  VINELAND,  NEW  JERSEY 

GIORDANO,  ALFONZO  J,  PHILADELPHIA,  PENNSYLVANIA 

GIORDANO,  THOMAS  ERNEST,  NEW  BRUNSWICK,  NEW  JERSEY 

GIORDANO,  WILLIAM  ERIC,  CLARKSBORO,  NEW  JERSEY 

GIORGIO  FOX,  PATRICIA  ELLEN,  PHILADELPHIA,  PENNSYLVANIA 

GIORGIO,  TONY,  NEH  YORK,  NEH  YORK 

GIOVANNELLI,  RAYMOND  L,  NILES,  ILLINOIS 

GIOVANNINI,  JAMES  R,  OLYMPIA,  WASHINGTON 

GIRARD,  FRANCIS  E.,  AVON  LAKE,  OHIO 

GIRARD,  TIMOTHY  VINCENT,  PORT  ORANGE,  FLORIDA 

GIRDNER,  DEAN  CARLYLE,  JR,  CHULA  VISTA,  CALIFORNIA 

GIROD,  ARTY  EMILE,  RAYMOND,  MISSISSIPPI 
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71  * 
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169  tt 

89  tt 
134 
178 
112  tt 
153 
182 
115 
188 
137  tt 
186 
169 
137  tt 

11  tt 
99  tt 
191 
97 

90  It 
190 
106 
128 
103 
138 
157 
176 

50  tt 

132  tt 
108 
181 
148 
182 

76  tt 
180 

97  tt 
156 

40  * 

133  tt 
196 
141 
194 

97  it 
115 
156 
140 
187 
155 
185 
188 
153  tt 
161 
143 
170 
179 

17  it 
110  it 

13  * 
125  # 
114  tt 

18  tt 
170 
113  tt 

70 
129 
130 
174 
178 
178 
112 
189 
132 
181 
189 

91 
146 

91  tt 
141 

117  # 
197 
189 
121 
128 
119 
173 
181 
168 
132 
166 
187 
176 
136 

29  * 
144 

93  tt 
157 

89 
188 

118  * 


GLASS, 
GLASS, 
GLASS, 
GLASS, 


GLEASON, 
GLEASON, 
GLEASON, 
GLEASON, 
GLEASON, 
GLEASON, 
GLEASON, 


GLEASON, 
GLEESON, 
GLEESON, 


GIRVAN,  JOHN,  NEHMARKET,  CANADA 
GISLER,  ROBERT  L,  REFUGIO,  TEXAS 
GIST,  WALTER  E.,  KENSINGTON,  CALIFORNIA 
GITCHELL,  GARY  WESLEY,  WEST  MEMPHIS,  ARKANSAS 
GITTENS,  MILAN  D,  NASSAU,  BAHAMAS 
GITTINGS,  CASSIN  BENNETT,  ANNAPOLIS,  MARYLAND 
GIUDICE,  DOMINIC  HILLIAM,  JR,  MONROE,  NEH  YORK 
GIUFFREDA,  RICHARD  A.,  DEERFIELD  BEACH,  FLORIDA 
GIULIANI,  OTTO  HILLIAM,  BENICIA,  CALIFORNIA 
GIULIANO,  ALESSANDRO,  NAPOLI,  ITALY 
GIULINI,  BRUNO  L.,  JR,  SOUTH  WINDSOR,  CONNECTICUT 
GIUSTINO,  DANIEL  STEVEN,  PLANTATION,  FLORIDA 
GIVENS,  DANIEL  GERALD,  EL  CERRITO,  CALIFORNIA 
GIVENS,  DANIEL  NELSON,  ARKANSAS  CITY,  KANSAS 
GIVOGUE,  LUC  LEO,  OTTAWA,  CANADA 
GLAD,  CLAUDE  DAVID,  SALT  LAKE  CITY,  UTAH 
GLADIEUX,  MERL  A.,  TOLEDO,  OHIO 
GLADIN,  EUGENE  B,  JR,  GAINESVILLE,  FLORIDA 
GLANDON,  TERRY  DHIGHT,  DAVENPORT,  IOHA 
GLANZ,  STANLEY  D,  TULSA,  OKLAHOMA 
GLASCOTT,  THOMAS  M. ,  BUFFALO,  NEW  YORK 
GLASER,  EDWARD  FRANCIS,  JR,  VERO  BEACH,  FLORIDA 
GLASGOW,  JAMES  F.,  CALERA,  ALABAMA 
GLASS,  CARL  LAWRENCE,  PEASE  AFB,  NEW  HAMPSHIRE 
CHARLES  M.,  LYNCHBURG,  VIRGINIA 
DONALD  EUGENE,  JR,  ORLANDO,  FLORIDA 
JOHN  D,  JUNEAU,  ALASKA 
TED  FOSTER,  BRONSON,  FLORIDA 
GLASSCOCK,  ROBERT  E. ,  LITTLE  ROCK,  ARKANSAS 
GLASSFORD,  JOHN  JAMES,  SR,  WALL  TOWNSHIP,  NEH  JERSEY 
GLASSGOW,  DE  WAYNE,  RAPID  CITY,  SOUTH  DAKOTA 
GLAUS,  RICHARD  LEE,  SANTA  BARBARA,  CALIFORNIA 
GLAZIER,  GARY  LEE,  CINCINNATI,  OHIO 
GLEASON,  DENNIS  GERARD,  HAMBURG,  NEW  YORK 
FRANK  W,  MIDDLETOWN,  NEW  JERSEY 
GARY  WAYNE,  SAN  DIEGO,  CALIFORNIA 
HORACE  L.,  JR.,  HAYNESBORO,  VIRGINIA 
JAMES  CHARLES,  GOLDENDALE,  WASHINGTON 
JOHN  C,  SANTA  CRUZ,  CALIFORNIA 
JOHN  NORMAN,  BATAVIA,  NEW  YORK 
JOSEPH  J,  HEST  CHESTER,  PENNSYLVANIA 
GLEASON,  MARK  BRYCE,  SPRINGFIELD,  ILLINOIS 
GLEASON,  MICHAEL  LESTER,  BOTHELL,  WASHINGTON 
GLEASON,  RICHARD  A,  LANSING,  MICHIGAN 
WILLIAM  J,  IMPERIAL,  NEBRASKA 
JOHN  CHRISTOPHER,  SAN  FRANCISCO,  CALIFORNIA 
ROBERT  PHILLIP,  FORT  MEADE,  MARYLAND 
GLEMBOSKI,  GARY  JOSEPH,  SAVANNAH,  GEORGIA 
GLEN,  JAY  SHERWOOD,  ANTIOCH,  CALIFORNIA 
GLENDENING,  DALE  LEROY,  TAFT,  CALIFORNIA 
GLENN,  CLARENCE  LEON,  ARTESIA,  NEW  MEXICO 
GLENN,  DALE  MYRON,  COLUMBUS,  OHIO 
GLENN,  FRED  ANTHONY,  SPRINGFIELD,  MISSOURI 
GLENN,  JOHN  MORTON,  JR,  BURLINGTON,  NORTH  CAROLINA 
GLENSOR,  RONALD  WILLIAM,  RENO,  NEVADA 
GLESNER,  JEROME  RUSSELL,  CAMP  LEJEUNE,  NORTH  CAROLINA 
GLEWWE,  WESLEY  PAUL,  SOUTH  ST.  PAUL,  MINNESOTA 
GLICK,  JACOB  A.,  LANCASTER,  PENNSYLVANIA 
GLISSON,  CHESTER  F.,  DOWNINGTOWN,  PENNSYLVANIA 
GLOCK,  BRIAN  NICHOLAS,  MINEOLA,  NEW  YORK 
GLODEK,  JAMES  L.,  MINNEAPOLIS,  MINNESOTA 
GLOVER,  E.  P.,  PADUCAH,  KENTUCKY 
GLOVER,  JAMES  LYNN,  JEFFERSON  CITY,  MISSOURI 
GLOVER,  LARRY  W,  MIAMI,  FLORIDA 
GLOVER,  LAWRENCE  JACOB,  TEMPLE,  TEXAS 
GLOVER,  LYDIA  ELISE,  COLUMBIA,  SOUTH  CAROLINA 
GLOVER,  NATHANIEL,  JR,  JACKSONVILLE,  FLORIDA 
GLOVER,  WARREN  JEFFREY,  NEW  YORK,  NEW  YORK 
GLOVINSKY,  RANDY  LEO,  HURON,  OHIO 
GLUHAN,  EDWARD  PAUL,  WATSONVILLE,  CALIFORNIA 
GLYNN,  ARLENE  J.,  NEW  YORK,  NEW  YORK 
GLYNN,  MADELEINE  ELIZABETH,  ADELAIDE,  AUSTRALIA 
GNAGEY,  JOHN  MILTON,  III,  CHAMPAIGN,  ILLINOIS 
GNOSCA,  ORLANDO  CARLO,  BELLINZONA,  SWITZERLAND 
GOAD,  DAVID  ANTHONY,  CUMBERLAND,  MARYLAND 
GOAD,  EDWIN  L.,  LA  MARQUE,  TEXAS 
GOAD,  RICHARD  LEO,  MARQUETTE,  MICHIGAN 
GOBLE,  ARNIE  W. ,  SAN  LUIS  OBISPO,  CALIFORNIA 
GOCALA,  JOHN  JOSEPH,  YOUNGSTOHN,  OHIO 
GODDARD,  DENNIS  L,  MIAMI  BEACH,  FLORIDA 
GODDARD,  RICHARD  EDHARD,  PUEBLO,  COLORADO 
GODER,  JANIS  KAY,  WHITEWATER,  WISCONSIN 
GODFREY,  THOMAS  FRANCIS,  ST.  LOUIS,  MISSOURI 
GODIN,  ROLAND  JOSEPH,  SOUTH  WINDSOR,  CONNECTICUT 
GODINO,  JOSEPH,  NEW  YORK,  NEW  YORK 
GODLEWSKI,  PAUL  FRANCIS,  FORT  RILEY,  KANSAS 
GODLEY,  WILLIAM  EARL,  JR,  RALEIGH,  NORTH  CAROLINA 
GODOY  PELAYO,  ALONSO,  GUADALAJARA,  MEXICO 
GODSEY,  FREDDIE  CLARKSTON,  HAMPTON,  VIRGINIA 
GODHARD,  MICHAEL  JAMES,  SAN  PEDRO,  CALIFORNIA 
GODWIN,  MICHAEL  WAYNE,  BOGALUSA,  LOUISIANA 
GOE,  GLENN  BRADLEY,  CANTON,  OHIO 
GOEBEL,  LARRY  RANDALL,  LOS  ANGELES,  CALIFORNIA 
GOEBEL,  ROBERT  E.,  PONTIAC,  MICHIGAN 
GOEBEL,  RODNEY  G,  BOHLING  GREEN,  OHIO 
GOEDEN,  DONALD  R,  INDIANAPOLIS,  INDIANA 
GOEGEBUER,  FRANK  EMI  EL,  BRUGGE,  BELGIUM 
GOEKE,  WALTER  T.,  LANCASTER,  PENNSYLVANIA 
GOELDEN,  DAVID  LOUIS,  DALLAS,  TEXAS 
GOENNER,  ROBERT  FREDERICK,  MIAMISBURG,  OHIO 
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GOERGEN,  TIMOTHY  MICHAEL  -  GOSSELIN,  DONALD  R. 
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177 
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82 
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86 
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GOERGEN,  TIMOTHY  MICHAEL,  BLOOMINGDALE ,  ILLINOIS 
tt   GOERGES,  JAMES  R,  INDIANAPOLIS,  INDIANA 

GOETHAL   ROBERT  VALJEAN,  GRAND  RAPIDS,  MICHIGAN 
GOETSCHIUS,  BRIAN  TIMOTHY,  TEXAS  CITY,  TEXAS 
GOETSCHIUS,  HILLIAH  FRANCIS,  CORNING,  NEH  YORK 
tt   GOETTEL,  DONALD,  HESTFIELD,  NEH  JERSEY 
GOETZ,  MICHAEL  DONALD,  MOSCOH,  IDAHO 
GOETZ,  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
GOFF,  BLAINE  B,  DES  MOINES,  IOHA 
GOFF,  JAMES  E.,  HENDERSON,  NEVADA 
GOFF.  RONNIE  HILLIAM,  INDIANAPOLIS,  INDIANA 
GOFORTH,  CHARLES  HARREN,  KING  MOUNTAIN,  NORTH  CAROLINA 
tt   GOFORTH,  CHARLES  WESLEY,  AUSTIN,  TEXAS 

GOFORTH,  JOHN  L.,  ASHEVILLE,  NORTH  CAROLINA 
»  GOFORTH,  JOHN  HILLIAM,  FLORENCE,  ALABAMA 
GOGGIN,  JOHN  J.,  DOVERFOXCROFT,  MAINE 
GOGGINS,  JAMES  LEO,  OSHKOSH,  HISCONSIN 
GOGGINS   JESSIE  JEROME,  HASHINGTON,  DISTRICT  OF  COLUMBI 
tt   GOINS,  DAVID  L.,  OSHEGO,  ILLINOIS 

GOINS,  DENNIS  ARTHUR,  CLEVELAND,  TENNESSEE 
GOKCAY,  IDRIS,  ANKARA,  TURKEY 
tt   GOLANECK,  MICHAEL  GEORGES,  QUEBEC  CITY,  CANADA 
GOLD,  EUGENE  EDHIN,  DENVER,  COLORADO 
GOLDBERG,  EDHARD  THOMAS,  VACAVILLE,  CALIFORNIA 
tt   GOLDBERG,  FRANKLIN,  PHILADELPHIA,  PENNSYLVANIA 
GOLDBERG  JACK  MICHAEL,  HETHERSFIELD,  CONNECTICUT 
GOLDEN,  CYNTHIA  SMALLHOOD,  CLAYTON,  MISSOURI 
GOLDEN,  DAVID  EARL,  RICHARDSON,  TEXAS 
GOLDEN,  J.  H.,  DALLAS,  TEXAS 
tt   GOLDEN,  JAMES  BAYLOR,  SAGINAH,  MICHIGAN 

GOLDEN,  JAMES  BURTON,  PARIS,  TEXAS 
tt   GOLDEN,  JOHN  B.,  MILTON,  PENNSYLVANIA 
tt   GOLDEN,  JOSEPH  F,  PHILADELPHIA,  PENNSYLVANIA 
tt   GOLDEN,  RICHARD  JOSEPH,  SPRINGFIELD,  OREGON 
*  GOLDER,  THOMAS  J.,  CLEARHATER,  FLORIDA 

GOLDHAGEN,  HAROLD  BERNARD,  ATLANTA,  GEORGIA 
GOLDIE,  IAN  DAVID,  HILTSHIRE,  ENGLAND 
tt   GOLDING,  DON  A,  ST.  JOHNS,  ARIZONA 

GOLDING,  ROBERT  THOMAS,  BEL  AIR,  MARYLAND 
tt   GOLDMAN,  AUBREY  L.,  GRAND  HAVEN,  MICHIGAN 

GOLDMAN,  JOHN  ALDEN,  SPOKANE,  HASHINGTON 
tt   GOLDSCHMIDT,  HERBERT  A.,  BURLINGTON,  HISCONSIN 
GOLDSTON,  FOY  GENE,  GARLAND,  TEXAS 

GOLDSTON   PRICE  SUTTON,  WASHINGTON,  DISTRICT  OF  COLUMBI 
GOLOSE,  PETRUS  REINHARD,  JAKARTA,  INDONESIA 
GOMES-SOARES,  TITO  ANTONIO,  LOURES,  PORTUGAL 
GOMES,  EPHRAIM  LEOPOLD,  ST  JOHNS,  ANTIGUA 
GOMES,  JOHN  JOSEPH,  WOODLAND  PARK,  COLORADO 
tt   GOMES,  NORMAN  VICTOR,  OAKLAND,  CALIFORNIA 
GOMES,  PAULO  TARSO  OLIVEIRA,  BRASILIA,  BRAZIL 
GOMES,  WADE  ALLEN,  BRENTWOOD,  CALIFORNIA 
GOMEZ  AREIZA,  GUSTAVO  A,  BOGOTA,  COLOMBIA 
GOMEZ  COLON,  JUAN,  CAGUAS,  COLORADO 
GOMEZ  MENDEZ,  JESUS  ANTONIO,  BOGOTA,  COLOMBIA 
GOMEZ  RODRIGUEZ,  CARLOS  WILSON,  SAN  JUAN,  PUERTO  RICO 
GOMEZ  TABOADA,  MARIANELA  EMA,  SANTIAGO,  CHILE 
GOMEZ  VILLASENOR,  ALBERTO,  MEXICO,  MEXICO       munll(1 
GOMEZ-CABRAL,  DAGOBERTO  ANTONIO,  SANTO  DOMINGO,  DOMINIC 
GOMEZ-DELGADO,  ALVARO  ENRIQUE,  BOGOTA,  COLOMBIA 
GOMEZ,  ARNULFO  ARMANDO,  UVALDE,  TEXAS 

DAVID  JESUS,  LOS  ANGELES,  CALIFORNIA 
FRED,  FRESNO,  CALIFORNIA 
,  JOSEPH  ANTHONY,  GIBRALTAR,  GIBRALTAR 
GOMEZ,  OSCAR,  SAN  BERNARDINO,  CALIFORNIA 
GOMEZ,  RAMIRO,  JR,  EL  PASO,  TEXAS 
GOMULA,  GARY  ROBERT,  NEH  YORK,  NEH  YORK 
GONCALO,  ROBERT  JAMES,  FALL  RIVER,  MASSACHUSETTS 
GONCE,  JOSEPH  SAMUEL,  JACKSON,  MISSISSIPPI 
GONTHIER,  FRANK  CLIFFORD,  SAN  JOSE,  CALIFORNIA 
GONYO,  WILLIAM  J,  OSHKOSH,  WISCONSIN 
GONZALES,  ADOLFO,  SAN  DIEGO,  CALIFORNIA 
GONZALES,  ALFRED  A.,  BATON  ROUGE,  LOUISIANA 
GONZALES,  BENJAMIN,  SAN  BERNARDINO,  CALIFORNIA 
GONZALES,  DANIEL  J,  LAS  CRUCES,  NEW  MEXICO 
GONZALES,  DAVID  R.,  SANTA  FE,  NEW  MEXICO 
GONZALES,  FRANK,  GALLUP,  NEW  MEXICO 
GONZALES,  JOHN,  GALLUP,  NEW  MEXICO 

GONZALES   JOHN  EDHARD,  JR,  HALF  MOON  BAY,  CALIFORNIA 
GONZALES,  LEWIS  JOSEPH,  PARKERSBURG,  WEST  VIRGINIA 
GONZALES,  LUIS  J,  JR,  MILWAUKEE,  HISCONSIN 
GONZALES,  MANUEL,  FT.  MINGATE,  NEW  MEXICO 
GONZALES,  RALPH  DENNIS,  HOUSTON,  TEXAS 
GONZALES   RAYMON  MANUEL,  WASHINGTON,  DISTRICT  OF  COLUMB 
GONZALES,  RICHARD  OSCAR,  LOS  ANGELES,  CALIFORNIA 
GONZALES,  ROBERT  LUCIANO,  SANTA  FE,  NEW  MEXICO 
GONZALES,  RONALD,  GALLUP,  NEW  MEXICO 
GONZALES,  RUDY  ARELLANO,  SAN  ANTONIO,  TEXAS 
GONZALES,  SAM,  PHOENIX,  ARIZONA 
GONZALES,  SAM  C. ,  OKLAHOMA  CITY,  OKLAHOMA 
GONZALES,  SAM  TORRES,  SAN  DIEGO,  CALIFORNIA 
GONZALEZ  ABRAHAM,  OSCAR,  JR,  MONTERREY,  MEXICO 
GONZALEZ  AGUILAR,  OMAR  H,  BOGOTA,  COLOMBIA 
GONZALEZ  CABRERA,  HERNAN,  VALPARAISO,  CHILE 
GONZALEZ  FERNANDEZ,  RAUL,  SAN  JUAN,  PUERTO  RICO 
GONZALEZ  RAMOS,  RAMON  JAIME,  SAN  JUAN,  PUERTO  RICO 
GONZALEZ-HOFFENS,  CARLOS  R,  SANTIAGO,  CHILE 
GONZALEZ,  ALFREDO  C,  EDINBURG,  TEXAS 
GONZALEZ,  ANDRES,  SR,  CLEVELAND,  OHIO 
GONZALEZ,  EDUARDO,  TAMPA,  FLORIDA 
GONZALEZ,  FRANCISCO  T,  SAN  JUAN,  PUERTO  RICO 
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GOOD, 
GOOD, 
GOOD, 
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GOODMAN, 
GOODMAN , 
GOODMAN, 
GOODMAN , 


GOODSON , 
GOODWIN, 
GOODWIN, 


GONZALEZ,  GUALBERTO,  GURABO,  PUERTO  RICO 

GONZALEZ,  ISRAEL,  MIAMI,  FLORIDA 

GONZALEZ,  JUAN  B. ,  MAYAGUEZ,  PUERTO  RICO 

GONZALEZ,  LUIS  ALFONSO,  SAN  ANTONIO,  TEXAS 

GONZALEZ,  RAUL,  MC  ALLEN,  TEXAS 

GONZALEZ,  ROBERT,  MIAMI,  FLORIDA 

GONZALEZ,  WILLIAM  J.,  RED  BLUFF,  CALIFORNIA 

GOOCH,  BILLY  W. ,  MADISONVILLE,  KENTUCKY 

GOOCH,  JAMES  EVERETT,  ST.  CHARLES  CITY,  MISSOURI 

GOOCH,  THOMAS  0.,  CREVE  COEUR,  MISSOURI 

GOOD,  FRANK  LEROY,  MIDLAND,  MICHIGAN 

RICHARD  HOWARD,  HAGERSTOWN,  MARYLAND 
STEPHANY  REBECCA,  ST.  PAUL,  MINNESOTA 
TERRY  RAY,  ROCK  HILL,  MISSOURI 
,  THOMAS  A,  BEVERLY  HILLS,  MICHIGAN 
GOODALL,  DANIEL  ANTONIO,  RICHMOND,  VIRGINIA 
GOODALL,  ROBERT  JOSEPH,  LONDON,  CANADA 
GOODBRED,  LLOYD  M. ,  JR,  CHESAPEAKE,  VIRGINIA 
GOODE,  DONALD  R,  BOCA  RATON,  FLORIDA 
GOODE,  JAMES,  ORLANDO,  FLORIDA 
GOODE,  RICHARD  M. ,  RICHMOND,  VIRGINIA 
GOODIN,  CARL  V.,  CINCINNATI,  OHIO 
GOODLEIN,  CLARENCE  E,  WIXOM,  MICHIGAN 
GOODLETT,  CHARLES  D,  BELLE  GLADE,  FLORIDA 
GOODMAN,  BILLY  R.,  PINE  BLUFF,  ARKANSAS 

EDHARD  LEONARD,  THE  DALLES,  OREGON 
EDHARD  MURRAY,  BURLINGTON,  WASHINGTON 
JACOB  CLYDE,  CHARLOTTE,  NORTH  CAROLINA 
,  JAMES  A.,  CORVALLIS,  OREGON 
GOODNATURE,  WAYNE  PAUL,  AUSTIN,  MINNESOTA 
GOODNER,  ROBERT  ATKINS,  JR,  BIRMNGHAM,  ALABAMA 

GOODNO,  GLENN  R,  GREECE,  NEW  YORK     

GOODNOW,  CHARLES  T.,  BELLOWS  FALLS,  VERMONT 
GOODPASTER,  RONALD  DIXON,  TIGARD,  OREGON 
GOODPASTER,  RUSTY  KENT,  PLAINFIELD,  INDIANA 
GOODRICH,  L.  E.,  TALLAHASSEE,  FLORIDA  „„.,.,. 

GOODROW,  JOSEPH  WILLIAM,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JACKIE  LYNN,  NORTH  LITTLE  ROCK,  ARKANSAS 
CHARLES  L,  GRAND  RAPIDS,  MICHIGAN 
,  DENNIS  GUY,  GOLDEN,  COLORADO 
GOODWIN,  DUDLEY  G,  RICHMOND,  INDIANA 
GOODHIN,  ELMER  HERBERT,  BIRMINGHAM,  ALABAMA 
GOODWIN,  GARY  LAND,  NASHVILLE,  TENNESSEE 
GOODWIN,  J.  B.,  LUFKIN,  TEXAS         .,,-„„„,. 
GOODWIN,  KENNETH  DUANE,  SACRAMENTO,  CALIFORNIA 
GOODHIN,  LAHRENCE  EDWARD,  COLLIERVILLE,  TENNESSEE 
GOODWIN,  ROBERT  E.,  RALEIGH,  NORTH  CAROLINA 
GOODHIN,  T  L,  SPRINGDALE,  ARKANSAS 
GOODWIN,  TIMMIE  WAYNE,  TITUSVILLE,  FLORIDA 
GOODWIN,  WARREN  H,  PAINESVILLE,  OHIO 
GOODYEAR,  CHESLEY  M,  LAS  VEGAS,  NEVADA 
GOOGINS,  EDWARD  JOSEPH,  SOUTH  PORTLAND,  MAINE 
GOOKIN,  FRANK  M. ,  JR.,  NORTH  ATTLEBORO, 
GOOLSBY,  WALTER  ATKINS,  JR,  BIRMINGHAM, 
GOOSEY,  ROBERT  W,  HAMILTON,  OHIO 

GOOSSENS,  CHARLES  PAUL,  ST.  CLAIR  SHORES,  MICHIGAN 
GORALSKI,  WAYNE  ROGER,  DETROIT,  MICHIGAN 
GORBERG,  JAY  RICHARD,  HAMPTON  BAYS,  NEW  YORK 
GORBET,  DELFORD  L.,  SUSANVILLE,  CALIFORNIA 
GORCZYNSKI,  JAMES  MICHAEL,  WARMINSTER,  PENNSYLVANIA 
GORDEE,  HARRY  CALVIN,  EAU  CLAIRE,  WISCONSIN 
GORDON,  CHARLES  D,  URBANA,  ILLINOIS 

EARL  JAMES,  CLEVELAND  HEIGHTS,  OHIO 
JACK  C,  MIAMI  BEACH,  FLORIDA  „„,„„,,„.„.. 
JEFFREY  SCANLAN,  WEST  CHESTER,  PENNSYLVANIA 
JOHN  LAWRENCE,  JACKSONVILLE,  FLORIDA 
JOHN  MICHAEL,  HOMEWOOD,  ALABAMA 
GORDON,  MICHAEL  P.,  BALBOA  HEIGHTS,  CANAL  ZONE 
GORDON,  MURRAY  THOMAS,  NEPEAN,  CANADA 
GORDON,  PAUL  SIGMUND,  CHINO,  CALIFORNIA 
GORDON,  RICHARD  FLEMING,  DETROIT,  MICHIGAN 
GORDON,  ROBERT  G. ,  GREENSBURG,  PENNSYLVANIA 
GORDON,  ROBERT  MYLES,  HILLSBORO,  OREGON 
ROBERT  T,  NEW  YORK,  NEW  YORK 
ROY  ANTHONY,  CHEVY  CHASE,  MARYLAND 
,  THOMAS  PATRICK,  NEW  CASTLE,  DELAWARE 
GORDON,  WILLIAM  LOWELL,  BOISE,  IDAHO 
GORDY,  RICHARD  JOSEPH,  CONCORD,  CALIFORNIA 
GORE,  CHARLES  EDHARD,  RICHMOND,  TEXAS 
GORE   LARRY  K.,  WEST  SACRAMENTO,  CALIFORNIA 
GORMAN,  JAMES  JOSEPH,  CHICAGO,  ILLINOIS 
GORMAN   LIONEL  PAUL,  PLYMOUTH,  ENGLAND 
GORMAN  THOMAS  JOSEPH,  SACRAMENTO,  CALIFORNIA 
GORMAN,  WALTER  T.,  METAIRIE,  LOUISIANA 
GORMERLEY,  HOLMES  J,  HAZLET,  NEW  JERSEY 
GORMLEY,  JAMES  ALBERT,  MONTVILLE,  NEW  JERSEY 
GORNTO,  HARRY  C,  JR.,  NORFOLK,  VIRGINIA 
GORO,  ROBERT  WAYNE,  CARBONDALE,  ILLINOIS 
GORON,  DENNIS  JAMES,  JOLIET,  ILLINOIS 
GORRIS,  MELBOURNE  E.,  JR.,  PORT  ARTHUR,  TEXAS 
GORSIRA,  MICHIEL  P.,  WILLEMSTAD,  CURACAO 
GOSLIN,  JAMES  M. ,  SHREVEPORT,  LOUISIANA 
GOSPODARSKI,  CONRAD  JAMES,  BUFFALO,  NEW  YORK 
GOSS,  CHARLES  WILLARD,  STRONGSVILLE,  OHIO 
GOSS  JACK  R..  RENO,  NEVADA 

'  John  abbott,  jr,  nespelem,  Washington 

JOSEPH  JOHN,  WATERTOWN,  NEW  YORK 
KENNETH  G,  SR,  CROWLEY,  LOUISIANA 
TRAVIS  LEE,  ROME,  GEORGIA 
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GOSSELIN,  DONALD  R. ,  WOONSOCKET,  RHODE  ISLAND 
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GOSSELIN,  DONALD  STEPHEN  -  GREEN,  JOHN  0. 
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GOULD, 
GOULD, 
GOULD, 


GOURLEY, 
GOURLEY, 
GOUVEIA, 
GOUVEIA, 


GOSSELIN,  DONALD  STEPHEN,  BOSTON,  MASSACHUSETTS 

GOSSER,  DOUGLAS  JAY,  RUSHVILLE,  INDIANA 

GOSSETT,  TIMOTHY  REID,  CAMP  PENDLETON,  CALIFORNIA 

GOTARD,  CHARLES  EDHARD,  JR,  HASHINGTON,  DISTRICT  OF  COL 

GOTT,  DAVID  MAXSON,  SUNNYVALE,  CALIFORNIA 

GOTT,  RAYMOND  EUGENE,  LOS  ANGELES,  CALIFORNIA 

GOTTSCH,  DANIEL  DUANE,  BRAINERD,  MINNESOTA 

GOUBIL,  FORREST  ANTHONY,  MOBILE,  ALABAMA 

GOUDIE,  JAMES,  ANDREWS  AFB,  MARYLAND 

GOUDY,  JAMES  R,  HOUSTON,  TEXAS 

GOUGE,  ROBERT  MORRIS,  DOVER,  DELAWARE 

GOUGH,  MICHAEL  J,  ALMA,  MICHIGAN 

GOUIN,  ROBERT  LEROY,  SUQUAMISH,  HASHINGTON 

GOULD,  GEORGE  H.,  WOONSOCKET,  RHODE  ISLAND 

GOULD,  MICHAEL  S,  MINEOLA,  NEH  YORK 

RALPH  V.,  CONCORD,  NEH  HAMPSHIRE 
RONALD  KENNETH,  HUTCHINSON,  KANSAS 
WILLIAM  H.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GOULET,  JOSEPH  GEORGES,  OTTAWA,  CANADA 
GOURLAY,  JOHN  PORTER,  BUFFALO,  NEW  YORK 
ALEXANDER  J,  NEWARK,  NEW  JERSEY 
PAUL  KENT,  DOYLESTOWN,  PENNSYLVANIA 
FRED  LYNN,  PIEDMONT,  CALIFORNIA 
PETER  RUSSELL,  WEST  PALM  BEACH,  FLORIDA 
GOVE,  JANET  LYNN,  FREMONT,  CALIFORNIA 
GOVENDER,  DORAVAL,  PRETORIA,  SOUTH  AFRICA 
GOVERO,  THOMAS  EDWARD,  OTTAWA,  ILLINOIS 
GOWARD,  PAUL  S,  WICHITA,  KANSAS 
GOWEN,  PAUL  WESLEY,  DURHAM,  NEW  HAMPSHIRE 
GOHER,  BRUCE  ALLEN,  CLYDE,  OHIO 
GOWIN,  JOHN  RICHARD,  TAKOMA  PARK,  MARYLAND 
GOWIN,  WALLACE  CURRY,  WRIGHT-PATTERSON  AFB,  OHIO 
GOYT,  JEFFERY  VINCENT,  HARRISON,  MICHIGAN 
GOZA,  JOHN  DENNIS,  JR,  LINDEN,  TEXAS 
GOZDECKI,  RONALD  L.,  BUFFALO  GROVE,  ILLINOIS 
GRAB,  WALTER  W,  ST.  LOUIS,  MISSOURI 
GRABAUSKAS,  VIKTORAS,  VILNIUS,  LITHUANIA 
GRABNER,  DARREL  RICHARD,  SOUTH  BEND,  INDIANA 
GRABOWSKI,  LEONARD,  JR,  WAYNE,  MICHIGAN 
GRACE,  MATT  LAWSON,  BARSTOW,  CALIFORNIA 
GRACE,  WILLIAM  JOSEPH,  EAST  LANSING,  MICHIGAN 
GRACEY,  PAUL  E,  MIAMI,  FLORIDA 
GRACIA,  ROBERT,  ROSENBERG,  TEXAS 
GRADY,  JOHN  JOSEPH,  CAMDEN,  NEW  JERSEY 
GRADY,  REGNALD  L.,  DES  ARC,  ARKANSAS 
GRAETER,  STEPHEN  SHERIDAN,  HOUSTON,  TEXAS 
GRAFF,  ANTON  LOUIS,  YORKVILLE,  ILLINOIS 
GRAFF,  GREGORY  ALAN,  DOUGLASVILLE,  GEORGIA 
GRAGG,  JESSE  M. ,  VALLEY  CENTER,  KANSAS 
GRAHAM-FRANCIS,  CARLOS,  SAN  JOSE,  COSTA  RICA 
GRAHAM,  ALFONSO  JEROME,  MILWAUKEE,  WISCONSIN 
GRAHAM,  ANGUS,  SYDNEY,  AUSTRALIA 
GRAHAM,  DONALD  CLYDE,  JR,  HOBBS,  NEW  MEXICO 
GRAHAM,  EDWARD  ROBERT,  HEMPSTEAD,  NEW  YORK 
GRAHAM,  HUBERT  RAY,  REDONDO  BEACH,  CALIFORNIA 
GRAHAM,  JOE  ALVIN,  SUMTER,  SOUTH  CAROLINA 
GRAHAM,  JOHN  C,  LOS  ANGELES,  CALIFORNIA 
GRAHAM,  KENNETH  GREGORY,  OCALA,  FLORIDA 
GRAHAM,  KENNETH,  SR. ,  LOUISVILLE,  KENTUCKY 
GRAHAM,  LAWRENCE  WAYNE,  NAPLES,  FLORIDA 
GRAHAM,  LEALAND  H,  SOUTH  BURLINGTON,  VERMONT 
GRAHAM,  LEE  E.,  ROCHESTER,  MINNESOTA 
GRAHAM,  LEWIS  A.,  OCEAN  CITY,  NEW  JERSEY 
GRAHAM,  LOGAN  M,  JR,  THIEF  RIVER  FALLS,  MINNESOTA 
GRAHAM,  MARCELL,  SALT  LAKE  CITY,  UTAH 
GRAHAM,  MARK  JOHN,  EUGENE,  OREGON 
GRAHAM,  RICHARD  LYALL,  PALMER,  ALASKA 
GRAHAM,  ROBERT  DALLAS,  BALTIMORE,  MARYLAND 
GRAHAM,  ROBERT  EMMETT,  LAKEHOOD,  COLORADO 
GRAHAM,  ROBERT  WILLIAM,  WARREN,  MICHIGAN 
GRAHAM,  SUSAN  CECILE,  NEW  ORLEANS,  LOUISIANA 
GRAHAM,  WILLIAM  FLOYD,  COLUMBIA,  SOUTH  CAROLINA 
GRAHAM,  WILLIAM  HUNT,  MILFORD,  CONNECTICUT 
GRAHAM,  WILLIAM,  JR.,  BRATTLEBORO,  VERMONT 
GRAINGER,  DEBRA  MARIE,  ARVADA,  COLORADO 
GRAM,  RAYMOND  W. ,  TWIN  LAKES,  WISCONSIN 
GRAMLING,  LARRY  D,  OKLAHOMA  CITY,  OKLAHOMA 
GRAMS,  ARTHUR  G,  OAK  PARK,  ILLINOIS 
GRAMS,  JEFFREY  ALAN,  DULUTH,  MINNESOTA 
GRAMSE,  GLENN  EDWARD,  ST.  PAUL,  MINNESOTA 
GRANADOS-GONZALEZ,  FRANCISCO,  HIDALGO,  MEXICO 
GRANATA,  JOSEPH  III,  CAPITOLA,  CALIFORNIA 
GRANATO,  CARMEN  GERARD,  MADISON,  NEW  JERSEY 
GRANATO,  SAMUEL  CARMENO,  SR,  CORPUS  CHRISTI,  TEXAS 
GRANDE,  JOHN  A.,  ROCHESTER,  NEW  YORK 
GRANDIZIO,  DAVID  JOHN,  WEST  CHESTER,  PENNSYLVANIA 
GRANDPRE,  ROBERT  EARL,  PIERRE,  SOUTH  DAKOTA 
GRANELLE,  JAMES  DANIEL,  MINEOLA,  NEW  YORK 
GRANFIELD,  JOHN  EGAN,  FAIRFAX,  VIRGINIA 
GRANNAN,  JOHN  ALBERT,  FORT  WAYNE,  INDIANA 
GRANT,  BAILEY,  MONROE,  LOUISIANA 
GRANT,  CHARLES  D. ,  NORFOLK,  VIRGINIA 
GRANT,  CHARLES  DREHERY,  JR,  ENGLEWOOD,  COLORADO 
GRANT,  CHRISTOPHER  MICHAEL,  RAPID  CITY,  SOUTH  DAKOTA 
GRANT,  DANIEL  JOHN,  TRENTON,  MICHIGAN 
GRANT,  DOUGLAS  WAYNE,  GLOUCESTER,  CANADA 
GRANT,  GARY  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRANT,  GARY  HOWARD,  OROVILLE,  CALIFORNIA 
GRANT,  GERONE,  MONTGOMERY,  ALABAMA 
GRANT,  JAMES  JOHN,  WEST  TRENTON,  NEW  JERSEY 
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GRANT,  JAMES  W,  MIAMI,  FLORIDA 

GRANT,  JERRY  ALLEN,  WHITEWATER,  WISCONSIN 

GRANT,  JOHN  WILLIAM,  ATLANTA,  GEORGIA 

GRANT,  MICHAEL  GERALD,  NEH  YORK,  NEW  YORK 

GRANT,  RAYMOND  SPENCER,  LOS  ANGELES,  CALIFORNIA 

GRANT,  REGINALD  NATHANIEL,  ST  CATHERINE,  JAMAICA 

GRANT,  TIMOTHY  CARROLL,  WASHINGTON,  DISTRICT  OF  COLUMBI 

GRANTHAM,  ALFRED  LYCURGUS,  ELGIN,  ILLINOIS 

GRANTHAM,  DONALD  EDHARD,  KEY  WEST,  FLORIDA 

GRANUCCI,  JAMES  ROBERT,  SAN  CARLOS,  CALIFORNIA 

GRASSO,  CHARLES  ALBERT,  FAIRFAX,  CALIFORNIA 

GRASSO,  DANIEL  JAMES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

GRATTAN,  HENRY  E.,  HAUPPAUGE,  NEW  YORK 

GRATTAN,  LAWRENCE  JAMES,  RIVERHEAD,  NEW  YORK 

GRAU,  HIRAM,  CHICAGO,  ILLINOIS 

GRAVATT,  WILLIAM  JORDAN,  DUBUQUE,  IOWA 

GRAVEMANN,  MICHAEL  ARTHUR,  ST.  CHARLES,  MISSOURI 

GRAVES,  DAVID  ALAN,  ELKHORN,  WISCONSIN 

DAVID  BLAIR,  SELLERSBURG,  INDIANA 
DAVID  MICHAEL,  MARYVILLE,  TENNESSEE 
GEORGE  P,  DOHNERS  GROVE,  ILLINOIS 
HAROLD  EDWARD,  OSHKOSH,  WISCONSIN 
JAMES  ARCHIE,  JR,  CHERAW,  SOUTH  CAROLINA 
JOHN  LESLIE,  SPRINGFIELD,  ILLINOIS 
MICHAEL  JEROME,  FORT  PIERCE,  FLORIDA 
PATRICIA  A.,  MANCHESTER,  CONNECTICUT 
WALLACE  SPAULDING,  LOS  ANGELES,  CALIFORNIA 
WILLIAM  LEA,  DENHAM  SPRINGS,  LOUISIANA 
GRAVESEN,  JOERN,  COPENHAGEN,  DENMARK 
GRAVETT,  PETER  J.,  LOS  ANGELES,  CALIFORNIA 
GRAVIET,  CLIFFORD  MAURICE,  BETHANY  BEACH,  DELAWARE 
GRAVILL,  ROBERT  LARRY,  KITCHENER,  CANADA 
GRAY,  ALMEY  JOSEPH,  MANTEO,  NORTH  CAROLINA 
CLAUDE  DEAN,  SAN  DIEGO,  CALIFORNIA 
DANIEL  ROY,  TURLOCK,  CALIFORNIA 
ELIZABETH  CULLEN,  EL  SEGUNDO,  CALIFORNIA 
JAMES  ALBERT,  NIAGARA  FALLS,  NEW  YORK 
JAMES  EDWIN,  NIAGARA  FALLS,  NEW  YORK 
JAMES  FRANKLIN,  WHEAT  RIDGE,  COLORADO 
JOHN  LEROY,  ALTOONA,  IOWA 
KEVEN  LOUIS,  PIKESVILLE,  MARYLAND 
LARRY  D,  DOVER,  DELAWARE 
LARRY  DUANE,  PEORIA,  ILLINOIS 
LLOYD  HINKLE,  SANTA  CRUZ,  CALIFORNIA 
LOUIS  HEARD,  JR,  LOS  ANGELES,  CALIFORNIA 
PETER  JAMES,  BAY  VILLAGE,  OHIO 
RICHARD  ALLAN,  TIFFIN,  OHIO 
RICHARD  L,  ADA,  OKLAHOMA 
RICHARD  LEE,  PLEASANTVILLE,  NEW  JERSEY 
ROBERT  DENNIS,  SOUTH  SALT  LAKE  CITY,  UTAH 
ROBERT  E.,  HOLTON,  INDIANA 
ROBERT  KEITH,  INDIANAPOLIS,  INDIANA 
ROBIN  KENT,  PHILADELPHIA,  PENNSYLVANIA 
STEPHEN  ELBERT,  DICKSON,  TENNESSEE 
STEVEN  R.,  DENTON,  TEXAS 
TERRY  LEE,  CAMPBELLSVILLE,  KENTUCKY 
THOMAS  MARSHALL,  INSTITUTE,  WEST  VIRGINIA 
WILLIAM  HERMAN,  SANDUSKY,  MICHIGAN 
WILLIAM  V.,  KENOSHA,  WISCONSIN 
ZANE,  TEXARKANA,  ARKANSAS 
GRAYSON,  GLEN  W,  MESQUITE,  TEXAS 
GRAZIANO,  JOHN  ANTHONY,  NEW  YORK,  NEW  YORK 
GRCHAN,  MICHAEL  LEE,  ROCK  ISLAND,  ILLINOIS 
GREANEY,  PAUL  G,  BOSTON,  MASSACHUSETTS 
GREATHOUSE,  DAN  ESTES,  THOMASTON,  GEORGIA 
GREAVES,  FREDERICK  H,  SANFORD,  MAINE 
GREAVES,  MORGAN  MCDONALD,  BRIDGETOWN,  BARBADOS 
GREBAS,  ROBERT  STEPHEN,  HARRISBURG,  PENNSYLVANIA 
GREBERT,  JOHN  PATRICK,  LATHAM,  NEW  YORK 
GREBERT,  ROBERT  CHARLES,  ALBANY,  NEW  YORK 
GREBMEIER,  JOSEPH  PAUL,  SALINAS,  CALIFORNIA 
GRECO,  MARK  ELLIOTT,  ORANGE,  CONNECTICUT 
GRECZYN,  JEFFREY  ALAN,  NEW  BRUNSWICK,  NEW  JERSEY 
GREEK,  PHILIP  DALE,  RIALTO,  CALIFORNIA 
GREELEY,  RAYMOND  JOSEPH,  JR,  ENGLEWOOD,  NEW  JERSEY 
GREELY,  JOHN  STACEY,  AUGUSTA,  GEORGIA 
GREEN,  ARIE  GENE,  HOPE,  ARKANSAS 
GREEN,  BETSY  LEE,  STOCKTON,  CALIFORNIA 
GREEN,  BILLY  GORDON,  JR,  RALEIGH,  NORTH  CAROLINA 
GREEN,  BILLY  LADON,  NASHVILLE,  TENNESSEE 
GREEN,  BLAKE  HAMILTON,  VICTORIA,  CANADA 
GREEN,  BOBBIE  ALLEN,  VINITA,  OKLAHOMA 
GREEN,  DAN  ALLEN,  FORT  BRAGG,  NORTH  CAROLINA 
GREEN,  DANNY  EARL,  BREWER,  MAINE 
GREEN,  DAVID  F,  SIOUX  FALLS,  SOUTH  DAKOTA 
GREEN,  DAVID  P,  UNIVERSITY  CITY,  MISSOURI 
GREEN,  DEXTER,  PHILADELPHIA,  PENNSYLVANIA 
GREEN,  DONNA  PAULINE,  OAKLAND,  CALIFORNIA 
GREEN,  EARL  T,  RALEIGH,  NORTH  CAROLINA 
GREEN,  FRANCIS,  JR,  LAFAYETTE,  LOUISIANA 
GREEN,  GEORGE  ALAN,  NEW  WINDSOR,  NEW  YORK 
GREEN,  HARRY  M. ,  OMAHA,  NEBRASKA 
GREEN,  HORACE  W. ,  ALCOA,  TENNESSEE 
GREEN,  JAMES  ARCHIE,  JR,  AMERICUS,  GEORGIA 
GREEN,  JAMES  HOWARD,  TALLAHASSEE,  FLORIDA 
GREEN,  JAMES  K. ,  SOUTH  FALLSBURG,  NEW  YORK 
GREEN,  JAMES  ROBERT,  BUCHANAN,  GEORGIA 
GREEN,  JIMMY  F,  NORTH  LITTLE  ROCK,  ARKANSAS 
GREEN,  JOHN  GRENVILLE,  GREAT  BEND,  KANSAS 
GREEN,  JOHN  0.,  WEST  CHESTER,  PENNSYLVANIA 
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GREEN,  JOHN  ORVIL,  PINELLAS  PARK,  FLORIDA 
GREEN,  KAREN  JANE,  LOS  ANGELES,  CALIFORNIA 
GREEN,  KENNETH  B.,  FREEPORT,  TEXAS 
GREEN,  KENNETH  HOWARD,  ATLANTA,  GEORGIA 
GREEN,  LEROY,  JR,  KANSAS  CITY,  KANSAS 
GREEN,  LESTER  NORMAN,  DENVER,  COLORADO 
GREEN,  LEVERN,  CHICAGO,  ILLINOIS 
GREEN,  MICHAEL  DAVID,  NORTHBROOK,  ILLINOIS 
GREEN,  MOOREY  D,  PHILADELPHIA,  PENNSYLVANIA 
GREEN,  0.  DAREN,  CLEARFIELD,  UTAH 

PHILLIP  DALE,  LARKSPUR,  CALIFORNIA 
PLEAS  JUNIOR,  KIRKLAND,  WASHINGTON 
RAY  0.,  LEHISBURG,  TENNESSEE 
ROBERT  HARRISON,  LEHISTOWN,  MONTANA 
ROBERT  WAYNE,  SELMA,  ALABAMA 
ROLLA  WILLIAM,  MARIETTA,  GEORGIA 
RONALD  A.,  DETROIT,  MICHIGAN 
RONALD  RICHARD,  EL  SEGUNDO,  CALIFORNIA 
TIMOTHY  JAMES,  CARMEL,  INDIANA 
TREVOR  LESLIE,  DARWIN,  AUSTRALIA 
,  HALTER  AARON,  CHICAGO,  ILLINOIS 
GREEN,  WILLIAM  FRANCIS,  MELBOURNE,  AUSTRALIA 
GREENAN,  WESLEY  D,  MASON  CITY,  IOWA 
GREENBERG,  REUBEN  MORRIS,  CHARLESTON,  SOUTH  CAROLINA 
GREENE,  AUBREY  E.,  DETROIT,  MICHIGAN 
GREENE,  DARLENE  TRIPP,  NEW  PORT  RICHEY,  FLORIDA 

JEFFREY  SCOTT,  PHILADELPHIA,  PENNSYLVANIA 
JENNIFER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JIMMY  WAYNE,  TULSA,  OKLAHOMA 
JOE  LEE,  NEW  YORK,  NEW  YORK 
LANCE  RAY,  WYANDOTTE,  MICHIGAN 
,  WILLIAM  E,  PLANTATION,  FLORIDA 
GREENFIELD,  DOUGLAS  L,  ERIE,  PENNSYLVANIA 
GREENHAH,  BRIAN  DOUGLAS,  WINDSOR,  CANADA 
GREENIDGE,  ARINDALE,  BRIDGETOWN,  BARBADOS 
GREENIER,  MICHAEL  ELDON,  VERNON,  CONNECTICUT 
GREENLEE,  ANDREW  JORDAN,  CHICAGO,  ILLINOIS     ra,„„,„„ 
GREENMAN   HARRY  FRANKLIN,  JR,  MANITOU  SPRINGS  COLORADO 
GREENHAV!  RANDALL  MERRILL,  RUTHERFORDTON,  NORTH  CAROLIN 
GREENHOOD,  ARDEN  K. ,  OGDEN,  UTAH 
GREENHOOD,  LOIS  MARY,  TRENTON,  NEW  JERSEY 
GREENWOOD,  RICHARD  ALLEN,  SALT  LAKE  CITY,  UTAH 
GREENYA,  JOSEPH  FRANCIS,  COLUMBIA,  PENNSYLVANIA 
GREER,  DONALD  EDHARD,  CRESTWOOD,  MISSOURI 
FRANK  C,  BAKERSFIELD,  CALIFORNIA 
GERALD  S.,  FORT  WAYNE,  INDIANA 
JOHN  FRANCIS,  PINE  HILL,  NEW  JERSEY 
LANCE,  FAIRFAX,  VIRGINIA 
,  MELVIN  LEE,  STOCKTON,  CALIFORNIA 
GREER,  RICHARD  ALLEN,  CINCINNATI,  OHIO 
GREESON,  LORENZ  R.,  SALT  LAKE  CITY,  UTAH 
GREGG,  BARON  KENNETH,  ALEXANDER  CITY,  ALABAMA 
GREGG,  DANNY  CLARKE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GREGG,  DELBERT,  III,  PARKERSBURG,  WEST  VIRGINIA 
GREGORICH,  RODGER  JOSEPH,  ERIE,  PENNSYLVANIA 
GREGORY,  ALBERT  LEROY,  SILOAM  SPRINGS,  ARKANSAS 
GREGORY,  CARL  H,  MONROE,  LOUISIANA 
GREGORY,  DAVID  STEVEN,  CINCINNATI,  OHIO 

FRED  C,  RALEIGH,  NORTH  CAROLINA 
GEORGE  HOHARD,  APPOMATTOX,  VIRGINIA 
,  IVAN  E,  SAN  JUAN,  PUERTO  RICO 
GREGORY,  JAMES  EDWARD,  CAPE  GIRARDEAU,  MISSOURI 
GREGORY,  JERRY  GEORGE,  WAYNE,  PENNSYLVANIA 
JOHN  CECIL,  CHESAPEAKE,  VIRGINIA 
JOHN  RICHARD,  SAN  DIEGO,  CALIFORNIA 
LARRY  EUGENE,  CHATTANOOGA,  TENNESSEE 
,  ROBERT  A.,  LOUISVILLE,  KENTUCKY 
GREGSON,  KENNETH  JOHN,  PERTH,  AUSTRALIA 
GREGSON,  RICHARD  WILLIAM,  MANTECA,  CALIFORNIA 
GREGSON,  WAYNE,  PERTH,  AUSTRALIA 
GREMO,  JAMES,  JR,  STREAMHOOD,  ILLINOIS 
GRENIER,  GEORGE  A,  JR,  CARMEL,  NEW  YORK 
GRENIER,  THOMAS  M. ,  NEW  BERN,  NORTH  CAROLINA 
GRENNAN,  SEAN  ANTHONY,  NEW  YORK,  NEW  YORK 
GRENZ,  JIMMY  D,  TOPEKA,  KANSAS 
GRETSCHEL,  ROBERT  EDWARD,  JR,  ALBANY,  NEW  YORK 
GREVEY,  HARRY  B,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GREHE,  THOMAS  LEE,  GLASGOW,  MONTANA 
GRIBBIN,  JOSEPH  THOMAS,  III,  TOWSON,  MARYLAND 
GR1C0SKI,  ALBERT  G,  FRACKV1LLE,  PENNSYLVANIA 
GRIDER,  JESSE  W. ,  LOUISVILLE,  KENTUCKY 
GRIEBEL,  EDWARD  W. ,  CLEVELAND  HEIGHTS,  OHIO 
GRIEPSMA,  ALBERT  JOHN,  NEWARK,  NEW  YORK 
GRIER,  CLARENCE  BERNARD,  SR,  LAKELAND,  FLORIDA 
GRIER,  EDDIE  W,  ATLANTA,  GEORGIA 
GRIES,  DANIEL  A.,  MENASHA,  WISCONSIN 
GRIESHABER,  STEPHEN  H,  ST.  LOUIS,  MISSOURI 
GRIFFETH,  ROBERT  E,  SANTA  ANA,  CALIFORNIA 
GRIFFIN,  BOBBY  DEAN,  CANYON,  TEXAS 
GRIFFIN,  CHARLES  EMMETT,  JR,  MARIETTA,  GEORG  A 
GRIFFIN,  CURTIS  ADRIAN,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
GRIFFIN,  DAVID  JOHN,  HULL,  ENGLAND 
GRIFFIN,  EDWARD  HILLIAM,  CHICAGO,  ILLINOIS 
GRIFFIN,  EUGENE  JOHN,  STUART,  FLORIDA 
GRIFFIN,  GEORGE  M.  ,  CEDAR  RAPIDS,  IOWA 
GRIFFIN,  HARRY,  SAN  ANTONIO,  TEXAS 
GRIFFIN,  HARRY  L,  MIAMI,  FLORIDA 

J  PAUL,  ROSSVILLE,  GEORGIA 
JAMES  EDHARD,  CHICAGO,  ILLINOIS 
JAMES  L.,  WEST  PALM  BEACH,  FLORIDA 
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GRIFFIN,  JAMES  MICHAEL,  DECATUR,  GEORGIA 
GRIFFIN,  JERRY  LEWIS,  ATLANTA,  GEORGIA 
GRIFFIN,  JOHN  CHARLES,  MIAMI,  FLORIDA 
GRIFFIN,  JOSEPH  GERALD,  DOVER,  MASSACHUSETTS 
GRIFFIN,  LESLIE  H. ,  SUMTER,  SOUTH  CAROLINA 
GRIFFIN,  MICHAEL  SHAWN,  KILLEEN,  TEXAS 
GRIFFIN,  RICHARD  D,  PORTLAND,  MAINE 
tt   GRIFFIN,  SHELTON  PERRY,  NORFOLK,  VIRGINIA 
GRIFFIN,  TIMOTHY  LEON,  ENGLEHOOD,  COLORADO 
GRIFFIN,  TOMMY  WAYNE,  COPPELL,  TEXAS 
GRIFFIN,  HILMA  JEAN,  ALBANY,  GEORGIA 
tt   GRIFFIS,  B.  S.,  NASHVILLE,  TENNESSEE 

GRIFFIS,  KENNETH  RAYMOND,  HOHELL,  MICHIGAN 
tt   GRIFFITH,  A.  C,  COALINGA,  CALIFORNIA 

GRIFFITH,  CHARLES  WILLIAM,  SEAFORD,  DELAWARE 
GRIFFITH,  GARY  NORMAN,  MARTINSBURG,  HEST  VIRGINIA 
GRIFFITH,  GRADY  PAUL,  JR,  FLOWER  MOUND,  TEXAS 
*  GRIFFITH,  HOWARD  M,  ATLANTA,  GEORGIA 

JAMES  D.,  SALAMANCA,  NEW  YORK 
JAMES  F,  GOUVERNEUR,  NEW  YORK 
JAMES  R.,  WEAVERVILLE,  CALIFORNIA 
JEFFREY  LANE,  OKLAHOMA  CITY,  OKLAHOMA 
JOHN  ROBERT,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
.  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRIFFITH,  LAWRENCE  A,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
GRIFFITH,  R.  NEILL,  OKLAHOMA  CITY,  OKLAHOMA 
RALPH  DOUGLAS,  PHOENIX,  ARIZONA 
ROBERT  L,  STAR  CITY,  ARKANSAS 
SCOTT  WHALIN,  FORT  MYERS,  FLORIDA 
,  SHEPPARD  A.,  COLUMBIA,  SOUTH  CAROLINA 
GRIFFITH,  STEPHEN  MICHAEL,  HOUSTON,  TEXAS 
GRIFFITH,  TYRONE  ANDERSON,  BRIDGETOWN,  BARBADOS 
GRIFFITHS,  HAROLD  THOMAS,  LEBANON,  INDIANA 
GRIFFITHS,  JAMES  WAYNE,  LOUISVILLE,  KENTUCKY 
GRIFFITTS,  GLEN  LEROY,  PORTLAND,  OREGON 
GRIGG,  GREGORY  LEON,  TYLER,  TEXAS 
GRIGG,  MICHAEL  BEN,  ATLANTIC  CITY,  NEW  JERSEY 
GRIGGS,  ELMO  A.,  ROANOKE,  VIRGINIA 
GRIGGS,  JAMES  LEONARD,  SOLEDAD,  CALIFORNIA 
GRIGGS,  SILAS  STEPHEN,  AUSTIN,  TEXAS 
GRIGSBY,  REGINALD,  OCEANSIDE,  CALIFORNIA 
GRILLO,  NELSON  JUAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRIMES   JAMES  BENJAMIN,  ROCKY  MOUNT,  NORTH  CAROLINA 
GRIMES,  JAMES  LOGAN,  JR,  NORFOLK,  VIRGINIA 
GRIMES,  JOHN  JOSEPH,  WEST  HARTFORD,  CONNECTICUT 
GRIMES,  JOHN  LEONARD,  PARKLAND,  FLORIDA 
GRIMES,  JOHN  MICHAEL,  OKLAHOMA  CITY,  OKLAHOMA 
GRIMES  KEVIN  SCOTT,  LEXINGTON,  KENTUCKY 
GRIMES,  MICHAEL  AARON,  ANCHORAGE,  ALASKA 
GRIMES,  RANDALL  RICHARD,  BLOUNTVILLE,  TENNESSEE 
GRIMES,  RICHARD  DAVID,  WEST  PALM  BEACH,  FLORIDA 
GRIMLEY,  PATRICK  JOSEPH,  EXETER,  ENGLAND 
GRIMM,  ERIC  HOWARD,  ATHERTON,  CALIFORNIA 
GRIMM,  MARY  MARGARET,  FORT  LAUDERDALE,  FLORIDA 
GRIMM,  NORMAN  E,  SR,  ALEXANDRIA,  VIRGINIA 
GRIMM,  ROBERT  T,  LOS  ANGELES,  CALIFORNIA 
GRIMMOND,  TIMOTHY  JAMES,  EL  SEGUNDO,  CALIFORNIA 
GRIMSHAW,  DARREN  JAMES,  BURLINGTON,  IOWA 
GRIMSHAW,  JEFFREY  MICHAEL,  OSWEGO  NEW  YORK 
GRINAGE,  DAVID  FRANCIS,  NEW  YORK,  NEW  YORK 
GRINER,  HERMAN,  ATLANTA,  GEORGIA 
GRISSOM,  MICHAEL  DEAN,  HENDERSON,  NORTH  CAROLINA 
GRISSOM,  ROYCE  L.,  NORMAN,  OKLAHOMA 
GRISWELL,  JERRY  WILLIAM,  NORCROSS,  GEORGIA 
GRISWOLD  LARRY  ALAN,  FOUNTAIN  VALLEY,  CALIFORNIA 
GRISWOLD,  WILLIAM  DAVID,  KNOXVILLE,  TENNESSEE 
GRODE,  JAMES  A,  LIVONIA,  MICHIGAN    „„„„, 
GROENEVELD,  RICHARD  FRANK,  PHOENIX,  ARIZONA 
GROESBECK,  CHARLES  L. ,  WARREN,  MICHIGAN 
GROETKEN,  PETER  LEE,  SIOUX  CITY,  IOWA 
GROGAN,  DONALD  L.,  GREENFIELD,  MASSACHUSETTS 
GROGAN,  JIMMY  RAY,  SPRINGFIELD,  TENNESSEE 
GROGAN,  WILLIAM  JOE,  MARIETTA,  GEORGIA 
GROGOZA,  MARIJAN  ELIZABETH,  MANSFIELD,  OHIO 
r.ROI  RFRT   JAMES  TIMOTHY,  OREGON  CITY,  OREGON 
GROLEmSnD,  FRANKS  HENRY,  JR,  HARRISBURG,  PENNSYLVANIA 
GROLL,  FERRIS  E.,  LOGAN,  UTAH 
GROLL,  SIDNEY  PAUL,  LOGAN,  UTAH 
GROMER,  DONALD  E,  PIERRE,  SOUTH  DAKOTA 
GROMMES,  RONALD,  GENEVA,  ILLINOIS 

GRONAU.  TIMOTHY  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRONDIN.  JAMES  STANLEY,  STURGEON  BAY,  WISCONSIN 
GRONDIN   RICHARD  MICHAEL,  FRANKLIN   NEW  HAMPSHIRE 
GROOME,  FRANK  DAVID,  SOUTHAMPTON,  PENNSYLVANIA 
GROOVER,  HAROLD  E.,  RINGGOLD,  GEORGIA 
GROS,  ALCIDE  J,  JR,  BALDWIN,  LOUISIANA 
GROSHANS,  STEVEN  ALLEN,  LINCOLN,  NEBRASKA 
GROSLAND,  LANNY  KEITH,  WICHITA,  KANSAS 
GROSNICK,  JOHN  I.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GROSS,  CHARLES  EDWARD,  LIMA,  OHIO 
GROSS,  DAVID  J,  DENVER,  COLORADO   _iiTor 
GROSS   DONALD  JOHN,  NASHUA,  NEW  HAMPSHIRE 
GROSS  HAROLD  DENNIS,  MINEOLA,  NEW  YORK 
GROSS,  HARRY  J.,  ARDMORE,  PENNSYLVANIA     „.._,„.. 
GROSS   JOHNNIE  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GROSS,  MICHAEL,  SHOREWOOD,  WISCONSIN 
GROSS,  ROBERT  ANTHONY,  AUSTIN,  TEXAS 
GROSS   ROBERT  WALTER,  KENNEWICK,  WASHINGTON 
GROSSER,  GARY  ROMAN,  FORT  MYERS,  FLORIDA 
GROSSI,  DAVID  MICHAEL,  IRONDEQUOIT,  NEW  YORK 
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GROSSMAN,  AUGUST  MICHAEL  -  HAGNER.  ELMER  E.,  JR. 


169   GROSSMAN,  AUGUST  MICHAEL,  RIVERHEAD,  NEH  YORK 
169  tt   GROSSNICKLE,  LARRY  LYLE,  DAYTON,  OHIO 
59  tt   GROSSNICKLE,  LYLE  E.,  DAYTON,  OHIO 

181  GROSVENOR,  SUSAN  STANLIEGH,  TORONTO,  CANADA 
61  *  GROTHUS,  JOHN  FRANCIS,  DAVENPORT,  IOHA 

HI   GROTTS,  BILLY  CLYDE,  TULSA,  OKLAHOMA 
190   GROVE,  CLOYD  AUDLEY,  GREAT  FALLS,  MONTANA 
90  It   GROVE,  ERNEST  A,  PRINCE  HILLIAM,  VIRGINIA 
114   GROVE,  HILBERN  H. ,  ST.  LOUIS,  MISSOURI 

182  GROVE,  HILLIAM  MICHAEL,  YUBA  CITY,  CALIFORNIA 

177   GROVER,  CHARLES  FREDRICK,  PRAIRIE  VILLAGE,  KANSAS 
129   GROVER,  CLAYTON  W,  JR,  HINSDALE,  NEH  HAMPSHIRE 
162   GROVER,  MICHAEL  GORDON,  COTTAGE  GROVE,  OREGON 
155   GROVES,  ALLEN  HAYNE,  RED  BLUFF,  CALIFORNIA 
111   GROVES,  ELSHORTH  E.,  LANCASTER,  CALIFORNIA 

96  tt   GROVES,  HUGH  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

77   GROVES,  ORBY  R,  HONOLULU,  HAWAII 

#  GROVIJAHN,  GEORGE,  YANKTON,  SOUTH  DAKOTA 
tt   GRUBB,  DALE  H. ,  WENATCHEE,  WASHINGTON 

GRUBBS,  SAMUEL  GALEN,  COEUR  D  ALENE,  IDAHO 
GRUBE,  JOSEPH  CLIFFORD,  LITTLE  VALLEY,  NEW  YORK 

tt   GRUBER,  CHARLES  A,  SHREVEPORT,  LOUISIANA 

tt   GRUBER,  JOHN  B,  CHEEKTOWAGA,  NEW  YORK 
GRUEN,  MICHAEL  SETH,  MIAMI,  FLORIDA 

tt   GRUETT,  GERALD  PAUL,  JR,  LAKE  STATION,  INDIANA 

»  GRUETZKE,  JAMES  EUGENE,  GRESHAM,  OREGON 
GRUHL,  JOHN  CHARLES,  HAMILTON,  CANADA 
GRULER,  GEORGE  H,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GRUMBACH,  GERD,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
GRUND,  WALTER  DANIEL,  YAPHANK,  NEW  YORK 

tt   GRUNDER,  FRANK  W.  ,  BALTIMORE,  MARYLAND 

GRUNEWALD,  STEVEN  FREDERICK,  WYOMING,  MICHIGAN 
GRUNNAGLE,  HARRY  JOHN,  POPE  AFB,  NORTH  CAROLINA 
GRUSS,  FRANCIS  JOSEPH,  FRANKLIN,  INDIANA 

tt   GRYNCEHICZ,  EDWARD  L.,  ERIE,  PENNSYLVANIA 
GSCHWENDT,  JOHANNES,  VIENNA,  AUSTRIA 

tt   GSELL,  ROBERT  H.  ,  JR.,  REDWOOD  CITY,  CALIFORNIA 

tt   GUADERRAMA,  MANUEL  C,  SAN  DIEGO,  CALIFORNIA 

It   GUASTO,  LUCIAN,  MIAMI  BEACH,  FLORIDA 

tt   GUBBELS,  HUBERT  E.,  RICHMOND,  TEXAS 

#  GUBSER,  RAY  B.,  JR.,  LAS  VEGAS,  NEVADA 
GUDGEON,  LAURENCE,  TOMS  RIVER,  NEW  JERSEY 
GUDJONSSON,  GUDMUNDUR,  REYKJAVIK,  ICELAND 
GUDMUNDSON,  SCOTT  DOUGLAS,  ELK  RIVER,  MINNESOTA 
GUENARD,  GREGORY  V.,  SUPERIOR,  WISCONSIN 

104  H   GUENTHER,  PHILLIP  B.,  ENUMCLAW,  WASHINGTON 
143   GUEQUIERRE,  THOMAS  ROBERT,  WHITEWATER,  WISCONSIN 
GUERRA,  FRANK  E.,  CHICAGO,  ILLINOIS 
GUERRA,  MICHAEL  RICHARD,  LAS  VEGAS,  NEVADA 
GUESS,  JAMES  DAVID,  LOS  ALAMITOS,  CALIFORNIA 
GUESS,  WILLIAM  FREDERICK,  MIRAMAR,  FLORIDA 
GUEVARA,  MANUEL,  DALLAS,  TEXAS 
GUEY,  CHARLES  STEPHEN,  PORT  SULPHUR,  LOUISIANA 
GUGLIELMINO,  SAL,  ROME,  ITALY 
GUGLIELMO,  ANDREW  M. ,  TRENTON,  NEW  JERSEY 
GUIBORD,  GREGORY  PAUL,  DEARBORN,  MICHIGAN 
42  #  GUIDERA,  THOMAS  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
179   GUIDROZ,  BOBBY  JOSEPH,  BATON  ROUGE,  LOUISIANA 

GUIDRY,  MARCUS  JOSEPH,  JR,  ST.  MARTINVILLE,  LOUISIANA 

#  GUILLEN,  ROBERT  ANTHONY,  SANTA  FE,  NEW  MEXICO 
GUILLORY,  GARY  GORDON,  WESTLAKE,  LOUISIANA 
GUILLORY,  JERRY  WAYNE,  AZLE,  TEXAS 
GUILLORY,  RUDY,  EVANGELINE,  LOUISIANA 

tt   GUILLOT,  LESLIE  C,  MISSOURI  CITY,  TEXAS 
GUIMOND,  KATHLEEN  ANNE,  DEKALB,  ILLINOIS 
GUINEY,  RUSSELL  GLENN,  MALIBU,  CALIFORNIA 

tt   GUINN,  ELBERT  L,  BRISTOL,  TENNESSEE 

GUITARE,  ROLAND  E.,  MANHATTAN  BEACH,  CALIFORNIA 

GULCH,  THOMAS  L,  OREGON,  OHIO 

GULIANO,  ROBERT  J,  MANCHESTER,  CONNECTICUT 

#  GULLA,  ROBERT  S,  WALLINGFORD,  PENNSYLVANIA 
II   GULLEDGE,  FRANKLIN  F,  EVANSVILLE,  INDIANA 

GULLETT,  WILLIAM  M.,  SEASIDE,  CALIFORNIA 
GULLEY,  CHARLES  R.,  STURGEON  BAY,  WISCONSIN 
GULLING,  NICHOLAS  R,  GREENFIELD,  INDIANA 
GULLO,  DAVID  LAWRENCE,  CAMPBELL,  CALIFORNIA 
123  It   GUMBINNER,  GLENN  HARGRAVE,  STUART,  FLORIDA 
111   GUMBS,  VANCITO  E,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
73  U   GUMM,  HUBERT,  CINCINNATI,  OHIO 
164   GUMM,  WILLIAM  HENRY,  COLUMBUS,  NEBRASKA 
174   GUMMOW,  ROBERT  MICHAEL,  AUBURN,  CALIFORNIA 
131   GUNDERSEN,  JOHN  DANIEL,  ST.  PAUL,  MINNESOTA 

129  tt   GUNDERSON,  ERIC  PAUL,  DULUTH,  MINNESOTA 

130  GUNNO,  GARY  ARTHUR,  CHARLESTON,  WEST  VIRGINIA 
GUNRUD,  GARY  ELLSHORTH,  SALT  LAKE  CITY,  UTAH 
GUNSON,  HARVEY  P,  UNIVERSITY  PARK,  FLORIDA 
GUNTER,  GARY  L.,  CHICAGO,  ILLINOIS 
GUNTER,  RICHARD  B.,  FAIRFIELD,  CONNECTICUT 
GUPTA,  VINEET  KUMAR,  NEW  DELHI,  INDIA 
GURICH,  MICHAEL,  ELYRIA,  OHIO 
GURNEE,  JOHN  KEENE,  LEXINGTON,  KENTUCKY 
GURNETT,  LAWRENCE  ROBERT,  SAN  FRANCISCO,  CALIFORNIA 
GURNEY,  BRYAN  HENRY,  RAMSEY,  NEW  JERSEY 

103  If   GURR,  ARTHUR  M.,  AMERICUS,  GEORGIA 
184   GURREN,  CHARLES  MICHAEL,  COVINGTON,  KENTUCKY 
GURROLA,  RUBEN  ANTHONY,  JR,  CHICO,  CALIFORNIA 
GURUNG,  AMOD  CHANDRA,  KATHMANDU,  NEPAL 
GUSTAFSON,  DAVID  ALBIN,  BRADENTON,  FLORIDA 
GUSTIN,  ANTON  C. ,  PAGO  PAGO,  AMERICAN  SAMOA 
GUTCHEWSKY,  THOMAS  DANIEL,  OMAHA,  NEBRASKA 
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GUTHRIE, 
GUTHRIE, 
GUTHRIE, 
GUTHRIE, 


GUTHRIE, 
GUTHRIE, 
GUTHRIE, 
GUTHRIE, 


GUZMAN, 
GUZMAN, 
GUZMAN, 
GUZMAN, 


GUTERSLOH,  HILLIAM  FREDERICK,  MINEOLA,  NEW  YORK 
GUTH,  STANLEY  W. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GUTHERZ,  FREDERICK  G,  NASHUA,  NEW  HAMPSHIRE 

DWIGHT  JUNIOR,  PITTSBURGH,  PENNSYLVANIA 

EDWARD  LEE,  SALISBURY,  MARYLAND 

GEORGE  H,  JASPER,  ALABAMA 

J.  BRUCE,  SACRAMENTO,  CALIFORNIA 
GUTHRIE,  MELVIN  G,  SHREVEPORT,  LOUISIANA 
GUTHRIE,  MICHAEL  B.,  SANDPOINT,  IDAHO 

MICHAEL  GALEN,  FRESNO,  CALIFORNIA 

MICHAEL  LOREN,  EVANS,  COLORADO 

MYRON  WAYNE,  CARY,  NORTH  CAROLINA 

ROBERT  EUGENE,  CHICAGO,  ILLINOIS 
GUTIERREZ  ZARAGOZA,  JUAN  RAUL,  MEXICO  CITY,  MEXICO 
GUTIERREZ,  ALFRED,  BAKERSFIELD,  CALIFORNIA 
GUTIERREZ,  EMERITO  ZARRAGA,  MANILA,  PHILIPPINES 
GUTIERREZ,  JOSE  SALAS,  QUEZON  CITY,  PHILIPPINES 
GUTKNECHT,  BRUNO,  LUCERNE,  SWITZERLAND 
GUTMAN,  ROBERT  J.,  JEFFERSONTOMN,  KENTUCKY 
GUTOWSKI,  CHRISTOPHER  GENE,  HILLSDALE,  MICHIGAN 
GUTTMAN  K.,  JOSE,  CARACAS,  VENEZUELA 
GUTHERK,  JOHN  M,  BYRAM  TOWNSHIP,  NEW  JERSEY 
GUY,  DAVID  LYNN,  ATLANTA,  GEORGIA 
GUYET,  ALLAN  R,  NASHVILLE,  TENNESSEE 
GUYMON,  LAMAR  EDWARD,  CASTLE  DALE,  UTAH 
GUYTON,  JOHN  GLENN,  OKLAHOMA  CITY,  OKLAHOMA 
GUZIK,  JOSEPH  JACOB,  ST  JOHN,  INDIANA 
GUZMAN,  ARMANDO  ANTHONY,  MIAMI,  FLORIDA 

CARLOS  ALBERTO,  BUENOS  AIRES,  ARGENTINA 
DENNIS  ANTHONY,  SAN  JOSE,  CALIFORNIA 
EDWARD  G.,  DALY  CITY,  CALIFORNIA 
RICARDO,  EL  PASO,  TEXAS 
GWALTNEY,  LAWRENCE  JAVIS,  WESTERLY,  RHODE  ISLAND 
GWALTNEY,  MICHAEL  JONATHAN,  HUNTINGTON  PARK,  CALIFORNIA 
GWALTNEY,  RUSSELL  EUGENE,  SALEM,  VIRGINIA 
GWIAZDA,  JOHN  A.,  NEH  BRITAIN,  CONNECTICUT 
GWIN,  FRED  AUSTIN,  III,  BATON  ROUGE,  LOUISIANA 
GWYN,  MARK  RANDALL,  NASHVILLE,  TENNESSEE 
GWYNN,  WALLACE  W,  FARGO,  NORTH  DAKOTA 
GYGER,  LAWRENCE  STEVEN,  CUMBERLAND,  MARYLAND 
GYGLI,  EDWIN  A,  POCATELLO,  IDAHO 
GYLLENSKOG,  JERRY  READ,  MEDFORD,  OREGON 
HAAS,  JOHN  ROBERT,  ARLINGTON,  VIRGINIA 
HAASE,  LONNIE  GEORGE,  COON  RAPIDS,  MINNESOTA 
HAASE,  WALTER  C,  LINCOLN,  NEBRASKA 
HABBARD,  ARTIS  0.,  DOTHAN,  ALABAMA 
HABECKER,  JOHN  H. ,  SINKING  SPRINGS,  PENNSYLVANIA 
HABEL,  PETER  MATTHEW,  JACKSON,  WISCONSIN 
HABERL,  GUY  BARTOLOMEO,  INDIANA,  PENNSYLVANIA 
HABIPIS,  GEORGE,  RAFINA,  GREECE 
HACH,  ROBERT  PAUL,  SR.,  HILLSIDE,  NEW  JERSEY 
HACKEL,  MARK  ALLEN,  MT  CLEMENS,  MICHIGAN 
HACKENBERG,  RONALD  JOHN,  JR,  HARRISBURG,  PENNSYLVANIA 
HACKER,  THOM  RAYMOND,  TUCSON,  ARIZONA 
HACKERT,  PAUL  HENRY,  OSSINING,  NEW  YORK 

ALBERT  PATRICK,  JR,  FERGUSON,  MISSOURI 

CHARLES  STANLEY,  KOKOMO,  INDIANA 
DELL  PAUL,  EUGENE,  OREGON 

JAMES  J,  ST.  LOUIS,  MISSOURI 
JAMES  MICHAEL,  SAN  JOSE,  CALIFORNIA 
JOHN  LENNON,  VICENZA,  ITALY 
HACKLE,  ROY  EDWARD,  BRADENTON,  FLORIDA 
HACKSHAW,  ELLSWORTH  RANDOLPH,  KINGSTOWN,  ST.  VINCENT  AN 
HACKSTOCK,  R.  F.,  KETCHIKAN,  ALASKA 
HADAHAY,  ALMER  LEE,  MENA,  ARKANSAS 
HADDAD,  RAFIC  M. ,  BEIRUT,  LEBANON 
HADDIX,  ROGER  COLIN,  GEORGETOWN,  SOUTH  CAROLINA 
HADDOCK,  JOHN  SMYRK,  PLAINVILLE,  CONNECTICUT 
HADDOW,  RICHARD  STEPHEN,  CALGARY,  CANADA 
HADEN,  JAMES  M.,  CHARLOTTESVILLE,  VIRGINIA 
HADEN,  WILLIAM  D,  II,  VIRGINIA  BEACH,  VIRGINIA 
HADJADJ,  JEAN  LUC,  PARIS,  FRANCE 
HADLEY,  DONALD  LEON,  SAN  DIEGO,  CALIFORNIA 
HADLEY,  ENOS  W. ,  TOPEKA,  KANSAS 
HADLEY,  LEROY,  OGDEN,  UTAH 
HADSKEY,  EDWARD  LEE,  SENATOBIA,  MISSISSIPPI 
HAEBE,  JOSEPH  STANISLAUS,  SANTA  CRUZ,  CALIFORNIA 
HAEBERER,  PETER  MICHAEL,  BERLIN,  FEDERAL  REPUBLIC  OF  GE 
HAEBLER,  PAUL  G.,  WOOD-RIDGE,  NEW  JERSEY 
HAEM,  MARK  STEPHEN,  CALAIS,  FRANCE 
HAEMMERLE,  ROBERT  CHARLES,  OAKLAND,  NEW  JERSEY 
HAESSLER,  HANS  JOACHIM,  HAMBURG,  FEDERAL  REPUBLIC  OF  GE 
HAFEZ,  ABDEL  AZIZ,  CAIRO,  EGYPT 
HAFNER,  FREDERICK  BERNARD,  JOLIET,  ILLINOIS 
HAFNER,  FREDERICK  EDWARD,  II,  MIAMI,  FLORIDA 
HAFNER,  MARK  ROBERT,  WETHERSFIELD,  CONNECTICUT 
HAGAN,  EDMUND  A.,  GORHAM,  MAINE 

FREDERICK  WILLIAM,  FREMONT,  CALIFORNIA 
GARY  ANTHONY,  LOUISVILLE,  KENTUCKY 
GEORGE  P.,  BUTTE,  MONTANA 
GARY  LYNN,  IDAHO  FALLS,  IDAHO 
LARRY  M.,  DIXON,  ILLINOIS 
WILLIAM  GILBERT,  TOMS  RIVER,  NEW  JERSEY 
HAGGERTY,  EDWARD  THOMAS,  KETTERING,  OHIO 
HAGGESTAD,  KEITH  PETER,  ROCHELLE,  ILLINOIS 
HAGIST,  MARK  GERARD,  OTTUMWA,  IOWA 

CHARLES  MILLER,  JR,  HUEYTOWN,  ALABAMA 
E.  R.,  TALLAHASSEE,  FLORIDA 
LAWRENCE  C,  RACINE,  WISCONSIN 
ELMER  F.,  JR.,  MILLERSVILLE,  MARYLAND 


HACKETT, 
HACKETT, 
HACKETT, 
HACKETT, 
HACKETT, 
HACKETT, 


HAGAN, 
HAGAN, 
HAGEL, 
HAGEN, 
HAGEN, 
HAGGAS, 


HAGLER 
HAGLER, 
HAGMAN, 
HAGNER, 
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HAGOOD,  KENNETH  DENNARD  -  HAMHONO,  MICHAEL  LEE 
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59 
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HAHN, 
HAHN, 
HAHN, 
HAIG, 


HAGOOD,  KENNETH  DENNARD,  MACON,  GEORGIA 
HAGOPIAN,  KENNETH  J.,  MILHAUKEE,  HISCONSIN 
HAGSTROM   VICTOR  ALDEN,  SAN  BERNARDINO,  CALIFORNIA 
HAGTHROP,  DAVID  MORSE,  LOS  ANGELES,  CALIFORNIA 
HAGUE,  ROBERT  PAUL,  LIMERICK,  PENNSYLVANIA 
HAROLD  JAMES,  LA  PORTE,  INDIANA 
RAYMOND  G.,  NEHTONVILLE,  NEW  YORK 
STEPHEN  JOSEPH,  EAU  CLAIRE,  HISCONSIN 
JEFFREY  WILLIAM,  ELM  GROVE,  WISCONSIN 
HAIGHT,  FRANK  D. ,  BELLEVILLE,  NEW  JERSEY 
HAIL,  CHARLES  H,  WEAVER,  ALABAMA 
HAILE,  JEFFERY  L,  MIDLAND,  TEXAS 
HAILEY,  KENNETH  LYNN,  AUSTIN,  TEXAS 
HAILEY,  LARRY  LEE,  MCM1NNVILLE,  OREGON 
HAIMEDER,  GERHARD,  VIENNA,  AUSTRIA 
HAINES,  GARY  ROBERT,  DAYTON,  OHIO 
HAINES,  KEITH  EDWARD,  TUKHILA,  WASHINGTON 
HAINES,  MICHAEL  DOYLE,  ST.  PAUL,  MINNESOTA 
HAINES,  WILLIAM  MARCUS,  HENATCHEE,  WASHINGTON 
HAINES   HILLIAM  SPENCER,  ELKINS,  WEST  VIRGINIA 
HAINSHORTH,  JAMIE  ANTHONY,  GLOCESTER,  RHODE  ISLAND 
HAIRSTON,  CORNELIUS  J,  III,  BALTIMORE,  MARYLAND 
HAIRSTON,  JAMES  ODES,  TACOMA,  WASHINGTON    „,„.„„,-„. 
HAIRSTON   WILLIAM  CORNELIUS,  REIDSVILLE,  NORTH  CAROLINA 
HAJEK,  PAUL  NORMAN,  ELLICOTT  CITY,  MARYLAND 
HAJI  SALLEH,  HAMZAH,  BRUNEI,  BRUNEI 
HAJINABI,  HOSSAIN,  TEHRAN,  IRAN 
HAJJAR,  GEORGE,  BEIRUT,  LEBANON 
HAKEN,  MILTON  JEFFREY,  NOME,  ALASKA 
HAKES,  CHARLES  P.,  EL  CENTRO,  CALIFORNIA 
108  #  HALASZ,  JOSEPH  J,  SACRAMENTO,  CALIFORNIA 
178   HALASZ,  SCOTT  ALAN,  FORT  HOOD,  TEXAS 

HALBEKATH,  ERIC,  NEW  ROCHELLE,  NEW  YORK 
HALBERT,  ROGER  E.,  JACKSONVILLE,  NORTH  CAROLINA 
HALBOHN,  DONALD  FRANCIS,  MINEOLA,  NEW  YORK 
HALBROOK,  REGINALD  D. ,  ATHENS,  TEXAS 
HALDANE,  ROBERT  KEITH,  MELBOURNE,  AUSTRALIA 
HALDEN,  HAROLD  BLAINE,  ST.  PAUL,  MINNESOTA 
HALDY,  DAVID,  MAPLEHOOD,  NEW  JERSEY 
HALE   ALVIN  L.,  CHRISTIANSBURG,  VIRGINIA 

DONALD  E.,  PARKERSBURG,  WEST  VIRGINIA 
FRANK  MICHAEL,  BIRMINGHAM,  ALABAMA 
JAMES  H,  HOT  SPRINGS,  ARKANSAS 
KYLE  B.,  MESQUITE,  TEXAS 
M.  F.,  ATLANTA,  GEORGIA 
NICKIE  D,  BAY  CITY,  TEXAS 
JOEL  GARRETT,  SOCORRO,  NEW  MEXICO 
JOHN  FRANKLIN,  MOUNTAIN  BROOK,  ALABAMA 
90  #  HALEY,  JOHNNY  V.,  RALEIGH,  NORTH  CAROLINA 

ROBERT  BRUCE,  BELLINGHAM,  WASHINGTON 
ROBERT  WAYNE,  SPRINGFIELD,  ILLINOIS 
VALJEAN  M.,  WEST  PALM  BEACH,  FLORIDA 
HALFORD,  CHARLES  MARSHALL,  MANTECA,  CALIFORNIA 
HALFORD,  HUGH  ALLAN,  LOS  ANGELES,  CALIFORNIA 
HALL,  ALLEN  H,  BAY  MINETTE,  ALABAMA 

BENJAMIN  CHEATHAM,  SAN  LUIS  OBISPO,  CALIFORNIA 

BEVERLY  JOY,  ST.  PAUL,  MINNESOTA 

CALZONA  J,  ST.  LOUIS,  MISSOURI 

CHARLES  H,  WAILUKU,  MAUI,  HAWAII 

CHARLES  L.,  TOPEKA,  KANSAS 

CHARLES  LARRY,  FAYETTEVILLE,  GEORGIA 

CRAIG  BRIAN,  SR,  FALMOUTH,  MAINE 

DANIEL  DEIDRICH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DANNY  BLANTON,  NASHVILLE,  TENNESSEE 

DAVID  ALAN,  SAN  DIEGO,  CALIFORNIA 

DAVID  DEWAINE,  OKEMOS,  MICHIGAN 

DAVID  FREDRIC,  EAGAR,  ARIZONA 

DAVID  L.,  ST.  LOUIS,  MISSOURI 

EUGENE  SCOTT,  ATLANTA,  GEORGIA 

FRANCIS  ROY,  II,  HALL,  NEW  JERSEY 

FRANK  HAYES,  AUSTIN,  TEXAS 

GEORGE  RANDOLPH,  FAIRCHILD  AFB,  WASHINGTON 

GERALD  B.,  GREAT  FALLS,  MONTANA 

GERALD  TODD,  GORDO,  ALABAMA 

GLENN  EDWIN,  WATERBURY,  VERMONT 

GRAHAM  ROGER,  WARWICK,  ENGLAND 

HERBERT,  SAVANNAH,  GEORGIA 

HOWARD  BRIAN,  TOWSON,  MARYLAND 

J   P.,  JR.,  GREEN  COVE  SPRINGS,  FLORIDA 

JACK  L.,  LANSING,  MICHIGAN 

JACK  LYNN,  FAIRFIELD,  CALIFORNIA 

JACKIE  DALE,  AUSTIN,  TEXAS 

JAMES  EARLY,  STRASBURG,  VIRGINIA 

JAMES  RUDOLPH,  LANGLEY  AFB,  VIRGINIA 

JERRY  FRANCIS,  SAN  JOSE,  CALIFORNIA 

JESSE  H.,  ATLANTA,  GEORGIA 

JOHN  EDWARD,  DULUTH,  MINNESOTA 

JOHN  NEAL,  LAMAR,  COLORADO 

JUSTIN  RICHARD,  PUEBLO,  COLORADO 

KENNETH  BERNARD,  EAST  LANSING,  MICHIGAN 

KENNETH  GENE,  SANTA  ANA,  CALIFORNIA 

LARRY  SAM,  ASHLAND,  KENTUCKY 

LEO,  CASA  GRANDE,  ARIZONA 

LORNE  EDHARD,  MISSISSAUGA,  CANADA 

LUDWICK  STIRLING,  NEW  YORK,  NEW  YORK 

MARK  RANDAL,  PELHAM,  ALABAMA 

MELVIN  LEE,  SR,  CHESAPEAKE,  VIRGINIA 

HICHAEL  OWEN,  LAHRENCE,  KANSAS 

PETER,  MADISON,  WISCONSIN 

PETER  ANDREW,  GROTON,  CONNECTICUT 
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R  WAYNE,  INDIANAPOLIS,  INDIANA 
RALLS  LANCE,  COQUILLE,  OREGON 
RICHARD  LEE,  GERMANTOWN,  TENNESSEE 
ROBERT  FREDERICK,  BELFAST,  NORTHERN  IRELAND 
ROBERT  GLENN,  HINNIPEG,  CANADA 
ROBERT  LOWELL,  MUSCLE  SHOALS,  ALABAMA 
RONALD  M,  SILVER  CITY,  NEW  MEXICO 
,  ROY  LESTER,  SAN  DIEGO,  CALIFORNIA 
HALL   RUSSELL  RANDALL,  JR,  ANNAPOLIS,  MARYLAND 
HALL,  STAN  L,  LAWRENCEVILLE,  GEORGIA 

STEPHEN  RALPH,  ONTARIO,  CALIFORNIA 
STEVEN  PATRICK,  HUNTINGTON,  WEST  VIRGINIA 
THOMAS  HESLEY,  SAN  DIEGO,  CALIFORNIA 
TRAVIS  JAMES,  IRVING,  TEXAS 
WALTER  H.,  BEMIDJI,  MINNESOTA 
,  WILLIAM  CHARLES,  SOUTH  DAYTONA,  FLORIDA 
HALLER,  JAMES  DOUGLAS,  NEW  CUMBERLAND,  PENNSYLVANIA 
HALLER,  JOHN  ROBERT,  EVANSVILLE,  INDIANA 
HALLETT,  GARY  ROBERT,  OLYMPIA,  WASHINGTON 
HALLETT,  WALTER  EUGENE,  PLATTSBURGH,  NEW  YORK 
HALLFORD,  CHARLES  K,  MONTGOMERY,  ALABAMA 
HALLIBURTON,  HILLIAM  IDEN,  STATESVILLE,  NORTH  CAROLINA 
HALLIDAY,  GARY  LEE,  LONG  BEACH,  CALIFORNIA 
MELVIN  MC,  BLANDING,  UTAH 
WILLIAM  J.,  MIDDLETOWN  TWP,  NEW  JERSEY 
R.  OTIS,  FORT  DODGE,  IOWA 

TIMOTHY  JERROLD,  SR,  INDIANAPOLIS,  INDIANA 
JAMES  J.,  JR.,  ALEXANDRIA,  VIRGINIA 
KEVIN  M,  NEW  YORK,  NEW  YORK 
THOMAS  AUGUSTINE,  NEW  YORK,  NEW  YORK 
WILLIAM  R,  MIDDLETOWN,  NEW  YORK 
HALLMAN,  JAMES  M.  ,  ODESSA,  TEXAS     „„,_„_. 
HALLMAN,  JAMES  TERRELL,  GAINESVILLE,  GEORGIA 
HALLMAN   RAYMOND  EDWARD,  PHILADELPHIA,  PENNSYLVANIA 
HALPIN,  GRACE  MARIE,  SCRANTON,  PENNSYLVANIA 
HALPIN,  STEWART  E.,  OMAHA,  NEBRASKA 
HALPIN,  THOMAS,  GLASGOW,  SCOTLAND 
HALSTEAD,  JAY  EMERSON,  PORTLAND,  INDIANA 
HALTER  MICHAEL  WILLIAM,  FORT  DEVENS,  MASSACHUSETTS 
HALVERSON,  DENNIS  SCOTT,  CHARLEVOIX,  MICHIGAN 
HALVERSON,  MICHAEL  EUGENE,  MASON  CITY,  IOWA 
HALVERSTADT,  DAVID  L.,  LINCOLN,  NEBRASKA 
HALVORSEN,  CAROLE  J,  DEERFIELD  BEACH,  FLORIDA 
HALVORSON,  JOHN  BYRON,  FERGUS  FALLS,  MINNESOTA 
HALVORSON,  KENNETH  GENE,  STANLEY,  NORTH  DAKOTA 
HAM,  HORACE  R.,  INDIANAPOLIS,  INDIANA 
HAM,  RAYMOND  E,  PONCA  CITY,  OKLAHOMA 
HAMADA,  FUMIO,  TOKYO,  JAPAN 
HAMANN,  JAMES  DOUGLAS,  GLEN  ELLYN,  ILLINOIS 
HAMANN   THOMAS  LOUIS, 'jR,  YAPHANK  NEW  YORK 
HAMBERGER,  DONALD  M. ,  SR,  HAGERSTOWN,  MARYLAND 
HAMBERLIN,  WILLIAM  LEO,  RICHMOND,  CALIFORNIA 
HAMBLEN,  PAUL  W,  GERMANTOWN,  TENNESSEE 
HAMBLIN,  GARY  HAROLD,  MADISON,  WISCONSIN 
HAMBLIN,  WILLIAM  D,  NASHVILLE,  TENNESSEE 
HAMBRECHT,  WILLIAM  M,  ALBANY,  NEW  YORK 
HAMBRICK,  PHILLIP  CHARLES,  CEDAR  HILL,  TEXAS 
HAMBY,  WILLIAM  I,  PARK  FOREST,  ILLINOIS 
HAMDI,  ABOUBAKER  ESSEDDIK,  MAHDIA,  TUNISIA 
HAMDY,  AMR  ABDEL-HAMID,  CAIRO,  EGYPT 
HAMEL,  JACK  R.,  HOUSTON,  TEXAS  _rTii 
HAMELE,  ROBERT  L.,  MADISON,  WISCONSIN 
HAMES,  MARTIN  FRANCIS,  PROVIDENCE,  RHODE  ISLAND 
HAMILTON,  ANDREW  MARTIN,  GALLOWAY  TOWNSHIP,  NEW  JERSEY 
BRUCE  ANDREW,  KIRKWOOD,  MISSOURI 
DOYLE  R.,  LAS  VEGAS,  NEVADA 
ERNEST  LEROY,  LONGVIEW,  TEXAS 
,  JACK  L,  COVINGTON,  GEORGIA 
HAMILTON  JAMES  FRANCIS,  BOSTON,  MASSACHUSETTS 
HAMILTON  JOHN  THOMAS,  SCHENECTADY,  NEW  YORK 
KAREN  JUNE,  INDIANAPOLIS,  INDIANA 
LAHRENCE  A,  ST.  LOUIS,  MISSOURI 
MARVIN  D,  MISSOULA,  MONTANA 
MERLYN  CHARLES,  HICKORY,  NORTH  CAROLINA 
PAUL  M.,  TROY,  ALABAMA 
RANDY  CURTIS,  CHEHALIS,  WASHINGTON 
RANDY  JOE,  INDIANAPOLIS,  INDIANA 
RICHARD  S.,  NEWPORT  BEACH,  CALIFORNIA 
ROBERT  HALTER,  JR,  GAINESVILLE,  FLORIDA 
SCOTT  ROBERT,  GARDEN  GROVE,  CALIFORNIA 
STEVEN  J.,  FORT  WAYNE,  INDIANA  „„„„_ 
VICTOR  LEE,  SAN  BERNARDINO,  CALIFORNIA 
WILLIAM  G.,  HARRISBURG,  PENNSYLVANIA 
,  WILLIAM  R,  BOYNTON  BEACH,  FLORIDA 
HAMLIN,  MICHAEL  JAMES,  TALLADEGA,  ALABAMA   __,,__.. 
HAMLIN   THOMAS  III,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HAMLIN,  VIRGIL  W. ,  CHARLESTON,  WEST  VIRGINIA 
HAMM,  RICHARD  ALVIN,  EULESS,  TEXAS 
HAMMAN,  THOMAS  LESTER,  CHILLICOTHE,  OHIO 
HAMMELL,  JOHN  MATTHEW,  FORT  HOOD,  TEXAS 
HAMMER,  CLIFFORD  CLEON,  REXBURG,  IDAHO 
HAMMER,  EDWARD  DONALD,  HILLSIDE,  ILLINOIS 
HAMMER,  THOMAS  P.,  KNOXVILLE,  TENNESSEE 
HAMMERMEISTER,  WALTER  L.,  CONRAD,  MONTANA 
HAMMERSMITH,  GUY  C,  MINEOLA,  NEW  YORK 
hammttt   DAVID  ALLEN.  CAMDEN,  ARKANSAS 
SammIm!* RICHARD  EARL!  MECHANICSBURG,  PENNSYLVANIA 
HAMMOND,  DAVID  LEE,  MERCED,  CALIFORNIA 
HAMMOND,  HAROLD  J,  MONTGOMERY,  ALABAMA 
HAMMOND  MICHAEL  LEE,  EVERETT,  WASHINGTON 


HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 


HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 
HAMILTON, 


PAGE 


54 


HAMMOND,  ROBERT  M  -  HARLOW,  PAUL  MARTIN 
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HAMMOND,  ROBERT  M,  SCHAUMBURG,  ILLINOIS 
HAMMOND,  SAMUEL  HADE,  HHEAT  RIDGE,  COLORADO 
HAMMONTREE,  HARRY  N,  KNOXVILLE,  TENNESSEE 
HAMNER,  RAY,  EVANSVILLE,  INDIANA 
HAMPLE,  MICHAEL  J,  HOLLIDAYSBURG,  PENNSYLVANIA 
HAMPSHIRE,  PATRICK  LEE,  LAKE  HORTH,  FLORIDA 
HAMPTON,  JAMES  CLAYTON,  DALLAS,  TEXAS 

JAMES  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
STEPHEN  MICHAEL,  LAS  VEGAS,  NEVADA 
STUART  LEE,  EAST  LANSING,  MICHIGAN 
TREVOR  ALLAN,  BROOKLYN  CENTER,  MINNESOTA 
TROY  LEE,  WICHITA,  KANSAS 
WAYNE  A.,  CEDAR  RAPIDS,  IOWA 
WILLIAM  DAVID,  KINGSPORT,  TENNESSEE 
WILLIAM  PETE,  WHITE  SANDS,  NEW  MEXICO 
HAMRIC,  WILLIAM  DAVID,  COLLIERVILLE,  TENNESSEE 
HAMRICK,  BILLY  J,  MORGANTON,  NORTH  CAROLINA 
HAMRICK,  JAMES  R,  DECATUR,  GEORGIA 
HAMRICK,  LEONARD  E.,  GADSDEN,  ALABAMA 
HAMURA,  MAKOTO,  TOKYO,  JAPAN 
HANAGAMI,  DANIEL  YOSHIO,  HONOLULU,  HAWAII 
HANAHAY,  L.  E.,  WICHITA  FALLS,  TEXAS 
HANCE,  GERARD  J.,  EASTON,  CONNECTICUT 
HANCOCK,  CHRISTINE  MARIE,  LOUISVILLE,  KENTUCKY 
EDWARD  W.,  SPRING  HOUSE,  PENNSYLVANIA 
FLOYD  JAMES,  SPRINGDALE,  ARKANSAS 
GARY  SCOTT,  MIAMI,  FLORIDA 
JAY  REED,  FRANKFORT,  KENTUCKY 
JOSEPH  RELMOND,  ROCKVILLE,  MARYLAND 
KENNETH  WAYNE,  HELENA,  GEORGIA 
HANCOCK,  LEONARD  M. ,  TEMPLE,  TEXAS 
HANCOCK,  MAXWELL  E.,  CORPUS  CHRISTI,  TEXAS 
HANCOCK,  ROBERT  E. ,  DECATUR,  ALABAMA 
HANCOCK,  ROYCE  G.,  CLARKSVILLE,  TENNESSEE 
HANCOCK,  WILLIAM  P.,  JR.,  OGUNQUIT,  MAINE 
HAND,  JOSEPH  MARCINE,  GENEVA,  ALABAMA 
HAND,  NORMAN  MICHAEL,  MCMINNVILLE,  OREGON 
HAND,  PATRICIA  EILEEN,  SATELLITE  BEACH,  FLORIDA 
HAND,  ROGER  MARTIN,  RED  WING,  MINNESOTA 
HANDERHAN,  GARY  FRANCIS,  SR,  HIGHLAND  PARK,  NEW  JERSEY 
HANDLEY,  JACKSON  RAY,  TALLAHASSEE,  FLORIDA 
HANDY,  CALVIN  EARL,  DAVIS,  CALIFORNIA 
HANDY,  IRA  CECIL,  APPOMATTOX,  VIRGINIA 
HANE,  DAVID  WILLIAM,  BROOKFIELD,  MISSOURI 
HANECKOH,  TERRY  ROBIN,  ST  JOHNS,  MICHIGAN 
HANELINE,  DAVID  ARTHUR,  CARSON  CITY,  NEVADA 
HANENKRATH,  ELWOOD  CLAUDE,  III,  DEFIANCE,  OHIO 
HANES,  GEORGE  PETER,  JR,  PALOS  VERDES  ESTATES,  CALIFORN 
HANES,  THOMAS  LEE,  COLUMBUS,  OHIO 
HANES,  WESLEY  DODSON,  PARIS,  TEXAS 
HANEY,  THOMAS  PATRICK,  JR,  DENVER,  COLORADO 
HANGER,  BILL  D. ,  PHOENIX,  ARIZONA 
HANGER,  WILLIAM  K,  PONTIAC,  MICHIGAN 
HANHAM,  JACK  D. ,  HEST  BOUNTIFUL,  UTAH 
HANIEF,  HASHIM  B.,  LAS  VEGAS,  NEVADA 
HANIFF  MOHAMED  BIN,,  KUALA  LUMPUR,  MALAYSIA 
HANISCH,  RONALD  C. ,  MOSCOW,  IDAHO 
HANKARD,  JAMES  MICHAEL,  EAST  HARTFORD,  CONNECTICUT 
HANKARD,  MARTIN  JOSEPH,  AVON,  CONNECTICUT 
HANKARD,  THOMAS  J,  SIMSBURY,  CONNECTICUT 
HANKES,  RICHARD  W,  AURORA,  ILLINOIS 
HANKINS,  JERRY  THOMAS,  SR,  MONTGOMERY,  ALABAMA 
HANKINS,  LEHIS  WILLIAM,  DRY  RIDGE,  KENTUCKY 
140  tt   HANKS,  DAVID  EUGENE,  IRVING,  TEXAS 
142   HANKS,  JAMES  PATRICK,  VENICE,  FLORIDA 

HANKS,  WILLIAM  STEVEN,  HONEA  PATH,  SOUTH  CAROLINA 
HANLEY,  EDMUND  J.,  WEST  ORANGE,  NEW  JERSEY 
HANLEY,  PETER  JOHN,  PRINCETON  BOROUGH,  NEW  JERSEY 
HANLEY,  RICHARD  MICHAEL,  MINEOLA,  NEW  YORK 
HANLEY,  THOMAS  WILLIAM,  III,  AKRON,  OHIO 
HANLINE,  DON  L.,  OXNARD,  CALIFORNIA 
HANLON,  WALTER  J.,  JR.,  FULTON,  NEW  YORK 
HANLON,  WILLIAM  R.,  MEDFORD,  MASSACHUSETTS 
HANNA,  BRUCE  ERIC,  RUSTON,  LOUISIANA 

ELZAPHAN  M.,  AIKEN,  SOUTH  CAROLINA 
JOHN  W,  MONTVALE,  NEW  JERSEY 
JOSEPH  NORMAN,  ALLENTOHN,  PENNSYLVANIA 
MICHAEL  JOSEPH,  FLINT,  MICHIGAN 
RICHARD  E,  NEW  WILMINGTON,  PENNSYLVANIA 
ROY  E.,  SALINAS,  CALIFORNIA 
RUSSELL  JAMES,  JACKSON,  MISSISSIPPI 
TAWFIK  WISSA,  CAIRO,  EGYPT 
THOMAS  ALLEN,  CAPITOLA,  CALIFORNIA 
THOMAS  P,  MC  KEESPORT,  PENNSYLVANIA 
HANNA,  WILLIAM  E.,  SHARON  HILL,  PENNSYLVANIA 
HANNAFORD,  DANIEL  ALLEN,  FORT  WAYNE,  INDIANA 
HANNAH,  DONALD  JAMES,  JR,  WHITTIER,  CALIFORNIA 
HANNAH,  MICHAEL  JOSEPH,  ANAHEIM,  CALIFORNIA 
HANNEKEN,  EDWIN  J,  FENTON,  MISSOURI 
HANNELD,  MICHAEL  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HANNERS,  GENE  WILLIAM,  OREGON  CITY,  OREGON 
HANNIGAN,  CATHY  JO,  ALBUQUERQUE,  NEW  MEXICO 
109  #  HANNIGAN,  MAURICE  J,  SACRAMENTO,  CALIFORNIA 
158   HANNON,  DENNIS  FRANK,  JOHNSON  CITY,  NEW  YORK 
HANNON,  FLOYD  B. ,  JR.,,  WICHITA,  KANSAS 
HANNON,  LISA  ANN,  TOWSON,  MARYLAND 
HANNUM,  PHILIP  L,  SEATTLE,  WASHINGTON 
HANOVER,  EDWARD  FREDERICK,  ONEIDA,  NEW  YORK 
HANRAHAN,  K  MICHAEL,  FOUNTAIN  VALLEY,  CALIFORNIA 
HANRAHAN,  MICHAEL  R.,  NEW  BERLIN,  WISCONSIN 
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HANSASUTA,  ANANTACHAI ,  BANGKOK,  THAILAND 
HANSELL,  STUART  LYLES,  LOS  ANGELES,  CALIFORNIA 
HANSEN,  ALLEN  J.,  LOS  ANGELES,  CALIFORNIA 
CARL  S.,  ROCHESTER,  NEW  YORK 
EUGENE  B.,  SANTA  ANA,  CALIFORNIA 
FLOYD,  JR,  EPHRATA,  WASHINGTON 
HANSEN,  GEORGE  G,  ELDRIDGE,  IOWA 
HANSEN,  HARRY  SICURD,  JR,  LOS  ANGELES,  CALIFORNIA 
HANSEN,  JAMES  A.,  SOUTH  ELGIN,  ILLINOIS 
HANSEN,  JOHN  THOMAS,  RIVERSIDE,  CALIFORNIA 
HANSEN,  KARL  A,  RACINE,  WISCONSIN 
HANSEN,  LAWRENCE  DONALD,  LODI,  CALIFORNIA 
MICHAEL  RAY,  CONROE,  TEXAS 
NORMAN  GERALD,  LA  PALMA,  CALIFORNIA 
PATRICIA  MICHELE,  WAUKESHA,  WISCONSIN 
PAUL  THEODORE,  ROCHESTER,  NEW  YORK 
PETER  T.,  PERTH  AMBOY,  NEW  JERSEY 
RICHARD  DAVID,  ABERDEEN,  SOUTH  DAKOTA 
ROBERT  LOUIS,  HONOLULU,  HAWAII 
RONALD  E,  FAYETTEVILLE,  NORTH  CAROLINA 
TERRY  SCOTT,  MENOMONEE  FALLS,  WISCONSIN 
HANSHEW,  KENT  WILLIAM,  CHARLACK,  MISSOURI 
HANSHUE,  DAVID  RICHARD,  MEDINA,  OHIO 
HANSON,  ALLAN  MORTEN,  MINOT,  NORTH  DAKOTA 

CECIL  EDWARD,  JR,  HAHNVILLE,  LOUISIANA 
DELWIN  WADE,  WOODLAND,  CALIFORNIA 
ELLEN  TYLER,  LENEXA,  KANSAS 
HANSON,  HERBERT  DUWAYNE,  MADISON,  WISCONSIN 
HANSON,  JACK  DAVID,  BELLINGHAM,  WASHINGTON 
JAMES  ELMORE,  JR,  DECATUR,  GEORGIA 
JAMES  ORVAL,  TRACY,  CALIFORNIA 
JOHN  CLYDE,  ATLANTA,  GEORGIA 
LARRY  JAMES,  SAN  DIEGO,  CALIFORNIA 
HANSON,  MICHAEL  R. ,  BLOOMINGTON,  INDIANA 
HANSON,  NEIL  S.,  EAU  CLAIRE,  WISCONSIN 
HANSON,  POLLY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HANSRAJ,  SANJITH,  DURBAN,  SOUTH  AFRICA 
HANTWERKER,  ANDREAS  E,  PHILADELPHIA,  PENNSYLVANIA 
HANUDDIN,  MOHAMMAD  HANIFF  B,  KUALA  LUMPUR,  MALAYSIA 
HANULA,  ROBERT  JOHN,  HARRISBURG,  PENNSYLVANIA 
HANYZEWSKI,  EDWARD  M. ,  SOUTH  BEND,  INDIANA 
HARADA,  HIROSHI,  TOKYO,  JAPAN 
HARADEN,  EDWARD  A,  WENHAM,  MASSACHUSETTS 
HARAKO,  TSUGUO,  TOKYO,  JAPAN 

HARALSON,  DONALD  R.,  JR.,  MARSHFIELD,  WISCONSIN 
HARALSON,  EDWARD  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HARASEK,  JOHN  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HARBAUER,  MELVIN  LAWRENCE,  SAN  BERNARDINO,  CALIFORNIA 
HARBAUGH,  CARL  RAY,  PIKESVILLE,  MARYLAND 
HARBAUGH,  DEAN  LAVELL,  ALTURAS,  CALIFORNIA 
HARBER,  BRUCE  CLINTON,  MEMPHIS,  TENNESSEE 
HARBIN,  ALLEN  W,  JR,  EAST  POINT,  GEORGIA 
HARBIN,  JEFFERY  C,  IMPERIAL,  PENNSYLVANIA 
HARBOLD,  HAROLD  VALENTINE,  PIKESVILLE,  MARYLAND 
HARBSMEIER,  PAUL  CLARKE,  HENDERSONVILLE,  TENNESSEE 
HARD,  JOEL  LEE,  ANCHORAGE,  ALASKA 
HARDCASTLE,  GERALD  LOUIS,  BOWLING  GREEN,  KENTUCKY 
HARDENBERG,  MARTIN  J,  HOLLAND,  MICHIGAN 
HARDESTY,  GORDON  W,  FLORENCE,  ARIZONA 
HARDESTY,  KENNETH  DALE,  NORTHVILLE,  MICHIGAN 
HARDIMAN,  JOSEPH  FRANCIS,  NEW  YORK,  NEW  YORK 
HARDIMAN,  TIMOTHY  JAMES,  NEW  YORK,  NEW  YORK 
HARDIN,  KENNETH  EDWARD,  FRANKFORT,  KENTUCKY 
HARDIN,  KENNETH  GEORGE,  ANTIGO,  WISCONSIN 
HARDIN,  ROBERT  IRVING,  THOMASTON,  GEORGIA 
HARDING,  JAMES,  WHITE  PLAINS,  NEW  YORK 
HARDING,  JOHN  ELLIS,  CHARLOTTESVILLE,  VIRGINIA 
HARDING,  MARION  B,  AUBURN,  ALABAMA 
HARDING,  MARTIN  JOSEPH,  YONKERS,  NEW  YORK 
HARDING,  WILLIAM  I,  OAKVILLE,  CANADA 
HARDISON,  DONALD  RAY,  FORT  CARSON,  COLORADO 
HARDMAN,  COLIN  JAMES,  DARWIN,  AUSTRALIA 
HARDT,  GERALD  EUGENE,  SR,  PHOENIX,  ARIZONA 
ROBERT  EWALD,  AIKEN,  SOUTH  CAROLINA 
CARY  LINCOLN,  HACKENSACK,  NEW  JERSEY 
CURTIS  ALBERT,  NEWPORT,  VERMONT 
MILTON  B,  JR,  VERNON,  CONNECTICUT 
THOMAS  WARREN,  MARLBORO,  NEW  JERSEY 
DONALD  M,  BROCKPORT,  NEW  YORK 
GEORGE  BRANDON,  DURHAM,  NORTH  CAROLINA 
JOSEPH  WILLIAM,  TALLADEGA,  ALABAMA 
HARE,  KATHERINE  LYNN,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
HARE,  MARVIN  LEON,  PARKER,  ARIZONA 
HARENG,  DONALD  MARVIN,  FRANKLIN,  WISCONSIN 
HARGIS,  CHARLES  W,  FRANKFORT,  KENTUCKY 
HARGIS,  JAMES  RANDALL,  II,  MADISONVILLE,  KENTUCKY 
HARGRAVE,  TOMMY  GRANT,  CLEBURNE,  TEXAS 
HARGROVE,  HAYWARD  T,  GULFPORT,  MISSISSIPPI 
HARGROVE,  JAMES,  NEW  YORK,  NEW  YORK 
HARGROVE,  RALPH  R.,  RALEIGH,  NORTH  CAROLINA 
HARGROVE,  THOMAS  B,  JR,  PORT  LAVACA,  TEXAS 
HARING,  MICHAEL  LEE,  CAMBRIDGE,  MARYLAND 
HARKINS,  JOHN  WESLEY,  FOREST  HILL,  MARYLAND 
HARKINS,  THOMAS  FRANCIS,  NEW  YORK,  NEW  YORK 
HARKNESS,  DAVID  WILLIAM,  SALT  LAKE  CITY,  UTAH 
HARKRIDER,  WALTER  PERRY,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
HARLAND,  JOHN  HENRY,  BRISTOL,  ENGLAND 
HARLING,  MICHAEL  DENNIS,  SANTA  BARBARA,  CALIFORNIA 
HARLOW,  JOHN  CURTIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HARLOW,  PAUL  MARTIN,  GLENCOE,  ILLINOIS 
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HARLOH,  SIDNEY  A.  -  HARTMAN,  THADEUS  L 
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HARLOH,  SIDNEY  A.,  KANSAS  CITY,  MISSOURI 

HARHAN,  ORSON  E.,  SOUTH  BEND,  INDIANA 

HARMELINK,  LARRY  J.,  SHEBOYGAN,  HISCONSIN 

HARHINA,  HONEER  EOUAD,  CAIRO,  EGYPT 
JOHN,  CORNWALL,  NEH  YORK 
CLARENCE,  JR,  ST.  LOUIS,  MISSOURI 
DERALD  HENRY,  BOISE,  IDAHO 
JEFFREY  DAVID,  AUGUSTA,  MAINE 
JOHN  GARY,  RADFORD,  VIRGINIA 
JOSEPH  D.,  PIERRE,  SOUTH  DAKOTA 
LINDSEY,  JR,  LOS  ANGELES,  CALIFORNIA 
MYRA  ELAINE,  SEATTLE,  WASHINGTON 
RICHARD  DUANE,  EGLIN  AFB,  FLORIDA 
ROBERT  STAFORD,  JR,  PLACERVILLE,  CALIFORNIA 
ROY  JOSEPH,  YUBA  CITY,  CALIFORNIA 
STEVEN  LAMONT,  ST.  LOUIS,  MISSOURI 
THOMAS  RAY,  UNIVERSITY  PARK,  PENNSYLVANIA 
KENNETH  I,  MIAMI,  FLORIDA 
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HARMS,  MARK  ALAN,  SPRINGFIELD,  ILLINOIS 
HARMS,  RICHARD  S.,  BAY  CITY,  MICHIGAN 
HARMS,  HILLIS  R.,  PONTIAC,  ILLINOIS 
HARNETT,  MICHAEL  PATRICK,  OAKLAND,  CALIFORNIA 
HARNETT,  PATRICK  JOHN,  NEH  YORK,  NEH  YORK 
HARNEY,  BEN  F,  FRANKFORT,  KENTUCKY 
HARNEY,  PATRICK  LEO,  IOWA  CITY,  IOHA 
HARNEY,  PHILIP  RAYMOND,  DRY  RIDGE,  KENTUCKY 
HAROLD  STEVEN  DAVID,  PHILADELPHIA,  PENNSYLVANIA 
HARP,  JEFFREY  PRESTON,  NORMAN,  OKLAHOMA 
HARPER,  BOBBY  DONALD,  AUSTIN,  TEXAS 
CLYDE  JESS,  HOUSTON,  TEXAS 
DARWIN  C,  DENVER,  COLORADO 
DORSETT  ALLEN,  MIAMI,  FLORIDA 
JAMES  MICHAEL,  DALLAS,  OREGON 
JAMES  W,  CLEVELAND,  MISSISSIPPI 
KEITH  ALLAN,  REDWOOD  CITY,  CALIFORNIA 
LOUIS  WALTER,  COLUMBUS,  MISSISSIPPI 
MICHAEL  J,  MINDEN,  NEVADA 
REED  WAYNE,  ATHENS,  ALABAMA 
ROBERT  R.,  SR.,  BIRMINGHAM,  ALABAMA 
ROY  F.,  PUEBLO,  COLORADO 
SYLVIA  E  T,  SAN  FRANCISCO,  CALIFORNIA 
WILLIAM  CLARENCE,  JR,  JANESVILLE,  HISCONSIN 
WILLIE  JAMES,  GREENVILLE,  SOUTH  CAROLINA 
,  WILMER  KENNETH,  LOS  ANGELES,  CALIFORNIA 
HARPHAM.  MURL  EUGENE,  EUREKA,  CALIFORNIA 
HARPSTER,  MICHAEL  ALAN,  ALBUQUERQUE,  NEW  MEXICO 
HARRELL,  BENNIE  D,  JR,  JACKSON,  MISSISSIPPI 

DANIEL  ROBERTS,  BLOOMINGTON,  INDIANA 
DANNY  KEITH,  LOUISVILLE,  KENTUCKY 
DAVIS  B.,  JR.,  WOODBURY,  NEW  JERSEY 
DENNIS  ROBBIN,  PHENIX  CITY,  ALABAMA 
FRANK  H.,  RAF  BENTWATERS,  ENGLAND 
HUBERT  FRANKLIN,  COLUMBIA,  SOUTH  CAROLINA 
JAMES  W,  BATON  ROUGE,  LOUISIANA 
JAMES,  JR,  JACKSONVILLE,  FLORIDA 
LEONARD  OLANDER,  JR,  MOUND,  MINNESOTA 
LIONEL  D.,  SANFORD,  FLORIDA 
,  MICHAEL  BRUCE,  MADISON  HEIGHTS,  MICHIGAN 
HARRIETT,  STEVEN  DARYL,  SANFORD,  FLORIDA 
tt   HARRINGTON,  DALE  THOMAS,  CONCORD,  NEW  HAMPSHIRE 
It   HARRINGTON,  ELTON  WOODROW,  SALISBURY,  MARYLAND 
tt   HARRINGTON,  JOHN  H,  MADISON,  WISCONSIN 

HARRINGTON  MARK  GREGORY,  WELDON,  NORTH  CAROLINA 
HARRINGTON,  MICHAEL,  NEW  YORK,  NEW  YORK 

PATRICK  JAMES,  REDDING,  CALIFORNIA 
ROBERT  A,  GALENA,  ALASKA 
TERRENCE  JOSEPH,  ANNAPOLIS,  MARYLAND 
THOMAS  M,  CRANSTON,  RHODE  ISLAND 
WILLIAM  R,  AUBURN,  CALIFORNIA 
,  WILLIAM  S.,  HELENA,  MONTANA 
HARRIS-CUMBERBATCH,  ROGELIO,  PANAMA  CITY,  PANAMA 
HARRIS,  ALBERT  L,  ORLANDO,  FLORIDA 

ALBERT  RUSSELL,  PHILADELPHIA,  PENNSYLVANIA 
BOBBY  JOE,  CHANDLER,  ARIZONA 
C  SCOTT,  JR,  SACRAMENTO,  CALIFORNIA 
CLAYTON  ALAN,  CLEVELAND,  OHIO 
DANNY  JOE,  MARTIN,  TENNESSEE 
DAVID  PAUL,  AUBURN,  CALIFORNIA 
EDWARD  BERTEL,  JR,  CINCINNATI,  OHIO 
EDWARD  L.,  ESCONDIDO,  CALIFORNIA 
EUGENE  LEO,  NORTH  LITTLE  ROCK,  ARKANSAS 
FRANKLIN  DELANO,  CREVE  COEUR,  MISSOURI 
FREDERICK  ARTHUR,  CADILLAC,  MICHIGAN 
HARRY  TRENT,  JOHNSON  CITY,  TENNESSEE 
HASNAN  BIN,  NEGARA,  BRUNEI 
JACK  FREDRICK,  PHOENIX,  ARIZONA 
JAMES  E.,  RAYTOWN,  MISSOURI 
JAMES  GORDON,  CONWAY,  SOUTH  CAROLINA 
JERRY  LEE,  OKLAHOMA  CITY,  OKLAHOMA     _._-,.,,. 
JESSE  LLEHLLYWN,  JR,  WALTERBORO,  SOUTH  CAROLINA 
JIMHIE  D,  NORTH  MIAMI  BEACH,  FLORIDA 
JOHN  ALBERT,  ST.  CHARLES,  ILLINOIS 
JOHN  ARTHUR,  OKLAHOMA  CITY,  OKLAHOMA 
JOHN  J,  JR,  TALLAHASSEE,  FLORIDA 
JOHN  PHILIP,  ELLENSBURG,  WASHINGTON 
JOHN  HILLIAM,  BEL-NOR,  MISSOURI 
JOHN  WILSON,  SPRINGFIELD,  ILLINOIS 
tt   HARRIS,  JONAS  RUDOLPH,  NEW  YORK,  NEW  YORK 
U   HARRIS,  JOSEPH  FRENCH,  KNOXVILLE,  TENNESSEE 

KEITH  DARREN,  SHAW  AFB,  SOUTH  CAROLINA 
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KEVIN  BARTON,  PISCATAWAY,  NEW  JERSEY 

KRYSTAL  ANN,  DETROIT,  MICHIGAN 

LEO,  LITTLE  ROCK,  ARKANSAS 

LOWELL  SCOTT,  ALBUQUERQUE,  NEW  MEXICO 

LYNN  E.,  ALTURAS,  CALIFORNIA 

MARI  RECTOR,  BOWLING  GREEN,  KENTUCKY 

MICHAEL  THOMAS,  KANSAS  CITY,  KANSAS 

OHANIO  ALFREDO,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 

PAUL  DAVID,  SCOTT  AFB,  ILLINOIS 

RANDALL  DIETRICK,  LAKESIDE,  ARIZONA 

RAY  G.,  SPARTA,  WISCONSIN 

REGGIE  LEE,  ST.  LOUIS,  MISSOURI 

REGINALD  ALAN,  GARY,  INDIANA 

RICHARD  T,  LAKE  WORTH,  FLORIDA 

ROBERT  E,  JR,  MURFREESBORO,  NORTH  CAROLINA 

ROBERT  LEE,  FORT  MYERS,  FLORIDA 

ROBERT  H,  NEW  YORK,  NEW  YORK 

RONALD  A.,  ATLANTA,  GEORGIA 
,  RONALD  ALLEN,  ATHERTON,  CALIFORNIA 
HARRIS,  ROSEMARIE,  BLOOMINGTON,  INDIANA 
HARRIS,  ROY  JAMES,  III,  ATLANTA,  GEORGIA 
HARRIS,  SAMUEL  EUGENE,  CHICAGO,  ILLINOIS 

Harris!  steven  richard,  redmond,  Washington 
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HARRIS  HILLIAM  TALMAGE,  RALEIGH,  NORTH  CAROLINA 
HARRIS,  MILLIE  J.,  LITTLE  ROCK,  ARKANSAS 
HARRISON,  BARBARA  ANNE,  SAN  DIEGO,  CALIFORNIA 
DENNIS  VERN,  FORT  COLLINS,  COLORADO 
DONALD  JOSEPH,  SHERWOOD  PARK,  CANADA 
EUGENE,  TUSKEGEE,  ALABAMA 
FRANKIE  LEE,  JR,  YUBA  CITY,  CALIFORNIA 
HARRY  M.,  ELLICOTT  CITY,  MARYLAND 
HERBERT  S.,  PROSSER,  WASHINGTON 
JOHN  EVERETT,  CRYSTAL  LAKE,  ILLINOIS 
MARY  CORNILIA,  OAKLAND,  CALIFORNIA 
MICHAEL  CHARLES,  ODESSA,  TEXAS 
MICHAEL  JAMES,  ITASCA,  ILLINOIS 
RICHARD  HOWARD,  JR,  HOODRIDGE,  ILLINOIS 
RICHARD  ROYAL,  SUNNY  ISLES  BEACH,  FLORIDA 
ROBERT  HENRY,  TEXARKANA,  ARKANSAS 
ROLFE  B,  DAYTON,  TENNESSEE 
STANLEY  LEE,  FORT  LEAVENHORTH,  KANSAS 
THOMAS  EDWARD,  ORANGE,  CALIFORNIA 
VICKI  LYNN,  MASON,  MICHIGAN 
,  VICTORIA  LOUISE,  BERKELEY,  CALIFORNIA 

HARRLESON,  CURTIS  R. ,  HICHITA  FALLS,  TEXAS 

HARROD,  DOUGLAS  FRANCIS,  NEW  BREMEN  OHIO 

HARROD  PAUL  DEAN,  SR,  MARTINEZ,  CALIFORNIA 

HARROUN,  MAX  E.,  BIG  RAPIDS,  MICHIGAN 

HSR  StfttS  rKi&N^srvlNCENT  AND  THE  GRENAD 
HARSHA,  STEPHEN  KENT,  TOPEKA,  KANSAS 
HARSHAW,  ROBERT,  III,  LONGVIEW,  TEXAS 
HART   ALFRED  COLIN,  FARMINGTON,  UTAH 

*  BARRY  JACKSON,  EVANSVILLE,  INDIANA 

BERNARD  MARTIN,  FORT  LEE,  NEW  JERSEY 

CECILIA  KLEVENHAGEN,  AUSTIN,  TEXAS 

DANIEL  MYRON,  WARNER  ROBINS,  GEORGIA 

DAVID  BENTON,  POPLAR  BLUFF,  MISSOURI 

EDWARD  B.,  JR.,  JONESBORO,  GEORGIA 

GARY  STEVE,  UPLAND,  CALIFORNIA 

GREGORY  DEAN,  GRASS  VALLEY,  CALIFORNIA 

HARLAN  LEE,  CULPEPER,  VIRGINIA 

HARRISON  DANIEL,  DETROIT,  MICHIGAN 

JAMES  D.,  SAN  JOSE,  CALIFORNIA 

JOHN  CHARLES,  MARTINEZ,  CALIFORNIA 

JOHN  THOMAS,  HOUSTON,  TEXAS 

LARRY  DONNELL,  FORT  MYERS,  FLORIDA 
HARI,  MARION  MAURICE,  MADISON,  MISSISSIPPI 
HART  MARTIN  RAYMOND,  JR.  HARTFORD .CONNECTICUT 
HART   MICHAEL  KENNETH,  LOUISVILLE,  KENTUCKY 

PAUL  DORSEY,  KENNEWICK,  WASHINGTON 

RICHARD  D,  NEH  ATHENS,  ILLINOIS 

TERRY  E.,  JR.,  WEST  LINN,  OREGON 

THOMAS  c!,  SOUTH  WINDSOR,  CONNECTICUT 

THOMAS  EARL.  MOBILE,  ALABAMA 

TONY  STEVEN!  SPRING  LAKE,  NORTH  CAROLINA 

WILLIAM  J.,  ROME,  GEORGIA 

WILLIAM  L.,  DETROIT,  MICHIGAN 

WILLIAM  L-K  mKiM^EDERAL  REPUBLIC  OF  GERM 
HART,  WILLIAM  WARD,  SHREVEPORT,  LOUISIANA 
HARTER,  THOMAS  MELVIN,  KHAJALEIN.  FEDERATED  STATES  OF  M 
HARTFORD,  JAMES  LELAND,  WALLA  WALLA,  WASHINGTON 
HARTGRAVES,  MICHAEL  LEE,  DALLAS,  TEXAS 
HARTING,  CHARLES  VINCENT,  CARMEL,  INDIANA 
FRANK  JR.,  OMAHA,  NEBRASKA 
BOBBY  JOE,  LITTLETON,  COLORADO 
BRUCE  WENDELL,  CENTRAL  CITY  COLORADO 
DAVID  JOHN,  TWO  RIVERS,  WISCONSIN 
FRED,  GLENDALE,  CALIFORNIA 
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HARTMAN,    THOMAS   L   -  HEAFNER,    JOHN   M. 
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105  tt 
151 
148 
102  tt 
191 
146 

108  tt 
135 

95  # 
153 

54  * 
173 
112 

81 
193 
173 
141  tt 
100 
150  tt 
171 

74 
106 
130 
194 
181 
100 
178 
183 
196 
152 
124 
104  tt 
103 

85  # 

89  tt 

91  tt 
190 
187 

106  # 
89  * 
82  tt 
73  # 
92 

182 
117  tt 
108  # 
136 
184 
193 
196 
99 

96  tt 

85 
160 
120  * 
108 
140 
192 
196 

92  tt 
2  * 

100 
116 
142 

95 
136 
159 
191 
103  tt 
192 
194 
152 
130  tt 
182 
103  It 
126  tt 
114 
142 

64  tt 
154 
181 
103  tt 
132 
169 
191 
166 

89  tt 
152  tt 
186 


HARTMAN,  THOMAS  L,  MANTEO,  NORTH  CAROLINA 

HARTMANN,  JAMES,  BRANT  BEACH,  NEH  JERSEY 

HARTNETT,  EDMUND  PHILIP,  NEH  YORK,  NEH  YORK 

HARTNETT,  LAHRENCE  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HARTSEL,  DAVID  GERARD,  TIFFIN,  OHIO 

HARTSEL,  MARTIN  RICHARD,  LAKEHOOD,  OHIO 

HARTSELL,  SAMUEL  HAYNE,  REPUBLIC,  MISSOURI 

HARTSFIELD,  CONNIE  BARNETT,  AUSTIN,  TEXAS 

HARTSHORN,  ALLEN  LEROY,  TEXARKANA,  ARKANSAS 

HARTSHORN,  ROBERT  L,  BRENTHOOD,  PENNSYLVANIA 

HARTSHORNE,  JAMES,  RENO,  NEVADA 

HARTTER,  EARL  JOSEPH,  TOPEKA,  KANSAS 

HARTUNG,  EVERETT  DHIGHT,  JEFFERSON  CITY,  MISSOURI 

HARTHIG,  CHARLES  RICHARD,  DECATUR,  ILLINOIS 

HARTHIG,  RICHARD  A.,  MADISON,  WISCONSIN 

HARTZ,  RONALD  KEITH,  ST  PETERSBURG,  FLORIDA 

HARTZELL,  LLOYD  DOUGLAS,  RUSSELLVILLE,  ARKANSAS 

HARTZOG,  JOHN  W. ,  BOGALUSA,  LOUISIANA 

HARVARD,  BEVERLY  JOYCE,  ATLANTA,  GEORGIA 

HARVELL,  DAVIS  L.,  GOLDSBORO,  NORTH  CAROLINA 

HARVELL,  GARY  MICHAEL,  GASTONIA,  NORTH  CAROLINA 

HARVELL,  THURMOND  A.,  NEWTON,  NORTH  CAROLINA 

HARVEY,  ANDREW  J,  COVINA,  CALIFORNIA 

HARVEY,  DAVID  F.,  CRAWFORDVILLE,  FLORIDA 

HARVEY,  FREDERICK  R.,  BISMARCK,  NORTH  DAKOTA 

HARVEY,  JERRY  RAY,  PARKERSBURG,  WEST  VIRGINIA 

HARVEY,  WILLIAM  ANTHONY,  NEH  YORK,  NEW  YORK 

HARWELL,  HAROLD  DEAN,  GASTONIA,  NORTH  CAROLINA 

HARWELL,  JOEL  0,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HARHIG,  DENNIS  DUANE,  MASSILLON,  OHIO 

HASAN,  ISKANDAR,  JAKARTA,  INDONESIA 

HASBROUCK,  DONALD  H,  HAMDEN,  CONNECTICUT 

HASBROUCK,  RICHARD  H,  HUDSON,  FLORIDA 

HASEGAWA,  KOJI ,  TOKYO,  JAPAN 

HASENAUER,  DUANE  EDWARD,  PLUMSTEADVILLE,  PENNSYLVANIA 

HASENAUER,  JOSEPH  EDWARD,  CARLSBAD,  CALIFORNIA 

HASENBALG,  DONALD  F.,  OAKLAND,  NEW  JERSEY 

HASH,  STEPHEN  WAYNE,  LAFAYETTE,  INDIANA 

HASHE,  MILLIE  JEAN,  GREENVILLE,  SOUTH  CAROLINA 

HASIB,  WALID  MOHAMED  RASHAD,  CAIRO,  EGYPT 

HASKIN,  DAVID  ALLAN,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 

HASKINS,  EDWARD  LYNN,  DES  PERES,  MISSOURI 

HASKINS,  HARRY  T.,  JR.,  SALEM,  VIRGINIA 

HASKINS,  RONALD  L,  HIGHLAND  PARK,  NEW  JERSEY 

HASNAN  BIN  ABDUL,,  KUALA  LUMPUR,  MALAYSIA 

HASS,  TRAVIS  L,  MESOUITE,  TEXAS 

HASSAN  MOHAMAD  JAMIL,,  KUALA  LUMPUR,  MALAYSIA 

HASSAN,  IBRAHIM,  DARUSSALAM,  BRUNEI 

HASSAN,  MOHAMED  FARID  BIN  ABU,  KUALA  LUMPUR,  MALAYSIA 

HASSAN,  MOKHTAR  BIN,  KUALA  LUMPUR,  MALAYSIA 

HASSAN,  RIAD,  BEIRUT,  LEBANON 

HASSAN,  SULAIMAN  BIN,  KUALA  LUMPUR,  MALAYSIA 

HASSELSTROM,  ROBERT  C,  MINNEAPOLIS,  MINNESOTA 

HASSINGER,  WILLIAM  D,  JR,  EAST  LANSING,  MICHIGAN 

HASSIRI,  KHEMMARIN,  BANGKOK,  THAILAND 

HASSMAN,  LARRY  B,  LOUISVILLE,  KENTUCKY 

HASSON,  HENRY  E,  ARDMORE,  PENNSYLVANIA 

HASTIE,  JOHN  ROBERT,  SAN  LUIS  OBISPO,  CALIFORNIA 

HASTINGS,  DONALD  GENE,  LITTLE  ROCK,  ARKANSAS 

HASTINGS,  JAMES  TAYLOR,  COLORADO  SPRINGS,  COLORADO 

HASTINGS,  WILLIAM  MARSH,  KATY,  TEXAS 

HASTRICH,  WILLIAM  E.,  LANCASTER,  NEW  YORK 

HASWELL,  DAVID  H,  CANBERRA,  AUSTRALIA 

HATAWAY,  LEONARD  R. ,  COLFAX,  LOUISIANA 

HATCH,  DANNY  EDHARD,  STAFFORD,  VIRGINIA 

HATCH,  ERIC  JOSEPH,  CARSON  CITY,  NEVADA 

HATCH,  MICHAEL  L,  ARDMORE,  OKLAHOMA 

HATCH,  STEPHEN  ALLISON,  OLD  TOWN,  MAINE 

HATCH,  TIMOTHY  PAUL,  MC  DONOUGH,  GEORGIA 

HATCHER,  JAMIE  JACKSON,  RALEIGH,  NORTH  CAROLINA 

HATCHER,  JOSEPH  M,  MERIDIAN,  MISSISSIPPI 

HATCHETT,  LINDSEY,  LITTLE  ROCK,  ARKANSAS 

HATCHEW,  DON  W,  GOODRICH,  MICHIGAN 

HATFIELD,  JERRY  E.,  MONTGOMERY,  ALABAMA 

HATFIELD,  JOSEPH  FRANKLIN,  BREMERTON,  WASHINGTON 

HATFIELD,  SIDNEY  E,  III,  AUGUSTA,  GEORGIA 

HATIPOGLU,  ALI  METIN,  ANKARA,  TURKEY 

HATLER,  RICHARD  WAYNE,  DALLAS,  TEXAS 

HATMAN,  LONNIE  JOE,  NORTH  POLE,  ALASKA 

HATTAN,  ARTHUR  W,  SCOTTSDALE,  ARIZONA 

HATTWELL,  NOEL  GEORGE,  BRISBANE,  AUSTRALIA 

HAU,  MICHAEL  F,  SACRAMENTO,  CALIFORNIA 

HAUCK,  ALBERT  LEO,  JR,  INDIANAPOLIS,  INDIANA 

HAUER,  JOSEPH  JOHN,  PHOENIX,  ARIZONA 

HAUER,  PETER,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 

HAUFF,  GRAYDON  D. ,  EL  TORO,  CALIFORNIA 

HAUG,  ROBERT  BURKS,  ST.  LOUIS,  MISSOURI 

HAUGE,  JACK  E.,  GOLDENDALE,  WASHINGTON 

HAUGHIE,  JOHN  THOMAS,  NEW  YORK,  NEW  YORK 

HAUGHT,  HAROLD  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HAUGHT,  ROBERT  JAMES,  JR,  PITTSBURGH,  PENNSYLVANIA 

HAULK,  ROBERT  RAY,  MONROE,  NORTH  CAROLINA 

HAUMANN,  RICHARD  L,  SYRACUSE,  NEW  YORK 

HAUN,  RICHARD  EUGENE,  HOUSTON,  TEXAS 

HAUN,  RONALD  COLEMAN,  LONG  BEACH,  CALIFORNIA 

HAUPT,  GARY  THOMAS,  BRANSON,  MISSOURI 

HAUPTMAN,  BARBARA  JEAN,  OMAHA,  NEBRASKA 

HAUPTMANN,  DONALD  V.,  HESTMINSTER,  COLORADO 

HAURI,  SVEN  RONALD,  WAUKEGAN,  ILLINOIS 

HAUS,  RANDOLPH  WALTER,  ITHACA,  NEH  YORK 


181 

191 

138 

177 

101  * 

190 

193 

192 

192 

116  tt 

167 

56  tt 
165 
155 

82  * 
179 
104  tt 
182 
108 

59  It 
140 
121  tt 
155 
184 
138 
178 

65  tt 
167 

53  * 
124 
104 

97  tt 
107 
176 
106  * 
161 
136 
170 
199 
191 
191 
186 
101  * 

95 
194 
132 
194 
123  tt 

73 
106  * 

36  tt 

31  It 

98 

20  tt 
106  tt 
136 

52  * 
174 
137  tt 
108 
184 

69  tt 
125 
111  tt 
116 
115  tt 
103 
166 
140 
174 
140  # 
114 

134  tt 
11  * 

179 
129 

135  tt 
185 
194 
121  tt 
176 

72  If 
108  tt 
196 
138 
160 
106 
153  tt 
181 
181 
141 
152 
199 
190 
181 
117  tt 
189 
169  tt 

80  tt 

53  tt 


HAUSCHILD,  MICHAEL,  DERBY,  KANSAS 

HAUSKEN,  ROBERT  HARRISON,  LOS  ANGELES,  CALIFORNIA 

HAUSMAN,  JOAN  KATHLEEN,  ALLENTOWN,  PENNSYLVANIA 

HAUSNER,  THOMAS  ALLEN,  ELKHORN,  WISCONSIN 

HAUSTEIN,  ELMER  A.,  BAY  CITY,  MICHIGAN 

HAVERON,  STEWART,  OXON,  ENGLAND 

HAW,  PATRICK  WILLIAM,  OAKLAND,  CALIFORNIA 

HAWALD,  GARY  HENRY,  FARMINGTON  HILLS,  MICHIGAN 

HAMCO,  GEORGE  BERNARD,  WASHINGTON,  DISTRICT  OF  COLUMB 

HAWK,  DONALD  W. ,  STRONGSVILLE,  OHIO 

HAWK,  JOHN  DAVID,  COLUMBUS,  GEORGIA 

HAHKE,  FRANKLIN  H. ,  PROSPECT  PARK,  PENNSYLVANIA 

HAWKE,  ROBERT  ANDREW,  JR,  SOUTH  BURLINGTON,  VERMONT 

HAWKER,  ARTHUR  JOSEPH,  MIDDLETOWN,  NEW  YORK 

HAWKER,  B.  EUGENE,  BOISE,  IDAHO 

HAWKES,  MICHAEL  ANTHONY,  SOCORRO,  NEW  MEXICO 

HAWKINS,  BERNELL  A.,  OXNARD,  CALIFORNIA 

HAWKINS,  CHARLES  JOSEPH,  CHARLESTON,  SOUTH  CAROLINA 

HAWKINS,  HERBERT  C,  III,  LANGLEY  AFB,  VIRGINIA 

HAWKINS,  JOSEPH  C,  ROCKVILLE,  MARYLAND 

HAWKINS,  MICHAEL  LEE,  TALLAHASSEE,  FLORIDA 

HAWKINS,  RAYMOND  EUGENE,  PLACERVILLE,  CALIFORNIA 

HAWKINS,  RAYMOND  HENDERSON,  DALLAS,  TEXAS 

HAWKINS,  TERRY  WINN,  CHARLOTTESVILLE,  VIRGINIA 

HAWKINS,  THOMAS  EDWARD,  COLUMBUS,  OHIO 

HAWKINS,  WILBURN  GENE,  AUSTIN,  TEXAS 

HAWKINSON,  CALVIN  F.,  PLYMOUTH,  MINNESOTA 

HAWKS,  JAMES  RE,  CARLSBAD,  CALIFORNIA 

HAWLEY,  B.  LEWIS,  GOLDEN,  COLORADO 

HAWLEY,  LLOYD  RONDEL,  RALEIGH,  NORTH  CAROLINA 

HAWORTH,  ROBERT  L,  DUNEDIN,  FLORIDA 

HAWTHORNE,  DAVID  C,  BEAUMONT,  TEXAS 

HAY,  JOHN  F,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HAY,  ROBERT  JOHN,  LA  PLACE,  LOUISIANA 

HAY,  RONNIE  D. ,  AUBURN,  ALABAMA 

HAYDEL,  SCOTT  FRANCIS,  ST.  MARTINVILLE,  LOUISIANA 

HAYDEN,  JOHN  HANK,  CHATTANOOGA,  TENNESSEE 

HAYDEN,  TIMOTHY  PATRICK,  ADDISON,  ILLINOIS 

HAYES,  ALAN  ANDREW,  SHARONVILLE,  OHIO 

HAYES,  CLIFFORD  THOMAS,  POST  FALLS,  IDAHO 

HAYES,  DONALD  LYNN,  MARTINSBURG,  WEST  VIRGINIA 

HAYES,  EDITH  MARIE,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

HAYES,  EDWARD  W. ,  BAY  CITY,  MICHIGAN 

HAYES,  FRED,  GAINESVILLE,  GEORGIA 

HAYES,  FREDERICK  WILLIAM,  JR,  JOLIET,  ILLINOIS 

HAYES,  GILBERT  B,  HAWTHORNE,  NEW  YORK 

HAYES,  HAROLD  DEAN,  JR,  MAYFIELD,  KENTUCKY 

HAYES,  JAMES  MICHAEL,  BOSTON,  MASSACHUSETTS 

HAYES,  JAMES  R.,  ST.  JOSEPH,  MISSOURI 

HAYES,  JERRY  L,  EDINA,  MISSOURI 

HAYES,  JIMMY  ELMER,  GRIFFIN,  GEORGIA 

HAYES,  JOHN  E. ,  PEEKSKILL,  NEW  YORK 

HAYES,  JOHN  E.,  YPSILANTI,  MICHIGAN 

HAYES,  JOSEPH  A.,  JERSEY  CITY,  NEW  JERSEY 

HAYES,  LAHRENCE  P.,  WILMINGTON,  NORTH  CAROLINA 

HAYES,  MARK  FRANCIS,  CUDAHY,  WISCONSIN 

HAYES,  MARVIN  H,  ST  PETERSBURG,  FLORIDA 

HAYES,  RAYMOND  THOMAS,  JR,  DUNMORE,  PENNSYLVANIA 

HAYES,  ROBERT  BERNARD,  DE  SOTA,  TEXAS 

HAYES,  THOMAS  W,  GLASTONBURY,  CONNECTICUT 

HAYES,  WILLIAM  ALLEN,  LEXINGTON,  KENTUCKY 

HAYNES,  CLARENCE  L.,  JR.,  HENATCHEE,  WASHINGTON 

HAYNES,  CLAUDE  DORIEN,  NEW  YORK,  NEW  YORK 

HAYNES,  DAVID  J,  BAKERSFIELD,  CALIFORNIA 

HAYNES,  DAVID  T,  SISTERS,  OREGON 

HAYNES,  DENNIS  L,  HAILEY,  IDAHO 

HAYNES,  DONALD  F.,  BIRMINGHAM,  ALABAMA 

HAYNES,  DONALD  HAYNE,  HOUSTON,  TEXAS 

HAYNES,  EARL  DYKE,  JR,  HAMPTON,  VIRGINIA 

HAYNES,  GERALD  WALTER,  TAYLOR,  MICHIGAN 

HAYNES,  JERRY  TRUMAN,  HOMEHOOD,  ALABAMA 

HAYNES,  RICHARD  A,  CHARLESTON,  WEST  VIRGINIA 

HAYNES,  ROSS  ELBERT,  KNOXVILLE,  TENNESSEE 

HAYNIE,  WILLIAM  G. ,  ORLANDO,  FLORIDA 

HAYO,  DENNIS  GEORGE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HAYS,  CARLTON  C,  JR,  BATESVILLE,  MISSISSIPPI 

HAYS,  MICHAEL  EDWARD,  BAKER,  OREGON 

HAYS,  PAUL  S,  FRANKFORT,  KENTUCKY 

HAYS,  REGINA  MARY,  EDHARDSVILLE,  ILLINOIS 

HAYS,  RICHARD  WILLIAM,  JACKSON,  WYOMING 

HAYSE,  WAYNE  DOUGLAS,  MORRIS,  ILLINOIS 

HAYHARD,  NORMAN  D. ,  SALT  LAKE  CITY,  UTAH 

HAYHOOD,  GERALD  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HAYHOOD,  MANUEL  KEVIN,  TUCSON,  ARIZONA 

HAZEL,  MELFORD  JOSEPH,  NEW  YORK,  NEW  YORK 

HAZELETTE,  ROBERT  EVERETT,  JR,  NORFOLK,  VIRGINIA 

HAZELWOOD,  ALFRED  J,  HAYNE,  NEW  JERSEY 

HAZELHOOD,  DENNIS  HAYNE,  FLOWER  MOUND,  TEXAS 

HAZEN,  JAMES  BYERS,  HARRISBURG,  PENNSYLVANIA 

HAZLEWOOD,  ALAN  DALE,  MARTIN,  TENNESSEE 

HAZLEHOOD,  RONALD  WAYNE,  WILLCOX,  ARIZONA 

HAZOURI,  JOSEF  STEPHEN,  SAN  LUIS  OBISPO,  CALIFORNIA 

HEAD,  DONALD  RAY,  LA  MARQUE,  TEXAS 

HEAD,  HAROLD  GREGORY,  SHREVEPORT,  LOUISIANA 

HEAD,  JAMES  MICHAEL,  RICHMOND,  VIRGINIA 

HEAD,  ROBERT  HARVEY,  NORTH  BATTLEFORD,  CANADA 

HEAD,  RODNEY  BRENT,  BULLHEAD  CITY,  ARIZONA 

HEADLEY,  ALAN  ROBERT,  CORAL  GABLES,  FLORIDA 

HEADLEY,  PAUL,  JACKSONVILLE,  ALABAMA 

HEAFNER,  JOHN  M.,  SPRINGFIELD,  ILLINOIS 


IA 


PAGE 


57 


HEAFNER,  TERRY  LYNN  -  HENN,  FRANCIS  HILLIAM,  JR 


128 
92  i 
185 
154 
117 
152 
170 
131 
113 
169 
143 
100 
125 
170 
139 
79 
38 
143 
126 
140 
166 
96 
142 
84 
163 
184 
106 
98 
103 
197 
123 
193 
190 
128 
148 
96 
34 
38 
138 
173 
139 
111 
78 
62 
135 
49 
159 
116 
66 
125 
84 
170 
194 
162 
162 
185 
105 
188 
114 
43 
91 
36 
80 
156 
187 
92 
125 
114 
106 
154 
23 
103 
126 
179 
180 
155 
103 
129 
85 
124 
92 
184 
162 
75 
122 
195 
95 
118 
166 
145 
151 
117 
174 
160 
121 
135 
158 
46 
133 
92 


HEATH, 
HEATH, 
HEATH, 
HEATH, 
HEATH, 
HEATH, 


HEBERT, 
HEBERT, 
HEBERT, 
HEBERT, 
HEBERT, 
HEBERT, 
HEBREH, 


HEAFNER,  TERRY  LYNN,  CHARLOTTE,  NORTH  CAROLINA 
HEAGLE,  EDHARD  G,  OGDENSBURG,  NEH  YORK 
HEAL,  MICHAEL  JAMES,  FARMINGTON,  NEH  MEXICO 
HEALEY,  FRANCIS  JAMES,  NORTH  ARLINGTON,  NEH  JERSEY 
HEALEY,  JAMES  H. ,  BLYTHEVILLE,  ARKANSAS 
HEALY,  JAMES  EDHARD,  PITTSBURGH,  PENNSYLVANIA 
HEALY,  JAMES  JOSEPH,  SILVIS,  ILLINOIS 
HEALY,  JOHN  FRANCIS,  JR,  HATERBURY,  CONNECTICUT 
HEALY,  JOHN  M. ,  VALLEJO,  CALIFORNIA 
HEALY,  MICHAEL  DUANE,  STAYTON,  OREGON 

HEALY  MICHAEL  EDHARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HEALY,  MICHAEL  J.,  BERKELEY,  CALIFORNIA 
HEALY   PAUL  JOSEPH,  HALLINGFORD,  CONNECTICUT 
HEANEY,  GEORGE  JOSEPH,  TUCSON,  ARIZONA 
HEAPS,  RICHARD  HAROLD,  TOHSON,  MARYLAND 
HEARD,  JAMES  E.,  SAN  ANGELO,  TEXAS 
HEARELL,  SEABRON  E.,  SHERMAN,  TEXAS 
HEARN,  PERRY  MARVIN,  HENDERSON,  TENNESSEE 
HEARN,  RONALD  JOHN,  OMAHA,  NEBRASKA 
HEARRON,  FRANK  LAHSON,  DALLAS,  TEXAS 
HEATH,  AGNES  THERESE,  ALEXANDRIA,  VIRGINIA 
CARROL  G,  AIKEN.  SOUTH  CAROLINA 
DAVID  RICHARD,  ST.  LOUIS,  MISSOURI 
EDHIN  D,  JR,  DALLAS,  TEXAS. 
MICHAEL  CHARLES,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  JAMES,  EAST  RIDGE,  TENNESSEE 
HILLIAM  H.,  JR.,  SEOUL,  KOREA 
HEATHERLY,  TOMMY  G,  GARLAND,  TEXAS 
HEATLEY,  LEO  J.,  OAK  PARK,  MICHIGAN 
HEATON,  CHARLES  DEAN,  III,  FRAMINGHAM,  MASSACHUSETTS 
HEATON,  RANDALL  EUGENE,  LAS  VEGAS,  NEVADA 
HEATON,  ROGER  SCOTT,  ORANGEBURG,  SOUTH  CAROLINA 
HEATON,  STEVEN  D,  VALDOSTA,  GEORGIA 
HEATHOLE,  ROBERT  LEE,  MAITLAND,  FLORIDA 
HEBBARD,  ROLAND  BRIAN,  RIALTO,  CALIFORNIA 
HEBER,  EDHARD  H. ,  JR.,  DAVENPORT,  IOHA 
HEBERT,  GEORGE  E.,  ST  ALBANS,  VERMONT 
J.  H.,  LAKE  CHARLES,  LOUISIANA 
JOSEPH  PATRICK,  HASHINGTON,  DISTRICT  OF  COLUMBI 
MICHAEL  SHAHN,  CAMERON,  LOUISIANA 
RICHARD  ARNOLD,  BURLINGTON,  VERMONT 
ROBERT  0.,  LOMPOC,  CALIFORNIA 
RUSSELL  J.,  BATON  ROUGE,  LOUISIANA 
,  CAROL  DEAN,  LONGMONT,  COLORADO 
HECK,  GARY  MICHAEL,  RACINE,  WISCONSIN 
HECKEL,  RICHARD  JOSEPH,  HARRISON  CITY,  PENNSYLVANIA 
HECKELMOSER,  DONALD  JOSEPH,  HESTLAKE,  OHIO 
HECKENDORN,  MILES  J,  III,  RALEIGH,  NORTH  CAROLINA 
HECKERMAN,  CLYDE  E.,  DAVENPORT,  IOHA 
HECKMAN,  STEPHEN  CHARLES,  MIAMI,  FLORIDA 
HEDGEPETH,  NORMAN  L,  GRANTS  PASS,  OREGON 
HEDGER,  ROBERT  ALAN,  SEYMOUR,  INDIANA 
HEDGES,  RICHARD  LEE,  ORMOND  BEACH,  FLORIDA 
HEDGES,  TERRY  EDHIN,  INDIANAPOLIS,  INDIANA 
HEDGPETH,  MARCUS  HILLIAM,  ANAHEIM,  CALIFORNIA 
HEDGPETH,  MELVIN  LEE,  PORTLAND,  OREGON 
HEDLEY,  FRANK  E.,  SAN  BRUNO,  CALIFORNIA 
HEDRICK,  JAMES  R,  NEH  CASTLE,  DELAWARE 
HIALEAH,  FLORIDA 
,  RICHMOND,  VIRGINIA 
,  CASPER,  WYOMING 
HEEBING,  HALTER,  SAN  FERNANDO,  CALIFORNIA 
HEEGER,  ARTHUR  A,  COVINGTON,  KENTUCKY 
HEENAN   JOHN  JOSEPH,  SR,  ATLANTIC  CITY,  NEH  JERSEY 
HEENAN,  MICHAEL  JOSEPH,  SYRACUSE,  NEW  YORK 

*  HEERES,  LOUIS  P,  NEWPORT  BEACH,  CALIFORNIA 
HEERY,  NICHOLAS  HILLIAM,  GUILFORD,  CONNECTICUT 

*  HEFFELMIRE,  STEVEN  R,  LAHRENCEBURG,  INDIANA 
H   HEFFERNAN,  FRANCIS  M. ,  YAPHANK,  NEH  YORK 

HEFFINGTON,  LONNIE  LOUIS,  SALINAS,  CALIFORNIA 

*  HEFFRON,  FLOYD  N.,  OAKLAND,  CALIFORNIA 

*  HEFNER,  DONALD  E,  CROWN  POINT,  INDIANA 
It   HEFNER,  GRACE  PATRICIA,  HOUSTON,  TEXAS 

HEGAZY,  SALAH  EL  DIN  MOHAMED  F,  CAIRO,  EGYPT 
HEGERMRLER,  DAVID  JOHN,  RIVERHEAD,  NEH  YORK 
HEGERTY,  NANNETTE  HOLLY,  MILHAUKEE,  WISCONSIN 
HEGG,  CLIFFORD  A,  DANVILLE,  ILLINOIS 
HEGGER,  HARRY  B,  JR,  ST.  LOUIS,  MISSOURI 

tt   HEGGY,  TOM  L,  OKLAHOMA  CITY,  OKLAHOMA 
HEGHOOD,  MELVIN  MASON,  ATHENS,  GEORGIA 

tt   HEHN.  ALICE  M,  DETROIT,  MICHIGAN 

HEHNE,  PETER,  ERFURT,  FEDERAL  REPUBLIC  OF  GERMANY 
HEIDEL,  MARK  DAVID,  GRAND  BLANC,  MICHIGAN 

It   HEIDENBERGER,  GODFREY  L.,  FLINT,  MICHIGAN 

HEIERLING,  RUDOLPH  KARL,  LEVITTOWN,  PENNSYLVANIA 
HEIGH,  BILLI  GRACE,  HELENA,  MONTANA 
HEIGHTON,  EDWARD  H. ,  DEMAREST,  NEW  JERSEY 

HEIL,  BONNIE  SUE,  TOLEDO,  OHIO  

HEIL,  KLAUS  HERMANN,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GER 
HERMAN,  CHARLES  MARTIN,  POMONA,  CALIFORNIA 
HERMANN,  GEORGE  FREDERICK,  WASHINGTON,  DISTRICT  OF  COL 
HERMANN,  THOMAS  STEPHEN,  EUREKA,  CALIFORNIA 
HEIM,  KENNETH  JOSEPH,  SUNDERLAND,  MASSACHUSETTS 
HEIM,  HILLIAM  M,  HILLOH  GROVE,  PENNSYLVANIA 

tt   HEIMAN,  VIRGIL  GEORGE,  JR,  RICHLAND,  HASHINGTON 
HEIMBIGNER,  CONSTANCE  C,  KIRKLAND,  HASHINGTON 

tt   HEIMBIGNER,  CORHIN  TERRY,  REDMOND,  WASHINGTON 

*  HEIMKE,  STEEN  W. ,  SHEBOYGAN,  HISCONSIN 
HEIMPOLD,  DAVID  JOHN,  CINCINNATI,  OHIO 

tt   HEIN,  RONALD  0.,  ST.  CHARLES,  ILLINOIS 


HEDRICK,  JOHN  J. 
HEDRICK,  HILMER  J. 
HEDSTROM,  RALPH  L. 


178 
112 
116  # 
133 
185 
172 
51  tt 
198 
188 
67  tt 
67  tt 
58  tt 
122  tt 
148 
97 
119 
162 
131  tt 
114 
91  tt 
167 
178 
28  * 
197 
106 
77  # 
99  tt 
108  tt 
195 
155 
108 
120 
142 
184 
181 
110  tt 
195 
128 
171 
102  H 
91 
174 
166 
94  « 
188 

47  « 
111 
125 
184 
186 
151 
107  t 
94  t 
196 
138 
180 
127 
125 
36  > 
58 
104 
129  > 
139 
102  tt 
159 
168 
161 
194 
141 
97  tt 
170 
198 
138 
116  tt 
107  tt 
86  tt 
129  tt 
183 
83  tt 
173 
194 
50  It 
162 
144 

99  n 

177 
107 
144 

96  tt 
163 
165 
184 
167 
122  tt 
140 
101  tt 
187 
140  tt 

81  tt 
173 


RHODE  ISLAN 


HEIN,  STANLEY  HALTER,  FRENCH  CAMP,  CALIFORNIA 
HEINE,  HARREN  A.,  ELGIN,  ILLINOIS 
HEINEKING,  RONALD  F.,  KENT,  OHIO 
HEINEMANN,  NORMAN  LEE,  COLDHATER,  MICHIGAN 
HEINIS,  ROBERT  PAUL,  JR,  HEST  CALDWELL,  NEW  JERSEY 
HEINLE,  MYRON  MICHAEL,  BISMARCK,  NORTH  DAKOTA 
HEINRICH,  HALTER  C,  TAMPA,  FLORIDA 
HEINS,  LAWRENCE  EDWARD,  HOLLAND,  MICHIGAN 
HEINTZELMAN,  MICHAEL  CHARLES,  COPPERAS  COVE,  TEXAS 
HEINTZMAN,  MICHAEL  DEAN,  PANAMA  CITY,  FLORIDA 
HEINZ,  JAMES  HENRY,  ORANGE,  CONNECTICUT 
HEINZ,  LEHIS  C,  COLORADO  SPRINGS,  COLORADO 
HEINZE,  FRANK  HENRY,  LANSDALE,  PENNSYLVANIA 
HEISE,  FREDERICK  JOHN,  JR,  NORTH  KINGSTOHN, 
HEITER,  DONALD  L.,  LEWISBURG,  PENNSYLVANIA 
HEITSCHMIDT,  JAMES  RICHARD,  HUTCHINSON,  KANSAS 
HEITZ,  CHARLES  MARTIN,  HAYHARD,  CALIFORNIA 
HEITZ,  KENNETH  GENE,  JEFFERSON,  HISCONSIN 
HELBOCK,  JAMES  H,  NEW  YORK,  NEW  YORK 
HELD,  GLEN  E,  ALBANY,  NEH  YORK        .«,.—« 
HELDER,  TIMOTHY  THOMAS,  FAYETTEVRLE,  ARKANSAS 
HELES,  PHILLIP  PERRY,  BLOOMINGTON,  MINNESOTA 
HELFREY,  FRANK  E.,  MONTEBELLO,  CALIFORNIA 
HELLEBRAND,  JOSEPH  FREDERICK,  MELBOURNE,  FLORIDA 
HELLER,  HERBERT,  THOMAS,  LYNCHBURG,  VIRGINIA 
HELLER,  MELVIN  E.,  FOND  DU  LAC,  WISCONSIN 
HELLER,  ROBERT  E.,  FRANKLIN,  PENNSYLVANIA 
HELLER,  ROBERT  F.,  ST.  BERNARD,  OHIO 
HELLER,  STUART  DENNIS,  MONTEREY  PARK,  CALIFORNIA 
HELLMAN,  GERALD  FRANCIS,  SAN  CARLOS,  CALIFORNIA 
HELLSTROM,  HALTER  N,  JR,  BARTONVRLE,  ILLINOIS 
HELLWIG,  MARTIN  ROBERT,  VERONA,  NEW  JERSEY 
HELM,  CHARLES  IRA,  LOS  ANGELES,  CALIFORNIA 
HELM,  JOHN  WAYNE,  ROCK  SPRINGS,  WYOMING 
HELMS,  HOBERT  STEPHEN,  ROGERS,  ARKANSAS 
HELMS,  JOHNNIE  N.,  CHARLOTTE,  NORTH  CAROLINA 
HELMS,  RICK  MARTIN,  BLOOMINGTON,  INDIANA 
HELQUIST,  DAVID  MAC,  KAYSVILLE,  UTAH 
HELRICH,  EMMET  BOYLE,  BURLINGTON,  VERMONT 
HELSLEY,  STEPHEN  C,  SACRAMENTO,  CALIFORNIA      „„._,-, 
HELTIBRiDLE,  ROBERT  G. ,  HASHINGTON,  DISTRICT  OF  COLUMBI 
HELTON,  MICHAEL  ALAN,  RINGGOLD,  GEORGIA 
HELTON,  ROBERT  THOMAS,  SANTA  ANA,  CALIFORNIA 
HELTON,  HILLIAM  H,  BRISTOL,  VIRGINIA 
HEMBREE,  TERRY  LYNN,  COOKEVRLE,  TENNESSEE 
HEMINGHAY,  CHARLES  R.,  MIDLAND,  TEXAS 
HEMMERLE,  RICHARD  B.,  LANSDALE,  PENNSYLVANIA 
HEMMERLING,  NORMAN  EDWARD,  FALLS  CITY,  NEBRASKA 
HEMPEL,  ROBERT  JOSEPH,  PINELLAS  PARK,  FLORIDA 
HEMPHILL,  HAROLD  LEE,  MOUNT  VERNON,  WASHINGTON 
HEMPLING,  EDHARD  CHRISOPHER,  BUFFALO,  NEW  YORK 
I  HEMPSTEAD,  PERRY  F,  WILTON  MANORS,  FLORIDA 
(  HENAHAN,  WILLIAM  J,  DETROIT,  MICHIGAN 
HENARD,  JOSEPH  LOWELL,  SANTA  CRUZ,  CALIFORNIA 
HENAULT,  RICHARD  ANTHONY,  PITTSFIELD,  MASSACHUSETTS 
HENDERLIGHT,  BRUCE  L,  BERKLEY,  MICHIGAN 
HENDERSHOT,  GARY  PAUL,  KETTERING,  OHIO 
HENDERSON,  AUBREY  EDHARD,  FORT  DIX,  NEW  JERSEY 
-  HENDERSON,  BRYDEN  E.,  NEW  PHILADELPHIA,  OHIO 
HENDERSON,  CURTIS  L.,  HANFORD,  CALIFORNIA 
HENDERSON,  HOMER  C,  JR,  TAMPA,  FLORIDA 

JAMES  ARNOLD,  CLANTON,  ALABAMA 
JAMES  DOUGLAS,  VENTURA,  CALIFORNIA 
LARRY  H,  OKLAHOMA  CITY,  OKLAHOMA 
,  LOGAN  HARWIN,  VALDOSTA,  GEORGIA 
HENDERSON,  MARK  ANTHONY,  DOUGLAS,  GEORGIA    .___„.. 
HENDERSON,  MICKEAL  CURTIS,  PACIFIC  GROVE,  CALIFORNIA 
HENDERSON,  RANDEL  ARTHUR,  LAUDERHRL   FLORIDA 

Henderson!  Robert  claude,  Wilmington,  north  Carolina 

HENDERSON,  ROBERT  M,  ANCHORAGE,  ALASKA 
HENDERSON,  ROBERT  REY,  MARTINEZ,  CALIFORNIA 
HENDERSON,  RONALD  LLOYD,  ST.  LOUIS,  MISSOURI 
HENDERSON,  STANLEY  ROYCE,  SPRINGFIELD,  TENNESSEE 
HENDERSON;  THOMAS  W,  JR,  COLUMBIA,  SOUTH  CAROLINA 
HENDERSON,  W  DON,  ADA,  OKLAHOMA    „WT_-BUTA 
HENDERSON,  WILLIAM  H. ,  SOUTH  GATE,  CALIFORNIA 
HENDERSON,  WILLIAM  LEE,  TEMPLE,  TEXAS 
HENDLEY,  PAUL  RAY,  GARLAND,  TEXAS 
HENDREN,  HAYNE  A,  SPOKANE,  WASHINGTON 
HENDRICK,  SAMUEL  MC,  MYRTLE  BEACH,  SOUTH  CAROLINA 
HENDRICKS,  BARRY  JOHN,  CHAGRIN  FALLS,  OHIO 
JAMES  F.,  GRAND  RAPIDS,  MICHIGAN 
RICHARD  WAYNE,  LOGAN  CTIY,  UTAH 
ROBERT  JOSEPH,  POTEAU,  OKLAHOMA 
,  ROY  E,  ST  THOMAS  U.S   VIRGIN  ISLANDS 
HENDRICKSON,  CRAIG  DARRELL,  ST.  PAUL,  MINNESOTA 
HENDRICKSON,  GARY  U ,  MADISON,  WISCONSIN 
HENDRICKSON,  PAUL  WYDELL,  COOPERSTOWN,  NORTH  DAKOTA 
HENDRIKSEN,  OSCAR  J,  SALT  LAKE  CITY  UTAH 
HENDRIX,  CLYDE  DARWIN,  FORT  LEWIS,  WASHINGTON 
HENDRY,  EDHARD  BLAKE,  SANTA  ANA,  CALIFORNIA 
HENDRY  GAYHARD  FRANKLIN,  JACKSONVILLE   FLOR  DA 
HENISEY,  PAUL  KEVIN,  NEWPORT  BEACH,  CALIFORNIA 
HENKE,  BERNERD  WILLIAM,  CINCINNATI,  OHIO 
HENKE,  EDHARD  LEO,  FOND  DU  LAC,  WISCONSIN 
HENKE  MERLE  E.,  DEVILS  LAKE,  NORTH  DAKOTA 
HENKE,  RICHARD  JOSEPH,  FERGUSON,  MISSOURI 
HENLEY,  CHARLES  DALE,  SR,  NORTH  CANTON,  OHIO 
HENLEY   EDWARD  H. ,  WASHINGTON  DISTRICT  OF  COLUMBIA 
HENN,  FRANCIS  WILLIAM,  JR,  LITTLETON,  COLORADO 


HENDERSON, 
HENDERSON, 
HENDERSON, 
HENDERSON, 


HENDRICKS, 
HENDRICKS, 
HENDRICKS, 
HENDRICKS, 
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HENNE,  ROBERT  L,  JR  -  HICKS,  GEORGE  C 


112  i 
148 
169 
168 

97 

84  / 
186 
111 
196 

64  t 
168 

106  t 
189 
103 
122 
157 

104  / 
58  t 

157 

95  t 
138 

79  t 
164  * 

107  J 
158 
178  « 

77 
111  « 
104 
153 

94  A 
151 
136  A 
181 

99 
174 

91  * 

100  tt 
100 
189 
190 

101  tt 
188 
101  tt 
131 

98  tt 
185 

91  tt 
159 
172 

74 
142 

105  # 
179 
143 
138 
190 
176 
195 
129  * 
109  tt 
168 
177 
100 

70  # 

73  # 
197 

93 
158 
129 
197 
111 
181 
178 

54 

122  tt 
121  tt 
185 
158  * 

64  tt 
182 
157 
185 
169 
103 
154 
195 
103  tt 
184 
160 
133  tt 
162 
120 
126  # 

93  # 
186 
112 
157 
187 

13  It 


HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENRY, 

HENSCEY, 

HENSCHEL, 

HENSHAH, 

HENSLEE, 

HENSLEY, 

HENSLEY, 


HENSLEY, 
HENSLEY, 
HENSLEY, 
HENSLEY, 


HENSON, 
HENSON, 
HENSON, 
HENSON, 


HENNE,  ROBERT  L,  JR,  JOHNSON  CITY,  NEH  YORK 

HENNEGAN,  MICHAEL  JOSEPH,  HATERTOHN,  NEH  YORK 

HENNEKE,  CARROLL,  INDIANAPOLIS,  INDIANA 

HENNESSEY,  JOHN  RAYMOND,  SAN  FRANCISCO,  CALIFORNIA 

HENNESSY,  JAMES  H. ,  FARMINGDALE,  NEH  YORK 

HENNESSY,  MAURICE  L.,  HAYNE,  PENNSYLVANIA 

HENNESSY,  Hill  I  AM  LOUIS,  HASHINGTON,  DISTRICT  OF  COLUMB 

HENNIES,  THOMAS  L,  RAPID  CITY,  SOUTH  DAKOTA 

HENNINGER,  DHIGHT  EUGENE,  LAGUNA  BEACH,  CALIFORNIA 

HENNINGER,  EUGENE  ROBERT,  LINCOLN,  NEBRASKA 

HENRIKSEN,  EINAR,  LILLEHAMMER,  NORHAY 

HENRIKSON,  ARTHUR  S,  SACRAMENTO,  CALIFORNIA 

HENRIOD,  MARVIN  SCOTT,  ELY,  NEVADA 

HENRY,  CHARLES  E.,  DETROIT,  MICHIGAN 

DANE  PAUL,  THENTYNINE  PALMS,  CALIFORNIA 
DANIEL  PATRICK,  III,  OCALA,  FLORIDA 
FORREST  K,  MEMPHIS,  TENNESSEE 
J  STEHART,  HHITE  PLAINS,  NEH  YORK 
JOSEPH  NATHANIEL,  JACKSONVILLE,  FLORIDA 
LUTHER  L.,  LANCASTER,  PENNSYLVANIA 
MICHAEL  EUGENE,  BELLEFONTAINE,  OHIO 
R.  HES,  BREMERTON,  HASHINGTON 
RICHARD  CHARLES,  .WOODBURY,  NEH  JERSEY 
A  WAYNE,  BAYTOHN,  TEXAS 

DONALD  HOHARD,  EAST  BRUNSHICK,  NEH  JERSEY 
RANDALL  KEITH,  HINCHESTER,  TENNESSEE 
WILLIAM  M,  SPENCER,  OKLAHOMA 
ALONZO  H.,  MOREHEAD,  KENTUCKY 
CALVIN,  INDIANAPOLIS,  INDIANA 
HENSLEY,  DONALD  CURTIS,  UNIONTOHN,  OHIO 
HENSLEY,  FRED  H,  ASHEVILLE,  NORTH  CAROLINA 
FRED  HAYNE,  LITTLE  ROCK,  ARKANSAS 
HAROLD  ROBERT,  SAN  BERNARDINO,  CALIFORNIA 
MICHAEL,  BROOKSVILLE,  FLORIDA 
HILLIAM  J.,  SPRINGFIELD,  MISSOURI 
HENSON,  DEBRA  ANN,  LAKELAND,  FLORIDA 
HENSON,  HENRY  P,  NORFOLK,  VIRGINIA 
MILTON  R,  DALLAS,  TEXAS 
PHILIPP  S.,  BELL  GARDENS,  CALIFORNIA 
RANDY  KEITH,  ACHORTH,  GEORGIA 
TIMOTHY  FRANCIS,  DHIGHT,  ILLINOIS 
HENTZ,  ALBERT  P.,  MILHAUKEE,  WISCONSIN 
HENZE,  ROBERT  KEITH,  JEFFERSON,  WISCONSIN 
HENZE,  ROLF  A,  OCEANSIDE,  CALIFORNIA 
HEON,  MARTIN  RAYMOND,  JR,  CONCORD,  NEH  HAMPSHIRE 
HEPBURN,  KEMUEL  L,  NASSAU,  BAHAMAS 
HEPP,  DAVID  ROBERT,  HILLSBORO,  OREGON 
HERALD,  FREDERICK  C,  NEWARK,  DELAWARE 
HERAS  TOLEDANO,  JUAN  FRANCISCO,  MADRID,  SPAIN 
HERASYMCHUCK,  JOHN,  MANVILLE,  NEW  JERSEY 
HERBERT,  P.  JEROME,  TOMS  RIVER,  NEW  JERSEY 
HERBERT,  PHILLIP  MICHAEL,  FULTON,  MISSOURI 
HERBERT,  VICTOR  E.,  WALL  TOWNSHIP,  NEH  JERSEY 
HERBOWY,  RONALD  GLENN,  OXFORD,  ALABAMA 
HERBST,  GLENN  HERMAN,  UNALASKA,  ALASKA 
HERBST,  JOHN  CLIFFORD,  ROCKY  HILL,  CONNECTICUT 
HERBST,  MARK  G,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERBST,  PAUL  DHIGHT,  LAKESIDE  PARK,  KENTUCKY 
HERDER,  MARK  WILLIAM,  STOCKTON,  CALIFORNIA 
HERDERICH,  LORENZ  DAVID,  LARAMIE,  WYOMING 
HERENDEEN,  LEONARD  K. ,  ANTIOCH,  CALIFORNIA 
HERFORD,  JIM  L,  HESTLAKE,  LOUISIANA 
HERGERT,  RONALD  JAY,  PHOENIX,  ARIZONA 
HERINGER,  EMIL  J,  SAN  DIEGO,  CALIFORNIA 
HERLIHY,  JAMES  W. ,  NEW  YORK,  NEW  YORK 
HERLIHY,  THOMAS  I.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERLIHY,  WILLIAM  DENNIS,  NEW  YORK,  NEW  YORK 
HERMAN,  ALBIN  A,  JERSEY  CITY,  NEW  JERSEY 

HAROLD  MICHAEL,  NEW  YORK,  NEW  YORK 
JAMES  ARTHUR,  FORT  WAYNE,  INDIANA 
PAULETTE  MARY,  LOS  ANGELES,  CALIFORNIA 
HILLIAM  J,  MILLVILLE,  NEW  JERSEY 
HERMANN,  ROBERT,  MANITOWOC,  WISCONSIN 
HERMANSKI,  STANLEY  JOHN,  JUPITER,  FLORIDA 
HERMANSON,  DONALD  C,  MARQUETTE,  MICHIGAN 
HERMANSON,  EVERETT  SELMER,  SAN  BERNARDINO,  CALIFORNIA 
HERN,  RALPH  EARL,  SUNNYVALE,  CALIFORNIA 
HERNANDEZ  CASTRO,  JOEL,  SANTIAGO,  CHILE 
HERNANDEZ  MIRO,  DOMINGO,  MARICAO,  PUERTO  RICO 
HERNANDEZ  RODRIGUEZ,  JOSE  E.,  SAN  JUAN,  PUERTO  RICO 
HERNANDEZ-RIVERA,  JUAN  F,  SANTIAGO,  CHILE 
HERNANDEZ,  ALVINO,  EL  PASO,  TEXAS 

ANTONIO  HERNANDEZ,  FULLERTON,  CALIFORNIA 
ERIC  MARRERO,  SAN  JUAN,  PUERTO  RICO 
EUFRONIO  REYES,  MANILA,  PHILIPPINES 
EUGENE  JESS,  ORANGE,  CALIFORNIA 
HECTOR,  PATERSON,  NEW  JERSEY 
JORGE  E,  EL  PASO,  TEXAS 
JORGE  L,  SAN  JUAN,  PUERTO  RICO 
JOSE,  LAMAR,  COLORADO 
LUIS  ANTONIO,  SAN  JOSE,  CALIFORNIA 
HERNANDEZ,  RAFAEL  PEDRO,  CHELSEA,  MASSACHUSETTS 
HERNANDEZRODRIQUEZ,  ANIBAL,  SAN  JUAN,  PUERTO  RICO 
HERNDON,  CHARLES  MICHAEL,  SHELBYVILLE,  INDIANA 
HERNDON,  DOYLE  L,  FORT  RILEY,  KANSAS 
HERNER,  STEVEN  RAY,  EAST  LANSING,  MICHIGAN 
HEROLD,  RAYMOND  H,  LYONS,  NEH  YORK 
HEROMAN,  KENNETH  LESLIE,  PINE  BLUFF,  ARKANSAS 
HERON,  JOHN  DAVID,  HOUSTON,  TEXAS 
HERR,  ALVIN  J,  FORT  MYERS,  FLORIDA 


HERMAN, 
HERMAN, 
HERMAN, 
HERMAN, 


HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 
HERNANDEZ, 


87  tt 
171 
175 
163 
174 
185 
175 
135 
158  tt 
100  tt 
110 
139 
138 
108  # 
127 
194 
132 

97  * 
187 
121 
108 
154 

86  tt 
171 
166 
132 
165 

96  tt 
157 
113  * 
170 

15  tt 
130 
105  tt 
156 
167  tt 
123 
123 
112 

111  tt 

98  tt 
77  It 

112  tt 
161 
174 

93  tt 
108  tt 
186 
184 

57  tt 
174 

65  tt 
175 
155 
137 

76  tt 
167 
172 
153 
149 
132 
153 
112 
148 
121  It 

96  # 
134 
122 
108  tt 
107  tt 
157 
139 
140 
175 
156 
103 
103 

66  tt 
138  tt 
174 
151 
149 
127 
124  # 
154 
122 
186 
123 
177 

57  tt 
129  tt 
120 

92 
140 

96  tt 
186 
159 
160 
170 
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HERRERA, 
HERRERA, 
HERRING, 
HERRING, 
HERRING, 


HERRON, 
HERRON, 
HERRON, 
HERRON, 
HERRON, 
HERRON, 


HESS, 
HESS, 
HESS, 
HESS, 


HESSION,  JAMES  J. 
HESSLER,  LE  ROY, 
HESTER,  GEORGE  J. 
HESTER,  ROBERT  F, 


HERR,  WILLIAM  E,  WEST  POINT,  PENNSYLVANIA 
HERREN,  BERNHARD,  KLOTEN,  SHITZERLAND 
HERREN,  JAMES  DIXON,  TORRANCE,  CALIFORNIA 
HERRERA-PINTOR,  VICTOR  HUGO,  SANTIAGO,  CHILE 
HERRERA,  ARTHUR  ERNEST,  LOS  ANGELES,  CALIFORNIA 
JESSE,  DALLAS,  TEXAS 
JORGE  RAUL,  MIAMI,  FLORIDA 
JOHN  JOSEPH,  JR,  BEACON,  NEH  YORK 
JOHN  THOMAS,  JR,  FAYETTEVILLE,  ARKANSAS 
LYNN  H.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HERRINGTON,  MARVIN  L.,  STANFORD,  CALIFORNIA 
HERRMAN,  ARTHUR  RAPHAEL,  PHOENIX,  ARIZONA 
HERRMAN,  JEFFREY  DAVID,  OTTAHA,  KANSAS 
BILLY  A,  SOUTHAVEN,  MISSISSIPPI 
JAMES  EDWARD,  OVERLAND,  MISSOURI 
JERRY  HAYNE,  WINSTON-SALEM,  NORTH  CAROLINA 
RICHARD  JOHN,  SR,  FOLSOM,  PENNSYLVANIA 
ROBERT  G,  LAKE  WORTH,  FLORIDA 
VERNON  ROBERT,  PIKESVILLE,  MARYLAND 
HERSHEY,  MARALYN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HERSMAN,  DAVID  R.,  SANTA  BARBARA,  CALIFORNIA 
HERSOM,  LAWRENCE  LEE,  SPOKANE,  HASHINGTON 
HERSON,  JAMES  M,  ITHACA,  NEH  YORK 
HERT,  LUTHER  MARTIN,  JR,  CARMEL,  CALIFORNIA 
HERTEL,  TIMOTHY  PATRICK,  NEH  YORK,  NEW  YORK 
HERTZ,  ROBERT  JOHN,  EDHARDSVILLE,  ILLINOIS 
HERZ,  THOMAS  ALBERT,  SR,  PENNSVILLE,  NEH  JERSEY 
HESALROAD,  LYLE  D,  DENVER,  COLORADO 
HESBURN,  DAVID  CHARLES,  HOODHAVEN,  MICHIGAN 
HESLING,  HENRY  G,  DELANO,  CALIFORNIA 
HESLOP,  REED  ALLEN,  LAYTON,  UTAH 
HESS,  FRED,  BLOOMFIELD,  NEH  JERSEY 
GEORGE  R,  JR,  HOUSTON,  TEXAS 
MURLE  C,  LOS  ANGELES,  CALIFORNIA 
TERENCE  LEE,  KANEOHE  BAY,  HAWAII 
THOMAS  ALLEN,  EASTON,  PENNSYLVANIA 
HESSEL,  HANS  JUERGEN,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GE 
HESSER,  JEFFREY  LEE,  GLYNCO,  GEORGIA 
HESSER,  LARRY  M,  HENDERSONVILLE,  NORTH  CAROLINA 
,  HAUKEGAN,  ILLINOIS 
HOLLYWOOD,  FLORIDA 
,  JR.,  CONCORD,  NEW  HAMPSHIRE 
GAINESVILLE,  FLORIDA 
HESTER,  TOMMY  LANE,  JACKSONVILLE,  NORTH  CAROLINA 
HESTNESS,  GREGORY  SCOTT,  MINNEAPOLIS,  MINNESOTA 
HETEBRUEG,  PAUL  L,  WEST  BEND,  WISCONSIN 
HETHCOAT,  EDHARD,  NEWARK,  NEW  YORK 
HETHCOAT,  THOMAS  ALEXANDER,  QUANTICO,  VIRGINIA 
HETHERINGTON,  JOHN  BRADFORD,  JACKSON,  MISSISSIPPI 
HETICO,  RICHARD  JACOB,  ERIE,  PENNSYLVANIA 
HETRICK,  KYLE  L,  GRAND  ISLAND,  NEBRASKA 
HETTRICK,  HAROLD  D,  MADISON,  WISCONSIN 
HETZEL,  MICHAEL  RICHARD,  UPPER  SANDUSKY,  OHIO 
HETZEL,  RICHARD  LEE,  DECATUR,  GEORGIA 
HETZNECKER,  MORTON  A,  HARTLAND,  HISCONSIN 
HEUERMANN,  GEORGE  H. ,  MINEOLA,  NEH  YORK 
HEUSTERBERG,  RANDALL  FRANK,  COLTON,  CALIFORNIA 
HEUVEL,  DANIEL  PATRICK,  EUGENE,  OREGON 
BILLY  JOE,  COVINGTON,  GEORGIA 
DALE  JACK,  HICKAM  AFB,  HAWAII 
EVERAL  ANTHONY,  KINGSTON,  JAMAICA 
GEORGE  WALTER,  FORT  MONMOUTH,  NEW  JERSEY 
JOHN  J,  LINCOLN,  NEBRASKA 
JOHN  PETER,  SANTA  ANA,  CALIFORNIA 
CAROL  ANN,  NEW  ORLEANS,  LOUISIANA 
HEWLETT,  ROBERT  N,  MEMPHIS,  TENNESSEE 
HEHSON,  ROBERT  EDWARD,  JR,  LEMONT,  ILLINOIS 
HEYDEN,  JAMES  VICTOR,  LANSING,  MICHIGAN 
HEYEN,  HARRY  C,  JR,  FREMONT,  CALIFORNIA 
HEYER,  ROBERT  C,  JR,  LINCOLN  PARK,  MICHIGAN 
HEYLIGER,  BARBARA  ANN,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
HEYNEMAN,  JAMES  PAUL,  TOLEDO,  OHIO 
HEYNS,  DANIEL  H,  JACKSON,  MICHIGAN 
HIBBERTS,  HILLIAM  LEWIS,  JR,  ROME,  GEORGIA 
HIBBETTS,  ARTHUR  EUGENE,  BARSTOW,  CALIFORNIA 
HIBBS,  GERALD  R. ,  ST.  JOSEPH,  MISSOURI 
HIBBS,  RICHARD  M. ,  FREEHOLD,  NEH  JERSEY 
HIBPSHMAN,  EARL  H. ,  ANCHORAGE,  ALASKA 
HIBSER,  PAUL  JOSEPH,  PEORIA,  ILLINOIS 
HICKCOX,  THOMAS  JOSEPH,  HILO,  HAHAII 
HICKES,  ROBERT  CLAIR,  HARRISBURG,  PENNSYLVANIA 
JAMES  KINNING,  CHICAGO,  ILLINOIS 
JOHN,  JR,  TULSA,  OKLAHOMA 
JOSEPH  LEO,  BLUE  BELL,  PENNSYLVANIA 
KEVIN  CHARLES,  SYCAMORE,  ILLINOIS 
ROBERT  FRANCIS,  LEXINGTON,  MASSACHUSETTS 
RICHARD  VERNE,  DES  MOINES,  IOWA 
HICKMAN,  FENTRESS  ALVENO,  HASHINGTON,  DISTRICT  OF  COLUM 
HICKMAN,  JERRY  LYNN,  POCATELLO,  IDAHO 
HICKMAN,  KENNEDY  A.,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
HICKMAN,  PRESTON  JOHN,  WILMINGTON,  DELAWARE 
HICKMAN,  RICHARD  HARREN,  WAHPETON,  NORTH  DAKOTA 
HICKOK,  ROBERT  D. ,  EUREKA,  CALIFORNIA 
HICKOK,  ROBIN  HOOD,  EDMONDS,  WASHINGTON 
HICKS,  ALBERT  J,  DOTHAN,  ALABAMA 

CHERYL  ANN,  HARRISBURG,  PENNSYLVANIA 
CLIFFORD  RAY,  NORTH  LITTLE  ROCK,  ARKANSAS 
EDDIE  CLARENCE,  CHICAGO,  ILLINOIS 
GARY  MICHAEL,  CLEVELAND,  TENNESSEE 
GEORGE  C,  LITITZ,  PENNSYLVANIA 


HEHELL, 
HEWITT, 
HEWITT, 
HEWITT, 
HEWITT, 
HEWITT, 
HEWLETT, 


HICKEY, 
HICKEY, 
HICKEY, 
HICKEY, 
HICKEY, 
HICKLE, 


HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
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HICKS,  JAHES  B  -  HOBBS,  HOHARD  LEROY 


101  * 

163 

105 

153 

152  * 

142  tt 

184 
90  * 

117 

143 

182 
97  * 

134 

154 

172 

128 

168 
96  t 

135 

179 

119  * 

175 

109 
76  i 

196 

195 

182 

100 

172 

162 

138 

156 

164 
81  ' 

100  , 
86 
57  , 

112 

137 
93  i 

146 

150 

142 

109 

149 

128 

167 

130 
89 
190 
130 
137 
96 
171 
139 
148 
190 
127 
98 
94 
41 
187 
73 
107 
186 
59 
117 
168 
183 
158 
134 
104 
90 
115 
196 
145 
101 
131 
133 
197 
198 
120 
95 
82 
69 
112 
148 
124 
184 
176 
141 
103 
83 
93 
139 
186 
110 
180 
102 
108 


HICKS, 
HICKS, 
HICKS, 
HiCKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICKS, 
HICOK, 


HIGDON, 
HIGDON, 
HIGDON, 
HIGENS, 


HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 
HIGGINS, 


JAHES  B,  AMERICUS,  GEORGIA 
KENNETH  RAY,  GULF  BREEZE,  FLORIDA 
LEF  J.,  JR.,  CHATTANOOGA,  TENNESSEE 
LENDOL  CRESPIN,  JR,  COLUHBIA,  SOUTH  CAROLINA 
HICHAEL  LYNN,  ALCOA,  TENNESSEE 
NORHAN  GRADY,  SALINAS,  CALIFORNIA 
RICKY  ALLEN,  SANTA  ANA,  CALIFORNIA 
ROBERT  J,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  V.,  SAN  JACINTO,  CALIFORNIA 
GEORGE  KENNETH,  MOUNT  ARLINGTON,  NEH  JERSEY 
HIDALGO,  HOCINTO  CLEM,  JR,  FORT  HALL,  IDAHO 
HIDAY,  HENRY  R.,  JR.,  JACKSONVILLE,  FLORIDA 
HIDUP,  HUSSAIN  BIN,  GADONG,  BRUNEI 
HIER,  DALE  VERNON,  CLEVELAND,  OHIO 
HIERHOLZER,  HILLIAM  RUSSELL,  KERRVILLE,  TEXAS 
HIERONIMUS,  DANIEL  RICHARD,  FRANKLIN  FURNANCE,  OHIO 
HIERS,  HOODROH  HILSON,  JR,  JACKSONVILLE,  FLORIDA 
HIGA,  ROY  R,  LIHUE,  KAUAI,  HAHAII 
HIGASHI,  DENNIS  MITSUO,  LIHUE,  KAUAI,  HAWAII 
JIMMY  HAYNE,  NASHVILLE,  TENNESSEE 
LAURENCE  JOSEPH,  OKLAHOMA  CITY,  OKLAHOMA 
THOHAS  HESLEY,  NEH  YORK,  NEH  YORK 
JAMES  F.,  BURLEY,  IDAHO 
HIGGINBOTHAM,  CHARLES  H. ,  HASHINGTON,  DISTRICT  OF  COLUM 
HIGGINBOTHAM,  DANIEL  JOSEPH,  BALDWIN  PARK,  CALIFORNIA 
HIGGINBOTHAM,  ROBERT  HAYNE,  HINESVILLE,  GEORGIA 
HIGGINS,  CHRISTOPHER  SIMON,  NEW  YORK,  NEW  YORK 
DAVID  L,  SR,  BIRMINGHAM,  ALABAMA 
DENNIS  JOSEPH,  GIBSON  CITY,  ILLINOIS 
GARY  PATRICK,  PERTH,  AUSTRALIA 
HOWARD  STEVEN,  CEDAR  HILL,  TEXAS 
JAMES  FRANKLIN,  MACON,  GEORGIA 
JOHN  PATRICK,  NEH  YORK,  NEW  YORK 
JON  J,  LOUISVILLE,  KENTUCKY 
KENNETH  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LARRY  D.,  BOUNTIFUL,  UTAH 
MAURICE  J,  CHICAGO,  ILLINOIS 
RICHARD  L,  JACKSON,  TENNESSEE 
STEWART  LAURANCE,  LONDON,  ENGLAND 
„  HILLIAM  E,  SEAFORD,  DELAWARE 
HIGGINSON,  MICHAEL  HUGH,  NEW  YORK,  NEW  YORK 
HIGGS,  ROBERT  JOE,  ONEIDA,  TENNESSEE 
HIGGS,  RONALD  BENJAMIN,  FORT  LAUDERDALE,  FLORIDA 
HIGH,  MELVIN  C,  NORFOLK,  VIRGINIA 
HIGHT,  MARTIN  HILLIAM,  SAN  DIEGO,  CALIFORNIA 
HIGHTOHER,  ROBERT  EDWARD,  MARIETTA,  GEORGIA 
HIGNEY,  CHARLES  JOSEPH,  JR,  LOVELAND,  COLORADO 
HIGUERA,  FREDERICK  MARTIN,  YAKIMA,  WASHINGTON 
HIJAR,  ALFONSO,  EL  PASO,  TEXAS 
HIJAZIN,  TAISIR  YOSEF,  AMMAN,  JORDAN 

HILB,  THOMAS  JOSEPH,  SIERRA  VISTA,  ARIZONA  

HILBERT,  JOHN  JAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HILDE,  RICHARD  S.,  BISMARCK,  NORTH  DAKOTA 

HILDEBRAND,  GERALD  WARREN,  AUSTIN,  TEXAS 

HILDEBRAND,  ROGER  NELSON,  CINCINNATI,  OHIO 

HILDERMAN,  HALTER  CARRINGTON,  CHARLOTTE,  NORTH  CAROLINA 

HILDRETH,  CHRISTOPHER  DAVID,  MINNEAPOLIS,  MINNESOTA 

HILE,  DAVID  THOMAS,  MINNEAPOLIS,  MINNESOTA 

HILEMAN,  JAY  C. ,  HARRISBURG,  PENNSYLVANIA 

HILER,  HILLIAM  I.,  ELSMERE,  KENTUCKY 

HILGER,  DALE,  LITTLE  ROCK,  ARKANSAS 

HILL,  ANDREH  DAVID,  PHOENIX,  ARIZONA 

HILL,  BILL  G.,  TEMPE,  ARIZONA 

HILL,  CHARLES  A,  PHOENIX,  ARIZONA 

HILL,  CHARLES  EDHARD,  JR,  OKLAHOMA  CITY, 

HILL,  CHARLES  J.,  PIERRE,  SOUTH  DAKOTA 

CHESTER,  GOLDSBORO,  NORTH  CAROLINA 
CLYDE  DANIEL,  COOPER  CITY,  FLORIDA 
COLLIER  MERRITT,  TUCSON,  ARIZONA 
CURTIS  JOHN,  HOLLISTER,  CALIFORNIA 
DAN  BRADLEY,  ALBANY,  GEORGIA 
DARRELL  J,  THE  DALLES,  OREGON 
DONALD  M.,  MONROE,  LOUISIANA 
DONALD  P,  JACKSON,  MISSISSIPPI 
DOUGLAS  EDHARD,  FORT  CARSON,  COLORADO 
EARL  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
FRANCIS  P,  SAN  DIEGO,  CALIFORNIA 
GEORGE  REX,  EUREKA,  CALIFORNIA 
GERALD  L,  SR,  NEOPIT,  WISCONSIN 
GLENDON  LEROY,  GRAND  PRAIRIE,  TEXAS 
HAROLD  SEABROOK,  CHARLESTON,  SOUTH  CAROLINA 
HERBERT  EUGENE,  AMARILLO,  TEXAS 
,  HOHARD  H,  BRYAN,  TEXAS 
HILL.  HUBERT,  SINGAPORE,  SINGAPORE 
HILL   I.  FOX,  JR.,  HOLLY  HILL,  SOUTH  CAROLINA 
JACK  L,  TULSA,  OKLAHOMA 
JAMES  DHIGHT,  SALINA,  KANSAS 
JAMES  EDHARD,  ADEL,  GEORGIA 
JAMES  EDHARD,  CAMDEN,  NEW  JERSEY 
JAMES  RALPH,  EUGENE,  OREGON 
JAMES  RANDALL,  SR,  FRANKFORT,  KENTUCKY 
JIMMY,  ATLANTA,  GEORGIA 
JOE  F.,  JR.,  GREENHOOD,  MISSISSIPPI 
JOHN  J,  NEW  YORK,  NEH  YORK 
JON  ERNEST,  JUNCTION  CITY,  KANSAS 
KEITH  DAVID,  ALEXANDRIA,  KENTUCKY 
KENNETH  D,  JR,  MONTPELIER,  VERMONT 
IAHRENCE,  OTTAWA,  CANADA 

LAWRENCE  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LLOYD  E.,  QUANTICO,  VIRGINIA 


OKLAHOMA 


HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 


HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 


185 
184 

97 

86 
173 
159 

53 
115 
151 
133 
199 

74 

59 
151 
156 
125 
133 
128 
111 
113 
189 

95 
138 
154 
120 
154 
111  * 
117 

51  tt 

167 
199 
166 
132 

56  tt 
177  # 
125  tt 
171 
128  ft 
6  * 

60  # 
131 

49  # 
151 

91 
151 

99  tt 
195 
159 

33  tt 
125  * 
112 
108  tt 
150  tt 
166 
170 
114  * 
155 

89 

94 

99  tt 
191 

30 
192 
129  tt 
128 
116 

128 

106  * 

152  tt 

132 

163  tt 

139 
52  # 

127  It 

135 

114  tt 

154 

198 

165 

179 

198 

195 

130 

140 

163 

178 
97  It 

179 

173 

109 
87  It 

148 

162 

124  tt 

114 
31  tt 

186 

164 
99 
86  * 


HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 


HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 
HILL, 


FLORIDA 


HILL,  MICHAEL  FRANCIS,  FRAMINGHAM,  MASSACHUSETTS 
HILL,  MICHAEL  STEVEN,  SANTA  FE,  NEW  MEXICO 

NORMAN  K.,  CHEROKEE,  IOWA  „,,„„„ 

PARKER  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PETER  ANTHONY,  JR,  SUN  PRAIRIE,  WISCONSIN 
RALPH  HESLEY,  JR,  BLYTHEVILLE,  ARKANSAS 
RAYMOND  J.,  MIDDLETOHN,  NEW  YORK 
REX,  SALT  LAKE  CITY,  UTAH 
RICHARD  WILLIAM,  RENO,  NEVADA 
,  ROGER  LEE,  TULARE,  CALIFORNIA 
HILL,  RONNIE  ANTHONY,  NASHVILLE,  TENNESSEE 
HILL,  ROY  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ROY  H.,  BOULDER,  COLORADO 
ROY  WILLIAM,  JR,  WESTON,  CONNECTICUT 
SAMITH  CALVIN,  FORST  HILLS,  TEXAS 
STEVEN  REX,  CLEARFIELD,  UTAH 
THOMAS  ALLEN,  JASPER,  INDIANA 
THOMAS  HUGH,  SPARTANBURG,  SOUTH  CAROLINA 
TIMOTHY  J.,  SACRAMENTO,  CALIFORNIA 
,  WILLIAM  A.,  NACOGDOCHES,  TEXAS 
HILL,  WINFRED  EDMUND,  ATLANTA,  GEORGIA 
HILL,  WORTH  L.,  DURHAM,  NORTH  CAROLINA 
HILLARD,  TERRY  GLEEN,  CHICAGO,  ILLINOIS  uwM.IUT1 
HILLEARY,  JOSEPH  RAYMOND,  J,  ALEXANDRIA,  VIRGINIA 
HILLERY,  EDWARD  GERALD,  JR,  OCEAN  RIDGE,  FLORIDA 
HILLGAERTNER,  HILLIAM  WIER,  CAMAS,  WASHINGTON 
HILLIARD,  BARRY  V,  MIDLAND,  TEXAS 
HILLIARD,  JAMES  W,  GREENSBORO,  NORTH  CAROLINA 
HILLIARD,  SIDNEY  M.,  CHAPEL  HILL,  NORTH  CAROLINA 
HILLIS,  CHRISTOPHER  DONALD,  BAKERSFIELD,  CALIFORNIA 
HILLMAN,  ERIC  DEWAYNE,  HOUSTON,  TEXAS  ir_ixi 
HILLMAN,  ERNEST  NOEL,  PLACERVILLE,  CALIFORNIA 
HILONGOS,  JULIAN  AURELIO,  ELIZABETH,  NEW  JERSEY 
HILSON,  HENRY  W. ,  DOTHAN,  ALABAMA 
HILTON,  JAMES  EDWARD,  COLUMBUS,  OHIO 
HILZLEY,  WILLIAM  JOSEPH,  INDIANAPOLIS,  INDIANA 
HIMA,  TAMAS  ISTVAN,  BUDAPEST,  HUNGARY 
HIMMELSBACH,  EDWARD  FRANK,  PALM  BEACH  GARDENS, 
HIMSL,  JOSEPH  G.,  ST.  CLOUD,  MINNESOTA 
HINDERY,  LUCIAN  J.,  GAINESVILLE,  FLORIDA 
HINDMAN,  GARY  LEE,  SALINA,  KANSAS 
HINDS,  ALBERT  S,  EAST  ST.  LOUIS,  ILLINOIS 
HINDS,  CARSON  ARLANDER,  BRIDGETOWN,  BARBADOS 
HINDS,  FORNIE  W,  JR,  ANNISTON,  ALABAMA 
HINDS  RALPH  PATRICK,  TRAVERSE  CITY,  MICHIGAN 
HINES,  CHARLES  A,  ALEXANDRIA,  VIRGINIA 
HINES,  DAVID  REED,  HANOVER,  VIRGINIA 
HINES  HAROLD  GLENN,  SPARTANBURG,  SOUTH  CAROLINA 
HINES  JASON  DAVID,  CONCORD,  NEW  HAMPSHIRE 
HINES,  MARYLOU,  LOS  ANGELES,  CALIFORNIA 
HINES  ROBERT  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HINES,  WALTER  T,  CARSON  CITY,  NEVADA 
HINGSTON,  WILFORD  EVERT,  SALEM,  OREGON 
HINIG,  DAVID  HOHARD,  ARCADIA,  CALIFORNIA 
HINKLE,  DALE  LEROY,  MODESTO,  CALIFORNIA 
HINKLE,  DARREL  R.,  MESOUITE,  TEXAS 
HINKLE,  WILLIAM  RAY,  LOS  ANGELES,  CALIFORNIA 
HINKSON  JULIO,  ALFREDO,  PANAMA  CITY,  PANAMA 
HINMAN,  CHARLES  E.,  GREENVILLE,  NORTH  CAROLINA 
HINSDALE,  DARIEL  D. ,  LIBERAL,  KANSAS 
HINSHAW,  ROBERT  LLOYD,  WICHITA,  KANSAS 
HTNSON  ROYACE  B..  ALBANY,  GEORGIA 

HINSON  WILLIAM  EDGAR?  WINSTON-SALEM,  NORTH  CAROLINA 
HINSZ,  NORMAN,  GRAND  FORKS,  NORTH  DAKOTA 
HINTON,  ALVIN  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BRAD  R.,  BESSEMER,  ALABAMA 
DAN  WILLIAM,  SIKESTON,  MISSOURI 
JAMES  M,  LAKE  JACKSON,  TEXAS   iuoc.uTDlr 
,  JERRY  ALLEN,  PORTSMOUTH,  NEH  HAMPSHIRE 
HINTZ,  THOMAS  GREGORY,  MISSOULA,  MONTANA 
HINZ,  DEAN  ELDRED,  LEAVENWORTH,  KANSAS 
HINZ  THOMAS  JOHN,  GREEN  BAY,  WISCONSIN 
HIRD,  HARRY  W. ,  NORTH  OLMSTED,  OHIO 
HIRES,  WAYNE  DENNIS,  THOROFARE,  NEW  JERSEY 
HIRONiMUS,  THEODORE  LEE,  LAKE  FOREST,  ILLINOIS 
HIRSCH,  ROBERT  E,  GREELEY,  COLORADO 
HIRSCH,  STEVEN  ALLEN,  CHICAGO,  ILLINOIS 
HIRST,  KARL  RICHARD,  OREM,  UTAH        UTCcnlIDT 
HIRTER,  GOTTFRIED  MICHAEL,  ST.  JOSEPH  MISSOURI 
HISER,  ROBERT  MICHAEL,  FORT  GORDON,  GEORGIA 
HISLOP,  MICHAEL  RANDY,  EUREKA,  CALIFORNIA 
HITCHCOCK,  LANNY  KIM,  HOUSTON,  TEXAS  „ 
HITCHENS,  WILLIAM  W,  JR,  STATESBORO,  GEORGIA 
HITCHUK,  HALTER,  BENSONVILLE,  ILLINOIS 
HITT.  BOBBY  LEE,  LAS  VEGAS,  NEVADA 
HITZEL,  CHARLES  FRANK,  IV,  NORTH  KINGSVILLE,  OHIO 
HIVELY,  LARRY  G,  SPOKANE,  WASHINGTON 
HIXON,  FRANK  STEVEN,  CLEVELAND  TENNESSEE 
HJEMVICK,  SIGURD  JOHN,  JR,  EAGLE  RIVER,  ILLINOIS 
HJORTH,  VERNON  J,  MADISON,  NEBRASKA 
HLADKY,  DELANO  B,  GILLETTE,  WYOMING 
HNILICA,  RONALD  D,  LIVONIA,  MICHIGAN 
HO.  KUANG  YU,  TAIPEI,  REPUBLIC  OF  CHINA 
HOADLEY,  A  JOHN,  VANCOUVER,  CANADA 
HOAGLIN,  HAROLD  L,  ALBION,  MICHIGAN 
HOARE,  PERCY  ALAN,  VANCOUVER,  CANADA 

BILLY  LELAND,  LINCOLN,  NEBRASKA 
FLOYD,  GOLDSBORO,  NORTH  CAROLINA 
HARRY  J,  JR,  GLYNCO,  GEORGIA 
HOWARD  LEROY,  GULFPORT,  MISSISSIPPI 


HINTON, 
HINTON, 
HINTON, 
HINTON, 


HOBBS, 
HOBBS, 
HOBBS, 
HOBBS, 


PAGE 


60 


OBBS,  JAMES  JOSEPH,  JR  -  HOLTHUS,  GEORGE  DEVERE 


HOBBS,  JAMES  JOSEPH,  JR,  TUCSON,  ARIZONA 

HOBBS,  L  DHAYNE,  FOREST  PARK,  GEORGIA 

HOBBS,  ROBERT,  EASTON,  MARYLAND 

HOBERT,  HAROLD  E,  MARTINEZ,  CALIFORNIA 

HOBSON,  HARRY,  SANTA  BARBARA,  CALIFORNIA 

HOBSON,  MARION  B,  LITTLETON,  COLORADO 

HOBSON,  NORMAN  HAROLD,  TORONTO,  CANADA 

HOBSON,  WILLIAM  F.,  CUMBERLAND,  RHODE  ISLAND 

HOBZA,  DELHIN  H. ,  MOSCOH,  IDAHO 

HOCEVAR,  EDWARD,  CLEVELAND,  OHIO 

HOCHSTRASSER,  ROBIN  W,  SPRINGBORO,  OHIO 

HOCKADAY,  EDMUND  I.,  JEFFERSON  CITY,  MISSOURI 

HOCKEMA,  WILBUR  L,  CORVALLIS,  OREGON 

HOCKER,  ELWOOD  CARLTON,  JR,  LANCASTER,  PENNSYLVANIA 

HODAPP,  PHILIP  HENRY,  MANKATO,  MINNESOTA 

HODERMANN,  GERD  JURGEN,  FOX  POINT,  WISCONSIN 

HODGE,  BOBBY  G,  BLOUNTVILLE,  TENNESSEE 

HODGE,  CLIFFORD  A,  POPLAR  BLUFF,  MISSOURI 

HODGE,  DAVID  D,  FLORENCE,  SOUTH  CAROLINA 

HODGE,  JENS  E,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 

HODGE,  ROBERT  MIDDLEBROOK,  TWIN  FALLS,  IDAHO 

HODGE,  SAM  KITTRELL,  JR,  GREENWOOD,  MISSISSIPPI 

HODGE,  THOMAS  RAY,  TEXARKANA,  TEXAS 

HODGES,  CHARLES  R. ,  OXFORD,  ALABAMA 

HODGES,  CHARLES  W. ,  PHOENIX,  ARIZONA 

HODGES,  DANIEL  RICHMOND,  LADUE,  MISSOURI 

HODGES,  JAMES  D,  REFUGIO,  TEXAS 

HODGES,  JOHN  JOSEPH,  JR,  HAWTHORNE,  NEW  YORK 

HODGES,  LAWRENCE  E.,  GARDEN  GROVE,  CALIFORNIA 

HODGES,  OLLIE  RAY,  HOUSTON,  TEXAS 

HODGES,  STEPHEN  WARREN,  TREMONTON,  UTAH 

HODGES,  THOMAS  C,  PALATKA,  FLORIDA 

HODGES,  WYLLIE  BRYANT,  JACKSONVILLE,  FLORIDA 

HODGSON,  LINDA  KAY,  PINE  BLUFF,  ARKANSAS 

HODGSON,  TAM  KEITH,  BAKERSFIELD,  CALIFORNIA 

HODNETT,  BOBBY  G,  ATLANTA,  GEORGIA 

HODORSKI,  GARY  WAYNE,  BROOKFIELD,  WISCONSIN 

HODSHIRE,  FRANK  LEE,  EAST  MOLINE,  ILLINOIS 

HODSON,  CLAY  W,  RIVERSIDE,  CALIFORNIA 

HODSON,  FREMONT  BYRON,  III,  KILLEEN,  TEXAS 

HODSON,  JOHN  W,  SALT  LAKE  CITY,  UTAH 

HOECHERL,  DENNIS  MICHAEL,  BARTOW,  FLORIDA 

HOECKER,  TERRY  LYNN,  GALVESTON,  TEXAS 

HOEFEL,  THOMAS  KEITH,  BURBANK,  CALIFORNIA 

HOEFNER,  KENNETH  ALDON,  BILLINGS,  MONTANA 

HOEHNE,  KEITH  D,  EUREKA,  NEVADA 

HOEKWATER,  GERALD  J,  CARNESVILLE,  GEORGIA 

HOELBINGER,  CRAIG  WAYNE,  WOODBURY,  NEW  JERSEY 

HOEVELER,  HANS  J,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMAN 

HOEY,  GERALD  R,  MONTROSE,  COLORADO 

HOFBAUER,  FRIEDRICH  WALTER,  VIENNA,  AUSTRIA 

HOFER,  BERTRAM,  HINNELLIE,  AUSTRALIA 

HOFF,  WILLIAM  ROBERT,  LIVONIA,  MICHIGAN 

HOFFER,  JAMES  ALAN,  HUDSON,  OHIO 

HOFFMAN,  CLARENCE  H. ,  NORTH  KANSAS  CITY,  MISSOURI 

HOFFMAN,  DAVID  MARTIN,  ANCHORAGE,  ALASKA 

HOFFMAN,  DONALD  R,  AUSTIN,  MINNESOTA 

HOFFMAN,  GARTH  L.,  SEATTLE,  WASHINGTON 

HOFFMAN,  HOWARD  J,  JEFFERSON  CITY,  MISSOURI 

HOFFMAN,  JAMES  DOUGLAS,  CANANDAIGUA,  NEW  YORK 

HOFFMAN,  JOHN  DALE,  NASHVILLE,  TENNESSEE 

HOFFMAN,  KARL  EDWIN,  PEEKSKILL,  NEW  YORK 

HOFFMAN,  KEVIN  JOHN,  AMHERST,  NEW  YORK 

HOFFMAN,  LAWRENCE  A,  TOWN  OF  TONAWANDA,  NEW  YORK 

HOFFMAN,  LAWRENCE  A,  III,  TOWN  OF  TONAWANDA,  NEW  YORK 

HOFFMAN,  OTTO  J,  EL  CAMPO,  TEXAS 

HOFFMAN,  PETER  D,  BIRMINGHAM,  ALABAMA 

HOFFMAN,  ROLAND  0,  DES  MOINES,  IOWA 

HOFFMANN,  ARLEEN  MARIE,  ARLINGTON,  VIRGINIA 

HOFFMANN,  JAMES  EDMUND,  SHEBOYGAN,  WISCONSIN 

HOFFMANN,  JON  VAL,  SHEBOYGAN,  WISCONSIN 

HOFFMANN,  THOMAS  WALTER,  JEFFERSON  CITY,  MISSOURI 

HOFFMEISTER,  GORDON  K,  SARASOTA,  FLORIDA 

HOFFNER,  JOHN  ALEXANDER,  SHARON  HILL,  PENNSYLVANIA 

HOFSTAD,  DAVID  REUBEN,  ELK  RIVER,  MINNESOTA 

HOGAN,  HUBERT  CLEMENT,  PORTERVILLE,  CALIFORNIA 

HOGAN,  JAMES  K. ,  CHICAGO,  ILLINOIS 

HOGAN,  JAMES  N.,  FRANKLINVILLE,  NEW  JERSEY 

HOGAN,  JOE  RAY,  MC  ALESTER,  OKLAHOMA 

HOGAN,  MATTHEW  EDWARD,  PONTIAC,  MICHIGAN 

HOGAN,  PATRICK  JAMES,  SR,  FORT  MEADE,  MARYLAND 

HOGAN,  WILLIAM  DOUGLAS,  LOMBARD,  ILLINOIS 

HOGENSON,  ARTHUR  LOLAND,  NEW  HOPE,  MINNESOTA 

HOGG,  RICHARD  L.,  WELLSBURG,  WEST  VIRGINIA 

HOGLE,  ALBERT  FRANCIS,  SARASOTA,  FLORIDA 

HOGUE,  KENNETH  EDWARD,  FRESNO,  CALIFORNIA 

HOH,  JOHN  CHRISTOPHER,  WRIGHT-PATTERSON  AFB,  OHIO 

HOIG,  HAROLD  DAVID,  OAKLAND,  CALIFORNIA 

HOINS,  DANIEL  ELDON,  PAPILLION,  NORTH  DAKOTA 

HOJ  TIPSMARK,  KLAUS,  COPENHAGEN,  DENMARK 

HOKE,  ANTHONY  THOMAS,  LARKSPUR,  CALIFORNIA 

HOKE,  MICHAEL  DAVID,  RALEIGH,  NORTH  CAROLINA 

HOKE,  MICHAEL  WALTER,  CHICAGO,  ILLINOIS 

HOLBERT,  THOMAS  WILLIAM,  III,  CHICAGO,  ILLINOIS 

HOLBROOK,  TERRELL  LEE,  ROANOKE,  VIRGINIA 

HOLCOMB,  DHIGHT  ALLEN,  UPPER  ARLINGTON,  OHIO 

HOLCOMB,  JOHNNIE  M,  COVINGTON,  LOUISIANA 

HOLCOMB,  OWEN  B,  MEMPHIS,  TENNESSEE 

HOLDEN,  JOSEPH  GERALD,  ANNISTON,  ALABAMA 

HOLDEN,  JOSEPH  GRANT,  HOUSTON,  TEXAS 
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HOLDEN, 
HOLDEN, 
HOLDER, 
HOLDER, 
HOLDER, 


HOLLAND, 
HOLLAND, 


HOLLAND, 
HOLLAND, 
HOLLAND, 
HOLLAND, 
HOLLAND, 
HOLLAND, 
HOLLAND, 


RICHARD  ARLEN,  NASSAU  BAY,  TEXAS 
RONALD  SIDNEY,  BISMARCK,  NORTH  DAKOTA 
JAMES  ROBERT,  NEH  BRAUNFELS,  TEXAS 
JIMMY  H,  HUNTSVILLE,  ALABAMA 
NOLAN  DEMPSEY,  LAHRENCEBURG,  TENNESSEE 
HOLDRIDGE,  DONALD  J,  ALBANY,  NEW  YORK 
HOLEM,  JAMES  B.,  NORTHBROOK,  ILLINOIS 

HOLGUIN,  ARTHUR  BENJAMIN,  III,  ALBUQUERQUE,  NEW  MEXICO 
HOLIDAY,  DERRICK  EDDISON,  WILLEMSTAD,  CURACAO 
HOLIFIELD,  ROBERT  W. ,  SOLDOTNA,  ALASKA 
HOLIHAN,  JOHN  B.,  ALEXANDRIA,  VIRGINIA 
HOLKO,  RONALD  N.,  FARMINGTON,  MICHIGAN 
HOLL,  STEPHEN  LEE,  ARLINGTON,  VIRGINIA 
HOLLADAY,  CHARLES  EDGAR,  LITTLE  ROCK,  ARKANSAS 
DAVID  WAYNE,  RICHMOND,  VIRGINIA 
DHAIN  0,  ABERDEEN,  SOUTH  DAKOTA 
HOLLAND,  GERALD  LEE,  GRETNA,  LOUISIANA 
HOLLAND,  HARLESS  BRADFORD,  BATON  ROUGE,  LOUISIANA 
HOLLAND,  JEREMIAH  P.,  SR.,  OCALA,  FLORIDA 
JOHN  F.,  URBANA,  OHIO 
JOHN  UHL,  NUTLEY,  NEW  JERSEY 
LAWRENCE  HOWARD,  WIXOM,  MICHIGAN 
MAYNARD  A,  CEDAR  FALLS,  IOWA 
STEVEN  DEAN,  SEYMOUR,  INDIANA 
THOMAS  WAYNE,  MAPLEWOOD,  MISSOURI 
WILLIAM  R.,  Ill,  FRANKLIN  LAKES,  NEW  JERSEY 
HOLLAR,  RICHARD  HUGH,  LAMAR,  COLORADO 
HOLLEN,  DONALD  M,  SANTA  CRUZ,  CALIFORNIA 
HOLLENBECK,  DAVID  BRUCE,  LAS  VEGAS,  NEVADA 
HOLLENBECK,  DORINDA  ANN,  LAS  VEGAS,  NEVADA 
HOLLEY,  BRENDA  ELIZABETH,  WASHINGTON,  DISTRICT  OF  COLUM 
HOLLEY,  JOHNNY  L.,  NORTH  LITTLE  ROCK,  ARKANSAS 
HOLLEY,  WATSON  H. ,  JR,  ATLANTA,  GEORGIA 
HOLLIDGE,  FREDERICK  ALBERT,  NIAGARA  FALLS,  CANADA 
HOLLIFIELD,  CARLOS  RAY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
HOLLIGAN,  FREDERICK  JEROME,  DELMAR,  NEW  YORK 
HOLLINGSEAD,  GREGORY  ALLAN,  HURLBURT  AFB,  FLORIDA 
HOLLINGSWORTH,  KENNETH  L,  INDIANAPOLIS,  INDIANA 
HOLLINGSWORTH,  ROBERT  EUGENE,  JACKSON,  MISSISSIPPI 
HOLLINRAKE,  MICHAEL  JOHN,  KENTWOOD,  MICHIGAN 
HOLLIS,  CHARLES  H. ,  AMARILLO,  TEXAS 
HOLLIS,  TERRY  WAYNE,  SOMERTON,  ARIZONA 
HOLLOMAN,  HOWARD  GLENN,  FLORENCE,  SOUTH  CAROLINA 
AUBREY  NEIL,  SACRAMENTO,  CALIFORNIA 
AUDIE  EDWARD,  ANCHORAGE,  ALASKA 
BRUCE  ANTHONY,  BOSTON,  MASSACHUSETTS 
BYRON  ALLEN,  BELLAIRE,  TEXAS 
DAVID  WILLIAM,  HONG  KONG,  HONG  KONG 
JOHN  RAYMOND,  STATESBORO,  GEORGIA 
LAWRENCE,  WELLSTON,  MONTANA 
RANDY  ALLEN,  FORT  MCPHERSON,  GEORGIA 
ROY  DOUGLAS,  BRANDON,  MISSISSIPPI 
PERRY  WAYNE,  INDIANAPOLIS,  INDIANA 
HOLLOWELL,  WILLIAM  I,  JR,  INDIANOLA,  MISSISSIPPI 
HOLLWEDEL,  ROBIN  JAY,  ESSEX,  VERMONT 
HOLMAN,  ELBERT  HOYT,  JR,  STOCKTON,  CALIFORNIA 
HOLMAN,  FRANKLIN  ALFONSO,  WINSTON-SALEM,  NORTH  CAROLINA 
HOLMAN,  JOHN  HAYES,  SEATTLE,  WASHINGTON 
HOLMAN,  PATRICIA  ANN,  INDIANAPOLIS,  INDIANA 
HOLMBERG,  JOSEPH  ANTHONY,  HOLLIDAYSBURG,  PENNSYLVANIA 
HOLMES,  ALICE  MARIE,  PORTSMOUTH,  VIRGINIA 

BENJAMIN  JOSEPH,  JR,  WASHINGTON,  DISTRICT  OF  CO 
DENNIS  CARL,  MILPITAS,  CALIFORNIA 
DENNIS  KEITH,  SAULT  SAINTE  MARIE,  MICHIGAN 
IAN  STUART,  SR,  SOUTHGATE,  MICHIGAN 
JAMES  DISNEY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JEFFRY  ROBERT,  WALDEN,  NEW  YORK 
LEE  ROY,  ROHNERT  PARK,  CALIFORNIA 
PATRICIA  ANN,  AUSTIN,  TEXAS 
RAY  M.,  JONESBORO,  ARKANSAS 
ROBERT  WILLIAM,  EDMOND,  OKLAHOMA 
SPENCER  ALLEN,  CHICAGO,  ILLINOIS 
STEVE  SANFORD,  LUBBOCK,  TEXAS 
SYLVESTER  A.,  MC  KEESPORT,  PENNSYLVANIA 
HOLMQUIST,  MERLIN  L.,  BOCA  RATON,  FLORIDA 
HOLPER,  MICHAEL  PAUL,  FORT  MEADE,  MARYLAND 
HOLSAPPLE,  HAROLD  L,  DECATUR,  ILLINOIS 
HOLSAPPLE,  MICHAEL  EUGENE,  KOKOMO,  INDIANA 
HOLSBERRY,  RAYMOND  DALE,  HENDERSONVILLE,  TENNESSEE 
HOLST,  GILES  BULLOCH,  BEAUMONT,  TEXAS 
HOLT,  BRADFORD  CLEVELAND,  OKLAHOMA  CITY,  OKLAHOMA 
CHARLES  A,  JR,  WOOSTER,  OHIO 
GARY  LYNN,  FORT  MC  CLELLAN,  ALABAMA 
GARY  HAYNE,  PISMO  BEACH,  CALIFORNIA 
J.  W.,  OKLAHOMA  CITY,  OKLAHOMA 
JACK  LEE,  LOS  ANGELES,  CALIFORNIA 
JEFFREY  THOMAS,  DYERSBURG,  TENNESSEE 
JOHN  CHRYSLER,  JR,  DALLAS,  TEXAS 
LYNN  M.,  MARIETTA,  GEORGIA 
MARION  RONALD,  TUSCALOOSA,  ALABAMA 
RICHARD  MICHAEL,  COOKEVILLE,  TENNESSEE 
ROBERT  HENRY,  INDIANAPOLIS,  INDIANA 
ROBERT  MICHAEL,  KENT,  WASHINGTON 
THEODORE  E. ,  JR.,  BAINBRIDGE,  OHIO 
TIMOTHY  OLEN,  FORT  BRAGG,  NORTH  CAROLINA 
WILLIAM  C,  III,  SPRINGFIELD,  TENNESSEE 
DALE  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HOLTER,  RICHARD  WAYNE,  NORFOLK,  NEBRASKA 
HOLTHOF,  LUBBERT  KORNELIS,  GRONINGEN,  NETHERLANDS 
HOLTHUS,  GEORGE  DEVERE,  GERING,  NEBRASKA 


HOLLOWAY, 
HOLLOWAY, 
HOLLOWAY, 
HOLLOHAY, 
HOLLOWAY, 
HOLLOWAY, 
HOLLOWAY, 
HOLLOWAY, 
HOLLOHAY, 
HOLLOWELL, 


HOLMES, 
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HOLMES, 
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HOLTON,  GEORGE  HATT  -  HOHELL,  VINCENT  H 
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HOLTON,  GEORGE  HATT,  LONG  BEACH,  CALIFORNIA 

HOLTZ,  DONALD  RAY,  COLUMBUS,  OHIO 

HOLUB,  MICHAEL  ALAN,  PALOS  PARK,  ILLINOIS 

HOLYFIELD,  BILL  F,  OKLAHOMA  CITY,  OKLAHOMA 

HOLYFIELD,  DON  P,  NORMAN,  OKLAHOMA 

HOLYFIELD!  RUSSELL  CRAIG,  MANCHESTER,  CONNECTICUT 

HOLZ,  THOMAS  LYNN,  JACKSONVILLE,  ARKANSAS 

HOLZINGER,  NORBERT  HARTHIG,  CHICAGO,  ILLINOIS 

HOLZMAN,  TERRYL  L.,  SANTA  BARBARA,  CALIFORNIA 

HOLZHORTH,  ROBERT  BIERY,  OXFORD,  OHIO 

HOMAN,  ERIC  DAVID,  FORT  MEADE,  MARYLAND 

HOMEN,  DONALD  L,  MIDDLETOHN,  RHODE  ISLAND 

HOMER,  GREGORY  CLEMENS,  SHARONVILLE,  OHIO 

HOMER   RAYMOND  EUGENE,  JR.  OKLAHOMA  CITY,  OKLAHOMA 

HOMESLEY,  ALBERT  B,  GASTONIA,  NORTH  CAROLINA 

HOMOLA,  JOHN  M,  JR,  MOUNT  PROSPECT,  ILLINOIS 

HONAKER,  RICHARD  L,  ARCADIA,  CALIFORNIA 

HONE,  MELVILLE  H.,  TORRANCE,  CALIFORNIA 

HONER,  DARCY  PEARCE,  BRAMPTON,  CANADA      „.„„,„,. 

HONEYCUTT,  JAMES  HAROLD,  HIGH  POINT,  NORTH  CAROLINA 

HONG,  NG  KIT,  SINGAPORE,  SINGAPORE 

HONMA.  KENICHI,  TOKYO,  JAPAN       „.1T1-„nuI1 

HONSAL,  HILLIAM  FREDERICK,  EUREKA,  CALIFORNIA 

HOOD,  GEORGE  DHIGHT,  COLLIERVILLE,  TENNESSEE 

HOOD,  GERALD  M,  PROSSER,  HASHINGTON 

HOOD,  JOHN  MARQUIS,  JR,  SOUTHFIELD,  MICHIGAN 

HOOD,  MALCOLM  G.,  PERRYSBURG,  OHIO 

HOOD,  MICHAEL  EUGENE,  LAS  VEGAS,  NEVADA 

HOOD   RICHARD  HAYNE,  CHARLESTON,  SOUTH  CAROLINA 

HOOD,  STEVEN  KYLE,  SALINAS,  CALIFORNIA 

HOOD,  THOMAS  SEAN,  NORTH  MIAMI,  FLORIDA 

HOOD,  TIMOTHY  THOMAS,  DOUGLAS,  HYOMING 

HOOGESTRAAT,  HILLIAM  H. ,  ANOKA,  MINNESOTA 

HOOGSTRA,  RONALD  CLARE,  HINSDALE,  ILLINOIS 

HOOKER,  CLARENCE  STEVENS,  TALLAHASSEE,  FLORIDA 

HOOKER,  ERNEST  GEORGE,  PINEHURST,  NORTH  CAROLINA 

HOOKS,  HARLEY  M,  LAUREL,  MISSISSIPPI 

HOOKS,  JAMES  G,  ATLANTA,  GEORGIA 

HOOLEY,  FRANK,  LONDON,  ENGLAND 

HOOPER,  MILTON  D.,  ROANOKE,  VIRGINIA 

HOOVER,  DAVID  M.,  CORAOPOLIS,  PENNSYLVANIA 

HOOVER,  FRANK  M,  SPRINGFIELD,  ILLINOIS 

HOOVER  GARY  EUGENE,  SR,  HAVERTOHN,  PENNSYLVANIA 

HOOVER,  JOHN  L,  BATON  ROUGE,  LOUISIANA 

JOHN  PATRICK,  JEFFERSON  CITY,  MISSOURI 
LAHRENCE  ULLMAN,  FRANKFORT,  KENTUCKY 
PAUL  RANDALL,  TALLAHASSEE,  FLORIDA 
,  ROBERT  JOSEPH,  JR,  ALBANY,  NEH  YORK 
HOOVER,  HILLIAM  J,  ANN  ARBOR,  MICHIGAN 
HOPE,  DAVID  PHILIP,  CHESTERFIELD,  VIRGINIA 
HOPE   MICHAEL  LADD,  CAMP  HILL,  PENNSYLVANIA 

HOPEHELL,  THOMAS  J,  DES  MOINES,  IOHA     

HOPKINS,  A.  LOHELL,  REDONDO  BEACH,  CALIFORNIA 
DONN  FRANCIS,  FORT  COLLINS,  COLORADO 
EARL  M.,  HYNDMOOR,  PENNSYLVANIA 
,  HERBERT  F.,  FORT  HORTH,  TEXAS 

hopkins,  hohard  e,  jr,  ballston  spa,  neh  york 
hopkins:  julius  blanchard,  fort  leavenhorth,  kansas 

HOPKINS,  LESTER  G,  BOISE,  IDAHO 
HOPPE,  MARK  PAUL,  ALGOMA,  HISCONSIN 
HOPPER,  DENNIS  LYNN,  BOULDER,  COLORADO 
HOPPER,  FREDERICK  E.,  SANTA  ANA,  CALIFORNIA 
HOPPER,  GARY  GENE,  LIVE  OAK,  TEXAS 
HOPPER,  GEORGE  T.,  CRESCENT  CITY,  CALIFORNIA 
HOPPER,  JARED  IRHIN,  SPRINGFIELD,  ILLINOIS 
HOPPER,  MICHAEL  DOUGLAS,  GOLDSBORO,  NORTH  CAROLINA 
HOPPERT,  GLENN  CARROLL,  HASHINGTON,  DISTRICT  OF  COLUMBI 
HORAN,  ALBERT  R,  SHARON,  MASSACHUSETTS 
HORAN,  SAMUEL  FREDERICK,  BENBROOK,  TEXAS 
HORAN,  TERRY  CHARLES,  SAN  JOSE,  CALIFORNIA 
HORAN   THOMAS  DOUGLAS,  GREENSBURG,  PENNSYLVANIA 
HORGAN,  DENNIS  RAYMOND,  PLEASANT  HILL,  CALIFORNIA 
HORINE   PATRICK  EDHARD,  PARRIS  ISLAND,  SOUTH  CAROLINA 
HORLACHER,  RICHARO  R.,  SALT  LAKE  CITY,  UTAH 
HORMANN,  JEFFREY  SCOTT,  FORT  BELVOIR,  VIRGINIA 
HORN,  ALBERT  J.,  SR.,  KETTERING,  OHIO 
HORN,  DENNIS  HELDON,  AMARILLO,  TEXAS 
HORN,  JOHN  MARTIN,  POMPANO  BEACH,  FLORIDA 
HORN,  VERTNA  L,  JR,  HOUSTON,  TEXAS 
HORNE,  JAMES  L,  REIDSVILLE,  GEORGIA 
HORNE,  POLLY  HINGFIELD,  TAMPA,  FLORIDA 
HORNER,  DONALD  ALLEN,  PORT  ALLEN,  LOUISIANA 
JIMMY  J,  TAVARES,  FLORIDA 
JOHN  KENNETH,  CLEVELAND,  ENGLAND 
ROGER  LEE,  SR,  CHERRY  POINT,  NORTH  CAROLINA 
TIMOTHY  VALENTINE,  NEW  YORK,  NEH  YORK 
HORNGACHER,  ROLAND,  VIENNA,  AUSTRIA 
B   HORNSBY,  H  ALLEN,  MONTGOMERY,  ALABAMA 
tt   HORNYAK,  STEPHEN  A.,  SNOH  HILL,  MARYLAND 

H0RR1GAN,  PAUL  H. ,  GARDNER,  MASSACHUSETTS 
tt   HORRIGAN,  HILLIAM  C.  ,  CLEVELAND,  OHIO  „,,  TMmlT . 
HORSLEY,  NORMAN  EDHARD,  SANTA  BARBARA,  CALIFORNIA 
HORSMAN,  JOHN  EDMUND,  HARRINGTON,  DELAHARE 
HORSTMANN,  GEERT,  ASSEN,  NETHERLANDS 
It   HORTON,  BILL  R,  BAKERSFIELD,  CALIFORNIA 
HORTON,  CHARLES  D. ,  BIRMINGHAM,  ALABAMA 
HORTON,  COLIN,  KENT,  ENGLAND 

HORTON,  DOUGLAS  HARREN,  SPARTANBURG,  SOUTH  CAROLINA 
HORTON,  JAMES  LEROY,  STOCKTON,  CALIFORNIA 
It   HORTON,  JOHN  H,  SAVANNAH,  TENNESSEE 


HOOVER, 
HOOVER, 
HOOVER, 
HOOVER, 


HOPKINS, 
HOPKINS, 
HOPKINS, 


HORNER, 
HORNER, 
HORNER, 
HORNER, 
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HORTON,  MARVIN  L.,  HACO,  TEXAS        TU„T.U. 

HORTON,  MICHAEL  LELAND,  LAHRENCEBURG,  INDIANA 

HORTY,  TIMOTHY  MICHAEL,  INDIANAPOLIS,  INDIANA 

HORVATH,  GEOFFREY  A.,  SR,  NEWAYGO,  MICHIGAN 

HORVATH,  JACK  EUGENE,  LOS  ANGELES,  CALIFORNIA 

HORVATH,  JAMES  S.,  FAIRFAX,  VIRGINIA 

HORVATH,  JEFFREY,  DOVER,  DELAHARE   /,^iw.T, 

HOSEY,  HILLIAM  THOMAS,  CARROLLTON,  GEORGIA 

HOSKING,  HALTER  MICHAEL,  LAKE  FOREST,  ILLINOIS 

HOSKINS,  CHARLES  DAVID,  BROHNSVILLE,  TEXAS 

HOSKINS,  LEHIS  LEE,  OLATHE,  KANSAS 

HOSKINS,  STEVEN  LEE,  KILLEEN,  TEXAS 

HOSLER,  THOMAS  EDWARD,  ELKHART,  INDIANA 

HOSMER,  MICHAEL  CHESTER,  BANGOR,  MAINE 

HOSMER,  WILLIAM  DANIEL,  SAN  JOSE,  CALIFORNIA 

HOSODA,  TADASHI,  TOKYO,  JAPAN      TUMAU1 

HOSTETLER,  MICHAEL  W,  BLOOMINGTON,  INDIANA 

HOSTETTER,  DON  WAYNE,  HOPEWELL,  VIRGINIA 

HOSTETTER,  RICHARD  G,  ALBUQUERQUE,  NEH  MEXICO 

HOSTIUCK,  RICHARD  GREGORY,  READING,  OHIO 

HOTCHKISS,  RONALD  DAVID,  COEUR  D  ALENE,  IDAHO 

HOTHAN,  ERIC  DOUGLAS,  NEH  YORK,  NEW  YORK 

HOTOPP,  GERALD  D,  MIAMI,  FLORIDA  ......tut. 

HOTSINPILLER,  JAMES  WILLIAM,  BRIDGEPORT,  WEST  VIRGINIA 
HOUCK,  M  WAYNE,  RUSTON,  LOUISIANA 
HOUGH,  JOHN  JOSEPH,  YAPHANK,  NEW  YORK 
HOUGHTALING,  ROBERT  L,  BEDFORD  TWP,  MICHIGAN 
HOUGHTBY,  CHARLES  E,  SPRINGFIELD,  ILLINOIS 
HOULDITCH,  GLEN  RUBLE,  MOUNTAIN  BROOK,  ALABAMA 
HOULE,  RONALD  A.,  CANTON,  NEW  YORK 
HOULIHAN,  JAMES  THOMAS,  MAYWOOD,  ILLINOIS 
HOULIHAN,  JOHN  PAUL,  ANDOVER,  MASSACHUSETTS 
HOULOOSE,  LEONARD  ANTHONY,  PAPILLION,  NEBRASKA 
HOULTON,  ROY  HINTON,  JR,  MONTGOMERY,  ALABAMA 
HOUPER,  CHARLES  DOUGLAS,  ELMIRA,  NEW  YORK 
1  HOURIGAN,  PAUL  L.,  MERIDEN,  CONNECTICUT 
HOUSE,  BOBBY  VERMONT,  MERIDIAN,  MISSISSIPPI 
HOUSE,  EDWARD  T.,  LIBERTY,  MISSOURI 
HOUSE,  JOHN,  FLORISSANT,  MISSOURI 
HOUSE,  RAMON  KENNETH,  TOPEKA,  KANSAS 
I  HOUSE,  HILLIAM  A.,  MINNEAPOLIS,  MINNESOTA 

HOUSEHOLDER,  ALLEN  JOSEPH,  FORT  HAYNE,  INDIANA 
I   HOUSEMAN,  CHARLES  J.,  MONTEREY   CALIFORNIA 
I  HOUSENFLUCK,  EARL  L,  HASHINGTON   DISTRICT  OF  COLUMBIA 
t   HOUSENGA,  RICHARD  D.,  HOUGHTON  LAKE,  MICHIGAN 
HOUSER,  BILLY  LEE,  FORT  RICHARDSON,  ALASKA 
HOUSER,  DANIEL  N.,  OAKLYN,  NEH  JERSEY 
t   HOUSER,  ROBERT  P,  FARMINGTON,  NEH  MEXICO 
HOUSEWRIGHT,  MATRICIA  JOAN,  DENTON   TEXAS 
HOUSTON,  JIMMY  R,  SR,  FLOWOOD,  MISSISSIPPI 
HOVANEC,  ANTHONY  FRANCIS,  BEAVER,  PENNSYLVANIA 
HOVENCAMP,  JAMES  EDWARD,  BLOOMFIELD,  CONNECTICUT 
I   HOVEY,  GEORGE  DICKSON,  ERIE,  OHIO    „.,-,._,,„.. 
HOVING,  GARY  LLOYD,  SAN  LUIS  OBISPO,  CALIFORNIA 
HOVIOUS,  MICHAEL  LEE,  DANVILLE,  INDIANA 
HOVSEPIAN,  STEVEN  LEROY,  TORRANCE,  CALIFORNIA 
9   HOWARD,  CHARLES  A.,  KLAMATH  FALLS,  OREGON 

HOWARD,  CLIFTON  FLOYD,  JR,  SALEM,  NEW  YORK 
tt   HOHARD,  CLYDE,  A,  ODESSA,  TEXAS 
HOHARD,  DALE,  ELMORE,  ALABAMA 
DANA  JOE,  TIFFIN,  OHIO 
DEBRA  LYNN,  PHOENIX,  ARIZONA 
DONALD  STEPHEN,  FORT  SMITH,  ARKANSAS 
EARL  K.,  EUFAULA,  ALABAMA 
,  EUGENE  JOSEPH,  SLIDELL,  LOUISIANA 
HOHARD,  GEORGE  HILLIAM,  PHOENIX   ARIZONA 
HOHARD,  GILBERT  IRWIN,  SALT  LAKE  CITY,  UTAH 
HOWARD,  GREGORY  GAINES,  LEXINGTON,  KENTUCKY 
HOWARD,  JAMES  B,  BATON  ROUGE,  LOUISIANA 
HOWARD,  KENNETH  MARK,  ALEXANDRIA  VIRGINIA 
HOWARD  MICHAEL  EDWARD,  ANNAPOLIS,  MARYLAND 
HOWARD,  MILFORD  EUGENE,  COPPERAS  COVE,  TEXAS 
HOWARD  MITCHELL  WAYNE,  INDEPENDENCE,  CALIFORNIA 
HOHARD,  ROBERT  GIDEON,  JR,  SEARCY,  ARKANSAS 
HOWARD,  WILLIAM,  PINE  BLUFF,  ARKANSAS         „„Y 
HOHARD,  WILLIAM  GUTHRIE,  JR.  LOUISVILLE,  KENTUCKY 
HOHARD,  HILLIAM  RANDOLPH,  AMERICUS,  GEORGIA 
HOHARTH,  THEODORE  JOHN,  JR,  GLOUCESTER,  NEW  JERSEY 
HOWATT,  ROBERT  LAWRENCE,  PEEKSKILL,  NEW  YORK 
HOHE,  BRUCE  C,  GRAND  BLANC,  MICHIGAN   „.,-.-.. 
HOWE   JACK  S.;  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HOWE,  JOHN  G,  FORT  MEADE,  MARYLAND 
HOWE   KENNETH  CALVIN,  ENGLEWOOD,  OHIO 
HOWE,  MERLIN  E.,  LINCOLN,  NEBRASKA        „„111UD,A 
ROBERT  RAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
STEVEN  ALLEN,  AVON,  CONNECTICUT 
WILLIAM  LESTER,  RIVERSIDE,  CALIFORNIA 
HOWELL,  CLARENCE  WILLIAM,  HILLSBORO,  OREGON 
HOHELL.  CLAUDUS  ROSCOE ,  MONTGOMERY,  ALABAMA 
HOWELL,  GROVER  D,  NEW  YORK,  NEW  YORK 
HOWELL   HENRY  STOKES,  J".  MISSOURI  CITY,  TEXAS 
HOWELL,  JAMES  MICHAEL,  SUFFOLK,  VIRGINIA 
HOWELL,  JOHN,  SALINA,  KANSAS      .D„.UCA)- 
HOWELL   JOHN  EMMETT,  PINE  BLUFF,  ARKANSAS 
HOWELL,  JOHN  P.,  SELMA,  ALABAMA 
HOWELL,  MARX  R,  AUSTIN,  TEXAS 
HOWELL,  NANCY  LYNN,  PATCHOGUE,  NEW  YORK 
HOWELL   ROBERT  FRED,  CLEVELAND,  OHIO 
HOWELL,  ROY  D. ,  HALEYVILLE,  ALABAMA 
HOWELL,  VINCENT  M,  JACKSONVILLE,  FLORIDA 


HOWARD, 
HOWARD, 
HOHARD, 
HOHARD, 
HOHARD, 


HOWE, 
HOWE, 
HOWE, 
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WHELL,  NILLIAM  E  -  HUNTER,  DAVID  LEONARD 
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HOHELL,  HILLIAM  E,  MOBILE,  ALABAMA 

HOHELL,  WILLIAM  EDWIN,  SAN  DIEGO,  CALIFORNIA 

HOWELLS,  DAVID  M,  JR,  ALLENTOWN,  PENNSYLVANIA 

HOWELLS,  DAVID  M,  SR,  ALLENTOWN,  PENNSYLVANIA 

HOWENSTEIN,  GEORGE  A,  JR,  SAN  RAFAEL,  CALIFORNIA 

HOWER,  SAMUEL  H.  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOHERTON,  CHARLES  W. ,  DANVILLE,  VIRGINIA 

HOWERTON,  JAMES  V.,  BRENTWOOD,  MISSOURI 

HOWES,  ALFRED  A,  AUGUSTA,  MAINE 

HOWES,  GEORGE  WARREN,  ROCKVILLE,  MARYLAND 

HOHETT,  EDWARD  ROGERS,  MIAMI,  FLORIDA 

HOHEY,  BRUCE,  WARRENSBURG,  MISSOURI 

HOHINGTON,  JACK  R,  DECATUR,  GEORGIA 

HOHLAND,  LERON  ROY,  SALEM,  OREGON 

HOWLETT-BOLTON,  ANTHONY  C,  SULHAMSTEAD,  ENGLAND 

HOHLETT,  ROBERT  JOSEPH,  SPRINGFIELD,  ILLINOIS 

HOWSE,  ROBERT  WALTER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HOHZE,  GEORGE  C,  BIRMINGHAM,  ALABAMA 

HOY,  ARTHUR  A.,  LOVELAND,  COLORADO 

HOY,  PAUL  E.,  BROCKPORT,  NEW  YORK 

HOY,  VERNON  L,  PHOENIX,  ARIZONA 

HOYOS,  SALVADOR  VILLA,  LOS  ANGELES,  CALIFORNIA 

HOYT,  DOUGLAS  SNELL,  MONTPELIER,  VERMONT 

HOYT,  JOHN  LLEWELLYN,  LAKEWOOD,  OHIO 

HOYT,  RICHARD  LORRAINE,  JR,  FAYETTEVILLE,  ARKANSAS 

HOYT,  WENDELL,  ST  GEORGE,  UTAH 

HRAPCHAK,  PAUL  GEORGE,  JR,  ROCKVILLE,  MARYLAND 

HRBAL,  JUAN  JOSE,  MONTEVIDEO,  URUGUAY 

HRODEY,  ROBERT  THOMAS,  WOODSTOCK,  ILLINOIS 

HROMADKA,  PAUL  ANTHONY,  LAKE  JACKSON,  TEXAS 

HRVATIN,  WILLIAM  D,  HOT  SPRINGS,  ARKANSAS 

HUBACH,  JAY  H. ,  BAY  VILLAGE,  OHIO 

HUBBARD,  GEORGE  A,  ROANOKE,  VIRGINIA 

HUBBARD,  GORDON  KEITH,  OXNARD,  CALIFORNIA 

HUBBARD,  JERRY  WAYNE,  WEST  MEMPHIS,  ARKANSAS 

HUBBARD,  LEROY  ALBERT,  ATHERTON,  CALIFORNIA 

HUBBARD,  RANDY  D,  NEW  ALBANY,  INDIANA 

HUBBARD,  RONALD  E,  ROSSVILLE,  GEORGIA 

HUBBARD,  VINCENT,  WHITERIVER,  ARIZONA 

HUBBELL,  JOHN,  JR,  AKRON,  OHIO 

HUBBELL,  ROBERT  HOWARD,  REDDING,  CALIFORNIA 

HUBBS,  JEROME  LEE,  INDIANAPOLIS,  INDIANA 

HUBER,  JAMES  EDWARD,  SAN  JOSE,  CALIFORNIA 

HUBER,  JEFFRY  STEVEN,  FORT  BELVOIR,  VIRGINIA 

HUBER,  THEODORE  H,  JR,  BOZEMAN,  MONTANA 

HUBERTUS,  CLOYD  F.,  DURANGO,  COLORADO 

HUBRICH,  SAMUEL  DOMINICK,  CANTON,  OHIO 

HUCKABEE,  JEFFERY  SCOTT,  COPPERAS  COVE,  TEXAS 

HUDA,  MUHAMMAD  NURUL,  SYLHET,  BANGLADESH 

HUDAK,  EDWARD  MICHAEL,  RAHHAY,  NEW  JERSEY 

HUDAK,  JOHN  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HUDDLESTON,  GEORGE  STEPHAN,  JONESBORO,  ARKANSAS 

HUDDLESTON,  GERALD  LYNN,  BOSSIER  CITY,  LOUISIANA 

HUDDY,  ROBERT  S,  BAY  CITY,  MICHIGAN 

,  LIHUE,  KAUAI,  HAWAII 
NATCHEZ,  MISSISSIPPI 
GRAND  RAPIDS,  MICHIGAN 
P.,  TITUSVILLE,  FLORIDA 
HUDGINS,  JAMES  LARRY,  JACKSONVILLE,  FLORIDA 
HUDGINS,  ROBERT  JAMES,  YORK,  SOUTH  CAROLINA 
HUDGINS,  VERNON  LAVOYED,  ENTERPRISE,  ALABAMA 
JOSEPH  ANDREW,  HYANNIS,  MASSACHUSETTS 
DANIEL  DEAN,  BOISE,  IDAHO 
E  KEITH,  MILFORD,  DELAWARE 
FRANK  E.,  DUMAS,  TEXAS 
JAMES  MARK,  HUNTSVILLE,  ALABAMA 
JAMES  TAYLOR,  WORTH,  ILLINOIS 
JOHN  ALFRED,  CARBONDALE,  ILLINOIS 
L  PAUL,  FORT  CARSON,  COLORADO 
NORMAN  JACKSON,  SOUTH  HILL,  VIRGINIA 
PHILLIP  R,  MADEIRA,  OHIO 
STANLEY  DHAYNE,  LAKEPORT,  CALIFORNIA 
TERRY,  RICHMOND,  CALIFORNIA 
WILLIAM  T.,  PARKVILLE,  MISSOURI 
HUERTA  REYES,  JOSE  L,  MONTERREY,  MEXICO 
HUEY,  JAMES  LEE,  MOBILE,  ALABAMA 
HUFF,  ARCHIE  W. ,  KLAMATH  FALLS,  OREGON 
HUFF,  CONSTANCE  YVONNE,  FORT  MEADE,  MARYLAND 
HUFF,  GARY  DANA,  SAN  BERNARDINO,  CALIFORNIA 
HUFF,  JAMES  ARTHUR,  WARRENSBURG,  MISSOURI 
TIMOTHY  G,  SACRAMENTO,  CALIFORNIA 

BOBBIE  W.,  SR.,  WASHINGTON,  DISTRICT  OF  COLUMB 
CHESTER  V,  JR,  AUGUSTA,  GEORGIA 
HARRIS  HERMAN,  JR,  SELMA,  ALABAMA 
JAMES  LEE,  YUKON,  OKLAHOMA 
JAMES  W,  TROY,  OHIO 
L  RAY,  LUBBOCK,  TEXAS 
NEVERETTE  L,  NASHVILLE,  TENNESSEE 
PAUL  M,  CINCINNATI,  OHIO 
YALE  B.,  JR.,  DENVER,  COLORADO 
DENNIS  GARVER,  CHESTERFIELD,  MISSOURI 
HUFNAGEL,  ANTHONY  A,  ST  JOHNS,  MICHIGAN 
HUGG,  ALFRED,  EBENSBURG,  PENNSYLVANIA 
HUGGINS,  DONALD  EUGENE,  SELMER,  TENNESSEE 
HUGGINS,  LARRY  STEPHEN,  SPRINGFIELD,  ILLINOIS 
HUGGINS,  LEWIS  D.,  JR.,  WILLIAMSTOWN,  WEST  VIRGINIA 
HUGGINS,  MICHAEL  WAYNE,  RICHMOND,  VIRGINIA 
HUGGINS,  RUTHAN  DWAYNE,  BISHOPVILLE,  SOUTH  CAROLINA 
HUGGINS,  WILLIAM  BRUCE,  MONTGOMERY,  ALABAMA 
HUGHES,  BILLIE  T,  MCCOMB,  MISSISSIPPI 


HUDDY,  WILLIAM  L. 
HUDE,  JOHN,  III, 
HUDENKO,  WALTER, 
HUDEPOHL,  JEROME 


HUDICK, 
HUDSON, 
HUDSON , 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 
HUDSON, 


HUFF, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFMAN, 

HUFFORD, 
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HUGHES,  CHESTER  E,  HONOLULU,  HAWAII 

HUGHES,  DANIEL  CLEARY,  CUDAHY,  WISCONSIN 

HUGHES,  DANIEL  GEORGE,  MADISON,  WISCONSIN 

HUGHES,  DANIEL  RICHARD,  SPRINGFIELD,  ILLINOIS 

HUGHES,  DANIEL  THOMAS,  SHAKOPEE,  MINNESOTA 

HUGHES,  DAVID  ALLAN,  BROOKLYN  PARK,  MINNESOTA 

HUGHES,  DONALD  MILLARD,  HENDERSON,  KENTUCKY 

HUGHES,  FRANK  VINCENT,  EAST  LANSING,  MICHIGAN 

HUGHES,  HERBERT  H. ,  EL  CENTRO,  CALIFORNIA 

HUGHES,  JIMMY  FRANKLIN,  YOUNGSTOHN,  OHIO 

HUGHES,  JOE  KEITH,  HOUSTON,  TEXAS 

HUGHES,  JOHN  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HUGHES,  JOHNNY  LEWIS,  PIKESVILLE,  MARYLAND 

HUGHES,  KENNETH  DARVIN,  FOREST  PARK,  OHIO 

HUGHES,  LEONARD  JOHN,  BRAMPTON,  CANADA 

HUGHES,  MITCHELL  R. ,  BASTROP,  LOUISIANA 

HUGHES,  PAUL  FREDERICK,  MEADOWS,  TEXAS 

HUGHES,  ROBERT  FRANCIS,  NEW  YORK,  NEW  YORK 

HUGHES,  ROY  0.,  MISSOULA,  MONTANA 

HUGHES,  THOMAS  EDWARD,  NEWPORT,  RHODE  ISLAND 

HUGHES,  WILLIAM,  MEMPHIS,  TENNESSEE 

HUGHES,  WILLIAM  JOHN,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

HUGHES,  WILLIAM  MICHAEL,  JR,  HAMPTON  BAYS,  NEW  YORK 

HUGO,  TERRENCE  EUGENE,  ESSEXVILLE,  MICHIGAN 

HUGULEY,  MARK  WHITE,  COLUMBIA,  SOUTH  CAROLINA 

HUH,  JOON-YOUNG,  SEOUL,  KOREA 

HUI,  JOHN  CHIU-YIN,  HONG  KONG,  HONG  KONG 

HUIJSER  VAN  REENEN,  GERARD,  AMSTERDAM,  NETHERLANDS 

HULAK,  MICHAEL  GEORGE,  MONTGOMERY,  ALABAMA 

HULGIN,  RAYMOND  W,  CINCINNATI,  OHIO 

HULIT,  GEORGE  RALPH,  ST  HELENS,  OREGON 

HULL,  DANIEL  DAVID,  BROOKFIELD,  ILLINOIS 

HULSEN,  JOHN,  RIVERHEAD,  NEW  YORK 

HULSEY,  CHARLES  NOLAN,  KINGSPORT,  TENNESSEE 

HULSEY,  PAUL  D,  ORANGE,  TEXAS 

HULSEY,  ROBERT  JAMES,  SAN  FRANCISCO,  CALIFORNIA 

HULSEY,  TED  R,  LONG  BEACH,  CALIFORNIA 

HULTZ,  HILLIAM  DONALD,  MEMPHIS,  TENNESSEE 

HUMBER,  ROGER  HARRISON,  MONTGOMERY,  ALABAMA 

HUMBERT,  DAVID  W,  FALLS  CHURCH,  VIRGINIA 

HUMBERT,  HARRY  LEROY,  JR,  FORT  BRAGG,  NORTH  CAROLINA 

HUME,  JULIE  ANN,  SACRAMENTO,  CALIFORNIA 

HUME,  RONALD  J.,  SAN  BERNARDINO,  CALIFORNIA 

HUME,  THOMAS,  JR,  IRVINE,  CALIFORNIA 

HUMMEL,  DOUGLAS  WARREN,  PONTIAC,  MICHIGAN 

HUMPHREY,  EDWARD  K,  JUPITER,  FLORIDA 

HUMPHREY,  FOREST  JOE,  SAN  LUIS  OBISPO,  CALIFORNIA 

HUMPHREY,  JAMES  L,  DETROIT,  MICHIGAN 

HUMPHREY,  JAMES  M,  III,  PHOENIX,  ARIZONA 

HUMPHREY,  JAMES  R. ,  CLAYTON,  MISSOURI 

HUMPHREY,  JOHN  EUGENE,  MANITOU  SPRINGS,  COLORADO 

HUMPHREY,  JOSEPH  KENT,  OGALLALA,  NEBRASKA 

HUMPHREY,  ROBERT  J.,  AKRON,  OHIO 

HUMPHREY,  ROBERT  RAYMOND,  CARSON  CITY,  NEVADA 

HUMPHREYS,  JAMES  MICHAEL,  WALLA  WALLA,  WASHINGTON 

HUMPHRIES,  EARL  MAXWELL,  JR,  GRAY,  GEORGIA 

HUNDLEY,  DONALD  LYNN,  PORTSMOUTH,  VIRGINIA 

HUNDLEY,  FRANK  FLOYD,  JR,  GREENSBORO,  NORTH  CAROLINA 

HUNDLEY,  JAMES  E.,  VIRGINIA  BEACH,  VIRGINIA 

HUNEYCUTT,  HAWELL  CRAIG,  CHARLOTTE,  NORTH  CAROLINA 

HUNGERFORD,  DALE  RICHARD,  KEARNEY,  NEBRASKA 

HUNGLER,  ROBERT  J,  CINCINNATI,  OHIO 

HUNGNESS,  DAVID  J,  JAMESTOWN,  NORTH  DAKOTA 

HUNKIN,  MALUA  M,  PAGO  PAGO,  AMERICAN  SAMOA 

HUNLEY,  MILTON  W,  NASHVILLE,  TENNESSEE 

HUNN,  JIMMY  RAY,  BENBROOK,  TEXAS 

HUNNEWELL,  WILLIAM  HOWARD,  STOUGHTON,  MASSACHUSETTS 

HUNSAKER,  HAROLD,  SHREVEPORT,  LOUISIANA 

HUNSICKER,  DENNIS,  HARRISBURG,  PENNSYLVANIA 

HUNSINGER,  DENNIS  ALAN,  CAMP  SMITH,  HAWAII 

HUNT-GIBSON,  ANNEMARIE,  EAST  LANSING,  MICHIGAN 

HUNT,  ALLEN  RICHARD,  PLACERVILLE,  CALIFORNIA 

HUNT,  CHARLES  ALBERT,  TOLEDO,  OHIO 

HUNT,  DANIEL  GREGORY,  MOORHEAD,  MINNESOTA 

HUNT,  FRANK  F.,  LEWISTON,  IDAHO 

HUNT,  FRED  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HUNT,  GEOFF,  LONDON,  ENGLAND 

HUNT,  GLENISTER  A.,  FRESNO,  CALIFORNIA 

HUNT,  HARRY  H. ,  SACRAMENTO,  CALIFORNIA 

HUNT,  JAMES  M,  MAYWOOD,  ILLINOIS 

HUNT,  JOANNE  DUFFY,  SEATTLE,  WASHINGTON 

HUNT,  JOHN  DAVID,  TRENTON,  NEW  JERSEY 

HUNT,  JOHN  E.,  WOODBURY,  NEW  JERSEY 

HUNT,  JOHN  PATRICK,  NEW  YORK,  NEW  YORK 

HUNT,  JOHN  RICHARD,  NEEDHAM,  MASSACHUSETTS 

HUNT,  LOWELL  L.,  HUNTSVILLE,  ALABAMA 

HUNT,  MARVIN  S,  NEW  YORK,  NEW  YORK 

HUNT,  RICHARD  GORDON,  AVON  LAKE,  OHIO 

HUNT,  ROBERT  E,  BOSTON,  MASSACHUSETTS 

HUNT,  ROBERT  HILLIAM,  CLEVELAND,  OHIO 

HUNT,  RONALD  EUGENE,  FREMONT,  CALIFORNIA 

HUNT,  WILLIAM  T,  PRINCE  WILLIAM,  VIRGINIA 

HUNTER,  BEVERLY  A.,  LOS  ANGELES,  CALIFORNIA 

HUNTER,  BILLY  EUGENE,  WARNER  ROBINS,  GEORGIA 

HUNTER,  CHARLES  G,  JR,  HAMPTON,  VIRGINIA 

HUNTER,  CHARLES  N.,  SURRY,  VIRGINIA 

HUNTER,  CHARLES  WILLIAM,  BOWLING  GREEN,  KENTUCKY 

HUNTER,  CLEVE  D,  COLFAX,  WASHINGTON 

HUNTER,  CRAIG  ALLEN,  ANAHEIM,  CALIFORNIA 

HUNTER,  DAVID  LEONARD,  THIBODAUX,  LOUISIANA 
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HUNTER,  DONALD  CURTIS  -  IRIZARRY,  JOSEPH 
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HURLEY, 
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HURLEY, 
HURLEY, 
HURLEY, 
HURLEY, 
HURLEY, 
HURLEY, 
HURNI, 


HUNTER,  DONALD  CURTIS,  NAPLES,  FLORIDA 

HUNTER,  ELTON  M.  ,  JR.,  HINTER  PARK,  FLORIDA 

HUNTER,  FORREST  CRAIG,  AUSTIN,  TEXAS 

HUNTER,  GEOFFREY  CARL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HUNTER,  HURSHEL  EDHARD,  PLYMOUTH,  INDIANA 

HUNTER,  JAMES  BRUCE,  HUNTINGDON  VALLEY,  PENNSYLVANIA 

HUNTER,  JERRY  MAURICE,  DALLAS,  TEXAS 

HUNTER,  JOHN  CHAPMAN,  MOUNT  VERNON,  HASHINGTON 

HUNTER,  JOHNNY  LARRIS,  NASHVILLE,  TENNESSEE 

HUNTER,  MADISON  MARCELLIS,  CHARLOTTE,  NORTH  CAROLINA 

HUNTER,  MICHAEL  JERRY,  KETCHIKAN,  ALASKA 

HUNTER,  ROBERT  BALLARD,  CONYERS,  GEORGIA 

HUNTER,  STANLEY  DEHAYNE,  STOCKTON,  CALIFORNIA 

HUNTER,  HILLIAM  LINHOOD,  HARRISBURG,  PENNSYLVANIA 

HUNTER,  HINFIELD  JOHN,  CARY,  NORTH  CAROLINA 

HUNTINGTON,  GEORGE  EARL,  JR.,  BLOOMINGTON,  INDIANA 

HUNTLEY,  HARVEY  R. ,  HURON,  SOUTH  DAKOTA 

HUNTLEY,  RICHARD  KING,  EAST  LANSING,  MICHIGAN 

HUNTON,  PATRICIA  MARIE,  SALINAS,  CALIFORNIA 

HUNTSINGER,  DONALD  R,  INDEPENDENCE,  MISSOURI 

HUNTSINGER,  EDHARD  ALAN,  CONYERS,  GEORGIA 

HUNTSMAN,  PATRICIA  ANN,  CHINO  VALLEY,  ARIZONA 

HUPP,  MICHAEL  E,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HURD,  RICHARD  HOHARD,  SUFFOLK,  VIRGINIA 

HURLBURT,  THOMAS  DYSON,  ORLANDO,  FLORIDA 

HURLEY,  CHARLES  T,  JR,  SOUTH  BEND,  INDIANA 

GRETCHEN  MARTHA,  SANTA  CRUZ,  CALIFORNIA 
JAMES  F.,  LYONS,  NEH  YORK 
JAMES  M,  ANNAPOLIS,  MARYLAND 
MICHAEL  H.,  HICKORY,  NORTH  CAROLINA 
MICHAEL  JOSEPH,  NEH  ROCHELLE,  NEW  YORK 
MICHAEL  RICHARD,  HATERFORD,  CONNECTICUT 
PAUL  SHERMAN,  LIHUE,  KAUAI,  HAHAII 
HILLIAM  H,  PIKESVILLE,  MARYLAND 
HILLIAM  THOMAS,  PUEBLO,  COLORADO 
DAVID  HILLIAM,  SIOUX  CITY,  IOHA 
HURST!  CHARLES  MICHAEL,  BEAVER,  PENNSYLVANIA 
HURST,  HORACE  ISHMAEL,  REDHOOD  CITY,  CALIFORNIA 
HURST,  LEWIS  HILLARD,  RICHMOND,  VIRGINIA 
HURST,  STEVEN  MELVIN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HURT,  EMORY  CLINTON,  JR,  OAK  PARK,  MICHIGAN 
HURT,  FRANCIS  L,  FREMONT,  NEBRASKA 
HURT,  PAUL  M.,  ALBANY,  GEORGIA 

HURTUK,  JOSEPH  MICHAEL,  WASHINGTON,  DISTRICT  OF  COLUMBI 
HUSH,  JAMES  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
HUSKISSON,  SAMUEL  D. ,  PLANTATION,  FLORIDA 
HUSS,  MONTE  LEE,  FREMONT,  OHIO 
HUSS,  RICHARD  D. ,  MINNEAPOLIS,  MINNESOTA 
HUSSAIN,  ATA,  LAHORE,  PAKISTAN 
HUSSEIN,  ADEL  ISMAIL,  CAIRO,  EGYPT 
HUSSIAN,  VIRGINIA  B.,  LOS  ANGELES,  CALIFORNIA 
HUSSONG,  GEORGE  H. ,  OUINCY,  ILLINOIS 
HUSTON,  HARNER  T.,  BEAVERCREEK,  OHIO 
HUTCHENS,  JOHN  JEHU,  PRINCE  WILLIAM,  VIRGINIA 
HUTCHENS,  LARRY  RAY,  LOS  ANGELES,  CALIFORNIA 
HUTCHENS,  MARK  THOMAS,  NASHVILLE,  TENNESSEE 
HUTCHENS,  RALPH  E,  IDAHO  FALLS,  IDAHO 
HUTCHENS,  STEPHEN  L,  KIRTLAND  AFB,  NEW  MEXICO 
HUTCHERSON,  LOUIS,  HARRISBURG,  PENNSYLVANIA 
HUTCHESON,  JOE  CLYDE,  GREEN  COVE  SPRINGS,  FLORIDA 
HUTCHESON,  LARRY  NEIL,  ELMIRA,  NEH  YORK 
HUTCHINS,  KENNETH  GORDON,  NORTHBOROUGH,  MASSACHUSETTS 
HUTCHINSON,  DOUGLAS  DUANE,  FONTANA,  CALIFORNIA 
HUTCHINSON,  GEORGE  W,  MEMPHIS,  TENNESSEE 
HUTCHINSON,  HUBERT  W. ,  SANTA  MONICA,  CALIFORNIA 
HUTCHISON,  ANDREW  E,  ANCHORAGE,  ALASKA 
HUTCHISON,  HAROLD  DAVID,  SEVIERVILLE,  TENNESSEE 
HUTCHISON,  JAMES  L,  DOVER,  DELAWARE 
HUTCHISON,  JEFFREY  DEAN,  SAN  DIEGO,  CALIFORNIA 
HUTCHISON,  STEVEN  DOUGLAS,  ALBANY,  GEORGIA 
HUTCHISON,  TIMOTHY  RAY,  KNOXVILLE,  TENNESSEE 
HUTCHISON,  HILLIAM  DAVID,  FALLS  CHURCH,  VIRGINIA 
HUTH,  DOUGLAS  HERNER,  SANFORD,  FLORIDA 
HUTLER,  THEODORE  J,  JR,  TOMS  RIVER,  NEW  JERSEY 
HUTMACHER,  TERENCE  JOSEPH,  ORANGEBURG,  NEW  YORK 
HUTSON,  FRANCIS  T,  COCOA  BEACH,  FLORIDA 
HUTSON,  LLOYD,  GEORGETOWN,  GUYANA 
HUTT,  DAVID  E,  CUMBERLAND,  MARYLAND 
HUTTING,  PATRICK  DENNIS,  CHARLOTTE,  MICHIGAN 
HUTTON,  GARY  HARREN,  LOS  ANGELES,  CALIFORNIA 
HUTTON,  JACK,  SAN  ANTONIO,  TEXAS 

HUTTON,  KENNETH  ROBERT,  HASHINGTON,  DISTRICT  OF  COLUMBI 
HUTTON,  RICHARD  LOUIS,  MENLO  PARK,  CALIFORNIA 
HUTTON,  ROBERT  G. ,  SAN  DIEGO,  CALIFORNIA 
HUTTON,  ROBERT  STEHART,  CORONADO,  CALIFORNIA 
HUTTON,  VERLIN  R. ,  ALLIANCE,  NEBRASKA 
HUTTON,  HILLIAM  MICHAEL,  OAKDALE,  MINNESOTA 
HUYLER,  JOHN  C,  BOSTON,  MASSACHUSETTS 
HHANG,  LIU,  TAIPEI,  REPUBLIC  OF  CHINA 
HYAMS,  MICHAEL  THOMAS,  NEHPORT  BEACH,  CALIFORNIA 
HYATT,  SIDNEY  ROBERT,  BALTIMORE,  MARYLAND 
HYDE,  ANTHONY  H,  OKLAHOMA  CITY,  OKLAHOMA 
HYDE,  C.  J.,  LOUISVILLE,  KENTUCKY 
HYDE,  CARL  E,  MORRISTOHN,  NEW  JERSEY 
HYDE,  JAMES  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HYDE,  THOMAS  P,  MIDLAND,  TEXAS 
HYDER,  LEE  ROY,  SALEM,  OREGON 
HYDER,  RAYMOND  E,  ALLEN  PARK,  MICHIGAN 
HYDIE,  HILLIAM  A.,  PALO  ALTO,  CALIFORNIA 
HYDRO,  RICHARD  L,  TEMPE,  ARIZONA 
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tt   HYER,  CLEMENT  KAREL,  SALEM,  OREGON 

HYLAND,  JERRY  RAY,  MT.  PLEASANT,  MICHIGAN 

HYLAND,  RONALD  G. ,  SUMNER,  HASHINGTON 

HYLLA,  THEODORE  LEO,  JR,  CLAYTON,  MISSOURI 

HYLTON,  RODNEY  TALMADGE,  FRESNO,  CALIFORNIA 

HYMEL,  JOHN  C,  BROOKFIELD,  ILLINOIS 

HYNDMAN,  RAYMOND  L,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

HYNES,  ALBERT  GEORGE,  HACKENSACK,  NEW  JERSEY 

HYNES,  FRANK  L.,  ATLANTA,  GEORGIA 

HYSLOP,  DAVID  JOHN,  CHARDON,  OHIO 

HYSON,  GLENN  MARSHALL,  ELLICOTT  CITY,  MARYLAND 

IACOMINI,  MARCELLO  PIETRO,  SAO  PAULO,  BRAZIL 

IACOVACCI,  JAMES  RYAN,  FLINT,  MICHIGAN 

IACOVITTI,  VINCENT  SALVATORE,  NIAGARA  FALLS,  NEW  YORK 

*  IBACH,  MAX  BRIAN,  NORTH  PLATTE,  NEBRASKA 
IBARRA,  GEORGE  LUIS,  LOS  ANGELES,  CALIFORNIA 
IBERGER,  ROBERT  PETER,  HAMPTON  BAYS,  NEW  YORK 
IBRAHIM,  ABDEL  K. ,  BEIRUT,  LEBANON 
IBRAHIM,  ANIBAL  ERASMO,  MIAMI,  FLORIDA 

*  IBRAHIM,  MOHSEN  MOHAMED,  CAIRO,  EGYPT 
It   ICE,  GARY  C,  MIAMI,  OKLAHOMA 

ICE,  GEOFFREY  LEHIS,  MIDDLETOWN,  CONNECTICUT 

tt   ICE,  MONICA  SHANNON,  SPRINGFIELD,  ILLINOIS 
IDANEZ-GOMEZ,  FELIPE  JUAN,  MADRID,  SPAIN 
IDEKER,  RICHARD  LEE,  CINCINNATI,  OHIO 
IDEKER,  RICHARD  LOWELL,  SIOUX  FALLS,  SOUTH  DAKOTA 
IDELL,  HARLAN  CHARLES,  JR,  LEESBURG,  FLORIDA 
IDEN,  RONALD  L.,  LOS  ANGELES,  CALIFORNIA 
IDRIS,  ISMAIL  B.,  KUALA  LUMPUR,  MALAYSIA 
IDRIS,  MOHD  SHAH,  KUALA  LUMPUR,  MALAYSIA 

tt   IHNKEN,  FRED  E.,  ELKHART,  INDIANA 
IHRKE,  MAX  LEAR,  HUDSON,  WISCONSIN 
IJAMES,  STEPHEN  BRADFORD,  SPRINGFIELD,  MISSOURI 
IKEUCHI,  WAYNE  HIROSHI,  SACRAMENTO,  CALIFORNIA 
IKNER,  WOODROW,  MONROEVILLE,  ALABAMA 
ILER,  RALPH  MARVIN,  TROY,  NEW  YORK 

tt   ILES,  HAROLD  LEE,  ROGERS,  ARKANSAS 

ILHABALL,  EL-SAYED  IBRAHIM,  CAIRO,  EGYPT 

ILK,  STEPHEN  ANTHONY,  PORT  ANGELES,  WASHINGTON 

IM,  BYUNG-HO,  SEOUL,  KOREA 

IMAMURA,  MASAMITSU,  TOKYO,  JAPAN 

IMAYAMA,  NORIHISA,  OITA,  JAPAN 

IMBRO,  MICHAEL  ANDREW,  STRATFORD,  CONNECTICUT 

IMHOF,  GREGORY  HILLIAM,  ANNAPOLIS,  MARYLAND 

IMLER,  RUSSELL  S,  MORAINE,  OHIO 

tt    IMMER,  EARL  L.,  CEDAR  FALLS,  IOWA 
IMMINGS,  BARTON  E,  HONOLULU,  HAHAII 

*  IMUS,  ELMER  P.,  KINGMAN,  ARIZONA 
IN,  YET,  TAIPEI,  REPUBLIC  OF  CHINA 
INABA,  YASUYUKI,  TOKYO,  JAPAN 
INDIERO,  JOSEPH  C,  JACKSON,  NEW  JERSEY 
INDREHUS,  DAVID  HARLAN,  MINNEAPOLIS,  MINNESOTA 
INFANTE,  ANTHONY  PETER,  JERSEY  CITY,  NEW  JERSEY 
INFANTINO,  ANTHONY  LEE,  OMAHA,  NEBRASKA 

*  INGALLS,  ROBERT  WOOD,  ORISKANY,  NEW  YORK 
INGBRITSEN,  ROBERT  ARTHUR,  DALY  CITY,  CALIFORNIA 

tt    INGERSOLL,  C  ROY,  WATSONVILLE,  CALIFORNIA 
INGERSOLL,  MITCHELL  N,  SALT  LAKE  CITY,  UTAH 
INGLE,  WILLIAM  KENNETH,  YORK,  PENNSYLVANIA 
INGLES,  ALBERT  M,  WARREN,  MICHIGAN 

INGOLD,  GORDON  ALAN,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
INGOLD,  LAWRENCE  EUGENE,  JR,  FORT  BELVOIR,  VIRGINIA 
INGOLD,  LOY  CURTIS,  RALEIGH,  NORTH  CAROLINA 
INGRAHAM,  ROBERT  F,  BINGHAMTON,  NEW  YORK 

tt   INGRAM,  EDWARD  A,  SEATTLE,  HASHINGTON 
INGRAM,  FRANK,  III,  SAVANNAH,  GEORGIA 
INGRAM,  GARY  N.,  PECOS,  TEXAS 
INGRAM,  HUGHY  B.,  BLYTHE,  CALIFORNIA 
INGRAM,  JEFFREY  GORDON,  ATHENS,  GEORGIA 
INGRAM,  JOHN  HENRY,  MIDLAND,  TEXAS 
INGRAM,  MICHELE  JOE,  CLOVIS,  NEW  MEXICO 
INGRAM,  RICHARD  LEE,  FALLON,  NEVADA 
INGRAM,  ROBERT  FRANKLIN,  DECATUR,  GEORGIA 
INGRAM,  STANLEY  WAYNE,  MONTGOMERY,  ALABAMA 
INGRAM,  WILBURN  LESTER,  III,  KINSTON,  NORTH  CAROLINA 
INGRAM,  WILLIAM  BRYAN,  BROWNSVILLE,  TEXAS 

tt   INGRAM,  WILLIAM  K. ,  COMPTON,  CALIFORNIA 
INGRAM,  WILLIAM  LONZO,  GREENVILLE,  ALABAMA 
INGS,  SAMUEL  BERNIE,  ORLANDO,  FLORIDA 
INGVERTSEN,  PETER  NELSEN,  FARMINGTON,  CONNECTICUT 

tt   INLOW,  LONNIE  DWAIN,  COLLINSVILLE,  ILLINOIS 
INMAN,  ALSEN  E.,  JR.,  BOULDER  CITY,  NEVADA 

tt   INMAN,  TERRENCE  MURRELL,  DOVER,  DELAWARE 
INMAN,  WAYNE  RAY,  PORTLAND,  OREGON 

It   INNOCENTE,  THOMAS  JOSEPH,  WEST  TRENTON,  NEW  JERSEY 
INSLEY,  DENWOOD  WILBERT,  TAPPAHANNOCK,  VIRGINIA 
IOVINO,  ROBERT  ANTHONY,  NEW  YORK,  NEW  YORK 
IP,  WAI-KEUNG,  HONG  KONG,  HONG  KONG 

It    IPPOLITO,  MARK  T,  ESCONDIDO,  CALIFORNIA 

tt   IRANON,  GEORGE,  HONOLULU,  HAWAII 

IRBY,  BASIL  EUGENE,  NEWPORT,  ARKANSAS 

IRBY,  CLARENCE  F.,  JR.,  VINTON,  VIRGINIA 

IRBY,  JAMES  DANIEL,  SR,  BEAUFORT,  SOUTH  CAROLINA 

IRELAND,  CHARLES  EDWARD,  FINDLAY,  OHIO 

It   IRELAND,  GEORGE  E.,  KNOXVILLE,  TENNESSEE 
IRELAND,  ROBERT  JOHN,  HAUKESHA,  WISCONSIN 
IRISH,  PHILIP  VINCENT,  SHALIMAR,  FLORIDA 
IRISH,  ROBERT  C,  SEDONA,  ARIZONA 

tt   IRIZARRY  VELEZ,  RAFAEL,  SAN  JUAN,  PUERTO  RICO 
IRIZARRY,  JOSEPH,  NEW  YORK,  NEW  YORK 
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RLAH,  JOHN  T  -  JANOHSKI ,  MARK  STEVEN 
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145 

134  * 

78  * 
82 
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134 
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134 

79  tt 

113  tt 
177 
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135  * 
99 
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75 
180 
152 
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96  tt 
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144 
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114 

135  tt 
83 

177 

122  tt 
136 
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174 
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95  tt 

114  tt 
129 
198 
141 
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96 
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136 
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153 

123  tt 
122  tt 
175 
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25  * 


IRLAM,  JOHN  T,  ASHLAND,  ILLINOIS 

IRONSIDE,  RICHARD  DEAN,  HISCONSIN  RAPIDS,  HISCONSIN 

IRVIN,  LESLIE  DAVID,  FOREST  HILL,  TEXAS 

IRVIN,  MEREDITH  M. ,  DAVENPORT,  IOHA 

IRVIN,  RONNIE  E,  ATLANTA,  GEORGIA 

IRVIN,  HILLIAM  G,  LA  GRANGE,  KENTUCKY 

IRVINE,  EDHARD  DONAL,  AKRON,  OHIO 

IRVING,  ROBERT,  CHESHIRE,  CONNECTICUT 

IRVING,  ROY  A.,  ROCHESTER,  NEH  YORK 

IRHIN,  DONNA  CLEOLA,  MARTINEZ,  CALIFORNIA 

IRHIN,  HUGH  CLARK,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

IRHIN,  KENNETH  HILLIAM,  YAKIMA,  HASHINGTON 

IRHIN,  HILLIAM  HOHARD,  JR,  DENVER,  COLORADO 

ISA,  MOHAMMAD,  ISALAMABAD,  PAKISTAN 

ISAAC,  PHILLIP  NEHEMIAH,  SR,  ST  JOHNS,  ANTIGUA 

ISAACSON,  CHARLES  PORTER,  COLUMBIA,  MISSOURI 

ISAKSON,  ROY  N. ,  HEST  ORANGE,  NEH  JERSEY 

ISBESTER,  HAYNE  DAVID,  LONDON,  CANADA 

ISBILL,  THOMAS  PATRICK,  HENDERSON,  KENTUCKY 

ISENHOUR,  CYNTHIA  MAXHELL,  GASTONIA,  NORTH  CAROLINA 

ISENHOUR,  JEFFREY  LYNN,  SR,  GASTONIA,  NORTH  CAROLINA 

ISHAM,  ROBERT  EUGENE,  COLORADO  SPRINGS,  COLORADO 

ISHERHOOD,  GEORGE,  CLEVELAND,  OHIO 

ISHIKAHA,  SHIGEAKI,  TOKYO,  JAPAN 

ISLAM,  MAHMOOD  AMINUL,  DACCA,  BANGLADESH 

ISMAIL,  SEIDAHY  ALY,  CAIRO,  EGYPT 

ISRAEL,  LOUIS  H. ,  HEST  CHICAGO,  ILLINOIS 

ITAM,  KAMARULZAMAN  BIN,  KUALA  LUMPUR,  MALAYSIA 

ITZLA,  ROBERT  ANDREH,  YONKERS,  NEH  YORK 

IVANOSKI,  JAMES  PAUL,  RACINE,  HISCONSIN 

IVANYO,  JOSEPH  J,  CROHN  POINT,  INDIANA 

IVERSEN,  ROGER  B,  FAIRBANKS,  ALASKA 

IVERSON,  ARTHUR  INGVAR,  EVERETT,  HASHINGTON 

IVERSON,  ROBERT  H,  MONTPELIER,  VERMONT 

IVEY,  CHARLES  L,  JR,  TALLAHASSEE,  FLORIDA 

IVEY,  JOHN  MILLIE,  AUGUSTA,  GEORGIA 

IVIE,  HAYNE  LEHIS,  MOBILE,  ALABAMA 

IVONE,  RICHARD  LAHRENCE,  PISCATAHAY,  NEW  JERSEY 

IVORY,  JOHN  JEROME,  ELKHART,  INDIANA 

IVY,  CURTIS  KYLE,  JR,  HOMESTEAD,  FLORIDA 

IVY,  LEE  FRANK,  JR,  NORMAN,  OKLAHOMA 

IWANAGA,  YOSHIMOTO,  TOKYO,  JAPAN 

IHANKOVITSCH,  HAROLD  L,  HUNTSVILLE,  ALABAMA 

IZZI,  EDMUND  JOSEPH,  HEST  HARHICK,  RHODE  ISLAND 

JA'AFAR,  ABDUL  RAHIM,  BANDAR  SERI,  BRUNEI 

JAAKOLA,  EDHIN  ARTHUR,  DODGE  CITY,  KANSAS 

JABLONSKI,  BERNARD  A,  MINNEAPOLIS,  MINNESOTA 

JABLONSKI,  FLORIAN  F,  JR,  HEST  SENECA,  NEH  YORK 

JABLONSKI,  RICHARD  JOHN,  CHICAGO,  ILLINOIS 

JACCUZZO,  KENNETH  P,  MYRTLE  BEACH  AFB,  SOUTH  CAROLINA 

JACEHICZ,  JOHN  STEVEN,  HARTFORD,  CONNECTICUT 

JACK,  GORDON,  HONG  KONG,  HONG  KONG 

JACK,  JACK  JOSEPH,  PONAPE,  FEDERATED  STATES  OF  MICRONES 

JACK,  ROBERT  M. ,  SALT  LAKE  CITY,  UTAH 

JACKA,  S.  BARTON,  LAS  VEGAS,  NEVADA 

JACKMIN,  LAWRENCE  MICHAEL,  ALBANY,  NEW  YORK 

JACKS,  JAMES  PAUL,  HUNTSVILLE,  ALABAMA 

JACKSON,  AMERICUS  DECENTE,  JR,  ST  THOMAS,  U.S.  VIRGIN  I 

JACKSON,  ANTHONY  HAROLD,  CLEVELAND,  OHIO 

JACKSON,  ANTOINETTE  ELIZABETH,  ST  THOMAS,  U.S.  VIRGIN  I 

JACKSON,  ARNOLD  DEWAYNE,  RAMSTEIN  AIR  BASE,  FEDERAL  REP 

JACKSON,  ARTHUR,  MAYWOOD,  ILLINOIS 

JACKSON,  BENJAMIN  F,  DETROIT,  MICHIGAN 

JACKSON,  BOBBY  J.,  MILTON,  VERMONT 

JACKSON,  CARLTON  A.,  KALAMAZOO,  MICHIGAN 

JACKSON,  CAROLYN  HASHINGTON,  MEMPHIS,  TENNESSEE 

JACKSON,  CARTER  BARNETT,  ATLANTA,  GEORGIA 

JACKSON,  CHARLES  FRANKLIN,  TULSA,  OKLAHOMA 

JACKSON,  CHARLES  R.,  JR.,  WHITE  PLAINS,  NEW  YORK 

JACKSON,  CHARLES  RAY,  JEFFERSON  CITY,  MISSOURI 

JACKSON,  CHARLES  W. ,  MONTROSS,  VIRGINIA 

JACKSON,  CLYDE  RAY,  CAMP  PENDLETON,  CALIFORNIA 

JACKSON,  DANNY  G.,  PAPILLION,  NEBRASKA 

JACKSON,  DAVID,  STONY  POINT,  NEW  YORK 

JACKSON,  DONALD  B.,  FORT  HOOD,  TEXAS 

JACKSON,  EDWARD  GRANT,  KANKAKEE,  ILLINOIS 

JACKSON,  EDWARD  LAMOIN,  MODESTO,  CALIFORNIA 

JACKSON,  ELLIS  CHARLES,  THOMASVILLE,  GEORGIA 

JACKSON,  ERROL,  CHICAGO,  ILLINOIS 

JACKSON,  GENE  0.,  ODESSA,  TEXAS 

JACKSON,  GEORGE  SMITH,  EATONTOWN,  NEH  JERSEY  . 

JACKSON,  GILBERT  F.,  SUFFOLK,  VIRGINIA 

JACKSON,  HARRY  R,  JR,  DOVER,  DELAWARE 

JACKSON,  HAYNIE  J,  ALPINE,  TEXAS 

JACKSON,  HENRY  GILBERT,  JACKSONVILLE,  ILLINOIS 

JACKSON,  JAMES  DEMMITT,  JR,  LEXINGTON,  KENTUCKY 

JACKSON,  JAMES  EDWARD,  MONTGOMERY,  ALABAMA 

JACKSON,  JAMES  M,  CLOVIS,  NEW  MEXICO 

JACKSON,  JERRY  E.,  BROOKLYN,  NEW  YORK 

JACKSON,  JOHN  CHARLES,  GRAND  JUNCTION,  COLORADO 

JACKSON,  JOHN  DAVID,  WATERTOWN,  MASSACHUSETTS 

JACKSON,  JOSEPH  HENRY,  NORFOLK,  VIRGINIA 

JACKSON,  LARRY  WAYNE,  MARYVILLE,  MISSOURI 

JACKSON,  LAURENCE  M,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

JACKSON,  LAWRENCE  MELVIN,  II,  COLORADO  SPRINGS,  COLORAD 

JACKSON,  LONNIE,  JR,  RENO,  NEVADA 

JACKSON,  LUDWIG  WILLIAM,  LAKE  JACKSON,  TEXAS 

JACKSON,  MAXWELL  VALTON,  HARRISVILLE,  UTAH 

JACKSON,  MELVIN  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBI 

JACKSON,  MURRAY  E.,  PIKESVILLE,  MARYLAND 
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jackson,  nathaniel,  hope,  arkansas 
jackson,  norman  l,  kingman,  arizona 
ralph  e.,  killen,  alabama 
ray  a,  baton  rouge,  louisiana 
raymond  donald,  salinas,  california 
richard,  pensacola,  florida 
robert  c,  nashville,  tennessee 
robert  d,  oklahoma  city,  oklahoma 
robert  edward,  barksdale  afb,  louisiana 
ronald,  maywood,  illinois 
ronald  g.,  newton,  kansas 
stephen  james,  jr,  chicago,  illinois 
thomas  spencer,  jr,  longwood,  florida 
walter  andrew,  huntsville,  alabama 
hilliam  c,  baytohn,  texas 
william  hill,  greensboro,  north  carolina 
jacobelli,  james  nicholas,  fort  belvoir,  virginia 
jacobs,  alex  marc,  aalst,  belgium 

douglas  allen,  webster  groves,  missouri 
geoffery  lynn,  snellville,  georgia 
gerald  eugene,  copperas  cove,  texas 
james  michael,  newport  beach,  california 
james  william,  willows,  california 
john  barker,  lexington,  kentucky 
jacobs!  john  craig,  long  beach,  california 
jacobs,  norman  charles,  beloit,  wisconsin 
raymond  durwood,  jr,  belton,  texas 
robert  stephen,  brookfield,  wisconsin 
stephen  richard,  los  angeles,  california 
thomas  newman,  jr,  nashville,  tennessee 
Jacobs;  william  alvin,  silver  lake,  kansas 
jacobsen,  eugene  c,  bergenfield,  new  jersey 
jacobsen,  leroy  arnold,  boulder  city,  nevada 
jacobsma,  larry  steven,  lawton,  oklahoma 
jacobsmeyer,  stephen  wilbur,  st.  louis,  missouri 
jacomet,  thomas  gerald,  new  berlin,  wisconsin 
jacquez,  ramon  hilario,  clovis,  new  mexico 
jadid,  awaludin  bin,  kuala  lumpur,  malaysia 
jaeger,  loras  alvin,  ames,  iowa 
jaffe,  joanne,  new  york,  new  york 
jagerson,  terry  d. ,  san  bernardino,  california 
jahantab,  ghanbar,  tehran,  iran 
jahn,  thomas  michael,  phoenix,  arizona 
jahnsen,  oscar  j.,  sacramento,  california 
jahr,  steven  arlie,  martin,  tennessee 
jaimes  rico,  luis  armando,  bogota,  colombia 
jakmas,  richard  a.,  warren,  ohio 
jakus,  john  j.,  springfield,  massachusetts 
jaloszynski,  john  stephen,  erie,  pennsylvania 
jamar,  george  f.,  millersville,  maryland 
jamerson,  allen  jerome,  maxwell  afb,  alabama 
jamerson,  paddy  p,  anderson,  indiana 
james,  bradley  s,  salem,  utah 
james,  carl  michael,  fort  payne,  alabama 
james,  charles  lee,  ruston,  louisiana 
james,  darrell  lynn,  albany,  oregon 
james,  david  neal,  carrollton,  texas 
james,  donald  alan,  tooele,  utah 
james,  douglas  b. ,  jamestown,  california 
james,  earl  w. ,  east  lansing,  michigan 
james,  ellsworth  t,  jr,  flagstaff,  arizona 
james,  herbert  stone,  iii,  monterey  park,  california 
james,  john  clinton,  mentor,  ohio 
james,  john  joseph,  hampton  bays,  new  york 
james,  john  l,  charlotte  amalie,  u.s.  virgin  islands 
james,  kevin,  brooklyn,  new  york 
james,  lary  g,  shawnee,  oklahoma 
lester  roy,  eagar,  arizona 
linhall  winsbert,  castries,  st.  lucia 
ronald  richard,  cleveland,  ohio 
timothy,  nacogdoches,  texas 
timothy  mark,  cayce,  south  carolina 
virgil  l.,  oxford,  ohio 
william  lee,  natchez,  mississippi 
winston,  st  georges,  grenada 
jameson,  frank,  iii,  indianapolis,  indiana 
jameson,  robert  g.  ,  hauppauge,  new  york 
jamieson,  walter  david,  tewksbury,  massachusetts 
jamison,  albert  t.,  augusta,  maine 
jamison,  lldon  e.,  jr.,  alfred,  new  york 
janas,  stephen  g. ,  ridgewood,  new  jersey 
janata,  charles  ronald,  hillside,  illinois 
janbek,  zuhdi  ismaile,  amman,  jordan 
janecek,  michael  wayne,  brenham,  texas 
janero,  michael  a.,  cleveland,  ohio 
janes,  billy  joe,  torrington,  wyoming 
jang,  seok-kwang,  seoul,  korea 
jani,  abdul  rahim  bin,  kuala  lumpur,  malaysia 
janik,  john  robert,  oak  brook,  illinois 
janiskee,  michael  t,  bay  city,  michigan 
jankausky,  carl  edward,  philadelphia,  pennsylvania 
janke,  edward  steven,  green  bay,  wisconsin 
jankovich,  paul  j,  perth  amboy,  new  jersey 
jankowski,  david  paul,  amherst,  massachusetts 
jankowski,  eugene  anthony,  jr,  batavia,  neh  york 
jankowski,  leonard  b,  college  park,  maryland 
janney,  richard  w,  jr,  pikesville,  maryland 
janosz,  jerald  j,  maywood,  illinois 
janowiak,  john  ray,  new  brunswick,  new  jersey 
janowski,  mark  steven,  foley,  alabama 


JAMES, 
JAMES, 
JAMES, 
JAMES, 
JAMES, 
JAMES, 
JAMES, 
JAMES, 


PAGE 


65 


JANSEN,  HENRY  P.  -  JOHNSON,  DENNIS  BERNARD 


98 
195 

8*  * 
12*  » 
136 

15  * 
155 

88 
180 
187 

87  tt 
156 
172 
140  tt 
115  tt 
153 
141 
167 
187 
141 
188 
153 

85  tt 
123 
198 

80  tt 
171 

97 
185 
131 
117 
193 

93  tt 
131  tt 

96  tt 
192 
193 

92  # 
123 
158 
177 
130 
166 
113  tt 
107  tt 
126 
128 
145 
151 
101  * 
189 
133 
119  tt 
183 

54  tt 
179 
138 
115 
169 
117  tt 
165  tt 
130 
109 
166 
127 

65  tt 
170 
182 
194 

98 
145 

100  tt 
111 
169 
190 
156 
131 
138 
123 
162 
155 

101  * 
53  * 

166 
133  A 
170 
113 
190 

19  » 

95 

95 

96 
196 

42  A 
174 

54 

60  k 
116  tt 
197 
HI  I. 


JANSEN,  HENRY  P.,  HAYNE,  PENNSYLVANIA 
JANSKI,  RAYMOND  STANLEY,  CLARENDON  HILLS,  ILLINOIS 
JANSON,  LOHELL  C,  JUNEAU,  ALASKA 
JANSON,  RONALD  DEHITT,  ST  AUGUSTINE,  FLORIDA 
JANTZ,  STEPHEN  JOHN,  OKLAHOMA  CITY,  OKLAHOMA 
JANTZEN,  ROBERT  J.,  BUFFALO,  NEW  YORK 
JANUARY,  CONRAD  ANTHONY,  JR,  ESSEX  FELLS,  NEH  JERSEY 
JANUARY,  EVERETT  E.,  JR.,  HACO,  TEXAS 
JAQUESS,  RANDY  ALVIN,  GRANBURY,  TEXAS 
JARA  LEAL,  ROXANA  IVONNE,  SANTIAGO,  CHILE 
JARAMILLO,  EDHARD  A,  LAS  CRUCES,  NEW  MEXICO 
JARAMILLO,  RAYMOND  MOSES,  BELEN,  NEW  MEXICO 
JARBOE,  MICHAEL  ALAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JARECKI,  ROBERT  LEO,  NAPA,  CALIFORNIA 
JARMAN,  RICHARD  C,  LAKEVIEW,  MICHIGAN 
JARNAGIN,  ESCO  RAY,  MORRISTOWN,  TENNESSEE 
JARRATT,  CARLOTTA  DIANE,  BELLINGHAM,  WASHINGTON 
JARRETT,  LARRY  GILLIS,  REDDING,  CALIFORNIA 
JARRETT,  STEFFANI  ROSE,  SAN  DIEGO,  CALIFORNIA 
JARSOCRAK,  GERALD  WAYNE,  READING,  PENNSYLVANIA 
JARUSZEWICZ,  JOSEPH  MICHAEL,  ERIE,  PENNSYLVANIA 
JARVIS,  ARTHUR  FRANCIS,  JR,  PITTSBURGH,  PENNSYLVANIA 
JARVIS,  DONALD  J,  BRIGHTON,  COLORADO 
JARVIS,  GARY  JUDE,  CANTON,  NEW  YORK 
JARVIS,  GEORGE  JEROME,  EL  PASO,  TEXAS 
JARVIS,  JOSEPH  E,  ASHEVILLE,  NORTH  CAROLINA 
JARVIS,  RAMIRO  GABRIEL,  PANAMA  CITY,  PANAMA 
JASICKI,  LAWRENCE  E.,  MICHIGAN  CITY,  INDIANA 
JASIECKI,  JOSEPH  FRANCIS,  ATLANTIC  CITY,  NEW  JERSEY 
JASINOWSKI,  JOHN  ROBERT,  VIRGINIA  BEACH,  VIRGINIA 
JASKOLKA,  CHESTER  JOSEPH,  CHICAGO,  ILLINOIS 
JASKOLKA,  JOHN  ANTHONY,  MANCHESTER,  NEW  HAMPSHIRE 
JASKOVIAK,  DENNIS  H. ,  CREST  HILL,  ILLINOIS 
JASMER,  JOSEPH  PETER,  TWO  RIVERS,  WISCONSIN 
JASPER,  PAUL  L.,  JR.,  ELMHURST,  ILLINOIS 
JAYASINGHE,  LALITH  ANURUDDHA,  COLOMBO,  SRI  LANKA 
JAYKEL,  DANIEL  PAUL,  ELYRIA,  OHIO 
JAYNES,  GRADY  B.,  COLUMBUS,  MISSISSIPPI 
JAYROE,  LOHELL  TIMOTHY,  ROCKPORT,  TEXAS 
JEAN,  GILBERT  STANLEY,  JASPER,  ALABAMA 
JEANDOR,  KAREL  CORNELIS,  ORANJESTAD,  ARUBA 
JEANNOTTE,  BENNETT  E,  ALBUQUERQUE,  NEW  MEXICO 
JEANVOINE,  GISELLE  CECILE,  PARIS,  FRANCE 
JEFFERS,  DONALD  J,  YAPHANK,  NEH  YORK 
JEFFERS,  FRANK  F.,  EXETER,  CALIFORNIA 
JEFFERSON,  DOUGLAS  JUNIOR,  VESTAVIA  HILLS,  ALABAMA 
JEFFERSON,  HENRY  GEORGE,  MAGNOLIA,  NEW  JERSEY 
JEFFERSON,  OUBEY  LANTER,  NEW  YORK,  NEW  YORK 
JEFFERSON,  PAUL  DANNY,  LOS  ANGELES,  CALIFORNIA 
JEFFERSON,  RUDY  J,  DALTON,  GEORGIA 
JEFFERY,  WARREN  LEE,  SANDY,  UTAH 

JEFFORDS,  RICHARD  HAYNE,  FLORENCE,  SOUTH  CAROLINA 
JEFFREY,  JAMES  WARREN,  BRANT  BEACH,  NEH  JERSEY 
JEFFRIES,  ROBERT  ALLEN,  NOBLESVILLE,  INDIANA 
JEFFRIES,  VERNON  E,  STOCKTON,  CALIFORNIA 
JEFFS,  GARY  THOMAS,  WEST  JORDAN,  UTAH 
JEHLE,  STEPHEN  THOMAS,  YAPHANK,  NEH  YORK 
JEMISON,  MICHAEL  L,  MONTGOMERY,  ALABAMA 
JENKINS,  ALAN  LANE,  JACKSON,  MISSISSIPPI 
JENKINS,  BUDDY  FRANKLIN,  HASHINGTON,  DISTRICT  OF  COLUMB 
JENKINS,  CLIFFORD  Y,  ALBUQUERQUE,  NEW  MEXICO 
JENKINS,  DANIEL  BYRON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JENKINS,  DONALD  L.,  HUNTINGTON  BEACH,  CALIFORNIA 
JENKINS,  DONALD  RAY,  FORT  CAMPBELL,  KENTUCKY 
JENKINS,  ERIC,  MINEOLA,  NEW  YORK 
JENKINS,  HARRY  P,  HORTH,  ILLINOIS 
JENKINS,  JAMES  MICHAEL,  SWEETWATER,  TENNESSEE 
JENKINS,  LEVERNE,  BUSHNELL,  FLORIDA 
JENKINS,  MICHAEL  LYNN,  PARIS,  TENNESSEE 
JENKINS,  RAYBURN  0.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JENKINS,  RICHARD  CEWEY,  NASHVILLE,  NORTH  CAROLINA 
JENKINS,  ROBERT  L.,  LITTLE  ROCK,  ARKANSAS 
JENKINS,  HARREN  L.,  HARRENTON,  VIRGINIA 
JENKS,  KELLEY  LEE,  KILLEEN,  TEXAS 
JENKS,  KENNETH  LYLE,  KILLEEN,  TEXAS 
JENNE,  FEARON  HENRY,  III,  PASCAGOULA,  MISSISSIPPI 
JENNE,  RAYMOND  HALTER,  SEATTLE,  WASHINGTON 
JENNIGES,  MICHAEL  LYNN,  RAPID  CITY,  SOUTH  DAKOTA 
CRAIG  JOSEPH,  NEH  ORLEANS,  LOUISIANA 
DERMOT  AUGUSTINE,  DUBLIN,  EASTERN  IRELAND 
DONALD  PAUL,  SACRAMENTO,  CALIFORNIA 
GAYLE  L,  KINGMAN,  ARIZONA 

HAROLD  CHARLES,  GREENVILLE,  SOUTH  CAROLINA 
JAMES  MADISON,  CONCORD,  CALIFORNIA 
KELLEY  DON,  TIGARD,  OREGON 
PATRICK  RICHARD,  ROSHELL,  NEW  MEXICO 
ROBERT  C,  GREENVILLE,  MISSISSIPPI 
THOMAS  JOSEPH,  HATERLOO,  IOWA 
ARTHUR  N.,  KEENE,  NEW  HAMPSHIRE 
MILTON  E,  STRONGSVILLE,  OHIO 
MILTON  E,  STRONGSVILLE,  OHIO 
ELGIN,  ILLINOIS 
DENNIS  LYNN,  ST.  PAUL,  MINNESOTA 
HENRY  H.,  ROCHESTER,  NEW  YORK 
JAMES  LAMONT,  JR,  CASTLE  ROCK,  COLORADO 
NEPHI  GOLDEN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RALPH  M.,  ALBANY,  CALIFORNIA 
RICHARD  A.,  YAPHANK,  NEH  YORK 
ROBERT  ALAN,  SEATTLE,  WASHINGTON 
ROBERT  I.,  LIVERMORE,  CALIFORNIA 
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JESSUP, 
JESSUP, 
JESSUP, 
JESSUP, 
JESSUP, 


JEWELL, 
JEWELL, 
JEWELL, 
JEWELL, 
JEWETT, 
JEWETT, 
JEWSON, 


JENSEN,  ROBERT  S,  YAPHANK,  NEW  YORK 
JENSEN,  ROGER  ALLEN,  STEAMBOAT  SPRINGS,  COLORADO 
JENSEN,  STEVEN  JOE,  OAKLAND,  CALIFORNIA 
JENSEN,  TERRY  EDWARD,  SAN  DIEGO,  CALIFORNIA 
JENSEN,  THOMAS  HILFRED,  JAMESTOWN,  NORTH  DAKOTA 
JENSEN,  HILLIAM  CRAIG,  HOUSTON,  TEXAS 
JERCHAU,  DALE  E,  LANCASTER,  PENNSYLVANIA 
JEROME,  RANDY  LEE,  SAGINAW,  MICHIGAN 
JERRAM,  BRIAN  PATRICK,  FORT  RUCKER,  ALABAMA 
JERVIS,  COLONEL  G. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JERZAK,  PAUL,  JR.,  PISCATAWAY,  NEW  JERSEY 
JESCH,  ERNEST  PAUL,  RENO,  NEVADA 
JESSA,  DAWN  LEE,  BALTIMORE,  MARYLAND 
JESSOP,  FONOTI  D,  PAGO  PAGO,  AMERICAN  SAMOA 
DAVID  W.,  SEATTLE,  WASHINGTON 
DELTON  RABON,  SALEM,  VIRGINIA 
FRANK,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
J.  H.,  RALEIGH,  NORTH  CAROLINA 
KARLA  MARIE,  SAN  DIEGO,  CALIFORNIA 
JETT,  CHARLES  EVERETT,  STAFFORD,  VIRGINIA 
JETT,  JAMES  BUFORD,  JACKSONVILLE,  FLORIDA 
JEHELL,  DAVID  C,  LOUISVILLE,  KENTUCKY 
JEWELL,  DENNIS  KEITH,  KISSIMMEE,  FLORIDA 
JEWELL,  DONALD  E.,  ST.  JOSEPH,  MICHIGAN 
DUANE  L,  MASON  CITY,  IOWA 
FORREST  L.,  ST.  JOSEPH,  MICHIGAN 
LESLIE  J.,  DURHAM,  NEW  HAMPSHIRE 
THEODORE  P,  KENMORE,  NEW  YORK 
GLENN  ARTHUR,  ELKO,  NEVADA 
RODNEY  J,  JOHNSON  CITY,  NEW  YORK 
KENNETH  ROBERT,  HAZELWOOD,  MISSOURI 
JEZ,  MICHAEL  WAYNE,  DENTON,  TEXAS 
JEZEWSKI,  MARION  T.,  WYANDOTTE,  MICHIGAN 
JIMENEZ-ROSA,  OCTAVIO,  SAN  JUAN,  PUERTO  RICO 
JIMENEZ,  ARTURO,  CHIHUAHUA,  MEXICO 
JIMENEZ,  LEONARDO  B.,  JR.,  MANILA,  PHILIPPINES 
JIMENEZ,  RAUL  ENRIQUE,  SAN  JUAN,  PUERTO  RICO 
JIMISON,  JAMES  PHILIP,  BAINBRIDGE  TOHNSHIP,  OHIO 
JINDRA,  WILLIAM  JAMES,  AVON  LAKE,  OHIO 
JINKS,  JACK  HUGH,  JR,  KNOXVILLE,  TENNESSEE 
JIRAK,  DONALD  JOSEPH,  NEW  YORK,  NEW  YORK 
JIRAN,  DONALD  ERWIN,  COEUR  D  ALENE,  IDAHO 
JOABAR,  JOSEPH  A.,  DETROIT,  MICHIGAN 
JOBE,  CLARENCE,  JR,  DES  MOINES,  IOHA 
JOCOM,  ANTONIO  M,  JR,  MANILA,  PHILIPPINES 
JOELSON,  DIANE  MARIE,  SACRAMENTO,  CALIFORNIA 
JOERS,  MARIE  ANNE,  WEST  BEND,  WISCONSIN 
JOHANNSSON,  GUNNAR,  AKUREYRI ,  ICELAND 
JOHANSEN,  ANDREW  C. ,  SANTA  ROSA,  CALIFORNIA 
JOHANSON,  RICHARD  H,  LINCOLN,  RHODE  ISLAND 
JOHN,  DENNIS  BERNARD,  LITTLE  VALLEY,  NEH  YORK 
JOHN,  RANDY  HAYNE,  SR,  SHIPROCK,  NEW  MEXICO 
JOHN,  ROBERT  E.,  RIVERHEAD,  NEW  YORK 
JOHNCOLA,  RICHARD  VICTOR,  SANTA  MONICA,  CALIFORNIA 
JOHNS,  EARL  CARL,  KISSIMMEE,  FLORIDA 
JOHNS,  FREDERICK  N,  TALLAHASSEE,  FLORIDA 
JOHNS,  HARRY  C,  JR,  LONGMONT,  COLORADO 
JOHNS,  JAMES  FOREST,  RENO,  NEVADA 
JOHNS,  JOHN  DANIEL,  BECKLEY,  WEST  VIRGINIA 
JOHNS,  NOEL  GLENN,  ALBUQUERQUE,  NEW  MEXICO 
JOHNSEN,  JOHN  W. ,  JOLIET,  ILLINOIS 
JOHNSON,  A  J,  EAGLE,  COLORADO 
JOHNSON,  ALAN  ARTHUR,  SANTA  CRUZ,  CALIFORNIA 
JOHNSON,  ALBERT  SIDNEY,  ATLANTA,  GEORGIA 
JOHNSON,  ALVAN  D.  ,  MANHATTAN,  KANSAS 
JOHNSON,  ANGELA  VANESSA,  GEORGETOHN,  GUYANA 
JOHNSON,  ANTHONY  LEANDER,  NEH  YORK,  NEW  YORK 
JOHNSON,  ANTONIO  ROZELLE,  ATLANTA,  GEORGIA 
JOHNSON,  ARCHIE  RAY,  POMONA,  CALIFORNIA 
JOHNSON,  ARTHUR  LEE,  RICHMOND,  CALIFORNIA 
JOHNSON,  BEN  FRANK,  DELAND,  FLORIDA 
JOHNSON,  BOOKER  T,  JR,  NEW  CASTLE,  DELAWARE 
JOHNSON,  BRANT  L.,  SALT  LAKE  CITY,  UTAH 
JOHNSON,  BRIAN  LEE,  MINNEAPOLIS,  MINNESOTA 
JOHNSON,  CARL  HAROLD,  CONCORD,  MASSACHUSETTS 
JOHNSON,  CARL  LEE,  BIRMINGHAM,  ALABAMA 
JOHNSON,  CARL  ROBERT,  OAKLAND,  CALIFORNIA 
JOHNSON,  CECIL  S,  JR,  APPOMATTOX,  VIRGINIA 
JOHNSON,  CHARLES  EDWARD,  FRANKFORT,  KENTUCKY 
JOHNSON,  CHARLES  HENRY,  MERRILL,  HISCONSIN 
JOHNSON,  CHARLES  MERRILL,  MOUND,  MINNESOTA 
JOHNSON,  CHARLES  THOMAS,  WESTMINSTER,  COLORADO 
JOHNSON,  CHARLES  WINFORD,  CALHOUN,  GEORGIA 
JOHNSON,  CHRISTOPHER  VAN,  GAINESVILLE,  FLORIDA 
JOHNSON,  CLAYTON  DAVID,  PONCA  CITY,  OKLAHOMA 
JOHNSON,  CLIFFORD  STANLEY,  SCHAUMBURG,  ILLINOIS 
JOHNSON,  CULVER  DICKSON,  JR,  MARIETTA,  GEORGIA 
JOHNSON,  CURTIS  WEBB,  FARMINGTON,  UTAH 
JOHNSON,  DANNY  EDHIN,  SR,  SPRINGFIELD,  TENNESSEE 
JOHNSON,  DANNY  RALPH,  TAMPA,  FLORIDA 
JOHNSON,  DARRELL  JAY,  SIDNEY,  NEBRASKA 
JOHNSON,  DAVID  CHARLES,  SAN  DIEGO,  CALIFORNIA 
JOHNSON,  DAVID  ERIC,  CEDAR  RAPIDS,  IOWA 
JOHNSON,  DAVID  G,  UKIAH,  CALIFORNIA        .„.„,. 
JOHNSON,  DAVID  JEFFREY,  WEST  CHESTER,  PENNSYLVANIA 
JOHNSON,  DAVID  LAWRENCE,  PARK  RAPIDS,  MINNESOTA 
JOHNSON,  DAVID  LEROY,  IDAHO  FALLS,  IDAHO 
JOHNSON,  DELORES,  NEH  ROCHELLE,  NEH  YORK   „„,•_. 
JOHNSON,  DENICE  M,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHNSON,  DENNIS  BERNARD,  VERNON,  VERMONT 
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JOHNSON,  DEHAYNE  EDHARD  -  JONES,  ALLEN  DOUGLAS 
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DEHAYNE  EDHARD,  NASHVILLE,  TENNESSEE 

DON  BRENT,  SUNNYVALE,  CALIFORNIA 

DONALD  EDWARD,  SAN  DIEGO,  CALIFORNIA 

DONALD  EUGENE,  LOVES  PARK,  ILLINOIS 

DONALD  K.,  EAU  CLAIRE,  WISCONSIN 

DONALD  LAHRENCE,  ANN  ARBOR,  MICHIGAN 

DONALD  RICHARD,  SAN  DIEGO,  CALIFORNIA 

DORTHEL  R,  CHESTERFIELD,  MISSOURI 

DOUGLAS  CLAY,  ELKHART,  INDIANA 

DUANE  ROBERT,  FOND  DU  LAC,  HISCONSIN 

DHAIN  LEON,  EL  PASO,  TEXAS 

EARL  L,  HOPKINS,  MINNESOTA 

EDDIE  LEE,  JR,  FORT  MYERS,  FLORIDA 

EDHARD  E,  HOUSTON,  TEXAS 

ELLIS,  JR,  CLEVELAND,  OHIO 

ERNEST  L.,  DOUGLAS,  WYOMING 

F.  CONRAD,  WHITE  RIVER  JUNCTION,  VERMONT 

FRANKLIN  A,  KEOTA,  IOWA 

GARY  A.,  SR.,  JAMESTOWN,  NEW  YORK 

GENE  C,  DELAND,  FLORIDA 

GEORGE  E.,  PEORIA,  ILLINOIS 

GEORGE  FREDRICK,  ANNAPOLIS,  MARYLAND 

GEORGE  L,  ATLANTA,  GEORGIA 

GERALD  B,  GRESHAM,  OREGON 

GERALD  LESLIE,  NORTHVILLE,  MICHIGAN 

GLEN  EDGAR,  JR,  SALT  LAKE  CITY,  UTAH 

HARLAN  EMMET,  DEEPHAVEN,  MINNESOTA 

HAROLD  BLAKE,  SUMTER,  SOUTH  CAROLINA 

HAROLD  JEROD,  GRASS  VALLEY,  CALIFORNIA 

HAROLD  L,  MOBILE,  ALABAMA 

HARRY  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HENRY  L,  BARTLETT,  TENNESSEE 

HORACE  FREEMAN,  JR,  BOWLING  GREEN,  KENTUCKY 

HOHARD,  ARDMORE,  OKLAHOMA 

HUBERT  CARR,  REDWOOD  CITY,  CALIFORNIA 

IAN,  PERTH,  AUSTRALIA 

JAMES  BURRIS,  NEPTUNE  CITY,  NEW  JERSEY 

JAMES  CALVIN,  DALLAS,  TEXAS 

JAMES  DALE,  GULFPORT,  MISSISSIPPI 

JAMES  F,  ANDOVER,  MASSACHUSETTS 

JAMES  F.,  YORK,  SOUTH  CAROLINA 

JAMES  FREDERICK,  LITTLE  ROCK,  ARKANSAS 

JAMES  H.,  EL  SEGUNDO,  CALIFORNIA 

JAMES  LEONARD,  NEW  YORK,  NEW  YORK 

JAMES  LYLE,  GRANTSBURG,  WISCONSIN 

JAMES  PATRICK,  III,  GERMANTOWN,  TENNESSEE 

JAMES  RICHARD,  MODESTO,  CALIFORNIA 

JAMES  RICHARD,  III,  BRUSLY,  LOUISIANA 

JAMES  W.,  ONEONTA,  NEW  YORK 

JEFFERY  RAY,  DUNCAN,  OKLAHOMA 

JEFFRY  LELAND,  LONG  BEACH,  CALIFORNIA 

JEREE  ALLEN,  SANTA  BARBARA,  CALIFORNIA 

JEROME  ALLEN,  CINCINNATI,  OHIO 

JEROME  P.,  GREEN  LAKE,  WISCONSIN 

JERRY  L.,  DEFIANCE,  OHIO 

JERRY  LEE,  GREEN  LAKE,  WISCONSIN 

JOHN  R,  MUSKEGO,  HISCONSIN 

JOHN  R,  TURLOCK,  CALIFORNIA 

JOHN  RANDAL,  LITTLE  ROCK,  ARKANSAS 

JOHN  STEPHEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

JOHNNIE,  JR.,  BIRMINGHAM,  ALABAMA 

JOSEPH  H,  BAKERSFIELD,  CALIFORNIA 

JOSEPH  SAMUEL,  ANNAPOLIS,  MARYLAND 

KARL  M.,  GRAND  JUNCTION,  COLORADO 

KENNETH  F. ,  TUCSON,  ARIZONA 

KENNETH  LEE,  WEST  BEND,  WISCONSIN 

KENNETH  MCNEAL,  DETROIT,  MICHIGAN 

KEVIN  BRETT,  SACRAMENTO,  CALIFORNIA 

KEVIN  RAY,  VAN  BUREN,  ARKANSAS 

KEVIN  SCOTT,  MERIDIAN,  IDAHO 

KIM  PAUL,  EAST  LANSING,  MICHIGAN 

LARRY  JAMES,  COLLEGE  STATION,  TEXAS 

LARRY  RALPH,  LAHTON,  OKLAHOMA 

LAWRENCE,  JR,  OKLAHOMA  CITY,  OKLAHOMA 

LEO  M.,  FLINT,  MICHIGAN 

LEONARD  JOHNNIE,  SAN  BERNARDINO,  CALIFORNIA 

LEROY  SCOTT,  ARDMORE,  OKLAHOMA 

LESLIE  C,  JR,  DEMOPOLIS,  ALABAMA 

LONELL  BROCK,  ELMIRA,  NEW  YORK 

LYNN  PAUL,  CEDAR  RAPIDS,  IOWA 

LYNNE  ELLEN,  PALO  ALTO,  CALIFORNIA 

MARTY  ALLEN,  KALAMAZOO,  MICHIGAN 

MELVEN  EDWARD,  THOMASVILLE,  GEORGIA 

MICHAEL,  MILWAUKEE,  WISCONSIN 

MICHAEL  EDHARD,  BEECH  GROVE,  INDIANA 

MICHAEL  EUGENE,  JACKSON,  MICHIGAN 

MICHAEL  JAMES,  DOYLESTOHN,  PENNSYLVANIA 

MICHAEL  LEE,  BOISE,  IDAHO 

NEAL  ROGER,  ARCADIA,  CALIFORNIA 

NORRIS  K,  SALT  LAKE  CITY,  UTAH 

PAUL  EDWIN,  CAMBRIDGE,  MASSACHUSETTS 

PAUL  M.,  CARROLLTON,  MISSOURI 

PERRY  LEE,  HAMILTON,  MONTANA 

PHILIP  R.,  HAUSAU,  HISCONSIN 

PHILLIP  B,  BRUNSWICK,  GEORGIA 

PHILLIP  RUSSEL,  OAKLAND,  CALIFORNIA 

RALPH  BURTON,  COLUMBUS,  GEORGIA 

RALPH  S.,  RAPID  CITY,  SOUTH  DAKOTA 

RALPH  WALKER,  JR,  ASHLAND,  VIRGINIA 

RECTOR,  JR,  TUSCALOOSA,  ALABAMA 
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JOHNSON,  REEVES  E.,  VIRGINIA  BEACH,  VIRGINIA 

JOHNSON,  RICHARD  LEE,  KANSAS  CITY,  KANSAS 

JOHNSON,  RICHARD  LOUIS,  PONTIAC,  MICHIGAN 

JOHNSON,  RICHARD  N,  PORTLAND,  OREGON 

JOHNSON,  ROBERT  ARNOLD,  RICHMOND,  VIRGINIA 

JOHNSON,  ROBERT  F,  AUBURN,  MASSACHUSETTS 

JOHNSON,  ROBERT  GEORGE,  JR,  LAFAYETTE,  LOUISIANA 

JOHNSON,  ROBERT  GLENN,  SAN  FRANCISCO,  CALIFORNIA 

JOHNSON,  ROBERT  H. ,  SIOUX  CITY,  IOWA 

JOHNSON,  ROBERT  JOE,  MARTIN,  TENNESSEE 

JOHNSON,  ROBERT  LEE,  JACKSON,  MICHIGAN 

JOHNSON,  ROBERT  R,  ABERDEEN,  WASHINGTON 

JOHNSON,  ROBERT  W,  ASTORIA,  OREGON 

JOHNSON,  RODGER  DALE,  DOVER,  PENNSYLVANIA 

JOHNSON,  RODNEY  L,  FORT  LEAVENWORTH,  KANSAS 

JOHNSON,  ROGER  HERMAN,  GOLDEN  VALLEY,  MINNESOTA 

JOHNSON,  ROLLIE,  FRANKFORT,  KENTUCKY 

JOHNSON,  RONALD  LAWRENCE,  MARYSVILLE,  CALIFORNIA 

JOHNSON,  RONALD  LLOYD,  SANTA  ANA,  CALIFORNIA 

JOHNSON,  ROY  LEE,  MONMOUTH,  ILLINOIS 

JOHNSON,  RUSS  WILLIAM,  FULTON,  NEW  YORK 

JOHNSON,  RUSSELL  ROBERT,  CORTEZ,  COLORADO 

JOHNSON,  SCOTT  ALLEN,  SPOKANE,  WASHINGTON 

JOHNSON,  SCOTT  ANTHONY,  MENDOTA  HEIGHTS,  MINNESOTA 

JOHNSON,  STANLEY  K.,  JR,  FALLS  CHURCH,  VIRGINIA 

JOHNSON,  STEPHEN  R,  JR,  JEFFERSON  CITY,  MISSOURI 

JOHNSON,  STEPHEN  THOMAS,  SR,  PHILADELPHIA,  PENNSYLVANI/ 

JOHNSON,  STEVEN  ALAN,  ROCKFORD,  ILLINOIS 

JOHNSON,  STEVEN  DUANE,  BARTLETT,  TENNESSEE 

JOHNSON,  STEVEN  HAROLD,  MINNEAPOLIS,  MINNESOTA 

JOHNSON,  STEVEN  PAUL,  PLATTE  CITY,  MISSOURI 

JOHNSON,  SYLVESTER  MASON,  PHILADELPHIA,  PENNSYLVANIA 

JOHNSON,  TERRY  C. ,  SPENCER,  IOWA 

JOHNSON,  TERRY  LEE,  BRYAN,  OHIO 

JOHNSON,  THOMAS  ALBERT,  MAULDIN,  SOUTH  CAROLINA 

JOHNSON,  THOMAS  CALE,  ELKO,  NEVADA 

JOHNSON,  THOMAS  J.,  HAZLET,  NEW  JERSEY 

JOHNSON,  THOMAS  LLOYD,  NEW  ORLEANS,  LOUISIANA 

JOHNSON,  THOMAS  0.,  NAPA,  CALIFORNIA 

JOHNSON,  TIMOTHY  CLAYTON,  BELLEVUE,  WASHINGTON 

JOHNSON,  TIMOTHY  MICHAEL,  CAMP  PENDLETON,  CALIFORNIA 

JOHNSON,  TY  DOUGLAS,  FORT  SHAFTER,  HAWAII 

JOHNSON,  WALLACE  M. ,  GRAND  FORKS,  NORTH  DAKOTA 

JOHNSON,  WALLACE  WAINE,  BELLEVUE,  WASHINGTON 

JOHNSON,  WALTER  JENNINGS,  J,  COLUMBIA,  SOUTH  CAROLINA 

JOHNSON,  WALTER  LEE,  ALEXANDRIA,  VIRGINIA 

JOHNSON,  WARREN  MICHAEL,  MILLBRAE,  CALIFORNIA 

JOHNSON,  WAYNE  FREDERICK,  GLADSTONE,  OREGON 

JOHNSON,  WESLEY  E,  SAN  JOSE,  CALIFORNIA 

JOHNSON,  HILLIAM  DAVID,  MT  CLEMENS,  MICHIGAN 

JOHNSON,  HILLIAM  EUGENE,  AUGUSTA,  GEORGIA 

JOHNSON,  WILLIAM  H,  JACKSONVILLE,  FLORIDA 

JOHNSON,  WILLIAM  H. ,  SHERIDAN,  WYOMING 

JOHNSON,  WILLIAM  HENRY,  ZACHARY,  LOUISIANA 

JOHNSON,  WILLIAM  HIRAM,  JR,  CHESAPEAKE,  VIRGINIA 

JOHNSON,  WILLIAM  HUGH,  ACOMA,  NEH  MEXICO 

JOHNSON,  WILLIAM  R.,  LOUISVILLE,  KENTUCKY 

JOHNSON,  WILLIAM  RUSSELL,  SR,  FORESTVILLE,  MARYLAND 

JOHNSON,  WILLIE  LEE,  GREENVILLE,  SOUTH  CAROLINA 

JOHNSTON,  BARRY  G,  VERNON,  CANADA 

JOHNSTON,  BENJAMIN  M. ,  CHARLOTTE,  NORTH  CAROLINA 

JOHNSTON,  CHARLES  J,  LAKEWOOD,  COLORADO 

JOHNSTON,  DOUGLAS  SCOTT,  SPRINGFIELD,  VERMONT 

JOHNSTON,  EILEEN  RUTH,  GLENDALE,  ARIZONA 

JOHNSTON,  FRANKLIN  WRIGHT,  STOCKTON,  CALIFORNIA 

JOHNSTON,  GEORGE  R,  ARKADELPHIA,  ARKANSAS 

JOHNSTON,  HAROLD  D,  FARMINGTON,  NEW  MEXICO 

JOHNSTON,  HERBERT  F,  RUSSELLVILLE,  ARKANSAS 

JOHNSTON,  JAMES  H,  ELKO,  NEVADA 

JOHNSTON,  JOHN,  INVERNESS,  SCOTLAND 

JOHNSTON,  LAMONT  KEITH,  POCATELLO,  IDAHO 

JOHNSTON,  LYNDE  MORFORD,  ROCHESTER,  NEW  YORK 

JOHNSTON,  MICHAEL  DAVID,  MARYVILLE,  TENNESSEE 

JOHNSTON,  MICHAEL  STEPHEN,  ARLINGTON,  TEXAS 

JOHNSTON,  NOEL  GENE,  ABILENE,  TEXAS 

JOHNSTON,  ROBERT  ANTHONY,  YONKERS,  NEW  YORK 

JOHNSTON,  ROBERT  FLOYD,  SAN  ANTONIO,  TEXAS 

JOHNSTON,  ROBERT  THOMAS,  WILSON,  NORTH  CAROLINA 

JOHNSTON,  ROBERT  W.,  FORT  LAUDERDALE,  FLORIDA 

JOHNSTON,  RONALD  EDWARD,  ROCHESTER,  MINNESOTA 

JOHNSTON,  SAMUEL  RONALD,  SHELTON,  WASHINGTON 

JOHNSTON,  STEVEN  JAMES,  ROCHESTER,  MINNESOTA 

JOHNSTON,  HILLIAM  N.,  CHAMBERSBURG,  PENNSYLVANIA 

JOHNSTONE,  FRANCIS  H,  CHARLOTTESVILLE,  VIRGINIA 

JOINER,  EDWARD  HARRISON,  SEATTLE,  WASHINGTON 

JOINER,  JERE  T,  COLORADO  SPRINGS,  COLORADO 

JOLIVETTE,  GERARD,  REESE  AFB,  TEXAS 

JOLLEY,  DAVID  GLENN,  JACKSON,  TENNESSEE 

JOLLEY,  PRESTON  OWEN,  WINCHESTER,  VIRGINIA 

JOLLIFF,  BRUCE  ALLEN,  NEWTON,  KANSAS 

JOLLIFF,  REGENA  ANN,  TULSA,  OKLAHOMA 

JOLLIFFE,  DOUGLAS  ERIC,  NEWMARKET,  CANADA 

JOLLY,  GORDON  ROGER,  SARASOTA,  FLORIDA 

JOLLY,  JERRY  RAYMOND,  SACRAMENTO,  CALIFORNIA 

JOLLY,  JOHN  B.,  GARDENDALE,  ALABAMA 

JOLLY,  WILLIAM  ARTHUR,  UNION,  SOUTH  CAROLINA 

JONAS,  JAMES  BRIAN,  HINNEMUCCA,  NEVADA 

JONES,  ALLEN  ARTHER,  TOPEKA,  KANSAS 

JONES,  ALLEN  COLLINS,  JR,  TUSCALOOSA,  ALABAMA 

JONES,  ALLEN  DOUGLAS,  BOISE,  IDAHO 
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JONES,  ALLEN  LE  -  JUDD,  MICHAEL  DAVID 
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ALLEN  LE,  RANTOUL ,  ILLINOIS 

BELVANY  GENE,  HC  ALESTER,  OKLAHOMA 

BENJAMIN  R.,  HARRISBURG,  PENNSYLVANIA 

BILLY  G.,  BELTON,  TEXAS 

BILLY  L,  MURFREESBORO,  TENNESSEE 

BILLY  LENARD,  TEXARKANA,  ARKANSAS 

BILLY  TILLMAN,  AUGUSTA,  GEORGIA 

BLAINE  THOMAS,  HAYNESVILLE,  NORTH  CAROLINA 

BRADLEY  HADE,  JEFFERSON  CITY,  MISSOURI 

CARY  H,  MONTGOMERY,  ALABAMA 

CHARLES  BYRD,  CULPEPER,  VIRGINIA 

CHARLES  MICHAEL,  ROGERS,  ARKANSAS 

CHARLEY  M.,  MUSKOGEE,  OKLAHOMA 

CLARENCE  A.,  VINTON,  VIRGINIA 

CLARENCE  M. ,  SULPHUR  SPRINGS,  TEXAS 

CLAUDE  H.,  BELOIT,  HISCONSIN 

DAN,  DETROIT,  MICHIGAN 

DAN  LOHREY,  MEMPHIS,  TENNESSEE 

DARRELL  LEE,  ARANSAS  PASS,  TEXAS 

DAVID  E.,  ROME,  GEORGIA 

DAVID  FRANKLIN,  HEST  MEMPHIS,  ARKANSAS 

DEHEY  L.,  ALEXANDER  CITY,  ALABAMA 

DIEGHTON  JOSEPH,  AUGUSTA,  GEORGIA 

DONNA  GAIL,  NEH  YORK,  NEH  YORK 

EARL  RICHARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

EDHARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

EDHARD  HHITE,  RALEIGH,  NORTH  CAROLINA 

ELHOOD  H,  GLYNCO,  GEORGIA 

EUGENE,  BURLINGTON,  NORTH  CAROLINA 

FRANK  ANDERSON,  III,  RICHFIELD,  OHIO 

FREDERICK  HILLIAM,  WINSTON-SALEM,  NORTH  CAROLINA 

GEORGE  H.,  SURFSIDE,  FLORIDA 

GIDEON,  PRETORIA,  SOUTH  AFRICA 

IRISH,  MEMPHIS,  TENNESSEE 

J.  THOMAS,  ROCHESTER,  NEH  YORK 

JAMES  A,  MARIETTA,  GEORGIA 

JAMES  ALAN,  FORT  MCNAIR,  DISTRICT  OF  COLUMBIA 

JAMES  F.,  ATLANTA,  GEORGIA 

JAMES  LEHIS,  SHELBY,  ALABAMA 

JAMES  HALTER,  FORT  VALLEY,  GEORGIA 

JAN  S,  SEASIDE,  OREGON 

JAN  HILSON,  STAFFORD,  TEXAS 

JAY  MELVYN,  OPELIKA,  ALABAMA 

JIMMIE  MONROE,  KEY  WEST,  FLORIDA 

JOHN  FREDERICK,  JACKSONVILLE,  FLORIDA 

JOHN  L,  VESTAL,  NEH  YORK 

JOHN  0,  CHAMPAIGN,  ILLINOIS 

JOHN  PAUL,  HAMPTON,  VIRGINIA 

JOHN  THOMAS,  SACRAMENTO,  CALIFORNIA 

JOHN  H,  KNOXVILLE,  TENNESSEE 

JON  F,  SEOUL,  KOREA 

KEITH  EUGENE,  MONTCLAIR,  CALIFORNIA 

KEITH  L.,  PORTLAND,  OREGON 

KENNETH  A.,  NEH  YORK,  NEH  YORK 

KENNETH  D,  JANESVILLE,  HISCONSIN 

KENNETH  RAY,  ODESSA,  TEXAS 

KENNETH  STEVEN,  CINCINNATI,  OHIO 

LARRY  EUGENE,  OLATHE,  KANSAS 

LARRY  MICHAEL,  FORT  MITCHELL,  KENTUCKY 

LEON  EDHARD,  JR,  LOUISVILLE,  KENTUCKY 

LEONARD  D,  JR,  TITUSVILLE,  FLORIDA 

LEONARD  R,  CHARLOTTE,  NORTH  CAROLINA 

LESLIE  C,  ORANGE,  TEXAS 

LESLIE  ROLAND,  HARRISBURG,  PENNSYLVANIA 

LESTER  RAYMOND,  NORFOLK.  VIRGINIA 

LEHIS  E,  SAN  DIEGO,  CALIFORNIA 

LEHIS,  III,  SALUDA,  VIRGINIA 

LYNN  LOUISE,  TULSA,  OKLAHOMA 

MALCOLM  S,  JR,  BRATTLEBORO,  VERMONT 

MARK  ALAN,  PHILADELPHIA,  PENNSYLVANIA 

MAURICE  ELLDON,  SAN  JOSE,  CALIFORNIA 

MICHAEL  L,  BLACKSBURG,  VIRGINIA 

MICHAEL  ROBERT,  CINCINNATI,  OHIO 

MICHAEL  STEVEN,  ROME,  GEORGIA 

MILTON  S.,  MEMPHIS,  TENNESSEE 

NANCY  SUZANNE,  HILLSBORO,  OREGON 

NOEL  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

OLIVER  UPTHEGROVE,  CHICAGO,  ILLINOIS 

P  STEVEN,  ROCKFORD,  ILLINOIS 

PATRICK  LEE,  PORT  ORCHARD,  HASHINGTON 

PETER  LINDEN,  CHESHIRE,  ENGLAND 

PETER  HHEELOCK,  GAITHERSBURG,  MARYLAND 

OUINCY,  SAVANNAH,  GEORGIA 

RAYMOND  LEONARD,  JR,  SMITHFIELD,  NORTH  CAROLINA 

RICHARD  C,  AUGUSTA,  MAI  ME 

RICHARD  J.,  BRATTLEBORO,  VERMONT 

RICHARD  LEE,  SR,  VICTORIA,  TEXAS 

ROBERT  ALAN,  OKLAHOMA  CITY,  OKLAHOMA 

ROBERT  ALLEN,  ALBANY,  NEH  YORK 

ROBERT  B,  LITTLE  ROCK,  ARKANSAS 

ROBERT  DAVID,  LOUISVILLE,  KENTUCKY 

ROBERT  DAVID,  ELMHURST,  ILLINOIS 

ROBERT  GENE,  NORTHBROOK,  ILLINOIS 

ROBERT  GERARD,  GREAT  FALLS,  MONTANA 

ROBERT  J.,  NEH  YORK,  NEH  YORK 

ROBERT  K,  MANSFIELD,  MASSACHUSETTS 

ROBERT  K.,  OBERLIN,  OHIO 

ROBERT  L,  CHARLESTON,  HEST  VIRGINIA 

ROBERT  LEON,  HOODLAND,  CALIFORNIA 

ROBERT  LINDSAY,  SAN  DIEGO,  CALIFORNIA 
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ROBERT  LOUIS,  III,  DELAND,  FLORIDA 
ROLAND  JOHN,  ST  HELIER,  CHANNEL  ISLANDS 
RONALD  A.,  COLUMBUS,  GEORGIA 
RONALD  LEONARD,  LOS  ALTOS,  CALIFORNIA 
RONALD  HAYNE,  POPLAR  BLUFF,  MISSOURI 
SEYMOUR  ANTHONY,  NEH  YORK,  NEH  YORK 
SHELIA  CARTER,  DALLAS,  TEXAS 
STANLEY  HAYNE,  RIVERBANK,  CALIFORNIA 
STEPHEN  CHARLES,  POCATELLO,  IDAHO 
TERENCE  FRANK,  AURORA,  COLORADO 
TERRY  FORREST,  PORTLAND,  OREGON 
THOMAS  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  DOTSON,  CHARLOTTE  COURTHOUSE,  VIRGINIA 
THOMAS  J.,  BEAUMONT,  TEXAS 
THOMAS  LASTER,  CRANE,  TEXAS 
THOMAS  MICHAEL,  CRESTWOOD,  MISSOURI 
THOMAS  R.,  MINNEAPOLIS,  MINNESOTA 
TIMOTHY  GLENN,  TULSA,  OKLAHOMA 
TIMOTHY  R,  CINCINNATI,  OHIO 
TOM,  BENHAM,  KENTUCKY 
TREVOR  C,  RICHMOND,  TEXAS 
VERNON  L.,  VIENNA,  VIRGINIA 
VICTOR  E.,  RIVERSIDE,  CALIFORNIA 
VICTORIAN  EDHARD,  JR,  NATCHITOCHES,  LOUISIANA 
H  BARNETT,  PONTIAC,  MICHIGAN 
HARREN  G.,  GUNTERSVILLE,  ALABAMA 
WAYMOND  LAMAR,  LAKE  CHARLES,  LOUISIANA 
HAYNE  DOLAN,  SAN  DIEGO,  CALIFORNIA 
HILLIAM  ANTHONY,  BATESVILLE,  MISSISSIPPI 
HILLIAM  BRUCE,  IDAHO  FALLS,  IDAHO 
HILLIAM  H.,  NEW  CANAAN,  CONNECTICUT 
WILLIAM  H.,  JR.,  ST.  LOUIS,  MISSOURI 
WILLIAM  M,  JACKSON,  MISSISSIPPI 
WILLIAM  MICHAEL,  SAN  ANGELO,  TEXAS 
HILLIAM  P,  MARIETTA,  GEORGIA 
JONESON,  JAMES  EDWARD,  LINCOLN,  NEBRASKA 
JOO,  GEORGE  THOMAS,  WEST  TRENTON,  NEW  JERSEY 
JOOST,  MONICA  MARIE,  MARION,  ILLINOIS 

JORDAN,  ANDRE  REYNAUD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ANDREH,  BEND,  OREGON 
BILL,  MUSKOGEE,  OKLAHOMA 

BRIAN  KEITH,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CHARLES  RALPH,  JR,  HAMPTON,  VIRGINIA 
E.  DANIEL,  BIRMINGHAM,  ALABAMA 
GARY  DEAN,  ELGIN  AFB,  FLORIDA 
J.  W.,  SAN  DIEGO,  CALIFORNIA 
JAMES  EDWARD,  AUSTIN,  TEXAS 
JANET  ELIZABETH,  CAMDEN,  NEW  JERSEY 
JOHN  HILLIAM,  DARIEN,  CONNECTICUT 
JOSEPH  M,  BOSTON,  MASSACHUSETTS 
LOUIS  WILLARD,  JR,  CARLSBAD,  NEW  MEXICO 
MICHAEL  COYNE,  HYOMING,  PENNSYLVANIA 
MICHAEL  EDHARD,  SHERWOOD,  OREGON 
PATRICK  JOSEPH,  DETROIT,  MICHIGAN 
RAY  EDWARD,  LONG  BEACH,  CALIFORNIA 
ROBERT  ALLEN,  DALY  CITY,  CALIFORNIA 
ROBERT  E.,  DENVER,  COLORADO 
RONALD  R.,  WHITE  PLAINS,  NEW  YORK 
SAMUEL  LEE,  CARBONDALE,  ILLINOIS 
TRUETT,  EDINBURG,  TEXAS 
WALTER  P.,  JR.,  KINGMAN,  ARIZONA 
JORGENSON,  JAMES  ALBERT,  DES  MOINES,  IOWA 
JORGENSON,  RICHARD  A,  SPOKANE,  HASHINGTON 
JOSEPH,  EVANDER  JAMES,  ROSEAU,  DOMINICA 
JOSEPH,  JAMES  RALPH,  HAZLETON,  PENNSYLVANIA 
JOSEPHSON,  RICHARD  J.,  MADISON,  WISCONSIN 
JOSEY,  JAMES  DOUGLAS,  MILLEDGEVILLE,  GEORGIA 
JOSEY,  LLOYD  JAMES,  JR,  PENSACOLA,  FLORIDA 
JOSLIN,  DOUGLAS  N.,  RHINELANDER,  WISCONSIN 
JOSLIN,  LOREN  E.,  SAN  DIEGO,  CALIFORNIA 
JOSLYN,  ALLAN  LEROY,  LA  MESA,  CALIFORNIA 
JOSWIAK,  DAVID  EDMUND,  MARSHALLTOWN,  IOWA 
JOSWIAK,  SCOTT  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOUDRY  MONTERO,  ROBERTO  ANTONIO,  PANAMA  CITY,  PANAMA 
JOURDAN,  DOYLE  W,  MIAMI,  FLORIDA 
JOURDAN,  KENNETH  ROBERT,  SACRAMENTO,  CALIFORNIA 
JOY,  ADRIAN  L.,  PRINCE  FREDERICK,  MARYLAND 
JOY,  MARCEL  L,  AURORA,  ILLINOIS 
JOYCE,  JEROME  M. ,  CLEVELAND,  OHIO 
JOYCE,  JOHN  K.,  CLEVELAND,  OHIO 
JOYCE,  JUSTIN  MARTIN,  SUGAR  LAND,  TEXAS 
JOYCE,  KEVIN  PATRICK,  INDIANAPOLIS,  INDIANA 
JOYCE,  MARTIN  JOSEPH,  YAPHANK,  NEW  YORK 
JOYCE,  PATRICK  J,  MCHENRY,  ILLINOIS 
JOYCE,  RICHARD  J,  CHICAGO,  ILLINOIS 
JOYCE,  STEPHEN  A.,  PITTSBURGH,  PENNSYLVANIA 
JOYCE,  VINCENT  WILLIAM,  JR,  CHAMBERSBURG,  PENNSYLVANIA 
JOYCE,  WILLIAM  JOHN,  PITTSBURGH,  PENNSYLVANIA 
JOYNER,  DENNIS  EARLAND,  COLLIERVILLE,  TENNESSEE 
JOYNER,  PHILIP  HOLMES,  JR,  DECATUR,  GEORGIA 
JOYNER,  RAYMOND  E.,  TARBORO,  NORTH  CAROLINA 
JUAN,  CELESTINO  C,  LUCENA  CITY,  PHILIPPINES 
JUAN,  MING  KUANG,  TAIPEI,  REPUBLIC  OF  CHINA 
JUAREZ,  HECTOR  MANUEL,  FLAGSTAFF,  ARIZONA 
JUBILEE,  ERNEST  C,  II,  ATLANTIC  CITY,  NEW  JERSEY 
JUCKINS,  CONRAD  JOHN,  JR,  PALOS  HEIGHTS,  ILLINOIS 
JUDD,  ERIC  GREGORY,  PLEASANT  HILLS,  PENNSYLVANIA 
JUDD,  GRADY  CURTIS,  JR,  BARTOW,  FLORIDA 
JUDD,  JOHN  J.,  JENNINGS,  MISSOURI 
JUDD,  MICHAEL  DAVID,  NEW  WESTMINISTER,  CANADA 
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JUDE,  OLIVIER  -  KEANE,  JAMES  F. 

196  JUDE,  OLIVIER,  MONACO,  MONACO 

44  tt  JUDGE,  FRANCIS  PAUL,  CARBONDALE,  PENNSYLVANIA 

125  JUDKINS,  EDHIN  HAIHOOD,  OCALA,  FLORIDA 

106  JUDSON,  RONALD  S,  REDDING,  CALIFORNIA 

117  tt  JUELS,  MAURICE  P.,  NORTH  LITTLE  ROCK,  ARKANSAS 

194  JULARBAL,  GEORGE  ANACTA,  MANILA,  PHILIPPINES 
150  JULIANO,  ALFONSO  ANTHONY,  NEHARK,  NEH  JERSEY 

178  JULY,  CURTIS  ALAN,  OREGON,  ILLINOIS 
189   JUMEL,  PHILIPPE,  PARIS,  FRANCE 

199   JUNCKER,  ROY  LOUIS,  JR,  HESTHEGO,  LOUISIANA 

119  tt   JUNGBLUTH,  CARL  HARMAN,  HALES  CORNERS,  WISCONSIN 

155   JUNGEL,  MICHAEL  JAMES,  PORTAGE,  MICHIGAN 

177   JUNGEL,  TERRENCE  LEE,  IONIA,  MICHIGAN 

133   JUNGLING,  DAVID  ROBERT,  BUTLER,  PENNSYLVANIA 

90  It   JUNKIN,  JAMLS  H,  TUSCALOOSA,  ALABAMA 
58  *  JUNTUNEN,  OSCAR  F.,  CARLTON,  MINNESOTA 

179  JURCZEHSKY,  LARRY  LEO,  OKLAHOMA  CITY,  OKLAHOMA 
182   JURECEK,  JOHN  MICHAEL,  ROSHELL,  NEH  MEXICO 

103  tt   JURIGA,  LAURENCE  R,  NORTH  MIAMI,  FLORIDA 
142   JURIS,  EVANS  ENGELOS,  GILFORD,  NEH  HAMPSHIRE 
176   JUROVICH,  JOHN  PETER,  EPHRATA,  HASHINGTON 

36  tt   JURRAS,  MAX  FOSTER,  MONTPELIER,  VERMONT 

91  *  JURSS,  MELVIN  0.,  RIPON,  WISCONSIN 

101  *  JUSINOROSARIO,  ONOFRE,  SAN  JUAN,  PUERTO  RICO 

121  #  JUSTICE,  ARLEN,  ALEXANDRIA,  VIRGINIA 

101  tt   JUSTICE,  HAROLD  L.,  LOS  ANGELES,  CALIFORNIA 

191  JUSTICE,  JAMES  G,  PIKEVILLE,  KENTUCKY 
116  tt   JUSTICE,  KERMIT  E,  CENTRALIA,  ILLINOIS 

98  JUSTICE,  RICHARD  A,  CHESAPEAKE,  VIRGINIA 
136   JUSTICE,  ROBERT  WAYNE,  RICHMOND,  VIRGINIA 

95   JUSTUS,  MEARL  J,  BELLEVILLE,  ILLINOIS 

99  JUTTE,  JOHN  D,  DAVENPORT,  IOWA 

189  JWANOWSKI,  PAUL  NICHOLAS,  FORT  WORTH,  TEXAS 

49  tt   KAAKE,  EDWARD  J.,  ESSEXVILLE,  MICHIGAN 

113  KACZMAREK,  PETER  J.,  BAY  CITY,  MICHIGAN 

103  KADOURA,  MICHAEL,  INKSTER,  MICHIGAN 

186  KADOUS,  MOHAMED  ASHRAF  IBRAHIM,  CAIRO,  EGYPT 

103  KADOWAKI,  MASATO,  TOKYO,  JAPAN 

124  KAFKA,  RICHARD  JOHN,  NEW  YORK,  NEW  YORK 

192  KAGA,  TSUYOSHI,  TOKYO,  JAPAN 

195  KAGEYAMA,  SATOSHI ,  TOKYO,  JAPAN 

127  tt   KAHOE,  ARTHUR  JOSEPH,  III,  BATON  ROUGE,  LOUISIANA 
115   KAI,  MITSUAKI,  TOKYO,  JAPAN 

99   KAISER,  KENNETH  E.,  DEKALB,  ILLINOIS 
150   KAISER,  NICHOLAS  FRANCIS,  TROY,  NEW  YORK 

87  tt   KAISER,  ROBERT  M,  LAUREL,  MARYLAND 

196  KAIZER,  BARRY  ALAN,  BECKLEY,  WEST  VIRGINIA 
192   KAJIHIRO,  DAVE  MASAJI,  HONOLULU,  HAWAII 

170  KAJIYAMA,  GLEN  RICHARD,  HONOLULU,  HAWAII 
84  #  KAKAIO,  STEVEN  W.,  WAILUKU,  MAUI,  HAWAII 

130  KALAR,  BARRY  DOUGLAS,  WILLITS,  CALIFORNIA 
119   KALAR,  LONNIE  C,  KENAI,  ALASKA 

164  KALAVSKY,  JOHN  LAWRENCE,  WARRENSVILLE  HEIGHTS,  OHIO 

142  KALBACH,  JOSEPH  RUSHTON,  PHILADELPHIA,  PENNSYLVANIA 
82  tt   KALBFLEISCH,  JACK  C,  BIRMINGHAM,  MICHIGAN 

76   KALINOWSKI,  CARL  M,  ERIE,  PENNSYLVANIA 
176   KALINOWSKI,  JAMES  THADDEUS,  HOUSTON,  TEXAS 
111  tt   KALIVODA,  JOSEPH  A,  MILWAUKEE,  WISCONSIN 

89   KALLAB,  RAMZI,  TRIPOLI,  LEBANON 
184   KALLMAYER,  FREDERICK,  CHAMPAIGN,  ILLINOIS 

172  KALM,  RICHARD  STEVEN,  MT  CLEMENS,  MICHIGAN 
103  tt   KALMUS,  RALPH  F.,  FORESTVILLE,  MARYLAND 
176   KALSOW,  LUKE  SETH,  FARGO,  NORTH  DAKOTA 

184   KALSTABAKKEN,  GARY  DEAN,  ROSEMOUNT,  MINNESOTA 
146   KALUSNIAK,  JOHN  JASON,  HILLSDALE,  MICHIGAN 

188  KALUTA,  ROMAN  WILLIAM,  ALEXANDRIA,  VIRGINIA 

155  KALWARA,  STEVEN  SANFORD,  JUNEAU,  ALASKA 
194   KALWAT,  DONALD  W,  BRISTOL,  CONNECTICUT 

37  *  KAMEL,  AHMED  AHMED,  CAIRO,  EGYPT 
103   KAMEL,  RAAFAT,  CAIRO,  EGYPT 

154   KAMINSKI,  FRANK  J,  EVANSTON,  ILLINOIS 

111   KAMINSKY,  ALBERT  F.,  CLEVELAND  HEIGHTS,  OHIO 

143  KAMINSKY,  GEORGE  JOSEPH,  HARRISBURG,  PENNSYLVANIA 

189  KAMITA,  KEITH  TAKESHI,  HONOLULU,  HAWAII 
138  KAMMER,  WILLIAM  HENRY,  TOWSON,  MARYLAND 

165  KAMMERDENER,  CHARLES  STEPHEN,  NEW  YORK,  NEH  YORK 

131  KAMMERER,  CAROL  SUE,  CARBONDALE,  ILLINOIS 

144  KAMMERZELL,  JOHN  LEROY,  FORT  COLLINS,  COLORADO 
52  tt   KAMPSEN,  RALPH  B.,  COVINGTON,  KENTUCKY 

156  KAN,  DOLORES  ANNA,  OAKLAND,  CALIFORNIA 

149  KAN,  KAM  TONG,  HONG  KONG,  HONG  KONG 

78  *  KANAGY,  WARREN  H. ,  NATIONAL  CITY,  CALIFORNIA 

150  KANAI,  BESURE  FISCHER,  KOROR,  FEDERATED  STATES  OF  MICRO 
196   KANCHANA-ALONGKORN,  KRISDA,  BANGKOK,  THAILAND 

74  tt  KANCHANAHAT,  BANRUNG,  BANGKOK,  THAILAND 

72  tt  KANCHANAHAT,  NIYOM,  BANGKOK,  THAILAND 

91  tt  KANDIAPPAN,  MUNIANDY,  KUALA  LUMPUR,  MALAYSIA 

140  KANE,  ANDREW,  SR,  HHITERIVER,  ARIZONA 

111  tt  KANE,  CHARLES,  SAN  LEANDRO,  CALIFORNIA 

173  KANE,  DAVID  JOHN,  MILWAUKEE,  WISCONSIN 

167  KANE,  EDWARD  ANTHONY,  MOUNT  OLIVE,  NEH  JERSEY 

99  tt   KANE,  EDWARD  J,  JOHNSTOWN,  NEW  YORK 

171  KANE,  JAMES  ALLEN,  REDSTONE  ARSENAL,  ALABAMA 
25  *  KANE,  JAMES  J.,  BRISTOL,  CONNECTICUT 

113  KANE,  MARTIN  J.,  WARREN,  NEW  JERSEY 

182  KANE,  RICHARD,  EXETER,  NEW  HAMPSHIRE 

156  KANE,  ROBERT  BRUCE,  STANWOOD,  HASHINGTON 

97  tt  KANE,  ROBERT  E.,  TROY,  NEW  YORK 

194  KANE,  SEAN  KEVIN,  LOS  ANGELES,  CALIFORNIA 

138  KANEKO,  JUN,  TOKYO,  JAPAN 
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102  * 
138 
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68  tt 
195 
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95  tt 
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76 
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102  tt 
194 
189 
145 

74  tt 
178 
185 
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184 
146  tt 
100 
163 

53  tt 
115 
198 
191 
132 
175 
146 
154 

97  tt 

95 
149 
126  tt 
171 
169 
131  # 
108 

86  tt 
104 
119 
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156 
131 

73  It 

91  It 
123 
156 

73  tt 
152 
192 
148  tt 
102  * 
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97  tt 
171 
113 

83  tt 
189 

18  * 
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KANEKOA,  ROBERT  K.,  VANCOUVER,  WASHINGTON 

KANG,  CHANG-SEAK,  SEOUL,  KOREA 

KANG,  IL-SEUK,  SEOUL,  KOREA 

KANGARA,  CHAMUNORHA  ERNEST,  MUTARE,  ZIMBABHE 

KANGAS,  RAYMOND  ROBERT,  FORT  BELVOIR,  VIRGINIA 

KAMEHSKI,  JAMES  RICHARD,  FORT  WASHINGTON,  PENNSYLVANIA 

KANIHO,  KAREN  LEA  LINDSAY,  HONOLULU,  HAWAII 

KANIKULA,  JAMES  JOHN,  MARINETTE,  HISCONSIN 

KANJANA,  NARONG,  BANGKOK,  THAILAND 

KANN,  BURTON  L.,  CHICAGO,  ILLINOIS 

KANNADY,  HOWARD  DALE,  OLATHE,  KANSAS 

KANTNER,  MICHAEL,  CAMDEN,  NEW  JERSEY 

KANTOR,  STANLEY  SHERON,  ANAHEIM,  CALIFORNIA 

KANZLER,  CHERYL  ANN,  PORTLAND,  OREGON 

KAO,  YUAN-HSING,  TAIPEI,  REPUBLIC  OF  CHINA 

KAPELANSKI,  DENNIS  GERALD,  LANSING,  MICHIGAN 

KAPELLA,  BERNARD  FRANCIS,  COLLEGE  STATION,  TEXAS 

KAPINGA,  KENNY,  GABORONE,  BOTSWANA 

KAPPERS,  DANIEL  HAROLD,  VIRGINIA  BEACH,  VIRGINIA 

KAPRAL,  GREGORY  GERARD,  CARLISLE  BARRACKS,  PENNSYLVANIA 

KARABAS,  WILLIAM  G,  BRENTWOOD,  MISSOURI 

KARAKA,  HAROLD  EDWARD,  SOUTH  SCHROON,  NEW  YORK 

KARANGEKIS,  JOHN  STALIOS,  WETHERSFIELD,  CONNECTICUT 

KARASTURY,  GARY  LEE,  SOUTH  CHARLESTON,  HEST  VIRGINIA 

KARASZEHSKI,  PHILIP  JAMES,  BUFFALO,  NEH  YORK 

KARAVASSILIS,  ANTONIOS,  THESSALONIKI ,  GREECE 

KARAYIAS,  STELIOS  G,  NICOSIA,  CYPRUS 

KARBACK,  WILLIAM  STEPHEN,  BUNNELL,  FLORIDA 

KARBOWSKI,  STANLEY  PETER,  NORTH  BRUNSWICK,  NEW  JERSEY 

KARCHIN,  SAMUEL  B,  NEW  YORK,  NEW  YORK 

KARCICH,  MARIO  LOUIS,  WEST  NEW  YORK,  NEW  JERSEY 

KARCZEWSKI,  EUGENE  S,  CHICAGO,  ILLINOIS 

KARDAUSKAS,  EDMUND  GEORGE,  WHITE  PLAINS,  NEW  YORK 

KARFONTA,  JOHN  JOSEPH,  MILHAUKEE,  WISCONSIN 

KARINSHAK,  JOHN  STEPHEN,  ARLINGTON,  VIRGINIA 

KARK,  JOHN  G.,  COLUMBUS,  OHIO 

KARLIN,  MICHAEL  MARTIN,  LEHISTON,  IDAHO 

KARNES,  JAMES  A,  COLUMBUS,  OHIO 

KARNES,  MICHAEL  STUART,  ROCHESTER,  NEW  YORK 

KARNES,  THOMAS  EDMUND,  LINCOLN  PARK,  MICHIGAN 

KARR,  JOSEPH  M,  SAN  BERNARDINO,  CALIFORNIA 

KARR,  WILLIAM  GLENN,  ST  PETERSBURG,  FLORIDA 

KARST,  JOSEPH  P.,  JR.,  KIRTLAND  AFB,  NEH  MEXICO 

KARSTED,  KEITH  EDWARD,  METAMORA,  ILLINOIS 

KASCH,  GEORGE  R.,  SPRINGFIELD,  ILLINOIS 

KASEM,  GALAL  AHMED,  CAIRO,  EGYPT 

KASH,  REIS  R.,  KANSAS  CITY,  MISSOURI 

KASHETA,  EDWARD  W. ,  JR.,  SOUTH  WINDSOR,  CONNECTICUT 

KASLICK,  WILLIAM  F.,  ST.  LOUIS,  MISSOURI 

KASMARCIK,  WALTER,  NORWICH,  NEW  YORK 

KASPAR,  JOHN  FRANK,  VICTORIA,  TEXAS 

KASPAR,  LINDA  MARIE,  CLEVELAND,  OHIO 

KASPAREK,  DENNIS  LEE,  PASCO,  WASHINGTON 

KASSIM  ALI  BIN,,  KUALA  LUMPUR,  MALAYSIA 

KASTANIS,  GEORGE  N,  ATHENS,  GREECE 

KASTEN,  DARIN  KEITH,  PALOS  VERDES  ESTATES,  CALIFORNIA 

KASTEN,  FRANK  M. ,  BLUE  ISLAND,  ILLINOIS 

KASTLER,  VILIAM,  BRATISLAVA,  SLOVAKIA 

KASZUBSKI,  WALTER  JOSEPH,  ORLAND  PARK,  ILLINOIS 

KATES,  GUY  G,  ROCKLEDGE,  PENNSYLVANIA 

KATES,  ROBERT  DAVID,  SAULT  ST  MARIE,  CANADA 

KATES,  WILLIAM  H. ,  STOCKTON,  CALIFORNIA 

KATHMAN,  THOMAS  E,  FLORENCE,  KENTUCKY 

KATORKAS,  WILLIAM  JEROME,  NEWARK,  DELAWARE 

KATSARAS,  ATHANASI,  THESSOLONIKI ,  GREECE 

KATSERES,  GEORGE  WILLIAM,  ST.  PAUL,  MINNESOTA 

KATTAS,  ROBERT  JOSEPH,  CEDAR  GROVE,  NEW  JERSEY 

KATZ,  HERBERT,  SALT  LAKE  CITY,  UTAH 

KATZENSTEIN,  ALFRED  NICHOLAS,  SANTA  BARBARA,  CALIFORNIA 

KATZMAN,  MARVIN  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

KAUCHER,  TERRELL  G. ,  IONE,  CALIFORNIA 

KAUER,  ROBERT  LORIN,  NOME,  ALASKA 

KAUFFMAN,  HERBERT  JERRY,  SR,  WARREN,  MICHIGAN 

KAUFFMAN,  JENIFER  LEE,  SAN  BERNARDINO,  CALIFORNIA 

KAUFFMAN,  KENNETH  ROSS,  REDONDO  BEACH,  CALIFORNIA 

KAUFMAN,  WILLIAM  RICHARD,  SOLDOTNA,  ALASKA 

KAUFMANN,  STEPHEN  C,  MAPLEWOOD,  NEW  JERSEY 

KAUI,  WILLIAM  K.,  LIHUE,  KAUAI,  HAWAII 

KAUPP,  STEPHEN  L,  CHINA  LAKE,  CALIFORNIA 

KAVAL,  WILLIAM  GERARD,  JR,  WASHINGTON,  DISTRICT  OF  COLU 

KAVANAGH,  JOHN  JAMES,  JR,  NEW  YORK,  NEW  YORK 

KAVANAUGH,  DUANE  THOMAS,  BEDMINSTER,  NEW  JERSEY 

KAVANAUGH,  JAMES  DIGBY,  RUSTON,  LOUISIANA 

KAVANEY,  JEROME  H,  APPLETON,  WISCONSIN 

KAWASAKI,  HAROLD  M,  HONOLULU,  HAWAII 

KAY,  FOREST  EARL,  JR,  PHILADELPHIA,  PENNSYLVANIA 

KAY,  JAY  DEE,  MARION,  INDIANA 

KAY,  WALTER  F.,  RICHMOND,  VIRGINIA 

KAYASHIMA,  MITSUHO,  TOKYO,  JAPAN 

KAYASTHA,  BIJAY  LAL,  KATHMANDU,  NEPAL 

KAZENSKY,  ERNEST  THEODORE,  LINCOLN  PARK,  MICHIGAN 

KAZLAUSKAS,  JOHN  M. ,  OWENSBORO,  KENTUCKY 

KAZMIERSKI,  RONALD  A.,  SR.,  TOLEDO,  OHIO 

KAZMIR,  RICHARD  G,  CLEVELAND,  OHIO 

KAZY  GAREY,  DANIEL  LIONEL,  HARVARD,  ILLINOIS 

KEADLE,  HOMER  H,  JR,  ATLANTA,  GEORGIA 

KEALA,  FRANCIS  A,  HONOLULU,  HAWAII 

KEAN,  ROBERT  BERRY,  COLORADO  SPRINGS,  COLORADO 

KEAN,  WILLIAM  J.,  HARRISONBURG,  VIRGINIA 

KEANE,  JAMES  F.,  SANTA  MONICA,  CALIFORNIA 
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KEANE,  JAMES  THOMAS  -  KENNEDY,  ARTHUR  D. 
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125 
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190 

96  tt 
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97  tt 
191 
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166 
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140 
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81  tt 
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135 
191 
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150  * 
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139 
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124 
110  tt 
128 
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186 
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122 
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127 
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151 
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KEANE,  JAMES  THOMAS,  METUCHEN,  NEH  JERSEY 

KEANE,  MICHAEL  JOSEPH,  FORT  LAUDERDALE,  FLORIDA 

KEARIN,  JOHN  JOSEPH,  HERMOSA  BEACH,  CALIFORNIA 

KEARNEY,  BRYAN  DERRICK,  NEH  HAVEN,  CONNECTICUT 

KEARNEY,  LEONARD  H. ,  EUGENE,  OREGON 

KEARNEY,  RICHARD  JAMES,  CHICAGO,  ILLINOIS 

KEARNEY,  THOMAS  FRANCIS,  KANSAS  CITY,  MISSOURI 

KEARNS,  JOHN  P.,  SACRAMENTO,  CALIFORNIA 

KEARNS,  HILLIAM  FESTUS,  JR.  PORTLAND,  MAINE 

KEARNS,  HILLIAM  L-,  BRIGHTON,  COLORADO 

KEARY,  JAMES  L,  MADISON  HEIGHTS,  MICHIGAN 

KEATES,  ROBERT  L,  CLIFTON  HEIGHTS,  PENNSYLVANIA 

KEATHLEY,  JAMES  MICHAEL,  CONROE,  TEXAS 

KEATING,  CLETUS  HILLIAM,  IOHA  CITY,  IOHA 

KEATING,  JAMES  EDWARD,  ARVADA,  COLORADO 

KEATING,  JAMES  M. ,  SHARON,  MASSACHUSETTS 

KEATON,  ROGER  ALLEN,  GAULEY  BRIDGE,  HEST  VIRGINIA 

KEAUSYANANDA  ANANDA, ,  BANGKOK,  THAILAND 

KEBACH,  ROLLAND,  PIERRE,  SOUTH  DAKOTA 

KEBER,  KENNETH  EARL,  FAIRBANKS,  ALASKA 

KEBER,  PHILIP  ARTHUR,  AUCKLAND,  NEH  ZEALAND 

KECHTER,  RAYMOND  R. ,  GOLDEN,  COLORADO 

KECK,  ERNEST  ARTHUR,  TEXARKANA,  ARKANSAS 

KECK,  JIMMY  HAYNE,  DETROIT,  MICHLGAN 

KECK,  HILLIAM,  JR,  EAST  BRUNSHICK,  NEH  JERSEY 

KECKLER,  RICHARD  S,  BEMIDJI,  MINNESOTA 

KEEBLE,  LEROY,  LAURENS,  SOUTH  CAROLINA 

KEEFE,  CHARLES  J.,  JR.,  CANTON,  CONNECTICUT 

KEEFE,  KEVIN  DAVID,  HOPEWELL  JUNCTION,  NEH  YORK 

KEEFE,  MICHAEL  LESTER,  DES  MOINES,  IOWA 

KEEFE,  TERRY  MICHAEL,  WEST  VALLEY  CITY,  UTAH 

KEEFE,  TIMOTHY  DAVID,  SAN  PABLO,  CALIFORNIA 

KEEGAN,  DAVID  T.,  LITTLE  ROCK,  ARKANSAS 

KEEGAN,  DENNIS  EDHARD,  CAMDEN,  NEW  JERSEY 

KEEGAN,  KEVIN  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

KEEHNE,  JAMES  ROBERT,  GUNNISON,  COLORADO 

KEEL,  MARK  ANTHONY,  COLUMBIA,  SOUTH  CAROLINA 

KEELEY,  HILLIAM  CHARLES,  ALBANY,  NEW  YORK 

KEELING,  CLIFFORD  LLOYD,  TOPSFIELD,  MASSACHUSETTS 

KEELING,  WILLIAM  PAUL,  PADUCAH,  KENTUCKY 

KEELTY,  MICHAEL  JOSEPH,  SYDNEY,  AUSTRALIA 

KEELY,  CHESTER  MARTIN,  MOUNTAIN  BROOK,  ALABAMA 

KEEN,  BOBBY  R,  HEST  MEMPHIS,  ARKANSAS 

KEEN,  VERNON  LEE,  ARCADIA,  FLORIDA 

KEENAN,  CLYDE  HILLIAM,  MEMPHIS,  TENNESSEE 

KEENAN,  JOHN  L.,  NEH  YORK,  NEW  YORK 

KEENAN,  VERNON  M,  JR,  ATLANTA,  GEORGIA 

KEENE,  BENTON  W,  JR,  NORTON,  MASSACHUSETTS 

KEENE,  JOHN  LLOYD,  INDEPENDENCE,  KENTUCKY 

KEENE,  ROGER  H. ,  FORT  ATKINSON,  WISCONSIN 

KEENEY,  DALE  CLENNON,  AMARILLO,  TEXAS 

KEENEY,  JOSEPH,  NEH  YORK,  NEH  YORK 

KEENUM,  CHARLES  LESLIE,  CLARKSDALE,  MISSISSIPPI 

KEEP,  ARCHIE  L,  EUGENE,  OREGON 

KEES,  TIMOTHY  FRANCIS,  ALLIANCE,  NEBRASKA 

KEESHAN,  EDHARD  JAMES,  JR,  NEH  YORK,  NEH  YORK 

KEESLING,  BRUCE  RICHARD,  MIRAMAR,  FLORIDA 

KEESLING,  JAMES  F,  KINGSPORT,  TENNESSEE 

KEETER,  CLIFFORD  K. ,  OGDEN,  UTAH 

KEETON,  CHESTER,  BATTLE  CREEK,  MICHIGAN 

KEEVILL,  RICHARD  STEPHEN,  ARLINGTON,  VIRGINIA 

KEHELEY,  TOMMY  L.,  MARIETTA,  GEORGIA 

KEHL,  GEORGE  GREGORY,  FISHERS,  INDIANA 
DONALD  JOSEPH,  HATERLOO,  IOWA 
FRANCIS  CHARLES,  JR,  CHICAGO,  ILLINOIS 
PATRICIA  ANN,  NEW  YORK,  NEW  YORK 
FRANK  F.,  LYNBROOK,  NEW  YORK 

KEINARD,  JAMES  MILTON,  ATLANTA,  GEORGIA 

KEITEL,  VICTOR  0.,  SHEBOYGAN,  HISCONSIN 

KEITH,  ARDEN  F.,  HOODLAND,  CALIFORNIA 
DONALD  GENE,  RAYTOHN,  MISSOURI 
DONALD  VINCENT,  HATTIESBURG,  MISSISSIPPI 
JIM  H,  AMARILLO,  TEXAS 
MICHAEL  LEE,  URBANA,  OHIO 
PHILLIP  E,  KNOXVILLE,  TENNESSEE 
ROBERT  LEE,  ORANGEBURG,  SOUTH  CAROLINA 

KELCHNER,  JEFFREY  CHARLES,  OCEAN  CITY,  MARYLAND 

KELEPECZ,  BETTY  PATRICE,  LOS  ANGELES,  CALIFORNIA 

KELINSKE,  MONROE  LEE,  JR,  WACO,  TEXAS 

KELLAR,  JOHN  A,  JR,  SACRAMENTO,  CALIFORNIA 

KELLEBREH,  IDA  LIN,  NEH  YORK,  NEW  YORK 

KELLEHER,  JOHN  J,  ARLINGTON,  VIRGINIA 

KELLER,  DANIEL  P.,  LOUISVILLE,  KENTUCKY 

KELLER,  EDGAR  FARR,  ANTIOCH,  CALIFORNIA 

KELLER,  HENRY  EDHARD,  NEH  CANAAN,  CONNECTICUT 

KELLER,  JEFFREY  ALAN,  UNIVERSITY  CITY,  MISSOURI 

KELLER,  JERRY  RAY,  LAS  VEGAS,  NEVADA 

KELLER,  LEONARD  PAUL,  GALENA,  OHIO 

KELLER,  MICHAEL  ALAN,  WEBSTER,  TEXAS 

KELLER,  MICHAEL  HENRY,  PORT  HASHINGTON,  HISCONSIN 

KELLEY,  DAN  H,  BOISE,  IDAHO 

KELLEY,  DANA  MICHAEL,  OLD  ORCHARD  BEACH,  MAINE 
KELLEY,  DAVID  ALLEN,  MAHOMET,  ILLINOIS 
KELLEY,  DENNIS  PATRICK,  VESTAL,  NEH  YORK 
KELLEY,  DOYLE  H. ,  SANTA  PAULA,  CALIFORNIA 
KELLEY,  GARY  R,  JONESBORO,  GEORGIA 
KELLEY,  JOHN  CECIL,  NEH  BRIGHTON,  MINNESOTA 
KELLEY,  JOSEPH  M,  JR,  DOUGLASVILLE,  GEORGIA 
KELLEY,  KEITH  ALLEN,  DALLAS,  TEXAS 
KELLEY,  LLOYD  EARL,  HOUSTON,  TEXAS 


KEHOE, 
KEHOE, 
KEHOE, 
KEHR, 


KEITH, 
KEITH, 
KEITH, 
KEITH, 
KEITH, 
KEITH, 


187 
123 
7 
189 
148 
177 

88  tt 
190 

38  tt 

36  * 
181 
184  * 
150  tt 

75 
162 
196 
106 
101  tt 
194 
184 
124 
176 
173 
125 

83  * 
172 
196 
193 
110  tt 

95  tt 

89  tt 
20  tt 
59  tt 

198 
196 
167 
150  tt 
125 
131  tt 
115  tt 

52  tt 
144 

75  tt 
135  * 
172 
113  tt 
182 

84 
149 

122  tt 
116 
117  tt 
196 
143  tt 

99 

115  tt 
114 
190 
168 

3  * 
185 
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184 
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125 

13  tt 
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142 
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KELLEY,  MICHAEL  LEE,  HESLACO,  TEXAS 

KELLEY,  MICHAEL  TERRENCE,  INDIANAPOLIS,  INDIANA 

KELLEY,  OTTIS  V.,  ST.  JOSEPH,  MICHIGAN 

KELLEY,  RENE  HJULMAR,  DURHAM,  NEH  HAMPSHIRE 

KELLEY,  ROBERT  ALAN,  OXNARD,  CALIFORNIA 

KELLEY,  ROBERT  EDHARD,  BROCKTON,  MASSACHUSETTS 

KELLEY,  ROBERT  J,  FORT  WORTH,  TEXAS 

KELLEY,  ROBERT  L,  JR,  STONE  MOUNTAIN,  GEORGIA 

KELLEY,  ROLAND  R.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

KELLEY,  ROYAL  HOBART,  ABILENE,  TEXAS 

KELLEY,  STANLEY  JOE,  DAHLONEGER,  GEORGIA 

KELLEY,  TERRI  LEE,  TEMPLE,  TEXAS 

KELLEY,  HILLIAM  EDWARD,  BOSTON,  MASSACHUSETTS 

KELLIHER,  FRANCIS  J.,  HARTFORD,  CONNECTICUT 

KELLIHER,  PAUL  JOSEPH,  BROOKLINE,  MASSACHUSETTS 

KELLIS,  DORMAN  KENYON,  JR,  BOGALUSA,  LOUISIANA 

KELLOGG,  GENE  R.,  CARLSBAD,  CALIFORNIA 

KELLUM,  JOHN  C,  BELLEVUE,  HASHINGTON 

KELLY,  BERNARDINE  HEAVER,  NEH  ORLEANS,  LOUISIANA 

KELLY,  BRIAN  ROBERT,  DOVER,  NEW  JERSEY 

KELLY,  BRIAN  HILLIAM,  HARTFORD,  CONNECTICUT 

KELLY,  BRUCE  CURTIS,  HUNTINGTON  BEACH,  CALIFORNIA 

KELLY,  BURGER  REED,  FINCASTLE,  VIRGINIA 

KELLY,  CECIL,  ABINGDON,  VIRGINIA 

KELLY,  CHARLES  D. ,  BEAUMONT,  TEXAS 

KELLY,  DAVID  RAYMOND,  NEWPORT,  RHODE  ISLAND 

KELLY,  EDHARD  PATRICK,  PITTSBURGH,  PENNSYLVANIA 

KELLY,  FRANCIS  WILLIAM,  PAOLA,  KANSAS 

KELLY,  FRED  R,  LEXINGTON,  KENTUCKY 

KELLY,  GEORGE  JR,  HAYHARD,  CALIFORNIA 

KELLY,  GEORGE  T.,  JR.,  NEOSHO,  MISSOURI 

KELLY,  HAROLD  F.,  SYRACUSE,  NEH  YORK 

KELLY,  JAMES  C. ,  JR.,  MONROE,  LOUISIANA 

KELLY,  JAMES  GORDON,  JR,  BRUNSWICK,  GEORGIA 

KELLY,  JAMES  J,  AUBURN,  WASHINGTON 

KELLY,  JAMES  JOSEPH,  LAWRENCEVILLE,  NEW  JERSEY 

KELLY,  JAMES  RONALD,  HATTIESBURG,  MISSISSIPPI 

KELLY,  JOHN  E,  JR,  BUFFALO,  NEW  YORK 

KELLY,  JOHN  EDWARD,  JR,  WAYNE,  PENNSYLVANIA 

KELLY,  JOHN  J,  NEW  YORK,  NEW  YORK 

KELLY,  JOHN  J.,  PHILADELPHIA,  PENNSYLVANIA 

KELLY,  JOHN  P,  JR,  CHICAGO,  ILLINOIS 

KELLY,  JOSEPH  J.,  TUSTIN,  CALIFORNIA 

KELLY,  JOSEPH  THOMAS,  TOHSON,  MARYLAND 

KELLY,  JUNE  FRANCES,  BURLINGTON,  VERMONT 

KELLY,  KENNETH  M,  NEH  YORK,  NEW  YORK 

KELLY,  KIERAN  KEVIN,  NEW  YORK,  NEW  YORK 

KELLY,  LESTER  W.  ,  RALEIGH,  NORTH  CAROLINA 

KELLY,  MICHAEL  FRANCIS,  LEHISTON,  MAINE 

KELLY,  PATRICK  FRED,  WEST  NEW  YORK,  NEW  JERSEY 

KELLY,  PATRICK  G. ,  WEST  MONROE,  LOUISIANA 

KELLY,  RICHARD  J,  HOOD  RIVER,  OREGON 

KELLY,  RICHARD  JAMES,  COLUMBUS,  GEORGIA 

KELLY,  RICHARD  JOHN,  HATERTOWN,  MASSACHUSETTS 

KELLY,  ROBERT  E.,  CLIFTON,  NEW  JERSEY 

KELLY,  ROBERT  M,  WATERTOWN,  MASSACHUSETTS 

KELLY,  RONALD  F,  CHICAGO,  ILLINOIS 

KELLY,  THOMAS  PETER,  CAMDEN,  NEW  JERSEY 

KELLY,  TIMOTHY  PETER,  NEW  YORK,  NEW  YORK 

KELLY,  W.  M.,  TULSA,  OKLAHOMA 

KELLY,  WILLIAM  F,  SARASOTA,  FLORIDA 

KELLY,  WILLIAM  FRASER,  CHARLESTON,  SOUTH  CAROLINA 

KELLY,  WILLIAM  J,  NEW  YORK,  NEW  YORK 

KELLY,  WILLIAM  M. ,  ELIZABETH,  NEW  JERSEY 

KELMAN,  MICHAEL,  ABERDEEN,  SCOTLAND 

KELSAY,  DAN,  MODESTO,  CALIFORNIA 

KELSEY,  DANIEL  FREDERICK,  CODY,  WYOMING 

KELSEY,  LOWELL  RICHARD,  TOPEKA,  KANSAS 

KELSHAH,  ROBERT  W. ,  PROVO,  UTAH 

KELSO,  MICHAEL  D.  ,  PALOS  HILLS,  ILLINOIS 

KEMASINGKI,  POLAPAT,  BANGKOK,  THAILAND 

KEMMET,  BRUCE  HAYNE,  DEVILS  LAKE,  NORTH  DAKOTA 

KEMMET,  JERALD  CLIFFORD,  BISMARCK,  NORTH  DAKOTA 

KEMMITT,  MICHAEL  PATRICK,  SAN  FRANCISCO,  CALIFORNIA 

KEMMLER,  ROBERT  GEORGE,  RICHMOND,  VIRGINIA 

KEMP,  CHRISTOPHER  ROBIN,  GULF  SHORES,  ALABAMA 

KEMP,  DONALD  LEE,  BAY  CITY,  TEXAS 

KEMP,  E.  J.,  GREENVILLE,  SOUTH  CAROLINA 

KEMP,  JACK  0,  HHARTON,  TEXAS 

KEMP,  MITCHELL  GLENN,  COLUMBIA,  SOUTH  CAROLINA 

KEMP,  RICHARD  GEORGE,  ROYAL  OAK,  MICHIGAN 

KEMPER,  HARVEY  RHINEHART,  SHREVEPORT,  LOUISIANA 

KEMPER,  MICHAEL  JOSEPH,  KETTERING,  OHIO 

KEMPER,  ROBERT  JEFFERSON,  KETTERING,  OHIO 

KEMPF,  GERALD  A,  NEW  YORK,  NEW  YORK 

KEMPINSKI,  JAMES,  WHITEWATER,  HISCONSIN 

KEMPKER,  GARY  BERNARD,  JEFFERSON  CITY,  MISSOURI 

KEMPLEY,  JAMES  J.,  FORT  DODGE,  IOWA 

KEMPSKI,  HENRY,  CHEEKTOWAGA,  NEW  YORK 

KEMPSTER,  GRAHAM  B,  LEE'S  SUMMIT,  MISSOURI 

KENARY,  ROBERT  FRANCIS,  EAST  HARTFORD,  CONNECTICUT 

KENDALL,  FRED  M.,  FORT  PIERCE,  FLORIDA 

KENDALL,  HAROLD  LYNN,  SARASOTA,  FLORIDA 

KENDRICK,  CARRIE  HILLIAMS,  FORT  MEADE,  MARYLAND 

KENDRICK,  JAMES  GILLIAND,  BROHNSVILLE,  TENNESSEE 

KENDRICK,  JERRY  HAYNE,  ARLINGTON,  TEXAS 

KENDRICK,  MALCOLM  E,  SAVANNAH,  GEORGIA 

KENDRICK,  RONALD  HAROLD,  TORONTO,  CANADA 

KENNARD,  AARON  DELL,  SALT  LAKE  CITY,  UTAH 

KENNEDY,  ARTHUR  D. ,  INDIANAPOLIS,  INDIANA 
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KENNEDY.  BRUCE  D  -  KING,  BARRY  VINCENT 


82 

75  tt 

96 
175 
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124  tt 
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137  tt 
142 
190 

94  tt 
152 

60  tt 
168 
150  tt 

77  # 

35 
174 
175 
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84  tt 
131 

97 

32  tt 

133  tt 
193 
140  tt 

76 
108  * 
184 
198 

47 

91  tt 

48  tt 
143 
135 
129  # 

55  tt 

119  It 
64  * 
99  # 

150  * 

183 

153 

138  tt 
135 
197 
103 
193 

59  * 
136 
183 
143 
194 

61  tt 
118 
113 
128 
121  tt 
198 
161 
172 

92  tt 
171 
169 
111  tt 
107  tt 
129 
160 
107 

77  tt 

49  tt 
131 
127 
178 
120 
181 
178 

90  * 
173 
189 
111 

84  tt 

134  tt 
121 

91 
125 
101  * 
148 

90 
169 

68 
111  It 
165  It 
174 
118  tt 

92  tt 


KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNEDY 
KENNELL 


KENT, 
KENT, 
KENT, 
KENT, 
KENT, 
KENT, 


FEDERAL  REPUBL 


HAHAII 
KANSAS 


BRUCE  D,  GROSSE  POINTE  HOODS,  MICHIGAN 
CHARLES  JEROME,  DENVER,  COLORADO 
CHARLES  M.,  CHARLOTTE,  MICHIGAN 
DARAL  EDMUND,  FRESNO,  CALIFORNIA 
DONALD  FRANKLIN,  J,  NORTH  SCITUATE,  RHODE  ISLA 
FRANCIS  JOSEPH,  OAK  PARK,  ILLINOIS 
JAMES  L.,  BLOOMINGTON,  INDIANA 
JERRY  L,  MAGNOLIA,  MISSISSIPPI 
JIMMIE  DALE,  ANAHEIM,  CALIFORNIA 
JOHN  PATRICK,  CHICAGO,  ILLINOIS 
KEVIN  PAUL,  OAKLAND,  CALIFORNIA 
LEO  JOSEPH,  DUBUQUE,  IOWA 
LORETTA  MARY,  NEH  YORK,  NEH  YORK 
LOYCE  T,  CHATTANOOGA,  TENNESSEE 
MACK  ARTHUR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MICHAEL  A,  JR,  HHITE  PLAINS,  NEH  YORK 
ROBERT  STEPHEN,  BOONE,  NORTH  CAROLINA 
THOMAS  FRANCIS,  JR,  CONCORD,  NEH  HAMPSHIRE 
THOMAS  G,  NORMAN,  OKLAHOMA 
HALTER  R.,  JR.,  NEHPORT  NEHS,  VIRGINIA 
HILLIAM  JOHN,  PACIFIC  GROVE,  CALIFORNIA 
HILLIE  LOUIS,  ALEXANDER  CITY,  ALABAMA 
CINDY  CRUMPTON,.  GRAND  RAPIDS,  MICHIGAN 
KENNELLY,  DONALD  J.,  MADISON,  WISCONSIN 
KENNELLY,  JOHN  MICHAEL,  HAMDEN,  CONNECTICUT 
KENNER,  GLENN  E.,  PHOENIX,  ARIZONA 
KENNEY,  EDHARD  H. ,  MC  KEESPORT,  PENNSYLVANIA 
KENNEY,  HAROLD  JOSEPH,  ST  JOHNSBURY,  VERMONT 
KENNEY,  SCOTT  KARSON,  GENESEO,  NEH  YORK 
KENNISON,  MARK  ALLEN,  OAKLAND,  CALIFORNIA 
KENNON,  JAMES  W. ,  HILLOHS,  CALIFORNIA 
KENNON,  JERRY  L.,  ORANGE,  TEXAS 
KENNY,  MICHAEL  GERARD,  UPPER  DARBY,  PENNSYLVANIA 
KENNY,  ROBERT  FRANCIS,  JR,  ORANGE,  CONNECTICUT 
BEN,  MOUNTAIN  VIEH,  ARKANSAS 
DAVID  R,  NEH  ORLEANS,  LOUISIANA 
MARVIN  H.,  RICHMOND,  VIRGINIA 
PAUL  C,  BAKERSFIELD,  CALIFORNIA 
STEPHEN  DONALD,  RAMSTEIN  AIR  BASE, 
THOMAS  LEE,  NEHBERRY,  MICHIGAN 
KENTNER,  STANLEY  L.,  DANVILLE,  ILLINOIS 
KENUI,  CLARENCE  SYLVESTER,  WAILUKU,  MAUI, 
KENYAN,  JOHN  OLIVER,  JR.,  OVERLAND  PARK, 
KEOUGH,  THOMAS  E,  BOSTON,  MASSACHUSETTS 
KEPFER,  PETER  LUDWIG,  PORTLAND,  OREGON 
KEPLEY,  TAD  WILLIAM,  LEXINGTON,  NORTH  CAROLINA 
KEPLINGER,  FRED  WILLIAM,  UKIAH,  CALIFORNIA 
KEPPEN,  GARY  DAVID,  CAPE  CORAL,  FLORIDA 
KERBER,  ROBERT  WILLIAM,  JR,  SEABROOK,  TEXAS 
KERBOW,  WILLIAM  RUSSELL,  LEWISVILLE,  TEXAS 
KERBY,  JERRY  M.,  LITTLE  ROCK,  ARKANSAS 
KERIMIS,  COSTAS  PANAYIOTOU,  NICOSIA,  CYPRUS 
KERKELES,  JOHN  H. ,  NASHVILLE,  TENNESSEE 
KERLIKOWSKE,  RICHARD  GUILFOR,  FORT  PIERCE,  FLORIDA 
KERMODE,  JEFFERY  JOHN,  IRVINE,  CALIFORNIA 
KERN,  BRUCE  HENRY,  CEDAR  RAPIDS,  IOWA 
KERN,  DENNIS  JAMES,  DAVENPORT,  IOWA 
KERN,  GORDON  WILLIAM,  BISMARCK,  NORTH  DAKOTA 
KERN,  KARL  LEE,  LEBANON,  PENNSYLVANIA 
KERNAN,  MICHAEL  L,  OFALLON,  MISSOURI 
KERNES,  STEVEN  THOMAS,  PORT  ANGELES,  HASHINGTON 
KERNS,  LOYD  ALLEN,  JEFFERSON  CITY,  MISSOURI 
KERR,  CAROLINE  ANN,  PERTH,  AUSTRALIA 
KERR,  DANIEL  JOSEPH,  JR,  VIENNA,  VIRGINIA 
KERR,  DAVID  HAROLD,  WEST  POINT,  GEORGIA 
KERR,  HERMAN  K,  SCHEREVILLE,  INDIANA 
JOHN  PATRICK,  HONOLULU,  HAWAII 
JOHN  WILEY,  WASHINGTON,  KANSAS 
WILLIAM  H,  TORONTO,  CANADA 
RICHARD  L,  WOODLAND  HILLS,  CALIFORNIA 
KERRIGAN,  BERTRAM  WILLIAM,  GLEN  ROCK,  NEW  JERSEY 
KERRIGAN,  CHARLES  PATRICK,  JR,  WASHINGTON,  DISTRICT  OF 
FRANK  A,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  F,  SAN  FRANCISCO,  CALIFORNIA 
JOHN  J.,  SOUTH  HINDSOR,  CONNECTICUT 
KERRIGAN,  MICHAEL  JOSEPH,  LEESBURG,  VIRGINIA 
KERSCHBAUM,  PAUL  ALBERT,  TOLEDO,  OHIO 
KERSEY,  KEVIN  LEE,  CHARLESTON,  ILLINOIS 
KERSHNER,  JAMES  DANIEL,  SCOTTSDALE,  ARIZONA 
KERSS,  THOMAS  CHARLES,  NACOGDOCHES,  TEXAS 
KERSTETTER,  ROBERT  JAMES,  JR,  NORRISTOWN,  PENNSYLVANIA 
KERSTING,  TEDDY  J,  LARAMIE,  WYOMING 
KERWIN,  JOHN  FRANCIS,  SYRACUSE,  NEW  YORK 
KERHIN,  JOHN  PARKER,  OAKLAND,  CALIFORNIA 
KERHOOD,  RONALD  K. ,  DETROIT,  MICHIGAN 
KERZAYA,  RONALD  R. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KESEL,  RUSSEL  F,  JR,  THOROFARE,  NEW  JERSEY 
KESLICK,  WILLIAM  CHARLES,  BERHYN,  PENNSYLVANIA 
KESPOHL,  RONALD  E.,  WALLA  WALLA,  WASHINGTON 
KESSAY,  REUBEN  MICHAEL,  WHITERIVER,  ARIZONA 
KESSELUS,  RICHARD  K. ,  SAN  MARCOS,  TEXAS 
KESSINGER,  BARRY  HAYNE,  LOUISVILLE,  KENTUCKY 
KESSLER,  CHARLES  A,  SARASOTA,  FLORIDA 
KESSLER,  DONALD  DAVID,  COLORADO  SPRINGS,  COLORADO 
KESSLER,  FRANCIS  RICHARD,  GARDEN  GROVE,  CALIFORNIA 
KESSLER,  HAROLD  D,  YORK,  PENNSYLVANIA 
KESSLER,  KRAIG  KEITH,  SAN  DIEGO,  CALIFORNIA 
KESSLER,  MARK  RICHARD,  OVERLAND  PARK,  KANSAS 
KESSLER,  THOMAS  DENNIS,  REYNOLDSBURG,  OHIO 
KESSLING,  R.  GLENN,  ELKINS  PARK,  PENNSYLVANIA 


KERR, 
KERR, 
KERR, 
KERRI, 


KERRIGAN, 
KERRIGAN, 
KERRIGAN, 


136  tt 

70  tt 
171 
196 
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126 

88  tt 
142 
108  * 
183 
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97 

99  tt 
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126 
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103 
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79 

94 

90 

60  tt 
121  * 
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91  tt 
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91  tt 

82 
100 
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72 
190 

98 

75  # 
100 
183 
146 

93 
148 
197 
166  tt 
134 
140  tt 
163 
119 
194 
159 

99  tt 
168  tt 
130 
192 
156  tt 
187 
138 
173 
185 
198 
150 

65  tt 
195 
170 
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123 
139 
153 
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109 
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183 

73  tt 
104  tt 
148 
108  tt 

34  tt 
126 
134 
179 
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114 
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180 
135 
128 


KESTERSON,  JIMMIE  EVERETT,  LAFAYETTE,  INDIANA 

KESTLER,  JOHN  JOSEPH,  INDIANAPOLIS,  INDIANA 

KETCHEM,  REX  ALLEN,  ASHKUM,  ILLINOIS 

KETCHUM,  KERRILYNN  ANDERSON,  FORT  BELVOIR,  VIRGINIA 

KETTERLING,  RANDALL  RAY,  BAKER,  MONTANA 

KETTLEBAR,  MICHAEL  E,  GOSHEN,  INDIANA 

KETTLEKAMP,  TERESA,  SPRINGFIELD,  ILLINOIS 

KETZENBERGER,  LARRY  L.,  LAS  VEGAS,  NEVADA 

KEUTH,  WERNER,  VIENNA,  AUSTRIA 

KEVIL,  ROBERT  L,  ODESSA,  TEXAS 

KEY,  BRYAN  LINWOOD,  NEW  STANTON,  PENNSYLVANIA 

KEY,  DAVID  L.,  HENDERSONVILLE,  TENNESSEE 

KEY,  ORAN,  VERNON,  TEXAS 

KEY,  ROBERT  C,  HILLIAMSBURG,  VIRGINIA 

KEYES,  DAVID  LEE,  AUBURN,  CALIFORNIA 

KEYES,  GERALD  PATRICK,  MORRISTOWN,  NEH  JERSEY 

KHAIR,  NOUR  ADEEN,  AMMAN,  JORDAN 

KHALID,  HASSAN,  KUALA  LUMPUR,  MALAYSIA 

KHALIFA,  MEDHAT  ABDEL,  CAIRO,  EGYPT 

KHALIL,  MOHAMED  HUSSEIN,  CAIRO,  EGYPT 

KHAN-AHLI,  ABDULLA  HUSSAIN,  DUBAI,  UNITED  ARAB  EMIRATES 

KHIEU,  SOPHEAK,  PHNOM  PENH,  CAMBODIA 

KHODAIR,  MOHAMED  SAMY,  PORT  SAID,  EGYPT 

KHOLMATOV,  NAUFAL  RUZMATOVICH,  TASHKENT,  UZBEKISTAN 

KIATTISAK,  PRABHAVAT,  BANGKOK,  THAILAND 

KICKLIGHTER,  DONALD  R,  BRUNSHICK,  GEORGIA 

KICKLIGHTER,  HILLIAM  ROGER,  ALBANY,  GEORGIA 

KIDD,  M.  E.,  BATON  ROUGE,  LOUISIANA 

KIDD,  RANDALL  LEON,  MARYVILLE,  TENNESSEE 

KIDD,  HORTH  ROBERT,  BERKELEY,  CALIFORNIA 

KIDDER,  CHARLES  EDWIN,  FAIRFIELD,  CALIFORNIA 

KIDDER,  HELEN  A.,  LOS  ANGELES,  CALIFORNIA 

KIDWELL,  DENNIS  L.,  WACO,  TEXAS 

KIDWELL,  JAMES  H,  KNOXVILLE,  TENNESSEE 

KIDWELL,  WILLIAM  HOLDEN,  GENEVA,  ILLINOIS 

KIECKBUSCH,  DAVID  ARTHUR,  RENO,  NEVADA 

KIEFER,  JOSEPH  F.,  SR.,  TEMPLE,  TEXAS 

KIELBIEHICZ,  MICHAEL  HALTER,  HASHINGTON,  DISTRICT  OF  CO 

KIENAST,  CECILIA  MARGARET,  LOS  ANGELES,  CALIFORNIA 

KIERNAN,  MATTHEW  K,  FAIRBANKS,  ALASKA 

KIERSTEAD,  DANA  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

KIESSLING,  MELVIN  C,  FORT  WAYNE,  INDIANA 

KIKEL,  ROBERT  R,  NEW  YORK,  NEW  YORK 

KIKKERT,  RICHARD  J.,  HACKENSACK,  NEW  JERSEY 

KIKUCHI,  SYDNEY  NANAO,  WAILUKU,  HAWAII 

KILBURN,  LESTER  R,  SOUTH  LEBANON,  OHIO 

KILCREASE,  ARTHUR  R.,  LOS  ANGELES,  CALIFORNIA 

KILDAY,  JAMES  E.,  SAN  DIEGO,  CALIFORNIA 

KILDUFF,  KEVIN  ANDREW,  CLARKSTOWN,  NEW  YORK 

KILEY,  WILLIAM  PATRICK,  YAPHANK,  NEW  YORK 

KILGO,  RALPH  H,  ROME,  GEORGIA 

KILGORE,  GARY  CURTIS,  MORRISTOWN,  TENNESSEE 

KILGREN,  RUSSELL  GEORGE,  MARQUETTE,  MICHIGAN 

KILHOFFER,  THOMAS  J,  RANTOUL,  ILLINOIS 

KILLACKEY,  JOHN  EDWARD,  JR,  CHICAGO,  ILLINOIS 

KILLAY,  FRANCIS  JOHN,  BRADFORD,  VERMONT 

KILLEEN,  VAUGHN  RAY,  BOISE,  IDAHO 

KILLIAN,  JOHN  HILLIAM,  MADISON,  WISCONSIN 

KILLIN,  JOHN  MARK,  PALM  DESERT,  CALIFORNIA 

KILLION,  TEICHY  P,  TRUK,  FEDERATED  STATES  OF  MICRONESIA 

KILLORAN,  JOHN  J,  WORCESTER,  MASSACHUSETTS 

KILMAN,  RONALD  EUGENE,  HOBBS,  NEW  MEXICO 

KILMARTIN,  JAMES  M,  JR,  LEXINGTON,  MASSACHUSETTS 

KILMER,  KEITH  LAWRENCE,  LONG  BEACH,  CALIFORNIA 

KILMER,  NORMAN  RAY,  FARMINGTON  HILLS,  MICHIGAN 

KILOH,  GORDON  JAMES,  VANCOUVER,  CANADA 

KILPACK,  LLOYD  ALAN,  BOUNTIFUL,  UTAH 

KILPATRICK,  HILDA  GRACE,  NEH  HAVEN,  CONNECTICUT 

KILPATRICK,  HILLIAM  CHARLES,  III,  GOLDEN,  COLORADO 

KILPATRICK,  ZONDRA,  OAKLAND,  CALIFORNIA 

KILQUIST,  WILLIAM  JON,  MURPHYSBORO,  ILLINOIS 

KILROY,  CECIL  EDWARD,  MODESTO,  CALIFORNIA 

KILZ,  UWE,  DRESDEN,  FEDERAL  REPUBLIC  OF  GERMANY 

HO  JEONG,  SEOUL,  KOREA 

JIN-HYUNG,  CHON  JU,  KOREA 

KHANG  SIK,  BUSAN,  KOREA 

LUTHER  SUNIL,  CORPUS  CHRISTI,  TEXAS 
KIM,  MYUNG-HEUM,  SEOUL,  KOREA 
KIM,  PAUL  MYUNGCHYUN,  LOS  ANGELES,  CALIFORNIA 

SEOKSOON,  SEOUL,  KOREA 

SOO  YOUN,  SEOUL,  KOREA 

TAE  BONG,  SEOUL,  KOREA 

YUNG-SHIK,  SEOUL,  KOREA 
KIMBALL,  DONALD  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KIMBALL,  WILLIAM  DAVID,  CHICAGO,  ILLINOIS 
KIMBLE,  CAROLYN  DENNESE,  LITTLE  ROCK,  ARKANSAS 
KIMMEL,  F  DEAN,  WOODBURY,  NEW  JERSEY 
KIMMEL,  IRVIN  L,  JR,  WOODBURY,  NEW  JERSEY 
KIMMEL,  KENNETH  EDWARD,  SIERRA  VISTA,  ARIZONA 
KIMPEL,  RAYMOND  A.,  FRANKFORT,  MICHIGAN 
KIMPLE,  LYLE  C. ,  BEAVER,  PENNSYLVANIA 
KIMSEY,  TIMOTHY  MARTIN,  SEATTLE,  WASHINGTON 
KINCADE,  RAYMOND  LAWRENCE,  CHANDLER,  OKLAHOMA 
KINCAID,  DONALD  RAY,  CHICAGO,  ILLINOIS 
KINCHEN,  DENNIS  R,  SHREVEPORT,  LOUISIANA 
KINDER,  DAVID  L.,  SELLERSBURG,  INDIANA 
KINDRED,  JOSEPH  C,  JR.,  FREMONT,  OHIO 
KINDRICK,  ROY  ELDON,  PORTLAND,  OREGON 
KING,  BARRY  STINSON,  LOS  ANGELES,  CALIFORNIA 
KING,  BARRY  VINCENT,  SAULT  ST  MARIE,  CANADA 


KIM, 
KIM, 
KIM, 
KIM, 


KIM, 
KIM, 
KIM, 
KIM, 
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KING,  BILLY  LEE  -  KLIPFEL,  PETER  FRANCIS 


150 
101 
11* 

9* 
187 
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133 
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185 
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134 
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KING,  BILLY  LEE,  NILES,  MICHIGAN 

•  KING,  CARL  E.,  HOUSTON,  TEXAS 

KING,  CHARLES  E,  SACRAMENTO,  CALIFORNIA 
KING,  CHARLES  E.,  MONROVIA,  LIBERIA 
KING,  CRAIG  ROBERT,  WINFIELD,  KANSAS 
KING,  DAVID  ARTHUR,  ST.  CHARLES,  MISSOURI 
KING,  DAVID  JOHN,  LANDER,  HYOMING 
KING,  DAVID  KELLY,  PARKER,  COLORADO 

*  KING,  DAVID  MICHAEL,  SHERMAN,  TEXAS 
KING,  DAVID  OHEN,  EVANSTON,  HYOMING 
KING,  DEBORAH  LYN,  SEATTLE,  HASHINGTON 
KING,  DELBERT  LEONARD,  URBANDALE,  IOHA 
KING,  DENNIS  HOODROH,  ST.  LOUIS,  MISSOURI 

tt   KING,  DONALD  J.,  DENVILLE,  NEH  JERSEY 

KING,  ELDRIDGE  JOSEPH,  FRASER,  MICHIGAN 

KING,  EMORY  JOSEPH,  ANGLETON,  TEXAS 

KING,  FRED  M. ,  FULLERTON,  CALIFORNIA 

KING,  GEORGE  ALVIN,  MEMPHIS,  TENNESSEE 
tt   KING,  GERALD  R,  KNOXVILLE,  TENNESSEE 
H   KING,  GERARD  T,  SR,  OCALA,  FLORIDA 
II   KING,  GLEN  D. ,  DALLAS,  TEXAS 

KING,  GREGORY  DONNELL,  FALLS  CHURCH,  VIRGINIA 

KING,  HARLAND  C,  CHULA  VISTA,  CALIFORNIA 

KING,  HOHARD  L,  JR.  FORT  MEADE,  MARYLAND 

KING,  JACK  LEE,  JR,  ASHLAND,  KENTUCKY 

KING,  JACK  H.,  JR.,  ORLANDO,  FLORIDA 
tt   KING,  JAMES  BYRON,  STUART,  FLORIDA 

KING,  JAMES  WILLIAM,  CONHAY,  ARKANSAS 

KING,  JERRY  LEE,  ROSHELL,  GEORGIA 

KING,  JERRY  LEE,  HICHITA,  KANSAS 

KING,  JESSE  MORRIS,  BLYTHEVILLE,  ARKANSAS 

KING,  JOHN  T.,  JR.,  ATLANTA,  GEORGIA 

KING,  JOSEPH  HESLEY,  JR,  FREEPORT,  NEH  YORK 

KING,  JUDITH  DIANE,  LONG  BEACH,  CALIFORNIA 

KING,  LACY  BERTRAND,  JR,  STAUNTON,  VIRGINIA 

#  KING,  MAL  G,  VENTURA,  CALIFORNIA 

KING,  MARK  EDHARD,  PARKERSBURG,  HEST  VIRGINIA 
KING,  MICHAEL  ARTHUR,  PIQUA,  OHIO 
KING,  MICHAEL  DALE,  FAIRVIEH  HEIGHTS,  ILLINOIS 
KING,  MICHAEL  LYNN,  ANACORTES,  WASHINGTON 
KING,  MICHAEL  PATRICK,  MOUNT  HOLLY,  NEH  JERSEY 
KING,  MICHAEL  RAY,  CAMP  LEJEUNE,  NORTH  CAROLINA 
KING,  MILTON  J,  HILLIMANTIC,  CONNECTICUT 
KING,  ORVILLE  ELDON,  SANTA  ANA,  CALIFORNIA 

tt   KING,  PAUL  W,  GREENEVILLE,  TENNESSEE 

KING,  RAYMOND  FRANCIS,  NEH  YORK,  NEW  YORK 

tt   KING,  RICHARD  A,  FAIRFAX,  VIRGINIA 

tt   KING,  RICHARD  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KING,  ROBERT  KEITH,  SALEM,  OREGON 
KING,  ROBERT  M. ,  GLADSTONE,  OREGON 
KING,  ROBERT  WAYNE,  ATLANTA,  GEORGIA 

#  KING,  ROGER  MIZELLE,  DECATUR,  GEORGIA 

!t   KING,  RONALD  S,  OKLAHOMA  CITY,  OKLAHOMA 

KING,  ROXANN  LIND,  MADISON,  WISCONSIN 
It   KING,  SAMUEL  E,  LONDON,  KENTUCKY 

KING,  STEVEN  RAY,  FRESNO,  CALIFORNIA 
tt   KING,  THEODORE  E,  BEDFORD,  VIRGINIA 
tt   KING,  TIMOTHY  LAHRENCE,  LOS  ANGELES,  CALIFORNIA 

KING,  VANE  RAY,  FLINT,  MICHIGAN 
tt   KING,  WAYNE  JOHN,  BRISBANE,  AUSTRALIA 

KING,  HILLIAM  D,  BIRMINGHAM,  ALABAMA 
It   KING,  HILLIAM  F,  MINEOLA,  NEH  YORK 

*  KING,  WILLIAM  L,  BIA,  UTAH 

KING,  HILLIAM  LOUIS,  JR,  TUCSON,  ARIZONA 

*  KINGSBURY,  FORREST  M. ,  BOISE,  IDAHO 
KINGSBURY,  PERRY  DAVID,  MANITOWOC,  WISCONSIN 
KINGSBURY,  WILLIAM  ROBERT,  BROWNSVILLE,  TEXAS 
KINGSLAND,  JAMES  EDGAR,  BOUND  BROOK,  NEW  JERSEY 

tt   KINGSLEY,  GERALD  A.,  ROCHESTER,  MINNESOTA 
KINION,  ROY  VICTOR,  JR,  MARTINEZ,  CALIFORNIA 
KINIRONS,  THOMAS  CHRISTOPHER,  MINEOLA,  NEW  YORK 
KINIRY,  PAUL  SCOTT,  RICHMOND,  VIRGINIA 

tt   KINKADE,  MURRELL  RAY,  LOUISVILLE,  KENTUCKY 

«  KINKENNON,  THOMAS  H,  LOVELAND,  COLORADO 
KINMAN,  BARNEY  HAROLD,  LEXINGTON,  KENTUCKY 
KINNECOM,  JOHN  ROBERT,  MORRISTOHN,  NEW  JERSEY 
KINNERSLEY,  ROGER  K. ,  SALT  LAKE  CITY,  UTAH 
KINNEY,  CRAIG  RALPH,  SOUTH  ST.  PAUL,  MINNESOTA 

II   KINNEY,  GEORGE  EMERSON,  JR,  PHOENIX,  ARIZONA 

It   KINNEY,  JACKSON  C,  RAPID  CITY,  SOUTH  DAKOTA 

It   KINNEY,  VINCENT  R.,  AKRON,  OHIO 

KINNIBURGH,  MICHAEL  JOHN,  GREEN  RIVER,  HYOMING 
KINOSHITA,  GEORGE  JOJI,  JR,  HASHINGTON,  DISTRICT  OF  COL 

#  KINSER,  EDHARD  DAKIN,  MURFREESBORO,  TENNESSEE 
KINSEY,  JAMES  EARLY,  COTTAGE  GROVE,  MINNESOTA 
KINSEY,  MICHAEL  DENNIS,  NEHNAN,  GEORGIA 

KINSMAN,  JEFFREY  ROBERT,  SIGONELLA,  ARMED  FORCES  EUROPE 
KINTZ,  JOHN  HILLIAM,  LONGBOAT  KEY,  FLORIDA 
KIRBY,  BRUCE  ALLEN,  WIXOM,  MICHIGAN 
KIRBY,  DEBRA  KAY,  CHICAGO,  ILLINOIS 

It   KIRBY,  FRANK,  MONROE,  LOUISIANA 
KIRBY,  JACK  H.,  MONTICELLO,  UTAH 
KIRBY,  HADE  SCOTT,  NEW  SMYRNA  BEACH,  FLORIDA 
KIRCHER,  ROBERT  R. ,  BRANT  BEACH,  NEH  JERSEY 
KIRCHNER,  RICHARD  FRANK,  PHILADELPHIA,  PENNSYLVANIA 

It   KIRCHNER,  ROBERT  E,  JR,  NASHVILLE,  TENNESSEE 

#  KIRGAN,  DONNIE  DAVIS,  LOUISVILLE,  KENTUCKY 
KIRK,  ALTON  KENNARD,  JR,  HACO,  TEXAS 

It   KIRK,  JOHN  F.,  JR.,  TAMPA,  FLORIDA 
KIRK,  LEEVAN,  CUMMING,  GEORGIA 


115  tt 
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119  # 
154 
95  It 
118 
169 
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85  # 
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3  # 
189 
189 
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88  * 
129 
176 
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140 
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85 
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153 
166 
167 
102  * 
183 

93 
136 
173 
199 
125 
193 
164  tt 
185 

95  tt 
33  # 

173 
124  tt 
182 
87 
138 

80  tt 
149 
157 
141 
196 
106 

84  tt 
146 
172 
107 

98 

57  tt 

89  # 
129 
180 
187 

82  tt 
152  tt 
112  * 
197 
163 

97 

88 

49  tt 
128 

61  tt 
195 
197 
108 
186 

11  * 
120 
144  tt 
HI  tt 
129  It 
151 
191 


KIRKLAND, 
KIRKLAND, 
KIRKLAND, 
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KIRKPATRICK, 
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KIRKPATRICK, 


KITCHEN, 
KITCHEN, 
KITCHEN, 
KITCHEN, 
KITCHEN, 


KIRKBRIDE,  OTIS  E,  COLORADO  SPRINGS,  COLORADO 
KIRKER,  CHARLES  A,  COLCHESTER,  VERMONT 
KIRKLAND,  DAVID  EARL,  LUFKIN,  TEXAS 
KIRKLAND,  DAVID  ROY,  DOTHAN,  ALABAMA 

HERBERT  L.,  COLUMBUS,  GEORGIA 
RICHARD  CALVIN,  RENO,  NEVADA 
SCOTT  CHARLES,  EL  CERRITO,  CALIFORNIA 
KIRKMAN,  DANIEL  J.,  BEDFORD,  INDIANA 
KIRKPATRICK,  CHARLES  A.,  PIKESVILLE,  MARYLAND 
KIRKPATRICK,  JACK  JAROME,  CEDARTOHN,  GEORGIA 
MATTHEW  C,  DAYTON,  OHIO 

ROBERT  SCOTT,  WASHINGTON,  DISTRICT  OF  COLU 
RUSSELL  KENT,  AMARILLO,  TEXAS 
VANCE  G,  LOS  ANGELES,  CALIFORNIA 
KIRKPATRICK!  WILLIAM  E,  NOVATO,  CALIFORNIA 
KIRKSEY,  ADRIAN  ELWOOD,  PENSACOLA,  FLORIDA 
KIRSCH,  EDWARD  ROBERT,  BEAVERTON,  OREGON 
KIRSCHENBAUM,  EDWARD  DOUGLAS,  FREEHOLD,  NEW  JERSEY 
KIRSCHNER,  JOSEPH  LOUIS,  KULPSVILLE,  PENNSYLVANIA 
KIRSTEIN,  KEVIN  MICHAEL,  OCEAN  CITY,  MARYLAND 
KISECKER,  GERALD  R,  SIOUX  FALLS,  SOUTH  DAKOTA 
KISER,  ESTEL  REECE,  STAUNTON,  VIRGINIA 
KISER,  HENRY  R,  SR,  ROANOKE,  VIRGINIA 
KISER,  LAHRENCE  DAVID,  CARLISLE,  PENNSYLVANIA 
KISHBAUGH,  CHARLEY  R. ,  SANTA  ROSA,  CALIFORNIA 
KISON,  LEO  MENDOZA,  MANILA,  PHILIPPINES 
KISS,  ELMER  JOHN,  ALLIANCE,  NEBRASKA 
KISSE,  DUANE  D. ,  BISMARCK,  NORTH  DAKOTA 
KISSEL,  JOSEPH  RAYMOND,  DOYLESTOWN,  PENNSYLVANIA 
KISSELL,  EUGENE  JOSEPH,  COLORADO  SPRINGS,  COLORADO 
KISSINGER,  JOHN  EDGAR,  NOGALES,  ARIZONA 
KISTINGER,  JOSEPH  DANIEL,  YAPHANK,  NEW  YORK 
KISTKA,  GARY  FRANCIS,  ANN  ARBOR,  MICHIGAN 
KISTLER,  JAMES  LA,  TWIN  FALLS,  IDAHO 

CHESTER  H.,  RICHMOND,  VIRGINIA 
DENNIS  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MARK  REGINALD,  FRANKLIN,  VIRGINIA 
MICHAEL  PAUL,  FERNDALE,  MICHIGAN 
RICHARD  STEPHEN,  NORTH  RICHLAND  HILLS,  TEXAS 
KITE,  PAULETTE  LAVONNE,  FORT  HAYNE,  INDIANA 
KITREL,  DARRELL  MARTIN,  CLAYTON,  MISSOURI 
KITTIVATANA,  VISUT,  BANGKOK,  THAILAND 
KITZMILLER,  ALLAN  EDRIC,  OREGON  CITY,  OREGON 
KIVELL,  RICHARD  HELLS,  OAKVILLE,  CANADA 
KIVETT,  RICHARD  LEE,  INDIANAPOLIS,  INDIANA 
KIYOSHI,  ANTONIO  OGO,  TINIAN,  FEDERATED  STATES  OF  MICRO 
KIZER,  LANNY  L.,  MISHAWAKA,  INDIANA 
KJELSTROM,  KERWIN  JEROME,  GRAND  FORKS,  NORTH  DAKOTA 
KLAFFKA,  CHARLES  G,  AMHERST,  NEW  YORK 
KLAGES,  MICHAEL  KENNETH,  PANAMA  CITY,  FLORIDA 
KLAMSER,  ANDREW  STUART,  HOMER,  ALASKA 
KLAPAKIS,  JEFFERY,  SANTA  BARBARA,  CALIFORNIA 
KLAPP,  RICHARD  DEAN,  SAN  FRANCISCO,  CALIFORNIA 
KLAPPHOLZ,  MICHAEL  FRED,  CEDAR  RAPIDS,  IOWA 
KLAPUT,  PETER  GARY,  MARINA,  CALIFORNIA 
KLATT,  DOUGLAS  ROBERT,  RED  WING,  MINNESOTA 
KLATZCO,  RICHARD  D. ,  NORTHFIELD,  ILLINOIS 
KLAUMANN,  CLYDE  PATTISON,  CARMEL,  CALIFORNIA 
KLECZYNSKI,  RICHARD  JOHN,  JR,  HOUSTON,  TEXAS 
KLEES,  RICHARD  GIBSON.  WEST  POINT,  PENNSYLVANIA 
KLEI,  JOHN  ARTHUR,  MILi.  CREEK,  WASHINGTON 
KLEIER,  EDHARD  L,  JR,  BAKERSFIELD,  CALIFORNIA 
KLEIN,  DONALD  JAKE,  LITTLETON,  COLORADO 
KLEIN,  ELMER  L.,  SAN  JOSE,  CALIFORNIA 
KLEIN,  JOHN  JOSEPH,  CHICAGO,  ILLINOIS 
KLEIN,  JOSEPH  CHARLES,  RICHMOND,  INDIANA 
KLEIN,  LEROY  DALE,  STURGEON  BAY,  WISCONSIN 
KLEIN,  THOMAS  NOEL,  NEW  YORK,  NEW  YORK 
KLEIN,  WILLIAM  G. ,  MADRAS,  OREGON 
KLEINKNECHT,  G.  H. ,  CLAYTON,  MISSOURI 

KLEINSCHMIDT,  CHRISTIANE  E,  WIESBADEN,  FEDERAL  REPUBLIC 
KLEISMIT,  JOSEPH  STANLEY,  JR,  TUCSON,  ARIZONA 
KLEIVEN,  ROY  M,  SEATTLE,  WASHINGTON 
KLEMPA,  STEPHEN  J.,  COPPERAS  COVE,  TEXAS 
KLEMPEL,  RICHARD  E,  GRAND  HAVEN,  MICHIGAN 
KLENOSKI,  JOE  A,  DOVER,  DELAWARE 
KLEPPER,  DAVID  WINSTON,  BLOUNTVILLE,  TENNESSEE 
KLETT,  JOHN  MICHAEL,  BERLIN,  CONNECTICUT        .MM„ 
KLETTENBERG,  STEVEN  MICHAEL,  SAN  BERNARDINO,  CALIFORNIA 
KLEVE,  HAROLD  T,  HILLSBORO,  OREGON 
KLEVEN,  LEONARD  REINDERD,  EDINA,  MINNESOTA 
KLIBERT,  HAROLD  A,  JR,  PLAQUEMINES,  LOUISIANA 
KLIER,  DENNIS  DEAN,  NEW  LENOX,  ILLINOIS 
KLIER,  RONALD  LOUIS,  ST.  CLAIRSVILLE,  OHIO 
KLIMA,  KENNETH  A.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
KLINCAR,  PAUL  J,  BELLEVILLE,  ILLINOIS 
KLINE,  CHARLES  HARRY,  CINCINNATI,  OHIO 
DENNIS  KEITH,  PONTIAC,  MICHIGAN 
JAMES  S.,  ARLINGTON,  TEXAS 
MARGARET  A,  HAGERSTOHN,  MARYLAND 
MICHAEL  LEE,  RITZVILLE,  WASHINGTON 
WILLIAM  E.,  STOW,  OHIO 
JEFFREY  GEORGE,  NASHVILLE,  TENNESSEE 
KLINGBEIL,  ERNEST  R.,  HOUGHTON,  MICHIGAN 
KLINGE,  RODNEY  GENE,  AGANA,  GUAM 
KLINGNER,  WALTER  GEORGE,  LEONIA,  NEW  JERSEY 
KLINKENBERG,  KENNETH  J.,  NEW  YORK,  NEW  YORK 
KLINKHAMER-DUMAS,  MARY  E,  AMHERST,  MASSACHUSETTS 
KLIPFEL,  BRYAN  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
KLIPFEL,  PETER  FRANCIS,  KENMORE,  NEW  YORK 


KLINE, 
KLINE, 
KLINE, 
KLINE, 
KLINE, 
KLING, 
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CLIPPENSTEIN,  LAHRENCE  HENRY  -  KOSS,  MARK  ANDREH 
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KLIPPENSTEIN,  LAHRENCE  HENRY,  HINNIPEG,  CANADA 

KLIPPERT,  MYRON  ALLEN,  SAN  DIEGO,  CALIFORNIA 

KLODELL,  CHARLES  T.,  ERIE,  PENNSYLVANIA 

KLOOSTRA,  JAMES  N,  EAST  LANSING,  MICHIGAN 

KLOSIEHICZ,  ROBERT  S,  NEH  CASTLE,  DELAHARE 

KLUCK,  EDWARD  PAUL,  MADISON,  NEW  JERSEY 

KLUEGL,  MICHAEL  VALENTINE,  NORTH  BERGEN,  NEH  JERSEY 

KLUESNER,  EDWARD  A,  DEARBORN,  MICHIGAN 

MUG,  DONALD  DUANE,  YORK,  NEBRASKA 

KLUGIEWICZ,  GARY  THOMAS,  MILWAUKEE,  WISCONSIN 

KLUMPP,  EDWIN  EUGENE,  TOPEKA,  KANSAS 

KLUNDT,  ARTHUR,  HALLA  HALLA,  HASHINGTON 

KLUNDT,  KENNETH  JAMES,  WALLA  WALLA,  WASHINGTON 

KLUSACEK,  MICHAEL  ANTHONY,  ALBANY,  NEW  YORK 

KLUSAK,  WILLIAM  A.,  GENEVA,  ILLINOIS 

KLYVE,  CRAIG  STANLEY,  MADISON,  WISCONSIN 

KMETZ,  JOHN  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

KNAAK,  EDWARD  F,  JR,  ROCHESTER,  NEW  YORK 

KNAPE,  CORNELIS  LEENDERT,  ROTTERDAM,  NETHERLANDS 

KNAPE,  PETRI  HARRY  KAIUS,  HELSINKI,  FINLAND 

KNAPP,  DAVID  HOWARD,  MIDDLETOMN,  CONNECTICUT 

KNAPP,  GEORGE  S.,  JR.,  KEY  WEST,  FLORIDA 

KNAPP,  JOHN  A.,  HASTINGS  ON  HUDSON,  NEH  YORK 

KNAPP,  NORMAN  R. ,  ROCHESTER,  NEH  YORK 

KNAPP,  T.  WILLIAM,  WETHERSFIELD,  CONNECTICUT 

KNAPP,  THOMAS  UPTON,  LARGO,  FLORIDA 

KNAUF,  STEVEN  ALLEN,  TAYLOR  MILL,  KENTUCKY 

KNAUTH,  DANNY  HADE,  AUSTIN,  TEXAS 

KNEALE,  DANIEL  LOUIS,  WARRENTON,  OREGON 

KNEBLICK,  PATRICIA  JANE,  FORT  WORTH,  TEXAS 

KNECHT,  RITA  M. ,  LOS  ANGELES,  CALIFORNIA 

KNECHT,  WILLIAM,  JR,  WILMINGTON,  DELAWARE 

KNEE,  STANLEY  LAMOYNE,  NATIONAL  CITY,  CALIFORNIA 

KNEZEVICH,  EWIN  GREY,  GODFREY,  ILLINOIS 

KNICELEY,  LAWRENCE  WELDON,  AUDUBON,  NEW  JERSEY 

KNIEHL,  RUSSELL  FREDERICK,  WEST  HAVEN,  CONNECTICUT 

CHARLES  RANDY,  WILMINGTON,  NORTH  CAROLINA 

CHARLES  RAY,  COOS  BAY,  OREGON 

CHRISTOPHER  ALLEN,  EAST  PALATKA,  FLORIDA 

DONALD  RAY,  GRANITE  CITY,  ILLINOIS 

DOUGLAS  ALTON,  HATTIESBURG,  MISSISSIPPI 

DOUGLAS  LYNN,  VANDALIA,  OHIO 

GARY  RUSSELL,  DOTHAN,  ALABAMA 

JOSEPH  E,  KINGSLAND,  GEORGIA 

LEONARD,  LOS  ANGELES,  CALIFORNIA 

MICHAEL  THOMAS,  ENGLEWOOD,  COLORADO 

NEWELL  G.,  SALT  LAKE  CITY,  UTAH 

R  C,  BATON  ROUGE,  LOUISIANA 

ROBERT  BROWARD,  MIAMI,  FLORIDA 

SCOTT  MORRIS,  CHASKA,  MINNESOTA 

STEPHEN  ERIC,  EUREKA,  CALIFORNIA 
BARRY  BOB,  MEXICO,  MISSOURI 
KNOBLICH,  HILLIAM  MARTIN,  NEH  YORK,  NEW  YORK 
KNOCH,  JAMES  MORGAN,  WAPAKONETA,  OHIO 
KNOEBEL,  WILLIAM  D,  PLYMOUTH  TOWNSHIP,  PENNSYLVANIA 
KNOLL,  STEVEN  RICHARD,  ENGLEHOOD,  COLORADO 
KNOP,  ELMER  H. ,  EUCLID,  OHIO 
KNOPE,  JAMES  E,  JR,  GREECE,  NEW  YORK 
ARTHUR  J,  GRESHAM,  OREGON 
DAVID  EDWIN,  DEARBORN,  MICHIGAN 
TONY  GLENN,  HOBBS,  NEW  MEXICO 

JOHN  M.,  JR.,  COLUMBIA,  SOUTH  CAROLINA 

WILLIAM  H,  DOVER,  DELAWARE 

CRAIG  LEE,  KANSAS  CITY,  MISSOURI 
DEREK  LYNN,  WICHITA  FALLS,  TEXAS 
JAMES  MICHAEL,  PORT  HASHINGTON,  WISCONSIN 
PERRY  KYLE,  PENSACOLA,  FLORIDA 
PHILLIP  CAREY,  GAINESVILLE,  FLORIDA 
KNOHLES,  RUSSELL  CONRAD,  LOGAN,  UTAH 
KNOWLES,  RUSSELL  J,  URBANA,  ILLINOIS 

WILLIAM  SAMUEL,  CONWAY,  SOUTH  CAROLINA 
WILLIAM  WESTON,  SAN  DIEGO,  CALIFORNIA 
KNOWLTON,  HAROLD  E.,  JR.,  LACONIA,  NEW  HAMPSHIRE 
KNOWLTON,  KEITH  K,  CANTON,  NEW  YORK 
KNOX,  BILLY  G.,  LUBBOCK,  TEXAS 
KNOX,  CHARLES,  NEWARK,  NEW  JERSEY 
KNOX,  CHARLES  B,  SHAWNEE,  OKLAHOMA 
KNOX,  CHARLES  THOMAS,  HAMILTON,  OHIO 
KNOX,  DOROTHY  DEAN,  DETROIT,  MICHIGAN 
KNOX,  OKLA  H.,  EAST  LANSING,  MICHIGAN 
KNOX,  RICHARD  FREEMAN,  OLIVETTE,  MISSOURI 
KNOX,  ROBERT  RAY,  ZIONSVILLE,  INDIANA 
KNOX,  THETUS  ALLMAN,  ATLANTA,  GEORGIA 
KNOX,  WILLIAM  W. ,  FORT  SMITH,  ARKANSAS 
KNUDSON,  RALPH  C,  SALT  LAKE  CITY,  UTAH 
KNUDTEN,  JAN  GARRET,  WAUKESHA,  WISCONSIN 
KNUTH,  ERNEST,  LIVINGSTON,  NEW  JERSEY 
KNUTHSON,  CHARLES  VERNON,  ROSEVILLE,  CALIFORNIA 
KNUTSEN,  DAVID  A.,  MERCED,  CALIFORNIA 
KNUTSEN,  JAMES  A,  TACOMA,  WASHINGTON 
KNUTSON,  STANTON  DUANE,  GRAND  FORKS,  NORTH  DAKOTA 
KOBER,  CARVEL,  HASTINGS,  NEBRASKA 
KOBOJEK,  STANLEY  ANTHONY,  J,  GLENDALE,  ARIZONA 
KOCH,  EDGAR  FRANK,  MILLERSVILLE,  MARYLAND 
KOCH,  GEORGE  FRANK,  III,  ELIZABETH  CITY,  NORTH  CAROLINA 
KOCH,  JAMES  CARL,  JR,  CARLSBAD,  NEW  MEXICO 
KOCH,  JAMES  JOHN,  HAMBURG,  NEW  YORK 
KOCH,  JOHN  ROYAL,  OAK  FOREST,  ILLINOIS 
KOCH,  LARRY  WAYNE,  BURBANK,  CALIFORNIA 
KOCH,  LOTHAR  FRED,  BEVERLY  HILLS,  CALIFORNIA 


KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIGHT 
KNIPFEL 


KNORI, 

KNOTT, 

KNOTT, 

KNOTTS, 

KNOTTS, 

KNOUSE, 

KNOWLES, 

KNOWLES, 

KNOWLES, 

KNOWLES, 


KNOWLES, 
KNOWLES, 


155 
56  tt 
145 
129 

96  tt 
193 
193 
181 
112 

93 
165 
122 

59  tt 
131 
192 

31  tt 
191 

95 

59  tt 

58  * 
136 
158 
198 
197 
175 

100  tt 
107 
124  tt 
101 
178 
184 
100 
120  tt 
177 
102  tt 
195 

97  tt 
114 

85  tt 
140 
118  tt 
148  tt 
176 
164 
182 
194 
108  it 
100 
149 

92 
148 
180 
184 

107  tt 
183 

77  tt 
150 
184 
184 
196 
130 

63  tt 
170 
132 
194 
175 

90  * 

96 
182 

108  tt 
184 

24  tt 
194 
182 
115  tt 

98  tt 
192 
180 
183 
151  tt 

101  # 
120  tt 

55  tt 
199 
101  tt 
183 
187 
120 

93  * 
61  tt 

159 
151 
170 
188 

109  tt 
92  tt 

94  tt 
156 

36  * 
191 


KOCH,  WILLIAM  ELWOOD,  OAKHURST,  NEW  JERSEY 

KOCHANEK,  HARRY,  PORT  ANGELES,  WASHINGTON 

KOCHANOWSKI,  GLEN  FREDERICK,  SALINA,  KANSAS 

KOCHENDERFER,  MILES  C,  JR,  RAINELLE,  WEST  VIRGINIA 

KOCHENOUR,  JOHN  A.,  FORT  LEAVENWORTH,  KANSAS 

KOCKOS,  STEVEN  CHRIS,  EULESS,  TEXAS 

KOCSI,  MARK  DANA,  NORRISTOWN,  PENNSYLVANIA 

KOEHLER,  FRANK  H,  ALBANY,  NEW  YORK 

KOEHRSEN,  BERNAL  F,  WATERLOO,  IOWA 

KOENEMANN,  HARRY  G,  KIRKWOOD,  MISSOURI 

KOENIG,  EDDIE  BILL,  TRENTON,  MISSOURI 

KOENIG,  JOSEPH  ALBERT,  NORTHVILLE,  MICHIGAN 

KOENIG,  THELBERT  E.,  LOUISVILLE,  KENTUCKY 

KOEP,  DUYANE  PETER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

KOEPP,  DENNIS  WAYNE,  NEW  BRAUNFELS,  TEXAS 

KOERBER,  WILLIAM  F.,  FRANKLIN  PARK,  ILLINOIS 

KOERICK,  ANDREW  WILLIAM,  FORT  LAUDERDALE,  FLORIDA 

KOESTER,  GERALD  R,  OKLAHOMA  CITY,  OKLAHOMA 

KOETTING,  THOMAS  J.,  RACINE,  WISCONSIN 

KOFFORD,  DON  B.,  PAGE,  ARIZONA 

KOGER,  JEROME,  FLINT,  MICHIGAN 

KOHL,  JAMES  EDWARD,  CEDAR  FALLS,  IOWA 

KOHL,  MARK  A,  LITTLE  CHUTE,  WISCONSIN 

KOHLER,  DONALD  DOUGLAS,  BELTON,  MISSOURI 

KOHLER,  JEFFRY  STEVEN,  KENAI ,  ALASKA 

KOHLER,  ROBERT  E,  SALEM,  NEW  HAMPSHIRE 

KOHLS,  JOHN  A.,  CHULA  VISTA,  CALIFORNIA 

KOHNKE,  DAVID  EARL,  DARIEN,  ILLINOIS 

KOHNKE,  HILLIAM  R.,  POMPANO  BEACH,  FLORIDA 

KOHUT,  MICHAEL  FRANCIS,  PERTH  AMBOY,  NEW  JERSEY 

KOHUTH,  THEODORE,  HARRISBURG,  PENNSYLVANIA 

KOLALAT,  WALID  A.,  BEIRUT,  LEBANON 

KOLB,  THOMAS  GORDON,  JR,  RIVERSIDE,  CALIFORNIA 

KOLE,  DAVID  MAYNARD,  HORSEHEADS,  NEW  YORK 

KOLEVAR,  MICHAEL  A,  MIDLAND,  MICHIGAN 

KOLILIS,  GUS  HILL,  JEFFERSON  CITY,  MISSOURI 

KOLINSKI,  WILLIAM  J.,  TOLEDO,  OHIO 

KOLIVOSKY,  MICHAEL  C,  ANCHORAGE,  ALASKA 

KOLLMANN,  JOHN  G,  JR,  BALTIMORE,  MARYLAND 

KOLMAN,  JOHN  ALBERT,  LOS  ANGELES,  CALIFORNIA 

KOLMETZKY,  STANLEY  ALLEN,  PHILADELPHIA,  PENNSYLVANIA 

KOLOGY,  GARY  G,  VERNON,  CONNECTICUT 

KOLOKIHAKAUFISI,  SINILAU,  NUKUALOFA,  TONGA 

KOLPACK,  BRYCE  DANIEL,  APPLETON,  WISCONSIN 

KOLSCH,  MICHAEL  CHARLES,  ELKO,  NEVADA 

KOLUCH,  KORIN  KIM,  LINCOLN,  NEBRASKA 

KOMAN,  DAVID  P.,  BREWER,  MAINE 

KOMANY,  SPHAOTHONG,  VIENTIANE,  LAOS 

KOMAR,  FREDDIE  WAYNE,  BRYAN,  TEXAS 

KOMARA,  DONALD  F.,  YOUNGSTOWN,  OHIO 

KOMARA,  MICHAEL  GEORGE,  WASHINGTON,  DISTRICT  OF  COLUMBI 

KOMM,  FREDERICK  WILLIAM,  III,  DARIEN,  CONNECTICUT 

KONCAS,  JOSEPH  WILLIAM,  NORTHAMPTON,  MASSACHUSETTS 

KONCILJA,  JOHN  H. ,  PUEBLO,  COLORADO 

KONDO,  KAZUHITO,  TOKYO,  JAPAN 

KONETSKY,  EDHARD  J.,  OIL  CITY,  PENNSYLVANIA 

KONKLER,  GERALD  WAYNE,  TULSA,  OKLAHOMA 

KONSTANTY,  EDWARD  JOHN,  WILLOWBROOK,  ILLINOIS 

KONTNY,  DAVID  RORY,  LANGLEY  AFB,  VIRGINIA 

KONVALINKA,  JEFFREY  ALAN,  PEORIA,  ILLINOIS 

KOOB,  BOBBY  MAURICE,  LONG  BEACH,  CALIFORNIA 

KOOG,  JAMES  R.,  DEL  RIO,  TEXAS 

KOONTZ,  DENNIS  RAY,  INDIANAPOLIS,  INDIANA 

KOONTZ,  JOHN  CURTIS,  HUTCHINSON,  KANSAS 

KOOP,  CHRISTOPHER  JOSEPH,  FORT  WAYNE,  INDIANA 

KOOPS,  BLAINE  ARLYN,  HOLLAND,  MICHIGAN 

KOOSHIAN,  GARY  G. ,  CLEARHATER,  FLORIDA 

KOPACZ,  JOHN  R.,  JR,  LANSING,  MICHIGAN 

KOPINAK,  JOHN  P,  TORONTO,  CANADA 

KOPLINER,  JAMES  M,  PRINCETON,  NEW  JERSEY 

KOPP,  CHARLES  M,  KENAI,  ALASKA 

KOPP,  GERALD  C. ,  LOUISVILLE,  KENTUCKY 

KOPP,  STEVEN  JOHN,  JANESVILLE,  WISCONSIN 

KOPPERUD,  SUSAN  MARY,  LOS  ANGELES,  CALIFORNIA 

KOPRIVA,  JAMES  J,  POWELL,  WYOMING 

KOPROWSKI,  DANIEL  J.,  MILWAUKEE,  WISCONSIN 

KOPYLOV,  JACOB,  DENVER,  COLORADO 

KORBACHER,  RALPH  LEE,  OCEANSIDE,  CALIFORNIA 

KORBER,  ROBERT  PETER,  CHEYENNE,  WYOMING 

KORDET,  PATRICK  MILFORD,  EUCLID,  OHIO 

KORDILLA,  NICHOLAS,  HARRISBURG,  PENNSYLVANIA 

KORDING,  BRIAN  SCOTT,  PITTSBURGH,  PENNSYLVANIA 

KORDING,  WILLIAM  G. ,  SEMICKLEY,  PENNSYLVANIA 

KORMASH,  NICHOLAS  P,  JERSEY  CITY,  NEW  JERSEY 

KORODI,  ALEX,  TOWN  OF  TONAWANDA,  NEW  YORK 

KOROUS,  GEOFFREY  JAMES,  WOODRIDGE,  ILLINOIS 

KORTAN,  DANIEL  JOSEPH,  JR,  LANSDOWNE,  PENNSYLVANIA 

KORTGE,  LLOYD  PAUL,  INTERIOR,  SOUTH  DAKOTA 

KORYCINSKI,  MICHAEL  G,  DEWITT,  NEW  YORK 

KOSALOS,  GEORGE  J.,  MILWAUKEE,  WISCONSIN 

KOSCELNAK,  FRANCIS  EDWARD,  MOSCOW,  PENNSYLVANIA 

KOSEK,  JAMES  JOSEPH,  MONROE,  WISCONSIN 

KOSHIBA,  KOHKI,  GUNMA,  JAPAN 

KOSHLAND,  BRADFORD  DONALD,  WEST  TRENTON,  NEW  JERSEY 

KOSHOCK,  MICHAEL  A,  MIAMI  SPRINGS,  FLORIDA 

KOSKEY,  STEVE  A,  SPRINGFIELD,  ILLINOIS 

KOSKI,  DONALD  E.,  BEMIDJI ,  MINNESOTA 

KOSKO,  JOHN  JAMES,  MERIDEN,  CONNECTICUT 

KOSLOSKI,  MICHAEL  J.,  NEWARK,  NEW  JERSEY 

KOSS,  MARK  ANDREW,  ALBANY,  NEW  YORK 
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KOSSIVAKIS,  ELIAS  XENOPHON  -  KUNDEYA,  GEORGE  GEOFFREY 
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KOSSIVAKIS,  ELIAS  XENOPHON,  ATHENS,  GREECE 

KOSTA,  ANTONIO  L,  JR,  FORT  HOOD,  TEXAS 

KOSTAL,  IGOR,  BRATISLAVA,  SLOVAKIA 

KOSTELNIK,  CAROL  LOUISE,  MONTPELIER,  VERMONT 

KOSTELNY,  KEITH  MARVAN,  JOLIET,  ILLINOIS 

KOSTURA,  CHRISTOPHER  JAMES,  ORANGE  VILLAGE,  OHIO 

KOTARSKI,  BERNARD  JOHN,  HASHINGTON,  DISTRICT  OF  COLUMBI 

KOTASEK,  RICHARD  J,  STILLHATER,  MINNESOTA 

KOTRAN,  JOHN  STEPHEN,  HARRISBURG,  PENNSYLVANIA 

KOTSCH,  SAMUEL  H. ,  JR.,  MANCHESTER,  CONNECTICUT 

KOTSCHHAR,  HAROLD  J,  KEARNEY,  NEBRASKA 

KOTSUR,  LEONARD  S,  MESA,  ARIZONA 

KOUNS,  MICHAEL  LYNN,  INDIANAPOLIS,  INDIANA 

KOUPENOV,  ANGELOV  KOUPEN,  SOFIA,  BULGARIA 

KOURBELAS,  NEIL  STEVEN,  ROCK  SPRINGS,  HYOMING 

KOURY,  JOSEPH  RALPH,  ELIZABETH,  NEH  JERSEY 

KOURY,  HALTER  CHARLES,  NEH  WINDSOR,  NEH  YORK 

KOUSHIOUMIS,  ANDREAS  DEMETRIOS,  NICOSIA,  CYPRUS 

KOVACH,  JOHN  J.,  ASHLAND,  WISCONSIN 

KOVACIC,  EDHARD  P.,  CLEVELAND,  OHIO 

KOVALCHICK,  JOSEPH  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

KOVSE,  ROBERT,  LJUBLJANA,  SLOVENIA 

KOHALEHSKI,  LEONARD  F.,  NEHARK,  NEH  JERSEY 

KOHALIK,  STANLEY  M. ,  MIDDLETOHN,  NEH  YORK 

KOHALKOHSKI,  DALE  GORDON,  MANISTEE,  MICHIGAN 

KOHALSKI,  CARL  MELVIN,  BUFFALO,  NEW  YORK 

KOHALSKI,  DOUGLAS  ARTHUR,  DALLAS,  TEXAS 

KOHALSKI,  GEORGE  FRANCIS,  SAN  FRANCISCO,  CALIFORNIA 

KOHALSKI,  NORBERT  JEROME,  JR,  BETHEL  PARK,  PENNSYLVANIA 

KOHSKI,  FRANK  F.,  SANTA  FE,  NEW  MEXICO 

KOZAK,  JAMES  C,  FOXBOROUGH,  MASSACHUSETTS 

KOZAK,  RICHARD  STEVEN,  CHICAGO,  ILLINOIS 

KOZAK,  RUSSELL  FRANCIS,  NEH  HAVEN,  CONNECTICUT 

KOZAR,  JOHN  WILLIAM,  OLYMPIA,  WASHINGTON 

KOZEL,  GEORGE  JAMES,  CHICAGO,  ILLINOIS 

KOZENCZAK,  JOSEPH  RAYMOND,  DES  PLAINES,  ILLINOIS 

KOZENIEHSKI,  JOSEPH  SAMUEL,  FRANCONIA,  PENNSYLVANIA 

KOZIAK,  ROBERT  ZYGMONT,  MAMARONECK,  NEH  YORK 

KOZIOL,  JOHN  ANDREH,  PALATINE,  ILLINOIS 

KOZLOHSKI,  NORBERT  ALOYSUIS,  DETROIT,  MICHIGAN 

KOZOJED,  ALEXEJ,  PRAGUE,  CZECH  REPUBLIC 

KOZOJED,  ANTHONY  EDWARD,  THIEF  RIVER  FALLS,  MINNESOTA 

KOZUB,  BERNARD  J,  SKOKIE,  ILLINOIS 

KRACHT,  ROBERT  E. ,  MEEKER,  COLORADO 

KRAEMER,  JAMES  EDHARD,  ROCKVILLE  CENTRE,  NEW  YORK 

KRAFFT,  ROBERT  THOMAS,  ALPENA,  MICHIGAN 

KRAFT,  FRANK  X,  JERSEY  CITY,  NEH  JERSEY 

KRAFT,  JOSEPH  RANDALL,  EULESS,  TEXAS 

KRAFT,  MICHAEL  PAUL,  COVINGTON,  KENTUCKY 

KRAHER,  DONALD  EUGENE,  JR,  HASHINGTON,  MISSOURI 

KRAHN,  BONNY  R.,  STAFFORD,  TEXAS 

KRAHN,  MICHAEL  JOHN,  HALES  CORNERS,  WISCONSIN 

KRAJEWSKI,  WALTER  M. ,  OLD  FORGE,  PENNSYLVANIA 

KRAL,  WILLIAM  FRANKLIN,  AMARILLO,  TEXAS 

KRAMER,  CHARLES  EDWARD,  JACKSONVILLE,  FLORIDA 

KRAMER,  CHARLES  H,  MINEOLA,  NEW  YORK 

KRAMER,  DAVID  EUGENE,  BONNERS  FERRY,  IDAHO 

KRAMER,  KARL  ERNEST,  MONTE  VISTA,  COLORADO 

KRAMER,  MELVIN  R.,  AURORA,  ILLINOIS 

KRAMMES,  STANLEY  R.,  NEH  BLOOMFIELD,  PENNSYLVANIA 

KRANCE,  HAROLD  THOMAS,  CORAOPOLIS,  PENNSYLVANIA 

KRANNICHFELD,  LARRY  DHAYNE,  VACAVILLE,  CALIFORNIA 

KRANS,  JERRY  RICHARD,  SANTA  ANA,  CALIFORNIA 

KRANZ,  CHARLES  WARREN,  MORRISTOWN,  NEW  JERSEY 

KRASNY,  WALTER  E,  ANN  ARBOR,  MICHIGAN 

KRASZEHSKI,  WILLIAM  DAVID,  NEW  HAVEN,  CONNECTICUT 

KRATOCHVIL,  KAROL  LEWIS,  WASHINGTON,  DISTRICT  OF  COLUMB 

KRATT,  CHARLES  FREDERICK,  J,  WEST  TRENTON,  NEW  JERSEY 

KRATZER,  CHRISTOPHER  JAMES,  SPRINGFIELD,  ILLINOIS 

KRAUS,  DENNIS  HAYNE,  SAN  BERNARDINO,  CALIFORNIA 

KRAUS,  ERNEST  H,  PETOSKEY,  MICHIGAN 

KRAUS,  LARRY  STEPHEN,  COLORADO  SPRINGS,  COLORADO 

KRAUS,  RICHARD  CURTIS,  DENVER,  COLORADO 

KRAUS,  ROBERT  MICHAEL,  CASTLE  ROCK,  COLORADO 

KRAUS,  WILLIAM  F.,  RUTHERFORD,  NEW  JERSEY 

KRAUSE,  EDWARD  WILLIAM,  RED  WING,  MINNESOTA 

KRAUSE,  EDWIN  LEWIS,  INDIANAPOLIS,  INDIANA 

KRAUSE,  JANE  M,  TAMPA,  FLORIDA 

KRAUSE,  LA  VERN,  SHEBOYGAN,  WISCONSIN 

KRAUSER,  ROBERT  CHARLES,  ELKINS  PARK,  PENNSYLVANIA 

KRAUSMAN,  RICHARD  CHRISTOPHER,  MANSFIELD,  OHIO 

KRAUSSE,  GUS  0.,  BROWNSVILLE,  TEXAS 

KRAUTKRAMMER,  SYLVESTER  C,  ALGOMA,  WISCONSIN 

KRAWETZ,  JOSEPH,  WILKES-BARRE ,  PENNSYLVANIA 

KREBILL,  GENE  D. ,  FORT  ORD,  CALIFORNIA 

KREBSACH,  BERNARD  R,  BISMARCK,  NORTH  DAKOTA 

KRECKLER,  EDHARD  JOSEPH,  WISCONSIN  RAPIDS,  WISCONSIN 

KRECKLER,  JOHN  F,  BOSTON,  MASSACHUSETTS 

KRECKLOH,  DAVID  DEAN,  OMAHA,  NEBRASKA 

KREGELKA,  GARRY  JAMES,  YPSILANTI,  MICHIGAN 

KREI,  JAMES  C,  MARINETTE,  WISCONSIN 

KREIDER,  KIM  PATRICK,  SANTA  CLARA,  CALIFORNIA 

KREILICK,  WILLIAM  HOWARD,  LAS  VEGAS,  NEVADA 

KREINS,  EDWARD  S,  BEVERLY  HILLS,  CALIFORNIA 

KnEIS,  JOHN  F.,  GOLDSBORO,  NORTH  CAROLINA 

KREIS,  HESTON  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

1  KREITZ,  GORDON  R,  FULLERTON,  CALIFORNIA 
KREJCI,  DALE  JAMES,  NORTH  ROYALTON,  OHIO 

1  KRELL,  JOSEPH  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KRELLE,  TERENCE  HOWARD,  CENTRAL  CITY,  COLORADO 


§   KREPPS,  CHARLES  T,  JR,  BEAVER,  PENNSYLVANIA 
KRESL,  EDHARD  JOHN,  LA  SALLE,  ILLINOIS 
KRESSMAN,  THOMAS  ANTHONY,  YONKERS,  NEW  YORK 

*  KRETCHMAR,  A.  A.,  SEATTLE,  HASHINGTON 
KRETZ,  RAYMOND  AUGUST,  JR,  MINEOLA,  NEW  YORK 
KREULEN,  KENNETH  C,  SEBRING,  FLORIDA 
KREY,  MARK  NORMAN,  FORT  WORTH,  TEXAS 

*  KREYER,  GARY  RICHARD,  ANOKA,  MINNESOTA 
It   KRIDER,  HERBERT  S.,  HATFIELD,  PENNSYLVANIA 

KRIETEMEYER,  ANDY  LAMAR,  OCALA,  FLORIDA 
KRINEY,  ROGER  DOUGLAS,  TOMS  RIVER,  NEH  JERSEY 
KRINGEL,  EDWIN  H. ,  LINCOLN,  NEBRASKA 

*  KRISHNA,  S/0  MAHENDAR,  SINGAPORE,  SINGAPORE 
tt   KRISS,  CHARLES  A.,  SR. ,  BILOXI,  MISSISSIPPI 

KRISTOFECK,  WILLIAM  VICTOR,  JR,  LOUISVILLE,  KENTUCKY 

tt   KRISTOFEK,  ANDREW,  BRISTOL,  VIRGINIA 
KRISTOFEK,  ANDREW,  II,  BRISTOL,  VIRGINIA 
KRIVITZKY,  MARVIN  H,  NEH  YORK,  NEW  YORK 
KROHLING,  LUCIAN  RAY,  MANKATO,  MINNESOTA 
KROLL,  ROBERT  JOHN,  JR,  ALBANY,  NEH  YORK 
KRONBERG,  LARS  JULIUS,  STOCKHOLM,  SWEDEN 
KRONE,  DONALD  KEVIN,  LENEXA,  KANSAS 
KRONSCHNABL,  JEFFERY  P,  CLEARHATER,  FLORIDA 

tt   KROOK,  GEORGE,  PORTSMOUTH,  NEH  HAMPSHIRE 
KROPER,  ROBERT  DAVID,  HICKAM  AFB,  HAWAII 
KROSS,  CHARLES  FREDERICK,  DEKALB,  ILLINOIS 
107  tt   KROUSE,  CHARLES  J.,  REYNOLDSBURG,  OHIO 
99  tt   KROUT,  ROGER  F,  SHERIDAN,  HYOMING 

KRUEGER,  DONALD  HILLIAM,  GEORGETOWN,  COLORADO 

tt   KRUEGER,  EDWIN  R.  ,  NEWARK,  NEH  YORK 

KRUEGER,  JENS,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
KRUEGER,  RICKEY  GENE,  ROCHESTER,  MINNESOTA 
KRUEGER,  RONALD  DAVID,  MT  CLEMENS,  MICHIGAN 
KRUEGER,  RONALD  W.,  MERRILL,  HISCONSIN 

tt   KRUEGER,  HILLIAM  A,  SALEM,  ILLINOIS 

KRUEGER,  HILLIAM  KENNETH,  BAY  CITY,  MICHIGAN 

KRUESER,  CHARLES,  HEST  CALDWELL,  NEH  JERSEY 

KRUG,  JOHN  CHRISTOPHER,  MIAMISBURG,  OHIO 

KRUG,  MARSHA  ELLEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

KRUG,  ROLAND  ELLIS,  STOCKTON,  CALIFORNIA 

KRUGER  VILLARREAL,  ROLF  ERICH,  MEXICO  CITY,  MEXICO 

tt   KRUIDENIER,  BASTIAN  D. ,  MIAMI  BEACH,  FLORIDA 
KRUITHOFF,  JEFFREY  PAUL,  BATTLE  CREEK,  MICHIGAN 

*  KRUM,  HILLIAM  A.,  KINGSTON,  NEH  YORK 
KRUMBACH,  HALTER  GEORGE,  EL  SEGUNDO,  CALIFORNIA 

*  KRUMNOH,  JOHN  J.,  AUSTIN,  TEXAS 

*  KRUPINSKY,  WESLEY  P.,  WOODSTOCK,  VERMONT 

*  KRUSCHE,  HERBERT  L,  MILWAUKEE,  WISCONSIN 
KRUSE,  CHARLES  LEE,  FISHERS,  INDIANA 
KRUSE,  GEORGE  JOHN,  HONOLULU,  HAHAII 
KRUSE,  STEPHEN  MICHAEL,  SHREWSBURY,  MISSOURI 
KRUSEN,  JAMES  PAUL,  SAN  DIEGO,  CALIFORNIA 
KRUSINGA,  GREGORY  ALLEN,  EAST  LANSING,  MICHIGAN 
KRUTCHAIYAN,  MANAT,  BANGKOK,  THAILAND 
KRUTYS,  EDWARD  JOSEPH,  JAMAICA,  NEH  YORK 
KRYSTEK,  JOHN  EDWARD,  GLENDALE,  ARIZONA 
KU,  WILLIAM  HAISHAN,  TAIPEI,  REPUBLIC  OF  CHINA 

tt   KUBALA,  STANLEY  B.,  OAKLAND  PARK,  FLORIDA 
tt   KUBE,  ROBERT  LEE,  WATERTOWN,  WISCONSIN 

KUBITSKEY,  NORMAN  PAUL,  NORTHVILLE,  MICHIGAN 

KUBOJIRI,  HARRY  SHINICHI,  HILO,  HAWAII 

KUBOKI,  NORIO,  TOKYO,  JAPAN 

KUCAB,  MICHAEL  FRANCIS,  ELIZABETH,  NEW  JERSEY 

KUCER,  JOHN  ANDREH,  PAPILLION,  NEBRASKA 
tt   KUCHERA,  JAMES  DAVID,  FARGO,  NORTH  DAKOTA 

105  tt   KUCINIC,  HILLIAM  E.,  JOLIET,  ILLINOIS 

132   KUDAR,  RONALD  FREDERICK,  ROCK  SPRINGS,  WYOMING 

178  KUEBLER,  MICHAEL  ANTHONY,  SARASOTA,  FLORIDA 
126   KUEHN,  THOMAS  JAMES,  LOS  ANGELES,  CALIFORNIA 
121  #  KUESTER,  ROY  ALLAN,  VICTORIA,  TEXAS 

130   KUGLER,  EARL  J,  SR,  SCRANTON,  PENNSYLVANIA 

115  tt   KUGLER,  JAMES  A,  EAGLE  RIVER,  HISCONSIN 

173   KUGLER,  ROBERT  JAMES,  SADDLE  BROOK,  NEH  JERSEY 

83  tt   KUHLMAN,  HOHARD  F,  ARVADA,  COLORADO 

194   KUHLMAN,  JOHNNY  LEE,  OKLAHOMA  CITY,  OKLAHOMA 
120  It   KUHLMAN,  MERLIN  STANLEY,  FORT  RILEY,  KANSAS 
119   KUHN,  DONALD  AUGUST,  NEW  YORK,  NEH  YORK 

139  KUHN,  WILLIAM  EDWARD,  INDIANAPOLIS,  INDIANA 
189   KUIDIS,  DEBORAH  LYNN,  ALBUQUERQUE,  NEH  MEXICO 

177  KUJAHA,  TOMAS  JOHN,  HAUSAU,  HISCONSIN 

140  KUKALIS,  JUSTIN  JOSEPH,  EAST  LANSING,  MICHIGAN 

84  It   KULBETH,  HAROLD  T.,  MERCED,  CALIFORNIA 
180   KULE,  AHMET,  ANKARA,  TURKEY 

179  KULESKI,  VINCENT  MARK,  INDIANA,  PENNSYLVANIA 
184   KULHAWIK,  EDWARD  VINCENT,  WILTON,  CONNECTICUT 

91  tt   KULIG,  RICHARD  E.,  HEST  SPRINGFIELD,  MASSACHUSETTS 
165   KULIKOHSKI,  STEVEN  JOSEPH,  AVON,  CONNECTICUT 

179   KULL,  DAVID  HILLIAM,  SIOUX  FALLS,  SOUTH  DAKOTA 
86   KULLAMA,  HANICH,  BANGKOK,  THAILAND 
169   KULOVITZ,  ALAN  THOMAS,  MAYHOOD,  ILLINOIS 
173   KUMANEK,  MIROSLAH,  HARSAH,  POLAND 
194   KUMAR,  SHRI  KULDEEP,  NEH  DELHI,  INDIA 

92  *  KUMAR,  SHYAM,  SINGAPORE,  SINGAPORE 

178  KUME,  ICHIRO,  TOKYO,  JAPAN 

91  It   KUMMER,  GEORGE  E.,  OAK  LAWN,  ILLINOIS 

106  KUNA,  JAMES  T.,  LACKAWANNA,  NEW  YORK 
178   KUNARD,  DARRELL,  LEE'S  SUMMIT,  MISSOURI 

164   KUNCL,  ARTHUR  CHARLES,  JR,  BROOKFIELD,  ILLINOIS 
149   KUNDA,  NICHOLAS  JOSEPH,  MINEOLA,  NEH  YORK 
128   KUNDEYA,  GEORGE  GEOFFREY,  SALISBURY,  ZIMBABWE 
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164 
124 

55 
156 
114 
185 
134 

53 
173 
159 

88 
114 
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188 

58 
161 
113 
157 
174 
175 
197 
164 
129 
176 
121 


197 

88 
198 
194 
199 
109 
115 
133 

99 
150 
164 
159 
168 

82 
165 

34 
168 

92 

46 
100 
180 
118 
153 
193 
194 

93 
177 
186 
129 

81 
122 
150 
196 
121 
158 
167 
143 
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KUNIMATSU,  TAKAJI  -  LANDIS,  MICHAEL  LEE 


77  # 
141  tt 
111  tt 
171 
149 
142 

5  * 
159 
162 
194 
144 
100 
153 
129 
138 
112 

96 
139  tt 

144  # 

189 

186 

90 
198 
134 

88  * 

97 
180 
143 
162 
194 

30  tt 

104 

58  # 
167 

38  tt 
182 
157 
161 
154 
163  tt 
116 

93  # 
117 
129 
172 
111  tt 
178 
175 
135  tt 

60  tt 
129 
126 
194 
189 

51  tt 
137 

97  * 
195 
197 
177 
198 
168 
162 

82  tt 
100 
109  tt 
138 
115  tt 
176 
107 
160 
163 
182 

96 
135 
129 
155 
125 
191 
109  tt 
125  tt 
171 
138 

95  tt 

98  # 
120 
120 
129  tt 
118 
102 

84  # 
120  * 
165 
100  H 

79 

60  It 
146 
110 
194 
123  It 


KUNIMATSU,  TAKAJI,  TOKYO,  JAPAN 

KUNTZ,  RICHARD  E,  BOLINGBROOK,  ILLINOIS 

KUPFERER,  THOMAS  C,  JR,  HASHINGTON,  DISTRICT  OF  COLUMBI 

KURAKAMI,  KENICHI,  TOKYO,  JAPAN 

KURAMOCHI,  KENJI,  TOKYO,  JAPAN 

KURDYLA,  DANIEL  DAVID,  MANVILLE,  NEW  JERSEY 

KURELAITIS,  FRANK,  EAST  ST.  LOUIS,  ILLINOIS 

KURLANDER,  NEIL  FRED,  MARYLAND  HEIGHTS,  MISSOURI 

KURMIS,  RONALD  PAUL,  VALPARAISO,  INDIANA 

KURNOSENKO,  ANDREY  ANATOLYEVICH,  MOSCOH,  RUSSIA 

KURTH,  ROBERT  EDHARD,  LOS  ANGELES,  CALIFORNIA 

KURTZ,  LE  ROY,  SOUTH  AMBOY,  NEH  JERSEY 

KURZ,  DAVID  LEE,  GORHAM,  MAINE 

KUSCHE,  EUGENE  LEE,  MANITOHOC,  WISCONSIN 

KUSH,  RICHARD  JAMES,  TEMPE,  ARIZONA 

KUSS,  RUDOLF  L.,  NEH  YORK,  NEH  YORK 

KUTA,  ROBERT  P.,  NEHARK,  NEH  JERSEY 

KUTA,  HILLIAM  JOHN,  DES  PLAINES,  ILLINOIS 

KUTE,  HILLIAM  JOSEPH,  GREENSBURG,  PENNSYLVANIA 

KUZICKI,  KENNETH,  VERNON,  NEH  JERSEY 

KUZMA,  JAMES  DAVID,  JOLIET,  ILLINOIS 

KUZNIEHSKI,  MICHAEL  L.,  HARVEY,  ILLINOIS 

KVENLOG,  KEVAN  BEN,  QUANTICO,  VIRGINIA 

KVIETKUS,  EDHARD,  ATLANTA,  GEORGIA 

KHAN  CHAO-I,  PETER,  TAIPEI,  REPUBLIC  OF  CHINA 

KHEI,  CHING-SHAN,  TAIPEI,  REPUBLIC  OF  CHINA 

KHIATKOHSKI,  MARK  ALAN,  BEDFORD  HEIGHTS,  OHIO 

KHOK,  ALBERT,  HONG  KONG,  HONG  KONG 

KYEA,  DAVID  JOHN,  TAOS,  NEH  MEXICO 

KYLE,  BRIAN  DOUGLAS,  BRYAN,  TEXAS 

KYLE,  K.  D.,  ANGLETON,  TEXAS 

KYNASTON,  EDHARD  E,  SACRAMENTO,  CALIFORNIA 

LAABS,  VERNON  C,  PORT  HASHINGTON,  WISCONSIN 

LAAGE,  MICHAEL  EDHARD,  SPRINGDALE,  OHIO 

LAAK,  EVERETT  R.,  HINONA,  MINNESOTA 

LAANET,  KALLE,  TALLINN,  ESTONIA 

LABAR,  TERRY  DAVID,  QUANTICO,  VIRGINIA 

LABARGE,  ARMAND  PAUL,  NEHMARKET,  CANADA 

LABBE,  MARK  DENNIS,  GRAND  PRAIRIE,  TEXAS 

LABECKI,  MARVIN  STANLEY,  MILHAUKEE,  WISCONSIN 

LABEN,  JAMES  H. ,  SYCAMORE,  ILLINOIS 

LABERGE,  ROBERT  R. ,  REDHOOD  CITY,  CALIFORNIA 

LABONTE,  CHARLES  M. ,  SACO,  MAINE 

LABORDE,  LARRY  MILBURN,  HEST  MONROE,  LOUISIANA 

LABOY  CASTILLO,  EMIDIO,  MARICAO,  PUERTO  RICO 

LABRIE,  RAYMOND  H,  PORTSMOUTH,  NEH  HAMPSHIRE 

LABRUSCIANO,  MARTIN  SEDIA,  SANFORD,  FLORIDA 

LACAPRUCIA,  LOUIS  EDHARD,  HARTFORD,  CONNECTICUT 

LACASSE,  TERRYL  CLARENCE,  INVERNESS,  FLORIDA 

LACE,  HARRY,  NEWPORT  BEACH,  CALIFORNIA 

LACEY,  HADE  CONRAD,  ANCHORAGE,  ALASKA 

LACHASSE,  ROYAL  SCOTT,  LOS  ANGELES,  CALIFORNIA 

LACHMAN,  TERRY  JOSEPH,  DOYLESTOHN,  PENNSYLVANIA 

LACHUTE,  STEVEN  ERIC,  GRETNA,  LOUISIANA 

LACKEY,  DRUE  H. ,  JR.,  MONTGOMERY,  ALABAMA 

LACKEY,  LAHSON  KEITH,  BAKERSFIELD,  CALIFORNIA 

LACOUR,  JAMES  L,  COLFAX,  LOUISIANA 

LACROIX,  DALE  DAVID,  HATERFORD,  MICHIGAN 

LACROSS,  JOHN  MICHAEL,  NORTH  SCITUATE,  RHODE  ISLAND 

LACY,  DAVID  SCOTT,  NEBRASKA  CITY,  NEBRASKA 

LACY,  DESMOND  JOHN,  BRISBANE,  AUSTRALIA 

LACY,  LAFAYETTE  EUGENE,  JEFFERSON  CITY,  MISSOURI 

LACY,  LEONARD  CALUP,  III,  ANDREWS  AFB,  MARYLAND 

LACY,  ROBERT  A.,  SCOTTSBLUFF,  NEBRASKA 

LADBURY,  JACK  F.,  VALLEY  CITY,  NORTH  DAKOTA 

LADD,  CLAYTON  D,  ROSEBURG,  OREGON 

LADD,  GLENN  LLOYD,  OVERLAND  PARK,  KANSAS 

LADD,  HAROLD  R,  TULSA,  OKLAHOMA 

LADD,  VINCENT  PAUL,  MODESTO,  CALIFORNIA 

LADD,  HILLIAM  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

LADD,  HILLIAM  MORGAN,  OGDEN,  UTAH 

LADEUR,  ROBERT  HILLIAM,  HARRENVILLE,  ILLINOIS 

LADNER,  CHESTER  VINCENT,  BATON  ROUGE,  LOUISIANA 

LADNER,  PHILIP  M,  GULFPORT,  MISSISSIPPI 

LADUCER,  DENNIS  WILLIAM,  SANTA  ANA,  CALIFORNIA 

LADUCER,  JOHN  DAVID,  CANTON,  CONNECTICUT 

LADUE,  NELSON  DAVID,  BRIDGEPORT,  CONNECTICUT 

LADHIG,  THOMAS  LAHRENCE,  HILLISTON,  NORTH  DAKOTA 

LAESSIG,  RANDY  KEITH,  MARSHFIELD,  HISCONSIN 

LAFASHIA,  RICHARD  J,  HILMINGTON,  DELAHARE 

LAFLAIR,  RICHARD  ABNER,  OGDENSBURG,  NEH  YORK 

LAFLIN,  TERRY  LEE,  OHASSO,  OKLAHOMA 

LAFOND,  EDHARD  GERALD,  SACRAMENTO,  CALIFORNIA 

LAFOND,  PHILIP  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

LAFONTAINE,  JOSEPH  A,  ALBANY,  NEH  YORK 

LAFORGIA,  GERTRUDE,  NEH  YORK,  NEW  YORK 

LAFRANCE,  MARCEL  DENNIS,  EL  PASO.  TEXAS 

LAGANO,  FRANK  THOMAS,  NEW  YORK,  NEH  YORK 

LAGASSE,  ANDRE  DENIS,  OTTAHA,  CANADA 

LAGATTA,  LESTER  R.,  CLEVELAND,  OHIO 

LAGOMARSINO,  STEPHEN  F.,  SANTA  FE,  NEH  MEXICO 

LAGROH,  ROBERT  HILSON,  COLCHESTER,  VERMONT 

LAGROH,  HALTER  L,  SPRINGFIELD,  ILLINOIS 

LAGUARDIA,  DONALD  E.,  LOS  ANGELES,  CALIFORNIA 

LAHEY,  THOMAS  C,  DENVER,  COLORADO 

LAHIVE,  PAUL  A,  QUINCY,  MASSACHUSETTS 

LAHUE,  JOSEPH  HOHARD,  SHAWNEE,  OKLAHOMA 

LAI,  MILTON  B,  HAILUKU,  MAUI,  HAWAII 

LAIBACH,  CAROLYN,  MINEOLA,  NEH  YORK 

LAIDIN,  ZAKIAH  BINTI,  KUALA  LUMPUR,  MALAYSIA 


125 
126  tt 
131 
174 
174 

102  tt 
82 

197 

122 

133 

142 

149 

109  tt 

198 

105 

149 

71  * 
163 

91 
189 
136 
186 

103  It 
75  tt 

104  tt 
134 

93  tt 
187 
157 
145 
109 
110 
152 
199 
173 
102  * 
124 

49 
9  tt 
118  tt 
189 
165 
198 
149 
138 
182 
139 
156 
167 
145 
144 
182 

98  tt 
135 
197 
165 
164 

91  It 
113  tt 
186 
111 
169 
141 

44  tt 
134 
184 
184 
176 
132 
166 
159 
159 
158  tt 
115 
113  tt 
129 
127 
117 
165 
101  tt 
167 
122 
128 
172 
118 
164  tt 
173 
126 
124 
148 

31  tt 
118 

39  tt 

116  tt 

117  tt 
193 

95  tt 
38  n 

199 

130 


LAIRD, 
LAIRD, 
LAIRD, 


LAKE, 
LAKE, 
LAKE, 
LAKE, 


LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 
LAMB, 


LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERT, 
LAMBERTI, 


LAIGO,  REYNALDO  MARTINEZ,  MANILA,  PHILIPPINES 
LAINE,  DALE  ALAN,  MILHAUKEE,  HISCONSIN 

LAINEZ  MENDOZA,  JULIO  ALBERT,  SAN  SALVADOR,  EL  SALVADOR 
LAING,  HAYNE  LESTER,  CASPER,  HYOMING 
JOHN  J,  DOVER,  DELAHARE 
NORMAN  S,  CARSHELL  AFB,  TEXAS 
HALLACE  B.,  COVINGTON,  LOUISIANA 
LAISSERI,  HUSSEIN  NASSORO,  DAR  ES  SALAAM,  TANZANIA 
LAJOIE,  DANIEL  ROMEO,  AUBURN,  MAINE 
LAKE,  EARL  DONALD,  TUSCALOOSA,  ALABAMA 

GEORGE  ALAN,  MODESTO,  CALIFORNIA 

JAMES  HAROLD,  SEYMOUR  JOHNSON  AFB,  NORTH  CAROLINA 

JOHN  S,  HIALEAH,  FLORIDA 

RCBBY  COLUMBUS,  SACRAMENTO,  CALIFORNIA 
LAKER,  LOYD  F.,  JACKSON,  HYOMING 
LALIBERTE,  TERRY  JOSEPH,  SPOKANE,  HASHINGTON 
LALLY,  JOHN  J.,  GREENHICH,  CONNECTICUT 
LAM,  GREGORY  KHAI-BUN,  HONG  KONG,  HONG  KONG 
LAMADGELEINE,  EDMONDJ.,  HOODSTOCK,  ILLINOIS 
LAMANTIA,  ROBERT  MICHAEL,  HILMETTE,  ILLINOIS 
LAMANTIA,  STEPHEN  ANTHONY,  HARREN,  OHIO 
LAMAR,  STEPHEN  HAYNE,  MOUNT  VERNON,  ILLINOIS 
LAMARCHE,  ALAN  R,  TALLAHASSEE,  FLORIDA 
LAMASON,  HILLIAM  E,  CARLISLE,-  PENNSYLVANIA 
LAMASTRA,  GABRIEL  C,  ROCKVILLE,  MARYLAND 
LAMB,  BRYAN  MACKIE,  GALVESTON,  TEXAS 

HAROLD  E,  QUINCY,  ILLINOIS 

JOHN  LAHRENCE,  HEST  TRENTON,  NEH  JERSEY 

MAXINE  HELEN,  KALISPELL,  MONTANA 

OMAR  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

PETER  J,  CANBERRA,  AUSTRALIA 

ROBERT  D,  BARRINGTON  HILLS,  ILLINOIS 

STANTON  RAY,  MINDEN,  NEVADA 

STEPHEN  ROGER,  SPARTANBURG,  SOUTH  CAROLINA 

TIMOTHY  JOHN,  FORT  BRAGG,  NORTH  CAROLINA 

HALTER  L.,  JONESBORO,  ARKANSAS 
LAMBERSON,  JERRY  EARLE,  NORTH  LITTLE  ROCK,  ARKANSAS 
LAMBERT,  ANTON  HARDY,  CEDAR  CITY,  UTAH 

D.  T.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DANIEL  LEE,  PORTLAND,  OREGON 
HENRI  CHRISTOPHER,  SAN  ANTONIO,  TEXAS 
MARC  HENRY,  COLTS  NECK,  NEH  JERSEY 
MARK  ROBERT,  LAFAYETTE,  LOUISIANA 
RICHARD  WAYNE,  CHICAGO,  ILLINOIS 
RUSSELL  LEE,  GAINESVILLE,  FLORIDA 
TED  HAYNE,  ASHEVILLE,  NORTH  CAROLINA 
TERRANCE  FRANCIS,  DUBUQUE,  IOWA 
VAUGHN  KENNETH,  RICHFIELD,  MINNESOTA 
ALFRED  THOMAS,  FORT  LAUDERDALE,  FLORIDA 
LAMBRECHT,  TERRY  ALLEN,  DETROIT,  MICHIGAN 
LAME,  CHARLES  DAVID,  GALLATIN,  TENNESSEE 
LAMERS,  JOHANN  HILLIAM,  THUNDER  BAY,  CANADA 
LAMEY,  PAUL  K,  GULFPORT,  MISSISSIPPI 
LAMIA,  VINCENT  PETER,  III,  METAIRIE,  LOUISIANA 
LAMIRANDE,  WADE  JOSEPH,  CLOQUET,  MINNESOTA 
LAMM,  JOHN  HAYNE,  HILSON,  NORTH  CAROLINA 
LAMMENS,  DANIEL  ANTHONY,  BABYLON,  NEH  YORK 
LAMMERS,  JOHN  C,  ROCKVILLE,  MARYLAND 
LAMONICA,  MICHAEL  J,  FAIRLAHN,  OHIO 
LAMONT,  HILLIAM  JOHN,  BELFAST,  NORTHERN  IRELAND 
LAMORE,  RODERICK  J.,  LANSING,  MICHIGAN 
LAMOREAU,  BRYAN  TONY,  AUGUSTA,  MAINE 
LAMPERT,  MITCHELL  EUGENE,  HHITE  PLAINS,  NEH  YORK 
LAMPHERE,  ALFRED  J.,  JOHNSON  CITY,  NEH  YORK 
LAMPHERE,  HILLIAM  LEROY,  HURLOCK,  MARYLAND 
LAMPIGNANO,  JOSEPH  ANTHONY,  HOUSTON,  TEXAS 
LANADA,  REY  LAQUIHON,  QUEZON  CITY,  PHILIPPINES 
LANAM,  MICHAEL  WILLIAM,  FREMONT,  CALIFORNIA 
LANATA,  ANTONE  PETER,  COLUMBUS,  OHIO 
LANCARA,  JOHN  CARMELO,  SACRAMENTO,  CALIFORNIA 
LANCASTER,  EDHARD  ELLIOTT,  MERCER,  PENNSYLVANIA 

FRED  KENNETH,  COLUMBIA,  SOUTH  CAROLINA 
GARY  MELVIN,  SANDY,  UTAH 
GARY  R.,  MISSOULA,  MONTANA 
GERALD  L.,  DALLAS,  TEXAS 
LEON  SCOTT,  GREEN  COVE  SPRINGS,  FLORIDA 
LEX  JERRY,  NASHVILLE,  TENNESSEE 
LANCE,  GARY  H. ,  DENISON,  TEXAS 
LANCE,  JEROME  EMERY,  LONG  BEACH,  CALIFORNIA 
LANCE,  LEE  J.,  RALEIGH,  NORTH  CAROLINA 
LANCTOT,  LEO  JAMES,  ALLEN  PARK,  MICHIGAN 
LAND,  ANTHONY  PAUL,  WESTON,  CONNECTICUT 

DENNIS  DALE,  AUSTIN,  TEXAS 

DUSTY  RAY,  MIDLAND,  TEXAS 

HENRY  PROCTOR,  JR,  GUTHRIE,  OKLAHOMA 

SARAH  HARHELL,  LOUISVILLE,  KENTUCKY 

STEVEN  CURTIS,  HAZLEHURST,  GEORGIA 

HILLIAM  MICHAEL,  TEXAS  CITY,  TEXAS 
LANDA,  MARTIN  LEONARD,  NEW  YORK,  NEH  YORK 
LANDAHL,  IRWIN  EDWARD,  WEST  SENECA,  NEW  YORK 
LANDER,  GEORGE  E.,  YORKVILLE,  OHIO 
LANDEROS,  LONNIE  BASILIO,  DETROIT,  MICHIGAN 
LANDERS,  JOE  T,  ANNISTON,  ALABAMA 
LANDERS,  JOHN  G,  SPRINGFIELD,  ILLINOIS 
LANDGREN,  ROGER  L.,  ST.  LOUIS  PARK,  MINNESOTA 
LANDIN,  RUDOLPH,  NEH  YORK,  NEH  YORK 
LANDINI,  PAUL  A.,  CONCORD,  MASSACHUSETTS 
LANDIS,  HOHARD  0.,  LEHISTOHN,  PENNSYLVANIA 
LANDIS,  JOHN  ROBERT,  BUCKINGHAM,  PENNSYLVANIA 
LANDIS,  MICHAEL  LEE,  LANCASTER,  PENNSYLVANIA 


LANCASTER, 
LANCASTER, 
LANCASTER, 
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LANCASTER, 


LAND, 
LAND, 
LAND, 
LAND, 
LAND, 
LAND, 
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LANDON,  LEROY  H.  -  LAVALLEE.  PETER  ALLEN 
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LANDRY, 
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LANE, 
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LANE, 
LANE, 
LANE, 
LANE, 
LANG, 
LANG, 
LANG, 
LANG, 
LANG, 
LANG, 


LANGE, 
LANGE, 
LANGE, 
LANGE, 
LANGE, 
LANGE, 


I  LANDON,  LEROY  H.  ,  HILHINGTON,  DELAHARE 

LANDON,  MICHAEL  H.  ,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 
0  LANDOSKEY,  ELMER  F,  DEERFIELD  BEACH,  FLORIDA 
It   LANDRETH,  CLARENCE  E,  LAS  VEGAS,  NEVADA 

LANDRETH,  MARTIN  CLYDE,  INDIANAPOLIS,  INDIANA 
LANDRITH,  PATRICK  JAMES,  PEKIN,  ILLINOIS 
LANDRY,  JOHN  ALVIN,  JR,  NEH  ORLEANS,  LOUISIANA 
KENNETH  J.,  PORT  ARTHUR,  TEXAS 
PAUL  DAVID,  TORONTO,  CANADA 
RAYMOND  J,  NASHUA,  NEH  HAMPSHIRE 
TERRY  CLYDE,  SR,  BATON  ROUGE,  LOUISIANA 
,  HILLIAM  PRENTISS,  GONZALES,  LOUISIANA 

*  LANDSBERG,  BARRY,  BROOKLYN,  NEH  YORK 

#  LANDSDOHNE,  PAUL  F,  LONG  BEACH,  CALIFORNIA 
LANDSEM,  GARY  JULIAN,  MOORHEAD,  MINNESOTA 
LANE,  ARTHUR  JOHN,  ORLANDO,  FLORIDA 
LANE,  BILL  PERK,  HOBBS,  NEH  MEXICO 
LANE,  CHARLES  OTIS,  SAN  DIEGO,  CALIFORNIA 

CURTIS,  TAMPA,  FLORIDA 
DENNIS  ROBERT,  RALEIGH,  NORTH  CAROLINA 
HAROLD  CHARLES,  CASTLE  SHANNON,  PENNSYLVANIA 
JACK  GORDON,  PHOENIX,  ARIZONA 
JAMES  RAY,  COOKEVILLE,  TENNESSEE 
JAMES  RICHARD,  THOMASVILLE,  GEORGIA 
JONATHAN  SPENCER,  KISSIMMEE,  FLORIDA 
JOSEPH  F.,  LONG  BEACH,  NEH  YORK 
KIRK  RICHARD,  LITTLE  ROCK,  ARKANSAS 
ROBERT  T,  TAFT,  CALIFORNIA 
ROY  C,  CORTEZ,  COLORADO 
TIMOTHY  J,  CAMBRIDGE,  MASSACHUSETTS 
TIMOTHY  HILLIAM,  AZTEC,  NEH  MEXICO 
HILLIAM  J.,  PUYALLUP,  HASHINGTON 
ALBERT  C,  JR,  BARTOH,  FLORIDA 
ARTHUR  E.,  JR.,  CULVER  CITY,  CALIFORNIA 
CALVIN  A.,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLANDS 
FRANZ,  VIENNA,  AUSTRIA 
GARY  HALLACE,  EVERETT,  HASHINGTON 
,  JOHN  GEORGE,  JR,  DECATUR,  GEORGIA 
LANGAN,  ROBERT  J,  GREEN  BAY,  HISCONSIN 
LANGE,  HERBERT  H.,  HOODSTOCK,  ILLINOIS 
JOHN  JOSEPH,  EFFINGHAM,  ILLINOIS 
RICKEY  DEE,  LAS  VEGAS,  NEVADA 
TERRY  GENE,  ODESSA,  TEXAS 
THOMAS  JAMES,  ST  PETERSBURG  BEACH,  FLORIDA 
HALTER  H.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
,  HILLIAM  J.,  LA  GRANGE,  ILLINOIS 
LANGELAND,  LEON  J.,  SPRING  LAKE,  MICHIGAN 
LANGELLA,  JAMES  MICHAEL,  PORTLAND,  MAINE 
§   LANGENDERFER,  GERALD  J.,  TOLEDO,  OHIO 
»  LANGENFELD,  CLIFFORD  J.,  DECATUR,  ILLINOIS 
LANGFORD,  ERIC  RANNEY,  EUGENE,  OREGON 
LANGFORD,  LESTER  HAYNE,  GREELEY,  COLORADO 
tt   LANGFORD,  REED  M,  SALT  LAKE  CITY,  UTAH 

LANGFORD,  STERLING,  HARRISBURG,  PENNSYLVANIA 
LANGGLE,  MICHAEL  JOHN,  LOS  ANGELES,  CALIFORNIA 
LANGHORNE,  JOSEPH  JEROME,  CHESAPEAKE,  VIRGINIA 
LANGLEY,  ROBERT  K.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANGLOIS,  RENALD  LUCIEN,  CRANSTON,  RHODE  ISLAND 
It   LANGLOSS,  CHARLES  HILLIAM,  LINCOLN,  NEBRASKA 
tt   LANGNER,  RICHARD  B. ,  SACRAMENTO,  CALIFORNIA 
tt   LANGNER,  ROGER  L.,  LOS  ANGELES,  CALIFORNIA 
tt   LANGSTON,  ALLEN,  JR,  ST.  LOUIS,  MISSOURI 
LANGSTON,  DANNY  RAY,  PARAGOULD,  ARKANSAS 
LANGSTON,  LARRY  LEE,  AURORA,  ILLINOIS 
LANGSTON,  RANDAL  LEE,  ALVIN,  TEXAS 
LANGSTON,  REBECCA  PRITCHETT,  LEXINGTON,  KENTUCKY 
LANGSTON,  ROBERT  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  BILLY  R.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LANIER,  CATHY  LYNN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
It   LANIER,  GLENARD  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

LANIER,  RITCHIE  ARNOLD,  HAUCHULA,  FLORIDA 
tt   LANIGAN,  JAMES  K,  SHREVEPORT,  LOUISIANA 
It   LANKFORD,  LEMUEL  L,  RICHMOND  HEIGHTS,  MISSOURI 
LANN,  MICHAEL  SHAHN,  MONTGOMERY,  ALABAMA 

#  LANNAN,  ROBERT  D. ,  MANCHESTER,  CONNECTICUT 
LANNING,  ALAN  EDHARD,  LA  MESA,  CALIFORNIA 

It   LANNING,  HILLIAM  EDHARD,  CAMBRIDGE,  OHIO 
LANPHER,  DONALD  EDHARD,  JR,  MOSCOH,  IDAHO 

It   LANSDOHNE,  HILLIAM  MICHAEL,  SAN  JOSE,  CALIFORNIA 
LANTEIGNE,  PAUL  J,  VIRGINIA  BEACH,  VIRGINIA 
LANTER,  RALPH  EUGENE,  COLUMBUS,  OHIO 
LANTERMAN,  GEORGE  RICHARD,  BANNING,  CALIFORNIA 

*  LANTZ,  DONALD  P,  NORTHFIELD,  ILLINOIS 
LANHI,  GEORGE  RAYMOND,  MAJURO,  FEDERATED  STATES  OF  MICR 
LANYON,  ROBERT  FRANCIS,  BERHYN,  PENNSYLVANIA 

*  LANZAROTTI,  PAUL  ANGELO,  MORAGA,  CALIFORNIA 
LANZO  NUNEZ,  JOSE  0,  SAN  JUAN,  PUERTO  RICO 

It   LAPAGE,  ROGER  K,  LINCOLN,  NEBRASKA 

LAPERA,  NORMAN  ANTHONY,  JR,  CASTRO  VALLEY,  CALIFORNIA 
tt   LAPLANTE,  VICTOR  L,  ALBANY,  NEH  YORK 

#  LAPOINTE,  LYLE  J.,  SEATTLE,  HASHINGTON 
It   LAPOMARDO,  ROCKY  JOSEPH,  NORTHBORO,  MASSACHUSETTS 

LAPORTE,  GLENN  R.,  SELMA,  ALABAMA 
»  LAPORTE,  JOHN  J.,  LINCOLNHOOD,  ILLINOIS 

LAPOUR,  THOMAS  J,  LEE'S  SUMMIT,  MISSOURI 
U   LAPP,  HARRIS  H,  MONROE,  MICHIGAN 

LAPP,  MICHAEL  ADAM,  OUANTICO,  VIRGINIA 

LAPP,  RONALD  JOHN,  EAST  LANSING,  MICHIGAN 

LAPPIN,  HERMAN  GRANT,  DALLAS,  TEXAS 

LAPPRAND,  DOMINIQUE  PAUL,  PARIS,  FRANCE 


121   LAPUZZA,  MICHAEL  JOHN,  OKLAHOMA  CITY,  OKLAHOMA 
126   LARA,  MICHAEL  JAMES,  TUCSON,  ARIZONA 
97   LARA,  TEODORICO  F.,  MANILA,  PHILIPPINES 

85  *  LARAMIE,  ROBERT  L,  MONTPELIER,  VERMONT 

132   LARAMIE,  HILLIAM  PAUL,  COLORADO  SPRINGS,  COLORADO 

21  *  LARCHE,  MAX,  BASTROP,  LOUISIANA 
107  tt   LARDIZABAL,  ALFRED,  JR,  KANEOHE  BAY,  HAHAII 

99   LARGE,  LONNIE  A.,  PITTSBURGH,  PENNSYLVANIA 
107  *  LARGO,  JOHN  E,  CROHNPOINT,  NEW  MEXICO 
129   LARGY,  CLIFTON  DOUGLAS,  NASHUA,  NEW  HAMPSHIRE 
168   LARINOUNA,  YAZID,  ALGIERS,  ALGERIA 
181   LARKIN,  LARRY  DALE,  INDIANAPOLIS,  INDIANA 

80  tt   LARKIN,  ROBERT  L,  BALTIMORE,  MARYLAND 
163   LAROCCA,  PASQUALE,  PISCATAWAY,  NEW  JERSEY 
190   LAROE,  RUSSELL  DON,  TEXAS  CITY,  TEXAS 
160   LAROSE,  BRADLEY  JAY,  ESSEX,  VERMONT 

179   LAROTONDA,  CHRISTOPHER  JOSEPH,  NORTH  LAS  VEGAS,  NEVADA 
139   LARRACUENTE  PACHECO,  LAUREAN,  SAN  JUAN,  PUERTO  RICO 
173   LARROZA,  OSCAR  MIGUEL,  ASUNCION,  PARAGUAY 
104  *  LARSEN,  ARLANDO  D,  PRESTON,  IDAHO 
138   LARSEN,  ARTHUR  JOHN,  NEH  YORK,  NEW  YORK 
185   LARSEN,  DENNIS  L,  TULSA,  OKLAHOMA 
181   LARSEN,  FREDRICK  ALLEN,  INDIANAPOLIS,  INDIANA 

86  LARSEN,  GRANT  K,  SALT  LAKE  CITY,  UTAH 
77  #  LARSEN,  JOHN  T,  EVERETT,  WASHINGTON 

149   LARSEN,  LOREN  LEE,  SPRINGFIELD,  ILLINOIS 
151   LARSEN,  PER  CLAUS,  COPENHAGEN,  DENMARK 
113  tt   LARSEN,  RICHARD  W,  MILWAUKEE,  WISCONSIN 
175   LARSON,  DAVID  NEIL,  SANTA  CRUZ,  CALIFORNIA 
132   LARSON,  DONALD  ROBERT,  VIROQUA,  WISCONSIN 
104   LARSON,  DUANE  M,  SIOUX  FALLS,  SOUTH  DAKOTA 
102  *  LARSON,  EARL  L,  JR,  WEST  FARGO,  NORTH  DAKOTA 

94   LARSON,  GLENN  H. ,  LINCOLNSHIRE,  ILLINOIS 
125  #  LARSON,  JEAN  ROLF,  PROVIDENCE,  RHODE  ISLAND 
100  tt   LARSON,  KEITH  E,  SAN  BERNARDINO,  CALIFORNIA 
141    LARSON,  KELLY  JAMES,  ST  GEORGE,  UTAH 
156   LARSON,  KERRY  GAIL,  ST  GEORGE,  UTAH 
102  *  LARSON,  MERTON  W. ,  ST.  PAUL,  MINNESOTA 
189   LARSON,  MYRON,  MODESTO,  CALIFORNIA 
155  *  LARSON,  ROBERT  ELLIOTT,  GRAND  JUNCTION,  COLORADO 
159   LARSON,  RONALD  AMANDUS,  OMAHA,  NEBRASKA 

93   LARSON,  THOMAS  D,  CHARLESTON,  ILLINOIS 

98  tt   LARSON,  VERNER  J.,  EVANSTON,  ILLINOIS 
172   LARSSON,  DOUGLAS  ROBERT,  ROLLING  MEADOWS,  ILLINOIS 

84  tt   LARUE,  H  J,  YAKIMA,  WASHINGTON 
123   LARUE,  WILLIAM  CLARK,  ASHLAND,  OHIO 
187   LARY,  RUSSELL  EDWIN,  GRANTHAM,  NEW  HAMPSHIRE 
120   LASATER,  STEVEN  DOUGLAS,  HOBBS,  NEH  MEXICO 

119  LASCHEN,  LARRY  LOUIS,  VERNON  HILLS,  ILLINOIS 
134  It   LASHLEY,  ALAN  JERRY,  COLUMBUS,  OHIO 

178   LASHLEY,  DAVID  LAWRENCE,  SELMA,  ALABAMA 

125  LASITER,  JOHN  ELLIS,  FRANKLIN,  INDIANA 

113   LASSITER,  ERNEST  0,  RALEIGH,  NORTH  CAROLINA 
187   LASSITER,  GARRY  R,  TALLAHASSEE,  FLORIDA 
169   LASTER,  RALPH  EUGENE,  MEMPHIS,  TENNESSEE 
149  tt   LASUER,  J  C,  SAN  DIEGO,  CALIFORNIA 

6  tt   LATCHFORD,  RAYMOND  F.,  PHILADELPHIA,  PENNSYLVANIA 

96   LATELLA,  JOSEPH  J.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 
116   LATER,  RICHARD  E,  DILLON,  MONTANA 

92   LATHAM,  ALBERT  L.,  LUFKIN,  TEXAS 
129  tt   LATHAM,  GARY  DICKINSON,  FLAGSTAFF,  ARIZONA 
129   LATHAM,  THOMAS  LEE,  DOUGLASVILLE,  GEORGIA 

126  LATHROP,  ROBERT  ELIJAH,  JR,  GLENDALE,  CALIFORNIA 
177   LATHROP,  SAM  WILLIAM,  BELOIT,  WISCONSIN 

134   LATIMER,  JAMES  ALBERT,  CAMARILLO,  CALIFORNIA 
98   LATINEZ,  JORGE,  PANAMA  CITY,  PANAMA 

118  LATINO,  ROBERT  EDWARD,  BOGALUSA,  LOUISIANA 
166   LATORRE,  FREDRICK  EDWARD,  OCALA,  FLORIDA 
146   LATTA,  JOSEPH  TAYLOR,  BURBANK,  CALIFORNIA 

120  tt   LATTA,  THOMAS  HUGH,  JR,  ORANGE,  TEXAS 

194  LATTANZIO,  ANTHONY  ANDRE,  BEACON,  NEW  YORK 

90  tt   LATUFF,  EDWARD  F,  ANOKA,  MINNESOTA 

91  tt   LATULIP,  ROBERT  N,  OSWEGO,  NEW  YORK 
111  tt   LATZ,  GORDON  J.,  JOLIET,  ILLINOIS 

102   LAU,  DOUGLAS  YUK-KUEN,  HONG  KONG,  HONG  KONG 

161    LAUBENSTEIN,  DON  COBERT,  PORT  WASHINGTON,  WISCONSIN 

152   LAUCK,  RICHARD  DALE,  MADISON,  SOUTH  DAKOTA 

149   LAUDE,  DAVID  LYMAN,  WISCONSIN  RAPIDS,  WISCONSIN 

161   LAUDENCIA,  RIZALDE  FRIGILLANA,  MANILA,  PHILIPPINES 

119  tt   LAUDERDALE,  CHARLES  W,  LAKE  MARY,  FLORIDA 

185  LAUER,  MICHAEL  RAYMOND,  ST.  LOUIS,  MISSOURI 
101   LAUER,  RAYMOND  B,  ST.  LOUIS,  MISSOURI 

138   LAUFER,  THOMAS  JOSEPH,  SR,  EAST  WINDSOR,  CONNECTICUT 
32  *  LAUGHEAD,  MALCOM  H. ,  MEDIA,  PENNSYLVANIA 

195  LAUGHLIN,  CHRISTINE  LYNN,  KANSAS  CITY,  MISSOURI 
171   LAUGHLIN,  MICHAEL  TIMOTHY,  FOLSOM,  CALIFORNIA 

89  U   LAUGHLIN,  RALPH  W. ,  SR.,  CARLSBAD,  CALIFORNIA 
159   LAUHON,  TERRY  JAN,  LONGMONT,  COLORADO 

72  *  LAURENT,  JOHN  L.  ,  DERIDDER,  LOUISIANA 
191   LAURIDSEN,  MICHAEL  ROBERT,  MILFORD,  MICHIGAN 

148  LAURIE,  EDWARD  ALLEN,  LEBANON,  NEW  HAMPSHIRE 
128  tt   LAURIE,  ROBERT  DAVID,  PROVIDENCE,  RHODE  ISLAND 
109  tl   LAURIE,  WALTER  D,  TAYLOR,  MICHIGAN 

169  tt   LAURO,  SALVATORE  ROBERT,  ALBUQUERQUE,  NEW  MEXICO 
174   LAURSEN,  RICHARD  THOMAS,  MINEOLA,  NEW  YORK 
141   LAUSCH,  CHARLES  LAMAR,  LANSDOHNE,  PENNSYLVANIA 

186  LAUTNER,  DOUGLAS  CHARLES,  CARO,  MICHIGAN 

149  tt   LAUX,  JOHN  THOMAS,  MINNEAPOLIS,  MINNESOTA 


199 
157 


LAUZON /BRYAN  PAUL,  FORT  BRAGG,  NORTH  CAROLINA 
LAVALLEE,  PETER  ALLEN,  SOUTH  BURLINGTON,  VERMONT 
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LAVELLE,  JOHN  THOMAS  -  LEFTAULT,  JOHN  RAYMOND 
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75 
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LAVELLE,  JOHN  THOMAS,  CLEVELAND,  OHIO 
LAVELLE,  PATRICK,  PUNXSUTAWNEY,  PENNSYLVANIA 
LAVENHAGEN,  TERRANCE  ROBERT,  RIVER  FOREST,  ILLINOIS 
LAVIGNA,  FRANK,  MAHHAH,  NEW  JERSEY 
LAVIGNE,  SYLVESTER  ROBERT,  PLAQUEMINES,  LOUISIANA 
LAVIN,  BRIAN  F,  NEH  YORK,  NEH  YORK 
LAVIN,  MICHAEL  JAMES,  HERMOSA  BEACH,  CALIFORNIA 
LAVIN,  WILLIAM  V,  SR,  SHARON,  PENNSYLVANIA 
LAVINDER,  JAMES  RAY,  ROANOKE,  VIRGINIA 
LAVINE,  THOMAS  EARL,  MEDFORD,  OREGON 
LAVOIE,  ROBERT  PAUL,  NASHUA,  NEW  HAMPSHIRE 
LAVRAR,  TOMMY  R.,  FAIRFIELD,  CALIFORNIA 
LAW,  CRAIG  ALLEN,  MCMINNVILLE,  OREGON 
LAW,  DOUGLAS  BERDETT,  PASADENA,  CALIFORNIA 
LAW,  DOUGLAS  LYDELL,  CALDWELL,  IDAHO 
LAW,  PHILLIPS  E,  DAWSON,  GEORGIA 
LAW,  PING  KUEN,  HONG  KONG,  HONG  KONG 
LAW,  RICHARD  CHANEY,  SUFFOLK,  VIRGINIA 
LAW,  WILLIAM  DANIEL,  TAMPA,  FLORIDA 
LAWLER,  ROBERT  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LAHLER,  THOMAS  FRANCIS,  JR,  KING  OF  PRUSSIA,  PENNSYLVAN 
LAWLER,  WILLIAM  FRANCIS,  SOMERVILLE,  NEW  JERSEY 
LAWLESS,  DALE  FRANK,  DENVER,  COLORADO 
LAWLESS,  DANIEL  E,  NEW  ORLEANS,  LOUISIANA 
LAWLESS,  THOMAS  P,  JR,  NEW  YORK,  NEW  YORK 
LAWLEY,  EDGAR  M. ,  BIRMINGHAM,  ALABAMA 
LAHLOR,  GEORGE  F.,  JR.,  NEW  HAVEN,  CONNECTICUT 
LAWLOR,  JOSEPH  J.,  BERGENFIELD,  NEW  JERSEY 
LAWO,  GEORGE  ANTHONY,  MEMPHIS,  TENNESSEE 
LAWRENCE,  BERNARD  JOSEPH,  HOUSTON,  TEXAS 
LAWRENCE,  DONALD  R,  FAIRBANKS,  ALASKA 
LAWRENCE,  GREGORY  WELDON,  MILPITAS,  CALIFORNIA 
JOHN  A,  ELGIN,  ILLINOIS 
JOHN  DAVID,  LITTLE  ROCK,  ARKANSAS 
JOSEPH  R,  WOODLAND,  CALIFORNIA 
LARRY  RICHARD,  ROCK  ISLAND,  ILLINOIS 
MICHAEL  PAT,  LUFKIN,  TEXAS 
SMITH  W.,  WACO,  TEXAS 
WILFORD  H,  PIKESVILLE,  MARYLAND 
WILLIAM  HENRY,  HOUSTON,  TEXAS 
LAHRENSON,  LARRY  GEORGE,  MISSOULA,  MONTANA 
LAWRY,  DAVID  MICHAEL,  CHRISTCHURCH,  NEW  ZEALAND 
LAHRY,  WILLIAM  L.,  JR.,  FALLON,  NEVADA 
LAWS,  LARRY  ARNOLD,  SHERHOOD,  OREGON 
LAWSON  KNIGHT,  FRANKLIN,  PANAMA  CITY,  PANAMA 
LAWSON,  ARTHUR  SEBASTIAN,  JR,  GRETNA,  LOUISIANA 

BODA  LEE,  BLOUNTVILLE,  TENNESSEE 

CHARLES  FRANKLIN,  ABERDEEN,  MARYLAND 

GEORGE  E,  JR,  FORT  SMITH,  ARKANSAS 

H  CARLYLE,  JR,  MONTPELIER,  VERMONT 

JAMES  DONNELL,  KEYPORT,  NEW  JERSEY 

JAMES  ROBERT,  JR,  HENDERSONVILLE,  TENNESSEE 

JAMES  WILLIAM,  JACKSON,  TENNESSEE 

LEWIS  C,  STRATFORD,  CANADA 

MARK  STEVEN,  SPENCER,  IOHA 

REGINALD,  LOS  ANGELES,  CALIFORNIA 

RICHARD  LYNN,  TULSA,  OKLAHOMA 

ROY,  TORONTO,  CANADA 

SHELBY,  FRANKFORT,  KENTUCKY 

GEORGE  WILLIAM,  TUCSON,  ARIZONA 

MICHAEL  LYNN,  BARTOW,  FLORIDA 
LAY,  JACKIE  W,  MIDLAND,  TEXAS 
LAY,  JAMES  EDWARD,  BELLEVILLE,  ILLINOIS 
LAYBER,  DANIEL  LYMAN,  MILWAUKEE,  WISCONSIN 

JOHN  JOSEPH,  MINEOLA,  NEW  YORK 

RICK  EUGENE,  MOUNTAIN  HOME,  IDAHO 

CHARLES  E,  KANSAS  CITY,  MISSOURI 

GERALD  L,  PEORIA,  ILLINOIS 
LAYNE,  BENTLEY  RUDOLPH,  BRIDGETOWN,  BARBADOS 
LAYNG,  RICHARD  ALLEN,  MALMSTROM  AFB,  MONTANA 
LAYTON,  STEVEN  DARREL,  CLEARFIELD,  UTAH 
LAZARO,  HERMOSO  T,  MANILA,  PHILIPPINES 
LAZARUS,  STEVEN  JEFFREY,  LANGLEY  AFB,  VIRGINIA 
LAZELLE,  JAMES  DALE,  ARKANSAS  CITY,  KANSAS 
LEA,  J.  W.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LEACH,  DAMON  B.,  BOULDER,  COLORADO 
LEACH,  JAMES  H. ,  SAN  DIEGO,  CALIFORNIA 
LEACH,  JAMES  M. ,  JR.,  LAKE  HOPATCONG,  NEW  JERSEY 
LEACH,  JIMMIE  VAN,  NASHVILLE,  TENNESSEE 
LEACH,  MICHAEL  JOSEPH,  ROCHESTER,  NEH  YORK 
LEACH,  RUSSELL  SCOTT,  LOS  ANGELES,  CALIFORNIA 
LEACH,  THOMAS  ARTHUR,  LAFAYETTE,  INDIANA 
LEADER,  LARRY  DOUGLAS,  COQUILLE,  OREGON 
LEAF,  CONSTANCE  CLAIRE,  MINNEAPOLIS,  MINNESOTA 
LEAHY,  MARK  KEVIN,  HARTFORD,  CONNECTICUT 
LEAHY,  THOMAS  L,  WORCESTER,  MASSACHUSETTS 
LEAKE,  ROBERT  EUGENE,  JR,  BUFFALO  GROVE,  ILLINOIS 
LEAL,  JOHN  JOSE,  SAN  ANTONIO,  TEXAS 
LEAMONS,  TED  EARLE,  SALT  LAKE  CITY,  UTAH 
LEARMONTH,  ROBERT  B,  CONCORD,  MASSACHUSETTS 
LEARY,  JAMES  J.,  ALBANY,  NEW  YORK 
LEASE,  RAY  BUD,  GALVESTON,  TEXAS 
LEATHEROW,  ROBERT  LEONARD,  TITUSVILLE,  FLORIDA 
LEATHERWOOD,  HUBERT  HARRIS,  RUSSELLVILLE,  ARKANSAS 
LEAVITT,  NORMAN  W. ,  MANCHESTER,  NEW  HAMPSHIRE 
LEAVITT,  PAUL  C,  WATERVILLE  VALLEY,  NEW  HAMPSHIRE 
LEAVITT,  RAYMOND  FRED,  WEST  COVINA,  CALIFORNIA 
LEAZENBY,  JOHN  W. ,  LARAMIE,  WYOMING 
LEBAS,  ALBERT  E,  SACRAMENTO,  CALIFORNIA 
LEBEUF,  CLAUDE  LEO,  MONTREAL,  CANADA 
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183 
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LEBLANC,  ARTHUR  G,  SAN  DIEGO,  CALIFORNIA 

LEBLANC,  CORNELIUS  JACK,  NEW  ORLEANS,  LOUISIANA 

LEBLANC,  LEO  G,  ALLEN  PARK,  MICHIGAN 

LEBLANC,  MICHAEL  ALAN,  KENNEBUNK,  MAINE 

LEBOEUF,  EDMUND  M,  MANCHESTER,  NEH  HAMPSHIRE 

LEBORGNE,  GUY  JEAN,  PARIS,  FRANCE 

LEBROCO,  MARTYN  LAURENCE,  ST  HELIER,  CHANNEL  ISLANDS 

LEBRON,  RICHARD,  NEW  YORK,  NEH  YORK 

LECALLONNEC,  ERIC,  PARIS,  FRANCE 

LECHNER,  CARL  J.,  FLORISSANT,  MISSOURI 

LECHUGA,  EDWARD  JOE,  EL  PASO,  TEXAS 

LECK,  RONALD  LYNN,  YOAKUM,  TEXAS 

LECLAIRE,  LEO  P,  BRATTLEBORO,  VERMONT 

LECLAIRE,  MARCEL  H,  SR,  BRATTLEBORO,  VERMONT 

LECLEIR,  HILLIAM  A.,  CHIPPEWA  FALLS,  WISCONSIN 

LECOMPTE,  GUY  WHITNEY,  PORTSMOUTH,  VIRGINIA 

LECORNU,  L  RAY,  WAYNE,  MICHIGAN 

LECOUNT,  FRANK,  IMPERIAL  BEACH,  CALIFORNIA 

LEDBETTER,  DONALD  STEVEN,  FAYETTEVILLE,  GEORGIA 

LEDBETTER,  KENNETH  RAY,  JEFFERSON  CITY,  MISSOURI 

LEDEE,  ROBERT,  NEW  YORK,  NEW  YORK 

LEDERER,  FRANCIS  J.,  PHILADELPHIA,  PENNSYLVANIA 

LEDESMA,  DANIEL  CARLOS,  BUENOS  AIRES,  ARGENTINA 

LEDFORD,  FLOYD  H,  JR,  SALT  LAKE  CITY,  UTAH 

LEDFORD,  JAMES  D,  NEWPORT  NEWS,  VIRGINIA 

LEDUFF,  CLAUDE  JEFFREY,  BATON  ROUGE,  LOUISIANA 

LEE,  AH-FONG,  SINGAPORE,  SINGAPORE 

ANTHONY  PETER,  HONG  KONG,  HONG  KONG 

ARTHUR  E,  JR,  TULSA,  OKLAHOMA 

BILLY  RAY,  LAKE  CITY,  FLORIDA 

BONG  HAN,  SEOUL,  KOREA 

BRUCE  EDWARD,  MOBILE,  ALABAMA 

CARROLL  D,  LANSING,  MICHIGAN 

CHARLES  JAMES,  JR,  UPPER  ST  CLAIR,  PENNSYLVANIA 

CLAUDE  A,  ST.  JOHNS,  ARIZONA 

CLINTON  R,  BATON  ROUGE,  LOUISIANA 

DAVID  MARK,  MARIETTA,  GEORGIA 

DEBRA  ALICE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

DICK  ALSON,  SR,  PARKLAND,  FLORIDA 

DONALD  VAN,  ATLANTA,  GEORGIA 

DOUGLAS  BERNARD,  YUMA,  ARIZONA 

DOYLE  SCOTT,  SHAKER  HEIGHTS,  OHIO 

FRED  J.,  SAN  DIEGO,  CALIFORNIA 

HAN  MYEONG,  PUSAN,  KOREA 

HEE  SUNG,  SEOUL,  KOREA 

JAMES  KEITH,  DECATUR,  GEORGIA 

JAMES  HENTWORTH,  INDIANOLA,  IOHA 

JEFFERSON  E,  ST.  BERNARD,  LOUISIANA 

JERI  KAVON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

JEROME  DANIEL,  ST.  LOUIS,  MISSOURI 

JESSIE,  JR,  CAMDEN,  NEW  JERSEY 

JIMMY  ALLEN,  JR,  ROSELLE,  ILLINOIS 

JOHN  BUNYAN,  SPARTANBURG,  SOUTH  CAROLINA 

JOHN  P,  TROY,  ALABAMA 

JOHN  P,  PHILADELPHIA,  PENNSYLVANIA 

JOHN  ROBERT,  BETHEL  PARK,  PENNSYLVANIA 

JOSEPH  EMMETT,  BUTTE,  MONTANA 

LANNIE  EUGENE,  SNYDER,  TEXAS 

LARRY  0,  PASCAGOULA,  MISSISSIPPI 

LOUIE  A.,  JR,  WEST  PALM  BEACH,  FLORIDA 

LUTHER  MARVIN,  JR,  NATCHITOCHES,  LOUISIANA 

MICHAEL  GENE,  BIRMINGHAM,  ALABAMA 

MICHAEL  JAMES,  PHILADELPHIA,  PENNSYLVANIA 

MICHAEL  STEVEN,  BIRMINGHAM,  ALABAMA 

NANCY  CAROL,  PEARLAND,  TEXAS 

NORMAN  E.,  ZION,  ILLINOIS 

PATRICK  0,  EVERETT,  WASHINGTON 

PHILIP  C,  HONG  KONG,  HONG  KONG 

ROBERT  GENE,  BILLERICA,  MASSACHUSETTS 

ROBERT  SHYANG-YU,  TAIPEI,  REPUBLIC  OF  CHINA 

RONALD  EUGENE,  MIDDLETOWN,  CONNECTICUT 

RONALD  WENDELL,  KENLEY,  NORTH  CAROLINA 

RONNIE  D,  SPARTANBURG,  SOUTH  CAROLINA 

SANG  YANG,  INCHON,  KOREA 

STEVEN  OHEN,  ALAMOGORDO,  NEW  MEXICO 

SUN-HYUNG,  SEOUL,  KOREA 

THOMAS  E,  MOBILE,  ALABAMA 

THOMAS  ESTEN,  LEHISTON,  IDAHO 

THOMAS  FRANCIS,  JR,  BOSTON,  MASSACHUSETTS 

WALLACE  R.,  MERCER  ISLAND,  WASHINGTON 

WILLIAM  BRENT,  SPARKS,  NEVADA 

WILLIAM  H.,  DECATUR,  ALABAMA 

WILLIAM  P,  FLAGSTAFF,  ARIZONA 

YOUNG-HO,  SEOUL,  KOREA 
LEEDOM,  JOSEPH,  TAMPA,  FLORIDA 
LEEDOM,  MICHAEL  D. ,  FRESNO,  CALIFORNIA 
LEEK,  ALAN,  SYDNEY,  AUSTRALIA 

LEERDAM,  ALVIN  I.,  CHARLOTTE  AMALIE,  U.S.  VIRGIN  ISLAND 
LEES,  ROBIN  R,  YOUNGSTOWN,  OHIO 
LEESON,  GOLDEN  R.,  OTTAWA,  CANADA 
LEETE,  ROBERT  SCOTT,  HAMILTON,  MONTANA 
LEETS,  ARTHUR  MIKEL,  BOSTON,  MASSACHUSETTS 
LEEZER,  RAYMOND  FREDERICK,  JEFFERSONVILLE,  INDIANA 
LEFFERT,  JAY  WALTER,  PORT  ST  JOE,  FLORIDA 
LEFFLER,  RICHARD  C. ,  JR.,  YUMA,  ARIZONA 
LEFFLER,  THOMAS  L,  CARBONDALE,  ILLINOIS 
LEFFLER,  TIM  ALAN,  INDIANAPOLIS,  INDIANA 
LEFKOHICH,  THEODORE  NICHOLAS,  ABERDEEN  TOWNSHIP,  NEW  JE 
LEFLER,  JIMMIE  DALE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
LEFTAULT,  JOHN  RAYMOND,  ALBUQUERQUE,  NEW  MEXICO 
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LEGARD,  ROBERT  H.  -  LIBIT,  JEROME  EDHARD 
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LEGARD,  ROBERT  H.  ,  LEESBURG,  VIRGINIA  „A1  „„_„.. 

LEGARRA.  RICHARD  ARAGON,  LOS  ANGELES,  CALIFORNIA 

LEGAULT   ANTHONY  ROOSEVELT,  SCOTTSDALE,  ARIZONA 

LEGAULT.  DAVID  HENRY,  NIAGARA  FALLS,  NEH  YORK 

LEGG,  CLIFFORD,  MEMPHIS,  TENNESSEE 

LEGGETT,  LAHRENCE  D,  HIALEAH,  FLORIDA 

LEGGETT,  TERRY  LYLE,  MEHPHIS,  TENNESSEE 

LEGGETT,  ZONA  RAY,  DENTON,  TEXAS 

LEGRANDE,  HAROLD  HAYNE,  LINCOLN,  NEBRASKA 

LEHEH,  RALPH  ALLEN,  MURFREESBORO,  TENNESSEE 

LEHMAN,  HILLIAM  ALFRED,  FRESNO,  CALIFORNIA 

LEHHANN   DONALD  J.,  SPRINGFIELD,  ILLINOIS 

LEHMANN   MICHAEL  ROBERT,  ALBUQUERQUE,  NEH  MEXICO 

LEHNECKER,  MAX  LOUIS,  STRONGSVILLE,  OHIO 

LEHNER,  JAMES  LEE,  ALBUQUERQUE,  NEH  MEXICO 

LEHR,  DAVID  CHRISTIAN,  NORMAL,  ILLINOIS 

LEHTINEN,  MARTIN  AUGUST,  LAS  VEGAS,  NEVADA 

LEICHNER,  ROBERT  MICHAEL,  OLYMPIA  HASHINGTON 

LEIFHEIT,  KEVIN  REED,  KIRTLAND  AFB,  NEW  MEXICO 

LEIGH,  RICHARD  S.,  EL  SEGUNDO,  CALIFORNIA 

LEIGH   ROGER  JOSEPH,  OCEAN  BEACH,  NEH  YORK 

LEIGHTON   LUTHER  ELMER,  JR,  HAYNE,  PENNSYLVANIA 

LEIGHTON,  PAUL,  BELFAST,  NORTHERN  IRELAND 

LEIGHTON,  RONALD,  KETCHIKAN,  ALASKA 

LEIN,  ROBERT  HENRY,  EL  CAJON,  CALIFORNIA 

LEISTEN,  GARY  STEVEN,  FOREST  PARK,  ILLINOIS 

LEITER,  LEON  D. ,  HARRISBURG,  PENNSYLVANIA 

LEITZ   DENNIS  ALAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

LEITZ   FREDERICK  HILLIAM,  JR,  ALAMEDA,  CALIFORNIA 

LEKOS   RONALD  NICHOLAS,  NEH  YORK,  NEH  YORK 

LEMA  PENNA,  EDUARDO,  VALPARAISO,  CHILE 

LEMARI   RELLONG  DAVID,  MAJURO,  FEDERATED  STATES  OF  MICR 

LEMAY.'HAROLD  T,  JR,  AVON,  CONNECTICUT 

LEMCKE,  JAMES  ROBERT,  MISSOULA,  MONTANA 

LEMELLE,  KAREN  PATRICIA,  NEH  YORK,  NEH  YORK 

LEMI   EDUARDO  G.,  MANILA,  PHILIPPINES 

LEMIEUX,  HILLIAM  AIME,  JR,  MIRAMAR,  FLORIDA 

LEMME,  LOUDENE  RILEY,  MARION,  ILLINOIS 

LEMME,  RENE  C,  JACKSONVILLE,  ILLINOIS 

LEMMERS   CORNELIUS  A,  PRINCE  HILLIAM,  VIRGINIA 

LEMONDS   ALVIS  TRACY,  CAPE  GIRARDEAU,  MISSOURI 

LEMONS,  HENRY,  JR,  NEH  YORK,  NEH  YORK 

LEMONS,  THOMAS  LEE,  BETTENDORF,  IOHA 

LEMYRE   DAVID  JOSEPH,  MOUNT  HOLLY,  NEH  JERSEY 

LENHARDT,  ALFONSO  E. ,  FORT  LEAVENHORTH,  KANSAS 

LENHART,  JOHN  J.,  SPOKANE,  HASHINGTON 

[IS]  SeTe^huSrg,  federal  republic  of 

LENICK,  THEODORE,  HILMINGTON,  DELAWARE 
LENNERTZ,  DAVID  G,  LAKE  HORTH,  FLORIDA 
LENNICK.  MILTON  G.,  BISMARCK,  NORTH  DAKOTA 
LENNON,  BARBARA  DENISE,  CHESAPEAKE,  VIRGINIA 

lInK  ^vyDPSH?prErWASH^G^  DISTRICT  OF  COLUMBIA 
LENNOX,  HILLIAM  GORDON,  THE  DALLES,  OREGON 
LENSING,  EUGENE  NEIL,  UKIAH,  CALIFORNIA 
LENSING,  GORDON  L,  MOUNT  SHASTA,  CALIFORNIA 
LENT,  DALE  DAVID,  KINGMAN,  ARIZONA 
LENTON,  HILLIAM  ALEXANDER,  MONTREAL,  CANADA 
LENTZ,  EDWARD  J.,  CLEVELAND,  OHIO 
LENTZ   PHILIP  JEROME,  HEST  BEND,  WISCONSIN 
LENTZ,  ROBERT  J,  INDIANAPOLIS,  INDIANA 
LENTZ   THOMAS  HARVEY,  WAUKESHA,  HISCONSIN 
LENVIK,  HILLIAM  HAROLD,  SANTA  BARBARA,  CALIFORNIA 
LENZ,  RICHARD  HILLIAM,  HAZEL  CREST,  ILLINOIS 
LENZ,  ROGER  W,  ST.  PAUL,  MINNESOTA 
LEO   EDHARD  P,  CANANDAIGUA,  NEH  YORK 
LEON  GUERRERO,  FRANK  G,  AGANA,  GUAM   „,„„_, 
LEONARD,  ARTHUR  H. ,  JR.,  MIAMI  BEACH,  FLORIDA 
DEBORAH  JEANNE,  HUNTSVILLE,  TEXAS 
GEORGE  F,  UPPER  SADDLE  RIVER,  NEH  JERSEY 
JAMES  HARVEY,  FORT  LAUDERDALE,  FLORIDA 
,  JOHN  ALLEN,  HARTFORD,  CONNECTICUT 
LEONARD,  MARK  FRANCIS,  MARLBORO,  MASSACHUSETTS 
LEONARD,  MARLEY  EUGENE,  JR,  GALVESTON,  TEXAS 
RICHARD  M,  ASHLAND,  WISCONSIN 
TERRENCE  VICTOR,  WHEATON,  ILLINOIS 
THOMAS  JOSEPH,  UNIVERSITY  PARK,  ILLINOIS 
,  TYREE  B.,  DALLAS,  TEXAS 
LEONARDO,  MICHAEL,  FRESNO,  CALIFORNIA 
LEONE,  ANTHONY  J,  BOSTON,  MASSACHUSETTS 
LEONE,  DOMINIC,  WAUWATOSA,  WISCONSIN  ICMUt. 

LEONHARDT,  FREDERICK  HILLIAM,  LOS  ANGELES,  CALIFORNIA 
LEONNET,  JEROME,  PARIS,  FRANCE 

LEPAGE,  CHRISTIAN  P,  BRUSSELS,  BELGIUM  „,„„„„„ 
LEPIANE,  DENNIS  LEROY,  COLLEGE  PLACE,  HASHINGTON 
LEPLEY,  JERRY  CLINTON,  JERSEY  SHORE,  PENNSYLVANIA 
LEPPER,  MICHAEL  HAROLD,  PENDLETON,  INDIANA 
LEQUE,  ROGER  DEAN,  RIVER  FALLS,  HISCONSIN 
LERMAN,  PAULA,  ELIZABETH,  NEH  JERSEY 
LERNEr!  GEORGE  FRANKLIN,  JR,  STOCKTON,  CALIFORNIA 
LEROUX,  ANDRE  J,  MONTREAL,  CANADA 
LERUM,  MARK  LESLIE,  HELENA,  MONTANA 
LESCH,  FRANK  H,  HARRISBURG,  PENNSYLVANIA 
LESHOVSKY,  LARRY  LOUIS,  HAHPETON,  NORTH  DAKOTA 
LESKO,  GERALD,  MANASSAS,  VIRGINIA 
LESLIE,  ALFRED  L.,  JR.,  BROOKLYN,  NEH  YORK 
LESLIE,  DONALD  R.,  RIVERDALE,  MARYLAND 
LESLIE,  HENRY  ARTHUR,  LONDON,  ENGLAND 
LESLIE   PHILIP  D.,  THENTYNINE  PALMS,  CALIFORNIA 
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LESNIAK,  DENNIS  MICHAEL,  CHICAGO,  ILLINOIS 

LESON,  JOEL  L,  FORT  BELVOIR,  VIRGINIA 

LESSMEISTER,  EUGENE  J,  FLORENCE,  SOUTH  CAROLINA 

LESTER,  CHRISTOPHER  ALLISON,  TERRE  HAUTE,  INDIANA 

LESTER,  DONALD  FLOYD,  STERLING,  ILLINOIS 

LESTER,  HIRAM  HHROE,  SR,  MURFREESBORO,  TENNESSEE 

LESTER,  JOSEPH  KIMBALL,  NORMAN,  OKLAHOMA 

LESTER,  ROBERT  REX,  OKLAHOMA  CITY,  OKLAHOMA 

LESZCZYNSKI,  JOHN  P,  ROCHESTER,  NEW  YORK 

LETCHFORD,  JAMES  EDHIN,  MOUNT  LAUREL,  NEH  JERSEY 

LETIZIA,  PAUL  DANIEL,  VINELAND,  NEH  JERSEY 

LETTIERI,  JOHN  N.,  NEH  YORK,  NEW  YORK 

LETTNER,  JAMES  L,  RICHMOND,  VIRGINIA  .......  ™ 

LETTS,  EDHARD  JOSEPH,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
LETTS,  ROBERT  M,  MIDDLETOWN,  NEW  JERSEY 
LEVAN  DONALD  MARTIN,  SAN  BERNARDINO,  CALIFORNIA 
LEVANDOSKI,  FRANK  JOSEPH,  J,  DUNKIRK,  NEH  YORK 
LEVEQUE,  MARC  DENIS,  DEN  HAAG,  FRANCE 
LEVERENZ,  MICHAEL  JOHN,  TUCSON,  ARIZONA 
LEVERETT  GEORGE  T.,  JR.,  GREENSBORO,  NORTH  CAROLINA 
LEVERNE,  GILBERT  EUGENE,  MEMPHIS,  TENNESSEE 
LEVESQUE,  ALFRED  JOHN,  ALEXANDRIA,  VIRGINIA 
LEVESQUE,  JEAN  PAUL,  THUNDER  BAY,  CANADA 
LEVINE,  RONALD  STANLEY,  LAS  VEGAS,  NEVADA 
LEVINS  GERARD  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 
LEVINS  ROBERT  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
LEVIS,  DONALD  J,  ERIE,  PENNSYLVANIA 
LEVLEIT,  JAMES  L,  SALINE,  MICHIGAN 
LEVY,  ALEX  HARRY,  WILLOW  GROVE,  PENNSYLVANIA 
LEVY,  MELVIN  N.,  CHICAGO,  ILLINOIS 
LEVY,  REINALDO  ALBERTO,  PANAMA  CITY,  PANAMA 
LEVY,  RICHARD  E.,  KINGSTON,  JAMAICA 
LEHALLEN,  TOM,  SAND  SPRINGS,  OKLAHOMA 
LEHANDOHSKI,  FRANCIS  B,  MERIDEN,  CONNECTICUT 
LEHANDOWSKI,  JOHN  CARROLL,  BALTIMORE,  MARYLAND 
LEHIS,  CHRISTOPHER  DORN,  ORILLIA,  CANADA 
LEHIS  CLARENCE  EDHARD,  RALEIGH,  NORTH  CAROLINA 
LEHIS,  DAVID  LEROY,  RICHLAND,  WASHINGTON 
LEHIS,  DAVID  THOMAS,  ANTIOCH,  CALIFORNIA 
LEHIS,  DON  OHEN,  MEMPHIS,  TENNESSEE 
LEHIS,  DON  TYLER,  CARLSBAD,  CALIFORNIA 
LEHIS,  DONALD  G,  PIKESVILLE,  MARYLAND 
LEHIS,  DONALD  KEITH,  HINNSBORO,  SOUTH  CAROLINA 
LEHIS  DONNIE  GENE,  SULPHUR  SPRINGS,  TEXAS 
LEHIS,  DUANE  F,  IOHA  CITY,  IOHA 
LEHIS   ELTON,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
LEHIS  GEORGE  A.,  SR. ,  SACRAMENTO,  CALIFORNIA 
LEHIS  GERALD  SCOTT,  SOUTH  WINDSOR,  CONNECTICUT 
LEWIS,  GLEN  ANTHONY,  MURFREESBORO,  TENNESSEE 
»  LEHIS  GLENN  GEORGE,  LINCOLN  PARK,  MICHIGAN 

LEWIS  GREGORY  DALE;  CHERRY  POINT,  NORTH  CAROLINA 
LEHIS,  GREGORY  ROY,  COLLEGE  STATION,  TEXAS 

*  LEHIS,  HENRY  GRADY,  JR,  GRAPEVINE,  TEXAS 
LEHIS   JAMES  CLAYTON,  BRIDGETON,  MISSOURI 

tt   LEHIS,  JAMES  EDHIN,  RIALTO,  CALIFORNIA 

LEHIS   JAMES  GREGORY,  MERIDIAN,  MISSISSIPPI 
LEWIS!  JAMES  THOMAS,  CHESAPEAKE,  VIRGINIA 
LEHIS,  JERRY  A.,  AKRON,  OHIO 
LEHIS,  JOE  BETHELL,  AUSTIN,  TEXAS 

*  LEHIS,  JOHN,  CASPER,  WYOMING 
LEWIS,  JOHN  P,  SARASOTA,  FLORIDA 
LEHIS,  JOHN  HYATT,  SPRINGDALE,  ARKANSAS 
LEWIS  LAWRENCE  ROBERT,  NEVADA  CITY,  CALIFORNIA 
LEWIS,  MARK  DEWAYNE,  TEXARKANA,  ARKANSAS 
LEWIS  MARK  HARRY,  OCEAN  SPRINGS,  MISSISSIPPI 
LEHIS,  MICHAEL  OTIS,  CONYERS,  GEORGIA 
LEHIS,  ORVILLE  ROBERT,  JR,  LOS  ALAMITOS, 

#  LEHIS,  PAUL  F.,  RIVERSIDE,  CALIFORNIA 
LEHIS,  RANDY  A,  REXBURG,  IDAHO 

*  LEHIS,  RAYMOND  C,  BLACKSBURG,  VIRGINIA 
tt   LEHIS,  RAYMOND  WAYNE,  EL  SEGUNDO,  CALIFORNIA 

#  LEWIS,  RICHARD  E,  FREDERICK,  MARYLAND 

#  LEHIS  RICHARD  J  EAST  HARTFORD,  CONNECTICUT 
LEWIS,  RONALD  GENE,  MUSTANG,  OKLAHOMA 
LEHIS  RONALD  HESLEY,  PORTSMOUTH,  VIRGINIA 
LEHIS,  STEVEN  LEROY,  SAN  JOSE,  CALIFORNIA 
LEWIS,  TIMOTHY  BRUCE,  FESTUS,  MISSOURI 
LEHIS  TIMOTHY  LEE,  BLOOMINGTON,  INDIANA 
LEHIS  HILLIAM  DOUGLAS,  DRY  RIDGE,  KENTUCKY 
LEHITZKE,  WILLIAM  A,  HAUSAU,  WISCONSIN 
LEWSEN,  RICHARD  BURR,  JR,  HINDHAM,  MAINE 

*  LEHTON,  GREGORY  DAVID,  GLENDALE,  OHIO 

#  LEHTSCHUK,  S  JACK,  MONTEREY,  CALIFORNIA 
LEY,  JAMES  DOUGLAS,  JACKSONVILLE,  FLORIDA 

tt   LEYBA,  ROBERT  H,  ZUNI,  NEW  MEXICO 
LEYBOURNE,  JOHN  F.,  TORONTO,  CANADA 
LEYDEN,  J.  PAUL,  LOCKPORT,  NEH  YORK 

#  LEYDEN  JOHN  J,  NORTH  KINGSTON,  RHODE  ISLAND 
LEYMAN,  MICHAEL  DANIEL,  RICHARDSON  TEXAS 
LI  CHUN-TIEN,,  TAIPEI,  REPUBLIC  OF  CHINA 
LI.  HENRY  L.,  TAIPEI,  REPUBLIC  OF  CHINA 
LI   KING-SUI  ELLEN,  HONG  KONG,  HONG  KONG 
LI   TSAO-PU,  TAIPEI,  REPUBLIC  OF  CHINA 
LA,  RICHARD  FRANCIS,  EAST  HAMPTON,  NEH  YORK 
LIAO.  PYNG  SHENG,  TAIPEI,  REPUBLIC  OF  CHINA 
LIBBY,  DANA  SCOTT,  FAIRFAX,  VIRGINIA 

*  LIBBY  KENNETH  H,  STOHE,  VERMONT 
L  BERATORE   LOUIS  JOHN, 'hAHTHORNE,  NEH  YORK 
LIBERTO,  VINCENT  HILLIAM,  MILFORD,  MASSACHUSETTS 
LIBIT,  JEROME  EDHARD,  BARRINGTON,  ILLINOIS 
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LIBURO,  DANIEL  E  -  LLOYD,  CLIFTON  NORMAN 

LIBURD,  DANIEL  E,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
LICATA,  ROSS,  DELRAY  BEACH,  FLORIDA 
tt   LICHT,  DONALD  G,  PIERRE,  SOUTH  DAKOTA 

LICKTEIG,  DANIEL  ALLEN,  HRIGHT-PATTERSON  AFB,  OHIO 
LIDDELL,  ROBERT  JAMES,  LAKEWOOD,  COLORADO 
LIDDY,  JAMES  PATRICK,  HOPKINS,  MINNESOTA 
LIEB,  DREH  FRANK,  HEST  TRENTON,  NEH  JERSEY 
LIEBERSBACH,  NORBERT  JOHN,  SALINAS,  CALIFORNIA 
LIEBHERR,  RAYMOND  EDHARD,  J,  FAIRBORN,  OHIO 
LIEBLER,  JULI  KRISTINA,  EAST  LANSING,  MICHIGAN 
LIECHTY,  DALE  ALLEN,  LOUISVILLE,  KENTUCKY 
LIEN,  MICHAEL  JEFFREY,  TWO  RIVERS,  HISCONSIN 
LIESKE,  KATHY  LYNN,  DELAWARE,  OHIO 

#  LIESMAN,  JOHN  F.,  NATIONAL  CITY,  CALIFORNIA 
LIETZKE,  WILLIAM  RONALD,  MERRIAM,  KANSAS 

tt   LIEW,  ANTHONY,  KUALA  LUMPUR,  MALAYSIA 

tt   LIGGETT,  DAVID  MICHAEL,  MAYFIELD  VILLAGE,  OHIO 

It   LIGGETT,  JOHN  E,  WINCHESTER,  VIRGINIA 

tt   LIGHT,  ERNEST  CLIFTON,  JR,  MIDWEST  CITY,  OKLAHOMA 

tt   LIGHT,  JOHN  F,  ALTON,  ILLINOIS 

LIGHT,  WILLIAM  FRANK,  KINGSPORT,  TENNESSEE 
LIGHTFOOT,  DONALD  KENNETH,  SPARKS,  NEVADA 
LIGHTFOOT,  JEROME,  NEW  YORK,  NEW  YORK 
tt   LIGHTLE,  GLENN  W. ,  OTTAWA,  CANADA 
tt   LIGHTNER,  CHARLES  H,  FORT  MEADE,  MARYLAND 

#  LIGHTNER,  CLIFFORD  DEAN,  GREENSBURG,  PENNSYLVANIA 
tt   LIGON,  PERCY  WOODROW,  JR,  CAMDEN,  ARKANSAS 

LILES,  GEORGE  A,  OXFORD,  MISSISSIPPI 
LILES,  GRANVILLE  B.  ,  ASHEVILLE,  NORTH  CAROLINA 
LILES,  JAMES  ELWOOD,  COVINGTON,  KENTUCKY 
LILIENTHAL,  WILLIAM  J,  WYANDOTTE,  MICHIGAN 
LILIENTHAL,  WILLIAM  JOHN,  JR,  WYANDOTTE,  MICHIGAN 
LILL,  JAMES  JOSEPH,  BENSALEM,  PENNSYLVANIA 
LILLEY,  BRIAN  ALAN,  WEST  TRENTON,  NEW  JERSEY 
LILLICO,  LORNE  ALLAN,  ST  CATHARINES,  CANADA 
LILLO,  ERIC  ALLAN,  LOS  ANGELES,  CALIFORNIA 

tt   LILLY,  DENNIS  W,  EUGENE,  OREGON 

LILLY,  JAMES  WILLIAM,  COLORADO  SPRINGS,  COLORADO 
LIM,  BASIL  SAK-YEUNG,  HONG  KONG,  HONG  KONG 
LIM,  CHER-KWAN,  SINGAPORE,  SINGAPORE 
LIM,  RICHARD  HOCK  ENG,  SINGAPORE,  SINGAPORE 
LIMA  E  SILVA,  MAURO  MARCELO,  SAO  PAULO,  BRAZIL 

tt   LIMA,  JAMES  J,  JR,  LEXINGTON,  MASSACHUSETTS 
LIMA,  KEVIN  MASAO,  HONOLULU,  HAWAII 

tt   LIMAS,  RICARDO,  JR,  EL  PASO,  TEXAS 

tt   LIMBER,  JAMES  M. ,  COLUMBUS,  OHIO 

LIMMAYOG,  JOSE  AYAO-AO,  JR,  MANILA,  PHILIPPINES 

tt   LIMMER,  LEONARD  H.  ,  JR.,  DALLAS,  TEXAS 
LIMON,  FRANK,  CHICAGO,  ILLINOIS 
LIMONE,  DOMINICK  A,  TRENTON,  NEW  JERSEY 

tt   LIMPICHART,  KOSON,  BANGKOK,  THAILAND 

LIN  SHANG-CHIEN,,  TAIPEI,  REPUBLIC  OF  CHINA 
LIN,  I  MING,  TAIPEI,  REPUBLIC  OF  CHINA 
LIN,  JENG-FANG,  TAIPEI,  REPUBLIC  OF  CHINA 
LIN,  WEN-HSIANG,  TAICHUNG,  REPUBLIC  OF  CHINA 
LINAHAN,  JOHN  D,  HARRISON,  ARKANSAS 

tt   LINCECUM,  SCOTT  F.,  REDDING,  CALIFORNIA 

tt   LINCICUM,  CLEM  V.,  TULARE,  CALIFORNIA 

LINCOLN,  RICHARD  MERZ,  WEST  PALM  BEACH,  FLORIDA 
LIND,  STEVEN  CURTIS,  SCOTTS  VALLEY,  CALIFORNIA 
LINDAHL,  KENNETH  F,  NEH  YORK,  NEW  YORK 
LINDAMOOD,  CHESLEY  R.,  ALBUQUERQUE,  NEW  MEXICO 
LINDBERG,  DARRYL  FREDERICK,  LOVES  PARK,  ILLINOIS 
LINDBERG,  JERRY  L.,  REDFIELD,  SOUTH  DAKOTA 
LINDBERG,  RICHARD  A.,  SUPERIOR,  WISCONSIN 

tt   LINDEMANN,  PAUL  HENRY,  VALLEJO,  CALIFORNIA 
LINDER,  DAVID  ROBERT,  CRYSTAL  LAKE,  ILLINOIS 
LINDER,  EDWARD  THOMAS,  OELWEIN,  IOWA 
LINDERT,  THOMAS  HENRY,  SR,  CARMEL,  NEW  YORK 

tt   LINDGREN,  CARL  W. ,  MAPLE  PLAIN,  MINNESOTA 
LINDGREN,  RANDY  JOHN,  FARGO,  NORTH  DAKOTA 

tt   LINDLEY,  ALLAN  D. ,  CHEYENNE,  WYOMING 

LINDLEY,  DAVID  BERKLEY,  STARKVILLE,  MISSISSIPPI 
LINDLEY,  JAMES  NOLAN,  BARSTOW,  CALIFORNIA 
LINDLEY,  WILLIAM  W.,  PARAGOULD,  ARKANSAS 
LINDMARK,  GREGORY  GERALD,  ROCKFORD,  ILLINOIS 

*  LINDNER,  THOMAS  B.,  MINNEAPOLIS,  MINNESOTA 
LINDON,  JOHN  THOMAS,  CONROE,  TEXAS 
LINDOHER,  DAVID  EUGENE,  NORTH  CANTON,  OHIO 
LINDQUIST,  RICHARD  A,  ROCKFORD,  ILLINOIS 
LINDSAY,  JOHN  C,  PALMER  PARK,  MARYLAND 
LINDSAY,  MICHAEL  JOHN,  PLAINFIELD,  INDIANA 

tt   LINDSAY,  RICHARD  A.,  UPPER  ARLINGTON,  OHIO 
LINDSEY,  ALVIN  GERALD,  PONTIAC,  ILLINOIS 
LINDSEY,  CHARLES  RAYMOND,  HARRISON,  OHIO 
LINDSEY,  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LINDSEY,  GARY  MICHAEL,  DALLAS,  TEXAS 
tt   LINDSEY,  JAMES  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   LINDSEY,  JAMES  R,  RICHMOND,  VIRGINIA 
tt   LINDSEY,  LUCIEN  BONAPARTE,  TACOMA,  WASHINGTON 
tt   LINDSEY,  ROBERT  K,  METAIRIE,  LOUISIANA 
tt   LINDSEY,  WILLIAM  H.  ,  JR.,  LAWRENCEBURG,  TENNESSEE 
tt   LINDSEY,  WILLIAM  S,  MILLERSVILLE,  MARYLAND 
It   LINDSTEN,  HAROLD  G. ,  DECATUR,  ILLINOIS 
It   LINDSTROM,  CHARLES  L.,  HOLLAND,  MICHIGAN 
tt   LINDSTROM,  RICHARD  JOHN,  FRESNO,  CALIFORNIA 
tt   LINDZY,  THOMAS  C,  RANTOUL,  ILLINOIS 

*  LINEBACK,  C.  L.,  SALISBURY,  NORTH  CAROLINA 
LINENKUGEL,  JEROME  F,  JR,  RIDGECREST,  CALIFORNIA 
LINES,  JOHN  ROBERT,  ATLANTA,  GEORGIA 
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NFIELD,  DOUGLAS  GEORGE,  KAMLOOPS,  CANADA 

NG,  KENNETH  WARREN,  NEW  YORK,  NEW  YORK 

NGAFELTER,  W.  H.,  SAN  FRANCISCO,  CALIFORNIA 

NGEMARK,  BENGT  Y. ,  LINKOPING,  SWEDEN 

NGENFELTER,  RICHARD  WILLIAM,  INDIANA,  PENNSYLVANIA 

NGERFELT,  JAMES  AMBROSE,  II,  WASHINGTON,  DISTRICT  OF 

NGGON,  FRANCISCO  BUGNOSEN,  MANILA,  PHILIPPINES 

NGO,  JOHN  E,  JR,  DOVER,  DELAWARE 

NHARES,  JOSE  DA,  BRASILIA,  BRAZIL 

NHARES,  MICHAEL  CHARLES,  PORTLAND,  OREGON 

NK,  JAMES  A,  MOBERLY,  MISSOURI 

NKS,  FRED  W.,  JR.,  SACRAMENTO,  CALIFORNIA 

NN,  EUGENE,  BRIGHTON,  COLORADO 

NN,  GLADE  A.,  LOMA  LINDA,  CALIFORNIA 

NNEN,  JAMES  R.,  FORT  LEAVENWORTH,  KANSAS 

NNERTZ,  DAVID  LEE,  AURORA,  COLORADO 

NO,  BERNARD  GREGORY,  BELMOPAN,  BELIZE 

NSKEY,  PATRICK  J.,  BLOOMINGTON,  ILLINOIS 

NSKEY,  TIMOTHY  MICHAEL,  BLOOMINGTON,  ILLINOIS 

NSO,  DENNIS  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 

NTHICUM,  DAVID  ARTHUR,  ALBUQUERQUE,  NEW  MEXICO 

NTHICUM,  THOMAS  L.,  BOISE,  IDAHO 

NTON,  BRYON  KEITH,  TAMPA,  FLORIDA 

NTON,  PAUL  E,  FORT  SMITH,  ARKANSAS 

NVILLE,  ARTHUR  D,  CHICKASHA,  OKLAHOMA 

NVILLE,  JAMES  WILLIAM,  MIAMI,  FLORIDA 

NZA,  DANIEL  B.,  KIRKWOOD,  MISSOURI 

0,  PAUL  ROBERT,  JACKSONVILLE,  FLORIDA 

ONGSON,  ANTHONY  BONIFE,  MANILA,  PHILIPPINES 

OTTI,  MICHAEL  CHARLES,  PINECREST,  FLORIDA 

OU,  JOHN  K.,  TAIPEI,  REPUBLIC  OF  CHINA 

PICH,  RICHARD  THOMAS,  PUEBLO,  COLORADO 

PKA,  DANIEL,  ALEXANDRIA,  VIRGINIA 

PP,  GARY  WAYNE,  HANNIBAL,  MISSOURI 

PP,  MARCUS  MASON,  FAIRFAX,  VIRGINIA 

PPY,  GERALD  MURRAY,  HANOVER,  PENNSYLVANIA 

PSON,  GERALD,  LOS  ANGELES,  CALIFORNIA 

QUORI,  WILLIAM  A,  ALTAMONTE  SPRINGS,  FLORIDA 

RA,  LUIS,  SANTIAGO,  CHILE 

ROT,  KIT  IRVING,  PORTAGE,  MICHIGAN 

SCHETT,  WARREN  JAMES,  NORTHBROOK,  ILLINOIS 

SICKI,  ALFRED  GABRIEL,  JR,  EGG  HARBOR  TWP,  NEW  JERSEY 

ST,  STEVEN  W,  PARKLAND,  ILLINOIS 

STER,  GEORGE  J.,  BELLEVILLE,  NEW  JERSEY 

TCHULT,  RUSSELL  J.,  WALDWICK,  NEW  JERSEY 

TES,  DAYLE  E.,  ROSELLE,  ILLINOIS 

TES,  GERALD  EUGENE,  SEBASTOPOL,  CALIFORNIA 

TSCHEWSKI,  GERALD  P,  SPEARFISH,  SOUTH  DAKOTA 

TSEY,  BRYAN  TIMOTHY,  EXCELSIOR,  MINNESOTA 

TTLE,  BEN  E.,  SPRINGFIELD,  ILLINOIS 

TTLE,  CHARLES  WILLIAM,  BEAUMONT,  TEXAS 

TTLE,  DONALD  LEROY,  DEER  PARK,  TEXAS 

TTLE,  ERNEST  F,  WEST  HARTFORD,  CONNECTICUT 

TTLE,  FREDERICK  RHEA,  TYLER,  TEXAS 

TTLE,  JERALD  CLARK,  LAS  CRUCES,  NEW  MEXICO 

TTLE,  LOUIS,  ARCADIA,  CALIFORNIA 

TTLE,  PATRICK  JOHN,  ANN  ARBOR,  MICHIGAN 

TTLE,  RAYMOND  A,  LYNCHBURG,  VIRGINIA 

TTLE,  ROBERT  JAMES,  TOWN  OF  TONAWANDA,  NEW  YORK 

TTLE,  THOMAS  WALKER,  MORGAN,  ALABAMA 

TTLE,  WILLIAM  ROY,  JR.,  WASHINGTON,  DISTRICT  OF  COLUM 

TTLEBIRD,  GLENN,  SR.,  SANTA  FE,  NEW  MEXICO 

TTLEFIELD,  EARL  WINFORD,  MOUNTAIN  BROOK,  ALABAMA 

TTLEFIELD,  MAX,  PROVO,  UTAH 

TTLEJOHN,  ARTHUR  DEANGELO,  SPARTANBURG,  SOUTH  CAROLIN 

TTLETON,  ALBERT  WALTER,  JR,  NEW  CASTLE,  DELAWARE 

TTLETON,  CHARLES  RAYMOND,  AUSTIN,  TEXAS 

TTLETON,  JAMES  G. ,  TAMPA,  FLORIDA 

TTLEWHITEMAN,  EVERETT,  BILLINGS,  MONTANA 

TWIN,  HAROLD,  JR,  BUFFALO,  NEW  YORK 

TWIN,  JAMES  STEVEN,  RACINE,  WISCONSIN 

TZENBURGER,  RALPH  V.,  BETHEL  PARK,  PENNSYLVANIA 

U,  CHRIS  MENG  JUNG,  BETHEL,  ALASKA 

U,  YUAN  KUEI,  TAIPEI,  REPUBLIC  OF  CHINA 

VELY,  DANIEL  JOSEPH,  ROCKAWAY  TWP,  NEW  JERSEY 

VELY,  PHILIP,  FAIRFAX,  VIRGINIA 

VELY,  PHILLIP  MARSHALL,  ATLANTA,  GEORGIA 

VELY,  S  VICTOR,  ASHLAND,  OREGON 

VERMAN,  JAMES  WESLEY,  WINTON,  NORTH  CAROLINA 

VERMORE,  HERBERT  CHARLES,  BROOKFIELD,  ILLINOIS 

VESAY,  GERALD  WAYNE,  ELLICOTT  CITY,  MARYLAND 

VESAY,  RANDALL  WAYNE,  MORRISTOWN,  TENNESSEE 

VINGOOD,  DONALD  CRAIG,  MEDFORD,  OREGON 

VINGSTON,  B.  N.,  MOULTRIE,  GEORGIA 

VINGSTON,  BILLY  J,  DOTHAN,  ALABAMA 

VINGSTON,  DAVID  ORD,  FREMONT,  CALIFORNIA 

VINGSTON,  DWIGHT  LELAND,  NORTH  PLATTE,  NEBRASKA 

VINGSTON,  FRANK  J,  SAN  LEANDRO,  CALIFORNIA 

VINGSTON,  GERALD  W. ,  NORTH  KANSAS  CITY,  MISSOURI 

VINGSTON,  JAMES  R. ,  SCOTTSBLUFF,  NEBRASKA 

VINGSTON,  JEFFREY  OLIN,  SALISBURY,  MARYLAND 

VINGSTON,  MICHAEL  KEITH,  AUSTIN,  TEXAS 

VINGSTON,  PAUL  J.,  TULSA,  OKLAHOMA 

VSEY,  JOHN  KENT,  IDAHO  FALLS,  IDAHO 

EHELLYN,  DANIEL  WAYNE,  MENTOR,  OHIO 

EWELLYN,  DONALD  JOHN,  SALT  LAKE  CITY,  UTAH 

EWELLYN,  REES  F.,  SALT  LAKE  CITY,  UTAH 

OYD,  BILLY  0,  COLUMBIA,  KENTUCKY 

OYD,  CHARLES  E.,  COLUMBUS,  GEORGIA 

OYD,  CLIFTON  NORMAN,  LONG  BEACH,  CALIFORNIA 


PAGE 


79 


LLOYD,  GARY  HICHAEL  -  LOVE,  HILLIAH  ROY,  JR 
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LLOYD.  GARY  MICHAEL,  ATLANTA,  GEORGIA 

LLOYD,  GLENN  P,  STAUNTON,  VIRGINIA 

LLOYD,  KENNETH  EUGENE,  BLACK  HAHK,  COLORADO 

t   LLOYD,  MYRON  EUGENE,  FORT  COLLINS,  COLORADO 
LO  BOON  TECK,,  SINGAPORE,  SINGAPORE 
LO,  LI-FAN,  PENGHU  CO,  REPUBLIC  OF  CHINA 
LO.  VICTOR  YIK  KEE,  KOHLOON,  HONG  KONG 

P  LOBELLO,  CHARLES  THOMAS,  UNIVERSITY  HEIGHTS  OHIO 
LOBSINGER,  JAMES  JOSEPH,  GRAND  FORKS,  NORTH  DAKOTA 
LOCANTORE,  FRANK  C,  JR,  CAMDEN,  NEH  JERSEY 
LOCH  EDHARD  LEON,  CAMP  PENDLETON,  CALIFORNIA 

»  LOCH,  LESLIE  J,  ST.  CLOUD,  MINNESOTA 
LOCHMAN,  ROBERT  A,  KODLAK,  ALASKA 
LOCHRIE,  HILLIAM,  III,  BOSTON,  MASSACHUSETTS 
LOCK,  BRIAN  KEITH,  HEST  MELBOURNE,  FLORIDA 
LOCKARD,  JOHN  EDWIN,  JR,  URBANA,  ILLINOIS 

V   LOCKE,  ARTHUR  C,  ORANGE  CITY,  FLORIDA 
LOCKE,  EDHARD  J,  FREEPORT,  NEH  YORK 
LOCKE,  JEFFERY  JUDSON,  SANTA  CRUZ,  CALIFORNIA 
LOCKE,  LARRY  KENNETH,  DALLAS,  TEXAS 
LOCKE,  PAUL  HOODROH,  JR,  JACKSONVILLE,  ALABAMA 

*  LOCKE,  ROBERT  AMOUS,  JR,  MOUNT  DORA,  FLORIDA 
LOCKETT,  ROBERT  CARL,  MERIDIAN,  IDAHO 
LOCKHART,  DOUGLAS  JAMES,  FREDERICTON,  CANADA 
LOCKHART,  MICHAEL  LYNN,  III,  PHOENIX,  ARIZONA 
LOCKHART,  NELSON  T.,  LOUISVILLE,  KENTUCKY 
LOCKLAR.  RICKY  GENE,  MONTGOMERY,  ALABAMA 
LOCKLEY,  CLYDE  H. ,  LOS  ANGELES,  CALIFORNIA 
LOCKMILLER,  RANDAL  JAMES,  KNOXVILLE,  TENNESSEE 
LOCKSA,  JESSE  NEAL,  PHOENIX,  ARIZONA 

tt   LOCKHOOD,  JOHN  F.,  CONCORD,  NEH  HAMPSHIRE 
LOCKHOOD,  R  MARK,  SUN  VALLEY,  IDAHO 
LODEN,  MICKEY  LEE,  TUPELO,  MISSISSIPPI 
LODGE,  STEPHEN  DAVID,  SANTA  CLARA,  CALIFORNIA 

0  LODHICK,  FRANK,  EUREKA,  CALIFORNIA 

LOERA,  RAYMOND,  JR,  EL  CENTRO,  CALIFORNIA 
LOESCH,  RICHARD  MICHAEL,  SANTA  CRUZ,  CALIFORNIA 
LOESER  CHARLES  WILLIAM,  JR,  LOUISVILLE,  KENTUCKY 

tt   LOFFREDO,  MICHAEL  F,  HEST  PALM  BEACH,  FLORIDA 
LOFGREN,  DONALD  GLENN,  GIBSONIA,  PENNSYLVANIA 

*  LOFTIS,  MAURY  F.,  REIDSVILLE,  NORTH  CAROLINA 
LOFTIS,  STEPHEN  DALE,  GREENVILLE,  SOUTH  CAROLINA 
LOFTIS  THEODORE  GIBSON,  HENDERSONVILLE,  TENNESSEE 

tt   LOFTUS,  JOHN  PATRICK,  ERIE,  PENNSYLVANIA 

tt   LOFTUS,  MICHAEL  THOMAS,  OMAHA,  NEBRASKA 
LOGAN,  ANTHONY  DERRELL,  FLORENCE,  ALABAMA 

0  LOGAN,  VICTOR  BELMONT,  JR,  FREEBURG,  ILLINOIS 

tt   LOGAN  HILLIAM  ALFRED,  CHEHALIS,  WASHINGTON 

tt   LOGAN,  HILLIAM  H,  JR,  EVANSTON,  ILLINOIS 
LOGIOCO,  FRANK  J,  CLIFTON,  NEW  JERSEY 
LOGSDON  CHARLES  HILLIAM,  LOUISVILLE,  KENTUCKY 
LOGUE,  TIMOTHY  P,  PITTSBURGH,  PENNSYLVANIA 
LOHORN,  JAMES  MICHAEL,  CRAHFORDSVILLE,  INDIANA 
LOHR,  TERRY  JOHN,  HATERTOHN,  SOUTH  DAKOTA 

*  LOHREY,  GERALD  A,  MORO,  OREGON 
LOICANO,  FELIX  M,  NEH  ORLEANS,  LOUISIANA 
LOIZZO,  LINDA  MARIA,  NORTH  MIAMI  BEACH,  FLORIDA 
LOJKO,  MATTHEW  ALBERT,  JR,  REIDSVILLE,  NORTH  CAROLINA 
LOKAY,  GEORGE  C,  EAST  RUTHERFORD,  NEW  JERSEY 
LOKEIJAK,  WILSON,  MAJURO,  FEDERATED  STATES  OF  MICRONESI 
LOKFN,  JOSTEIN,  ELVERUM,  NORWAY 

tt   LOKEY,  PAUL  EDWARD,  MILLVILLE,  NEW  JERSEY 

LOKKEN,  JAMES  LEE,  WILLISTON,  NORTH  DAKOTA 
tt   LOLLIN,  CARL  M.,  BURLINGAHE,  CALIFORNIA 

LOMAX,  ALFRED  C,  KANSAS  CITY,  MISSOURI 
tt   LOMAX,  MILTON  R.  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
LOMBARDI,  ROBERT  L.,  ALMA,  MICHIGAN 

ALFONSE  ALLAN,  BROOKLYN,  NEW  YORK 
NICHOLAS  VINCENT,  LAS  VEGAS,  NEVADA 
ROBERT  MICHAEL,  CHICAGO,  ILLINOIS 
,  MICHAEL,  FAIRFAX,  VIRGINIA 
LONCAR,  GEORGE  MICHAEL,  BUFFALO,  NEW  YORK 
LONDON,  STEPHEN  DAVID,  CHALMETTE,  LOUISIANA 
LONERGAN,  RICHARD  LOUIS,  NAPA,  CALIFORNIA 
0  LONERGAN  HILLIAM  MILES,  JR,  BOSTON,  MASSACHUSETTS 
0  LONG,  BILLIE  LLOYD,  SACRAMENTO,  CALIFORNIA 

*  LONG,  CALVIN  F.,  JR.,  CINCINNATI,  OHIO  win„tuTA 
LONG!  CHARLES  EDWARD,  SR,  MARTINSVILLE,  VIRGINIA 
LONG,  CHARLES  L,  ALBANY,  GEORGIA 

*  LONG,  CHARLES  WILLIAM,  THORNTON,  COLORADO 
LONG,  DAVID  JOHN,  DES  MOINES,  IOHA 
LONG,  DAVID  JOHN,  LOS  ANGELES,  CALIFORNIA 

tt   LONG,  DENNIS  ROY,  CLAYTON,  MISSOURI 

*  LONG,  DONALD  L.,  NEW  CASTLE,  INDIANA 
LONG,  EDWARD  DARRELL,  WHEELING,  WEST  VIRGINIA 
LONG,  GERALDINE  MAE,  SAVANNAH,  GEORGIA 
LONG,  HARRY  SYKES,  JR,  GRAND  JUNCTION,  COLORADO 
LONG,  JACK  HILLIAM,  JR,  DUNCANVILLE,  TEXAS 

tt   LONG,  JAMES  A,  ALLIANCE,  NEBRASKA 

LONG,  JERRY  LYNN,  NEHPORT,  ARKANSAS 

LONG,  KIRK  HOWARD,  BOULDER,  COLORADO      ..«„,„-. 
tt   LONG  LEONARD  MATTHEW,  JR,  MORGAN  HILL,  CALIFORNIA 

LONG,  MELVIN  DREHRY,  SOUTH  SALT  LAKE  CITY,  UTAH 

LONG,  MICHAEL  SCOTT,  MORRISTOHN,  TENNESSEE 

LONG,  RANDALL  SCOTT,  COMMERCE  CITY,  COLORADO 
tt   LONG,  RAYMON  L,  LUBBOCK,  TEXAS       „..„«««. 

LONG,  RICHARD  THOMAS,  NEWPORT  BEACH,  CALIFORNIA 

LONG,  ROBERT  J.,  TINLEY  PARK,  ILLINOIS 
tt   LONG,  THEODORE  R.,  CLINTON,  IOHA 

*  LONG,  THOMAS  J,  HENDERSON,  NORTH  CAROLINA 


LOMBARDO, 
LOMBARDO, 
LOMBARDO, 
LOMONACO, 


101  * 
57  # 
93 

56  tt 
158  0 
109 
150 
151 
141 
114 
188 
197 
158 
133 
186 
134 
145 
176 
180 
167 
94  * 
35  t 
179 
176 
116  t 
51  i 
142 
121 
69  I 
92  / 
167 
178 
192 
192 
175 
150 

79  , 
154 
158 
166 
188 
185 
184 
183 
120 
94 
164 
134 
185 
180 
151 
162 
133 
111 
137 
169 
176 
194 
144 
127 
35 
156 
199 
121  * 
172 
96  0 
46  tt 
172 
143 
141 
188 
173 
101  * 

89 
152 
177 
196 
187 
193 
181 
154 
151  0 
175 
179 
193 
180 
180 
166 
87  * 
55  * 
133 
51  0 
155 
99  tt 
196 
101  0 
92 
79 
120 
172 


LOONEY, 
LOONEY, 
LOONEY, 
LOONEY, 


MISSOURI 


GUATEMALA 


LONG,  TRAVIS  D,  SHEFFIELD,  ALABAMA 
LONG,  H.  ROY,  GREENVILLE,  MISSISSIPPI 
LONG,  WASHINGTON,  JR,  ALBANY,  GEORGIA 
LONG,  HILLIAM  A.,  RIDGESIDE,  TENNESSEE 
LONG,  HILLIAM  HENRY,  RALEIGH,  NORTH  CAROLINA 
LONG,  WILLIAM  J,  EL  PASO,  TEXAS 
LONG  HILLIAM  JOSEPH,  JR,  CHEYENNE,  HYOMING 
LONG,  HILLIAM  MICHAEL,  FORT  SHERIDAN,  ILLINOIS 
LONG,  HILLIAM  THOMAS,  SOUTHAVEN,  MISSISSIPPI 
LONGDUE,  ROBERT  L,  IRONDEQUOIT,  NEH  YORK 
LONGMAN,  ARTHUR  MICHAEL,  PHOENIX,  ARIZONA 
LONGO,  MARK  ROBERT,  CODY,  HYOMING 
LONGO,  HAYNE  MICHAEL,  COEUR  D  ALENE,  IDAHO 
LONGORIA,  ALEJANDRO  ROMEO,  MC  ALLEN,  TEXAS 
LONGORIA,  PAUL,  EL  CENTRO,  CALIFORNIA 
LONGSTRETH,  CARL  EVANS,  OMAHA,  NEBRASKA 
LONGTINE,  JEFFREY  EDWARD,  NATICK,  MASSACHUSETTS 
LONGHELL,  LARRY  DEAN,  KILLEEN,  TEXAS 
LONGHORTH,  GEORGE  N,  DOBBS  FERRY,  NEH  YORK 
LONGHORTH,  GREGORY  MICHAEL,  NEH  YORK,  NEH  YORK 
LONGYEAR,  ROBERT  L,  WILMINGTON,  DELAWARE 
LONIER,  RODERIC  STEVENS,  WADSWORTH,  OHIO 
LOO,  GRANT  IKAIKA  HAH  TUNG,  HONOLULU,  HAHAII 
LOOK,  RICK  DUHAYNE,  ST  AUGUSTINE,  FLORIDA 
LOOMIS,  ERNEST  F,  CONCORD,  NEH  HAMPSHIRE 
LOUIS  D.,  JR.,  NORFOLK,  VIRGINIA 
MICHAEL  CLYDE,  NEH  ORLEANS,  LOUISIANA 
PATRICK  GERALD,  MINEOLA,  NEH  YORK 
,  WALTER  ADAMS,  MINEOLA,  NEH  YORK 
LOOSE,  DONALD  R,  DEARBORN  HEIGHTS,  MICHIGAN 
LOOSMORE,  GERALD  RONALD,  SR,  HEBSTER  GROVES, 
LOPER,  RANDY  LEE,  FAIRBORN,  OHIO 
LOPEY,  JAMES  EDWARD,  RENO,  NEVADA 
LOPEZ  BONILLA,  HUGO,  SANTIAGO,  CHILE 
LOPEZ  PABON,  JORGE  L,  PONCE,  PUERTO  RICO 
LOPEZ  PAZ,  EDMUNDO  REYNALDO,  GUATEMALA  CITY, 
LOPEZ  TORRES,  SAMUEL,  SAN  JUAN,  PUERTO  RICO 
LOPEZ  Y  LOPEZ,  NELSON  IVAN,  SAN  SALVADOR,  EL  SALVADOR 
LOPEZ-FERNANDEZ,  JOSE,  BARCELONA,  SPAIN 
LOPEZ-VIERA,  LEONARDO,  SAN  JUAN,  PUERTO  RICO 
LOPEZ,  ARTURO,  SAN  JUAN,  TEXAS 
LOPEZ,  EDUARDO  ENRIQUE,  EAGLE  PASS,  TEXAS 
LOPEZ,  JESS  ANDREW,  FULLERTON,  CALIFORNIA 
LOPEZ,  JOSE  LUIS,  SR,  HARTFORD,  CONNECTICUT 
LOPEZ,  JOSEPH  LOPEZ,  VACAVILLE,  CALIFORNIA 
LOPEZ,  LOUIS  J,  DENVER,  COLORADO 
LOPEZ,  PABLO,  FLORENCE,  ARIZONA 
LOPEZ,  RAUL  LOZANO,  JR,  BROHNSVILLE,  TEXAS 
LOPEZ!  ROBERT  JOSEPH,  OLYMPIA,  HASHINGTON 
LOPEZ,  RUBEN,  EL  PASO,  TEXAS  ,„,„..,„. 

LOPINTO,  JOSEPH  PETER,  JR,  NEH  ORLEANS,  LOUISIANA 
LORACK,  LARRY  LYNN,  BELLEVUE,  HASHINGTON 
LORANGER,  DAVID  ALFRED,  SACO,  MAINE 
LORD,  HARRY  V.,  OCEAN  CITY,  NEW  JERSEY 
LORD   JOHN  FREDERICK,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LORD,  LESLI  KAY,  SAN  DIEGO,  CALIFORNIA 
LORENGATOS,  VASSILIS,  ATHENS,  GREECE 
LORENTZ,  JEFFREY  DUANE,  EAU  CLAIRE,  WISCONSIN 
LORENZ,  MICHAEL  JOSEPH,  RICHMOND,  TEXAS 
LORENZEN,  THOMAS  WILLARD,  LOS  ANGELES,  CALIFORNIA 
LORENZO,  AMBROSIO  Z. ,  MANILA,  PHILIPPINES 
LORI,  MATTHEW  JAMES,  CENTREVILLE,  MICHIGAN 
LORIAUX,  ERHIN  NAPOLEON,  FREMONT,  CALIFORNIA 
[oRIMER   ROBERT  GILL,  LONG  BEACH,  MISSISSIPPI 
LORIN,  BRUCE  GARY,  SAN  FRANCISCO,  CALIFORNIA 
LORINO,  SALVATORE  V,  ENFIELD,  CONNECTICUT 
LORIS,  JOSEPH  H.,  EAST  HAMPTON,  NEH  YORK 
LORRING,  DAVID  HILLIAM,  CORDOVA  ALASKA 
LOSZYNSKI,  JOSEPH  FRANCIS,  ONEIDA,  NEW  YORK 
LOTFI,  KASSEM  MAHMOUD,  CAIRO,  EGYPT     10_CUTTUA 
LOTOCKI,  GUSTAVO  GABRIEL,  BUENOS  AIRES,  ARGENTINA 
LOTSPEICH,  DALE  F,  ELKO,  NEVADA 
LOTT,  BILL  G,  TURLOCK,  CALIFORNIA 
FREDDIE  P,  AUGUSTA,  GEORGIA 
LEON  LAWSON,  JR,  COLUMBIA,  SOUTH  CAROLINA 
LONALD  DALE,  TURLOCK,  CALIFORNIA 
,  TED  JEROME,  NEH  YORK,  NEW  YORK 
LOUDENBACK,  LON  R,  MILWAUKIE,  OREGON 
LOUFIK,  RICHARD  ALLEN,  HEST  TRENTON,  NEH  JERSEY 
LOUGHLIN,  JOSEPH  KENNETH,  PORTLAND,  MAINE 
LOUGHLIN  THOMAS  JOSEPH,  YAPHANK,  NEH  YORK 
LOUGHRAN,  JOHN  MICHAEL,  NEH  YORK,  NEH  YORK 
LOUGHRAN,  MICHAEL  JOSEPH,  NAPA,  CALIFORNIA 
LOUIE,  RONALD  JAY,  HILLSBORO,  OREGON    „„_-.„. 
LOUIS!  KENNEDY  FLOYD,  ST.  MARTINVILLE,  LOUISIANA 
LOUIS,  RODGER  KARL,  PARIS,  TEXAS         „.,., 
LOUKOUMIS,  EVANGELOS  ANASTASIOS,  ATHENS  GREECE 
LOUNEY,  MARK  WARREN,  FITCHBURG,  MASSACHUSETTS 
LOUTHAN.  HILLIAM  T.,  CHANDLER,  ARIZONA       .„.„«.,„» 
LOUTHIAN,  LANDON  MCD. ,  JR.,  CHARLESTON  SOUTH  CAROLINA 
LOUVIERE,  DANNY  JOSEPH,  LAFAYETTE,  LOUISIANA 
LOUHERS,  ARTHUR  E,  GROSSE  POINTE  HOODS,  MICHIGAN 
LOVATO,  GILBERT,  ALBUQUERQUE,  NEH  MEXICO 
LOVE,  DONALD  E,  PRESCOTT,  ARIZONA 
LOVE,  JOHN  SEGEHICK,  WEXFORD,  PENNSYLVANIA 
LOVE   LAWRENCE  H.,  JR,  PHILADELPHIA,  PENNSYLVANIA 
LOVE   ROBERT  L.,  PLEASANT  GROVE,  ALABAMA 
LOVE,  SIDNEY  N.,  SAVANNAH,  GEORGIA 
LOVE   WAYNE  VERNON,  CHATHAM,  MASSACHUSETTS  „.„„,_„. 
LOVE!  HILLIAM  ROY,  JR,  CHERRY  POINT,  NORTH  CAROLINA 


LOTT, 
LOTT, 
LOTT, 
LOTTI, 


PAGE 


80 


LOVEALL,  DALE  OWEN  -  LYONS,  CLAUDE  N. 


163 
128  tt 

93  tt 
171 
135 
167 
106  tt 
178 
185 
164 

55 
160 
164 
118 
110  tt 

76  It 
42  * 
80  tt 
59  * 

141 
176 

99 

28  tt 
112  * 
126  tt 
190 
190 
153 
177 
115 
165 

97  tt 
197 
146 

83 
152 
185 
100 
177 
107 
130  * 
116  tt 
106  tt 

20  * 

96  tt 
161 
191 
176 
154  * 
128  tt 
150 
101  tt 

61 

77  tt 
88  # 
96 

167 

64  tt 
180 
157 
183 
184 
166 
111 
191 
176 

22  * 
142 
194 
103 
128 
134 
198 
198 
195 
182 
150 
116 

95  tt 
126  tt 
172 
119  tt 
196 
180 

87  tt 
186 
110 
124 
160 
105 
166 

65  * 
175 
193 
112 
136 

37  tt 
134 

90  tt 
117 


LOVEALL,  DALE  OHEN,  EAST  LANSING,  MICHIGAN 
LOVELESS,  EDHARD  EARL,  ALTURAS,  CALIFORNIA 
LOVELESS,  LAHRENCE  M. ,  ELLENSBURG,  WASHINGTON 
LOVEN,  JOSEPH  S,  MORRO  BAY,  CALIFORNIA 
LOVERDE,  VITO  PAUL,  NILES,  ILLINOIS 
LOVERSO,  PETER  JOSEPH,  JR,  HOLLIS,  NEW  YORK 
LOVETT,  JAMES  JOSEPH,  BOSTON,  MASSACHUSETTS 
LOVETT,  MITCHELL  LEE,  FEDERAL  HEIGHTS,  COLORADO 
LOVETT,  PATRICIA  ANN,  MEMPHIS,  TENNESSEE 
LOVETT,  WILLIE  CLINTON,  SAVANNAH,  GEORGIA 
LOVETTE,  WILBUR  C. ,  LUMBERTON,  NORTH  CAROLINA 
LOVGREN,  JON  CHRISTIAN,  RIDGECREST,  CALIFORNIA 
LOW,  HUI  HUI,  SINGAPORE,  SINGAPORE 
LOW,  JAMES  IRELAND,  MESA,  ARIZONA 
LOWDEN,  RAYMOND  F,  BURLINGTON,  NEW  JERSEY 
LOWDER,  OREN  C,  SPRINGFIELD,  ILLINOIS 
LOWE,  CLIFFORD  M. ,  JR.,  PORTSMOUTH,  VIRGINIA 
DONALD  E,  TUCSON,  ARIZONA 
EUGENE  E.,  OPELIKA,  ALABAMA 
FLOYD  LEON,  AVONDALE,  ARIZONA 
GORDON  MALLORY,  II,  STATESBORO,  GEORGIA 
JAMES  R,  DALTON,  GEORGIA 
JAMES  T.,  JACKSONVILLE,  FLORIDA 
JOE  R.,  IRVING,  TEXAS 
LEONARD  L,  CHIPPEWA  FALLS,  WISCONSIN 
MARK  FRANKLIN,  SATELLITE  BEACH,  FLORIDA 
ROBERT  WILLIAM,  SUPERIOR,  ARIZONA 
RONALD,  SR,  DAYTON,  OHIO 
ROY  DALE,  POPLAR  BLUFF,  MISSOURI 
STEVEN  C,  DALY  CITY,  CALIFORNIA 
ROBERT  WILLIAM,  JR,  PARK  RIDGE,  ILLINOIS 
CECIL  J.,  ARKANSAS  CITY,  KANSAS 
EUGENE  E,  WOODSTOCK,  ILLINOIS 
GEORGE  ALVIN,  CHAPPAQUA,  NEW  YORK 
HARVEY  J,  JR,  SAVANNAH,  GEORGIA 
LOUIS  LYNN,  BELLE  GLADE,  FLORIDA 
ROBBIE  RAY,  MADISON,  WISCONSIN 
ROBERT  GLENNON,  FLORISSANT,  MISSOURI 
ROBERT  GLENNON,  JR,  FLORISSANT,  MISSOURI 
LOWN,  WILLIAM  J.,  CARLSTADT,  NEW  JERSEY 
LOWREY,  ROBERT  EDWARD,  LOS  ANGELES,  CALIFORNIA 
LOWRIE,  ROBERT  T,  BOULDER  CITY,  NEVADA 
LOWRY,  ALBERT  C,  JR,  HAGERSTOWN,  MARYLAND 
CHARLES  J.,  BRISTOL,  VIRGINIA 
GERALD  L,  SANTA  BARBARA,  CALIFORNIA 
JOHN  DAVIS,  JR,  JOHNSON  CITY,  TENNESSEE 
ROBERT  JOHN,  SANTA  BARBARA,  CALIFORNIA 
LOWTHER,  THOMAS  DAVID,  FOREST  GROVE,  OREGON 
LOY,  LARRY  GLEN,  ROSWELL,  NEW  MEXICO 
LOYD,  JAMES  KARRON,  STARKVILLE,  MISSISSIPPI 
LOYD,  STEVEN  MICHAEL,  FREMONT,  CALIFORNIA 
LOYND,  RICHARD  N,  BOSTON,  MASSACHUSETTS 
LOZANO,  ABEL  M. ,  HARLINGEN,  TEXAS 
LOZIER,  DONALD  D,  PARADISE  VALLEY,  ARIZONA 
LTEIF,  NADIM,  BEIRUT,  LEBANON 
LU  CHIA-CHIEH,,  TAIPEI,  REPUBLIC  OF  CHINA 
LU,  HSIEN  CHE,  TAIPEI,  REPUBLIC  OF  CHINA 
LUALLEN,  GEORGE  N.  ,  BEDFORD,  INDIANA 
LUBAS,  DAVID  JOSEPH,  FAIRFAX,  VIRGINIA 
LUBOMSKI,  JOSEPH  EUGENE,  NEW  YORK,  NEW  YORK 
LUBRANT,  JOHN  JOSEPH,  SCHENECTADY,  NEW  YORK 
LUCAROTTI,  JAMES  ANTHONY,  SAN  JOSE,  CALIFORNIA 
LUCAS,  ANTONY  JOSEPH,  CONYERS,  GEORGIA 

COLEMAN  C,  SANTA  MARIA,  CALIFORNIA 
EARNELL  RUFUS,  MILWAUKEE,  WISCONSIN 
EDWARD  JACK,  JR,  NEWARK,  NEW  JERSEY 
FERRIS  E.,  PORT  HURON,  MICHIGAN 
FLOYD  WOODROW,  JR,  HICKORY,  NORTH  CAROLINA 
FRANK,  FAIRFIELD,  CALIFORNIA 
GARRY  E,  VANCOUVER,  WASHINGTON 
HOWARD  CHAPMAN,  LYNCHBURG,  VIRGINIA 
LEROY  PAUL,  HARRISBURG,  PENNSYLVANIA 
PHILIP  WILLIAM,  FINDLAY,  OHIO 
STEVEN  VICTOR,  WRIGHT  PATTERSON  AFB,  OHIO 
TERRENCE  LEE,  ALVIN,  TEXAS 
TERRY,  SPRINGFIELD,  ILLINOIS 
WILLIAM,  JR,  ROSEVILLE,  MICHIGAN 
ROBERT  A.,  SCOTCH  PLAINS,  NEW  JERSEY 


LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWE, 

LOWEN, 

LOWER, 

LOWERY, 

LOWERY, 

LOWERY, 

LOWERY, 

LOWERY, 

LOWERY, 

LOWERY, 


LOWRY, 
LOWRY, 
LOWRY, 
LOWRY, 


LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS, 
LUCAS , 
LUCAS, 
LUCE, 


LUCERO,  ALFRED  J,  SANTA  FE,  NEW  MEXICO 

LUCERO,  JOSE  GUADALUPE,  TAOS,  NEW  MEXICO 

LUCHA,  THOMAS  WILLIAM,  SOUTH  EUCLID,  OHIO 

LUCIA,  WAYNE  BENJAMEN,  RENO,  NEVADA 

LUCIO,  OMAR,  BROWNSVILLE,  TEXAS 

LUCKER,  DOUGLAS  ALFRED,  FORT  WAYNE,  INDIANA 

LUCKEY,  EARL,  MIDLAND,  TEXAS 

LUCKEY,  WILLIAM  CLIFFORD,  NORTH  AUGUSTA,  SOUTH  CAROLINA 

LUCKIE,  JERROLD  D,  MIDLAND,  TEXAS 

LUDLOW,  DENNIS  LAWRENCE,  ROSEVILLE,  CALIFORNIA 

LUDLOW,  MARK  LEE,  LA  PORTE,  INDIANA 

LUEBKE,  HENRY  W. ,  SIOUX  FALLS,  SOUTH  DAKOTA 

LUECK,  JEROME  KENNETH,  DENVER,  COLORADO 

LUECKEMANN,  ARTHUR  P.,  DAVIS,  CALIFORNIA 

LUEDERS,  GEORGE  HERMAN,  JACKSONVILLE,  FLORIDA 

LUFFMAN,  BOBBY  DALE,  ODESSA,  TEXAS 

LUFT,  JEANNETTE  L,  LOS  ANGELES,  CALIFORNIA 

LUGINSKI,  GLENN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

LUGO-MENDEZ,  ERNESTO,  SAN  JUAN,  PUERTO  RICO 

LUGOSSY,  GILBERT  WILLIAM,  TRENTON,  NEW  JERSEY 

LUHMAN,  ROBERT  E.,  ALLENTOWN,  PENNSYLVANIA 

LUHRS,  PETER  J.,  ROCKFORD,  ILLINOIS 


97  LUISI,  CHARLES  A,  NEW  YORK,  NEW  YORK 

188  LUJAN,  MARK  VICTOR,  STOCKTON,  CALIFORNIA 

174  LUJAN,  WILLIAM  FRANK,  NACOGDOCHES,  TEXAS 

188  LUKACH,  ROBERT  KENT,  JR,  LINCOLNTON,  NORTH  CAROLINA 

93  LUKE,  ROY  F.,  CONWAY,  SOUTH  CAROLINA 

170  LUKE,  SCOTT  MATTHEW,  MC  ALLEN,  TEXAS 
93  tt  LUKE,  VIRGLE,  JACKSON,  MISSISSIPPI 

157  LUKER,  DAVID  ALLEN,  MOBILE,  ALABAMA 

172  LUMAN,  JAMES  THARROL,  GREENSBORO,  NORTH  CAROLINA 

164  LUMAN,  ROBERT  MARQUIS,  LONG  BEACH,  CALIFORNIA 

40  tt  LUMPKIN,  GEORGE  L.,  DALLAS,  TEXAS 

197  LUMPKIN,  PATRICIA  FRANCES,  OCALA,  FLORIDA 

191  LUMSDEN,  STANLEY  JOE,  ROSEVILLE,  CALIFORNIA 

198  LUNA-ALATORRE,  BENJAMIN,  TOLUCA,  MEXICO 

147  LUNA,  CHARLES  LAWRENCE,  VICTORIA,  TEXAS 
106  tt  LUNA,  FELIX  J.,  SACRAMENTO,  CALIFORNIA 

176  LUNA,  MARTIN  ALAN,  CHEYENNE,  WYOMING 

186  LUNA,  RAFAEL,  KANEOHE  BAY,  HAWAII 

198  LUNA,  ROBERT  GUZMAN,  JR,  LONG  BEACH,  CALIFORNIA 

187  LUNCEFORD,  DONALD  EDWARD,  MOBILE,  ALABAMA 

117  tt  LUND,  MICHAEL  H. ,  BROOKFIELD,  WISCONSIN 

106  LUND,  PAUL  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

114  LUND,  WILLIAM  B. ,  DOWNEY,  CALIFORNIA 

102  *  LUNDER,  DENNIS  G. ,  LOS  ANGELES,  CALIFORNIA 

118  LUNDIE,  JAMES  GEORGE,  MC  KEESPORT,  PENNSYLVANIA 

115  LUNDIN,  BRIAN  R.  ,  CHICAGO,  ILLINOIS 

78  tt  LUNNEN,  LARRY  E.,  SALT  LAKE  CITY,  UTAH 

120  LUNNEY,  RICHARD  JOHN,  ELMIRA,  NEW  YORK 
75  *  LUNSFORD,  DANIEL  L.,  TACOMA,  WASHINGTON 

108  LUNSFORD,  LARRY  G. ,  SAN  LUIS  OBISPO,  CALIFORNIA 

134  LUNSFORD,  WALTER  CALVIN,  ANN  ARBOR,  MICHIGAN 
111  tt  LUNT,  NEIL  R,  CARSON  CITY,  NEVADA 

99  LUPO,  DANIEL,  WALDWICK,  NEW  JERSEY 

194  LUPO,  KREGG  PATRICK,  COOPER  CITY,  FLORIDA 

122  tt  LUPTON,  MARIE,  LIVERPOOL,  ENGLAND 

197  LURIE,  VLADIMIRS,  RIGA,  LATVIA 

98  LURTY,  ROBERT  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
153  LUSCH,  RONALD  ELMER,  NORTH  LAS  VEGAS,  NEVADA 

185  LUSHBAUGH,  CHARLES  ANTHONY,  SACRAMENTO,  CALIFORNIA 

117  tt  LUSHER,  GARY  R.,  BOWLING  GREEN,  KENTUCKY 

158  LUSK,  DAVID  HAMPTON,  DENVER,  COLORADO 

135  LUSTAN,  FRANK  WALTER,  BUFFALO,  NEW  YORK 

91  LUSTER,  JIMMY  B.,  EL  DORADO  SPRINGS,  MISSOURI 

192  LUSTIG,  WILLIAM  KENNETH,  NORTHFIELD,  ILLINOIS 

160  LUTERAN,  JOSEPH  REGIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

144  LUTHER,  RICHARD  ALLEN,  BLACK  DIAMOND,  WASHINGTON 

163  LUTTER,  DAVID  CHARLES,  COMMERCE  CITY,  COLORADO 
105  It  LUTTRELL,  BILL  J.,  SR.  ,  WARR  ACRES,  OKLAHOMA 

68  LUTY,  MICHAEL  S.,  OLEAN,  NEW  YORK 

188  LUTZ,  CLIFFORD  EVANS,  UNIVERSITY  PARK,  PENNSYLVANIA 

116  LUTZ,  DONALD  L.,  GREELEY,  COLORADO 

133  LUVETT,  STEPHEN  ROGER,  WEST  HARTFORD,  CONNECTICUT 

126  LYBECK,  DAVID  EARL,  FARGO,  NORTH  DAKOTA 

151  LYDA,  LARRY  JOE,  CHATTANOOGA,  TENNESSEE 

96  U  LYDICK,  PAUL  W. ,  VENTURA,  CALIFORNIA 

92  LYDIG,  DEAN  A.,  SPOKANE,  WASHINGTON 

132  LYDLE,  CRAWFORD  H,  III,  LOS  ANGELES,  CALIFORNIA 

98  LYDON,  CHARLES  M,  PHILADELPHIA,  PENNSYLVANIA 

169  tt  LYLE,  JOSEPH  GARY,  MILLERSVILLE,  MARYLAND 

175  *  LYLES-GRAY,  HENRIETTA,  CAMDEN,  SOUTH  CAROLINA 
175  LYLES,  JIMMIE  LEE,  MC  ALESTER,  OKLAHOMA 

157  LYMAN,  NEWTON  SMITH,  JR,  HILO,  HAWAII 

140  LYNCH,  ALLAN  WILLIAM,  RIVERSIDE,  CALIFORNIA 
39  *  LYNCH,  BOB  B.,  MURFREESBORO,  TENNESSEE 

179  LYNCH,  CATHERINE  SCOTT,  SALT  LAKE  CITY,  UTAH 

148  LYNCH,  CHARLES  CLARK,  OAKLAND,  CALIFORNIA 

142  LYNCH,  CHRISTOPHER  JOSEPH,  NEW  CANAAN,  CONNECTICUT 

141  LYNCH,  DANIEL  LEROY,  KEARNEY,  NEBRASKA 

177  LYNCH,  EDWARD  JAMES,  HARTFORD,  CONNECTICUT 

171  #  LYNCH,  ERNEST  EDGAR,  JACKSONVILLE,  NORTH  CAROLINA 

119  tt  LYNCH,  FRANCIS  THOMAS,  LANCASTER,  PENNSYLVANIA 

138  LYNCH,  JOHN  JOSEPH,  NEW  YORK,  NEW  YORK 
111  tt  LYNCH,  JOSEPH  T,  ALBANY,  NEW  YORK 

175  LYNCH,  KATHLEEN  FRANCES,  BROOKLYN,  NEW  YORK 

137  LYNCH,  KENNETH  EUGENE,  LONDONDERRY,  NEW  HAMPSHIRE 

182  LYNCH,  LARRY  JOE,  WACO,  TEXAS 

121  LYNCH,  PETER  WILLIAM,  MAPLEWOOO,  NEW  JERSEY 
190  LYNCH,  RONALD  JOHN,  SPRING  HOUSE,  PENNSYLVANIA 
124  LYNCH,  STEPHEN  LOYD,  GASTONIA,  NORTH  CAROLINA 
185  LYNCH,  STEPHEN  MICHAEL,  CONCORD,  CALIFORNIA 

92  tt  LYNCH,  WILLIAM  D,  WILMINGTON,  DELAWARE 

32  #  LYNCH,  WILLIAM  J.,  CLAREMONT,  NEW  HAMPSHIRE 

177  LYNCH,  WILLIAM  THOMAS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
35  #  LYNN,  DONALD  F.,  OAKLAND,  CALIFORNIA 

178  LYNN,  DONALD  STEVEN,  DAVENPORT,  IOWA 
15  tt  LYNN,  IDUS  J.,  BAINBRIDGE,  GEORGIA 

139  LYNN,  JOHN  DAVID,  NORTH  RICHLAND  HILLS,  TEXAS 

107  LYNN,  SAMUEL  F,  LARGO,  FLORIDA 

176  LYNN,  SHARON,  WEST  CHESTER,  PENNSYLVANIA 
156  LYNN,  THOMAS  EUGENE,  CORRY,  PENNSYLVANIA 

164  LYON,  BERNIE  HAROLD,  KNOXVILLE,  TENNESSEE 
98  tt  LYON,  BRUCE  R.  ,  WHITEWATER,  WISCONSIN 

110  tt  LYON,  BUFORD  C.  ,  AUSTIN,  TEXAS 

180  LYON,  DAVID,  PLAINSBORO,  NEW  JERSEY 
128  LYON,  DONALD  GORDON,  OTTAWA,  CANADA 

96  *  LYON,  JOHN  U. ,  PAGE,  ARIZONA 

183  LYON,  MICHAEL  ALLAN,  YREKA,  CALIFORNIA 
124  LYON,  RICHARD  ALLAN,  GREENCASTLE,  INDIANA 

53  *  LYON,  RUSSELL  W. ,  NEWPORT  NEWS,  VIRGINIA 

114  tt  LYONS,  CLAUDE  N.  ,  XENIA,  OHIO 
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MACDONALD, 
MACDONALD, 
MACDONALD, 
MACDONALD, 
MACDONALD, 
MACDONALD, 


LYONS,  DAVID  LYNN,  HOODSTOCK,  GEORGIA 
LYONS,  GERALD  R.,  SHARTZ  CREEK,  MICHIGAN 
LYONS,  GHENDOLYN  YVONNE,  LOUISVILLE,  KENTUCKY 
LYONS,  JOHN  ROBERT,  NEH  YORK,  NEH  YORK 
LYONS,  MERHYN  K.,  JR.,  HONOLULU,  HAHAII 
LYONS.  RAYMOND  L,  JR,  PORT  ARTHUR,  TEXAS 
LYONS,  ROBERT  ALOYSIUS,  PATERSON,  NEH  JERSEY 
LYONS,  ROBERT  ERNEST,  FORT  MC  CLELLAN,  ALABAMA 
LYONS,  STEVE  THOMAS,  HOUSTON,  TEXAS 
LYONS,  TERRY  MICHAEL,  SANDUSKY,  OHIO 
LYONS,  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
LYONS,  THOMAS  B.,  TOPEKA,  KANSAS 
LYONS,  VICKY  MARLENE,  YUMA,  ARIZONA 
LYSAUGHT,  ROBERT  JAMES,  SYDNEY,  AUSTRALIA 
LYSON,  STANLEY  H,  HILLISTON,  NORTH  DAKOTA 
LYTLE   ROBERT  EUGENE,  JR,  SACRAMENTO,  CALIFORNIA 
M'SADOQUES,  CLIFFORD  GEORGE,  MIDDLETOHN,  CONNECTICUT 
MA  RAFI,  HUSSAIN  EBRAHIM,  KUHAIT,  KUHAIT 
MAACK,  WILLIAM  H. ,  LITTLE  ROCK,  ARKANSAS 
MAAG,  RICHARD  STEVEN,  SANTA  FE,  NEH  MEXICO 
MAAS,  DOUGLAS  HAYNE,  VANCOUVER,  HASHINGTON 
HAAS,  ELLIS  RUSSELL,  DAYTON,  OHIO 
MABARDY,  NICHOLAS  SOBHY,  NATICK,  MASSACHUSETTS 
MABON,  MONROH,  LOS  ANGELES,  CALIFORNIA 
MABREY,  MARK  CARLES,  EVANSVILLE,  INDIANA 
MABRY,  ARTHUR  L,  FAIRFAX,  VIRGINIA 
MAC  DONALD,  DAVID  ROBERT,  BELLINGHAM,  HASHINGTON 
MAC  LEOD,  RICHARD  EDWARD,  LAS  VEGAS,  NEVADA 
MACALUSO,  PETER  JOSEPH,  CORTLANDT  MANOR,  NEW  YORK 
MACAULAY,  ERNEST  CHARLES,  VANCOUVER,  CANADA 
MACBEY,  ROBERT  P.,  HELLESLEY,  MASSACHUSETTS 
MACCARTHY,  RONALD  F,  GRAND  FORKS,  NORTH  DAKOTA 
MACCONNELL,  DONALD  KEITH,  ALLENTOWN,  PENNSYLVANIA 
MACDIARMID,  DONALD  DEAN,  SAN  ANTONIO,  TEXAS 
EHEN  ALEXANDER,  BRAMPTON,  CANADA 
JAMES  A.,  JR.,  TITUSVILLE,  FLORIDA 
JAMES  C,  MEMPHIS,  TENNESSEE 
JOHN  K.,  CHICAGO,  ILLINOIS 
MICHAEL  S,  LANSING,  MICHIGAN 
,  VINCENT  JAMES,  HALIFAX,  CANADA 
MACDONALD,  WILLIAM  L.,  JR.,  AVON,  CONNECTICUT 
MACDONELL,  DENNIS  DANIEL,  EAST  LANSING,  MICHIGAN 
MACDONNELL,  DENNIS  MICHAEL,  TULSA,  OKLAHOMA 
MACDOUGALL,  GEORGE  DANIEL,  BOSTON,  MASSACHUSETTS 
MACE,  R.  R.,  TACOMA,  WASHINGTON 
MACEDO,  CHRISTOPHER  JOHN,  LAKEPORT,  CALIFORNIA 
MACEY,  RAYMOND  D. ,  TOPEKA,  KANSAS 
MACFARRAN,  ROBERT  HAROLD,  MAHWAH,  NEW  JERSEY 
MACGREGOR,  ALLAN  LEE,  OSCODA,  MICHIGAN 
MACGREGOR,  DAVID  SCOTT,  SACRAMENTO,  CALIFORNIA 
MACH,  HENRY  JOHN,  JR,  HAMBURG,  NEH  YORK 
MACHADO,  MICHAEL  JOHN,  OREGON  CITY,  OREGON 
MACHALETTE,  LOUIS  A.,  JR.,  WYNDMOOR,  PENNSYLVANIA 
MACHEN,  HARRY  N.,  SACRAMENTO,  CALIFORNIA 
MACIA,  VICTOR,  SAN  FRANCISCO,  CALIFORNIA 
MACIEJEWSKI,  KENNETH  ALVIN,  EAST  LANSING,  MICHIGAN 
MACIVER,  MALCOLM  PATTERSON,  DERRY,  NEW  HAMPSHIRE 
MACK,  KENNETH  EARL,  GALVESTON,  TEXAS 
MACK,  LE  ROY,  ABERDEEN,  SOUTH  DAKOTA 
MACK,  LEE  J.,  BISMARCK,  NORTH  DAKOTA 
MACK,  MELVIN  LOUIS,  ADDISON,  ILLINOIS 
MACK,  RANDALL  CURTIS,  BELLAIRE,  TEXAS 
MACK,  RICHARD  IVAN,  SAFFORD,  ARIZONA 
MACK   ROBERT  GEORGE,  PENN  HILLS,  PENNSYLVANIA 
MACK,  RORY  ALAN,  BARTLETT,  TENNESSEE 
MACK  WILLIAM  FRANCIS,  SCITUATE,  RHODE  ISLAND 
MACKAY,  JOHN  JOSEPH,  JR,  HAKEFIELD,  MASSACHUSETTS 
MACKE,  ROBERT  JOSEPH,  OAK  LAWN,  ILLINOIS 
MACKEN,  JAMES  J,  JR,  ROCHESTER,  MINNESOTA 
MACKENZIE,  BRIAN,  DURHAM,  ENGLAND 
MACKENZIE,  JAMES  ALLEN,  III,  DUNEDIN,  FLORIDA 
MACKENZIE,  JAMES  H. ,  JR.,  LAKEWOOD,  OHIO 
MACKESSY,  PETER  D.  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MACKESY,  FRANCIS  JAKE,  JACKSONVILLE,  FLORIDA 
MACKESY   LEONARD  JOSEPH,  JERSEY  CITY,  NEW  JERSEY 
MACKEY,  JOHN  RICHARD,  TEWKSBURY,  MASSACHUSETTS 
MACKEY,  JOHN  WILLIAM,  MORGAN,  PENNSYLVANIA 
MACKEY,  RICHARD  THOMAS,  POMONA,  CALIFORNIA 
MACKIE,  CHARLES  ARTHUR,  NEH  WESTMINSTER,  CANADA 
MACKIE,  JACK  PHILLIP,  DAVIE,  FLORIDA 
MACKINNON,  STEPHEN  BRUCE,  EXETER,  MASSACHUSETTS 
MACKLEY,  HAYNE  WALTER,  LOS  ANGELES,  CALIFORNIA 
MACLAUGHLAN,  JOHN  HARTLING,  OSGOODE,  CANADA 
MACLAUGHLIN,  HAROLD  L.,  EAU  CLAIRE,  HISCONSIN 
MACLAUGHLIN,  HILLIAM  RONALD,  JAMESTOHN,  NEW  YORK 
MACLEISH,  THOMAS  FREDERICK,  DOVER,  DELAWARE 
HACMILLAN,  JAMES  THOMAS,  JR,  BANDERA,  TEXAS 
MACON,  ROGER  ALAN,  HALTOM  CITY,  TEXAS 
MACPHEE,  RICHARD  GEORGE,  VANCOUVER,  CANADA 
MACPHERSON,  JOHN  L,  JR,  SANTA  BARBARA,  CALIFORNIA 
MACPHERSON,  MICHAEL  K.,  MEXICO,  MISSOURI 
MACOUARRIE,  DONALD  EDWARD,  SAUSALITO,  CALIFORNIA 
MACSAS,  STEVEN  JAMES,  DENTON,  TEXAS 
MADALINSKI,  BRADLEY  JOSEPH,  WILSON,  MICHIGAN 
MADANI,  FERAIDOON,  TEHRAN,  IRAN 
MADDALOZZO,  ROBERT  BRUNO,  NEW  ORLEANS,  LOUISIANA 
MADDEN,  EDWARD  PATRICK,  FLAGSTAFF,  ARIZONA 
MADDEN   FREDERICK  HILARY,  JR,  HEST  TRENTON,  NEW  JERSEY 
MADDEN,  PAUL  A.,  LYNNFIELD,  MASSACHUSETTS 
MADDEN,  STEPHEN  DOUGLAS,  ROCKFORD,  MICHIGAN 
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MADDEN,  THOMAS  LEO,  NEW  YORK,  NEW  YORK 

MADDOX,  BOBBY  G,  BRYAN,  TEXAS 

MADDOX,  C  C,  JEFFERSON  CITY,  MISSOURI 

MADDOX,  JOSEPH  HENRY,  HANOVER,  PENNSYLVANIA 

MADDOX,  KEVIN  WESLEY,  NORTH  VERSAILLES,  PENNSYLVANIA 

MADDOX,  LANNY  GWINN,  RUIDOSO,  NEW  MEXICO 

MADDOX,  RICHARD  CLINTON,  JR,  HOLMES  BEACH,  FLORIDA 

MADDRA,  ALLIE  VESTER,  III,  CHESTERFIELD,  VIRGINIA 

MADDUX,  DENNIS  ACTON,  CLEVELAND,  TENNESSEE 

MADDUX,  STANLEY  GENE,  SAN  DIEGO,  CALIFORNIA 

MADDY,  RAY  H.  ,  ALBANY,  OREGON  -«,.-,-,» 

MADER,  JAN  KIMBER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MADERA,  PABLO  PAUL,  LUDLOW,  MASSACHUSETTS 

MADES,  CHARLES  FRANKLIN,  HAGERSTOWN,  MARYLAND 

MADIGAN,  DAVID  J,  URBANA,  ILLINOIS 

MADIGAN,  JOHN  FRANCIS,  NEW  YORK,  NEW  YORK 

MADRID,  RICHARD  MICHAEL,  BURBANK,  CALIFORNIA 

MADRID,  RONALD  EDHARD,  SANTA  FE,  NEW  MEXICO 

MADRID,  ROY  C. ,  PHOENIX,  ARIZONA 

MADSEN,  CLIFFORD  L.,  MCDEHEE,  LOUISIANA 

MADSEN,  REGINALD  BERNARD,  SALEM,  OREGON 

MADSON,  STEVEN  CRAIG,  HUTCHINSON,  MINNESOTA 

MADUENO,  EDDIE  SILVA,  EL  CENTRO,  CALIFORNIA 


MAGEE, 
MAGEE, 
MAGEE, 
MAGEE, 


MAENNER,  THOMAS  ARTHUR,  MADISON,  WISCONSIN 
MAES,  CHRIS  DELFINO,  ALBUQUERQUE,  NEW  MEXICO 
MAES,  FRANK  JACQUES  MICHEL,  KORTRIJK,  BELGIUM 
MAES,  J.  D.,  JR.,  SANTA  FE,  NEW  MEXICO 
MAESTAS,  LLOYD,  TUCUMCARI ,  NEW  MEXICO 
MAESTAS,  RICHARD,  EL  PASO,  TEXAS  ,„,,.., 

MAEHEATHER,  THOMAS  REGENALD,  LOS  ANGELES,  CALIFORNIA 
MAEYAMA,  ROBERT  G,  PARK  FOREST,  ILLINOIS 
MAFFRE,  JACQUES,  PARIS,  FRANCE 

HAGALONG,  BENJAMIN  BANEZ,  QUEZON  CITY,  PHILIPPINES 
MAGARIAN,  STEVEN  DAN,  FRESNO,  CALIFORNIA 
MAGDALENA,  CHARLES  BUDDY,  SANTA  ANA,  CALIFORNIA 
MAGEE,  EZRA  LAVON,  BRANDON,  MISSISSIPPI 
GUY  LYNN,  MOSS  POINT,  MISSISSIPPI 
KAREN  JEFFRIES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MILTON  S,  JACKSON,  MISSISSIPPI     „„__„_  nr   n 
,  WILLIAM  ANDERSON,  JR.,  WASHINGTON,  DISTRICT  OF  C 
MAGELSSEN,  NILS  M. ,  RAYTOWN,  MISSOURI 
MAGEMBE,  FLUGENCIO,  KAMPALA,  UGANDA 
MAGERS,  JEFFREY  SCOTT,  LOUISVILLE,  KENTUCKY 
MAGGARD,  DAVID  LEE,  JR,  INDIO,  CALIFORNIA 
MAGILL,  THOMAS  ANDREW,  HALLANDALE,  FLORIDA 
MAGINNIS,  ROBERT  JOSEPH,  SAN  LEANDRO,  CALIFORNIA 
MAGNANT,  LAURENCE  CLAUDE,  BURLINGTON  VERMONT 
MAGNANT  MICHAEL  JOSEPH,  PORTSMOUTH,  NEW  HAMPSHIRE 
MAGNESS,  ALEXANDRIA  I,  SACRAMENTO,  CALIFORNIA 
MAGONE,  DANIEL  L.,  MISSOULA,  MONTANA 
MAGPALI,  AMANTE  LUNA,  MANILA,  PHILIPPINES 
MAGRUDER,  GEORGE  EDWIN,  MIAMI,  FLORIDA         rrtlllunTA 
MAGUI RE .SHAWN  MILTON,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MAHA,  GARY  T,  BATAVIA,  NEW  YORK 
MAHAN,  BURTON  NEIL,  BAKERSFIELD,  CALIFORNIA 
MAHANEY,  PATRICK  DENNIS,  MONTGOMERY,  ALABAMA 
MAHAR,  JOHN  THOMAS,  TROY,  NEW  YORK 

JAMES  PHILLIP,  CHICAGO,  ILLINOIS 
JAMES  RICHARD,  YAPHANK,  NEW  YORK 
JAMES  ROBERT,  ESCONDIDO,  CALIFORNIA 
JOHN  HENRY,  SAN  LUIS  OBISPO,  CALIFORNIA 
LARRY  J,  SACRAMENTO,  CALIFORNIA 
STEPHEN  JOSEPH,  ALBANY,  NEW  YORK 
SUSAN  BOND,  LOS  ANGELES,  CALIFORNIA 
,  WILLIAM  C,  JR.,  NEW  ORLEANS,  LOUISIANA 
MAHLBERG,  RAYMOND  JOSEPH,  AUBURN,  CALIFORNIA 
MAHMUD,  MAMUN,  DACCA,  BANGLADESH      1ACUTUrTnu 
MAHNKE,  HAROLD  LEROY,  III,  LONGVIEW,  WASHINGTON 
MAHOLTZ,  CHESTER  LYNN,  BUTLER,  PENNSYLVANIA 
MAHON,  RICHARD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MAHON,  ROBERT  F.,  LINDSAY,  CALIFORNIA 
MAHON,  ROBERT  GERARD,  NEW  CITY,  NEW  YORK 
MAHONEY,  CORNELIUS  J.,  NEW  YORK,  NEW  YORK 
MAHONEY,  DONALD  H. ,  BEAVER,  PENNSYLVANIA 
MAHONEY,  JAMES  FRANCIS,  JR,  ROCKVILLE,  MARYLAND 
MAHONEY,  JAMES  M. ,  FAIRFAX,  VIRGINIA 

THOMAS  EDHARD,  CULVER  CITY,  CALIFORNIA 
TIMOTHY  WALTER,  FLORISSANT,  MISSOURI 
,  WILLIAM  T.,  ALBANY,  NEW  YORK 
MAHONY,  DANIEL  ROBERT,  LAS  VEGAS,  NEVADA 

K^'LS^A.^H^NGTS^STRICT  OF  COLUMBIA 

AIER'  5or?RE6ER^:E{li:LW^iNGTON,  DISTRICT  OF  COL 
JOHN  W.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOSEPH  GOTTLOB,  II,  BRIGHTON,  COLORADO 
THOMAS  J,  AMHERST,  NEW  YORK 
,  ROBERT  GWYNN,  PORT  ST  JOE,  FLORIDA 

MAIN,  CHARLES  VICTOR,  FREDERICK,  MARYLAND 

MAIN,  JOHN  MASON,  INDEPENDENCE,  MISSOURI 

MAIN   RICHARD  VERNON,  WESTMINSTER,  CALIFORNIA 

MAIN,  ROBERT  P,  ROYAL  OAK,  MICHIGAN 

MAINS,  SAMUEL  0,  III,  DAYTON,  OHIO 

MAIORANO,  NICOLA  VITO,  NAPLES,  ITALY     „.._.-.. 

MAIORCA,  STEVEN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MAIR,  RONALD  KAY,  MOBILE,  ALABAMA 

MAIRE,  WILLIAM  SCOTT,  CHICAGO,  ILLINOIS 

MAIS,  GUENTER,  VIENNA,  AUSTRIA 

MAITLAND,  GARY  LEE,  ROCKFORD,  ILLINOIS 

MAIXNER,  DALE  DONALD,  MINOT,  NORTH  DAKOTA 


MAHER, 
MAHER, 
MAHER, 
MAHER, 
MAHER, 
MAHER, 
MAHER, 
MAHER, 


MAHONEY, 
MAHONEY, 
MAHONEY, 


MAIER, 
MAIER, 
MAIER, 
MAIER, 
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4AJCHRZAK,  ZBIGNIEH  M.  -  MARCUZZO,  Hill  I  AM  R,  SR 
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91  tt 

134 

120 

126  tt 

155 

185 

191 

126  tt 
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179 

106 
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124 

120 

119 

119  tt 

115 

181 

153 

29  It 

90 
153 
170 
100 
193 
151 

49  * 

83 
149 
151 
129 
194 
127 
135 
110  tt 
107 
167 
194 

87 
197 
178 

66  * 
109  tt 
126 
194 
199 
125 
156 

87  tt 
100  tt 

44  tt 
182 
171 

94  tt 
175 
139 
123 
158 
191 
184 


MAJCHRZAK,  ZBIGNIEH  M.,  HASHINGTON,  DISTRICT  OF  COLUMBI 

MAJENSKI,  DAVID  GERARD,  ABINGTON,  MASSACHUSETTS 

MAJERSKI,  HALTER  STANLEY,  PISCATAHAY,  NEH  JERSEY 

MAJERUS,  LAHRENCE  HILLIAH,  DOUGLAS,  HYOMING 

MAJESKI,  HILLIAH  JOHN,  NEH  YORK,  NEH  YORK 

MAJKA,  JOHN  E,  SAN  FRANCISCO,  CALIFORNIA 

MAJOR,  PHILIP  JAMES,  OLATHE,  MINNESOTA 

MAJORS,  EUGENE  L,  SAN  BERNARDINO,  CALIFORNIA 

MAJORS,  GARY  R,  KANSAS  CITY,  MISSOURI 

MAJORS,  JAMES  MORRIS,  OPELIKA,  ALABAMA 

MAJURY,  JAMES  F.,  TORONTO,  CANADA 

MAKELA,  ROBERT  ALLEN,  CIRCLE  PINES,  MINNESOTA 

MAKHANLALL,  HEERALALL,  GEORGETOHN,  GUYANA 

MAKI,  HILLIAH  ROGER,  HAYNESBORO,  VIRGINIA 

MAKIN,  HOHARD  R.,  CINCINNATI,  OHIO 

MAKIN,  RONALD  G,  CEDAR  FALLS,  IOHA 

MAKINUDDIN,  MOHD  SOFIAN  BIN  MD,  KUALA  LUMPUR,  MALAYSIA 

MAKOHSKI,  JAN  DAVID,  VACAVILLE,  CALIFORNIA 

MAKOHSKI,  JOACHIM  GERT,  HIESBADEN,  FEDERAL  REPUBLIC  OF 

MALAK,  MICHAEL  JOSEPH,  LITTLE  VALLEY,  NEH  YORK 

MALAK,  RAY,  CALUMET  CITY,  ILLINOIS 

MALCOLMSON,  GERRARD  FRANCES,  HAMILTON,  CANADA 

MALCOM,  JULIAN  KENNETH,  COVINGTON,  GEORGIA 

MALDONADO  TRINIDAD,  LUIS,  SAN  JUAN,  PUERTO  RICO 

MALDONADO,  CARLOS  R,  SANTA  FE,  NEH  MEXICO 

MALDONADO,  ERNEST  MONTEZ,  LOS  ANGELES,  CALIFORNIA 

MALDONADO,  JEFFREY  VINCENT,  MEDFORD,  OREGON 

MALDONADO,  JUAN  ANTONIO,  DENVER,  COLORADO 

MALDONADO,  JULIO,  CABO  ROJO,  PUERTO  RICO 

MALECEK,  THOMAS  GEORGE,  ST.  LOUIS,  MISSOURI 

MALEY,  JAMES  EDHARD,  JR,  ROCHESTER,  NEH  YORK 

MALEY,  JAMES  FRANCIS,  ALBANY,  NEH  YORK 

MALIGALIG,  DANILO  LAHAS,  QUEZON  CITY,  PHILIPPINES 

MALIK,  KENNETH  HORTH,  CAMBRIDGE,  MARYLAND 

MALIM,  GEORGE  RALPH,  ATHERTON,  CALIFORNIA 

MALKIN,  ROBERT  D. ,  BEND,  OREGON 

MALLAK,  HALIDH.,  ZALEH,  LEBANON 

MALLETT,  DALE  JOHN,  MILFORD,  MICHIGAN 

MALLETT,  DUHARD  HILLIAM,  JR,  SAN  JOSE,  CALIFORNIA 

MALLETT,  NORMAN  E,  LITTLE  ROCK,  ARKANSAS 

MALLICOTE,  CHARLES  D.,  UNIVERSITY  PARK,  TEXAS 

MALLIN,  JOHN  RICHARD,  DALY  CITY,  CALIFORNIA 

MALLORY,  BRUCE  JAMES,  BROOKLYN,  NEH  YORK 

MALLORY,  GARY  LEE,  VACAVILLE,  CALIFORNIA 

MALLORY,  STEPHEN  LEE,  JACKSON,  MISSISSIPPI 

MALLORY,  TIMOTHY  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMB 

MALLOY,  BRIAN  D,  CHERRY  HILL,  NEH  JERSEY 

MALLOY,  GEORGE  JAMES,  SAN  DIEGO,  CALIFORNIA 

MALO  SANCHEZ,  ALICIA,  MADRID,  SPAIN 

MALONE,  DANIEL  DEAN,  SAN  BERNARDINO,  CALIFORNIA 

MALONE,  DARRELL  LEROY,  SR,  HOULTON,  MAINE 

MALONE,  DAVID  H.,  EAU  CLAIRE,  HISCONSIN 

MALONE,  JOHN  JOSEPH,  LOS  ANGELES,  CALIFORNIA 

MALONE,  NANCY  LOU,  LOS  ANGELES,  CALIFORNIA 

MALONE,  RICHARD,  STATESBORO,  GEORGIA 

MALONE,  RONALD  FRANCIS,  HESTPORT,  CONNECTICUT 

MALONE,  VERNON  E.,  TORTOLA,  BRITISH  VIRGIN  ISLANDS 

MALONE,  HILLIAM  HENRY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MALONEY,  DANIEL  PATRICK,  BARTLETT,  ILLINOIS 

MALONEY,  FLOYD  J.,  CHIPPEHA  FALLS,  HISCONSIN 

MALONEY,  JAMES  E.,  NEH  YORK,  NEH  YORK 

MALONEY,  JOHN  JOSEPH,  BRYN  MAHR,  PENNSYLVANIA 

MALONEY,  MARVIN  SHANNON,  SAN  JOSE,  CALIFORNIA 

MALONEY,  MICHAEL  J,  CAMBRIDGE,  MARYLAND 

MALONEY,  MICHAEL  ROBERT,  CHICO,  CALIFORNIA 

MALONEY,  ROBERT  MICHAEL,  CHICAGO,  ILLINOIS 

MALOTT,  OONALD  L. ,  NORTH  KANSAS  CITY,  MISSOURI 

MALOVICH,  ANTHONY  T,  CHEYENNE,  HYOMING 

MALOY,  JOSEPH  RONALD,  LEONARDTOHN,  MARYLAND 

MALPEL,  JEAN  ANDRE,  PARIS,  FRANCE 

MALSCH,  LAHRENCE  HERMAN,  DELAVAN,  HISCONSIN 

MALTBY,  JOSEPH  APPLETON,  SEASIDE,  CALIFORNIA 

MALTESE,  THOMAS  ROBERT,  NEH  BRUNSHICK,  NEH  JERSEY 

MALUEG,  HILLIAM  JAMES,  DECATUR,  GEORGIA 

MALZI,  HILLIAM  J,  CARNEGIE,  PENNSYLVANIA 

MAMARIL,  ROGELIO  C,  MANILA,  PHILIPPINES 

MAMELLI,  HILLIAM  DAVID,  HUNTINGTON  BEACH,  CALIFORNIA 

MANALILI,  EDHARD  HIGA,  SAIPAN,  FEDERATED  STATES  OF  MICR 

MANALO,  EMETERIO  B.,  MANILA,  PHILIPPINES 

MANAVIAN,  EDHARD,  LOS  ANGELES,  CALIFORNIA 

MANCHESTER,  CATHLEEN  ANN,  NORHAY,  MAINE 

MANCUSI,  JAMES,  NEH  MILFORD,  CONNECTICUT 

MANCUSO,  ANTHONY  J,  PROVIDENCE,  RHODE  ISLAND 

MANCUSO,  MARK  VINCENT,  HOUSTON,  TEXAS 

MANDALLA,  THEODORE  JOHN,  JR,  SACRAMENTO,  CALIFORNIA 

MANDAHE,  RFNATO  DIGNOS,  MANILA,  PHILIPPINES 

MANDZIK,  PHILIP  JOSEPH,  NEW  YORK,  NEH  YORK 

MANECKE,  HILLIAM  BRIAN,  AUGUSTA,  GEORGIA 

MANELSKI,  HARRY  F,  HILMINGTON,  DELAWARE 

MANERI,  CLYDE  D. ,  OAKLAND  PARK,  FLORIDA 

MANESS,  CHARLES  E.,  BILLINGS,  MONTANA 

MANETTO,  PETER  LOUIS,  TRENTON,  NEH  JERSEY 

MANFIELD,  DAVID  MICHAEL,  BRISBANE,  AUSTRALIA 

HANG,  NORBERT  V,  ANAHEIM,  CALIFORNIA 

MANG,  PETER  BRAMLEY,  DENVER,  COLORADO 

MANGAN,  RAYMOND  LEACH,  JR,  ROCK  FALLS,  ILLINOIS 

MANGAN,  TERENCE  JOSEPH,  SPOKANE,  WASHINGTON 

MANGER,  JOHN  THOMAS,  FAIRFAX,  VIRGINIA 

MANGHISI,  ROSANNE,  HEST  TRENTON,  NEH  JERSEY 

MANGO,  NICHOLAS  FRANCIS,  YAPHANK,  NEH  YORK 
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181 
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195 

86 
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145 
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114 
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176 
195 
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105 

71 
142 
117 

98 
150 
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194 

57 
193 
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133 
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137 
107 
109 
107 

91 
189 
118 
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118 
193 
153 
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122 
114 
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121 
186 
175 
175 
136 
103 
126 
105 


MANGU,  ERNEST  JUMBE,  DAR  ES  SALAAM,  TANZANIA 
MANGUAL,  HECTOR  MANUEL,  SAN  JUAN,  PUERTO  RICO 
MANGUM,  TRAVIS  ALLEN,  OUANTICO,  VIRGINIA 
MANIACI,  SALVATORE  JOSEPH,  RIO  RANCHO,  NEH  MEXICO 
MANION,  LAWRENCE  EUGENE,  LOS  ANGELES,  CALIFORNIA 
MANIS,  RICHARD  VICTOR,  MILLBURN,  NEW  JERSEY 
HAHTHORNE,  NEH  YORK 
FORT  RILEY,  KANSAS 
ROCKY  MOUNT,  NORTH  CAROLINA 


MANN, 
MANN, 
MANN, 
MANN, 
MANN, 
MANN, 
MANN, 
MANN, 
MANN, 


MANNING, 
MANNING, 
MANNING, 
MANNING, 
MANNING, 
MANNING, 
MANNING, 
MANNING, 
MANNING, 


MANNING, 
MANNING, 


MANISCALCO,  NICHOLAS  A. 
MANLEY,  GERALD  JOSEPH, 
MANLEY,  JOHN  HENRY,  JR, 
MANLEY,  MICHAEL  JAMES,  COLUMBUS,  OHIO 
MANN,  GLENN  T.,  EVERETT,  HASHINGTON 
HOYT  L.,  LEEDS,  ALABAMA 
JAMES  R,  SR,  GENESEO,  NEH  YORK 
KEITH,  OKLAHOMA  CITY,  OKLAHOMA 
KENNETH  EARL,  CHICAGO,  ILLINOIS 
MICHAEL,  CAMBRIDGE,  CANADA 
PAUL  HAYHARD,  MONTGOMERY,  ALABAMA 
ROY  STEVEN,  DECATUR,  GEORGIA 
SANFORD  LEWIS,  BRIDGEPORT,  CALIFORNIA 
SCOTT  CHRISTOPHER,  EL  PASO,  TEXAS 
MANNEN,  ROBERT  P.,  SACRAMENTO,  CALIFORNIA 
MANNING,  BRUCE  H. ,  WEST  SENECA,  NEH  YORK 
MANNING,  CHARLES  SCOTT,  CLINTON,  TENNESSEE 
DONALD  R.,  SPOKANE,  HASHINGTON 
EDHARD  J.,  CONCORD,  NEH  HAMPSHIRE 
EDHARD  PETER,  ROBBINSDALE,  MINNESOTA 
FRANKLYN  L.,  LINCOLN,  NEBRASKA 
GREGORY  GREEN,  LONGHOOD,  FLORIDA 
tt   MANNING,  JAMES  J.,  JR.,  NEWPORT,  RHODE  ISLAND 
tt   MANNING,  JOHN  ALLEN,  JR,  NASHVILLE,  TENNESSEE 
PATRICK  SEAN,  MONTGOMERY,  ALABAMA 
RICHARD  LAWRENCE,  HALTHAM,  MASSACHUSETTS 
MANNING,  ROBERT  MICHAEL,  LAS  VEGAS,  NEVADA 
MANNING,  TERRENCE  DELANO,  JR,  ST  THOMAS,  U.S.  VIRGIN  IS 
VINCENT,  ELIZABETH,  NEW  JERSEY 
VINCENT  J.,  CLAYTON,  MISSOURI 
MANNIS,  KARYN  JOAN,  LOS  ANGELES.  CALIFORNIA 
MANNIX,  DONALD  PATRICK,  ELIZABETH,  NEH  JERSEY 
MANNIX,  RICHARD  RYAN,  ELIZABETH,  NEH  JERSEY 
MANNO,  SALVATORE  ANTHONY,  YAPHANK,  NEH  YORK 
MANNS,  JAMES  RICHARD,  JUNCTION  CITY,  KANSAS 
MANOCCHIO,  WILLIAM  JOHN,  CLEVELAND,  OHIO 
MANOS,  ANGELA  MARIA,  FORT  LEAVENHORTH,  KANSAS 
MANRIQUEZ  CARRASCO,  ROBERTO  A,  SANTIAGO,  CHILE 
MANSER,  KAREN  LINDA,  LYNNWOOD,  WASHINGTON 
MANSFIELD,  DONALD  RAY,  SAN  LUIS  OBISPO,  CALIFORNIA 
MANSFIELD,  JACK  DONALD,  OAK  RIDGE,  TENNESSEE 
MANSFIELD,  ROBERT,  KILLEEN,  TEXAS 
MANSKE,  RICHARD  A,  HALES  CORNERS,  WISCONSIN 
HANSON,  FRANK  GRANT,  FLAGSTAFF,  ARIZONA 
tt   MANSOR  BIN  MOHD.,,  KUALA  LUMPUR,  MALAYSIA 
tt   MANSUR,  RAJA,  KUALA  LUMPUR,  MALAYSIA 

MANTARING,  NESTOR  MANRIQUE,  MANILA,  PHILIPPINES 

*  MANTONE,  ARTHUR  JOSEPH,  ELLENVILLE,  NEH  YORK 
MANU,  ZWINGLI,  JAKARTA,  INDONESIA 

MANUEL,  CARRY  ALLEN,  MOUNTAIN  HOME,  ARKANSAS 
MANUEL,  GREGORY  FRANKLIN,  SACRAMENTO,  CALIFORNIA 
MANUEL,  JEFFREY,  LIVINGSTON,  ALABAMA 
MANUEL,  HILLIAM  JASPER,  MARYVILLE,  TENNESSEE 
MANUSIA,  JOSEPH  RUSSELL,  LOMITA,  CALIFORNIA 
tt   MANZI,  JAMES  M,  JAMESTOHN,  NEH  YORK 
tt   MAPES,  HERBERT  C,  NEWPORT  NEWS,  VIRGINIA 

THOMAS  ALLEN,  SANTA  MONICA,  CALIFORNIA 
JERRY,  MINDEN,  NEVADA 
JOHN  L,  CLAIRTON,  PENNSYLVANIA 
MICHAEL  DUANE,  SAN  FRANCISCO,  CALIFORNIA 

*  MAPP,  IVAN  D,  VIRGINIA  BEACH,  VIRGINIA 
MAPYANE,  SIMON  LEROY,  PRETORIA,  SOUTH  AFRICA 

*  MARAGGOS,  WILLIAM,  JR.,  LITTLETON,  COLORADO 

MARAIS,  HENDRIK  PIETER  MACHIEL,  BELLVILLE,  SOUTH  AFRICA 
tt   MARBERRY,  RICHARD  LEE,  HILLSBORO,  MISSOURI 

MARCEAU,  ANDREH  WILLIAM,  BARRE  CITY,  VERMONT 
tt   MARCH,  ALAN  RANDOLPH,  JUNEAU,  ALASKA 
tt   MARCH,  CARL  IRVIN,  WHITEMARSH,  PENNSYLVANIA 
MARCH,  GEORGE  PHILLIP,  HERSHEY,  PENNSYLVANIA 
MARCH,  NOEL  CULVER,  PORTLAND,  MAINE 
MARCH,  ROBERT  DAVID,  II,  YORK,  PENNSYLVANIA 
tt   MARCH,  ROGER  P,  BOISE,  IDAHO 

MARCHAND,  EDHARD  W,  READING,  MASSACHUSETTS 
MARCHAND,  GERALD  A,  NEHTON,  MASSACHUSETTS 
MARCHAND,  HENRY  H,  GROSSE  POINTE  WOODS,  MICHIGAN 
MARCHAND,  MICHIEL  THEODORUS,  HAARLEM,  NETHERLANDS 
MARCHBANKS,  GLENN  HENRY,  SANTA  BARBARA,  CALIFORNIA 
MARCHESCHI,  DENNIS  EUGENE,  SACRAMENTO,  CALIFORNIA 
MARCHESKE,  RALPH  ADOLPH,  SHEBOYGAN,  WISCONSIN 
MARCHITIELLO,  RICHARD,  OAKLAND,  CALIFORNIA 
MARCHLONES,  MELVIN  STANLEY,  HAZEL  PARK,  MICHIGAN 
MARCINKOWSKI,  L  R,  PERTH  AMBOY,  NEH  JERSEY 
MARCINKOWSKI,  MICHAEL  ALLEN,  GOSHEN,  INDIANA 
It   MARCO,  BRUCE  M.  ,  LA  CROSSE,  WISCONSIN 
MARCOE,  GERALD  STEPHEN,  YAPHANK,  NEW  YORK 

*  MARCOM,  THOMAS  E.,  JACKSON,  TENNESSEE 
MARCONI,  DONALD  JOHN,  ASTON,  PENNSYLVANIA 
MARCOTTE,  RONALD  GERALD,  SR,  ENFIELD,  CONNECTICUT 
MARCOU,  DANIEL  JAMES,  LA  CROSSE,  WISCONSIN 
MARCUCCI,  EUGENE,  WOODBRIDGE,  CONNECTICUT 
MARCUM,  CURTIS  KENNETH,  COLUMBUS,  OHIO 

tt   MARCUM,  JOHN  A,  MARYVILLE,  TENNESSEE 

tt   MARCUS,  JAMES  ARTHUR,  NEW  YORK,  NEH  YORK 

MARCUZZO,  WILLIAM  R,  SR,  LITCHFIELD,  ILLINOIS 


MAPES, 
MAPES, 
MAPLE, 
MAPLE, 
MAPLES, 
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HARCY,  HALTER  0  -  MARTIN,  HYATT  TYSON 
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132 
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172 
155 


MARINO, 
MARINO, 
MARINO, 
MARINO, 


MARCY,  HALTER  0,  NEH  MILFORO,  CONNECTICUT 
HARDIS,  JAMES  DENTIS,  BASTROP,  LOUISIANA 
MARDIS,  PATRICK  HAYNE,  FAIRFIELD,  ALABAMA 
MAREK,  JEFFREY  EUGENE,  BERKELEY,  ILLINOIS 
MAREK,  PAUL  M. ,  ALEXANDRIA,  VIRGINIA 
HARENCHIN,  DONALD  A.,  MERCER,  PENNSYLVANIA 
MARES,  VINCENT  SALOMON,  RATON,  NEH  MEXICO 
MARET,  DEAN  F.,  LOS  ALAMOS,  NEH  MEXICO 
MARETT,  HORACE  CLAYTON,  ANDERSON,  SOUTH  CAROLINA 
MARGELOT,  ERNEST  G,  JR ,  HANOVER,  PENNSYLVANIA 
MARGESON,  STEPHEN  LEO,  HELLSVILLE,  NEH  YORK 
MARGOT,  NICHOLAS,  LAUSANNE,  SHITZERLAND 
MARI,  DANIEL  JOSEPH,  NEH  YORK,  NEH  YORK 
MARI,  FRANCISCO,  SAN  JUAN,  PUERTO  RICO 
HARIACA,  ALBERTO,  LIMA,  PERU 
MARIANO,  JOSE  R,  AGANA,  GUAM 
MARIN,  ABDIEL  ELIAS,  PANAMA  CITY,  PANAMA 
MARINELLI,  GEORGE,  ROCKY  HILL,  CONNECTICUT 
MARINI   ARTHUR  EDHARD,  NEH  YORK,  NEH  YORK 

CARLOS  ALBERTO,  BUENOS  AIRES,  ARGENTINA 
LOUIS  P..  NEH  BRITAIN,  CONNECTICUT 
PAUL  ANTHONY,  NORTH  PROVIDENCE,  RHODE  ISLAND 
,  VINCENT  S.,  MIDDLETOHN,  CONNECTICUT 
MARISTELA,  DOMINGO  BARTOLABA,  MANILA,  PHILIPPINES 
MARK  BAILEY,  LAURA  JEANNE,  NEVADA  CITY,  CALIFORNIA 
MARK,  ROBERT  EDHARD,  HAMPTON,  NEH  HAMPSHIRE 
MARKELL,  MERVYN  G,  VICTORIA,  CANADA 
MARKER,  GERALD  ROBERT,  FORT  POLK,  LOUISIANA 
MARKER,  ROBERT  ALBERT,  LINCOLN,  NEBRASKA 
MARKERT,  GEORGE  EDHIN,  ROCHESTER,  NEH  YORK 
MARKERT   HILLIAM  D,  PHILADELPHIA   PENNSYLVANIA 
MARKHAM,  JEFFREY  BARTON,  LAKEPORT,  CALIFORNIA 
MARKHAM  MAYNARD  KEITH,  EAST  LANSING,  MICHIGAN 
MARKIEHICH.  DANNY  MICHAEL,  SUDBURY,  CANADA 
MARKLAND,  JOHN  EDHARD,  GILFORD,  NEH  HAMPSHIRE 
MARKLE,  JESS  H,  FARMINGTON,  NEH  MEXICO 
MARKOPOULOS,  HILLIAM  PETER,  MILTON,  FLORIDA 
MARKS,  GEORGE  H. ,  HESTPORT,  CONNECTICUT 
MARKS,  JOHN  M,  NEHARK,  NEH  JERSEY 
MARKS  MICHAEL  ALEXANDER,  GEORGETOHN,  GUYANA 
MARKS  RICHARD  H. ,  PATCHOGUE  L.  I.,  NEH  YORK 
MARKS,  TERRANCE  GUY,  LA  MESA,  CALIFORNIA 
MARKUM  DARYLL  DUANE,  BURLESON,  TEXAS 
MARKHITH,  ROBERT  GARLAND,  MARTINEZ,  CALIFORNIA 
MARLIN,  FRANCIS  EARL,  KEOKUK,  IOHA 
MARLIN,  GENE  POOL,  SPRINGFIELD,  ILLINOIS 
MARLIN,  NICHOLAS  CHARLES,  DAYTON,  OHIO 
MARLOVITS,  STEPHEN  J,  JR,  TAMPA,  FLORIDA 
MARLOH,  JERRY  P,  MERIDIAN,  MISSISSIPPI 
MARLOHE,  HAROLD  CLINTON,  LOS  ANGELES,  CALIFORNIA 
HILLIAM  F.,  SAVANNAH,  GEORGIA 
JAMES  MICHAEL,  SAN  DIEGO,  CALIFORNIA 
JOHN  THOMAS,  STOCKTON,  CALIFORNIA 
,  THOMAS  E.,  STOCKTON,  CALIFORNIA 
MARON.  IRVIN  THOMAS,  AURORA,  COLORADO 
MARONEY  MICHAEL  JOHN,  MUNICH,  FEDERAL  REPUBLIC  OF  GERM 
MARONEY,  STEPHEN  EDHARD,  ORLANDO,  FLORIDA 
MARONEY  HESLEY  DAVID,  SANTA  MARIA,  CALIFORNIA 
MAROSY,  MICHAEL  JOHN,  MONMOUTH  JUNCTION,  NEH  JERSEY 
MARQUES,  JAMES  MATTOES,  JR,  BARRIGADA,  GUAM 
MARQUETTE,  JEFFREY  PAUL,  FERNANDINA  BEACH,  FLORIDA 
HARQUIS,  BRUCE  PRESTON,  HOUSTON,  TEXAS 
MARQUIS,  ROGER  JACKSON,  NORMAN,  OKLAHOMA 
MARQUIS  HILLIAM  VANCE,  NEH  CASTLE,  PENNSYLVANIA 
MARQUITH,  DAVID  NICHOLAS,  FORT  CARSON,  COLORADO 
MARR,  JERRY  LEE,  KOKOMO,  INDIANA 
MARREN,  CHARLES  DAVID,  QUANTICO,  VIRGINIA 
MARRERO  COLON,  FERNANDO,  SAN  JUAN,  PUERTO  RICO 
MARRERO,  JOSE  ANTONIO,  BAYAMON,  PUERTO  RICO 
MARRERO,  JOSEPH  RONALD,  NEH  YORK,  NEH  YORK 
MARRERO,  HILSON,  HINEOLA,  NEH  YORK 
MARRINER,  THOMAS  SCOTT,  CHICAGO,  ILLINOIS 
MARRIOTT,  JOHN  A,  HERMITAGE,  PENNSYLVANIA 
MARRIOTT,  NORMAN  KENNETH,  HOUSTON,  TEXAS 
MARRON,  JEREMIAH  PETER,  GRANBY,  CONNECTICUT 
MARSALA,  DONALD  CARLTON,  POUGHKEEPSI E,  NEH  YORK 
MARSDEN,  GARY  LEE,  CHEYENNE,  HYOMING 
MARSH,  GAIL  COLLEEN,  REDMOND,  HASHINGTON 
JOHN  F,  AUGUSTA,  MAINE 
JONATHON  HAYNE,  MILHAUKEE,  HISCONSIN 
TIMOTHY  PATRICK,  EUFAULA,  ALABAMA 
,  HILBURN  L,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
MARSHALl'qUINONES,  VALRICA  JANE,  HASHINGTON,  DISTRICT  0 
MARSHALL,  BILLY  J.,  PENSACOLA,  FLORIDA 

BRYON  KEVIN,  BURLINGTON,  NEH  JERSEY 

DAVID  BRUCE,  SCOTTSDALE,  ARIZONA 

DONALD  HAYNE,  PITTSBURG,  KANSAS 

E.  H.,  AUSTIN,  TEXAS 

FREDERICK  LEO,  JR,  CHARLESTON,  HEST  VIRGINIA 

JAMES  0,  HASHINGTON,  ILLINOIS 

JOHN  ENGLISH,  LAKEHOOD,  NEH  JERSEY 

JOHN  REID,  GLASGOH,  SCOTLAND 

JOSEPH,  ERIE,  PENNSYLVANIA 

LANE  F,  HATERBURY,  VERMONT 

LAURENCE  R,  OCEANSIDE,  CALIFORNIA 

MARK  ANDREH,  SMITHFIELD,  VIRGINIA 

PAUL  LAHRENCE,  MANHATTAN  BEACH,  CALIFORNIA 

PETER,  AULKLAND,  NEH  ZEALAND 

ROBERT  HAYNE,  NAPERVILLE,  ILLINOIS 

ROY  LEE,  DES  MOINES,  IOHA 
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MARSHALL,  SCOTT  DREH,  COLUSA,  CALIFORNIA 
MARSHALL,  STEVEN  LINN,  AURORA,  COLORADO 
MARSHBURN,  CHARLES  K.,  RALEIGH,  NORTH  CAROLINA 
MARSIC,  JOSEPH  M.,  HASTINGS  ON  HUDSON,  NEW  YORK 
MARSICO,  ROCCO,  HARRISON,  NEH  YORK 
MARSILLO,  GREGORY  HILLIAM,  FORT  MEADE,  MARYLAND 
MARSZALEK,  JOHN  FRANK,  GENEVA,  ILLINOIS 
MART,  CLINTON  D,  SANTA  CRUZ,  CALIFORNIA 
MARTELLA,  RAYMOND,  MAYS  LANDING,  NEH  JERSEY 
MARTENSON,  BLAIR  LEE,  BUTTE,  MONTANA 
MARTI,  MARIA  JOSE,  OAKLAND,  CALIFORNIA 
MARTIEN,  DAVID  A.,  TIFFIN,  OHIO 
MARTIN  PASTOR,  JULIAN,  MADRID,  SPAIN 
MARTIN-INURRIETA,  TOMAS,  MADRID,  SPAIN 
MARTIN,  ALAN  GEOFFREY,  JR,  TARRYTOHN  NEW  YORK 
ARNOLD  LEE,  JR,  HARTFORD,  CONNECTICUT 
ARTHUR  ROY,  KINGSTON,  JAMAICA 
BARRY  S.,  COVINGTON,  KENTUCKY 

BERNEY  J  PONAPE,  FEDERATED  STATES  OF  MICRONESI 
BRIAN  KEITH,  CAPITOLA,  CALIFORNIA 
BRIAN  RAY,  SALEM,  OREGON 
BRUCE  CHARLES,  MARINA,  CALIFORNIA 
BRUCE  DAVID,  CHEROKEE,  NORTH  CAROLINA 
CHARLES  J.,  LOS  BANOS,  CALIFORNIA 
CHARLES  J.,  SR.,  LAS  VEGAS,  NEVADA 
CHARLES  JEFFREY,  BURLINGTON,  KENTUCKY 
CHARLES  RICHARD;  SOUTH  CHARLESTON,  WEST  VIRGINI 
CHARLES  ROSS,  EL  DORADO,  ARKANSAS 
CHRISTOPHER  BRUCE,  CAMP  SMITH,  HAWAII 
CLARENCE  ELLIS,  JR,  FORT  MEADE,  MARYLAND 
COY  L,  FORT  WORTH,  TEXAS 
DANIEL  J,  LINCOLNHOOD,  ILLINOIS 
DANIEL  RAY,  DENTON,  TEXAS 
DAVID  J.,  SAN  BERNARDINO,  CALIFORNIA 
DENNIS  STEPHEN,  HASHINGTON,  DISTRICT  OF  COLUMBI 
EDGAR  E,  KODIAK,  ALASKA 
EDHARD  DEAN,  BILLINGS,  MONTANA 
EDHARD  L.,  JR.,  SACRAMENTO,  CALIFORNIA 
GARY  LYNN,  GARY,  INDIANA 
GEORGE  A.,  HILO,  HAWAII      „.„«.„.„.„.» 
GOVAN  ANTHONY,  JR,  HERSHEY,  PENNSYLVANIA 
HUGH  JOHN,  OCONOMOHOC,  WISCONSIN 
JACK  C,  ANAHEIM,  CALIFORNIA 
JAMES  A,  CHARLOTTE,  NORTH  CAROLINA 
JAMES  J,  NARRAGANSETT,  RHODE  ISLAND 
JERRELL  D.,  WENATCHEE,  WASHINGTON 
JOHN  ALFORD,  LODI ,  CALIFORNIA 
JOHN  CHARLES,  MONTPELIER,  VERMONT 
JOHN  DENNIS,  WEST  CHESTER,  PENNSYLVANIA 
JOHN  M,  LAUREL,  MARYLAND 
JOHN  RICHARD,  CHICAGO,  ILLINOIS 
JOHN  THOMAS,  BRATTLEBORO,  VERMONT 
JOHNNY  MICHAEL,  TEXAS  CITY,  TEXAS 
JOSEPH  AUGUST,  PORT  ANGELES,  WASHINGTON 
JOSEPH  EDHARD,  RENO,  NEVADA 
MARI  IN,  JUAN,  JR,  PHOENIX,  ARIZONA   „.„-.„-„_„- 
MARTIN  KENNETH  FRANCIS,  FRAMINGHAM,  MASSACHUSETTS 
MARTIN,  LANCE  HESLEY,  HATERVILLE,  OHIO 
MARTIN,  LARRY  JAMES,  MT.  VERNON,  ALABAMA 
MARTIN  LESTER  LEE,  GREENHOOD,  MISSISSIPPI 
MARTIN,  MICHAEL  JOHN,  ROCHESTER,  NEW  YORK 
MARTIN,  MICHAEL  LEE,  SOUTHFI ELD  MICHIGAN 
MARTIN,  MICHAEL  S,  BRIDGEPORT,  MICHIGAN 

NOEL  ALLAN,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
PHILLIP  R.,  JOLIET,  ILLINOIS- 
RALPH  EDGAR,  HAMILTON,  OHIO 
RAMON  LUIS,  PANAMA  CITY,  PANAMA 
RAYMOND  V.,  NEW  YORK,  NEW  YORK 
RICHARD  B,  PICAYUNE,  MISSISSIPPI 
RICHARD  OHEN,  COLUMBIA,  SOUTH  CAROLINA 
ROBERT  ALAN,  GROTON,  CONNECTICUT 
ROBERT  ALLEN,  HARRISBURG,  PENNSYLVANIA 
ROBERT  BRUCE,  JERSEY  CITY,  NEW  JERSEY 
ROBERT  CLEVELAND,  DUMFRIES,  VIRGINIA 
ROBERT  G,  MEMPHIS,  TENNESSEE 
ROBERT  H.,  COLUMBUS,  GEORGIA 
ROBERT  J.,  SUMMIT,  NEW  JERSEY 
ROBERT  JAMES,  CORONA,  CALIFORNIA 
ROBERT  VALERY,  LAKE  CHARLES,  LOUISIANA 
ROBERT  H.,  MIDDLETOHN,  CONNECTICUT 
RODNEY  L,  PIKESVILLE,  MARYLAND 
RONALD  DEAN,  LITTLETON,  COLORADO 
RONALD  JOSEPH,  AURORA,  ILLINOIS 
RONALD  LEE,  MUSCATINE,  IOWA 
RONALD  MONTISELLO,  CHICAGO,  ILLINOIS 
RUSSELL  DERWIN,  LOVINGTON,  NEW  MEXICO 
SHEDRICK,  JR.,  SAVANNAH,  GEORGIA 
STEPHEN  LINN,  COLUMBUS,  OHIO 
TEDDY  WARD,  LEXINGTON,  TENNESSEE 
THEOPHILUS,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  ROBERT,  GREEN  BAY,  WISCONSIN 
THOMAS  W,  MT.  PLEASANT,  MICHIGAN 
TIM  L.,  INDIANAPOLIS,  INDIANA 
TIMOTHY  C,  SAN  BERNARDINO,  CALIFORNIA 
VERTEL  TERESE,  NEW  YORK,  NEW  YORK 
HILLIAM  ALLAN  ORANGEBURG  SOUTH  CAROLINA 
WILLIAM  CHARLES,  ARLINGTON  HEIGHTS,  ILLINOIS 
WILLIAM  IRA,  CORAL  GABLES,  FLORIDA 
U   MARTIN;  WILLIAM  T.,  JOSHAU,  TEXAS 
#  MARTIN  WYATT  TYSON,  DURHAM,  NORTH  CAROLINA 
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MARTINA,    JOSEPH  M.    -  MAUNEY,    BOBBY  GENE,    JR 
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MARTINA,  JOSEPH  M. ,  LONDON,  OHIO 

MARTINAK,  ARTHUR  J,  ALBANY,  OREGON 

MARTINAK,  RANDY  C,  SALEM,  OREGON 

MARTINELL,  EDHARD  J,  YAPHANK,  NEW  YORK 

MARTINEZ-VAZQUEZ,  MIGUEL  LUIS,  SAN  SEBASTIAN,  SPAIN 

MARTINEZ,  ANACLETO,  PHARR,  TEXAS 

MARTINEZ,  AVELINO  ADRIAN,  EL  PASO,  TEXAS 

MARTINEZ,  CARLOS  ENRIQUE,  NEW  YORK,  NEH  YORK 

MARTINEZ,  ENRIQUE  WILFREDO,  SANTA  CRUZ,  CALIFORNIA 

MARTINEZ,  FRANK  ROBERTO,  MONTE  VISTA,  COLORADO 

MARTINEZ,  GEORGE  F.,  YUMA,  ARIZONA 

MARTINEZ,  JOHN  CHARLES,  DALLAS,  TEXAS 

MARTINEZ,  JOSEPH  LAHRENCE,  FLORENCE,  ARIZONA 

MARTINEZ,  LESLIE  KAY,  PORTSMOUTH,  VIRGINIA 

MARTINEZ,  MANUEL,  JR,  SAN  JOSE,  CALIFORNIA 

MARTINEZ,  N.,  ROBERTO,  CHIHUAHUA,  MEXICO 

MARTINEZ,  PAGAN  JUAN,  SAN  JUAN,  PUERTO  RICO 

MARTINEZ,  RAMIRO,  NEH  BRAUNFELS,  TEXAS 

MARTINEZ,  RICHARD,  COLORADO  SPRINGS,  COLORADO 

MARTINEZ,  ROBERT,  HOODLAND,  CALIFORNIA 

MARTINEZ,  ROBERT  PENILLA,  SAN  ANGELO,  TEXAS 

MARTINEZ,  HALTER  DAVID,  MIAMI,  FLORIDA 

MARTINEZ,  HILLIAM,  ST.  PAUL,  MINNESOTA 

MARTINI,  DANIEL  JOSEPH,  SANTA  ANA,  CALIFORNIA 

MARTINI,  E.  A.,  BRISBANE,  CALIFORNIA 

MARTINO,  ANTHONY  J,  CINCINNATI,  OHIO 

MARTINO,  JAMES  A.,  JR,  AVON,  CONNECTICUT 

MARTINO,  JOHN  ANTHONY,  SOUTH  BOSTON,  MASSACHUSETTS 

MARTINO,  ROBERT  ANTHONY,  HOPEWELL  JUNCTION,  NEW  YORK 

MARTINS,  ARTHUR  F,  FRAMINGHAM,  MASSACHUSETTS 

MARTINS,  ARTHUR  JOHN,  PAWTUCKET,  RHODE  ISLAND 

MARTINSON,  HOWARD  E. ,  PHOENIX,  ARIZONA 

MARTIR,  MIGUEL  ANGEL,  JR,  NEW  YORK,  NEW  YORK 

MARTORANO,  TERRY  JAMES,  WAUKESHA,  WISCONSIN 

MARTUS,  RICHARD  MINGUELITO,  ORANJESTAD,  ARUBA 

MARTYNIUK,  ZENNY  E,  BRIDGEPORT,  PENNSYLVANIA 

MARTZ,  MICHAEL  EDWARD,  SIDNEY,  OHIO 

MARTZ,  RANDALL  GENE,  DELAWARE,  OHIO 

MARTZ,  SAMUEL  J,  MEMPHIS,  TENNESSEE 

MARUGG,  JEFFERY  WAYNE,  MIDLAND,  TEXAS 

MARUM,  PER  MARTIN,  ELVERUM,  NORWAY 

MARUYA,  AKIHIKO,  TOKYO,  JAPAN 

MARUYAMA,  AKIHISA,  TOKYO,  JAPAN 

MARUYAMA,  MIKIHARU,  TOKYO,  JAPAN 

MARUZO-BOLDUC,  LISA  MARIE,  WILLIMANTIC,  CONNECTICUT 

MARVELL,  THOMAS  ELDON,  OKLAHOMA  CITY,  OKLAHOMA 

MARVIN,  DOUGLAS  ROYCE,  NEW  PROVIDENCE,  NEW  JERSEY 

MARX,  BRUCE  CHARLES,  BABYLON,  NEW  YORK 

MARX,  JOHN  JOSEPH,  SUFFOLK,  VIRGINIA 

MARX,  LARRY  CHARLES,  SALT  LAKE  CITY,  UTAH 

MARX,  ROBERT,  AUGUSTA,  MAINE 

MARZANO,  RONALD  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MASANGO,  CHRISTOPHER  NGANDA,  YAOUNDE,  CAMEROON 

MASCHER,  SCOTT  LYNN,  PRESCOTT,  ARIZONA 

MASCIANA,  RONALD  JOSEPH,  HOLLIS,  NEW  YORK 

MASCOLO,  EUGENE  LOUIS,  DERBY,  CONNECTICUT 

MASCOLO,  PAUL,  NUTLEY,  NEW  JERSEY 

MASCORRO,  RUDY,  HOLLAND,  MICHIGAN 

MASHBURN,  MICHAEL  DAVID,  JONESBORO,  ARKANSAS 

MASI,  ANTHONY,  YORKTOWN,  NEW  YORK 

MASK,  RICHARD  LEE,  SR,  NICHOLS  HILLS,  OKLAHOMA 

MASKO,  ROBERT  STEVEN,  TACOMA,  WASHINGTON 

MASLAND,  HOMER  D. ,  NEWBURGH,  NEW  YORK 

MASON,  ALAN  C. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MASON,  ALAN  EDWARD,  FORSYTH,  MISSOURI 

MASON,  CHARLES  A.,  PHILADELPHIA,  PENNSYLVANIA 

MASON,  CHARLES  D. ,  MILLEDGEVILLE,  GEORGIA 

MASON,  DAVID  BRENT,  FAIRLAWN,  OHIO 

MASON,  DENNIS  WILLIAM,  MESA,  ARIZONA 

MASON,  DONALD  EDWARD,  CENTRALIA,  WASHINGTON 

MASON,  DONALD  G. ,  CHEHALIS,  WASHINGTON 

MASON,  DONALD  ROGER,  BELDING,  MICHIGAN 

MASON,  EDWARD  CARMACK,  NASHVILLE,  TENNESSEE 

MASON,  ELWOODC,  WAUSAU,  WISCONSIN 

MASON,  ERIC  GRANT,  CRANFORD,  NEW  JERSEY 

MASON,  ERNEST  J.,  NORTH  PLATTE,  NEBRASKA 

MASON,  JAMES  D. ,  FRANKFORT,  KENTUCKY 

MASON,  JOHN  L,  SEATTLE,  WASHINGTON 

MASON,  LAWRENCE  ALLEN,  BOULDER,  COLORADO 

MASON,  LYNN  MARION,  OMAHA,  NEBRASKA 

MASON,  MARK  ROBERT,  INDIANAPOLIS,  INDIANA 

MASON,  MYRA  JO,  LOUISVILLE,  KENTUCKY 

MASON,  RICHARD  J.,  ELIZABETH,  NEW  JERSEY 

MASON,  ROBERT  S.,  TOLEDO,  OHIO 

MASON,  RONALD  E,  COLUMBIA,  MISSOURI 

MASON,  WILLIAM  ALBERT,  WESTMINSTER,  COLORADO 

MASONER,  DARRELL  WILLIAM,  PITTSBURG,  KANSAS 

MASONSON,  IRVING,  NEW  YORK,  NEW  YORK 

MASS,  DAVID  A.,  NEW  YORK,  NEW  YORK 

MASS,  RAYMOND,  SHREWSBURY,  NEW  JERSEY 

MASSARO,  FRANK  J.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

MASSE,  HAROLD,  SPRINGFIELD,  ILLINOIS 

MASSENGILL,  GERALD  E,  MEMPHIS,  TENNESSEE 

MASSEY,  DAVID  CHARLES,  OCEAN  CITY,  MARYLAND 

MASSEY,  GEORGE  F.,  BILLINGS,  MONTANA 

MASSEY,  GUS  L.,  EL  PASO,  TEXAS 

MASSEY,  J.  P.,  MACON,  GEORGIA 

MASSEY,  JAMES  DOUGLAS,  TWIN  FALLS,  IDAHO 

MASSEY,  JOHNNY  BRUCE,  RALEIGH,  NORTH  CAROLINA 

MASSEY,  JOSEPH  PAUL,  WATERVILLE,  MAINE 
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MASSEY,  SIDNEY  H,  ORANGE  CITY,  FLORIDA 
MASSIE,  JAMES  MARVIN,  CHICO,  CALIFORNIA 
MASSIMI,  GENE  ARTHUR,  BURLINGTON,  NEW  JERSEY 
MASTELLA,  ANDREW  PETER,  WEST  TRENTON,  NEW  JERSEY 
MASTEN,  RICHARD  HEZEKIAH,  JR,  MIAMI  SHORES,  FLORIDA 
MASTERS,  EUGENE  H. ,  LINCOLN,  NEBRASKA 
MASTERSON,  ARCHIE  CLINTON,  JOPLIN,  MISSOURI 
MASTERSON,  JOHN  THOMAS,  BROOKLYN,  NEW  YORK 
MASTICK,  GORDON  K. ,  MANHATTAN  BEACH,  CALIFORNIA 
MASTIN,  DANE  CLARK,  WILKESBORO,  NORTH  CAROLINA 
MASTRONARDI,  ANTHONY  J,  FAIRFIELD,  CONNECTICUT 
MASUDA,  SUSUMU  SAM,  LOS  ANGELES,  CALIFORNIA 
MATAKIBAU,  SAMUELA  SILI,  SUVA,  FIJI 
MATAMOROS,  MARTIN,  SAN  JOSE,  COSTA  RICA 
MATEO,  CARMELITO  B.,  MANILA,  PHILIPPINES 
MATERNA,  STEPHEN  JOEL,  WARREN,  MICHIGAN 
MATHENA,  WILFRED  B.,  BLUEFIELD,  WEST  VIRGINIA 
MATHENY,  TIMOTHY  LEE,  PLAINSBORO,  NEW  JERSEY 
MATHER,  DONALD  GOVE,  DOYLESTOWN,  PENNSYLVANIA 
MATHER,  WILLIAM  LEE,  OAKLAND,  CALIFORNIA 
MATHES,  ANDREW  J.,  LOS  ANGELES,  CALIFORNIA 
MATHESON,  JERRY  V,  OKLAHOMA  CITY,  OKLAHOMA 
MATHESON,  JOHN  R.,  KANSAS  CITY,  MISSOURI 

FREDERICK  C,  GREEN  BAY,  WISCONSIN 

LOYD  W.,  PARIS,  TEXAS 

LYLE  D,  MACDILL  AFB,  FLORIDA 

MICHAEL  REEDY,  COLLEGE  STATION,  TEXAS 

ROBERT  0.,  JR.,  ELLICOTT  CITY,  MARYLAND 

DAN  R.,  MCMINNVILLE,  TENNESSEE 

GEORGE  A,  BRIGHTON,  COLORADO 
MATHIESEN,  HAROLD,  CHERRY  HILL,  NEW  JERSEY 
MATHIS,  CALIPH  TANU,  BROOKLYN,  NEW  YORK 
DELANO  B,  BELLE  GLADE,  FLORIDA 
JOHN  WESLEY,  JR,  PENSACOLA,  FLORIDA 
ROBERT  CHARLES,  KANSAS  CITY,  MISSOURI 
STEPHEN  EDWARD,  ABBEVILLE,  ALABAMA 
MATHUES,  THEODORE  F.,  DONORA,  PENNSYLVANIA 
MATHY,  JOSEPH  VICTOR,  WATSEKA,  ILLINOIS 
MATIASOVSKY,  IGOR,  NITRA,  SLOVAKIA 
MATIZ,  ALVARO,  BOGOTA,  COLOMBIA 
MATLACK,  JOHN  H,  ORLANDO,  FLORIDA 
MATLOCK,  ERIC  WENDELL,  BAKERSFIELD,  CALIFORNIA 
MATLOCK,  JOE  L.,  MIDLAND,  TEXAS 
MATLOCK,  WILLIAM  BURDELL,  PADUCAH,  KENTUCKY 
MATO,  JOSE  LUIS,  CLEARWATER,  FLORIDA 
MATOS  COLON,  MIGUEL,  SAN  JUAN,  PUERTO  RICO 
MATOSGARCIA,  JOSE  RAMON,  SAN  JUAN,  PUERTO  RICO 
MATOUSEK,  LOUIS  EDWARD,  PEPPER  PIKE,  OHIO 
MATRANGOLA,  LEO  FRANCIS,  BEL  AIR,  MARYLAND 
MATSKO,  JOHN  GREGORY,  COLORADO  SPRINGS,  COLORADO 
MATSON,  STEVEN  MALCOLM,  FULLERTON,  CALIFORNIA 
MATSUI,  TOSHIEI,  TOKYO,  JAPAN 
MATTA,  PETER  MICHAEL,  JR,  BERLIN,  CONNECTICUT 
MATTALIANO,  PETER  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MATTEI,  DONALD  JOSEPH,  BELMONT,  CALIFORNIA 
MATTHES,  CHARLES  B. ,  DETROIT,  MICHIGAN 
MATTHEWS,  CHARLES  E.,  WHEATON,  ILLINOIS 
MATTHEWS,  DAVID  HARLEY,  DAYTON,  OHIO 
MATTHEWS,  DAVID  L,  RALEIGH,  NORTH  CAROLINA 
MATTHEWS,  DONALD  HOKE,  MIAMI,  FLORIDA 
MATTHEWS,  DOUGLAS  FREDERIK,  GOLDEN,  COLORADO 
MATTHEWS,  EDWARD  G. ,  CAMP  BULLIS,  TEXAS 
MATTHEWS,  J  EDWIN,  DECATUR,  GEORGIA 
MATTHEWS,  JAMES  EDWARD,  III,  COLUMBIA,  TENNESSEE 
MATTHEWS,  KEVIN  E,  MACDILL  AFB,  FLORIDA 
MATTHEWS,  STEPHEN  GERARD,  FRAMINGHAM,  MASSACHUSETTS 
MATTHEWS,  WILLIAM  B.,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 
MATTHEWSON,  THOMAS  WADSWORTH,  CHINO,  CALIFORNIA 
MATTHIAS,  RAYMOND  C,  CAMP  PENDLETON,  CALIFORNIA 
MATTICE,  GARY  J.,  BATH,  NEW  YORK 
MATTICE,  RICHARD  ALBERT,  KENTWOOD,  MICHIGAN 
MATTINGLY,  GUY  G,  ROSENBERG,  TEXAS 
MATTOCH,  LILLIAN  CHAI,  SAN  FRANCISCO,  CALIFORNIA 
MATTOCKS,  ROBERT  A.,  ROCKFORD,  ILLINOIS 
MATTOX,  JOHN  FRANKLIN,  HIGHLAND  PARK,  MICHIGAN 
MATTSON,  EDWARD  T.,  ST.  PAUL,  MINNESOTA 
MATULA,  JOHN  A,  CHICAGO,  ILLINOIS 
MATULAVICH,  MICHAEL  THEODORE,  AKRON,  OHIO 
MATULEWICH,  VINCENT  A,  JR,  TRENTON,  NEW  JERSEY 
MATURO,  JAMES  ROBERT,  WETHERSFIELD,  CONNECTICUT 
MATYOLA,  WILLIAM  GEORGE,  ROCKAWAY  TWP,  NEW  JERSEY 
MATZKE,  ROBERT  RICHARD,  BISMARCK,  NORTH  DAKOTA 
MAUCH,  CHARLES  ALVIN,  LODI ,  CALIFORNIA 
MAUCK,  CARROLL  K,  WINCHESTER,  VIRGINIA 
MAUCK,  ROGER  DAVID,  BRIGHTON,  COLORADO 
MAUDLIN,  EARL,  JR.,  HUTCHINSON,  KANSAS 
MAUDLIN,  THOMAS  E,  PACIFIC  GROVE,  CALIFORNIA 
MAUER,  JAMES  MICHAEL,  INDEPENDENCE,  MISSOURI 
MAUGANS,  MICHAEL  PHILLIP,  HARRISBURG,  PENNSYLVANIA 
MAUGER,  MICHAEL  EUGENE,  WORTHINGTON,  OHIO 
MAUGHAN,  GERALD  W,  MIDVALE  CITY,  UTAH 
MAUGHAN,  WILLIAM  LELAND,  BUCKEYE,  ARIZONA 
MAUL,  VICTOR  E.,  SR.,  ADDISON,  ILLINOIS 
MAULDIN,  G.  T.,  DALTON,  GEORGIA 

MAULDIN,  NANDO  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MAULDIN,  ROBERT  E.,  JR,  TOWSON,  MARYLAND 
MAULDIN,  WILLIAM  THOMAS,  MACON,  GEORGIA 
MAULE,  WALTER  D,  WINSLOW,  ARIZONA 
MAULT,  KENNETH  DOSSIE,  MIDLAND,  MICHIGAN 
MAUNEY,  BOBBY  GENE,  JR,  LOUISVILLE,  KENTUCKY 
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MAXEY 
MAXEY, 
MAXEY, 
MAXEY, 


PENNSYLVANIA 
DISTRICT  OF  COLUMB 


HAUPIN   FELIX  C,  JR.,  KNOXVILLE,  TENNESSEE 
HAURAS  POVENTUD.  MANUEL,  SAN  JUAN,  PUERTO  RICO 
MAURER,  CLIFFORD  JOSEPH,  PLAINSBORO,  NEH  JERSEY 
MAURER,  JAMES  A,  CHICAGO,  ILLINOIS 
MAURI,  ANGELO  ANTHONY,  PHILADELPHIA, 
MAUSS,  JOHN  JOSEPH,  DUBUQUE,  IOHA 
MAHHORR,  RICHARD  EUGENE,  HASHINGTON 
MAHHORTER,  DAVID  PAUL,  CRAIG,  COLORADO 
MAHYER.  KENT  HEIR,  SAN  ANTONIO,  TEXAS 
MAX   STEVEN  G,  MANVILLE,  NEH  JERSEY 
MAXEY.  ALBERT  H.,  SR.,  LINCOLN,  NEBRASKA 
H  B,  JR,  STARKVILLE,  MISSISSIPPI 
JAMES  T.,  RALEIGH,  NORTH  CAROLINA 
MICHAEL,  LONGVIEW,  TEXAS 
SAMUEL  A,  III,  PHOENIX,  ARIZONA 
MAXFIELD,  ROBERT  LEONARD,  ABERDEEN,  HASHINGTON 
MAXFIELD  HILBUR  SCALES,  CONCORD,  NEH  HAMPSHIRE 
MAXSON,  LAHRENCE  E.,  UKIAH,  CALIFORNIA 

MAXSON,  ROBERT  LEE,  DECATUR,  GEORGIA  

MAXHELL,  AUDLEY  ALLEN,  FALLS  CHURCH,  VIRGINIA 
CHARLES  H,  JR,  BILLINGS,  MONTANA 
FREDDIE,  AUSTIN,  TEXAS  „„.„„r 

,  GORDON  CHESTERFIELD,  BRIDGETOHN,  BARBADOS 
MAXHELL   GRAHAME  RONALD,  CLEVELAND,  ENGLAND 
MAXHELL   HOHARD  C,  SHARON,  PENNSYLVANIA 
JIMMIE  DON,  MARIETTA,  GEORGIA 
JOHN  EDHIN,  HOBART,  AUSTRALIA 
JOHN  PATTERSON,  AUSTIN,  TEXAS 
JOHN  THOMAS,  PHILADELPHIA,  PENNSYLVANIA 
KENNETH  GRADY,  ALPINE,  TEXAS 
.  LAMAR  J. ,  TAMPA,  FLORIDA 
MAXHELL   MARVIN  a|  OKLAHOMA  CITY,  OKLAHOMA 
MAXHELL,  MELVIN,  JACKSON,  MISSISSIPPI 
MAXHELL,  RAYMOND  J,  BESSEMER,  ALABAMA 
MAXHELL   ROBERT  H,  PASCAGOULA,  MISSISSIPPI 
MAXHELL,  ROBERT  LYNN,  HAYS,  KANSAS 
MAXHELL   ROBERT,  JR,  ^FFERSON  HISCONS  N 
MAXHELL,  SHIRLEY  HHITHORTH,  SALT  LAKE  CITY,  UTAH 
MAXHELL,  HILLIAM  DONALD,  DELAND,  FLORIDA 
MAY   GENEVIEVE  LYNN,  BATON  ROUGE,  LOUISIANA 
HAROLD  H,  HAMILTON,  OHIO      „„,.„.„., 
KARL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
KENNETH  BYRON,  RIVER  ROUGE,  MICHIGAN 
MAY  KENNETH  DAVID,  ASHLAND,  KENTUCKY 
MAY   OTIS  DIXSON,  PAGOSA  SPRINGS,  COLORADO 
'  RAYMOND  B,  JR,  TUSCUMBIA,  ALABAMA 
RICHARD  LEE,  HUBER  HEIGHTS,  OHIO 
ROBERT  DAVID,  MARIANNA,  ARKANSAS 
ROBERT  LEHIS,  II,  BALTIMORE,  MARYLAND 
STANLEY  J,  YAKIMA,  HASHINGTON 
STANLEY  MCDOHELL,  DETROIT,  MICHIGAN 
MAYBEE   PETER  JOHN;  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MAYBERRY,  MICHAEL  DONOVAN,  HENDERSON,  NEVADA 
MAYER,  ANDREW  HILBERT,  RICHMOND,  ILLINOIS 
CHARLES  N.,  ST  MATTHEHS,  KENTUCKY 
DAVID  J.,  EAU  CLAIRE,  HISCONSIN 
,  EDHIN  CHARLES,  MEDFORD,  OREGON 
MAYER  GEORGE  H,  JR,  STAMFORD,  CONNECTICUT 
MAYER,  GORDON  LEWIS,  ROCKFORD,  ILLINOIS 

HERBERT  HALTER,  MILFORD,  CONNECTICUT 
NICHOLAS  JOHN,  JR,  VERMILION,  OHIO 
NICKOLAUS  J,  HARPER  HOODS,  MICHIGAN 
RICHARD  LEON,  ATHENS,  OHIO 
,  THEODORE  H,  JR,  ENFIELD,  NORTH  CAROLINA 
MAYER,  HILLIAM  D,  ROCHESTER,  NEH  YORK 
MAYERL,  ERHIN,  INNSBRUCK,  AUSTRIA 
MAYES   DEWEY  CLAYTON,  DOWNEY,  CALIFORNIA 
LARRY  GENE,  SEATTLE,  HASHINGTON 
LAHRENCE  R,  MOUNT  RUSHMORE,  SOUTH  DAKOTA 
MARK  EDHARD,  FRANKFORT,  KENTUCKY 
THOMAS  REEVES,  TUSCALOOSA,  ALABAMA 
MAYFIELD,  E.  L.,  ANCHORAGE,  ALASKA 
MAYFORTH,  JESSE,  MINEOLA,  NEW  YORK 
MAYNARD,  DAVID  INSELL,  HIALEAH,  FLORIDA 
MAYNARD   EARL  R.,  ROCK  ISLAND,  ILLINOIS 
MAYNARD  MICHAEL  CARSON,  FULLERTON,  CALIFORNIA 
MAYNARD   PAUL  RANDALL,  PIKEVILLE,  KENTUCKY 
MAYNOR,  DAVID  LYNN,  MARIETTA,  GEORGIA  _iiuot, 
MAYO,  ALFRED,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MAYO  JOB  A.,  JR.,  MANILA,  PHILIPPINES 
MAYS,  JAMES  GARLAND,  MONTGOMERY,  ALABAMA 
MAYS,  JAMES  ROBERT,  JR,  DOVER,  DELAWARE 
HAYS,  JIM  B,  COLUHBUS,  GEORGIA 
MAYS,  JOSEPH  FRANKLIN,  KINGSVILLE,  TEXAS 
MAYS   RAYMOND  EARL,  COLORADO  SPRINGS,  COLORADO 
MAZALESKI   MICHAEL  C. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HAZZARO  MICHAEL  J.,  RUTHERFORD,  NEH  JERSEY 
MAZZEO,  JOHN  JAMES,  EASTON,  PENNSYLVANIA 
MAZZEO   JOHN  JOSEPH,  EASTON,  PENNSYLVANIA 
MAZZEO.  PETER  A,  EMERSON,  NEH  JERSEY 
MAZZONE,  CHARLES  RICHARD,  DUXBURY,  MASSACHUSETTS 
MAZZONE.  FRANK,  PIKESVILLE,  MARYLANO 
MAZZONE   GARY  LOUIS,  ROCKY  HILL,  CONNECTICUT 
MAZZONE   RAYMOND  A,  MANCHESTER,  CONNECTICUT 
MCAFEE,  DONALD  A.,  JOPLIN,  MISSOURI 
MCAFEE.  WILEY  B,  JR,  HOUSTON,  TEXAS 
MCALEENAN   JOSEPH  A.,  WESTON,  CONNECTICUT 
MCALEER  MICHELE  DIANE,  SANTA  BARBARA,  CALIFORNIA 
MCALEXANDER   BOYD  STOUT,  CHERRY  POINT,  NORTH  CAROLINA 
MCALEXANDER   JOHNNY  RAY   NEH  BERN,  NORTH  CAROLINA 


MAXHELL, 
MAXWELL, 
MAXWELL, 


MAXWELL, 
MAXWELL, 
MAXWELL, 
MAXWELL, 
MAXWELL, 
MAXWELL, 
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MAY, 
MAY, 


MAY, 
MAY, 
MAY, 
MAY, 
MAY, 
MAY, 


MAYER, 
MAYER, 
MAYER, 


MAYER, 
MAYER, 
MAYER, 
MAYER, 
MAYER, 


MAYES, 
MAYES, 
MAYES, 
HAYES, 
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111 
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99  tt 

62  tt 

172 

107  tt 

78  tt 
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84  tt 
195 

24  tt 
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186 
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94  tt 
155  tt 
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MCALLISTER, 
MCALLISTER, 
MCALLISTER, 
MCALLISTER. 
MCALLISTER, 


MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 
MCBRIDE, 


MCBROOM, 

MCCABE, 

MCCABE, 

MCCABE, 

MCCABE, 

MCCABE, 

MCCABE, 

MCCABE, 

MCCABE, 


MCALISTER,  JOHN  BRYAN,  MERIDIAN,  MISSISSIPPI 
MCALISTER.  0  T,  VICTORIA,  TEXAS 
MCALLEN,  DOROTHY  KAY,  NORTHVILLE,  MICHIGAN 
MCALLISTER,  ALVIS  L.,  GILMER,  TEXAS 

DAVID  F,  GOLDEN,  COLORADO 
SCOTT  FRANCIS,  EXTON,  PENNSYLVANIA 
STEPHEN  GERARD,  NEW  YORK,  NEW  YORK 
THOMAS  L,  WASHBURN,  WISCONSIN 
V.  DEAN,  UPPER  SANDUSKY,  OHIO 
MCALPINE,  JOHN  KEVIN,  DURHAM,  CANADA 
MCANALLY,  TONY  FRED,  SEOUL,  KOREA 
MCANDREH,  JOHN  JOSEPH,  ORANGEBURG,  NEW  YORK 
MCANDREWS,  THOMAS  G. ,  NEW  YORK.  NEW  YORK 
MCATEE,  JOSEPH  BART,  INDIANAPOLIS,  INDIANA 
MPATFF   RICHARD  A..  TOLEDO,  OHIO 
MCATEER,  VINCENT  MALACHI ,  CRANSTON,  RHODE  ISLAND 
mpaiii  FY  THOMAS  JAMES.  PANAMA  CITY,  FLORIDA 
MCAULIFFE,  JAMES  J  .WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCAULIFFE,  JAMES  S.,  ROCKVILLE,  MARYLAND 
MCAULIFFE,  MICHAEL  OWEN,  MIAMI,  FLORIDA 
MCAULIFFE,  RICHARD  JAMES,  OMAHA  NEBRASKA 
MCBEE,  WILLIAM  L,  III,  KNOXVILLE,  TENNESSEE 
MCBRIDE  CRAIG  A,  IDAHO  FALLS,  IDAHO 

'  DAVID  RONALD,  OKLAHOMA  CITY,  OKLAHOMA 
GEORGE  THOMAS,  NASHVILLE,  TENNESSEE 
HOHARD  S.,  JR.,  DAYTONA  BEACH,  FLORIDA 
JAMES  T.,  LOS  ANGELES,  CALIFORNIA 
JERRY  HAL,  SR,  RIVERBANK,  CALIFORNIA 
PRESTON,  DETROIT,  MICHIGAN 
ROBERT  M.,  TALLAHASSEE,  FLORIDA 
RONALD  H.,  ASHLAND,  KENTUCKY 
,  WAYNE  ROLAND,  UKIAH,  CALIFORNIA 
MCBRIDE,  WILLIAM  L,  YAPHANK,  NEW  YORK         rnlllMRT» 
MCBRIEN  JOHN  MARTIN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
GEORGE  P.,  WARRENSBURG,  MISSOURI 
DANIEL  FRANCIS,  EAGLEVILLE,  PENNSYLVANIA 
HUGH  PATRICK,  NEW  YORK,  NEW  YORK 
JAMES  ALLEN,  JR,  KINGMAN,  ARIZONA 
JAMES  EDWARD,  NEW  YORK,  NEW  YORK 
JOHN  C,  JR.,  ST.  PAUL,  MINNESOTA 
JOHN  GREGORY,  HAZLET,  NEW  JERSEY 
MICHAEL  ANTHONY,  PALM  SPRINGS,  CALIFORNIA 
MCLABt,  TERENCE,  RIVERHEAD,  NEW  YORK 

MCCAFFERY,  PATRICK  MICHAEL,  SR,  PENNSVILLE,  NEW  JERSEY 
MCCAFFREY   J  FRANCIS,  UNIVERSITY  HEIGHTS   OHIO 
MCCAFFREY,  JOHN  ALAN,  ADELAIDE,  AUSTRALIA 
MCCAIN,  RICK  FARRELL,  ALTON,  ILLINOIS 
MCCALEB,  JOE  BOB,  LONGVIEW,  TEXAS 
MCCALL,  DONALD  F.,  PORTLAND,  OREGON 
MCCALL,  REX  LAYNE,  ANGLETON,  TEXAS 
MfTAI  I   STEVEN  ARTHUR,  ST.  CHARLES,  ILLINOIS 
MrrAfl  I STER   JOHN  H   HUNTINGTON,  WEST  VIRGINIA 
MCCALUStIr:  ROY  LEE !  SOUTH  CHARLESTON,  WEST  VIRGINIA 
MCCAMMON,  WAYNE  C,  LONGBOAT  KEY,  FLORIDA 
MCCAMPBELL,  CHRISTY  A,  SAN  JOSE  CALIFORNIA 

mftann  gail  gotchel,  salem,  new  jersey 
mccaKn;  henry  gerard;  Belfast  northern  Ireland 

MCCANN,  JAMES  THEODORE,  FLAGSTAFF   ARIZONA 
MCCANN,  JOSEPH  FRANCIS,  COLTON,  CALIFORNIA 
MCCANN,  KENNETH,  NEW  YORK,  NEW  YORK 
MCCANN   LEO  COYLE,  BUFFALO  GROVE,  ILLINOIS 
MCCANN,  ROBERT  E.,  CHICAGO,  ILLINOIS 
MCCANNON,  RICHARD,  TAMPA,  FLORIDA 
MCCANTS,  JAMES  R,  WEST  PALM  BEACH,  FLORIDA 
MCCANTS,  JOHN  A,  VERO  BEACH,  FLORIDA 
MCCARDEL,  BENNIE  W,  MIAMI,  FLORIDA         WTcroNSIN 
MCCARDLE,  PATRICK  DENNIS,  SOUTH  MILWAUKEE,  WISCONSIN 
MCCARNEY,  PATRICK  J. ,  IOWA  CITY,  IOWA 
MCCARRICK,  PATRICK  DANIEL,  ST   CHARLES,  MISSOURI 
MCCARRICK,  RICHARD  CHARLES,  MINEOLA  NEW  YORK 
MCCARRIE,  JOSEPH  T,  PHILADELPHIA,  PENNSYLVANIA 
MCCARROLL,  JAMES  L.,  KILLE EN,  TEXAS 
MCCARROLL,  JOSEPH  PATRICK,  DETROIT,  MICHIGAN 
MCCARRON,  CORMAC,  ADELAIDE,  AUSTRALIA 
MCCART,  LARRY  REX,  JASPER,  INDIANA 
MCCARTER,  CHARLES  W,  INDIANAPOLIS,  INDIANA 
BRIAN  TIMOTHY,  NEWARK,  NEW  JERSEY 
EVERETT  W.,  FRIDLEY,  MINNESOTA 
GERALD  E,  NEW  YORK,  NEW  YORK 
GRACE  ANNE,  SALISBURY,  MARYLAND 
JAMES  C,  ASTON,  PENNSYLVANIA 
MCCARTHY',  JaMES  0,    aClENTOWN,  PENNSYLVANIA 
MCCARTHY,  JOHN  D,  LAS  VEGAS,  NEVADA 
JOHN  J.,  ALBANY,  NEW  YORK 
JOHN  MICHAEL,  RYE,  NEW  YORK 
JOHN  P,  NEW  YORK,  NEW  YORK 
JOHN  H.,  ALBANY,  NEW  YORK 
JOHN  wiLLIAM.  JR,  ALBANY,  NEW  YORK 
JOSEPH  F,  CHICAGO,  ILLINOIS 
JOSEPH  V   PETERBOROUGH,  NEW  HAMPSHIRE 
KEVIN  MICHAEL,  NEW  YORK  NEW  YORK 
MCCARTHY,  KEVIN  P.,  PROVIDENCE,  RHODE  ISLAND 
MCCARTHY,  LEO  PATRICK,  CORAOPOLIS,  PENNSYLVANIA 
MCCARTHY,  MAURICE  PATRICK,  LEAWOOD,  KANSAS 
MCCARTHY  MICHAEL  GEORGE,  ROCHESTER   NEW  YORK 
MCCARTHY  MICHAEL  PATRICK,  LINDENWOLD,  NEW  JERSEY 
MCCARTHY,  PATRICK  MICHAEL,  DETROIT,  MICHIGAN 
MCCARTHY   ROBERT  F,  SYRACUSE   NEW  YORK 
MCCARTHY,  ROBERT  NORMAN,  BOSTON,  MASSACHUSETTS 
MCCARTHY!  RONALD  EDWARD,  DAYTON,  ARMED  FORCES  EUKUft 
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MCCARTHY, 
MCCARTHY, 
MCCARTHY, 
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MCCARTHY, 
MCCARTHY, 
MCCARTHY, 
MCCARTHY, 
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194 
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187 
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192 
147 
117 

83 
152 

63 
199 
174 
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127 
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MCCARTHY, 
MCCARTHY, 
MCCARTHY, 
MCCARTHY, 
MCCARTHY, 


MCCARTY, 
MCCARTY, 
MCCARTY, 
MCCARTY, 


THOMAS  DANIEL,  FORT  LAUDERDALE,  FLORIDA 
THOMAS  FRANK,  PRINCETON,  MINNESOTA 
THOMAS  T,  SATELLITE  BEACH,  FLORIDA 
VINCENT  R.,  HILLSDALE,  NEW  JERSEY 
WILLIAM  FRANCIS,  NEW  YORK,  NEW  YORK 
MCCARTNEY,  STEPHEN  MICHAEL,  PROVIDENCE,  RHODE  ISLAND 
MCCARTY,  ALFRED  L.,  LEXINGTON,  SOUTH  CAROLINA 
CHARLES  LEON,  PHOENIX,  ARIZONA 
DONALD  EUGENE,  SPRINGFIELD,  ILLINOIS 
KENNETH  P,  MORGANTOWN,  WEST  VIRGINIA 
ROY  VAN,  COLUMBIA,  SOUTH  CAROLINA 
MCCASKILL,  STEPHEN  DEWEY,  CAMDEN,  SOUTH  CAROLINA 
MCCASKILL,  THOMAS  EARL,  COLLIERVILLE,  TENNESSEE 
MCCASLIN,  JAMES  MELVIN,  CAMP  LEJEUNE,  NORTH  CAROLINA 
MCCATHRON,  RICHARD  WAYNE,  BAKERSFIELD,  CALIFORNIA 
MCCAULEY,  MARTIN  BERNARD,  DEARBORN  HEIGHTS,  MICHIGAN 
MCCAULEY,  MICHAEL  M. ,  MARIETTA,  OHIO 
MCCAULEY,  MICHAEL  RAY,  CAMBRIDGE,  OHIO 
MCCLAIN,  ROBERT,  FOUNTAIN  VALLEY,  CALIFORNIA 
MCCLAIN,  WALLACE  L.,  YUBA  CITY,  CALIFORNIA 
MCCLAIN,  WILLIAM  TROY,  JR,  DALLAS,  TEXAS 
MCCLANAHAN,  NEIL  ATTWOOD,  OLYMPIA,  WASHINGTON 
MCCLANCY,  BARBARA  JEAN,  JERSEY  CITY,  NEW  JERSEY 
MCCLARY,  JAMES  BARTLETT,  COLUMBIA,  SOUTH  CAROLINA 
MCCLARY,  MICHAEL  ARCHER,  SANTA  MONICA,  CALIFORNIA 
MCCLEAN,  ROY  H,  NOTTINGHAM,  ENGLAND 
MCCLEARY,  ROBERT  A.,  YAPHANK,  NEW  YORK 
MCCLELLAN,  PAUL  DOUGLAS,  SPRINGFIELD,  OHIO 
MCCLELLAN,  R.  P.,  CHARLESTON,  SOUTH  CAROLINA 
MCCLELLAN,  RALPH  PHILLIP,  ASHKUM,  ILLINOIS 
MCCLELLAND,  CHARLES  AARON,  HOUSTON,  TEXAS 
MCCLELLAND,  DANIEL  CLAIRE,  CHARDON,  OHIO 
MCCLELLAND,  LAWNIE  MICHAEL,  ANGOLA,  INDIANA 
MCCLENATHAN,  ZENAS  G. ,  MARION,  OHIO 
73  tt   MCCLENDON,  EARL  J.,  GREENVILLE,  MISSISSIPPI 
91   MCCLENDON,  JOHN  L.,  JR,  EAST  POINT,  GEORGIA 

MCCLESKEY,  CURTIS  D,  IMPERIAL  BEACH,  CALIFORNIA 
MCCLINTOCK,  DAVID  JOSEPH,  CAMDEN,  NEW  JERSEY 
MCCLINTOCK,  SCOTT  DALE,  SAN  DIEGO,  CALIFORNIA 
MCCLOSKEY,  EDWARD  PAUL,  CHICAGO,  ILLINOIS 
MCCLOSKEY,  MARK  EDWARD,  FARMINGTON,  NEW  MEXICO 
MCCLOUD,  DOUGLAS  GENE,  VIRGINIA  BEACH,  VIRGINIA 
MCCLUNG,  ROBERT  ALEXANDER,  II,  ASPEN,  COLORADO 
MCCLUNG,  TIMOTHY  RAY,  SANDUSKY,  OHIO 
MCCLURE,  BRUCE  A,  NORTHFIELD,  VERMONT 
MCCLURE,  DOUGLAS  WARE,  LOS  ANGELES,  CALIFORNIA 
MCCLURE,  JAMES  OLIVER,  BELFAST,  NORTHERN  IRELAND 
MCCLURG,  WILLIAM  FRANKLIN,  JR,  EL  CAJON,  CALIFORNIA 
MCCLUSKEY,  CLAIRE  SLOAN,  SAVANNAH,  GEORGIA 
MCCOLLISTER,  STEVEN  HOWARD,  CAMBRIDGE,  MARYLAND 
MCCOLLUM,  CHARLES  EDWARD,  CANTON,  GEORGIA 
MCCOLLUM,  DANIEL  LAWRENCE,  CORVALLIS,  OREGON 
MCCOMAS,  WILSON  H,  JR,  LEXINGTON,  KENTUCKY 
MCCOMB,  DOUGLAS  PAUL,  BLOOMINGTON,  MINNESOTA 
MCCOMB,  KATHLEEN  COLETTA,  CLEVELAND,  OHIO 
MCCOMB,  RICHARD  DAVID,  LACKLAND  AFB,  TEXAS 
MCCOMBE,  WILLIAM  AARON,  BLOCK  ISLAND,  RHODE  ISLAND 
MCCOMBIE,  JOHN  ANDREW,  OTTAWA,  CANADA 
MCCOMBS,  GEORGE  MICHAEL,  HOUSTON,  TEXAS 
130  It   MCCOMBS,  HOMER  ALTON,  TEXARKANA,  TEXAS 
120  ft   MCCONNAUGHEY,  JOHN  TERRANCE,  ANCHORAGE,  ALASKA 
64  H   MCCONNEL,  ROBERT  IRA,  MCMINNVILLE,  OREGON 
68  tt   MCCONNELL,  HARRY  E.,  MOUNT  HOLLY,  NEW  JERSEY 
104  tt   MCCONNELL,  HENRY  W. ,  III,  ATLANTA,  GEORGIA 
MCCONNELL,  LARRY  HAMILTON,  ARVADA,  COLORADO 
MCCOOL,  JOHN  T,  JR,  NEW  CASTLE,  DELAWARE 
MCCORD,  BILLY  R,  VACAVILLE,  CALIFORNIA 
MCCORD,  DELMAR  MONTGOMERY,  HASTINGS,  NEBRASKA 
102  tt   MCCORD,  JAMES  R.,  DOTHAN,  ALABAMA 
161   MCCORMACK,  COLIN  DAVID,  NEW  MILFORD,  CONNECTICUT 
MCCORMACK,  CURTIS  DALE,  BENTON,  ARKANSAS 
MCCORMACK,  JOHN  GILLISPIE,  MANALAPAN  TWP,  NEW  JERSEY 
MCCORMACK,  JOSEPH  V.,  BOSTON,  MASSACHUSETTS 
MCCORMACK,  MYLES  BRIAN,  NEGAUNEE,  MICHIGAN 
MCCORMACK,  PAUL  GERARD,  NEW  YORK,  NEW  YORK 
MCCORMACK,  STEVE  W,  CASTLE  AFB,  CALIFORNIA 
MCCORMICK,  DONALD  WICKS,  SANTA  BARBARA,  CALIFORNIA 
92  tt   MCCORMICK,  GERALD,  SAN  ANTONIO,  TEXAS 
143   MCCORMICK,  GUY  GORDON,  FREEHOLD,  NEW  JERSEY 
MCCORMICK,  HAROLD  J.,  YAPHANK,  NEW  YORK 
MCCORMICK,  JOHN  D. ,  GREEN  COVE  SPRINGS,  FLORIDA 
MCCORMICK,  JOSEPH  R,  RAYTOWN,  MISSOURI 
MCCORMICK,  WILLIAM  D,  LIBERTYVILLE,  ILLINOIS 
MCCORY,  JERRY  LEE,  MERRILLVILLE,  INDIANA 
MCCOSH,  PATRICK  DEAN,  FORT  COLLINS,  COLORADO 
MCCOSKEY,  KEITH  FRANKLIN,  BROWNSBURG,  INDIANA 
MCCOTTER,  ORSON  L.,  SANTA  FE,  NEW  MEXICO 
MCCOWN,  JERRY  EDWARD,  GLENDALE,  ARIZONA 
HOWARD  HENRY,  YAPHANK,  NEW  YORK 
JACQUE  GAYLE,  SANTA  BARBARA,  CALIFORNIA 
JOHN  J.,  RIVERSIDE,  CALIFORNIA 
JOHNNY  D,  EVANSTON,  WYOMING 
JON  MARK,  QUINCY,  ILLINOIS 
MCCOY,  KEVIN  JAMES,  BOCA  RATON,  FLORIDA 
MCCOY,  LARRY  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCCOY,  MARTIN  VICTOR,  SR,  ROCKY  MOUNT,  NORTH  CAROLINA 
MCCOY,  MICHAEL  D,  PEORIA  HEIGHTS,  ILLINOIS 
MCCOY,  MICHAEL  JAMES,  PEORIA,  FLORIDA 
MCCOY,  RICHARD  WILLIAM,  JOHNSON  CITY,  NEW  YORK 
MCCOY,  WAYNE  IRVIN,  WORTHINGTON,  OHIO 
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CALIFORNIA 


MCCRARY, 
MCCRARY, 
MCCRARY, 
MCCRARY, 
MCCRARY, 


MCCUE , 
MCCUE , 
MCCUE, 
MCCUE, 
MCCUE, 
MCCUE , 


MCCRACKEN,  DAVID  LEE,  NEOSHO,  MISSOURI 
MCCRACKEN,  MICHAEL  CHARLES,  PALM  SPRINGS, 
MCCRADY,  JOHN  FRANCIS,  CLAYTON,  MISSOURI 
CHARLES  E,  ST.  LOUIS,  MISSOURI 
LAWRENCE  HEARD,  ATHENS,  GEORGIA 
MABRY  WYATT,  CLEMSON,  SOUTH  CAROLINA 
MICHAEL  ROBERT,  SIGNAL  HILL,  CALIFORNIA 
TOM  E.,  HUNTSVILLE,  ALABAMA 
MCCRAY,  CHARLES  EDWARD,  SR,  GAINESVILLE,  FLORIDA 
MCCRAY,  CHARLES  SAMUEL,  RICHMOND,  VIRGINIA 
MCCREARY,  CLAUDE  WILLIAM,  I,  ANNAPOLIS,  MARYLAND 
MCCREEDY,  BRIAN  K,  WESTHAMPTON  BEACH,  NEW  YORK 
MCCRELESS,  JAMES  CHARLES,  BIRMINGHAM,  ALABAMA 
MCCRITE,  JAMES  C,  OKLAHOMA  CITY,  OKLAHOMA 
MCCRORY,  JOHN  P.,  INDIANAPOLIS,  INDIANA 
MCCROSKEY,  JOHN  PATRICK,  CHEHALIS,  WASHINGTON 
MCCRYSTAL,  BERNARD  W,  ORLANDO,  FLORIDA 
MCCUE,  JEFFREY  ALLEN,  SOUTH  PORTLAND,  MAINE 

MERRILL  WEBB,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RICHARD  L,  LANCASTER,  PENNSYLVANIA 
ROBERT  R,  WEST  HARTFORD,  CONNECTICUT 
ROBERT  THOMAS,  WEST  HARTFORD,  CONNECTICUT 
TERENCE  MICHAEL,  YONKERS,  NEW  YORK 
TERRENCE  JOSEPH,  CHICAGO,  ILLINOIS 
MCCUISTON,  BILLIE  JOE,  GILROY,  CALIFORNIA 
MCCULLOCH,  ALLEN  VINCENT,  SAN  JOSE,  CALIFORNIA 
MCCULLOCH,  JOHN  BRYAN,  MARYVILLE,  TENNESSEE 
MCCULLOUGH,  EDWIN  L.,  LAS  VEGAS,  NEVADA 
MCCULLOUGH,  ROBERT  LAWRENCE,  JR,  DERIDDER,  LOUISIANA 
MCCULLUM,  BERNARD,  CHULA  VISTA,  CALIFORNIA 
MCCULLUM,  JOHN,  JR,  SOUTH  BEND,  INDIANA 
MCCULLY,  GEORGE  L,  OTTAWA,  CANADA 
MCCULLY,  KEITH  F.,  WASHINGTON,  PENNSYLVANIA 
MCCUNE,  JOHN  J,  JR,  SOMERVILLE,  MASSACHUSETTS 
MCCURDY,  GREGORY,  LAS  VEGAS,  NEVADA 
MCCUSKER,  WAYNE  M,  CUMBERLAND,  MARYLAND 
MCCUTCHEN,  ADELENE  DEBORAH,  TULSA,  OKLAHOMA 
MCCUTCHEN,  DAVID,  EL  PASO,  TEXAS 
MCCUTCHEN,  DAVID  A,  TYBEE  ISLAND,  GEORGIA 
MCCUTCHEN,  ERNEST  G,  JEFFERSON  CITY,  MISSOURI 
MCCUTCHEON,  CHARLES  A.,  WEST  PALM  BEACH,  FLORIDA 
EUGENE  B,  CHATTANOOGA,  TENNESSEE 
JOHN  CHARLES,  UKIAH,  CALIFORNIA 
PATRICK  CHARLES,  WEST  PALM  BEACH,  FLORIDA 
THOMAS  WAYNE,  HUNTINGTON,  INDIANA 
WILLIAM  H.,  ST.  PAUL,  MINNESOTA 
MCDADE,  EDWARD  P,  LOWER  PROVIDENCE,  PENNSYLVANIA 
MCDANIEL,  BRUCE  FRANKLIN,  LODI ,  CALIFORNIA 
CHARLES  E,  GREENWOOD,  MISSISSIPPI 
JACKIE  RAY,  GOLF  MANOR,  OHIO 
JOSEPH  R.,  JR,  OWENSBORO,  KENTUCKY 
MCDANIEL,  KELSON  L.,  LOS  ALAMITOS,  CALIFORNIA 
MCDANIEL,  ROBERT  GAIL,  DAVIE,  FLORIDA 

THOMAS  RONALD,  HARRISON,  OHIO 
WALTER  HARRISON,  II,  SHAWNEE,  KANSAS 
WILLIAM  A.,  JR,  NASHVILLE,  TENNESSEE 
MCDARBY,  DAVID  BRUCE,  COLORADO  SPRINGS,  COLORADO 
MCDAVID,  BENNY  D. ,  AUSTIN,  TEXAS 
MCDERMOTT,  JOEL  A,  COLUSA,  CALIFORNIA 
MCDERMOTT,  MARTIN  STEVEN,  LOUISVILLE,  KENTUCKY 
MCDERMOTT,  PETER  JOSEPH,  JR,  WINDSOR,  CONNECTICUT 
MCDERMOTT,  WILLIAM  H. ,  BROOKLINE,  MASSACHUSETTS 
MCDEVITT,  BARRY  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMBI 
DANIEL  SALVATORE,  CHICAGO,  ILLINOIS 
EDWARD  F,  COLUMBUS,  OHIO 
ALFRED  F.,  BUFFALO,  NEW  YORK 
BILLY  W,  ALBUQUERQUE,  NEW  MEXICO 
BURCH  H,  KIRTLAND  AFB,  NEW  MEXICO 
CHARLES  GERARD,  HALLANDALE,  FLORIDA 
CHARLES  L.,  EAST  STROUDSBURG,  PENNSYLVANIA 
CLARENCE,  NEW  YORK,  NEW  YORK 
DANIEL  J,  SPRINGBORO,  OHIO 

DAVID  BARRY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DONALD  A,  ROCK  HILL,  MISSOURI 
DONALD  LOUIS,  PLACERVILLE,  CALIFORNIA 
EDWARD  JOHN,  WALTHAM,  MASSACHUSETTS 
FRANCIS  J.,  FALL  RIVER,  MASSACHUSETTS 
HUGH  CHISHOLM,  LOS  ANGELES,  CALIFORNIA 
JAMES  BRUCE,  BERLIN,  VERMONT 
JAMES  M.,  BOSTON,  MASSACHUSETTS 
JAMES  SCOTT,  EAGAN,  MINNESOTA 
JOHN  R.,  JR,  REDWOOD  CITY,  CALIFORNIA 
JUDITH  CARMEN,  DALLAS,  TEXAS 
KENNETH  E.,  SOUTH  BEND,  INDIANA 
KENNETH  SAMUEL,  JR,  OKLAHOMA  CITY,  OKLAHOMA 
MICHAEL  H,  GEORGETOWN,  SOUTH  CAROLINA 
MICHAEL  J.,  JR,  PALATINE,  ILLINOIS 
MICHAEL  JAMES,  DOVER,  DELAWARE 
PATRICK  ELMO,  IDAHO  FALLS,  IDAHO 
PAUL  R.,  LITTLE  ROCK,  ARKANSAS 
RICHARD  C,  CAMP  PENDLETON,  CALIFORNIA 
ROBERT  EDMONDS,  FRESNO,  CALIFORNIA 
ROBERT  H.,  SR.,  COPPERAS  COVE,  TEXAS 
ROSS  R.,  SACRAMENTO,  CALIFORNIA 
THOMAS  A,  ROCKVILLE,  MARYLAND 
TIMOTHY  P,  CEDAR  RAPIDS,  IOWA 
WILLIAM  B,  GREENBURGH,  NEW  YORK 
WILLIAM  HUGH,  NEW  BRITAIN,  CONNECTICUT 
WILLIAM  JOSEPH,  WARWICK,  RHODE  ISLAND 
WILLIAM  RUSSELL,  KEY  WEST,  FLORIDA 
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MCDONNELL, 
MCDONNELL, 
MCDONNELL, 
MCDONNELL, 
MCDONOUGH, 
MCDONOUGH, 
HCDONOUGH, 
MCDONOUGH, 
MCDORMAN 


MARTIN  C,  SAN  MATEO,  CALIFORNIA 
PATRICK  JOSEPH,  ALBANY,  NEH  YORK 
THOMAS  HUGH   JR,  CANTON,  MASSACHUSETTS 
THOMAS  JOSEPH.  WASHINGTON.  DISTRICT  OF  COLUM 
JOHN  D,  BOSTON,  MASSACHUSETTS 
MICHAEL  A,  BOSTON,  MASSACHUSETTS 
MICHAEL  GERALD,  PORTLAND,  MAINE 
W  LLIAM  C  ,  PH  LADELPHIA,  PENNSYLVANIA 
EDMOND  ALFRED,  II,  HARRISONBURG,  VIRGINIA 


MCDOHELL, 
MCDOHELL, 
MCDOHELL, 
MCDOHELL, 


HCDOUG ALL,  JOHN  JOSEPH,  FORT  MYERS,  FLORIDA 
urnniirill   WILLIAM  M   HAMILTON,  NEH  JERSEY 
MCDOHELL  'ALTON  RICHARD  HORGANTOHN,  WEST  VIRGINIA 
1  DONNA  LEIGH,  ST  CATHARINES  CANADA 
JAMES  MICHAEL,  KINGSTON,  NEH  YORK 
LEE  E,  EAST  LANSING,  MICHIGAN 
RICHARD,  HARRISBURG,  PENNSYLVANIA 
MCDUFF,  JERRY  HAYNE,  DALLAS,  TEXAS 
MCDUFF   OLIVER  T.,  MONTGOMERY,  ALABAMA 
MfFAfHIN   RICHARD  WHITNEY,  ANTIOCH,  CALIFORNIA 
MCFACHNIE  WILLIAM  ELLHYN   JR,  HINTER  PARK,  FLORIDA 
MCEACHRAN'  MICHAEL  THOMAS  MEMPHIS,  TENNESSEE 
MCELHANEY   VOL  GENE,  SACRAMENTO,  CALIFORNIA 
MCELHANNON,  HAYNE  HESLEY,  ADA,  OKLAHOMA 
MCELHONE,  JOHN  JAMES,  YAPHANK,  NEH  YORK 
Mrci rath  HILLIAM  PATRICK,  PATERSON,  NEW  JERSEY 
MC  LREE^'SCOTT  CALDHELL,  LAFAYETTE  HILL   PENNSYLVANIA 
MCFIROY   MICHAEL  JOSEPH,  OSSINING,  NEH  YORK 
HrFIHFE   JOHN  EDWARD,  JR,  POMONA,  CALIFORNIA 
MCENANEY   ?HOMAS  MICHAEL!  HESTFORD,  MASSACHUSETTS 

Sain'  eCrd"  james^jr^huntiSn  BEACH,  CALIFORNI 
MCEVER   JOSEPH  FREDERICK,  EDGEHATER,  FLORIDA 
ALBERT  RAYMOND,  YONKERS,  NEH  YORK 
HARLIN  R  HASHiNGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  T   SAULT  ST  MARIE,  CANADA 
WALTER  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

JAMES  D,  NEH  YORK,  NEH  YORK 

JAMES  D.,  MIDLAND,  TEXAS 

JAMES  FRANCIS,  QUAKERTOHN,  PENNSYLVANIA 

NEIL  M.,  HAVERTOHN,  PENNSYLVANIA 

PATRICK  M,  ENID,  OKLAHOMA 

RICHARD  JAMES,  MOKENA,  ILLINOIS 

ROBERT  BOYD,  FLINT,  MICHIGAN 

ROBERT  JOHN,  CALGARY,  CANADA 

STEVE  H.,  JR,  LEHISVILLE,  TEXAS 

DARRELL  HESLEY,  REGINA,  CANADA 


MCEVOY, 

HCEHEN, 

MCEHEN, 

MCEHEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADDEN, 

MCFADYEN, 


MICHIGAN 


MCFARLIN, 
MCFARREN, 
MCFATTER, 
MCFATTER, 


MCFALDA,' PATRICK  ALAN,  PONTIAC, 
MCFARLAND,  JON  H,  DAYTON,  OHIO 

^^^^^5%™^^  ROCK,  ARKANSAS 
'  RICHARD  HAYNE,  SALEM,  OREGON 
RICHARD  LEE,  MODESTO,  CALIFORNIA 
HARREN  THOMAS,  LAKE  CHARLES,  LOUISIANA 
,  HILLIAM  BRENT,  LAKE  CHARLES,  LOUISIANA 
MCFEELY  DENNIS  E.,  HOBOKEN,  NEH  JERSEY 

mSfin1:  chNr^TtSpherFm?cha^:Hha^h^St^(  district  of 
{E^H/i!iJiYEs%rMLfM?'cffliiSa!i£.  hest  Virginia 

MCGAHEE   THOMAS  C,  ATHENS,  GEORGIA 
MCGARR  BRIAN  EDH  N,  PHENIX  CITY,  ALABAMA 
MrrARRY   FRANCIS  P   NORTH  SCITUATE,  RHODE  ISLAND 
MrrARRY'  HILLIAM  AUGUSTUS,  NORTH  SITUATE,  RHODE  ISLAND 
EcGAR?Y'  PAMELA  LYNN  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MrrARVEY   STEVEN  HILLIAM,  MEDFORD,  NEH  JERSEY 
MCGAUGHEY  HILLIAM  ARTHUR,  BROOKVILLE,  PENNSYLVANIA 
MffFE   CHARLES  SHI  REMAN,  I,  HATERTOHN,  HISCONSIN 
EE*  SenSiI  MICHAEU  BLOOMFIELD  THP,  MICHIGAN 

DONALD  FRANCIS,  TARRYTOHN,  NEH  YORK 

J.  0.,  GREENVILLE,  TEXAS 

JAMES  G.,  JACKSON,  MISSISSIPPI 

JOHN  ROBERT,  OSKALOOSA,  IOHA 

MICHAEL  EDHARD,  TOLEDO,  OHIO 

ORLO  H,  HEDFORD,  OREGON 

PATRICK  GLEN,  NEHPORT,  ARKANSAS 

PATRICK  JOSEPH,  MAYHOOD,  ILLINOIS 

TROY  HILLIAM,  JR,  HELENA,  MONTANA 

^^0^  JAMeThaSHINGT-ON,  DISTRICT  OF  COLUMB 
MCGEEHAN   JOHN  JAMES,  HARRISBURG,  PENNSYLVANIA 
HCGEHEE   ARTHUR  HESLEY,  BUCKLEY,  HASHINGTON 
MCGETTIGAN   JAMES,  MAYS  LANDING,  NEH  JERSEY 
MCGHE  HILLIAM  BRATFORO,  COLUMBUS,  GEORGIA 
HCGILL  DENNIS  RAY,  FORT  CARSON   COLORADO 
HCGIIL   RAYMOND  ROBERT,  MAHHAH,  NEH  JERSEY 
MCGILLEN.  FRANK  B.,  SAGINAH,  MICHIGAN 
MCGILVRAY,  DAVID  HAL,  MONTGOMERY,  ALABAMA 
Mrr.ING  JAMES  MICHAEL,  CHICAGO,  ILLINOIS 
MCG  SnIS   JOHN  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 
LARRY,  MORRISTOHN,  TENNESSEE 
RONNIE  HAYNE,  HASHINGTON,  DISTRICT  OF  COLUMBI 
ROY  ALLAN,  SANTA  MONICA,  CALIFORNIA 
,  HILLIAM  EDHARD,  EAST  HAMPTON,  NEH  YORK 
MCG  NTY   EDHARD  R,  JR,  NEH  CASTLE,  DELAHARE 
MCG  NT Y  PATRICK  FRANCIS,  LEVITTOHN,  PENNSYLVANIA 
HCGLADE,  HILLIAM  J.,  COUNCIL  BLUFFS,  IOHA 
MCGI AMERY   JOHNNY  J,  STATESBORO,  GEORGIA 
MCGLOTHLIN   DONALD  GILBERT,  MONTGOMERY,  OHIO 
MCGLYNN  CHARLES  J,  ELKINS  PARK,  PENNSYLVANIA 
MCGLYNN,  MARTINJOHN,  HAHTHORNE,  NEH  YORK 


MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
MCGEE, 
HCGEE, 


MCGINNIS, 
HCGINNIS, 
MCGINNIS, 
MCGINTEE, 


154 
144 

46 
181 
172 
162 
198 
115 

99 
184 
199 
198 
122 
197 
112  # 

95  n 

146 
125 
192 
189 
83 
171 
192 
110  # 
129 
104  « 
118  * 
137  # 
192 
136 
113 

103  # 
179 
160 

103  n 

59  # 
188 

115  It 

106  H 
173 

11  * 

104  * 
56  # 

192 
83  H 
190 
126 
162 
119  t 
104  t 

60  4 
169 
166 

83  / 
154 
153 
131 
196 
179 
169 
117  I 
137 
136 
150 
137 
113 
134 

97 
149 

44  # 
128 

79  # 

98  U 
125 
140 

93 
133  # 

91 

173 

165 

187 

186 
88  U 

140 
37  # 
33 

126 

161 

198 

191 

196 

119 

115  # 
23  # 

101 

100 

101  * 

110 

114 

174 


MCGOVERN, 
MCGOVERN, 
MCGOVERN, 
MCGOVERN, 
MCGOVERN, 
MCGOHAN, 


MCGOHAN , 
MCGOHAN , 
MCGOHAN, 
MCGRADY, 


MCGRAH, 
MCGRAH, 
MCGRAH, 
MCGRAH, 
MCGRAH, 


CALIFORNIA 


MCGLYNN,  HILLIAM  ANTHONY,  HILKES-BARRE,  PENNSYLVANIA 
MCGOFF,  KENNETH,  MINEOLA,  NEH  YORK 
MCGONIGEL,  ROBERT  J.,  NEHARK,  NEH  JERSEY 
MCGOOGAN   GLENN  DANIEL,  VENICE,  FLORIDA 
KgH%ILLIAM  JOSEPH,  HOODBURY   NEH  JERSEY 
MCGOVERN,  ALLEN  PAUL,  MINEOLA  "S^K. 
DANIEL  EDHARD,  OMAHA,  NEBRASKA 
FRANCIS  J.,  ORANGEBURG,  NEH  YORK 
FRANCIS  R,  MINEOLA,  NEH  YORK 
TERRANCE  GILBERT,  NEH  YORK,  NEH  YORK 
THOMAS  FRANCIS,  JR,  HARHICK,  NEH  YORK 
,  ANTHONY  JOSEPH,  LONDON,  CANADA 
EcGOhSn  CHARLES  JOHN,  NEH  YORK  NEH  YORK 
MCGOHAN,  EDWARD  JOSEPH,  LACKLAND  AFB,  TEXAS 
MCGOHAN,  HENRY  D,  DENVER,  COLORADO 
JOHN  F   NORFOLK,  VIRGINIA 
JOHN  JAMES,  EAST  NORRITON,  PENNSYLVANIA 
PAUL  FRANCIS,  LAS  VEGAS,  NEVADA 
ROBERT  LAYTON,  ANNISTON,  ALABAMA 
MCGRAN;' DONALD  JOHN.  JR,  "ICEFIELD,  CONNECTICUT 
Mrr.RATH  JAMES  J  ANSONIA,  CONNECTICUT 
MCGRATh!  KENNETH' FRANCIS,  NEH  YORK  NEH  YORK 
MCGRATH  MICHAEL  JOHN,  ARDMORE,  PENNSYLVANIA 
MCGRAH  CLINTON  D.,  GAINESVILLE,  FLORIDA 

'  GARY  DAVID  TIONESTA,  PENNSYLVANIA 
LACY  L 7  CHARLOTTE,  NORTH  CAROLINA 
ROBERT  EMMETT,  BURLINGTON,  VERMONT 
RONALD  ROBERT,  KOKOMO,  INDIANA 
„  HILBERT  S.  COLUMBIA  SOUTH  CAROLINA 
MCGREGOR,  JACK  HILSON,  PALATINE,  ILLINOIS 
MCGREGOR,  LORNE,  JR,  MCQUIRE  AFB,  NEH  JERSEY 

ES5B:  Sli5sLj:/5ash!S  I  SSSEof  Columbia 

^urFrN:BRicH^J0^prS0UTHE^^ATAH0E, 
MCGUIGAN  OWEN  K.,  SAN  CARLOS  CALIFORNIA 
MCGUINN,  WILMER  F,  MANASSAS,  VIRGINIA 
MCGUINNESS,  BRIAN  JOHN,  VANCOUVER,  CANADA 
MCGUIRE,  ALVIN  D. ,  SARASOTA,  FLORIDA 
MCGUIRE,  CHARLES  E. ,  SELMA,  ALABAMA 
E  R.,  SELAH,  HASHINGTON 
ELIZABETH  HOPP,  ANN  ARBOR,  MICHIGAN 
JAMES  T,  CHICAGO,  ILLINOIS 
JOHN  RANDEL,  LUBBOCK,  TEXAS 
JOSEPH  EUGENE.  GEORGETOHN,  COLORADO 
MLbuiKt,  KENNETH  EUGENE  HEST  JORDAN,  UTAH 
MCGUIRE,  MALCOLM  EARL,  JR,  SUGAR  LAND,  TEXAS 
MCGUIRE  OHEN  M,  HICKORY,  NORTH  CAROLINA 

PETER  J.,  CHICAGO,  ILLINOIS  

PHILIP  OHEN,  NEHTON,  NORTH  CAROLINA 
PHILLIP  JAMES,  FALLS  CHURCH,  VIRGINIA 
ROY  E.  ROCK  ISLAND,  ILLINOIS 

II  l;  hit  sms^K., 

MCHAI  F   JOSEPH  PATRICK,  KANSAS  CITY,  MISSUUKl 
CHALE,  J°^MT^0THY  'CHARLESTON,  SOUTH  CAROLINA 
PETER  JAMES.  ORADELL,  NEH  JERSEY 
RICHARD  HOHARD,  ATASCADERO  CALIFORNIA 
HILLIAM  JOSEPH,  MINEOLA,  NEH  YORK 

KcHARGUEHIMAmSy  MICHAEL  TALLAHASSEE   FLOR  DA 

MMCcHeNRRy'  IS"   ^  °D UNA  OL   °  Ka  "'" 
KcHENRY*  PATRICK  HILLIAM,  MEADviLLE,  PENNSYLVANIA 
MPHIiGH  JOHN  P   HINCHESTER,  MASSACHUSETTS 

GH'  k?nSeTh'hILLIAM,  BROOKLINE  MASSACHUSETTS 
RICHARD  EDHARD,  STOCKTON,  CALIFORNIA 
ROGER  GROTE,  FOREST  PARK,  OHIO 
MLHUbM,  HILLIAM  C,  BARTLETT,  ILLINOIS 
MCILRATH,  ROBERT  R,  PASCAGOULA,  MISSISSIPPI 
MCRVENNA,  JAMES  EDHARD  VANCOUVER  CANADA 
MCILHAIN.  RICHARD  ELLSHORTHI,  FORT  PIERCE 
MCINERNEY.  MICHAEL  B,  OFFUTT  AFB,  NEBRASKA 
MC1NERNEY  ROBERT,  NEH  YORK  NEW  YORK 
MCINERNEY,  THOMAS  J,  FORT „«|»«.  FLORIDA 
mptmfrnfy  VINCENT  PAUL,  KANSAS  CITY,  MISbUUKi 
MC  NERNVI'JAHES  MICHAEL  II,  HAHTHORNE,  CALIFORNIA 
MCINNIS,  JAMES  M,  TITUSV RLE,  FLORIDA 
MCINTOSH,  DANNY  LEE,  IRVING,  TEXAS 

DAVID  L..  CORTE  MADERA,  CALIFOKNlA 
DENNIS  DAVID,  STURGEON  BAY,  HISCONSIN 
EDHARD  E,  SUMTER,  SOUTH  CAROLINA 
MCINTOSH,  JAMES  K,  LOVELOCK,  NEVADA 
uriMTn«:H   RTCHARD  SIDNEY,  FORT  MEADE,  MARYLAND 
MCINTOSH'  TED  VANCE  CHARLOTTE,  NORTH  CAROLINA 
MCWy!":  COLLEEN  MARIE,  OLYMPIA,  WASHINGTON 
MC  NTYRE   LORRAINE,  MINEOLA  NEH  YORK 
MriMTVRF  MICHAEL  STEVEN,  LA  MESA,  CALIFORNIA 
MCINTYRE'  THOMAS  EDHARD,  SAGINAH,  MICHIGAN 
Mf  IUNKIN  THOMAS  L,  HALTERBORO,  SOUTH  CAROLINA 
MCKMG  "TEE!  J  .GLASTONBURY  CONNECTICUT 
MCKANE.  DANIEL  J,  DETROIT,  MICHIGAN 
MCKAY  COLLEEN,  YAKIMA,  HASHINGTON 
MCKAY  GEORGE  H,  PELAHATCHIE,  MISSISSIPPI 
MS  RICHARD  6,  MODESTO,  CALIFORNIA 
MCKAY   ROBERT  A,  CALGARY,  CANADA 
MCKEAN,  JAMES  RUSSEL,  GROVE  CITY,  OHIO 


MCGUIRE, 
MCGUIRE, 
MCGUIRE, 
MCGUIRE, 
MCGUIRE, 
MCGUIRE, 


MCGUIRE, 
MCGUIRE, 
MCGUIRE, 
MCGUIRE, 


MCHALE, 
MCHALE, 
MCHALE, 
MCHALE, 


MCHUGH, 
MCHUGH, 
MCHUGH, 
MCHUGH, 


FLORIDA 


MCINTOSH, 
MCINTOSH, 
MCINTOSH, 
MCINTOSH, 


PAGE 


88 


MCKEAN,  MARTIN  D  -  MCQUEENEY,  HILLIAM  H 


105  tt   MCKEAN,  MARTIN  D,  CLEVELAND  HEIGHTS,  OHIO 

143   MCKEARNEY,  RAYMOND  CLARK,  NORTH  DARTMOUTH,  MASSACHUSETT 
89  tt   MCKEE,  ALBERT  M,  JR,  TERRE  HAUTE,  INDIANA 

101  *  MCKEE,  DONALD  F.,  HAINES,  ALASKA 

146  tt   MCKEE,  THOMAS  JOSEPH,  GLASTONBURY,  CONNECTICUT 

110   MCKEEL,  HILLIAM  M,  LEAVENHORTH,  KANSAS 
91  tt   MCKEEVER,  JOHN  P,  ALLEN  PARK,  MICHIGAN 

197   MCKELDIN,  HILLIAM  HENRY,  ELLICOT  CITY,  MARYLAND 

117  MCKELVEY,  LUTHER  F.,  JR,  LAHRENCEVILLE,  GEORGIA 

106  MCKENNA,  FRANCIS  X.,  LEVITTOHN,  PENNSYLVANIA 
57   MCKENZIE,  ARTHUR  R. ,  COSTA  MESA,  CALIFORNIA 

163  *  MCKENZIE,  JOHNNY  B,  HEST  PALM  BEACH,  FLORIDA 
137   MCKENZIE,  LOUIS  JOHN,  CHELSEA,  MASSACHUSETTS 
169  *  MCKENZIE,  SYLVESTER  AUGUSTUS,  KINGSTON,  JAMAICA 
94  tt   MCKENZIE,  VERNON  L.,  TEMPLE,  TEXAS 

136  MCKEON,  DAVID  MICHAEL,  BINGHAMTON,  NEH  YORK 

118  MCKEON,  JOHN  PETER,  MINEOLA,  NEW  YORK 
33  tt   MCKEON,  MATTHEH  J.,  WATERLOO,  NEW  YORK 

33  *  MCKEON,  THOMAS  MICHAEL,  WALLINGFORD,  CONNECTICUT 
168   MCKEOWN,  DIANNE  LOUISE,  HOUSTON,  TEXAS 

132  MCKIBBEN,  JOHN  LOREN,  PALMER,  ALASKA 

156   MCKIERNAN,  JAMES  PATRICK,  J,  FREMONT,  CALIFORNIA 
94   MCKIERNAN,  JOHN  J,  JR,  WORCESTER,  MASSACHUSETTS 
193   MCKIM,  DOUG,  FARMINGTON,  NEH  MEXICO 

119  MCKIMM,  DANIEL  LAWRENCE,  MASSILLON,  OHIO 

189  MCKIMM,  DEAN  LEWIS,  CANTON,  OHIO 

96  tt   MCKINLEY,  JAMES  M. ,  WELLSVILLE,  NEW  YORK 
110   MCKINLEY,  PATRICK  E.,  FULLERTON,  CALIFORNIA 

155  MCKINNEY,  CHARLES  WELDON,  DALLAS,  TEXAS 
74   MCKINNEY,  HAROLD  C. ,  FRESNO,  CALIFORNIA 

99  tt   MCKINNEY,  HAROLD  D.  ,  LIVINGSTON,  CALIFORNIA 
130   MCKINNEY,  LYLE  LEROY,  WEST  DES  MOINES,  IOWA 

180  MCKINNEY,  MICHAEL  ROBERT,  SPRINGFIELD,  ILLINOIS 
185  *  MCKINNEY,  SHELLEY  ANNE,  SALISBURY,  MARYLAND 

167   MCKINNEY,  STEVEN  DOUGLAS,  SACRAMENTO,  CALIFORNIA 
55  #  MCKINNEY,  WILLIAM  S.,  RALEIGH,  NORTH  CAROLINA 
165   MCKINNON,  DAVID  PATRICK,  HALIFAX,  CANADA 

156  MCKINNON,  DONALD  MYRTON,  JR,-  MANASSAS,  VIRGINIA 
110   MCKINNON,  ISAIAH,  DETROIT,  MICHIGAN 

91  tt   MCKINNON,  JAMES  S,  TALLAHASSEE,  FLORIDA 
121   MCKINSEY,  MILLARD  LEROY,  BARTOW,  FLORIDA 

197  MCKNIGHT,  MARK  SAMUEL,  PORT  LAVACA,  TEXAS 

162   MCKNIGHT,  WILLIAM  J,  ATLANTIC  CITY,  NEW  JERSEY 

137  MCKONF,  WILLIAM  ROBERT,  BERLIN,  CONNECTICUT 
158   MCKOY,  LESTER,  STAMFORD,  CONNECTICUT 

99  tt   MCLAIN,  CLYDE  R,  SR,  ALBANY,  OREGON 
182   MCLAIN,  JAMES  HARRY,  LAPEER,  MICHIGAN 

190  MCLAIN,  PHILIP  LEE,  ALBANY,  OREGON 

198  MCLAIN,  TIMOTHY  FAY,  SALEM,  OREGON 

113  tt   MCLANE,  CHARLES  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
54  #  MCLANE,  ROBERT  HENRY,  MINNEAPOLIS,  MINNESOTA 

133  MCLAREN,  BRUCE  ALAN,  ADAMS,  MASSACHUSETTS 

162  MCLARTY,  GLEN  RAY,  SEABROOK,  TEXAS 

101  MCLARTY,  JOHN  D. ,  SANTA  ROSA,  CALIFORNIA 
81  It   MCLARTY,  SAMUEL  L,  JR,  MOBILE,  ALABAMA 
60  tt   MCLAUGHLIN,  EARLE  B,  BURLINGTON,  VERMONT 

198  MCLAUGHLIN,  GARY  STEVEN,  GREENVILLE,  SOUTH  CAROLINA 
11  tt   MCLAUGHLIN,  GEORGE  ANDREW,  BRYN  MAWR,  PENNSYLVANIA 

179   MCLAUGHLIN,  GILLIAN  ELIZABETH,  CHICAGO,  ILLINOIS 

175  MCLAUGHLIN,  JAMES  EDWARD,  SACRAMENTO,  CALIFORNIA 

49  *  MCLAUGHLIN,  JAMES  FRANCIS,  CAMDEN,  NEW  JERSEY 
107  tt   MCLAUGHLIN,  JAMES  G,  JR,  BATTLE  CREEK,  MICHIGAN 
100  It   MCLAUGHLIN,  JAMES  M,  BINGHAMTON,  NEW  YORK 

70  It   MCLAUGHLIN,  KENARD  VINCENT,  LOS  ANGELES,  CALIFORNIA 
123   MCLAUGHLIN,  KEVIN  MICHAEL,  BURLINGTON,  VERMONT 

102  *  MCLAUGHLIN,  MICHAEL  F.,  MARTINSBURG,  WEST  VIRGINIA 

181  MCLAUGHLIN,  NANCY,  NEW  YORK,  NEW  YORK 

47  tt   MCLAUGHLIN,  PHILIP  JOSEPH,  NASHUA,  NEW  HAMPSHIRE 
136   MCLAUGHLIN,  ROBERT  HOWARD,  NEW  YORK,  NEW  YORK 
190   MCLAUGHLIN,  RODGER  DALE,  FEDERAL  HEIGHTS,  COLORADO 
152   MCLAUGHLIN,  ROY  CHARLES,  YONKERS,  NEW  YORK 
174   MCLAURY,  STEPHEN  KELLEY,  COLORADO  SPRINGS,  COLORADO 

78  *  MCLEAN,  ALVIN  D. ,  NEH  HOPE,  MINNESOTA 

83   MCLEAN,  DAVID  J.,  BOULDER  CITY,  NEVADA 

163  MCLEAN,  DONALD  EDWARD,  WINNIPEG,  CANADA 
154   MCLEAN,  JOHN  PATRICK,  NEW  YORK,  NEW  YORK 

76  tt   MCLEAN,  RAYMOND  L,  VENTURA,  CALIFORNIA 
141  It   MCLEES,  JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
151   MCLELLAN,  DONALD  RAY,  PONTIAC,  MICHIGAN 

97  #  MCLELLAN,  ROY  E.,  MONTGOMERY,  ALABAMA 
178   MCLEMORE,  RONALD  LARRY,  RANTOUL,  ILLINOIS 
174   MCLENDON,  JESSE  LAWRENCE,  NORTH  KANSAS  CITY,  MISSOURI 
129   MCLENDON,  ROBERT  G,  JR,  GAINESVILLE,  FLORIDA 

176  MCLEOD,  KEVIN  ALEXANDER,  FARMINGTON,  UTAH 

178   MCLEOD,  RUSSELL  EDWARD,  BRIDGEVILLE,  PENNSYLVANIA 
166   MCLEOD,  WILBUR  NOLAN,  LIVE  OAK,  FLORIDA 

199  MCLIN,  MARIAN  N,  BATON  ROUGE,  LOUISIANA 
192   MCLOUGHLIN,  DOUGLAS  KERRY,  COLUMBUS,  OHIO 

157   MCLOUGHLIN,  THOMAS  AUGUSTINE,  NEW  ROCHELLE,  NEW  YORK 

146   MCLOUTH,  PETER  M,  BRENTWOOD,  TENNESSEE 

176   MCMAHAN,  LARRY  NEAL,  SEVIERVILLE,  TENNESSEE 

145   MCMAHON,  BROOK  JAMES,  GLENDALE,  CALIFORNIA 

50  tt   MCMAHON,  JAMES,  CHICAGO,  ILLINOIS 

90  It   MCMAHON,  JAMES  R,  BOTHELL,  WASHINGTON 

34  *  MCMAHON,  JESSE  A.,  FLAGSTAFF,  ARIZONA 
172  tt   MCMAHON,  KEITH  EDWARD,  EAST  HAMPTON,  NEW  YORK 
184   MCMAHON,  MICHAEL  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
127   MCMAHON,  PATRICK  JOHN,  WEST  CHICAGO,  ILLINOIS 
170   MCMAHON,  PATRICK  JOSEPH,  YONKERS,  NEW  YORK 

14  *  MCMAHON,  WALTER  E.,  WEST  HOMESTEAD,  PENNSYLVANIA 


77  H   MCMAHON,  HILLIAM  J,  TALLAHASSEE,  FLORIDA 
192   MCMAHON,  WILLIAM  JOSEPH,  ELLICOTT  CITY,  MARYLAND 

107  It   MCMANAMON,  FRANCIS  I,  JOHNSON  CITY.  NEW  YORK 

108  #  MCMANUS,  DON  A,  NORFOLK,  VIRGINIA 

40  It   MCMANUS,  FRANCIS  V.,  NEH  HAVEN,  CONNECTICUT 
145   MCMANUS,  HUGH  FRANCIS,  DARIEN,  CONNECTICUT 

97  II   MCMANUS,  JAMES  E,  SACRAMENTO,  CALIFORNIA 
158   MCMANUS,  MICHAEL  FRANCIS,  ALBANY,  NEW  YORK 
137  tt   MCMANUS,  ROBERT  LIEF,  EUGENE,  OREGON 

177   MCMANUS,  WILLIAM  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
118   MCMASTER,  DENNIS  WILLIAM,  SHIPPENSBURG,  PENNSYLVANIA 
128   MCMASTER,  RICHARD  LOUIS,  HUNTINGDON  VALLEY,  PENNSYLVANI 
112  tt   MCMASTER,  ROBERT  H,  LELAND,  MISSISSIPPI 
167   MCMASTER,  TERRY  EUGENE,  KITTANNING,  PENNSYLVANIA 
161   MCMASTERS,  LYNN  DOYLE,  FRANKLIN,  PENNSYLVANIA 
84   MCMICHAEL,  GENE  L.,  HOMESTEAD  AFB,  FLORIDA 

94  MCMICHEN,  CHARLES  H. ,  ATLANTA,  GEORGIA 

50  tt   MCMILLAN  MARSHALL  F.,,  SPARTANBURG,  SOUTH  CAROLINA 
131   MCMILLAN,  GEORGE  MICHAEL,  ROANOKE,  VIRGINIA 
115  It   MCMILLAN,  JAMES  E,  JACKSONVILLE,  FLORIDA 
177   MCMILLAN,  MARK  HARRISON,  KATY,  TEXAS 

90  MCMILLEN,  GUY  C,  BOWLING  GREEN,  KENTUCKY 

177   MCMILLEN,  JOHN  DAVID,  MARTINSBURG,  WEST  VIRGINIA 
179   MCMILLEN,  THOMAS  NORMAN,  RUSSELLVILLE,  ARKANSAS 

6  *  MCMILLIN,  GROVE  W. ,  CARSON  CITY,  NEVADA 
198   MCMILLIN,  JEFFERY  LYNNE,  HOUSTON,  TEXAS 
184   MCMILLION,  BETTINA,  PHOENIX,  ARIZONA 
120   MCMILLION,  VICTOR  RAY,  BECKLEY,  WEST  VIRGINIA 
181   MCMILLION,  WILLIAM  ANTHONY,  ORLANDO,  FLORIDA 
191   MCMILLON,  BRYE,  LANGLEY  AFB,  VIRGINIA 
191   MCMINN,  KENNETH  DWIGHT,  TAFT,  CALIFORNIA 
188   MCMULLEN,  EARL  DAVID,  JR,  EUGENE,  OREGON 

143  It   MCMULLIN,  JOHN  GEARY,  FORT  THOMAS,  KENTUCKY 
141   MCMURRAY,  SAMUEL,  MUSKEGON  HEIGHTS,  MICHIGAN 

74  tt   MCMURRY,  ALVIN  C,  LITTLE  ROCK,  ARKANSAS 

184  MCNAIR,  CARLISLE  JAMES,  LEXINGTON,  SOUTH  CAROLINA 
169   MCNAIR,  CLEO,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

64  #  MCNAIR,  GEORGE  E,  CINCINNATI,  OHIO 
117   MCNAIR,  KENNETH  R,  OKLAHOMA  CITY,  OKLAHOMA 
108   MCNALLY,  EUGENE  H. ,  FORT  HOOD,  TEXAS 
177   MCNALLY,  GREGORY  JUDE,  MANAHAWKIN,  NEW  JERSEY 
174   MCNALLY,  PATRICK  CHARLES,  EAU  CLAIRE,  WISCONSIN 

98  #  MCNAMARA,  EDWARD  A.,  CLEVELAND,  OHIO 

95  It   MCNAMARA,  FRANCIS  R,  STRATFORD,  CONNECTICUT 
191   MCNAMARA,  JAMES  S,  DANBURY,  CONNECTICUT 

186  MCNAMARA,  JOHN  TERRENCE,  WINFIELD,  ILLINOIS 
179   MCNAMARA,  MICHAEL  ALAN,  PARK  FOREST,  ILLINOIS 

176   MCNAMARA,  ROBERT  WILLIAM,  LOS  ANGELES,  CALIFORNIA 

187  MCNAMARA,  THOMAS  MICHAEL,  ABINGTON,  PENNSYLVANIA 

82  tt   MCNAMARA,  THOMAS  P.,  JR,  HEST  SPRINGFIELD,  MASSACHUSETT 
187   MCNAMARA,  THOMAS  STEPHEN,  NEW  YORK,  NEW  YORK 

185  MCNAMARA,  TIMOTHY  ALOYSIUS,  NOVI,  MICHIGAN 
193   MCNAMARA,  HILLIAM  JOSEPH,  CARMEL,  NEH  YORK 

71  It   MCNAMEE,  JAMES  J.,  PHILADELPHIA,  PENNSYLVANIA 
161   MCNAMEE,  RICHARD  THOMAS,  DENVER,  COLORADO 

91  MCNEAR,  OSCAR  W. ,  COLUMBIA,  MISSOURI 

16  *  MCNEARNEY,  WILLIAM  E.,  SCHENECTADY,  NEW  YORK 

144  MCNEARY,  LARRY,  PONTIAC,  MICHIGAN 
62  tt   MCNEELY,  WILLIAM,  TORONTO,  CANADA 

102  *  MCNEES,  DONALD  G.,  LEWISTOWN,  MONTANA 

179  MCNEIL,  ARTHUR  LEE,  INDEPENDENCE,  KENTUCKY 

174  MCNEIL,  FRANCIS  R,  JR,  HILTON,  CONNECTICUT 

186  MCNEIL,  MICHAEL  WAYNE,  BRYANT,  ARKANSAS 

95  MCNEIL,  ROBERT  E.,  INDIANAPOLIS,  INDIANA 

135  tt   MCNEIL,  SAMUEL  ALFRED,  FORKED  RIVER,  NEW  JERSEY 
158   MCNEIL,  WALTER  AMOS,  TALLAHASSEE,  FLORIDA 
195   MCNEIL,  WILLIAM  F,  CASSELBERRY,  FLORIDA 

175  MCNEILL,  G  DUANE,  AUSTIN,  TEXAS 

41  tt   MCNEILL,  PARLEY  H. ,  TUCSON,  ARIZONA 

120  MCNEILL,  THOMAS  EDWARD,  LOS  ANGELES,  CALIFORNIA 

180  MCNEILL,  WILLIAM  GREIG,  KEY  WEST,  FLORIDA 

191  MCNEILLY,  CATHERINE  ROSE,  PITTSBURGH,  PENNSYLVANIA 
76  tt   MCNEW,  C  J,  SALEM,  OREGON 

180   MCNICHOL,  CHARLES  KANE,  DAPHNE,  ALABAMA 
110  It   MCNICHOLAS,  JAMES  F.,  NEH  YORK,  NEH  YORK 
137   MCNICKLE,  NORMAN  ARTHUR,  STILLHATER,  OKLAHOMA 
110   MCNIFF,  JOHN  T.,  ACTON,  MASSACHUSETTS 

180  MCNULTY,  DANIEL  JOSEPH,  NEW  YORK,  NEW  YORK 

190   MCNULTY,  DENNIS  PATRICK,  WEST  TRENTON,  NEW  JERSEY 

170   MCNULTY,  OMEN  KEVIN,  ANN  ARBOR,  MICHIGAN 

126   MCPHERREN,  PHILIP  WAYNE,  OKLAHOMA  CITY,  OKLAHOMA 

90  tt   MCPHERSON,  DOUGLAS  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

32  *  MCPHERSON,  ELHYN  B.,  CHICAGO,  ILLINOIS 

48  It   MCPHERSON,  PAUL  0.,  PITTSBURG,  KANSAS 
122   MCPHERSON,  SAMUEL  ALAN,  INDIANAPOLIS,  INDIANA 

145  MCPHERSON,  STEPHEN  DAVID,  EAST  LANSING,  MICHIGAN 

96  It   MCPHERSON,  TRAVIS  D,  HEREFORD,  TEXAS 

36  *  MCPHERSON,  WAYNE  W. ,  CONCORD,  CALIFORNIA 
183   MCQUADE,  TIMOTHY  BRIAN,  OLD  WESTBURY,  NEW  YORK 

192  MCOUAID,  STEVEN  MARK,  DARLINGTON,  WISCONSIN 

121  U   MCOUAY,  JAMES  MICHAEL,  OREGON  CITY,  OREGON 

146  It   MCOUAY,  MELVIN  CARL,  BALTIMORE,  MARYLAND 
163  *  MCOUEARY,  RONNIE  WAYNE,  HALTOM  CITY,  TEXAS 
188   MCQUEEN,  CRAIG  EMMIT,  MIAMI,  FLORIDA 

79  tt   MCQUEEN,  DONALD  L. ,  ANCHORAGE,  ALASKA 
84  tt   MCQUEEN,  FRANCIS  W. ,  BUFFALO,  NEW  YORK 
129  tt   MCQUEEN,  ROBERT  HOWARD,  TUKWILA,  WASHINGTON 

181  MCQUEEN,  WILLIS  GENE,  CINCINNATI,  OHIO 
113   MCQUEENEY,  JOHN  J,  CANANDAIGUA,  NEW  YORK 

93  tt   MCQUEENEY,  WILLIAM  W,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
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MCOUILLEN,  MICHAEL  CRAIG,  KANSAS  CITY,  MISSOURI 
HCQUOHN,  RICHARD  D. ,  FRANKFORT,  KENTUCKY 
MfRAE   WILLIAM  CHRISTEN,  MONTGOMERY,  ALABAMA 
MCSHANE   LAHRENCE  JOSPEH,  PHILADELPHIA,  PENNSYLVANIA 
MCSHAIN   VAN  HAYWOOD,  HIGH  POINT,  NORTH  CAROLINA 
KeNEY,  FRANCIS  PATRICK,  LYNDHURST,  NEH  JERSEY 
MCVAY,  MICHAEL  HAYNE.  EAST  LIVERPOOL,  OHIO 
HCVEETY,  J.  B.,  PORT  ARTHUR,  TEXAS 
MCVEETY,  JAMES  ALLAN,  NEH  YORK,  NEH  YORK 
MCVEIGH!  MICHAEL  JAMES,  LEESBURG,  VIRGINIA 
MCVEY,  HARRY  RICHARD,  OXFORD,  OHIO 
MCVEY   JOHN  ROBERT,  SACRAMENTO,  CALIFORNIA 
MCVICKERS,  JACK  GLENN,  GULF  SHORES,  ALABAMA 
HCHHORTER,  BOBBY  P.,  AUSTIN,  TEXAS 
MCHHORTER,  FRED  J.,  COLORADO  CITY,  TEXAS 
HCHHORTER,  HILLIAM  T.,  FORT  HORTH,  TEXAS 
MrwTI I IAMS   JOEL  G.,  AMITE,  LOUISIANA 

KcHILLIAHS:  PHIL  S,    STUTTGART,  FEDERAL  REPUBLIC  OF  GERM 
MEAD,  FREDERICK  A.,  PALM  BEACH,  FLORIDA 
MEAD  GEOFFREY  DOUGLAS,  BRAMSHILL,  ENGLAND 
MEADE,  LARRY  JAMES,  HHITEHALL,  OHIO  imu<mi, 
MEADE   PAUL  JOSEPH,  JR,  BURLINGTON,  VERMONT 
MEADERS,  NORMAN  E.,  LIVONIA,  MICHIGAN 
MEADOR,  GEORGE  MICHAEL,  EDMOND,  OKLAHOMA 
MEADOR,  RAYMOND  C. ,  SAN  ANGELO,  TEXAS 
MFADOHS   JOSEPH  PAITSAL,  BEL  AIR,  MARYLAND 
MEADOhI:  STEPHEN  DEHEY,  MT  PLEASANT,  SOUTH  CAROLINA 
MEADOWS   THOMAS  JOEL,  COLUMBUS,  MISSISSIPPI 
!  MEAGHER,  GREGORY  F.,  JR.,  OKINAWA,  JAPAN 
HEARS,  KENNETH  MARVIN,  WALTERBORO,  SOUTH  CAROLINA 
MEBIUS,  JOHN  JOHANNES,  HERMOSA  BEACH,  CALIFORNIA 
MEBRAHTU,  KIDANE  TESFAY,  ASMARA,  ERITREA 
MECANO,  ANTONIO  A,  MANILA,  PHILIPPINES 
MECHAM,  REED  J,  CLEARFIELD,  UTAH 

ESSci  'JAMES  JSSA.W'iMNIMIHI.  DISTRICT  OF  COL 
MEDARll;  MICHAEL  LEWS.  WASHINGTON,  DISTRICT  OF  COLUMBI 
MEDDAUGH,  MARK  EDWARD,  HATERTOWN,  WISCONSIN 
i   MEDEIROS   ALFRED  V,  SOMERSET,  MASSACHUSETTS 
MEDINA  LEAL   LORENZO  FERNANDO,  SANTIAGO,  CHILE 
MEDINA   ANGEL  LUIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MEDINA  TERRENCE  ANTHONY,  WATSONVILLE,  CALIFORNIA 
MFDLER  MICHAEL  MAX,  INDIANAPOLIS,  INDIANA 
MEDLOCK,  HAROLD  EVERETT,  JR,  CHARLOTTE,  NORTH  CAROLINA 
I   MEDLOCK,  MCLOY,  HOUSTON,  TEXAS 

MEDURE,  PATRICK  JOSEPH,  GRAND  RAPIDS,  MINNESOTA 
MEDWALI,  KHALED  MOHAMED,  CAIRO,  EGYPT 
MEECE,  VALERIE  JEAN,  NASHVILLE,  TENNESSEE 
n   MEECH,  FRANK  F.,  INDIANAPOLIS,  INDIANA 
4   MEEHAN,  DAVID  J.,  FREEPORT,  NEW  YORK 
MEEHAN  DENNIS  JAMES,  YAPHANK,  NEW  YORK 
MEEHAN,  JOHN  EDWARD,  YAPHANK,  NEW  YORK 
tt   MEEHAN   JOHN  J.,  NEW  ROCHELLE,  NEW  YORK 

MEEHAN  MICHAEL  DANIEL,  SHOREWOOD,  WISCONSIN 
MEEHAN,  RONALD  DREW,  LA  HABRA,  CALIFORNIA 
tt   MEEHAN  HILLIAM  P,  NEH  BRITAIN,  CONNECTICUT 
MEEK,  DANIEL  RICHARD,  INDIANAPOLIS,  INDIANA 
tt   MEEK,  JAMES  L,  LA  MESA,  CALIFORNIA 
tt   MEEK  MORRIS  C,  PLANTATION,  FLORIDA 

MEEK   PHILIP,  JR,  HILMINGTON,  NORTH  CAROLINA 
MEEK  RONALD  JOSEPH,  EFFINGHAM,  ILLINOIS 
MEEK,  TERRY  HARRIS,  TALLAHASSEE,  FLORIDA 
tt   MEEKMA,  THEODORE,  MADISON,  WISCONSIN 

MEEKS  CHARLES  B,  ALEXANDRIA,  VIRGINIA 
tt   MEEKS  GARY  EUGENE,  GREEN  COVE  SPRINGS,  FLORIDA 
MEEKS   GEORGE  THOMAS,  HENDERSONVILLE,  TENNESSEE 
*  MEEKS  WILLIAM  GUY,  JR,  MESA,  ARIZONA 
tt   MEENAGHAN.  ROBERT  ARTHUR,  SR  WEST  PALM  BEACH,  FLORIDA 
«  MEERS  MILLARD  T,  PHILADELPHIA,  PENNSYLVANIA 
MEESE   JOHN  EDHARD,  JR,  DES  PLAINES,  ILLINOIS 
HEFFEN,  SCOTT  JONATHAN,  SR,  GAINESVILLE,  FLORIDA 
MEFFORD,  STEPHEN  HAYNE,  BRANSON,  MISSOURI 
MEGELSH  GEORGE  MICHAEL,  ABINGTON,  PENNSYLVANIA 
HEGET,  CRAIG  HILTON,  NORMAN,  OKLAHOMA 
tt   MEGGS   LAHRENCE  A,  KEY  HEST,  FLORIDA 

MEHAFFEY,  JAMES  PATRICK,  THOROFARE,  NEH  JERSEY 
tt   MEHDI,  NADIR,  NEH  YORK  CITY,  NEH  YORK 
tt   MEHLEK,  JOSEPH  A,  JR,  SYRACUSE,  NEH  YORK 
HEHLHOFF,  MYLO  J,  BISMARCK,  NORTH  DAKOTA 
MEHLIN,  KEITH  ALLAN,  COUNCIL  BLUFFS,  IOWA 
HEHLIN,  KERRY  SCOTT,  GRAND  ISLAND,  NEBRASKA 
MEHR,  JOHN  ROBERT,  JACKSON,  TENNESSEE 
tt   HEIER,  DAVID  HAROLD,  BEND,  OREGON 
MEIER,  JOHN  HICHAEL,  LENEXA,  KANSAS 
HEIER,  RANDALL  MAYNARD,  CLINTON,  IOHA 
MEINBERG,  STEVEN  EDHARD,  HILLSBORO,  MISSOURI 
HEINE,  MANFRED  F,  FORT  HALTON  BEACH,  FLORIDA 
MEINEMA,  CHARLES  ROBERT,  TACOMA,  HASHINGTON 
MEINERS,  ROBERT  PETER,  LINCOLNHOOD,  ILLINOIS 
MEINES,  JAHES  HENRY,  HYOMING,  MICHIGAN 
HEIROFF,  HARLEY  J,  POMPANO  BEACH,  FLORIDA 
MEISNER,  DARYL  LYNN,  RIFLE,  COLORADO 
HEKAVICHAI,  CHARUK,  BANGKOK,  THAILAND  ^eTBjrT   nc 
MELAN,  ROBERT  CHRISTOPHER,  HASHINGTON,  DISTRICT  OF  COLU 
tt   HELANCON,  PAUL  M,  NEH  ORLEANS,  LOUISIANA 

MELANCON,  HAYNE  ANTHONY,  CROHLEY,  LOUISIANA 
tt   MELBY,  GLEN  M.  ,  FERGUS  FALLS,  MINNESOTA 

MELBYE,  ALLEN  RALPH,  THIEF  RIVER  FALLS,  HINNESOTA 
tt   HELCHERT,  LESTER  H. ,  ST.  PAUL,  HINNESOTA 
It   HELCHIORRE,  ANTHONY  C,  PHILADELPHIA,  PENNSYLVANIA 
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HELTON, 
MELTON, 
MELTON, 
MELTON, 
MELTON, 


MELVIN, 
MELVIN, 
MELVIN, 
MELVIN, 
MEMORY, 
MENCER, 


MELDRUM,  HAROLD  N,  HAYNE,  MICHIGAN 
MELEKIAN,  BERNARD  KFITH,  PASADENA,  CALIFORNIA 
MELENDEZ  SANTIAGO,  JOSE,  SAN  JUAN,  PUERTO  RICO 
MELENDEZ-FERNANDEZ,  JAVIER,  QUERETARO,  MEXICO 
MELENDEZ,  DAVID,  NEH  YORK,  NEH  YORK 
HELILLO,  ANDREH,  NEH  YORK,  NEH  YORK 
HELIH,  RICHARD  PHILIP,  TUSTIN,  CALIFORNIA 
MELIS,  CONSTANTINE,  DORMONT,  PENNSYLVANIA 
MELISI,  DONALD  JOSEPH,  CONCORD,  MASSACHUSETTS 
MELLGREN,  JEFFREY  DEAN,  CEDAR  RAPIDS,  IOHA 
HELLO,  KEITH  LAHRENCE,  MILFORD,  CONNECTICUT 
MELLOR,  BRUCE  BENTLEY,  GREAT  BEND,  KANSAS 
MELNICK,  ROY  E,  LONDONDERRY,  NEH  HAMPSHIRE 
MELOCHE   RICHARD  CLARENCE,  EAST  LANSING,  MICHIGAN 
MELONI,  THOMAS  ENZO,  HHEATON,  ILLINOIS 
MELOVICH,  MARCO  M. ,  SAN  RAFAEL,  CALIFORNIA 
MELSON,  ROBERT  DONALD,  JR,  CHERRY  HILL,  NEH  JERSEY 
MELTON,  CLIFFORD  RAY,  KENSINGTON,  MARYLAND 

HAROLD,  JR.,  CHARLESTON,  HEST  VIRGINIA 
JERRY  D.,  DERMOTT,  ARKANSAS 
MICHAEL  JOSEPH,  AMHERST,  NEW  YORK 
RICHARD  GENE,  FARHINGTON,  NEH  HEXICO 
,  ROBERT  HAYNE,  DECATUR,  GEORGIA 
MELTZER.  GEORGE  LEE,  MISSOULA,  MONTANA 
MELVILLE,  CHARLES  JOHNS,  JR,  HEBRON,  KENTUCKY 
MELVILLE,  JOHN  PAUL,  ALBANY,  NEH  YORK 
MELVILLE,  THOMAS  EUGENE,  LOHELL,  INDIANA 
MELVIN,  CECIL  L.,  INDIANAPOLIS,  INDIANA 
J.  MASON,  GLASGOH,  MONTANA 
JIMMY  LEON,  MACON,  GEORGIA 
JOHN  FREDERICK,  NEHFANE,  VERMONT 
RANDALL  ADAMS,  LINCOLNSHIRE,  ILLINOIS 
HUBERT  A.,  NEHPORT  NEHS,  VIRGINIA 
,  A.  D.,  TYRONE,  PENNSYLVANIA  _r/.irr 
MENDELA,  JOHN  ANDREH,  SIMSBURY,  CONNECTICUT 
MENDEZ,  BENJAMIN  HENRY,  JR,  EAU  CLAIRE,  HISCONSIN 
MENDEZ,  FERNANDO  HALFRIDO,  MIAMI,  FLORIDA 
MENDEZ,  JOSE  RAUL,  HIALEAH,  FLORIDA 
MENDEZ,  OMAR  ALBERTO,  NEW  YORK,  NEH  YORK 
MENDIARA,  JAMES  RICHARD,  DALY  CITY,  CALIFORNIA 
MENDOZA-SILVA,  JORGE,  LIMA,  PERU 
MENDOZA,  MANUEL  L,  MANILA,  PHILIPPINES 
MENDOZA,  RALPH,  FORT  HORTH,  TEXAS 
MENDOZA,  RAMON  G.  ,  MESA,  ARIZONA    UIcrnuclll 
MENDYK,  ROBERT  P.,  SR.,  NEH  BERLIN,  HISCONSIN 
MENG,  LIM  KHANG,  SINGAPORE,  SINGAPORE 

HENGEL,  KATHRYN,  CLEVELAND,  OHIO   „.„____  ftc  -n.  MMRTA 
MENGES  CHARLES  ALLEN,  WASHINGTON  DISTRICT  OF  COLUMBIA 
MENGHINI,  MARK  JOSEPH,  EAST  LANSING,  MICHIGAN 
HENNING,  THOMAS  DALE,  ALBERT  LEA,  MINNESOTA 
MENTOR,  JOHN  L.,  ALEXANDRIA,  VIRGINIA 
MENTRUP,  THOMAS  E.,  HEBRON,  KENTUCKY  niiroTn  „„ 
MERCADO-CUEVAS,  ADALBERTO,  SAN  JUAN   PUERTO  RICO 
MERCADO,  AMERICO  HECTOR,  NEH  YORK,  NEH  YORK 
MERCADO,  HIRAH  ZAYAS,  PONCE,  PUERTO  RICO 
MERCADO,  ISMAEL,  SAN  JUAN,  PUERTO  RICO 
MERCER.  CLAUDE,  BATON  ROUGE,  LOUISIANA 
MERCER   EDHARD' L.,  LOUISVILLE  KENTUCKY 
MERCER,  GLENDA  ELLEN,  PLAINFIELD,  INDIANA 
MFRrFR   JIMMY  H..  HAYCROSS,  GEORGIA 
M E&,  CRAIG  H.  ,  HARRENSVILLE  HEIGHTS  OHIO 
DONALD  EDMUND,  GREENHICH,  CONNECTICUT 
ROBERT  CHARLES,  JR,  ALTAMONTE  SPRINGS,  FLORID 
ROBERT  P   BAYTOHN,  TEXAS 
S  LARRY,  TULSA,  OKLAHOMA 

M^^I'EDHlS-B.T^HSRltAIN  .CONNECTICUT 
MERCIER.  RALPH  0.,  MONTEBELLO,  CALIFORNIA 
MERCK,  J.  AUSTIN,  GREENVILLE,  SOUTH  CAROLINA 
MERCK   JAMES  DAVID,  GAINESVILLE   GEORG  A 
MERCURIO,  RICHARD  J.,  SPRINGFIELD   ILLINOIS 

CECIL  JAMES,  HHITE  BEAR  LAKE,  MINNESOTA 
DEAN,  TOHANDA,  PENNSYLVANIA 
DONALD  DEHAYNE,  GLENDALE,  CALIFORNIA 
I,  HERBERT  DANIEL   SACRAMENTO,  CALIFORNIA 
MERGENTHALER,  JAMES  PATRICK  NEH  ROCHELLE,  NEH  YORK 
MERICLE,  HILLIAM  ARTHUR,  HARRISBURG, .PENNSYLVANIA 
MERIDETH,  RONALD  NATHAN,  EL  CENTRO,  CALIFORNIA 
MERILLAT,  CHRISTOPHER  LEE,  HASHINGTON,  DISTRICT  Oh  LULU 
MERILLAT   DARRELL  EDHARD,  HAUSEON,  OHIO 
MERILLAT,  ROBERT  P,  FOSTER,  OHIO 
MERKEL,  DONALD  ALAN,  MILPITAS,  CALIFORNIA 

MERLO,  H.  J.,  SCHOFIELD  BARRACKS,  HAHAII 
MERNIN,  GERALD  EDHIN,  GATLINBURG,  TENNESSEE 
MEROLA   ANTHONY  CHARLES,  MAITLANO,  FLORIDA 

SB*  K^"I».  w . 

MERRILL,  CHARLES  ALFORD,  AUGUSTA,  MAINE 

MERRILL,  KENNETH  HARRY,  SITKA,  ALASKA 

MERRILL!  TIMOTHY  JAMES,  HAKEFIELD,  NEH  HAMPSHIRE 


MERCHANT, 
MERCHANT, 
HERCHANT, 
MERCHANT, 
MERCHANT, 


HEREDITH, 
MEREDITH, 
MEREDITH, 
MEREDITH, 
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MERRILL,  WILLIAM  FLAVIUS  -  MILLER,  EDHIN  D. 
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MERRILL,  WILLIAM  FLAVIUS,  FORT  CAMPBELL,  KENTUCKY 

MERRILL,  WILLIAM  P,  SUNRIVER,  OREGON 

MERRIMAN,  ROBERT  DONALD,  SAVANNAH,  GEORGIA 

MERRITT,  ALBERT  J.,  HHITTIER,  CALIFORNIA 

MERRITT,  CARL  JEROME,  CHICAGO,  ILLINOIS 

MERRITT,  DENNIS  JAY,  DES  MOINES,  IOWA 

MERRITT,  JOHN  WAYNE,  NEW  CASTLE,  DELAWARE 

MERRITT,  MAX  L,  PRESCOTT,  ARIZONA 

MERRITT,  MICHAEL  DENSON,  MONTGOMERY,  ALABAMA 

MERRITT,  NEIL  BRIAN,  LOCKPORT,  NEW  YORK 

MERRITT,  PAUL  D. ,  LINCOLN,  NEBRASKA 

MERRITT,  RANDALL  SYLVAN,  BRIDGETOWN,  BARBADOS 

MERRITT,  THOMAS  EUGENE,  INVERNESS,  FLORIDA 

MERRITT,  WILLIAM  DAVID,  BAKERSFIELD,  CALIFORNIA 

MERRITTS,  RAY  E.,  LOCK  HAVEN,  PENNSYLVANIA 


MERRYMAN,  ROBERT  DANE,  HARRISBURG,  PENNSYLVANIA 

MERSON,  THOMAS  MICHAEL,  PALO  ALTO,  CALIFORNIA 

MERT,  ADNAN,  ANKARA,  TURKEY 

MERTENS,  PAUL  JOSEPH,  ROLLA,  MISSOURI 

MERTES,  JOSEPH  ROY,  CLINTON  TOWNSHIP,  MICHIGAN 

MERTZ,  HAROLD  EDHARD,  DETROIT,  MICHIGAN 
123  tt   MERTZ,  LEWIS  JAMES,  KEY  WEST,  FLORIDA 
163   MERWIN,  JEFFREY  EARL,  NEHINGTON,  CONNECTICUT 

MESCHER,  JEROME  L.,  CINCINNATI,  OHIO 

MESCHKE,  MARK  GLENN,  TRENTON,  MICHIGAN 

MESKOW,  RUSSELL,  BEAVER  FALLS,  PENNSYLVANIA 

MESSER,  PHILIP,  MANSFIELD,  OHIO 

*  MESSER,  RALPH  WEBSTER,  OCALA,  FLORIDA 
MESSICK,  DOLORES  MARIE,  EL  PASO,  TEXAS 
MESSICK,  JAMES  L,  MURFREESBORO,  TENNESSEE 

«   MESSICK,  MERRILL  A,  JR,  PIKESVILLE,  MARYLAND 

tt   MESSINA,  FRANK  G,  TOWSON,  MARYLAND 

tt   MESSINGER,  GARY  B,  LAS  VEGAS,  NEVADA 

MESSNER,  THOMAS  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
MESTERHARM,  JAMES  MICHAEL,  HAMMOND,  INDIANA 
METAYER,  ALBERT  MARCEL,  WATERBURY,  VERMONT 
METCALF,  DON  TERRY,  CARLSBAD,  CALIFORNIA 
METCALF,  JAMES  ALBERT,  TEMPE,  ARIZONA 
METCALF,  KENNETH  RAY,  SPRINGFIELD,  ILLINOIS 

tt   METCALF,  ROBERT  EMMETT,  FARMINGTON,  MINNESOTA 
METRO,  RICHARD  ALLEN,  ALEXANDRIA,  VIRGINIA 

#  METROS,  STEVE  C,  DENVER,  COLORADO 
METTLER,  STEVEN  MARTIN,  BAKERSFIELD,  CALIFORNIA 
METTLING,  HILLIAM  PETER,  RED  WING,  MINNESOTA 
METTS,  JAMES  R.,  LEXINGTON,  SOUTH  CAROLINA 

tt   METZ,  DANNY  LEE,  AURORA,  OHIO 

METZ,  NICHOLAS  JOHN,  SEATTLE,  WASHINGTON 
METZGER,  JOHN  BERNARD,  III,  ROANOKE,  VIRGINIA 
METZGER,  ROBERT  WILLIAM,  JR,  ZEELAND,  MICHIGAN 
METZINGER,  ALTA  MARGARETTE,  DENVER,  COLORADO 
METZLER,  ALAN  RUSSELL,  LANGLEY  AFB,  VIRGINIA 
METZLER,  MICHAEL  L,  URBANA,  ILLINOIS 
METZLER,  VINCENT  ELLSWORTH,  SOMERVILLE,  NEW  JERSEY 
METZNER,  CHARLES  PHILLIP,  ST.  LOUIS,  MISSOURI 
MEULER,  KENNETH  JAMES,  MILWAUKEE,  WISCONSIN 
MEW,  MARK  THOMAS,  ANCHORAGE,  ALASKA 
MEYER,  ALVIN  ALLEN,  WATERLOO,  IOWA 
It   MEYER,  C.  LLOYD,  MACON,  MISSOURI 

MEYER,  DEAN  CURTIS,  LADYSMITH,  HISCONSIN 
MEYER,  ELMER,  CAMDENTON,  MISSOURI 

EUGENE  THOMAS,  DES  MOINES,  IOWA 
FRED  G,  CEDAR  RAPIDS,  IOWA 
JACK  R,  MIAMI,  FLORIDA 
JOHN  G.,  JR.,  FALLS  CHURCH,  VIRGINIA 
MELVIN  K.,  HOMEWOOD,  ILLINOIS 
MICHAEL  RICHARD,  NEW  ORLEANS,  LOUISIANA 
RICHARD,  STURGIS,  SOUTH  DAKOTA 
MEYER,  ROBERT  GEORGE,  ORANGEBURG,  NEW  YORK 
MEYER,  SCHUYLER  MERRITT,  III,  RICHARDSON,  TEXAS 
MEYER,  STEVEN  BRUCE,  FAYETTEVILLE,  ARKANSAS 
MEYER,  VERNON  J.,  CHERRY  POINT,  NORTH  CAROLINA 
MEYERS,  BRADLEY  CRAIGH,  JAMESTOWN,  NEW  YORK 

CHARLES  L.,  JR.,  ROCK  ISLAND,  ILLINOIS 
FRANK  A,  MADISON,  WISCONSIN 
JOSEPH  F,  YAPHANK,  NEW  YORK 
JOSEPH  MICHAEL,  DECATUR,  ILLINOIS 
LLOYD  THOMAS,  LANSDALE,  PENNSYLVANIA 
RICHARD  A,  ROCKFORD,  ILLINOIS 
STANLEYH.,  SACRAMENTO,  CALIFORNIA 
STEPHEN  JEROME,  NEWTOWN,  PENNSYLVANIA 
MEYNARD,  KENNETH  MICHAEL,  METAIRIE,  LOUISIANA 
72  It   MEZOS,  NICOLAS  MICHAEL,  NICOSIA,  CYPRUS 

98  MHEISEN,  IBRAHIM  H. ,  AMMAN,  JORDAN 

171   MIANO,  NICHOLAS  RICHARD,  JR,  NEWINGTON,  CONNECTICUT 
183   MICALE,  PETER  NICHOLAS,  IV,  WASHINGTON,  DISTRICT  OF  COL 

99  tt   MICAN,  CHARLES  L,  ROSEBURG,  OREGON 
121   MICER,  RICHARD  WALLACE,  WASHINGTON,  DISTRICT  OF  COLUMBI 

It   MICHAEL,  ROBERT  M. ,  LOS  ANGELES,  CALIFORNIA 

It   MICHAELIS,  ALEX,  SUNNYVALE,  CALIFORNIA 

It   MICHAELIS,  CHARLES  W. ,  FOUNTAIN  VALLEY,  CALIFORNIA 
MICHAELS,  LAWRENCE  R,  BENSALEM,  PENNSYLVANIA 
MICHAELSEN,  MARK  ALAN,  FORT  LEAVENWORTH,  KANSAS 
MICHALAK,  EDWARD  V,  JR,  CAMDEN,  NEW  JERSEY 
MICHALAK,  JOHN  ANDREW,  BATAVIA,  NEW  YORK 

It   MICHALKO,  JOSEPH,  ELMIRA,  NEW  YORK 

MICHALSKI,  EUGENE  BERNARD,  MADISON,  WISCONSIN 
MICHALSKI,  NOLAN  DAVID,  PORTSMOUTH,  VIRGINIA 
MICHAUD,  JOSEPH  KENT,  VALDEZ,  ALASKA 
MICHAUD,  THOMAS  BERNARD,  PRINCETON,  NEW  JERSEY 

*  MICHEL,  DAVID  B.,  ANAHEIM,  CALIFORNIA 
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MIDDLETON, 
MIDDLETON, 
MIDDLETON, 
MIDDLETON, 
MIDDLETON, 


MIEZIN, 
MIFSUD, 
MIGAUX, 


MILES, 
MILES, 
MILES, 
MILES, 
MILES, 
MILEY, 


MICHEL,  EDWIN  JAMES,  HUNTINGTON,  NEW  YORK 
MICHEL,  GARY  DEAN,  SALEM,  OREGON 
MICHEL,  ROLAND,  NEWARK,  NEW  JERSEY 
MICHELL,  GARY  CALVERT,  CONWAY,  SOUTH  CAROLINA 
MICHELOTTI,  BARRY  CARL,  GREAT  FALLS,  MONTANA 
MICHELSON,  RALPH  D. ,  LETHBRIDGE,  CANADA 
MICKELSON,  RICHARD  ALLAN,  TWO  HARBORS,  MINNESOTA 
MICKELSON,  RODNEY  DELBERT,  LONG  BEACH,  CALIFORNIA 
MICKLER,  JOSEPH  EDWIN,  FORT  MEADE,  MARYLAND 
MICKLOS,  NORBERT  MICHAEL,  PITTSBURGH,  PENNSYLVANIA 
MICKULAS,  WALTER  D,  WOODHAVEN,  NEW  YORK 
MIDDAUGH,  ROBERT  B,  OAKVILLE,  CANADA 
MIDDLETON,  LAWRENCE  R,  BRIDGEPORT,  CONNECTICUT 
MICHAEL  DAVID,  SHREVEPORT,  LOUISIANA 
SAMUEL  KENT,  BAKERSFIELD,  CALIFORNIA 
THOMAS  CLINTON,  JR,  FORT  MEADE,  MARYLAND 
THOMAS  JOSEPH,  HACKENSACK,  NEW  JERSEY 
WILLIAM  DOUGLAS,  SHERWOOD,  OREGON 
MIDGETT,  RODNEY  WAYNE,  MANTEO,  NORTH  CAROLINA 
MIDKIFF,  MICHAEL  WAYNE,  PHOENIX,  ARIZONA 
MIECZKOWSKI,  GEORGE  WALTER,  EDISON,  NEW  JERSEY 
MIELBRECHT,  PAUL  DAVID,  TACOMA,  WASHINGTON 
MIELE,  JOSEPH,  SUFFERN,  NEW  YORK 
MIESEL,  PHILIP  C,  JR.,  PORT  ANGELES,  WASHINGTON 
DONALD  JOSEPH,  SAGAMORE  HILLS,  OHIO 
WILLIAM  CHARLES,  MERCER,  PENNSYLVANIA 
PHILIPPE  FRANCOIS,  PARIS,  FRANCE 
MIGLIO,  ALLEN  MARTIN,  HARPER  WOODS,  MICHIGAN 
MIGLIORATTI,  PHILIP,  IRONDEQUOIT,  NEW  YORK 
MIHAN,  ROBERT  J.,  YELLOWSTONE  NAT'L  PARK,  WYOMING 
MIHM,  FREDERIC  LEO,  JR,  TUALATIN,  OREGON 
MIKKO,  DONALD  MICHAEL,  FORT  GILLEM,  GEORGIA 
MIKOLIC,  RONALD  C,  SHEBOYGAN,  WISCONSIN 
MIKUDIK,  JAMES  FREDRICK,  YERINGTON,  NEVADA 
MIKULA,  KENNETH  H. ,  FARGO,  NORTH  DAKOTA 
MIKULA,  THOMAS  GREGORY,  MADISON,  MISSISSIPPI 
MILAM,  DAVID  LAWRENCE,  AUBURN,  CALIFORNIA 
MILAM,  TERRY  D,  ST.  JOHN,  MISSOURI 
MILAN,  DAVID  LINDSAY,  BUCKSPORT,  MAINE 
MILAN,  RUSSELL  GENE,  BATON  ROUGE,  LOUISIANA 
MILAZZO,  CARL  JAMES,  FAYETTEVILLE,  NORTH  CAROLINA 
MILCHAN,  DAVID  C,  PINELLAS  PARK,  FLORIDA 
MILDREW,  BRUCE  P.,  ST.  MARYS,  PENNSYLVANIA 
MILES,  ANTHONY  L. ,  INDIANAPOLIS,  INDIANA 
EVAN  E.,  NEWARK,  NEW  JERSEY 
KENNETH  REED,  SALT  LAKE  CITY,  UTAH 
MICHAEL  EARL,  PONTIAC,  MICHIGAN 
PHILIP  R,  ODESSA,  TEXAS 
WILLIAM  H.,  MALVERN,  PENNSYLVANIA 
RAYMOND  A,  JACKSONVILLE,  FLORIDA 
MILHOLEN,  RANDOLPH  FOSTER,  PORT  ORANGE,  FLORIDA 
MILHOLLAND,  FRANKLIN  W,  MILLERSVILLE,  MARYLAND 
MILIANO,  JOHN  EDWARD,  LINDEN,  NEW  JERSEY 
MILKE,  ROBERT  L. ,  TAVARES,  FLORIDA 
MILKE,  ROBERT  LEE,  SAN  DIEGO,  CALIFORNIA 
MILKS,  HARLEY  G,  BINGHAMTON,  NEW  YORK 
MILKS,  MIKEL  NATHANIEL,  GLENCOE,  ILLINOIS 
MILLAR,  COLIN  T,  HAMILTON,  CANADA 
MILLAR,  THEODORE  M,  NEWNAN,  GEORGIA 
MILLARD,  RICHARD  GEORGE,  BILLINGS,  MONTANA 
MILLER,  A.  K.,  ELECTRA,  TEXAS 
MILLER,  ALBERT  W. ,  VENTURA,  CALIFORNIA 
MILLER,  ALFRED  EUGENE,  ALBANY,  GEORGIA 

ALLEN  ROY,  EAST  AURORA,  NEW  YORK 
BENJAMIN  L.,  SPRINGFIELD,  OHIO 
BILLY  RANDALL,  SAN  BERNARDINO,  CALIFORNIA 
BRUCE  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  D.,  ANAHEIM,  CALIFORNIA 
CARL  MAYNARD,  JR,  PACIFIC  GROVE,  CALIFORNIA 
CAROL  F,  LOS  ANGELES,  CALIFORNIA 
CARROLL  V.,  ROCKVILLE,  MARYLAND 
CHARLES  EVANS,  KENT,  WASHINGTON 
CHARLES  FRANCIS,  MIAMI,  FLORIDA 
CHARLES  GREGORY,  MEXICO,  MISSOURI 
CHARLES  LEE,  GRAND  PRAIRIE,  TEXAS 
CHARLES  M,  III,  SALEM,  NEW  JERSEY 
CHARLES  R,  SEAFORD,  DELAWARE 
CHARLES  W.,  SPRINGDALE,  ARKANSAS 
CLAUDE  W,  TITUSVILLE,  FLORIDA 
CLAY  COY,  MUSKOGEE,  OKLAHOMA 
DANIEL  JOHN,  LAPEER,  MICHIGAN 
DANIEL  THOMAS,  GREENSBURG,  PENNSYLVANIA 
DANIEL  W.,  WORTHINGTON,  OHIO 
DANNIE  ALLEN,  CAMP  LEJEUNE,  NORTH  CAROLINA 
DANNY  CHARLES,  RIVERSIDE,  CALIFORNIA 
DANNY  GUSTAVE,  MONROE,  LOUISIANA 
DARYL  S.,  JACKSON,  MICHIGAN 
DAVID  CARL,  COPPELL,  TEXAS 
DAVID  EARL,  FORT  MC  CLELLAN,  ALABAMA 
DAVID  GOODMAN,  HARRISBURG,  PENNSYLVANIA 
DAVID  L.,  GRANDVIEW  HEIGHTS,  OHIO 
DENNIS  WAYNE,  SCOTTSBORO,  ALABAMA 
MILLER,  DENNIS  WILLIAM,  WHEATON,  ILLINOIS 
MILLER,  DON  LUTHER,  PHOENIX,  ARIZONA 

DONALD  DELBERT,  FORT  MONROE,  VIRGINIA 

DOUGLAS  S,  SANTA  ANA,  CALIFORNIA 

DWAYNE  LEE,  MC  ALLEN,  TEXAS 

EDD  L,  PASADENA,  TEXAS 

EDWARD  E,  BAKERSFIELD,  CALIFORNIA 

EDWIN  D.,  SAN  DIEGO,  CALIFORNIA 
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MILLER,  ERNEST  A,  JR  -  MITCHELL,  JOSEPH  F. 
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ERNEST  A,  JR,  FARMINGTON  HILLS,  MICHIGAN 
,  GARY  J,  MARYSVILLE,  CALIFORNIA 
M  LLER  GARY  L,  ALBUQUERQUE,  NEH  MEXICO 
HILLER   GARY  LEE,  INDIANAPOLIS,  INDIANA 

GARY  STEPHEN,  MC  ALLEN,  TEXAS 

GEORGE  C..HASHINGTON,  DISTRICT  OF  COLUMBIA 

GEORGE  HENRY,  JR,  LONG  BEACH,  CALIFORNIA 

GEORGE  V,  EDISON,  NEH  JERSEY 
,  GILBERT  E.,  HACO,  TEXAS 
MILLER,  GLEN  R,  CEDAR  CITY,  UTAH         ,„,..-„ 
MILLER  GLENN  MICHAEL,  HEST  TRENTON,  NEH  JERSEY 
MILLER,  HANS  JOHN,  JACKSONVILLE,  NORTH  CAROLINA 
HILLER  HARRY  L,  DARLINGTON,  SOUTH  CAROLINA 

IRA  WAYNE,  MARIETTA,  GEORGIA 


MILLER, 
MILLER, 


MILLER 

MILLER, 

HILLER, 

MILLER, 

MILLER, 


MILLER, 
HILLER, 


J  ,  BARTOW,  FLORIDA 
M  UER:  JAMES  ALONZO,  JR,  ZELIENOPLE,  PENNSYLVANIA 
MILLER  JAMES  AUBREY,  SCOTTSBORO,  ALABAMA 
JAMES  E.,  LONG  BEACH,  CALIFORNIA 
JAMES  ELMER,  YELLOW  SPRINGS,  OHIO 
JAHES  J,  HARRINGTON,  PENNSYLVANIA 
JAMES  JACKSON,  PLAINFIELD,  INDIANA 
JAHES  L,  HALIFAX,  VIRGINIA 
,  JAHES  LUKE,  NEH  YORK,  NEW  YORK 
MILLER  JAMES  MICHAEL,  KENT,  WASHINGTON 
MILLER  JAMES  PATRICK,  LOUISVILLE,  OHIO 
JAMES  RILEY,  ORLANDO,  FLORIDA 
JAHES  T,  DECATUR,  GEORGIA 
JAMES  WALTER,  UKIAH,  CALIFORNIA 
JEFFREY  BRIAN,  HARRISBURG,  PENNSYLVANIA 
JERRY  D.,  SHERMAN,  TEXAS 
.  JESSE  L,  BATON  ROUGE,  LOUISIANA 
ER  JOHN  FRANKLIN,  CHARLOTTESVILLE,  VIRGINIA 
MILLER,  JOHN  L,  HOUSTON,  TEXAS 
MILLER  JOHN  R,  PYMATUN1NG,  PENNSYLVANIA 
MILLER  JOHN  VINCENT,  FRANKLIN,  PENNSYLVANIA 
MILLER,  JONATHAN  DUANE,  SOUTHAMPTON,  PENNSYLVANIA 
MILLER  JOSEPH  MICHAEL,  GREELEY,  COLORADO 
miiifr  KFITH  ALLEN.  GOSHEN,  INDIANA 

'  KENNETH  FREDERICK,  UPPER  SADDLE  RIVER,  NEH  JERS 

KIM  MICHAEL,  ALPENA,  MICHIGAN 
,  KIRBY  CLINTON,  PLANO,  TEXAS 
MILLER,  KRISTIN  THORNE,  ANCHORAGE,  ALASKA 
MILLER,  LARRY  CECIL,  MONTGOMERY,  ALABAMA 
MILLER  LAWRENCE  E,  BAY  CITY,  MICHIGAN 

'  LEONARD  MICHAEL,  NASHVILLE,  TENNESSEE 

LEVY  C,  REIDSVILLE,  GEORGIA  rMUT. 

MARK  RANDALL,  SOUTH  PASADENA,  CALIFORNIA 
,  HARVIN  S.,  ARKADELPHIA,  ARKANSAS 
MILLER,  MICHAEL  DAVID,  ADA,  OKLAHOMA 
MILLER,  MICHAEL  LINDSAY,  PERTH,  AUSTRALIA 
MILLER,  MICHAEL  R,  BELLE  GLADE,  FLORIDA 
MILLER,  MICHAEL  RAY,  VIENNA,  VIRGINIA 
MILLER,  MYRON  DALE,  BLOOMINGTON,  ILLINOIS 
MILLER,  PHIL  DANIEL,  DOUGLASVILLE,  GEORGIA 
HILLER,  POHELL  CLAYTON,  LAKE  JACKSON,  TEXAS 
MILLER,  RANSOME  EVAN,  BESSEMER,  ALABAMA 
HILLER,  RAYMOND  C,  CLAHSON,  MICHIGAN 
HILLER,  RAYHOND  FRANCIS,  JR,  FAIRBANKS,  ALASKA 
HILLER.  RAYMOND  JOHN,  CHICAGO,  ILLINOIS 
MILLER!  RICHARD  E.  WEST  CHESTER,  PENNSYLVANIA 
HILLER,  RICHARD  J.,  DENTON,  TEXAS 
HILLER  RICHARD  P.,  HARRISBURG,  PENNSYLVANIA 

HILLER,  RICHARD  P.,  LANCASTER,  TEXAS    

HILLER  RICHARD  HAYNE,  SANTA  FE,  NEW  MEXICO 
ROBERT  A,  PUNTA  GORDA,  FLORIDA 
ROBERT  C,  PHILADELPHIA,  PENNSYLVANIA 
ROBERT  DEAN,  JR,  SPRINGFIELD,  ILLINOIS 
MILLER,  ROBERT  LEE,  FORT  PIERCE,  FLORIDA 
MILLER,  ROBERT  P.,  LOCKPORT,  ILLINOIS 
MILLER,  ROBERT  H,  SHREVEPORT,  LOUISIANA 
HILLER,  ROBERT  WADE,  ALEXANDER  CITY,  ALABAMA 
MILLER   RONALD  FORGEY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MILLER,  RONALD  LEE,  KANSAS  CITY,  KANSAS 
ROY  G.,  ST.  LOUIS,  MISSOURI 
RUDOLPH  G,  SANTA  FE,  NEH  MEXICO 
S  I,  MELBOURNE,  AUSTRALIA 
,  SANDRA  SUZETTE,  LIVONIA,  MICHIGAN 
HILLER  SCOTT  KEVIN,  PACITIC  GROVE,  CALIFORNIA 
MILLER,  STEPHEN  JOHN,  SPRINGFIELD,  ILLINOIS 
STEPHEN  JOSEPH,  CHEYENNE,  WYOMING 
TERRY  LEE,  EVERETT,  WASHINGTON 
THOMAS  ALLEN,  OBERLIN,  OHIO    „,,__,, 
THOHAS  ANDREH,  OAK  HARBOR,  WASHINGTON 
TIMOTHY  DALE,  METAIRIE,  LOUISIANA 
TODD  ALLAN,  WHITE  BEAR  LAKE,  MINNESOTA 
,  VIRGIL  K.,  DRY  RIDGE,  KENTUCKY 
I  HILLER,  H.  C,  RAWLINS,  WYOMING 
tt   MILLER  WILLIAM  A,  BOSTON,  MASSACHUSETTS 

MILLER  WILLIAM  CHARLES,  MERRIMACK,  NEW  HAMPSHIRE 
I  MILLER  HILLIAM  HAROLD,  JR,  PHOENIX,  ARIZONA 
tt   MILLER  WILLIAM  HENRY,  SPOKANE,  HASHINGTON 
MILLER,  HILLIAM  HERMAN,  LAS  VEGAS,  NEVADA 
MILLER,  HILLIAM  JEAN,  SANTA  ANA,  CALIFORNIA 

*  MILLER  HILLIAM  KENNETH,  YANKTON,  SOUTH  DAKOTA 
HILLER,  WILLIAM  MICHAEL,  FLOSSHOOR,  ILLINOIS 
HILLER,  HILLIAM  PAUL,  TROY,  NEW  YORK 

#  MILLETT.  F.  DAVID,  MOLINE,  ILLINOIS 

M  LLHOLLAND,  LEONARD  HILLIAM,  HINCHESTER,  VIRGINIA 
MILLHOUSE,  DONALD  GLENN,  SR,  MISSOULA,  MONTANA 
HILLIGAN,  RAYMOND  ALBERT,  DEPTFORD  TWP,  NEW  JERSEY 


MILLER, 
MILLER, 
MILLER, 
MILLER, 
HILLER, 
MILLER, 


MILLER, 
MILLER, 
MILLER, 
MILLER, 
MILLER, 
MILLER, 


MILLER, 
MILLER, 
MILLER, 


MILLER, 
MILLER, 
MILLER, 
MILLER, 


MILLER, 
MILLER, 
MILLER, 


MILLER, 
HILLER, 
MILLER, 
MILLER, 


MILLER, 
MILLER, 
HILLER, 
MILLER, 
MILLER, 
MILLER, 
MILLER, 


161 
105  / 
143 
140 
101 
92  I 
118 
151 
114  I 
103 

49  I 
131  i 
175 
93 
108 
124 
114 
108 
195 
166 
194 
100 
114 
164 
130 
108 
181 
149 
190 
173 
198 
140 
166 
53 
160 
101 
177 
127 
195 
144 
164 
92 
164 
85 
105 
71 
169 
91 
76 
11 
141 
141 
145 
99  tt 
144 

99  tt 
118 
144 
83  tt 
56 

88  # 
90  tt 
162 
184 
188 
198 
185 
135 
138 

109  tt 
184 
180 
176 
123 
181 
165 
148 
107  tt 

110  It 
98 

108 
186 
173 

28  tt 
170 
113 
153 

88  tt 
154 
128 
113 
159 
186 
124 
116 
185 
107 
126  « 

75  « 
19  * 


MILLS, 
MILLS, 
HILLS, 
MILLS, 


MILLS, 
MILLS, 
MILLS, 
HILLS, 


MILLS, 
MILLS, 
MILLS, 
MILLS, 


HILLIGAN,  ROBERT  EUGENE,  FRANKFORT,  KENTUCKY 
MILLIKEN,  DONALD  H. ,  DALLAS,  TEXAS       „_.™ 
MILLIKEN  FRANK  CLARENCE,  RIDGEHOOD,  NEW  JERSEY 
MILLIKEN  JOHN  HAYNE,  NASHVILLE,  TENNESSEE 
MILLIMAKI,  ROBERT  H. ,  NORTH  CHICAGO,  ILLINOIS 
HILLION,  JACKIE  E,  ATHENS,  TENNESSEE 
HILLNER,  MACON  GLENN,  RICHMOND,  VIRGINIA 
MILLS,  BRUCE  ALTON,  DUNEDIN,  FLORIDA 

CURTIS,  NAPLES,  FLORIDA         „,„„„ 
DAVID  P,  NEWBURY,  BRITISH  CROWN  COLONY 
GEORGE  A,  SR,  OAK  RIDGE,  TENNESSEE 
,  GERALD  WAYNE,  LAKEPORT,  CALIFORNIA 
MILLS,  GREGORY  PAUL,  KANSAS  CITY,  MISSOURI 
MILLS,  HAROLD  H. ,  SPRINGFIELD,  OHIO 
JAMES  W,  TUSCALOOSA,  ALABAMA 
JERRY  DOUGLAS,  LANSING,  MICHIGAN 
JOHN  J.,  HONROVIA,  CALIFORNIA 
„  KEITH  G,  NIAGARA  FALLS,  NEH  YORK 
HILLS  LAWRENCE  CHARLES,  FRENCH  CAMP,  CALIFORNIA 
MILLS,  MARLIN  LEE,  BEL  AIR,  MARYLAND 

MICHAEL  EUGENE,  WEST  PALM  BEACH,  FLORIDA 
PERCY  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
RONALD  D.,  PROSPECT  PARK,  PENNSYLVANIA 
,  TIMOTHY  WARD,  MARTINSVILLE,  VIRGINIA 
MILLSAP,  ARNOLD  LAVONNE,  EUREKA,  CALIFORNIA 

MILLSAP,  THELBERT,  BELTON,  TEXAS  

MILLWRIGHT,  RICK  FOX,  COLORADO  SPRINGS,  COLORADO 
MILNER,  JOHN,  CANBERRA,  AUSTRALIA 
MILNER,  ROBERT  HEST,  JR,  STARKE,  FLORIDA 
MILONE,  BRIAN  LEE,  BOURBONNAIS,  ILLINOIS 
MILOSEVICS  KEVIN  LEE,  RENTON,  HASHINGTON 
MILOT,  BERNARD  NORRIS,  WYANDOTTE,  HICHIGAN 
MILSTEAD,  JAMES  RICHARD,  PHOENIX,  ARIZONA 
HILHEE,  CURTIS  DAUGHERTY,  BIRHINGHAM,  ALABAMA 
MIMS  DAVID  ALLEN,  SR,  NEW  SMYRNA  BEACH,  FLORIDA 
MINARDI,  ROCCO  N.  ,  NEH  YORK,  NEW  YORK      11T1.„nuT1 
MI  NASI  AN,  LAWRENCE  VICTOR,  SAN  FRANCISCO,  CALIFORNIA 
MINCEY,  HENRY  RAY,  LEE'S  SUMMIT,  MISSOURI 
MINEO,  RANDOLPH,  PORT  WASHINGTON,  NEW  YORK 
MINER,  CHARLES  RUSSELL,  MASSILLON,  OHIO 
HINER,  RONALD  PAUL,  FAIRFAX,  VIRGINIA 
MINETTI,  PAT  G. ,  HAMPTON,  VIRGINIA 
MINGER,  FRANCIS  KAY,  BLOOHINGTON,  INDIANA 
HINGUS,  WILLIAM  M,  MOBILE,  ALABAMA 
MINICK,  PAUL  E,  FORT  WAYNE,  INDIANA 
MINIKON,  PATRICK  M. ,  MONROVIA,  LIBERIA 
MINK,  GARY  MICHAEL,  CORTLAND,  OHIO 
HINNICH,  ROBERT  M,  ARLINGTON,  VIRGINIA 
MINNIE.  ROBERT  E. ,  SAN  MARCOS,  TEXAS 
MINNIEAR,  ERNEST  G.,  INDIANAPOLIS,  INDIANA 
MINNIS,  GERALD  WILLIAM,  LOS  ANGELES,  CALIFORNIA 
MINOGUE,  EDWARD  THOHAS,  NEH  YORK,  NEW  YORK 
MINOR,  ALEX  JOHN,  BINGHAMTON,  NEW  YORK 
MINOR,  HENRY  R,  MANCHESTER,  CONNECTICUT 
HINOR,  MARVIN,  GREENVILLE,  MISSISSIPPI 
MINOR,  PAUL  K.,  BALTIMORE,  MARYLAND   „„.„_._. 
MINOR  THOMAS  MEDLIN,  SAN  BERNARDINO  CALIFORNIA 
MINSHALL,  CLIFTON  STEVE,  MEDIA,  PENNSYLVANIA 
MINTER,  EDWARD  B.,  HOPEWELL,  VIRGINIA 
HINTER  J.  N.,  JR  ,  RALEIGH,  NORTH  CAROLINA 
MINTER  WILLIAM  D,  LOUISVILLE,  KENTUCKY 
MINUS,  NEVILLE,  NASSAU,  BAHAMAS 
MIRACLE  WILLIAM  ROYAL,  ASHLAND,  OHIO 
MIRAH  F.  FOMALHOUT  J,  BALIKPAPAN,  INDONESIA 
MIRANDA  ALVAREZ,  OSCAR,  SANTIAGO,  CHILE 
MIRANDA,  MARK  JAMES,  KEIZER,  OREGON 
MIRANDA,  RICHARD  HOLINA,  TUCSON,  ARIZONA 
MTRF<;   iERRY  LEE.  LANSING,  MICHIGAN 
MIREy!  LIYAB,  YAP,  FEDERATED  STATES  OF  MICRONESIA 
MIRON  GILLES  J,  SARANAC  LAKE,  NEW  YORK 
MISCHLER,  MICHAEL  DAVID,  JASPER,  INDIANA 
HISCIA,  ROCCO  LAWRENCE,  JR,  MONTCLAIR,  NEW  JERSEY 
MISHRA,  PRAKASH,  HYDERABAD,  INDIA 
HISNER  PAUL  RICHARD,  PHILADELPHIA,  PENNSYLVANIA 
MISSEL  GARY  WAYNE,  BURLINGAME,  CALIFORNIA 
mkictrman   IOSEPH  CHARLES,  III,  HASHINGTON,  DISTKIU  ur 
H  TARNONSKI   RAYMOND  JOSEPH,  PUNXSUTAWNEY,  PENNSYLVANIA 
HITCHELL,  ALFRED  H,  OAKLAND,  CALIFORNIA 
ASHBY  L.,  MIDLAND,  TEXAS 
BOB  L.,  SACRAMENTO,  CALIFORNIA 
RRUCE  W   LOS  ANGELES,  CALIFORNIA 
M  TChIll:  CHARLES  MICHAEL,  III,  MERIDIAN,  MISSISSIPPI 
MITCHELL,  CLARENCE,  BIRMINGHAM,  ALABAMA 
MTTPHFII   CLARENCE  EDWARD,  ATLANTA,  GEORGIA 
MITCHELL  CRAHFORD  JOHN,  BELFAST,  NORTHERN  IRELAND 
HITCHELL  CREAR  S.,  DETROIT,  MICHIGAN 
MITCHELL  DANA  CHARLES,  DOVER,  NEW  HAMPSHIRE 
MTTCHFII   DAVID.  TAMPA,  FLORIDA 
MITCHELL  DAVD  BRUCE,  PIKESVILLE,  MARYLAND 
MnCHELL  DAvId  BRUCE!  KANSAS  CITY  MISSOURI 
MITCHELL,  DONALD  E.,  JR. .  HOULTON,  MA INE 
MITCHELL,  DONALD  WAYNE,  SPRINGFIELD   ILLINOIS 
MITCHELL   EDWARD  JAMES,  MINEOLA,  NEW  YORK 
MITCHELL,  FRANK  EDWARD,  DETROIT,  MICHIGAN 
MITCHELL,  JAMES  E,  HIGHLAND,  INDIANA 
MITCHELL,  JOHN  ALBERT,  DETROIT,  HICHIGAN 
MITCHELL,  JOHN  W. ,  TORONTO  CANADA 
MITCHELL,  JOHNNIE  MICHAEL,  LEXINGTON  KENTUCKY 
MITCHELL,  JOHNNY  B,  WEST  MONROE,  LOUIS  ANA 
MITCHELL  JOSEPH  F.,  HARTFORD,  CONNECTICUT 


MITCHELL, 
MITCHELL, 
MITCHELL, 
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MITCHELL,  LARRY  BISMARK  -  MOORE,  ALVIN  E 


129   MITCHELL,  LARRY  BISMARK,  RICHMOND,  VIRGINIA 
133   MITCHELL,  LYNDELL  VON,  MOORE,  OKLAHOMA 
173   MITCHELL,  MARK  ALAN,  LAFAYETTE,  INDIANA 

92   MITCHELL,  MICHAEL  D. ,  NASHVILLE,  TENNESSEE 
139  tt   MITCHELL,  MICHAEL  HAYNE,  DURHAM,  NORTH  CAROLINA 
180   MITCHELL,  NELSON  EDDY,  JR,  PITTSBURGH,  PENNSYLVANIA 
185   MITCHELL,  RICKY  RICARDO,  HASHINGTON,  DISTRICT  OF  COLUMB 

74  tt   MITCHELL,  ROBERT  C.  ,  PORTLAND,  OREGON 
171   MITCHELL,  ROBERT  EUGENE,  YUMA,  ARIZONA 
120   MITCHELL,  ROBERT  JAMES,  WILKES-BARRE,  PENNSYLVANIA 

98  tt   MITCHELL,  ROBERT  K.,  HACO,  TEXAS 

95  tt   MITCHELL,  ROBERT  L.,  LIVONIA,  MICHIGAN 

166  tt   MITCHELL,  ROBERT  PHILIP,  RIDGEFIELD,  CONNECTICUT 
109   MITCHELL,  ROBERT  S,  II,  GAINESVILLE,  FLORIDA 
155   MITCHELL,  SCOTT,  ALLENTOHN,  PENNSYLVANIA 

167  MITCHELL,  SIDNEY  RALPH,  LEAWOOD,  KANSAS 

127  MITCHELL,  STANLEY  WILLIAM,  HARWICK,  RHODE  ISLAND 
92  tt   MITCHELL,  STEHART  A,  PLATTSBURGH,  NEW  YORK 

57  tt   MITCHELL,  THEODORE  D.  ,  PHILADELPHIA,  PENNSYLVANIA 
131   MITCHELL,  THOMAS  WILLIAM,  SARATOGA  SPRINGS,  NEW  YORK 
118   MITCHELL,  WALTER  WILLIAM,  LA  MESA,  CALIFORNIA 

160  MITCHELL,  YVONNE  MARIE,  NEW  YORK,  NEW  YORK 
124   MITOSINKA,  GERALD  THOMAS,  MARTINEZ,  CALIFORNIA 

124   MITTELSTAEDT,  CHARLES  VICTOR,  POUGHKEEPSIE,  NEW  YORK 

139  MITZEL,  NED  JOHN,  MINNEWAUKAN,  NORTH  DAKOTA 

108  tt   MIX,  JERRY  F,  SCOTTSDALE,  ARIZONA 
95   MIXON,  BOBBY  C,  TEXARKANA,  ARKANSAS 

179   MIXON,  HOYT  EDWARD,  JR,  BUCHANAN,  GEORGIA 
138   MIXON,  JAMES  BRYANT,  OZARK,  ALABAMA 

128  tt   MIXSON,  LARRY  WAYNE,  SR,  COLUMBIA,  SOUTH  CAROLINA 

140  MIYAKE,  SHIGERU,  TOKYO,  JAPAN 
199   MIYASAKO,  TOSHINOBU,  TOKYO,  JAPAN 

33  *  MIZE,  WEYMAN  CARTHELL,  ARROYO  GRANDE,  CALIFORNIA 
98  tt   MIZEL,  ROBERT  W,  GREEN  RIVER,  WYOMING 

187  MIZEL,  ROBERT  WILLIAM,  JR,  GREEN  RIVER,  WYOMING 
74  tt   MIZELL,  GERALD  0,  CLAYTON,  MISSOURI 

95  tt  MIZERKA,  JOHN  M,  BELOIT,  WISCONSIN 
176   MIZNER,  WILLIAM  LEE,  NORFOLK,  NEBRASKA 

77   MIZUMACHI,  OSAMU,  TOKYO,  JAPAN 
133   MO,  TIEN-HU,  TAIPEI,  REPUBLIC  OF  CHINA 

189  MOAKE,  RANDALL  LARRY,  WRIGHT-PATTERSON  AFB,  OHIO 
12  *  MOALES,  HOMER  B.,  CHARLESTON,  WEST  VIRGINIA 

191   MOAT,  RONALD  EDWIN,  TALLAHASSE,  FLORIDA 

161  MOATES,  CRAIG  BRYAN,  FRANKLIN,  TENNESSEE 
123   MOBLEY,  RICKY  DALE,  MONTGOMERY,  ALABAMA 

109  MOCKALIS,  WILLIAM  E,  FAIRFIELD,  CONNECTICUT 
133   MODAFFERI,  PETER  A,  NEW  YORK,  NEW  YORK 

146   MOE,  STANLEY  DEAN,  BAKERSFIELD,  CALIFORNIA 
138   MOEDE,  STEPHEN  CRAIG,  LOS  ANGELES,  CALIFORNIA 
178   MOELLER,  BRIAN  JAMES,  PORT  HURON,  MICHIGAN 

190  MOELLER,  DENNIS  ARNOLD,  RICHARDSON,  TEXAS 

155  tt   MOELLER,  JAMES  MICHAEL,  SR,  WHITE  BEAR  LAKE,  MINNESOTA 

73  tt   MOEN,  EMIL  K.  ,  BEND,  OREGON 
195   MOEN,  JON,  TRONDHEIM,  NORWAY 

92  tt   MOERLINS,  BRADLEY  G.  ,  ANCHORAGE,  ALASKA 
142   MOESTA,  JOSEPH  DAVID,  JR,  BAKERSFIELD,  CALIFORNIA 

141  MOFFATT,  CHARLES  WILLIAM,  PITTSBURGH,  PENNSYLVANIA 
61  tt   MOFFETT,  ALFRED  A.,  MILFORD,  CONNECTICUT 

189   MOFFETT,  TOMMY  LEE,  BILOXI,  MISSISSIPPI 

159  MOFFETT,  WILLIAM  A,  III,  CHERRY  HILL,  NEW  JERSEY 

150  MOFFITT,  JAMES  HOWARD,  JR,  HILTONS,  VIRGINIA 

188  MOGARD,  STEVEN  MICHAEL,  HUTCHINSON,  MINNESOTA 
133   MOGAVERO,  CARL  HERMAN,  FORT  WORTH,  TEXAS 

130  tt   MOGAVERO,  CHARLES  MATTHEW,  BROCKPORT,  NEW  YORK 

193  MOGILDEA,  VIRGIL,  BUCHAREST,  ROMANIA 

197  MOHAN,  P  M,  GOA,  INDIA 

86   MOHLER,  MARKUS  H. ,  BASEL,  SWITZERLAND 
33  tt   MOHR,  JOHN  ARTHUR,  MASSILLON,  OHIO 

91  MOHR,  WILLIAM  M. ,  ALBANY,  NEW  YORK 

138   MOILAN,  JOHN  EDWIN,  PIEDMONT,  CALIFORNIA 
129  tt   MOINE,  ROBERT  ROWEN,  SALEM,  OREGON 

82  tt   MOJICA,  AUGUSTO,  BOGOTA,  COLOMBIA 
171   MOLCHAN,  MICHAEL  STANLEY,  LAWRENCE,  MASSACHUSETTS 

82  It   MOLDEN,  JACK  B,  CHAMPAIGN,  ILLINOIS 

198  MOLINA-ISLAS,  NELSON,  SANTIAGO,  CHILE 

188   MOLINA,  ELIAS  ROBERT,  OAKLAND,  CALIFORNIA 
95  tt   MOLINARES-SARMIENTO,  LUIS  A,  BOGOTA,  COLOMBIA 

197   MOLINARO,  LAURA  ALICE,  PRESCOTT  VALLEY,  ARIZONA 

109  #  MOLINE,  JAMES  J.,  ST.  CLOUD,  MINNESOTA 
66  tt   MOLINE,  KENT  D.  ,  DENVER,  COLORADO 

132   MOLINE,  MARK  EDWIN,  COUNCIL  BLUFFS,  IOWA 

151  MOLINEAUX,  DONALD  JOSEPH,  SR,  YEADON,  PENNSYLVANIA 

194  MOLLAHAN,  ROBERT  PATRICK,  JR,  CORVALLIS,  OREGON 

92  It   MOLLECK,  ROBERT  W,  CANTON,  ILLINOIS 

153   MOLLER,  KENNETH  ERIK,  SAN  DIEGO,  CALIFORNIA 

27  MOLLER,  MERLE  C,  ESTHERVILLE,  IOWA 
193  MOLLOY,  JAMES  G,  NEW  YORK,  NEW  YORK 
181   MOLLOY,  JAMES  W,  GREEN  BAY,  WISCONSIN 

47  tt   MOLLOY,  W.  LYLE,  PADUCAH,  KENTUCKY 

95  tt   MOLNAR,  JOHN  F,  MEMPHIS,  TENNESSEE 

92   MOLNAR,  JOSEPH  D. ,  SOUTH  BEND,  INDIANA 
150   MOLNES,  TIMOTHY  VICTOR,  COPPERAS  COVE,  TEXAS 
123   MOLYNEAUX,  ADELBERT  DELANO,  ST  THOMAS,  U.S.  VIRGIN  ISLA 
111   MOMCHILOV,  LAWRENCE  J.,  AKRON,  OHIO 

175   MONACO,  FRANCIS  GEORGE,  DAYTONA  BEACH  SHORES,  FLORIDA 
188   MONACO,  FRANK  HAROLD,  HARRISBURG,  PENNSYLVANIA 

95  tt  MONAGLE,  JOHN  P,  JR,  JUNEAU,  ALASKA 
125   MONAHAN,  CHARLES  EDWARD,  NEW  YORK,  NEW  YORK 

160  MONAHAN,  FRANCIS  EDWARD,  NEW  YORK,  NEW  YORK 

120   MONAHAN,  GERALD  MICHAEL,  JR,  ALLENTOWN,  PENNSYLVANIA 


75  tt   MONAHAN,  JOHN  W. ,  ALBANY,  NEW  YORK 
168   MONAHAN,  RICHARD  PHILIP,  JR,  MINEOLA,  NEW  YORK 
117   MONAHAN,  THOMAS  JAMES,  GREAT  NECK,  NEW  YORK 

96   MONCHIL,  DANIEL  G.,  KANSAS  CITY,  KANSAS 

182  MONCKTON,  DONALD  ERIC,  RIDGEFIELD,  CONNECTICUT 
110  tt   MONCUR,  DWIGHT  A.,  NASSAU,  BAHAMAS 
109   MONCUR,  PAUL  G,  CULVER  CITY,  CALIFORNIA 

186  MONDAY,  NICHOLAS  MARK,  DOTHAN,  ALABAMA 
148   MONDRAGON,  RAYMOND,  CLOVIS,  NEW  MEXICO 

197   MONFRA,  SUE  ELLEN  MARIE,  CRETNA,  LOUISIANA 

15  It   MONG,  ROY  B.  ,  ERIE,  PENNSYLVANIA 
102   MONGE,  GEOFFREY,  SARASOTA,  FLORIDA 
193   MONGEAU,  THOMAS  HENRY,  NARRAGANSETT,  RHODE  ISLAND 

83  tt   MONGER,  J.  L.,  OAK  RIDGE,  TENNESSEE 
141   MONK,  RICHARD  GORDON,  LONDON,  ENGLAND 
181   MONLEY,  LANCE  ROTH,  BAY  MINETTE,  ALABAMA 

77  tt   MONROE,  CHARLES  M. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

196  MONROE,  CLARENCE  LEE,  JR,  FAIRFAX,  VIRGINIA 
112   MONROE,  DONALD  L.  ,  WILMINGTON,  NORTH  CAROLINA 
178   MONROE,  GREGORY  CRAIG,  KNOXVILLE,  TENNESSEE 

98   MONROE,  LLOYD  W,  INDIANAPOLIS,  INDIANA 
189   MONROE,  RANDY  MICHAEL,  BOISE,  IDAHO 

183  MONROE,  ROBERT  GLEN,  TRAVERSE  CITY,  MICHIGAN 

165   MONROE,  RODNEY  DAVID,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
168   MONROE,  RONALD  CHAUNCEY,  WASHINGTON,  DISTRICT  OF  COLUMB 
129   MONTAGNER,  DAVID  PETER,  FRESNO,  CALIFORNIA 
114   MONTAGUE,  MONTY  G,  IDAHO  FALLS,  IDAHO 

180  MONTALBANO,  JAMES  MICHAEL,  SLEEPY  HOLLOW,  ILLINOIS 

162  MONTALVO,  ANGEL  DELOS,  PONCE,  PUERTO  RICO 

159  MONTANEZ-SERRANO,  HECTOR  L,  SAN  JUAN,  PUERTO  RICO 

160  MONTANIO,  JOHN  ALLEN,  CULVER  CITY,  CALIFORNIA 

187  MONTANO,  WILLIAM  ANTHONY,  POMPTON  PLAINS,  NEW  JERSEY 
155   MONTEIRO,  ROBERTO  DAS,  CURITIBA,  BRAZIL 

161  MONTEITH,  CLADA  ANN,  KIRTLAND  AFB,  NEW  MEXICO 

143  MONTEITH,  JAMES  WESLEY,  SHARON  HILL,  PENNSYLVANIA 
100   MONTEITH,  JOSEPH  L,  YAPHANK,  NEW  YORK 

73  It   MONTENEGRO,  M  ALEX,  CARACAS,  VENEZUELA 

181  MONTEZ,  RONALD  GABRIEL,  TAOS,  NEW  MEXICO 

139   MONTGOMERY,  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
102   MONTGOMERY,  ARTHUR  J,  SIERRA  VISTA,  ARIZONA 

33  *  MONTGOMERY,  BENJAMIN  E. ,  COUNCIL  BLUFFS,  IOWA 

85   MONTGOMERY,  BILLY  J.,  DALLAS,  TEXAS 

144  it   MONTGOMERY,  CHARLES  ROBERT,  TINLEY  PARK,  ILLINOIS 
181   MONTGOMERY,  DAVID  LOUIS,  FIRESTONE,  COLORADO 

163  *  MONTGOMERY,  JAMES  ALAN,  GERMANTOWN,  TENNESSEE 
173   MONTGOMERY,  JAMES  DONALD,  MIAMI,  FLORIDA 

105   MONTGOMERY,  JAMES  E,  SEATTLE,  WASHINGTON 
175   MONTGOMERY,  JAMES  HARRY,  TUSCALOOSA,  ALABAMA 
147   MONTGOMERY,  LARRY  B,  TUSCALOOSA,  ALABAMA 

75   MONTGOMERY,  LESLIE  F.,  BILOXI,  MISSISSIPPI 

52  ft   MONTGOMERY,  ORIS  A.,  LANSING,  MICHIGAN 
149   MONTGOMERY,  PAUL  KENNETH,  BAKERSFIELD,  CALIFORNIA 
125   MONTGOMERY,  ROWLAND  PRICE,  LOS  ANGELES,  CALIFORNIA 

46  tt   MONTI,  ANDREW  H.  ,  MONTPELIER,  VERMONT 

188  MONTICELLO,  VINCENT  PAUL,  ITHACA,  NEW  YORK 

197  MONTOYA,  CHARLES  ROBERT,  LA  VERNE,  CALIFORNIA 

146  MONTOYA,  ERNEST  JAMES,  BRYAN,  TEXAS 

163   MONTOYA,  JAMES  ANDREW,  TRINIDAD,  COLORADO 

145  MONTOYA,  NORBERT  RANDOLPH,  ALBUQUERQUE,  NEW  MEXICO 

189  MONTOYA,  PAUL  THOMAS,  LAGUNA,  NEW  MEXICO 
145  It   MONTOYA,  RICHARD,  ALBUQUERQUE,  NEW  MEXICO 

161   MONTROIS,  RAYMOND  GEORGE,  WATERTOWN,  NEW  YORK 
166   MOODIE,  JAMES  RODERICK,  SUFFOLK,  VIRGINIA 
179   MOODIE,  KENNETH  DOUGLAS,  GLOUCESTER,  CANADA 

122  MOODY,  BOBBY  DANIEL,  MARIETTA,  GEORGIA 
131  tt   MOODY,  DAN  LEWIS,  BENTONVILLE,  ARKANSAS 
178   MOODY,  DANIEL  LOUIS,  EL  CAJON,  CALIFORNIA 
139   MOODY,  EDDIE  JAMES,  DECATUR,  GEORGIA 

123  MOODY,  ELMER  EUGENE,  WALTON  HILLS,  OHIO 

136  tt   MOODY,  HORACE  ALEXANDER,  TALLAHASSEE,  FLORIDA 

147  MOODY,  JEFFERIES,  JR,  LOUISVILLE,  KENTUCKY 

148  tt   MOODY,  JERRY  DEAN,  SAN  DIEGO,  CALIFORNIA 
97   MOODY,  JOHN  C,  BEACHWOOD,  NEW  JERSEY 

60  tt   MOODY,  RAYMOND  D,  GREENVILLE,  ALABAMA 
193   MOODY,  REBECCA  JANE,  SPRINGFIELD,  ILLINOIS 

93  tt   MOODY,  ROBERT  E.,  CLAREMONT,  CALIFORNIA 
171   MOODY,  SHARON  TATE,  MARIETTA,  GEORGIA 
195   MOODY,  STEPHEN  PATRICK,  SPRINGFIELD,  OHIO 

76  tt   MOODY,  STEWART  C,  MONTGOMERY,  ALABAMA 

156  It   MOOERS,  DONALD  GEORGE,  JR,  ANDOVER,  MASSACHUSETTS 

158  MOOK,  DENNIS  ALAN,  NEWPORT  NEWS,  VIRGINIA 

127   MOOK,  JOHN  FREDERICK,  SEWICKLEY,  PENNSYLVANIA 

91  It   MOOMAU,  ELAM  P.,  JR,  TOPEKA,  KANSAS 

92  tt   MOON,  HAROLD  W,  LINCOLN,  NEBRASKA 

198  MOON,  MICHAEL  OLIVER,  GADSDEN,  ALABAMA 

157  MOON,  RONALD  WILLIAM,  DES  MOINES,  IOWA 

124  If   MOON,  WILLIAM  RICHARD,  JACKSON,  MISSISSIPPI 
123  *  MOONEY,  DANNY  MICHAEL,  GILLETTE,  WYOMING 

131   MOONEY,  DEAN  LOWELL,  GOLDEN  VALLEY,  MINNESOTA 

88  #  MOONEY,  GORDON  J,  MONTPELIER,  VERMONT 
193   MOONEY,  JOHN  JOSEPH,  ATLANTIC  CITY,  NEW  JERSEY 
182   MOONEY,  KEVIN  JOHN,  COLUMBIA,  SOUTH  CAROLINA 
153   MOONEY,  RICHARD  CARL,  HARRISBURG,  PENNSYLVANIA 

45  #  MOONEY,  WILLIAM  J.,  LONG  BEACH,  CALIFORNIA 

97   MOONIER,  THOMAS  P.,  CLAYTON,  MISSOURI 
121   MOONITZ,  DAVID  LEE,  CINCINNATI,  OHIO 

159  MOORE,  AIDAN  JOSEPH,  CONCORD,  NEW  HAMPSHIRE 
192   MOORE,  ALAN  JEROME,  WILBER,  NEBRASKA 

148   MOORE,  ALFRED  R,  MIAMI,  FLORIDA 
168   MOORE,  ALVIN  E,  MEMPHIS,  TENNESSEE 
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MOORE.  ARTHUR  R  -  MORRISON,  HILLIE  J 
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108 

132  I 

117  # 

114 

122 

183 

191 

92  • 
168 
195 
186 

43  * 
163 
154 
154 
139 
180 

94  tt 
196 
193 
106 
148 

91 
111  tt 
133 
193 
109 

83 

58  » 
136 

81 

102  # 
92 

112 
178 
142 
145 
191 

22  tt 
121 
178 

94  tt 
166 
125 

69 
149 

56  tt 
110  # 
131  tt 
157 
161 

98 
151 
5 
125 
155 
152 
185 
196 
187 
193 
112 
156 
195 

83  tt 

103  tt 
85  tt 

189 

116  * 

150 

147  tt 

154 

195 

199 

135 

189 

85 
101 
151  tt 
176 
103 
185 
182 
133 

86 
177 
178 
164 
177 
196 

91  # 
183 
129 
136 
113 

39   tt 

55   tt 
125 

70  tt 
102   tt 


MOORE,  ARTHUR  R,  SULLIVAN,  ILLINOIS 

MOORE,  BENJAMIN  J,  JR,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MOORE,  BETTY  JOAN,  MEMPHIS,  TENNESSEE 

MOORE,  BOB  H.,  LITTLE  ROCK,  ARKANSAS 

MOORE,  BOBBY  EUGENE,  CHARLESTON,  HEST  VIRGINIA 

MOORE,  BRIAN  CARL,  SAN  BERNARDINO,  CALIFORNIA 

MOORE,  CEASER,  JR,  HOUSTON,  TEXAS 

MOORE,  CHARLES  D,  URBANA,  ILLINOIS 

HOORE,  DALE  HILLARD,  CLIO,  MICHIGAN 

MCORE,  DAVID  BURTON,  MARTIN,  TENNESSEE 

MOORE,  DAVID  JAMES,  JANESVILLE,  HISCONSIN 

MOORE,  DAVID  P.,  PORT  ARTHUR,  TEXAS 

MOORE,  DAVID  PAUL,  HOOD  RIVER,  OREGON 

MOORE,  DELMER  RAY,  OAK  HILL,  HEST  VIRGINIA 

MOORE,  EDHARD  FRANCIS,  SARATOGA  SPRINGS,  NEH  YORK 

MOORE,  EMMERSON  ADOLPHUS,  BRIDGETOWN,  BARBADOS 

MOORE,  FREDRICK  PAUL,  JOLIET,  ILLINOIS 

MOORE,  GARY  A.,  MADISON,  HISCONSIN 

MOORE,  GERALD  FRANCIS,  SALEM,  OREGON 

MOORE,  GREGORY  NAPOLEON,  BELLHOOD,  ILLINOIS 

MOORE,  HAROLD  V.,  HAZEL  CREST,  ILLINOIS 

MOORE,  HERMAN  MILTON,  JR,  HONOLULU,  HAHAII 

MOORE,  JACKIE  R,  FRANKLIN,  TENNESSEE 

MOORE,  JAMES  B.,  TOLEDO,  OHIO 

MOORE,  JAMES  DAVID,  CROSSVILLE,  TENNESSEE 

MOORE,  JAMES  HELLAMS,  LAURENS,  SOUTH  CAROLINA 

MOORE,  JAMES  P.,  JR.,  SAVANNA,  ILLINOIS 

MOORE,  JAMES  H.  ,  SAN  HARINO,  CALIFORNIA 

MOORE,  JAMIE,  BIRMINGHAM,  ALABAMA 

MOORE,  JERALD  DUANE,  RAPID  CITY,  SOUTH  DAKOTA 

MOORE,  JESS  E.,  REYNOLDSBURG,  OHIO 

MOORE,  JOHN  C,  SR,  STARKVILLE,  MISSISSIPPI 

MOORE,  JOHN  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MOORE,  JOHNNY  K.,  SAPULPA,  OKLAHOMA 

MOORE,  JOSEPH  ALDRIDGE,  NEHPORT  NEHS,  VIRGINIA 

MOORE,  JOSEPH  DALE,  HAUCHULA,  FLORIDA 

MOORE,  KENNETH  WAYNE,  HOLBROOK,  ARIZONA 

MOORE,  KENNETH  WAYNE,  GAINESVILLE,  FLORIDA 

MOORE,  M.  W.,  WOODSTOCK,  VERMONT 

MOORE,  MARK  ALLEN,  WASHINGTON,  GEORGIA 

MOORE,  MARK  WESLEY,  ABILENE,  TEXAS 

MOORE,  HARSHALL  C,  CHARLOTTE,  NORTH  CAROLINA 

MOORE,  MARVIN  NATHANIEL,  STANFORD,  CALIFORNIA 

MOORE,  MICHAEL  LINN,  BIRMINGHAM,  ALABAMA 

MOORE,  PATRICK  J.,  MONROEVILLE,  PENNSYLVANIA 

MOORE,  RALPH  KENNETH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MOORE,  RICHARD  H. ,  FARMINGTON,  CONNECTICUT 

MOORE,  RICHARD  L.,  ATHERTON,  CALIFORNIA 

MOORE,  ROB  E,  RAPID  CITY,  SOUTH  DAKOTA 

MOORE,  ROBERT  ADAM,  PERTH  AMBOY,  NEW  JERSEY 

MOORE,  ROBERT  ANTHONY,  YAPHANK,  NEW  YORK 

MOORE,  ROBERT  B,  ROGERSVILLE,  TENNESSEE 

MOORE,  ROBERT  EDWARD,  III,  ENGLEWOOD,  COLORADO 

MOORE,  ROBERT  S.,  COLUMBIA,  SOUTH  CAROLINA 

MOORE,  RONALD  GENE,  GOLDEN  POND,  KENTUCKY 

MOORE,  RONALD  LEE,  HUTCHINSON,  KANSAS 

MOORE,  SAMUEL  ESTER,  JR,  SAN  ANTONIO,  TEXAS 

MOORE,  STEPHAN  DAMIAN,  FRENCH  CAMP,  CALIFORNIA 

HOORE,  STEPHEN  LEE,  OVERLAND  PARK,  KANSAS 

MOORE,  STEVEN  CRAIG,  NAPLES,  FLORIDA 

MOORE,  STEVEN  HARLEY,  ATHENS,  ALABAMA 

MOORE,  TERRENCE  L.,  EL  TORO,  CALIFORNIA 

MOORE,  TERRY  GILBERT,  HAMLET,  NORTH  CAROLINA 

MOORE,  THOMAS  HARTFORD,  MARTINEZ,  CALIFORNIA 

MOORE,  HALTER  J.,  JR.,  VIRGINIA  BEACH,  VIRGINIA 

MOORE,  HILLIAM  A,  HANOVER,  NEW  HAMPSHIRE 

MOORE,  HILLIAM  G,  WAUWATOSA,  WISCONSIN 

MOORE,  WILLIAM  PATRICK,  NEWPORT,  KENTUCKY 

MOORE,  WILLIAM  T,  AMERICUS,  GEORGIA 

MOOREHEAO,  GUSTAVE,  JR,  NEH  YORK,  NEW  YORK 

HOORHEAD,  MICHAEL  JOHN,  TACOMA,  HASHINGTON 

MOOSE,  CHARLES  ALEXANDER,  PORTLAND,  OREGON 

MOOTZ,  FRANK  JOHN,  NECEDAH,  WISCONSIN 

MOOY,  ERROLD  NICOLAAS,  THE  HAGUE,  NETHERLANDS 

MORACZEHSKI,  MARK  STEVEN,  OMAHA,  NEBRASKA 

MORALES  ORTIZ,  JOSE  I,  SANTA  ISABEL,  PUERTO  RICO 

MORALES  ORTIZ,  JOSE  R,  SAN  JUAN,  PUERTO  RICO 

MORALES-ORTIZ,  WIGBERTO,  SAN  JUAN,  PUERTO  RICO 

MORALES,  ANGEL  JOSE,  CLEVELAND,  OHIO 

MORALES,  NICOMEDES,  SAN  JUAN,  PUERTO  RICO 

MORAN,  ALLAN  A.,  MINNEAPOLIS,  MINNESOTA 

MORAN,  ANICETO  RAUL,  SANTA  FE,  ARGENTINA 

MORAN,  FRANK  DARBY,  JR,  PIKESVILLE,  MARYLAND 

MORAN,  JOHN  EDHARD,  LOS  ANGELES,  CALIFORNIA 

MORAN,  JOHN  T,  LAS  VEGAS,  NEVADA 

MORAN,  KEITH  DANIEL,  HINESVILLE,  GEORGIA 

MORAN,  RANDALL  R,  MONTPELIER,  VERMONT 

MORAN,  ROBERT  JOHN,  HATERBURY,  CONNECTICUT 

HORAND,  GARY  ROGER,  FITCHBURG,  MASSACHUSETTS 

MORANTY,  BETH  LOUISE,  EAST  LANSING,  MICHIGAN 

HORDEAUX,  CORRY,  FORT  MEADE,  MARYLAND 

MOREAU,  DONALD  RAY,  BATON  ROUGE,  LOUISIANA 

MOREAU,  EDWIN  LOUIS,  WINSTON-SALEM,  NORTH  CAROLINA 

MOREAU,  ROBERT  RAYMOND,  EL  CAJON,  CALIFORNIA 

MOREE,  LLOYD  D,  JR,  SWEETHATER,  TENNESSEE 

MOREHEAD,  ORME  R.,  PHOENIX,  ARIZONA 

MOREHOUSE,  ELMER  H. ,  EXETER,  CALIFORNIA 

MOREHOUSE,  MICHAEL  RAYMOND,  BERLIN,  HISCONSIN 

MOREL-TINEO,  RAFAEL,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 

MORELAND,  DON  R.,  OCALA,  FLORIDA 


159 
173 
192 
172 
143 

58 

85  tt 
188 
130 
135 
127  tt 
111 
170 
140 
126 
152  tt 
108  tt 
162 

21  # 
184 
171 
148 
133 
140 
132 
107  tt 
194 
183 
199 
103  tt 
149 

90  # 
176 

83  tt 
121 

92  tt 
134 
122 
199 
121  tt 
134  tt 

82  tt 
187 
115 
197 
140  tt 
151 

29  tt 
127 
191 
153 
133 
116 
151 
173  tt 

62  tt 
176 
162 
168 
160 
154 
162 

94  tt 
167 
154 
162 
121  # 

54  * 
133 
126 
152 
196 
142 

99 
196 
139 
160 
192 
134 
178 
107 
107 
140 
133 

77 
112  tt 
149 
166  tt 

52  It 
108  tt 
154 
168  tt 
111  tt 
189 
158  tt 
192 

96 
151  It 
153 
104  tt 


MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 
MORGAN 


MORKEN, 
MORLEY, 
MORLEY, 
MORMAN, 


MORELAND,  MICHAEL  RICHARD,  TYNDALL  AFB,  FLORIDA 
MORELLO,  MICHAEL  ANGELO,  AUBURN,  CALIFORNIA 
MORENO  RODRIGUEZ,  CLEOTILDE,  BOGOTA,  COLOMBIA 
MORENO,  ALEXANDER  BRAVO,  GERING,  NEBRASKA 
MORENO,  GEORGE,  NEW  YORK,  NEW  YORK 
MORENO,  JOHN  R. ,  MORGAN  HILL,  CALIFORNIA 
MORETTI,  ANTHONY,  CRANSTON,  RHODE  ISLAND 
MOREY,  WILLIAM  RUSSELL,  KENNEMICK,  WASHINGTON 
MORFORD,  JOHN  GARRETT,  LAFAYETTE,  LOUISIANA 
MORFORD,  ROBERT  ALLEN,  OMAHA,  NEBRASKA 
MORGAN,  BILLY  EDWARD,  COEUR  D  ALENE,  IDAHO 
BILLY  R,  SELMA,  ALABAMA 
BYRON  PATRICK,  LAKE  CHARLES,  LOUISIANA 
CASPER  WILLIAM,  III,  BEDMINSTER,  NEW  JERSEY 
CHARLES  CURTIS,  EAST  PEORIA,  ILLINOIS 
CHARLES  K,  ATLANTA,  GEORGIA 
DAVID  D,  PORT  ORCHARD,  HASHINGTON 
DAVID  FRANKLIN,  HOUSTON,  TEXAS 
EARL  W.,  IRVINGTON,  NEW  JERSEY 
FRANK  C,  YAPHANK,  NEW  YORK 
GEORGE  BYRON,  II,  ELMWOOD  PARK,  NEW  JERSEY 
GEORGE  OSCAR,  KEOKUK,  IOWA 
JAMES,  JR,  TALLAHASSEE,  FLORIDA 
JOHN  DALE,  JR,  GULF  BREEZE,  FLORIDA 
JOHNNY  EVERETT,  CONWAY,  SOUTH  CAROLINA 
KENNETH  0,  JR,  HOMESTEAD,  FLORIDA 
MARK  HOWARD,  MILLERSVILLE,  MARYLAND 
MARK  PATRICK,  BROOKLINE,  MASSACHUSETTS 
PAUL  DEAN,  NEHPORT,  KENTUCKY 
PAUL  J,  CINCINNATI,  OHIO 
RAYMOND  PETER,  MEDINA,  NEH  YORK 
ROBERT  B.,  SANTA  MONICA,  CALIFORNIA 
ROBERT  RAY,  CLOVIS,  NEW  MEXICO 
ROY  M,  PORT  ANGELES,  WASHINGTON 
TERRY  ELDON,  OVERLAND  PARK,  KANSAS 
THOMAS  A,  JR,  RICHFIELD,  MINNESOTA 
TIMOTHY  EUGENE,  PICKENS,  SOUTH  CAROLINA 
WILLIAM,  MOUNT  ARLINGTON,  NEW  JERSEY 
WILLIAM  FRANCIS,  JR,  HARTFORD,  CONNECTICUT 
WILLIAM  THEODORE,  COLUMBIA,  MISSOURI 
MORGANII,  CARMEL  JOSEPH,  NORFOLK,  VIRGINIA 
MORGENTHALER,  EDWARD  A.,  CLAYTON,  MISSOURI 
MORIARTY,  JOHN  MICHAEL,  ARLINGTON,  TEXAS 
MORIARTY,  MATTHEW  E,  FORT  KNOX,  KENTUCKY 
MORIARTY,  PATRICK  BRIAN,  NIAGARA  FALLS,  NEW  YORK 
MORIN,  ALBERT  WALTER,  WEST  SPRINGFIELD,  MASSACHUSETTS 
MORINI,  EUGENIO,  MILAN,  ITALY 

ARTHUR  N.,  PORT  ORCHARD,  WASHINGTON 
JOHN  WINFIELD,  CUMBERLAND,  MARYLAND 
SUSAN,  NEW  YORK,  NEW  YORK 
DONALD  JOSEPH,  MISSOULA,  MONTANA 
MORNING,  ANITA,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GERMANY 
MORRELL,  HARVEY  F.,  JR.,  HOWELL,  NEW  JERSEY 
MORRELL,  RICHARD  LEE,  GREENEVILLE,  TENNESSEE 
MORRILL,  BILLY  CLINTON,  HOBBS,  NEW  MEXICO 
MORRIS,  BERNARD  J.,  NEW  YORK,  NEW  YORK 
MORRIS,  BRUCE  ANTHONY,  PROSPECT  HEIGHTS,  ILLINOIS 
MORRIS,  BRYAN  HUNTER,  NEWARK,  NEW  JERSEY 
MORRIS,  CARLTON  HUGH,  MARIETTA,  GEORGIA 
MORRIS,  CHARLES  WILLIAM,  SHALIMAR,  FLORIDA 
MORRIS,  CLAIR  ALLEN,  ELKO,  NEVADA 
MORRIS,  DANIEL  LYNN,  KENAI,  ALASKA 
MORRIS,  DONALD  L,  COLUMBUS,  NEBRASKA 
MORRIS,  EARL  RAYMOND,  SALT  LAKE  CITY,  UTAH 
MORRIS,  EDDIE  LEE,  DOUGLASVILLE,  GEORGIA 
MORRIS,  EVA  CAROL,  STATESBORO,  GEORGIA 
MORRIS,  GEORGE  MOORMAN,  JR,  APPOMATTOX,  VIRGINIA 
MORRIS,  JACK  F.,  TAMPA,  FLORIDA 
MORRIS,  JACK  HOMER,  SPOKANE,  WASHINGTON 
MORRIS,  JACOB  HAWKE,  GLOUCESTER,  VIRGINIA 
MORRIS,  JAMES  CALDWELL,  BAINBRIDGE,  GEORGIA 
MORRIS,  JEFFREY  SCOTT,  ROCKFORD,  ILLINOIS 
MORRIS,  JOHN  EDWARD,  SUFFERN,  NEW  YORK 
MORRIS,  JOHN  K,  UPPER  DARBY,  PENNSYLVANIA 
MORRIS,  JOHN  RUSSELL,  ST.  JOHN,  MISSOURI 
MORRIS,  KENNETH  ALLEN,  QUANTICO,  VIRGINIA 
MORRIS,  MELVIN  ROY,  LIHUE,  KAUAI,  HAWAII 
MORRIS,  PHILLIP  WAYNE,  DAYTON,  OHIO 
MORRIS,  RAYMON  LEE,  LOS  ANGELES,  CALIFORNIA 
MORRIS,  RICHARD  DAVID  ALAN,  HARRISBURG,  PENNSYLVANIA 
MORRIS,  RICHARD  P.,  WOOD  RIVER,  ILLINOIS 
MORRIS,  RICHARD  T,  CLAYTON,  MISSOURI 
MORRIS,  ROBERT  KEITH,  KITTY  HAWK,  NORTH  CAROLINA 
HORRIS,  ROBERT  WILLIAM,  PHILADELPHIA,  PENNSYLVANIA 
MORRIS,  THOMAS  N,  DANVILLE,  VIRGINIA 
MORRIS,  VICTOR  B.,  COLORADO  SPRINGS,  COLORADO 
MORRIS,  WESLEY  DUANE,  ORRVILLE,  OHIO 
MORRIS,  WILLIAM  EDWARD,  GRAND  PRAIRIE,  TEXAS 
MORRIS,  WILLIAM  H. ,  SPRINGFIELD,  ILLINOIS 
MORRIS,  WILLIAM  J,  COON  RAPIDS,  MINNESOTA 
MORRIS,  WILLIAM  JOSEPH,  CHARLOTTESVILLE,  VIRGINIA 
MORRISON,  CHARLES  QUAY,  FORT  LEAVENWORTH,  KANSAS 
MORRISON,  DONALD  G. ,  ELLENSBURG,  WASHINGTON 
MORRISON,  GREGORY  THOMAS,  VAIL,  COLORADO 
MORRISON,  JAMES  MARTIN,  HOBBS,  NEW  MEXICO     „,„„„,„ 
MORRISON,  JOHN  THOMAS,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
MORRISON,  MICHAEL  P,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MORRISON,  RICHARD  JAMES,  CONCORD,  CALIFORNIA 
MORRISON,  SHELTON  HILTON,  LAFAYETTE,  GEORGIA 
MORRISON,  WILLIE  J,  MIAMI,  FLORIDA 
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MORRISSETTE,  RANDOLPH  LEE  -  MUNGER,  SEHARD  K. 


149  tt   MORRISSETTE,  RANDOLPH  LEE,  HUDSON,  HISCONSIN 
88  tt   MORRISSEY,  EDHARD  F,  CLAYTON,  MISSOURI 
108  tt   MORRO,  FREDERICK  C,  HAMDEN,  CONNECTICUT 
106   MORRONE,  FREDERICK  M,  DAYTON,  OHIO 
155   MORROH,  ALAN  RAY,  GAINESVILLE,  FLORIDA 
181   MORROH,  JONATHAN  GEORGE,  SPARKS,  NEVADA 
195   MORROH,  TYRONE  RUSSELL,  FAIRFAX,  VIRGINIA 

96  tt   MORSE,  JACK  W,  CAMBRIDGE,  MASSACHUSETTS 
70  tt   MORSE,  JOHN  MEREDITH,  NORFOLK,  VIRGINIA 

168  MORSE,  ROBIN  ERIC,  LAURENS,  SOUTH  CAROLINA 
100  tt   MORSE,  HALTER  A.,  CONCORD,  NEH  HAMPSHIRE 

193  MORT,  HILLIAM  DALE,  JOLIET,  ILLINOIS 

97  MORTENSEN,  ROBERT  H. ,  TROY,  MICHIGAN 

194  MORTENSON,  STEVEN  JOHN,  LINO  LAKES,  MINNESOTA 
97  It   MORTIMER,  HILLIAM  D,  PORTSMOUTH,  NEH  HAMPSHIRE 
10  tt   MORTLAND,  HILLIAM  J.,  JR.,  FRESNO,  CALIFORNIA 

176   MORTON,  ANTHONY  KEITH,  FOUNTAIN  INN,  SOUTH  CAROLINA 
141  tt   MORTON,  CLYDE  DAVID,  YORK,  SOUTH  CAROLINA 
161   MORTON,  DANNY  LEE,  ONEONTA,  ALABAMA 
105  It   MORTON,  JAMES  A.,  SR,  PALM  BEACH,  FLORIDA 
124  #  MORTON,  LEROY  DELANO,  HINTER  PARK,  FLORIDA 
58  tt   MORTON,  PAUL  M. ,  STOCKTON,  CALIFORNIA 
197   MORTON,  PREBLE  ANNE,  MURFREESBORO,  TENNESSEE 
138   MORTON,  RENNIE  MUIR,  PENRITH,  ENGLAND 
138   MORTON,  ROBERT  MARSHALL,  REDMOND,  HASHINGTON 

195  MORYKON,  HANDA  GAIL,  RICHMOND,  VIRGINIA 
88  tt   MOSBACK,  RONALD  E.,  DEKALB,  ILLINOIS 

179  MOSBY,  TIMOTHY  JAMES,  KINGMAN,  ARIZONA 

99   MOSCA,  EDMUND  H. ,  OLD  SAYBROOK,  CONNECTICUT 
164   MOSCA,  MICHAEL  F,  MOUNT  VERNON,  NEH  YORK 
141   MOSELEY,  NORMAN  ARTHUR,  MAUMELLE,  ARKANSAS 
178   MOSELLE,  THOMAS  RALPH,  LOS  ANGELES,  CALIFORNIA 

53  *  MOSER,  A.  HAYNE,  COUNCIL  BLUFFS,  IOHA 

112  tt   MOSER,  ALDINE  N. ,  JR.,  HAGERSTOHN,  MARYLAND 

180  MOSER,  ROBERT  EUGENE,  GRANDVIEH,  MISSOURI 

85   MOSES,  ALEX.  A.,  JR.,  PITTSBURGH,  PENNSYLVANIA 

113  tt   MOSES,  JERRY  R,  MEMPHIS,  TENNESSEE 

88  #  MOSES,  RODERIC  H.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

169  MOSES,  ROSIE  MARIE,  MONTGOMERY,  ALABAMA 
189   MOSES,  TERRI  SUE,  HICHITA,  KANSAS 

124   MOSHER,  BURNETT  RONALD,  OREM,  UTAH 

128   MOSHER,  RICHARD  HAYNE,  BENSENVILLE,  ILLINOIS 

95  *  MOSHER,  HALTER  C. ,  RICHMOND,  KENTUCKY 

78  tt   MOSHER,  HILLIAM  V.,  SPRINGFIELD,  ILLINOIS 
183   MOSIC,  JAMES  RAYMOND,  HORTHINGTON,  OHIO 

183  MOSIER,  JUDITH  ANN,  DOUGLAS,  HYOMING 
29  #  MOSKAU,  MILTON,  BISMARCK,  NORTH  DAKOTA 

196  MOSKOWITZ,  LEHIS  JOSEPH,  NISKAYUNA,  NEH  YORK 

184  tt   MOSLEY,  GEARY  HAYNE,  DOVER,  DELAHARE 

137  MOSLEY,  JIMMY  LEROY,  FORT  PIERCE,  FLORIDA 

96  #  MOSLEY,  LEONARD  G. ,  BIGGS,  CALIFORNIA 

160  MOSLEY,  ROBERT  LEE,  FOUNTAIN  VALLEY,  CALIFORNIA 
118  tt   MOSLEY,  ROY  EDHARD,  CANAL  FULTON,  OHIO 

176   MOSLOH,  JOHN  JOSEPH,  JR,  AMHERST,  NEH  YORK 

158  MOSS,  CHARLES  THOMAS,  FALLS  CHURCH,  VIRGINIA 
171   MOSS,  JOHN  EVEN,  JR,  LANDOVER,  MARYLAND 

180   MOSS,  LINDSEY  K,  JACKSON,  HYOMING 

159  MOSS,  RUSSELL  0,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
151   MOSS,  THOMAS  MILTON,  KINSTON,  NORTH  CAROLINA 

120   MOSS,  TIM  MICHAEL,  MARION,  ILLINOIS 

134   MOSTAFA,  AHMED-NASHAT  MOHAMM,  CAIRO,  EGYPT 

170  MOTEN,  KENNETH  GENE,  MIDLAND,  TEXAS 

192   MOTES,  BRUCE  JAMES,  LITTLE  FALLS,  MINNESOTA 
167   MOTES,  JAMES  RANDALL,  BRADENTON,  FLORIDA 

54  *  MOTHERSHED,  LEE  B.,  JR.,  PINE  MOUNTAIN,  GEORGIA 
182   MOTLEY,  JOYCE  ANN,  DETROIT,  MICHIGAN 

166   MOTON,  HILLIAM  HENRY,  TOLEDO,  OHIO 

187   MOTSINGER,  TIMOTHY  JAMES,  INDIANAPOLIS,  INDIANA 

161  MOTT,  FRANCIS  BRADLEY,  EAST  HAMPTON,  NEH  YORK 
120  tt   MOTT,  JOSEPH  PAUL,  SAN  ANTONIO,  ITALY 

194   MOTT,  TULLIO,  ROME,  ITALY 

128  *  MOTTA,  RUSSELL  ANTHONY,  VAIL,  COLORADO 

76  *  MOTTISHAH,  BRIAN,  NEEDLES,  CALIFORNIA 
192   MOTY,  LEONARD  FRANCIS,  REDDING,  CALIFORNIA 
163   MOUAFFAK,  HATEM,  TUNIS,  TUNISIA 

75  tt   MOUDAKAS,  T.  N.,  REDHOOD  CITY,  CALIFORNIA 
123   MOUGHABGHAB,  ELI AS  SEMAAN,  BEIRUT,  LEBANON 

138  MOUGHTY,  KENNETH  JOHN,  GREENHICH,  CONNECTICUT 
153   MOULAS,  GUST  HILLIAM,  ELM  GROVE,  HISCONSIN 

74   MOULDS,  EARNEST  A.,  HATTIESBURG,  MISSISSIPPI 

43  tt   MOULIN,  ELMER  F.,  JR.,  BUFFALO,  NEH  YORK 

89  *  MOULTON,  ALBERT  E.,  YORK,  MAINE 
138   MOULTON,  MARK  STEVEN,  HOUSTON,  TEXAS 
150   MOULTON,  ROBERT  ALAN,  SCARBOROUGH,  MAINE 

80   MOUNCY,  JAMES  E.,  TORONTO,  CANADA 
163   MOUNICOU,  RALPH  JOHN,  III,  NEH  ORLEANS,  LOUISIANA 

141  MOUNT,  LARRY  EDHIN,  BELLINGHAM,  HASHINGTON 
165  tt   MOUNTS,  RAYMOND  HILLIAM,  ROSHELL,  NEH  MEXICO 

98   MOURAD,  TOUFIC  E.,  BEIRUT,  LEBANON 
189   MOURING,  MICHAEL  CLAYTON,  MIAMI,  FLORIDA 
93   MOUROUZIDES,  KYPROS  I,  NICOSIA,  CYPRUS 

103  tt   MOUSER,  KENNETH,  WELLINGTON,  KANSAS 

138   MOUSER,  MELVIN  WAYNE,  GRASS  VALLEY,  CALIFORNIA 

142  MOH-ROBINSON,  CARLOS  ROGELIO,  BOGOTA,  COLOMBIA 
140   MOHELL,  RICHARD  ELLIOTT,  SPEARFISH,  SOUTH  DAKOTA 

95  tt   MOWEN,  CLINTON  E,  HAGERSTOHN,  MARYLAND 
198   MOWEN,  JOHN  LAHRENCE,  DAYTONA  BEACH  SHORES,  FLORIDA 
181   MOHEN,  MICHAEL  LEO,  DECATUR,  ILLINOIS 

104  tt   MOHERS,  ROBERT  S,  HOLLYHOOD,  FLORIDA 

62  tt   MOHERY,  FRANCIS  H.  ,  SPRINGFIELD,  ILLINOIS 


49   MOXLEY,  DALE  P.,  LAS  VEGAS,  NEVADA 
188   MOXLEY,  DAVID  PATRICK,  TOWSON,  MARYLAND 

93  tt   MOY,  JOHN  E,  NORTH  SCITUATE,  RHODE  ISLAND 
141   MOYD,  GEORGE  EDHARD,  FAYETTEVILLE,  NORTH  CAROLINA 
137   MOYER,  DALE  LEON,  ALEXANDRIA,  VIRGINIA 
118  tt   MOYER,  FRASER  EUGENE,  SAN  DIEGO,  CALIFORNIA 

51  *  MOYER,  GEORGE  HAUSMAN,  COLLEGEVILLE,  PENNSYLVANIA 

92   MOYER,  JOSEPH  F.,  BETHLEHEM,  PENNSYLVANIA 
188   MOYER,  LEHIS  EDHARD,  SANDY,  UTAH 
185   MOYER,  ROBERT  B,  JR,  OIL  CITY,  PENNSYLVANIA 
192   MOYLAN,  WILLIAM  THOMAS,  ELIZABETH,  NEH  JERSEY 
129   MOYLE,  TERRY  LEE,  CEDAR  RAPIDS,  IOHA 

32  tt   MOYNIHAN,  LAHRENCE  J.,  SALEM,  MASSACHUSETTS 
139  *  MOZINGO,  LINDA  SUE,  MOBILE,  ALABAMA 
195   MRAZIK,  MICHAEL  CHARLES,  NEH  MILFORD,  CONNECTICUT 
195   MROCZKOWSKI,  GERALD  LYNN,  LONDON,  OHIO 
152   MUCCI,  J  MICHAEL,  ELMIRA,  NEH  YORK 

51  tt   MUEHLEISEN,  GENE  S.,  SACRAMENTO,  CALIFORNIA 
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MUEHLER,  HARLAN  C,  HAHPETON,  NORTH  DAKOTA 

MUEHLING,  CURTIS  CLAYTON,  SANDUSKY,  OHIO 

MUELLER,  DANIEL  W,  YAPHANK,  NEH  YORK 

MUELLER,  JAMES  FREDERICK,  HOUGHTON  LAKE,  MICHIGAN 

MUELLER,  LEONARD  ALLEN,  ARLINGTON,  VIRGINIA 

MUELLER,  MARK  A,  ATLANTA,  GEORGIA 

MUELLER,  REINHARD,  DUESSELDORF,  FEDERAL  REPUBLIC  OF 

MUELLER,  RICHARD  K,  MINEOLA,  NEH  YORK 

MUELLER,  RONALD  CHARLES,  MINEOLA,  NEH  YORK 

MUELLER,  VERN  A.,  EAU  CLAIRE,  WISCONSIN 

MUELLER,  WILLIAM  C,  SAGINAW,  MICHIGAN 

MUGAVERO,  EDHARD,  DARIEN,  CONNECTICUT 


GER 


MUGNANI,  MICHAEL  GILBERT,  JANESVILLE,  HISCONSIN 
MUHLY,  ROBERT  PATRICK,  PHILADELPHIA,  PENNSYLVANIA 
MUIR,  ALBERT  HILLIAM,  JR,  IRVINE,  CALIFORNIA 

#  MUIR,  WILLIAM  A.,  SACRAMENTO,  CALIFORNIA 
MULADORE,  ROBERT  GENE,  EAST  LANSING,  MICHIGAN 
MULCAHY,  ROBERT  DESMOND,  CHICAGO,  ILLINOIS 
MULDERRIG,  TERENCE  MARK,  NEW  YORK,  NEW  YORK 
MULDERRIG,  WILLIAM  M. ,  SACRAMENTO,  CALIFORNIA 
MULDOON,  DOUGLAS  FRANCIS,  PALM  BAY,  FLORIDA 
MULDOON,  MICHAEL  TIMOTHY,  COCOA  BEACH,  FLORIDA 
MULHALL,  JAMES  FRANCIS,  SAN  LUIS  OBISPO,  CALIFORNIA 
MULHALL,  RICHARD  COLLINS,  BLOOMFIELD,  CONNECTICUT 
MULHALL,  SEAN  THOMAS,  CHARLOTTE,  NORTH  CAROLINA 
MULHALL,  HILLIAM  PATRICK,  LITTLE  NECK,  NEW  YORK 
MULHEARN,  ROBERT  EDWARD,  RAYTOWN,  MISSOURI 

tt   MULHERN,  HUGH  EDHARD,  HAMDEN,  CONNECTICUT 
MULHERN,  JAMES,  BOSTON,  MASSACHUSETTS 
MULHOLLAND,  GARRICK  R,  CLINTON,  IOHA 
MULHOLLAND,  JAMES  JOSEPH,  HEST  TRENTON,  NEH  JERSEY 
MULKEY,  TERRY  LEE,  SR,  ATLANTA,  GEORGIA 
MULL,  WILLIAM  JACKSON,  PLAINVIEW,  TEXAS 
MULLAN,  BRIAN  JOHN,  HAMILTON,  CANADA 

#  MULLANEY,  JOHN  EDWARD,  PEPPER  PIKE,  OHIO 
tt   MULLANY,  JAMES  E.,  JR,  GLEN  ELLYN,  ILLINOIS 
It   MULLEN,  ALLAN  CORNELIUS,  PHOENIX,  ARIZONA 

MULLEN,  CARL,  HIGHLAND  HEIGHTS,  KENTUCKY 
MULLEN,  EDWARD  J,  PERTH  AMBOY,  NEH  JERSEY 
MULLEN,  ELIZABETH  JANE,  HUNTSVILLE,  TEXAS 

U   MULLEN,  FRANCIS  E.,  QUINCY,  MASSACHUSETTS 

MULLEN,  JAMES  PATRICK,  NORTH  SCITUATE,  RHODE  ISLAND 

It   MULLEN,  RONALD  J,  BALTIMORE,  MARYLAND 
MULLEN,  SCOTT  DAVID,  BATAVIA,  NEW  YORK 
MULLEN,  TERRENCE  JOHN,  JACKSONVILLE,  FLORIDA 
MULLEN,  TIMOTHY  STEVEN,  FREMONT,  NEBRASKA 
MULLEN,  HILLIAM  PATRICK,  PITTSBURGH,  PENNSYLVANIA 
MULLENDORE,  DOUGLAS  HILLIAM,  HAGERSTOHN,  MARYLAND 

tt   MULLENIX,  JACK  L,  OKLAHOMA  CITY,  OKLAHOMA 

MULLENS,  THOMAS  KYLE,  JR,  SOUTH  CHARLESTON,  WEST  VIRGIN 

MULLER,  BASIL  ERNST,  ZURICH,  SWITZERLAND 

MULLER,  DAVID  J.,  SPEARFISH,  SOUTH  DAKOTA 

MULLER,  RAYMOND,  BLOOMINGDALE,  NEH  JERSEY 

MULLER,  ROMUALD,  LILLE,  FRANCE 

MULLER,  THOMAS  PAUL,  NEW  HAVEN,  CONNECTICUT 

MULLIGAN,  CHARLES  THOMAS,  JR,  KENTLAND,  INDIANA 

MULLIGAN,  JAMES  EDHARD,  NASHUA,  NEH  HAMPSHIRE 

MULLIGAN,  THOMAS  MICHAEL,  J,  K  I  SAHYER  AFB,  MICHIGAN 

#  MULLIN,  THOMAS  P.,  NEW  YORK,  NEW  YORK 
It   MULLINS,  CHESTER  L.,  BIRMINGHAM,  ALABAMA 

MULLINS,  HARRY  JOHN,  ROSEBURG,  OREGON 

#  MULLINS,  JOHN  SHERMAN,  JR,  COMMERCE  CITY,  COLORADO 

#  MULLINS,  NOAH  W. ,  FRANKFORT,  KENTUCKY 
MULLINS,  RICHARD  LEH,  AKRON,  OHIO 

It   MULLIS,  ROBERT  ROGER,  CHARLOTTE,  NORTH  CAROLINA 
MULRAIN,  ANDREH  MICHAEL,  MINEOLA,  NEH  YORK 
MULRAIN,  ANDREW  W,  MINEOLA,  NEW  YORK 
MULREY,  BRIAN  D. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MULRY,  JOHN  JOSEPH,  JR,  CLEARWATER,  FLORIDA 
MULVEY,  LAWRENCE  WILLIAM,  MINEOLA,  NEW  YORK 
MULVIHILL,  RICHARD  FRANCIS,  ABSECON,  NEW  JERSEY 
MUMFORD,  TIMOTHY  D,  SYRACUSE,  NEW  YORK 
MUMFORD,  WAYMON,  FLORENCE,  SOUTH  CAROLINA 
MUMMA,  JOHN  HARLAN,  MANNHEIM,  FEDERAL  REPUBLIC  OF  GERMA 
71  tt   MUNCH,  HARRY  A.,  OAK  LAWN,  ILLINOIS 
170  tt   MUNCH,  PAUL  ALAN,  MAMARONECK,  NEW  YORK 
181   MUNCY,  JILL  SUSAN,  DALLAS,  TEXAS 
50  tt   MUNDAY,  ERSKIN  LEWIS,  DALLAS,  TEXAS 
152   MUNGAVIN,  FRANCIS  MICHAEL,  ROBINS  AFB,  TEXAS 

94   MUNGER,  DONALD  R,  CHICAGO,  ILLINOIS 
146   MUNGER,  HENRY  ERNEST,  JONESTOHN,  PENNSYLVANIA 
89  It   MUNGER,  SEHARD  K.  ,  CASTILE,  NEW  YORK 
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HUNGER,  STANLEY  HARREN  -  NASIF,  RICHARD  LORING 
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HUNGER,  STANLEY  HARREN,  LONGVIEH,  HASHINGTON 

HUNIZ,  ANDRES  OCTAVIO,  JR,  HARLINGEN,  TEXAS 
FRANCISCO,  SAN  JUAN,  PUERTO  RICO 
HELVIN  T.,  RALEIGH,  NORTH  CAROLINA 
TED,  PASCAGOULA,  MISSISSIPPI 
BENJAMIN  L.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
FELIX,  MODESTO,  CALIFORNIA 
JOSEPH  MANUEL,  OXNARD,  CALIFORNIA 
PETER  CHRISTOPHER,  EAST  LANSING,  MICHIGAN 
RICHARD  HILLIAH,  BATH,  OHIO 
RICHARD  HILLIAM,  PATERSON,  NEH  JERSEY 
HIDEHIKO,  CHIYODA-KU,  JAPAN 

MURASHITA,  OSAMU,  TOKYO,  JAPAN 

MURDO,  LARRY  PAUL,  ALBANY,  CALIFORNIA 

MURDOCH,  STEPHEN  RISTINE,  REDONDO  BEACH,  CALIFORNIA 
VERNON  M.,  JR.,  CORVALLIS,  OREGON 
HUBERT  P,  OGDENSBURG,  NEH  YORK 
JOHN  EUGENE,  HALNUT  CREEK,  CALIFORNIA 
NEHTON  H,  BRADENTON,  FLORIDA 
LAHRENCE  JAIME,  NEH  BERN,  NORTH  CAROLINA 
^-GELVEZ,  NORBERTO  A,  BOGOTA,  COLOMBIA 
HALTER  PHILIP,  ESCALON,  CALIFORNIA 
JAHES  FLYNN,  TALLAHASSEE,  FLORIDA 
ANTHONY,  NEH  BRUNSHICK,  NEH  JERSEY 
ARTHUR  P.,  BROOKLINE,  MASSACHUSETTS 
CHARLES  E.,  RICHMOND,  VIRGINIA 
CLARENCE  SIDNEY,  AUBURN,  ALABAMA 
COLIN  PETER,  ALBION,  NEH  YORK 
DANIEL  A.,  BOSTON,  MASSACHUSETTS 
DANIEL  D,  FORT  MEADE,  MARYLAND 
DANIEL  P.,  BOSTON,  MASSACHUSETTS 
DANIEL  THOHAS,  JR,  NEH  YORK,  NEH  YORK 
DENNIS,  SALEM,  VIRGINIA 
DENNIS  MICHAEL,  LA  MESA,  CALIFORNIA 
DONALD  M,  TOPEKA,  KANSAS 
DONALD  MICHAEL,  AVON,  CONNECTICUT 
EDHARD  FRANCIS,  TOMS  RIVER,  NEH  JERSEY 
ERNEST  P,  KISSIMMEE,  FLORIDA 
GEORGE  JOSEPH,  SCRANTON,  PENNSYLVANIA 
GERALD  J,  BRISTOL,  CONNECTICUT 
HAROLD  FRANCIS,  CAMBRIDGE,  MASSACHUSETTS 
HOHARD  HAYNE,  TUSCALOOSA,  ALABAMA 
J.  ALBERT,  SPRINGFIELD,  MASSACHUSETTS 
JAMES  C,  RAYMOND,  NEH  HAMPSHIRE 
JAMES  DENNIS,  PHILADELPHIA,  PENNSYLVANIA 
JAMES  F.,  AUGUSTA,  MAINE 
JOHN  MICHAEL,  BRUNSHICK,  MAINE 
JOHN  ROBERT,  JUNEAU,  ALASKA 
JOHN  H,  LANSDOHNE,  PENNSYLVANIA 
JOSEPH  G.,  JR.,  DALLAS,  TEXAS 
JOSEPH  PATRICK,  CHICAGO,  ILLINOIS 
JUSTIN  BARRY,  FAIRFAX,  VIRGINIA 
KENNETH  A,  SEYMOUR,  INDIANA 
KENNETH  R.,  HOBURN,  MASSACHUSETTS 
KEVIN  MATTHEH,  BOSTON,  MASSACHUSETTS 
LAHRENCE  JOSEPH,  CAMBRIDGE,  MASSACHUSETTS 
LAHRENCE  H. ,  EAST  LANSING,  MICHIGAN 
LUIS  M.,  SAN  JUAN,  PUERTO  RICO 
MICHAEL  DALE,  TOLEDO,  OHIO 
MICHAEL  DAVID,  YREKA,  CALIFORNIA 
MICHAEL  JOHN,  REVERE,  MASSACHUSETTS 
MICHAEL  SCOTT,  BREHTON,  ALABAMA 
PATRICK  MICHAEL,  MESQUITE,  NEVADA 
PATRICK  V.,  NEH  YORK,  NEH  YORK 
PAUL  FRANCIS,  JR,  CONCORD,  NEH  HAMPSHIRE 
PAUL  R,  MEDFORD,  MASSACHUSETTS 
PAUL  RICHARD,  SALEM,  MASSACHUSETTS 
RICHARD  DENNIS,  FARMINGTON  HILLS,  MICHIGAN 
RICHARD  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBI 
RICKY  JOE,  BATON  ROUGE,  LOUISIANA 
ROBERT  J,  MANAHAHKIN,  NEH  JERSEY 
S  MICHAEL,  FORT  HASHINGTON,  PENNSYLVANIA 
STEVEN  DANIEL,  HASTINGS,  NEBRASKA 
STEVEN  JAMES,  HALES  CORNERS,  HISCONSIN 
TERRENCE  HAYNE,  TACOMA,  HASHINGTON 
THOMAS  C,  JR.,  BROOKLYN,  OHIO 
THOHAS  JOHN,  LAHRENCE,  MASSACHUSETTS 
THOMAS  L,  HAUPPAUGE,  NEH  YORK 
TIMOTHY  IGNATIUS,  NEH  YORK,  NEH  YORK 
HAYNE  A.,  SPRINGFIELD,  MISSOURI 
HILLIAM  F.,  OUINCY,  MASSACHUSETTS 
BERLE  GORDON,  UKIAH,  CALIFORNIA 
CHARLES  EDHARD,  CINCINNATI,  OHIO 
CHARLES  HAYNE,  NOBLESVILLE,  INDIANA 
CLIFFORD  G.,  SAN  CLEMENTE,  CALIFORNIA 
DANIEL  J,  ARLINGTON,  VIRGINIA 
DANIEL  JOHN,  POMPANO  BEACH,  FLORIDA 
GAROLD  LEE,  LODI ,  CALIFORNIA 
HUBERT  H.,  OAKLAND,  CALIFORNIA 
JAMES  VINCENT,  PEACHTREE  CITY,  GEORGIA 
JOHN  HUGH,  SAVANNAH,  GEORGIA 
JOHN  MICHAEL,  HHITE  PLAINS,  NEH  YORK 
JOHN  S,  III,  HEST  POINT,  PENNSYLVANIA 
MICHAEL  DAVID,  GREECE,  NEH  YORK 
RICHARD  CHARLES,  HENATCHEE,  HASHINGTON 
ROBERT  E.,  EAST  LANSING,  MICHIGAN 
ROBERT  THOMAS,  FALLS  CHURCH,  VIRGINIA 
RONALD  LEE,  FREMONT,  CALIFORNIA 
THOMAS  JOSEPH,  NEH  YORK,  NEH  YORK 
TODD  RAYMOND,  OREGON,  ILLINOIS 
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MURTAUGH,  DAVID  REID,  LAFAYETTE,  INDIANA 
MURTHA,  PAUL  ANTHONY,  NEH  YORK,  NEH  YORK 
MUSCARNERA,  VINCENT  JOSEPH,  MINEOLA,  NEH  YORK 
MUSCAT,  PATRICK  HENRY,  DETROIT,  MICHIGAN 
MUSCATO,  JAMES  PATRICK,  PLYMOUTH,  MASSACHUSETTS 
If   MUSCHONG,  CARL  JAMES,  HARREN,  MICHIGAN 

*  MUSGRAVE,  CHARLES  E.,  PRINCETON,  HEST  VIRGINIA 
MUSIAL,  EDHARD  STANLEY,  DARIEN,  ILLINOIS 

ft   MUSIAL,  VINCENT  EUGENE,  JR,  HESTMONT,  ILLINOIS 

MUSIC,  JIMMY  DONALD,  MEMPHIS,  TENNESSEE 

MUSICK,  PAUL  FRANK,  III,  PERRY,  GEORGIA 
ft   MUSSELHHITE,  ROSCOE  E.,  ROANOKE,  VIRGINIA 

MUSSER,  THOMAS  MERLE,  HILLSBOROUGH,  CALIFORNIA 

MUSSER,  HILLIAM  EDHARD,  MERIDIAN,  IDAHO 
ft   MUSSO,  BENNY  F.,  THIBODAUX,  LOUISIANA 

MUSTAKIM,  MUZLI  BINTI,  KUALA  LUMPUR,  MALAYSIA 

MUTERT,  HALTER  H. ,  BRIDGETON,  MISSOURI 

*  MUTISPAUGH,  JAMES  HYATT,  CHESTERFIELD,  VIRGINIA 
ft   MUTTERS,  LEHIS  E.,  ASHLAND,  KENTUCKY 

ft   MUTTIAH,  PERCY  N.,  KUALA  LUMPUR,  MALAYSIA 

MUZERALL,  FRANCIS  ROBERT,  JR,  NORTH  SCITUATE,  RHODE  ISL 
MUZQUIZ,  RAYMOND,  SAN  ANTONIO,  TEXAS 
»  MYATT,  M.  H.,  OKLAHOMA  CITY,  OKLAHOMA 

MYER,  PHILIP  GORDON,  LA  GRANDE,  OREGON 
ft   MYERS,  BILL  R,  BIRMINGHAM,  ALABAMA 

DALE  E.,  SPRING  GROVE,  PENNSYLVANIA 
DON  ROBIN,  SEVIERVILLE,  TENNESSEE 
EMIL  C,  PIKESVILLE,  MARYLAND 
LARRY  HUGH,  SALINAS,  CALIFORNIA 
MAC  KINNON,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MARY  ELIZABETH  ANNE,  AKRON,  OHIO 
MATTHEH  JAMES,  MASON,  MICHIGAN 
RICHARD  D,  SPOKANE,  HASHINGTON 
RICHARD  GLENN,  STOH,  OHIO 
RICHARD  HEST,  LISLE,  ILLINOIS 
SCOTT  MARSHALL,  ST.  CHARLES,  MISSOURI 
STANTON  LESTER,  JR,  OXNARD,  CALIFORNIA 
STEELE  T,  HIGH  POINT,  NORTH  CAROLINA 
HALTER  EUGENE,  LAS  VEGAS,  NEVADA 
HILLIAM  THOMAS,  MINEOLA,  NEH  YORK 
GARY  ALAN,  ABERDEEN,  SOUTH  DAKOTA 
MICHAEL  D,  SPOKANE,  HASHINGTON 
MYLANDER,  THOMAS  AUGUST,  BROOKSVILLE,  FLORIDA 
MYNCZYHOR,  THOMAS  J,  ALTON,  NEH  HAMPSHIRE 
MYNSBERGE,  JAMES  HAROLD,  AUBURN  HILLS,  MICHIGAN 
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80  ft   MYONG,  CHUNG-SOK,  SEOUL,  KOREA 
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190 
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MYRIND,  ASBJORN  F.,  OSLO,  NORHAY 

NABIPOOR,  REZA,  TEHRAN,  IRAN 

NADEAU,  CLARENCE  L.,  NORTH  SCITUATE,  RHODE  ISLAND 

NADEAU,  JAMES  FRANCIS,  RENO,  NEVADA 

NADEAU,  LEO,  ESSEX,  VERMONT 

NADER,  CHARLES  M,  SANTA  ROSA,  CALIFORNIA 

NADRICZNY,  EDHARD  JOSEPH,  NEH  CANAAN,  CONNECTICUT 

NAGAHAMA,  HIROSHI,  TOKYO,  JAPAN 

NAGEL,  HAROLD  DANE,  LARAMIE,  HYOMING 

NAGEL,  JOHN  E.,  SALT  LAKE  CITY,  UTAH 

NAGOSKY,  RICHARD  EDMUND,  ERIE,  PENNSYLVANIA 

NAGURNY,  MICHAEL  RONALD,  HARRISBURG,  PENNSYLVANIA 

NAGY,  STEPHEN  THOMAS,  PLANO,  TEXAS 

NAIDOO,  KARNA  KAY,  DURBAN,  SOUTH  AFRICA 

NAIL,  HILLIAM  M. ,  JR.,  ASHEVILLE,  NORTH  CAROLINA 

NAINAPPAN,  S/0  SUPPIAH,  KUALA  LUMPUR,  MALAYSIA 

NAIR,  P  MADHUSOODANAN,  NEH  DELHI,  INDIA 

NAIR,  SUKUMARAN,  SINGAPORE,  SINGAPORE 

NAJERA,  ALBERT,  SACRAMENTO,  CALIFORNIA 

NAJOLIA,  KERRY  JOSEPH,  METAIRIE,  LOUISIANA 

NAKAO,  TERUO,  SAGA,  JAPAN 

NAKASHIMA,  GLEN  MIKIO,  HAILUKU,  MAUI,  HAHAII 

NAKASHIMA,  RICHIE  MITSUGI,  HAILUKU,  HAHAII 

NALANGAN,  ALFONSO  GARCIA,  QUEZON  CITY,  PHILIPPINES 

NALBACH,  PETER  PAUL,  JERSEY  CITY,  NEH  JERSEY 

NALEPA,  ALLAN  ARTHUR,  STERLING  HEIGHTS,  MICHIGAN 

NALL,  MARK  ARNOLD,  LACKLAND  AFB,  TEXAS 

NALL,  PHILIP  MABRY,  OAK  RIDGE,  TENNESSEE 

NALL,  ROBERT  EUGENE,  QUINCY,  ILLINOIS 

NALLEY,  JEFFRY  GLENN,  DOUGLASVILLE,  GEORGIA 

NALLEY,  LAMAR  0.,  NORTON  SHORES,  MICHIGAN   ,,_„_, 

NALLS,  JAMES  MADISON,  JR,  SANTA  BARBARA,  CALIFORNIA 

NALLY,  HILLIAM  ALOYSIUS,  FORKED  RIVER,  NEH  JERSEY 

NANCE,  THOMAS  H,  GREENVILLE,  MISSISSIPPI 

NANNENGA,  IVAN  S,  MESA,  ARIZONA  ««,-.■,. 

NANNEY,  HEBER  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

NAPOLEON,  BENNY  NELSON,  DETROIT,  MICHIGAN 

NAPOLEON,  HILTON,  DETROIT,  MICHIGAN 

NAPOLEONE,  GERALD  JOSEPH,  S,  BUTLER,  NEH  JERSEY 

NAPOLITANO,  JOSEPH  THOMAS,  YAPHANK,  NEH  YORK 

NAPPLE,  LEONARD  L.,  FAIRMONT,  HEST  VIRGINIA 

NARAMORE,  ROBERT  ALLEN,  BELTON,  TEXAS   „„.„_,.__„ 

NARDINI,  ALLAN  NAZARENO,  FRAMINGHAM,  MASSACHUSETTS 

NARDINI,  MICHAEL  LOUIS,  GARY,  INDIANA     „..„„. 

NARDOLILLO,  HAYNE  THEODORE,  FALLS  CHURCH,  VIRGINIA 

NARLOH,  KENNETH  A.,  NAPA,  CALIFORNIA 

NARRAMORE,  RANDY  EARL,  EL  CAJON,  CALIFORNIA 

NARVAEZ,  DEHELL,  ALBANY,  NEH  YORK 

NASCI,  DENNIS  LEE,  ALBUQUERQUE,  NEH  MEXICO 

NASH,  ALLEN  F,  PLANTATION,  FLORIDA 

NASH,  HENRY  BRUCE,  TALLAHASSEE,  FLORIDA 

NASH,  MICHAEL  EDHARD,  AURORA,  COLORADO 

NASH,  ROGER  LEE,  CHANDLER,  ARIZONA 

NASIF,  RICHARD  LORING,  EL  CAJON,  CALIFORNIA 
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NASIR  BIN  MOHAMED,  -  NEHSHAM,  KENNETH  J 
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NASIR  BIN  MOHAMED,,  KUALA  LUMPUR,  MALAYSIA 

NASPRETTO,  ERNEST  JAMES,  NEH  YORK,  NEH  YORK 

NASSER,  HESHAM  YEIHA,  CAIRO,  EGYPT 

NASSEREDINE,  ISSAM  MOHAMED,  BEIRUT,  LEBANON 

NASTA,  JOHN  PAUL,  PEMBROKE  PINES,  FLORIDA 

NASUTION,  IHAY.,  JAKARTA,  INDONESIA 

NAT ALE,  PASQUALE  RALPH,  HAMDEN,  CONNECTICUT 

NAUBERT,  THOMAS  HAROLD,  EL  PASO,  TEXAS 

NAUCKE,  THEODORE  F.,  SAN  JOSE,  CALIFORNIA 

NAUERT,  GERALD  ANTHONY,  FRANKFORT,  KENTUCKY 

NAUGHT,  MORGAN  J.,  ELIZABETH,  NEH  JERSEY 

NAULT,  JOHN  T,  SR,  HHITE  PLAINS,  NEH  YORK 

NAVA,  ARMANDO,  JR,  EL  PASO,  TEXAS 

NAVARRE,  ANTHONY  G,  BATON  ROUGE,  LOUISIANA 

NAVARRE,  DENNIS  EARL,  NOTRE  DAME,  INDIANA 

NAVARRE,  MICHAEL  JAMES,  TOLEDO,  OHIO 

NAVARRETE  PANIAGUA,  MANUEL,  MADRID,  SPAIN 

NAVARRO,  GILBERTO  LUIS,  LAREDO,  TEXAS 

NAVE,  CLYDE  H. ,  DENISON,  TEXAS 

NAYLOR,  JEAN  FRANCES,  TRENTON,  NEH  JERSEY 

NAYLOR,  HALTER  E.,  AUSTIN,  TEXAS 

NAZARIO,  JOSE  A.,  SAN  JUAN,  PUERTO  RICO 

NAZER,  DAVID  JAMES,  ITHACA,  NEH  YORK 

NEACE,  RAYMOND  LEROY,  CHESTERFIELD,  VIRGINIA 

NEAGLE,  BRIAN  A,  AUBURN,  NEH  YORK 

NEAGLE,  JAMES  R,  CEDAR  RAPIDS,  IOHA 

NEAL,  JACKIE  LEE,  SHREVEPORT,  LOUISIANA 

NEAL,  JERRY  H,  AMARILLO,  TEXAS 

NEAL,  MICHAEL  EDHARD,  DOVER,  DELAHARE 

NEAL,  RAE  D,  NEHCASTLE,  OKLAHOMA 

NEAL,  TERRY  JOHNNIE,  DALTON,  GEORGIA 

NEAL,  THOMAS  LEE,  ALTAVISTA,  VIRGINIA 

NEAL,  HILLIAM  J,  DEERFIELD  BEACH,  FLORIDA 

NEALIS,  SEYMOUR  S.,  GOODYEAR,  ARIZONA 

NEALL,  JAMES  H. ,  HARREN,  PENNSYLVANIA 

NEALON,  PATRICK  JOSEPH,  FAIRVIEH  PARK,  OHIO 

NEALY,  EDDIE  J.,  ODESSA,  TEXAS 

NEAPOLITAN,  MARK  MICHAEL,  HEATHERLY,  PENNSYLVANIA 

NEARPASS,  CHARLES  BRUCE,  RENO,  NEVADA 

NEARY,  JOHN  M.,  ROCHESTER,  NEH  YORK 

NEARY,  HILLIAM  E,  GREECE,  NEH  YORK 

NEATCHAOHALIT,  RUJ,  BANGKOK,  THAILAND 

NEAVES,  JOE,  JR.,  SAN  ANTONIO,  TEXAS 

NEAVES,  RICHARD  ENGLAND,  OKLAHOMA  CITY,  OKLAHOMA 

NEBLETT,  PAUL  E,  CLARKSVILLE,  TENNESSEE 

NEBUS,  CHARLES  ALLEN,  FARMINGTON  HILLS,  MICHIGAN 

NECESSARY,  JACKIE  LEE,  BRISTOL,  TENNESSEE 

NEEB,  GEORGE  F.,  JR.,  TOHSON,  MARYLAND 

NEEDELS,  DON  MICHAEL,  FALLS  CHURCH,  VIRGINIA 

NEEDHAM,  REGINALD  HILLIAM,  HORCESTER,  MASSACHUSETTS 

NEEDLE,  ALAN  JOHN,  NORTH  MIAMI  BEACH,  FLORIDA 

NEEL,  CHARLES  A.,  LUFKIN,  TEXAS 

NEELY,  DOUGLAS  A,  ROANOKE,  VIRGINIA 

NEELY,  FRANKLIN  D,  JACKSONVILLE,  ARKANSAS 

NEELY,  LUCIAN  BUFFINGTON,  STOCKTON,  CALIFORNIA 

NEELY,  TERRENCE  DOUGLAS,  LONDON,  OHIO 

NEER,  PEGGY  INEZ,  ST.  CHARLES,  MISSOURI 

NEER,  THOMAS  HADE,  ST.  CHARLES,  MISSOURI 

NEES,  HAROL  HUGH,  DURANGO,  COLORADO 

NEFF,  BENJAMIN  L,  III,  KETCHIKAN,  ALASKA 

NEFF,  BRIAN  DANA,  CAMBRIDGE,  OHIO 

NEFF,  HARRY  HELDIN,  JR,  FINDLAY,  OHIO 

NEFF,  J  FRANKLIN,  HANNIBAL,  MISSOURI 

NEFF,  HARREN  R.,  HOPKINS,  MINNESOTA 

NEFOSKY,  HILLIAM  FRANCIS,  NEHARK,  DELAHARE 

NEGM-ELDIN,  HAZEM  ABD-EL,  CAIRO,  EGYPT 

NEGRON,  ANGEL  J,  SAN  JUAN,  PUERTO  RICO 

NEGRON,  PEDRO,  PONCE,  PUERTO  RICO 

NEIDNER,  ROBERT  HERMAN,  IDAHO  FALLS,  IDAHO 

NEIGEL,  LAHRENCE  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 

NEILL,  HILLIAM  RHOADS,  BEAUFORT,  SOUTH  CAROLINA 

NEILLANDS,  PETER  T.,  HACKENSACK,  NEH  JERSEY 

NEIMEYER,  RONALD  L,  ALLENTOHN,  PENNSYLVANIA 

NELLIGAN,  JIMMIE  LEE,  EVANSVILLE,  INDIANA 

NELLIS,  FRANCIS  GERALD,  MANITOHOC,  WISCONSIN 

NELMS,  ROBERT  HUNTER,  JR,  SALISBURY,  MARYLAND 

NELSEN,  HALTER  STEVEN,  QUINCY,  CALIFORNIA 

NELSON,  ALAN  LOHRY,  LOGAN,  UTAH 

NELSON,  BILLIE  JOE,  ARNOLD,  MISSOURI 

NELSON,  BILLY  H,  MEMPHIS,  TENNESSEE 

NELSON,  BRUCE  HENRY,  EL  CERRITO,  CALIFORNIA 

NELSON,  C.  H.,  HHITE  PLAINS,  NEH  YORK 

NELSON,  DALE  E.,  BEAVER,  UTAH 

NELSON,  DALE  EDHARD,  FORT  LAUDERDALE,  FLORIDA 

NELSON,  DAVID  JAMES,  CLATSKANIE,  OREGON 

NELSON,  DERRICK,  CHICAGO,  ILLINOIS 

NELSON,  DONALD  ARTHUR,  MINNEAPOLIS,  MINNESOTA 

NELSON,  DUDLEY  HENDELL,  PORTLAND,  OREGON 

NELSON,  EDHARD  C,  FARGO,  NORTH  DAKOTA 

NELSON,  ELMER  SOREN,  KANKAKEE,  ILLINOIS 

NELSON,  FRANCIS  AUGUSTUS,  CASTRIES,  ST.  LUCIA 

NELSON,  GARY  A,  FERGUS  FALLS,  MINNESOTA 

NELSON,  GEORGE  D. ,  MONROVIA,  LIBERIA 

NELSON,  GERALD,  NEH  YORK,  NEH  YORK 

NELSON,  GERALD  LYNN,  LOGAN,  UTAH 

NELSON,  HARRY  B.,  ALBANY,  NEH  YORK 

NELSON,  HARRY  K. ,  RICHMOND,  VIRGINIA 

NELSON,  HENRY  D.,  JACKSONVILLE,  FLORIDA 

NELSON,  JAMES  LARRY,  PETERSBURG,  INDIANA 

NELSON,  JERRY  L,  BERKELEY,  MISSOURI 
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NELSON,  JOHN  JOSEPH,  ABBOTSFORD,  HISCONSIN 

NELSON,  JOHN  TERRANCE,  TRENTON,  NEH  JERSEY 

NELSON,  JOSEPH  R.,  EAST  LANSING,  MICHIGAN 

NELSON,  JULIE  DIANE,  LOS  ANGELES,  CALIFORNIA 

NELSON,  KENNETH  HARVEY,  MIAMI,  FLORIDA 

NELSON,  KIRK  DEE,  POCATELLO,  IDAHO 

NELSON,  LARRY  C. ,  FRESNO,  CALIFORNIA 

NELSON,  LEROY  R.,  IDAHO  FALLS,  IDAHO 

NELSON,  LEHIS  HALTER,  JR,  REDLANDS,  CALIFORNIA 

NELSON,  PATRICK  E,  FORD  CITY,  PENNSYLVANIA 

NELSON,  PATRICK  HENRY,  PORTLAND,  OREGON 

NELSON,  RANDY  LEE,  THORNTON,  COLORADO 

NELSON,  RAY  DALE,  TULSA,  OKLAHOMA 

NELSON,  RICHARD  H. ,  AUSTIN,  TEXAS 

NELSON,  RICHARD  LEROY,  AUBURN,  CALIFORNIA 

NELSON,  ROBERT  L,  OKEMOS,  MICHIGAN 

NELSON,  ROBERT  L,  AUSTIN,  MINNESOTA 

NELSON,  STEPHEN  FRANKLIN,  BELTON,  TEXAS 

NELSON,  THOMAS  ADAM,  INVER  GROVE  HEIGHTS,  MINNESOTA 

NELSON,  HALTER  G.,  DENVER,  COLORADO 

NELSON,  HAYNE  ARTHUR,  DAVENPORT,  IOHA 

NELSON,  HILLIAM  KEITH,  JR,  FORT  HAYNE,  INDIANA 

NEMEC,  FRANK  III,  HALLA  HALLA,  HASHINGTON 

NEMECEK,  DARRELL  EUGENE,  ADA,  OKLAHOMA 

NEPOMUCENO,  ENRICO  S.,  MANILA,  PHILIPPINES 

NERI,  JOSEPH  MICHAEL,  NORTH  TONAHANDA,  NEH  YORK 

NERO,  JOSEPH  A.,  LANSDOHNE,  PENNSYLVANIA 

NESLER,  JAMES  STEPHEN,  MURPHYSBORO,  ILLINOIS 

NESMITH,  JOHNNY  BENSON,  CULLMAN,  ALABAMA 

NESS,  DEBORAH  KATHRYN,  BISMARCK,  NORTH  DAKOTA 

NESS,  ROBERT  H. ,  HARTFORD,  CONNECTICUT 

NESTEL,  THOMAS  J,  PHILADELPHIA,  PENNSYLVANIA 

NESTEL,  THOMAS  JOSEPH,  III,  PHILADELPHIA,  PENNSYLVANIA 

NESTER,  DAVID  GERARD,  BELLEVILLE,  ILLINOIS 

NESTER,  KIMMY  GARLAND,  MARTINSVILLE,  VIRGINIA 

NESTOR,  JAMES  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

NESTOR,  PAUL  P.,  QUINCY,  MASSACHUSETTS 

NESTOR,  STEPHEN  T.,  JERSEY  CITY,  NEH  JERSEY 

NETKO,  TOBY  R,  HEST  BEND,  HISCONSIN 

NETTESTAD,  CHARLES  RICHARD,  ALEXANDRIA,  MINNESOTA 

NETTIE,  RONALD  GEORGE,  LOS  ANGELES  AFB,  CALIFORNIA 

NEUBAUER,  RONALD  S,  ST.  PETERS,  MISSOURI 

NEUBERT,  ROBERT  HILLIAM,  ALEXANDRIA,  VIRGINIA 

NEUENS,  MICHAEL  L,  NEH  BERLIN,  HISCONSIN 

NEUHAUS,  KENNETH  R,  EAST  HAMPTON,  NEH  YORK 

NEUHAUSER,  RAYMOND  EMIL,  HOOSTER,  OHIO 

NEULEN,  BARRY  CAMERON,  KANEOHE  BAY,  HAHAII 

NEUMAN,  ROGER  L.,  SAN  LUIS  OBISPO,  CALIFORNIA 

NEUMAYER,  JAMES  ARTHUR,  MISSOULA,  MONTANA 

NEVELLE,  GLENN  JAMES,  KALAMAZOO,  MICHIGAN 

NEVELOH,  ERIC,  GALVESTON,  TEXAS 

NEVES,  JEFFREY  ALAN,  PLACERVILLE,  CALIFORNIA 

NEVES,  JOEL  ANDREH,  ROSEVILLE,  CALIFORNIA 

NEVILLE,  GERARD  PATRICK,  NEH  YORK,  NEH  YORK 

NEVILLE,  JAMES  RICHARD,  CARNEGIE,  PENNSYLVANIA 

NEVIN,  CHARLES  HILLIAM,  AUBURN,  ALABAMA 

NEVIN,  STEPHEN  D,  ELKO,  NEVADA 

NEVINS,  ROBERT  A,  HINDSOR,  CONNECTICUT 

NEVINS,  THOMAS  P,  SR,  HIALEAH,  FLORIDA 

NEH,  LEE  F,  ATLANTA,  GEORGIA 

NEH,  HILLIAM  F,  JR,  CHARLESTON,  SOUTH  CAROLINA 

NEHBANKS,  REX  ANTHONY,  CAMBRIDGE,  OHIO 

NEHBERGER,  DONALD  H,  TAMPA,  FLORIDA 

NEHBERT,  ROBERT  MICHAEL,  MINEOLA,  NEH  YORK 

NEHBY,  JAMES  EDHIN,  DAYTON,  OHIO 

NEHCOMB,  KEEN  COLLINGS,  TAMPA,  FLORIDA 

NEHCOMB,  MARK  DANIEL,  HHITEHALL,  OHIO 

NEHELL,  CHARLES  H,  RIDGELAND,  MISSISSIPPI 

NEHELL,  MICHAEL,  BRISTOH,  OKLAHOMA 

NEHELL,  RICHARD  S,  LOS  ANGELES,  CALIFORNIA 

NEHELL,  ROBERT  E,  SPRINGFIELD,  OHIO 

NEHGENT,  THOMAS  GEORGE,  INDIANAPOLIS,  INDIANA 

NEHHALL,  JOHN  G,  ROCHESTER,  NEH  HAMPSHIRE 

NEHHART,  JOHN  R.,  CHESAPEAKE,  VIRGINIA 

NEHLAND,  CARL  T,  JR,  TITUSVILLE,  FLORIDA 

NEHLAND,  STANLEY  KEITH,  NEHBERG,  OREGON 

NEHMAN,  EDHARD  ANTHONY,  PLACERVILLE,  CALIFORNIA 

NEHMAN,  HENRY  B,  III,  LOCKPORT,  NEH  YORK 

NEHMAN,  JAMES  R. ,  KANSAS  CITY,  MISSOURI 

NEHMAN,  JOHN  GABRIEL,  RATON,  NEH  MEXICO 

NEHMAN,  JOSEPH  PATRICK,  BALTIMORE,  MARYLAND 

NEHMAN,  JULE  DEMPSEY,  JR,  MCCOMB,  MISSISSIPPI 

NEHMAN,  KEVIN  LAMAR,  NEH  ORLEANS,  LOUISIANA 

NEHMAN,  LANCE  HOHARD,  ORLANDO,  FLORIDA 

NEHMAN,  LOIS  H,  MINEOLA,  NEH  YORK 

NEHMAN,  MARSHALL  RICHARD,  HOBBS,  NEH  MEXICO 

NEHMAN,  MICHAEL  CLIFTON,  PARKER,  ARIZONA 

NEHMAN,  MONTE  J.,  PALOS  VERDES  ESTATES,  CALIFORNIA 

NEHMAN,  NATHANIEL,  SAN  JOSE,  CALIFORNIA 

NEHMAN,  RONALD  GEORGE,  SAN  DIEGO,  CALIFORNIA 

NEHMAN,  SIDNEY  COREY,  BATON  ROUGE,  LOUISIANA 

NEHMAN,  THOMAS  M. ,  MAYHOOD,  ILLINOIS 

NEHMAN,  HALTER  EARL,  NORTH  AUGUSTA,  SOUTH  CAROLINA 

NEHMAN,  HESLEY  E,  HATERBURY,  VERMONT 

NEHMAN,  HILLIAM  0,  FRANKFORT,  KENTUCKY 

NEHMEYER,  JAMES  E,  EAST  BRUNSHICK,  NEH  JERSEY 

NEHPORT,  DEREK,  DANDRIDGE,  TENNESSEE 

NEHPORT,  HALTER  CLAYTON,  JR,  BAKERSFIELD,  CALIFORNIA 

NEHQUIST,  ROGER  BYFORD,  SACRAMENTO,  CALIFORNIA 

NEHSHAM,  KENNETH  J,  K  I  SAHYER  AFB,  MICHIGAN 
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NEHSOH,  JAMES  R.  -  NOTBOHM,  DOUGLAS  RICHARD 
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NEHTON, 
NEHTON, 
NEHTON, 
NEHTON, 
NEHTON, 
NEHTON, 
NEHTON, 
NEHVINE, 


NEHSOH,  JAMES  R.,  PORT  ARTHUR,  TEXAS 
NEHSOME,  HILLIAM  JOHN,  HEST  TRENTON,  NEH  JERSEY 
NEHTON,  DAVID  ARTHUR,  NORTH  SCITUATE,  RHODE  ISLAND 
FREDERICK  H,  JR,  NEHPORT,  RHODE  ISLAND 
JAMES  C,  HIDLAND,  MICHIGAN 
JIM  MURRY,  PORT  TOHNSEND,  HASHINGTON 
PERRY  EDISON,  SR,  NASSAU,  N.P, 
SAMUEL  EARL,  CHARLOTTESVILLE,  VIRGINIA 
THOMAS  M.,  GREENHICH,  CONNECTICUT 
THOMAS  STEHART,  NEHPORT  NEHS,  VIRGINIA 
JAMES  FRANKLIN,  SAGINAH,  MICHIGAN 
NEY,  JIM  CHARLES,  HOODLAND,  CALIFORNIA 
NG,  KAM-HING,  HONG  KONG,  HONG  KONG 
NG,  KEE  HOE,  SINGAPORE,  SINGAPORE 
NG,  SENG-LIANG,  SINGAPORE,  SINGAPORE 
NIBLER,  FRANK  X,  DELAND,  FLORIDA 
NICASTRO,  STEPHEN  JAMES,  NEH  YORK,  NEH  YORK 
NICHALSON,  TERRY  LEE,  FRANKLIN,  INDIANA 
NICHOLAS,  RONALD  LAHRENCE,  BLAINE,  MINNESOTA 
NICHOLAS,  STEVEN  BERNARD,  NEH  ORLEANS,  LOUISIANA 
NICHOLLS,  GARY  EDHARD,  ST  CATHARINES,  CANADA 
NICHOLS,  ALAN  DOUGLAS,  TEMPLE,  TEXAS 
BLANCHE,  ATLANTA,  GEORGIA 
BRIAN  CROSBY,  HOPEHELL  JUNCTION,  NEH  YORK 
DOUGLAS  A,  BRISTOH,  OKLAHOMA 
DOUGLAS  BRENT,  DES  MOINES,  IOHA 
EDNA  KATHY,  CHARLOTTE,  NORTH  CAROLINA 
J.  C,  DALLAS,  TEXAS 
JAMES  ALVIN,  RICHMOND,  VIRGINIA 
JAMES  AUDHIN,  CAHOKIA,  ILLINOIS 
JOHN  GILBERT,  BOARDMAN,  OHIO 
KENNETH  G. ,  CORRY,  PENNSYLVANIA 
LANCE  HILLIAM,  JOPLIN,  MISSOURI 
MELVIN  E,  REDONDO  BEACH,  CALIFORNIA 
RANDY  LEE,  EVERETT,  HASHINGTON 
RANDY  MICHAEL,  GREENVILLE,  NORTH  CAROLINA 
TERRY  LEE,  MARYVILLE,  TENNESSEE 
THOMAS  A.,  HALNUT  CREEK,  CALIFORNIA 
THOMAS  JAMES,  LUBBOCK,  TEXAS 
HILLIAM  DAVID,  JACKSONVILLE,  ALABAMA 
87  #  NICHOLS,  HILLIS  OLIVER,  TUSCALOOSA,  ALABAMA 
DAVID  BRAD,  MUNCIE,  INDIANA 

GARETH  JON,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  CARL,  HENDERSONVILLE,  NORTH  CAROLINA 
JOHN  VESTER,  OZARK,  ALABAMA 
LARRY  GENE,  ALBUQUERQUE,  NEH  MEXICO 
PHILLIP  LEE,  CHARLESTON,  HEST  VIRGINIA 
THOMAS  HILLIAM,  GRAND  RAPIDS,  MICHIGAN 
NICK,  PETER  JAMES,  GOODYEAR,  ARIZONA 
NICKEAS,  NICHOLAS  JAMES,  CHICAGO,  ILLINOIS 
NICKEL,  DEAN  HARVEY,  MADISON,  HISCONSIN 
NICKELL,  RODGER  L.,  LA  PORTE,  INDIANA 
NICKERSON,  GEORGE  C,  MONTPELIER,  VERMONT 
NICKERSON,  LELAND  JAMES,  BOISE,  IDAHO 
NICKERSON,  NORMAN  R. ,  SPOKANE,  HASHINGTON 
NICKERSON,  SAMUEL  L,  DOVER,  DELAHARE 
NICKLE,  JAMES  J,  SEATTLE,  HASHINGTON 
NICKLES,  JAMES  L,  OCEAN  CITY,  NEH  JERSEY 
NICKOLAI,  ALLEN  H,  JACKSON,  MICHIGAN 
NICKOLITE,  ED  J.,  LINCOLN,  NEBRASKA 
NICKOLS,  GARY,  KANNAPOLIS,  NORTH  CAROLINA 
NICKS,  EDHARD  MERLE,  MIDLAND,  TEXAS 
NICKS,  GHENDOLYN  ELOIS,  JACKSON,  MISSISSIPPI 
NICKS,  RICHARD  G,  YAKIMA,  HASHINGTON 
NICOLA,  JOHN  S.,  HORLAND,  HYOMING 
NICOLL,  DAVID  L,  ANDOVER,  MASSACHUSETTS 
NICOSIA,  GEORGE  JOSEPH,  MAYHOOD,  ILLINOIS 
NIEBUHR,  JOHN  ALTON,  EAGLE  RIVER,  HISCONSIN 
NIEBUR,  DAVID  RALPH,  JOPLIN,  MISSOURI 
NIEDERHAUSER,  KURT,  BERN,  SHITZERLAND 
NIEHAUS,  GREGORY  ROBERT,  BLUE  ASH,  OHIO 
BOBBY  J,  SALT  LAKE  CITY,  UTAH 
CHRIS,  REDFORD,  MICHIGAN 
JOHN  CHRISTIAN,  ALBANY,  NEH  YORK 
MIKE  ARTHUR,  FAIRBANKS,  ALASKA 
ROBERT  CHARLES,  BALTIMORE,  MARYLAND 
ROBERT  ISAAC,  SALMON,  IDAHO 
THAYLE  BUZZ,  HEST  VALLEY,  UTAH 
THOMAS  J.,  EAST  MOLINE,  ILLINOIS 
BRIAN  DONNELLY,  ALEXANDRIA,  MINNESOTA 
THEO  GILBERT,  PHOENIX,  ARIZONA 
DONALD  HALTER,  LINCOLN,  NEBRASKA 
RONALD  GEORGE,  LAS  VEGAS,  NEVADA 
RICHARD  H,  FARMINGTON  HILLS,  MICHIGAN 
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NICHOLS, 
NICHOLS, 


NICHOLSON, 
NICHOLSON, 
NICHOLSON, 
NICHOLSON, 
NICHOLSON, 
NICHOLSON, 
NICHOLSON, 


NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSEN, 
NIELSON, 
NIELSON, 
NIEMANN, 
NIEMANN, 
NIEMISTO, 


NIEHSKUL,  AMARIN,  BANGKOK,  THAILAND 

NIENHUIS,  ALVIN  DALE,  II,  FORT  MYERS,  FLORIDA 

NIEVAARD,  ROBERT  HENDRIK,  SALT  LAKE  CITY,  UTAH 

NIEVES,  EVELYN,  NEH  YORK,  NEH  YORK 

NIGH,  PETER  K,  GRAND  CANYON,  ARIZONA 

NIGOSANTI,  RICHARD  JOSEPH,  OLD  SAYBROOK,  CONNECTICUT 

NIGRO,  RICHARD  JOSEPH,  BUFFALO,  NEH  YORK 

NILES,  AVERY  D,  GAINESVILLE,  GEORGIA 

NILSSON,  DUANE  A,  VALLEJO,  CALIFORNIA 

NIMITZ,  JOSEPH  ALBERT,  RICHMOND,  INDIANA 

NINK,  ROBERT  DONALD,  COOS  BAY,  OREGON 

NINNEMAN,  RONALD  HAROLD,  MADISON,  HISCONSIN 

NINTEMANN,  GEORGE  J.,  ST.  LOUIS,  MISSOURI 

NIPPER,  LEON  C,  ATLANTA,  GEORGIA 

NIPPER,  HILLIAM  C,  RALEIGH,  NORTH  CAROLINA 

NIPPINS,  LLOYD  EDHARD,  III,  BURLINGTON  THP,  NEH  JERSEY 


110 
175 
112 

88 
111 
198 
158 
161 
157 
124 

53 

94 
151 
173 

84 
128 
123 
117 
154 
113 
199 
186 
180 
116 
139 
193 
193 
123 
199 

96 
144 
168 
160 
102 
171 
105 
157 
117 
143 
165 
152 
172 
191 

96 
117 
119 
194 
151 
128 


NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 
NOLAN, 


NISBETH,  DESTA  H. ,  HILLEMSTAD,  CURACAO 
NISHI,  HIROYUKI,  TOKYO,  JAPAN 
NISHISAKA,  THOMAS  S.,  MILPITAS,  CALIFORNIA 
NIUH  SOON  HOCK,,  KUALA  LUMPUR,  MALAYSIA 
NIVER,  DAVID  A.,  LAS  CRUCES,  NEH  MEXICO 
NIX,  GARY  KEITH,  EAST  LANSING,  MICHIGAN 
NIX,  JOSEPH  EDDIE,  MARIETTA,  GEORGIA 
NIX,  RONALD  JOSEPH,  SUDBURY,  MASSACHUSETTS 
NIXON,  EDHARD  HASHINGTON,  HUNTSVILLE,  ALABAMA 
NIXON,  ETHER  ELIJAH,  JR,  ATLANTA,  GEORGIA 
NIXON,  FLOYD  D. ,  PANAMA  CITY,  FLORIDA 
NIXON,  JOSEPH  H,  BALTIMORE,  MARYLAND 
NIXON,  NOBLE  LEE,  DALLAS,  TEXAS 
NIXON,  SUSAN  CAROLYN,  HOUSTON,  TEXAS 
NOBLE,  JAMES  M,  TORONTO,  CANADA 
NOBLE,  JAN  HESLEY,  BELVIDERE,  ILLINOIS 
NOBLE,  THOMAS  EVANS,  MILTON,  PENNSYLVANIA 
NOBLE,  HILLIAM  D. ,  DURANGO,  COLORADO 
NOBLES,  JIMMY  HAYNE,  LITTLE  ROCK,  ARKANSAS 
NOBRIGA,  EDHIN  H.  ,  HILO,  HAHAII 
NOCHER,  MICHAEL,  LEXINGTON,  SOUTH  CAROLINA 
NOEL,  SHAHN  EDHARD,  BROHN  DEER,  HISCONSIN 
NOFCHISSEY,  HAROLD,  SAN  CARLOS,  ARIZONA 
NOGGLE,  DAVID  L.,  TOLEDO,  OHIO 
NOH,  KYUNG-HHAN,  SEOUL,  KOREA 
NOIPRASERT,  ADISAK,  SAMUTPRAKAN,  THAILAND 
NOLAN,  ARTHUR  DENNIS,  NEHPORT  NEHS,  VIRGINIA 
DONNA  RAE,  SEATTLE,  HASHINGTON 
FRANCIS  GERARD,  PHILADELPHIA,  PENNSYLVANIA 
tt   NOLAN,  GEORGE  A,  SCOTTSDALE,  ARIZONA 
tt   NOLAN,  JAMES  JOSEPH,  ROCKLAND,  MAINE 

JAMES  JOSEPH,  III,  HILMINGTON,  DELAHARE 
JERRY  KING,  GREENVILLE,  SOUTH  CAROLINA 
JOHN  F.,  MINEOLA,  NEH  YORK 
JOHN  HUGH,  ST.  JOSEPH,  MICHIGAN 
ROBERT  FRANCIS,  HAMDEN,  CONNECTICUT 
NOLAN!  TIMOTHY  BRUCE,  CHICAGO,  ILLINOIS 
tt   NOLAN,  HILLIAM  GLEN,  PAH  PAH,  MICHIGAN 

*  NOLTE,  JOHN  HILLIAM,  LOUISVILLE,  KENTUCKY 
NOLTING,  STEPHEN  MICHAEL,  INDIANAPOLIS,  INDIANA 
NOMELLINI,  DARIO  ANTHONY,  CHICAGO,  ILLINOIS 
NOOJIN,  EDHARD  JAY,  JR,  MOBILE,  ALABAMA 
NOONAN,  PETER  THOMAS,  NEH  CITY,  NEH  YORK 
NOONAN,  RICHARD  N.  ,  JR.,  SACRAMENTO,  CALIFORNIA 

#  NOONAN,  HILLIAM  FRANCIS,  NORTH  ATTLEBORO,  MASSACHUSETTS 
tt   NOONAN,  HILLIAM  JOSEPH,  COLMA,  CALIFORNIA 

NOORD,  THOMAS  HENRY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
NORBECK,  JOHN  HADE,  ANNAPOLIS,  MARYLAND 
NORBERG,  JERRY  HAYNE,  LYNCHBURG,  VIRGINIA 
100  #  NORD,  JOHN  C,  ST.  PAUL,  MINNESOTA 
191   NORDBLOOM,  KIRK  NELSON,  MONTGOMERY,  OHIO 
NORDFELT,  DENNIS  J.,  HEST  VALLEY,  UTAH 
NORDINE,  HARVEY  ELLSHORTH,  MINNEAPOLIS,  MINNESOTA 
NORDINE,  MICHAEL  ARDEN,  GRAND  JUNCTION,  COLORADO 
NORDSTROM,  DENNIS  HAYNE,  TALLAHASSEE,  FLORIDA 
NORMAN,  BOBBY  J,  PINE  BLUFF,  ARKANSAS 
NORMAN,  HAROLD  LESLIE,  JR,  HICHITA,  KANSAS 
NORMAN,  JIMMIE  E,  VALDOSTA,  GEORGIA 
NORMAN,  ROBERT  D. ,  KNOXVILLE,  TENNESSEE 
NORMAND,  NEHELL  DANIEL,  METAIRIE,  LOUISIANA 
NORMANDIN,  RONALD  STEVEN,  HASHINGTON,  DISTRICT  OF  COLUM 
NORRED,  CARL  DENNIS,  PENSACOLA,  FLORIDA 

SUSAN  GILLIS,  GAINESVILLE,  FLORIDA 
BENJAMIN  PAUL,  PORTSMOUTH,  VIRGINIA 
EDHARD  THOMAS,  NEH  YORK,  NEH  YORK 
ERNEST  N.,  GREENVILLE,  SOUTH  CAROLINA 
JAMES  ALBERT,  COLUMBUS,  INDIANA 
JEFFERY  LYNN,  SR,  LANDOVER,  MARYLAND 
JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
PAUL  EVERETT,  JR,  BLOOMINGTON,  INDIANA 
RANDOLPH  PAUL,  NANTUCKET,  MASSACHUSETTS 
NORRIS !  RONALD  EDHARD,  MEDFORD,  OREGON 
NORRIS,  ROY,  HHITEVILLE,  NORTH  CAROLINA 
NORTH,  BRADLEY  DEAN,  ST.  PETERS,  MISSOURI 
NORTH,  ROBERT  A,  ROLLA,  MISSOURI 
NORTH,  STEPHEN  L.,  HEST  PALM  BEACH,  FLORIDA 
NORTHERN,  ROBERT  BENJAMIN,  RICHMOND,  VIRGINIA 
NORTON,  BRYAN  DARRELL,  MESQUITE,  NEVADA 
NORTON,  DAN  LEROY,  MEDINA,  OHIO 
NORTON,  DONALD  V,  CHICAGO,  ILLINOIS 
GEORGE  N.,  FAIRBANKS,  ALASKA 
HENRY  GEORGE,  MIDLAND,  TEXAS 
HERBERT  CARL,  MONTGOMERY,  ALABAMA 
JAMES  I.,  LAKELAND,  FLORIDA 
JEFFREY  VANCE,  PISMO  BEACH,  CALIFORNIA 
LAHRENCE  HARRY,  PHILADELPHIA,  PENNSYLVANIA 
RALPH  STEVE,  ATLANTA,  GEORGIA 
REBECCA  SUSAN,  SEATTLE,  HASHINGTON 
ROBERT  DENNIS,  MOTT,  NORTH  DAKOTA 
HILLIAM  JAMES,  ENDICOTT,  NEH  YORK 
C  LANIE,  FORT  PIERCE,  FLORIDA 
JOHN  R,  JR,  FORT  PIERCE,  FLORIDA 
GEORGE  E.,  SAN  MARINO,  CALIFORNIA 
CARLUS  H,  AMITE,  LOUISIANA 
ERIC  ELSTON,  HHEATON,  ILLINOIS 
J.  DONALD,  ATLANTA,  GEORGIA 
,  ROBERT  BENJAMIN,  GUNTERSVILLE,  ALABAMA 
NOSKI,  MICHAEL  HAYNE,  HEST  RICHLAND,  HASHINGTON 
NOSSETT,  LUTHER  HARRIS,  JR,  FAIRFAX,  VIRGINIA 
NOTBOHM,  DOUGLAS  RICHARD,  HAUSAU,  HISCONSIN 
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145 

140 
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NORRED, 
NORRIS, 
NORRIS, 
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NORRIS, 
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NORTON, 

NORTON, 

NORTON, 

NORTON, 

NORTON, 

NORTON, 
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NORVELL, 
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NOTH,  JUERG  -  OGDEN,  THOMAS  ASHTON,  JR 


177 

187 
190 
162 
112  tt 
127 
157 
192 
146  tt 
87 
190 
143 
192 
107 
123 
153 

100  tt 
161 
163 
134  tt 
171  * 
151 
137 
113 
165 

133  * 
192 
146 
149 
163 
116 
171 
126 
136 
107 
139  # 
189 

98  tt 

185 
142 
102  tt 
87  tt 
174 

101  * 
150 

96 
144 
186 
115 

51  tt 
124 
183 
150 
194 

93  tt 
152 

94 
143 
184 
170 
164 
107  tt 

83  tt 
185 
118 
122  tt 
134 
199 
115 
122 
124 
122  tt 

99  * 
186 

98 
196 
178 

134  * 
139 
191 

97 
118  * 
136  tt 
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188 

48  tt 
187 

75  tt 
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NULL, 
NULL, 
NULL, 
NULTY, 


NUNES 
NUNN, 
NUNN, 
NUNN, 
NUTT, 


NOTH,  JUERG,  BERN,  SHITZERLAND 

NOTHDURFT,  CHARLES  THEODORE,  ANNISTON,  ALABAMA 

NOTTINGHAM,  BENNY  EDMUND,  LOS  ANGELES,  CALIFORNIA 

NOU,  ROBERT  PETER,  MCMINNVILLE,  OREGON 

NOURSE,  JOHN  H,  FARMINGTON,  NEW  MEXICO 

NOUVEL,  CHARLES  JOSEPH,  PRINCETON,  NEH  JERSEY 

NOVAK,  JAMES  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

NOVAK,  JERROLD  ANTHONY,  EL  CENTRO,  CALIFORNIA 

NOVAKY,  GEORGE  SAMUEL,  ANCHORAGE,  ALASKA 

NOVESKI,  TED  L,  OMAHA,  NEBRASKA 

NOVICK,  CRAIG  ROBERT,  SOMERSET,  NEW  JERSEY 

NOVINGER,  CLARENCE  WAYNE,  CONCORD,  CALIFORNIA 

NOVOSAD,  RONALD  ALLEN,  SEALY,  TEXAS 

NOVOTNY,  JOSEPH  E,  HERMITAGE,  PENNSYLVANIA 

NOVOTNY,  MICHAEL  STEPHEN,  YONKERS,  NEH  YORK 

NOWACZCK,  RUSSELL  ALAN,  WESTLAND,  MICHIGAN 

NOHAK,  CHESTER  S.,  SHAKER  HEIGHTS,  OHIO 

NOWAK,  MARTIN  NESTOR,  JOLIET,  ILLINOIS 

NOMAK,  NORMAN  FRANCIS,  STERLING  HEIGHTS,  MICHIGAN 

NOWLIN,  JAMES  RONALD,  MAYFIELD,  KENTUCKY 

NOYES,  DOUGLAS  CUSHMAN,  RAPID  CITY,  SOUTH  DAKOTA 

NOYES,  ROBERT  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

NOZAHI,  ADEL  ABDELFATAH,  CAIRO,  EGYPT 

NUCHIA,  SAMUEL  M,  HOUSTON,  TEXAS 

NUGENT,  RICHARD  BYRON,  BROOKSVILLE,  FLORIDA 

NUGENT,  TIMOTHY  OWEN,  KANKAKEE,  ILLINOIS 

NUGROHO,  SADONO  BUDI ,  JAKARTA,  INDONESIA 

NULL,  DONALD  GILBERT,  TERRE  HAUTE,  INDIANA 

MARCEL  JOSEPH,  HOUMA,  LOUISIANA 

PAUL  EDWIN,  WOODBURN,  OREGON 

WILLIAM  J,  THIBODAUX,  LOUISIANA 
KEVIN  ARTHUR,  ORANGEBURG,  NEW  YORK 
NUMATA,  KAZUO,  TOKYO,  JAPAN 
NUMRICH,  JOHN  ARTHUR,  CAROL  STREAM,  ILLINOIS 
NUNES,  DONALD  J,  AUBURN,  CALIFORNIA 

JAMES  RICHARD,  PLEASANT  HILL,  CALIFORNIA 

ANNETTA  WATTS,  BIRMINGHAM,  ALABAMA 

CURTIS  R,  MILLERSVILLE,  MARYLAND 

JAMES  PRENTICE,  KANSAS  CITY,  MISSOURI 

THOMAS  LYN,  HOLDREGE,  NEBRASKA 
NUTTALL,  GEORGE  C,  WESTMINSTER,  CALIFORNIA 
NUTTELMAN,  ROBERT  A,  COEUR  D  ALENE,  IDAHO 
NUTTER,  ALAN  WILLIAM,  EAST  LANSING,  MICHIGAN 
NUTTER,  JIM  C,  OKLAHOMA  CITY,  OKLAHOMA 
NUZZI,  ANTHONY,  JR,  MINEOLA,  NEW  YORK 
NYANTI,  GABRIEL  W. ,  MONROVIA,  LIBERIA 
NYCZ,  BONNIE  LEA,  TOMS  RIVER,  NEW  JERSEY 
NYE,  DAVID  WALTER,  ALEXANDRIA,  VIRGINIA 
NYE,  EDWARD  M. ,  MASON,  MICHIGAN 
NYE,  JACK  R.,  INDIANAPOLIS,  INDIANA 
NYE,  KENNETH  ROY,  PITTSBURGH,  PENNSYLVANIA 
NYGREN,  FREDRIK  ANDERS  SAMUEL,  STOCKHOLM,  SWEDEN 
NYGREN,  KEITH  RICHARD,  CRYSTAL  LAKE,  ILLINOIS 
NYKANEN,  MICHAEL  DOUGLAS,  SUPERIOR,  WISCONSIN 
NYLAND,  HARVEY  S.,  HOLLISTER,  CALIFORNIA 
NYLAND,  JAMES  DUANE,  SR,  MOAB,  UTAH 
NYLEN,  GARY  D.  ,  CONCORD,  NEW  HAMPSHIRE 
NYLEN,  LARS  MAGNUS,  TIERP,  SWEDEN 
NYMAN,  ALBERT,  JR,  SAN  DIEGO,  CALIFORNIA 
OAKES,  BRIAN  CHARLES,  SR,  CHICAGO,  ILLINOIS 
OAKLAND,  DENNIS  EUGENE,  HOMER,  ALASKA 
OAKMAN,  VERNON  C,  TOWSON,  MARYLAND 
OATES,  GUY  R.,  SACRAMENTO,  CALIFORNIA 
OATES,  ROBERT  CARL,  TAMPA,  FLORIDA 
OATIS,  ROBERT  EUGENE,  II,  MARION,  INDIANA 
OATMAN,  ROBERT  LYMAN,  TOWSON,  MARYLAND 
OBAL,  STEPHEN  WILLIAM,  BRIDGEHATER,  NEW  JERSEY 
OBARA,  EDWARD  PAUL  JOSEPH,  DALLAS,  TEXAS 
OBENSHAIN,  EVERETTE  B.,  JR.,  SALEM,  VIRGINIA 
OBERG,  JOSEPH  PATRICK,  ASTON,  PENNSYLVANIA 
OBERGH,  RICHARD  CARL,  PAGE,  ARIZONA 
OBERHOFER,  JAMES  LEE,  MISSOULA,  MONTANA 
OBERHOLTZER,  RONALD  J,  CHANDLER,  ARIZONA 
OBERMILLER,  DONALD  RAY,  DES  MOINES,  WASHINGTON 
OBERSCHMIDT,  THOMAS  R,  CINCINNATI,  OHIO 
OBESO,  SALVADOR  JESSE,  EL  CENTRO,  CALIFORNIA 
OBORSKI,  STEVEN,  HARTFORD,  CONNECTICUT 
OBORSKY,  DEAN  MATTHEW,  HUTCHINSON,  MINNESOTA 
OBREMSKI,  FRANK  LEO,  JAMAICA,  NEW  YORK 
OBRIEN,  ANDREW  JOHN,  RIDGEFIELD,  NEW  JERSEY 
OBRIEN,  ANTHONY  H. ,  HOODBRIDGE,  NEW  JERSEY 
OBRIEN,  BARRIE  CORNELIUS,  BRISBANE,  AUSTRALIA 
OBRIEN,  DANIEL  FRANCIS,  ELMIRA,  NEW  YORK 
OBRIEN,  DAVID  JOSEPH,  MONTGOMERY  COUNTY,  PENNSYLVANIA 
OBRIEN,  DENNIS  JOSEPH,  BLOOMINGTON,  ILLINOIS 
OBRIEN,  EDWARD  D. ,  FARIBAULT,  MINNESOTA 
OBRIEN,  EDWARD  DONALD,  HAZEL  CREST,  ILLINOIS 
OBRIEN,  HUGH  A,  MANHATTAN  BEACH,  CALIFORNIA 
OBRIEN,  JAMES  WILLIAM,  ROCHESTER,  NEW  YORK 
OBRIEN,  JIMMY  ALLEN,  SANGER,  CALIFORNIA 
OBRIEN,  JOHN  MATHEM,  YAPHANK,  NEW  YORK 
OBRIEN,  JOHN  THOMAS,  NEW  YORK,  NEW  YORK 
OBRIEN,  JOSEPH  P.,  SPRINGFIELD,  MASSACHUSETTS 
OBRIEN,  KENNETH  J,  SACRAMENTO,  CALIFORNIA 
OBRIEN,  KEVIN  ANTHONY,  ELKINS  PARK,  PENNSYLVANIA 
OBRIEN,  MAURICE  J.,  GLEN  COVE,  NEH  YORK 
OBRIEN,  MICHAEL  A.,  PORTLAND,  OREGON 
OBRIEN,  PATRICK  JOHN,  ORILLIA,  CANADA 
OBRIEN,  ROBERT  EMMETT,  FARMINGTON,  CONNECTICUT 
OBRIEN,  ROBERT  J,  DUBUQUE,  IOHA 


174 

97  It 
183 
195 
151 
106 

87  tt 

65  tt 
163  tt 
131 

41  tt 

76  # 
190 

45  tt 
132 
171 
134 
112 
182 
195 
197 
188 
166 
154 

31  tt 
165 
168 
171 
108  tt 
160 
140 

93 

92  tt 
166 
124  tt 
145 
174 
191 
126 
189 
161 
102  * 
138 
159 
182 
121 
184 

8  tt 
135 
162 
129 
160 
186 
100  tt 
198 
165  tt 
123 

50  * 
188 
152 
134  # 

68  * 

22  * 
196 
181 
178 
174  tt 
164 
176  tt 
171 
142 
131 
181 
120 
185 

63  tt 

92 
175 
181 
144 
124  tt 
179 
190 
193 
185 
144 

111  tt 
119 

36  tt 
198 
165 
128 
129 
125 
192 

112  tt 
192 
120 

86  tt 
181 


OBRIEN,  ROBERT  JOHN,  ADELAIDE,  AUSTRALIA 

OBRIEN,  ROBERT  P.,  MEDFORD,  MASSACHUSETTS 

OBRIEN,  SIOBHAN  MARIE,  ATLANTA,  GEORGIA 

OBRIEN,  STEPHEN  PAUL,  NEW  YORK,  NEW  YORK 

OBRIEN,  THOMAS  FRANCIS,  SCOTCH  PLAINS,  NEH  JERSEY 

OBRIEN,  THOMAS  J,  BILLINGS,  MONTANA 

OBRIEN,  THOMAS  J.,  SPOKANE,  WASHINGTON 

OBRIEN,  THOMAS  V.,  GULFPORT,  MISSISSIPPI 

OBRIEN,  TIMOTHY  CARROLL,  DAYTONA  BEACH,  FLORIDA 

OBRIEN,  WILLIAM  BERNARD,  CHEMUNG,  NEW  YORK 


OBRYAN,  J.  W.,  LOS  ANGELES,  CALIFORNIA 

OBRYANT,  TILMON  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

OBRYON,  DAVID  NEAL,  ROSHELL,  NEH  MEXICO 

OBST,  ARTHUR  H. ,  SHAKER  HEIGHTS,  OHIO 

OCALLAGHAN,  DANIEL  LEO,  NATICK,  MASSACHUSETTS 

OCALLAGHAN,  KAREN  EDNA,  MINEOLA,  NEW  YORK 

OCASIO-CLASS,  EMILIO,  SAN  JUAN,  PUERTO  RICO 

OCCHIUZZO,  JOHN,  JR,  CARLSTADT,  NEH  JERSEY 

OCHES,  ROBERT,  MIDDLETOHN,  NEW  JERSEY 

OCHOA,  JESSE  GEORGE,  TUCSON,  ARIZONA 

OCHOA,  JESUS  GERARDO,  CORONADO,  CALIFORNIA 

OCHS,  CATHERINE  TERESA,  WEST  WARHICK,  RHODE  ISLAND 

OCHS,  PAUL  NICKOLAS,  SPARKS,  NEVADA 

OCKENFELS,  ALFRED,  ROCKLAND,  MAINE 

OCLOCK,  GEORGE  D. ,  GRAND  RAPIDS,  MINNESOTA 

OCONNELL,  DENNIS  PATRICK,  ALBANY,  NEW  YORK 

OCONNELL,  JOHN  PATRICK,  LOS  ANGELES,  CALIFORNIA 

OCONNELL,  MICHAEL  JOHN,  RIVERDALE,  ILLINOIS 

OCONNELL,  THOMAS  F,  COCOA,  FLORIDA 

OCONNELL,  THOMAS  LEO,  CAROL  STREAM,  ILLINOIS 

OCONNOR,  BRUCE  WILLIAMS,  GRAND  RAPIDS,  MICHIGAN 

OCONNOR,  GEORGE  J,  BATON  ROUGE,  LOUISIANA 

OCONNOR,  GERALD  G. ,  WESTFIELD,  MASSACHUSETTS 

OCONNOR,  JAMES  BERNARD,  LYNDHURST,  NEH  JERSEY 

OCONNOR,  JAMES  ROGER,  WILMINGTON,  DELAWARE 

OCONNOR,  JOHN  JOSEPH,  HOLLIS,  NEW  YORK 

OCONNOR,  JOSEPH  EDHARD,  PHILADELPHIA,  PENNSYLVANIA 

OCONNOR,  MATTHEW  PETER,  HILLSBOROUGH,  CALIFORNIA 

OCONNOR,  MICHAEL  FRANCIS,  NEH  YORK,  NEW  YORK 

OCONNOR,  MICHAEL  JOSEPH,  SAN  JOSE,  CALIFORNIA 

OCONNOR,  PATRICK  THOMAS,  MINEOLA,  NEW  YORK 

*  OCONNOR,  RICHARD,  SCHENECTADY,  NEH  YORK 
OCONNOR,  ROBERT  MICHAEL,  MORRISTOWN,  NEW  JERSEY 
OCONNOR,  THOMAS  CHARLES,  SAN  ANTONIO,  TEXAS 

*  OCONNOR,  WILLIAM  HENRY,  MIAMI,  FLORIDA 
ODACHOHSKI,  DOUGLAS,  NEW  YORK,  NEH  YORK 
ODEA,  MARJORIE  HELEN,  CHICAGO,  ILLINOIS 
ODEGARD,  FRED,  HIBBING,  MINNESOTA 
ODEGARD,  GARY  GUSTAVE,  MINOT,  NORTH  DAKOTA 
ODELL,  ALAN  LEE,  ESCANABA,  MICHIGAN 
ODELL,  JAMES  M,  KETTERING,  OHIO 
ODELL,  ROBERT  GREATHOUSE,  WINFIELD,  KANSAS 
ODELL,  RUSSELL  ALEXANDER,  CORNHALL,  NEH  YORK 
ODEM,  RICHARD  K,  CAHOKIA,  ILLINOIS 
ODEND'HAL,  FORTUNE,  V,  MANASSAS,  VIRGINIA 
ODER,  ROBERT  EUGENE,  FARMINGTON,  MISSOURI 
ODOM,  ANTHONY  CARL,  GREENSBORO,  NORTH  CAROLINA 
ODOM,  B.  G.,  HAMPTON,  VIRGINIA 
ODOM,  BENTON  POHELL,  BATON  ROUGE,  LOUISIANA 
ODOM,  CHARLES  WAYNE,  SELMA,  ALABAMA 
ODOM,  HERBERT  JULIOUS,  RALEIGH,  NORTH  CAROLINA 
ODOM,  PAUL  WILLIAM,  ELIZABETHTON,  TENNESSEE 
ODOM,  MILLIARD  H. ,  GRENADA,  MISSISSIPPI 
ODONALD,  JOHN  FRED,  GAFFNEY,  SOUTH  CAROLINA 
ODONNELL,  CHARLES  THOMAS,  OLD  SAYBROOK,  CONNECTICUT 
ODONNELL,  DAVID  PAUL,  RICHMOND,  CALIFORNIA 
ODONNELL,  DENNIS  JAMES,  SALEM,  OREGON 
ODONNELL,  DONALD  PATRICK,  NEW  YORK,  NEW  YORK 
ODONNELL,  GERALD  LAWRENCE,  KINGSTON,  PENNSYLVANIA 
ODONNELL,  HUGH  P,  BELFAST,  NORTHERN  IRELAND 
ODONNELL,  JAMES  DESMOND,  MIDDLETOHN,  NEH  YORK 
ODONNELL,  JAMES  MICHAEL,  NEWTON,  MASSACHUSETTS 
ODONNELL,  JOHN  FRANCES,  MAYFIELD  HEIGHTS,  OHIO 
ODONNELL,  JOHN  WINTHROP,  JR,  NARRAGANSETT,  RHODE  ISLAND 
ODONNELL,  JOSEPH  JEFFREY  THOMAS,  PHILADELPHIA,  PENNSYLV 
ODONNELL,  JOSEPH  L. ,  COLORADO  SPRINGS,  COLORADO 
ODONNELL,  MICHAEL  J,  CHICAGO,  ILLINOIS 
ODONNELL,  NEAL  JOSEPH,  CLEVELAND,  OHIO 
ODONNELL,  RICHARD  JOHN,  MINEOLA,  NEW  YORK 
ODONNELL,  RICHARD  KEVIN,  BABYLON,  NEH  YORK 
ODONNELL,  RICHARD  THOMAS,  NEW  YORK,  NEW  YORK 
ODONNELL,  THOMAS  PATRICK,  WEST  NEW  YORK,  NEH  JERSEY 
ODONNELL,  THOMAS  WILLARD,  ANAHEIM,  CALIFORNIA 
ODONNELL,  WILLIAM  BRYAN,  YAPHANK,  NEW  YORK 
ODONNELL,  WILLIAM  MICHAEL,  CHICAGO,  ILLINOIS 
ODONOVAN,  JAMES  HAROLD,  BOSTON,  MASSACHUSETTS 
ODONOVAN,  JOHN  R.,  BOSTON,  MASSACHUSETTS 
ODOWD,  DAVID  JOSEPH,  COLHYN  BAY,  ENGLAND 
ODOWD,  GEORGE  E. ,  PROVIDENCE,  RHODE  ISLAND 
ODUM,  STEPHEN  JOSEPH,  CARBONDALE,  ILLINOIS 
OEDEKOVEN,  BYRON  FRANK,  GILLETTE,  WYOMING 
OETTEL,  ROBERT  LOUIS,  FOLSOM,  PENNSYLVANIA 
OFFUTT,  THEODORE  ALLEN,  FAIRMONT,  WEST  VIRGINIA 
OFSAK,  CHARLES  GERARD,  NEWARK,  NEH  JERSEY 
OGALLAGHER,  JEAN  M,  NEW  YORK,  NEH  YORK 
OGBORN,  RONALD  E. ,  TREMONTON,  UTAH 
OGDEN,  JOHN  WALTER,  EL  SEGUNDO,  CALIFORNIA 
OGDEN,  RALPH  EDWARD,  YUMA,  ARIZONA 
OGDEN,  RAY  H. ,  SEATTLE,  HASHINGTON 
OGDEN,  THOMAS  ASHTON,  JR,  MOUNT  LEBANON,  PENNSYLVANIA 
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OGG,  JOE  H,  NASHVILLE,  TENNESSEE 

OGLE,  GARY  HENDELL,  OAK  RIDGE,  TENNESSEE 

OGLESBY,  DURHIN  LEE,  BELLAIRE,  TEXAS 
I  OGLETREE,  DARLICE  STUART,  CLEVELAND,  OHIO 
f  OGRADY,  EDHARD  T.,  FRANKFORT,  KENTUCKY 
tt   OGRADY,  JEROME  L,  ALBANY,  NEH  YORK 

OGRADY,  PHILIP  J,  JR.  STAHFORD,  CONNECTICUT 

OGRADY,  THOMAS  BERNARD,  TORONTO,  CANADA 

#  OGUIN,  RICHARD  G. ,  ANCHORAGE,  ALASKA 
OH,  KAR  CHYE,  SINGAPORE,  SINGAPORE 
OHAGAN,  JOHN,  PRESCOTT,  ARIZONA 

OHALLEN,  ROBERT  EARL,  JR,  RIVER  GROVE,  ILLINOIS 

OHALLORAN,  DONALD  IRVING,  OLD  TOHN,  MAINE 

OHALLORAN,  MICHAEL  P,  ALEXANDRIA,  LOUISIANA 
t>   OHALLORAN,  ROBERT,  JR,  BANGOR,  MAINE 
tt   OHARA,  EUGENE  M.,  BALTIMORE,  MARYLAND 

OHARA,  H  CLIFFORD,  PITTSBURGH,  PENNSYLVANIA 
tt   OHARA,  JOHN  JEAN,  HARTFORD,  CONNECTICUT 

OHARA,  JOHN  MICHAEL,  MISSOULA,  MONTANA 

#  OHARA,  JOSEPH  GERARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
tt   OHARA,  THOMAS  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

OHARE,  BRIAN,  CONROE,  TEXAS 
tt   OHEHIR,  THOMAS  G. ,  BROOKLYN  CENTER,  MINNESOTA 

OHEIR,  THOMAS  LUDHIG,  YAPHANK,  NEH  YORK 

OHLSON,  RONALD  RAYMOND,  VILLA  PARK,  ILLINOIS 

OHMIT,  PHILLIP  NEIL,  INDIANAPOLIS,  INDIANA 

OIDA,  OSCAR  ARDALES,  MANILA,  PHILIPPINES 

OKAMOTO,  TSUTOMU,  TOKYO,  JAPAN 
tt   OKANE,  MICHAEL  JAMES,  SR,  SACRAMENTO,  CALIFORNIA 

OKEEFE,  DONALD  MARTIN,  REDHOOO  CITY,  CALIFORNIA 

OKEEFE,  GREGORY  MARK,  STONEHAM,  MASSACHUSETTS 
tt   OKEEFE,  JEROME  CHARLES,  KIRKWOOD,  MISSOURI 

OKEEFE,  KENNETH  EDHARD,  MATTESON,  ILLINOIS 

OKEEFE,  PAUL  DONOVAN,  FAIRFAX,  VIRGINIA 

OKEEFE,  PHILIP  LEON,  SKOKIE,  ILLINOIS 
tt   OKEEFE,  THOMAS  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

OKEEFFE,  DENNIS  ROBERT,  POUGHKEEPSIE,  NEH  YORK 

OKEIL,  ABDEL  H. ,  CAIRO,  EGYPT 

OKELLEY,  KATHY  DIANE,  NORTH  LITTLE  ROCK,  ARKANSAS 

OKOLOVITCH,  STEPHEN  THOMAS,  FORT  MC  CLELLAN,  ALABAMA 

OKON,  GREGORY  HENRY,  SR,  ORLAND  PARK,  ILLINOIS 

OKULA,  HILLIAM,  EAST  MORICHES,  NEH  YORK 

OLAIS,  ANICETO  LOPEZ,  AJO,  ARIZONA 
tt   OLAIS,  HENRY  VILLALOBOS,  JR,  SAN  DIEGO,  CALIFORNIA 
tt   OLANDER,  0.  P.,  BISBEE,  ARIZONA 

#  OLBERDING,  RICHARD  R. ,  SPOKANE,  HASHINGTON 
OLDANI,  MARK  ANTHONY,  SPRINGFIELD,  ILLINOIS 
OLDENBURG,  EUGENE  ROBERT,  HEST  MILHAUKEE,  WISCONSIN 
OLDENDORF,  KENNETH  EDHIN,  NEH  LENOX,  ILLINOIS 
OLDHAM,  BEVERLY  R,  SAN  DIEGO,  CALIFORNIA 

It   OLDHAM,  BILL,  MARSHALL,  TEXAS 

OLDHAM,  ERNEST  P,  HINSTON-SALEM,  NORTH  CAROLINA 
OLDRIDGE,  RODNEY  EUGENE,  SALINA,  KANSAS 

#  OLDS,  NELSON  H. ,  JR.,  MOUNTAIN  HOME,  IDAHO 
OLEA,  GUILLERMO,  SALINAS,  CALIFORNIA 

OLEARY,  DANIEL  CHARLES,  BROOKLINE,  MASSACHUSETTS 
OLEARY,  DAVID  EDHARD,  FORT  MEADE,  MARYLAND 
OLEARY,  EDHARD  THOMAS,  FOXBOROUGH,  MASSACHUSETTS 

It   OLEARY,  HAROLD  RICHARD,  MINEOLA,  NEH  YORK 
OLEARY,  JOHN  DENNIS,  BROOKLINE,  MASSACHUSETTS 
OLEARY,  JOHN  R.,  RICHMOND,  VIRGINIA 

tt   OLEARY,  KEVIN  MICHAEL,  ANCHORAGE,  ALASKA 

#  OLEARY,  PAUL  F,  CONCORD,  NEH  HAMPSHIRE 

#  OLEARY,  RICHARD  M. ,  JANESVILLE,  WISCONSIN 
tt   OLEARY,  HALTER  H,  ARLINGTON,  MASSACHUSETTS 

OLEKSOH,  RENE  JOHN,  JR,  LA  MESA;  CALIFORNIA 
OLEKSYK,  BARRY,  ST.  CLAIR  SHORES,  MICHIGAN 
OLEYNICZAK,  HENRY  DALE,  HARRISBURG,  PENNSYLVANIA 
OLGUIN,  FREDERICK  GUSTAV,  SANTA  BARBARA,  CALIFORNIA 
OLIN,  JAMES  H,  DAYTON,  OHIO 
OLIN,  HILLIAM  RONALD,  LAWRENCE,  KANSAS 
OLINGER,  ASHBY  HEAVER,  HARRENTON,  VIRGINIA 
OLINYK,  DENNIS  JOHN,  TORONTO,  CANADA 

#  OLIPHINT,  CHARLES  RAYMOND,  PALESTINE,  TEXAS 
OLIVA  ARIAS,  FELICITO,  GUATEMALA  CITY,  GUATEMALA 
OLIVA,  RICHARD,  MILHAUKEE,  HISCONSIN 
OLIVARES,  ANTONIO,  CASTROVILLE,  TEXAS 
OLIVAREZ,  LARRY,  SR,  CORPUS  CHRISTI,  TEXAS 
OLIVARRIA,  GILBERTO  G,  PERRIS,  CALIFORNIA 

#  OLIVE,  CHARLES  E,  RICHMOND,  VIRGINIA 
OLIVE,  ROBERT  JACKSON,  COVINA,  CALIFORNIA 

tt   OLIVEIRA,  GUY,  NEH  BEDFORD,  MASSACHUSETTS 
It   OLIVEIRA,  RAYMOND  P,  HONOLULU,  HAWAII 
It   OLIVER,  ALFRED  T,  JR,  BARRINGTON,  RHODE  ISLAND 
»  OLIVER,  CLYDE  H,  JR,  SPRINGFIELD,  ILLINOIS 

OLIVER,  DERIL  T,  TEXAS  CITY,  TEXAS 
It   OLIVER,  DONALD  R.,  SAN  DIEGO,  CALIFORNIA 

OLIVER,  EDHARD  D,  NEW  KENSINGTON,  PENNSYLVANIA 

#  OLIVER,  JAMES  A.,  NORRISTOWN,  PENNSYLVANIA 
OLIVER,  JAMES  EDWARD,  ATLANTA,  GEORGIA 

It   OLIVER,  JOHN  J,  SCOTTSBLUFF,  NEBRASKA 
OLIVER,  KELLY  WAYNE,  BELLEVILLE,  ILLINOIS 
OLIVER,  LAWRENCE  BURTON,  NORTH  CHARLESTON,  SOUTH  CAROLI 
OLIVER,  N  PRICE,  III,  SARALAND,  ALABAMA 

It   OLIVER,  NOEL  DEAN,  MACOMB,  ILLINOIS 

OLIVER,  ROBERT  EDWIN,  JR,  SANTA  MONICA,  CALIFORNIA 
OLIVER,  ROBERT  LEWIS,  SAVANNAH,  GEORGIA 
OLIVER,  TRACY  E,  CHARLESTON,  SOUTH  CAROLINA 
OLIVER,  HILLIAM  WAYNE,  COLUSA,  CALIFORNIA 
OLIVERI,  G.  C,  EL  PASO,  TEXAS 
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OLIVET,  GEORGE  D. ,  NEW  YORK,  NEW  YORK 
OLIVIERI  MUNOZ,  JULIO,  SANTURCE,  PUERTO  RICO 
OLLAR,  BILLY  ODIS,  YUBA  CITY,  CALIFORNIA 
OLMOS,  EDWARD  F.,  JR.,  REDLANDS,  CALIFORNIA 
OLOUGHLIN,  NEIL  GRAEME,  MELBOURNE,  AUSTRALIA 
OLOUGHLIN,  ROBERT  IAN,  MELBOURNE,  AUSTRALIA 
OLSEN,  ALFRED  OLIVER,  LITITZ,  PENNSYLVANIA 
DONALD  RAY,  SUNNYVALE,  CALIFORNIA 
ERIC  WALTER,  KIRKLAND,  WASHINGTON 
LAURA  METCALF,  GLYNCO,  GEORGIA 
THOMAS  SANFORD,  SIOUX  FALLS,  SOUTH  DAKOTA 
CLAYTON  H,  LITTLE  FALLS,  MINNESOTA 
DARYL  EDHARD,  ST.  PAUL,  MINNESOTA 
DEAN  THOMAS,  OMAHA,  NEBRASKA 
GEORGE  EDHARD,  HELENA,  MONTANA 
GLEN  A,  ANOKA,  MINNESOTA 
GREGORY  GENE,  MOODBURN,  OREGON 
HAROLD  E.,  ANN  ARBOR,  MICHIGAN 
JAMES  LEE,  MORRIS,  ILLINOIS 
KEVIN  SCOTT,  HAVRE,  MONTANA 
LARRY  CLARENCE,  COUNTRY  CLUB  HILLS,  ILLINOIS 
LARRY  GENE,  AMES,  IOWA 
MICHAEL  ROBERT,  MINNETONKA,  MINNESOTA 
OTHO  D,  SALEM,  OREGON 
PAUL  A,  JR,  AVON,  CONNECTICUT 
RICHARD  ALLEN,  SANDWICH,  ILLINOIS 
RICHARD  G.,  BISMARCK,  NORTH  DAKOTA 
ROGER  LEE,  MENOMONEE  FALLS,  HISCONSIN 
OLSZEWSKI,  PAUL  ALBERT,  SOUTHGATE,  MICHIGAN 
OLSZEWSKI,  VERNA  NANCY,  WASHINGTON,  DISTRICT  OF  COLUMBI 
OLSZOWY,  DAVID  G. ,  ELMIRA,  NEW  YORK 

JOHN  FRANCIS,  EDWARDSVILLE,  ILLINOIS 
MICHAEL  JOHN,  SEATTLE,  WASHINGTON 
ANDREH  EDHARD,  BELMONT,  MASSACHUSETTS 
CHARLES  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUM 
MARGARET  SHEILA,  BOSTON,  MASSACHUSETTS 
ROBERT  VINCENT,  HINSDALE,  ILLINOIS 
OMDAL,  TIMOTHY  MICHAEL,  AVIANO  AIR  BASE,  VIRGINIA 
OMEARA,  JAMES  DOHNEY,  NEW  HOPE,  MINNESOTA 
OMEARA,  HILLIAM  ALEXANDER,  PLYMOUTH,  MASSACHUSETTS 
OMER,  VERNON  C,  LINCOLN,  NEBRASKA 
OMMEN,  TERRY  LEE,  VISALIA,  CALIFORNIA 
OMURA,  KIKUJI,  WAILUKU,  MAUI,  HAWAII 
ON AN,  JOHN  EDWARD,  LONDON,  OHIO 
ONCHIT,  AREE,  BANGKOK,  THAILAND 
ONEAL,  ARTHUR  WILLIAM,  JR,  SAGINAW,  MICHIGAN 
CHARLES  WOOTEN,  ORLANDO,  FLORIDA 
FORD,  WIGGINS,  MISSISSIPPI 
HUGH  N.,  STERLING,  COLORADO 
NATHAN,  JR,  NORFOLK,  VIRGINIA 
PAUL  A.,  CHAMPAIGN,  ILLINOIS 
ROBERT  A.,  INDIANAPOLIS,  INDIANA 
STEVEN  FRANK,  BESSEMER,  ALABAMA 
HALTER  LYNN,  ROSENBERG,  TEXAS 
DANIEL  PATRICK,  GREENBELT,  MARYLAND 
ALFRED  P,  ALBANY,  NEW  YORK 
ARTHUR  MICHAEL,  MANSFIELD,  MASSACHUSETTS 
FRANCIS  G,  BOSTON,  MASSACHUSETTS 
GARY  FRANCIS,  ENDICOTT,  NEH  YORK 
GEORGE  R,  GLYNCO,  GEORGIA 
JAMES  A,  CHICAGO,  ILLINOIS 
JAMES  FRANCIS,  NEH  HAVEN,  CONNECTICUT 
JAMES  RICHARD,  CLEARWATER,  FLORIDA 
JAMES,  JR,  JERSEY  CITY,  NEW  JERSEY 
JOSEPH  F.,  PHILADELPHIA,  PENNSYLVANIA 
MICHAEL  T,  DENVER,  COLORADO 
PATRICIA  ANN,  DETROIT,  MICHIGAN 
RICHARD  A,  POINT  PLEASANT,  NEH  JERSEY 
THOMAS  LEO,  DENVER,  COLORADO 
TIMOTHY  BERNARD,  NEW  CITY,  NEW  YORK 
WALLACE  R.,  EAU  CLAIRE,  WISCONSIN 
ONO,  YUJI,  NAGOYA,  JAPAN 
ONSTAD,  L.,  JOHN,  BOZEMAN,  MONTANA 
ONTOG,  AGER  POBLADOR,  JR,  QUEZON  CITY,  PHILIPPINES 
ONUMA,  TEIJI,  TOKYO,  JAPAN 
ONHUKA,  ANTHONY  A.,  LAGOS,  NIGERIA 
OPASNIPUTH,  SUKHUM,  BANGKOK,  THAILAND 
OPEL,  WENDOLIN  G. ,  INDIANAPOLIS,  INDIANA 
OPITZ,  BRYAN  W,  PALATINE,  ILLINOIS 
OQUINN,  JOHN  PAUL,  BEAUFORT,  SOUTH  CAROLINA 
ORANGE,  DAVID  W,  BESSEMER,  ALABAMA 
ORBELL,  JOSEPH  W,  PHILADELPHIA,  PENNSYLVANIA 
ORDHAY,  JOE  D. ,  BATH,  NEW  YORK 
ORE,  JOHN  ROBERT,  TEMPE,  ARIZONA 
OREAR,  LARRY  GREG,  COOKEVILLE,  TENNESSEE 
OREILLY,  CHARLES  M. ,  HELENA,  MONTANA 
ORE  ILLY,  THOMAS  JAMES,  NEW  YORK,  NEW  YORK 
ORGAN,  ROBERT  EMMETT,  JR,  DENVER,  COLORADO 
ORGILL,  DANA  EDWARD,  SALT  LAKE  CITY,  UTAH 
ORISKY,  GARY  ALLAN,  EVANSVILLE,  INDIANA 
ORLANDO,  JAMES  CHRISTOPHER,  NEW  YORK,  NEW  YORK 
ORLANDO,  KIM  SALVATORE,  FORT  BRAGG,  NORTH  CAROLINA 
ORMAN,  WILLIAM  JERE,  MILLINGTON,  TENNESSEE 
ORMEROD,  CHARLES  R.,  EXETER,  ENGLAND 
ORMSBY,  THOMAS  JOSEPH,  NEH  BRITAIN,  CONNECTICUT 
ORNDORF,  DOMER  G. ,  HARRISBURG,  PENNSYLVANIA 
ORNELAS,  GABRIEL  EDHARD,  LOS  ANGELES,  CALIFORNIA 
OROURKE,  GARY  DENNIS,  STREAMWOOD,  ILLINOIS 
OROURKE,  HUGH  EMMET,  JR,  NEW  YORK,  NEW  YORK 
OROURKE,  HUGH  EMMETT,  NEW  YORK,  NEW  YORK 
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OROURKE,  MICHAEL  LEE  -  PADILLA,  NICHOLAS,  JR 
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OROURKE,  MICHAEL  LEE,  SAN  BERNARDINO,  CALIFORNIA 

OROURKE,  THOMAS  J.,  CAMDEN,  NEH  JERSEY 

OROURKE,  HILLIAM  B.,  TORONTO,  CANADA 

OROURKE,  WILLIAM  JAMES,  PRIOR  LAKE,  MINNESOTA 

ORR,  ALAN  FRANCIS,  PORTLAND,  OREGON 

ORR,  DENNIS  ALAN,  ERIE,  PENNSYLVANIA 

ORR,  DOUGLAS  JAMES,  SACRAMENTO,  CALIFORNIA 

ORR,  IVAN  C,  JR.,  SALT  LAKE  CITY,  UTAH 

ORR,  JAMES  DRAKE,  BATAVIA,  NEH  YORK 

ORR,  STEVEN  HESLEY,  MINDEN,  NEVADA 

ORRAS,  LOUIS  PATSY,  ODESSA,  TEXAS 

ORREN,  DONALD  CURTIS,  ODESSA,  TEXAS 

ORRICK,  HILLIAM  DHAYNE,  CORDELE,  GEORGIA 

ORSINGER,  CURTIS  F,  ANN  ARBOR,  MICHIGAN 

ORSKI,  EDWARD  JOHN,  NEH  YORK,  NEH  YORK 

ORSO,  JAMES  H,  MOBILE,  ALABAMA 

ORTEGA,  THOMAS  CECIL,  HOLBROOK,  ARIZONA 

ORTENZIO,  PAUL  ROBERT,  HACKENSACK,  NEH  JERSEY 

ORTEZ,  FRANK  JOSEPH,  JR,  EL  PASO,  TEXAS 

ORTICELLE,  ANTHONY  A.,  MINEOLA,  NEH  YORK 

ORTICKE,  JOSEPH  MANUEL,  NEH  ORLEANS,  LOUISIANA 

ORTIZ-MALDONADO,  ORLANDO,  SAN  JUAN,  PUERTO  RICO 

ORTIZ,  ALBERT  A,  SAN  ANTONIO,  TEXAS 

ORTIZ,  AMADEO,  SAN  ANTONIO,  TEXAS 

ORTIZ,  ANTONIO,  NEH  YORK,  NEH  YORK 

ORTIZ,  CARLOS,  MIAMI,  FLORIDA 

ORTIZ,  FRANCISCO,  JR,  NEH  HAVEN,  CONNECTICUT 

ORTIZ,  ISRAEL  GERENA,  REDHOOD  CITY,  CALIFORNIA 

ORTIZ,  JESUS,  JR,  BRIDGEPORT,  CONNECTICUT 

ORTIZ,  JOE  RALPH,  REDDING,  CALIFORNIA 

ORTIZ,  JOSE,  SR,  HILMINGTON,  DELAHARE 

ORTLOFF,  VICTOR  C,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 

ORTON,  GARY  D,  LAS  VEGAS,  NEVADA 

ORTQUIST,  ALAN  J.,  MUSKEGON,  MICHIGAN 

OSBON,  GARY  LYNN,  RUSTON,  LOUISIANA 

OSBORN,  ALLEN  MARSHAL,  ALBUQUERQUE,  NEH  MEXICO 

OSBORN,  GARY  DELANO,  LOS  ANGELES,  CALIFORNIA 

OSBORN,  RALPH  STEPHEN,  MONMOUTH,  OREGON 

OSBORNE,  CHARLES  EDHARD,  MONROE,  NORTH  CAROLINA 

OSBORNE,  DAVID  HAYNE,  HENDERSON,  KENTUCKY 

OSBORNE,  GLENN  G. ,  GREAT  FALLS,  MONTANA 

OSBORNE,  GROVER  GALE,  KINGSPORT,  TENNESSEE 

OSBORNE,  JAMES  ROBERT,  INDIANAPOLIS,  INDIANA 

OSBORNE,  KYLE  GENE,  SEARCY,  ARKANSAS 

OSBOURN,  ERVIN  T.,  PORTLAND,  OREGON 

OSBURN,  MAX  STEVEN,  SEATTLE,  WASHINGTON 

OSBURN,  HILLIAM  ALLEN,  NATIONAL  CITY,  CALIFORNIA 

OSELL,  DOUGLAS  CARL,  SUPERIOR,  HISCONSIN 

OSGOOD,  ROWLAND  CHARLES,  TAMPA,  FLORIDA 

OSHAUGHNESSY,  ROBERT  J,  HARTFORD,  CONNECTICUT 

OSHAUGNESSY,  PATRICK  H,  HUNTSVILLE,  TEXAS 

OSHEA,  JAMES  B,  MINNEAPOLIS,  MINNESOTA 

OSHEA,  PETER  J.,  PHILADELPHIA,  PENNSYLVANIA 

OSHIELDS,  CHARLES  EVERETT,  PRINCE  HILLIAM,  VIRGINIA 

OSIECKI,  ROBERT  JOHN,  BRUNSHICK  HILLS,  OHIO 

OSKIN,  RICHARD  JAMES,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

OSLER,  JERRY  LYNN,  COUNCIL  BLUFFS,  IOHA 

OSMAN,  MANAN  BIN,  GADONG,  BRUNEI 

OSMAN,  MOHD  SAIRI,  PENANG,  MALAYSIA 

OSNOHER,  JEROME  B,  CULVER  CITY,  CALIFORNIA 

OSORA,  RAYMOND  P,  MIDDLETOWN,  CONNECTICUT 

OSORIO-ROSARIO,  MARCIAL,  SAN  JUAN,  PUERTO  RICO 

OSORIO,  ELROY  THOMAS,  HILO,  HAWAII 

OSTAPOWICZ,  DANIEL  JOHN,  GRAND  RAPIDS,  MICHIGAN 

OSTASESKI,  JOSEPH  J,  JR,  OYSTER  BAY,  NEH  YORK 

OSTASHAY,  EDWARD  FRANK,  JR,  ARCADIA,  CALIFORNIA 

OSTEEN,  AUBREY  JACKSON,  ATLANTA,  GEORGIA 

OSTEEN,  JOHN  STEPHEN,  PHENIX  CITY,  ALABAMA 

OSTENDORF,  FRANCIS  EDHARD,  JR,  PARK  HILLS,  KENTUCKY 

OSTER,  CRIEG  ALAN,  MCCOMB,  MISSISSIPPI 

OSTER,  JAMES  R.,  ELYRIA,  OHIO 

OSTERFELD,  GERALD  MICHAEL,  AVONDALE,  ARIZONA 

OSTERGRANT,  HILLIAM  D. ,  DIXON,  ILLINOIS 

OSTHOFF,  NORMAN  D. ,  HONOLULU,  HAHAII 

OSTINI,  DENNIS  WILLIAM,  LAKEPORT,  CALIFORNIA 

OSTLER,  CHARLES  HAROLD,  OMAHA,  NEBRASKA 

OSTRANDER,  CURTIS  SIDNEY,  ITHACA,  NEH  YORK 

OSTROFSKY,  BERNARD  RICHARD,  NEH  YORK,  NEW  YORK 

OSTROM,  DANIEL  EDHARD,  LANSING,  MICHIGAN 

OSTROM,  PETER  G.,  SUPERIOR,  HISCONSIN 

OSULLIVAN,  BARRY  JAMES,  BRISBANE,  AUSTRALIA 

OSULLIVAN,  WILLIAM  VINCENT,  SPRINGFIELD,  ILLINOIS 

OSUNA,  FELIX  GEORGE,  SANTA  ANA,  CALIFORNIA 

OSWALD,  EDWARD  T,  LITTLE  FALLS,  NEW  JERSEY 

OSWALD,  GARNER  ARTHUR,  MADISON,  HISCONSIN 

OSHALD,  ROBERT  THOMAS,  YAPHANK,  NEW  YORK 

OSWALD,  HILLIAM  WALLACE,  BATESBURG,  SOUTH  CAROLINA 

OSZMAN,  ROBERT  A,  PETERSBURG,  ALASKA 

OTA,  SHIGENORI,  TOKYO,  JAPAN 

OTA,  YOSHIHARU,  TOKYO,  JAPAN 

OTENS,  ANDREW  J.,  UPPER  SADDLE  RIVER,  NEW  JERSEY 

OTERO,  ANNE  KATHLEEN,  FARMINGTON,  NEH  MEXICO 

OTGONBAYAR,  NADMID,  ULAN  BATAR,  MONGOLIA 

OTIS,  FRANKLIN  ROOSEVELT,  CHATTANOOGA,  TENNESSEE 

OTOOLE,  CHRISTOPHER  NOEL,  BRAMPTON,  CANADA 

OTOOLE,  LAWRENCE,  ST.  LOUIS,  MISSOURI 

OTOOLE,  MICHAEL  JOSEPH,  LA  PLATA,  MARYLAND 

OTOOLE,  SHIRLEY  THERESA,  CHESAPEAKE,  VIRGINIA 

OTT-JONES,  CYNTHIA  ELLEN,  PAGE,  ARIZONA 

OTT,  JACK  L.,  BATON  ROUGE,  LOUISIANA 
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OTT,  STEPHEN  W,  ELKINS  PARK,  PENNSYLVANIA 
OTTE,  RONALD  C,  WEBSTER  GROVES,  MISSOURI 
OTTE,  RONALD  L,  ANCHORAGE,  ALASKA 
OTTEN,  J  PETER,  SAN  FRANCISCO,  CALIFORNIA 
OTTERSTAD,  RONALD  JOHN,  BEMIDJI,  MINNESOTA 
OTTERSTEDT,  RICHARD  MICHAEL,  ALBANY,  NEH  YORK 
OTTMAN,  RICHARD  VINCENT,  HUNTSVILLE,  ALABAMA 
OTTNEY,  ERIC  GERARD,  BEVERLY  HILLS,  MICHIGAN 
OTTO,  ALAN  R,  RIVERHEAD,  NEH  YORK 
OTTO,  FRED  HENRY,  III,  COLUMBIA,  MISSOURI 
OTTOH,  DARICK  KEITH,  MENOMONEE  FALLS,  WISCONSIN 
OUBRE,  WILLIAM  K,  HATTIESBURG,  MISSISSIPPI 
OUELLETTE,  DARREN  CLARKE,  NEW  BRITAIN,  CONNECTICUT 
OUELLETTE,  RAOUL  DOUGLAS,  HARTFORD,  CONNECTICUT 
OUELLETTE,  ROGER  A.,  AUBURN,  MAINE 
OUELLETTE,  THOMAS  JOSEPH,  BURBANK,  ILLINOIS 
OURSO,  FREDERICK  JOHN,  JR,  QUANTICO,  VIRGINIA 
OUSLEY,  DOCKY  KEITH,  RADCLIFF,  KENTUCKY 
OUTON,  DAVID  HOWARD,  AUSTIN,  TEXAS 
OUTTEN,  DREH  RUSSELL,  NEH  CASTLE,  DELAHARE 
OVERBAY,  ROY  B.,  MARION,  VIRGINIA 
OVERCASH,  HILLIAM  ALLEN,  CONCORD,  NORTH  CAROLINA 
OVERFIELD,  LARRY  ALAN,  RAYTOHN,  MISSOURI 
OVERHOLT,  ROGER  DALE,  ROGERSVILLE,  TENNESSEE 
OVERMAN,  MARK  LEWIS,  SCOTTSBLUFF,  NEBRASKA 
RICHARD  BRUCE,  SEATTLE,  HASHINGTON 
BLAIR  P.,  HAGERSTOWN,  MARYLAND 
DAVID  HENRY,  LONDON,  ENGLAND 
RICHARD  E.,  SANTA  CRUZ,  CALIFORNIA 
TIMOTHY  D,  PHOENIX,  ARIZONA 
HILLIAM  JOSEPH,  WESTHAMPTON  BEACH,  NEW  YORK 
HILLIAM  QUINTON,  J,  ROCKY  MOUNT,  VIRGINIA 
ROBERT  LEE,  RAPID  CITY,  SOUTH  DAKOTA 
OVERY,  ROBERT  CLARENCE,  ROCK  SPRINGS,  WYOMING 
OWEN,  DALE  WARREN,  JOPLIN,  MISSOURI 

JAMES  EUAL,  MURFREESBORO,  TENNESSEE 

JAMES  F.,  NORFOLK,  VIRGINIA 

KEITH  B.,  TIFFIN,  OHIO 

KENNETH  G,  JACKSONVILLE,  FLORIDA 

KIRBY  DOUGLAS,  TAVERNIER,  FLORIDA 

LARRY  P.,  OKLAHOMA  CITY,  OKLAHOMA 

LOYCE  G.,  OXFORD,  ALABAMA 

MARVIN  M,  HOT  SPRINGS,  ARKANSAS 

MAYOC,  PENINSULAR,  MALAYSIA 

R.  B.,  JR.,  NASHVILLE,  TENNESSEE 

WARWICK  GEORGE,  DARWIN,  AUSTRALIA 

WILLIAM  J,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ARTHUR  DOUGLAS,  WEST  PALM  BEACH,  FLORIDA 

BART  CNRIGHT,  SOUTH  LAKE  TAHOE,  CALIFORNIA 

CHARLES,  BLADENSBURG,  MARYLAND 

COMPTON  CLEOPHAS,  III,  HUNTSVILLE,  ALABAMA 

CRISTA  L.,  CHARLOTTE,  NORTH  CAROLINA 

DALLAS  H,  MEMPHIS,  TENNESSEE 

DON  G,  MEMPHIS,  TENNESSEE 

GEORGE  T,  PRINCE  WILLIAM,  VIRGINIA 

JAMES  ALAN,  STERLING  HEIGHTS,  MICHIGAN 

JOHN  DELBERT,  PORT  ARTHUR,  TEXAS 

KENNETH  BRENT,  WILLISTON,  NORTH  DAKOTA 
OWENS,  KENNETH  E.,  CANON  CITY,  COLORADO 
OHENS,  MELVIN,  AUBURN,  ALABAMA 

MICHELLE  ANN,  CHICAGO,  ILLINOIS 

ROBERT  DAVID,  BARTLETT,  TENNESSEE 

ROBERT  FERRISS,  DALLAS,  TEXAS 

ROBERT  R.,  KETTERING,  OHIO 

WILLIAM  CLARENCE,  ELIZABETH  CITY,  NORTH  CAROLINA 
OHENSBY,  ARVERN,  MARION,  INDIANA 
OHINGS,  JOHN  D.,  GOOSE  CREEK,  SOUTH  CAROLINA 
OHNBY,  NANCY  MELISSA,  BEAUMONT,  TEXAS 
OWSLEY,  SETH  CHRISTOPHER,  OKLAHOMA  CITY,  OKLAHOMA 
OXFORD,  JAMES  L,  THOMASTON,  GEORGIA 
OYAAS,  DONALD  F,  SAN  PABLO,  CALIFORNIA 
OYAIZU,  AKIRA,  TOKYO,  JAPAN 
OYLER,  MICHAEL  RANDOLPH,  HOWELL,  MICHIGAN 
OZAWA,  TOSHIHIRO,  TOKYO,  JAPAN 
OZDYCH,  VALENTINE  JOSEPH,  PONTIAC,  MICHIGAN 
OZMENT,  ROBERT  PAT,  YELLOWSTONE  NAT'L  PARK,  WYOMING 
OZNOWICZ,  CAROLYN,  OAKLAND,  CALIFORNIA 
PAAR,  PHILIP  HADE,  JACKSON  THP,  OHIO 
PACE,  TAMMIE  YVONNE,  HOUSTON,  TEXAS 
PACE,  WALLACE  G,  JACKSON,  MISSISSIPPI 
PACHECO,  JUAN  FRANCISCO,  RATON,  NEW  MEXICO 
PACILLAS,  RAUL,  EL  PASO,  TEXAS 
PACINELLA,  EUGENE  VINCENT,  NEW  YORK,  NEW  YORK 
PACK,  ROY  EDWARD,  CHEYENNE,  HYOMING 
PACK,  VERNON  FRANKLIN,  II,  BECKLEY,  WEST  VIRGINIA 
PACKARD,  MELVIN  L.,  BETHLEHEM,  PENNSYLVANIA 
PACKER,  DENNIS  OTIS,  BARROW,  ALASKA 
PACKETT,  WILLIAM  E,  ARLINGTON,  VIRGINIA 
PADAR,  JAMES  RICHARD,  CHICAGO,  ILLINOIS 
PADDOCK,  JERRY  RAY,  EVANSVILLE,  INDIANA 
PADDOCK,  JOHN  L,  LYNNWOOD,  WASHINGTON 
PADEN,  DONALD  E.,  ORLANDO,  FLORIDA 
PADEN,  NELSON,  HUNTINGTON,  HEST  VIRGINIA 
PADGETT,  JAMES  ANDREWS,  FORT  MEADE,  MARYLAND 
PADGETT,  RICHARD  E.,  CHARLESTON,  SOUTH  CAROLINA 
PADGETT,  WINSTON  C,  BEAUMONT,  TEXAS 
PADIAS,  CHARLES  EDHARD,  LOS  ANGELES,  CALIFORNIA 
PADICH,  THEODORE  JOHN,  BOYNTON  BEACH,  FLORIDA 
PADILLA,  CHRISTOPHER  JOHN,  ALBUQUERQUE,  NEH  MEXICO 
PADILLA,  NICHOLAS,  JR,  FORT  BRAGG,  NORTH  CAROLINA 
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PADRICK,  JOHN  J.,  HILMINGTON,  NORTH  CAROLINA 
PADRUCCO,  DENNIS  J,  NEH  ROCHELLE,  NEH  YORK 
PADUA,  APOLONIO  A,  JR,  MANILA,  PHILIPPINES 
PADUA,  RAYMUNDO  E,  JR,  QUEZON  CITY,  PHILIPPINES 
PAGAN  REYES,  LUIS  ALBERTO,  SAN  JUAN,  PUERTO  RICO 

PAGAN,  JUAN  G,  MAYAGUEZ,  PUERTO  RICO     

PAGDILAO,  SAMUEL  DULDULAO,  QUEZON  CITY,  PHILIPPINES 

PAGE,  ANDREA  DEE,  LANGLEY  AFB,  VIRGINIA 

PAGE,  DAVID  ARTHUR,  CASTILE,  NEH  YORK 

PAGE,  DONALD  J.,  FORT  MADISON,  IOHA 

PAGE,  HUGH  H.,  FRANKFORT,  KENTUCKY 

PAGE,  JAMES  ROBERT,  JR,  URBANA,  ILLINOIS 

PAGE,  JAMIE  RILEY,  AUSTIN,  TEXAS 

PAGE,  JEFFREY  EDHARD,  SAN  ANTONIO,  TEXAS 

PAGE,  NORHOOD  S.,  MONROE,  NORTH  CAROLINA 

PAGE,  OLLEN  HARVEY,  HILSON,  NORTH  CAROLINA 

PAGE,  RAYMOND  C,  EDMOND,  OKLAHOMA 

PAGEAU,  JOHN  ROLLAND,  FORT  DEVENS,  MASSACHUSETTS 


PAINTER, 
PAINTER, 
PAINTER, 


PAGEL,  LEE  HAYNE,  HOUSTON,  TEXAS 
PAGEL,  ROBERT  C. ,  HAUSAU,  HISCONSIN 
PAGEL,  THOMAS  JOHN,  CHEYENNE,  HYOMING 
PAGLIARO,  HALTER,  ITHACA,  NEH  YORK 
PAGNI,  ROBIN  KERRY,  SPARKS,  NEVADA 
PAGONI,  BENJAMIN  JOSEPH,  MIDDLETOHN,  CONNECTICUT 
PAHL,  ALEXANDER  LEON,  SALT  LAKE  CITY,  UTAH 
PAIDOUSIS,  GUS  MICHAEL,  KNOXVILLE,  TENNESSEE 
PAIGE,  EDHARD  HELDON,  CHICAGO,  ILLINOIS 
PAILLARD,  YVES,  TOULOHE,  FRANCE 
PAINE,  JAMES  FRANCIS,  BRIGHAM  CITY,  UTAH 
PAINE,  ROBERT  LOUIS,  CORUNNA,  MICHIGAN 
PAINTER,  CAROL  ANN,  LOS  ANGELES,  CALIFORNIA 
PAINTER,  CHARLES  H. ,  SACRAMENTO,  CALIFORNIA 
PAINTER,  ERIC  DOUGLAS,  ROMULUS,  MICHIGAN 
PAINTER,  GEORGE  ROBERT,  HARRISBURG,  PENNSYLVANIA 
PAINTER,  HARRY  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  H.,  LOS  ANGELES,  CALIFORNIA 
KENNETH  LEROY,  CHARLESTON,  HEST  VIRGINIA 
,  MICHAEL  SCOTT,  KENT,  HASHINGTON 
PAINTER,  MURPHY  J,  BATON  ROUGE,  LOUISIANA 
PAIT,  HAROLD  RAY,  JR,  SHIVELY,  KENTUCKY 
PAIVA,  HENDELL  DESMOND,  HILO,  HAHAII 
PAJARITO,  FRANCISCO  T,  JR,  MANILA,  PHILIPPINES 
PALACIOS  AREVALOO,  GUILLERMO  R,  QUITO,  ECUADOR 
PALAD,  PERFECTO  PONCE,  MANILA,  PHILIPPINES 
PALADINO,  JOHN,  JAMESTOHN,  NEH  YORK 
PALADINO,  MICHAEL  J,  CAMDEN,  ARKANSAS 
PALAKAVONGSE  NA  AYUDHYA,  CHAMNONG,  BANGKOK,  THAILAND 
PALANT,  KEITH,  PEMBROKE  PINES,  FLORIDA 
PALAZZOLO,  CHARLES  EDHARD,  SPRINGFIELD,  ILLINOIS 
PALCHAK,  JOHN  F,  CLINTON,  ILLINOIS 

PALGUTT,  KEVIN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PALKO,  JOSEPH  LAHRENCE,  FREELAND,  PENNSYLVANIA 
PALKO,  MICHAEL  GEORGE,  EDISON,  NEH  JERSEY 
PALLA,  JOSEPH  JOHN,  JR,  SAN  BRUNO,  CALIFORNIA 
PALMATARY,  DONALD  ALFRED,  HILMINGTON,  DELAHARE 
PALMER,  CLYDE  M. ,  SANDY,  UTAH 
PALMER,  DONALD  L.,  OVERLAND  PARK,  KANSAS 
EDHARD  GENE,  HOMESTEAD,  FLORIDA 
ELDON  C,  JR.,  BOISE,  IDAHO 
ERIC  CHARLES,  MADISON,  MISSISSIPPI 
,  ERNEST  COOPER,  NIAGARA  FALLS,  NEH  YORK 
PALMER,  GARTH  M,  COLUMBUS,  MISSISSIPPI 
PALMER,  JAMES  BOYD,  SCHAUMBURG,  ILLINOIS 
JERRY  MACK,  EUFAULA,  ALABAMA 
JOHN  CHRISTOPHER,  HABASH,  INDIANA 
MARK  ALAN,  SR,  NORHALK,  CONNECTICUT 
,  MARK  ALLEN,  TAVARES,  FLORIDA 
PALMER,  MICHAEL  BLAINE,  HEST  VALLEY,  UTAH 
PALMER,  MICHAEL  HILLIAM,  BRIELLE,  NEH  JERSEY 

RICHARD  H.,  FORT  BRAGG,  NORTH  CAROLINA 
RONALD  DALE,  TULSA,  OKLAHOMA 
ROSCOE  C,  JR,  RIVERHEAD,  NEH  YORK 
,  HILLIAM  BRANSFORD,  RIVERSIDE,  MISSOURI 
PALMER,  HILLIAM  PETER,  JR,  LAKEHOOD,  COLORADO 
PALMERA,  LUISITO  TINIO,  MANILA,  PHILIPPINES 
PALHIERE,  SAMUEL  MICHAEL,  TOHN  OF  TONAHANDA,  NEH  YORK 
PALUSZCYK,  GARY  H. ,  HAUKESHA,  HISCONSIN 
PAMPENA,  RALPH  D,  PITTSBURGH,  PENNSYLVANIA 
PANAYIOTOU,  GEORGE,  NICOSIA,  CYPRUS 
PANDOS,  JOSEPH  GEORGE,  NEH  CASTLE,  PENNSYLVANIA 
PANG,  DARRYL  CHU,  MILPITAS,  CALIFORNIA 
PANGAN,  RICARDO  S,  JR,  MANILA,  PHILIPPINES 
PANGANIBAN,  MARIANITO  ESTUARIA,  MANILA,  PHILIPPINES 
PANGBURN,  CHARLES  H. ,  MILLVILLE,  NEH  JERSEY 
PANGILINAN,  TEODORO  B.,  MANILA,  PHILIPPINES 
PANHORST,  FREDERICK  HARLOH,  INDIANAPOLIS,  INDIANA 
PANICCIA,  VALENTINO  PATRICK,  LOS  ANGELES,  CALIFORNIA 
PANKONGCHUEN,  KRISADA,  BANGKOK,  THAILAND 
PANKRATZ,  DUANE  A,  SALEM,  OREGON 

PANNEFLEK,  RICHARD  JOHAN  JULIO,  PHILLIPSBURG,  ST.  MAART 
PANNELL,  MILLIE  LOUIS,  JR,  LOS  ANGELES,  CALIFORNIA 
PANOUSSIS,  IOANNIS,  ATHENS,  GREECE 
PANTALEO,  FRANK,  MORTON  GROVE,  ILLINOIS 
PANTERMUEHL,  JOHN  BOST,  AUSTIN,  TEXAS 
PANTHER,  MARK  LOUIS,  RICHLAND,  HASHINGTON 
PANTHER,  ROBERT  D,  SPOKANE,  HASHINGTON 
PANTHER,  THOMAS  MIDDLETON,  ARLINGTON,  VIRGINIA 
PANUCCIO,  FRANK  PATRICK,  HARRISBURG,  PENNSYLVANIA 
PANZARELLA,  MICHAEL  GERARD,  PROVIDENCE,  RHODE  ISLAND 
PANZERO,  RONALD  FRANKLIN,  HOUNT  VERNON,  HASHINGTON 


PALMER, 
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PALMER, 
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PAPIA, 
PAPILI, 
PAPIS, 
PAPST, 


PAOLELLA,  TOMMY  ANDREH,  CARSON  CITY,  NEVADA 
PAPACHRISTOS,  SPRIRIDON,  ATHENS,  GREECE 
PAPAGEORGHIOU,  DEMETRIOS  M,  PAPHOS,  CYPRUS 
PAPAGEORGHIOU,  MICHAEL  C,  NICOSIA,  CYPRUS 
PAPAGNI,  DOUGLAS  MICHAEL,  FRESNO,  CALIFORNIA 
PAPANEK,  ANDREH  J,  JR,  BROOKVILLE,  OHIO 
PAPE,  JOHNNY  LEE,  HESLACO,  TEXAS 
PAPEN,  MARK  HILLIAM,  COLORADO  SPRINGS,  COLORADO 
JAMES  VINCENT,  JR,  MEMPHIS,  TENNESSEE 

JOSEPH  ANTHONY,  DOVER,  DELAHARE 
EDHARD,  PEORIA,  ILLINOIS 
»-:>.,  JAMES  HILLIAM,  TORRANCE,  CALIFORNIA 
PAQUETTE,  MICHAEL  DENNIS,  MONMOUTH  JUNCTION,  NEH  JERSEY 
PARADIS,  JAMES  ANTHONY,  HORCESTER,  MASSACHUSETTS 
PARAS,  GEORGE  ANTHONY,  MILHAUKEE,  HISCONSIN 
PARASPOLO,  THOMAS  EUGENE,  THIN  CITIES,  CALIFORNIA 
PARD,  ROBERT  E.,  HOONSOCKET,  RHODE  ISLAND 
PARDINI,  RONALD  J,  UPPER  ST  CLAIR,  PENNSYLVANIA 
PARE,  EDHARD  D,  NORTH  SCITUATE,  RHODE  ISLAND 
PARE,  STEVEN  MICHAEL,  NORTH  SCITUATE,  RHODE  ISLAND 
PAREDES  MUNOZ,  OSCAR  FREDY,  BOGOTA,  COLOMBIA 
PARENT,  BRUCE  FORREST,  LAKE  GEORGE,  NEH  YORK 
PARENT,  MARC,  ST  LAHRENCE,  CANADA 
PARESI,  MARK  SCOTT,  PORTLAND,  OREGON      „,..„„.. 
PARFITT,  RICHARD  ALAN,  CONNELLSVILLE,  PENNSYLVANIA 
PARIS,  BARRY  LENZEL,  GREENVILLE,  TEXAS 
PARIS,  HARVEY  FURMAN,  GREENVILLE,  SOUTH  CAROLINA 
PARIS,  ROBERT  T.,  CAMP  LEJEUNE,  NORTH  CAROLINA 
PARISH,  JAMES  JOHN,  NORTH  PLATTE,  NEBRASKA 

JOSEPH  STEPHEN,  JR,  HASHINGTON,  DISTRICT  OF  COL 
PETER  ROBERT,  RUTHERFORD,  NEH  JERSEY 
PATRICK  JOSEPH,  ELMIRA,  NEH  YORK 
,  BRUCE  ARNOLD,  COLCHESTER,  VERMONT 
BYUNG-KOOG,  SEOUL,  KOREA 
FRANK  JAMES,  TOOELE,  UTAH 
GEORGE  R.,  SHANGHAI,  REPUBLIC  OF  CHINA 
JIN  SUK,  SEOUL,  KOREA 
SEI  KYU,  SEOUL,  KOREA 
THOMAS  EDHARD,  LAS  VEGAS,  NEVADA 
YANG-BAE,  SEOUL,  KOREA 
,  YONG-KYU,  SEOUL,  KOREA 
PARKER,  BOBBY  HAYNE,  ANNISTON,  ALABAMA 
PARKER,  CHRIS  HILLIAM,  SACRAMENTO,  CALIFORNIA 
PARKER,  DAVID  ALLAN,  REDFORD,  MICHIGAN 
PARKER,  DENNIS  ALAN,  LEESBURG,  GEORGIA 

DENNIS  DEAN,  FREMONT,  CALIFORNIA 
DONALD  E,  SCHERERVILLE,  INDIANA 
EDHARD  L,  ORANGE,  TEXAS 
EUGENE,  OCEAN  CITY,  MARYLAND 
GEORGE  J,  LARAMIE,  HYOMING 
HERMAN  EUGENE,  GRIFFIN,  GEORGIA 
HOYT  JASON,  DALTON,  GEORGIA 
,  JAMES  C,  PINE  BLUFF,  ARKANSAS 
PARKER,  JOHN  STACY,  SACRAMENTO,  CALIFORNIA 
PARKER,  JONATHAN  PAUL,  YUBA  CITY,  CALIFORNIA 
LARRY  D.,  MANAHAHKIN,  NEH  JERSEY 
MICHAEL  ANTHONY,  ATLANTA,  GEORGIA 
MICHAEL  LEIGH,  MILLBRAE,  CALIFORNIA 
OCTAVIA  THERESA,  SAN  DIEGO,  CALIFORNIA 
RAYMOND  J.,  JR.,  JEFFERSONVILLE,  INDIANA 
RICHARD  JOSEPH,  DAVENPORT,  IOHA 
ROBERT  L,  MIAMI,  FLORIDA 

ROSILAND  YVONNE,  HASHINGTON,  DISTRICT  OF  COLUMB 
TERENCE,  NEH  YORK,  NEH  YORK 
TERRY  HILLIAM,  ROLLA,  MISSOURI 
THOMAS  M.,  HAMPTON,  VIRGINIA 
HILLIAM  E.,  KANSAS  CITY,  MISSOURI 
HILLIAM  THOMAS,  III,  HILMINGTON,  NORTH  CAROLINA 
,  CARY  G,  SEATTLE,  HASHINGTON    „,„.„. 
PARKHOUSE,  FRANK  HENRY,  ST  CATHARINES,  CANADA 
PARKIN,  JOHN  PHILIP,  BURLINGAME,  CALIFORNIA 
PARKINSON,  GREGORY  ALAN,  HEST  PALM  BEACH,  FLORIDA 
PARKS,  BERNARD  C. ,  LOS  ANGELES,  CALIFORNIA 
BRYAN  DEAN,  CHEYENNE,  HYOMING 
DAVID  EUGENE,  MOBILE,  ALABAMA     „.,,„,<., 
DONNIE  RAY,  HENDERSONVILLE,  NORTH  CAROLINA 
,  GARY  ALDON,  LAPEER,  MICHIGAN 
PARKS,  JAMES  T.,  RICHMOND,  VIRGINIA  ,MMir, 
PARKS,  PATRICK  THOMAS,  PETALUMA,  CALIFORNIA 
PARKS,  TED  ALLEN,  BEAUFORT,  SOUTH  CAROLINA 
PARMAN,  GREGORY  DALE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PARMENTER,  PAUL  DAVID,  ST.  LOUIS,  MISSOURI 
PARMETER,  GLENN  LEROY,  RHINELANDER, .HISCONSIN 
PARNELL,  IRA  BYRD,  JR,  COLUMBIA,  SOUTH  CAROLINA 
PARNELL,  THOMAS  G,  MONTGOMERY,  ALABAMA 
PARR,  D.  GEORGE,  HARRISBURG,  PENNSYLVANIA 
PARR,  MALVIN  JOHN,  SANTA  BARBARA,  CALIFORNIA 
PARR,  RICHARD  L.,  BEND,  OREGON 
PARRA,  BALTASAR,  TARRYTOHN,  NEH  YORK 
PARRA,  EDUARDO  J.,  BUENOS  AIRES,  ARGENTINA 
PARRA,  JACKIE  EDHARD,  ANAHEIM,  CALIFORNIA 
PARRICK,  ROBERT  LEE,  RICHMOND,  CALIFORNIA 
PARRILLA,  ELEUTERIO,  ST  CROIX, 
PARRIS,  JAMES,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
PARRIS,  STEPHEN  GARY,  OCEAN  CITY,  NEH  JERSEY 
PARRISH,  DAVID  MOSER,  TAMPA,  FLORIDA 
PARRISH,  DONALD  E,  PHOENIX,  ARIZONA 
PARRISH,  GERALD  J,  FLINT,  MICHIGAN 
PARRISH,  HOMER  M. ,  STATESBORO,  GEORGIA 
PARRISH  JAMES  ALBERT,  ELIZABETHTON,  TENNESSEE 
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PARRISH, 
PARRISH, 
PARRISH, 
PARRISH, 
PARROTT, 
PARROTT, 
PARROTT, 
PARROTTE, 


PARSONS, 
PARSONS, 
PARSONS, 
PARSONS, 


LARRY  HADE,  LAKELAND,  FLORIDA 
RICHARD  DALE,  LAKE  CITY,  FLORIDA 
HILLIAM  F..  ,  LEESBURG,  FLORIDA 
HILLIAM  J,  PALMETTO,  FLORIDA 
DAVID  C,  THIN  FALLS,  IDAHO 
LEON  FRANKLIN,  FORT  STEHART,  GEORGIA 
LESLIE  L,  NEENAH,  WISCONSIN 
ROBERT  JOSEPH,  WASHINGTON,  DISTRICT  OF  COLUMB 
PARRY,  JAMES  MICHAEL,  WEST  POINT,  NEW  YORK 
PARRY,  MAX  W.,  SALT  LAKE  CITY,  UTAH 
PARSHALL,  DONALD  CHARLES,  JR,  DETROIT,  MICHIGAN 
PARSLEY,  GARLAND  CURTIS,  JACKSONVILLE,  FLORIDA 
GARY  LEE,  WILKESBORO,  NORTH  CAROLINA 
JOHN  G.,  BEAUMONT,  TEXAS 
ROBERT  L.,  ARLINGTON,  TEXAS 
VERON  KING,  JR,  TEMPLE,  TEXAS 
PARSONS,  WALTON  J,  JR,  ARVADA,  COLORADO 
PARTAIN,  FRED  L,  MC  ALESTER,  OKLAHOMA 
PARTH,  HOHARD  RAYMOND,  JR,  CRYSTAL  LAKE,  ILLINOIS 
PARTIN,  JACK,  LAWTON,  OKLAHOMA 
PARUCH,  GEORGE  F,  RICHMOND,  TEXAS 

PARVIAINEN,  HILLIAM  J.,  JR.,  EAST  LANSING,  MICHIGAN 
PARYLAK,  JOSEPH  WALTER, .JR,  SPRINGFIELD,  MASSACHUSETTS 
PASCALE,  DOMINICK  ANTHONY,  HARRISON,  NEW  YORK 
PASCALE,  WILLIAM  JOHN,  HALLINGFORD,  PENNSYLVANIA 
PASCARELLA,  DANIEL  ANTHONY,  SALAMANCA,  NEW  YORK 
PASCHALL,  JOSEPH  F.,  ATLANTA,  GEORGIA 
PASCHALL,  SYLVESTER  R,  FERGUSON,  MISSOURI 
PASCHKE,  CHESTER  J,  GRAND  FORKS,  NORTH  DAKOTA 
PASCOE,  JERRY  LEE,  UKIAH,  CALIFORNIA 
PASEMAN,  ROBERT  DAVID,  SAN  DIEGO,  CALIFORNIA 
PASENELLI,  GEORGE  R.,  ANCHORAGE,  ALASKA 
PASH,  ROBERT  RICHARD,  LOS  ANGELES,  CALIFORNIA 
PASKETT,  ROBERT  JOHN,  ST.  PAUL,  MINNESOTA 
PASKO,  VINCENT  GREGORY,  COLUMBUS,  GEORGIA 
PASLEY,  LLOYD  W. ,  ST.  JOSEPH,  MISSOURI 
PASQUAN,  ALBERT  L.,  TACOMA,  WASHINGTON 
PASS,  DONALD  MARIO,  AUBURN,  CALIFORNIA 
PASSER,  RICKY  JOHN,  AITKIN,  MINNESOTA 
PASSIC,  ALBERT,  PRICE,  UTAH 
PASSMORE,  RONALD  THALEN,  FRESNO,  CALIFORNIA 
PASTRANA-RIVERA,  JOSE  MANUEL,  HATO  REY,  PUERTO  RICO 
PATCH,  GEORGE  0,  MONTPELIER,  VERMONT 
PATE,  CHARLES  E.,  KNOXVILLE,  TENNESSEE 
PATE,  DAVID  VANCE,  AUGUSTA,  KANSAS 
PATE,  ERNEST  C. ,  OWENSBORO,  KENTUCKY 
PATEK,  KATHLEEN  TERESA,  BALTIMORE,  MARYLAND 
PATERNI,  MARK  LOUIS,  ELLICOTT  CITY,  MARYLAND 
PATERSON,  THEODORE  BRUCE,  SEATTLE,  WASHINGTON 
PATERSON,  WALLACE  W. ,  LIVINGSTON,  MONTANA 
PATEY,  DAN  J.,  NEILLSVILLE,  WISCONSIN 
PATLA,  RONALD  VINCENT,  BURLINGTON,  WISCONSIN 
PATNAIK,  ASHOK  KUMAR,  NEW  DELHI,  INDIA 
PATNAUDE,  ROBERT  EARL,  ALBANY,  NEW  YORK 
PATNODE,  ERNEST  HENRY,  BOSTON,  MASSACHUSETTS 
PATRICK,  DELROY  AMANDO,  WEST  POINT,  NEW  YORK 
PATRICK,  DENNIS  ROYCE,  BROKEN  BOW,  NEBRASKA 
PATRICK,  GREGORY  JUAN,  TULSA,  OKLAHOMA 
PATRICK,  JIMMY  GLEN,  EAST  LANSING,  MICHIGAN 
PATRICK,  MARY  L,  LOS  ANGELES,  CALIFORNIA 
PATRICK,  MAX,  UTICA,  MICHIGAN 
PATRICK,  WILLIAM  A.,  ORLANDO,  FLORIDA 
PATRICK,  WILLIAM  P,  WOODSTOCK,  ILLINOIS 
PATRIKUS,  JOHN  A,  PORTSMOUTH,  NEW  HAMPSHIRE 
PATTEN,  EDWARD  B.,  JR.;  LAUDERDALE-BY-THE-SEA,  FLORIDA 
PATTEN,  RAYMOND  L.,  CAMBRIDGE,  MASSACHUSETTS 
PATTERS,  ROBERT  W,  OLYMPIA,  WASHINGTON 
PATTERSON,  CHARLES  FRANCIS,  ELMIRA,  NEW  YORK 
PATTERSON,  DAVID  E,  FLUSHING,  MICHIGAN 
PATTERSON,  DONALD  IVAN,  CHEYENNE,  WYOMING 
EARL  F.,  BIRMINGHAM,  ALABAMA 
FREDDY  R,  MONTGOMERY,  ALABAMA 
FREDERICK  MICHAEL,  CINCINNATI,  OHIO 
FRITZ  C,  SANTA  BARBARA,  CALIFORNIA 
GREGORY  NELSON,  BUTLER,  PENNSYLVANIA 
PATTERSON,  HAROLD  F.,  EAST  ORANGE,  NEW  JERSEY 
PATTERSON,  HUBERT  RANDALL,  MC  DONOUGH,  GEORGIA 
JOE  H.,  HUNTSVILLE,  ALABAMA 
JOHN  HAROLD,  LAKEWOOD,  COLORADO 
JOHN  LYLE,  CHARLOTTE,  TENNESSEE 
LLOYD,  CLEVELAND,  OHIO 
PATTERSON,  MICHAEL  LEWIS,  COLLEGE  STATION,  TEXAS 
PATTERSON,  MONTE  CLAY,  DENVER,  COLORADO 
PATTERSON,  NORMAN  KEVIN,  READING,  MASSACHUSETTS 
PATTERSON,  PATRICK  A,  BALTIMORE,  MARYLAND 

PATRICK  ROBERT,  GULFPORT,  FLORIDA 
RICHARD  M,  JR,  KENT,  OHIO 
ROBERT  A,  BAKERSFIELD,  CALIFORNIA 
ROBERT  LEE,  LINCOLN,  ILLINOIS 
RODNEY  JOHN,  PITTSBURGH,  PENNSYLVANIA 
RUSTY  DEMON,  ANDALUSIA,  ALABAMA 
PATTERSON,  WILLIAM  BURRELL,  RALEIGH,  NORTH  CAROLINA 
PATTERSON,  WILLIAM  MAURICE,  CHICAGO,  ILLINOIS 
PATTERSON,  WILLIE  EUGENE,  ROCKY  MOUNT,  NORTH  CAROLINA 
PATTILLO,  CONRAD  S,  LITTLE  ROCK,  ARKANSAS 
PATTMAN,  JOHN  HENRY,  HO  HO  KUS,  NEW  JERSEY 
PATTON,  BRIAN  VINCENT,  NEW  YORK,  NEW  YORK 
PATTON,  CHARLES  ALBERT,  NEWTOWN,  PENNSYLVANIA 
PATTON,  DANIEL  ERNEST,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PATTON,  JOHNIE  MELVIN,  ALBANY,  GEORGIA 
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PATTON,  LAWRENCE  C,  JEFFERSON  CITY,  MISSOURI 
PATTON,  LLOYD  HENDALL,  BURLINGTON,  IOWA 
PATTON,  MICHAEL  ALLEN,  CHICAGO,  ILLINOIS 
PATTON,  MICHAEL  AMMON,  RICHMOND,  TEXAS 
PATTULLO,  HECTOR  G. ,  ANDOVER,  MASSACHUSETTS 
PATTY,  CHARLES  E.,  KNOXVILLE,  TENNESSEE 
PAUDERT,  ROBERT  H,  JR,  ROGERSVILLE,  MISSOURI 
PAUL,  BRICE  RICHARDSON,  NEW  BROCKTON,  ALABAMA 
GEORGE  B.,  FLINT,  MICHIGAN 
GUY  A.,  HILO,  HAWAII 
RICHARD  LEE,  GILLETTE,  HYOMING 
ROY  DENNIS,  SAN  DIEGO,  CALIFORNIA 
TIMOTHY  DEAN,  BALDWINSVILLE,  NEW  YORK 
TREVOR,  PORT  OF  SPAIN,  TRINIDAD 
WAYNE  W,  FAIRFIELD,  CALIFORNIA 
PAULIK,  DONALD  JAMES,  CASEYVILLE,  ILLINOIS 
PAULSETH,  HAROLD  ROBERT,  TWO  HARBORS,  MINNESOTA 
PAULSON,  EUGENE  L.,  SHEBOYGAN,  WISCONSIN 
PAULSON,  PAUL  S.,  RENO,  NEVADA 
PAULSON,  ROBERT  J.,  FARGO,  NORTH  DAKOTA 
PAULSON,  ROY  DEAN,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PAULY,  DAVID  GERHARD,  FORT  BRAGG,  NORTH  CAROLINA 
PAULY,  GLENN,  ST.  LOUIS,  MISSOURI 
PAUSZ,  FERENC,  BUDAPEST,  HUNGARY 
PAUU,  PENU,  JR,  NATIONAL  CITY,  CALIFORNIA 
PAVEY,  EDWIN  HAROLD,  HUTCHINSON,  KANSAS 
PAVLIS,  JOHN  JOSEPH,  ORLANDO,  FLORIDA 
PAVLOVSKY,  ANDREW  J.,  RALEIGH,  NORTH  CAROLINA 
PAVONE,  JOHN  C,  RENTON,  WASHINGTON 
PAVONE,  ROBERT  LOUIS,  CROMPOND,  NEW  YORK 
PAWLEY,  WILLIAM  J.,  PHILADELPHIA,  PENNSYLVANIA 
PAHLOSKI,  ROMAN  JOSEPH,  WEST  HAZLETON,  PENNSYLVANIA 
PAWLOWSKI,  FRANK  EDWARD,  HARRISBURG,  PENNSYLVANIA 
PAYNE,  ALONA  LUCILLE,  ANOKA,  MINNESOTA 
BILLY,  NEWPORT  NEWS,  VIRGINIA 
DANIEL  JOSEPH,  EAST  LANSING,  MICHIGAN 
DENNIS  M,  EAST  LANSING,  MICHIGAN 
DONALD  E.,  WILMINGTON,  DELAWARE 
DOSS  R.,  JR.,  WENATCHEE,  WASHINGTON 
PAYNE,  GEOFFREY  DAVID,  ESSEX,  ENGLAND 
PAYNE,  GEORGE  F.,  JEFFERSON  CITY,  MISSOURI 
GEORGE  H,  JR,  GULFPORT,  MISSISSIPPI 
GROVER  L.,  HUNTINGTON  BEACH,  CALIFORNIA 
JOHN  EDWARD,  CAPE  CHARLES,  VIRGINIA 
JOHN  HOWARD,  CHARLOTTE,  NORTH  CAROLINA 
JOHN  JOSEPH,  VILLA  PARK,  ILLINOIS 
LEE  J,  UNIVERSITY  CITY,  MISSOURI 
LESLIE  J,  JR,  SALISBURY,  MARYLAND 
ROBERT  A,  BILOXI,  MISSISSIPPI 
ROGER  LEE,  SANTA  FE,  NEW  MEXICO 
TED  K,  MONTGOMERY,  ALABAMA 
WAYNE  HAMILTON,  GULFPORT,  MISSISSIPPI 
WESLEY  BENNETT,  EAST  HAMPTON,  NEW  YORK 
MARK  NICHOLAS,  MERCED,  CALIFORNIA 
EDGAR  L,  PIKESVILLE,  MARYLAND 
JOHN  ANDREW,  KENT,  OHIO 

TENNESSEE 
GILLETTE,  WYOMING 
GEORGIA 
DECATUR,  GEORGIA 
JOHN  H,  PENSACOLA,  FLORIDA 
JAMES  W.,  WOOSTER,  OHIO 
JEFFREY  W.,  MIAMI,  FLORIDA 
JOHN  T.,  SARASOTA,  FLORIDA 
JOSEPH  NEAL,  SMITHFIELD,  NORTH  CAROLINA 
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PEACH,  SAM  D,  NASHVILLE, 

PEACOCK,  NOLAND  RICHARD, 

PEACOCK,  P.  C,  CUMMING, 

PEACOCK,  WILLIAM  E.,  JR 
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PEARSON, 
PEARSON, 
PEARSON, 


KENNETH  WAYNE,  SALT  LAKE  CITY,  UTAH 
LARRY  EUGENE,  DECATUR,  GEORGIA 
RICHARD  B.,  SALT  LAKE  CITY,  UTAH 
ROBERT  MELVIN,  SIERRA  VISTA,  ARIZONA 
SCOTT  LESLIE.  FOLSOM,  CALIFORNIA 
WAYNE  N.,  GAINESVILLE,  FLORIDA 
WILLIAM  J.,  CHICKASAW,  ALABAMA 
PEARSALL,  ANTHONY  JOSEPH,  VALLEJO,  CALIFORNIA 
PEARSON,  BOBBY  CARROLL,  CAVE  SPRING,  GEORGIA 
CARL  V.,  ST.  PAUL,  MINNESOTA 
CARLA  SHALANE,  ROME,  GEORGIA 
CECIL,  RENO,  NEVADA 
CHARLES  C,  ROCKVILLE,  MARYLAND 
PEARSON,  CHARLES  L.,  STATESVILLE,  NORTH  CAROLINA 
PEARSON,  DAVE  L.,  STERLING,  ILLINOIS 

JACK  CLAYTON,  JR,  KANSAS  CITY,  KANSAS 
JAMES  ARTHUR,  LINCOLN,  NEBRASKA 
JOAN  E,  NEW  YORK,  NEW  YORK 
JOHN  EDWARD,  DECATUR,  GEORGIA 
KENNETH  E,  BRADENTON,  FLORIDA 
KENNITH  D.,  MONTGOMERY,  ALABAMA 
LYNN  MARIE,  NEWPORT  NEWS,  VIRGINIA 
MADELINE  S,  MIAMI,  FLORIDA 
ROBERT  WAYNE,  SIGINAW,  MICHIGAN 
PEASE,  CARL  E.,  VERO  BEACH,  FLORIDA 
PEASE,  WILLIAM  ANTHONY,  MA  HO  PAC,  NEW  YORK 
PEASLEY,  STEVEN  ALAN,  BOONE,  IOWA 
PEAT,  RAY  A.,  PECATONICA,  ILLINOIS 
PEAVEY,  ROBERT  RANDALL,  LUKE  AFB,  ARIZONA 
PECCHIA,  DAVID  JAMES,  LINO  LAKES,  MINNESOTA 
PECK,  DAVID  JOHN,  FAIRFIELD,  CONNECTICUT 
PECK,  EMMETT  CHARLES,  WALNUT  CREEK,  CALIFORNIA 
PECK,  ORAN  J.,  SALT  LAKE  CITY,  UTAH 
PECK,  ROBERT  JOSEPH,  TOMS  RIVER,  NEW  JERSEY 
PECKAT,  CHARLES  FREDERICK,  LONOKE,  ARKANSAS 
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PECORARO,  HARCO  LUCA,  PALERMO,  ITALY 

PEDCHENKO,  HILLIAM  JOHN,  JR,  PROVIDENCE,  RHODE  ISLAND 

PEDERSEN,  BRIAN  D,  LONGVIEH,  WASHINGTON 

PEDERSEN,  CARL  R,  SPENCER,  IOHA  TMBUT. 
tt  PEDERSON,  MERVEL  R.  ,  BEVERLY  HILLS,  CALIFORNIA 
.  PEDREGON,  RODOLFO,  EL  HIRAGE,  ARIZONA  ^AiTcnDUTA 

PEDRINI,  HILLIAM  DENNIS,  REDHOOD  CITY,  CALIFORNIA 

PEED,  CARL  RAY,  FAIRFAX,  VIRGINIA 

PEEK,  CLAUDE  JEFFREY,  DANVILLE,  KENTUCKY 

PEEK,  FAY  EDHARD,  III,  FLINT,  MICHIGAN 

PEEK,  THOMAS  LYNN,  FLINT,  MICHIGAN 

PEEL,  FREDERICK  DHYNE,  CHIPLEY,  FLORIDA 

PEEL,  HILLIAM  FREDERICK,  MONROE,  LOUISIANA 

PEELER,  STEPHEN  CRAIG,  HUNTINGTON  PARK,  CALIFORNIA 
tt   PEELISH,  STEVE  J.,  BECKLEY,  HEST  VIRGINIA 

*  PEEPLES,  FLOYD  H. ,  JR.,  GREENHOOD,  MISSISSIPPI 
PEETZ,  DARRELL  STANLEY,  COLUMBUS,  INDIANA 
PEETZ,  ROBERT  HILLIAM,  MIDLAND,  TEXAS 

*  PEEVERS,  JOHN  H,  CARSON  CITY,  NEVADA 
PEEVEY,  BRADLEY  HAYNE,  EL  PASO,  TEXAS 

tt   PEEVEY,  PAUL  ROBERT,  FORT  SMITH,  ARKANSAS 

PEFFER,  DAVID  CORY,  SPOKANE,  WASHINGTON 
tt   PEFFERS,  ALBERT  N.,  OSSINING,  NEW  YORK 

*  PEGRAM,  BARRY  H. ,  KENAI,  ALASKA  ....  ,„*mti 
PEGUEROS,  FRANCISCO  XAVIER,  LOS  ANGELES,  CALIFORNIA 
PEIFER,  DAVID  C,  MEDIA,  PENNSYLVANIA 

It   PEIGHTAL,  CHARLES  R,  LA  MESA,  CALIFORNIA 

It   PEIRSOL,  VIC  ALLEN,  SEATTLE,  HASHINGTON 
PELAEZ  RESTREPO,  NORBERTO,  BOGOTA,  COLOMBIA 

tt   PELED,  AVSHALOM,  MISCHMAR  AYALON,  ISRAEL 
PELISSERO,  LOUIS  J.,  TORONTO,  CANADA 
PELKOFSKY,  GERARD  VINCENT,  YAPHANK,  NEW  YORK 
PELLEGRINO,  PETER  J,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PELLETIER,  DANIEL  L,  HOULTON,  MAINE 

tt   PELLETIER,  GEORGE  J,  FITCHBURG,  MASSACHUSETTS 
PELLICCIO,  RICHARD  ALAN,  HEST  PALM  BEACH,  FLORIDA 
PELLINGER,  THOMAS  GARY,  BROOKLYN,  NEH  YORK 
PELTON,  OLIVER  E,  HEST  HARTFORD,  CONNECTICUT 

tt   PEMBERTON,  CHARLES  L.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PEMBLETON,  DAVID  ALLEN,  FRANKFORT,  KENTUCKY 
PENA-CASAS,  JAIME  ALBERTO,  BOGOTA,  COLOMBIA 
PENA,  ANDRES,  JR,  AUSTIN,  TEXAS 
PENA,  DANIEL  MARK,  SAN  ANTONIO,  TEXAS 

It   PENA,  FERNANDO,  JR,  EL  PASO,  TEXAS 

PENA,  JOSE  LUIS,  CAMP  LEJEUNE,  NORTH  CAROLINA 
PENA,  JOSE  R,  PORT  LAVACA,  TEXAS 
PENA,  SAMUEL  HECTOR,  JR,  EL  TORO,  CALIFORNIA 
PENCE,  BILLY  CHARLES,  AUSTIN,  TEXAS 
PENCE,  DONNA  MARIE,  FAYETTEVILLE,  TENNESSEE 
PENCE,  KENNETH  ROSSON,  NASHVILLE,  TENNESSEE 
PENCE,  HARREN  ALLEN,  ELKTON,  VIRGINIA 
PENDER,  MICHAEL  JOHN,  LITTLE  FALLS,  MINNESOTA 
PENDER,  PATRICK  THOMAS,  MUNDELEIN,  ILLINOIS 
PENDERGAST,  JAMES  NEYLON,  PORT  ORCHARD,  HASHINGTON 
PENDERGRAFT,  HILLIAM  RILEY,  NORMAN,  OKLAHOMA 
PENDERGRAPH,  JAMES  IRVING,  CHARLOTTE,  NORTH  CAROLINA 
PENDERGRAPH,  KENNETH,  SAVANNAH,  GEORGIA 
It   PENDERGRASS,  ALAN  FRANK,  GRANTS  PASS,  OREGON 

PENDERGRASS,  ALBERT  L,  HILLSBOROUGH,  NORTH  CAROLINA 
PENDERS,  ROBERT  JOSEPH,  BUFFALO,  NEH  YORK 
PENDLAND,  ROY  DALE,  MORRISTOHN,  TENNESSEE 
PENDLETON,  FRANK  L.,  SALEM,  VIRGINIA 

*  PENDLETON,  LEHIS  E.,  NORTH  SCITUATE,  RHODE  ISLAND 
PENDLETON,  MURRAY  JOSEPH,  HATERFORD,  CONNECTICUT 
PENDLETON,  ROBERT  DHIGHT,  BAKERSFIELD,  CALIFORNIA 
PENG,  ENG  LEE,  NEGARA,  BRUNEI 
PENGEL,  MELINDA  JEAN,  SAN  FRANCISCO,  CALIFORNIA 

tt   PENKOSKI,  LEONARD  L.,  CALDHELL,  NEH  JERSEY 

PENLAND,  GARY  LEE,  GOSHEN,  INDIANA 

PENN,  HILLIAM  PHILLIP,  CHEYENNE,  HYOMING 
tt   PENNEL,  LAHRENCE  H,  DENVER,  COLORADO 

*  PENNELL,  LAHRENCE  F,  VALPARAISO,  INDIANA 
It   PENNELL,  HILLIAM  L,  III,  SPRINGFIELD,  ILLINOIS 

*  PENNER,  BEN,  MIDLAND,  MICHIGAN 
tt   PENNINGTON,  CLARENCE,  BATAVIA,  OHIO 

PENNINGTON,  DANIEL  WADE,  PASADENA,  TEXAS 
tt   PENNINGTON,  GALE  GENE,  WILLIAMS  AFB,  ARIZONA 
It   PENNINGTON,  HERMAN  DARREL,  COLUMBUS,  OHIO 
PENNINGTON,  JESSIE  IRENE,  SAVANNAH,  GEORGIA 
PENNINGTON,  RICHARD  J,  NEW  ORLEANS,  LOUISIANA 
PENNISI,  JOSEPH  ANTHONY,  NEH  YORK,  NEH  YORK 
PENNY,  HILLIAM  ALLISON,  HANOVER,  VIRGINIA 
PENNYPACKER,  PAUL  L.,  BERHYN,  PENNSYLVANIA 
H   PENOZA,  THOMAS  FRANK,  NEH  CASTLE,  DELAHARE 
PENROD,  ARTHUR  BYRON,  SALT  LAKE  CITY,  UTAH 
PENSIERO,  CAROLE  LEIGH,  CAPE  CORAL,  FLORIDA 
PENSONEAU,  RALPH  R. ,  PHOENIX,  ARIZONA 
PENTONY,  DENISE  JAN,  SEATTLE,  HASHINGTON 
PENTONY,  MICHEL  JOHN,  BELLEVUE,  HASHINGTON 
PEOPLES,  BENNY  RAY,  MONTGOMERY,  ALABAMA 
PEOPLES,  BRANTLEY  HADE,  RALEIGH,  NORTH  CAROLINA 
PEPPARD,  TIMOTHY  JAMES,  CLEVELAND,  OHIO 
PEPPER,  GERALD  RYLAN,  JR,  DOVER,  DELAHARE 
PEPPER,  LON  DEAN,  GREENVILLE,  MISSISSIPPI 
PEPPLE,  JOHN  MARTIN,  SIOUX  CITY,  IOHA 
PERA,  MICHAEL  GENE,  SAN  FRANCISCO,  CALIFORNIA 
PERALES,  DANIEL  SANCHEZ,  HOUSTON,  TEXAS 

*  PERALTA,  R.  JOSE,  SANTO  DOMINGO,  DOMINICAN  REPUBLIC 
It   PERCY,  HILLIAM  C,  JR,  ST.  FRANCISVILLE,  LOUISIANA 

PERDEW,  KERMIT  ALBERT,  PADUCAH,  KENTUCKY 
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101  tt 
194 

99 
135 

102  tt 
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119  It 
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73  tt 
139 
113 
158 
176 
103 
196 
173 
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135 


PEREZ, 
PEREZ, 
PEREZ, 
PEREZ, 
PEREZ, 


PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 


PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 
PERKINS, 


PERDU,  HERMAN  ARTHUR,  BRUSSELS,  BELGIUM 
PERDUE,  DOUGLAS  CAREY,  SHREVEPORT,  LOUISIANA 
PERDUE,  JAMES  STEPHEN,  IRVING,  TEXAS 
PERDUE,  JOHN  A,  JR,  SELMA,  ALABAMA 
PEREA,  CONRAD  FREDERICK,  LAS  CRUCES,  NEW  MEXICO 
PEREDA,  JAMES  RAYMOND,  CINNAMINSON,  NEW  JERSEY 
PEREZ  CALVO,  JAVIER  GONZALO,  NEUQUEN,  ARGENTINA 
PEREZ  GARCIA,  JOSE,  MADRID,  SPAIN 
PEREZ-COLLAZO,  OUIRPA,  SAN  JUAN,  PUERTO  RICO 
PEREZ-ESTILANO,  ROBERTO,  MONTEVIDEO,  URUGUAY 
PEREZ,  FERNANDO  RODRIGUEZ,  PORT  WASHINGTON,  WISCONSIN 
LUIS  MIGUEL,  MIAMI,  FLORIDA 
OSCAR  ORLANDO,  MILWAUKEE,  WISCONSIN 
PEDRO  JUAN,  WALLSVILLE,  NEW  YORK 
RICK  ALLEN,  CANTON,  OHIO 
.  ROBERT  JOSEPH,  SALINAS,  CALIFORNIA 
PERGANDE,  WAYNE  FRANK,  WOOD  DALE,  ILLINOIS 
PERHAM,  KEVIN  JOSEPH,  NEW  YORK,  NEW  YORK 

PERINCHIEF,  HAYNE  N,  HAMILTON,  BERMUDA      

PERKINS,  ALFRED  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  DAVID,  NICHOLASVILLE,  KENTUCKY 
CHARLES  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVID  DODGE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVID  MILTON,  CHAMBLEE,  GEORGIA 
EVERETT  CUSHMAN,  EVERETT,  MASSACHUSETTS 
,  GARY  EDHARD,  SARATOGA  SPRINGS,  NEW  YORK 
PERKINS,  GARY  HOWARD,  ST.  LOUIS,  MISSOURI 
PERKINS,  JAMES  G. ,  ONTARIO,  CALIFORNIA 
PERKINS,  JOHN  D. ,  POCATELLO,  IDAHO 

LINDA  SUE,  BRADENTON,  FLORIDA 
LYLE  C,  PORTLAND,  OREGON 
RICHARD  DALE,  HENDERSON,  NEVADA 
ROBERT  C,  MCPHERSON,  KANSAS 
RONALD  GOREE,  VICTORIA,  TEXAS     ,„„.„ 
SAMUEL  LEIGH,  JR,  NATCHITOCHES,  LOUISIANA 
TIMOTHY  ALLEN,  LONGMONT,  COLORADO 
VERL  GLEN,  LAKEPORT,  CALIFORNIA 
PERLEWltZ,  ROGER  R.,  MEQUON,  WISCONSIN 
PERLEWITZ,  THOMAS  A,  MILWAUKEE,  WISCONSIN 
PERMAN,  GARY  JAMES,  FORT  COLLINS,  COLORADO 
PEROTTI,  ALBERT  L,  JR,  TAMPA,  FLORIDA  _„„.„. 
PEROZZI,,  RONALD  JOHN,  SURF  CITY,  NORTH  CAROLINA 
PERRAULT,  THEODORE  0.,  DULUTH,  MINNESOTA 
PERRAULT,  WALLACE  LOUIS,  JR,  BATON  ROUGE  LOUISIANA 
PERREAULT,  MARC  ROLAND,  SOMERSWORTH,  NEW  HAMPSHIRE 
PERRI,  MALVINA  RAQUEL,  BUENOS  AIRES,  ARGENTINA 
PERRICONE,  CHARLES  A.,  BEAUMONT,  TEXAS 
PERRIN,  WILLIAM  R,  TORONTO,  CANADA 
PERRINO,  JOSEPH  J.,  METUCHEN,  NEH  JERSEY 
PERRON,  RONALD  H,  SOMERSHORTH,  NEW  HAMPSHIRE 
PERRONE,  JOHN  JOSEPH,  JR,  ROCHESTER,  NEW  YORK 
PERROTTA,  JOHN  FRED,  STAMFORD,  CONNECTICUT 
PERROTTI   JAMES  ANTHONY,  NEH  HAVEN,  CONNECTICUT 
PERRY-BUSE,  HELEN  LOUISE,  LANSING,  MICHIGAN 
PERRY,  B.  FRANK,  ROME,  GEORGIA 

BRUNO  FRANK,  OMAHA,  NEBRASKA 
CHARLES  WILLIAM,  TORONTO,  CANADA 
DENNIS  LEE,  STOCKTON,  CALIFORNIA 
DONNA  JO,  VISALIA,  CALIFORNIA 
FRANK  E.,  BELLEVUE,  WASHINGTON 
HARRY  A,  DECATUR,  ALABAMA 
HERMAN  C,  ARLINGTON,  TEXAS 
JAMES  A,  ALTAMONTE  SPRINGS,  FLORIDA 
JAMES  ALFRED,  RICHMOND,  KENTUCKY 
JOHN  SERGE,  GREENSBURG,  PENNSYLVANIA 
JOHN  W.,  THOMASVILLE,  GEORGIA 
JOSEPH  A,  JR,  HARTFORD,  CONNECTICUT 
LARIN  BENIGNO,  PANAMA  CITY,  PANAMA 
LEHIS  JOSEPH,  JR,  HAMDEN,  CONNECTICUT 
MICHAEL  DUANE,  FRESNO,  CALIFORNIA 
NEIL  JOSEPH,  ST  AUGUSTINE,  FLORIDA 
NICHOLAS  GRAME,  WELLINGTON,  NEW  ZEALAND 
RALPH  G.,  JR.,  MONROVIA,  LIBERIA 
RAYMOND  J,  EDWARDSVILLE,  ILLINOIS 
RICHARD  FREDERICK,  UKIAH,  CALIFORNIA 
RICKEY  D,  BASTROP,  LOUISIANA 
ROBERT  RALPH,  ABERDEEN,  MARYLAND 
RONNIE  DALE,  SPRINGFIELD,  TENNESSEE 
SHARON  A,  NEW  YORK,  NEW  YORK 
STANLEY  KAORU,  MONTEREY,  CALIFORNIA 
SYDNEY  E,  JR,  GRISSOM  AFB,  INDIANA 
TRACY  STEPHON,  ATLANTA,  GEORGIA 
,  WILLIAM  E.,  NEW  YORK,  NEW  YORK 
PERRYMAN,  LAURA  ANN,  PORT  ANGELES,  WASHINGTON 
PERRYMAN,  ROBERT  L,  SPRINGFIELD,  ILLINOIS 
PERRYMAN,  STEPHEN,  SALINAS,  CALIFORNIA 
PERSALL,  MARK  STEPHEN,  BIRMINGHAM,  ALABAMA 
PERSAUD,  SEELALL,  GEORGETOWN,  GUYANA 
PERSINGER,  BILLY  DUANE,  TOPEKA,  KANSAS 
PERSON,  PETER  WAYNE,  ALBANY,  NEW  YORK 
PERSONETT,  MEL  J.,  JUNEAU,  ALASKA  _,_„_„_. 
PERSONS,  RODNEY  HENRY,  CLOVERDALE,  CALIFORNIA 
PERSSON,  DONALD  R. ,  RENTON,  WASHINGTON 
PERUGINI,  RUGGERO,  FLORENCE,  ITALY 
PERYAM,  ROBERT  PAUL,  KEY  WEST,  FLORIDA 
PERYER,  LAHRENCE  0,  HAMDEN,  CONNECTICUT 
PESCHONG,  JAMES  WILLIAM,  LINCOLN,  NEBRASKA 
PESOUEIRA,  PAUL  STEPHEN,  LOS  ANGELES,  CALIFORNIA 
PESTAK,  ROBERT  MATTHEW,  EUCLID,  OHIO 
PESTKA,  LEROY  DONALD,  CHICAGO,  ILLINOIS 
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PETBOROM,  VEJ  -  PICKARSKI,  JOHN  EDHARD 


100 
189 
118  tt 

80  tt 
123 
193 
144  * 

42  tt 
181 
131  tt 

91 

23  # 
199 
176 

70  tt 
129 
129  tt 

81  * 
98  tt 
95 
61  tt 
48  # 
88  tt 
95  # 
50  * 

125  * 

114 

191 

190 

105 

190 

79  tt 
58  # 

103  tt 

80  tt 
194 
132 
184 
125  tt 
156 
111  # 
114  tt 

166  # 
188 
189 
135 
148 

13  * 
141  * 
175 
175 

56 
192 
134 
112 
146 
149 
189 

28  tt 
139 

167  * 
113 
101 
170 

120  tt 
141  * 
150 
189 
195 
166 
105  tt 
121 
105 
183 
111 
199 

34  tt 
199 
95 
79  # 

121  tt 
135 
193 
178 
160 
103 
124 

122  tt 
161 
184 

55  tt 
132 

98  * 

95  tt 
183 
150 
190 
167 
134 

27  tt 


VIRGIN  ISLAN 


ALABAMA 


PETBOROM,  VEJ,  BANGKOK,  THAILAND 
PETCHPON,  KITTISAK,  AMPHEU  MUANG,  THAILAND 
PETER,  HILLIAM  BERNARD,  JR,  LOUISVILLE,  KENTUCKY 
PETERFY,  FRANK  A.,  COLUMBUS,  OHIO 

PETERS,  ANTHONY  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBI 
DENNIS  LEE,  HHITEHALL,  PENNSYLVANIA 
EDHIN  MORGAN,  HOUSTON,  TEXAS 
ERNEST  CARL,  DEERFIELD  BEACH,  FLORIDA 
PETERS,  JOE  ROY,  JR,  RICHMOND,  VIRGINIA 
PETERS,  JOHN  MICHAEL,  GARY,  INDIANA 

JOSEPH  A,  III,  SCHENECTADY,  NEH  YORK 
JOSEPH  ADAM,  JR,  SCHENECTADY,  NEH  YORK 
MARY  ELIZABETH,  ST  PETERSBURG,  FLORIDA 
MATTHEH  ARNOLD,  ST.  PETER,  MINNESOTA 
PAUL  E,  MONROE,  MICHIGAN 
ROBERT  GORDON,  FARMINGTON,  UTAH 
ROBERT  JOHN,  BERKELEY,  CALIFORNIA 
HILLIAM  L.,  FARMINGTON,  UTAH 
ALVIN  H,  MILHAUKEE,  HISCONSIN 
ANDRE  D.,  CHARLOTTE  AMALIE,  U.S. 
DELBERT  D. ,  HAYTI,  SOUTH  DAKOTA 
ELMER  C,  DAVENPORT,  IOHA 
FRANK  R.,  PLACERVILLE,  CALIFORNIA 
GARY  L,  NEHPORT  BEACH,  CALIFORNIA 
GLENN  L.,  MOLINE,  ILLINOIS 
HAROLD  L,  DOLTON,  ILLINOIS 
JESSE  G.,  TOOELE,  UTAH 
LINCOLN  CURTIS,  FORT  MC  CLELLAN, 
RALPH  ROY,  SYCAMORE,  ILLINOIS 
HAYNE  D,  DES  MOINES,  IOHA 
HAYNE  DOUGLAS,  LAS  VEGAS,  NEVADA 
HILLIAM  H,  HARTFORD,  ILLINOIS 
ALBERT  E.,  NORTH  SCITUATE,  RHODE  ISLAND 
ALLEN  C,  ROCKFORD,  ILLINOIS 
ALVIN  H.,  BRIDGEPORT,  HASHINGTON 
DARRIN  RAY,  BILOXI,  MISSISSIPPI 
DAVID  CLARENCE,  DEARBORN,  MICHIGAN 
DENNIS  LEE,  MARYSVILLE,  HASHINGTON 
DONALD  STANLEY,  ST.  PAUL,  MINNESOTA 
EARL  HAYNE,  STOCKTON,  CALIFORNIA 
EDGAR  R,  KEY  HEST,  FLORIDA 
GARY  G,  HAUSAU,  HISCONSIN 
GERALD  HAYNE,  MEMPHIS,  TENNESSEE 
GREG  IRWIN,  APPLETON,  HISCONSIN 
JAMES  CARTER,  SANTA  BARBARA,  CALIFORNIA 
JAMES  RAYMOND,  SMITHFIELD,  NORTH  CAROLINA 
JOHN  EMIL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  H.,  JR.,  DARLINGTON,  SOUTH  CAROLINA 
JOHN  HILLIAM,  III,  JUNCTION  CITY,  OREGON 
LARRY  JOE,  HEATHERFORD,  TEXAS 
LESTER  STEPHEN,  PALOS  HILLS,  ILLINOIS 
RAYMOND  H.,  OAK  PARK,  ILLINOIS 
RICHARD  ALLEN,  WENATCHEE,  HASHINGTON 
RICHARD  E,  OGDEN,  UTAH 
ROGER  I,  COUNCIL  BLUFFS,  IOHA 
ROGER  LEE,  ELKO,  NEVADA 
ROLAND  HILBERT,  ORANJESTAD,  ARUBA 
STEVEN  LEE,  CHICAGO,  ILLINOIS 
THOMAS  A.,  MADISON,  HISCONSIN 
THOMAS  FRANCIS,  DETROIT,  MICHIGAN 
TRACY  EDHARD,  CONROE,  TEXAS 
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PETERSON 
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tt  PETGEN,  DAVID  J,  INDIANAPOLIS,  INDIANA 
PETRACCO,  PETER  A,  BOCA  RATON,  FLORIDA 
PETRASH,  JULIUS  ROY,  BRENHAM,  TEXAS 

It   PETRECCA,  RONALD  JOSEPH,  BALTIMORE,  MARYLAND 

*  PETREE,  LINDA  KAY,  MIDLAND,  TEXAS 

PETRENCSIK,  RICHARD  ALLEN,  CLEVELAND,  OHIO 
PETRES,  JAMES  LESLIE,  NORTHVILLE,  MICHIGAN 
PETRI,  JOSEPH  LEO,  JR,  HHEELING,  HEST  VIRGINIA 
PETRINI,  EDHARD  KEITH,  MAYS  LANDING,  NEH  JERSEY 

It   PETRO,  PAUL,  HAILUKU,  MAUI,  HAHAII 

PETROCCHI,  RONALD  DAVID,  SR,  JOHNSTON,  RHODE  ISLAND 

PETROGLOU,  JAMES,  ST  AUGUSTINE,  FLORIDA 

PETROSKY,  RAYMOND  HILLIAM,  NEH  PORT  RICHEY,  FLORIDA 

PETROVIC,  JOHN  E,  MANVILLE,  NEH  JERSEY 

PETROVICH,  ROBERT  S,  CAPE  CORAL,  FLORIDA 

tt   PETRUCELLE,  JOSEPH  E.,  HUNTINGTON,  INDIANA 
PETRUSKY,  ALLAN  JOHN,  LIBERTYVILLE,  ILLINOIS 
PETRUZZIELLO,  JAMES  V.,  PISCATAHAY,  NEH  JERSEY 
PETRY,  CARL  E.,  COLORADO  SPRINGS,  COLORADO 
PETTIJOHN,  GARY  HALL,  TOPEKA,  KANSAS 
PETTINE,  CARMEN  DANIEL,  NORRISTOHN,  PENNSYLVANIA 
PETTIT,  DEBORRAH  DENISE,  DEKALB,  ILLINOIS 
PETTIT,  MARK,  TUCSON,  ARIZONA 

PETTUS,  HERBERT  HOHARD,  LOS  ANGELES,  CALIFORNIA 
PETTYJOHN,  BOYD  G,  LITTLE  ROCK,  ARKANSAS 
PETTYS,  CHARLES  MERRITT,  AVON  LAKE,  OHIO 
PETZ,  DENNIS  ALBERT,  MINEOLA,  NEH  YORK 
PETZ,  STANLEY  EUGENE,  MANTECA,  CALIFORNIA 
PEUGH,  DHIGHT  BRIAN,  LAHRENCEVILLE,  GEORGIA 
PEVA,  JAMES  R,  INDIANAPOLIS,  INDIANA 
PEVERLY,  HILLIAM  JOHN,  EAST  SYRACUSE,  NEH  YORK 
PEYTON,  JESSE  D,  III,  HOUSTON,  TEXAS 
PEZZELLE,  BRUCE  B,  MONESSEN,  PENNSYLVANIA 
PEZZUTO,  DONALD  JOSEPH,  CHICAGO,  ILLINOIS 
PFEFFERLI,  PETER  H,  ZURICH,  SHITZERLAND 
PFEIFER  ROJAS,  GUSTAVO  ANDRES,  SANTIAGO,  CHILE 
PFEIFFER,  RONALD  FRANK,  RICHMOND  HEIGHTS,  MISSOURI 
PFEIL,  HILLIAM  THOMAS,  LIVE  OAK,  FLORIDA 
PFISTERER,  VIRGIL  L.,  CANTON,  OHIO 
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186 
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44  tt 
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67  tt 
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81 
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85 
183 
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123 
145 

93 
108 
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141 

92 
167 
141 
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191 
154 
172 
188 
145 
178 
157 

69  It 
138 

98 
172 

97  tt 
178 
141 

33  tt 
100  tt 
147 

93 
177 
159 

83 
111 

82 
169 
168  # 
190 
178 
162 

94  tt 
171 
199 
107  tt 
126  tt 
191 
119 
180 
116 

98  # 
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PHELAN, 
PHELAN, 
PHELAN, 
PHELAN, 


PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 
PHELPS, 


PFLIEGER,  PATRICIA  ANN,  HASHINGTON,  DISTRICT  OF  COLUMBI 
PFORTMILLER,  HAROLD  E.,  ELGIN,  ILLINOIS 
PFOST,  NEIL  E.,  COLDHATER,  MICHIGAN 
PFOTENHAUER,  GEORGE  HENRY,  DOLTON,  ILLINOIS 
PHALEN,  MICHAEL  EDHARD,  PLEASANT  HILL,  CALIFORNIA 
PHANG  CHEOH  HOCK,,  SINGAPORE,  SINGAPORE 
PHEIL,  MICHAEL,  LA  GRANGE,  GEORGIA 
PHELAN,  ERNEST  CHARLES,  PORTLAND,  OREGON 
JAMES,  RENTON,  HASHINGTON 
JAMES  PATRICK,  CHICAGO,  ILLINOIS 
JOSEPH  GLENNON,  LAKE  ST.  LOUIS,  MISSOURI 
JOYCE  ANN,  MELBOURNE,  AUSTRALIA 
PHELAN,  MARTIN  JOHN,  ALAMO  HEIGHTS,  TEXAS 
PHELAN,  MICHAEL  HUGH,  MELBOURNE,  AUSTRALIA 
BILLY  RAY,  JR,  RICHMOND,  CALIFORNIA 
CHARLES  H,  BRYAN,  TEXAS 

CLYDE  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ELLIOTT  CARLTON,  JR,  AURORA,  COLORADO 
JAMES  STEPHEN,  JACKSON,  TENNESSEE 
PENNY  MARIE,  BAY  CITY,  MICHIGAN 
PHETSIRI,  AMNOUY,  BANGKOK,  THAILAND 
PHETTEPLACE,  GEORGE  H,  JR,  ORLANDO,  FLORIDA 
PHIFER,  GEORGE  A.,  AUSTIN,  TEXAS 
PHIFER,  HENDA  D,  ATLANTA,  GEORGIA 
PHILBERT,  JAMES  ANTHONY,  PORT  OF  SPAIN,  TRINIDAD 
PHILBIN,  JOHN  FRANCIS,  NEH  YORK,  NEW  YORK 
PHILBY,  FRED  C. ,  LOUISVILLE,  KENTUCKY 
PHILIPP,  PAUL  MARK,  AUSTIN,  MINNESOTA 
PHILIPPS,  DAVID  KLINE,  GREECE,  NEH  YORK 
PHILIPS,  HARRY  J,  JR,  BATON  ROUGE,  LOUISIANA 
PHILLEY,  MICHAEL  PITTMAN,  HORN  LAKE,  MISSISSIPPI 
PHILLIPS,  AMY  ELIZABETH,  HASHINGTON,  DISTRICT  OF  COLUMB 
CHARLES  BROADUS,  SR,  REIDSVILLE,  NORTH  CAROLI 
D.  P.,  UNION  CITY,  TENNESSEE 
DANIEL  HILSON,  JR,  BANGOR,  HASHINGTON 
DEAN  R.,  GIG  HARBOR,  HASHINGTON 
PHILLIPS,  DURELL  BOBBITT,  FORT  MYERS,  FLORIDA 
PHILLIPS,  EDGAR  LORN,  FILLMORE,  UTAH 

EMMETT  H.,  BAINBRIDGE,  GEORGIA 
FRANK,  JR,  GRAMBLING,  LOUISIANA 
FRED,  JOHNSON  CITY,  TENNESSEE 
GARY  HILLIAM,  LEE'S  SUMMIT,  MISSOURI 
PHILLIPS,  GRAFTON,  BRIDGETOWN,  BARBADOS 
PHILLIPS,  J  MARVIN,  JR,  TALLAHASSEE,  FLORIDA 
J.  PAUL,  TALLAHASSEE,  FLORIDA 
JAMES  ALLEN,  JR.,  LOUISVILLE,  KENTUCKY 
JAMES  D.,  TARRANT,  ALABAMA 
JAMES  RAYMOND,  HARREN,  OHIO 
JOHN  DAVID,  EXETER,  ENGLAND 
JOHN  SAMUEL,  JACKSONVILLE,  NORTH  CAROLINA 
JOHN  WARREN,  ANN  ARBOR,  MICHIGAN 
JOHN  HENDELL,  JR,  MOBILE,  ALABAMA 
JOSEPH  M,  JR,  GILROY,  CALIFORNIA 
KENNITH  R,  FORT  PAYNE,  ALABAMA 
LARRY  R,  BIRMINGHAM,  ALABAMA 
LEE  P.,  RALEIGH,  NORTH  CAROLINA 
LEWIS  LEE,  JR,  SANIBEL,  FLORIDA 
R.  BRUCE,  HOLMDEL,  NEH  JERSEY 
RICHARD  JAY,  VANCOUVER,  WASHINGTON 
ROBERT  DAVID,  JR,  HASHINGTON,  DISTRICT  OF  COL 
PHILLIPS,  RONALD  DEXTER,  FORT  LEAVENHORTH,  KANSAS 
PHILLIPS,  RONNIE  DEAN,  THOMASVILLE,  NORTH  CAROLINA 
PHILLIPS,  ROY  GENE,  CHATTANOOGA,  TENNESSEE 

STEVEN  JOHN,  LAKE  ZURICH,  ILLINOIS 
THOMAS  FRANKLIN,  LEE'S  SUMMIT,  MISSOURI 
THOMAS  MARTIN,  HAILUKU,  MAUI,  HAHAII 
TOBIAS  CLARENCE,  RADFORD,  VIRGINIA 
TOMMIE  EARL,  RICHMOND,  CALIFORNIA 
VERNON  RUSSELL,  ST.  PAUL,  MINNESOTA 
WILLIE  HERMAN,  ATLANTA,  GEORGIA 
HINFORD  E,  SPRINGDALE,  ARKANSAS 
PHILP,  GARY  SHELDON,  EUREKA,  CALIFORNIA 
PHILPOT,  MYNOR  D,  JR,  AUGUSTA,  GEORGIA 
PHILPOTT,  BRUCE  GARDINER,  ROCHESTER,  NEH  YORK 
PHIPPS,  DENNIS  MICHAEL,  HOODBRIDGE,  CONNECTICUT 
PHIPPS,  ERNEST  F.,  RICHMOND,  CALIFORNIA 
PHIPPS,  JOHN  R,  YUMA,  ARIZONA 
PHIPPS,  JOSEPH  EDHARD,  HONOLULU,  HAWAII 
PHOENIX,  JOHN  N.,  CAMDEN,  NEH  JERSEY 
PHOONKEAO,  SAROJ,  BANGKOK,  THAILAND 
PHOSREE,  WICHEAN,  BANGKOK,  THAILAND 
PHOTHA,  VICHIAN,  BANGKOK,  THAILAND 
PHUNGSUNTHORN,  CHIRAPHAN,  BANGKOK,  THAILAND 
PHUPANICH,  KOVID,  BANGKOK,  THAILAND 
PIAGENTINI,  RICHARD  JOE,  WAUKESHA,  HISCONSIN 
PIALORSI,  JOHN  CARL,  JACKSONVILLE,  FLORIDA 
PIANOHSKI,  JAMES  JOSEPH,  TOHSON,  MARYLAND 
PIASECKI,  JOHN  ANTHONY,  JR,  PITTSBURGH,  PENNSYLVANIA 
PIASTRO,  PAUL  RUPERT,  POUGHKEEPSIE,  NEH  YORK 
PIAWLOCK,  STANLEY  J.,  PORTLAND,  MAINE 

PICA,  JOSEPH  MICHAEL,  JR,  PRINCETON  JUNCTION,  NEH  JERSE 
PICANOL,  JAIME  RAUL,  MIAMI,  FLORIDA 
PICARD,  HOHARD  J,  GALVESTON,  TEXAS 
PICARIELLO,  RICHARD  GABRIEL,  RAMSEY,  NEH  JERSEY 
PICCIONI,  ROBERT  LOUIS,  MESQUITE,  TEXAS 
PICENO,  EDWARD,  SANTA  BARBARA,  CALIFORNIA 
PICHETTE,  DAVID  JOHN,  FOND  DU  LAC,  HISCONSIN 
PICKARD,  SARAH  A,  HONOLULU,  HAHAII 
PICKARD,  THOMAS  L,  JR,  HONOLULU,  HAHAII 
PICKARSKI,  JOHN  EDHARD,  SPRINGFIELD,  OHIO 
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PICKENS.  JOHN  LOUIS  -  POLIO,  JOHN  V. 
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PICKETT, 
PICKETT, 
PICKETT, 
PICKETT, 
PICKETT, 


PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 
PIERCE, 


PIERSON, 
PIERSON, 
PIERSON, 
PIERUCCI 


PICKENS,  JOHN  LOUIS,  ST.  LOUIS,  MISSOURI 
PICKENS,  MONTE  LEE,  FORT  CARSON,  COLORADO 
PICKENS,  TROY  SAMUEL,  JR ,  HATTIESBURG,  MISSISSIPPI 
PICKERING,  DAVID  HILLIAM,  CAPE  ELIZABETH,  MAINE 
PICKERT,  DONALD  LEO,  TOPEKA,  KANSAS 

DONALD  E.,  JACKSONVILLE,  FLORIDA 
G  MICHAEL,  MEADOHS,  TEXAS 
LAVERNE  F,  ROCKFORD,  ILLINOIS 
MICHAEL  DENNIS,  HASHINGTON,  DISTRICT  OF  COLUMB 
PHIL  L. ,  NORHALK,  OHIO 
PICKETT,  HALTER,  MOBILE,  ALABAMA 
PICKMAN,  RONALD  EUGENE,  GOODLAND,  KANSAS 
PICOU,  BENJAMIN  ROY,  CHESTER,  ILLINOIS 
PIDGEON,  KENNETH  ROBERT,  GLENHOOD  SPRINGS,  COLORADO 
PIEL,  BRUCE,  NEH  YORK,  NEH  YORK 
PIERCE,  ADELBERT  A,  SACRAMENTO,  CALIFORNIA 
PIERCE,  ARTHUR  FRANCIS,  ALBANY,  NEH  YORK 
PIERCE,  BOBBY  GENE,  HAMPTON,  VIRGINIA 
PIERCE,  DARRYL  LEE,  INDIANAPOLIS,  INDIANA 
PIERCE,  DONALD  GRANT,  BELLINGHAM,  HASHINGTON 
HERBERT  KENT,  LEHISTOHN,  ILLINOIS 
JAMES  RICHARD,  HINCHESTER,  MASSACHUSETTS 
LEROY  V.,  SOMERVILLE,  MASSACHUSETTS 
LOREN  D,  SANTA  CLARA,  CALIFORNIA 
RAYMOND  JOHN,  HONG  KONG,  HONG  KONG 
RICHARD  GUY,  FRESNO,  CALIFORNIA 
ROBERT  EARL,  MERIDIAN,  MISSISSIPPI 
ROGER  FRANK,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
RONALD  HAYNE,  MORGANTOHN,  HEST  VIRGINIA 
RUSSELL  TERRENCE,  COLLEGE  PARK,  GEORGIA 
STEVEN  KEITH,  DAVIS,  CALIFORNIA 
THOMAS  MICHAEL,  CLAYTON,  MISSOURI 
TODD  ROBERT,  CAPE  MAY  COURT  HOUSE,  NEH  JERSEY 
PIERCE,  WILSON  HERBERT,  PALOS  HEIGHTS,  ILLINOIS 
PIERPOINT,  JAMES  HILLIAM,  JR,  HOLLISTER,  CALIFORNIA 
PIERRE,  HERVE  ROLAND,  CHOLET,  FRANCE 
PIERRON,  PETER  LEE,  DAYTON,  OHIO 
PIERS,  RONALD  EVERETT,  TORONTO,  CANADA 
PIERSANTE,  JOSEPH  GORDON,  ANN  ARBOR,  MICHIGAN 
PIERSOL,  FRANK  E.,  LOS  ANGELES,  CALIFORNIA 
DONALD  BERTIS,  CHEYENNE,  HYOMING 
THOMAS  R,  JR,  FORT  LEE,  NEH  JERSEY 
HILLIAM  ELIAS,  SR.,  MORRISTOHN,  NEH  JERSEY 
,  JOSEPH  ADOLF,  BELMONT,  CALIFORNIA 
PIERUCCINI,  HILLIAM  DAVID,  MOUNT  SHASTA,  CALIFORNIA 
PIESCHEK,  GARY  FRANCIS,  GREEN  BAY,  WISCONSIN 
PIESCHEK,  LEON  R,  GREEN  BAY,  HISCONSIN 
PIETRO,  LEO  A,  FAIRLAHN,  OHIO 
PIETROHSKI,  ROBERT  MARTIN,  CHICAGO,  ILLINOIS 
PIETRUCCI,  EMILIO  M,  JR,  CHESAPEAKE,  VIRGINIA 
PIETRZAK,  EDHARD  J.,  ELIZABETH,  NEW  JERSEY 
PIFER,  ROBERT  L.,  YPSILANTI,  MICHIGAN 
PIFFERINI,  ROBERT  M,  JR,  SAN  JOSE,  CALIFORNIA 
PIGORSCH,  LINDA  L,  MADISON,  WISCONSIN 
PIGORSCH,  ROBERT  L.,  MADISON,  WISCONSIN 
PIGOTT,  DONALD  E,  WINCHESTER,  MASSACHUSETTS 
PIGOTT,  HENRY  M. ,  JR.,  NEH  YORK,  NEW  YORK 
PIHLAK,  KAREN  TAMAR,  AZUSA,  CALIFORNIA 
PIKE,  GEORGE  ROBERT,  HINNIPEG,  CANADA 
PIKE,  ROBERT  E,  ALEXANDRIA,  VIRGINIA 
PIKE,  ROY  LEE,  BLOOMINGDALE,  GEORGIA 
PIKKA,  DAVID  HERBERT,  ROLLA,  MISSOURI 
PILANT,  STEPHEN  CHARLES,  SHERMAN,  TEXAS 
PILAT,  BETH  ANN,  TOLEDO,  OHIO 
PILAT,  VALENTINE,  TOLEDO,  OHIO 
PILCHER,  DON  M. ,  WICHITA  FALLS,  TEXAS 
PILE,  ROBERT  CLAIR,  FREMONT,  CALIFORNIA 
PILKINGTON,  GENE  BYRON,  TUSCALOOSA,  ALABAMA 
PILKINGTON,  MURRAY  WILLIAM,  POMONA,  CALIFORNIA 
PILLARD,  KURTIS  VERNE,  COLORADO  SPRINGS,  COLORADO 
PILLIFANT,  RUSSELL  LYNN,  SARASOTA,  FLORIDA 
PILLITTERI,  CORRADO,  CHIAVARI  GE,  ITALY 
PILLOH,  RICKEY  ALLEN,  LYNCHBURG,  VIRGINIA 
PIMOLSIRI,  SENI,  BANGKOK,  THAILAND 
PIMOLSRI,  CHALERMCHAI,  BANGKOK,  THAILAND 
PINDADO  MARTINEZ,  RAMON,  MADRID,  SPAIN 
PINEL  CALIX,  GUILLERMO  JUSTINO,  TEGUCIGALPA,  HONDURAS 
PINELLI,  ANTHONY  MARIO,  PRINCETON,  NEH  JERSEY 
PINI,  GENO  JOHN,  SANTA  CRUZ,  CALIFORNIA 
PINKSTON,  GARY  HAYNE,  DALLAS,  TEXAS 
PINNER,  ALBERT  J,  UPPER  DARBY,  PENNSYLVANIA 
PINO  ESPINOZA,  MAX  H,  SANTIAGO,  CHILE 
PINON,  CARLOS,  EL  PASO,  TEXAS 
PINSON,  CHARLES  ELDRED,  LANCASTER,  TEXAS 
PINTER,  HILLIAM  E,  EDISON,  NEW  JERSEY 
PINTO.  DALE  PATRICK,  SR,  UPPER  ST  CLAIR,  PENNSYLVANIA 
PIPER,  JOHN  L,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PIPKIN,  BYRON  KEITH,  SUNNYVALE,  CALIFORNIA 
PIPPIN,  JOHN,  OAKLAND,  CALIFORNIA 
PIQUERAS  DEL  RAY,  ANTONIO,  MADRID,  SPAIN 
PIRAINO,  JOSEPH  ARTHUR,  NEW  YORK,  NEW  YORK 
PIRES,  ANTHONY  J.,  PITTSFIELD,  MASSACHUSETTS 
PIROZZOLO,  JAMES  A,  ELMIRA,  NEH  YORK 
PIRTLE,  STEVEN  EDWARD,  SOUTHAVEN,  MISSISSIPPI 
PISANE,  RANDOLPH,  ELIZABETH,  NEH  JERSEY 
PISANO,  SAL,  PEORIA,  ILLINOIS 
PISCIA,  ROBERT  EDMUND,  FRANKFORT,  ILLINOIS 
PISCIOTTI,  RICHARD  J,  LYONS,  NEH  YORK 
PISCIOTTI,  THOMAS  ANTHONY,  AUBURN,  NEW  YORK 
PISKE,  ALLAN  EDWARD,  ELGIN,  ILLINOIS 
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PITTMAN, 


PITTS, 
PITTS, 
PITTS, 
PITTS, 


PLATT, 
PLATT, 
PLATZ, 
PLATZ, 


PISTILLI,  WILLIAM  ROBERT,  BLUE  BELL,  PENNSYLVANIA 
PITCHER,  RUDOLPH  A.,  JR.,  MONTEREY,  CALIFORNIA 
PITCOCK,  MICHAEL  GALE,  AUSTIN,  TEXAS 
PITKIN,  RUSSELL  F,  MARTINEZ,  CALIFORNIA 
PITRACHART,  SOMSAK,  BANGKOK,  THAILAND 
PITRUCHA,  HILLROY,  TEMPLE,  TEXAS 
PITTENGER,  GURNEY  KEVIN,  OMAHA,  NEBRASKA 
PITTER,  GORDON  EDWARD,  OROVILLE,  CALIFORNIA 
PITTMAN,  ENNIS  LEE,  BAINBRIDGE,  GEORGIA 

GARRY  LYN,  MANNHEIM,  FEDERAL  REPUBLIC  OF  GERMA 
H  MARVIN,  BARTOW,  FLORIDA 
KENNETH  WAYNE,  AUSTIN,  TEXAS 
LOREN  M.,  DETROIT,  MICHIGAN 
ROBERT  M,  GREENWOOD,  MISSISSIPPI 
,  ROYCE  JOHNSON,  WILSON,  NORTH  CAROLINA 
PITTMAN,  SIGNY  MAUREEN,  BURLINGTON,  CANADA 
PITTMAN,  HILLIAM  ROBERT,  JR,  BRUNSWICK,  GEORGIA 
PITTS,  CONNIE  H,  BIRMINGHAM,  ALABAMA 

GILBERT  LEE,  NORTH  LAS  VEGAS,  NEVADA 
OSCAR  L,  ROME,  GEORGIA 
WALLACE  E.,  GRIFFIN,  GEORGIA 
,  WILLIS  HOWARD,  MOBILE,  ALABAMA 
PITYINGER,  STEPHEN  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
PITZL,  WILLIAM  MICHAEL,  AUBURN,  WASHINGTON 
PITZMAN,  HERBERT  JOHN,  WOODSTOCK,  ILLINOIS 
PIUKKALA,  RODDY  ALVER,  BRAMPTON,  CANADA 
PIVERONAS,  ROBERT  EDWARD,  HILLSBOROUGH,  CALIFORNIA 
PIZZO,  VINCENT  ANTHONY,  NEW  YORK,  NEW  YORK 
PLAAG,  ROBERT  G.  ,  TRENTON,  NEW  JERSEY 
PLACE,  DAVID  THOMAS,  WHITE  SETTLEMENT,  TEXAS 
PLACK,  CHRISTIAN  JOHN,  SR,  MILFORD,  DELAWARE 
PLAGEMAN,  WILLIAM  A,  SANTA  CRUZ,  CALIFORNIA 
PLAGENS,  GREGORY  ROBERT,  TRENTON,  MICHIGAN 
PLAISANT,  ERIC,  LE  RAINCY,  FRANCE     „„.,,„, 
PLAISTED,  KERRY  P,  PORTSMOUTH,  NEW  HAMPSHIRE 
PLANT,  RICHARD  J.,  WEST  MILWAUKEE,  WISCONSIN   wTDrlUTA 
PLANTZ,  WILLIAM  DAVID,  SOUTH  CHARLESTON,  HEST  VIRGINIA 
PLASENCIA,  GALO  M. ,  QUITO,  ECUADOR 
PLATENKAMP,  TEUNIS,  THE  HAGUE,  NETHERLANDS 
PLATH,  DARYL  A.,  HASTINGS,  MINNESOTA 

FRANK,  JR,  ATHENS,  GEORGIA       ,,.„„„„ 
RICHARD  EVERETT,  FOSTER  CITY,  CALIFORNIA 
OTTO  P.,  BETHEL  PARK,  PENNSYLVANIA 
,  RAYMOND  FREDERICK,  BRISBANE,  AUSTRALIA 
PLAYER,  MICHAEL  WAYNE,  MYRTLE  BEACH,  SOUTH  CAROLINA 
PLEASANTS,  DAVID  LEE,  CHARLOTTESVILLE,  VIRGINIA 
PLEASANTS,  ROBERT  J.,  RALEIGH,  NORTH  CAROLINA 
PLEASANTS,  WILLIAM  WALTON,  DURHAM,  NORTH  CAROLINA 
PLEDL,  JOHN  JOSEPH,  MENOMONEE  FALLS,  WISCONSIN 
PLEMONS,  DONALD  RAY,  AUSTIN,  TEXAS 
PLEMONS,  RANDALL  LYNN,  WACO,  TEXAS 
FLETCHER,  THOMAS  G,  MIAMI,  FLORIDA 
PLEVELL,  JOHN  PAUL,  INVERNESS,  FLORIDA 
PLISZKA,  MICHAEL,  BUFFALO,  NEW  YORK 
PLITSCH,  JOHN  ANDREW,  MONCKS  CORNER,  SOUTH  CAROLINA 
PLOCK,  STEVEN  EUGENE,  OSWEGO,  ILLINOIS 
PLOEHN,  DECKER  PATRICK,  II,  BETTENDORF,  IOWA 
PLOMP,  WILLIAM,  LETHBRIDGE,  CANADA 
PLOTT,  LARRY  B,  BOISE,  IDAHO 
PLOTT,  LARRY  HUGH,  RUSSELLVILLE,  ALABAMA 
PLOTTS,  RAYMOND,  WALLINGFORD,  PENNSYLVANIA 
PLOUFFE,  LEO,  MONTREAL,  CANADA 

PLOWFIELD,  FREDERICK  B.,  LANCASTER,  PENNSYLVANIA 
PLUMLEE,  REX  ANTHONY,  GARLAND,  TEXAS 

CHARLES  C,  OAKLAND,  CALIFORNIA 
DENVER  PAUL,  LITTLE  ROCK,  ARKANSAS 
JACK  RICHARD,  ST.  LOUIS,  MISSOURI 
JOHN  PAUL,  ROSENBERG,  TEXAS 
,  THOMAS  MICHAEL,  CHARLOTTE,  NORTH  CAROLINA 
PLUNKETT,  CARROLL  LEE,  JEFFERSON  CITY,  MISSOURI 
POCHE,  RALPH  JOSEPH,  THIBODAUX,  LOUISIANA 
POCOCK,  GERALD  ALBERT,  WINDSOR,  CANADA 
POCOCK,  KEITH  OWEN,  HONOLULU,  HAWAII 
PODVRSIC,  ANDREJ,  LJUBLJANA,  SLOVENIA     IC„UTA 
POE,  CHARLES  ROBERT,  HUNTINGTON  BEACH,  CALIFORNIA 
POE  RICHARD  MICHAEL,  BLUEFIELD,  WEST  VIRGINIA 
POE,  WILLIAM  T,  BATON  ROUGE,  LOUISIANA 
POEHLMAN,  KENNETH,  SAN  FRANCISCO,  CALIFORNIA 
POEHLMAN,  MICHAEL  STUART,  OCEANSIDE,  CALIFORNIA 
POESCHEL,  RAYMOND  F,  OVERLAND,  MISSOURI 
POGGIONE,  WILLIAM  JOSEPH,  WILLIAMSBURG,  VIRGINIA 
POGUE,  OTIS  HARVIE,  JR.,  SANTA  CRUZ,  CALIFORNIA 
POHLMAN,  DONALD  ORIN,  NEENAH,  WISCONSIN 
POHLMAN,  JOHN  HENRY,  II,  BLUE  ASH,  OHIO 
POHLMAN,  SCOTT  ALAN,  COLUMBUS,  OHIO 
POHLMANN,  JAMES  JOHN,  CHALMETTE,  LOUISIANA 
POINDEXTER,  ROBIN  LYNN,  INDIANAPOLIS,  INDIANA 
POINDEXTER,  RONALD  M,  TALLAHASSEE,  FLORIDA 
POINIER,  DAVID  N. ,  SAN  ANTONIO,  TEXAS 
POINTS,  DAVE  ALLEN,  OMAHA,  NEBRASKA 
POIRIER,  RICHARD  PAUL,  ANOKA,  MINNESOTA 
POISSON,  MICHAEL  GLENN,  CANANDAIGUA,  NEW  YORK 
POITRAS,  WARREN  EDWARD,  JR,  CARMEL,  CALIFORNIA 
POJER,  GEORGE  R.,  YONKERS,  NEW  YORK 
POKLUDA,  VINCENT  STEVEN,  EL  PASO,  TEXAS 
POLAK,  ANDREW  JOSEPH,  HUDSON,  NEW  HAMPSHIRE 
POLENSKY,  RAYMOND,  FERGUS  FALLS,  MINNESOTA 
POLICARO  FRANK,  JR,  BEAVER,  PENNSYLVANIA 
POLING,  STEPHEN  EUGENE,  AURORA,  OHIO 
POLIO,  JOHN  V.,  BRAINTREE,  MASSACHUSETTS 
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POLIO,  JOSEPH  RALPH  -  PRASOMTHONG,  HINAI 
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POLLITT, 
POLLOCK, 
POLLOCK, 
POLLOCK, 
POLLOCK, 


POLIO,  JOSEPH  RALPH,  NEH  HAVEN,  CONNECTICUT 
POLIS,  HARRY  JOHN,  FOREST  HEIGHTS,  MARYLAND 
POLISAR,  JOSEPH  MICHAEL,  ALBUQUERQUE,  NEH  MEXICO 
POLISKIE,  MICHAEL  KENNETH,  BLOOMINGTON,  INDIANA 
POLITIS,  M.  N.,  LITTLE  ROCK,  ARKANSAS 
POLK,  BOBBY  BARRI,  OMAHA,  NEBRASKA 

EDHIN  M.,  EAST  CLEVELAND,  OHIO 
HOHARD  ANTHONY,  INDIANAPOLIS,  INDIANA 
JAMES  GREGORY,  BERKELEY,  CALIFORNIA 
JAMES  HILBUR,  CHICAGO,  ILLINOIS 
LLOYD  CALVIN,  AUSTIN,  TEXAS 
POLLAK,  STEPHEN  JOHN,  MOKENA,  ILLINOIS 
POLLARD,  KEVIN  PETER,  HAMILTON,  NEH  JERSEY 
POLLARD,  RUSSELL  EDHIN,  CHEYENNE,  HYOMING 
POLLEI,  JON  R,  ST  GEORGE,  UTAH 

POLLICK,  RANDY  ALAN,  STATE  COLLEGE,  PENNSYLVANIA 
GEORGE  FREDERICK,  ANCHORAGE,  ALASKA 
BRUCE  STEVEN,  PAH  PAH,  MICHIGAN 
DENNIS  HAYNE,  THOMASVILLE,  GEORGIA 
MITCHELL  THOMAS,  MEXICO  BEACH,  FLORIDA 
ROBERT  DAVID,  IDAHO  FALLS,  IDAHO 
POLLUTRO,  ROCCO  MICHAEL,  CLEVELAND,  OHIO 
POLNAR,  GEORGE  HALTER,  MONROEVILLE,  PENNSYLVANIA 
POLHORT,  ERNEST  N.,  ENID,  OKLAHOMA 
POLZIN,  RICHARD  VERNON,  RACINE,  HISCONSIN 
POMAGER,  RICHARD  ANTHONY,  J,  FORT  MONROE,  VIRGINIA 
POMEROY,  MARTIN  HENRY,  III,  LOS  ANGELES,  CALIFORNIA 
POMEROY,  ROBERT  JUDE,  PLYMOUTH,  MASSACHUSETTS 
POMRENKE,  RUSS  J,  GAINESVILLE,  GEORGIA 
POND,  EUGENE  M. ,  HICHITA,  KANSAS 
PONDER,  BENJAMIN,  JR,  FORSYTH,  GEORGIA 
PONESSA,  HILLIAM  V.,  KANSAS  CITY,  MISSOURI 
PONGCHAREON,  PAIRAT,  BANGKOK,  THAILAND 
PONGRACZ,  CHARLES  III,  AKRON,  OHIO 
PONTARELLI,  JOSEPH  ROBERT,  EXTON,  PENNSYLVANIA 
PONTE,  TODD  RICHARD,  MIDLAND,  MICHIGAN 
PONTES,  JORGE  BARBOSA,  RIO  DE  JANEIRO,  BRAZIL 
PONTIOUS,  LARRY  G. ,  CIRCLEVILLE,  OHIO 
PONTIOUS,  ROBERT  HUGH,  DES  MOINES,  IOHA 
PONTON,  HILLIAM  ROY,  JR,  HASHINGTON,  DISTRICT  OF  COLUMB 
PONTY,  FRED  C. ,  PORT  CHESTER,  NEH  YORK 
POOLE,  HENRY  L.,  RALEIGH,  NORTH  CAROLINA 
POOLE,  STEVEN  EDHARD,  JACKSONVILLE,  ILLINOIS 
POOR,  FREDDIE  LEE,  GALVESTON,  TEXAS 
POORE,  KENNETH  C,  GEORGE  TOHN,  KENTUCKY 
POOS,  LYNN  EDWIN,  JR,  LOS  ANGELES,  CALIFORNIA 
POPCHEFF,  MICHAEL,  INDIANAPOLIS,  INDIANA 
POPE,  BRADLEY  LEE,  MARIETTA,  GEORGIA 

CLIFFORD  GERALD,  KIRKHOOD,  MISSOURI 
DAVID  FRANKLIN,  LOUISVILLE,  KENTUCKY 
DON  REYNARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DONALD  BUFORD,  PASCAGOULA,  MISSISSIPPI 
EDHARD  JOSEPH,  SCHAUMBURG,  ILLINOIS 
JAMES  JOHN,  REDDING,  CALIFORNIA 
JOHN  FREDERICK,  JR,  PHOENIX,  ARIZONA 
RAYMOND  S.,  TOPEKA,  KANSAS 
STANLEY  DAVID,  MINDEN,  NEVADA 
WALLACE,  BELLEVILLE,  ILLINOIS 
HILLIAM  H,  JR,  PASCAGOULA,  MISSISSIPPI 
POPECK,  ROBERT  A,  BATAVIA,  ILLINOIS 
POPERNIK,  RICHARD  M,  OXFORD,  MISSISSIPPI 
POPP,  ALAN  VICTOR,  STREAMWOOD,  ILLINOIS 
POPP,  STANLEY  W. ,  MANSFIELD,  OHIO 
POPPE,  RICHARD  R.,  BISMARCK,  NORTH  DAKOTA 
POPPELL,  HUGH  DONALD,  PERRY,  FLORIDA 
POPPLEWELL,  ROBBIE  ALAN,  SHEPHERDSVILLE,  KENTUCKY 
POPWELL,  JERRY  P,  OPELIKA,  ALABAMA 
PORCH,  CHARLES  ANTHONY,  MILLVILLE,  NEH  JERSEY 
PORE,  LARRY  WAYNE,  ORANGE,  CALIFORNIA 
PORRECA,  ROBERT  LYSLE,  CHAPEL  HILL,  NORTH  CAROLINA 
PORRETTA,  SALVADORE,  JR,  BURBANK,  CALIFORNIA 
PORRETTA,  VITTORIO,  SENECA  FALLS,  NEH  YORK 
PORT,  STEPHEN  RICHARD,  HAHTHORNE,  CALIFORNIA 
PORTALATIN,  RAMON,  ABILENE,  TEXAS 
PORTEOUS,  NORMAN  H,  TRUMBULL,  CONNECTICUT 
PORTER,  ARLEIGH  RAY,  JR,  STURGEON  BAY,  HISCONSIN 
CARL  E.,  MAPLEWOOD,  MISSOURI 
CLIFTON  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CLINT  MATTHEH,  EL  PASO,  TEXAS 
DEAN  FREDRICK,  CORUNNA,  MICHIGAN 
DONALD  E,  OAKHOOD,  OHIO 
DONALD  W.,  BOUNTIFUL,  UTAH 
DOUGLAS  DON,  RICHMOND,  MISSOURI 
EARL  C.j  POPLAR  BLUFF,  MISSOURI 
PORTER,  EDGAR  KENNETH,  JR,  INDEPENDENCE,  KENTUCKY 
PORTER,  JOSEPH  AUSTIN,  PITTSBURG,  CALIFORNIA 
LESTANT  KEITH,  COTTONHOOD,  ARIZONA 
LOHELL  MICHAEL,  OLYMPIA,  WASHINGTON 
MERVYN  HENRY,  TORRANCE,  CALIFORNIA 
PAUL,  RANDOLPH,  MASSACHUSETTS 
RALPH  RAYMOND,  JR,  FLORENCE,  SOUTH  CAROLINA 
PORTER,  RONNEY  RAY,  ROSHELL,  NEH  MEXICO 
PORTER,  RUSSELL  MARK,  DES  MOINES,  IOWA 
PORTER,  RUSSELL  V.,  PORTSMOUTH,  VIRGINIA 
PORTER,  SAMUEL  G. ,  BALBOA  HEIGHTS,  CANAL  ZONE 
PORTERFIELD,  ARNOLD  G. ,  BLUEFIELD,  HEST  VIRGINIA 
PORTESI,  LOUIS  VINCENT,  JR,  LOS  ANGELES,  CALIFORNIA 
PORTILLA  ROMO,  WILSON  OMAR,  BOGOTA,  COLOMBIA 
PORTZ,  ROBERT  ANDERSON,  NORTH  MIAMI,  FLORIDA 
POSEY,  A.  L.,  ATLANTA,  GEORGIA 


POPE, 
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PORTER, 
PORTER, 
PORTER, 
PORTER, 
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33  tt 

97  tt 

50  * 
127 

33  tt 
162 
198 
139 
162 
157 
131  * 
115 
151 

96  tt 
167 
104  tt 
103  tt 

60  tt 

99 
187 

91  * 
114 
106 

42  tt 

23  tt 
123 
163 
189 
189 
145 
151 
132 
123 
199 
182 
194 
121 
199 
171 

121  tt 
196 
123  tt 
102  tt 
150 
130 
179 
139 
182 
142  tt 
123 

99  tt 
104 

122  * 
126 

56  tt 
137  # 
164 
164 
178 
196 
171 
114  tt 
191 
178 
177 
136 

81  tt 
190 

59  tt 
146 

90  tt 
115 
183  tt 
150 
154 
175 

80  tt 
165 

90  tt 
198 

69  tt 
100  * 
155 
146  tt 

94 

70  tt 
134 
107 
122 
181 
179 
142 
185 
158 

78  tt 
102  * 

91  tt 
98  tt 
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97 


POST, 
POST, 
POST, 
POST, 
POST, 
POST, 


POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 
POTTER, 


POTTS, 
POTTS, 
POTTS, 
POULIN, 


POSEY,  HARRY  T.,  HOMEHOOD,  ALABAMA 
POSEY,  LEO  E,  EL  CAJON,  CALIFORNIA 
POSEY,  MILFORD  M. ,  JASPER,  ALABAMA 
POSEY,  THOMAS  EDHIN,  SIKESTON,  MISSOURI 
POSHEPNY,  JOSEPH  CHARLES,  MILWAUKEE,  HISCONSIN 
POSIEGE,  PETRA,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
POSLUSZNY,  DANIEL  ANTHONY,  LAHRENCEVILLE,  NEW  JERSEY 
POSMA,  LEE  ALLYN,  GRAND  HAVEN,  MICHIGAN 
POST,  GARY  MICHAEL,  EAST  LANSING,  MICHIGAN 
JOANNE  LEE,  DETROIT,  MICHIGAN 
KENNETH  HAYNE,  KINGSTON,  NEW  YORK 
LEONARD  W.,  SALIDA,  COLORADO 
MICHAEL  STANLEY,  GLENDALE,  CALIFORNIA 
RICHARD  A,  BLOOMINGTON,  INDIANA 
HILLIAM  HOLMAN,  HICKORY,  NORTH  CAROLINA 
POSTLE,  MICHAEL  S,  MINNEAPOLIS,  MINNESOTA 
POSTLEWAIT,  JOHN  H,  CLARION,  PENNSYLVANIA 
POSTON,  ROGER  E,  FLORENCE,  SOUTH  CAROLINA 
POTIER,  CHARLES  J.,  TORONTO,  CANADA 
POTOCAR,  JOSE  PEDRO,  BUENOS  AIRES,  ARGENTINA 
POTTER,  ANTHONY  N,  JR,  YORK,  PENNSYLVANIA 
GARY  G.,  OAK  PARK,  ILLINOIS 
GEORGE  A,  COLUMBUS,  GEORGIA 
GEORGE  JOSEPH,  MENLO  PARK,  CALIFORNIA 
HAROLD  S.,  MONTPELIER,  VERMONT 
JAMES  EDHARD,  JACKSONVILLE,  ILLINOIS 
JAMES  KENNETH,  HUTCHINSON,  KANSAS 
JAMES  MICHAEL,  SALT  LAKE  CITY,  UTAH 
JOHN  ALBERT,  SOUTHINGTON,  CONNECTICUT 
PHILIP  KEITH,  PIQUA,  OHIO 
ROBERT  SAMUEL,  SURREY,  ENGLAND 
WALTER  MARSHALL,  SAUSALITO,  CALIFORNIA 
POTTIER,  PAUL  JOSEPH,  OTTAHA,  CANADA 
POTTS,  DOUGLAS  PAUL,  JOHNSON  CITY,  NEW  YORK 
GEORGE  EDWARD,  REDMOND,  HASHINGTON 
GREG  ARLEN,  DUBLIN,  OHIO 
JIMMIE  RAND,  SR,  TENNENT,  NEW  JERSEY 
CRAIG  ARTHUR,  AUGUSTA,  MAINE 
POULIN,  RONALD  DAVID,  MESA,  ARIZONA 
POULOS,  WILLIAM  LAMBERT,  SUMTER,  SOUTH  CAROLINA 
POULSON,  EDWARD  IVEN,  OAKLAND,  CALIFORNIA 
POULTON,  RONALD  LOY,  DELAWARE,  OHIO 
POUNDERS,  PHILLIP  L.,  SAN  BERNARDINO,  CALIFORNIA 
POUNDS,  PHILLIP  BURTON,  LOS  ANGELES,  CALIFORNIA 
POVEY,  KEITH,  HUMBERSIDE,  ENGLAND 
POVEY,  PHILIP  FRANCIS,  II,  IRVINE,  CALIFORNIA 
POHELL,  ALVIE  L,  JR,  JACKSONVILLE,  FLORIDA 
BARRY,  BALTIMORE,  MARYLAND 
BRUCE  EDHARD,  CHICAGO,  ILLINOIS 
BRUCE  WILLIAM,  MANHATTAN  BEACH,  CALIFORNIA 
CLIFFORD  R,  SAN  DIEGO,  CALIFORNIA 
DONALD  G.,  GAINESVILLE,  FLORIDA 
EVERETT  LEROY,  LANCASTER,  TEXAS 
JACK  ALLEN,  ROANOKE,  VIRGINIA 
JAMES  M.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JERRY  THOMAS,  ALBUQUERQUE,  NEH  MEXICO 
JIMMIE  EDWARD,  DAYTONA  BEACH,  FLORIDA 
JOHN  ROBERTS,  CHEYENNE,  HYOMING 
MARY  L,  READING,  PENNSYLVANIA 
MICHAEL  NORMAN,  COLUMBUS,  OHIO 
MICHAEL  STEPHEN,  ST.  CHARLES,  MISSOURI 
MICHAEL  W.,  OCEAN  CITY,  NEH  JERSEY 
RALPH  WILLIAM,  BOISE,  IDAHO 
ROCCO  HILLIAM,  JR,  GREENWICH,  CONNECTICUT 
SAMUEL  DALE,  CHEYENNE,  HYOMING 
THOMAS  JAY,  KENNER,  LOUISIANA 
HALTER  G,  COLUMBIA,  SOUTH  CAROLINA 
HILLIAM,  ANNAPOLIS,  MARYLAND 
WILLIAM  EDGAR,  PALM  BEACH,  FLORIDA 
HILLIAM  J,  SAN  JUAN  CAPISTRANO,  CALIFORNIA 
HILLIAM  M.,  SALEM,  OREGON 
HILLIAM  V,  GENESEO,  NEH  YORK 
POHER,  JOHNNIE  MCALASTER,  DAYTONA  BEACH,  FLORIDA 
POWER,  ROGER  DALE,  HAYWARD,  CALIFORNIA 
POWERS,  ANDY  PARKER,  CHESAPEAKE,  VIRGINIA 

DAVID  JOHN,  LOS  ANGELES,  CALIFORNIA 
DONALD  R,  FRANKFORT,  KENTUCKY 
HOHARD  L,  EAST  LANSING,  MICHIGAN 
JAMES  F.,  BUFFALO,  MINNESOTA 
POHERS,  LEO  OTIS,  DETROIT,  MICHIGAN 
POHERS,  LEON  G,  GREENVILLE,  TEXAS 

LYLE  A.,  JR.,  NEHTON,  KANSAS 
MICHAEL  JOHN,  CORUNNA,  MICHIGAN 
MICHAEL  JOHN,  LAKEPORT,  CALIFORNIA 
REED  M,  PALOS  HEIGHTS,  ILLINOIS 
ROBERT  E,  CAMILLUS,  NEH  YORK 
ROBERT  ROY,  JR,  DETROIT,  MICHIGAN 
RODNEY  J.,  SARATOGA  SPRINGS,  NEH  YORK 
THOMAS  FRANCIS,  III,  KEENE,  NEH  HAMPSHIRE 
WILLIAM  JOSEPH,  JR,  FRAMINGHAM,  MASSACHUSETTS 
POWLOVICH,  THOMAS  A,  HILLISTON,  VERMONT 
POYTHRESS,  STEVE  ALGIN,  TACOMA,  WASHINGTON 
POZUN,  ANTHONY  LOUIS,  MINEOLA,  NEW  YORK 
PRACH,  MARK  THOMAS,  MORRISTOHN,  NEH  JERSEY 
PRAIS,  BERNARD  M. ,  LAKE  FOREST,  ILLINOIS 
PRAJANURAKS,  THASANAI ,  BANGKOK,  THAILAND 
PRAMIK,  RUDOLPH  P.,  BARBERTON,  OHIO 
PRANGE,  DONALD  H,  TWINSBURG,  OHIO 
PRASATTONGOSOTH,  VISANU,  BANGKOK,  THAILAND 
PRASOMTHONG,  HINAI,  BANGKOK,  THAILAND 
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POWERS, 
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PRASSER,  ROBERT  DANIEL  -  PURDY,  DAVID  HILSON 
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70 
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81 

150 
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39 

126 
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181 

57 

78 

35 
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73 
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74 

94 

126 
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143 

141 

135 
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182 

121 

169 

91 
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141 
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139 

86 

183 
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153 
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PRATT, 
PRATT, 
PRATT, 
PRATT, 
PRATT, 
PRATT, 


PREHPOOTI,  PEERAPHAN, 
PRENDERGAST,  CHARLES 
PRENDERGAST,  MICHAEL 
PRENDERGAST,  THOMAS, 


PRENTICE, 
PRENTISS, 
PRENTISS, 
PRESCOTT, 
PRESCOTT, 
PRESCOTT, 


PRASSER,  ROBERT  DANIEL,  HONOLULU,  HAHAII 

PRATE,  RONALD  FRANCIS,  ROCHESTER,  NEH  YORK 

PRATER,  TIMOTHY  DAVID,  FORT  LEONARD  HOOD,  MISSOURI 

PRATHER,  MICHAEL,  HADISON,  NEBRASKA 

PRATHFR,  RAYMOND  BERNARD,  NEH  YORK,  NEH  YORK 

PRATHNADI,  SOHPRASONGK,  BANGKOK,  THAILAND 

PRATKA,  HILLIAM  M,  VICTORIA,  TEXAS 

BRYAN  CLIFFORD,  EPHRATA,  HASHINGTON 
HARVEY  PHILLIP,  OKLAHOMA  CITY,  OKLAHOMA 
PAUL  JOSEPH,  OAKLAND,  MARYLAND 
RICHARD  H,  HILMINGTON,  VERMONT 
RICHARD  HILLIAM,  GALENA,  ILLINOIS 
THOMAS  H.,  ELLENSBURG,  HASHINGTON 
PRAY, 'BRIAN  CANDAGE,  SALEM,  MASSACHUSETTS 
PRAYOONRAT,  SOMCHAI ,  BANGKOK,  THAILAND 
PREDMORE,  THOMAS  REILLY,  PETERSON  AFB,  COLORADO 
PREEO,  GARY  DEAN,  STOCKTON,  CALIFORNIA 
PREINING,  KLAUS,  VIENNA,  AUSTRIA 
PREISS,  JOSEPH  A.,  NEH  YORK,  NEH  YORK 
PREJEAN,  ABEL  P.,  HOUMA,  LOUISIANA         „„,  ,„,DTi 
PRELOH,  MICHAEL  C,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PREMO,  FRANK  HESLEY,  COEUR  D  ALENE,  IDAHO 
BANGKOK,  THAILAND 
F,  FRIENDSHOOD,  TEXAS 
THOMAS,  HASHINGTON,  DISTRICT  OF  CO 
SEHICKLEY,  PENNSYLVANIA 
PRENDERGASTi  THOMAS ' JOSEPH,  NEH  CITY,  NEH  YORK 
PRENTICE,  JOSEPH  A.,  MANCHESTER,  CONNECTICUT 
RICHARD,  JR,  HAHTHORNE,  CALIFORNIA 
KEVIN  LEE,  EVERETT,  HASHINGTON 
ROBERT  H,  SAN  ANTONIO,  TEXAS 
DENNIS  G,  KIRTLAND  AFB,  NEH  MEXICO 
DENNIS  LYNN,  SANTA  BARBARA,  CALIFORNIA 
EDHARD  M,  MONTPELIER,  VERMONT 
PRESENT, 'RANDALL  LEE,  JAMESTOHN,  NEH  YORK 
PRESGRAVE,  RICHARD  H.,  HARRISONBURG,  VIRGINIA 
PRESGRAVE,  ROBERT  LAHRENCE,  HERNDON,  VIRGINIA 
PRESLEY,  GERALD  F,  CHATTANOOGA,  TENNESSEE 
PRESLEY,  JAMES  H. ,  ATLANTA,  GEORGIA 
PRESLEY,  ROBERT  BUEL,  RIVERSIDE,  CALIFORNIA 
PRESOTTO,  GEORGE  JOSEPH,  NEH  YORK,  NEH  YORK 
PRESSNELL,  RAY,  KNOXVILLE,  TENNESSEE 

PRESTIA,  CARMINE  HILLIAM,  STATE  COLLEGE,  PENNSYLVANIA 
CHARLES  R,  NEH  YORK,  NEH  YORK 
BYRD  T,  JR,  ABINGDON,  VIRGINIA 
CHARLES  MICHAEL,  ANCHORAGE,  ALASKA 
CHRISPEN  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DANIEL  LAUREN,  EL  PASO,  TEXAS 
DAVID  JOHN,  EDMOND,  OKLAHOMA 
EDGAR,  III,  BROOKVILLE,  OHIO 
THOMAS  GLENN,  ROCHELLE,  ILLINOIS 
HILLIAM  GEORGE,  DENVER,  COLORADO 
THEODORE  FRANCIS,  UPPER  SADDLE  RIVER,  NEH  JERS 
MARY  THERESE,  LONG  ISLAND,  NEH  YORK 

HILLIAM  BRENT,  FLAGSTAFF,  ARIZONA 
ALEXANDER  JOHN,  SHREVEPORT,  LOUISIANA 
ALEXIS  BUNYAN,  COLUMBIA,  SOUTH  CAROLINA 
BILL  S,  HEMPHIS,  TENNESSEE 
BOB,  SHEFFIELD,  ALABAMA 
CHRISTOPHER  L,  HOUSTON,  TEXAS 
CLARK  H,  THE  COLONY,  TEXAS 
DALE  RONALD,  ARLINGTON,  VIRGINIA 
DANNY  LLOYD,  INDIANAPOLIS,  INDIANA 
DON  L,  FALHOUTH,  MASSACHUSETTS 
EVERETT  E,  ATHENS,  GEORGIA 
GERARD  E,  PITTSBURGH,  PENNSYLVANIA 
GREGORY  STUART,  CHICAGO,  ILLINOIS 
HERSHEL  DEHAYNE,  BROHNSVILLE,  TEXAS 
JAMES  BRECKINRIDGE,  HILMINGTON,  NORTH  CAROLINA 
JOE  H,  GULFPORT,  MISSISSIPPI 
JOHN  D,  JR,  KNOXVILLE,  TENNESSEE 
JOHN  DARRYL,  HOT  SPRINGS,  SOUTH  DAKOTA 
JOHNNY  THELBERT,  VIENNA,  VIRGINIA 
JOSEPH  RAPHAEL,  ROCKVILLE,  MARYLAND 
JUSTIN  LESTER,  LONG  KEY,  FLORIDA 
KENNETH  HAYNE,  KIRKHOOD,  MISSOURI 
MARLIN  ROBERT,  DALLAS,  TEXAS 
MICHAEL  ANTHONY,  INDIANAPOLIS,  INDIANA 
RALPH  MATTHEH,  CHICAGO,  ILLINOIS 
RICHARD  ARLEN,  SACRAMENTO,  CALIFORNIA 
RICHARD  HILLIAM,  DEER  PARK,  TEXAS 
ROBERT  0,  BAKERSFIELD,  CALIFORNIA 
RUSTIN  E,  BALTIMORE,  MARYLAND 
HILLIAM  DOUGLAS,  SAN  DIEGO,  CALIFORNIA 
HILLIAM  EARL,  MOUNT  VERNON,  ILLINOIS 
PRICKETT,  ROBERT  J,  ALBANY,  GEORGIA 
PRIDDY,  JERRY  NEAL,  JACKSON,  TENNESSEE 
PRIER,  CLAUDE  SUTTON,  MONTGOMERY,  ALABAMA 
PRIEST,  ANTHONY  EARL,  ATLANTA,  GEORGIA 
PRIEST,  BILLY  RAY,  COLUMBIA,  SOUTH  CAROLINA 
PRIEST,  STEPHEN  RAY,  SELLERSBURG,  INDIANA 
PRIETO,  DENNIS  VINCENT,  CHICAGO,  ILLINOIS 
PRIM,  DAVID  F.,  FORT  MC  CLELLAN,  ALABAMA 
PRIMAS,  EVELYN  L,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PRINCE,  BILLY  D,  DALLAS,  TEXAS 
PRINCE,  DAVID  HAROLD,  IMPERIAL,  CALIFORNIA 
PRINCE,  HILLIAM  DAVID,  LOUISVILLE,  KENTUCKY 
PRINCIPE,  HILLIAM  JOSEPH,  ROCHESTER,  NEH  YORK 
PRINDABLE,  PATRICK  JOSEPH,  FAIRVIEH  HEIGHTS,  ILLINOIS 
PRINDIVILLE,  GEORGE  H,  KENMORE,  NEH  YORK 
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151 
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155 
95 

164 
91 
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166 

103 

170 
56 

183 

113 
77 

195 

136 
74 
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89 
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172 

178 

116 
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84 

133 
90 

122 

117 
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183 
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96 
63 

114 
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44 

131 
197 
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106 
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141 
165 
196 
125 
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98 
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134 
112 
68 
155 
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110 
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135 
54 
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117 
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PRINDLE,  ERIC  JAMES,  XENIA,  OHIO 

PRINE,  JAMES  LINDER,  ATLANTA,  GEORGIA 

PRING,  JOSE,  MANILA,  PHILIPPINES 

PRINGGOSENTONO,  HITONO,  JAKARTA,  INDONESIA 
tt   PRINGLE,  ROBERT  H,  HAYNE,  NEH  JERSEY 

PRINS,  LUPPO  REINT,  HOBART,  AUSTRALIA 

PRINZ,  DANIEL  R,  EDMONDS,  HASHINGTON 
tt   PRIOR,  LE  ROY,  HATERBURY,  VERMONT 

PRISCO,  MICHAEL  F,  LAKEHOOD,  NEH  JERSEY 
tt  PRISER,  STEPHEN  NEAL,  ANDERSON,  INDIANA 
tt   PRITCHARD,  EDHIN  G.  ,  NEH  ORLEANS,  LOUISIANA 

PRITCHARD,  GARY  EVAN,  ROANOKE,  VIRGINIA 

PRITCHARD,  JOHN  HILLIAM,  VIRGINIA  BEACH,  VIRGINIA 

PRITCHARD,  RAYMOND  FRANKLIN,  HEATHERFORD,  TEXAS 
tt   PRITCHETT,  CHARLES  H,  INDIANAPOLIS,  INDIANA 

PRITCHETT,  GARRY  LEE,  POCATELLO,  IDAHO 

*  PRITCHETT,  LAURIE,  HIGH  POINT,  NORTH  CAROLINA 
PROBST,  JOHN  HILLIAM,  SAN  ANTONIO,  TEXAS 
PROBSTFIELD,  HILLIAM  R,  HILLSBORO,  OREGON     _„,_..,. 

*  PROCHASKA,  JOSEPH  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PROCHNIAK,  JAMES  JOSEPH,  BISMARCK,  NORTH  DAKOTA 
PROCTOR,  DONALD  KIDD,  SALT  LAKE  CITY,  UTAH 

tt   PROCTOR,  GERALD  P.,  MEMPHIS,  TENNESSEE 

tt   PROCTOR,  HAROLD  RANDAL,  FAIRMONT,  HEST  VIRGINIA 

PROCTOR,  SONYA  TRINITA,  HASHINGTON,  DISTRICT  OF  COLUMBI 

*  PROETZ,  HILLIAM  F.,  HOPKINS,  MINNESOTA 
PROFATER,  CARL  V.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PROFFITT,  DENNIS  STEHART,  CHESTERFIELD,  VIRGINIA 
PROIETTY,  JAMES  A,  ALBION,  NEH  YORK     „.„,„  TUA 
PROPPS,  RILEY  RANDOLPH,  FLORENCE,  SOUTH  CAROLINA 
PROPST,  CHARLES  HINSTON,  HEBSTER,  TEXAS 
PROPSTER,  RICHARD  K.,  GARDENA,  CALIFORNIA 
PROSCHHITZ,  KURT  REYNOLDS,  HAUKEGAN,  ILLINOIS 
PROSCIA,  DONALD  G. ,  ORADELL,  NEH  JERSEY 

tt   PROSKEY,  L.  A.,  HAMPTON,  VIRGINIA 

tt   PROSTLER,  VERNON  JOSEPH,  TOPEKA,  KANSAS 

*  PROTHRO,  JAMES  M. ,  LUBBOCK,  TEXAS 
tt   PROTO,  NICHOLAS  LOUIS,  NEH  YORK,  NEH  YORK 

PROTSMAN,  DANIEL  N.,  LIMA,  OHIO 
PROTTO,  JAMES  L.,  ESTES  PARK,  COLORADO 
PROVENCE,  JERALD  THOMAS,  FRANKFORT,  KENTUCKY 
PROVENCIO,  JOAQUIN  REYMUNDO,  ARLINGTON,  TEXAS 
PROVIS,  HAZEL  RUTH,  GREENVILLE,  MISSISSIPPI 
PROVOOST,  ARTHUR  GILLES,  MANCHESTER,  ENGLAND 
PROVOST,  BRADLEY  GAYLEN,  SHOH  LOH,  ARIZONA 
tt   PROVOST,  ROBERT  0,  FORT  PIERCE,  FLORIDA 

*  PROHSE,  CHARLES  L.,  HICHITA,  KANSAS      .UBMJIBe 
PROZZO  MICHAEL  L.,  JR.,  CLAREMONT,  NEH  HAMPSHIRE 
PRUE,  SAMUEL  ANDREH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PRUITT,  CLEMENT  MELVIN,  CAPE  CHARLES,  VIRGINIA 
PRUITT,  RAYMOND  E.,  TULSA,  OKLAHOMA  „AitCAnuT1 

tt   PRUITT,  HILLIAM  MORRIS,  LOS  ANGELES,  CALIFORNIA 
PRUITT,  HOODY  HERMAN,  PIKEVILLE,  KENTUCKY 
PRUNK,  BRUCE  HILLIAM,  PORTLAND,  OREGON 

*  PRUSSING,  FRED  H,  JUNEAU,  ALASKA    .,_„„,. 
tt   PRYCE,  JAMES  HURCHEL,  JR,  FRESNO,  CALIFORNIA 

PRYOR   FRANCIS  MICHAEL,  PHILADELPHIA,  PENNSYLVANIA 

*  PRYOR,  HARVEY  E.,  OAKTON,  VIRGINIA 
PRZESLAHSKI,  LAHRENCE  E.,  TOLEDO,  OHIO 
PSENAK,  BENJAMIN  JOSEPH,  MONTREAL,  CANADA 
PTAK,  DAVID  CHARLES,  HICKAM  AFB,  HAHAII 
PUCHNICK,  LOUIS  F.,  HARRISBURG,  PENNSYLVANIA 
PUCKETT,  JAMES  RICHARD,  LOVES  PARK,  ILLINOIS 
PUDLINER,  HILFRED  JOHN,  JOHNSTOHN,  PENNSYLVANIA 
PUDLOHSKI,  DAVID  THOMAS,  CLAYTON,  MISSOURI 
PUE,  HILLIAM  DANIEL,  LIVE  OAK,  TEXAS 
PUETT,  JOSEPH  JENNINGS,  MOORESVILLE,  NORTH  CAROLINA 
PUFPAF,  THOMAS  MARTIN,  CHICAGO,  ILLINOIS 
PUGEL,  JAMES  VINCENT,  SEATTLE,  HASHINGTON 
PUGH,  DAVID  LAMAR,  ARLINGTON,  TEXAS 

tt   PUGH  GEORGE  D. ,  ATLANTIC  CITY,  NEH  JERSEY 

*  PUGH,  JAMES  F,  MEMPHIS,  TENNESSEE 
PUGH,  MARION  NEHELL,  MONTGOMERY,  ALABAMA 

tt   PUGH  RUSSELL  F,  JR,  LOUISVILLE,  KENTUCKY 
PUGLIESE,  THOMAS,  SUFFERN,  NEH  YORK 
PUKACH,  DANIEL  HILLIAM,  CLEVELAND,  OHIO 
PUKEMA,  RICHARD  DAVID,  SUPERIOR,  HISCONSIN 
PUKPRAYURA,  KRERKPHONG,  BANGKOK,  THAILAND 
PULIDO-BARRANTES,  ISRAEL,  BOGOTA,  COLOMBIA 
PULIS,  MICHAEL  ROY,  NORTH  MANKATO,  MINNESOTA 
PULKOHNIK,  ROBERT  H,  BUFFALO,  NEH  YORK 

*  PULLIAM,  OHEN  PERRY,  MC  KINNEY,  TEXAS 
It   PULLIN,  CHARLES  HERSHAL,  DENVER,  COLORADO 

PULS,  GARY  L.,  LARAMIE,  HYOMING 

PULS,  JEFFREY  LAHRENCE,  COLUMBUS,  OHIO 

*  PULVER,  KEN  B,  RENO,  NEVADA 
PULVER,  HILLIAM  EDHARD,  LYONS,  NEH  YORK 

*  PUMPHREY,  BERTUS  RAY,  BAKERSFIELD,  CALIFORNIA 
PUMPHREY,  JONAS  HILSON,  SAN  DIEGO,  CALIFORNIA 

tt   PUPKOFF,  HENRY  H. ,  TORRANCE,  CALIFORNIA 

PURCELL,  BILLY  DONALD,  TIFTON,  GEORGIA 
tt   PURCELL   JOSEPH  D.,  JR.,  LONG  BRANCH,  NEH  JERSEY 
tt   PURCELLJ  NEIL  J,  JR,  LAGUNA  BEACH,  CALIFORNIA 

*  PURCELL,  ROBERT  L.,  CLINTON,  I°HA  ,  „AUCtc 
PURCELL  TIMOTHY  EARLE,  FORT  LEAVENHORTH,  KANSAS 
PURDEN,  B.  J.,  FLORENCE,  ARIZONA 

PURDIE   JEFFREY  J,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
PURDON,  JAMES  HERMAN,  SPRINGFIELD,  ILLINOIS 
PURDON,  JERRY  D,  TEXAS  CITY,  TEXAS 
PURDY,  DAVID  HILSON,  AUBURN,  HASHINGTON 
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116  tt   PURDY,  JAMES  F.,  RHINELANDER,  WISCONSIN 
168   PURDY,  ROBERT  MILFORD,  OHENSBORO,  KENTUCKY 
165  tt   PURITIS,  MICHAEL  DENNIS,  YAPHANK,  NEW  YORK 

95   PURNABIMBA,  PRAMOD,  BANGKOK,  THAILAND 

84   PURNASAMRIDDHI,  SATHAPHORN,  BANGKOK,  THAILAND 
1  *  PURNELL,  NORMAN  R. ,  DOVER,  DELAHARE 

65  tt   PURSE,  HILLIAM  L,  AUSTIN,  TEXAS 

75  tt   PURSER,  I.  G. ,  OKLAHOMA  CITY,  OKLAHOMA 
137   PURTLE,  TED  LYNN,  AUSTIN,  TEXAS 

187  PURTON,  TERRY  FRANCIS,  MELBOURNE,  AUSTRALIA 
81  tt   PURVIS,  PRESTON  L,  SYLVANIA,  GEORGIA 

184   PUSCHER,  DAVID  JAMES,  SEBASTIAN,  FLORIDA 

180   PUSCHNIG,  DEAN,  HEST  ALLIS,  WISCONSIN 

148   PUSHAK,  JOHN  THOMAS,  CECIL,  PENNSYLVANIA 

191   PUSINS,  ROBERT  RANDY,  FORT  LAUDERDALE,  FLORIDA 

199   PUSSEHL,  DONALD  F,  JR,  SAGINAH,  MICHIGAN 

188  PUTERBAUGH,  RONALD  KEITH,  OTTAWA,  KANSAS 
130   PUTHOFF,  RONALD  J,  CELINA,  OHIO 

126  tt   PUTMAN,  EMORY  BURKE,  MOUNT  DORA,  FLORIDA 

190   PUTMAN,  GARY  WARREN,  SAINT  PAUL  ISLAND,  ALASKA 

124  tt   PUTMAN,  LINDSEY  JOE,  AUSTIN,  TEXAS 

152   PUTMAN,  STERLING  EUGENE,  LOS  ANGELES,  CALIFORNIA 

100   PUTNAM,  JERRY  D,  HEMET,  CALIFORNIA 

194   PUTZULU,  PAUL  DENNIS,  HONOLULU,  HAWAII 

103  tt   PYBURN,  DHAIN  T.,  ABILENE,  TEXAS 

50  tt   PYKLES,  ARTHUR  L.,  FARIBAULT,  MINNESOTA 
196   PYLE,  STEVEN  QUENTIN,  BOISE,  IDAHO 

30  *  PYLES,  CARROLL  E.,  PORTSMOUTH,  OHIO 
145   PYLMAN,  CLARENCE  ALLEN,  ONEIDA,  NEW  YORK 
186   PYRTLE,  ARMOR  REECE,  JR,  EDEN,  NORTH  CAROLINA 

98   QABLAN,  FAYEZ  M.,  AMMAN,  JORDAN 
179   QAMBAR,  SABAH  OBAID,  ABU  DHABI,  UNITED  ARAB  EMIRATES 
105  tt   QUADE,  JOHN  BENNETT,  ARLINGTON,  VIRGINIA 

55  tt   QUAID,  ROBERT  S.,  DETROIT,  MICHIGAN 

88  tt   QUALLS,  C.  TIM,  JR.,  TWIN  FALLS,  IDAHO 
118  #  QUALLS,  FRANKLIN  D. ,  MANCHESTER,  TENNESSEE 

198  QUAN,  RANDAL  KEVIN,  LOS  ANGELES,  CALIFORNIA 

116   QUASULA,  THEODORE  R,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
103  tt   QUEBEDEAUX,  JERRY  J,  LAFAYETTE,  LOUISIANA 
141  tt   QUEDENS,  EDWARD  CHARLES,  SPRINGFIELD,  ILLINOIS 
147  tt   QUEEN,  IMMANUEL  DAVID,  NEW  CASTLE,  DELAWARE 
93  tt   QUERY,  WILLIAM  R.,  LONGVIEW,  TEXAS 

85  *  QUESINBERRY,  EUGENE  E.,  NORFOLK,  VIRGINIA 

128  QUESTEL,  JOHN  PHILIP,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

199  QUIBILAN,  ALEJANDRE,  LIHUE,  HAWAII 

86  tt   QUICK,  ELDON  L,  RANTOUL,  ILLINOIS 

73  tt   QUICK,  N.  W.,  LAURINBURG,  NORTH  CAROLINA 

73  tt   QUICK,  ROBERT  D,  ALBANY,  NEW  YORK 
139   QUICK,  VAN  K,  EAST  HAMPTON,  NEW  YORK 
166   QUICK,  WILLIAM  CRAIG,  CARMEL,  NEW  YORK 

76  tt   QUIGLEY,  JOSEPH  B,  MESA,  ARIZONA 
123  *  QUIGLEY,  ROBERT  VINCENT,  BRIDGETON,  MISSOURI 

92  #  QUIGLEY,  WILLIAM  H,  JR,  NASHUA,  NEW  HAMPSHIRE 
168   QUIJAS,  LOUIS  FRANCES,  JR,  KANSAS  CITY,  MISSOURI 

192  QUILLEN,  DAVID  NEAL,  MOGADORE,  OHIO 

55   QUILLIGAN,  DENIS  J,  ST  PETERSBURG,  FLORIDA 

182  QUILLIN,  DAVID  ALAN,  KINGSPORT,  TENNESSEE 
133   QUILLIN,  DAVID  FRANKLIN,  SALEM,  OREGON 

98  tt   GUILTY,  JAMES  R,  JR,  WALLINGFORD,  CONNECTICUT 

173   QUINLAN,  KEVIN  TERRANCE,  CHARLESTON,  WEST  VIRGINIA 
28   QUINLAN,  LAWRENCE  M. ,  POUGHKEEPSIE,  NEW  YORK 
101  *  QUINLAN,  ROLAND,  POUGHKEEPSIE,  NEW  YORK 
7  #  QUINN,  CHARLES  B.,  HADDONFIELD,  NEW  JERSEY 

113  QUINN,  CLAUDE  J,  MONTREAL,  CANADA 

164   QUINN,  GREGORY  THOMAS,  MINEOLA,  NEW  YORK 
199   QUINN,  HARRY,  WELLINGTON,  NEW  ZEALAND 
95   QUINN,  JAMES  E.,  FAIRFIELD,  ALABAMA 
149   QUINN,  JAMES  MICHAEL,  MEMPHIS,  TENNESSEE 

99  QUINN,  JOHN  T,  MANCHESTER,  MISSOURI 

133  QUINN,  JOSEPH  BERNARD,  SOMERVILLE,  NEW  JERSEY 

134  QUINN,  MARTIN  EDWARD,  BROCKPORT,  NEW  YORK 
164   QUINN,  MICHAEL  DAVIS,  WEBSTER  CITY,  IOWA 

183  QUINN,  PATRICK  JAMES,  CAROL  STREAM,  ILLINOIS 
153   QUINONES-ROSADO,  ERASMO,  SAN  JUAN,  PUERTO  RICO 

60  tt   QUINONES,  GUARDIOLA,  EMILIO,  SAN  JUAN,  PUERTO  RICO 
146   QUINONEZ  ESCOBAR,  OSCAR  A,  GUATEMALA  CITY,  GUATEMALA 

129  *  QUINTANA,  ANTHONY  ARTHUR,  BRIGHTON,  COLORADO 
195   QUINTANAR,  MICHAEL  LAZARO,  MANHATTAN,  KANSAS 
136   QUINTON,  WILLIAM  TRUMAN,  CLEVELAND,  MISSISSIPPI 
186   QUINZIO,  JOHN  MICHAEL,  ANAHEIM,  CALIFORNIA 

181   QUIRK,  EDWARD  PATRICK,  WEST  TRENTON,  NEW  JERSEY 
46  tt   QUIRK,  WILLIAM  F.,  PHILADELPHIA,  PENNSYLVANIA 
115  #  QUIROGA-CUENCA,  VICTOR,  LA  PAZ,  BOLIVIA 
179   QUISENBERRY,  THEODORE  HUGH,  SOUTHFIELD,  MICHIGAN 

179  QUISENBERRY,  THOMAS  EDWARD,  PONTIAC,  MICHIGAN 
142   QUIST,  JAMES  ROBERT,  SUGAR  GROVE,  ILLINOIS 
108   QUITTSCHREIBER,  ROBERT  E.,  FREEPORT,  ILLINOIS 

172   QUOW,  OSBORNE  BERTRAM,  KINGSTOWN,  ST.  VINCENT  AND  THE  G 
108   RAAB,  LARRY  L,  CARLISLE,  PENNSYLVANIA 

193  RAABE,  ANDREW  GEORGE,  CINCINNATI,  OHIO 

114  RAACKE,  ROBERT  S.,  HAMMOND,  LOUISIANA 

141  tt   RAASCH,  GARY  LEE,  LANCASTER,  PENNSYLVANIA 
131  *  RABAGO,  JOE  FRANK,  SR,  HOUSTON,  TEXAS 
197   RABBAT,  CHARLES,  MONTREAL,  CANADA 

180  tt   RABENORT,  RICHARD  RAY,  SR,  RED  WING,  MINNESOTA 
162   RABER,  RONALD  ALLEN,  PUNXSUTAWNEY,  PENNSYLVANIA 
149   RABIDEAU,  CHARLES  WILLIAM,  ORLAND  PARK,  ILLINOIS 

99   RABON,  TOMMY  L.,  MOULTRIE,  GEORGIA 
183   RABORN,  WENDELL  EUGENE,  LAFAYETTE,  LOUISIANA 
117   RABURN,  JAMES  M. ,  SWAN  QUARTER,  UTAH 


153  tt   RACE,  JOHN  M,  DECATUR,  ILLINOIS 

138   RACE,  JOSEPH  HERBERT,  MEDINA,  WASHINGTON 

118  RACE,  RICHARD  CHARLES,  IRONDEQUOIT,  NEW  YORK 
199   RACICOT,  DESMOND  JOSEPH,  PLATTSBURGH,  NEW  YORK 

119  RACK,  ROBERT  NEIL,  MISSOURI  CITY,  TEXAS 

162   RADAU,  WILLIE  CHARLES,  II,  HOUMA,  LOUISIANA 
79   RADCLIFF,  DWIGHT  E.,  CIRCLEVILLE,  OHIO 
18  It   RADEMAKER,  GERALD  J.,  CLEVELAND,  OHIO 
92  tt   RADFORD,  ROBERT  C,  SACRAMENTO,  CALIFORNIA 
159   RADFORD,  ROBIN  SHAFER,  EL  SEGUNDO,  CALIFORNIA 
199   RADIN,  JOHN  ROBERT,  JR,  LONG  BEACH,  NEW  YORK 
127   RADKE,  FRANK  ROBERT,  JR,  CHICAGO,  ILLINOIS 
190   RADKE,  SVEN,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
185   RADNEY,  HARVEY  L,  CHICAGO,  ILLINOIS 
143   RADOSEVICH,  FRED  KARL,  GRANTS,  NEW  MEXICO 
155   RADOSEVICH,  MARK  ALAN,  SANTA  FE,  NEW  MEXICO 

135  It   RADTKE,  JAMES  DENNIS,  SHEBOYGAN,  WISCONSIN 
178   RAE,  ROBERT  EARL,  SAGINAW,  MICHIGAN 

178   RAEDER,  STEVE  RAYMOND,  LAS  VEGAS,  NEVADA 
107   RAFFENSBERGER,  REGIS,  FREDERICK,  MARYLAND 
129   RAFFERTY,  JOSEPH  A,  JR,  PATERSON,  NEW  JERSEY 

136  RAFFERTY,  KEVIN  MICHAEL,  JAMAICA,  NEW  YORK 

111  tt   RAFTER,  JOHN  J,  CHICAGO,  ILLINOIS 

123   RAFTEVOLD,  RONALD  RICHARD,  FARGO,  NORTH  DAKOTA 
171   RAGAN,  DWANE  EVERETTE,  SAVANNAH,  GEORGIA 
141   RAGAN,  JAMES  MICHEAL,  COLLEGE  STATION,  TEXAS 

171  RAGAN,  JOHN  HILLIAM,  WOODLYNNE,  NEW  JERSEY 

97   RAGAN,  THOMAS  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
95   RAGATZ,  EDWARD  M. ,  LINCOLN,  NEBRASKA 
141  tt   RAGER,  RODGER  WESLEY,  JR,  FREMONT,  CALIFORNIA 

113  RAGLAND,  MICHAEL  D,  ROME,  GEORGIA 

154  RAGLAND,  SAMUEL  THADDEUS,  TUCSON,  ARIZONA 

137  RAGUIDEAU,  GILBERT  BENOIT,  PARIS,  FRANCE 
147   RAGUSO,  JOSEPH  PAUL,  NEW  YORK,  NEW  YORK 

112  RAHINSKY,  MARTIN  R,  PEMBROKE  PINES,  FLORIDA 
192   RAHM,  LONNIE  CRAIG,  EVANSVILLE,  INDIANA 

131  RAIA,  MATTHEW  ANTHONY,  WESTMINSTER,  COLORADO 
159   RAIMUNDO,  MARIANA  MARIA,  LISBON,  PORTUGAL 

141   RAINER,  THOMAS  ISREAL,  III,  METAIRIE,  LOUISIANA 
109   RAINES,  JONATHAN  E.,  NEW  YORK,  NEW  YORK 
167   RAINES,  THOMAS  ANDREW,  CHICAGO,  ILLINOIS 
106   RAINES,  WOODROW  W. ,  JR.,  NEWPORT  NEWS,  VIRGINIA 
92   RAINEY,  DONALD  E.,  MARIETTA,  GEORGIA 
173   RAINEY,  GARY  CHARLES,  SR,  NORTH  LAS  VEGAS,  NEVADA 
106  tt   RAINEY,  RICHARD  K,  MARTINEZ,  CALIFORNIA 

145  tt   RAINGUET,  FRED  HILLIAM,  JR,  LONGMONT,  COLORADO 

97  tt   RAINS,  DONALD  D. ,  WICHITA  FALLS,  TEXAS 
95   RAINS,  GILBERT  E.,  CREVE  COEUR,  MISSOURI 
58  *  RAIOLE,  RENE  A.,  KEY  WEST,  FLORIDA 

88   RAJA  LOPE  RAZMAN,,  PENANG,  MALAYSIA 
157   RAKE,  MICHAEL  PATRICK,  TULSA,  OKLAHOMA 

114  RAKER,  OSCAR  M. ,  TALLAHASSEE,  FLORIDA 
133   RAKOW,  REX  JOHN,  NOTRE  DAME,  INDIANA 

104  RAKOHSKI,  DONALD  P.,  MUSKEGON,  MICHIGAN 
199   RAKOWSKI,  MADELYN  TERESA,  DETROIT,  MICHIGAN 

52  tt   RALEY,  C.  T.,  OKLAHOMA  CITY,  OKLAHOMA 

140  tt   RALICKI,  JOHN  FRANCIS,  BUFFALO,  NEW  YORK 
95   RALPH,  OAKLEY  C,  DODGE  CITY,  KANSAS 

88  tt   RALPH,  WILLIAM  H,  JR,  WEST  MEMPHIS,  ARKANSAS 

132  RALSTON,  VERNON  ALROY,  LIBERAL,  KANSAS 

170   RAMALINGAM,  NADANARAJAH,  KUALA  LUMPUR,  MALAYSIA 

98  RAMBLER,  RICHARD  M. ,  ATLANTA,  GEORGIA 

172  RAMBOSK,  KEVIN  JAMES,  NAPLES,  FLORIDA 

99  tt   RAME,  EUGENE  B,  EAST  HAMPTON,  CONNECTICUT 

141  RAMER,  PHILIP  GREGORY,  TEMPLE  TERRACE,  FLORIDA 

105  tt   RAMEY,  MILFORD  W,  WATERBURY,  VERMONT 
189   RAMIREZ,  JAIME  E,  UTUADO,  PUERTO  RICO 

92  tt   RAMIREZ,  VINCENT  P.,  NEW  YORK,  NEW  YORK 

187  RAMLAN,  LAURENCE  ANTHONY,  SAN  FRANCISCO,  CALIFORNIA 
151   RAMM,  ROY  ALFRED,  LONDON,  ENGLAND 

181   RAMMELL,  TERRY  MARTIN,  LA  HABRA,  CALIFORNIA 

36  tt   RAMON,  FRANK  CURTIS,  SEATTLE,  WASHINGTON 
161   RAMONE,  PATRICK  JOSEPH,  SR,  ELSMERE,  DELAWARE 
120   RAMOS,  A.  J.,  SUGAR  LAND,  TEXAS 
101  H   RAMOS,  ANTHONY  J,  NEW  YORK,  NEW  YORK 
104   RAMOS,  MELVIN  W.,  LOMPOC,  CALIFORNIA 

167  RAMOS,  PEDRO,  OCEANSIDE,  CALIFORNIA 

188  RAMOS,  RAPHAEL,  CHICAGO,  ILLINOIS 

99  It  RAMOS,  RAUL  A,  SANTA  ANA,  CALIFORNIA 
83  tt   RAMSAY,  HARRY  D.  ,  MARTINEZ,  CALIFORNIA 

176  RAMSAY,  PETER  DAVID,  PEORIA,  ARIZONA 
57   RAMSAY,  RONALD  JOSEPH,  THOMASVILLE,  GEORGIA 

103  II   RAMSAY,  WALTER  J,  MONTICELLO,  NEW  YORK 

146  RAMSEY,  CHARLES  HERBERT,  CHICAGO,  ILLINOIS 
156   RAMSEY,  KENNETH  RAYMOND,  SR,  GENEVA,  ILLINOIS 
160   RAMSEY,  THOMAS  EDWARD,  CHATHAM  TWP,  NEW  JERSEY 
187   RANA,  KUBER  SINGH,  KATHMANDU,  NEPAL 

168  RANCE,  RANDALL  GENE,  OAK  PARK,  MICHIGAN 

91  RANDALL,  DONALD  R. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
168   RANDALL,  JAY  WALLACE,  MAPLE  GROVE,  MINNESOTA 

123   RANDALL,  JOE  ANN,  OKLAHOMA  CITY,  OKLAHOMA 

92  RANDALL,  NORMAN,  ANNAPOLIS,  MARYLAND 
185   RANDALL,  PETER  E,  NORWALK,  CONNECTICUT 

138   RANDALL,  RICHARD  ALBERT,  YORKVILLE,  ILLINOIS 

189  RANDALL,  ROBERT  MICHAEL,  LONDON,  ENGLAND 
196  RANDALL,  ROBERT  PAUL,  HAUKEGAN,  ILLINOIS 
170   RANDALL,  TIMOTHY  JAY,  DALLAS,  TEXAS 

98  tt   RANDALL,  VERNON  E.,  RIVERSIDE,  CALIFORNIA 
76  tt   RANDEL,  THOMAS  E.,  FORT  LAUDERDALE,  FLORIDA 
98   RANDELL,  CHARLES  C,  FOLSOM,  PENNSYLVANIA 
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RANDELL,  EUGENE  CLAYLAND  -  REEVES,  TONY  REESE 
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RANDELL,  EUGENE  CLAYLAND,  DALLAS,  TEXAS 

RANDLE,  CARVER  ANDREH,  JR,  INDIANOLA,  MISSISSIPPI 

RANDLE,  ROBERT  C,  GULF  BREEZE,  FLORIDA 

RANDOL,  EARL  F.,  NAPA,  CALIFORNIA 

RANER,  HILLIAM  PHILIP,  JR,  ANDERSON,  CALIFORNIA 

RANEY,  DAVID  ELLIOT,  BLOOHINGDALE ,  ILLINOIS 

I    RANICH,  STEPHEN  N.,  HIGHLAND,  INDIANA 
RANKENS,  STEVEN,  EAST  LANSING,  MICHIGAN 
RANKIN,  DENNIS  MICHAEL,  BUFFALO,  NEH  YORK 

I  RANKIN,  JAMES,  PORT  HASHINGTON,  NEH  YORK 

(  RANKIN,  PAUL  F,  NEVADA  CITY,  CALIFORNIA 
RANKIN   ROBERT  BLAIR,  JR,  HIGH  POINT,  NORTH  CAROLINA 
RANKINE,  ANTHONY  ROBERT,  ADELAIDE,  AUSTRALIA 

I  RANKINS,  ALFRED,  GREENVILLE,  MISSISSIPPI 
RANNALS,  LONNIE  JOE,  CORPUS  CHRISTI,  TEXAS 
RANTAMA,  KARI  ILMARI,  HELSINKI,  FINLAND 
RANTANEN,  KARI  OLAVI,  HELSINKI,  FINLAND 
RAOOF  ALI,  SAHIBZADA,  QUETTA,  PAKISTAN 
RAPAK,  ROBERT  JOHN,  HARRISBURG,  PENNSYLVANIA 
RAPERT,  BENNIE  L.,  CHARLESTON,  MISSOURI 
RAPONE   GENE  ANTHONY,  PHILADELPHIA,  PENNSYLVANIA 
RAPONE,  JOSEPH  A.,  PHILADELPHIA,  PENNSYLVANIA 
RAPP,  GARY  ALAN,  CORONADO,  CALIFORNIA 
RAPP,  JAMES  ALLEN,  LANSING,  MICHIGAN 
RAPP,  PAUL  CLINTON,  BOUNTIFUL,  UTAH 
RAPPOPORT,  RICHARD  JOHN,  FAIRFAX,  VIRGINIA 

I  RAQUE,  MAURICE  J.,  LOUISVILLE,  KENTUCKY 

RAQUET,  HILLIAM  JAMESON,  ARDMORE,  PENNSYLVANIA 
RARDIN,  RONALD  CARL,  HHEELING,  ILLINOIS  

*  RARDON,  HILLIAM  RAY,  FORT  LAUDERDALE,  FLORIDA 
RARY,  JOSEPH  MICHAEL,  ATLANTA,  GEORGIA 
RASCON,  ALEX,  JR,  SANTE  FE,  NEH  MEXICO 

*  RASJID,  HERMAN,  JAKARTA,  INDONESIA 
RASMIJN,  LUCAS  EVARISTO,  ORANJESTAD,  ARUBA 

I  RASMUSEN,  THOMAS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RASMUSSEN,  ARLAND  HANS,  FARGO,  NORTH  DAKOTA 
RASMUSSEN,  RAYMOND  FREDRIC,  FAIRFIELD,  CONNECTICUT 

tt   RASMUSSEN,  RAYMOND  M,  ALBANY,  NEH  YORK 
RASMUSSEN,  ROBERT  ALFRED,  NOVI ,  MICHIGAN 
RASO,  EDHARD,  ALBANY,  NEH  YORK 
RASPOVICH,  KEITH  ALAN,  OAK  LAHN,  ILLINOIS 
RASSEM,  MOHAMED  M.,  CAIRO,  EGYPT 

*  RATANASIN,  OPAS,  BANGKOK,  THAILAND 
RATASSEPP,  MEELIS,  TALLINN,  ESTONIA 
RATCLIFF,  LARRY  JAY,  PORTLAND,  OREGON 
RATCLIFF,  MICHAEL  LEHIS,  VICTORIA,  TEXAS 

tt   RATCLIFF,  HARD  K.,  OCEANSIDE,  CALIFORNIA 
tt   RATH,  HUGH  J.,  LEXINGTON,  NEBRASKA 

RATHBUN,  MICHAEL  GERARD,  SYRACUSE,  NEH  YORK 

*  RATHBUN,  THOMAS  MICHAEL,  FREMONT,  OHIO 

*  RATHJEN,  HARRY  C,  CANADIAN,  TEXAS    TOP„linT 
RATLIFF,  LEONARD  D. ,  CAPE  GIRARDEAU,  MISSOURI 
RATLIFF,  ROBERT  HORTH,  ASHLAND,  KENTUCKY 
RATTANAVADI,  KOSOL,  NAKORN  PATHOM,  THAILAND 
RAU,  FREDDIE  OTTO,  BURNSVILLE,  MINNESOTA 
RAU,  KENNETH  RANDALL,  YAPHANK,  NEH  YORK 

i   RAUCCI,  RALPH  G,  HAMDEN,  CONNECTICUT 

RAUCH,  BRUCE  CHANCELLOR,  COLTON,  CALIFORNIA 
RAUSCH,  KEITH  ARNOLD,  BILLINGS,  MONTANA 

tt   RAUTENBERG,  HAROLD  J.,  FOND  DU  LAC,  WISCONSIN 

tt  RAVENSCRAFT,  JAMES  F.,  RUSHVILLE,  INDIANA 
RAHLINS,  JUAN  ARTURO,  PANAMA  CITY,  PANAMA 
RAHLINS,  RAY  HERSCHEL,  LAHRENCEVILLE,  GEORGIA 

It   RAHLINSON,  RONALD,  GARLAND,  TEXAS 

RAHLS,  RICKEY  JOE,  PURVIS,  MISSISSIPPI 
RAHLS,  TOD  BENSON,  SHREVEPORT,  LOUISIANA 
RAHSON,  GEORGE  EVERETT,  HATSONVILLE,  CALIFORNIA 
RAY,  BARBARA  J.,  HICHITA,  KANSAS 

It   RAY,  BEN  E,  ALBUQUERQUE,  NEH  MEXICO 
RAY,  BILLY  D. ,  MIDLAND,  TEXAS 
RAY,  BRIAN  EUGENE,  EAST  LANSING,  MICHIGAN 
RAY,  DANNY  LEE,  DIBOLL,  TEXAS 

»  RAY,  DAVID  JOHN,  BALLHIN,  MISSOURI 

It   RAY,  DAVID  M,  TAZEWELL,  TENNESSEE 
RAY,  DAVID  PAUL,  LOUISVILLE,  KENTUCKY 
RAY,  DOUGLAS  SCOTT,  VANCOUVER,  HASHINGTON 
RAY,  ELMER  TEATER,  JR,  FRANKFORT,  KENTUCKY 

*  RAY,  GEORGE  0.,  WALLA  WALLA,  WASHINGTON 
RAY,  GREGORY  ALAN,  SHEFFIELD,  ALABAMA 
RAY,  JACK  EUGENE,  CAMP  PENDLETON,  CALIFORNIA 

f  RAY,  JEWELL  G,  MEMPHIS,  TENNESSEE 

It   RAY,  LAURENCE  EDHARD,  HHEAT  RIDGE,  COLORADO 
RAY,  HARK  ALLAN,  BEVERLY,  MASSACHUSETTS 
RAY,  MONICA  ELIZABETH,  MILHAUKEE,  HISCONSIN 

|  RAY,  PAUL  M,  LAS  VEGAS,  NEVADA 

RAY,  HILLIAM  SEAY,  SAVANNAH,  GEORGIA 

RAYBON,  WENDELL  PAUL,  BATON  ROUGE,  LOUISIANA 

RAYBURN,  ROBERT  HAROLD,  VANCOUVER,  WASHINGTON 

RAYCROFT,  VICTOR,  ROCHESTER,  NEH  YORK 

RAYMER,  GARY  ALLEN,  BOHLING  GREEN,  KENTUCKY 

RAYMOND,  RALPH  EDHIN,  TRENTON,  MICHIGAN 

RAYMOND,  ROY  H,  VERO  BEACH,  FLORIDA        „„llluoIA 

RAYNER,  ROBERT  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

RAZMUS,  SHIRLEY  JEAN,  EAST  LANSING,  MICHIGAN 

RE,  ROBERT,  HO  HO  KUS,  NEH  JERSEY 

RE,  RONALD  RICHARD,  TIPP  CITY,  OHIO 

READ,  BILLY  JEAN,  LITTLE  ROCK,  ARKANSAS 

READ,  CLARENCE  H. ,  JR.,  TAMPA,  FLORIDA 

READ,  PAUL,  PHILADELPHIA,  PENNSYLVANIA 

READ,  HILLIAM  HENRY,  JR.,  RICHMOND,  VIRGINIA 
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READER,  CARL  RAYMOND,  CORVALLIS,  OREGON 
READER,  LOCKHEED  DOUGLAS,  PUYALLUP,  WASHINGTON 
READING,  JAMES  H. ,  OKLAHOMA  CITY,  OKLAHOMA 
READY,  DHAYNE  HILLIAM,  HOUSTON,  TEXAS 
READY,  EUGENE  F.,  NEW  CANAAN,  CONNECTICUT 
READY,  WILLIAM  THOMAS,  CARLSBAD,  CALIFORNIA 
REAGAN,  DAVID  LARNELL,  FORT  WORTH,  TEXAS 
REAGAN,  JAMES  FRANCIS,  CAMBRIDGE,  MASSACHUSETTS 
REAGAN,  TIMOTHY  EDHARD,  ST.  LOUIS,  MISSOURI 
REAGAN,  HILLIAM  JOHN,  JACKSON,  NEW  JERSEY 
REAM,  THOMAS  ERIC,  CANTON,  OHIO 
REAMES,  RONALD  HENRY,  GREENVILLE,  SOUTH  CAROLINA 
REARDON,  CHARLES  ELLIOTT,  WATERTOWN,  NEW  YORK 
REARDON,  THOMAS  FALLON,  AUGUSTA,  MAINE 
REARICK,  DANIEL  DAVID,  PRESTO,  PENNSYLVANIA 
REASONER,  THOMAS  MICHAEL,  CLARENDON  HILLS,  ILLINOIS 
REATH,  MICHAEL  WAYNE,  PLAINFIELD,  INDIANA 
REATHER,  KENNETH  ALLEN,  THORNTON,  COLORADO 
REAUME,  CHARLES  GEORGE,  JR,  LAKELAND,  FLORIDA 
REAVES,  DONALD  P.,  ODESSA,  TEXAS   ,,„„„_. 
REBELEZ,  CARLOS  RAUL,  SAN  DIEGO,  CALIFORNIA 
REBENSAL,  KENNETH  C,  TOLEDO,  OHIO 
REBHOLZ,  HILLIAM  J,  ST.  BERNARD,  OHIO 
REBMAN,  RICHARD  A.,  SEATTLE,  HASHINGTON 
RECKERT,  SHELLI  ANN,  INDIANAPOLIS,  INDIANA 
RECORD,  ODES  B.,  BOUNTIFUL,  UTAH 
RECTOR,  PAUL  HILLIAM,  KEYSER,  WEST  VIRGINIA 
RECTOR,  WILLIAM  ROGER,  JR,  RICHMOND,  VIRGINIA 
REDA,  AALY  H. ,  CAIRO,  EGYPT  TUM1U» 

REDDICK,  MICHAEL  ALAN,  INDIANAPOLIS,  INDIANA 
REDDICK  TIMOTHY  RALPH,  HASHINGTON,  DISTRICT  OF  COLUMBI 
REDDIN,  THOMAS,  LOS  ANGELES,  CALIFORNIA 
REDDING,  MORRIS  G,  ATLANTA,  GEORGIA      „,„„„„ 
REDDING;  SANDRA  LOUISE,  SAN  BERNARDINO,  CALIFORNIA 
REDDISH,  DOLPH  E.,  STARKE,  FLORIDA 
REDDISH,  GEORGE  RILEY,  JESUP,  GEORGIA 
REDDY,  LYLE  HOHARD,  CADILLAC,  MICHIGAN 
REDDY,  PRABHU  RAJASHEKHAR,  BANGALORE,  INDIA 
REDENBO,  JAMES  EDWARD,  SPRINGFIELD,  ILLINOIS 
REDFEARN,  MARION  J.,  SPRINGFIELD,  OREGON 
REDFERN,  ROBERT  H,  CONCORD,  CALIFORNIA 
REDFIELD,  HERBERT  CLEMENT,  NORFOLK,  VIRGINIA 
REDICAN,  VINCENT  J.,  MINEOLA,  NEW  YORK 
REDIFER,  GRACE  LORRAINE,  CROFTON,  MARYLAND 
REDING,  THOMAS  LLOYD,  ST.  PAUL,  MINNESOTA 
REDISH,  GEORGE,  WEIRTON,  WEST  VIRGINIA 
REDMAN,  ANDREW  GORDON,  MELBOURNE,  AUSTRALIA 
REDMAN,  HARVEY  R,  MORTON  GROVE,  ILLINOIS 
REDMOND,  JIMM  HARREN,  GREEN  COVE  SPRINGS,  FLORIDA 
REDMOND,  JOSEPH  VINCENT,  ONEONTA,  NEW  YORK 
REDPATH,  JAMES  H. ,  OXFORD,  MISSISSIPPI 
REECE,  DANNY  LEE,  SCOTTSBLUFF,  NEBRASKA 
REECE,  JOHN  F.,  JR.,  HAMILTON,  OHIO 
REECE,  RICHARD  MAURICE,  REDKEY,  INDIANA 
REED,  CYNTHIA  ELAINE,  GIG  HARBOR,  WASHINGTON 
DAVID  G.,  OGDEN,  UTAH 
FREEMAN  SHELLIE,  BATAVIA,  ILLINOIS 
,,  GEORGE  H.,  LAS  VEGAS,  NEVADA 
REED,  HENRY  JOSEPH,  BATON  ROUGE,  LOUISIANA 
REED  HOHARD  LEE,  FORT  COLLINS,  COLORADO 
REED,  JAMES  A,  ORANGE,  TEXAS 
REED,  JAMES  BOYD,  SALEM,  OREGON 
REED  JAMES  MICHAEL,  RAWLINS,  WYOMING 
REED  JOHN  CALE,  JR,  LOUISVILLE,  KENTUCKY 
REED,  JOHN  G,  JUNEAU,  ALASKA      ,„„.„ 
REED  JOSEPH  MICHAEL,  EVANSVILLE,  INDIANA 
REED,  MELVIN  M.,  ALLIANCE,  NEBRASKA 
REED,  MICHAEL  CHARLES,  MIDLAND,  TEXAS 
RANDY  GLEN,  FORT  SMITH,  ARANSAS 
RAYMOND  BILLY,  JR,  JACKSON,  MISSISSIPPI 
RICH ■'■?..  BRUCE,  RIVERSIDE,  CALIFORNIA 
RICHaRD  HAYNE,  SAN  DIEGO,  CALIFORNIA 
ROBERT  D,  KANSAS  CITY,  MISSOURI 
ROBERT  HOUSTON,  PRESCOTT,  ARIZONA 
ROBERT  WARREN,  MIAMI,  FLORIDA  -M   ./ 
WARDELL  ALFRED,  JR,  COVINGTON,  GEORGIA 
WILLIAM  CARLTON,  NORTON  SHORES,  MICHIGAN 
WILLIAM  J.,  PITTSBURGH,  PENNSYLVANIA 
WILLIAM  S.,  JR.,  INDIANAPOLIS,  INDIANA 
REEDER,  JAMES  V,  LA  PORTE,  INDIANA 
REEDER,  JOHN  A.,  ALTOONA,  PENNSYLVANIA 
REEDER,  KEITH  GORDON,  DILLON,  MONTANA 
REEDUS,  MICHAEL  FRANK,  INDIANAPOLIS,  INDIANA 
REEG,  NORMAN  M. ,  LA  PORTE,  INDIANA 
REENTS,  TIMOTHY  ERNEST,  SPRINGFIELD,  ILLINOIS 
REES,  DEBRA,  NEW  CASTLE,  DELAWARE 
REES   JOHN  ANDREH,  LA  HABRA,  CALIFORNIA 
REESE,  BILLY  H,  NASHVILLE,  TENNESSEE 
REESE,  JEFFREY  ALAN,  MENTOR,  OHIO 
REESE,  LEE,  CLEVELAND,  TENNESSEE 
REESE,  RALPH  ARTHUR,  MEMPHIS,  TENNESSEE 
REESE  THOMAS  GEORGE,  DALY  CITY,  CALIFORNIA 
REEVE   FREDERICK  WILLIAM,  TURNERSVILLE,  NEW  JERSEY 
REEVE   PATRICK  T.,  EL  CERRITO,  CALIFORNIA 
REEVES,  FLOYD  LEROY,  OPA  LOCKA,  FLORIDA 
REEVES,  GERALD  NORMAN,  PONTIAC,  MICHIGAN 
REEVES,  GRADY  ANDREH,  TROY,  ALABAMA 
REEVES,  JACK  EDHARD,  HUNTSVILLE,  TEXAS 
REEVES,  JAMES  H. ,  HICHITA,  KANSAS 
REEVES,  TONY  REESE,  CARROLLTON,  GEORGIA 
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REEVES,  HESLEY  L.  -  RHODENIZER,  ALBERT  EUGENE 
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REEVES,  HESLEY  L.,  JACKSON,  MISSISSIPPI 

REEVES,  HESLEY  LEE,  JR,  CLINTON,  MISSISSIPPI 

REFF,  FRANK  P.,  JR.,  HIGHLAND  PARK,  NEH  JERSEY 

REFFETT,  RONALD  LEE,  OAKLAND  PARK,  FLORIDA 

REFSLAND,  ESKIL  LEE,  HOODLAND,  CALIFORNIA 

REGAL,  DAVID  FRANKLIN,  SCOTCH  PLAINS,  NEH  JERSEY 

REGAN,  ALAN,  NEH  YORK,  NEH  YORK 

REGAN,  PATRICK  JOSEPH,  ALBANY,  NEH  YORK 

REGER,  HENRY  A.,  HUNTINGTON,  HEST  VIRGINIA 

REGINALDI,  RONALD  FRANK,  HASHINGTON,  DISTRICT  OF  COLUMB 

REGISTER,  BILLY  E.,  VALDOSTA,  GEORGIA 

REGISTER,  CURTIS  L.,  RALEIGH,  NORTH  CAROLINA 

REGISTER,  HILLIAM  PURVIS,  FAYETTEVILLE,  NORTH  CAROLINA 

REGNIER,  DONALD  JAMES,  SPRING  GROVE,  ILLINOIS 

REGULUS,  ROBERT  LEE,  JR,  BIRMINGHAM,  ALABAMA 

REHL,  MICHAEL  R.,  SUPERIOR,  HISCONSIN 

REHM,  HILLIAM  ROBERT,  ALBUQUERQUE,  NEH  MEXICO 

REHMERT,  CHARLES  H.,  MEXICO,  MISSOURI 

REICH,  ROBERT  ANTON,  EAST  HAMPTON,  NEH  YORK 

REICH,  HILLIAM  0.,  HENATCHEE,  HASHINGTON 

REICHEL,  JAMES  EDMUND,  KEITHVILLE,  LOUISIANA 

REICHELT,  RUDOLF  HERBERT,  ALBANY,  NEH  YORK 

REICHERT,  HILBUR  E,  CAROL  STREAM,  ILLINOIS 

REICHERT,  HILLIAM  H,  STUART,  FLORIDA 

REICHHEIN,  HILLIAM  CHARLES,  HARRISBURG,  PENNSYLVANIA 

REID,  CRAIG  ALAN,  AMES,  IOHA 

DANIEL  JOSEPH,  OAKVILLE,  CANADA 
DANIEL  PATRICK,  CINCINNATI,  OHIO 
DENNIS  R.,  PLATTSBURGH,  NEH  YORK 
FRANK  EUGENE,  SAN  DIEGO,  CALIFORNIA 
JAMES  HARRELL,  JASPER,  FLORIDA 
JAMES  MARCUS,  VIDALIA,  GEORGIA 
JOSEPH  HILLIAM,  MARIETTA,  GEORGIA 
RICHARD  R.,  ARLINGTON  HEIGHTS,  ILLINOIS 
ROBERT  RICHARD,  JR,  BEDFORD,  OHIO 
THOMAS  MAYNARD,  ROANOKE  CITY,  VIRGINIA 
TIMOTHY  MICHAEL,  BANGOR,  MAINE 
HILLIAM  M.,  BRIDGEPORT,  CALIFORNIA 
REID,  HILLIAM  SHERMAN,  COLUMBIA,  SOUTH  CAROLINA 
REIDER,  CHARLES  MICHAEL,  KILLEEN,  TEXAS 
REIFF,  JOHN  HILLIAM,  JR.,  ELKHORN,  HISCONSIN 
REIFSNYDER,  CHARLES  E,  LANSING,  MICHIGAN 
REIFSTECK,  JAMES  KENNETH,  URBANA,  ILLINOIS 
REILEY,  RENO  HAYNE,  SEGUIN,  TEXAS 

BRIAN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  ROBERT,  JR,  EASTON,  PENNSYLVANIA 
JOHN  DENIS,  DUNEDIN,  NEH  ZEALAND 
MICHELE  ELIZABETH,  LAUDERHILL,  FLORIDA 
THOMAS  PATRICK,  SR,  HOODBURY  HEIGHTS,  NEH  JERSE 
HILLIAM  J.,  SPOKANE,  HASHINGTON 
REIMANN,  HENRY  FELIX,  HILLSBORO,  OREGON 
REIMONDO,  MATTHEH  ALAN,  EAST  HAMPTON,  CONNECTICUT 
REINDL,  JOHN  H. ,  MENOMINEE,  MICHIGAN 

REINHARDT,  ANDREAS  JURGEN,  BERLIN,  FEDERAL  REPUBLIC  OF 
REINHART,  DENNIS  GEORGE,  EAST  PEORIA,  ILLINOIS 
REINHART,  DONALD  F,  GREENVILLE,  PENNSYLVANIA 
REINHOLTZ,  JACK  LEONARD,  HUNTINGTON  BEACH,  CALIFORNIA 
REINTZELL,  JOHN  FREDERICK,  BALTIMORE,  MARYLAND 
REINHARTH,  JUERGEN,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 
REIS,  JOHN  MICHAEL,  MARCH  AFB,  CALIFORNIA 
REIS,  ROGER  CHARLES,  HARRISBURG,  PENNSYLVANIA 
REISINGER,  CHARLES  LYNN,  YAPHANK,  NEH  YORK 
REISS,  GEORGE  P.,  ROCHESTER,  NEH  YORK 
REISS,  JEROME  JOSEPH,  JR,  ANAHEIM,  CALIFORNIA 
REITER,  CHARLES  J.,  ST.  PAUL,  MINNESOTA 
REITER,  JOHN  A.,  HINNETKA,  ILLINOIS 
REITER,  MICHAEL  STEPHEN,  PALM  BEACH,  FLORIDA 
REITER,  NORMAN  F,  PORTLAND,  OREGON 
REITHER,  JON  MICHAEL,  PACIFIC  GROVE,  CALIFORNIA 
REITHUBER,  DIETRICH  HEINZ,  MUNICH,  FEDERAL  REPUBLIC  OF 
REITTINGER,  RICHARD  BARTON,  MINEOLA,  NEH  YORK 
REITZ,  RICHARD  ALLEN,  LINCOLN,  NEBRASKA 
REITZE,  HARRY  HILLIAM,  FALLS  CHURCH,  VIRGINIA 
REJAB,  BAHARIN  BIN,  KUALA  LUMPUR,  MALAYSIA 
REMELIUS,  TERRY  LEE,  COLLINSVILLE,  ILLINOIS 
REMICK,  STANTON  GEORGE,  PORTSMOUTH,  NEH  HAMPSHIRE 
REMKE,  DAVID  ALAN,  NASHVILLE,  TENNESSEE 
REMMING,  KENNETH  L,  LARGO,  FLORIDA 
REMSEY,  JOHN  MARK,  PHOENIX,  ARIZONA 
REMUS,  DALE  F,  GRAFTON,  NORTH  DAKOTA 
REMY,  EMMETT  L.,  REEDLEY,  CALIFORNIA 
RENAUD,  RAYMOND  ANDRE,  GLOUCESTER,  CANADA 
RENAUD,  ROGER  J.,  TAUNTON,  MASSACHUSETTS 
RENCEVICZ,  CHESTER  J.,  BURLINGTON,  NEH  JERSEY 
RENDER,  DONALD  LOHELL,  SURREY,  CANADA 
RENEAU,  BRUCE  A,  AUSTIN,  TEXAS 
RENEGAR,  ROBERT  CARLTON,  CLEVELAND,  TENNESSEE 
RENES,  JOSEPH  J.,  GARDNER,  MASSACHUSETTS 
RENFREH,  ROBERT,  CHELSEA,  MASSACHUSETTS 
RENFROH,  DEAN  LEE,  SALEM,  OREGON 

RENGSTORFF,  ROBERT  PHILLIP,  SACRAMENTO,  CALIFORNIA 
RENICO,  STEPHEN  CHARLES,  SAGINAH,  MICHIGAN 
RENIFF,  PERRY  LOUIS,  OROVILLE,  CALIFORNIA 
RENMAN,  LAHRENCE  RICHARD,  GREAT  FALLS,  MONTANA 
RENO,  JAMES  LYNN,  INDIANAPOLIS,  INDIANA 
RENSHAH,  ROLAND  R. ,  LOS  ALTOS,  CALIFORNIA 
RENTERIA,  MARTIN  ANTHONY,  SAN  PEDRO,  CALIFORNIA 
RENTFROH,  JACK  MCMAHON,  MIAMI,  FLORIDA 
RENTZ,  EILEEN  A.,  NEH  YORK,  NEH  YORK 
RENZ,  DALE  HERBERT,  JEFFERSON,  HISCONSIN 
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REPASS,  ROBERT  GLENN, 
REPEC,  JOSEPH  ANTHONY, 
REPETTI,  GARY  JOSEPH, 
REPICKY,  JAMES  GERARD, 


RENZELMAN,  DAVID  M,  LANCASTER,  CALIFORNIA 
RENZI,  ANTHONY  PETER,  PHILADELPHIA,  PENNSYLVANIA 
RENZULLO,  VITTORIA,  NEH  YORK,  NEH  YORK 
REONAS,  JAMES  HILLIAM,  JR,  JONESBORO,  GEORGIA 
REONAS,  MICHAEL,  LAHRENCEVILLE,  GEORGIA 
REPA,  ANTHONY,  CORNHALL,  CANADA 
REPAR,  ROBERT  JOSEPH,  JR,  FOLSOM,  CALIFORNIA 
LOS  ALAMOS,  NEH  MEXICO 

BUFFALO,  NEH  YORK 
MINEOLA,  NEH  YORK 
EUCLID,  OHIO 
RESCH,  JOHN  CHARLES,  POUGHKEEPSIE,  NEH  YORK 
RESCHKE,  JOHN  E,  LOHELL,  INDIANA 
RESEK,  THOMAS  M. ,  SEVEN  HILLS,  OHIO 
RESENDEZ,  JESSE,  JR,  CHICAGO,  ILLINOIS 
RESENDEZ,  RICHARD,  LORAIN,  OHIO 
RESICK,  RANDALL  LEE,  HATERTOHN,  SOUTH  DAKOTA 
RESMONDO,  CARL  ALEXANDER,  FOLEY,  ALABAMA 
RESNICK,  BRUCE  KENDALL,  BAYSIDE,  HISCONSIN 
RESOS,  ARSENIO  C,  MANILA,  PHILIPPINES 
RESTAURI,  DONALD  A.,  DETROIT,  MICHIGAN 
RESTIVO,  CARMINE,  JR,  CARMEL,  NEH  YORK 
RESTREPO,  LUZ  ELENA,  BOGOTA,  COLOMBIA 
RETTIG,  DANIEL  THOMAS,  HINTER  PARK,  FLORIDA 
RETTIG,  MARION  D. ,  ARLINGTON,  TEXAS 
REUBEN,  PAUL  MILLIE,  PORT  VILA,  VANUATU 
REUNGOAT,  YVES  LOIC,  PARIS,  FRANCE 
REUTER,  EDHARD  AUGUST,  SEYMOUR,  INDIANA 
REUTHER,  BRIAN  EDHARD,  PORT  ST  LUCIE,  FLORIDA 
REUTHER,  KURT  JOSEPH,  DOVER,  DELAHARE 
REUTTER,  HILLIAM  RICHARD,  PHOENIX,  ARIZONA 
REUVERS,  GERALD  HILLIAM,  FARIBAULT,  MINNESOTA 
REVAJ,  EDHARD  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
REVELLS,  MONICA  ANN,  HONOLULU,  HAHAII 
REVENEH,  MARK  NORMAN,  POOLER,  GEORGIA 
REVERCOMB,  THOMAS  LEHIS,  FORT  THOMAS,  KENTUCKY 
REVERING,  ANDREH  C,  ANOKA,  MINNESOTA 
REVLING,  RANDALL  LYLE,  GREEN  BAY,  HISCONSIN 
REH,  HAROLD  CONRAD,  HACKENSACK,  NEH  JERSEY 
REHERS,  KENNETH  HAYNE,  MAYHOOD,  ILLINOIS 
REXRODE,  RALPH  H. ,  LYNCHBURG,  VIRGINIA 
REXROTH,  KENNETH  DALE,  MOLINE,  ILLINOIS 
REY,  EMILIO  R.,  BUENOS  AIRES,  ARGENTINA 
REYES,  ANTONIO  ALDAN,  SAIPAN,  FEDERATED  STATES  OF  MICRO 
FRANK  RODRIGUEZ,  FLORENCE,  ARIZONA 
JAY  ANTHONY,  MONETT,  MISSOURI 
JESSE  S,  DALLAS,  TEXAS 
JOSE  F,  MANILA,  PHILIPPINES 
JUAN,  JR,  CHICAGO,  ILLINOIS 
PACIFICO  DELOS,  QUITO,  ECUADOR 
VICTOR  BALDERRAMA,  JR,  LEON  VALLEY,  TEXAS 
BENIGNO  GUADALUPE,  BROHNSVILLE,  TEXAS 
RAUL  G.,  EDINBURG,  TEXAS 

CLAY  FERRIS,  SAN  DIEGO,  CALIFORNIA 
BILLY  DEAN,  SR,  RICHMOND  HILL,  GEORGIA 
CHARLES  LEIGHTON,  PORT  ST  LUCIE,  FLORIDA 
CHARLES  HALTER,  JR,  MIAMI,  FLORIDA 
CLEM  J.,  KIRKLAND,  HASHINGTON 
DANIEL  DAVID,  SAVANNAH,  GEORGIA 
DANNY  LEE,  KANSAS  CITY,  MISSOURI 
DONITA  B,  OKLAHOMA  CITY,  OKLAHOMA 
DOUGLAS  H,  TORONTO,  CANADA 
EARL  M.,  MANILA,  PHILIPPINES 
EDHARD  DOUGLAS,  SILVER  CITY,  NEH  MEXICO 
EDHARD  J,  BANGOR,  MAINE 
GERALD  L,  DOVER,  DELAHARE 
HARRY  V.,  JR.,  HEST  GLACIER,  MONTANA 
HOHARD  K,  GREENHICH,  CONNECTICUT 
JAMES  DAVID,  MIDLAND,  TEXAS 
JAMES  E.,  CAMDEN,  SOUTH  CAROLINA 
JAMES  MICHAEL,  ROME,  GEORGIA 
JAMES  TILDEN,  SAN  DIEGO,  CALIFORNIA 
JOSEPH  ANTHONY,  JONESBORO,  GEORGIA 
JOSEPH  MILTON,  JR,  LENOIR,  NORTH  CAROLINA 
LEO,  FRANKFORT,  KENTUCKY 
LESTER  JORDAN,  LEXINGTON,  SOUTH  CAROLINA 
MYRON  EUGENE,  RALEIGH,  NORTH  CAROLINA 
PATRICK  JOSEPH,  MAYHOOD,  NEH  JERSEY 
RAYMOND  HILLIAM,  ST.  LOUIS,  MISSOURI 
ROBERT  D,  SACRAMENTO,  CALIFORNIA 
ROBERT  LEIGH,  DRAYTON  PLAINS,  MICHIGAN 
STEPHEN  ELMO,  SOLDOTNA,  ALASKA 
STEVEN  EDHARD,  NORTH  SCITUATE,  RHODE  ISLAND 
STUART  C,  EVERETT,  HASHINGTON 
HALTER  C,  ALEXANDRIA,  LOUISIANA 
HESLEY  GENE,  REDDING,  CALIFORNIA 
REZZA,  THOMAS  E.,  MOUNT  VERNON,  NEH  YORK 
REZZO,  JOSEPH  PAUL,  LOS  ANGELES,  CALIFORNIA 
RHILINGER,  SUSAN  MARIE,  TORRANCE,  CALIFORNIA 
RHINEHART,  LARRY  GENE,  INDIANAPOLIS,  INDIANA 
RHINEHART,  NORMAN  LEE,  BINGHAMTON,  NEH  YORK 
RHINES,  JACK  L,  KODIAK,  ALASKA 
RHOADES,  JAMES  C,  ST.  JOSEPH,  MISSOURI 
RHOADES,  ROBERT  MAURICE,  JR,  FRANKLIN,  TENNESSEE 
RHOADES,  RONALD  L,  COLUMBUS,  INDIANA 
RHOADS,  DALE  MARTIN,  MANSFIELD,  OHIO 
RHOADS,  JAMES  PATRICK,  YAPHANK,  NEH  YORK 
RHOADS,  JOHN  H. ,  FORESTVILLE,  MARYLAND 
RHOADS,  STEVEN  ALAN,  CALUMET  CITY,  ILLINOIS 
RHODENIZER,  ALBERT  EUGENE,  CHARLOTTESVILLE,  VIRGINIA 
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ALLEN  A.,  DANVILLE,  CALIFORNIA 
CECIL,  EUTAH,  ALABAMA 
DANIEL  BERNARD,  YUMA,  ARIZONA 
EDDIE  CHARLES,  PUEBLO,  COLORADO 
EDHARD,  ANCHORAGE,  ALASKA 
EUGENE  EDHARD,  DETROIT,  MICHIGAN 
LYNN,  BORREGO  SPRINGS,  CALIFORNIA 
MICHAEL  ANTHONY,  SANTA  ANA,  CALIFORNIA 
MICHAEL  RICHARD,  DEERFIELD  BEACH,  FLORIDA 
RAYMOND  EUGENE,  CAMP  HILL,  PENNSYLVANIA 
STEPHEN  LEE,  CEDAR  HILL,  TEXAS 
HILLIAM  STEVENSON,  ROCK  HILL,  SOUTH  CAROLINA 
RHOE,  ALTON  RAY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RHOTEN,  DENNIS  LEE,  FREDERICKSBURG,  TEXAS 
RIBEIRO,  JOHN  PAUL,  HONG  KONG,  HONG  KONG 
RIBEIRO,  VALDEMAR  GOMES,  BRASILIA,  BRAZIL 
RIBEL,  THOMAS  ELLSHORTH,  NORTH  MIAMI  BEACH,  FLORIDA 
RICCA,  RICHARD  M. ,  NEH  YORK,  NEW  YORK 
RICCABONA,  VINCENT  JOHN,  CAPITOLA,  CALIFORNIA 
RICCARDI,  FREDERICK  V.,  HEBB  AFB,  TEXAS 
RICCARDI,  LEONARD  J.,  SOUTH  PLAINFIELD,  NEH  JERSEY 
RICCI,  DANIEL  M,  STONY  POINT,  NEH  YORK 
RICCI,  ERNEST  E,  PROVIDENCE,  RHODE  ISLAND 
RICCIARDI,  JOHN  L.,  LITTLE  FERRY,  NEH  JERSEY 
RICCIO,  FRANK  LEHIS,  MT  PLEASANT,  SOUTH  CAROLINA 
RICCIO,  JOHN  J,  JR,  HINDSOR,  CONNECTICUT 
RICE,  CHARLES  M,  SAN  DIEGO,  CALIFORNIA 
DANIEL  S.,  PINE  BLUFF,  ARKANSAS 
DAVID  A.,  ASHLAND,  KENTUCKY 
DENNIS  LEE,  CRAHFORDSVILLE,  INDIANA 
DEHARD  B,  JR,  STUTTGART,  FEDERAL  REPUBLIC  OF  GERM 
EVERETT  STROUSE,  LARGO,  FLORIDA 
GEORGE  H,  COLUMBUS,  OHIO 
JAMES  E,  PARK  FOREST,  ILLINOIS 
,  JEROME  M.,  MOUNTAINSIDE,  NEW  JERSEY 
RICE,  JOE  EDWARD,  SODA  SPRINGS,  IDAHO 
RICE,  JUDITH  POTTS,  METAIRIE,  LOUISIANA 
LEE  THOMAS,  BATON  ROUGE,  LOUISIANA 
MARK  ALLEN,  INDIANAPOLIS,  INDIANA 
MICHAEL  ALLAN,  EAST  LANSING,  MICHIGAN 
RICHARD  E,  GREEN  BAY,  WISCONSIN 
ROBERT  MICHAEL,  LOS  ANGELES,  CALIFORNIA 
ROY  E.,  JR.,  CATLETTSBURG,  KENTUCKY 
SALLIE  KATE,  HUNTSVILLE,  ALABAMA 
HALTER  IGNATIUS,  DUBLIN,  IRELAND 
HILLIAM  H.,  JR.,  ARKANSAS  CITY,  KANSAS 
,  HILLIAM  RODNEY,  DETROIT,  MICHIGAN 
RICH,  HAROLD  HAYNE,  FORT  WORTH,  TEXAS 
RICH,  JERRY  T,  HIGH  POINT,  NORTH  CAROLINA 
RICH  LAHRIE  CLAUDETTE,  HASHINGTON,  DISTRICT  OF  COLUMBI 
RICH  ROBERT  FRANCIS,  WORCESTER,  MASSACHUSETTS 
RICH,  WENDELL  A,  PHILADELPHIA,  PENNSYLVANIA 
RICHARD,  DAVID  NORMAN,  BURLINGTON,  VERMONT 
RICHARD,  JOHN  L.,  IRVING,  TEXAS 
RICHARDS,  A.  RUSSELL,  YAPHANK,  NEH  YORK 
ALAN  R,  EAST  RIDGE,  TENNESSEE 
DANIEL  THOMAS,  AUSTIN,  TEXAS 
DENNIS  RAY,  GIG  HARBOR,  WASHINGTON 
,  EDGAR,  EAST  HEMPFIELD,  PENNSYLVANIA 
RICHARDS,  GEORGE  JOSEPH,  PHOENIX,  ARIZONA 
RICHARDS,  GERALD  C. ,  LAHRENCEVILLE,  GEORGIA 
HUGH  RONALD,  EDMONTON,  CANADA 
JOE  D.,  FLAGSTAFF,  ARIZONA 
LARRY  JOE,  SAN  BERNARDINO,  CALIFORNIA 
LAWRENCE  WILLIAM,  YEADON,  PENNSYLVANIA 
LIONEL  C,  FRESNO,  CALIFORNIA 
MICHAEL  D.,  LONDON,  ENGLAND 
ROBERT  ALAN,  LITCHFIELD,  MINNESOTA 
ROGER  A.,  FAIRVIEH  HEIGHTS,  ILLINOIS 
THOMAS  SCOTT,  ENDICOTT,  NEH  YORK 
ARCHIE  J.,  SEATTLE,  WASHINGTON 
BEN  C,  ROCKY  MOUNT,  NORTH  CAROLINA 
BERNARD  ALVIS,  FLORENCE,  ALABAMA 
CRAIG  ELMORE,  LAKE  WORTH,  FLORIDA 
DANIEL  G,  MILHAUKEE,  WISCONSIN 
DENNIS  MICHAEL,  DETROIT,  MICHIGAN 
EDHARD  L.,  HAMPTON,  VIRGINIA 
HENRY  N,  JAMAICA,  NEW  YORK 
HERNDON  T,  HATTIESBURG,  MISSISSIPPI 
JESSE  IRA,  SPRINGFIELD,  TENNESSEE 
JOHN  HESLEY,  JR,  CHICAGO,  ILLINOIS 
MARK  E,  BEAVERCREEK,  OHIO 
MERVYN  CECIL,  PORT  OF  SPAIN,  TRINIDAD 
MICHAEL  A.,  BLYTHEVILLE,  ARKANSAS 
MILLARD  P,  JACKSONVILLE,  FLORIDA 
PAUL  DOUGLAS,  HOFFMAN  ESTATES,  ILLINOIS 
PORTER  LUTHER,  NORFOLK,  VIRGINIA 
RONALD  ERROL,  MOUNT  PROSPECT,  ILLINOIS 
RUSSELL  R.,  JR.,  TACOMA,  WASHINGTON 
STEPHEN  TODD,  MERIDIAN,  IDAHO 
TIMOTHY  BRUCE,  BANGOR,  MAINE 
HAYLON  B.,  SALISBURY,  NORTH  CAROLINA 
HILLIAM  DONALD,  HARREN,  MICHIGAN 
WILLIAM  E,  PORTLAND,  OREGON 
RICHBURG,  EARL  ANSEL,  JR.,  GEORGETOWN,  SOUTH  CAROLINA 
RICHENS,  GARY  THOMAS,  LONG  BEACH,  CALIFORNIA 
RICHENS,  SHIRLEY  DUANE,  MESA,  UTAH 
RICHERT,  RANDALL  JAMES,  FORT  DIX,  NEW  JERSEY 
RICHEY,  JIMMIE  DEE,  DUNCAN,  OKLAHOMA 
RICHEY,  ROBERT  JAMES,  ELLENSBURG,  HASHINGTON 
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RICHMOND,  DANIEL  HARLAND,  SEATTLE,  WASHINGTON 

RICHMOND,  HARVEY  F,  PEKIN,  ILLINOIS 

RICHMOND,  VICTOR  GRAHAM,  HAMILTON,  BERMUDA 

RICHTER,  CHARLIE  E,  CHESTERFIELD,  VIRGINIA 

RICHTER,  DARREL  FLOYD,  SAN  JOSE,  CALIFORNIA 

RICIGLIANO,  DONALD  RICHARD,  JR,  HAMILTON,  NEH  JERSEY 

RICKARD,  CRAIG  CHARLES,  JENKINTOWN,  PENNSYLVANIA 

RICKEL,  THOMAS  C,  TUCSON,  ARIZONA 

RICKER,  JOHN  MICHAEL,  ANDERSON,  SOUTH  CAROLINA 

RICKER,  ROBERT  C,  WEST  TRENTON,  NEW  JERSEY 

RICKERSON,  HAROLD  ALLAN,  EAST  POINT,  GEORGIA 

RICKETTI,  GUY  V.,  CLEVELAND,  OHIO 

RICKETTS,  JOSEPH  F.,  TAUNTON,  MASSACHUSETTS 

RICKEY,  LONNIE  RAY,  WATONGA,  OKLAHOMA 

RICKFORD,  DALE  A,  ANTIOCH,  CALIFORNIA 

RICKS,  CAPPY,  KIRKWOOD,  MISSOURI 

RICKS,  GEORGE  MELVIN,  JR,  VALDOSTA,  GEORGIA 

RICKS,  WALTER  HOBBS,  ORLANDO,  FLORIDA 

RIDDLE,  DONALD  MAYHER,  MOBILE,  ALABAMA 

GROVER  FRED,  COLUMBIA,  SOUTH  CAROLINA 
JAMES  L.,  DALLAS,  TEXAS 

ROBERT  BLAKE,  MYRTLE  BEACH,  SOUTH  CAROLINA 
RODNEY  J.,  FRESNO,  CALIFORNIA 
SAMUEL  JAMES,  PITTSBURGH,  PENNSYLVANIA 
,  STARLANE  MARIE,  AUSTIN,  TEXAS 
RIDENOUR,  EDWARD  WALTER,  MODESTO,  CALIFORNIA 
RIDEOUT,  BENJAMIN  P.,  SR,  MORRISTOWN,  NEW  JERSEY 
RIDER,  JAY  CARL,  FORT  SMITH,  ARKANSAS 
RIDGEHAY,  LYMAN  I.,  LIBERTY,  MISSOURI 
RIDGLEY,  MICHAEL  THEODORE,  PLYMOUTH,  MINNESOTA 
RIDINGS,  LOWELL  HOWARD,  JR,  ALCOA,  TENNESSEE 
RIECK,  DONALD  E.,  MILWAUKEE,  WISCONSIN 
RIECK   ROLAND  THOMAS,  HOPEWELL  JUNCTION,  NEW  YORK 
RIECK,  ROX  ALVIN,  BELLEVUE,  WASHINGTON 
RIEDEL,  BRIAN  JAMES,  GALVESTON,  TEXAS 
RIEG,  WILLIAM  L.,  MOUNT  LEBANON,  PENNSYLVANIA 
RIELLO,  ANTHONY  JOSEPH,  PITTSFIELD,  MASSACHUSETTS 
RIEPE,  THOMAS  EDWARD,  PORT  ANGELES,  WASHINGTON 
RIESS,  ERNEST  HENRY,  FORESTVILLE,  MARYLAND 
RIEVES,  JOSEPH  WILLIAM,  JACKSON,  MISSISSIPPI 
RIFFE,  KIMBERLY  SUE,  CONVERSE,  TEXAS 
RIFFLE,  JOSEPH  J.,  WARREN,  OHIO 
RIGDON,  KATHY  S,  DECATUR,  GEORGIA 
RIGGIN,  DEAN  F,  LITTLE  ROCK,  ARKANSAS 
RIGGLE,  GEORGE  V,  JR,  FREMONT,  NEBRASKA 
RIGGS,  ERNEST  CLYDE,  JR,  INDIANAPOLIS,  INDIANA 
RIGGS,  RICKY  LEE,  HARRISON,  ARKANSAS 
RIGGS,  ROSS  LELAND,  LOUISVILLE,  OHIO 
RIGGS,  RUSSELL  ALBERT,  ST  GEORGE,  UTAH 
RIGHTER,  DONALD  CLLEN,  SAN  PABLO,  CALIFORNIA 
RIGHTMER,  THOMAS  LIDDELL,  LAWTON,  OKLAHOMA 
RIGNEY,  RONNY  A.,  HHITNEY,  TEXAS 
RIGNEY,  WILLIAM  D. ,  DANVILLE,  VIRGINIA 
RIGO,  MICHAEL  MAURICE,  MARIETTA,  GEORGIA 
RIGSBY,  ROBERT  FREDERICK,  LOUISA,  VIRGINIA 
RIHA,  RICHARD,  FORT  LAUDERDALE,  FLORIDA 
RIKALA,  JOY  MICHELLE,  MINNETONKA,  MINNESOTA 
RIKARD,  GARY  LEE,  BARTLETT,  TENNESSEE 
RIKER,  JOHN  MARTIN,  MORRISTOWN,  NEW  JERSEY 
BRIAN  A,  SALEM,  OREGON 
BYRON  JOE,  HENDERSONVILLE,  TENNESSEE 
CONNIE  MACK,  CARLSBAD,  NEW  MEXICO 
DAVID  H.,  ATLANTA,  GEORGIA 
,  JOHN  A,  POMPANO  BEACH,  FLORIDA 
S  REY   LARRY  WILLIAM,  PITTSBURGH  PENNSYLVANIA 
RILEY  LEONARD  WALTER,  BRADLEY  BEACH,  NEW  JERSEY 
RILEY  MILTON  RICHARD,  JR,  NEW  BRITAIN,  CONNECTICUT 
RILEY   SAMUEL  PAUL,  GREENWOOD,  SOUTH  CAROLINA 
TIMOTHY  JOHN,  NEWPORT  BEACH,  CALIFORNIA 
W  MICHAEL,  NEW  BADEN,  ILLINOIS 
WILLIAM  FREDERICK,  J,  AKRON,  OHIO 
,  WILLIAM  M.,  ATLANTA,  GEORGIA 

RILING,  FREDERICK,  HIALEAH,  FLORIDA 

RIMES,  CLYDE  MANNING,  JR,  MIAMI,  FLORIDA 
RINALDO,  MARK,  AVON,  CONNECTICUT 
RINCON,  VINCENT  RUBIO,  WICHITA  FALLS,  TEXAS 
RINEER  DAVID  MARTIN,  LANCASTER,  PENNSYLVANIA 
RINEHART,  ROBERT  E,  INDEPENDENCE,  MISSOURI 
RINEHART  WILLIAM  LYLE,  LOS  ANGELES  CALIFORNIA 
RINER,  DOUGLAS  MACARTHUR,  WINFIELD,  ILLINOIS 
RINER,  JOHN  TRAVIS,  PANAMA  CITY,  FLORIDA 
RING,  CHARLES  EUGENE,  SANTA  FE,  NEH  MEXICO 

Si    ^^HES-WI^yAMUW^HlSGfS^SD?STRICT  OF  COLUMBIA 

RINGEN,  JOHN,  WESTHAMPTON  BEACH,  NEW  YORK 

RINGER  MICHAEL  A.,  HONG  KONG,  HONG  KONG 

R  NGEY   TERRY  JAMES,  PINETOP/LAKESIDE   ARIZONA 

RINGHOFER,  JEROME  CAMPBELL,  SAN  BERNARDINO,  CALIFORNIA 

RINGSTROM,  ROBERT  JAMES,  SARTELL,  MINNESOTA 

RINGHALD,  CARL  GERARD,  NEW  YORK,  NEW  YORK 

RINKER,  RICHARD  RAY,  WOODSTOCK,  VIRGINIA 

RINN,  DONALD  GORDON,  VANCOUVER,  CANADA 

RINNA,  CARL  GILBERT,  ANN  ARBOR,  MICHIGAN 

RINNE,  URMA  TOIVO,  HELSINKI,  FINLAND 

RIO,  JAMES  VICTOR,  FARMINGTON  CONNECTICUT 

RIO  MICHAEL  EMMETT,  CHICAGO  RIDGE-  ILLINOIS 

RIORDAN,  JAMES  DANIEL,  CHICAGO,  ILLINOIS      _ftlllM(,1A 

RIORDAN  MARTIN  JOHN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

RIOS  RIPPA,  ALEJANDRO,  MEXICO  CITY,  MEXICO 

RIOS,  JAN  LARRY,  YAPHANK,  NEW  YORK 
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RIOS,  PANFILO  -  ROBINSON,  KENNETH  0 
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21  tt 

99  tt 
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RIOS,  PANFILO,  STANFIELD,  OREGON 
RIOS,  RUBEN  PEREZ,  BROHNSVILLE,  TEXAS 
RIOUX,  HAYNE  IRVING,  MIDDLETOWN,  CONNECTICUT 
RIPLEY,  ROBERT  C,  LOS  ANGELES,  CALIFORNIA 
RIPPEE,  ALVIN  LEON,  CUSHING,  OKLAHOMA 
RIPPETO,  ARCHIE  LEE,  CLAYTON,  MISSOURI 
RIPPY,  KEITH  MALCOLM,  BURLESON,  TEXAS 
RIPPY,  ROGER  LEE,  CAMP  PENDLETON,  CALIFORNIA 
RIPSKY,  JON  A,  NAPERVILLE,  ILLINOIS 
RIQUELME,  EDUAROO  HUMBERTO,  SANTIAGO,  CHILE 
RISACHER,  LOUIS  J.,  FAIR  LAHN,  NEH  JERSEY 
RISCHE,  ROBERT  MARTIN,  JR,  FRESNO,  CALIFORNIA 
RISENHOOVER,  GARLAND  D,  SACRAMENTO,  CALIFORNIA 
RISHER,  BRADLEY  PAUL,  GRAND  HAVEN,  MICHIGAN 
RISING,  EDHARD  L.,  NEH  YORK,  NEH  YORK 
RISLEY,  JOHN  JAY,  CHICAGO,  ILLINOIS 
RISPALJE,  JOHN  ALBERT,  SIOUX  CITY,  IOHA 
RITA,  JOHN  D,  JR,  MAYWOOD,  ILLINOIS 
RITACCO,  VINCENT  CARMINE,  SUNRISE,  FLORIDA 
RITCH,  RICHARD  FREDRICK,  JR,  HARTSVILLE,  SOUTH  CAROLINA 
RITCHEY,  BRUCE  HAYNE,  SAN  ANTONIO,  TEXAS 
RITCHEY,  MICHAEL  ARTHUR,  SAN  ANTONIO,  TEXAS 
RITCHIE,  DANIEL  HILLIAM,  SASKATOON,  CANADA 
JAMES  L.,  TOLEDO,  OHIO 
JOHN  E,  ALEXANDRIA,  LOUISIANA 
JOSEPH  H.,  OGDEN,  UTAH 
JULIUS  F.,  HARRISONBURG,  VIRGINIA 
ROBERT  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
RITTENAUER,  VOLKER  EUGEN,  HEILBRONN,  FEDERAL  REPUBLIC  0 
RITTENBERRY,  DONAL  LEE,  SHREVEPORT,  LOUISIANA 
RITTER,  BARRY  CARL,  RICHMOND,  INDIANA 

CYRIL  KENNEY,  KANSAS  CITY,  MISSOURI 
DONALD  H,  CINCINNATI,  OHIO 
GEORGE  EDHIN,  JR,  LA  PORTE,  INDIANA 
JOHN  RICHARD,  SALEM,  OREGON 
ROBERT  GEORGE,  MILL  VALLEY,  CALIFORNIA 
WAYNE  ALLEN,  FORT  BRAGG,  NORTH  CAROLINA 
HILLIAM  F,  SPRINGFIELD,  ILLINOIS 
RITZ,  JAMES  DAVID,  LYONS,  ILLINOIS 
RIVENBARK,  TED  MARTIN,  GREENSBORO,  NORTH  CAROLINA 
RIVERA  DIAZ,  JOSE  L,  SAN  JUAN,  PUERTO  RICO 
RIVERA  HERNANDEZ,  JOSE  A.,  SAN  JUAN,  PUERTO  RICO 
RIVERA  RODRIGUEZ,  LUIS,  SAN  JUAN,  PUERTO  RICO 
RIVERA  SANTIAGO,  JUAN  E.,  SAN  JUAN,  PUERTO  RICO 
RIVERA-NAZARIO,  DAVID,  SAN  JUAN,  PUERTO  RICO 
RIVERA-RIVERA,  JULIO,  MAYAGUEZ,  PUERTO  RICO 
RIVERA-SANTANDER,  ALFONSO,  LIMA,  PERU 
RIVERA,  FERNANDO  F,  SANTA  FE,  NEH  MEXICO 

LUIS  ARTURO,  MAYAGUEZ,  PUERTO  RICO 
PABLO  FELIPE,  SAN  JUAN,  PUERTO  RICO 
RALPH,  HEST  TRENTON,  NEW  JERSEY 
RAYNALDO  VICTOR,  ALBUQUERQUE,  NEW  MEXICO 
ROBERTO,  PEARL  HARBOR,  HAWAII 
RUBEN,  JR,  NEW  YORK,  NEW  YORK 
RIVERA,  VICTOR  MANUEL,  MIDLAND,  TEXAS 
RIVERIA,  MIGUEL  A,  SAN  JUAN,  PUERTO  RICO 
RIVERS,  ROY  JEROME,  CHARLOTTE,  NORTH  CAROLINA 
RIVES,  ERNEST  E,  BATON  ROUGE,  LOUISIANA 
RIVES,  JUDSON  CAREY,  MANSFIELD,  LOUISIANA 
RIVES,  RUEL  BUCHANAN,  SHREVEPORT,  LOUISIANA 
RIXEN,  COLLIN  MARK,  BISMARCK,  NORTH  DAKOTA 
RIZAL,  KERSON  CHIWI,  TRUK,  FEDERATED  STATES  OF  MICRONES 
RIZO,  THEODORE  GARCIA,  CHICAGO,  ILLINOIS 
RIZY,  JAMES  FRANCIS,  DALLAS,  TEXAS 
RIZZI,  DOMINIC,  CHICAGO,  ILLINOIS 
RIZZO,  JOSEPH  F,  BAY  MINETTE,  ALABAMA 
RIZZO,  THOMAS  DOMINICK,  NEW  BRUNSWICK,  NEW  JERSEY 
RIZZUTI,  LOUIS  HENRY,  JR,  ST.  LOUIS,  MISSOURI 
ROACH,  DAVID,  BOWLING  GREEN,  KENTUCKY 
ROACH,  DOUGLAS  GERALD,  SIGNAL  MOUNTAIN,  TENNESSEE 
ROACH,  GERALD  R,  SR,  PORTAGE,  INDIANA 
ROACH,  GLEN  SEDLEY,  PORT  OF  SPAIN,  TRINIDAD 
ROACH,  JAMES  D,  TERRE  HAUTE,  INDIANA 
ROACH,  JOHN  KEVIN,  CLAYTON,  MISSOURI 
ROACH,  RICHARD  WILLIAM,  OCEANSIDE,  CALIFORNIA 
ROACHE,  FRANCIS  MICHAEL,  BOSTON,  MASSACHUSETTS 
ROARK,  RUSSELL  F,  III,  COLUMBIA,  SOUTH  CAROLINA 
ROB,  JOHN  VINCENT,  FAIRFAX,  VIRGINIA 
ROBARDS,  JOHN  D.,  SAN  ANTONIO,  TEXAS 
ROBB,  CLARENCE  E.,  ARDMORE,  PENNSYLVANIA 
ROBBERSTAD,  KNUT  INGE,  STAVANGER,  NORWAY 
ROBBERTS,  D.  J.,  SAN  ANTONIO,  TEXAS 
ROBBINS,  CHARLES  E,  TACOMA,  WASHINGTON 
ROBBINS,  DANIEL  ALLEN,  SAN  BERNARDINO,  CALIFORNIA 
ROBBINS,  DAVID  W.,  GREENWICH,  CONNECTICUT 
ROBBINS,  HAROLD  MANSFIELD,  ANNAPOLIS,  MARYLAND 
ROBBINS,  JOSEPH  EVERETT,  NOBLESVILLE,  INDIANA 
ROBBINS,  NEWTON  C,  HARRISBURG,  PENNSYLVANIA 
ROBBINS,  PETER  JOHN,  GREENWICH,  CONNECTICUT 
ROBBINS,  RAY  K.,  SNYDER,  TEXAS 
ROBBINS,  STEVEN  DAVID,  MIAMI  BEACH,  FLORIDA 
ROBBINS,  THOMAS  MARK,  MARION,  OHIO 
ROBERDS,  TERRY  LAWRENCE,  CLAYTON,  MISSOURI 
ROBERGE,  SCOTT  RICHARD,  FARMINGTON,  NEW  HAMPSHIRE 
ROBERSON,  BARRY  WAYNE,  PRINCETON,  NEW  JERSEY 
ROBERSON,  ERIC  ELGIN,  MILWAUKEE,  WISCONSIN 
ROBERSON,  GARY,  NORMAN,  OKLAHOMA 
ROBERSON,  JAMES  MASON,  BIRMINGHAM,  ALABAMA 
ROBERSON,  JOHNNY  LEONERD,  GALLATIN,  TENNESSEE 
ROBERSON,  LONZO  GROVER,  ROME,  GEORGIA 
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111 
135 
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ROBERT,  CECIL  PAUL,  JR,  GONZALES,  LOUISIANA 

ROBERTS,  ALGIN,  FRANKFORT,  KENTUCKY 

ROBERTS,  ALLEN  T,  JR,  ALLENTOWN,  PENNSYLVANIA 

ROBERTS,  BERNADETTE  LOUISE,  MONTEREY  PARK,  CALIFORNIA 

ROBERTS,  BRIAN  HOWARD,  SAN  DIEGO,  CALIFORNIA 

ROBERTS,  BRUCE  ALAN,  SPOKANE,  WASHINGTON 

ROBERTS,  COURTNAY  A.,  GAINESVILLE,  FLORIDA 

ROBERTS,  DAVID  0.,  TOLEDO,  OHIO 

ROBERTS,  DONALD  D. ,  SALT  LAKE  CITY,  UTAH 

ROBERTS,  DONALD  ROBIN,  WILMINGTON,  DELAWARE 

ROBERTS,  DONALD  W,  MIDLAND,  TEXAS 

ROBERTS,  EUGENE  B.,  CHULA  VISTA,  CALIFORNIA 

ROBERTS,  EUGENE  CARLTON,  JR,  LOUISVILLE,  KENTUCKY 

ROBERTS,  GEORGE  FREDERICK,  KANSAS  CITY,  MISSOURI 

ROBERTS,  GERALD  G,  NORTH  PALM  BEACH,  FLORIDA 

ROBERTS,  JERRY  SHERMAN,  HERMISTON,  OREGON 

ROBERTS,  JOE  H. ,  KNOXVILLE,  TENNESSEE 

ROBERTS,  JOHN  CHARLES,  WALTERBORO,  SOUTH  CAROLINA 

ROBERTS,  LANE  JAY,  UNION  GAP,  WASHINGTON 

ROBERTS,  LARRY  LEE,  OMAHA,  NEBRASKA 

ROBERTS,  LIONEL  F,  REDFORD,  MICHIGAN 

ROBERTS,  MICHAEL  BASSETT,  SALT  LAKE  CITY,  UTAH 

ROBERTS,  NICHOLAS  JOHN,  JR,  SALT  LAKE  CITY,  UTAH 

ROBERTS,  PAMELA  JEAN,  PERRIS,  CALIFORNIA 

ROBERTS,  PHILIP  JAMES,  CAMDEN,  MAINE 

ROBERTS,  RICHARD  C,  YAPHANK,  NEW  YORK 

ROBERTS,  ROBBIE  ROBERT,  RANSON,  WEST  VIRGINIA 

ROBERTS,  ROBERT  HUGH,  CHARLESTON,  SOUTH  CAROLINA 

ROBERTS,  ROBERT  LEE,  JR,  EAST  ORANGE,  NEW  JERSEY 

ROBERTS,  ROBERT  MICHAEL,  BOISE,  IDAHO 

ROBERTS,  STEVEN  EVERETT,  HESTBROOK,  MAINE 

ROBERTS,  SYDNEY  RENA,  NEWARK,  NEW  JERSEY 

ROBERTS,  THOMAS  M,  EASTLAKE,  OHIO 

ROBERTS,  VICTOR  M. ,  ALBANY,  NEW  YORK 

ROBERTS,  WALLY  L.,  ATLANTA,  GEORGIA 

ROBERTS,  WILLIAM  RUSSELL,  LANDOVER,  MARYLAND 

ROBERTS,  WILLIAM  T,  LARGO,  FLORIDA 

ROBERTS,  WILLIAM  THOMAS,  BECKLEY,  WEST  VIRGINIA 

ROBERTSHAW,  PETER  GARTH,  MARTINEZ,  CALIFORNIA 

ROBERTSON,  CALVIN  E,  JR,  LYNCHBURG,  VIRGINIA 

ROBERTSON,  CARL  W. ,  EAST  LANSING,  MICHIGAN 

ROBERTSON,  CHRISTOPHER  MARK,  CINCINNATI,  OHIO 

ROBERTSON,  DONA  BATEMAN,  DECATUR,  GEORGIA 

ROBERTSON,  ERIC  EUGENE,  OLYMPIA,  WASHINGTON 

ROBERTSON,  FRANK  M. ,  II,  BONNER  SPRINGS,  KANSAS 

ROBERTSON,  GLYNN  CLEVELAND,  CHICAGO,  ILLINOIS 

ROBERTSON,  JERRY  WADE,  SR,  PHOENIX,  ARIZONA 

ROBERTSON,  JOHN  CYRIL,  CHICAGO,  ILLINOIS 

ROBERTSON,  JOHN  RICHARD,  GARDEN  GROVE,  CALIFORNIA 

ROBERTSON,  JOHN  WINSTON,  HANOVER,  VIRGINIA 

ROBERTSON,  JOHNNIE  H. ,  REIDSVILLE,  GEORGIA 

ROBERTSON,  KENNETH  DANIEL,  HAMILTON,  CANADA 

ROBERTSON,  LLOYD  H,  PHOENIX,  ARIZONA 

ROBERTSON,  MARGARET  J.,  LOS  ANGELES,  CALIFORNIA 

ROBERTSON,  MARK  WILLIAM,  MEMPHIS,  TENNESSEE 

ROBERTSON,  MELVIN  E.,  CHEHALIS,  WASHINGTON 

ROBERTSON,  MICHAEL  DAVID,  RALEIGH,  NORTH  CAROLINA 

ROBERTSON,  REUBEN  W. ,  KINGSTON,  JAMAICA 

ROBERTSON,  ROBERT  DERRICK,  WACO,  TEXAS 

ROBERTSON,  RONALD  WILLIAM,  TUSCALOOSA,  ALABAMA 

ROBERTSON,  ROSS  H. ,  GARDEN  GROVE,  CALIFORNIA 

ROBERTSON,  WALTER  EVANS,  ASHEVILLE,  NORTH  CAROLINA 

ROBERTSON,  WILLIAM  ABNER,  JR,  PRINCE  GEORGE,  VIRGINIA 

ROBERTSON,  WILLIAM  J,  WAKEFIELD,  RHODE  ISLAND 

ROBESON,  V  TIMOTHY,  ROSEBURG,  OREGON 

ROBEY,  JAMES  N,  JR,  ELLICOTT  CITY,  MARYLAND 

ROBEY,  JOHN  D,  FRANKFORT,  KENTUCKY 

ROBICHAUD,  ARTHUR  A,  GLEN  RIDGE,  NEW  JERSEY 

ROBICHAUD,  HAROLD  J.,  CONCORD,  NEW  HAMPSHIRE 

ROBICHAUX,  MICHAEL  PAUL,  PASCAGOULA,  MISSISSIPPI 

ROBICHAUX,  WALTER  F,  HOUSTON,  TEXAS 

ROBINS,  DAVID  SEWELL,  SHELBY,  MONTANA 

ROBINS,  ELBERT  E,  BIRMINGHAM,  ALABAMA 

ROBINSON,  CARL  NORMAN,  WILLOW  GROVE,  PENNSYLVANIA 

ROBINSON,  CARL  PRICE,  II,  MIDLAND,  TEXAS 

ROBINSON,  CAROLYN  MAXINE,  TULSA,  OKLAHOMA 

ROBINSON,  CHRISTOPHER  HAROLD,  MADISON,  ALABAMA 

ROBINSON,  CLARENCE  R,  MARIETTA,  GEORGIA 

ROBINSON,  DALE  KIMBALL,  MANCHESTER,  NEW  HAMPSHIRE 

ROBINSON,  DANIEL  BLISS,  YUMA,  ARIZONA 

ROBINSON,  DONALD  J.,  RIVERHEAD,  NEW  YORK 

ROBINSON,  DOUGLAS  W,  LONG  BEACH,  CALIFORNIA 

ROBINSON,  EUGENE,  ATLANTA,  GEORGIA 

ROBINSON,  EUGENE,  NEW  YORK,  NEH  YORK 

ROBINSON,  FLOYD  E,  JR,  BOISE,  IDAHO 

ROBINSON,  FRANCIS  R,  FORT  MEADE,  MARYLAND 

ROBINSON,  FRANK  R,  HARTFORD,  CONNECTICUT 

ROBINSON,  GARY  LEE,  CASTLE  ROCK,  COLORADO 

ROBINSON,  GEORGE  FREDERICK,  FORESTVILLE,  MARYLAND 

ROBINSON,  GLEN  E.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROBINSON,  GLEN  FRASER,  ALTONA,  CANADA 

ROBINSON,  HAMILTON,  NEW  YORK,  NEW  YORK 

ROBINSON,  HORACE  BOOTHBY,  I,  DAVENPORT,  FLORIDA 

ROBINSON,  JAMES  L,  MARTINEZ,  CALIFORNIA 

ROBINSON,  JEDDER  FERNEAUX,  BRIDGETOWN,  BARBADOS 

ROBINSON,  JEFFREY  LYNN,  PROVO,  UTAH 

ROBINSON,  JERRY  W. ,  JONESBORO,  GEORGIA 

ROBINSON,  JOHN  GRAYSON,  LITTLETON,  COLORADO 

ROBINSON,  JOHN  RAYMOND,  BENSALEM,  PENNSYLVANIA 

ROBINSON,  KENNETH  0,  LIHUE,  KAUAI,  HAWAII 
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ROBINSON,  KEVIN  LEE  -  ROLLIN,  GEORGE  CARTER 
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ROBINSON 

ROBINSON, 

ROBINSON 


ROBINSON, 
ROBINSON, 
ROBINSON, 
ROBINSON, 


OHIO 


ROBINSON,  KEVIN  LEE,  PHOENIX,  ARIZONA      ¥„BUT. 
ROBINSON,  LAHRENCE  FREDERICK,  TORRANCE,  CALIFORNIA 
ROBINSON,  LEANDER  JACK,  ATLANTA,  GEORGIA 
ROBINSON,  MARK  LUTTRELL,  BATAVIA,  NEH  YORK 
ROBINSON,  MICHAEL  DEAN,  LANSING,  MICHIGAN 
ROBINSON  MICHAEL  HAYNE,  THE  VILLAGE,  OKLAHOMA 

RICHARD  LAMONT,  BEAUFORT,  SOUTH  CAROLINA 
RICHARD  HALTER,  ARLINGTON  HEIGHTS,  ILLINOIS 
,  ROBERT  DALE,  SR,  SAN  ANTONIO,  TEXAS 
ROBINSON,  ROGER  J,  SACRAMENTO,  CALIFORNIA 
ROBINSON  RONNIE  TIMOTHY,  HENDERSON,  NORTH  CAROLINA 
ROBINSON,  ROSS  ROBERT,  ASHEVILLE,  NORTH  CAROLINA 
ROBINSON,  SCOTT  LEE,  SALT  LAKE  CITY,  UTAH 
ROBINSON  STEVEN  LEE,  ARLINGTON,  HASHINGTON 
ROB  NSoK:  STUAR1?  DEPYSTER,  BROOKLYN  CENTER  MINNESOTA 
TERRY  S.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  M.,  TITUSVILLE,  FLORIDA 
THOMAS  HILLIAM,  IV,  RENO,  NEVADA 
,,  HAYNE  ARTHUR,  BUFFALO,  NEH  YORK 
ROBINSON,  HILLIAM  EDHARD,  HASHINGTON  COURT  HOUSE, 
ROBINSON  HILLIAM  THOMAS,  BOOTHHYN,  PENNSYLVANIA 
ROBINSON  HILLIAM  HARREN,  ST  AUGUSTINE,  FLORIDA 
ROBISON,  ARCHIE  LESTER,  ELY,  NEVADA 
ROBISON,  ARMOND  R.  ,  IDAHO  FALLS,  IDAHO  <._imy 
ROBISON  CHARLES  RAYMOND,  ST.  JOSEPH,  MISSOURI 
ROBISON,  CHARLES  H. ,  COLUMBUS,  OHIO 
ROBISON,  JAMES  E,  SOUTH  BEND,  INDIANA 
ROBISON,  L.  R.,  BATON  ROUGE,  LOUISIANA 
ROBISON,  MANOAH  FLAVUS,  SAN  JOSE,  CALIFORNIA 
ROBITAILLE,  DAVID  JOSEPH,  HARHICK,  RHODE  ISLAND 
ROBITAILLE   EARLE  H. ,  HUNTINGTON  BEACH,  CALIFORNIA 
ROBITAILLE,  JOHN  J,  ESCANABA,  MICHIGAN 
ROBLES  CRUZ,  MARIO,  SAN  JUAN,  PUERTO  RICO 
ROBLES,  JAHES  FLORES,  LAS  CRUCES,  NEH  MEXICO 
ROBUSTELLI,  SAMMY  LOUIS,  SANTA  CRUZ,  CALIFORNIA 
ROCCO,  ANTHONY  HILLIAM,  MINEOLA,  NEH  YORK 
ROCCOSANTO,  JOSEPH,  NAZARETH,  PENNSYLVANIA 
ROCHA,  RAMON  E.,  ROMEOVILLE,  ILLINOIS 
ROCHANAVEDYA,  SATHIT,  BANGKOK,  THAILAND 
ROCHE,  BRIAN  DAVID,  PALM  BEACH,  FLORIDA 
ROCHE,  CLIVE  JEREMY,  BIRMINGHAM,  ENGLAND 
ROCHE   FRANCIS  B.,  SCRANTON,  PENNSYLVANIA 
ROCHE   FRANCIS  J.,  PLAINVILLE,  CONNECTICUT 
ROCHE,  GARY  HAYNE,  ROANOKE,  VIRGINIA 
ROCHE,  J.  R.,  MONTREAL,  CANADA 
V   ROCHE,  JAMES  LEO,  ST.  CHARLES,  ILLINOIS 

ROCHE   JOHN  STEVEN,  RIDGEFIELD,  CONNECTICUT 
#  ROCHE  HILLIAM  F,  JR,  NEH  HAVEN,  CONNECTICUT 
tt   ROCHESTER,  ALVIE  G,  LAKEPORT,  CALIFORNIA 

rScHFORD  DENNIS  EDWARD,  FARMINGTON  HILLS,  MICHIGAN 
ROCHFORd!  EDWARD  VINCENT,  MORRISTOHN,  NEW  JERSEY 
ROCK,  EDWARD,  DUBLIN,  IRELAND   „„_„_.._. 
ROCK,  MICHAEL  JOSEPH,  GLENDALE,  CALIFORNIA 
ROCK,  THOMAS  J.,  VERONA,  NEH  JERSEY    „.„„,„, 
ROCKEFELLER,  STEVEN  DOUGLAS,  LEESBURG,  FLORIDA 
ROCKHELL,  DOUGLAS  LEE,  FORT  EUSTIS,  VIRGINIA 
ROCKHELL,  JOHN  MICHAEL,  COLUMBUS,  OHIO 
ROCKHELL,  ROBERT  JOHN,  OMAHA,  NEBRASKA 
ROD,  LARRY  MICHAEL,  COLUMBUS,  OHIO 
ROD,  TIM  C,  TRAVERSE  CITY,  MICHIGAN 
RODBELL,  ALAN  GARY,  GERMANTOHN,  MARYLAND 
tt   RODDY,  FRANCIS  R,  FITCHBURG,  MASSACHUSETTS 

RODDY  RANDALL  EDWARD,  CAPE  GIRARDEAU,  MISSOURI 
RODEN,  JAMES  TYLER,  CULLMAN,  ALABAMA 
RODENSKI,  ROBERT  WAYNE,  FORT  MC  CLELLAN,  ALABAMA 
RODERICK,  CRAIG  BYRON,  ANN  ARBOR,  MICHIGAN 
tt   RODEZ,  ANDREH  L,  BENTON  HARBOR,  MICHIGAN 
RODGER,  JOHN  M,  RAHWAY,  NEW  JERSEY 
RODGERS,  CHARLES,  PHILADELPHIA,  PENNSYLVANIA 
tt   RODGERS,  DARREL,  MILWAUKEE,  WISCONSIN 
1   RODGERS  DONALD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

RODGERS,  GARY  WAYNE,  FAIRFIELD,  CALIFORNIA 
U   RODGERS,  GERALD  F,  FAIRVIEW,  OREGON 

RODGERS,  GORDON  LEE,  ALEXANDRIA,  VIRGINIA 
RODGERS,  KENNETH  KYLE,  HOUSTON,  TEXAS 
RODGERS,  LARRY  DON,  OKLAHOMA  CITY,  OKLAHOMA 
RODGERS,  PATRICK  ALAN,  IRVINE,  CALIFORNIA 
RODGERS,  THOMAS  RAY,  INDIANAPOLIS,  INDIANA 
RODIA,  THOMAS  RALPH,  STRATFORD,  CONNECTICUT 
tt   RODILLAS,  FRANCIS  M.  ,  HILO,  HAWAII 
tt   RODMAN,  EDWARD  JOSEPH,  ELIZABETH,  NEW  JERSEY 

RODRIGUE,  RICHARD  R.,  JR.,  METAIRIE,  LOUISIANA 
#  RODRIGUES,  STANLEY  E.,  WAILUKU,  MAUI,  HAWAII 
RODRIGUEZ  ACOSTA,  DAVID,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ  RIVERA,  CARLOS  OCT,  PONCE,  PUERTO  RICO 
RODRIGUEZ  SEMPRIT,  ELISEO,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ  TORRES,  JOSE  MANUEL,  BOGOTA,  COLOMBIA 
RODRIGUEZ-COLON,  MANUEL  E,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ-GARCIA,  HOMERO,  BOGOTA,  COLOMBIA 
RODRIGUEZ-MALDONADO,  JORGE  M,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ-RIVERA,  ABIMAEL,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ-SAMBOLIN,  VICTOR  M,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ,  ALBERTO,  AUSTIN,  TEXAS 
tt   RODRIGUEZ,  ANTONIO,  NEH  YORK,  NEW  YORK 
RODRIGUEZ,  ANTONIO,  JR.,  GALVESTON,  TEXAS 
RODRIGUEZ,  CARLOS  RAUL,  PATERSON,  NEW  JERSEY 
RODRIGUEZ,  CHARLES  MANUEL,  LOS  ANGELES,  CALIFORNIA 
RODRIGUEZ,  DONALD  ANDERSON,  MONTEREY  PARK,  CALIFORNIA 
RODRIGUEZ,  DULCIDIO  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ,  ERIC  JASON,  SALEM,  OREGON 
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MICHIGAN 


RODRIGUEZ,  FELIPE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RODRIGUEZ,  GILBERT  M,  TALLAHASSEE,  FLORIDA 
RODRIGUEZ   GUILLERMO  A,  MONTEVIDEO,  URUGUAY 
RODRIGUEZ,  HECTOR  JOSEPH,  CHICAGO,  ILLINOIS 
RODRIGUEZ,  JAMES,  SALINAS,  CALIFORNIA 
RODRIGUEZ,  JAMES,  NEW  YORK,  NEW  YORK 
RODRIGUEZ,  JESUS  R. ,  LOS  ANGELES  CALIFORNIA 
RODRIGUEZ,  JORGE  SALOMON,  CARACAS,  VENEZUELA 
RODRIGUEZ,  JUAN  MANUEL,  DALLAS,  TEXAS 
RODRIGUEZ,  JUAN  MANUEL,  NEW  YORK,  NEW  YORK 
RODRIGUEZ,  LAWRENCE  RODOLFO,  EAST  LANSING, 
RODRIGUEZ,  MELVIN,  SAN  JUAN,  PUERTO  RICO 
RODRIGUEZ,  NELSON,  NEW  YORK,  NEW  YORK 
RODRIGUEZ,  NICOLAS,  WILMINGTON,  DELAWARE 
RODRIGUEZ,  NIEVES  J.,  WACO,  TEXAS 
RODRIGUEZ,  PABLO  FELIX,  PANAMA  CITY,  PANAMA 

rodriguez!  perfecto,  jr,  corpus  christi,  texas 
rodriguez,  raymundo,  el  paso,  texas    „_„,„ 

RODRIGUEZ,  RICHARD  EMANUEL,  GRANTS,  NEH  MEXICO 

RODRIGUEZ,  RODDY,  JR,  HAYWARD,  CALIFORNIA 

RODRIGUEZ,  RUBEN,  BUENOS  AIRES,  ARGENTINA 

RODRIGUEZ,  RUDOLFO  F.,  SAN  ANTONIO,  TEXAS 

RODRIGUEZ,  SAUL,  NEW  YORK,  NEW  YORK 

RODRIGUEZ,  SILVER,  PORTERVILLE,  CALIFORNIA 

RODRIGUEZ  VENANCIO,  JR,  FORT  BRAGG,  NORTH  CAROLINA 

RODRIGUEZ,  VICTOR,  BROWNSVILLE,  TEXAS 

SSuEzlcR^DO^CTOR^^AN  JUAN,  PUERTO  RICO 
ROE,  JADEL  LYN,  PHOENIX,  ARIZONA 
ROEDERER,  DWIGHT  ALLEN,  DUBLIN,  OHIO 
ROEL,  JAMES  H,  BARRINGTON  HILLS,  ILLINOIS 
ROESER,  MICHAEL  RAYMOND,  ST.  PAUL,  MINNESOTA 
ROESKE   DONALD  ANTHONY,  MADISON  HEIGHTS  MICHIGAN 
ROESKE,  WALTER  EUGENE,  COEUR  D  ALENE,  IDAHO 
ROESSLER,  EUGENE  LOUIS,  HAZELWOOD,  MISSOURI 
ROETS   TIMOTHY  JOHN,  WATERTOWN,  WISCONSIN 
ROGAN  DAVID  EDWARD,  BETHEL  PARK,  PENNSYLVANIA 
ROGERS,  ALTON  DWAINE,  CHATTANOOGA,  TENNESSEE 
ROGERS,  BRAD  ALAN,  KILLEEN,  TEXAS 
ROGERS,  CHARLES  F,  SR,  NILES,  MICHIGAN 
ROGERS   CHARLES  T,  BATESVILLE,  MISSISSIPPI 

Rogers!  darryl  roy,  st.  charles,  Illinois 
:  rogers,  donald  r,  auburn,  alabama 

ROGERS,  DOUGLAS  D,  LANSING,  MICHIGAN 
f  ROGERS,  FRANCIS  C,  HAVERHILL,  MASSACHUSETTS 

ROGERS,  GUY  ALEXANDER,  HORSEHEADS,  NEW  YORK 
I  ROGERS   HORACE  EUGENE,  SAN  BERNARDINO,  CALIFORNIA 
I  ROGERS,  HOWARD  EUGENE,  SPRINGFIELD,  ILL  NOIS 

ROGERS,  JACK  RUSSELL,  OAKLAND  CALIFORNIA 

ROGERS,  JAMES  H,  JR,  WEST  ORANGE,  NEW  JERSEY 

ROGERS   JAMES  KENNETH,  NEW  YORK,  NEW  YORK 

ROGERS,  JOHN  D. ,  SALT  LAKE  CITY,  UTAH 

ROGERS   JOHN  JOSEPH,  LAKE  FOREST,  HASHINGTON 

ROGERS,  JOSEPH  LEON,  HAMPDEN,  MAINE 
*    ROGERS,  KENNETH  W,  DUMAS,  ARKANSAS  uTUUccnTA 

ROGERS   LAWRENCE  EDWARD,  PLYMOUTH,  MINNESOTA 

ROGERS,  LOUIS  RICHARD,  MIAMI,  FLORIDA 

ROGERS,  MARK  STEVEN,  CINCINNATI,  OHIO 

ROGERS,  MICHAEL  EUGENE,  MARTINSVILLE,  VIRGINIA 

ROGERS,  PAUL  E,  INSTITUTE,  WEST  VIRGINIA 

ROGERS   RALPH  ANTHONY,  COLLEGE  PARK,  GEORGIA 

ROGERS,  RANARD  RICK,  CASPER,  WYOMING 

ROGERS,  RICHARD  CHARLES,  GARNERVILLE,  NEW  YORK 

ROGERS,  SAMUEL  L.,  CONCORD,  CALIFORNIA 

ROGERS,  STEVEN  ERNEST,  BARRIE,  CANADA 

ROGERS,  STEVEN  R,  KOKOMO,  INDIANA 

ROGERS,  STEVEN  W,  JACKSON,  WYOMING 

ROGERS,  THOMAS  LEE,  JR,  MILTON,  FLORIDA 

ROGERS   THOMAS  PATRICK,  EAGLEVILLE,  PENNSYLVANIA 

ROGERS,  THOMAS  TERRY,  WILLCOX,  ARIZONA 

ROGERS,  TROY  LAMAR,  TULSA,  OKLAHOMA 

ROGERS,  WILLIAM  F,  TOWSON,  MARYLAND 

ROGERS,  WILLIAM  G.,  WAXAHACHIE,  TEXAS 

ROGERS,  WILLIAM  GEORGE,  TUCSON,  ARIZONA 

ROGILLIO,  WAYNE  R,  BATON  ROUGE,  LOUISIANA 

ROGINSKI   BENNETT  L.,  CLOQUET,  MINNESOTA 

ROGNESS,  GARY  EDWARD,  LOS  ANGELES,  CALIFORNIA 

ROHAN,  JAMES  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROHLFS,  ROBERT  H,  ALBUQUERQUE   NEW  MEXICO 

ROHLING,  RUSSELL  KENNETH,  EDGEWOOD,  KENTUCKY 

ROHR,  DENNIS  RICHARD,  MANDAN  NORTH  DAKOTA 

ROHRBACH,  ROBERT  WESLEY,  JR.  CINCINNATI,  OHIO 

ROHRBACHER,  EDWARD  F.,  JR.,  BYRON,  ILLINOIS 

ROHRER,  DAVID  MARK,  FAIRFAX,  VIRGINIA 

ROHRER,  ROY  EDDIE,  SAN  ANTONIO,  TEXAS 

ROJAS  SOTO.  PATRICIO,  SANTIAGO,  CHILE 

ROJOWSK?   EDWARD  J,  CHICOPEE  MASSACHUSETTS 

ROKICKI,  ROGER  ROBERT,  HAWTHORNE   NEW  YORK 

ROLAN,  MICHAEL  ANTHONY,  SAN  DIEGO,  CALIFORNIA 

ROLAND.  DALE  ALAN,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROLAND  JOHN  HILlIaM,  JR,  MOUNT  VERNON,  NEW  YORK 

ROLAND,  KENNETH  FRANCIS,  PERU,  INDIANA 

ROLEN,  NORIS  L.,  MOUNTAIN  VIEW,  CALIFORNIA 

ROI  FS   LEWIS  E   CHARLESTON,  WEST  VIRGINIA 

rSlu'fREDERICk'roSaLD,  CHEEKTOWAGA,  NEW  YORK 

ROLLAND,  LUCRE,  PARIS,  FRANCE 

ROLLE,  NATHANIEL  JULIAN,  NASSAU,  BAHAMAS 

ROLLE,  RICHARD  L.,  FARGO,  NORTH  DAKOTA 

ROLLE,  ROOSEVELT  WINSTON,  NASSAU,  BAHAMAS 

ROLLIN,  GEORGE  CARTER,  NEW  ORLEANS,  LOUISIANA 
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ROLLINS,  CHESTER  C  -  ROHAN,  THOMAS  EDHARD 
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ROLLINS,  CHESTER  C, 

ROLLINS,  JOSEPH  E., 

ROLLINS, 

ROLLINS, 

ROLLINS, 


ROMERO, 
ROMERO, 
ROMERO, 
ROMERO, 
ROMERO, 
ROMERO, 
ROMERO, 


ABERDEEN,  SOUTH  DAKOTA 
BELVIDERE,  ILLINOIS 
LARRY  RAY,  FORT  HAYNE,  INDIANA 
TIMOTHY  J,  BURLINGTON,  VERMONT 
HILLARD  ROY,  DALLAS,  TEXAS 
ROLLINSON,  MICHAEL  GEORGE,  MADISON,  CONNECTICUT 
ROLOFF,  BRUCE  ARTHUR,  BATAVIA,  NEH  YORK 
tt   ROLOFF,  JAMES  MICHAEL,  PLACERVILLE,  CALIFORNIA 
ROMAINE,  CHARLES  LEO,  EL  PASO,  TEXAS 
ROMAN-CRUZ,  SECUNDINO,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
tt   ROMAN,  LEE  MARTIN,  YAPHANK,  NEH  YORK 
tt   ROMAN,  LOUIS,  NEEDHAM,  MASSACHUSETTS 

*  ROMAN,  MAYNARD  T,  NEH  HARTFORD,  NEH  YORK 
tt   ROMANO,  GEORGE  PETER,  UNION  CITY,  NEH  JERSEY 
tt   ROMANO,  JOHN,  YAPHANK,  NEH  YORK 

ROMANOS-LINARES,  YESID,  BOGOTA,  COLOMBIA 
tt   ROMANSKI,  STANLEY  A,  LAS  VEGAS,  NEVADA 

ROMEO,  DONALD  HENRY,  VIRGINIA  BEACH,  VIRGINIA 

*  ROMER,  HILLIAM  S.  ,  CASPER,  HYOMING 
ROMERIL,  BILLY  G,  INDIANAPOLIS,  INDIANA 
ROMERIL,  CRAIG  HOHARD,  INDIANAPOLIS,  INDIANA 

ANDY  PATRICK,  SANTA  ANA,  CALIFORNIA 
BERNARDINO,  ELY, .NEVADA 
EDRICK  LEE,  ST.  MARTINVILLE,  LOUISIANA 
FRANK  R,  HAYHARD,  CALIFORNIA 
JOHN  JOSEPH,  BROOKLYN,  NEH  YORK 
JUAN  D.,  LAS  CRUCES,  NEH  MEXICO 
SAM  B,  ALBUQUERQUE,  NEH  MEXICO 
ROMINE,  CHARLES  DAVID,  HINTER  HAVEN,  FLORIDA 
ROMINE,  LOYD  RUSSELL,  STILLHATER,  OKLAHOMA 
ROMINE,  HILLIAM  JAY,  HOLMES  BEACH,  FLORIDA 
ROMINES,  PARVIN,  ARKADELPHIA,  ARKANSAS 
ROMINGER,  CHARLES  K,  CHATTANOOGA,  TENNESSEE 
ROMITO,  JAMES  A,  JERSEY  CITY,  NEH  JERSEY 
ROMONOHSKI,  FRED,  HEST  TRENTON,  NEH  JERSEY 
ROMYANAN,  ANUCHA,  BANGKOK,  THAILAND 
ROMYNS,  LARRY  EDSON,  NEHTON,  NEH  JERSEY 
RONAYNE,  JOHN  A.,  NEH  YORK,  NEH  YORK 
RONAYNE,  JOHN  KEVIN,  YAPHANK,  NEH  YORK 
RONCONI,  RODOLFO,  ROME,  ITALY 
RONDINELLI,  JOHN  JOSEPH,  YAPHANK,  NEH  YORK 
RONDINI,  JOSEPH  J.,  BEDFORD  HILLS,  NEH  YORK 
RONEY,  REGINALD  LEHIS,  INDIANAPOLIS,  INDIANA 
RONEY,  STEVEN  KENNETH,  BUFFALO,  NEH  YORK 
RONSTADT,  PETER,  TUCSON,  ARIZONA 
RONZONE,  CRAIG  ANTHONY,  CARSON  CITY,  NEVADA 
ROOD,  HEIKI,  TARTU,  ESTONIA 
ROOHR,  THOMAS  ALBERT,  CROMHELL,  CONNECTICUT 
ROOK,  JOHN  EARL,  NEH  ORLEANS,  LOUISIANA 
ROOK,  RONALD  PATRICK,  SEATTLE,  HASHINGTON 
ROOK,  ROY  EDHARD,  HOODHAVEN,  MICHIGAN 
ROOKSTOOL,  BYRON,  CHEYENNE,  HYOMING 
ROONEY,  EVELYN  PATRICIA,  ALBANY,  NEH  YORK 
GARVIN  JOHN,  DENVILLE,  NEH  JERSEY 
JAMES  PATRICK,  JR,  YAPHANK,  NEH  YORK 
JOHN  F,  JR,  HALTHAM,  MASSACHUSETTS 
JOSEPH  E.,  SACRAMENTO,  CALIFORNIA 
LAHRENCE  PETER,  SR,  YAPHANK,  NEH  YORK 
PATRICK  EDHARD,  ROHNERT  PARK,  CALIFORNIA 
PATRICK  JOSEPH,  MOUNT  LEBANON,  PENNSYLVANIA 
ROOPE,  GEORGE  N.,  ROBBINSDALE,  MINNESOTA 
ROOS,  ANDRE,  PRETORIA,  SOUTH  AFRICA 
ROOS,  CLIFFORD  E.,  LOS  ANGELES,  CALIFORNIA 
ROOSEVELT,  HARRY  HAYNE,  CHAMPAIGN,  ILLINOIS 
ROOT,  FRANCIS  DEE,  JR,  LEXINGTON,  KENTUCKY 
JAMES  ALAN,  COLUMBUS,  OHIO 
RICHARD  E.,  OHEGO,  NEH  YORK 
ROBERT  JAMES,  HARTFORD,  CONNECTICUT 
ANTHONY  HAYNE,  BERRYVILLE,  VIRGINIA 
ROPER,  BRIAN  ROBERT,  GERMANTOHN,  TENNESSEE 
ROPER,  JAMES  CARLTON,  OKLAHOMA  CITY,  OKLAHOMA 
ROPER,  RALPH  H. ,  HILMINGTON,  NORTH  CAROLINA 
ROPER,  ROBERT  RONALD,  MARIETTA,  GEORGIA 
ROQUE,  FELIX,  JR,  NEH  BRAUNFELS,  TEXAS 
ROSA,  THOMAS  J.,  SAN  JOSE,  CALIFORNIA 
ROSADO  TORRES,  FRANCISCO,  HUMACAO,  PUERTO  RICO 
ROSADO,  ANGEL  EFREN  MERCADO,  CABO  RUSO,  PUERTO  RICO 
ROSADO,  EDHIN  R  MORALES,  VILLABA,  PUERTO  RICO 
ROSADO,  MARIO,  NEH  YORK,  NEW  YORK 
ROSALES,  ROY,  SANTA  BARBARA,  CALIFORNIA 
ROSARIO  DELACRUZ,  RAMON  L,  SAN  JUAN,  PUERTO  RICO 
ROSARIO-REYES,  VICTOR  L,  SAN  JUAN,  PUERTO  RICO 
ROSARIO,  RUBEN,  FORT  MEADE,  MARYLAND 
ROSAS-LOPEZ,  JORGE  CANCIO,  HATO  REY,  PUERTO  RICO 
ROSAS,  MIGUEL  E.,  SEGUIN,  TEXAS 
ROSATO,  MARK  CHRISTOPHER,  DANBURY,  CONNECTICUT 
ROSCH,  ROBERT  JOHN,  HARTLAND,  WISCONSIN 
ROSCOE,  ROBERT  FRANCIS,  HILLSBOROUGH,  NEH  JERSEY 
ROSCOE,  ROBERT  J.,  FARGO,  NORTH  DAKOTA 
ROSE-HAYES,  PAMELA  ANN,  HASHINGTON,  DISTRICT  OF  COLUMBI 
ROSE,  CHARLES  A.,  SALT  LAKE  CITY,  UTAH 
ROSE,  CHARLES  L,  HONOLULU,  HAHAII 
ROSE,  FREDERICK  SYLVESTER,  TOMS  RIVER,  NEH  JERSEY 
ROSE,  GARY  H,  PIKEVILLE,  KENTUCKY 
ROSE,  GEORGE  FRANKLYN,  PROSPECT,  BERMUDA 
ROSE,  JAMES  ANTONY,  RAHLINS,  HYOMING 
ROSE,  JAMES  HILLIAM,  SAN  RAMON,  CALIFORNIA 
ROSE,  JOHN  DONALD,  BLOUNTVILLE,  TENNESSEE 
ROSE,  JOHN  E,  GLENDALE,  ARIZONA 
ROSE,  LONNIE  M,  SR,  MEMPHIS,  TENNESSEE 
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ROSE,  PATRICK  H. ,  SAN  DIEGO,  CALIFORNIA 

ROSE,  RALPH  B.,  BLYTHEVILLE,  ARKANSAS 

ROSE,  RAYMOND  JOHN,  JR,  MUNDELEIN,  ILLINOIS 

ROSE,  RICHARD  ANTHONY,  SOMERVILLE,  NEH  JERSEY 

ROSE,  RONALD  MARTIN,  NEH  YORK,  NEH  YORK 

ROSEBERRY,  HAROLD  EVERETT,  GREENVILLE,  TEXAS 

ROSEBRAUGH,  CHARLES  EDGAR,  ROSEBURG,  OREGON 

ROSEGRANT,  DAVID  EUGENE,  PINE  BLUFF,  ARKANSAS 

ROSELLE,  DOMINICK  D,  LINCOLN  PARK,  MICHIGAN 

ROSEMA,  GARY  ALAN,  GRAND  HAVEN,  MICHIGAN 

ROSEN,  DENISE  LAURIE,  TEHKSBURY,  MASSACHUSETTS 

ROSENBAUER,  DONALD  E.,  JACKSON,  WISCONSIN 

ROSENBERG,  FLOYD  H. ,  LOS  ANGELES,  CALIFORNIA 

ROSENBERG,  MAYNARD  CHARLES,  SHAHANO,  WISCONSIN 

ROSENBERGER,  LARRY  WAYNE,  WASHINGTON,  DISTRICT  OF  COLUM 

ROSENCRANS,  HARVEY  W. ,  JR.,  HELENA,  MONTANA 

ROSENOW,  MARK  LEE,  ST.  PAUL,  MINNESOTA 

ROSENQUIST,  TERRY  ERIC,  VANCOUVER,  WASHINGTON 

ROSENTHAL,  AARON  HARRY,  NEW  YORK,  NEW  YORK 

ROSENTHAL,  ERNIE  LAHRENCE,  BUTLER,  WISCONSIN 

ROSENTHAL,  JAMES  GEORGE,  TAKOMA  PARK,  MARYLAND 

ROSENTHAL,  JOHN  LIGHTHOLDER,  CLAYTON,  MISSOURI 

ROSENZHEIG,  ANDREH  R,  NEH  YORK,  NEH  YORK 

ROSER,  S.  MARSHALL,  JR.,  YORK  HAVEN,  PENNSYLVANIA 

ROSIELLO,  ROBERT  MATTHEH,  FRANKLINVILLE,  NEH  JERSEY 

ROSIER,  LISA  TERESE,  BRISBANE,  AUSTRALIA 

ROSIERE,  JACKIE  N.,  SR.,  CLEBURNE,  TEXAS 

ROSKO,  JOSEPH  PETER,  JR,  BLUE  BELL,  PENNSYLVANIA 

ROSOFF,  ERIC  BOYAN,  BURBANK,  CALIFORNIA 

ROSS,  CALVIN,  MIAMI,  FLORIDA 

ROSS,  CARL,  ALBUQUERQUE,  NEH  MEXICO 

ROSS,  DANIEL  RAYMOND,  JR,  PORTLAND,  MAINE 

ROSS,  DAVID  CLARK,  HINNEMUCCA,  NEVADA 

ROSS,  DAVID  G.,  SAN  FERNANDO,  CALIFORNIA 

ROSS,  EDHIN  H,  PEARL  HARBOR,  HAWAII 

ROSS,  FRANK  JOSEPH,  KISSIMMEE,  FLORIDA 

ROSS,  GLENN  COLIN,  BANGOR,  MAINE 

ROSS,  GRANT  DUANE,  RICHFIELD,  UTAH 

ROSS,  JAMES,  LANDOVER,  MARYLAND 

ROSS,  JAMES  DAVID,  RICHMOND,  VIRGINIA 

ROSS,  JAMES  DAVID,  NEW  YORK,  NEW  YORK 

ROSS,  JAMES  E,  SALEM,  NEH  HAMPSHIRE 

ROSS,  JEHELL  L.,  BERKELEY,  CALIFORNIA 

ROSS,  JOHN  C,  SEATTLE,  HASHINGTON 

ROSS,  JOHN  S,  BAY  HARBOR  ISLANDS,  FLORIDA 

ROSS,  JULIAN,  MANCHESTER,  ENGLAND 

ROSS,  KARL  TRACY,  LOS  ANGELES,  CALIFORNIA 

ROSS,  LARRY  GLENN,  MCMINNVILLE,  TENNESSEE 

ROSS,  LARRY  JOHN,  ATLANTIC  CITY,  NEH  JERSEY 

ROSS,  MICHAEL  JAMES,  ELMIRA,  NEH  YORK 

ROSS,  NORMAN  EUGENE,  BEL  AIR,  MARYLAND 

ROSS,  RICHARD  A,  KENAI,  ALASKA 

ROSS,  RICHARD  0.,  BRAINERD,  MINNESOTA 

ROSS,  RICKARD  ANTHONY,  BILLINGS,  MONTANA 

ROSS,  RICKEY  MONROE,  BROKEN  ARROW,  OKLAHOMA 

ROSS,  ROBERT  F.,  CAPE  GIRARDEAU,  MISSOURI 

ROSS,  ROBERT  LEE,  JR,  FLORENCE,  SOUTH  CAROLINA 

ROSS,  STANLEY  FORBUS,  JR,  MODESTO,  CALIFORNIA 

ROSS,  STEPHEN  PATRICK,  TORRANCE,  CALIFORNIA 

ROSS,  STEVEN  RAY,  MISSOULA,  MONTANA 

ROSS,  THOMAS  HILLIAM,  SACRAMENTO,  CALIFORNIA 

ROSS,  HILLIAM  EARL,  SALUDA,  SOUTH  CAROLINA 

ROSSALL,  WALLACE  D. ,  CARLSBAD,  CALIFORNIA 

ROSSI,  ARDO  ANTHONY,  JR,  ROCKY  HILL,  CONNECTICUT 

ROSSITER,  LEO  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

ROSSITER,  LOUIS  F.,  CENTER  SQUARE,  PENNSYLVANIA 

ROSSMAN,  ROBERT  AARON,  PALM  BAY,  FLORIDA 

ROSSMY,  RUDOLF  MICHAEL,  VERNON,  CONNECTICUT 

ROST,  GERALD,  HAMILTON,  OHIO 

ROST,  HAROLD  ALFRED,  JR,  PITTSBURGH,  PENNSYLVANIA 

ROST,  ROBERT  HALLACE,  GRAND  FORKS,  NORTH  DAKOTA 

ROTH,  JAMES  ROLLINS,  PLACERVILLE,  CALIFORNIA 

ROTH,  RICHARD  D,  KEY  HEST,  FLORIDA 

ROTH,  ROGER  L.,  ST  HELENS,  OREGON 

ROTH,  THEODORE  RUSSELL,  READING,  PENNSYLVANIA 

ROTH,  HILLIAM  MICHAEL,  LEXINGTON,  SOUTH  CAROLINA 

ROTHROCK,  ROBERT  HAINES,  JEFFERSON  CITY,  MISSOURI 

ROTKVICH,  JOSEPH,  CHICAGO,  ILLINOIS 

ROTONDO,  F  MICHAEL,  BAKERSFIELD,  CALIFORNIA 

ROUILLIER,  NORMAN  LOUIS,  LOS  ANGELES,  CALIFORNIA 

ROULS,  EDHARD  D. ,  MIAMI,  FLORIDA 

ROUND,  JOHN  E,  OVERLAND  PARK,  KANSAS 

ROUNDS,  GERALD  CHARLES,  SAN  BERNARDINO,  CALIFORNIA 

ROUNDS,  KENNETH  MICHAEL,  VESTAL,  NEH  YORK 

ROUNDTREE,  BASIL  E.,  GAINESVILLE,  FLORIDA 

ROURK,  RAPHAEL  PATRICK,  RAMSTEIN  AIR  BASE,  FEDERAL  REPU 

ROUSCH,  PAMELA  KAY,  KISSIMMEE,  FLORIDA 

ROUSCHER,  STEVEN  RAY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROUSE,  CHARLES  A.,  SEATTLE,  HASHINGTON 

ROUSH,  FREDERICK  DALE,  ANAHEIM,  CALIFORNIA 

ROUSH,  FREDERICK  LOUIS,  LANSING,  MICHIGAN 

ROUSSE,  ALBERT  JOSEPH,  JR,  RUTLAND,  VERMONT 

ROUSSEAU,  MARSHALL  FOCH,  HOUSTON,  TEXAS 

ROUTH,  DARRELL,  LAWTON,  OKLAHOMA 

ROUTSON,  JEFFREY  LEON,  CHESAPEAKE,  VIRGINIA 

ROUZER,  VAUL  E.,  ALTOONA,  PENNSYLVANIA 

ROHAN,  DAVID  PAUL,  LITTLE  ROCK,  ARKANSAS 

ROHAN,  JAMES  H. ,  KNOXVILLE,  TENNESSEE 

ROHAN,  RICHARD  H. ,  ST.  PAUL,  MINNESOTA 

ROHAN,  THOMAS  EDHARD,  CHEEKTOHAGA,  NEH  YORK 
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ROHAN,  THOMAS  JAMES,  CHICAGO,  ILLINOIS 
ROHAN,  HILLIAM  JAMES,  MANASQUAN,  NEH  JERSEY 
ERNESTINE,  DENVER,  COLORADO 
FRANK  MELVIN,  LINCOLN,  NEBRASKA 
GENE  PATRICK,  RICHARD  HEIGHTS,  OHIO 
LYNN  S,  SPRINGFIELD,  MISSOURI 
NEAL  HAROLD,  ST.  CLOUD,  MINNESOTA 

RICHARD  M.,  NAPERVILLE,  ILLINOIS    

TERRENCE  AUSTIN,  HEST  PALM  BEACH,  FLORIDA 
JAMES  MICHAEL,  DECATUR,  GEORGIA 
RONNY  TERRELL,  FULLERTON,  CALIFORNIA 
STEVEN  RHOADES,  BRATTLEBORO,  VERMONT 
VANDYKE  D,  PHILADELPHIA,  PENNSYLVANIA 
HILLIE  JOE,  FORT  MC  CLELLAN,  ALABAMA 
EDHIN,  HARTFORD,  CONNECTICUT 


ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHE, 

ROHELL 

ROHELL, 

ROHELL, 

ROHELL, 

ROHELL, 

ROHIN, 


ROHINSKI,  CHARLES  SYLVESTER,  HOODBRIDGE,  NEH  JERSEY 
ROHLAND,  ALVAN  ALBERT,  BELMOPAN,  BELIZE 
ROHLAND,  FRANKLYN  DEE,  MURRAY,  UTAH 
ROHLAND,  JERRY  LEE,  CHUBBUCK,  IDAHO 
ROHLAND,  JODY  PERRY,  AIKEN,  SOUTH  CAROLINA 
ROHLAND,  MICHAEL  EUGENE,  MOBILE,  ALABAMA 
ROHLAND,  PATRICK  MICHAEL,  EUGENE,  OREGON 
ROHLAND,  PRESTON  B,  PIKESVILLE,  MARYLAND 

ROHLAND,  RONALD  RANDOLPH,  NEH  YORK,  NEH  YORK  

ROHLEY,  JAMES  HENRY,  NORTH  SCITUATE,  RHODE  ISLAND 

ROHLEY,  SHAHN  EDHARD,  SOUTHFIELD,  MICHIGAN 

ROHLISON,  DENNIS  L.,  JACKSON,  MICHIGAN 

ROXSON,  CAMILO,  SANTA  ROSA,  CALIFORNIA 

ROXSON,  GEORGE  D. ,  LAKEPORT,  CALIFORNIA 

ROY,  BRIAN  SCOTT,  BENTON,  KENTUCKY 

ROY   JEFFREY  JOSEPH,  AMHERST,  MASSACHUSETTS 

ROY,  JOYCE  A,  REDLAKE,  MINNESOTA 

ROYAL,  ALVIN,  ECORSE,  MICHIGAN 

ROYAL,  GEORGE,  ATLANTA,  GEORGIA 

ROYALL.  LYNN  E.,  ALEXANDER  CITY,  ALABAMA 

ROYBAL   DAVID  BENNIE,  ALBUQUERQUE,  NEH  MEXICO 

ROYLE,  STUART  HALKER,  HACO,  TEXAS 

ROZELL,  MARY  ANN,  CHICAGO,  ILLINOIS 

RUANE,  JOHN  F.,  JR.,  CANTON,  MASSACHUSETTS 

RUBESHA,  FRANK  THOMAS,  EAST  CHICAGO,  INDIANA 

RUBEY,  ORVAL  EUGENE,  VISALIA,  CALIFORNIA 

RUBIN   DANIEL  DAVID,  DENVER,  COLORADO 

RUBINO   FREDERICK  MicHAEL,  PORTSMOUTH,  NEH  HAMPSHIRE 

RUBINO,  ROBERT  ARTHUR,  ORANGE,  CONNECTICUT 

RUBIS,  JOHN  CHARLES,  CANTON,  OHIO 

RUBLE,  ROBERT  LEE,  KENNESAH,  GEORGIA    irnni|T4 

RUCHHOFT,  ROBERT  PAUL,  LOS  ANGELES,  CALIFORNIA 

RUCKER,  GREGORY,  HILLINGBORO,  NEH  JERSEY 

RUCKER,  IVY  LORRAIN,  PIEDMONT,  CALIFORNIA 

RUDAT,  ARTHUR  THEODORE,  JR,  FAIRFAX,  VIRGINIA 

RUDDER,  BOBBY  M. ,  BAKERSFIELD,  CALIFORNIA 

RUDE,  CURTIS  EDHARD,  AUSTIN,  MINNESOTA 

RUDGE,  HARPER  R.,  MCDONALD,  OHIO 

RUDNICK,  ROBERT  R,  MINDEN,  NEVADA 

RUDOLPH   EDWARD  A.,  JR.,  PORT  HASHINGTON,  WISCONSIN 

RUDOLPH,  GEORGE  H. ,  BUFFALO,  NEW  YORK 

RUDOLPH,  HOHARD  E.,  CLEVELAND,  OHIO 

RUDOLPH,  WARREN,  WINCHESTER,  VIRGINIA 


VIRGINIA 


RUDY,  CHRISTOPHER  ALBERT,  JACKSON,  OHIO 

RUDY,  TIMOTHY  ANTHONY,  PRINCE  WILLIAM, 

RUE.  LLOYD,  JR,  LAFAYETTE,  LOUISIANA 

RUEB,  GUY  WILLIAM,  GUTHRIE,  OKLAHOMA 

RUEBLING,  GARY  L,  ST.  PETERS,  MISSOURI 

RUECKER,  RONALD  CURTIS,  SALEM,  OREGON 

RUEFF,  DAVID  ANDREH,  NASHVILLE,  TENNESSEE 

RUEHL,  RUSSELL  FRED,  PALOS  HEIGHTS,  ILLINOIS 

RUELAS,  JOE  LUIS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

RUESCH,  KENT  EUGENE,  CHARLOTTE,  MICHIGAN 

RUET,  JOSEPH  HILLIAM,  GILBERT,  ARIZONA 

RUFENER,  LORNA  KRIS,  KENT,  HASHINGTON 

RUFFINO,  RICHARD  THOMAS,  HACKENSACK,  NEH  JERSEY 

RUFTY,  THOMAS  D,  ROCKVILLE,  MARYLAND 

RUGGIERO,  ANTHONY  GEORGE,  BATON  ROUGE,  LOUISIANA 

RUGGLES,  MICHAEL  GENE,  NORHALK,  OHIO 

RUHANA,  GEORGE  MICHAEL,  DETROIT,  MICHIGAN 

RUHL,  GARY  LEE,  ST.  JOSEPH,  MICHIGAN 

RUHL,  JEANETTE  KAY,  SEATTLE,  HASHINGTON 

RUHLAND,  JAMES  RANDOLPH,  JR,  SALEM,  VIRGINIA 

RUIZ  DE  JESUS,  PEDRO  J,  CAGUAS,  PUERTO  RICO 

RUIZ-BORRAS,  HILLIAM,  SAN  JUAN,  PUERTO  RICO 

RUIZ,  ALBERTO,  SAN  JUAN,  PUERTO  RICO 

RUIZ,  ANDRES  M. ,  QUEZON  CITY,  PHILIPPINES 

RUIZ,  RAMON,  SAN  ANTONIO,  TEXAS 

RULE   ROBERT  ALLEN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

RULE,  RONALD  JOSEPH,  FORT  RILEY,  KANSAS 

RULO,  MICHAEL  LAHRENCE,  HOODLAND  PARK,  COLORADO 

RUMMEL,  CHARLES  ARNOLD,  DICKINSON,  NORTH  DAKOTA 

RUNDE,  GERALD  JOSEPH,  BAY  CITY,  MICHIGAN 

RUNDE,  KENNETH  JAMES,  DUBUQUE,  IOHA 

RUNGE,  HARREN  SLATER,  BRIDGETON,  MISSOURI 

RUNKEL,  CHARLES  P,  SPRINGFIELD,  ILLINOIS 

RUNKLE,  ROBERT  J,  LAS  VEGAS,  NEVADA 

RUNNING,  BRENT  CHARLES,  MINNEAPOLIS,  MINNESOTA 

RUNYON,  DAMON  LARRY,  COLLINSVILLE,  ILLINOIS 

RUNYON,  HOHARD,  L.,,  CLINTON,  NEH  JERSEY 

RUNYON,  JOEY  EUGENE,  HANNIBAL,  MISSOURI 

RUNYON,  MICHAEL  THOMAS,  SALEM,  OREGON 

RUONALA,  RICHARD  PHILLIP,  GOOSE  CREEK,  SOUTH  CAROLINA 

RUONAVAARA,  KENNETH  C,  SAGINAH,  MICHIGAN 

RUOTOLO,  LOUIS  H. ,  EAST  BRUNSHICK,  NEW  JERSEY 
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RUSSELL, 
RUSSELL, 
RUSSELL, 


FLORIDA 


RUPARD,  STEVE  THOMAS,  PIKESVILLE,  MARYLAND 
RUPERT,  HAROLD  DONALD,  GREENSBURG,  PENNSYLVANIA 
RUPF,  HARREN  EUGENE,  MARTINEZ,  CALIFORNIA 
RUPNIK,  ANDREJ,  LJUBLJANA,  SLOVENIA 
RUPPENTHAL,  GOODHYN  J.,  MONTGOMERY,  ALABAMA 
RUPPERT,  E.  J.,  IOHA  CITY,  IOHA 
RUSCH,  HENRY  EVART,  GREELEY,  COLORADO 
RUSH,  ALLEN  C,  TOPEKA,  KANSAS 
RUSH,  CECIL  F,  BEAUMONT,  TEXAS 
RUSH,  CLARENCE  H,  MOUNT  LEBANON,  PENNSYLVANIA 
RUSH.  CLYDE  C,  BEAUMONT,  TEXAS 
RUSH  JAMES  CRAIG,  NORTH  CALDHELL,  NEW  JERSEY 
RUSH  JAMES  F.,  PHILLIPSBURG,  NEH  JERSEY 
RUSH,  STEPHEN  COLIN,  BEDFORD,  VIRGINIA 
RUSH,  HILLIAM  GEORGE,  HEDHIG  VILLAGE   TEXAS 
RUSH,  HILLIAM  P.,  HEST  HARTFORD,  CONNECTICUT 
RUSHIN,  GREGORY  HAYNE,  PLANO,  TEXAS 
RUSHING,  LEON,  MARTIN,  TENNESSEE 
RUSHING,  SUSAN  DEERING,  METAIRIE,  LOUISIANA 
RUSHING,  THOMAS  JEROME,  GRETNA,  LOUISIANA 
RUSHING,  HILLIAM,  ALLEN,  TEXAS 
RUSHTON,  OLIN  DUDLEY,  SALUDA,  SOUTH  CAROLINA 
RUSINKO,  KENNETH  JOHN,  CLEVELAND,  OHIO 
RUSO,  KARL  HEINZ,  VIENNA,  AUSTRIA    AUnrUTDC 
RUSS  BRADLEY  JAY,  PORTSMOUTH,  NEW  HAMPSHIRE 
RUSS   EDHIN  C,  MISSOULA,  MONTANA 
RUSS  GEORGE  BENNETT,  JR,  RALEIGH,  NORTH  CAROLINA 
RUSSART,  HERNER,  HIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 
RUSSEL,  JAY  ALAN,  SR,  TAMPA,  FLORIDA 
RUSSEL,  RICHARD  J.,  PORT  HURON,  MICHIGAN 
RUSSELL,  BRUCE  A.,  CONCORD,  NEH  HAMPSHIRE 
DONALD  NELSON,  PHOENIX,  ARIZONA 
DONALD  PATRICK,  JR,  RUTLAND,  VERMONT 
,  FREDERICK  LEE,  BEDFORD,  VIRGINIA 
RUSSELL,  GAIL  STEPHEN,  GREEN  COVE  SPRINGS, 
RUSSELL,  GLENN  D. ,  RALEIGH,  NORTH  CAROLINA 
RUSSELL,  GREGORY  ALLEN,  SOLDOTNA,  ALASKA 
RUSSELL,  JAMES  L.,  LINCOLN,  NEBRASKA 
RUSSELL,  LARRY  DEE,  JACKSONVILLE,  FLORIDA 
RUSSELL,  LOUIS  HOMER,  BATON  ROUGE,  LOUISIANA 

RUSSELL,  LOUISE  E.,  SANTA  BARBARA,  CALIFORNIA 

RUSSELL.  MARIGOLD,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 

RUSSELL,  NELSON  MONROE,  CONCORD,  NEW  HAMPSHIRE 

RUSSELL,  PAUL  J,  BOSTON,  MASSACHUSETTS 

RUSSELL  REGINALD  A.,  BAY  CITY,  MICHIGAN 

RUSSELL,  RICHARD  ADAM.  LONDONDERRY,  NORTHERN  IRELAND 

RUSSELL,  RICHARD  JACKSON,  NOBLESVILLE,  INDIANA 

RUSSELL,  ROBERT  ANDREH,  II,  KANEOHE  BAY,  HAHAII 

RUSSELL,  ROBERT  D,  FAIRFAX,  VIRGINIA 

RUSSELL,  ROBERT  P,  NASHVILLE,  TENNESSEE 

RUSSELL,  SCOTT  DAVID,  FORT  EUSTIS,  VIRGINIA 

RUSSELL,  SOMME,  YAZOO  CITY,  MISSISSIPPI 

RUSSELL,  STEVEN  LEE,  MEMPHIS,  TENNESSEE 

RUSSELL,  STEVEN  MARK,  ROGERS,  ARKANSAS 

RUSSI,  JOHN  M,  TALLAHASSEE,  FLORIDA 

RUSSIN,  RANDALL  BRENT,  TOWSON,  MARYLAND 

RUSSO,  CARMINE  F,  WESTBROOK,  MAINE 

RUSSO,  MICHAEL  EARL,  HIALEAH,  FLORIDA 

RUSSO  MICHAEL  SCOTT,  INDIANAPOLIS,  INDIANA 

RUSSO,  ROBERT,  NEH  YORK,  NEW  YORK 

RUSSO,  THOMAS,  NEH  YORK,  NEH  YORK 

RUSSO  THOMAS  JOSEPH,  MONTCLAIR,  NEH  JERSEY 

RUSSO,  VINCENT  MARIO,  CHICAGO,  ILLINOIS 

RUSSO,  WILLIAM,  SR. ,  MAHHAH,  NEW  JERSEY 

RUSSOTTO,  DARIO  J,  ENFIELD,  CONNECTICUT 

RUSZKOWSKI,  DONALD  A,  SOUTH  BEND,  INDIANA 

RUTALLIE,  LANCE  MARK,  INDIANAPOLIS,  INDIANA 

RUTH,  HOWARD  J,  KEYPORT,  NEH  JERSEY 

RUTH,  JOHN  RUSSELL,  EASTLAKE,  OHIO 

RUTH,  RICHARD  STEPHEN,  ATLANTA,  GEORGIA 

KrSrdJ^REH^Vh^IAhSbK  VIRGINIA 

SUSS:    VEA-JSSk    wK^TON,  DISTRICT  OF  CO 
RUTHERFORD,  JOHN  HENRY,  JACKSONVILLE,  FLORIDA 
RUTHERFORD,  JONATHAN  DEWEY,  ST.  ALBANS,  WEST  VIRGINIA 
RUTHERFORD,  MICHAEL  YOUNG,  ST.  ALBANS,  "EST  VIRGINIA 
RUTHVEN,  NEILL  HAYNE,  FORT  MC  CLELLAN,  ALABAMA 
RUTKOSKE,  THOMAS  MICHAEL,  CLENDALE,  CALIFORNIA 
RUTLAND,  CHARLES  M,  KIRTLAND  AFB,  NEH  MEXICO 
RUTLEDGE,  DAVID  PHRIP,  ASHEVILLE,  NORTH  CAROLINA 
RUTLEDGE,  DONALD  R.,  BLOUNTVILLE,  TENNESSEE 
RUTLEDGE,  STEPHEN  G,  SPRINGFIELD,  ILLINOIS 
RUTTELL-MEDINA,  JORGE  JUAN,  PONCE,  PUERTO  RICO 

1  RUXLOH,  THOMAS  R,  DES  MOINES,  IOHA 
RUZGA,  THOMAS  VYTAUTAS,  GARY,  INDIANA 
RUZICKIS,  CATHRYN,  PERTH,  AUSTRALIA 
RUZINSKI   ANNA  MARIA,  MILHAUKEE,  HISCONSIN 

I   RYALS,  ELMER  L,  MEMPHIS,  TENNESSEE 
RYALS,  MARVIN  URIEL,  EL  PASO,  TEXAS 

I  RYAN,  ALBERT  E.,  ARLINGTON,  MASSACHUSETTS 
RYAN  ARTHUR  HUDSON,  LOHELL,  MASSACHUSETTS 
RYAN,  ARTHUR  HUDSON,  JR,  LOHELL,  MASSACHUSETTS 
CHARLES  J.,  GARDEN  CITY,  NEW  YORK 
CHARLES  V,  OKLAHOMA  CITY,  OKLAHOMA 
,  DARRELL  EUGENE,  NASHVILLE,  TENNESSEE 
RYAN,  DENNIS  PATRICK,  LANGLEY  AFB.  VIRGINIA 
RYAN,  FREDERICK,  CONCORD,  MASSACHUSETTS 
RYAN,  GEORGE  R. ,  MADISON,  HISCONSIN 
RYAN,  JACK  H.,  OXNARD,  CALIFORNIA 
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RYAN,  JOHN  F.  -  SANGSTER,  JOHN  H. ,  JR. 
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RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 


RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
RYAN, 
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RYANS, 


SABIN, 
SABIN, 
SABLAN, 
SABLE, 


JOHN  F.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JOHN  FARRELL,  NEH  YORK,  NEH  YORK 
JOHN  MICHAEL,  JACKSONVILLE,  ILLINOIS 
JOSEPH  F,  BINGHAMTON,  NEW  YORK 
JOSEPH  GORDON,  NAMPA,  IDAHO 
LLOYD  L,  OREGON  CITY,  OREGON 
MARTIN  ARTHUR,  SACRAMENTO,  CALIFORNIA 
MARY  ELIZABETH,  NEW  CITY,  NEW  YORK 
MAUREEN  CATHERINE,  NEW  YORK,  NEW  YORK 
NELSON  EMMETT,  MANASSAS,  VIRGINIA 
RICHARD  ALLEN,  BLOOMINGTON,  ILLINOIS 
RICHARD  ANTHONY,  DECATUR,  ILLINOIS 
ROBERT  F,  BOSTON,  MASSACHUSETTS 
RYAN,  THOMAS  G,  NEW  YORK,  NEW  YORK 
RYAN,  THOMAS  J,  SILVER  CITY,  NEW  MEXICO 
RYAN,  THOMAS  JOHN,  NEW  YORK,  NEW  YORK 

TIMOTHY  GEORGE,  NORTH  LAS  VEGAS,  NEVADA 
TIMOTHY  PATRICK,  OAKLAND,  CALIFORNIA 
WILLIAM  EDWARD,  TOWSON,  MARYLAND 
WILLIAM  EDWIN,  MINNEAPOLIS,  MINNESOTA 
WILLIAM  G.,  NEW  YORK,  NEH  YORK 
WILLIAM  H..  LANSING,  MICHIGAN 
WILLIAM  R.,  SOUTH  WINDSOR,  CONNECTICUT 
PERVIS  J,  JR,  BOSTON,  MASSACHUSETTS 

RYBA,  JAMES  RICHARD,  FRANKLIN,  NEH  HAMPSHIRE 

RYBAR,  JOHN  A,  MC  KEESPORT,  PENNSYLVANIA 

RYBICKI,  JAMES  EDWARD,  SR,  CAPE  MAY  COURT  HOUSE,  NEW  JE 

RYCKMAN,  KENNETH  ANDREW,  JR,  HAUKEGAN,  ILLINOIS 

RYE,  RICHARD  EVERETT,  GLADSTONE,  OREGON 

RYLAND,  RALPH  B,  SR,  HAGERSTOWN,  MARYLAND 

RYMPH,  GEORGE  LEWIS,  JR,  POUGHKEEPSIE,  NEH  YORK 

RYON,  JAMES  ROBERT,  HINESVILLE,  GEORGIA 

S.  ANTHONY  THANGARAJ,,  KUALA  LUMPUR,  MALAYSIA 

SAACKS,  ANTOINE  M,  JR,  NEH  ORLEANS,  LOUISIANA 

SAAVEDRA,  THOMAS  SAMUAL,  MERCED,  CALIFORNIA 

SABA,  THOMAS  C. ,  PLYMOUTH,  MINNESOTA 

SABATINO,  EUGENE  J.,  YOUNGSTOHN,  OHIO 

SABATINO,  FRANK  GEORGE,  WEST  TRENTON,  NEW  JERSEY 

SABEH-AION,  MOHAMMAD  ALI,  BEIRUT,  LEBANON 

SABEN,  DAVID  GILBERT,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
JAMES  PREN,  LONDON,  OHIO 
LINWOOD  LEE,  FLUSHING,  MICHIGAN 

FERNANDO  LEON  GUERRERO,  AGANA,  GUAM 
ERNEST  P.,  SAN  DIEGO,  CALIFORNIA 

SABO,  TERRY  LEE,  LINCOLN,  ILLINOIS 

SABOL,  MICHAEL  A,  HARRISBURG,  PENNSYLVANIA 

SACAGUING,  ARTEMIO  MENDOZA,  MANILA,  PHILIPPINES 

SACCO,  ANTHONY,  SPRINGFIELD,  ILLINOIS 

SACCO,  GLORIE  JULIE,  LA  MESA,  CALIFORNIA 

SACIA,  THOMAS  MARK,  ELLSWORTH,  WISCONSIN 

SACKETT,  MILTON  G.,  SOUTHFIELD,  MICHIGAN 

SACKS,  MAX  PATRICK,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SADEGHI-TEHRANI-MEHDI,,  TEHRAN,  IRAN 

SADER,  RICHARD  DEAN,  WAUKESHA,  WISCONSIN 

SADERUP,  DEAN  E,  ELY,  NEVADA 

SADLER,  DANNY  LEE,  NORMAL,  ILLINOIS 

SADLER,  DAVID  WILLIAM,  ELMIRA,  NEW  YORK 

SADOWSKI,  JOHN  EDWARD,  TOMS  RIVER,  NEW  JERSEY 

SADOWSKI,  RAYMOND  WALTER,  NORTHBROOK,  ILLINOIS 

SAENZ,  HOMER  G. ,  BROWNSVILLE,  TEXAS 

SAENZ,  ROBERTO  SERGIO,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SAFFERY,  EUGENE  HENRY,  SR,  WAILUKU,  MAUI,  HAWAII 

SAGANS,  JAMES,  HARRISBURG,  PENNSYLVANIA 

SAGE,  DAVID  RAY,  FORT  ORD,  CALIFORNIA 

SAGER,  CHARLES  RICHARD,  GRAND  PRAIRIE,  TEXAS 

SAGOL,  RICARDO  ALBERTO,  BUENOS  AIRES,  ARGENTINA 

SAGRIS,  HELLE,  TALLINN,  ESTONIA 

SAHIN,  HUSEYIN  GUNGOR,  ANKARA,  TURKEY 

SAINAGHI,  ANTHONY  A,  STOCKTON,  CALIFORNIA 

SAINSBURY,  PAUL  ROBERT,  MADISON,  WISCONSIN 

SAINT  VINCENT,  VERNE  R,  AURORA,  COLORADO 

SAIS,  NICK  J,  SANTA  FE,  NEW  MEXICO 

SAITO,  SHINICHI,  TOKYO,  JAPAN 

SAITTA,  JAMES  JOSEPH,  NEW  YORK,  NEW  YORK 

SAITZ,  DANIEL  MICHAEL,  AURORA,  COLORADO 

SAJJAPHAN,  PARKPOOM,  BANGKOK,  THAILAND 

SAK,  THOMAS  ROBERT,  GARY,  INDIANA 

SAKAMOTO,  LEON,  POMONA,  CALIFORNIA 

SAKAMOTO,  TOSHIKAZU,  OSAKA,  JAPAN 

SAKODA,  JIMMY  T.,  LOS  ANGELES,  CALIFORNIA 

SAKOIAN,  JOHN  MICHAEL,  UPPER  ST  CLAIR,  PENNSYLVANIA 

SALAGNAC,  PHILIPPE,  GUADELOUPE,  FRANCE 

SALAH  EL-DIN,  MOHAMED  WAGIH,  CAIRO,  EGYPT 

SALAME,  EDWARD,  GRAPEVINE,  TEXAS 

SALAS  WENZEL,  JUAN  C,  SANTIAGO,  CHILE 

SALAS,  DAVID  JAMES,  LAS  VEGAS,  NEVADA 

SALAS,  JUAN  SABLAN,  SAIPAN,  FEDERATED  STATES  OF  MICRONE 

SALAS,  ROBERT  MARTINEZ,  VENTURA,  CALIFORNIA 

SALAZAR  GUTIERREZ,  MANUEL,  SANTIAGO,  CHILE 

SALAZAR-OCONITRILLO,  RAIMUND,  SAN  JOSE,  COSTA  RICA 

SALAZAR,  JIMMY  RUSSELL,  SANTA  FE,  NEW  MEXICO 

SALDIAS-ARTEAGA,  JOSE  ANTONI,  SANTIAGO,  CHILE 

SALDIVAR,  RICHARD,  SAN  JOSE,  CALIFORNIA 

SALE,  MICHAEL  ARTHUR,  TORONTO,  CANADA 

SALE,  RONALD  LEE,  MODESTO,  CALIFORNIA 

SALEEN,  THOMAS  E,  LEWISTON,  IDAHO 

SALEH,  ABDEL  RAOUF,  CAIRO,  EGYPT 

SALEH,  ALAA  ELDIN  FEKRY,  CAIRO,  EGYPT 

SALEMME,  JOHN  ALBERT,  NEWTON,  MASSACHUSETTS 

SALESE,  GIOVANNI,  ROME,  ITALY 
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SALESKI,  ROBERT  STEPHEN,  MEDWAY,  MASSACHUSETTS 
SALETTA,  RICHARD  JOSEPH,  MAYVILLE,  NEW  YORK 
SALGADO,  JUAN  CARLOS,  SANTIAGO,  CHILE 
SALINAS,  MARIO,  EDINBURG,  TEXAS 
SALINAS,  ROBERTO,  JR,  EDINBURG,  TEXAS 
SALISBURY,  WAYNE  LYLE,  HILLSBORO,  OREGON 
SALLE,  JOHN  PARK,  SALEM,  OREGON 
SALLE,  STEVEN  KIRTLEY,  ST  HELENS,  OREGON 
SALLEY,  JOHN  THOMAS,  ALAMOGORDO,  NEH  MEXICO 
SALLMAN,  DAVID  HARRIS,  FRIDLEY,  MINNESOTA 
SALO,  DONALD  GEORGE,  FORT  BENNING,  GEORGIA 
SALO,  JOUKO  UOLEVI,  HELSINKI,  FINLAND 
SALO,  MICHAEL  VICTOR,  TROY,  NEW  YORK 
SALOM-CLOTET,  D  MIGUEL,  BARCELONA,  SPAIN 
SALTER,  HUGH,  RALEIGH,  NORTH  CAROLINA 
SALTER,  JACK  PERRY,  GARDEN  CITY,  MICHIGAN 
SALTZMAN,  MICHAEL  DALE,  INDIANAPOLIS,  INDIANA 
SALTZMAN,  MICHAEL  JOHN,  FRAMINGHAM,  MASSACHUSETTS 
SALVADOR,  MAX  BALAO,  MANILA,  PHILIPPINES 
SALVADOR,  VICTOR  MARK,  LAKE  CHARLES,  LOUISIANA 
SALVATORE,  ANTHONY  JAMES,  CROMWELL,  CONNECTICUT 
SALVATORE,  JOHN  LEROY,  WETHERSFIELD,  CONNECTICUT 
SALVATORE,  PAUL  A.,  WATERBURY,  CONNECTICUT 
SALVERDA,  RICHARD  HENRY,  ROSEVILLE,  MINNESOTA 
SALZ,  STEVEN  ANDREW,  MINEOLA,  NEW  YORK 
SAMANIEGO,  LEONARDO,  EL  PASO,  TEXAS 
SAMANIEGO,  RAMON  JOHN,  III,  TUSCALOOSA,  ALABAMA 
SAMARRA,  CHARLES  E.,  ALEXANDRIA,  VIRGINIA 
SAMBOR,  GREGORE  J,  PHILADELPHIA,  PENNSYLVANIA 
SAMEK,  STEVEN  PAUL,  PUEBLO,  COLORADO 
SAMELSTAD,  MARK  WALTER,  MONROE,  WISCONSIN 
SAMMON,  KATHLEEN  MARIE,  NEW  YORK,  NEW  YORK 
SAMPILA,  DANIEL  DEAN,  CHICAGO,  ILLINOIS 
SAMPLE,  DAVID  RANDOLPH,  BEAUMONT,  TEXAS 
SAMPLE,  DENNIS  ALLEN,  SALEM,  NEW  JERSEY 
SAMPLEY,  RAY  HOUSTON,  KNOXVILLE,  TENNESSEE 
SAMPSON,  ARTHUR  WAYNE,  SHREWSBURY,  MASSACHUSETTS 
SAMPSON,  DOUGLAS  JAMES,  CENTER  CITY,  MINNESOTA 
SAMPSON,  EDWARD  D,  CORONA,  CALIFORNIA 
SAMPSON,  ROBERT  DAVID,  BEAVERCREEK,  OHIO 
SAMPSON,  ROBERT  M,  ELY,  NEVADA 
SAMS,  CHARLES  WILLIAM,  III,  SANDUSKY,  OHIO 
SAMS,  GEORGE  H. ,  CHICAGO,  ILLINOIS 
SAMUEL,  RICHARD  M. ,  RIVER  FOREST,  ILLINOIS 
SAN  ANTONIO,  KEVIN  STEVEN,  BURRILLVILLE,  RHODE  ISLAND 
SAN  MARCO,  CHARLES  S,  ST  PETERSBURG,  FLORIDA 
SANBORN,  BOYCE  ARNOLD,  SOUTH  PORTLAND,  MAINE 
SANBORN,  BRUCE  D. ,  COLUMBUS,  GEORGIA 
SANCHEZ  MORALES,  EDGAR,  BOGOTA,  COLOMBIA 
SANCHEZ-FONSECA,  JORGE  ARNOLDO,  SAN  JOSE,  COSTA  RICA 
SANCHEZ,  DANIEL,  JR,  CHICAGO,  ILLINOIS 
SANCHEZ,  ERNEST  ADAM,  JR,  BATON  ROUGE,  LOUISIANA 
SANCHEZ,  FREDDIE,  OAKLAND,  CALIFORNIA 
SANCHEZ,  MARIO  VALLEJANO,  CALEXICO,  CALIFORNIA 
SANCHEZ,  MICHAEL  JAMES,  SALIDA,  COLORADO 
PATRICIA  ANN,  DALLAS,  TEXAS 
PHILLIP  LEE,  SANTA  MONICA,  CALIFORNIA 
RICHARD  ABEL,  LOS  ANGELES,  CALIFORNIA 
SANCHEZ,  TONY  S,  GALLUP,  NEW  MEXICO 
SANDBERG,  KENT  RANDALL,  NORTH  BEND,  OREGON 
SANDBERG,  RICHARD  A.,  CHICAGO,  ILLINOIS 
SANDBERG,  RICHARD  E,  SAN  DIEGO,  CALIFORNIA 
SANDEFUR,  KEITH  P,  CAIRO,  GEORGIA 
SANDELIER,  TONY,  HOLLYWOOD,  FLORIDA 
SANDERS,  ARTHUR  J.,  FAIRFAX,  VIRGINIA 
SANDERS,  CHARLES  R.,  SALEM,  ILLINOIS 
SANDERS,  CHARLES  STEPHEN,  RIPLEY,  TENNESSEE 
SANDERS,  DARRELL  LYNN,  FRANKFORT,  ILLINOIS 
EDWARD  L,  HILLSBORO,  OREGON 
JACK  DONALD,  WEST  COLUMBIA,  SOUTH  CAROLINA 
JAMES  FLOYD,  NAPLES,  FLORIDA 
JAMES  WALTER,  BLYTHEVILLE,  ARKANSAS 
JOHN  C,  YORKTOWN  HEIGHTS,  NEW  YORK 
SANDERS,  JOSEPH  DAVID,  MARTIN,  TENNESSEE 
SANDERS,  LARRY  EVAN,  HOT  SPRINGS,  ARKANSAS 

MARSHALL  C,  BOLING  AFB,  DISTRICT  OF  COLUMBIA 
MYRON  BERNARD,  WILLISTON,  NORTH  DAKOTA 
RICKEY  LE,  FORT  LEWIS,  WASHINGTON 
TERRY  EUGENE,  VALLEY,  ALABAMA 
VAN  A,  ANDREWS  AFB,  MARYLAND 
SANDERS,  WILLIAM  FRANK,  TRENTON,  TENNESSEE 
SANDERSON,  JAMES  GILLIAN,  COMMERCE  CITY,  COLORADO 
SANDERSON,  LAWRENCE  JAMES,  CAHOKIA,  ILLINOIS 
SANDFORT,  MICHAEL  FELIX,  CASPER,  WYOMING 
SANDIDGE,  DONALD  E,  ALTON,  ILLINOIS 
SANDIE,  ROBERT  F.,  MINEOLA,  NEW  YORK 
SANDOVAL,  JOE  G. ,  LOS  ANGELES,  CALIFORNIA 
SANDRIDGE,  MALCOLM  W. ,  JR.,  CHARLOTTESVILLE,  VIRGINIA 
SANDS,  HARRY  SLATER,  JR,  TITUSVILLE,  FLORIDA 
SANDS,  JACK  M,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SANDS,  RODNEY  JOSEPH,  JR,  LAKEMORE,  OHIO 
SANDSTROM,  ERLING  H. ,  BEAR  MOUNTAIN,  NEW  YORK 
SANFORD,  BRENDA  KAY,  KANSAS  CITY,  MISSOURI 
SANFORD,  CURTIS  G. ,  MALDEN,  MASSACHUSETTS 
SANFORD,  HOWARD  T.,  INDIANA,  PENNSYLVANIA 
SANFORD,  J  RAY,  JR,  MONTGOMERY,  ALABAMA 
SANFORD,  LOGAN  H.  ,  TOPEKA,  KANSAS 
SANGMITR,  KASEM,  BANGKOK,  THAILAND 
SANGMITR,  PRAMOAT,  BANGKOK,  THAILAND 
SANGSTER,  JOHN  H.  ,  JR.,  LAKELAND,  FLORIDA 
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SANSEVERINO,  VINCENT  -  SCHENK,  HILLIAH  H. 
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SANSEVERINO,  VINCENT,  NEH  YORK,  NEH  YORK 

SANSONE,  FRED  M. ,  MEMPHIS,  TENNESSEE 

SANTIAGO  ECHEVARRIA,  EDDIE,  SAN  JUAN,  PUERTO  RICO 

SANTIAGO,  MICHAEL,  MILLVILLE,  NEH  JERSEY 

SANTIAGO,  MIGUEL  ANGEL,  SAN  JUAN,  PUERTO  RICO 

SANTO,  LOUIS  H,  HEST  PALM  BEACH,  FLORIDA 

SANTOMAURO,  JOHN  ROLAND,  CANTON,  MICHIGAN 

SANTOR,  DAVID  ALLEN,  SIERRA  VISTA,  ARIZONA 

SANTOR  RONNIE  LEE,  ALBANY,  NEH  YORK 

SANTORO,  PHILIP  LOUIS,  SR,  READING,  PENNSYLVANIA 

SANTOS  VELEZ,  ANIBAL,  SAN  JUAN,  PUERTO  RICO 

SANTOS,  FRANK  NUNES,  III,  HAILUKU,  MAUI,  HAHAII 

SANTOS,  HECTOR  M,  SAN  JUAN,  PUERTO  RICO 

SANTOS,  MARIO,  JR,  LAREDO,  TEXAS 

SANTOS,  ZILDO  J.,  SAO  PAULO,  BRAZIL  „._«. 

SANTUCCI,  FRANK  MICHAEL,  UPPER  SADDLE  RIVER,  NEH  JERSEY 

SANTUCCI,  RICHARD  ANGELO,  BUFFALO,  NEH  YORK 

SAPP,  GLEN  ELLERY,  PUNTA  GORDA,  FLORIDA 

SAPPINGFIELD,  ROBERT  C,  SALEM,  OREGON 

SAPPINGTON,  MARR  DOUGLAS,  JR,  GREENBELT,  MARYLAND 

SAPYEN,  NARONG,  BANGKOK,  THAILAND 

SARAGOZA,  SAVAS,  TEXAS  CITY,  TEXAS 

SARANTAKOS,  PAUL  HILLIAM,  CHAMPAIGN,  ILLINOIS 

sarcinella.  andreh  joseph,  auburn,  california 
sarcone  richard  Nicholas;  croton-on-hudson,  neh  york 

SARDINO,  FRANK,  SYRACUSE,  NEH  YORK 

SARGEANT,  ROBERT  G,  HILLSBORO,  OREGON 

SARGENT,  PHIL  SCOTT,  PICKENS,  SOUTH  CAROLINA 

SARLO,  KEVIN  ANTHONY,  EAST  HAMPTON,  NEH  YORK 

SARNO,  HENRY  CHARLES,  NEH  YORK,  NEH  YORK 

SARO  MONCLOA,  JUSTO  MANUEL,  BARCELONA,  SPAIN 

SAROUIZ,  ALFRED  A.,  KALAMAZOO,  MICHIGAN 

SARRIS,  TODD  HOLM,  EAST  HAMPTON,  NEH  YORK 

SARTOR.  RICHARD  J,  CHESHIRE,  CONNECTICUT 

SARVELLO,  SALVATORE  DOMINIC,  MARQUETTE,  MICHIGAN 

SARVER,  HINSTON  H,  COCOA  BEACH,  FLORIDA 

SARVIS  HILLIAM  BOSTON,  HASHINGTON,  DISTRICT  OF  COLUMBI 

SASALA,  JOSEPH  A.,  HARRISBURG,  PENNSYLVANIA 

SASS,  STANLEY  HALTER,  MOUNT  VERNON,  HASHINGTON 

SASSI,  RICHARD  JOSEPH,  BEACON,  NEH  YORK 

SASSMAN,  RODGER  MARK,  AUSTIN,  TEXAS 

SATCHER,  JERRY  DON,  HOUSTON,  TEXAS 

SATO,  KAZUO,  TOKYO,  JAPAN 

SATO,  TATSUMI,  HILO,  HAHAII 

SATRULEE,  MANOCH,  BANGKOK,  THAILAND 

SATTERFIELD,  DANNY  L.,  NASHVILLE,  TENNESSEE 

SATTERF  ELD  KIMBERLEE  FALL,  HASHINGTON,  DISTRICT  OF  CO 

SATTERLEE   TERRANCE  LYNN,  SIOUX  FALLS,  SOUTH  DAKOTA 

SATTERHHITE,  MICHAEL  LEE,  LONGVIEH,  TEXAS 

SATTIG,  DAVID  B.,  HILLARD,  OHIO 

SATTLER,  DAVID  EDHARD,  COPLEY,  OHIO 

SAUCEDA,  EZEOUIEL  D. ,  BROHNSVILLE,  TEXAS 

SAUCEDO,  JOHN  VINCENT,  SAN  ANTONIO,  TEXAS 

SAUCEDO,  PAUL  G,  EL  PASO,  TEXAS 

SAUER,  DAVID  D,  ABERDEEN,  SOUTH  DAKOTA 

SAUER,  MICHAEL,  HAMBURG,  NEH  YORK 

SAULNIER,  CHARLES  NORMAN,  RENO,  NEVADA 

SAULS,  MICHAEL  JAY,  GREENEVILLE,  TENNESSEE 

SAULSBURY,  DONN  DUANE,  UKIAH,  CALIFORNIA 

SAULTERS,  HAROLD  DOUGLAS,  ST.  CHARLES,  MISSOURI 

SAUM,  BYRON  GENE,  AURORA,  ILLINOIS 

SAUNDERS,  ERNEST  E.,  TALLAHASSEE,  FLORIDA 

JAMES  MICHAEL,  LEAKESVILLE,  MISSISSIPPI 
MICHAEL  D,  EVERGREEN  PARK,  ILLINOIS 
RAYMOND  D.,  CAPE  MAY  COURT  HOUSE,  NEH  JERSEY 
,  REGINALD  STUART,  ALBANY,  NEH  YORK 
SAURO,  DANIEL  A,  HAYLAND,  MASSACHUSETTS 
SAUTER,  KATHLEEN,  SPRINGFIELD,  ILLINOIS 

KEVIN  ALAN,  COLTS  NECK,  NEH  JERSEY 
ALTON  E.,  AUBURN,  MAINE 
BRENDAN  JOHN,  HESTMINSTER,  CALIFORNIA 
DON  G,  PALMER,  ALASKA 
DONALD  PHILLIP,  SACRAMENTO,  CALIFORNIA 
DONALD  T.,  SYRACUSE,  NEH  YORK 
GREGORY  HILLIAM,  OAKLAND,  CALIFORNIA 
JAMES  A.,  EUCLID,  OHIO 
LINDEL  M,  SAN  BERNARDINO,  CALIFORNIA 
MARY  ANN,  SACRAMENTO,  CALIFORNIA 
MICHAEL  DEAN,  GREELEY,  COLORADO 
RAYMOND  FREDRICK,  HARR  ACRES,  OKLAHOMA 
RONALD  HILLIAM,  LANCASTER,  PENNSYLVANIA 
HILLIAM  HENRY,  JR,  NEH  YORK,  NEH  YORK 
SAVARESE,  JAMES  GORDON,  KIRTLAND  AFB,  NEH  MEXICO 
SAVARESE,  ROBERT,  YAPHANK,  NEH  YORK 
SAVELA,  ALAN  HALTER,  STERLING  HEIGHTS,  MICHIGAN 
SAVELL,  HILLIAM  L.,  JR.,  DALLAS,  TEXAS 
SAVIANO,  BIAGIO,  NAPLES,  ITALY 

MICHAEL  GEORGE,  MONTEREY  PARK,  CALIFORNIA 
CHARLES  H.,  SANTA  PAULA,  CALIFORNIA 
DONALD  LEE,  TURNER,  OREGON 
DAVID  DERONE,  SPARKS,  NEVADA 
SAVIO,  ENRICO,  ROME,  ITALY 
SAVIO,  SHERRY  HATOSY,  FORT  MEADE,  MARYLAND 
SAVITSKY,  FRANK  ANDREH,  JR,  MEDIA,  PENNSYLVANIA 
SAVOIE,  MICHAEL  LEO,  LAFAYETTE,  LOUISIANA 
SAVOIE,  RAYMOND  ALBERT,  HARHICK,  RHODE  ISLAND 
SAVORD,  GEORGE  H. ,  CYPRESS,  CALIFORNIA 
SAVUA,  ISIKIA  RABICI,  SUVA,  FIJI 
SAHDON,  ROBERT  J.,  LINCOLN,  NEBRASKA 
SAHYER,  JENSON  J.,  JR.,  CHESAPEAKE,  VIRGINIA 


SAUNDERS, 
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SAVIDAN, 
SAVIERS, 
SAVIERS, 
SAVILLE, 
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SAHYER,  MICHAEL  SCOTT,  NEH  ORLEANS,  LOUISIANA 
SAHYER,  ROBERT  CHARLES,  TUSCALOOSA,  ALABAMA 
SAHYER,  ROBERT  RICHARD,  CHERRY  HILL,  NEH  JERSEY 
SAHYER,  HALTER  ALLEN,  JR,  TAMPA,  FLORIDA 
SAXON,  GEORGE  H,  BILOXI,  MISSISSIPPI 
SAXON,  RAYMOND  EDHARD,  FORT  LAUDERDALE,  FLORIDA 

SAXTON,  HALTER  E.,  DOVER,  DELAHARE  

SAYERS,  JOHN  FAUST,  LIBERTYVILLE,  ILLINOIS 
SAYLOR,  LAHRENCE  STUART,  JR,  FRANKLIN,  TENNESSEE 
SAYLORS,  KENNETH  H,  GREENHOOD,  SOUTH  CAROLINA 
SAYO,  APOLLO  YUSON,  MANILA,  PHILIPPINES 
SAYRE,  JAMES  A.,  LIBERTY,  MISSOURI 
SAYSET.  DALE  PATRICK,  CHICAGO,  ILLINOIS 
iBARRA  ANTHONY  F,  JR,  PHILADELPHIA,  PENNSYLVANIA 
SCADUTO,  ALBERT  ANTHONY,  LOS  ANGELES,  CALIFORNIA 
SCAFE,  MYRON  E.,  OVERLAND  PARK,  KANSAS 
SCAFIDI,  ROBERT,  CHALFONT,  PENNSYLVANIA 
SCAGGS,  RONALD  JOSEPH,  FESTUS,  MISSOURI 
SCALES,  ANTHONY  LORRE,  GREENSBORO,  NORTH  CAROLINA 
SCALES,  JAMES  SHELDON,  BELMONT,  CALIFORNIA 
SCALESE,  JOHN  A,  LYNDHURST,  NEH  JERSEY 
SCALF,  DAVID  RICHARD,  LYNCHBURG,  VIRGINIA 
SCALIA,  DANIEL  N.,  CHICAGO,  ILLINOIS 
SCALLEY,  THOMAS  EDHARD,  NEH  YORK,  NEH  YORK 
SCANDONE,  BRUNO,  ROME,  ITALY 
SCANGA,  DIANE  MARIE,  KIRKHOOD,  MISSOURI 
SCANLAN,  PETER  CHARLES,  BRISBANE,  AUSTRALIA 
SCANLON,  LOUIS  JAMES,  JR,  SAN  DIEGO,  CALIFORNIA 
SCANLON,  THOMAS  JOSEPH,  BRIDGEPORT,  CONNECTICUT 
SCARA,  ROBERT  V,  MOUNT  HOLLY,  NEH  JERSEY 
SCARANO,  HAYNE  VICTOR,  MILLINOCKET,  MAINE 
SCARBOROUGH,  JOHNNY  GORDON,  WACO,  TEXAS 
SCARBROUGH,  RICHARD  DOUGLAS,  CLINTON,  TENNESSEE 
SCARCLIFF,  STEVEN  CRAIG,  MOBILE,  ALABAMA 
SCARINGELLI,  PATRICIA  HOLLAND,  CARY,  NORTH  CAROLINA 
SCARPA.  GEORGE  J.,  ODESSA,  TEXAS 
SCARPONI,  E.  EDHARD,  PORTSMOUTH,  NEH  HAMPSHIRE 
SCATES,  DAVID  BAYARD,  COEUR  D  ALENE,  IDAHO 
SCEGO,  JAMES  LEE,  ST.  LOUIS,  MISSOURI 
SCHAAD,  ANNE  P,  AUGUSTA,  MAINE   p4-.  _  „  _nlllu-T. 
SCHAAP   JOSEPH  R. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SCHAARSCHMIDT,  GAIL,  YAPHANK,  NEH  YORK 
1  SCHACHERER,  FRANK  EDHARD,  J,  HEST  CARROLLTON  OHIO 
'  SCHACHT,  LEONARD  LORRAIN,  OCONOMOHOC,  HISCONSIN 
SCHAEFER,  ALBERT  P,  JR,  MT  HEALTHY,  OHIO 
SCHAEFER,  EDHARD  ALEXANDER,  JAMAICA,  NEH  YORK 
SCHAEFER,  HADE  EDHARD,  CHARLOTTE,  MICHIGAN 
SCHAEPE,  GLENN  STEPHEN,  RHINELANDER,  WISCONSIN 
CHARLES  RONALD,  CHESAPEAKE,  VIRGINIA 
FRANK  GEORGE,  JR,  NEHARK,  NEH  JERSEY 
RAYMOND  A.,  PITTSBURGH,  PENNSYLVANIA 
,  HILLIAM  R,  HAYCROSS,  GEORGIA 
SCHAFFER,  CHARLES  B.,  ALLENTOHN,  PENNSYLVANIA 
SCHAFFER,  GARY  GERARD,  OCEAN  CITY,  NEH  JERSEY 
SCHAFFNER,  CHARLES  E,  II,  FALLSINGTON   PENNSYLVANIA 
SCHAIRER,  KENNETH  CHARLES,  WEST  TRENTON,  NEH  JERSEY 
SCHALK,  KATHLEEN  ANN,  CAMP  LEJEUNE,  NORTH  CAROLINA 
SCHALLER,  JOHN  FRANCIS,  CHEEKTOHAGA,  NEH  YORK 
SCHALLER  JOSEPH  F,  NEH  ROCHELLE   NEH  YORK 
SCHALLER,  LAHRENCE  DAVID,  REDDING,  CALIFORNIA 
SCHALLER,  TODD  MICHAEL,  TORRINGTON,  CONNECTICUT 
SCHALLOCK,  HILLIAM  HENRY,  CARMEL   NEH  YORK 
SCHAMP.  JOHN  DELONG,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MILHAUKIE,  OREGON 
EMERSON,  NEH  JERSEY     „„,«.„, 
HASHINGTON,  DISTRICT  OF  COLUMBIA 
...,  NEHPORT  NEHS,  VIRGINIA 
SCHAPPA,  MICHAEL  GERARD,  SHARONVILLE,  OHIO 
SCHAPPAUGH,  KATHLEEN  ANN,  LITCHFIELD,  ILLINOIS 
SCHARF,  CLIFFORD  M,  RIDGEFIELD,  CONNECTICUT 
SCHARF   JAMES  IRVING,  EVERETT,  WASHINGTON 
SCHARLAU,  ROBERT  P.,  TALLAHASSEE,  FLORIDA 
SCHARMANN,  FRANCIS  ANDREH,  TOOELE,  UTAH 
SCHATZ,  DANIEL  RYAN,  LOS  ANGELES,  CALIFORNIA 
SCHATZ,  KURT  ALLEN,  PROVIDENCE,  RHODE  ISLAND 
SCHATZEL,  JOHN  FRANCIS,  KINGSTON,  NEH  YORK 
SCHAU,  MARK  E,  ERIE,  PENNSYLVANIA 
SCHAUER,  CHARLES  ALBERT,  RIVER  FOREST,  ILL  NOIS 
SCHAUER  HILLARD,  BELLE  VERNON,  PENNSYLVANIA 
SCHAUFFERT,  RICHARD  C,  NEH  YORK,  NEH  YORK 
SCHAULAND,  RICHARD  EARL,  PALATKA .FLORIDA 
SCHAUMAN,  HILLIAM  JOHN,  III,  INDIAN  RIVER  SHORES,  FLORI 
SCHECTER,  CHARLES  H,  JR,  FLINT,  MICHIGAN 
SCHEE,  GEORGE  B.,  SPOKANE,  HASHINGTON 
SCHEETZ,  MICHAEL  JACOB,  IOHA  CITY,  I OWA 
SCHEETZ,  ROBERT  EMMETT,  JR,  ST.  LOUIS,  MISSOURI 
SCHEFFNER,  DOUGLAS  HARREN,  GLADSTONE,  MISSOURI 
SCHEIB,  JOHN  EUGENE,  SALT  LAKE  CITY,  UTAH 
SCHEIBE,  MICHELE  RANEY,  HOUSTON,  TEXAS 
SCHEIBNER,  A.  M. ,  TOPEKA,  KANSAS 
SCHEIDECKER,  THOMAS  JACK,  RIPON,  CALIFORNIA 
SCHEINER,  ADAM,  MINEOLA,  NEH  YORK 
SCHELLENGER,  K  HESLEY,  GAINESVILLE,  FLORIDA 
SCHEMBRI,  ANTHONY  J,  RYE,  NEH  YORK      .„_..„. 
SCHEMENAUR,  JEROLD  HAYNE,  INDIANAPOLIS,  INDIANA 
SCHEMMEL,  MARK  HENRY,  SIDNEY,  OHIO 
SCHENCK,  DUANE  C,  BELLINGHAM,  HASHINGTON 
SCHENCK,  THOMAS  ROY,  MIAMISBURG,  OHIO 
SCHENK,  CHARLES  PAUL,  MAYHOOD,  ILLINOIS 
SCHENK,  HILLIAM  H. ,  OMAHA,  NEBRASKA 


SCHAFER, 
SCHAFER, 
SCHAFER, 
SCHAFER, 


SCHANAKER,  RONALD  C, 
SCHANEEN,  PETER,  JR, 
SCHANEY,  ROY  HALTER, 
SCHANZ,  DEHEY  C.  JR. 


PAGE 


118 


SCHENKER,  WILLIAM  L. 


SCHUTTE,  HARRY  A 
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SCHENKER,  HILLIAH  L.,  SOUTH  HADLEY,  MASSACHUSETTS 

SCHEOPNER,  JAMES  JOSEPH,  HARLINGEN,  TEXAS 

SCHEPIS,  DAVID  FRANCIS,  HATERTOHN,  CONNECTICUT 

SCHEPP,  MILTON  RUSSELL,  ST.  GEORGE,  MISSOURI 

SCHERER,  GARY  ALAN,  KANSAS  CITY,  MISSOURI 

SCHERER,  ROBERT  KENNETH,  ORANGE,  CALIFORNIA 

SCHERFF,  JAMES  EDHARD,  RACINE,  WISCONSIN 

SCHERPA,  CHARLES  LOUIS,  AMHERST,  MASSACHUSETTS 

SCHERTZING,  PHILLIP  DANIEL,  ITHACA,  MICHIGAN 

SCHERHITZ,  RICHARD  L,  PARKER,  COLORADO 

SCHETTENHELM,  STEVEN  JOHN,  BIRMINGHAM,  MICHIGAN 

SCHETTINO,  PAUL  JOSEPH,  BEACON,  NEW  YORK 

SCHEU,  EDWARD  R. ,  CHICAGO,  ILLINOIS 

SCHEUFENS,  WILLIAM  ARNOLD,  LAKE  CHARLES,  LOUISIANA 

SCHEY,  LORENZ  0,  JR,  MORTON  GROVE,  ILLINOIS 

SCHIAPELLI,  CHARLES  STEVEN,  VINELAND,  NEW  JERSEY 

SCHIAVONE,  PATRICK  A,  LAWRENCE,  MASSACHUSETTS 

SCHICK,  JAMES  BELLFORD,  LODI,  CALIFORNIA 

SCHIELE,  KEITH  FRANCIS,  SACRAMENTO,  CALIFORNIA 

SCHIFFER,  JAMES  V.,  FORSYTH,  MONTANA 

SCHILD,  EDWARD  ANDREW,  ANCHORAGE,  ALASKA 

SCHILDER,  CHARLES  ROBERT,  SAN  DIEGO,  CALIFORNIA 

SCHILDGEN,  KENNETH  E,  HOT  SPRINGS,  ARKANSAS 

SCHILLING,  LARRY  ALAN,  CONWAY,  SOUTH  CAROLINA 

SCHILLING,  WILLIAM  J,  LOS  ANGELES,  CALIFORNIA 

SCHILLINGER,  JOSEPH  JOHN,  GILFORD,  NEW  HAMPSHIRE 

SCHIMKE,  ARNOLD  R,  BISMARCK,  NORTH  DAKOTA 

SCHIMMELS,  DONALD  R,  OKLAHOMA  CITY,  OKLAHOMA 

SCHINDLER,  DARRELL  JAMES,  HOUSTON,  TEXAS 

SCHINDLER,  JOSEPH  W.,  ST.  BERNARD,  OHIO 

SCHINZ,  WOLFGANG  B.,  WEST  BERLIN,  FEDERAL  REPUBLIC  OF  G 

SCHIPPERS,  RICHARD  J.,  DENVER,  COLORADO 

SCHIRA,  GARY  JOSEPH,  BLOOMINGDALE,  ILLINOIS 

SCHIRO,  JERRY  MICHAEL,  LURAY,  VIRGINIA 

SCHIRO,  STEVEN  WAYNE,  FRONT  ROYAL,  VIRGINIA 

SCHLAF,  JOHN  HOWARD,  GALESBURG,  ILLINOIS 

SCHLAFLY,  FRED  EDWARD,  MIAMI,  FLORIDA 

SCHLAFLY,  ROBERT  KARL,  NASHVILLE,  TENNESSEE 

SCHLANGE-SCHOENINGEN,  STEPHAN,  BERLIN,  FEDERAL  REPUBLIC 

SCHLECHT,  JAMES  A,  HOUSTON,  TEXAS 

SCHLEIGH,  RICHARD  W.,  ESCONDIDO,  CALIFORNIA 

SCHLEIN,  HENRY  RICHARD,  CHARLESTON,  SOUTH  CAROLINA 

SCHLESINGER,  CLAUDE  A,  NEW  ORLEANS,  LOUISIANA 

SCHLEVE,  DAVID  ROSS,  GREAT  BEND,  KANSAS 

SCHLICHTER,  J.  BYERS,  CHAMBERSBURG,  PENNSYLVANIA 

SCHLISKEY,  CHARLES  MICHAEL,  WESTMINSTER,  CALIFORNIA 

SCHLOSSER,  DONALD  EUGENE,  PONTIAC,  ILLINOIS 

SCHMAHL,  HORACE  WILLIAM,  JR,  WHITE  BEAR  LAKE,  MINNESOTA 

SCHMALZ,  EDWARD  AUGUST,  III,  HACKENSACK,  NEW  JERSEY 

SCHMEDING,  RICHARD  T.,  FORT  WAYNE,  INDIANA 

SCHMELZER,  BARRY  JOSEPH,  MOLINE,  ILLINOIS 

SCHMICK,  JOAN  A.,  SPOKANE,  WASHINGTON 

SCHMIDIG,  JOHN  MICHAEL,  HACKENSACK,  NEW  JERSEY 

SCHMIDLIN,  JOHN  ALBERT,  MONTEREY,  CALIFORNIA 

SCHMIDT,  ARTHUR  K,  STREAMWOOD,  ILLINOIS 

SCHMIDT,  DALE  ALLEN,  ST.  LOUIS,  MISSOURI 

SCHMIDT,  DAVID  JAMES,  ORLAND  PARK,  ILLINOIS 

SCHMIDT,  DAVID  M. ,  COVINGTON,  KENTUCKY 

SCHMIDT,  EDWARD  JOHN,  III,  UNIVERSITY  HEIGHTS,  OHIO 

SCHMIDT,  GARY  EDHARD,  EAGLE  RIVER,  WISCONSIN 

SCHMIDT,  GARY  JOSEPH,  CAMP  LEJEUNE,  NORTH  CAROLINA 

SCHMIDT,  HENRY  GEORGE,  THREE  RIVERS,  CALIFORNIA 

SCHMIDT,  JOHN  CLIFFORD,  TALLAHASSEE,  FLORIDA 

SCHMIDT,  JOHN  JOSEPH,  SAN  DIEGO,  CALIFORNIA 

SCHMIDT,  KENNETH  MASON,  LA  GRANGE,  TEXAS 

SCHMIDT,  KLAUS  E,  MUNSTER,  FEDERAL  REPUBLIC  OF  GERMANY 

SCHMIDT,  LOREN  TODD,  RINGGOLD,  GEORGIA 

SCHMIDT,  MARTIN  ALEXANDER,  ARCHBOLD,  OHIO 

SCHMIDT,  ROBERT  D,  HAYMARKET,  VIRGINIA 

SCHMIDT,  ROBERT  KEHAULANI,  HONOLULU,  HAWAII 

SCHMIDT,  ROGER  DEAN,  BLOOMINGTON,  MINNESOTA 

SCHMIDT,  RUSSELL  LOUIS,  AUSTIN,  TEXAS 

SCHMIDT,  STEVEN  C,  VANDENBERG  AFB,  CALIFORNIA 

SCHMIDT,  STEVEN  JOSEPH,  COVINGTON,  KENTUCKY 

SCHMIDT,  THOMAS  DONALD,  LOS  ANGELES,  CALIFORNIA 

SCHMIEDEKE,  JEROME  WILLIAM,  LOS  ANGELES,  CALIFORNIA 

SCHMIEG,  ANTHONY  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SCHMIT,  MICHAEL  JAMES,  CHICAGO,  ILLINOIS 

SCHMIT,  RAYMOND  JOSEPH,  BUFFALO,  NEW  YORK 

SCHMITT,  JAMES  ALLEN,  GROTON,  CONNECTICUT 

SCHMITZ,  DONALD  ANTHONY,  KANSAS  CITY,  MISSOURI 

SCHMITZ,  ELMER  GEORGE,  RAPID  CITY,  SOUTH  DAKOTA 

SCHMITZ,  RONALD  FRANCIS,  BLOOMINGTON,  MINNESOTA 

SCHMITZ,  WILLIAM  THURMAN,  ALAMEDA,  CALIFORNIA 

SCHMOLL,  WILLIAM  FLOYD,  LOVELAND,  COLORADO 

SCHNACKE,  JOHN  ALAN,  EVANSVILLE,  INDIANA 

SCHNAKENBERG,  WILLIAM  E.,  J,  ORANGEBURG,  NEW  YORK 

SCHNARR,  RICHARD  ERNST,  CREVE  COEUR,  MISSOURI 

SCHNEBLIN,  MERLIN  R,  HUNTINGTON  BEACH,  CALIFORNIA 

SCHNEEDLE,  JACK  WAYNE,  KIRKWOOD,  MISSOURI 

SCHNEEMAN,  ROBERT  E,  RAYBROOK,  NEW  YORK 

SCHNEEWEIS,  HAROLD  N,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SCHNEEWIND,  MICHAEL  TERRY,  EL  CENTRO,  CALIFORNIA 

SCHNEIDER,  DONALD  WILLIAM,  MINOT,  NORTH  DAKOTA 

SCHNEIDER,  ELMER  EDWARD,  JR,  COLLEGE  STATION,  TEXAS 

SCHNEIDER,  FREDERICK  L.,  CAPE  GIRARDEAU,  MISSOURI 

SCHNEIDER,  GEORGE  WALTER,  DALTON,  GEORGIA 

SCHNEIDER,  JEFFREY  JOSEPH,  YAKIMA,  WASHINGTON 

SCHNEIDER,  JOSEPH  EDWARD,  J,  WHITE  PLAINS,  NEW  YORK 

SCHNEIDER,  KENNETH  R,  CINCINNATI,  OHIO 
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SCHNEIDER,  LANA  JANE,  LAWRENCE,  INDIANA 

SCHNEIDER,  NORMAN  0.,  JR.,  ST.  LOUIS,  MISSOURI 

SCHNEIDER,  PATRICIA  LEE,  MIAMI  BEACH,  FLORIDA 

SCHNEIDER,  THOMAS  FRANCIS,  COVINGTON,  KENTUCKY 

SCHNELL,  MICHAEL  THOMAS,  LOUISVILLE,  KENTUCKY 

SCHNORBUS,  JOSEPH  A.,  NEWARK,  NEW  JERSEY 

SCHOBER,  JOSEPH  BERNARD,  WASHINGTON,  DISTRICT  OF  COLUMB 

SCHOCH,  THEODORE  J,  III,  CINCINNATI,  OHIO 

SCHOEN,  BRADLEY  JAMES,  MANHATTAN,  KANSAS 

SCHOENBERGER,  RICHARD  WARREN,  EAST  LANSING,  MICHIGAN 

SCHOENECK,  RUSSELL  WILLIAM,  GLENHOOD,  ILLINOIS 

SCHOENFELD,  ROGER  JACK,  KENOSHA,  WISCONSIN 

SCHOENFELDT,  LOUIS  FRANK,  CHICAGO,  ILLINOIS 

SCHOENLE,  GERALD  WILLIAM,  JR,  BUFFALO,  NEW  YORK 

SCHOEPKE,  ALTON  F.,  WHITEFISH  BAY,  WISCONSIN 

SCHOFIELD,  DAVID  BROWN,  JR,  WOODSTOCK,  GEORGIA 

SCHOL,  GREGORY  EDWARD,  CHASKA,  MINNESOTA 

SCHOLLY,  JOHN  PATRICK,  ELKINS  PARK,  PENNSYLVANIA 

SCHOLTZ,  WALTER  J,  HARTFORD,  CONNECTICUT 

SCHOLZ,  RICHARD  F,  MUSKEGO,  WISCONSIN 

SCHONBRUNNER,  DORIS,  SALISBURY,  MARYLAND 

SCHONECKER,  THOMAS  E.,  COVINGTON,  KENTUCKY 

SCHOOL,  ARTHUR  H,  TOMAH,  WISCONSIN 

SCHOOLCRAFT,  RONALD  WAYNE,  TEXAS  CITY,  TEXAS 

SCHOONOVER,  GROVER  C. ,  JR.,  PHOENIX,  ARIZONA 

SCHOOP,  ALBERT  JOSE-RICARDO  A,  RIO  CANARIO,  CURACAO 

SCHORLE,  JON  DAVID,  RENO,  NEVADA 

SCHORNER,  WILLIAM  C. ,  HAMPTON,  PENNSYLVANIA 

SCHORPP,  OTTO  WAYNE,  EAST  BRUNSWICK,  NEW  JERSEY 

SCHOTT,  MICHAEL  HUGH,  SARASOTA,  FLORIDA 

SCHOTTIE,  MICHAEL  C. ,  HOUSTON,  TEXAS 

SCHRADE,  DOUGLAS  MARK,  SOMERVILLE,  NEW  JERSEY 

SCHRADER,  FLOYD  G.,  REDONDO  BEACH,  CALIFORNIA 

SCHRADER,  GARY  LYNN,  TIGARD,  OREGON 

SCHRADER,  GEORGE  EDWARD,  ANAHEIM,  CALIFORNIA 

SCHRADER,  ROBERT  WILLIAM,  WYANDOTTE,  MICHIGAN 

SCHRANK,  CHRISTIAN  LEON,  SPENCERPORT,  NEW  YORK 

SCHRAUFNAGEL,  DEL  A.,  HARTFORD,  WISCONSIN 

SCHREIBER,  PETER  CAMERON,  MADISON,  WISCONSIN 

SCHREIBER,  WAYNE  JOHN,  GAINESVILLE,  FLORIDA 

SCHREINER,  JAMES  A.,  BURLINGTON,  IOWA 

SCHREMMER,  ANTHONY  LEAR,  SEASIDE  HEIGHTS,  NEW  JERSEY 

SCHRIVER,  EDWIN  S,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SCHRODER,  EDHARD  CHARLES,  LOWELL,  INDIANA 

SCHROEDER,  CHARLES  DONALD,  NEW  BERLIN,  WISCONSIN 

SCHROEDER,  CHRISTOPHER  ROBER,  BATON  ROUGE,  LOUISIANA 

SCHROEDER,  ERNEST  H,  CANTON,  MISSOURI 

SCHROEDER,  FREDERIC  GEORGE,  NEW  YORK,  NEW  YORK 

SCHROEDER,  JOHN  OREN,  GRAND  FORKS,  NORTH  DAKOTA 

SCHROEDER,  JOSEPH  LAWRENCE,  DELRAY  BEACH,  FLORIDA 

SCHROEDER,  ROBERT  H,  COLONA,  ILLINOIS 

SCHROEDER,  TIMOTHY  L.,  SCHOFIELD  BARRACKS,  HAWAII 

SCHROEN,  JOHN  RICHARD,  SALT  LAKE  CITY,  UTAH 

SCHROM,  WILLIAM  ANDREW,  ELMIRA,  NEW  YORK 

SCHROTEL,  STANLEY  R.  ,  CINCINNATI,  OHIO 

SCHROTH,  JOHN,  JR,  WEST  TRENTON,  NEW  JERSEY 

SCHUBERT,  BRIAN  LEE,  POMONA,  CALIFORNIA 

SCHUBERT,  ERIC  J.,  LOS  ANGELES,  CALIFORNIA 

SCHUCHMAN,  CLEVE  ALLEN,  MOSES  LAKE,  WASHINGTON 

SCHUCK,  MELVIN  LEE,  MEDINA,  OHIO 

SCHUELER,  WARREN  FREDERICK,  DOVER,  DELAWARE 

SCHUESSLER,  JEAN  ANN,  LOS  ANGELES,  CALIFORNIA 

SCHUETH,  PAUL  JOHN,  WINNER,  SOUTH  DAKOTA 

SCHULDT,  GEORGE  D,  BEAUMONT,  TEXAS 

SCHULER,  CHARLES  A.,  SAN  FRANCISCO,  CALIFORNIA 

SCHULER,  RENEE,  LANCASTER,  PENNSYLVANIA 

SCHULHAFER,  JAMES  MICHAEL,  LINDEN,  NEW  JERSEY 

SCHULMEISTER,  BEATRIZ  REGINA,  BUENOS  AIRES,  ARGENTINA 

SCHULTE,  GERALD  PAUL,  OFALLON,  MISSOURI 

SCHULTE,  MICHAEL  WAYNE,  LEBANON,  OREGON 

SCHULTEA,  JAMES  ROBERT,  HOUSTON,  TEXAS 

SCHULTEA,  JOSEPH  M,  SR,  TOMBALL,  TEXAS 

SCHULTEN,  LEO  B,  CUMBERLAND,  MARYLAND 

SCHULTEN,  LILLIAN  MARIE,  CUMBERLAND,  MARYLAND 

SCHULTHEIS,  THOMAS  RALPH,  SAN  DIEGO,  CALIFORNIA 

SCHULTZ,  DAVID  A.,  EAU  CLAIRE,  WISCONSIN 

SCHULTZ,  DAVID  CHARLES,  CHURCHVILLE,  PENNSYLVANIA 

SCHULTZ,  DAVID  J,  BUFFALO,  NEW  YORK 

SCHULTZ,  DAVID  WAYNE,  CINCINNATI,  OHIO 

SCHULTZ,  LARRY  LEE,  ROCKFORD,  ILLINOIS 

SCHULTZ,  RAYMOND  DANIEL,  ALBUQUERQUE,  NEW  MEXICO 

SCHULTZ,  RICHARD  BRUCE,  MINNEAPOLIS,  MINNESOTA 

SCHULTZ,  ROBERT  F.,  GULF  STREAM,  FLORIDA 

SCHULTZ,  ROBERT  RAY,  GULFPORT,  MISSISSIPPI 

SCHULTZ,  SHELDON  A.,  CRESCENT  CITY,  FLORIDA 

SCHULTZ,  WILLIAM  J,  JR,  MILFORD,  CONNECTICUT 

SCHULZ,  MARILYN  R,  PORTLAND,  OREGON 

SCHULZ,  WALTER  JOSEPH,  NEW  ALBANY,  INDIANA 

SCHULZ,  WILLIAM  EDWARD,  PORT  ORANGE,  FLORIDA 

SCHUMACHER,  DAVID  RUSSELL,  LAKEWOOD,  COLORADO 

SCHUMACHER,  MICHAEL  DEAN,  LEWISTON,  IDAHO 

SCHUMANN,  LAVERN  EDWARD,  WATERTOWN,  WISCONSIN 

SCHUNK,  DALE  THOMAS,  MILWAUKEE,  WISCONSIN 

SCHUNN,  JOHANN,  KRUMPENDORF,  AUSTRIA 

SCHUREMAN,  GEORGE  J.,  TOPEKA,  KANSAS 

SCHURMAN,  RICHARD  LEE,  COLONIAL  HEIGHTS,  VIRGINIA 

SCHURMEIER,  ROBERT  LINDEKE,  JR,  CHARLOTTE,  NORTH  CAROLI 

SCHUST,  WILLIAM  E,  WALDWICK,  NEW  JERSEY 

SCHUSTER,  ROBERT  C. ,  LOS  GATOS,  CALIFORNIA 

SCHUTTE,  HARRY  A,  WESTERVILLE,  OHIO 
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SCHUTTE,  ROBERT  M  -  SEMAN,  VICENTE  TAMAN 
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SCHUTTE.  ROBERT  M,  LARGO,  FLORIDA 

SCHUTTER,  LEON  JON,  GRAND  RAPIDS,  MICHIGAN 

SCHUYLER   PHILIP  KENNETH,  SAN  BERNARDINO,  CALIFORNIA 

SCHHALBACH,  JOSEPH  H. ,  SAN  DIEGO,  CALIFORNIA 

SCHHALBE   PAUL  A.,  HRENTHAM,  MASSACHUSETTS 

^fHHANDT   ROBERT  DOUGLAS,  COLUMBIA,  MISSOURI 

SCHHAN?NGER   ROLF  ALFRED!  HIESBADEN,  FEDERAL  REPUBLIC  0 

SCHHANTES,  THOMAS  LEONARD,  KODIAK,  ALASKA 

SCHHARBER   MICHAEL  ALLEN,  SHAKER  HEIGHTS   OHIO 

SCHHARTZ   CLARENCE  A.,  MADISON,  HISCONSIN 

'  DAVID  MICHAEL,  FOREST  LAKE,  MINNESOTA 
DONALD  CONRAD,  CHEHALIS,  HASHINGTON 
GEORGE  V.,  HAZELHOOD,  MISSOURI 
JEFFREY  THOMAS,  HASTINGS,  MINNESOTA 
JOHN  RUSSELL,  BINGHAMTON,  NEH  YORK 
LYLE  F,  COVINGTON,  KENTUCKY 
RICHARD  KELDUN,  LAKEVILLE,  MINNESOTA 
ROBERT  MICHAEL,  SOUTH  PORTLAND,  MAINE 
RONALD  GEORGE,  GRANTS  PASS,  OREGON 
THOMAS  J.,  JR.,  BURLINGTON,  KENTUCKY 
SCHHARZ,  ERNEST,  RENO,  NEVADA 
SCHHARZ,  HENRY  JOSEPH,  GURNEE,  ILLINOIS 
SCHHEIGART,  CHARLES  ALBERT,  MANAHAHKIN,  NEW  JERSEY 
SCHHEIKART   EDHIN  M. ,  CRESSKILL,  NEH  JERSEY 
SCHHEIN,  STEPHAN  DOUGLAS,  OXFORD,  OHIO 
SCHHENDIMAN,  FRED  CHARLES,  MURRAY,  UTAH 
SCHHINDLER   LAWRENCE  JOSEPH,  BUFFALO,  NEW  YORK 
SCHHOERKEV'CHARLES  ANTHONY,' SAN  DIEGO  CALIFORNIA 
SCIALDONE   FRANK  JOHN,  FONTANA,  CALIFORNIA 
SC  ANIMANicO,  JOHN  TIMOTHY,  NEW  YORK,  NEW  YORK 
SCIANNAMEO,  CAROL,  BROOKLYN,  NEH  YORK 
SCIBELLI,  STEPHEN  GARY,  KELSO,  WASHINGTON 
SCIMECA.  DANIEL,  MANASQUAN,  NEH  JERSEY 
SCOLI,  ALLEN  FELIX,  HEST  SENECA,  NEH  YORK 
SCOLI   JOSEPH  BRIAN,  AMHERST,  NEH  YORK 
SCIOLI   TIMOTHY  JACK,  BUFFALO,  NEH  YORK 
SCLAFANI,  LEONARD  A,  NEH  YORK,  NEH  YORK    1T/.UT„AU 
SCLAT ER   JAMES  STRAITON,  III,  BROWNSTOWN,  MICHIGAN 
SCOBELL   NOEL  DONALD,  MELBOURNE,  AUSTRALIA 
SCOFIELD,  JAN  STEPHEN,  PENN  YAN,  NEW  YORK 
SCOGGINS   EDDIE  LAVOY,  CLEVELAND  TENNESSEE 
SCOTT-HERRIDGE,  DENNIS  V,  WINNIPEG  CANADA 
SCOTT-SMITH,  RICHARD,  HOODSTOCK,  VERMONT 
SCOTT   A  RODMAN,  WASHINGTON  COURT  HOUSE,  OHIO 
ALBERT  JACK,  SUNNYVALE,  CALIFORNIA 
ALBERT  JAMES,  JR,  RICHMOND,  VIRGINIA 
ANDREH  J,  III,  BOCA  RATON,  FLORIDA 
ANTHONY  ROY,  ROCK  ISLAND,  ILLINOIS 
ARTHUR  MORONI,  BEAVERCREEK,  OHIO 
BERNARD  S.,  WILTON  MANORS,  FLORIDA 
,  BEVERLY  RICHARD,  BRANDON,  CANADA 
SCOTT   CHARLES  GLYNN,  JACKSBORO,  TENNESSEE 
SCOTT,  CLYDE,  ALEXANDRIA,  VIRGINIA 
SCOTT   DALE  GRANT,  HATERTOHN,  NEW  YORK 
SCOTT,  DALLAS  LYNN,  MODESTO,  CALIFORNIA 
SCOTT   DANNY  DEAN,  SR,  RICHFIELD,  MINNESOTA 
SCOTT  DAVID,  PHILADELPHIA,  PENNSYLVANIA 
SCOTT  DAVID  EDHARD,  JEFFERSON  CITY,  MISSOURI 
SCOTT.  DONALD  M. ,  KOKOMO,  INDIANA 
SCOTT   DONALD  MORTON,  SAN  FRANCISCO,  CALIFORNIA 
SCOTT,  DONALD  REX,  LAGRANGE,  GEORGIA 
SCOTT   EDHARD  DENNIS,  MINNEAPOLIS,  MINNESOTA 
SCOTT,  HAROLD  CALVIN,  DETROIT,  MICHIGAN 
SCOTT,  JAMES  ARTHUR,  MODESTO,  CALIFORNIA 
JAMES  H.,  TALLAHASSEE,  FLORIDA 
JOHN  W.,  COLUMBIA,  SOUTH  CAROLINA 
LARRY  D.,  OGDEN,  UTAH 
LAHRENCE  WILLIAM,  BROADVIEW,  ILLINOIS 
MARK  ALAN,  THOMASVILLE,  GEORGIA 
,  MICHAEL  DEXTER,  AUSTIN,  TEXAS 
SCOTT   MICHAEL  DOUGLAS,  FAIRFAX,  VIRGINIA 
SCOTT,  MICHAEL  LESLIE,  MUSCATINE,  IOWA 
RALPH  M,  NEW  CANAAN,  CONNECTICUT 
RICHARD  RAY,  MONTESANO,  HASHINGTON 
ROBERT  L,  MEDFORD  LAKES,  NEH  JERSEY 
ROY  EDHARD,  FRANKFORT,  INDIANA 
SAMUEL  CLARENCE,  FONTANA,  CALIFORNIA 
SHERRYL  LYNNE,  DALLAS,  TEXAS 
THOMAS  LEONARD,  EAST  HAMPTON,  NEH  YORK 
TIMOTHY  ALAN,  MINOT  AFB,  NORTH  DAKOTA 
HALTER  R.,  SAN  DIEGO,  CALIFORNIA 
HILBUR  B.,  SYCAMORE,  ILLINOIS 
HILLIAM  ANTHONY,  II,  INDIANAPOLIS,  INDIANA 
SCOTT   HILLIAM  HORACE,  JR,  TALLAHASSEE,  FLORIDA 
SCOTT,  HILLIAM  RUSSELL,  ARVADA,  COLORADO 
SCOTT   WILLIE  TOM,  JR,  MONTGOMERY,  ALABAMA 
SCOTTBERG,  BRUCE  ARTHUR,  WAUKEGAN,  ILLINOIS 
SCRANTON,  DAVID  WAYNE,  VERSAILLES,  INDIANA 
SCRANTON,  PAUL  ROBERT,  INDIANOLA,  IOWA 
SCRIPTURE,  JAMES  E.,  BANGOR,  MAINE 
SCRIVEN,  JOHN  B. ,  JR.,  CEDAR  RAPIDS,  IOWA 
SCRIVNER,  TAMI  CARL,  INDIANOLA,  MISSISSIPPI 
SCRIVO,  JOSEPH  A,  NORTH  TONAHANDA,  NEH  YORK 
SCROGGINS,  WILLIAM  FRANCIS,  KANKAKEE,  ILLINOIS 
SCRUGGS.  EDHARD  D,  NOTASULGA,  ALABAMA 
SCRUGGS   W.  GANTT,  SPARTANBURG,  SOUTH  CAROLINA 
SCULLY   JOHN  JOSEPH,  LOS  ANGELES,  CALIFORNIA 
SCULLY   JOHN  MICHAEL,  OKLAHOMA  CITY,  OKLAHOMA 
SCULLY,  KEVIN  P,  BURLINGTON,  VERMONT 
SCURTI   STEPHEN  G. ,  STONY  POINT,  NEH  YORK 
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SEABERG.  WALTER  F.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMB 
SEABROOKS  BARBEE,  JACQUELINE  A,  SANTA  MONICA,  CALIFORNI 
SEACRIST,  RONALD  CLINTON,  SAN  ANTONIO,  TEXAS 
SEAGRAVES,  THOMAS  LAVON,  JR,  YULEE,  FLORIDA 
SEAL,  JOEL  K.,  MORRISTOWN,  TENNESSEE 
SEAL   RICHARD  JAMES,  FRONTENAC,  MISSOURI 
SEALES,  THOMAS  G.  ,  HOLLYWOOD,  ALABAMA 
SEALOCK,  JOHN  VELVIE,  LEESBURG,  VIRGINIA 
SEALS,  PATRICK  WILLIAM,  CHEYENNE,  WYOMING 
SEALS,  THOMAS  CARL,  CLEVELAND,  OHIO 
SEALY   MARION  EUGENE,  JR,  COLUMBIA,  SOUTH  CAROLINA 
SEAMAN,  EUGENE  THOMAS,  II,  PITTSBURGH,  PENNSYLVANIA 
JAMES  RAY,  EVERETT,  HASHINGTON 
LONNIE  L,  OKLAHOMA  CITY,  OKLAHOMA 
THOMAS  MARK,  PHILADELPHIA,  PENNSYLVANIA 
STEVEN  FRANCIS,  PORTLAND,  MAINE 
,  ROBERT  S.,  ARCADIA,  CALIFORNIA 
SEARLES,  BRIAN  R,  SOUTH  BURLINGTON,  VERMONT 
SEARS,  GLEN  F.,  HATERTOHN,  SOUTH  DAKOTA 
SEARS   JEFFREY  WAYNE,  ROCKY  MOUNT,  NORTH  CAROLINA 
SEARS,  KEITH  RHODES,  LA  MESA,  CALIFORNIA 
SEARS   WILLIAM  AUSTIN,  MEMPHIS,  TENNESSEE 
SEARioN   FRANCIS  MARION,  CHARLESTON,  SOUTH  CAROLINA 
SEAHELL  DAVID  ALBRIGHT,  BRUNSHICK,  GEORGIA 
SEAY,  WALTER  GERALD,  PANAMA  CITY,  FLORIDA 
SEAY,  WAYNE  T,  MINEOLA,  NEW  YORK 
SEAY  WELLFORD  D. ,  LOS  ANGELES,  CALIFORNIA 
SEBEK,  ARTHUR  RAYMOND,  JR,  CHICAGO,  ILLINOIS 
SEBENICK,  JOSEPH  URBAN,  EAST  RIDGE,  TENNESSEE 
SEBER,  M  CHAEL  J,  SCHENECTADY,  NEH  YORK 
SEBOE  MELVIN  ARTHUR,  LEXINGTON,  SOUTH  CAROLINA 
SECANKY,  JOHN  STEVE,  RACINE,  WISCONSIN 
SEChSkI  KENNETH  J.'PENN  HILLS,  PENNSYLVANIA 
SECK,  J  VINCENT,  GRASS  VALLEY,  CALIFORNIA 
SECONDO.  KARL  W. ,  BATH,  NEW  YORK 
SECOTT,  EDWIN  S.\    HARRISBURG,  PENNSYLVANIA 
SECRIST,  DAVID  E,  TULSA,  OKLAHOMA 
SEDA,  SANDY  A,  NEW  YORK,  NEW  YORK 
SEDEN,  RONALD  JON,  SAN  DIEGO,  CALIFORNIA 
SEDER  CHARLES  EDHARD,  PRESCOTT  VALLEY,  AR  ZONA 
SEDILLO,  MELECIO,  JR,  ALBUQUERQUE,  NEW  MEXICO 
SEE,  RONALD  LEE,  ELKINS,  WEST  VIRGINIA 
SEEBERT,  ROLLIE  KENNETH,  PHOENIX,  ARIZONA 
SEELEY   NEIL  G. ,  LOS  ALAMOS,  NEW  MEXICO   ,TCnDUTA 
SEELEY   ROBERT  PALMER,  JR,  SAN  LEANDRO .CALIFORNIA 
SEELINGER,  CHARLES  MATHEW,  SHERHOOD,  ARKANSAS 
SEEMEYER,  STEVEN  ROGER,  INDIANAPOLIS,  INDIANA 
SEESARAN,  BERTRAM  N,  LAHTON  OKLAHOMA 
SEEVERS,  MATTHEW  ELWOOD,  MILTON,  FLORIDA 
SEFTON,  ROBERT  S,  MINEOLA,  NEW  YORK 
SEGAL,  ALVIN  ALAN,  PORTSMOUTH,  VIRGINIA 
SEGAL   RALPH  K,  SOUTH  PORTLAND,  MAINE 

I  GARRAWDRIGUEZ,  LUIS  ANTON   SAN  JUAN,  PUERTO  RICO 
SEGELKEN,  WILLIAM  E,  EAST  HAMPTON   NEW  YORK 
SEGUINE,  RICHARD  KENNETH,  DALY  CITY,  CALIFORNIA 
SEGURA,  SAL  RAY,  SALINAS,  CALIFORNIA 
SEIBERLING,  DOUGLAS  DON,  RICHMOND,  CALIFORNIA 
r   „  „t   CHARLES  MICHAEL,  BUCKNER,  MISSOURI 

II  IlEr|  RKHARD  HERMAN,  JR,  JACKSONVILLE,  FLORIDA 
SEIF   FAYEZ  MOHAMED,  BEIRUT,  LEBANON 

!  sl  FERT,  JAMES  EDWARD,  ALBUQUERQUE,  NEW  MEXICO 
SEIFERT   ROBERT  EARL,  INDIANAPOLIS,  INDIANA 
SEIFFERT,  JOSEPH  MATTHEW,  LYNCHBURG,  VIRGINIA 
SEIGAFO,  IOELU,  PAGO  PAGO,  AMERICAN  SAMOA 
SEIGLER  MICHAEL  JOSEPH,  THOMSON   GEORGIA 

,  cfti  FY   IFFFERSON  D. .  JR.,  BEAUMONT,  TEXAS 
SENioTH,  ROBERT  JOSEPH,  WILMINGTON,  DELAWARE 
SEIPLE.  ROY  DEAN,  BATH,  PENNSYLVANIA 
SEITNER,  MANFRED,  COPENHAGEN,  DENMARK 
SEKELA,  GREGORY  ANDREW,  TOLEDO,  OHIO 
SEKERAK,  GEORGE  DANIEL,  CLEVELAND  OHIO 

1   SEKERES,  BRUCE  FREDERICK,  NORTH  PALM  BEACH, 

I   SELBY,  DEFOREST  LLOYD,  ASHLAND,  OREGON 

»  SELBY,  GORDON  FREDERICK,  PHOENIX,  ARIZONA 

1   SELBY   JOHN  BERT,  LAKE  ST.  LOUIS,  MISSOURI 
SElI/ KENNETH  ROGERS,  NEW  YORK  NEW  YORK 
SELF   CHARLES  SPENCER,  BUENA  PARK,  CALIFORNIA 
SELF,  DARRELL  D,  GLYNCO,  GEORGIA 

►  SELF   HOWARD  R.,  GREENEVILLE,  TENNESSEE 
SELIG,  LARRY  JOE,  HOT  SPRINGS,  ARKANSAS 
SELIGER,  SCOTT  LEWIS,  TERRE  HAUTE,  INDIANA 
SELIGMAN,  ARNOLD  LEON,  FORT  MEADE,  MARYLAND 
SELIGMAN  LAWRENCE  FRALEY,  III,  TUCSON,  ARIZONA 
SELKE,  RONALD  H,  HIGHLAND,  MICHIGAN 
SELL   RICHARD  ALLEN,  BOARDMAN,  OHIO 
sIlLEr" SAMPSON,  CYNTHIA,  JACKSONVILLE   FLORIDA 
SELLERS,  CHARLES  RICHARD,  MONTROSE -COLORADO 

MICHAEL  FREEMAN,  SEAL  BEACH,  CALIFORNIA 
RONALD  CRAIG,  ALCOA,  TENNESSEE 
HILLIAM  DUREL,  KIRTLAND  AFB,  NEW  MEXICO 
ROBERT  A,  JR,  YORKTOWN,  NEW  YORK 
SELLINGER,  JACK  A,  INDIANAPOLIS,  INDIANA 
SELLMEYER.  LOWELL  E.,  MILFORD,  NEBRASKA 
SELLS,  JOHN  MONROE,  SHREVEPORT,  LOUISIANA 
SELLSTROM,  LOUIS  SVEN,  RYE   NEW  YORK 
SELTENRICH,  JOSEPH  ROBERT,  FRANKLIN  LAKES, 
SELTZER,  GREG  ALAN,  MEDIA,  PENNSYLVANIA 
SELVAGGI,  ALBERT,  MIAMI,  FLORIDA 
SELVIK,  MARK  BRADFORD,  BENSENVILLE,  ILLINOIS 
SEMAN,  VICENTE  TAMAN,  SAIPAN,  FEDERATED  STATES  OF  MICR( 


FLORIDA 


SELLERS, 
SELLERS, 
SELLERS, 
SELLICK, 


NEH  JERSEY 
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SEMELSBERGER,  THOMAS  P.  -  SHEEHAN,  GARRETT  MICHAEL 


SEMELSBERGER,  THOMAS  P.,  HOLLIDAYSBURG,  PENNSYLVANIA 
It   SEMINARA,  PETER  JOSEPH,  HATERTOHN,  MASSACHUSETTS 
SEMMLER,  RONALD  EUGENE,  PIERRE,  SOUTH  DAKOTA 
SEMPLE,  LAWRENCE  HAYNE,  JR,  HARPER  HOODS,  MICHIGAN 
SENDAN,  HASMET,  ERZURUM,  TURKEY 

SENDLER,  CHARLES  C. ,  NORTH  MYRTLE  BEACH,  SOUTH  CAROLINA 
SENG,  YEAP  KIM,  KUALA  LUMPUR,  MALAYSIA 
SENICK,  GREGORY  KEITH,  HARTFORD,  CONNECTICUT 
SENKOH,  HALTER  JOSEPH,  CLIFTON  HEIGHTS,  PENNSYLVANIA 
U   SENN,  CHARLES  H,  MOUNT  LEBANON,  PENNSYLVANIA 
SENNA,  HOWARD  B,  CHARLOTTESVILLE,  VIRGINIA 
SENNA,  MICHAEL  LAWRENCE,  SACRAMENTO,  CALIFORNIA 
tt   SENTER,  BIRD  EUGENE,  DALLAS,  TEXAS 

SEPULVEDA  CID,  IVAN  ALBERTO,  SANTIAGO,  CHILE 
SERBST,  HENRY  F,  NORTH  PROVIDENCE,  RHODE  ISLAND 
SERIO,  GEORGE  LACY,  CLEVELAND,  MISSISSIPPI 
SERMON,  RICHARD  CHARLES,  PACIFIC  GROVE,  CALIFORNIA 
SERNA,  RUSSEL  L,  MODESTO,  CALIFORNIA 
SERON,  MICHEL,  LIEGE,  BELGIUM 
SERPA,  RUSSELL  STEPHEN,  BRISTOL,  RHODE  ISLAND 
SERRA,  ROGELIO  C,  SEATTLE,  WASHINGTON 
tt   SERYAK,  JOSEPH  V.,  COLUMBUS,  OHIO 
tt   SERYAK,  MARTIN  A.,  BARBERTON,  OHIO 

SESSOMS,  SAMUEL  CLAUDE,  JR,  FAYETTEVILLE,  NORTH  CAROLIN 
tt   SESSUM,  THOMAS  F,  METAIRIE,  LOUISIANA 

SETHMAN,  RICHARD  GEORGE,  WAYNESBURG,  PENNSYLVANIA 
SETO,  ALVIN  M,  LIHUE,  HAWAII 
SETTER,  LORA  LEE,  MINNETONKA,  MINNESOTA 
#  SETTER,  RICHARD  W,  MINNETONKA,  MINNESOTA 

SETTER,  MADE  RONALD,  BROOKLYN  PARK,  MINNESOTA 
SETTLE,  KENNETH  R. ,  CHARLESTON,  WEST  VIRGINIA 
SETZER,  DEBORAH  KAREN,  EL  CAJON,  CALIFORNIA 
SEUFERT,  WILLIAM  A.,  TINTON  FALLS,  NEW  JERSEY 
SEVART,  NICHOLAS  RAYMOND,  BISMARCK,  NORTH  DAKOTA 
SEVERANCE,  HAROLD  DEAN,  GRAND  RAPIDS,  MICHIGAN 
SEVERIN,  MARK  DUKE,  ROSEAU,  DOMINICA 
SEVERN,  DAN  HERBERT,  JR,  COLLEGE  STATION,  TEXAS 
SEVERN,  HALTER  MICHAEL,  AUSTIN,  TEXAS 
SEVERSON,  DAVID  STANLEY,  ANAHEIM,  CALIFORNIA 
SEVERSON,  WILLIAM  PAUL,  SIOUX  FALLS,  SOUTH  DAKOTA 
SEVETZ,  PETER  P,  JR,  SIMSBURY,  CONNECTICUT 
SEVIER,  ROBERT  L.,  KALISPELL,  MONTANA 
SEWALLS,  ROBERT  C. ,  LEXINGTON,  KENTUCKY 
SEWELL,  BRUCE  B.,  DETROIT,  MICHIGAN 
tt   SEHELL,  GEORGE  D. ,  TEXARKANA,  ARKANSAS 

SEWELL,  HARRY,  JR,  MT  PLEASANT,  SOUTH  CAROLINA 
SEWELL,  JAMES  D,  TALLAHASSEE,  FLORIDA 
SEHELL,  WILLIAM  CHARLES,  MORROW,  GEORGIA 
SEXSON,  CHARLES  WILLIAM,  TOPEKA,  KANSAS 
SEXTON,  CHALMA  LEE,  JR,  BARKSDALE  AFB,  LOUISIANA 
SEXTON,  DAVID  ALLEN,  SKAGWAY,  ALASKA 
SEXTON,  EDMUND  MANGES,  SR,  TUSCALOOSA,  ALABAMA 
SEXTON,  JOHN  F,  CONROE,  TEXAS 
SEXTON,  KENNETH  MICHAEL,  LARAMIE,  WYOMING 
SEXTON,  ROBERT  BERYLE,  JR,  KNOXVILLE,  TENNESSEE 
SEXTON,  ROBERT  CURTIS,  LITTLETON,  COLORADO 
9   SEYMOUR,  BERT  R.,  JR.,  VENTURA,  CALIFORNIA 
SEYMOUR,  CALVIN  CHESTER,  NASSAU,  BAHAMAS 
SEYMOUR,  GEORGE  T,  JR,  TOKYO,  JAPAN 
SEYMOUR,  GLENN  DALE,  MADERA,  CALIFORNIA 
9   SEYMOUR,  WALLACE  A.,  TACOMA,  WASHINGTON 
91  tt   SGAMBELLURI,  ADOLFO  P.,  AGANA,  GUAM 
91  #  SGOBBA,  MICHAEL  A.,  SAN  DIEGO,  CALIFORNIA 
170   SHAABAN,  MOATASEEM  MOHAMED,  CAIRO,  EGYPT 
SHACHAK,  YACOV,  JERUSALEM,  ISRAEL 
SHACKELFORD,  ROBERT  L.,  ATLANTA,  GEORGIA 
It   SHACKELFORD,  RONALD  D.  ,  PHOENIX,  ARIZONA 
It   SHACKELTON,  LELAND  J.,  ANCHORAGE,  ALASKA 
SHACKELTON,  STEPHEN  JAMES,  ANCHORAGE,  ALASKA 
SHADE,  DONALD  S,  GLENDALE,  CALIFORNIA 
101  tt   SHADE,  FORREST  D. ,  DOWNEY,  CALIFORNIA 
160   SHADIX,  RONALD  HENLEY,  DOUGLASVILLE,  GEORGIA 

SHADLEY,  ROBERT  ARTHUR,  JR,  WILLOWS,  CALIFORNIA 

SHADY,  ROLLIE  I.,  ASHTABULA,  OHIO 

SHAEFFER,  DOUGLAS  FLOYD,  NOVI,  MICHIGAN 

SHAFER,  FRANK  W. ,  JR,  DECATUR,  ALABAMA 

SHAFER,  KENT  H,  COLUMBUS,  OHIO 

SHAFER,  PAUL  STEVEN,  NAPERVILLE,  ILLINOIS 

SHAFER,  VICKY  LYNN,  SPRINGFIELD,  MISSOURI 

SHAFFER,  DALE  F.,  EVANSTON,  ILLINOIS 

SHAFFER,  GARY  M,  KNOXVILLE,  TENNESSEE 

SHAFFER,  RICHARD  SCOTT,  HARRISBURG,  PENNSYLVANIA 

SHAFFER,  THOMAS  EUGENE,  OMAHA,  NEBRASKA 

SHAFFER,  WILLIAM  BERT,  SOUTHGATE,  MICHIGAN 

SHAFFERMAN,  EDWARD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SHAFFERY,  JOSEPH  THOMAS,  MIDDLETOWN,  NEW  JERSEY 

SHAGREN,  THOMAS  JOHN,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

SHAH,  SURENDRA  BAHADUR,  KATHMANDU,  NEPAL 

SHAHI,  KESH  BAHADUR,  KATHMANDU,  NEPAL 

SHAIBU,  YAKUBU,  LAGOS,  NIGERIA 

SHAILOS,  ANDREAS  T,  NICOSIA,  CYPRUS 

SHAKE,  WILLIAM  LEE,  RICHMOND,  INDIANA 

SHAKKOUR,  MICHEL  JAMIL,  BEIRUT,  LEBANON 

SHALLOH,  JAMES  DANIEL,  HONOLULU,  HAWAII 

SHAMBACH,  JOHN  WILLIAM,  HARRISBURG,  PENNSYLVANIA 

SHAMBAUGH,  DANIEL  EARL,  LIVINGSTON,  CALIFORNIA 

SHANAHAN,  JAMES  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 

SHANAHAN,  MICHAEL  G. ,  SEATTLE,  WASHINGTON 

SHANAHAN,  PATRICK  THOMAS,  PASADENA,  MARYLAND 

SHANAHAN,  ROBERT  EMMETT,  CHICAGO,  ILLINOIS 


116 

159 

192 

175 
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30 
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22 
177 
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49  It 
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149 

87 
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SHANAHAN,  WALTER  F.,  CHICAGO,  ILLINOIS 

SHANE,  JON  MICHAEL,  NEWARK,  NEW  JERSEY 

SHANER,  DONALD  GREGG,  MONTGOMERY,  ALABAMA 

SHANER,  RICHARD  ALBERT,  FORESTVILLE,  MARYLAND 

SHANK,  CLIFFORD  ALVIN,  JR,  JACKSONVILLE  BEACH,  FLORIDA 

SHANK,  WILBUR  E,  CUMBERLAND,  MARYLAND 

SHANKLE,  GARY  JOHN,  CANTON,  OHIO 

SHANKS,  DARRELL  E,  CHISHOLH,  MINNESOTA 

SHANKS,  KENNETH  B.,  QUINCY,  CALIFORNIA 

SHANKS,  LARRY  L.,  LANDOVER,  MARYLAND 

SHANKS,  RALPH  WOODROW,  JR,  PITTSBURG,  KANSAS 

SHANLEY,  JOHN  F.,  NEW  YORK,  NEW  YORK 

THOMAS  MICHAEL,  RIVERSIDE,  CALIFORNIA 
TIMOTHY  JOHN,  ST.  PAUL,  MINNESOTA 
JAMES  ALBERT,  MEDLEY,  FLORIDA 
RAY,  HARLINGEN,  TEXAS 
ROBERT  C,  DOVER,  DELAWARE 
STEVEN  ROY,  ARLINGTON,  VIRGINIA 
THOMAS  JOSEPH,  III,  WILMINGTON,  DELAWARE 
WILLIAM  BERRY,  ATLANTA,  GEORGIA 
GARY  STUART,  MINEOLA,  NEW  YORK 
OSAMA  FAROUK,  CAIRO,  EGYPT 
SHARAYREH,  MUNZER  T.,  AMMAN,  JORDAN 
SHARER,  CARL  EDWARD,  JR.,  INDIANAPOLIS,  INDIANA 
SHARKEY,  PAUL  F,  SHIP  BOTTOM,  NEW  JERSEY 
SHARP,  DANIEL  GLENN,  TUCSON,  ARIZONA 
DONALD,  COVINGTON,  LOUISIANA 
DONALD  J.,  BERKELEY  SPRINGS,  WEST  VIRGINIA 
DONALD  WILLIAM,  ROSMELL,  NEW  MEXICO 
KEVIN  JOHN,  SR,  PLEASANT  HILL,  CALIFORNIA 
LESLIE  DOUGLAS,  PETERSBURG,  WEST  VIRGINIA 
MICHAEL  THOMAS,  YAKUTAT,  ALASKA 
ROBERT  ALEXANDER,  VANCOUVER,  CANADA 
ROBERT  H.,  SANTA  ANA,  CALIFORNIA 
RONNY  JAMES,  TEXARKANA,  TEXAS 
STEPHEN  ERIC,  BLOOMINGTON,  INDIANA 
WILLIAM  GLENN,  JR,  TUSCALOOSA,  ALABAMA 
SHARPE,  DANIEL  J.,  ROCHESTER,  NEW  YORK 
SHARPE,  HAL  FRANKLIN,  FORT  HOOD,  TEXAS 
SHARRETT,  CLARENCE  EDWARD,  PLANTATION,  FLORIDA 
SHARROCK,  JAMES  ANDREW,  JERSEY  CITY,  NEW  JERSEY 
SHARROCK,  LESLIE  A.,  WAUKESHA,  MINNESOTA 
SHASTID,  DALE  WAYNE,  BENTONVILLE,  ARKANSAS 
SHATRAW,  DARWIN  D. ,  MASSENA,  NEW  YORK 
SHAUGHNESSY,  EDWARD  A,  HADDONFIELD,  NEW  JERSEY 
SHAUGHNESSY,  GERALD  J.,  SAN  FRANCISCO,  CALIFORNIA 
SHAUGHNESSY,  JOSEPH  M.,  CHICAGO,  ILLINOIS 
SHAURETTE,  RICHARD  VERNON,  POMONA,  CALIFORNIA 
SHAVER,  CHARLES  WALLACE,  JAMESTOWN,  NEW  YORK 
LARRY  STEPHEN,  BEDFORD,  INDIANA 
MURL  L,  NEEDLES,  CALIFORNIA 
PAUL  A.,  ALBUQUERQUE,  NEW  MEXICO 
STUART  RAYMOND,  SPRINGFIELD,  ILLINOIS 
SHAM,  ALFRED  ROBERT,  JR,  SUTTON,  MASSACHUSETTS 
SHAW,  BARRY  DENNIS,  NORTH  YORKSHIRE,  ENGLAND 
SHAW,  CHARLES  D,  REDFORD,  MICHIGAN 
SHAW,  DAVID  ALAN,  JACKSON,  MISSISSIPPI 

DAVID  LESLIE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DELL  RAY,  AUSTIN,  TEXAS 
DONALD  G,  ST.  CHARLES,  ILLINOIS 
EDWARD  T.,  NORTH  SCITUATE,  RHODE  ISLAND 
LEWIS  EDWARD,  JR,  RICHMOND,  VIRGINIA 
MARK  MICHAEL,  BATON  ROUGE,  LOUISIANA 
SHAW,  MELVIN  J,  FLORENCE,  OREGON 
SHAH,  PATRICK  MICHAEL,  WEST  POINT,  NEW  YORK 
ROBERT  A.,  CLARION,  IOWA 
ROBERT  BERNARD,  DOVER,  NEW  HAMPSHIRE 
RONALD  A,  WESTERVILLE,  OHIO 
RUSSEL  DUANE,  HASTINGS,  NEBRASKA 
S  DAVID,  DAYTONA  BEACH,  FLORIDA 
TERRY  BLAIR,  OGDEN,  UTAH 

WESLEY  JOHN,  III,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
WILLIAM,  JR,  CHICAGO,  ILLINOIS 
SHAWBER,  RONNY  JOEL,  BUCYRUS,  OHIO 
SHAWKAT,  MAHMOUD  ALI,  CAIRO,  EGYPT 
SHAY,  MAURICE  MICHAEL,  DES  MOINES,  IOWA 
SHAY,  MICHAEL  DAVID,  EPHRATA,  WASHINGTON 
SHAYKA,  ANDREW,  FRANKLIN,  PENNSYLVANIA 
SHEA,  BRIAN  EUGENE,  SALINA,  KANSAS 
DAVID,  NEW  CITY,  NEW  YORK 
JAMES  K.,  RUMSON,  NEW  JERSEY 
LAWRENCE  P.,  YONKERS,  NEW  YORK 
MARK  RANDALL,  ALBUQUERQUE,  NEW  MEXICO 
MARK  STEPHEN,  NICHOLASVILLE,  KENTUCKY 
MICHAEL,  ERIE,  PENNSYLVANIA 
MICHAEL  EDWARD,  NEW  YORK,  NEW  YORK 
ROBERT  J,  PALM  BEACH,  FLORIDA 
TIMOTHY  P,  UKIAH,  CALIFORNIA 
W.  JOSEPH,  NATICK,  MASSACHUSETTS 
SHEAFFER,  PAUL  LEROY,  HARRISBURG,  PENNSYLVANIA 
SHEAHAN,  THOMAS  MICHAEL,  KINGMAN,  ARIZONA 
SHEALY,  ANDREW,  NEWBERRY,  SOUTH  CAROLINA 
SHEARER,  BENJAMIN  H. ,  JACKSON,  MISSISSIPPI 
SHEARER,  MARK  J,  GALESBURG,  ILLINOIS 
SHEARER,  WILLIAM  THEODORE,  BRIGHTON,  COLORADO 
SHEARN,  JOHN  J.,  PITTSBURGH,  PENNSYLVANIA 
SHEDLOCK,  ANDREW  EMERY,  HARRISBURG,  PENNSYLVANIA 
SHEDLOCK,  CARL  JOHN,  FORT  LAUDERDALE,  FLORIDA 
SHEEHAN,  DONALD  JAMES,  WILDWOOD  CREST,  NEW  JERSEY 
SHEEHAN,  GARRETT  MICHAEL,  LOWELL,  MASSACHUSETTS 
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SHEEHAN,  GERALD  PATRICK  -  SHUMATE,  ROBERT  GLENN 
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SHEEHAN 
SHEEHAN 
SHEEHAN, 


GERALD  PATRICK,  NILES,  ILLINOIS 
JAMES  MICHAEL,  BOSTON,  MASSACHUSETTS 
,  JOHN  B.,  MINEOLA,  NEH  YORK 
SHEEHAN,  JOSEPH  J..  BRENTWOOD,  CALIFORNIA 
SHEEHAN,  LAHRENCE  GERARD,  BRONX,  NEH  YORK 
SHEEHAN!  MICHAEL  EUGENE,  NEH  YORK,  NEH  YORK 
SHEEHAN   ROBERT  E,  CHICAGO,  ILLINOIS 
SHEEHAN   ROBERT  HiLLIAM,  JR,  REDMOND,  HASHINGTON 
SHEEHY,  EDHARO  J.,  HOBOKEN   NEH  JERSEY 
SHEEKS   HILLIAML.,  INDIANAPOLIS,  INDIANA 
SHELER.  DONALD  H.   LANCASTER,  PENNSYLVANIA 
SHEELY,  FRANK  H,  JR,  CONHAY ,  SOUTH  CAROLINA 
SHEETS,  JOHN  A,  TUKHILA,  HASHINGTON 
SHEETS!  RICHARD  LEE,  WEST  PALM  BEACH,  FLORIDA 
SHEETS,  THOMAS  E,  ORLANDO,  FLORIDA 
SHEFFER.  EARL  H,  JR,  HERNDON,  VIRGINIA 
SHEFFER,  LAHRENCE  EUGENE,  ORLANDO,  FLORIDA 
SHEFFIELD,  MICHAEL,  CHARLOTTESVILLE,  VIRGINIA 
SHEFFIELD  STEVEN  OHEN,  COLONIAL  HEIGHTS,  VIRGINIA 
SHEGAN,  MILAN,  LAUREL,  MARYLAND 

SHEHAIL,  ALI  ABDULLA,  DUBAI,  UNITED  ARAB  EMIRATES 
SHEHAN,  THOMAS  N,  DALLAS,  TEXAS 

SHERDS   LEROY  CLIFFORD,  SR,  MAGNOLIA,  NEH  JERSEY 
SHELANDER,  JERRY  RAE,  BLUE  ASH,  OHIO    „T„rTnnT 
SHELBOURN   LEE  CONRICK,  JR,  JACKSON,  MISSISSIPPI 
SHELBY  GILBERT  J.,  DETROIT,  MICHIGAN 
SHELDON,  MARGIE  KATHLEEN,  DETROIT,  MICHIGAN 
SHELDON  RICHARD  L,  LIHUE,  KAUAI,  HAHAII 
SHELDON,  ROBERT  J,  BATAVIA,  NEH  YORK 
SHELDONE,  MICHAEL,  HHITE  PLAINS,  NEH  YORK 
SHELEY,  RILEY  CHRISTOPHER,  HERNANDO,  MISSISSIPPI 
SHELHART,  JOHN  THOMAS,  MERRILLVILLE,  INDIANA 
SHELL,  JEFFRY  ALLEN,  MT.  PLEASANT,  MICHIGAN 
SHELL   LARRY  C,  ELIZABETHTON,  TENNESSEE 
SHELL   HILLIAM  E.,  DETROIT,  MICHIGAN 
SHELL  H  LLIE  LEE   JR,  BAKERSFIELD,  CALIFORNIA 
SHEUER  ROBERT  JOSEPH,  HEST  CHESTER   PENNSYLVANIA 
SHELLEY!  DANIEL  EDWARD,  SAN  FRANCISCO,  CALIFORNIA 
SHELLEY,  GEOFF,  SYDNEY,  AUSTRALIA 
SHELLEY  KIMBALL  MARK,  LONG  BEACH,  CALIFORNIA 
SHELLEY,  RONDOL  LANE,  AIKEN,  SOUTH  CAROLINA 
SHELLY   FREDDIE  G. ,  GEORGETOHN,  SOUTH  CAROLINA 
SHELTON,  BURKS  D,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
SHELTON,  DEBORAH  ANN,  COPPERAS  COVE,  TEXAS 
SHELTON  DONALD  RAY,  JEFFERSON  CITY,  MISSOURI 
SUFI  TON  DOUGLAS  E,  LOWELL,  INDIANA 

'  FRANKLIN  C,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  ALBERT,  WICHITA  FALLS,  TEXAS 
JEFFREY  SCOTT,  COLUMBIA,  MISSOURI 
LAWRENCE  EDWIN,  MAYODAN,  NORTH  CAROLINA 
SHELTON,  RICHARD  C,  INDIANAPOLIS,  INDIANA 
SHELTON   THEODORE  FRANKLIN,  FAIRCHILD  AFB,  WASHINGTON 
SHELTON,  HILLIAM  CLARK,  OKEMOS,  MICHIGAN 
SHELY,  PATRICK  M,  VALDEZ,  ALASKA 
SHEN  CHENG-TSENG,,  TAIPEI,  REPUBLIC  OF  CHINA 
SHENBERGER,  LARRY  FRANCIS,  DEKALB,  ILLINOIS 
SHENK,  DAVID  LEE,  CORUNNA,  MICHIGAN 
SHENK   EARLE  K.,  RED  LION,  PENNSYLVANIA 
SHEPARD,  MARVIN  RICHARD,  NEW  YORK,  NEW  YORK 
SHEPARD,  MICHAEL  GENE,  JACKSON,  TENNESSEE 
SHEPARD,  HILLIAM  A,  SMITHFIELD,  RHODE  ISLAND 
SHEPHARD,  HARREN  FRANKLIN,  MACON,  GEORGIA 
SHEPHERD,  ANTHONY  WAYNE,  GAHANNA,  OHIO 
GARY  B,  LAGRANGE,  GEORGIA 
ROBERT  C,  SYDNEY,  AUSTRALIA 
ROBERT  LAHRENCE,  SHELTON,  WASHINGTON 
BUDDY  JOE,  NEWCASTLE,  CALIFORNIA 
EDWIN  MARK,  FOND  DU  LAC,  WISCONSIN 
JAMES  MITCHELL,  ROCHESTER,  NEH  YORK 
JAMES  THOMAS,  SR,  GREENSBORO,  NORTH  CAROLINA 
LESLIE  T,  SR,  RICHMOND,  VIRGINIA 
MARY  LOUISE,  GREEN  RIVER,  WYOMING 
,  NELSON  L,  WASHINGTON,  NORTH  CAROLINA 
SHEPPERLY,  JACK  RICHARD,  BATTLE  CREEK,  MICHIGAN 
SHEPPERSON,  MELVIN  H,  RAPID  CITY,  SOUTH  DAKOTA 
SHERBERT,  JOHN  FREDERICK,  ANNAPOLIS,  MARYLAND 
SHERBONDY,  RONALD  J.,  GREENVILLE,  PENNSYLVANIA 
SHERIDAN,  DONALD  F.,  SYRACUSE,  NEW  YORK 
SHERIDAN,  JAMES  R,  NORTH  CALDHELL,  NEH  JERSEY 
JOHN  THOMAS,  HHIPPANY,  NEW  JERSEY 
PAUL.  MELBOURNE,  AUSTRALIA 
PETER,  LONDONDERRY,  NORTHERN  IRELAND 
TERRENCE  BAILEY,  TOWSON,  MARYLAND 
SHERL   JIMMIE  DEE,  TULSA,  OKLAHOMA 
SHERMAN,  DENNIS  KEITH,  GRAND  JUNCTION,  COLORADO 
SHERMAN,  JOHN  MICHAEL,  N0RTHV1LLE,  MICHIGAN 
SHERHAN,  RAYMOND  EUGENE,  AUBURN,  WASHINGTON 
SHERMAN,  HAYNE  L.,  MINNEAPOLIS,  MINNESOTA 
SHFRON  HILLIAM  ALOYSIUS,  JR,  BATAVIA,  NEH  YORK 
SHERRARD.  BILLY  L.,  LA  GRANGE,  KENTUCKY 
SHERRUl!  JOHN  HAYNE,  MOUNT  HOLLY,  NORTH  CAROLINA 
SHERRILL,  REUBEN  T,  BATON  ROUGE,  LOUISIANA 
SHERRON,  SPURGEON  E,  DURHAM,  NORTH  CAROLINA 
SHERRY,  JAMES  JOHN,  SOUTHAMPTON,  NEW  YORK 
SHERVEN,  ALLEN  JOHN,  SHEBOYGAN,  WISCONSIN 
SHERHIN,  BRUCE  HAYNE,  RUTLAND,  VERMONT 
SHERWIN,  ROBERT  L,  SR,  SYRACUSE,  NEW  YORK 
SHERHOOD,  HILLIAM  THOMAS,  NEH  CITY,  NEW  YORK 
SHETHAR,  JAMES  PINCKNEY,  CORTEZ,  COLORADO 
SHETLER,  HOHARD  DALE,  MANSFIELD,  OHIO 
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SHEUNG,  SIMON  CHI-KEUNG,  HONG  KONG,  HONG  KONG 

SHEVLIN,  PHILIP  FRANCIS,  FORT  MYERS,  FLORIDA 

SHEHCHUK,  DAVID  MARK,  LONDON,  CANADA 

SHEHELL,  SCOTT  E.,  YORK,  PENNSYLVANIA 

SHEHEY,  DAVID  M. ,  BRONSON,  FLORIDA 

SHIBATA,  KAZUHIKO,  TOKYO,  JAPAN 

SHIELDS   BRIAN  PAUL,  TOWN  OF  TONAWANDA,  NEW  YORK 

SHIELDS,  DONALD  EDHARD,  BROOKSVILLE,  FLORIDA 

SHIELDS   DOROTHY  ANN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

SHIELDS   FRANCIS  MARTIN,  HAUPPAUGE,  NEH  YORK 

SHIELDS  GEORGE  ANDREH,  FRANKLIN,  NORTH  CAROLINA 

SHIELDS   JACK  HILLIAM,  ROHNERT  PARK,  CALIFORNIA 

SHIELDS,  JOHN  H,  TACOMA,  HASHINGTON 

SHIELDS,  NEAL  G. ,  SHREVEPORT,  LOUISIANA 

SHIELDS,  ROBERT  DONALD,  ROANOKE,  VIRGINIA 

SHIELDS,  WAYNE  S,  BLACKSTONE,  VIRGINIA 

SHIELS,  ROGER  F,  CHICAGO,  ILLINOIS 

SHIFLET,  RANDALL  CLARK,  NORTH  RICHLAND  HILLS,  TEXAS 

SHIFLETT,  CHARLES  HILLIAM,  ROME,  GEORGIA 

SHIFLETT,  THOMAS  A,  ROME,  GEORGIA 

SHIFLEY,  RICKY  ALLEN,  GALION,  OHIO 

SHIGEMASA,  THOMAS  KEN,  SAN  JOSE,  CALIFORNIA 

SHILAOS,  ALECK  K,  PRICE,  UTAH 

SHILLING,  DAVID  HARREN,  RIVERDALE,  ILLINOIS 

SHIN,  SOO  CHUL,  SEOUL,  KOREA 

SHINER,  DANIEL  LEE,  LANCASTER,  TEXAS 

SHING,  MICHAEL  DOUGLAS,  DALLAS,  TEXAS 

SHING,  RICHARD  LINDSLEY,  GARLAND,  TEXAS 

SHINGLEDECKER,  CONSTANCE  KAY,  BRADENTON,  FLORIDA 

SHINN,  DENNIS  SAM,  OAKLAND,  CALIFORNIA 

SHINN,  HILLIAM  DAVID,  MARTINEZ,  CALIFORNIA 

SHINNAMON,  E.  DONALD,  TOWSON,  MARYLAND 

SHINNEMAN,  LAWRENCE  C,  PORTAGE,  INDIANA 

SHINNERS,  RICHARD  JOSEPH,  CHICAGO   ILLINOIS 

SHINYAMA,  CAL  ANSELM,  WAILUKU,  MAUI,  HAWAII 

SHIPARSKI,  LEON  C,  MICHIGAN  CITY   IND  ANA 

SHIPLEY,  HOWARD  A,  SUNNYVALE,  CALIFORNIA 

SHIPLEY,  LEE  V,  FORT  COLLINS,  COLORADO 

SHIPLEY,  MICHAEL  JOHN,  CARLSBAD,  CALIFORNIA 

SHIPLEY,  OSCAR  R.,  MEDFORD,  OREGON 

SHIPMAN,  GLENN  A,  MCMINNVILLE,  OREGON 

SHIPP,  GARY  WAYNE,  ARLINGTON,  TEXAS 

SHIPP,  MONTY  ANTHONY,  FAIRFIELD  CALIFORNIA 

SHIRAISHI,  RICHARD  H,  SACRAMENTO,  CALIFORNIA 

SHIRATAKE,  TATSUO,  NAGASAKI,  JAPAN        „.„.. 

SHIRES.  HENRY  C. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

SHREY   ELBERT  FRANKLIN,  JR,  BALTIMORE,  MARYLAND 

SHIRLEY,  EARL  PALMER,  JR,  BETHANY,  OKLAHOMA 

SHIRI  FY   JOSEPH  N.  EDISON,  NEH  JERSEY 

SH  RLEy!  MICHAEL  DOUGLAS,  OCEANSIDE,  CALIFORNIA 

SHIRLEY   HAYNE  HERBERT,  CHARLOTTE,  NORTH  CAROLINA 

SHIROMA,  JULIAN  HIROSHI,  HILO,  HAWAII 

SHISHIKURA,  TAKAO,  TOKYO,  -JAPAN 

SHIVELY,  RAYMOND  E.,  ANTIOCH,  CALIFORNIA 

SHIVELY,  THOMAS  LAYNE,  FRANKLIN,  INDIANA 

SHIVELY   TIMOTHY  ERIC,  BARTLESVILLE,  OKLAHOMA 

SHIVERS,  STEPHEN  L,  OKINAWA,  JAPAN     _.„._. 

SHOAFF,  HARVEY  CLYDE,  WEST  PALM  BEACH  FLORIDA 

SHOAP,  RODNEY  MARK,  FORT  MYERS,  FLORIDA 

SHOAR,  DAVID  BERNARD,  ST  AUGUSTINE,  FLORIDA 

SHOCKLEY,  THOMAS  RAY,  NORTH  RICHLAND  HILLS,  TEXAS 

SHOEMAKE,  WILLIAM  R.,  MIDLAND,  TEXAS 

SHOEMAKER,  BRADLEY,  CAMP  LEJEUNE,  NORTH  CAROLINA 

SHOEMAKER,  JERRY  L.,  MONTGOMERY,  ALABAMA 

SHOEMAKER,  SAMUEL  LEHIS,  JR,  GAINESVILLE,  FLORIDA 

SHOEMAKER,  WILLIAM  M,  JR,  ATLANTA,  GEORGIA 

SHOKES,  E.  RAY,  CHARLESTON,  SOUTH  CAROLINA 

SHOLES   RUSSELL  R,  BATTLE  CREEK  MICHIGAN 

<;HnNT7   CHARLES  DANIEL.  BRIDGETON,  NEW  JERSEY 

SI, ' HOHARD  CHARLES . ' LEVITTOWN ,  PENNSYLVANIA 

SHOOK,  HALTER  KALLIN,  HUDSON,  NEH  YORK 

SHOPE,  HILLIAM  B,  SAN  DIEGO,  CALIFORNIA 

SHORE,  DOUGLAS  LEE,  FOLSOM,  CALIFORNIA 

SHORT,  CRAIG  ALAN,  NATIONAL  CITY,  CALIFORNIA 

SHORT   GEORGE  CLAYTON,  PULASKI,  VIRGINIA 

SHORT,  JOHN  HARD,  MELBOURNE,  FLORIDA 

SHORT,  KENNETH  D. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

SHORT,  LEROY  M,  SACRAMENTO,  CALIFORNIA 

SHORTELL,  THERESA  JEAN,  NEH  YORK  NEH  YORK 

SHORTER,  C  B,  JR,  KINGSTREE,  SOUTH  CAROLINA 

SHORTER,  ROBERT  J.,  ORANGEBURG,  NEH  YORK 

SHORTLAND,  STEPHEN  JOHN,  AUCKLAND,  NEH  ZEALAND 

SHORTLE,  HILLIAM,  MAYFIELD,  OHIO 

SHOULTS,  ERNEST  S.,  GRAFTON,  NORTH  DAKOTA 

SHOUP,  RALPH  ROBERT,  JR,  PUNTA  GORDA,  FLORIDA 

SHOVER,  ROBERT  JOHN,  FAIRBANKS,  ALASKA        .„.„,. 

<;HfWI  IN  WILLIAM  ALBERT.  WEST  HAVELTON,  PENNSYLVANIA 

SHOHERS:  RUSSELL  CLYDE,  JR,  GERMANTOWN,  MARYLAND 

SHOHS,  DAVID  GLENN,  MEDINA,  OHIO 

SHRADER,  DUANE  A.,  LOS  ANGELES  CALIFORNIA 

SHRADER,  JEFFERY  ALAN,  GOLDEN  COLORADO 

SHREEVE,  JOHN  STEPHEN,  WEST  VALLEY  CITY  UTAH 

SHREVE,  DENNIS  RAY,  KANSAS  CITY,  MISSOURI 

SHRUM,  EDWARD  B,  SANTA  BARBARA,  CALIFORNIA 

SHUKER,  TIMOTHY  PATRICK,  FLINT,  MICHIGAN 

SHULENBERGER,  ARTHUR  W. ,  HARRISBURG,  PENNSYLVANIA 

SHULL,  ALFRED  L.,  SIMSBURY,  CONNECTICUT 

SHULL  MICHAEL  C  MEDIA,  PENNSYLVANIA 

SHULTZ,  ROBERT  DANIEL,  CLINTON,  TENNESSEE 

SHUMATE,  ROBERT  GLENN,  KINGSPORT,  TENNESSEE 
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SIZER,  ROSANNE  MARGARET 
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SHUMATE,  STARLING  E.,  MARTINSVILLE,  VIRGINIA 
SHUNK,  HILLIAM  D. ,  SAULT  SAINTE  MARIE,  MICHIGAN 
SHUPE,  DAVID  LESLIE,  OKLAHOMA  CITY,  OKLAHOMA 
SHUPP,  DAMON  HAYNE,  MIDLAND,  TEXAS 
SHUSTA,  ROBERT  MILHARD,  CONCORD,  CALIFORNIA 
SHUTACK,  ANDREH,  MANVILLE,  NEH  JERSEY 
SHYE,  CARL  H.,  LEXINGTON,  KENTUCKY 
SIAMAS,  JOHN  A.,  CRAHFORDSVILLE,  INDIANA 
SIANEZ,  MICHEAL,  GARDEN  GROVE,  CALIFORNIA 
SIBERIO  RAMOS,  SERGIO,  SATO  REY,  PUERTO  RICO 
SIBLEY,  BUFORD  RANDOLPH,  GULFPORT,  MISSISSIPPI 
SIBLEY,  JOHN  PATRICK,  ROCHESTER,  MINNESOTA 
SIBLEY,  RICHARD  JAMES,  LIVERMORE,  CALIFORNIA 
SICINSKI,  KARL  A.,  JOLIET,  ILLINOIS 
SICINSKI,  RAYMOND  E,  JOLIET,  ILLINOIS 
SICKLER,  NORBERT  V,  DICKINSON,  NORTH  DAKOTA 
SIDELL,  JOSEPH  PAUL,  JR,  CLEVELAND,  OHIO 
SIDERS,  BURT  DARRELL,  FAIRFAX,  VIRGINIA 
SIDES,  EUGENE,  COLLEGE  PARK,  MARYLAND 
SIDES,  FREDERICK  GENE,  MONTGOMERY,  ALABAMA 
SIDES,  PAUL  RAY,  MONTGOMERY,  ALABAMA 
SIDHELL,  RONALD  LEE,  JR,  FORT  MEADE,  MARYLAND 
SIEBENMAN,  JOHN  M,  ST.  LOUIS,  MISSOURI 
SIEBER,  BYRON  PAUL,  GRAND  FORKS,  SOUTH  DAKOTA 
SIEBER,  HILLIAM  CHARLES,  LOS  ANGELES,  CALIFORNIA 
SIEBERT,  GEORGE  LEE,  HAGERSTOHN,  MARYLAND 
SIEDELMANN,  ARNOLD  E,  AMES,  IOWA 
SIEE,  RICHARD  J.,  YAPHANK,  NEH  YORK 
SIEGEL,  HARVEY  NELSON,  TORRANCE,  CALIFORNIA 
SIEGEL,  HEIMO,  LINZ,  AUSTRIA 
SIEGEL,  STEVEN  WAYNE,  ELIZABETH,  NEH  JERSEY 
SIEGRIST,  GEORGE  E,  WEST  PALM  BEACH,  FLORIDA 
SIEMENS,  MARK  JAMES,  MARYSVILLE,  CALIFORNIA 
SIEPERT,  BLAIR  K.  ,  REXBURG,  IDAHO 
SIETSMA,  KORNELIS  J.,  AMSTERDAM,  NETHERLANDS 
SIEVERS,  ALVIN  JAMES,  MARISSA,  ILLINOIS 
SIEVERS,  ROBERT  LOUIS,  YAPHANK,  NEW  YORK 
SIGLER,  CHARLES  B.,  JR.,  COLUMBIA  FALLS,  MONTANA 
SIGLER,  TODD  DEE,  CARBONDALE,  ILLINOIS 
SIGMON,  EDDIE  R.,  RALEIGH,  NORTH  CAROLINA 
SIGRAH,  CARSON  KUN,  KOSRAE,  FEDERATED  STATES  OF  MICRONE 
SIGWALD,  CHARLES  EDWARD,  CHARLESTON,  SOUTH  CAROLINA 
SIGWALD,  ROBERT  M,  JR,  ROCKVILLE,  MARYLAND 
SIITARI,  MICHAEL  JAMES,  EDINA,  MINNESOTA 
SIKES,  CHARLES  D,  STATESBORO,  GEORGIA 
SIKES,  JACK  D.,  YORK,  NEBRASKA 
SIKORA,  JOSEPH,  HARTFORD,  CONNECTICUT 
SIKORSKI,  LEONARD  A.,  WARREN,  MICHIGAN 
SILL,  ALLEN,  WEST  COVINA,  CALIFORNIA 
SILL,  RICHARD  LESLIE,  CHINO,  CALIFORNIA 
SILLS,  HOWARD  RICHARD,  MILLEDGEVILLE,  GEORGIA 
SILLS,  MURRAY  L.,  VICKSBURG,  MISSISSIPPI 
SILVA-VAZQUEZ,  DAVID,  SAN  JUAN,  PUERTO  RICO 
SILVA,  HERMAN  DANIEL,  SANTE  FE,  NEW  MEXICO 
JAMES  JESSE,  HILLSIDE,  NEW  JERSEY 
JOHN  F,  BENICIA,  CALIFORNIA 
JOHN  JOSEPH,  HOUSTON,  TEXAS 
JOSE  R.,  GRAND  JUNCTION,  COLORADO 
JOSEPH  D.,  MILPITAS,  CALIFORNIA 
LOUIS  A.,  WALLA  WALLA,  WASHINGTON 
ROBERT  JOHN,  READING,  MASSACHUSETTS 
ROBERT  0. ,  PUEBLO,  COLORADO 
SILVER,  SEYMOUR,  NEW  YORK,  NEW  YORK 
SILVERBERG,  BARRY  PHILIP,  SKOKIE,  ILLINOIS 
SILVERTHORN,  RICHARD  CHARLES,  FORT  MYERS,  FLORIDA 
SILVIE,  SIGGIE,  JR,  NATCHITOCHES,  LOUISIANA 
SILVIO,  SALVATORE,  CONCORD,  MASSACHUSETTS 
SIM,  FREDERICK  B. ,  BRUNEI,  BRUNEI 
SIMBOL,  HOWARD  MARK,  PASSAIC,  NEW  JERSEY 
SIMCO,  J.  E.,  RANKIN,  TEXAS 
SIMECKA,  RAPHAEL  J.,  TOPEKA,  KANSAS 
SIMEON-DREVON,  PHILIPPE,  PARIS,  FRANCE 
SIMES,  GORDON  LOUIS,  MONTGOMERYVILLE,  PENNSYLVANIA 
SIMMERS,  MICHAEL  DENNIS,  HARRISBURG,  PENNSYLVANIA 
SIMMERS,  WILLIAM  C. ,  ITHACA,  NEW  YORK 

BILLY  SMITH,  MCCOMB,  MISSISSIPPI 
CARY  MARK,  AUSTIN,  TEXAS 

CHARLES  PHILLIPS,  BROOKLINE,  MASSACHUSETTS 
CHARLIE  JOE,  PLAINVIEW,  TEXAS 
SIMMONS,  CLIFFORD  EUGENE,  HOUSTON,  TEXAS 
SIMMONS,  DAVID  LEROY,  DETROIT,  MICHIGAN 

EDWARD  DANIEL,  BOSTON,  MASSACHUSETTS 
FRANK  E.,  MONMOUTH  JUNCTION,  NEH  JERSEY 
GARY  THOMAS,  MANCHESTER,  NEW  HAMPSHIRE 
HUGH  JUSTIN,  CORNING,  NEW  YORK 
HULON  L.,  AMITE,  LOUISIANA 
JAMES  ALFRED,  JR,  HOLLIS,  NEW  YORK 
JAMES  OLIVER,  AMARILLO,  TEXAS 
JEFFREY  ALAN,  PEMBROKE,  GEORGIA 
JIMMY  TED,  JACKSON,  MISSISSIPPI 
JOHN  JOSEPH,  RALEIGH,  NORTH  CAROLINA 
LAWRENCE  DEA,  MARTINEZ,  CALIFORNIA 
LESTER  MONDELL,  LAS  VEGAS,  NEVADA 
MILTON  C,  HOUSTON,  TEXAS 
RICHARD  J,  SOUTHFIELD,  MICHIGAN 
STEVEN  ALLAN,  CHERRY  POINT,  NORTH  CAROLINA 
VERNON  L,  NORFOLK,  VIRGINIA 
WESLEY  GRAY,  BOYDTON,  VIRGINIA 
SIMMS,  THOMAS  HASKELL,  ROSEVILLE,  CALIFORNIA 
SIMON,  DONALD  RAY,  WHITEWATER,  WISCONSIN 
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188 
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128 
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185 
127 
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182 
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165 
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144 
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138  tt 
180 
171 
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141 
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131 
138 
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173 
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151 
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184 
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SIMPSON, 
SIMPSON, 
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SIMPSON, 
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SIMPSON, 
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SIMPSON, 
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SIMS, 
SIMS, 
SIMS, 
SIMS, 
SIMS, 
SIMS, 
SIMS, 
SIMS, 


ELMER  R,  PERTH  AMBOY,  NEW  JERSEY 
JAMES  SIDNEY,  IRVING,  TEXAS 
JOSEPH  WALTER,  KIRKLAND,  WASHINGTON 
ROBERT  E.,  PUEBLO,  COLORADO 
SAMUEL  JOSEPH,  ST.  LOUIS,  MISSOURI 
SIDNEY  ARNOLD,  INDIANA,  PENNSYLVANIA 
SIMONCELLI,  JAMES  MICHAEL,  ROUND  LAKE  BEACH,  ILLINOIS 
SIMONE,  GEORGE  F.,  JR.,  SOUTHINGTON,  CONNECTICUT 
SIMONEAU,  KENNETH  ALLEN,  NEW  LONDON,  CONNECTICUT 
SIMONS,  PAUL  WILLIAM,  INDIANAPOLIS,  INDIANA 
SIMONSON,  CLAIRE  E.,  MILWAUKEE,  WISCONSIN 
SIMPKINS,  WALTER  JOSEPH,  WOODSTOWN,  NEW  JERSEY 
SIMPSON,  BRAD  KENDALL,  LAS  VEGAS,  NEVADA 
BRIAN,  BUTLER,  PENNSYLVANIA 
BRUCE  CLAYTON,  SANTA  CRUZ,  CALIFORNIA 
CHARLES  RALPH,  YREKA,  CALIFORNIA 
DANIEL  L,  DOVER,  DELAWARE 
DONALD  E.,  CRESTVIEW,  FLORIDA 
FRANKLIN  JOSEPH,  BARBOURSVILLE,  WEST  VIRGINIA 
JAMES  HERBERT,  PORTSMOUTH,  VIRGINIA 
JAMES  RUSSELL,  LIBERTY,  MISSOURI 
JIMMY  RAY,  BEDFORD,  TEXAS 
JOHN  DOUGLAS,  BARTOW,  FLORIDA 
JOHN  J,  JR,  CHARLESTON,  SOUTH  CAROLINA 
KEVIN  STACARDO,  WASHINGTON,  DISTRICT  OF  COLUMB 
KIETH  DALE,  SALT  LAKE  CITY,  UTAH 
LESLIE  DAVID,  ST.  CHARLES,  MISSOURI 
LUCIA  H.,  DETROIT,  MICHIGAN 
MARVIN  B,  WEST  ORANGE,  TEXAS 
MELVILLE  JAMES,  BRAMPTON,  CANADA 
RICHARD  THOMAS,  FORT  LAUDERDALE,  FLORIDA 
SONNIE  B,  GREENSBORO,  NORTH  CAROLINA 
STEVEN  MICHAEL,  MONROE,  NORTH  CAROLINA 
TERRY  LEE,  PLEASANT  HILL,  CALIFORNIA 
THEODORE,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WALTER  E.,  LITTLE  ROCK,  ARKANSAS 
WILLIAM  PATRICK,  HOPKINSVILLE,  KENTUCKY 
SIMS,  CHARLES  MITCHELL,  HATTIESBURG,  MISSISSIPPI 
SIMS,  CLYDE  MICHAEL,  OAKLAND,  CALIFORNIA 
SIMS,  ELIE,  MORRISTOWN,  NEW  JERSEY 

GEORGE  THOMAS,  MOBERLY,  MISSOURI 
HARRY  E.,  OXFORD,  ALABAMA 
LEE  R.,  JR.,  ALBANY,  OREGON 
LEONARD  LEE,  RENO,  NEVADA 
RICHARD  C,  DALY  CITY,  CALIFORNIA 
WALTER  R,  ELIZABETHTOWN,  KENTUCKY 
WAYNE  TIMOTHY,  SUMTER,  SOUTH  CAROLINA 
HILLIAM  GLENN,  ROME,  GEORGIA 
SIMSER,  EDWARD  VAN,  WATERTOWN,  NEW  YORK 
SINCLAIR,  CHARLES  ERVIN,  PONCA  CITY,  OKLAHOMA 
SINCLAIR,  DAVID  E,  LANSING,  MICHIGAN 
SINCLAIR,  HENRY  WALLACE,  COLUMBIA,  SOUTH  CAROLINA 
SINCLAIR,  THOMAS  EDWARD,  MINEOLA,  NEW  YORK 
SINDAC,  REUBEN  THEODORE  CASENAS,  QUEZON  CITY,  PHILIPPIN 
SINDLINGER,  JOHN  A,  MANASSAS,  VIRGINIA 
SINE,  RICHARD  ALBERT,  HUDSON,  OHIO 
SINES,  EARL  THOMAS,  FAIRFAX,  VIRGINIA 
SING,  JAMES  BRUCE,  SAN  DIEGO,  CALIFORNIA 
SING,  THOMAS  PUAALA,  SAN  JOSE,  CALIFORNIA 
SINGER,  DAVID  MARK,  SIGNAL  HILL,  CALIFORNIA 
SINGH,  MIGUEL,  CALEXICO,  CALIFORNIA 
SINGHA,  RAJENDRA  BAHADUR,  KATHMANDU,  NEPAL 
SINGLETARY,  BRUCE  WARREN,  ARLINGTON,  VIRGINIA 
SINGLETARY,  LARRY  FONDREN,  THOMASVILLE,  GEORGIA 
SINGLETON,  BARBARA  ELIZABETH,  GALVESTON,  TEXAS 
DAVID  GARY,  WADSWORTH,  OHIO 
DENNIS  JOSEPH,  NEW  YORK,  NEW  YORK 
JAMES  R.,  AUSTIN,  TEXAS 
JOHN  HENRY,  DENVER,  COLORADO 
LEO  E,  JR,  GALVESTON,  TEXAS 
RICHARD  LEE,  GALVESTON,  TEXAS 
RICKY  LAMAR,  FLORENCE,  ALABAMA 
TERRY  LEE,  MACON,  GEORGIA 
SINGLEY,  KENNETH  CHARLES,  LEWISTOWN,  MONTANA 
SINHA,  MALAY  KUMAR,  NEW  DELHI,  INDIA 
SININ,  ABDUL  SAMAT,  KUALA  LUMPUR,  MALAYSIA 
SINNAR,  JOAN  MARIE,  BALTIMORE,  MARYLAND 
SINNOTT,  EDWARD  JOHN,  GREAT  FALLS,  MONTANA 
SINSOOK,  KRAISOOK,  BANGKOK,  THAILAND 
SINTIN,  ALEX  BOTES,  QUEZON  CITY,  PHILIPPINES 
SIRCY,  MAXEY  L,  KNOXVILLE,  TENNESSEE 
SIRECI,  PAUL  FREDERICK,  NAPLES,  FLORIDA 
SIRES,  ROBERT  DESALES,  ORANGE,  CONNECTICUT 
SIREVOG,  GERALD  GRANT,  KETCHIKAN,  ALASKA 
SIRIANNO,  JOHN  LEROY,  MAYVILLE,  NEW  YORK 
SIROIS,  RODNEY  DELLHYN,  BANGOR,  DISTRICT  OF  COLUMBIA 
SISCO,  RICHARD  JERRY,  ST.  LOUIS,  MISSOURI 
SISK,  JAMES  L,  STARKVILLE,  MISSISSIPPI 
SISNEROS,  EDWIN  JACOB,  RED  BLUFF,  CALIFORNIA 
SISTO,  EUGENE  PATRICK,  DULUTH,  MINNESOTA 
SISTO,  JOHN  JOSEPH,  ROCKAWAY,  NEW  JERSEY 
SISTRUNK,  ERNEST  E.,  MIAMI,  FLORIDA 
SITER,  GEORGE  R.,  JR.,  TRENTON,  NEW  JERSEY 
SITLER,  GREGORY  CHARLES,  ALBANY,  NEW  YORK 
SIUCHTA,  STANLEY  JOHN,  EAGLEVILLE,  PENNSYLVANIA 
SIWAK,  FRANK  JOHN,  HINNETKA,  ILLINOIS 
SIZEMORE,  DANIEL  WAYNE,  FORT  MYERS,  FLORIDA 
SIZEMORE,  MARK  DARRYL,  ATHENS,  GEORGIA 
SIZEMORE,  RICHARD  D,  HAMILTON,  OHIO 
SIZER,  ROSANNE  MARGARET,  PORTLAND,  OREGON 
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SKINNER, 
SKINNER, 
SKINNER, 


SKINNER, 
SKINNER, 
SKINNER, 
SKINNER, 


SJOBERG,  KARL  GUSTAF,  STOCKHOLM,  SHEDEN 
SJOBLOH,  HALFRID  JOHN,  NEH  YORK,  NEH  YORK 
SKADSEN,  DON  H,  SIOUX  FALLS,  SOUTH  DAKOTA 
SKAGEN,  NOREEN  T,  SEATTLE,  HASHINGTON 
SKAGEN.  ROY  C,  SEATTLE,  HASHINGTON 
SKAGGS,  JAMES  D. ,  MERCER  ISLAND,  HASHINGTON 
SKAGGS,  PAUL  VERNON,  TRUSSVILLE,  ALABAMA 
SKALASKI,  CHARLES  H,  JR,  CORAL  GABLES,  FLORIDA 
SKAMFER,  CARL,  JR.,  EAU  CLAIRE,  HISCONSIN 
SKANDALIS,  ACHILLEAS,  ATHENS,  GREECE 
SKANSE,  RICHARD  CONSTANTINE,  EL  PASO,  TEXAS 
SKAPIK,  JOSEPH  P.,  HARRISBURG,  PENNSYLVANIA 
SKARE,  DARYL  HILLIAM,  SANTA  BARBARA,  CALIFORNIA 
SKEHAN,  ANN  M,  SANTA  BARBARA,  CALIFORNIA 
SKELLY,  DANIEL  LEO,  BOSTON,  MASSACHUSETTS 
SKERRY,  HOHARD  ROLAND,  SANTA  CRUZ,  CALIFORNIA 
SKERRY,  RAYMOND  H. ,  HOODLAKE,  CALIFORNIA 
SKEHES,  JAY  B,  KENT,  HASHINGTON 
SKIDMORE,  JAMES  H. ,  HEST  BEND,  HISCONSIN 
SKIDMORE,  STEVEN  LYNN,  BELLEFONTAINE,  OHIO 
SKILES,  OREN  K.,  ARKANSAS  CITY,  KANSAS 
SKILES,  RUSSEL  HAHTHORNE,  LANCASTER,  PENNSYLVANIA 
SKILLEN,  CHARLES  R,  BILLINGS,  MONTANA 
SKINNER,  BLAINE,  IDAHO  FALLS,  IDAHO 
SKINNER,  DEARL  EUGENE,  YUBA  CITY,  CALIFORNIA 
SKINNER,  DOUGLAS  STEVEN,  INDIANAPOLIS,  INDIANA 

JOHN  JAMES,  FAIRFAX,  VIRGINIA 

LAHRENCE  E,  HARTFORD,  CONNECTICUT 
,  RALPH  R,  HOOD  RIVER,  ILLINOIS 
SKINNER,  RAYMOND  OREN,  DALLAS,  TEXAS 
SKINNER,  RICHARD  GORDON,  TOHSON,  MARYLAND 

ROBERT  C,  GREENVILLE,  MISSISSIPPI 

ROGER  A,  INDIALANTIC,  FLORIDA 

RONALD  VERNON,  LOVELOCK,  NEVADA 
,  HILLIAM  S,  BAKERSFIELD,  CALIFORNIA 
SKINNER,  HILLIAM  HAYNE,  SAN  DIEGO,  CALIFORNIA 

#  SKIPPER,  CHARLES  M. ,  MARION,  SOUTH  CAROLINA 
SKIPHORTH,  STANLEY  TODD,  FULLERTON,  CALIFORNIA 
SKLAVOS,  SPYRIDON,  ATHENS,  GREECE 

#  SKOBO,  RICHARD  EDHARD,  TRENTON,  NEH  JERSEY 
SKOBO,  RONALD  MATTHEH,  SOMERVILLE,  NEH  JERSEY 
SKORICH,  MICHAEL  JOHN,  CLEVELAND,  OHIO    „T„L1T„1U 
SKOTARCZYK,  RANDOLPH  ALLEN,  HARPER  HOODS,  MICHIGAN 
SKOTZKO,  MICHAEL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SKOHRON,  HESLEY  HAROLD,  LIVONIA,  MICHIGAN 
SKRABALA,  THOMAS  JOHN,  DEERFIELD,  ILLINOIS 
SKULETICH,  GEORGE  THOMAS,  BUTTE,  MONTANA 

tt    SKUZINSKI,  STANLEY  J.,  GRAND  RAPIDS,  MICHIGAN 

#  SKVAREK,  FRANK  J.,  BUFFALO,  NEH  YORK 
tt   SLABAUGH,  MERLE  H.  ,  MISHAHAKA,  INDIANA 

SLACK,  HILLIAM  ROBERT,  SAN  JOSE,  CALIFORNIA 
SLADE,  HILLIAM  EARNEST,  PEARL,  MISSISSIPPI 
SLAMONS,  LAHRENCE  J.,  JR.,  FAYETTEVILLE,  ARKANSAS 
SLAPP,  JOSEPH  PETER,  VENICE,  FLORIDA 
tt   SLATER,  GERALD  FRANK,  OAKLAND,  CALIFORNIA 

SLATER,  LAHRENCE  RAY.  CLAYTON,  MISSOURI 
tt   SLATER,  ROBERT  J,  JR,  KALAMAZOO,  MICHIGAN 

SLATER,  SHELBY  L,  NORTHVILLE,  MICHIGAN 
It   SLATTERY,  JAMES  J,  NASHUA,  NEH  HAMPSHIRE 

SLAUGHTER,  BILL  L.,  BOZEMAN,  MONTANA      

SLAUGHTER,  GREGORY  HILLIAM,  SANTA  MONICA,  CALIFORNIA 
tt   SLAUGHTER,  JAMES  F,  MELBOURNE,  FLORIDA 
tt   SLAUGHTER,  RAMON  F.,  SR,  ALBANY,  GEORGIA 
It   SLAUGTHER,  ROBERT  LINCOLN,  SAN  DIEGO,  CALIFORNIA 
SLAVINSKI,  BOBBY  ALLEN,  RICHMOND,  TEXAS 
SLAY,  JOSEPH,  JR,  GARY,  INDIANA  ' 
SLAYTON,  CLAUDE  IRVIN,  JR,  DANVILLE,  VIRGINIA 
tt   SLAYTON,  GEAN  A,  FLAGSTAFF,  ARIZONA 
SLAZINIK,  DON,  OFALLON,  ILLINOIS 
SLEETER,  FRANK  GERALD,  SUN  PRAIRIE,  HISCONSIN 
tt   SLENKAMP,  A.  H.  ,  PITTSBURGH,  PENNSYLVANIA 
SLEPECKY,  BARBARA  LYNN,  BAY  VILLAGE,  OHIO 
SLETNER,  CAROL  MARIE,  ROSEVILLE,  MINNESOTA 
SLETTEN,  TIMOTHY  JOHN,  RED  HING,  MINNESOTA 
SLIFKA,  ANTHONY  ANDREH,  FAIRBORN,  OHIO 
SLIGAY,  JOHN  PAUL,  DEARBORN,  MICHIGAN 
It   SLIGH,  JOHN  H.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SLIMAN,  FRED,  JR.,  BATON  ROUGE,  LOUISIANA 
SLIVKA,  JOHN  FREDERICK,  GLENVIEH,  ILLINOIS 
It   SLOAN,  ALLEN  FREDERICK,  COLUMBIA,  SOUTH  CAROLINA 
SLOAN,  BRUCE  ARTHUR,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
SLOAN,  CHARLES  ROBERT,  DALLAS,  TEXAS 
SLOAN,  DAROLD  G,  GRAND  JUNCTION,  COLORADO 
It   SLOAN,  JOHN  C,  JOHNSON  CITY,  TENNESSEE 

SLOAN,  JOHN  DUDLEY,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SLOAN,  RICHARD  GRAY,  SAYREVILLE,  NEH  JERSEY 
It   SLOANE,  GEORGE  R,  YAPHANK,  NEH  YORK 
It   SLOAT,  DONALD  E.,  PORT  HURON,  MICHIGAN 
SLOCUH,  HALTER  EDHARD,  II,  PORTLAND,  MAINE 
SLOGGIE,  DAVID  CAIRNES,  HILLIAMSBURG,  VIRGINIA 
SLOMAN,  DENNIS  EUGENE,  SPRINGFIELD,  ILLINOIS 
SLONAKER,  KENNETH  HAROLD,  FAIRLAHN,  OHIO 
SLOPER,  GARY  MICHAEL,  SR,  CONCORD,  NEH  HAMPSHIRE 
SLOVER,  JOHN  R,  FORT  WORTH,  TEXAS 
SLOHE,  PAUL  ESMOND,  GEORGETOWN,  GUYANA 
SLOWE,  WILLIAM  GERARD,  NEEDHAH,  MASSACHUSETTS 
It   SLOYER,  HILLIAM  CLAYTON,  EAST  PROVIDENCE,  RHODE  ISLAND 
SLUSSER,  DAVID  HAYNE,  PANAMA  CITY,  FLORIDA 
SLY,  JOHN  ROBERT,  RUTLAND,  VERMONT 
SLYE,  HILLIAM  L,  MACON,  GEORGIA 
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SLYMAN,  AUDREY  MARY,  FAIRFAX,  VIRGINIA 
SLYMAN,  PAUL  M. ,  WILLIMANTIC,  CONNECTICUT 
SMAHA,  THOMAS  L.,  MOLINE,  ILLINOIS 
SMAIL,  DAVID  EUGENE,  PAOLA,  KANSAS 
SHALL,  HOMER  ROSCOE,  ROCK  SPRINGS,  WYOMING 
SMALL,  MAURICE  W. ,  BANGOR,  MAINE 
SMALL,  RICHARD  T.,  HEBSTER  GROVES,  MISSOURI 
SMALL,  RICHARD  HINSLOH,  JR,  AUBURN,  MAINE 
SMALLBACK,  M  RAYMOND,  EAST  AURORA,  NEW  YORK 
SMALLEY,  DONALD  L. ,  TRENTON,  NEW  JERSEY 
SMALLEY,  DOYTE  M,  INDIANAPOLIS,  INDIANA 
SMART,  LUTHER  MACK,  ATHENS,  GEORGIA 
SMART,  ROGER  TYRON,  IDAHO  FALLS,  IDAHO 
SMART,  TERRY  WAYNE,  TUCSON,  ARIZONA 
SMATHERS,  LEWIS  W,  PASCO,  WASHINGTON 
SMEAL,  WILLIAM  RONALD,  DOVER,  PENNSYLVANIA 
SMEE,  RAYMOND  L,  BELLEVILLE,  KANSAS 
SMELTZER,  ARNOLD  E.,  EPHRATA,  WASHINGTON 
SMERECKI,  CASIMER  J.,  NEW  BRUNSWICK,  NEW  JERSEY 
SMETANA,  DENNIS  LEROY,  MINOT,  NORTH  DAKOTA 
SMICK,  DANIEL  STANLEY,  HAZEL  PARK,  MICHIGAN 
SMILEY,  JAMES  R,  ANN  ARBOR,  MICHIGAN 
SMILEY,  ROBERT  J,  KINGSLAND,  FLORIDA 
SMIT,  ROBERT  JOE,  BEND,  OREGON 

SMITH  IBARRA,  FEDERICO,  SANTIAGO,  CHILE   ,„„,„, 
SMITH  PATRICK,  CONNIE  LYNN,  TALLAHASSEE,  FLORIDA 
SMITH,  ALBERT  M,  CAMDEN,  MAINE 
SMITH,  ALFRED  E,  RAYBROOK,  NEW  YORK 
SMITH,  ALLEN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ANDREH,  JR.,  CARBONDALE,  ILLINOIS 
ARCHIE,  JR,  OGDEN,  UTAH 
,  ARLIE  H,  JR.,  FRANKLIN,  TENNESSEE 
SMITH,  BARRY  ALLEN,  ALEXANDER  CITY,  ALABAMA 
SMITH,  BART  LYNN,  REXBURG,  IDAHO 

BENJAMIN  C,  JERSEY  CITY,  NEW  JERSEY 
BILL  DAMRON,  JEFFERSON  CITY,  MISSOURI 
BILLY  G,  ADA,  OKLAHOMA 
BILLY  J,  MEMPHIS,  TENNESSEE 
BILLY  JACK,  JR,  POTEAU,  OKLAHOMA 
BILLY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
BOBBY  D.,  LITTLE  ROCK,  ARKANSAS 
BOBBY  GENE,  TALLAHASSEE,  FLORIDA 
BRADFORD  SEWALL,  AUGUSTA,  MAINE 
BRENDA  GAIL,  PICAYUNE,  MISSISSIPPI 
BRET  ANTHONY,  OROVILLE,  CALIFORNIA 
BRIAN  CRAIG,  CHICAGO  HEIGHTS,  ILLINOIS 
,  BRUCE  RICHARD,  STONINGTON,  CONNECTICUT 
SMITH,  BRYAN  DWIGHT,  AKRON,  OHIO 

SMITH  BUDDY  GENE,  CHEYENNE  MOUNTAIN  AFB,  COLORADO 
SMITH,  BYRON  DWIGHT,  CORPUS  CHRISTI,  TEXAS 

SMITH,  CALVIN  D.,  SPOKANE,  WASHINGTON   

SMITH,  CARMEN  DEWAYNE,  WARM  SPRINGS,  OREGON 
SMITH,  CHARLES  DOUGLAS,  SANTA  BARBARA,  CALIFORNIA 
SMITH,  CHARLES  ELMER,  LA  PORTE,  TEXAS 
SMITH,  CHARLES  FRANK,  DENVER,  COLORADO 

SMITH,  CHARLES  L,  PHOENIX,  ARIZONA ronuIi 

SMITH,  CHARLES  N.,  SAN  FRANCISCO,  CALIFORNIA 

SMITH,  CHARLES  ROBIN,  KNOXVILLE,  TENNESSEE 

SMITH,  CHARLES  S.,  BALBOA  HEIGHTS,  CANAL  ZONE 

SMITH,  CHARLES  VERNON,  NASHVILLE,  TENNESSEE 

SMITH,  CHARLES  WILLIAM,  JR,  TUNICA,  MISSISSIPPI 

SMITH,  CHESTER  R. ,  JR.,  SACRAMENTO,  CALIFORNIA 

SMITH,  CYNTHIA  RAE,  GRANTSVILLE,  MARYLAND 

SMITH,  CYRIL  W. ,  STOCKTON,  CALIFORNIA 

SMITH,  DALE  ROSS,  DURANGO,  COLORADO 

SMITH,  DAN,  JR,  BELOIT,  WISCONSIN 

SMITH,  DANIEL  JOSEPH,  BELTON,  TEXAS 

SMITH,  DANNY  EDGAR,  FORT  PAYNE,  ALABAMA 

SMITH,  DANNY  F.,  DALTON,  GEORGIA   „„,„„.. 

SMITH,  DARRYL  CONRAD,  SR,  HERNDON,  VIRGINIA 

SMITH,  DAVID  ARNOLD,  MILFORD,  OHIO 

SMITH,  DAVID  BRUCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SMITH,  DAVID  EDWIN,  COLORADO  SPRINGS,  COLORADO 

SMITH,  DAVID  LADWIC,  GREAT  FALLS,  MONTANA 

SMITH.  DAVID  LEWIS,  LISBON,  OHIO 

SMITH,  DAVID  R,  LAWRENCEBURG,  TENNESSEE 

SMITH,  DELBERT  WAYNE,  ANCHORAGE,  ALASKA 

SMITHS  DENIS  LEE,  NORTH  SMITHFIELD,  RHODE  ISLAND 

SMITH,  DENNIE  G. ,  PAGE,  ARIZONA 

SMITH,  DENNIS  C,  MEDFORD,  OREGON 

SMITH,  DENNIS  E.,  DES  MOINES,  IOWA   „_„„„„. 

SMITH,  DENNIS  HOWARD,  GOLDEN  VALLEY,  MINNESOTA 

SMITH,  DENNIS  UGO,  GLASTONBURY,  CONNECTICUT 

SMITH!  DENNIS  HELLFORD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

SMITH,  DEWAYNE  LEE,  WACO,  TEXAS 

SMITH,  DONALD,  CENTRALIA,  WASHINGTON 

SMITH,  DONALD  EDWARD,  PEKIN,  ILLINOIS     „..-,... 

SMITH  DONALD  L.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SMITH,  DONALD  L.,  ROCK  FALLS,  ILLINOIS 

SMITH,  DONALD  LEROY,  CARMEL,  NEW  YORK 

SMITH,  DONNIE  KIM,  HOBBS,  NEW  MEXICO 

SMITH,  DOUGLAS  FORDHAM,  TUCSON,  ARIZONA 

SMITH,  EARL  D. ,  WAUCHULA,  FLORIDA 

SMITH,  EARL  OSCAR,  JR,  COLUMBUS,  OHIO 

SMITH,  EDSEL  WAYNE,  ALEXANDRIA,  LOUISIANA 

SMITH,  EDHARD  LEONARD,  BLACKWELL,  OKLAHOMA 

SMITH,  EDWARD  M,  SR,  DUNEDIN,  FLORIDA 

SMITH  EDWARD  STEPHEN,  GLOUCESTER,  NEW  JERSEY 

SMITH,  EMERSON  WAYNE,  DALLAS,  TEXAS 

SMITH,  EMIL  PAUL,  TACOMA,  WASHINGTON 
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FORREST  LEE,  SANTA  FE,  NEH  MEXICO 

FRANCIS  EDHARD,  NEH  YORK,  NEW  YORK 

FRANK  D.,  LEXINGTON,  KENTUCKY 

FRANK  D.,  LEXINGTON,  KENTUCKY 

FRANKLIN  JAMES,  CHEYENNE,  HYOMING 

FREDERIC  H,  JR,  ALBANY,  NEW  YORK 

FREDERICK  RUSSELL,  SANTA  BARBARA,  CALIFORNIA 

GARLAND  D. ,  BELTON,  TEXAS 

GARLAND  L.,  LITTLE  ROCK,  ARKANSAS 

GARY  C,  FORKED  RIVER,  NEW  JERSEY 

GARY  FRANKLIN,  GREER,  SOUTH  CAROLINA 

GARY  L.,  MOUNTAIN  VIEW,  CALIFORNIA 

GARY  LEE,  LACEY,  WASHINGTON 

GARY  LEO,  TACOMA,  WASHINGTON 

GARY  OTIS,  TEMPLE,  TEXAS 

GARY  Z,  BROOKSVILLE,  FLORIDA 

GEORGE  A.,  PHILADELPHIA,  PENNSYLVANIA 

GEORGE  EDWARD,  ATLANTA,  GEORGIA 

GEORGE  P,  GULFPORT,  MISSISSIPPI 

GEORGE  RAY,  BIRMINGHAM,  ALABAMA 

GEORGE  W.,  TEXARKANA,  ARKANSAS 

GEORGE,  JR,  DETROIT,  MICHIGAN 

GERALD  DEAN,  SPRINGFIELD,  OREGON 

GERALD  JOHN,  JR,  KIRTLAND  HILLS,  OHIO 

GERALD  L,  KETTERING,  OHIO 

GILBERT  M.,  YUMA,  ARIZONA 

GORDON  E,  BRATTLEBORO,  VERMONT 

GRAHAME  PHILLIP,  DARLINGHURST,  AUSTRALIA 

GRAY  DONOVON,  HOUSTON,  TEXAS 

GREGORY  ALAN,  SPRINGFIELD,  ILLINOIS 

GREGORY  KEITH,  ANDERSON,  SOUTH  CAROLINA 

GREGORY  KENT,  KINGMAN,  ARIZONA 

GROVER  WILLIAM,  BREWTON,  ALABAMA 

HARLEY  A.,  ONTARIO,  CALIFORNIA 

HAROLD  D.,  LINCOLN,  NEBRASKA 

HAROLD  E,  SHELBY,  NORTH  CAROLINA 

HAROLD  E,  DETROIT,  MICHIGAN 

HAROLD  LEE,  MONTESANO,  WASHINGTON 

HOWARD  W.,  AUSTIN,  TEXAS 

HUBERT  L,  ROME,  GEORGIA 

JACK  G.,  EL  CAJON,  CALIFORNIA 

JAMES  ALBERT,  TIFTON,  GEORGIA 

JAMES  ANDREW,  BINGHAMTON,  NEW  YORK 

JAMES  B.,  TYLER,  TEXAS 

JAMES  C,  BEAUMONT,  TEXAS 

JAMES  CARLTON,  III,  VALDOSTA,  GEORGIA 

JAMES  D,  HOUSTON,  TEXAS 

JAMES  D,  HATTIESBURG,  MISSISSIPPI 

JAMES  DAVID,  WESTERLY,  RHODE  ISLAND 

JAMES  DURLAND,  BOULDER,  COLORADO 

JAMES  E,  SACRAMENTO,  CALIFORNIA 

JAMES  E,  HOUSTON,  TEXAS 

JAMES  EDWARD,  BEVERLY  HILLS,  CALIFORNIA 

JAMES  EDWARD,  ST.  CLOUD,  MINNESOTA 

JAMES  FRANCIS,  JR.,  WASHINGTON,  DISTRICT  OF  COLU 

JAMES  FRANK,  ALEXANDRIA,  VIRGINIA 

JAMES  M.,  FORT  WORTH,  TEXAS 

JAMES  0,  LAS  VEGAS,  NEVADA 

JANET  KATHLEEN,  NEW  CASTLE,  DELAWARE 

JEANETTE  JOYCE,  MANASSAS,  VIRGINIA 

JEFFREY  DOUGLAS,  SR,  CHESTER,  NEW  JERSEY 

JEROME  GRANVILLE,  SAN  FRANCISCO,  CALIFORNIA 

JERRY  WAT,  HONDO,  TEXAS 

JIMMY  D.,  LOMPOC,  CALIFORNIA 

JIMMY  WAYNE,  MESQUITE,  TEXAS 

JOANNE  MARIE,  NEW  YORK,  NEW  YORK 

JOE  LOMAN,  DADEVILLE,  ALABAMA 

JOEL  STEVEN,  WILMINGTON,  NORTH  CAROLINA 

JOHN  DEAN,  CEDAR  RAPIDS,  IOWA 

JOHN  E.,  PALESTINE,  TEXAS 

JOHN  HUDSON,  LEESBURG,  VIRGINIA 

JOHN  K.,  SHREVEPORT,  LOUISIANA 

JOHN  RANDAL,  MIDLAND,  TEXAS 

JOHN  RICHARD,  DOVER,  DELAWARE 

JOHN  ROWLAND,  MODESTO,  CALIFORNIA 

JOHN  W.,  BATON  ROUGE,  LOUISIANA 

JOHN  WALTER,  FAIRFAX,  VIRGINIA 

JOHNIE  ALLEN,  DEL  CITY,  OKLAHOMA 

JOHNNIE  LEE,  MILWAUKEE,  WISCONSIN 

JOHNNIE  WILLIAM,  AUBURN,  CALIFORNIA 

JOHNNY  MARION,  BRONSON,  FLORIDA 

JOHNNY,  JR,  COLUMBUS,  MISSISSIPPI 

JOSEPH  A,  BELLEVUE,  WASHINGTON 

JOSEPH  ALBERT,  SANTA  BARBARA,  CALIFORNIA 

JOSEPH  D,  TRAVERSE  CITY,  MICHIGAN 

JOSEPH  DOUGLAS,  SAVANNAH,  GEORGIA 

JOSEPH  PAYTON,  JR,  ATLANTA,  GEORGIA 

JOSEPH  R.,  HILLSIDE,  NEW  JERSEY 

JUDITH  IRENE,  FORT  MYERS,  FLORIDA 

KEITH  R,  CLINTON,  ILLINOIS 

KENNETH  R,  OKLAHOMA  CITY,  OKLAHOMA 

KENNY  LEE,  MC  DONOUGH,  GEORGIA 

KEVIN  JOHN,  READING,  PENNSYLVANIA 

KEVIN  M.,  NEW  YORK,  NEW  YORK 

KEVIN  SCOTT,  MARTINSBURG,  WEST  VIRGINIA 

LARRY  DAVID,  LEESVILLE,  LOUISIANA 

LARRY  EUGENE,  OLATHE,  KANSAS 

LARRY  GUY,  KINGWOOD,  WEST  VIRGINIA 

LARRY  W.,  PANTEGO,  TEXAS 

LAURIE  RUSSELL,  SAN  JOSE,  CALIFORNIA 
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LAWRENCE,  BABYLON,  NEH  YORK 

LESLIE  L,  MALMSTROM  AFB,  MONTANA 

LEWIS  G.,  EAST  LANSING,  MICHIGAN 

LILE  R.,  ANTLERS,  OKLAHOMA 

LOUIS  C,  JACKSON,  MISSISSIPPI 

LOYD  W,  FAIRFAX,  VIRGINIA 

LYLE  E,  TACOMA,  WASHINGTON 

MARK  ALLEN,  RICHMOND,  INDIANA 

MARK  LEWIS,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

MARK  R,  WOODLAND,  CALIFORNIA 

MARSHALL  LEE,  ROME,  GEORGIA 

MARVIN  CECIL,  LAUREL,  MISSISSIPPI 

MARVIN  KENT,  ELKHORN,  WISCONSIN 

MERRELL  C,  BUFFALO,  NEW  YORK 

MICHAEL  ALAN,  SACRAMENTO,  CALIFORNIA 

MICHAEL  FRANCIS,  WEST  CHESTER,  PENNSYLVANIA 

MICHAEL  GEORGE,  AMES,  IOWA 

MICHAEL  LAWRENCE,  MACOMB,  ILLINOIS 

MICHAEL  ROBERT,  ELKO,  NEVADA 

MICHAEL  TERRANCE,  ST.  PAUL,  MINNESOTA 

MICHAEL  WAYNE,  LANSING,  KANSAS 

MYRON  LEROY,  TACOMA,  WASHINGTON 

NEIL  DOUGLAS,  FALLS  CHURCH,  VIRGINIA 

NORBERT  F.,  EVERGREEN  PARK,  ILLINOIS 

NORMAN  K.,  EAST  LANSING,  MICHIGAN 

NUMON  K,  SCOTTSBORO,  ALABAMA 

OCTAVIO  ALONSO,  TUSTIN,  CALIFORNIA 

ODDIS  MONROE,  HOUSTON,  TEXAS 

PATRICK  ALLEN,  CHOWCHILLA,  CALIFORNIA 

PAUL  F.,  NANTUCKET,  MASSACHUSETTS 

PAUL  M,  FRANKFORT,  KENTUCKY 

PAUL  RAYMOND,  NEW  ROADS,  LOUISIANA 

PRITCHARD  C,  JR.,  CULLOWHEE,  NORTH  CAROLINA 

RALPH  EDWARD,  SR,  HOUSTON,  TEXAS 

RALPH  LEROY,  PUEBLO,  COLORADO 

RANDOLPH  LINTON,  PORT  ANGELES,  WASHINGTON 

RANDY  DUANE,  ELK  CITY,  OKLAHOMA 

RANDY  RICHARD,  QUANTICO,  VIRGINIA 

REGINALD  LAWRENCE,  WASHINGTON,  DISTRICT  OF  COLUM 

RENNY  JAY,  SIDNEY,  OHIO 

RICHARD  CLIFFORD,  JR,  ALBANY,  NEW  YORK 

RICHARD  EDWIN,  ORANGEBURG,  NEW  YORK 

RICHARD  ERNEST,  MELROSE,  MASSACHUSETTS 

RICHARD  J,  LOS  ANGELES,  CALIFORNIA 

RICHARD  KENT,  BELLEVUE,  WASHINGTON 

RICHARD  LAVELAH,  GULFPORT,  MISSISSIPPI 

RICHARD  MICHAEL,  JR,  BOSTON,  MASSACHUSETTS 

RICHARD  RENNIE,  MERCER  ISLAND,  WASHINGTON 

RICHARD  WAYNE,  DALLAS,  TEXAS 

ROBERT,  BURBANK,  CALIFORNIA 

ROBERT  ALLEN,  FARMVILLE,  NORTH  CAROLINA 

ROBERT  ALLEN,  CARMEL,  INDIANA 

ROBERT  BERNARD,  JR,  WESTMONT,  ILLINOIS 

ROBERT  C,  ST.  JOSEPH,  MISSOURI 

ROBERT  D,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROBERT  DENNIS,  FREEPORT,  ILLINOIS 

ROBERT  G,  OAK  RIDGE,  TENNESSEE 

ROBERT  G.,  MADISON,  NEW  JERSEY 

ROBERT  GERARD,  FRAMINGHAM,  MASSACHUSETTS 

ROBERT  NEIL,  WOODWAY,  TEXAS 

ROBERT  VINCENT,  JR,  OAK  LAWN,  ILLINOIS 

ROBERT  W,  HUNTSVILLE,  ALABAMA 

ROBERT  WILLIAM,  PONTIAC,  MICHIGAN 

ROGER  TYRRELL,  ROCKFORD,  ILLINOIS 

ROHN  HYLAND,  MOUNT  SHASTA,  CALIFORNIA 

RONALD  A,  YAPHANK,  NEW  YORK 

RONALD  ARTHUR,  ROYAL  OAK,  MICHIGAN 

RONALD  CLIFTON,  LAWTON,  OKLAHOMA 

RONALD  E,  CHESTERLAND,  OHIO 

ROY  K.,  OCEANSIDE,  CALIFORNIA 

ROY  LEE,  SALT  LAKE  CITY,  UTAH 

RUSSEL  RENNE,  PLANTATION,  FLORIDA 

RUSSELL  G.,  SPARTA,  NEW  JERSEY 

SCOTT  GOODWIN,  MOUNTLAKE  TERRACE,  WASHINGTON 

SIDNEY  BURTON,  JR,  BEAUMONT,  TEXAS 

SIDNEY  DENNIS,  YERINGTON,  NEVADA 

STANLEY  A.,  PITTSBURGH,  PENNSYLVANIA 

STEPHEN  A.,  YAPHANK,  NEW  YORK 

STEPHEN  EDWARD,  OVERLAND  PARK,  KANSAS 

STEPHEN  JAMES,  SAVANNAH,  GEORGIA 

STEPHEN  K.,  JACKSONVILLE,  NORTH  CAROLINA 

STEPHEN  RAY,  JOHNSON  CITY,  TENNESSEE 

STEPHEN  WAYNE,  SUFFOLK,  VIRGINIA 

STEPHEN  WINN,  TULSA,  OKLAHOMA 

STEVEN  ARNOLD,  SR,  COLUMBIA,  SOUTH  CAROLINA 

STEVEN  DEAN,  LENEXA,  KANSAS 

STEVEN  Q.,  MAMMOTH  CAVE  NATIONAL  PARK,  KENTUCKY 

STEVEN  WAYNE,  SAN  DIEGO,  CALIFORNIA 

STUART  GREGORY,  SALT  LAKE  CITY,  UTAH 

SYLVESTER  P.,  OKLAHOMA  CITY,  OKLAHOMA 

TERRY  CORNELL,  CINCINNATI,  OHIO 

TERRY  L,  FORT  MEADE,  MARYLAND 

THOMAS  ALLEN,  ATLANTA,  GEORGIA 

THOMAS  D.,  UPLAND,  CALIFORNIA 

THOMAS  DWIGHT,  MEMPHIS,  TENNESSEE 

THOMAS  EDWARD,  ST.  PAUL,  MINNESOTA 

THOMAS  ELLIOTT,  LAWRENCEVILLE,  GEORGIA 

THOMAS  F,  AZTEC,  NEW  MEXICO 

THOMAS  J.,  TENAFLY,  NEW  JERSEY 

THOMAS  J.,  FORT  WORTH,  TEXAS 
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THOMAS  S,  PIKESVILLE,  MARYLAND 
TIMOTHY  JAY,  ATHENS,  GEORGIA 
TRACY  L,  MINEOLA,  NEH  YORK 
VAUGHAN  R.,  PLYMOUTH,  MICHIGAN    /.,n„1IUA 
VICTOR  EUGENE,  CHARLESTON,  SOUTH  CAROLINA 
VICTOR  H.,  JR.,  FLINT,  MICHIGAN 
HALTER  J,  MONTGOMERY,  ALABAMA 
HALTER  LEE,  ANDERSON,  INDIANA 
HAYNE  EDHARD,  SHREVEPORT,  LOUISIANA 
HILLIAM  A,  TORONTO,  CANADA 
HILLIAH  B,  BALTIMORE,  MARYLAND 
HILLIAM  B.,  BURBANK,  CALIFORNIA 
HILLIAM  CHARLES,  PHENIX  CITY,  ALABAMA 
HILLIAM  EDHARD,  JR,  KELLY  AFB,  TEXAS 
SMITH,  HILLIAM  EDHIN,  LAKE  HORTH,  FLORIDA 
SMITH,  HILLIAM  H,  PASADENA,  TEXAS 
SHITH,  HILLIAM  H,  CINCINNATI,  OHIO 
SMITH,  HILLIAM  HOBART,  EUGENE,  OREGON 
SMITH  HILLIAM  J.,  SADDLE  RIVER,  NEH  JERSEY 
SMITH,  HILLIAM  JOHN,  BROOKFIELD,  CONNECTICUT 

HILLIAM  RANDY,  MARTINSBURG,  HEST  VIRGINIA 
HILLIAM  THOMAS,  BURNET,  TEXAS 
HILLIAH  HESLEY,  HOLLAND,  MICHIGAN 
HINDELL  J,  CORPUS  CHRISTI,  TEXAS 
HORLEY  FRANCOIS,  GROTON,  CONNECTICUT 
SM'iTHEART,  RONALD  L.,  PLANO,  TEXAS  ^iiTcnDUIA 
SMITHER,  JOHN  BENJAHIN,  SAN  DIEGO,  CALIFORNIA 
SMITHERMAN,  MELVIN  THOMAS,  COLUMBIANA,  ALABAMA 
SHI THERS   CARL  ROBERT,  JR,  BECKLEY,  HEST  VIRGINIA 
SHITS.  DENNIS  LEE,  SOUTH  HOLLAND,  ILLINOIS 
SMOLLEY,  MICHELE  MARIE,  MINNEAPOLIS,  MINNESOTA 
SMYC,  STEPHEN,  AUBURN,  MAINE 
SMYTH,  ROGER  M,  LYNDHURST,  OHIO 
SNAVELY,  MICHAEL  HILLIAM,  ROLLA,  MISSOURI 
SNEDDEN,  TERRY  D. ,  SPOKANE,  HASHINGTON 
SNEED,  BOBBY  LAHRENCE,  DALTON,  GEORGIA 

JOHN  MANNING,  JR,  CHEYENNE,  HYOMING 
KENNETH  AUGUST,  NEH  YORK,  NEH  YORK 
LOREN  J.,  HUTCHINSON,  KANSAS 
ROBERT  L.,  BLOOMFIELD  HILLS,  MICHIGAN 
TIMOTHY  JOSEPH,  COON  RAPIDS,  MINNESOTA 
SNEUBAKER,  ARTHUR  CHARLES,  ATLANTIC  CITY   NEW  JERSEY 
SNELLING   RICHARD  NEIL,  JACKSONVILLE,  ILLINOIS 
SNELLING  HILLIAM  THOMAS,  II,  ESSEXVILLE  MICHIGAN 
SNELLINGS,  FREDERICK  D. ,  JR,  ATLANTA,  GEORGIA 
SNELSON,  JOHN  LAHRENCE,  BERKELEY,  MISSOURI 
SNELSON,  JOHN  HAYNE,  ARDMORE,  OKLAHOMA 
SNG,  JIN  POH,  SINGAPORE,  SINGAPORE 
SNIDER.  EMMETT  L,  HOMESTEAD,  FLORIDA 
SNIDER,  JEFFREY  ROALD,  GIG  HARBOR,  HASHINGTON 
SNIDER,  MARVIN  ASA,  NORTHVILLE,  MICHIGAN 
SNIDVONGS,  NADHAPIT,  BANGKOK,  THAILAND 
SNIPES,  THOMAS  H,  CHAPEL  HILL,  NORTH  CAROLINA 
SNITKIN,  HALTER  HYLIE,  HOUSTON,  TEXAS 
SNITHONGSE,  ISARAPHAN,  BANGKOK,  THAILAND 
SNODGRASS,  TERRANCE  MICHAEL,  ELKINS,  HEST  VIRGINIA 
SNODY,  JAMES  R.,  JR.,  EAST  LANSING,  MICHIGAN 
SNOH,  EVA  ELAINE,  ROME,  GEORGIA 

JAMES  HAROLD,  KANSAS  CITY,  KANSAS 
JAMES  MICHAEL,  MILLERSVILLE,  MARYLAND 
JOHN  E.,  CONCORD,  NEH  HAMPSHIRE 
ROBERT  A,  YAPHANK,  NEH  YORK 

MICHAEL  CHARLES,  CINCINNATI, 
ALBERT  D.,  FORT  LEONARD  HOOD, 
CURTIS  J.,  KALISPELL,  MONTANA 
D.H.,  EUPORA,  MISSISSIPPI 
DARRYL  IRVIN,  HINDSOR,  CANADA 
GEORGE  M,  PIKESVILLE,  MARYLAND 
HUGH  ROBERT,  PHILADELPHIA,  PENNSYLVANIA 
JAMES  JOHN,  SOUTH  BURLINGTON,  VERMONT 
JAMES  ROBERT,  BLUE  SPRINGS,  MISSOURI 
KENNETH  M. ,  ROCKFORD,  ILLINOIS 
LYNN  E,  ODESSA,  TEXAS 

ROBERT  EMERSON,  BRANT  BEACH,  NEH  JERSEY 
RONALD  HAYNE,  MORGANTOWN,  HEST  VIRGINIA 
THEODORE  P.,  ALLENTOHN,  PENNSYLVANIA 
THOMAS,  MIDDLETOHN,  CONNECTICUT 
HAYNE  ROY,  ELMIRA,  NEH  YORK    „„„«„,_ 
HESLEY  BERNARD,  JR,  CLEVELAND,  TENNESSEE 
HILLIAM  ALOYSIUS,  NEH  PROVIDENCE,  NEH  JERSEY 
HILLIAM  D.,  MARION,  OHIO 
,  HILLIAM  DAVID,  STUART,  FLORIDA 
SO  DANIEL  PING-HUNG,  HONG  KONG,  HONG  KONG 
SOARES,  STEPHEN  JOSEPH,  DARTMOUTH,  MASSACHUSETTS 
SOBBA,  ROBERT  LLOYDE,  CALDWELL,  IDAHO 
SOBCZAK,  EDHARD  C. ,  TOLEDO,  OHIO 

S08EIH,  MOHAMED  MOSTAFA,  CAIRO,  EGYPT   „.,„„,.,_, 
SOBERANES,  THOMAS  GERALD,  HALNUT  CREEK,  CALIFORNIA 
SOBERON,  TONY,  BRUSSELS,  BELGIUM 
SOBEY,  HILLIAM  J.,  AITKIN,  MINNESOTA 
SODEN,  KENNETH  E.,  EASTCHESTER,  NEH  YORK 
SODERBURG,  GREGORY  JOSEPH,  AVON,  CONNECTICUT 
SODERSTROM,  OSCAR  N.,  YAKIMA,  HASHINGTON 
SOEKARNA,  NANAN,  JAKARTA,  INDONESIA       UI„UT,.AU 
SOFFREDINE,  RALPH  LEONARD,  TRAVERSE  CITY,  MICHIGAN 
SOFIE,  JOHN  ROBERT,  SNOHOMISH,  HASHINGTON 
SOH,  ALLAN  CHEE-SENG,  SINGAPORE,  SINGAPORE 
SOHN,  DONG  YOUNG,  SEOUL,  KOREA    ,„.„_,.„ 
SOILEAU,  JOHN  HAYNE,  BATON  ROUGE,  LOUISIANA 
SOKE,  JOHN  JOSEPH,  JR,  EAST  BRUNSHICK,  NEH  JERSEY 


SNOH, 
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SNOH, 

SNOH, 

SNOHDEN, 

SNYDER, 

SNYDER, 
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CALIFORNIA 


SOL,  JOEL  R,  HELENA,  MONTANA 

SOLAN,  GERARD  JOHN,  SYRACUSE,  NEH  YORK  T_nuTA 
SOLANO,  MANUEL  JOSEPH,  HATSONVILLE,  CALIFORNIA 
SOLAR,  PATRICK  JOSEPH,  SYCAMORE,  ILLINOIS 
SOLARI,  CHARLES  HALTER,  PENSACOLA,  FLORIDA 
SOLARO,  DAVID  ALAN,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
SOLDANO,  DAVID  JOSEPH,  FORT  BRAGG,  NORTH  CAROLINA 

SOLDO,  SAVERIO,  MINEOLA,  NEH  YORK      

SOLIMAN,  CECILIO  SANTIAGO,  MANILA,  PHILIPPINES 

SOLIMANDO,  MICHAEL  J,  EMERSON,  NEH  JERSEY 

SOLIS,  ANTHONY  ETTORE,  JR,  STONE  HARBOR,  NEH  JERSEY 

SOLIS,  GEORGE  R.,  BROHNSVILLE,  TEXAS 

SOLIS,  JOE  M,  CORPUS  CHRISTI,  TEXAS 

SOLIS,  VICTOR  E.,  JR.,  AUSTIN,  TEXAS 

SOLLACK,  JOSEPH  A,  SOUTHINGTON,  CONNECTICUT 

SOLLECITO,  ANTHONY  JOSEPH,  HUNTINGTON  BEACH, 

SOLLIE,  HILLIAM  DUANE,  MERIDIAN,  MISSISSIPPI 

SOLLITTO,  ROBERT  A.,  REDMOND,  WASHINGTON 

SOLLOHUB,  MARK  RAYMOND,  SCHENECTADY,  NEH  YORK 

SOLOMON,  J  M,  DALLAS,  TEXAS 

SOLOMON.  LEO,  MC  KEESPORT,  PENNSYLVANIA 

SOLOMON  MORTON  BERNARD,  PHILADELPHIA,  PENNSYLVANIA 

SOLOMON,  ROBERT  HILLIAM,  GREENEVILLE,  TENNESSEE 

SOLOHITZ,  IRWIN  ALAN,  MIAMI  BEACH,  FLORIDA 

SOLTIS,  KENNETH  BERNARD,  YEADON,  PENNSYLVANIA 

SOMBOONSUB,  NOPADOL,  BANGKOK,  THAILAND 

SOMERS,  SAMUEL  DOCKE,  SR,  SACRAMENTO,  CALIFORNIA 

SOMIN,  LAWRENCE  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

SOMMELING,  HILLIAM  T,  TOMS  RIVER,  NEH  JERSEY 

SOMMER,  ANTONE  J.,  OAK  PARK,  ILLINOIS 

SOMMER,  ROBERT  J.,  YAPHANK,  NEH  YORK 

SOMMERHAUSE,  DALE  ARNOLD,  ST.  PAUL,  MINNESOTA 

SOMMERS,  HARRY  S,  JR,  FAIRFAX,  VIRGINIA 

SOMMERS,  RAY  T.,  COLUMBUS,  OHIO 

SOMO,  VENDESAN,  SINGAPORE,  SINGAPORE 

SONDERGAARD,  DONALD  L.,  MINEOLA,  NEH  YORK 

SONG,  CHONG  SUP,  SEOUL,  KOREA     ,...„„„.„,. 

SONGER,  ROBERT  LEROY,  VANCOUVER,  HASHINGTON 

SONNENFELD,  MELVIN  J.,  PIERRE,  SOUTH  DAKOTA 

SONNEVELD,  RUSSELL  BRIAN,  CHICAGO,  ILLINOIS 

SONNICK,  JOHN  MICHAEL,  BURLINGTON,  VERMONT 

SONORA,  REYES,  HEBSTER,  TEXAS  ......... 

SORAH,  DENNY  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SORCHIK,  ERIC  ALFRED,  HEST  TRENTON,  NEH  JERSEY 
1  SORDEN,  RONALD  EUGENE,  ANCHORAGE,  ALASKA 
SORENSEN,  BRADLEY  HAROLD,  SHAPE,  BELGIUM 

CLYDE  A.,  ST.  LOUIS  PARK,  MINNESOTA 
MOGENS,  COPENHAGEN,  DENMARK 
DARHIN  ALLEN,  MANKATO,  MINNESOTA 
SORENSON,  DUANE  E.,  CHALLIS,  IDAHO 
SORENSON,  EARL  E.,  MADISON,  HISCONSIN 
SORENSON,  FRED  M. ,  BRIGHAM  CITY,  UTAH 
SORFLATEN,  ODD  MAGNE,  MOLDE,  NORHAY 
SORGER,  EDHARD  MARTIN,  LACEY,  WASHINGTON 
SORRELL,  JOSEPH  MICHAEL,  BAKERSFIELD,  CALIFORNIA 
SORRENTINO,  THOMAS  RALPH,  NEW  YORK,  NEW  YORK 
SORTE,  GLENN  EUGENE,  LAS  VEGAS,  NEVADA 
SOSA-BARRENO,  JUAN  FRANCISCO,  QUITO,  ECUADOR 
SOSA-BOUVIER,  ALVARO,  MONTEVIDEO,  URUGUAY 
SOSA,  JESUS  B,  SANTA  FE,  NEW  MEXICO 
SOSEBEE,  EARNEST  E,  ONEONTA,  ALABAMA 
SOTIRESCU,  ION  GABRIEL,  BUCHAREST,  ROMANIA 
SOTO  VEGA,  CARLOS  ANTONIO,  PANAMA,  PANAMA 
SOTO-RASCON,  DOVER  JESUS,  CHICHUAHUA,  MEXICO 
SOTO,  ANTHONY  RICHARD,  METAIRIE,  LOUISIANA 
SOTO,  ROBERT  RONALD,  LA  MESA,  CALIFORNIA 
SOUCEK,  DENNIS  DEAN,  ST.  JOSEPH,  MICHIGAN 
VERNE  E.,  CARBONDALE,  COLORADO 
GEORGE  ELBERT,  CHESTER,  PENNSYLVANIA 
ROBERT  EDWARD,  ORLAND  PARK,  ILLINOIS 
,  JAMES  HERBERT,  PRINEVILLE,  OREGON 
SOUSA  MARTINS,  JOSE  AUGUSTO,  LISBON,  PORTUGAL 
SOUSA,  DENNIS  A.,  ARCATA,  CALIFORNIA 
SOUTER,  JAMES  M.,  DALLAS,  TEXAS  _„ijt„au 
SOUTH,  DELHIN  JAY,  GRAND  HAVEN,  MICHIGAN 
SOUTH,  ELTON  ADOLPH,  TUSCALOOSA  ALABAMA 
SOUTHWARD,  CHRISTOPHER  ROBERT,  ESSEX,  CANADA 
SOUTHHORTH,  JOHN  RAE,  JACKSON,  MICHIGAN 
SOUZA,  ALVARO  LUIZ,  RIO  DE  JANEIRO,  BRAZIL 
SOUZA,  RICHARD  JOHN,  FRESNO,  CALIFORNIA 
SOVASTION,  ANNETTE  MARIE,  KINGWOOD  WEST  VIRGINIA 
SOHARDS,  DALE  EDWARD,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SOHDERS,  RUDY  C,  ALTON,  ILLINOIS 
SOHELL,  RONALD  EUGENE,  LANCASTER,  SOUTH  CAROLINA 
SOHINSKI,  ANNE  REGINA,  NEW  YORK,  NEW  YORK 
SOWL,  FRED  FORREST,  DULUTH,  MINNESOTA 
SPAANS,  ARIE  ABRAHAM,  EDMONTON,  CANADA 
SPADA,  ALFRED  L,  SPRINGFIELD,  ILLINOIS 
SPADONI,  STANLEY  G,  STARKVILLE,  MISSISSIPPI 
SPAGNOLETTI,  DARYL  L,  MENOMONIE,  WISCONSIN 
SPAHR,  LAURENCE  CHARLES,  JAMAICA  NEW  YORK 
SPAIN  GEORGE  ASA,  GOLDSBORO,  NORTH  CAROLINA 
SPAIN  WILLIAM  WALTER,  EAST  WINDSOR,  NEW  JERSEY 
SPAINHOUR,  TONY  HENRyI  RALEIGH,  NORTH  CAROLINA 
SPALLINA,  FRANK  A.,  INDIANAPOLIS,  INDIANA 
SPANG,  JON  C,  COVINGTON,  KENTUCKY 
SPANGENBURG,  WILLIAM  M,  NEWBURGH  NEW  YORK 
SPANGLER,  SCOTT  ALAN,  JACKSONVILLE,  NORTH  CAROLINA 
SPANN,  DAVID  SCOT,  CONYERS,  GEORGIA 
SPANN   EUGENE  TIMOTHY,  SUMTER,  SOUTH  CAROLINA 


SORENSEN, 
SORENSEN, 
SORENSON, 


SOUCIE, 
SOUDER, 
SOUKUP, 
SOULES, 
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SPANM,  MERLIN  S  -  STALLHORTH,  LUKE  AMOS 


105  It 
117 
190 
140 
85  tt 
190 
198 
144 

103  tt 
114 
122  It 
100  tt 
123 

91  tt 
133 
181 
185 
142 
107 
122 
123 
184 
187 
107  * 
180 

95  tt 
122 
151 
197 
175 
143 
148 
168 

104  tt 
176 
197 
126 
171 
165 
161 
138  tt 
109 
186 
150 
101 
141 
164 

95  tt 
66  tt 

145  * 
130 
127 
198 

27 

25 

15 

89 

87 
192 
102 
151 
178 
110  tt 
135 
192 

23  * 
131 
133  tt 
177 

36 
194 

115  tt 

146  tt 

96  tt 
110 

57  tt 
198 
185 

93 
104 
175 

116  tt 
157 
137  tt 
199 
104  tt 
152 
125 
144 

117  tt 
165 
112  * 
131 
154 
167 
153 
147 

75  tt 
128  tt 
178 


SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARKS, 
SPARRY, 
SPATES, 


SPANN,  MERLIN  S,  SUSANVILLE,  CALIFORNIA 
SPANN,  RONALD  LEE,  TOLEDO,  OHIO 

SPANOVICH,  GEORGE  MICHAEL,  PADEN  CITY,  HEST  VIRGINIA 
SPARKE,  MICHAEL  ERNEST,  RRISBANE,  AUSTRALIA 
SPARKES,  HILFORD  S.,  MAYHOOD,  CALIFORNIA 
SPARKMAN,  LONNIE  R,  PAINESVILLE,  OHIO 
SPARKMAN,  THOMAS  JAMES,  JR,  WHARTON,  TEXAS 
SPARKS-BARNES,  REINALDO  LUIS,  SAN  JOSE,  COSTA  RICA 
SPARKS,  BILLY  E.,  MC  ALESTER,  OKLAHOMA 

CARL  L.,  BAKERSFIELD,  CALIFORNIA 
CLIFTON  DWAYNE,  ROSENBERG,  TEXAS 
JAMES  H,  LEXINGTON,  KENTUCKY 
JOHNNY  L,  ATLANTA,  GEORGIA 
KENNETH  R,  ENID,  OKLAHOMA 
LARRY  VINCENT,  EVANSVILLE,  INDIANA 
MONTY  GENE,  HENDERSON,  NEVADA 
PAULA  SUE,  MARIETTA,  GEORGIA 
RAYMOND  LEE,  CARSON  CITY,  NEVADA 
RICHARD  L,  ROME,  GEORGIA 
DONALD  LEIGH,  BRUNSHICK,  GEORGIA 
L  JEROME,  JACKSONVILLE,  FLORIDA 
SPATZ,  GARY  JOHN,  HAUSAU,  HISCONSIN 
SPAULDING,  WILLIAM  JEFFREY,  ELLICOTT  CITY,  MARYLAND 
SPAULDING,  WILLIAM  R,  BEAUFORT,  SOUTH  CAROLINA 
SPAWN,  MARK  ALAN,  FULTON,  NEW  YORK 
SPEAR,  RICHARD  A,  BELLOWS  FALLS,  VERMONT 
SPEARE,  CHARLES  DAVID,  NEW  ROCHELLE,  NEW  YORK 
SPEARMAN,  KENNETH  PALMER,  BUCHANAN,  GEORGIA 
SPEARMAN,  ROGER,  UNIVERSITY  CITY,  MISSOURI 
SPEARS,  CURTIS  LEE,  LOS  ANGELES,  CALIFORNIA 
SPEARS,  JAMES  EDWARD,  BOISE,  IDAHO 
SPEARS,  LYNN  ALVIN,  LITTLETON,  COLORADO 
SPEARS,  MICHAEL  TIMOTHY,  INDIANAPOLIS,  INDIANA 
SPEDDING,  HAROLD  E.,  WEST  TRENTON,  NEW  JERSEY 
SPEED  NEWMAN,  VIRGINIA  ELSIE,  WEST  COVINA,  CALIFORNIA 
SPEED,  DAVID  LEE,  NORFOLK,  ARMED  FORCES  EUROPE 
SPEER,  BRIAN  MATHIAS,  SYRACUSE,  NEW  YORK 
SPEER,  CHARLES  WAYNE,  LITTLE  ROCK,  ARKANSAS 
SPEERS,  GARY  GLENN,  NORMAL,  ILLINOIS 
SPEIDEL,  ARLAND  ALBERT,  CENTRALIA,  ILLINOIS 
SPEIGEL,  JOHN  HARTLEY,  HADDON  HEIGHTS,  NEW  JERSEY 
SPEIGHTS,  WALTON  A.,  JACKSON,  MISSISSIPPI 
SPEIGLE,  MICHAEL  DALE,  WARSAW,  INDIANA 
SPEIR,  RICKEY  LYNN,  BOSSIER  CITY,  LOUISIANA 
SPELL,  ROBERT  E.,  WILMINGTON,  NORTH  CAROLINA 
SPELLACY,  JOHN  MICHAEL,  PARKERSBURG,  WEST  VIRGINIA 
SPELLEN,  ANNETTE  LOUISE,  NEW  YORK,  NEW  YORK 
SPELLMAN,  IDA  B. ,  VENTURA,  CALIFORNIA 
SPELMAN,  WALLACE  R. ,  ALBANY,  NEW  YORK 
SPENARD,  EARL  JOSEPH,  JR,  GOLDEN,  COLORADO 
SPENCE,  DARRELL  VON,  LEVELLAND,  TEXAS 
SPENCE,  FREDDIE  MARSHALL,  LEXINGTON,  VIRGINIA 
SPENCE,  PHILLIP  REGAN,  LITTLETON,  COLORADO 
SPENCE,  WALTER  W. ,  RALEIGH,  NORTH  CAROLINA 
SPENCE,  WILLIAM  E.,  ATLANTA,  GEORGIA 
SPENCER,  ALBERT,  TUCKAHOE,  NEW  YORK 

ALLEN  L.,  HISCONSIN  RAPIDS,  WISCONSIN 
CHARLES  A,  BARTLESVILLE,  OKLAHOMA 
CHARLES  DEETON,  EAST  GRAND  RAPIDS,  MICHIGAN 
CHARLES  R,  ANADARKO,  OKLAHOMA 
CLEMENT  H,  MARSHFIELD,  WISCONSIN 
DAVID  ALLEN,  EASTON,  MARYLAND 
FREDERICK  R,  ST.  PAUL,  MINNESOTA 
GAROLD  LLOYD,  OKLAHOMA  CITY,  OKLAHOMA 
SPENCER!  GARY  LEE,  BOHLING  GREEN,  OHIO 
SPENCER,  GERALD  WILLIAM,  FLINT,  MICHIGAN 
JACK  LEE,  SAN  CARLOS,  ARIZONA 
KENNETH  MASON,  HEST  CARROLLTON,  OHIO 
LAWRENCE  EVANS,  VERO  BEACH,  FLORIDA 
RALPH  F.,  GRAND  ISLAND,  NEBRASKA 
RICHARD  MARK,  HOUSTON,  TEXAS 
ROBERT  D,  CHEYENNE,  WYOMING 
WILLIAM  FULTON,  BATON  ROUGE,  LOUISIANA 
SPERANZA,  JAMES  P.,  ROCHESTER,  NEW  YORK 
SPERE,  LOUIS  H.,  ALAMOGORDO,  NEH  MEXICO 
SPERLING,  MILES  HILLIAM,  LODI ,  CALIFORNIA 
SPERRY,  BRYAN  ALBERT,  JR,  COLUMBUS,  OHIO 
SPERRY,  DAVID  LEE,  HAHIAHA,  HAWAII 
SPES,  LEO  J.,  FREMONT,  NEBRASKA 
SPICER,  DONALD  N.,  ST.  LOUIS,  MISSOURI 
SPICER,  GWEN  MARIE,  ST.  LOUIS,  MISSOURI 
SPICHER,  CHARLES  R,  ALBUQUERQUE,  NEW  MEXICO 
SPICOCCHI,  CARL  LEE,  SWATARA,  PENNSYLVANIA 
SPICOCCHI,  SAMUEL  ROBERT,  MASSILLON,  OHIO 
SPIEGEL,  SAMUEL  LOUIS,  CORONA,  CALIFORNIA 
SPIEHAK,  FERDINAND  J,  PHILADELPHIA,  PENNSYLVANIA 
SPIGARELLI,  DOMINICK  FELIX,  MEDIA,  PENNSYLVANIA 
SPIGHT,  VIRGIL  LEE,  DETROIT,  MICHIGAN 
SPIKE,  RONALD  GEORGE,  PENN  YAN,  NEW  YORK 
SPILLAN,  JAMES  R,  DOVER,  DELAWARE 
SPINDEN,  JAMES  STUART,  HILLSBORO,  OREGON 
SPINDLER,  EDWARD  C,  SOMERVILLE,  NEW  JERSEY 
SPINKS,  JACK  L,  INDIANAPOLIS,  INDIANA 
SPINNER,  CLIFFORD  HUGH,  WILLIMANTIC,  CONNECTICUT 
SPIRES,  JAMES  MERRITTE,  JR,  CHAMPAIGN,  ILLINOIS 
SPIRITO,  MICHAEL  JOSEPH,  BERWYN,  PENNSYLVANIA 
SPIRLET,  RAYMOND  JOHN,  BOSTON,  MASSACHUSETTS 
SPIRUTA,  EDWARD  J,  ALBANY,  OREGON 
SPISAK,  DAVID  JOHN,  SAN  DIEGO,  CALIFORNIA 
SPITLER,  ROBERT  JOSEPH,  DAYTON,  OHIO 
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SPITTLER,  ERNEST  RICHARD,  HERSHEY,  PENNSYLVANIA 

SPITZ,  LOUIS  PAUL,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SPIVEY,  JOSEPH,  NEWPORT  NEHS,  VIRGINIA 

SPIVEY,  TONY  RAY,  OZARK,  ALABAMA 

SPLICHAL,  JOSEPH  WILLIAM,  LINCOLN,  NEBRASKA 

SPLITT,  REX  ANTHONY,  CRAIG,  COLORADO 

SPOERR,  LUDWIG,  TIROL,  AUSTRIA 

SPOGNARDI,  BILL  N.,  MANSFIELD,  OHIO 

SPOHN,  ROBERT  L.,  FORT  HARRISON,  INDIANA 

SPOHNHOLTZ,  GERALD  0.,  AUSTIN,  TEXAS 

SPOMER,  HENRY  LEE,  SACATON,  ARIZONA 

SPONAUGLE,  SIDNEY  LEE,  SOUTH  CHARLESTON,  WEST  VIRGINIA 

SPOONER,  KEITH  ANTHONY,  ALTUS,  OKLAHOMA 

SPOONER,  ROBERT,  PLANT  CITY,  FLORIDA 

SPOTTS,  DAVID  JONATHAN,  MECHANICSBURG,  PENNSYLVANIA 

SPRADLEY,  JESSE  RALPH,  JACKSONVILLE,  NORTH  CAROLINA 

SPRADLIN,  BOBBY  D.,  PORT  ARTHUR,  TEXAS 

SPRADLIN,  DENNIS  CRAIG,  BENTONVILLE,  ARKANSAS 

SPRADLIN,  LEVIS  J,  LAGRANGE,  GEORGIA 

SPRADLIN,  WALTER  DANIEL,  DUNCANVILLE,  TEXAS 

SPRADLING,  JAY  DEE,  TEMPE,  ARIZONA 

SPRAGUE,  BOBBY  LOUIS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SPRAGUE,  GEORGE  H. ,  CHICAGO  HEIGHTS,  ILLINOIS 

SPRAGUE,  LARRY  J.,  MESQUITE,  TEXAS 

SPRATZ,  GARLAND,  MADISON,  WISCONSIN 

SPRAWLS,  J.  M.,  AIKEN,  SOUTH  CAROLINA 

SPRAY,  CHARLIE  RAYMOND,  VALDOSTA,  GEORGIA 

SPRIGGS,  CARL  L.,  HUTCHINSON,  KANSAS 

SPRINGER,  HENRY  F.,  BABYLON,  NEW  YORK 

SPRINGER,  STEPHEN  MICHAEL,  FAIRVIEH  HEIGHTS,  ILLINOIS 

SPRINGS,  JAMES  ARNOLD,  JR,  COLUMBIA,  SOUTH  CAROLINA 

SPRINGSTEAD,  KEITH  KENNETH,  CHICKASHA,  OKLAHOMA 

SPRINKLE,  RONALD  NEAL,  FINCASTLE,  VIRGINIA 

SPROLES,  GLENN  PAUL,  BOSSIER  CITY,  LOUISIANA 

SPRUELL,  CHARLES  W,  SPRINGFIELD,  ILLINOIS 

SPRUILL,  WILLIAM  LAWRENCE,  CHESAPEAKE,  VIRGINIA 

SPRUNK,  CHARLES,  KIRTLAND  AFB,  NEW  MEXICO 

SPURLIN,  JERE  LEN,  FORT  MYERS,  FLORIDA 

SPURRIER,  CHESTER  S.,  ELIZABETHTOHN,  KENTUCKY 

SQUADRITO,  JOSEPH  M. ,  FORT  WAYNE,  INDIANA 

SQUIERS,  MARK  MICHAEL,  LOS  ANGELES,  CALIFORNIA 

SQUIRE,  DOUGLAS  JERALD,  MOAB,  UTAH 

SQUIRE,  ROBERTA  MAE,  LOS  ANGELES,  CALIFORNIA 

SQUIRE,  WILLARD  SEARLE,  JR,  FORT  CAMPBELL,  KENTUCKY 

SQUIRES,  ROBERT  S,  JR,  GOLDEN,  COLORADO 

SQUYARS,  WILLIAM  E.,  JACKSONVILLE,  FLORIDA 

SRIJAIYANTA,  PRACHIT,  BANGKOK,  THAILAND 

SROKA,  RICHARD  ANTHONY,  MILWAUKEE,  WISCONSIN 

ST  CLAIR,  RICHARD  DEAN,  CHATTANOOGA,  TENNESSEE 

ST  DENIS,  RICHARD,  MONTREAL,  CANADA 

ST  JOHN,  RICHARD  WESLEY,  BILLINGS,  MONTANA 

ST  JOHN,  W  RICHARD,  DOTHAN,  ALABAMA 

ST  LOUIS,  JAMES  QUINN,  MIDLAND,  MICHIGAN 

ST  ONGE,  JEFFREY  LYNN,  LOCKPORT,  NEH  YORK 

ST  PIERRE,  MARLA  ANNE,  SCARBOROUGH,  MAINE 

ST  PIERRE,  RICHARD  JOSEPH,  OTTAHA,  CANADA 

ST.  CLAIR,  CHAN  J.,  COLVILLE,  HASHINGTON 

ST.  CLAIR,  RICHARD  J.,  SAN  MATEO,  CALIFORNIA 

ST.  LAHRENCE,  AL,  SAVANNAH,  GEORGIA 

ST.  PIERRE,  LESLIE  F.,  COLUMBUS,  OHIO 

STABLES,  JOSEPH  R.,  SAN  DIEGO,  CALIFORNIA 

STABLES,  MARY  M. ,  SAN  DIEGO,  CALIFORNIA 

STABLES,  ROBERT  M. ,  REDWOOD  CITY,  CALIFORNIA 

STACER,  GERALD  EDWARD,  MT  CLEMENS,  MICHIGAN 

STACEY,  JACK  ROBERT,  JR,  ORLANDO,  FLORIDA 

STACEY,  JOHN  WESLEY,  BELLEVUE,  NEBRASKA 

STACHECKI,  MICHAEL  D,  DOVER,  DELAWARE 

STACHELEK,  WALTER  ROBERT,  WEST  POINT,  PENNSYLVANIA 

STACKHOUSE,  CARLOTTA  CUNNINGHAM,  COLUMBIA,  SOUTH  CAROLI 

STACKHOUSE,  DIANE  MARIE,  MOUNTVILLE,  PENNSYLVANIA 

STACKHOUSE,  GEORGE  B.,  Ill,  CHARLESTON,  SOUTH  CAROLINA 

STACKOWITZ,  JOHN  R. ,  NEW  YORK,  NEH  YORK 

STACY,  JAMES  E,  HHITEHALL,  OHIO 

STADLER,  KENNETH  EUGENE,  HOUSTON,  TEXAS 

STADTFELD,  JAMES  ARTHUR,  MARSHALL,  MICHIGAN 

STAEBELL,  DAVID  RONALD,  DENVER,  COLORADO 

STAEBELL,  THOMAS  R,  BUFFALO,  NEH  YORK 

STAEHLE,  ALAN  WALLACE,  BOULDER,  COLORADO 

STAFF,  WILLIAM  DOUGLAS,  BERKELEY,  MISSOURI 

STAFFORD,  DALE  K,  LADUE,  MISSOURI 

STAFFORD,  FREDERICK  LEE,  WAYNE,  MICHIGAN 

STAFFORD,  JAMES  T.,  JR,  FRANKLIN,  TENNESSEE 

STAFFORD,  MILLARD  D. ,  JR.,  BIG  SPRING,  TEXAS 

STAFFORD,  ROBERT  BARNARD,  JR,  MILTON,  VERMONT 

STAFFORD,  HILBUR  E,  JACKSONVILLE,  ILLINOIS 

STAFFORD,  WILLIE  RANSOME,  III,  GREENSBORO,  NORTH  CAROLI 

JOSEPH  J.,  JR.,  CINCINNATI,  OHIO 

LOUIS  ERVIN,  III,  TEXARKANA,  TEXAS 

FREDERICK  E,  INVER  GROVE  HEIGHTS,  MINNESOTA 

JAMES  F.,  YUMA,  ARIZONA 
STAHLl  ROLAND  BERTHOLD,  STOCKHOLM,  SWEDEN 
STALDER,  DALE  ALAN,  LARAMIE,  WYOMING 
STALDER,  FLOYD  EUGENE,  COEUR  D  ALENE,  IDAHO 
STALDER,  RONALD  BRUCE,  AUSTIN,  TEXAS 

STALLBAUMER,  LYNN  EDWARD,  JACKSONVILLE,  NORTH  CAROLINA 
STALLINGS,  JAMES  MICHAEL,  WILMINGTON,  DELAWARE 
STALLINGS,  JIMMY  ALEXANDER,  TAMPA,  FLORIDA 
STALLONE,  FRANK  MARTIN,  YAPHANK,  NEW  YORK 
STALLUP,  LARRY  S,  LAFAYETTE,  COLORADO 
STALLWORTH,  LUKE  AMOS,  SANFORD,  FLORIDA 
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STALVEY,  LESLIE  MARVIN,  JR  -  STERLING,  DANY  EARL 
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STALVEY,  LESLIE  HARVIN,  JR,  HAYCROSS,  GEORGIA 

STALY,  FREDERICK  JUSTIN,  ORLANDO,  FLORIDA 

STAHEY,  DOUGLAS  LEE,  GASTONIA,  NORTH  CAROLINA 

STAMILIO,  ANTHONY  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUM 

STAMPS,  JACK  HILSON,  AUSTIN,  TEXAS 

STAMPS,  ROBERT  E,  LITTLE  ROCK,  ARKANSAS 

STAN,  JOSEPH  RICHARD,  III,  AUSTIN,  TEXAS 

STANAHAY,  ROBIN  PRESTON,  GLOUCESTER,  VIRGINIA 

STANCEL,  ROBERT  JOHN,  HILLISTON,  NORTH  DAKOTA 

STANDARD,  AUBREY  N.,  BIG  SPRING,  TEXAS 

STANDEN,  MICHAEL  ROBERT,  ADELAIDE,  AUSTRALIA 

STANDEN,  THOMAS  K. ,  MARIPOSA,  CALIFORNIA 

STANDFEST.  STEVEN  RAE,  BEVERLY  HILLS,  MICHIGAN 

STANDLEY,  MELVIN  DEAN,  HOLLYHOOD,  FLORIDA 

STANDRIDGE,  JACK  DAVID,  ONEONTA,  ALABAMA 

STANDRIDGE,  LANNY,  TEMPE,  ARIZONA 

STANEK,  ROBERT  HESLEY,  CHESAPEAKE,  VIRGINIA 

STANFIELD,  HAROLD  HARREN,  JEFFERSON  CITY,  MISSOURI 

STANFORD,  GLENN  S,  PEARLAND,  TEXAS 

STANFORD.  NEVILLE  ARTHUR,  SYDNEY,  AUSTRALIA 

STANGO,  RALPH  P,  NEHARK,  NEH  JERSEY 

STANHOPE,  JAMES  S,  SR,  PORTLAND,  MAINE 

STANILAND,  RICHARD  GORDAN,  OXNARD,  CALIFORNIA 

STANKE,  JAMES,  NORTH  BRUNSHICK,  NEH  JERSEY 

STANKIEHICZ,  STANLEY,  PITTSFIELD,  MASSACHUSETTS 

STANKIEHICZ,  THOMAS  LAHRENCE,  PHILADELPHIA,  PENNSYLVANI 

STANKO,  ARNOLD  EDHARD,  HUNTING  VALLEY,  OHIO 

STANKO,  DAVID  JOHN,  FULLERTON,  CALIFORNIA 

STANKOHICZ,  MARTIN  J.,  NILES,  ILLINOIS 

STANLEY,  ALLAN  FRANCIS,  ENGLEWOOD,  COLORADO 

CLIFFORD  VERNON,  LITTLETON,  COLORADO 
DEAN  R.,  LANSING,  ILLINOIS 
GEORGE  HILLIAM,  COLUMBIA,  SOUTH  CAROLINA 
HENRY  HINFRED,  JR,  RICHMOND,  VIRGINIA 
JAMES  T,  DECATUR,  GEORGIA 
JOHNNY  EARNEST,  MOUNTAIN  BROOK,  ALABAMA 
JOSEPH  RICHARD,  EL  RENO,  OKLAHOMA 
KATHLEEN  ROSE,  IRVINE,  CALIFORNIA 
LEIGHTON  HANSEN,  MOORE,  OKLAHOMA 
STEVEN  THOMAS,  BRIGANTINE,  NEH  JERSEY 
SYLVESTER,  ALBUQUERQUE,  NEH  MEXICO 
THOMAS  JOSEPH,  RICHMOND,  VIRGINIA 
HALTER  CLIFTON,  SMITHFIELD,  NORTH  CAROLINA 
HILLIAM  ROBERT,  HATFIELD,  PENNSYLVANIA 
STANNARD,  GLENN  MICHAEL,  HINDSOR,  CANADA 
STANNARD,  MICHAEL  JOHN,  GLASGOH,  SCOTLAND 
STANNARD,  HILLARD  E.,  LEON  VALLEY,  TEXAS 
STANPHILL,  TERRY  RICHARD,  EL  CAMPO,  TEXAS 
STANSBURY,  ALLEN  FRANKLIN,  HASHINGTON,  DISTRICT  OF  COLU 
STANTON,  DAMIAN  KEVIN,  FLORENCE,  KENTUCKY 
DAVID  RAY,  HATERBURY,  VERMONT 
GARY  ROBERT,  FAIRFIELD,  CALIFORNIA 
GEORGE  EDHARD,  ATHERTON,  CALIFORNIA 
GREGORY  WAYNE,  INDIANAPOLIS,  INDIANA 
R.  RICHARD,  LAHRENCE,  KANSAS 
STANZIOLA  RODRIGUEZ,  JUAN  A,  PANAMA,  PANAMA 
STAPLE,  DENZIL  NELSON,  PORTLAND,  OREGON 
STAPLES,  PATRICK  THOMAS,  SPRINGFIELD,  ILLINOIS 
STAPLETON,  DENNIS  ALLEN,  HACO,  TEXAS 
STAPLETON,  LLOYD  LESLIE,  JR,  PIKEVILLE,  KENTUCKY 
STAPLETON,  ROBERT  ANDON,  RICHMOND,  VIRGINIA 
STARBARD,  HOHARD  RAY,  PALMER,  ALASKA 

STARCHER,  CHESTER  EUGENE,  SOUTH  CHARLESTON,  HEST  VIRGIN 
STARCK,  JAMES  JOSEPH,  ELLISVILLE,  MISSOURI 
STAREK,  HENRY,  VANCOUVER,  CANADA. 

STARGEL,  JAMES  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
STARK,  BILLY  DHAIN,  BOURBONNAIS,  ILLINOIS 
STARK,  TERRY  DAVID,  NEVADA,  IOHA 
STARK,  THOMAS  G.,  SACRAMENTO,  CALIFORNIA 
STARKE,  GARY  ROBERT,  SEDALIA,  MISSOURI 
STARKE,  ROBERT  GEORGE,  ROMEOVILLE,  ILLINOIS 
STARKEY,  ROBERT  DALE,  NAPOLEON,  OHIO 
STARKS,  LARRY  H,  LITTLE  ROCK,  ARKANSAS 
STARLEY,  CHARLES  HAYNE,  ATLANTA,  GEORGIA 
STARLING,  HAYHOOD  R.,  RALEIGH,  NORTH  CAROLINA 
STARLING,  HALTER  R,  BRUNSHICK,  GEORGIA 
STARNES,  JOHN  PATRICK,  GASTONIA,  NORTH  CAROLINA 
STARNES,  MARVIN  LEHIS,  CHESTERFIELD,  VIRGINIA 
STARNES,  MATTHEH  ANDREH,  MARIETTA,  GEORGIA 
STARR,  HENRY  BARRON,  CONYERS,  GEORGIA 
STARR,  HOHARD  E.,  TOPEKA,  KANSAS 
STARR,  LEON,  ST.  CLAIR  SHORES,  MICHIGAN 
STARRETT,  ROBERT  GERALD,  DOUGLASVILLE,  GEORGIA 
START,  TIMOTHY  LEE,  MIDVALE,  UTAH 
STARTEK,  RICHARD  L,  LACKAHANNA,  NEH  YORK 
STARZYNSKI,  FLORENCE  ALFF,  ARLINGTON,  VIRGINIA 
STASAITIS,  PAUL  ANTHONY,  HAHTHORNE,  NEH  YORK 
STATEN,  CHARLES  ALASKAS,  NEH  YORK,  NEH  YORK 
STATLER,  JOHN  CONHAY,  JR,  GREELEY,  COLORADO 
STATON,  NELSON,  GREENVILLE,  NORTH  CAROLINA 
STATUM,  JOSEPH  L.,  OXFORD,  OHIO 
STAUFFER,  HENRY  MICHAEL,  LOGAN,  UTAH 
STAUFFER,  JOSEPH  PAUL,  ALLENTOHN,  PENNSYLVANIA 
STAUFFER,  RONNIE  LLOYD.  SALISBURY,  MARYLAND 
STAUFFER,  ROYAL  L,  MT .  PLEASANT,  MICHIGAN 
STAUFFIGER,  JAMES  DAVID,  TOHN  OF  TONAHANDA,  NEH  YORK 
STAVELY,  JAMES  REYNER,  JR,  HAMPTON,  VIRGINIA 
STAVLO,  OMAR  TOM,  PRATT,  KANSAS 
STAYER,  KENNETH  J.,  HATKINS  GLEN,  NEH  YORK 
STAYTON,  EDHIN  JAMES,  SAN  BERNARDINO,  CALIFORNIA 
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STEACH,  JOSEPH  F.,  KANSAS  CITY,  KANSAS 

STEAD,  JAMES  FREDERICK,  HHITE  PLAINS,  NEH  YORK 

STEARNS,  THOMAS  TINSLEY,  SR,  ANCHORAGE,  ALASKA 

STEBBINS,  DANNY  ROBERT,  MIDDLETOHN,  CONNECTICUT 

STEBBINS,  ROBERT  H. ,  SANTA  ANA,  CALIFORNIA 

STEBLETON,  LARRY  RALPH,  ALBUQUERQUE,  NEH  MEXICO 

STECH,  THOMAS  JOSEPH,  COLCHESTER,  VERMONT 

STECKEL,  HELLS  SAFFORD,  ALBANY,  NEH  YORK 

STECKLER,  CRAIG  THEODORE,  FREMONT,  CALIFORNIA 

STEDMAN,  ROBERT  PAUL,  MEDFORD,  OREGON 

STEED,  HILL  H. ,  III,  ATHENS,  GEORGIA 

STEED,  JABUS  B. ,  ATLANTA,  GEORGIA 

STEEL,  ROBERT  DAVID,  JR,  PAGE,  ARIZONA 

STEELE,  CHARLES  EDWARD,  DERRY,  NEH  HAMPSHIRE 

STEELE,  EMILE  FRANCIS,  BILLERICA,  MASSACHUSETTS 

STEELE,  GERALD  H,  GRAND  RAPIDS,  MICHIGAN 

STEELE,  JAMES  H. ,  LYNCHBURG,  VIRGINIA 

STEELE,  JOHN  PERSHING,  HOPEHELL  JUNCTION,  NEH  YORK 

STEELE,  JOHN  RICHARD,  FLINT,  MICHIGAN 

STEELE,  KENNETH  RAYMOND,  CLEVELAND,  TENNESSEE 

STEELE,  ORMOND  ANDRE,  LAS  VEGAS,  NEVADA 

STEELE,  ROBERT  W. ,  GREENSBORO,  NORTH  CAROLINA 

STEELE,  ROGER  LANGTON,  WORCESTER,  MASSACHUSETTS 

STEELE,  STEVEN  REID,  TULSA,  OKLAHOMA 

STEELE,  WILLIAM  G,  GREAT  FALLS,  MONTANA 

STEELE,  WILLIAM  J,  FLAGSTAFF,  ARIZONA 

STEEN,  PHILIP  DUANE,  WACO,  TEXAS 

STEENBERG,  EDWARD  J,  ST.  PAUL,  MINNESOTA 

STEENBERGEN,  ROBERT  TIMOTHY,  FORT  HUACHUCA,  ARIZONA 

STEENO,  MILTON  G,  GREEN  BAY,  HISCONSIN 

STEEPY,  CALVIN  R. ,  TRENTON,  NEH  JERSEY 

STEERS,  DANIEL  HARLAN,  CINCINNATI,  OHIO 

STEEVES,  HARREN  LEE,  SACRAMENTO,  CALIFORNIA 

STEFAN,  WILLIAM  A,  WESTPORT,  CONNECTICUT 

STEFFEL,  JEFFREY  JOHN,  EAST  LANSING,  MICHIGAN 

STEFFEN,  EARL  C,  MIAMI  SPRINGS,  FLORIDA 

STEFFEN,  MERLE  KENNETH,  COLTON,  CALIFORNIA 

STEFFENILLA,  SAMUEL  CHARLES,  LEROY,  NEH  YORK 

STEGALL,  NOAH  A.,  THOMASVILLE,  GEORGIA 

STEGE,  HARRY  W,  GALVESTON,  TEXAS 

STEHLGENS,  SCOTT  DOUGLAS,  LIVINGSTON,  NEW  JERSEY 

STEHLING,  VERNON  MICHAEL,  AUSTIN,  TEXAS 

STEIDEL,  STEPHEN  EDWARD,  YAPHANK,  NEW  YORK 

STEIDINGER,  HERBERT  LEE,  CHARLESTON,  ILLINOIS 

STEIN,  DOUGLAS  KURT,  KENOSHA,  HISCONSIN 

STEIN,  GEORGE  KENNETH,  CHERRY  HILL,  NEH  JERSEY 

STEIN,  MICHAEL  PAUL,  ESCONDIDO,  CALIFORNIA 

STEIN,  ROBERT  D. ,  WALKER,  MINNESOTA 

STEINBECK,  ALLEN  F,  SPENCER,  IOWA 

STEINBERG,  STEVEN,  AVENTURA,  FLORIDA 

STEINER,  DOUGLAS  ROY,  ANCHORAGE,  ALASKA 

STEINER,  JERRY  LEE,  CANTON,  OHIO 

STEINER,  WILLIAM  CHRISTIAN,  ABSECON,  NEW  JERSEY 

STEINGRABE,  GLENN  RAYMOND,  BROCKHAY,  PENNSYLVANIA 

STEINGRAEBER,  THOMAS  JACK,  MADISON,  WISCONSIN 

STEINHORST,  MICHAEL  EDWARD,  JEFFERSON,  WISCONSIN 

STEININGER,  THOMAS  LOUIS,  SHAKOPEE,  MINNESOTA 

STEINLINE,  ROBERT  D.,  PERRYSBURG,  OHIO 

STEINMAN,  DONALD  CECIL,  BRIDGETON,  MISSOURI 

STELLACCI,  RICHARD  MICHAEL,  CARMEL,  NEW  YORK 

STELMA,  JOSEPH  GEORGE,  JR,  JACKSONVILLE,  FLORIDA 

STELMA,  LAWRENCE  ALAN,  GRAND  RAPIDS,  MICHIGAN 

STELZER,  ROBERT  LESLIE,  ALBUQUERQUE,  NEW  MEXICO 

STEMMELEN,  ERIC  JEAN,  PARIS,  FRANCE 

STEMPLE,  FRANK  DEWAYNE,  AKRON,  OHIO 

STEMPLE,  JESSE  RICHARD,  WHITEMARSH,  PENNSYLVANIA 

STEMPLE,  JOSEPH  C,  BLUE  BELL,  PENNSYLVANIA 

STENSON,  JOHN  WILLIAM,  PEORIA,  ILLINOIS 

STEO,  DOMINICK  VINCENT,  YAPHANK,  NEW  YORK 

STEPANOV,  JOHN  MICHAEL,  ST  PETERSBURG,  FLORIDA 

STEPANOVICH,  MARK,  STRONGSVILLE,  OHIO 

STEPHEN,  HERBERT  B,  WINNIPEG,  CANADA 

STEPHENS-LOCK,  THERESA  ANN,  FLINT,  MICHIGAN 

STEPHENS,  BILLY  ROY,  BIRMINGHAM,  ALABAMA 

STEPHENS,  BOBBY  R,  HAPEVILLE,  GEORGIA 

STEPHENS,  BRUCE  A.,  GARDEN  CITY,  GEORGIA 

STEPHENS,  CLAUDE  GORDON,  AMARILLO,  TEXAS 

STEPHENS,  DANIEL  MALLORY,  I,  CARMEL,  NEW  YORK 

STEPHENS,  DONALD  RAY,  IRVING,  TEXAS 

STEPHENS,  FRED  EMMETTE,  GAINESVILLE,  GEORGIA 

STEPHENS,  GARY  WOODROW,  LOS  ANGELES,  CALIFORNIA 

STEPHENS,  GEORGE  A.,  CHARLOTTE,  NORTH  CAROLINA 

STEPHENS,  HUBERT  LEE,  ATLANTA,  GEORGIA 

STEPHENS,  MICHAEL  ALAN,  ALLEN,  TEXAS 

STEPHENS,  MICHAEL  HAMPTON,  SR,  RALEIGH,  NORTH  CAROLINA 

STEPHENS,  NORMAN  FRED,  BROKEN  ARROW,  OKLAHOMA 

STEPHENS,  PATRICK  LEE,  CLEVELAND,  OHIO 

STEPHENS,  ROBERT  ALLEN,  KILLEEN,  TEXAS 

STEPHENS,  ROBERT  B.,  LOS  ANGELES,  CALIFORNIA 

STEPHENS,  ROGER  L.,  DES  MOINES,  IOWA 

STEPHENS,  WALLACE  F,  SANTA  ROSA,  CALIFORNIA 

STEPHENS,  WAYNE  ALLAN,  TIFFIN,  OHIO 

STEPHENS,  HAYNE  TIMOTHY,  ALLENTOHN,  PENNSYLVANIA 

STEPHENSON,  CHARLES  ALLEN,  ORANGE,  TEXAS 

STEPHENSON,  JOHN  T.,  UKIAH,  CALIFORNIA  „„,„,„,„,„.. 

STEPHENSON,  ROBERT  L.,  JR.,  WEST  POINT,  PENNSYLVANIA 

STEPNOWSKI,  EDWARD  A,  JR,  ROYAL  PALM  BEACH,  FLORIDA 

STEPP,  STEPHEN  JOHN,  NORTH  MIAMI,  FLORIDA 

STERBA,  JOHN  J,  MADISON,  WISCONSIN 

STERLING,  DANY  EARL,  CHICKASHA,  OKLAHOMA 
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STERLINSKI,  RAY  R  -  STOUT,  ANTHONY  ROBERT 


98  tt 
183 
150 

94 
158 
176 
131  tt 

94  tt 
126 
119 

93  tt 
147  tt 
123 
187 
125 

98  # 
140 
175 
191  # 
164 
119 
136 
184 
184 
151 

89 
117 
198 
146 

98 
193 
176 
174 

34  tt 
125  tt 

54  tt 
161 

85  tt 
185 
112  * 
197 

76  * 
104  * 
117  * 
180 
100 
143 
130 

96 
194 
115 

22  tt 
179 
160 
197 

74  tt 
158 
116 
118 
141  tt 
170 

36  tt 
115 
100 
169 
124 
166 

31  tt 

93  tt 
117  tt 
128 
190 
156 

68  It 
109 
181 
144 

97 

77 
158 
178 
169 
188 
190 
141 
173 
138 

95 

95  tt 
102  * 
145 

54  tt 
169 

51  tt 
132 
113 
153 
162 
197 
175 


STERLINSKI,  RAY  R,  HAYHARD,  CALIFORNIA 

STERMER,  REX  ALLEN,  FLAGSTAFF,  ARIZONA 

STERNER,  ROY  DONALD,  HILLSBOROUGH,  CALIFORNIA 

STERNEUS,  LEIF  A.,  MALMO,  SHEDEN 

STETAR,  JOHN  JAMES,  JR,  SOUTH  PADRE  ISLAND,  TEXAS 

ALAN  ROBERTS,  JACKSONVILLE,  NORTH  CAROLINA 
ALEXANDER,  SAN  FRANCISCO,  CALIFORNIA 
ALLISON  M,  SANTA  CRUZ,  CALIFORNIA 
DIANA  LEE,  BOUNTIFUL,  UTAH 
DONALD  HARVEY,  MAYFIELD  VILLAGE,  OHIO 
DONALD  K.,  SAN  ANTONIO,  TEXAS 
EDHARD  ALLEN,  FAIRFAX,  VIRGINIA 
EVERETT  HERBERT,  GAINESVILLE,  FLORIDA 
GEORGE  HILLIAM,  CAMBRIDGE,  CANADA 
GREGORY  ALVIN,  CHARLES  TOHN,  HEST  VIRGINIA 
JAMES  R.,  GREENHOOD,  MISSISSIPPI 
JIMMY  MURL,  AMARILLO,  TEXAS 
JOHN  LOUIS,  AUBURN  HILLS,  MICHIGAN 
JOHN  THOMAS,  CONCORD,  NEW  HAMPSHIRE 
KATHRYN  JEANNETTE,  FORT  HAYNE,  INDIANA 
MARK  DONALD,  LOS  ANGELES,  CALIFORNIA 
MARK  PATRICK,  ALBANY,  NEH  YORK 
MICHAEL  LEE,  KENNEDY  SPACE  CENTER,  FLORIDA 
PAULA,  CHRISTCHURCH,  NEH  ZEALAND 
PETER  ROY,  HONG  KONG,  HONG  KONG 
RALPH  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RAYMOND  A,  OSSINING,  NEH  YORK 
RICHARD  LYLE,  HILLSBORO,  MISSOURI 
ROBERT  DANIEL,  NOBLESVILLE,  INDIANA 
ROBERT  G.,  BATAVIA,  NEH  YORK 
RONALD  DEAN,  BALTIMORE,  MARYLAND 
RONALD  FRANCIS,  HASHINGTON,  DISTRICT  OF  COLUMB 
ROY  EDHIN,  FORT  HAYNE,  INDIANA 
THOMAS  L.,  JR.,  SAN  FRANCISCO,  CALIFORNIA 
WALTER  CHARLES,  SOUTHAMPTON,  PENNSYLVANIA 
HILLIAM  C,  DAYTON,  OHIO 
HILLIAM  LEHIS,  NEHARK,  NEH  JERSEY 
CHARLIE  C,  KUALA  LUMPUR,  MALAYSIA 
GERALD  HAYNE,  MARSEILLES,  ILLINOIS 
JACKSON  B.,  TEMPLE,  TEXAS 
JOSEPH  FRANCIS,  NORTH  HILDHOOD,  NtH  JERSEY 
PHILIP  B.,  REDDING,  CALIFORNIA 

STEVER,  LESLIE  J,  MONTGOMERYVILLE,  PENNSYLVANIA 

STEHARD,  DONALD  B.,  TEXARKANA,  ARKANSAS 
DOROTHY  MAE,  CHICAGO,  ILLINOIS 
JOHN  A,  JR,  CHERRY  POINT,  NORTH  CAROLINA 
MORRIS  LAVELLE,  CHICAGO,  ILLINOIS 
OTIS  LYNN,  FORT  MEADE,  MARYLAND 
ALAN  R,  ODESSA,  TEXAS 

ALFRED  CHARLES,  JR,  GREENSBORO,  NORTH  CAROLINA 
CHARLES  E.,  FILLMORE,  UTAH 
D.  LAMAR,  ALBANY,  GEORGIA 
DON  MONROE,  GAUTIER,  MISSISSIPPI 
DOUGLAS,  JR,  JACKSON,  MISSISSIPPI 
EDHARD  EUGENE,  PASCAGOULA,  MISSISSIPPI 
EUGENE  E.,  REDHOOD  CITY,  CALIFORNIA 
FRANCIS  MATTHEH,  SANFORD,  FLORIDA 
GARY  A.,  CANANDAIGUA,  NEH  YORK 
GARY  SCOTT,  KEYSER,  WEST  VIRGINIA 
GEORGE  HOUSTON,  LOUISVILLE,  KENTUCKY 
GERALDINE  SUE,  HOUSTON,  TEXAS 
HAROLD  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
JAMES  K.,  OAKLAND,  CALIFORNIA 
JAMES  H.,  NIXON,  TEXAS 
JERRY  DEAN,  AMES,  IOHA 
JIMMIE  LEE,  FARMINGTON,  UTAH 
JOHN  DAVID,  OREGON  CITY,  OREGON 
KARL  FREDERICK,  FULTON,  NEW  YORK 
KENNETH  F,  BALTIMORE,  MARYLAND 
KENNETH  RAY,  STOCKTON,  CALIFORNIA 
LARRY  ELDON,  CANTON,  MICHIGAN 
MARK  EDWARD,  TRAVERSE  CITY,  MICHIGAN 
MICHAEL  HUGH,  OXFORD,  MISSISSIPPI 
NORMAN  M,  WINNIPEG,  CANADA 
PAUL  R.,  PICKENS,  SOUTH  CAROLINA 
RALPH  CHRISTOPHER,  BRUNSHICK,  GEORGIA 
ROBERT  LOUIS,  ORMOND,  FLORIDA 
ROBERT  M,  SR,  COLUMBIA,  SOUTH  CAROLINA 
RONDELL  F,  INDEPENDENCE,  MISSOURI 
HAYNE  ARTHUR,  JAMESTOWN,  NEW  YORK 
THOMAS  GERARD,  MEDINA,  OHIO 

STICA,  KENNETH  FRANK,  VESTAL,  NEH  YORK 

STICKLER,  PAUL  ANDREW,  SOUTHAMPTON,  HAMPSHIRE,  ENGLAND 

STICKLER,  THOMAS  JAY,  HORSEHEADS,  NEH  YORK 

STICKNEY,  HERBERT  EUGENE,  NISKAYUNA,  NEH  YORK 

STIEFER,  CHARLES  CLAYTON,  DURANT,  OKLAHOMA 

STIEFER,  FLOYD  WAYNE,  JACKSONVILLE,  TEXAS 

STIEG,  HAROLD  E.,  HACO,  TEXAS 

STIEGLER,  WILBUR  J.,  LARGO,  FLORIDA 

STIEL,  VERNON  J.,  SALT  LAKE  CITY,  UTAH 

STIERS,  JAMES  MICHAEL,  AURORA,  COLORADO 

STIFFLER,  J.  E.,  SR.,  PUEBLO,  COLORADO 

STIFTAR,  ROBERTA  KANE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

STIGALL,  JACK,  BRISTOL,  VIRGINIA 

STIGLER,  THOMAS  HENRY,  HAUKESHA,  WISCONSIN 

STIKA,  JAMES  J.,  ST.  LOUIS,  MISSOURI 

STILES,  DAVID  PAUL,  DOYLESTOHN,  PENNSYLVANIA 

STILES,  JOSEPH  CARROLL,  KINGHOOD,  WEST  VIRGINIA 

STILES,  JOSEPH  EUGENE,  MACON,  GEORGIA 

STILES,  KEITH  ALISON,  LEESBURG,  VIRGINIA 


STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENS 

STEVENSON, 

STEVENSON, 

STEVENSON, 

STEVENSON, 

STEVENSON, 


STEWARD 
STEWARD 
STEWARD 
STEHARD 
STEHART 
STEHART 
STEHART 
STEHART 
STEHART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEHART 
STEHART 
STEHART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEWART 
STEYER, 


128 
135  tt 
152 

4  tt 
167 

18  tt 

86  tt 
130 

93  tt 
180 
188 

84 
155 
113 
139 
146  tt 
192 
147 
171  tt 
125 
135  tt 
194 
178  tt 
157 
157  tt 

53  tt 

151  tt 
168  tt 
108  tt 

92 
180 
121  tt 
153 

90  # 
160 
170 

98 

16  tt 
193 
133 
139 
172 

46  * 
197 
187 

36  tt 
148 

68  tt 

71  tt 
166 
185 
194 
180 
169 
155 

68  tt 
108  tt 
101 
165 
148 
113 
137 

95 
107  ft 

152  tt 
189 

58  tt 
112  tt 
128 
143 
175 
192 
143 
104 
181 
101  * 
173 

55  tt 
182 

60  tt 
121 
118 
148 
121 
150  tt 
194 
199 

99  tt 
161 
138 
119 
187 
170 
194 
161 
194 
173 
125 
118 
151 


STILL, 
STILL, 
STILL, 


STILES,  LESTER  WHITNEY,  BEND,  OREGON 
STILES,  LOUIS  RAY,  FRANKFORT,  KENTUCKY 
STILES,  ROBERT  JOE,  EVERETT,  HASHINGTON 
STILL,  FRANK  (SA,  FBI-RETIRED),  APPALACHIA,  VIRGINIA 
STILL,  GUY  MICHAEL,  CAMDEN,  NEW  JERSEY 
J.  CHARLES,  KINGSPORT,  TENNESSEE 
RONALD  R,  PORTLAND,  OREGON 

STANLEY  G,  JR,  TOHN  OF  POUGHKEEPSIE,  NEH  YORK 
STILLINGS,  ROGER  D. ,  URBANA,  OHIO 
STILLMAN,  RICHARD  BATTELLE,  WALPOLE,  MASSACHUSETTS 
STILLS,  MICHAEL  LAHRENCE,  LAKE  STATION,  INDIANA 
STILSON,  FREDERICK  C,  MARIETTA,  GEORGIA 
STILHELL,  DARREL  EDSEL,  RICHMOND,  VIRGINIA 
STILWELL,  LESLIE  E.,  HARRISBURG,  PENNSYLVANIA 
STIMSON,  JOHN  KEITH,  NEWINGTON,  NEW  HAMPSHIRE 
STIMSON,  RICHARD  FRANCIS,  ROCKY  RIVER,  OHIO 
STINE,  CHRISTOPHER  C,  LOUISVILLE,  KENTUCKY 
STINE,  JOSEPH  JAMES,  PHILADELPHIA,  PENNSYLVANIA 
STINE,  PIERCE  CHARLES,  JR,  FREDERICK,  MARYLAND 
STINEBOWER,  KELLEY  M,  EAST  LANSING,  MICHIGAN 
STINNER,  FREDERICK  A,  JERSEY  CITY,  NEH  JERSEY 
STINSON,  EDHARD  FRANCIS,  PHILADELPHIA,  PENNSYLVANIA 
STINSON,  JAMES  KEITH  GLENN,  WINNIPEG,  CANADA 
STINSON,  WILLIAM  TAYLOR,  NORTON  AFB,  CALIFORNIA 
STIPES,  KENNETH  HAYNE,  SAN  DIEGO,  CALIFORNIA 
STIPS,  JOHN  A.,  MANCHESTER,  NEH  HAMPSHIRE 
STITES,  CLYDE  MICHAEL,  PORTLAND,  OREGON 
STITZ,  PAULA  GRAY,  EUREKA  SPRINGS,  ARKANSAS 
STITZEL,  RICHARD  A.,  GOHANDA,  NEH  YORK 
STIVALA,  SEBASTIAN  J.,  JR.,  ELIZABETH,  NEW  JERSEY 
STOBBE,  MARCELLE  HENRY,  WESTLAND,  MICHIGAN 
STOCK,  DONALD  EARL,  FARMINGTON,  NEW  MEXICO 
STOCK,  GREGORY  JOSEPH,  SANTA  BARBARA,  CALIFORNIA 
STOCKER,  WILLIAM  E,  ORRVILLE,  OHIO 
STOCKHAM,  RICHARD  ALLAN,  LANCASTER,  CALIFORNIA 
STOCKS,  GREGORY  ALLEN,  LEESBURG,  VIRGINIA 
STOCKS,  SAMUEL  E,  SCOTT  AFB,  ILLINOIS 
STOCKTON,  JAMES  M. ,  JACKSON,  MISSISSIPPI 
STOCKY,  ERIC  CHARLES,  HASHINGTON,  VIRGINIA 
STODDARD,  HILLIAM  LAHRENCE,  ALLEN  PARK,  MICHIGAN 
STOECKLE,  LAHRENCE  ARTHUR,  WILTON,  CONNECTICUT 
STOEHR,  KEVIN  JOHN,  MOUNT  LEBANON,  PENNSYLVANIA 
STOFEL,  BERNARD  0.,  COLUMBIA,  TENNESSEE 
STOFER,  THOMAS  LELAND,  AUBURN,  ALABAMA 
STOJCEVSKI,  UROS  STOJAN,  SKOPJE,  MACEDONIA 
STOKES,  ABJOHN  C,  HARTFORD,  CONNECTICUT 
STOKES,  ALVIN,  SAVANNAH,  GEORGIA 
STOKES,  CARL  B,  COLUMBIA,  SOUTH  CAROLINA 
STOKKOS,  PAVLOS  ZENONOS,  NICOSIA,  CYPRUS 
STOKOWSKI,  RONALD  R,  MILLBURY,  MASSACHUSETTS 
STOLL,  ALBERT  FRED,  BRIGHTON,  COLORADO 
STOLL,  LARRY  CHARLES,  ADDISON,  ILLINOIS 
STOLLARD,  ROGER  ALLEN,  NEWARK,  OHIO 

STOLLSTEIMER,  JOHN  CHRISTOPHER,  BLACKWOOD,  NEW  JERSEY 
STOLZE,  GERALD  LOUIS,  GLENDALE,  CALIFORNIA 
STONE,  ANDREW  IRBY,  FLORENCE,  SOUTH  CAROLINA 
ARNOLD  J.,  CHUBBUCK,  IDAHO 
C.  DAVID,  PICKENS,  SOUTH  CAROLINA 
CHARLES  HENRY,  JR,  NORFOLK,  MASSACHUSETTS 
CHARLES  STENIUS,  ATLANTA,  GEORGIA 
DENNIS  W.,  FORT  WORTH,  TEXAS 
EARL  PAUL,  OMAHA,  NEBRASKA 
GEORGE  P.,  DOHNEY,  CALIFORNIA 
J  T,  MEMPHIS,  TENNESSEE 
STONE,  KEITH  HARREN,  BLOOMINGTON,  MINNESOTA 
STONE,  KELLEY  EDMONDS,  MC  KINNEY,  TEXAS 
STONE,  KENDALL  J.,  SAN  BERNARDINO,  CALIFORNIA 
STONE,  KENNETH  E,  MESA,  ARIZONA 

LARRY  WAYNE,  MATHEWS,  VIRGINIA 
MARVIN  CLIFFORD,  GRAND  RAPIDS,  MICHIGAN 
PAUL  ANDREH,  FRAMINGHAM,  MASSACHUSETTS 
RICHARD  BRYAN,  OAK  RIDGE,  TENNESSEE 
RICK  DON,  HOLLYHOOD,  FLORIDA 
ROBERT  E.,  HUTCHINSON,  KANSAS 
STANLEY  MICHAEL,  RUSTON,  LOUISIANA 
STANTON  E,  HARVARD,  ILLINOIS 
STEPHEN  WALTER,  SAN  DIEGO,  CALIFORNIA 
WALTER  E.,  NORTH  SCITUATE,  RHODE  ISLAND 
HILLIAM  ERNEST,  HIGHLAND  FALLS,  NEH  YORK 
STONE,  WILLIAM  ROY,  LONGVIEH,  TEXAS 
STONEBRAKER,  VICKI  L,  FORT  HAYNE,  INDIANA 
STONEMAN,  VIRGIL  KENNETH,  ROANOKE,  VIRGINIA 
STONER,  ROY  DANIEL,  PHILADELPHIA,  PENNSYLVANIA 
DANIEL  JOSEPH,  LAS  VEGAS,  NEVADA 
BARRY  DAVID,  FORT  LEAVENHORTH,  KANSAS 
RONALD  DEAN,  MARIETTA,  GEORGIA 
RONALD  EUGENE,  HURLBURT  FIELD,  FLORIDA 
THOMAS  A,  NASHVILLE,  TENNESSEE 
STORM,  DOUGLAS  DHIGHT,  SANTA  ANA,  CALIFORNIA 
STORRAR,  THOMAS,  JR,  NAPLES,  FLORIDA 
STORTEN,  HILLIAM  ANTON,  ERIE,  PENNSYLVANIA 
STORTI,  ANTHONY  ALBERT,  WEST  CHESTER,  PENNSYLVANIA 
STORY,  MELVIN  JOROY,  SOMERVILLE,  MASSACHUSETTS 
STORY,  RANDALL  NATHAN,  SEARCY,  ARKANSAS 
STOTESBURY,  PAUL  ALAN,  SHAFTER,  CALIFORNIA 
STOTT,  KENNETH  NELSON,  PRINCE  HILLIAM,  VIRGINIA 
STOTT,  LARRY  ALAN,  SALT  LAKE  CITY,  UTAH 
STOUGH,  ELOISE  MARTIN,  TUSCALOOSA,  ALABAMA 
STOUGH,  HOYT  DALE,  BIRMINGHAM,  ALABAMA 
STOUT,  ANTHONY  ROBERT,  FRESNO,  CALIFORNIA 


STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 


STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 
STONE, 


STOPKA, 
STOREY, 
STOREY, 
STOREY, 
STOREY, 
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STOUT,  BOBBY  F  -  SULLIVAN,  ROLAND  D. 


100 

133  * 

197 

161 

131  tt 

133 

196 

80  tt 
167 
127 
142  tt 
179 
183 
191 
106  tt 
173 

58  tt 
180 

73 
123 
1H 

12  * 
196 
176 

95 
129 
109 

66 

86  tt 
173 
119 

90 
121  tt 

31  It 

94 
162 
103  tt 

118  tt 
195 
156 
165 

119  tt 
159  tt 

93  tt 
123 
183 
177 
182 
171 

71  tt 
112 
122 

120  tt 
95 

171 
155 
119 
113 
154  tt 
140  tt 
162 
131 

97 
198 
124 
162 
182 
109 
166 
193 
194 
118 

76  H 
132 
195 
150 

99  tt 
179 
109 

99  * 
125  * 
147 

90  fl 
181 
176 
118 
163 
191 
196 

67  h 
119  « 

95  < 
176 
131 
184 
133 
130 
138 
140 
124  t, 


STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 
STOUT, 


STOVLR, 
STOVER, 
STOVER, 
STOVER, 
STOVER, 
STOVERN 


STRAIT, 
STRAKA, 
STRAND, 
STRAND, 


STRATTON, 
STRATTON, 
STRATTON, 
STRATTON, 
STRATTON, 
STRATTON, 


BOBBY  F,  HICHITA,  KANSAS 
CONNIE  HAXINE,  PHOENIX,  ARIZONA 
DANIEL  ALAN,  MUSKEGON,  MICHIGAN 
DAVID  RUSSELL,  PALATKA,  FLORIDA 
EDHARD  FREDERICK,  FONTANA,  CALIFORNIA 
JAMES  HILLIAM,  LAGRANGE,  INDIANA 
JOHN  MARK,  OKLAHOMA  CITY,  OKLAHOMA 
JOSEPH  E.,  LAKE  CHARLES,  LOUISIANA 
RICHARD  NOEL,  MURFREESBORO,  TENNESSEE 
THOMAS  LESLIE,  PENSACOLA,  FLORIDA 
HILLIAM  GEORGE,  JR,  CLARKS  SUMMIT,  PENNSYLVANIA 
STOUTHAMER,  DONALD  CRAIG,  HAYNE,  NEH  JERSEY 
STOVALL,  A  RONALD,  HOPE,  ARKANSAS 
STOVALL,  HAYNE  EUGENE,  BELLMEAD,  TEXAS 
STOVALL,  HILLIAM  F.,  JR.,  LONG  BEACH,  CALIFORNIA 
STOVES,  DAVID  HAILE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HERSCHEL  B.,  AURORA,  ILLINOIS 
JAMES  MICHAEL,  OFALLON,  ILLINOIS 
JAMES  R,  BROKEN  ARROH,  OKLAHOMA 
RICHARD  LEO,  DETROIT,  MICHIGAN 
HILLIAM  K.,  ARLINGTON,  VIRGINIA 
ELMER  OTTO,  ST.  PAUL,  MINNESOTA 
STOWE,  RONALD  MELVIN,  HIGH  POINT,  NORTH  CAROLINA 
STOYE,  GABRIELLE  JEANETTE,  FORT  MEADE,  MARYLAND 
STRACHAN,  HILTON  G,  NASSAU,  BAHAMAS 
STRACK,  HILLIAM  EDHARD,  SPENCER,  NEH  YORK 
STRACKBEIN,  CHARLES  K,  ODESSA,  TEXAS 
STRADER,  HILLIAM  STEWART,  MORGANTOWN,  HEST  VIRGINIA 
STRAHAN,  DONALD  L.,  RICHMOND,  INDIANA 
STRAHLER,  THOMAS  CHARLES,  GREENVILLE,  PENNSYLVANIA 
STRAIN,  BRUCE  HAZLITT,  JR,  HAZEL  CREST,  ILLINOIS 
EDHARD  M.,  CHESTER,  NEH  JERSEY 
GEORGE  JOHN,  CONCORD,  CALIFORNIA 
ALVIN  M.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
DONALD  H.,  IOHA  CITY,  IOHA 
STRANDELL,  JOHN  LESLIE,  GREAT  FALLS,  MONTANA 
STRANGE,  ROBERT,  ORLANDO,  FLORIDA 
STRATE,  DONALD  EUGENE,  ST.  LOUIS,  MISSOURI 
STRATER,  STUART  ALLEN,  CINCINNATI,  OHIO 
STRATTON,  JACK  HOWARD,  COLTON,  CALIFORNIA 
JAMES  PAUL,  COLUMBUS,  OHIO 
NEAL  J,  COLORADO  SPRINGS,  COLORADO 
NEIL  ROBERT,  WALNUT  CREEK,  CALIFORNIA 
RAYMOND  W,  CHEYENNE,  WYOMING 
RICHARD  ALLEN,  TYLER,  TEXAS 
ROBERT  GREGORY,  ROSEBURG,  OREGON 
STRAUB,  JEFFREY  JARED,  MCGREGOR,  TEXAS 
STRAUBE,  CONRAD  ARTHUR,  WILLOUGHBY,  OHIO 
STRAUGHAN,  CHARLES  DOUGLAS,  HILLSBORO,  OREGON 
STRAHDERHAN,  LEONARD  L.,  AKRON,  OHIO 
STRAYER,  KENNETH  R.,  PAINESVILLE,  OHIO 
STRAYHORN,  EDHARD  EUGENE,  J,  GAINESVILLE,  GEORGIA 
STRAYHORN,  LARRY  LEE,  MEMPHIS,  TENNESSEE 
STREAGLE,  DAVID  W. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
STREET,  FRED  HALTER,  JR,  HASHINGTON,  PENNSYLVANIA 

ROBERT  SCOTT,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
RONALD  DALE,  JOHNSON  CITY,  TENNESSEE 
STEPHEN  H.,  BIRMINGHAM,  ALABAMA 
THOMAS  EDHARD,  REDFORD,  MICHIGAN 
STREETER,  JOHN  HILLIAM,  JR,  YAPHANK,  NEH  YORK 
STREETS,  JUDY  ELIZABETH,  EAU  CLAIRE,  WISCONSIN 
STREHLOW,  STEPHEN  LESLIE,  MINNEAPOLIS,  MINNESOTA 
STRELNECK,  MARTIN  A,  JR,  BRIDGEPORT,  CALIFORNIA 
STRESSMAN,  JOHN  HILLIAM,  JACKSON,  MICHIGAN 
STRICKER,  ROGER  HENRY,  AUBURN,  MAINE 
STRICKLAND,  FRANK  TERRELL,  JR,  ATHENS,  GEORGIA 
STRICKLAND,  RALPH  HERBERT,  SR,  RALEIGH,  NORTH  CAROLINA 
STRICKLAND,  RANDALL  E.,  MARIETTA,  GEORGIA 
STRICKLIN,  LEE  ELMER,  HOOVER,  ALABAMA 
STRIKE,  DOUGLAS  JOHN,  NEH  HAMPTON,  IOHA 
STRILLACCI,  JAMES  JOSEPH,  WEST  HARTFORD,  CONNECTICUT 
STRIMPLE,  CHARLES  DEAN,  NORMALK,  OHIO 
STRINGER,  WOOD,  JR,  JACKSON,  MISSISSIPPI 
STRINGFELLOW,  KEITH  HAYNE,  SEATTLE,  HASHINGTON 
STRITENBERGER,  MICHAEL  LEE,  HASHINGTON  COURTHOUSE,  OHIO 
STROBBE,  ROBERT  JAMES,  SPENCER,  HEST  VIRGINIA 
STROBEL,  CHARLES  T.,  ALEXANDRIA,  VIRGINIA 
STROBEL,  NEIL  CASPER,  MERRILL,  HISCONSIN 
STROBRIDGE,  JACK  L.,  JR.,  MARTINSBURG,  WEST  VIRGINIA 
STROCK,  THOMAS  C,  TACOHA,  WASHINGTON 
STRODE,  JAMES  M,  INDIANAPOLIS,  INDIANA 
STRODT,  JEFFREY  ROBIN,  BASKING  RIDGE,  NEW  JERSEY 
STROH,  JAY  R,  INGLEWOOD,  CALIFORNIA 
STROHL,  JOHN  H,  SPRINGFIELD,  ILLINOIS 
STROIK,  JOSEPH  CARL,  MARSHFIELD,  HISCONSIN 
STROLBERG,  RONALD  HALTER,  POCATELLO,  IDAHO 
STROM,  DONALD  EDHARD,  JR,  CARBONDALE,  ILLINOIS 
STROMAN,  BRENT  EUGENE,  WACO,  TEXAS 
STROMLUND,  GARY  WALLACE,  LOS  ANGELES,  CALIFORNIA 
STRONG,  CHARLES  E.,  PHOENIX,  ARIZONA 

DAVID  PAUL,  CAMP  PENDLETON,  CALIFORNIA 
DON  J.,  SALT  LAKE  CITY,  UTAH 
JAMES  RODGER,  SALT  LAKE  CITY,  UTAH 
JOHN  OSCAR,  MARTINSVILLE,  VIRGINIA 
KENNETH  GARY,  ORLANDO,  FLORIDA 
STEPHEN  CHARLES,  CAPE  GIRARDEAU,  MISSOURI 
MICHAEL  LEE,  PEORIA,  ARIZONA 
STROTHER,  SHERRIE  KAYE,  SHREVEPORT,  LOUISIANA 
STROUD,  FRANK  HESLEY,  CAMBRIDGE,  OHIO 
STROUD,  GALE  DANIEL,  SAN  JOSE,  CALIFORNIA 


STREET, 
STREET, 
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STREET, 


STRONG, 
STRONG, 
STRONG, 
STRONG, 
STRONG, 
STRONG, 
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STROUD,  W  JENNINGS,  FALL  BRANCH,  TENNESSEE 

STRUBEN,  STEPHEN  J,  MONROE,  LOUISIANA 

STRUBER,  ALBERT  SEBASTIAN,  SALZBURG,  AUSTRIA 

STRUBLE,  STEVEN  V,  EAST  MOLINE,  ILLINOIS 

STRUDGEON,  JOHN  CHRISTIAN,  PORTLAND,  OREGON 

STRUNGIS,  ANTHONY  P,  JR,  DENVILLE,  NEW  JERSEY 

STRUNK,  DANIEL  MERLE,  BIRMINGHAM,  ALABAMA 

STRUTTMAN,  MICHAEL  ALFRED,  JEFFERSON  CITY,  MISSOURI 

STRYKER,  GARY  PAGE,  DEERFIELD,  ILLINOIS 

STUART,  DANIEL  E,  CHEYENNE,  HYOMING 

STUART,  ELLIS  AINSWORTH,  GREENHOOD,  MISSISSIPPI 

STUART,  EMILY  JEAN,  KANSAS  CITY,  MISSOURI 

STUART,  RAYMOND  SCOTT,  WOODBRIDGE,  CONNECTICUT 

STUART,  ROBIN  LEE,  SALINAS,  CALIFORNIA 

STUBBS,  DONALD  R,  NEWPORT,  VERMONT 

STUBBS,  EDMUND,  NASSAU,  BAHAMAS 

STUEFLOTEN,  LARRY  N.,  SAN  JOSE,  CALIFORNIA 

STUELAND,  CULLEN  B,  CHINO,  CALIFORNIA 

STUERMER,  JOHN  STANLEY,  CHATTANOOGA,  TENNESSEE 

STUFLICK,  DAVID  CHARLES,  SAN  DIEGO,  CALIFORNIA 

STUGART,  RONALD  NEIL,  GILLETTE,  WYOMING 

STUHLFAUTH,  HARRY  W. ,  WARMINSTER,  PENNSYLVANIA 

STUHMER,  PAUL  EVAN,  MILHAUKEE,  WISCONSIN 

STUKENHOLTZ,  KEVIN  LYNN,  LINCOLN,  NEBRASKA 

STUMP,  LINDA  JEAN,  WEST  LAFAYETTE,  INDIANA 

STUPER,  JOHN  S.,  SPRINGFIELD,  ILLINOIS 

STURDIVANT,  FRANKLIN  DURREL,  JACKSONVILLE,  ARKANSAS 

STURGEON,  THOMAS  KAY,  OAKDALE,  PENNSYLVANIA 

STURGES,  WALTER  EUGENE,  FERNANDINA  BEACH,  FLORIDA 

STURGILL,  ELISHA  N. ,  BLUE  ASH,  OHIO 

STURGILL,  LUTHER  BRYAN,  KNOXVILLE,  TENNESSEE 

STURGILL,  ROY  EVERETT,  SR,  FRANKFORT,  KENTUCKY 

STURGIS,  CHARLES  MARLIN,  SEWARD,  NEBRASKA 

STURKEY,  LYNN  THOMAS,  HARRISBURG,  PENNSYLVANIA 

STURKIE,  DANIEL  RICHARD,  II,  ELMENDORF  AFB,  ALASKA 

STURNER,  JOHN,  ST.  PAUL,  MINNESOTA 

STUTTS,  JOHN  BURNETT,  COURTLAND,  VIRGINIA 

STUTZ,  GEORGE  R,  FARMINGTON,  CONNECTICUT 

SU,  CHUNG-KAN,  TAIPEI,  REPUBLIC  OF  CHINA 

SUALDEA  MARTIN,  FRANCISCO  J,  MADRID,  SPAIN 

SUAREZ  KALISE,  GUILLERMO  RAU,  SANTIAGO,  CHILE 

SUAREZ,  SILVER,  SPRINGFIELD,  ILLINOIS 

SUBARNBHESAJ,  AJIRAVID,  BANGKOK,  THAILAND 

SUBIA,  CARLOS  LORENZO,  EL  PASO,  TEXAS 

SUBIN,  JOSEPH  DONALD,  NEWPORT,  RHODE  ISLAND 

SUCCI,  JEFFREY  LOUIS,  MIAMI,  FLORIDA 

SUCHOCKI,  JOHN  THOMAS,  JR,  WEST  HARTFORD,  CONNECTICUT 

SUDBURY,  JAMES  FRANKLIN,  WEST  MEMPHIS,  ARKANSAS 

SUDDOCK,  HARREN  BRIAN,  ANCHORAGE,  ALASKA 

SUDDUTH,  BRADLEY  CHARLES,  COLFAX,  LOUISIANA 

SUDNIK,  MICHAEL  PAUL,  FORT  EUSTIS,  VIRGINIA 

SUEDA,  KAZUNORI,  YAMAGUCHI ,  JAPAN 

SUESSMAN,  JOHN  H,  LACEY,  WASHINGTON 

SUGAR,  MICHAEL  JOHN,  NORTHRIDGE,  CALIFORNIA 

SUGG,  CARL  LEON,  NORMAN,  OKLAHOMA 

SUGGS,  ROBERT  S.,  JR.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

SUGRUE,  ROWLAND  DONALD,  OTTAWA,  CANADA 

SUH,  JAE  KUN,  SEOUL,  KOREA 

SUHY,  THOMAS  A,  WARREN,  MICHIGAN 

SUKAVACHANA,  VAN,  BANGKOK,  THAILAND 

SUKHAHUTA,  PONGCHA  I,  BANGKOK,  THAILAND 

SULAIMAN,  BIN  MOHAMAD,  KUALA  LUMPUR,  MALAYSIA 


SULENTIC 


SULLENBERGER,  WILLIAM  H. ,  LANCASTER,  PENNSYLVANIA 


SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
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SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 
SULLIVAN 


NICK  J.,  COUNCIL  BLUFFS,  IOWA 


ARTHUR  EDWARD,  BROCKTON,  MASSACHUSETTS 

CAREY  FRANCIS,  MORGAN  HILL,  CALIFORNIA 

CLARENCE  SNYDER,  III,  SMITHVILLE,  OHIO 

D.  EDWARD,  BROCKTON,  MASSACHUSETTS 

DANIEL  F,  NEW  YORK,  NEW  YORK 

DANIEL  HILL,  MANSFIELD,  TEXAS 

EMORY  EVAN,  OCALA,  FLORIDA 

FRANCIS  J.,  BEDFORD,  MASSACHUSETTS 

FRANCIS  XAVIER,  HAUPPAUGE,  NEW  YORK 

FRANK  CARROL,  MOBILE,  ALABAMA 

FRED  T,  WATERBURY,  CONNECTICUT 

GERARD  C,  NEW  YORK,  NEW  YORK 

JAMES  BARRY,  HAMPTON,  NEW  HAMPSHIRE 

JAMES  E.,  JR.,  CHATTANOOGA,  TENNESSEE 

JAMES  J.,  NEW  YORK,  NEW  YORK 

JAMES  KENNETH,  JACKSON,  MISSISSIPPI 

JAMES  KIRBY,  JR,  MANASSAS,  VIRGINIA 

JAMES  MATTHEW,  YAPHANK,  NEW  YORK 

JAMES  RICHARD,  BRAINTREE,  MASSACHUSETTS 

JOHN  LEE,  LAS  VEGAS,  NEVADA 

JOHN  MICHAEL,  ELMIRA,  NEW  YORK 

MARK  ANTHONY,  WASHINGTON,  DISTRICT  OF  COLUMBI 

MAURICE  THOMAS,  OLD  BROOKVILLE,  NEW  YORK 

MICHAEL  B,  MONTGOMERY,  ALABAMA 

MICHAEL  JOSEPH,  DUBUQUE,  IOWA 

MICHAEL  L,  FORT  BELVOIR,  VIRGINIA 

MICHAEL  P,  JEFFERSON,  WISCONSIN 

PATRICK  J,  JR,  LITTLETON,  COLORADO 

PAUL  JAMES,  NEWPORT,  RHODE  ISLAND 

R.  BRUCE,  DURANGO,  COLORADO 

RICHARD  P,  NORTH  SCITUATE,  RHODE  ISLAND 

RICHARD  SCOTT,  CEDAR  HILL,  TEXAS 

ROBERT  J.,  CORPUS  CHRISTI,  TEXAS 

ROBERT  K,  INDIANOLA,  MISSISSIPPI 

ROBERT  MICHAEL,  GREECE,  NEW  YORK 

ROLAND  D.,  BESSEMER,  ALABAMA 
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SULLIVAN,  RONALD  T  -  SZEYLLER,  EDHARD  PHILLIP 
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SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 
SULLIVAN, 


SUMMERS, 
SUMMERS, 
SUMMERS, 
SUMMERS, 
SUMMERS, 


RONALD  T,  FAIRFIELD,  CONNECTICUT 
ROY  KEVIN,  SAN  FRANCISCO,  CALIFORNIA 
STANLEY  JOSEPH,  II,  FERNDALE,  MICHIGAN 
TERRENCE  J,  POMPANO  BEACH,  FLORIDA 
THOMAS  J.,  WETHERSFIELD,  CONNECTICUT 
HILLIAM  ARNOLD,  JR,  COACHELLA,  CALIFORNIA 
HILLIAM  B.,  MEXICO,  MISSOURI 
HILLIAM  H.,  HARTFORD,  CONNECTICUT 
HILLIAM  PATRICK,  SAN  DIEGO,  CALIFORNIA 
HILLIAM  TIMMONS,  ATLANTA,  GEORGIA 
HILLIAM  VINCENT,  OSSINING,  NEH  YORK 
SULLO,  ARTHUR  PATRICK,  DANBURY,  CONNECTICUT 
SULLY,  JOHN  STEPHEN,  SANTA  ROSA,  CALIFORNIA 
SULZER,  ALBERT  J.,  NEH  YORK,  NEH  YORK 
SUMBOONNANONDHA,  MONTRI,  BANGKOK,  THAILAND 
SUMERACKI,  MICHAEL,  HAYNE,  MICHIGAN 
SUMI,  HIROSHI,  TOKYO,  JAPAN 
SUMISAKI,  ROY  MASAO,  GILROY,  CALIFORNIA 
SUMMER,  THOMAS  HARRISON,  MONCKS  CORNER,  SOUTH  CAROLINA 
SUMMERFIELD,  HARVEY  H. ,  CHARLESTON,  HEST  VIRGINIA 
SUMMERFORD,  LESLIE,  ALBANY,  GEORGIA 
SUMMERLIN,  DEAN  PALMORE,  LUBBOCK,  TEXAS 
SUMMERLIN,  RUSSELL  E.,  UNIVERSITY,  ALABAMA 
SUMMERS,  DAVID  E.,  INDIANAPOLIS,  INDIANA 
JOHN  HOWARD,  CHANDLER,  ARIZONA 
LUTHER  M.,  NASHVILLE,  TENNESSEE 
LYLE  R.,  JR.,  VIRGINIA,  MINNESOTA 
MICHAEL  RAYMOND,  AMHERST,  NEH  YORK 
TOUSSAINT  ELDRIDGE,  JR,  MANASSAS,  VIRGINIA 
SUMMEY,  ARTHUR  HOLTON,  CHAPEL  HILL,  NORTH  CAROLINA 
SUMMEY,  ERIK  BRIAN,  HENDERSONVILLE,  NORTH  CAROLINA 
SUMNER,  CHARLES  AUSTON,  TUPELO,  MISSISSIPPI 
SUMPTER,  JIMMY  HAYNE,  HICKORY,  NORTH  CAROLINA 
SUNDBERG,  ROBERT  J,  JUNEAU,  ALASKA 
SUNDERLAND,  JERRY  M,  ALTUS,  OKLAHOMA 
SUNDERMEYER,  LEONARD  HARLAN,  NEILLSVILLE,  HISCONSIN 
SUNDIN,  KERMIT  H,  EAST  GRAND  FORKS,  MINNESOTA 
SUNDQUIST,  H.  ROBERT,  SALT  LAKE  CITY,  UTAH 
SUNDQUIST,  ROBERT  JEFFERY,  MURRAY,  UTAH 
SUNDSTROM,  NELS  ERIC,  ABERDEEN,  HASHINGTON 
SUNG,  KHANG  HO,  CHUNCHEON,  KOREA 
SUNGKAHAPONG,  PAISITH,  BANGKOK,  THAILAND 
SUNGONG,  SUPAHUT,  BANGKOK,  THAILAND 
SUNIER,  EMILE  HENRY,  III,  INDIANAPOLIS,  INDIANA 
SUPNET,  MANUEL  MUNAR,  MANILA,  PHILIPPINES 
SUPRANO,  BERNARD  LEO,  SCOTTSBLUFF,  NEBRASKA 
SURACE,  JOHN  ANTHONY,  NORTHFIELD,  NEH  JERSEY 
SURDYK,  ROBERT,  SHOREHOOD,  HISCONSIN 
SURIANO,  LOUIS  EDHARD,  ROTTERDAM,  NEH  YORK 
SURMACZEHICZ,  FRANK  JULIAN,  PORT  ORANGE,  FLORIDA 
SURPRISE,  BENJAMIN  F,  HESTFIELD,  MASSACHUSETTS 
SURRENCY,  TROY  E.,  PLANT  CITY,  FLORIDA 
SURRETT,  DENNIS  EDHARD,  TALLADEGA,  ALABAMA 
SURRIDGE,  ROBERT  C,  MONTEREY,  CALIFORNIA 
SUSTAIRE,  DANNY  MURNICE,  ARLINGTON,  TEXAS 
SUTHAMBHITAK,  NATVINUTCH,  BANGKOK,  THAILAND 
SUTHARD,  ROBERT  L,  RICHMOND,  VIRGINIA 
SUTHER,  LAHRENCE  RAY,  TOHSON,  MARYLAND 
SUTOR,  ANDREW  P,  PHILADELPHIA,  PENNSYLVANIA 
SUTPHIN,  JOHN  RAY,  KISSIMMEE,  FLORIDA 
SUTTER,  WILLIAM  HENRY,  SCOTTSDALE,  ARIZONA 
SUTTLE,  GEORGE  FREDERICK,  CARLSBAD,  CALIFORNIA 
SUTTLE,  WALTER  TONY,  ODESSA,  TEXAS 

SUTTMEIER,  THOMAS  WILLIAM,  SAN  FRANCISCO,  CALIFORNIA 
SUTTNER,  TERENCE  LEE,  DEPERE,  WISCONSIN 
SUTTON,  EDWARD,  MONTEREY,  CALIFORNIA 

GARY  WAYNE,  EAST  MOLINE,  ILLINOIS 
JIMMY  RAY,  GRIFFIN,  GEORGIA 

JOHN  ROBERT,  JR,  BAINBRIDGE  ISLAND,  WASHINGTON 
KEVIN  BRUCE,  LEXINGTON,  KENTUCKY 
LAHRENCE  OTHA,  LEXINGTON,  VIRGINIA 
MORTON  LAHSON,  LEVITTOHN,  PENNSYLVANIA 
PETER  JOSEPH,  CHARLESTON,  WEST  VIRGINIA 
PHILLIP  LEE,  SR,  LANGLEY  AFB,  VIRGINIA 
RICHARD  Y.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROSS  STEPHEN,  WALNUT  CREEK,  CALIFORNIA 
STANLEY  E.,  SR,  ROME,  GEORGIA 
WILLIAM  CARL,  SELLERSVILLE,  PENNSYLVANIA 
WILSON  PLANEY,  CHARLESTON,  WEST  VIRGINIA 
SUVANATAD,  NATTETHONG,  BANGKOK,  THAILAND 
SUZUKI,  MINORU,  TOKYO,  JAPAN 
SVERTESKY,  RICHARD  JAMES,  ROCKVILLE,  MARYLAND 
SVOBODA,  TOM  ALBERT,  ELMHURST,  ILLINOIS 
SHAFFORD,  JAMES  KERSHAH,  JR,  KANSAS  CITY,  KANSAS 
SHAIM,  BERNARD  R.,  SAN  DIEGO,  CALIFORNIA 
SAMMY  FRANK,  DES  MOINES,  IOWA 
CHARLES  RICHARD,  MEMPHIS,  TENNESSEE 
CYNTHIA  MARIE,  NEH  ORLEANS,  LOUISIANA 
DONALD  THOMAS,  NIAGARA  FALLS,  NEW  YORK 
G  DUNCAN,  HONOLULU,  HAHAII 

JAMES  MALICHIA,  NORTH  LITTLE  ROCK,  ARKANSAS 
JOHN  L.,  GALION,  OHIO 
KENNETH  R,  GLEN  RIDGE,  NEW  JERSEY 
MICHAEL  DAVID,  NORTH  PLATTE,  NEBRASKA 
PATRICIA  COOP,  MEMPHIS,  TENNESSEE 
SHALGREN,  NORMAN  G.,  HIGHLAND  PARK,  ILLINOIS 
SHAN,  DAVID  JOHN,  CLEVELAND,  OHIO 
SHAN,  JAMES  EDHARD,  PORT  LAVACA,  TEXAS 
SWAN,  JEREMY  CANTEL,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 
SWAN,  MICHAEL  A,  SANTA  BARBARA,  CALIFORNIA 
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158 
188 
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149  * 

36  tt 
100 
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123 
150 
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177 
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162 

105  # 
199 
123 
152 
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128 
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198 
146  tt 
182 
153 
128 

97  It 
184 
178 
191 
192 
198 


SWEARINGEN, 
SWEARINGEN, 
SWEARINGEN, 
SWEARINGEN, 
SWEARINGIN, 


SWEENEY, 
SWEENEY, 
SWEENEY, 
SWEENEY, 
SWEENEY, 
SWEENEY, 
SWEENEY, 
SWEENEY, 


SWENGROS 
SWENSON, 
SWENSON, 
SWIERCZ, 


SWANBERG,  ROBERT  JOHN,  TRUCKEE,  CALIFORNIA 
SWANEY,  MICHAEL  EUGENE,  ELMENDORF  AFB,  ALASKA 
SWANK,  BEN  I.,  PORTLAND,  OREGON 
SWANN,  CHARLES  HILLIAM,  JR,  PORT  ARTHUR,  TEXAS 
SWANN,  EDWARD  C,  MEMPHIS,  TENNESSEE 
SWANN,  EUGENE  JOHN,  SLIDELL,  LOUISIANA 
SHANNACK,  ROBERT  EUGENE,  OAKHURST,  NEW  JERSEY 
SWANSON,  ALBERT  W. ,  EVANSTON,  ILLINOIS 
SHANSON,  BRET  HARPHAM,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SWANSON,  CRAIG  G.,  EDINA,  MINNESOTA 
SWANSON,  RICHARD  ALLEN,  EAGAN,  MINNESOTA 
SWANSON,  SCOTT  DEAN,  SANTA  ROSA,  CALIFORNIA 
SWANSON,  TIMOTHY  ALLAN,  CANTON,  OHIO 
SWAPP,  NORMAN  S.,  KANAB,  UTAH 
SHARBRICK,  JEROLD  ROBERT,  CHICAGO,  ILLINOIS 
SWART,  JAY  CHARLES,  PHOENIX,  ARIZONA 
SWARTOUT,  GERALD  S.,  SPOKANE,  WASHINGTON 
SHARTWOOD,  GEORGE  BURTON,  MARTINSBURG,  WEST  VIRGINIA 
SWARTWOOD,  RICKY  DEAN,  MARTINSBURG,  WEST  VIRGINIA 
SWARTZ,  DONALD  W.,  COLUMBUS,  OHIO 
SWARTZ,  LEE  ALLAN,  FREMONT,  OHIO 
SWASSING,  WILLIAM  JOSEPH,  DES  MOINES,  IOHA 
SWEARINGEN,  DOUGLAS  S,  MARSHALLTOWN,  IOWA 
GARY  LEE,  SPRINGDALE,  ARKANSAS 
GEORGE  ERNEST,  MIDWEST  CITY,  OKLAHOMA 
HAROLD  R,  TURLOCK,  CALIFORNIA 
LYELL  DUANE,  LOS  ALAMITOS,  CALIFORNIA 
RALPH  DONALD,  J,  FORT  WORTH,  TEXAS 
SWEAT,  GEORGE  LAWRENCE,  SPRINGFIELD,  ILLINOIS 
SWEAT,  ODUS  W,  JR,  ROCKVILLE,  MARYLAND 
SWEATT,  CHARLES  K,  COLUMBIA,  SOUTH  CAROLINA 
SHEDBERG,  DENNIS  LEE,  CALEDONIA,  MINNESOTA 
SHEEDEN,  EMMETT  C,  GREENVILLE,  MISSISSIPPI 
SHEEDY,  EDHARD,  JR.,  MORRISTOWN,  NEW  JERSEY 
SWEENEY,  EUGENE  DAVID,  NEGAUNEE,  MICHIGAN 

JAMES  D.,  JR,  NEW  MILFORD,  CONNECTICUT 
JOHN  E,  JR,  AURORA,  ILLINOIS 
JOHN  EDWARD,  HYANNIS,  MASSACHUSETTS 
RAYMOND  TELL,  SACRAMENTO,  CALIFORNIA 
ROBERT  E,  JR,  ALBANY,  NEH  YORK 
STEPHEN  F,  SAVANNAH,  GEORGIA 
THOMAS  JOHN,  BLOOMINGTON,  MINNESOTA 
VINCENT  ANTHONY,  MANCHESTER,  ENGLAND 
SWEENY,  RICHARD,  W  VALLEY  CITY,  UTAH 
SWENCKI,  JOHN  EDWARD,  LOUISVILLE,  KENTUCKY 

RICHARD  HILLIAM,  ALEXANDRIA,  VIRGINIA 
SIGMUND  CHARLES,  SLIDELL,  LOUISIANA 
STEVEN  PAUL,  SPRINGFIELD,  OREGON 
JOSEPH  WILLIAM,  FERNDALE,  MICHIGAN 
SWIFT,  RUSSELL  ERNEST,  DOVER,  NEH  JERSEY 
SWIM,  DAVID  HUGH,  STOCKTON,  CALIFORNIA 
SHINDLE,  GARY  MICHAEL,  TYLER,  TEXAS 
SHINDLER,  LEWIS  JASPER,  JR,  NEWBERRY,  SOUTH  CAROLINA 
SHINEBURG,  HILLIAM  STEWART,  JEFFERSON  CITY,  MISSOURI 
SWINEY,  RICHARD  LYNN,  DALTON,  GEORGIA 
SWINFARD,  JAMES  F,  SOUTH  SAN  FRANCISCO,  CALIFORNIA 
SWINFORD,  JAMES  MERLE,  GLENDALE,  CALIFORNIA 
SWING,  CLAUDE  AUSTIN,  JR,  SHELBYVILLE,  TENNESSEE 
SWING,  WILLIAM  E,  GREENSBORO,  NORTH  CAROLINA 
SWINGLE,  BRUCE  CARLTON,  GALLUP,  NEW  MEXICO 
SWINNEY,  HERBERT  WALTERMER,  ONTARIO,  CALIFORNIA 
SWINNEY,  VINCENT  G,  RENO,  NEVADA 
SWINNEY,  WILFORD  REED,  AUSTIN,  TEXAS 
SWINSON,  JAMES  G. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
SHISTOCK,  BLAIR  E,  GREENSBURG,  PENNSYLVANIA 
SWIX,  DOUGLAS  DUANE,  ANN  ARBOR,  MICHIGAN 
SHOFFORD,  MICHAEL  RAYMOND,  SUNSET  HILLS,  MISSOURI 
SWOPE,  JAMES  CLARENCE,  LEVITTOWN,  PENNSYLVANIA 
SWOPE,  MICHAEL  R,  NORTHVILLE,  MICHIGAN 
SHOPE,  ROSS  EDHARD,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SHORD,  DOUGLAS  L,  ASHLAND,  KENTUCKY 
SYDNAM,  HAROLD  J,  JUNEAU,  ALASKA 
SYDNOR,  GENE  ELVIN,  WARSAW,  VIRGINIA 
SYDNOR,  GEORGE  FREDRICK,  WAYNE,  PENNSYLVANIA 
SYKES,  DONNA  RAE,  PHILADELPHIA,  PENNSYLVANIA 
SYLSTRA,  DAVID  WAYNE,  SAN  PABLO,  CALIFORNIA 
SYLVE,  RONALD  STEPHEN,  SEATTLE,  HASHINGTON 
SYLVESTER,  PHILLIP  KEITH,  ULLIN,  ILLINOIS 
SYLVESTER,  ROGER  PAUL,  AVON,  CONNECTICUT 
SYLVIA,  ROBERT  JOSEPH,  PROVIDENCE,  RHODE  ISLAND 
SYLWESTRZUK,  EDWARD  A.,  WILMINGTON,  DELAWARE 
SYMPSON,  MICHAEL  CLYDE,  DALLAS,  TEXAS 
SYPNIEWSKI,  FRANK  A,  BARTOW,  FLORIDA 
SYSAK,  PETER  JOHN,  SAN  LUIS  OBISPO,  CALIFORNIA 
SYTSMA,  JOHN  BERNARD,  CARBONDALE,  ILLINOIS 
SYTSMA,  RAY  CHARLES,  JR,  PHILOMATH,  OREGON 
SZABO,  LOUIS  S,  JR,  FLINT,  MICHIGAN 
SZABO,  RICHARD,  LOS  ANGELES,  CALIFORNIA 
SZABO,  ZSIGMOND,  BUDAPEST,  HUNGARY 
SZAFNICKI,  BART  GERALD,  ATLANTA,  GEORGIA 
SZAFRANSKI,  LEONARD  DANIEL,  NEH  CASTLE,  DELAWARE 
SZALAY,  JOSEPH  RONALD,  MESQUITE,  NEVADA 
SZALDA,  JOHN  PAUL,  LYNNHOOD,  HASHINGTON 
SZARY,  GEORGE  JOSEPH,  SR,  ALBANY,  NEH  YORK 
SZATKOWSKI,  BERNARD  J.,  LAWTON,  OKLAHOMA 
SZATKOWSKI,  LEONORE,  GOLDSBORO,  NORTH  CAROLINA 
SZEPLAKI,  VILMOS,  BUDAPEST,  HUNGARY 
SZEREDY,  STEVEN  CHARLES,  JR,  GATES  MILLS,  OHIO 
SZESTAK,  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
SZEYLLER,  EDHARD  PHILLIP,  SANTA  BARBARA,  CALIFORNIA 
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SZKODNY,  ROBERT,  BRIDGEHATER,  NEH  JERSEY 

SZMURLO,  GERALD  THEODORE,  EPHRATA,  PENNSYLVANIA 

SZOSTEK,  ROGER  DEAN,  LAKE  STATION,  INDIANA 

SZUHAI,  ILONA,  BUDAPEST,  HUNGARY 

SZUHANSKI,  SANDRA  LEA,  SAN  DIEGO,  CALIFORNIA 

SZUHINSKI,  JEROME  LESLIE,  LANCASTER,  NEH  YORK 

SZUPINKA,  LYLE  HAROLD,  HASHINGTON,  PENNSYLVANIA 

SZUTU,  YUAN-YEN,  TAIPEI,  REPUBLIC  OF  CHINA 

SZYCHOHSKI,  RICHARD  T,  ERIE,  PENNSYLVANIA 

SZYHANSKI,  GREGORY  ROBERT,  LYNHOOD,  ILLINOIS 

TAACK,  RICHARD  EDHIN,  SAN  BERNARDINO,  CALIFORNIA 

TABALDO,  LEONARDO  J.,  MANILA,  PHILIPPINES 

TABBERT,  ROBERT  H. ,  FOND  DU  LAC,  HISCONSIN 

TABBUTT,  RODOLFO  MANUEL,  EL  PASO,  TEXAS 

TABELING,  STEPHEN  B.,  BALTIMORE,  MARYLAND 

TABER,  DANIEL  EDHARD,  MANASSAS,  VIRGINIA 

TABER,  EDHIN  SHANNON,  PENDLETON,  OREGON 

TA80RN,  MICHAEL  ALAN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TACKETT,  ALBERT  HARVEY,  GREENVILLE,  MISSISSIPPI 

JERRY  HAYNE,  SOUTH  LAKE  TAHOE,  CALIFORNIA 
PAUL  D,  NASHVILLE,  TENNESSEE 
PHILIP  EUGENE,  FORT  MEADE,  MARYLAND 
ROY  CURTIS,  BLOUNTVILLE,  TENNESSEE 
TACOT,  GUSTAVE  ADOLPHE,  JR,  TALLAHASSEE,  FLORIDA 
TADAKI,  STANLEY  TOSHIAKI,  WAILUKU,  MAUI,  HAHAII 
TADE,  JOSEPH  PHILLIP,  ELIZABETH  CITY,  NORTH  CAROLINA 
TADICH,  KATHLEEN,  MINDEN,  NEVADA 
TAELOUR,  FRANCIS  D. ,  ELKO,  NEVADA 
TAFE,  EUGENE  E.,  NASHUA,  NEH  HAMPSHIRE 
TAFF,  RICHARD  LYNN,  CARROLLTON,  OHIO 
TAFOYA,  BENJAMIN  VENCESLADO,  ALBUQUERQUE,  NEH  MEXICO 
TAGAHA,  AKIRA,  TOKYO,  JAPAN 
TAGGART,  ROBERT,  YONKERS,  NEH  YORK 
TAGLE,  PALMER  GEORGE,  MINEOLA,  NEH  YORK 
TAGOMORI,  HOHARD  H,  HAILUKU,  MAUI,  HAHAII 
TAI,  CHUN-CHENG,  KAOHSIUNG  CITY,  REPUBLIC  OF  CHINA 
TAINATONGO,  FRANCISCO  T,  AGANA,  GUAM 
TAJIRI,  YUKIO,  TOKYO,  JAPAN 
TAKACH,  BRUCE  ALBERT,  TALLAHASSEE,  FLORIDA 
TAKACS,  ROBERT  S,  COLUMBUS,  OHIO 
TAKAGI,  YUKA,  NAGOYA,  JAPAN 
TAKAHASHI,  KENZO,  TOKYO,  JAPAN 
TAKEBUCHI,  YOSHIHIRO,  TOKYO,  JAPAN 
TAKEDA,  SATORU,  OSAKA,  JAPAN 
TAKEDA,  SHIRO,  TOKYO,  JAPAN 

TAKOORPARSADH,  JUGDHEESH,  PIETERMARITZBURG,  SOUTH  AFRIC 
TALBERT,  BOBBY  J.,  CORONA,  CALIFORNIA 
TALBERT,  C.  LANEY,  JR.,,  COLUMBIA,  SOUTH  CAROLINA 
TALBERT,  MARION  A.,  SAN  ANTONIO,  TEXAS 
TALBERT,  MICHAEL  EDHARD,  FORT  MEADE,  MARYLAND 
TALBOT,  DOYLE  ELI,  LAYTON,  UTAH 

LA  RAY,  PRESTON,  IDAHO 

RONALD  JAMES,  FORT  THOMAS,  KENTUCKY 
LARRY  MACKLIN,  FRIDAY  HARBOR,  HASHINGTON 
STEVEN  DOUGLAS,  OFALLON,  MISSOURI 
TALERICO,  FRANCIS  JOSEPH,  HYOMING,  PENNSYLVANIA 
TALLEY,  GREGORY  BRENT,  LOS  ALAMOS,  NEH  MEXICO 

JOIE  A,  TOHSON,  MARYLAND 

MALCOLM  JERYL,  VICTORIA,  TEXAS 

VALDIMIR,  JR,  DECATUR,  ILLINOIS 

JAMES  H.,  ALLENDALE,  NEH  JERSEY 
TALLMAN,  CLARENCE  M,  JR,  ST  PETERSBURG,  FLORIDA 
TALTON,  MICHAEL  HOLMES,  HOUSTON,  TEXAS 
TAH  HO,  ROBERT  L  Y,  JR,  HAILUKU,  MAUI,  HAHAII 
TAMANKAMNANGED,  CHARLES  LEO,  YAP,  FEDERATED  STATES  OF  M 
TAMARGO  SADA,  PABLO,  MONTERREY,  MEXICO 
TAMASHIRO,  MICHAEL  HIROSHI,  HONOLULU,  HAHAII 
TAMBLING,  ELI  B,  JR,  MANCHESTER,  CONNECTICUT 
TAMBORSKI,  STEPHEN  F. ,  CONCORD,  CALIFORNIA 
TAHBURELLI,  JOSEPH  GERARD,  JERSEY  CITY,  NEH  JERSEY 
TAMBURO,  PETE  R.,  LITTLE  ROCK,  ARKANSAS 
TAME,  CRAIG  HESLEY,  SALT  LAKE  CITY,  UTAH 
TAMISIEA,  LEO  HILLIAM,  OAKLAND,  CALIFORNIA 
TAMKE,  RICHARD  LEROY,  FERGUS  FALLS,  MINNESOTA 
TAHKE,  THOMAS  GREGG,  FREMONT,  NEBRASKA 
TAN  KAH  HAN,,  SINGAPORE,  SINGAPORE 
TAN,  KEE  MENG,  SINGAPORE,  SINGAPORE 
TAN,  NGO-CHEH,  SINGAPORE,  SINGAPORE 
TAN,  SIANG  KHNG,  SINGAPORE,  SINGAPORE 
TANDESKE,  HILLIAM  LYLE,  ANCHORAGE,  ALASKA 
TANDIAMPA,  ADE,  JAKARTA,  INDONESIA 
TANEYHILL,  JOHN  I.,  INGLEHOOD,  CALIFORNIA 
TANGE,  DANIEL  E.,  NEH  YORK,  NEH  YORK 
TANGYE,  ROYAL  M. ,  DENVER,  COLORADO 
TANIYAHA,  KEIICHI,  TOKYO,  JAPAN 
TANKERSLEY,  LARRY  HUBERT,  STOCKTON,  CALIFORNIA 
TANKSLEY,  RICKIE  CONRAD,  OAK  PARK,  ILLINOIS 
TANNEHILL,  HARRY  ALLAN,  JR,  CHICAGO,  ILLINOIS 
TANNEHILL,  THOMAS  ALBERT,  SAN  ANTONIO,  TEXAS 
TANNER,  ANTHONY  HUGH,  HAYCROSS,  GEORGIA 
TANOUS,  RICHARD  FRANCIS,  LAKE  CHARLES,  LOUISIANA 
TANTALO,  RICHARD  VICTOR,  IRONDEQUOIT,  NEH  YORK 
TAPIA  ACEVEDO,  CARLOS  MANUEL,  SANTIAGO,  CHILE 
TAPIA  GATICA,  ALEJANDRO  HORACIO,  SANTIAGO,  CHILE 
TAPIA  PACHECO,  RODOLFO,  LA  PAZ,  BOLIVIA 
TAP1A-SUAREZ,  ARMANDO,  SAN  JUAN,  PUERTO  RICO 
TAPSCOTT, -KATHIE  RENEE,  HASHINGTON,  DISTRICT  OF  COLUMBI 
TAPSCOTT,  LEHIS  D.,  DECATUR,  ALABAMA 
TARAILA,  RAYMOND,  DOVER,  DELAHARE 
TARANTO,  LOUIS  H,  HEST  TRENTON,  NEH  JERSEY 
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TARANTO,  LOUIS  HECTOR,  HEST  TRENTON,  NEH  JERSEY 

TARASOVIC,  RAY  J,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TARAZON,  JOE  JR,  ESPANOLA,  NEH  MEXICO 

TARBET,  JOHN  SHAH,  HEST  SAYVILLE,  NEH  YORK 

TARDI,  MICHAEL,  HICKORY  HILLS,  ILLINOIS 

TARDIFF,  ROBERT  IVAN,  JR,  NEHBERG,  OREGON 

TARDY,  EDMOND  PETER,  III,  LITTLETON,  COLORADO 

TARDY,  JOHN  C,  MACDILL  AFB,  FLORIDA 

TARGOHSKI,  EDHARD  F,  FAIRFIELD,  CONNECTICUT 

TARGOHSKI,  FRANK  JOSEPH,  FAIRFIELD,  CONNECTICUT 

TARNO,  VERAL  E,  COQUILLE,  OREGON 

TARR,  CHARLES  ROBERT,  FORT  DIX,  NEH  JERSEY 

TARR,  HILLIAM  L,  PAOLI,  PENNSYLVANIA 

TARRY,  RONALD  C,  MOUNT  VERNON,  HASHINGTON 

TARVER,  JOHN  LOY,  BRIDGE  CITY,  TEXAS 

TASKY,  MILO  STEPHEN,  DULUTH,  MINNESOTA 

TATE,  JERRY  HAYNE,  HASHINGTON,  VIRGINIA 

TATE,  JOHN  RANDOLPH,  COLUMBIA,  SOUTH  CAROLINA 

TATE,  LOYCE  A.,  BIRMINGHAM,  ALABAMA 

TATE,  NELSON,  JACKSON,  MISSISSIPPI 

TATE,  ROBERT  R.,  BARSTOH,  CALIFORNIA 

TATREAU,  TAMMY  LEE,  LOS  ANGELES,  CALIFORNIA 

TATRO,  RONALD  FRANCIS,  SHELBURNE,  VERMONT 

TATUM,  GARY  H. ,  VACAVILLE,  CALIFORNIA 

TATUM,  JOHN  G,  GATLINBURG,  TENNESSEE 

TATUM,  L  G,  OKLAHOMA  CITY,  OKLAHOMA 

TATUM,  LARRY  HAYNE,  RIO  RANCHO,  NEH  MEXICO 

TATUM,  MORRIS,  LAGRANGE,  GEORGIA 

TATUM,  TEX  H. ,  FLORENCE,  ALABAMA 

TAUBEL,  RODNEY  J,  MILHAUKEE,  HISCONSIN 

TAULANE,  HILLIAM  V,  AUDUBON,  NEH  JERSEY 

TAUNTON,  MARQUENITA  ANNETTE,  MONROE,  LOUISIANA 

TAUS,  FRANK  A.,  GRANTS  PASS,  OREGON 

TAUZIN,  JOHN  ARISTIDE,  CRESTED  BUTTE,  COLORADO 

TAVARES,  EDHARD,  QUANTICO,  VIRGINIA 

TAVARES,  JOSEPH  RICHARD,  VIENNA,  VIRGINIA 

TAVERA,  MITCHELL  KIRK,  EL  SEGUNDO,  CALIFORNIA 

TAHNEY,  RAY  M,  BRUNSHICK,  GEORGIA 

TAY,  JOHNNY,  SINGAPORE,  SINGAPORE 
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ANNETTE,  MEMPHIS,  TENNESSEE 

CHARLES  EDHARD,  LOUISVILLE,  KENTUCKY 

CHARLES  M.,  SANTA  BARBARA,  CALIFORNIA 

CHARLES  R,  INDIANAPOLIS,  INDIANA 

CHARLES  R.,  SR.,  YONKERS,  NEH  YORK 

CLABERT  H.,  FORESTVILLE,  MARYLAND 

DAVID  ALLEN,  INDIANAPOLIS,  INDIANA 

DAVID  J,  CONCORD,  NORTH  CAROLINA 

DE  FORREST,  NEH  YORK,  NEH  YORK 

DENNIS  HAYNE,  GREENVILLE,  NORTH  CAROLINA 

DONALD  LUCIEN,  BOUNTIFUL,  UTAH 

DONALD  PAUL,  FAIRFAX,  VIRGINIA 

DOUGLAS  C,  PORTLAND,  OREGON 

EARL  DOUGLAS,  ALEXANDRIA,  ALABAMA 

EARL  RENFROE,  KISSIMMEE,  FLORIDA 

EARL  VERN,  PETERSON  AFB,  COLORADO 

EARNEST  BARHAM,  SUGAR  LAND,  TEXAS 

EDGAR  DAVID,  DECATUR,  ALABAMA 

ERNEST  H.,  CINCINNATI,  OHIO 

ESTEBAN  ALLEN,  SAN  JOSE,  COSTA  RICA 

FRANK  JOSEPH,  EMMAUS,  PENNSYLVANIA 

FREDDIE  M,  VALDOSTA,  GEORGIA 

FREDDIE  RAY,  TULSA,  OKLAHOMA 

FREDERICK  M,  ANCHORAGE,  ALASKA 

GARY  LEE,  COLUMBUS,  OHIO 

GEORGE  H.,  HEST  SENECA,  NEH  YORK 

GORDON  EUGENE,  ANDERSON,  SOUTH  CAROLINA 

GORDON  J,  GRAND  FORKS,  NORTH  DAKOTA 

HAL  EDHIN,  COVINGTON,  LOUISIANA 

HALSTEAD,  HORCESTER,  MASSACHUSETTS 

HAROLD  C,  ISLE  OF  HIGHT,  VIRGINIA 

JACK  M,  FORT  COLLINS,  COLORADO 

JACK  T,  ANNAPOLIS,  MARYLAND 

JACKIE  E.,  LUMBERTON,  NORTH  CAROLINA 

JAMES  FRANCIS,  AUSTIN,  TEXAS 

JAMES  ROBERT,  JACKSONVILLE,  FLORIDA 

JAMES  T,  KNOXVILLE,  TENNESSEE 

JEFFREY  LYNN,  STILLHATER,  OKLAHOMA 

JEROME,  CHARLESTON,  SOUTH  CAROLINA 

JOHN  DEMPSEY,  NEH  YORK,  NEH  YORK 

JOHN  FREDERICK,  PONTIAC,  MICHIGAN 

JOHN  R.,  FORT  ORD,  CALIFORNIA 

JOHN  STEVEN,  OKLAHOMA  CITY,  OKLAHOMA 

JON  A,  KELSO,  HASHINGTON 

KENNETH  R,  LANSING,  MICHIGAN 

KERMIT  STUART,  MIAMI,  FLORIDA 

LAHRENCE  M,  SPRINGFIELD,  ILLINOIS 

LESLIE  P,  TEMPE,  ARIZONA 

LORAN  ELLINGTON,  SAVANNAH,  GEORGIA 

MARCUS  RAY,  MARYVILLE,  TENNESSEE 

MARION  R.,  NORTH  OLMSTED,  OHIO 

MICHAEL,  PICKERINGTON,  OHIO 

MICHAEL  MILTON,  CHARLESTON,  HEST  VIRGINIA 

MICHAEL  HILSON,  CHATHAM,  VIRGINIA 

MICHELLE  LYNN,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

MONROE,  EL  DORADO,  ARKANSAS 

NORMAN  LEE,  THOMASVILLE,  GEORGIA 

OLIVER,  LOS  ANGELES,  CALIFORNIA 

PAUL  RONALD,  DECATUR,  GEORGIA 

PHILIP  STUART,  LEXINGTON,  MASSACHUSETTS 

RALPH  DEVAL,  DILLINGHAM,  ALASKA 
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TAYLOR,  RALPH  EDGAR,  PITTSBURGH,  PENNSYLVANIA 

TAYLOR,  RALPH  JOHN,  PHILADELPHIA,  PENNSYLVANIA 

TAYLOR,  REGINALD  STANTON,  DURHAM,  NORTH  CAROLINA 

TAYLOR,  RICHARD  LEHIS,  HAMILTON,  NEH  JERSEY 

TAYLOR,  RICHARD  MILLETT,  NEHTONVILLE,  NEH  YORK 

TAYLOR,  ROBERT,  VANCOUVER,  CANADA 

TAYLOR,  ROBERT  EMMETT,  GALENA,  OHIO 

TAYLOR,  ROBERT  G. ,  HOPKINS,  MINNESOTA 

TAYLOR,  ROBERT  HOHARD,  OKLAHOMA  CITY,  OKLAHOMA 

TAYLOR,  ROBERT  JAMES,  COLUMBUS,  GEORGIA 

TAYLOR,  ROBERT  LANCE,  ST  AUGUSTINE,  FLORIDA 

TAYLOR,  ROBERT  LEE,  SALINAS,  CALIFORNIA 

TAYLOR,  ROBERT  R.,  SALT  LAKE  CITY,  UTAH 

TAYLOR,  ROBIN  H,  EL  CAMPO,  TEXAS 

TAYLOR,  RUFUS  L.,  ARLINGTON,  TEXAS 

TAYLOR,  SAMMY  LEE,  BARTOH,  FLORIDA 

TAYLOR,  SCOTT  LEONARD,  KISSIMMEE,  FLORIDA 

TAYLOR,  SETHH.,  SEATTLE,  HASHINGTON 

TAYLOR,  STEVEN  CHARLES,  TRACY,  CALIFORNIA 

TAYLOR,  STUART  SCOTT,  SAN  FRANCISCO,  CALIFORNIA 

TAYLOR,  T^RRY  NORMAN,  OREM,  UTAH 

TAYLOR,  THEODORE  SCOTT,  SR,  HADDON  HEIGHTS,  NEH  JERSEY 

TAYLOR,  THOMAS  GORDON,  CLEVELAND,  MISSISSIPPI 

TAYLOR,  TIMOTHY  JOHN,  SR,  DECATUR,  GEORGIA 

TAYLOR,  TOMMY,  JR,  KEY  HEST,  FLORIDA 

TAYLOR,  TONY  ROCK,  FORT  HALTON  BEACH,  FLORIDA 

TAYLOR,  HAYNE  LEHIS,  LITTLETON,  COLORADO 

TAYLOR,  WEST  HELLEN,  III,  HASHINGTON,  DISTRICT  OF  COLUM 

TAYLOR,  HILLIAM  DAVID,  BATON  ROUGE,  LOUISIANA 

TAYLOR,  HILLIAM  FRANCIS,  ST.  LOUIS,  MISSOURI 

TAYLOR,  HILLIAM  GUY,  JR,  JACKSON,  MISSISSIPPI 

TAYLOR,  WILLIAM  JOSEPH,  PLATTE  CITY,  MISSOURI 

TAYLOR,  WILLIAM  L.,  HAYCROSS,  GEORGIA 

TAYLOR,  WILLIAM  MITCHELL,  GAINESVILLE,  GEORGIA 

TAYLOR,  WILLIAM  QUANDER,  WASHINGTON,  DISTRICT  OF  COLUMB 

TAYLOR,  WILLIAM  S.,  JACKSON,  ALABAMA 

TAYLOR,  WILLIE  JAMES,  ATLANTA,  GEORGIA 

TAYLOR,  WINTHROP  EDWIN,  LOS  ANGELES,  CALIFORNIA 

TEACHMAN,  RONALD  EDWARD,  NEH  BEDFORD,  MASSACHUSETTS 

TEAL,  DONALD  HAYNE,  MARTIN,  TENNESSEE 

TEAS,  MICHAEL  HILLIAM,  MURPHYSBORO,  ILLINOIS 

TEBALDI,  ALBERT  M. ,  SUNNYSIDE,  HASHINGTON 

TEBO,  JEFFREY  THOMAS,  BARTOH,  FLORIDA 

TEDESCHI,  LOUIS  DAVID,  JEFFERSON  CITY,  MISSOURI 

TEEL,  JOHN  RICHARD,  GREENVILLE,  NORTH  CAROLINA 

TEELING,  GEORGE  MICHAEL,  GRIFFITH,  INDIANA 

TEEM,  MICHAEL  ROY,  RALEIGH,  NORTH  CAROLINA 

TEEPLES,  ALFRED  JAMES,  NORMANDY  PARK,  HASHINGTON 

TEETZ,  TERRY  F.,  CORSICANA,  TEXAS 

TEGG,  JOHN  BUELL,  III,  ORLANDO,  FLORIDA 

TEGGE,  ROBERT  ALLAN,  JR,  DOYLESTOWN,  PENNSYLVANIA 

TEGTMEYER,  GLENN  H,  ALBUQUERQUE,  NEW  MEXICO 

TEITELBAUM,  BRET  DAVID,  EDGEWATER,  FLORIDA 

TEIXEIRA,  JOHN  RAYMOND,  CHARLOTTESVILLE,  VIRGINIA 

TEJEIRA  MEDINA,  ALVARO  MANUEL,  PANAMA  CITY,  PANAMA 

TELBAN,  JOHN  VICTOR,  FOLSOM,  CALIFORNIA 

TELLARDIN,  BRUCE  WAYNE,  OAKLAND,  CALIFORNIA 

TELLATIN,  STEPHEN  FROST,  FREMONT,  NEBRASKA 

TELLEFSEN,  EDWARD  G,  ALLENDALE,  NEW  JERSEY 

TELLER,  CONRAD  W. ,  HAMPTON  BAYS,  NEH  YORK 

TELLER,  MICHAEL  JOHN,  COLORADO  SPRINGS,  COLORADO 

TELLERS,  LYNNE  MARGARET,  FRIDLEY,  MINNESOTA 

TELLEZ  GOMEZ,  RICARDO,  BOGOTA,  COLOMBIA 

TELLEZ,  EUGENE,  MIAMI,  FLORIDA 

TEMME,  ROBERT  EDHARD,  STAMFORD,  CONNECTICUT 

TEMPERINO,  STEVEN  HOWARD,  PLYMOUTH,  NEW  HAMPSHIRE 

TEMPLE,  FREDERICK  VINCENT,  CALDWELL,  NEW  JERSEY 

TEMPLE,  GALEN  CHARLES,  OAKLAND,  CALIFORNIA 

TEMPLE,  JERRY  A.,  NEW  CUMBERLAND,  PENNSYLVANIA 

TEMPLE,  KENNETH  STEVEN,  BAINBRIDGE,  OHIO 

TEMPLE,  PAUL  HARTLEY,  FORT  BELVOIR,  VIRGINIA 

TEMPLETON,  DARRELL  PATRICK,  MARSHALLTOHN,  IOWA 

TEMPLETON,  JERRY  LEE,  TERRE  HAUTE,  INDIANA 

TEMPLETON,  RICHARD  S,  LEVITTOWN,  PENNSYLVANIA 

TEMPLETON,  THOMAS  JAMES,  OTTAWA,  ILLINOIS 

TEMPLETT,  ROBERT  M,  BATON  ROUGE,  LOUISIANA 

TEN  HAKEN,  RONALD  DIRK,  KIRTLAND  AFB,  NEW  MEXICO 

TENAGLIA,  ANTHONY  PETER,  SOUTHHAMPTON,  NEW  YORK 

TENCH,  CHARLES  LEE,  JR.,  NEWPORT  NEWS,  VIRGINIA 

TENCZA,  ADAM  S.,  CLIFTON,  NEW  JERSEY 

TENERIFE,  ALEJANDRO  RODULFO,  MANILA,  PHILIPPINES 

TENGAN,  VICTOR  SHUICHI ,  HAILUKU,  MAUI,  HAWAII 

TENNANT,  CHARLES  RUSSELL,  JR,  BUENA  VISTA,  PENNSYLVANIA 

TENNANT,  FRANK  JAMES,  OHENSBORO,  KENTUCKY 

TENNANT,  THOMAS  PAUL,  HOODBURN,  OREGON 

TENNERY,  THOMAS  JESSE,  OKLAHOMA  CITY,  OKLAHOMA 

TENNEY,  STANLEY  PRESTON,  BOZEMAN,  MONTANA 

TENNIS,  LARRY  D. ,  JOPLIN,  MISSOURI 

TENNIS,  ROBERT  L,  SAN  ANTONIO,  TEXAS 

TENORIO,  TELESFORO,  MANILA,  PHILIPPINES 

TENORIO,  THOMAS  PANGELINAN,  FORT  ORD,  CALIFORNIA 

TENVOOREN,  CHARLES  R.,  TITUSVILLE,  FLORIDA 

TEO,  SENG  HUAT,  SINGAPORE,  SINGAPORE 

TEPPER,  JAN  CLAIRE,  SANTA  CRUZ,  CALIFORNIA 

TERBRACK,  JOHN  ANTHONY,  SOUTHGATE,  MICHIGAN 

TERDIK,  JOSEPH,  BRAMPTON,  CANADA 

TERHUNE,  JOHN  SPENCER,  TEANECK,  NEW  JERSEY 

TERHUNE,  WILLIAM  B.,  ROME,  GEORGIA 

TERLAJE,  HENRY  S,  AGANA,  GUAM 

TERLIKOWSKI,  RICHARD  J.,  MADISON,  HISCONSIN 
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TERLIZZESE,  JOSEPH  LOUIS,  PALM  BEACH,  FLORIDA 

TERNES,  KEITH  ALLAN,  FARGO,  NORTH  DAKOTA 

TERNES,  PIUS,  BISMARCK,  NORTH  DAKOTA 

TERP,  GREG  RORY,  MIAMI,  FLORIDA 

TERRAL,  CLYDE  ALFRED,  ALEXANDRIA,  LOUISIANA 

TERRAL,  RICHARD  BOYD,  HOUSTON,  TEXAS 

TERRANOVA,  MICHAEL  ANGELO,  NEW  CASTLE,  DELAWARE 

TERRELL,  GARY  BLAINE,  FOREST  PARK,  OHIO 

TERRIBILE,  THOMAS  ANTHONY,  GUILFORD,  CONNECTICUT 

TERRION,  DANIEL  C,  MAPLE  HEIGHTS,  OHIO 

TERRY,  ALFRED  G. ,  PRINCETON,  NEH  JERSEY 

TERRY,  CHARLES  ROBERT,  OLIVETTE,  MISSOURI 

TERRY,  DONALD  ALBERT,  TAYLOR,  MICHIGAN 

TERRY,  DONALD  R,  MONTGOMERY,  ALABAMA 

TERRY,  EUGENE  L.,  LARAMIE,  HYOMING 

TERRY,  GARY  GENE,  TAMPA,  FLORIDA 

TERRY,  GLENN  L.,  SOUTH  BEND,  INDIANA 

TERRY,  HAROLD  M,  SHREVEPORT,  LOUISIANA 

TERRY,  HARRIS  GAIL,  MC  PHERSON,  KANSAS 

TERRY,  J.  T.,  ATLANTA,  GEORGIA 

TERRY,  JOHN  PATRICK,  ESSEX,  VERMONT 

TERRY,  JOHN  PAUL,  SANIBEL,  FLORIDA 

TERRY,  LARRY  BERTON,  TAMPA,  FLORIDA 

TERRY,  MARGOT  WADE,  SEATTLE,  HASHINGTON 

TERRY,  ROGER  LEE,  ALAMO  HEIGHTS,  TEXAS 

TERRY,  ROY  MADISON,  RICHMOND,  VIRGINIA 

TESH,  JAMES  LEE,  WINSTON-SALEM,  NORTH  CAROLINA 

TESHIMA,  FRANK  K. ,  JR.,  WAILUKU,  MAUI,  HAWAII 

TESMOND,  JEROME  MATTHEW,  CHICAGO,  ILLINOIS 

TESSENDORF,  RICHARD  G,  CINCINNATI,  OHIO 

TESTA,  DAVID  VINCENT,  PHILADELPHIA,  PENNSYLVANIA 

TESZLEWICZ,  PAUL  S,  LANSING,  MICHIGAN 

TETTING,  THOMAS  ALAN,  WAUKESHA,  WISCONSIN 

TEUNE,  GEORGE  JOHN,  PARK  RIDGE,  ILLINOIS 

TEH,  ARVIE  G.,  EUFAULA,  ALABAMA 

TEW,  HARCOURT  A,  JR,  PALMER,  ALASKA 

TEHKSBURY,  HILLIAM,  JR,  NORHICH,  CONNECTICUT 

TEHS,  RONALD  LEE,  MADISON,  HISCONSIN 

TEYECHEA,  JAMIE  C,  NOGALES,  ARIZONA 

THACHER,  RICHARD  CHARLES,  PHOENIX,  ARIZONA 

THACKER,  HARVEY  G,  OLYMPIA,  HASHINGTON 

THALACKER,  ARTHUR  W. ,  MOBILE,  ALABAMA 

THALKEN,  TODD  DOUGLAS,  COLUMBUS,  NEBRASKA 

THALMAN,  JAMES  STUART,  ANAHEIM,  CALIFORNIA 

THANARS,  DON  MICHEAL,  CAMP  LEJEUNE,  NORTH  CAROLINA 

THANOS,  INDRADI  INDRA,  JAKARTA,  INDONESIA 

THARP,  DONALD  RAYMOND,  TELL  CITY,  INDIANA 

THARP,  MILTON  MAXEL,  ODESSA,  TEXAS 

THATCHER,  GARY  JUDSON,  COLUMBUS,  OHIO 

THAVES,  DONALD  L.,  SHAWANO,  WISCONSIN 

THAYER,  BRUCE  H. ,  JR.,  SACRAMENTO,  CALIFORNIA 

THAYER,  CHARLES  DANIEL,  JR,  EAST  HARTFORD,  CONNECTICUT 

THAYER,  DIRK  LINDSEY,  KOSCIUSKO,  MISSISSIPPI 

THAYER,  JAMES  LOREN,  HEBER  SPRINGS,  ARKANSAS 

THAYER,  JOHN  ROBERT,  II,  SANTA  BARBARA,  CALIFORNIA 

THAYER,  LEHIS,  WOODSTOCK,  ILLINOIS 

THAYNE,  BRUCE  WENDELL,  SALT  LAKE  CITY,  UTAH 

THEAR,  THOMAS,  BURLINGTON,  VERMONT 

THEBEAU,  EVAN  G,  ST.  CHARLES,  MISSOURI 

THEISEN,  GERALD  M,  DICKINSON,  NORTH  DAKOTA 

THELEN,  IVAN  S,  WEST  BEND,  HISCONSIN 

THELEN,  THOMAS  G,  MILHAUKEE,  HISCONSIN 

THELLMANN,  KENN  LOUIS,  WALTON  HILLS,  OHIO 

THEOBALD,  DOUGLAS  ARMSTEAD,  BROOKSTON,  INDIANA 

THEOBALD,  NORMAN  EARLE,  TAVARES,  FLORIDA 

THEOBALD,  RONALD  CLARK,  PEORIA,  ILLINOIS 

THEODORIDES,  NICOS  K,  NICOSIA,  CYPRUS 

THEREAULT,  ALBERT  A,  PORTSMOUTH,  VIRGINIA 

THEREAULT,  CHARLES  PHILLIP,  PORTSMOUTH,  VIRGINIA 

THERIAULT,  ALBERT  J.,  RUMFORD,  MAINE 

THERIOT,  RONALD  JOSEPH,  LAFAYETTE,  LOUISIANA 

THERKELSEN,  KENT  STEVEN,  BLOOMINGTON,  MINNESOTA 

THERKILDSEN,  GARY  ANDREW,  SR,  WASHINGTON,  DISTRICT  OF  C 

THERHHANGER,  LINDSEY  KYLE,  MIDLAND,  TEXAS 

THEVENARD,  PHILIPPE,  PARIS,  FRANCE 

THEVENOT,  JOHN  LOUIS,  METAIRIE,  LOUISIANA 

THIBDEAU,  ROBERT  EDMUND,  SR,  STONINGTON,  CONNECTICUT 

THICK,  PHILLIP  KENNETH,  LAPEER,  MICHIGAN 

THICKENS,  JOHN  WILLIAM,  ROCK  HILL,  SOUTH  CAROLINA 

THIEL,  CARL  H,  APPLETON,  WISCONSIN 

THIEL,  CHRIS  EMIL,  EUREKA,  CALIFORNIA 

THIELE,  HOHARD  M. ,  GLEN  ELLYN,  ILLINOIS 

THIELEN,  LE  ROY,  ST.  PAUL,  MINNESOTA 

THIERRY,  FRANCOIS,  ABYMES,  GUADELOUPE 

THIERWECHTER,  JOHN  KREIDER,  HARRISBURG,  PENNSYLVANIA 

THIESSEN,  JANET  MARIE,  VANCOUVER,  WASHINGTON 

THIGPEN,  RANDY  KEITH,  FLORENCE,  ALABAMA 

THIMMESCH,  ALVIN  J.,  WICHITA,  KANSAS 

THISTLE,  ROBERT  B,  HAKEFIELD,  MASSACHUSETTS 

THIVENER,  G  E,  FORT  LAUDERDALE,  FLORIDA 

THOELE,  MAURICE  E.,  CHICAGO,  ILLINOIS 

THOM,  KEVIN  LEE,  PIERRE,  SOUTH  DAKOTA 

THOMALLA,  DAVID  JAMES,  MAPLEWOOD,  MINNESOTA 

THOMAS  WILLIAM  D.  ,  ,  YORK,  SOUTH  CAROLINA 

THOMAS,  ADOLPH,  AUSTIN,  TEXAS 

THOMAS,  ALFRED  STUART,  BRAMPTON,  CANADA 

THOMAS,  ARTHUR  M. ,  COMPTON,  CALIFORNIA 

THOMAS,  BENJAMIN  FRANKLIN,  III,  COLUMBIA,  SOUTH  CAROLIN 

THOMAS,  BOBBY  L,  LITTLE  ROCK,  ARKANSAS 

THOMAS,  BYRON  L.,  GREENSBORO,  NORTH  CAROLINA 
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THOHAS,  CHRISTOPHER  DAVID,  BURGAH,  NORTH  CAROLINA 

THOMAS,  CLARK,  ASHLAND,  OREGON 

THOMAS,  CLYDE  A.,  MOREHEAD,  KENTUCKY 

THOMAS,  DARROLD  LEROY,  SAN  JOSE,  CALIFORNIA 

THOMAS,  DAVID  LEHIS,  SAN  BERNARDINO,  CALIFORNIA 

THOHAS,  DAVID  PAUL,  PHOENIX,  ARIZONA 

THOMAS,  DAVID  SCOTT,  FORT  HUACHUCA,  ARIZONA 

THOHAS,  DENNIS  ROBERT,  BATAVIA,  ILLINOIS 

THOMAS,  DONALD  MICHAEL,  ST.  CHARLES,  ILLINOIS 

THOMAS,  DONNIE  LEROY,  FORT  BELVOIR,  VIRGINIA 

THOMAS,  DORENE  JANE,  PINELLAS  PARK,  FLORIDA 

THOMAS.  DOUGLAS  A.,  ALLIANCE,  NEBRASKA 

THOMAS,  DOYLE  HAYMAN,  PENSACOLA,  FLORIDA 

THOMAS,  EDGAR  ARNOLD,  JR,  PELHAM,  ALABAMA 

THOHAS,  ELMER  J,  SEARCY,  ARKANSAS 

THOMAS,  EMIL  S.,  MADISON,  HISCONSIN 

THOMAS,  GARRY  DON,  OKLAHOMA  CITY,  OKLAHOMA 

THOMAS,  GARY  DHAYNE,  PALESTINE,  TEXAS 

THOMAS,  GARY  L.,  RADFORD,  VIRGINIA 

THOHAS,  GARY  LYNN,  AVON,  COLORADO 

THOMAS,  GEOFFREY  KELLUM,  ASHLAND,  OHIO 

THOMAS,  GREGORY  STEPHEN,  WASHINGTON,  DISTRICT  OF  COLUMB 

THOMAS,  HARRY  E,  OAK  RIDGE,  TENNESSEE 

THOMAS,  HERMAN  J.,  MADISON,  HISCONSIN 

THOMAS,  IVY  A.,  ATLANTA,  GEORGIA 

THOHAS,  JAMES  ALLEN,  HELENA,  MONTANA 

THOMAS,  JAMES  ANDREH,  JR,  HASHINGTON,  DISTRICT  OF  COLUM 

THOMAS,  JAMES  CURTISS,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

THOMAS,  JAMES  DEHITT,  SANTA  BARBARA,  CALIFORNIA 

THOMAS,  JAMES  HARGROVE,  BATON  ROUGE,  LOUISIANA 

THOHAS,  JAMES  M,  GLASTONBURY,  CONNECTICUT 

THOMAS,  JAMES  M. ,  HARRISON,  ARKANSAS 

THOMAS,  JERRY  PATRICK,  LOS  ANGELES,  CALIFORNIA 

THOMAS,  JOE  DAVID,  FINDLAY,  OHIO 

THOMAS,  JOHN  CASS,  COLUMBIA,  SOUTH  CAROLINA 

THOMAS,  JOHN  M,  TUCSON,  ARIZONA 

THOHAS,  JOHN  M. ,  COLUMBUS,  MISSISSIPPI 

THOMAS,  JOHN  ROBERT,  DAYTON,  OHIO 

THOMAS,  JOSEPH  EDWARD,  JR,  ALBION,  MICHIGAN 

THOMAS,  KEITH  ALLAN,  HAYNE,  MICHIGAN 

THOHAS,  LARRY  G. ,  EASLEY,  SOUTH  CAROLINA 

THOHAS,  LARRY  JOE,  TOPEKA,  KANSAS 

THOMAS,  LAHRENCE  EDHIN,  PANAMA  CITY,  FLORIDA 

THOMAS,  MARK  STEPHEN,  SAUSALITO,  CALIFORNIA 

THOMAS,  MARSHALL,  NORTH  HILLS,  CALIFORNIA 

THOMAS,  MICHAEL  DAVID,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

THOHAS,  MICHAEL  FRANCIS,  HERTFORDSHIRE,  ENGLAND 

THOHAS,  MIKEY  C,  CARBONDALE,  ILLINOIS 

THOMAS,  PATRICK  J.,  PAPILLION,  NEBRASKA 

THOMAS,  RAY  H,  BATON  ROUGE,  LOUISIANA 

THOMAS,  RICHARD  DALE,  NORTH  RIDGEVILLE,  OHIO 

THOHAS,  RICHARD  JAMES,  HOPE,  ARKANSAS 

THOMAS,  RICHARD  LEE,  PORTSMOUTH,  VIRGINIA 

THOMAS,  RICHRD  PAUL,  BELOIT,  HISCONSIN 

THOMAS,  RICKEY  DALE,  HOOUIAM,  HASHINGTON 

THOMAS,  ROBERT  A,  COLLEGEVILLE,  PENNSYLVANIA 

THOMAS,  ROBERT  MELTON,  GREAT  FALLS,  MONTANA 

THOMAS,  ROBERT  TERRY,  SANTA  MONICA,  CALIFORNIA 

THOMAS,  ROY  J.,  HAMILTON,  ALABAMA 

THOMAS,  SCOTT  EARL,  MARYVILLE,  TENNESSEE 

THOMAS,  STEPHEN  ANTHONY,  MERIDIAN,  MISSISSIPPI 

THOMAS,  STUART,  LITTLE  ROCK,  ARKANSAS 

THOMAS,  TERRY  LEE,  FAIRFIELD,  CALIFORNIA 

THOMAS,  VICTOR  R,  JACKSONVILLE,  FLORIDA 

THOMAS,  VIVIAN  M. ,  HUTCHINSON,  KANSAS 

THOMAS,  HALTER  M. ,  KINSTON,  NORTH  CAROLINA 

THOHAS,  HILLIAM  E,  FORT  COLLINS,  COLORADO 

THOMAS,  HILLIAM  FRANKLIN,  BELLEVUE,  HASHINGTON 

THOMAS,  HILLIAM  HANK,  MEMPHIS,  TENNESSEE 

THOMAS,  HILLIAM  JOHN,  VALLEJO,  CALIFORNIA 

THOMAS,  HILLIAM  PAUL,  ASHEVILLE,  NORTH  CAROLINA 

THOMAS,  HILLIAM  R,  DONELSON,  TENNESSEE 

THOHASON,  BRUCE  ALLEN,  JACKSONVILLE  BEACH,  FLORIDA 

THOHASON,  HORRIS  L.,  DOUGLAS,  HYOMING 

THOMASSON,  ROBERT  LEE,  JR,  BATON  ROUGE,  LOUISIANA 

THOME,  JAMES  F,  OSHKOSH,  HISCONSIN 

THOMPSON  G.,  JORGE,  SANTIAGO,  CHILE 

THOHPSON,  ALONZO,  HINSTON-SALEM,  NORTH  CAROLINA 

THOHPSON,  ALVIN  STUART,  JR,  FAIRFAX,  VIRGINIA 

THOMPSON,  ARTHUR  ROBERT,  JR,  NAPA,  CALIFORNIA 

THOMPSON,  BERNIE  CLARK,  KANKAKEE,  ILLINOIS 

THOHPSON,  BERYL  A,  SEATTLE,  HASHINGTON 

THOHPSON,  BILLY  H. ,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

THOHPSON,  BILLY  HALTON,  EULESS,  TEXAS 

THOMPSON,  CHARLES,  TUSCUMBIA,  ALABAMA 

THOHPSON,  CHARLES  HERBERT,  HENATCHEE,  HASHINGTON 

THOMPSON,  CHARLES  L,  MIAMI,  FLORIDA 

THOMPSON,  CHARLES  STEVEN,  LOUISVILLE,  KENTUCKY 

THOHPSON,  CLARENCE  L.,  SALT  LAKE  CITY,  UTAH 

THOMPSON,  DAVID  L,  NASHVILLE,  TENNESSEE 

THOMPSON,  DAVID  HESLEY,  YAKIMA,  HASHINGTON 

THOMPSON,  DENNIS  CLIFFORD,  FRONT  ROYAL,  VIRGINIA 

THOMPSON,  DONALD  G,  ALBUQUERQUE,  NEH  MEXICO 

THOHPSON,  DONALD  N,  GUILFORD,  CONNECTICUT 

THOHPSON,  DURHOOD  L,  OPELIKA,  ALABAMA 

THOMPSON,  ELMER  J,  NEHARK,  NEH  JERSEY 

THOMPSON,  EUGENE  FRANCIS,  FULTON,  NEH  YORK 

THOHPSON,  FREDERICK  ABNER,  MONMOUTH  JUNCTION,  NEH  JERSE 

THOHPSON,  G  R,  PASCAGOULA,  MISSISSIPPI 

THOMPSON,  GAYLORD  L.,  LEXINGTON,  KENTUCKY 
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GEORGE  N.,  LAS  VEGAS,  NEVADA 
GEORGE  HILLIAM,  MIDLAND,  TEXAS 
GERALD  H.,  COLBY,  KANSAS 
JAMES  F.,  HUNTSVILLE,  ALABAMA 
JAMES  J,  POUGHKEEPSIE,  NEH  YORK 
JAMES  HILLARD,  SIDNEY,  OHIO 
JEFFREY  PETER,  SR,  TOMS  RIVER,  NEH  JERSEY 
JOHN  B.,  JR.,  BATON  ROUGE,  LOUISIANA 
JOHN  E,  LINCOLN,  NEBRASKA 
JOHN  EDHARD,  PRINCETON,  ILLINOIS 
JOHN  H.,  YAKIMA,  HASHINGTON 
JOHN  HAROLD,  MIDLAND,  TEXAS 
JOHN  L.,  SACRAMENTO,  CALIFORNIA 
JOHN  R,  MUSKEGON  HEIGHTS,  MICHIGAN 
JULIA  EILEEN,  NEH  YORK,  NEH  YORK 
KARL  FREDERICK,  JR,  COEUR  D  ALENE,  IDAHO 
THOMPSON,  KEITH,  KETTERING,  OHIO 
THOMPSON,  KENNETH  C,  HAINES  CITY,  FLORIDA 
KENNETH  N.,  HESTCHESTER,  ILLINOIS 
KENNETH  R.,  VENTURA,  CALIFORNIA 
KIRK  DOUGLAS,  TOPEKA,  KANSAS 
LESTER  J,  JR,  BILOXI,  MISSISSIPPI 
LESTER  N,  GLOUCESTER,  CANADA 
LIONEL  MORRISON,  BRIDGETOHN,  BARBADOS 
LONNIE  OTHOLA,  YERINGTON,  NEVADA 
MARK  ALAN,  LOS  ANGELES,  CALIFORNIA 
MARK  CLEVELAND,  MONTGOMERY,  ALABAMA 
MICHAEL  HAROLD,  MUSTANG,  OKLAHOMA 
MICHAEL  LEE,  ARANSAS  PASS,  TEXAS 
NORMAN  COULSON,  SALT  LAKE  CITY,  UTAH 
NORMAN  PHILLIP,  PORT  HURON,  MICHIGAN 
PAUL  L.,  KNOXVILLE,  TENNESSEE 
RALPH  C,  PUEBLO,  COLORADO 
RAY  J.,  TERRE  HAUTE,  INDIANA 
RAY  H,  PORTSMOUTH,  OHIO 
RICHARD  BRENT,  FLORENCE,  ALABAMA 
ROBERT  J,  BOSTON,  MASSACHUSETTS 
ROBERT  J.,  LEXINGTON,  NEBRASKA 
ROBERT  J.,  HOODBRIDGE,  NEH  JERSEY 
ROBERT  JOSEPH,  GREENWICH,  CONNECTICUT 
ROBIN  WEEKS,  MONTGOMERY,  ALABAMA 
RODNEY  ELLIS,  BATON  ROUGE,  LOUISIANA 
RONALD  GENE,  CHICAGO,  ILLINOIS 
RONALD  RICHARD,  ROCHESTER,  MINNESOTA 
RONALD  RUSSELL,  NORTH  MYRTLE  BEACH,  SOUTH  CAR 
STANLEY  L.,  ATLANTA,  GEORGIA 
THOMAS  M,  NEW  BRUNSWICK,  NEH  JERSEY 
THOMAS  NORVAL,  SR,  WEST  PALM  BEACH,  FLORIDA 
TOMMY  H.,  HENDERSON,  NEVADA 
VERN  WILLIAM,  JR,  KELSO,  WASHINGTON 
WALTER  STEPHEN,  MONTGOMERY,  ALABAMA 
WAYNE  LAWRENCE,  CHICAGO,  ILLINOIS 
WILLAN,  ST  GEORGES,  GRENADA 
WILLIAM  ARTHUR,  JR,  SAGINAW,  MICHIGAN 
WILLIAM  DELBERT,  III,  OWENSBORO,  KENTUCKY 
WILLIAM  JAMES,  WINNIPEG,  CANADA 
WILLIAM  M,  BAKERSFIELD,  CALIFORNIA 
JACK  L.,  KANSAS  CITY,  MISSOURI 
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160 
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163 
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170 
110 
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170 
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THOMSON,  ROSS  DAVID,  KEY  WEST,  FLORIDA 
THONTON,  RONALD  E,  ODESSA,  TEXAS 
THORBURN,  ROBERT  J.,  TEMPLE,  TEXAS 
THORBURN,  ROBERT  JOSEPH,  SAN  DIEGO,  CALIFORNIA 
THORDSEN,  HAROLD  A.,  DAVENPORT,  IOWA 
THOREN,  LARRY  GLENN,  ROCK  FALLS,  ILLINOIS 
THOREN,  RICHARD  FLOYD,  JAMESTOWN,  NEW  YORK 
THORESON,  ROBERT  FRANCIS,  LOS  ANGELES,  CALIFORNIA 
THORN,  JAMES  N,  JR,  BOSSIER  CITY,  LOUISIANA 
THORNE,  COLIN  STANLEY,  BRISBANE,  AUSTRALIA 
THORNE,  HAROLD  WILLIAM,  LAWTON,  OKLAHOMA 
THORNE,  WILLIAM  G,  HACKENSACK,  NEH  JERSEY 
THORNELL,  RICHARD  DALE,  MONTGOMERY,  ALABAMA 
C  R,  JONESBORO,  GEORGIA 
EDGAR  JAN,  SITKA,  ALASKA 
EDHARD  JOHN,  BOCA  RATON,  FLORIDA 
GEORGE  HENRY,  ST  AUGUSTINE,  FLORIDA 
JOHNNY  EDWIN,  HOUSTON,  TEXAS 
THORNTON,  LAIRD  LAVELLE,  GREENWOOD  VILLAGE,  COLORADO 
THORNTON,  LAWRENCE  OFERL,  J,  NEWARK,  DELAWARE 
THORP,  CADET  T. ,  STERLING,  ILLINOIS 
THORP,  JOHN  W.,  LA  PORTE,  INDIANA 
THORPE,  JACK  ANTON,  BEVERLY  HILLS,  CALIFORNIA 
THORPE,  WADE  STEVE,  SACRAMENTO,  CALIFORNIA 
THORSON,  ROBERT  EUGENE,  LINCOLN,  NEBRASKA 
THRASHER,  DENNIS  ALAN,  GALLATIN,  TENNESSEE 
THRASHER,  JOHN  F.,  OTTAWA,  CANADA 
THRASHER,  RON  W. ,  PHILADELPHIA,  PENNSYLVANIA 
THRASHER,  RONALD  RAY,  STILLWATER,  OKLAHOMA 
THRIFT,  WILLIAM  R. ,  BALBOA  HEIGHTS,  CANAL  ZONE 
THROHER,  STEVEN  VANDYKE,  BEAUMONT,  TEXAS 
THRUN,  GREGORY  SCOTT,  BATAVIA,  ILLINOIS 
THRUN,  PETER  HARRY,  JR.,  STEVENS  POINT,  HISCONSIN 
THUERK,  THOMAS  CLYDE,  YAKIMA,  WASHINGTON 
THUMAN,  GARY  LYLE,  OAKLAND,  CALIFORNIA 
THUMHART,  FREDERICK  D,  SR,  ALBANY,  NEH  YORK 
THUMM,  DOROTHY  ELLEN,  HUNTINGTON,  NEW  YORK 
THURBER,  ROGER  B,  ARLINGTON,  VIRGINIA 
THURMAN,  ANDREH  FRANK,  TULSA,  OKLAHOMA 
THURMAN,  JANICE  ELLEN,  NEWPORT  NEWS,  VIRGINIA 
THURMAN,  RICHARD,  JR,  CHATTANOOGA,  TENNESSEE 
THURHAN,  ROBERT  R,  SHEBOYGAN,  WISCONSIN 
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THURMAN,  ROLAND  D  -  TOWNE,  DAVID  ROBLEE 


93  tt 

67  # 
105 
143 
195 
104  tt 

74 

96  * 
139  * 
101  tt 
114 
104 

76  tt 
92  tt 

181 
67  tt 
118  tt 
187 
173  tt 
199 
187 
187 
128 
139 
157 
159  # 
128  * 
182 
113  tt 

113  * 
110 

92 
161 
153 
199 

42  tt 
113 
142 
182 
184 
165 
154 
116 

96  tt 
174 
106  # 
130 
107 
112  tt 

93 

77  tt 
110 

114  tt 
134  tt 

92  # 
149 
177 

66  tt 
145 
112  tt 
164 

63  tt 

90 
146 
153 
183 
190 
117 

76 
178 
147 
120 
144 
185 

60  tt 
191 
111 
101  tt 

95 
148 
188 

35  tt 
198 
156 

89  tt 

115  tt 
189 

91  tt 
59  tt 
81  tt 

92  tt 
99 

190 
145 
142 
171 
132 
116 
164 
63  tt 


TIDWELL, 
TIDHELL, 
TIDHELL, 
TIDHELL, 
TIDHELL, 
TIDHELL, 


THURMAN,  ROLAND  D,  ROBBINSDALE,  MINNESOTA 
THURMAN,  HAYNE  HARRY,  MIAMI  SHORES,  FLORIDA 
THURMOND,  CHARLES  A,  JR,  DELAND,  FLORIDA 
THURSFIELD,  DAVJD  HILLIAM,  BIRMINGHAM,  ENGLAND 
TIBBET,  HALTER  BURTON,  SAN  JOSE,  CALIFORNIA 
TIBBETTS,  PAUL  A,  OLD  ORCHARD  BEACH,  MAINE 
TICE,  CHARLES  E.,  EAST  LIVERPOOL,  OHIO 
TICE,  CORTLAND  H. ,  JR.,  BERHICK,  MAINE 
TICHNELL,  HARLAND  STANLEY,  OAKLAND,  MARYLAND 
TICKVITZA,  ANDREH,  AGANA,  GUAM 
TIDHELL,  DAVID  M,  JONESBORO,  GEORGIA 
DENVER  H.,  FLORENCE,  ALABAMA 
FLOYD  E,  SAN  BERNARDINO,  CALIFORNIA 
JOHN  M,  OXFORD,  MISSISSIPPI 
NORMAN  HAYNE,  NASHVILLE,  TENNESSEE 
PAUL  J.,  HILMINGTON,  DELAHARE 
HALTER  VIRGIL,  SACRAMENTO,  CALIFORNIA 
TIEDEMANN,  JAMES  RICHARD,  HAHTHORNE,  NEH  YORK 
TIEGS,  HILLIAM  ARTHUR,  GREENFIELD,  HISCONSIN 
TIEMAN,  JAMES  RICHARD,  ANN  ARBOR,  MICHIGAN 
TIERNEY,  ALBERT  GERARD,  ALEXANDRIA,  VIRGINIA 
TIERNEY,  KIM  ELLEN,  LIGHTHOUSE  POINT,  FLORIDA 
TIERS,  JOHN  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
TIESO,  GARY  JOSEPH,  CARPINTERIA,  CALIFORNIA 
TIESZEN,  CRAIG  JOHN,  RAPID  CITY,  SOUTH  DAKOTA 
TIETYEN,  TERRY  LEE,  MEQUON,  HISCONSIN 
TIETZ,  DOUGLAS  LEE,  SHAKOPEE,  MINNESOTA 
TIGERA,  LUIS  C,  CHICAGO,  ILLINOIS 
TIHADA,  LANNY,  HAILUKU,  MAUI,  HAHAII 
TILLER,  DANNY  H. ,  DALLAS,  TEXAS 
TILLINGHAST,  STEVEN  C,  PORTLAND,  OREGON 
TILSON,  PERRY,  ALTURAS,  CALIFORNIA 
TILTON,  EDHARD  HOLCOTT,  SR,  RAHHAY,  NEH  JERSEY 
TILTON,  ROBERT  EVAN,  STOH,  OHIO 
TIMBS,  DOUGLAS  EDHARD,  OCEANSIDE,  CALIFORNIA 
TIMERMAN,  ROY  P.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
TIMKO,  JOSEPH  R,  FARRELL,  PENNSYLVANIA 
TIMM,  HERBERT  ARTHUR,  HINNETKA,  ILLINOIS 
TIMMERMAN,  ALAN  CHARLES,  GREEN  BAY,  HISCONSIN 
TIMMONS,  DAVID  FREDERICK,  ABERDEEN,  HASHINGTON 
TIMMONS,  KENNETH  EARL,  COEUR  D  ALENE,  IDAHO 
TINCHER,  BOYCE  EDHIN,  BROOKSVILLE,  FLORIDA 
TINCHER,  HENDELL  L.,  INDIANAPOLIS,  INDIANA 
TINDAL,  HILLIAM  J,  CHARLESTON,  SOUTH  CAROLINA 
TINDALE,  MARISSA  JANF,  BRUNSHICK,  GEORGIA 
TINDALL,  HOHARD  H,  BOULDER  CITY,  NEVADA 
TINDEL,  ROBERT  HOUSTON,  INDIO,  CALIFORNIA 
TINDLE,  GEORGE  A,  GLYNCO,  GEORGIA 
TINELLI,  FRANK  J,  TOMKINS  COVE,  NEH  YORK 
TINER,  ROBERT  T.,  JR.,  AUBURN,  MAINE 
TINES,  GRAYDON  P.,  MEMPHIS,  TENNESSEE 
TINKER,  JOHN  H,  DES  MOINES,  IOHA 
TINNEY,  BUDDY  J.,  MADISON,  FLORIDA 
TIPPETT,  ELMER  HUNTT,  JR,  PIKESVILLE,  MARYLAND 
TIPPIN,  SCOTT  M,  ALAMOGORDO,  NEH  MEXICO 
TIPPINS,  LARRY  EDHARD,  FELLSMERE,  FLORIDA 
TIPPS,  GARY  H,  MOORE,  OKLAHOMA 

TIPTON,  EURA  VERNON,  CAMP  LEJEUNE,  NORTH  CAROLINA 
JAMES  ANTHONY,  LEXINGTON,  KENTUCKY 
RUSSELL  L,  NASHVILLE,  TENNESSEE 
STANLEY  ERHIN,  POMPANO  BEACH,  FLORIDA 
HALTER  G,  ST  PETERSBURG,  FLORIDA 
MICHAEL  J.,  VINELAND,  NEH  JERSEY 
TIREVOLD,  ROBERT  HALTER,  HASHINGTON,  DISTRICT  OF  COLUMB 
TISDALE,  ANTHONY  BRANDON,  HASHINGTON,  DISTRICT  OF  COLUM 
TISDALE,  DONNA  RENEE',  HASHINGTON,  DISTRICT  OF  COLUMBIA 
TISDALE,  JOHN  ALAN,  JACKSON,  MISSISSIPPI 
TISING,  JAMES  R.,  PUEBLO,  COLORADO 
TITLER,  ROY  L.,  HARRISBURG,  PENNSYLVANIA 
TITTL,  RAYMOND  JAMES,  SOLON,  OHIO 

TITTLE,  GEORGE  EDHARD,  JR,  FOLLY  BEACH,  SOUTH  CAROLINA 
TITUS,  PAUL  SIMEON,  NEH  ORLEANS,  LOUISIANA 
TJAALAND,  AUGUST  JOHN,  MILHAUKEE,  HISCONSIN 
TO,  HON-KI,  HONG  KONG,  HONG  KONG 
TOAL,  JAMES,  HINNIPEG,  CANADA 
TOBA,  MASAHIRO,  TOKYO,  JAPAN 
TOBER,  THOMAS  C,  BAY  CITY,  MICHIGAN 
TOBIAS,  JAMES  L,  KETTERING,  OHIO 
TOBIAS,  MANUEL  A.,  MANILA,  PHILIPPINES 
TOBIAS,  TERRY  EUGENE,  KENTHOOD,  MICHIGAN 
TOBIAS,  TIMOTHY  ALAN,  DEFIANCE,  OHIO 
TOBIN,  EUGENE  0.,  EVERETT,  MASSACHUSETTS 
TOBIN,  JAMES  EDHARD,  TEMPLE,  TEXAS 
TOBIN,  JAMES  PATRICK,  HACKENSACK,  NEH  JERSEY 
TOBIN,  KEVIN  F.,  STAMFORD,  CONNECTICUT 
TOBIN,  ROBERT  M,  PORTLAND,  OREGON 

THERESA  CLAIRE,  NEH  YORK,  NEH  YORK 
THOMAS  H.,  BEXLEY,  OHIO 
HILLIAM  F.,  DANBURY,  CONNECTICUT 
HILLIAM  P.,  JR.,  JOHNSTON,  RHODE  ISLAND 
ANTHONY  J,  BLOOMFIELD,  CONNECTICUT 
TOMIO,  SAITAMA,  JAPAN 
HAROLD  PERRY,  HAMMOND,  LOUISIANA 
IRVIN  ELMER,  COLLEGE  STATION,  TEXAS 
JAMES  CLAIR,  CHARDON,  OHIO 
REUEL  ALBERT,  OSHEGO,  NEH  YORK 
TODD,  THOROLD  EDSEL,  BATAVIA,  OHIO 
TODERICO,  FRANK  J,  SOUTH  PORTLAND,  MAINE 
TOELKE,  GARY  FRANK,  UNION,  MISSOURI 
TOFFANT,  EMIL  J,  EDHARDSVILLE,  ILLINOIS 
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75  tt 
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73  tt 
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140 
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96 
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139  tt 
159 

80  tt 
124  tt 
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83 

72 

65 

94  * 
142 
171 
171 
103  tt 
184 
178 
140 
124 
142 

72  tt 
167 
153 
127 
116 
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143 

80  tt 

55  # 
163 
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167 
132 

39  tt 
114 
145 
161 
195 
166 
181 

29  * 
122 
166 


TOFT,  PHILLIP  ALAN,  SIOUX  FALLS,  SOUTH  DAKOTA 

TOGNERI,  ENRICO  NATOLE,  RENO,  NEVADA 

TOHME,  MOUNIR  M. ,  BEIRUT,  LEBANON 

TOLAN,  EDHARD  JAMES,  FALMOUTH,  MAINE 

TOLAN,  THOMAS  PATRICK,  JR.,  SCRANTON,  PENNSYLVANIA 

TOLBERT,  JERRY  EDMOND,  EL  PASO,  TEXAS 

TOLBERT,  JULIETTE  VERONICA,  SAVANNAH,  GEORGIA 

TOLBERT,  RANDALL  MARK,  MORGANTON,  NORTH  CAROLINA 

TOLEDO,  SANTIAGO  Y. ,  MANILA,  PHILIPPINES 

TOLER,  MORRIS  F.,  JR,  MARIETTA,  GEORGIA 

TOLES,  RONALD  GARY,  NORTH  PALM  BEACH,  FLORIDA 

TOLLETT,  HUBERT  HAYNE,  DALLAS,  TEXAS 

TOLLEY,  JOHN  FRANCIS,  CHICAGO,  ILLINOIS 

TOLLISON,  DANIEL  NALLEY,  PARRIS  ISLAND,  SOUTH  CAROLINA 

TOLLIVER,  GRANVER  LEE,  DALLAS,  TEXAS 

TOLLIVER,  JOE  H,  SEATTLE,  HASHINGTON 

TOLMAN,  THOMAS  F,  BEMIDJI,  MINNESOTA 

TOLOSO,  MARK  ALAN,  BENTON,  LOUISIANA 

TOLSMA,  JAMES  L.,  EAST  LANSING,  MICHIGAN 

TOM,  ANSELM  CHARLIE,  HINDOH  ROCK,  ARIZONA 

TOMAC,  JOHN  P,  MOUNTAIN  VIEW,  CALIFORNIA 

TOMACHEK,  FRANK  G.,  CALENDONIA,  HISCONSIN 

TOMARONG,  OSCAR  DESTACAMENTO,  MANILA,  PHILIPPINES 

TOMASOVIC,  JOSEPH  RICHARD,  II,  GULF  BREEZE,  FLORIDA 

TOMASZEHSKI,  JOHN  M. ,  JERSEY  CITY,  NEH  JERSEY 

TOMER,  CLARK  A.,  PITTSBURGH,  PENNSYLVANIA 

TOMEY,  GENE  EDHARD,  INDIANAPOLIS,  INDIANA 

TOMLIN,  JACK,  ODESSA,  TEXAS 

TOMLINSON,  DAVID  L.,  TUPELO,  MISSISSIPPI 

TOMLINSON,  JAMES  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TOMLINSON,  HILL  H. ,  JR.,  ANCHORAGE,  ALASKA 

TOMPKINS,  JAMES  ROY,  BAY  VILLAGE,  OHIO 

TOMPKINS,  TIMOTHY  HAYNE,  PITTSBURG,  KANSAS 

TOMPKINS,  HILLIAM  C. ,  JR.,  TUSCALOOSA,  ALABAMA 

TOMSON,  STEVEN  RALPH,  COLFAX,  HASHINGTON 

TONCZYCZYN,  ROBERT  J.,  CHERRY  HILL,  NEH  JERSEY 

TONDIGLIA,  DEAN  PHILIP,  KENT,  OHIO 

TONECK,  RICHARD  MACK,  SAN  DIEGO,  CALIFORNIA 

TONEY,  JOHN  EDGAR,  OPELIKA,  ALABAMA 

TONEY,  LARRY  MICHAEL,  SR,  NEH  ORLEANS,  LOUISIANA 

TONKIN,  HILLIAM  JOHN,  IV,  ALLENTOHN,  PENNSYLVANIA 

TOOKE,  ANDREH  THOMAS,  SEATTLE,  HASHINGTON 

TOOLE.  CHARLES  ANTHONY,  SR,  AUGUSTA,  GEORGIA 

TOOLEY,  HARRY  ORSON,  SR,  CHINO,  CALIFORNIA 

TOOLEY,  NORMAN  F.,  MERCER  ISLAND,  HASHINGTON 

TOOMEY,  MARK  A,  HATFIELD,  PENNSYLVANIA 

TOONE,  ALEX  S,  NEH  ROCHELLE,  NEH  YORK 

TOPHAM,  BARTON  HADLEY,  SAN  LUIS  OBISPO,  CALIFORNIA 

TOPP,  NATHANIEL,  DETROIT,  MICHIGAN 

TOPPER,  STANLEY  M. ,  UNIVERSITY  CITY,  MISSOURI 

TOPULOS,  TIMOTHY  SAMUEL,  MERIDEN,  CONNECTICUT 

TOR,  RODOLFO  ASEL,  QUEZON  CITY,  PHILIPPINES 

TORBERT,  CARY,  JR,  OPELIKA,  ALABAMA 

TORBETT,  CAROL  LEE,  ALBUQUERQUE,  NEH  MEXICO 

TORDAL,  KAI  ERIK,  OSLO,  NORHAY 

TORIGIAN,  FRANCIS  D. ,  PORTERVILLE,  CALIFORNIA 

TORKAR,  JAMES  EDHARD,  HARRISBURG,  PENNSYLVANIA 

TORMASI,  JAMES  EDHARD,  BELLEVILLE,  ILLINOIS 

TORNSTROM,  HILLIAM  A.,  MAYVILLE,  NEH  YORK 

TORO,  ELMER,  NEH  YORK,  NEH  YORK 

TOROK,  HAYNE  CHARLES,  CLEVELAND,  OHIO 

TORRANCE,  GORDON  V,  HAMILTON,  CANADA 

TORRE,  JOAQUIN  ALFAGUE,  AGANA,  GUAM 

TORRES  NEGRON,  LUIS  ANTONIO,  SAN  JUAN,  PUERTO  RICO 

TORRES  RODRIGUEZ,  NESTOR,  SAN  JUAN,  PUERTO  RICO 

TORRES  SANTIAGO,  LUIS  R.,  SAN  JUAN,  PUERTO  RICO 

TORRES-COLON,  LUIS  E.,  SAN  JUAN,  PUERTO  RICO 

TORRES-LOPEZ,  ANGEL  L,  SAN  JUAN,  PUERTO  RICO 

TORRES,  ALEXANDER  RODRIGUEZ,  SAN  ANTONIO,  TEXAS 

TORRES,  ANTONIO,  SAN  JUAN,  PUERTO  RICO 

TORRES,  DAVID,  CORPUS  CHRISTI,  TEXAS 

TORRES,  HENRY  M,  NEH  YORK,  NEH  YORK 

TORRES,  JOSEPH  MICHAEL,  MINEOLA,  NEH  YORK 

TORRES,  NELLIE,  NEH  YORK,  NEH  YORK 

TORRES,  ROLANDO,  MC  ALLEN,  TEXAS 

TORRES,  TOMAS  MERCADO,  BROHNSVILLE,  TEXAS 

TORREY,  THOMAS  EARL,  PORT  HURON,  MICHIGAN 

TORREZ,  FILIMON,  ALBUQUERQUE,  NEH  MEXICO 

TORREZ,  JESSE  JOSEPH,  TOPEKA,  KANSAS 

TORRILLO,  MICHAEL  NICOLA,  AMHERST,  NEW  YORK 

TOSCANO,  ALFRED  ALEX,  SAN  ANTONIO,  TEXAS 

TOSCANO,  ANGELO  A,  HILTON,  CONNECTICUT 

TOSIE,  HILLIAM  ORLANDO,  KOSRAE,  FEDERATED  STATES  OF  MIC 

TOTH,  MATHEH  STUART,  KEFLAVIK,  ICELAND 

TOTH,  STEPHEN  A.,  PEPPER  PIKE,  OHIO 

TOTHILL,  HILLIAM  G.,  ALEXANDRIA,  VIRGINIA 

TOTOKAHA,  KANJI ,  TOKYO,  JAPAN 

TOTORICA,  JOE  J,  ALAMEDA,  CALIFORNIA 

TOTTEN,  HILLIAM  DEMPSEY,  SOUTH  CHARLESTON,  HEST  VIRGINI 

TOU,  TE  KANG,  TAIPEI,  REPUBLIC  OF  CHINA 

TOULAN,  JOHN  H.,  JR.(SA,,  FALL  RIVER,  MASSACHUSETTS 

TOUREAU,  TIMOTHY  M,  FALLS  CHURCH,  VIRGINIA 

TOURIGNY,  CLEMENT  GERARD,  BOSTON,  MASSACHUSETTS 

TOUSIGNANT,  DAVID  PAUL,  LOHELL,  MASSACHUSETTS 

TOUSSAINT,  DALE  RAYMOND,  OAKLAND,  CALIFORNIA 

TOUSSAINT,  TED  ALBERT,  ST  GEORGES,  GRENADA 

TOHELL,  MARVIN  DEAN,  PARKER,  ARIZONA 

TOHERY,  CLAUDE  E.,  GAMBOA,  CANAL  ZONE 

TOHLER,  RICHARD  DEAN,  FAIR  HAVEN,  NEH  JERSEY 

TOHNE,  DAVID  ROBLEE,  BALLSTON  SPA,  NEW  YORK 
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TOHNES,  RICHARD  EARLE  -  TULEY,  PATRICK  FRANCIS 
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183 
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7*  tt 
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152 
125 
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152 
183 
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TOHNES,  RICHARD  EARLE,  NORTH  CHARLESTON,  SOUTH  CAROLINA 

TOHNSEND,  DAVID  H,  SCOTTSDALE,  ARIZONA 

TOHNSEND,  DEBORAH  ANN,  ALBANY,  GEORGIA 

TOHNSEND,  HOHARD  F.,  ELMIRA,  NEH  YORK 

TOHNSEND,  JOHN  J.,  CHICAGO,  ILLINOIS 

TOHNSEND,  HICHAEL  RAY,  PHOENIX,  ARIZONA 

TOHNSEND,  RICK  JOE,  MARIETTA,  GEORGIA 

TOHNSEND,  THOMAS  HUDSON,  HAMPTON,  VIRGINIA 

TOHNSLEY,  RICHARD  HOHARD,  FORT  MEADE,  MARYLAND 

TRACHSEL,  HILLIAM  F.,  SAN  FERNANDO,  CALIFORNIA 

TRACY,  DREH  JOSEPH,  ROCKVILLE,  MARYLAND 

TRACY,  LYNN  A,  YERINGTON,  NEVADA 

TRACY,  RALPH  LEE,  SAN  PEDRO,  CALIFORNIA 

TRACY,  THOMAS  AMES,  SAVANNAH,  GEORGIA 

TRADER,  ARTHUR  L.,  LOS  ANGELES,  CALIFORNIA 

TRAEGER,  JAMES  H. ,  SOUTH  BEND,  INDIANA 

TRAFTON,  HILLIAM  H. ,  JUNEAU,  ALASKA 

TRAHAN,  HUBERT  P,  ABBEVILLE,  LOUISIANA 

TRAHAN,  RONNIE  DALE  FRANCIS,  OPELOUSAS,  LOUISIANA 

TRAHEY,  MICHAEL  JOHN,  HACKENSACK,  NEH  JERSEY 

TRAINER,  STEVEN  DALE,  HICHITA,  KANSAS 

TRAINHAM,  CHARLES  E.,  HICHITA  FALLS,  TEXAS 

TRAINHAM,  RONALD  NELSON,  BRIARCLIFF  MANOR,  NEH  YORK 

TRAINOR,  FRANK  LOUIS,  CINCINNATI,  OHIO 

TRAMBUKIS,  LEO  P,  PROVIDENCE,  RHODE  ISLAND 

TRAMMELL,  M.  H. ,  BEAUFORT,  SOUTH  CAROLINA 

TRAMMELL,  TRAVIS  IRA,  JR,  NATCHITOCHES,  LOUISIANA 

TRAMP,  ROBERT  JEROME,  OMAHA,  NEBRASKA 

TRANSUE,  CYNTHIA  LEE,  FOGELSVILLE,  PENNSYLVANIA 

TRANSUE,  DOUGLAS  LEE,  LONG  BEACH,  CALIFORNIA 

TRANSUE,  THOMAS  ALBERT,  AVON,  CONNECTICUT 

TRAORE,  BABA,  CONAKRY,  GUINEA 

TRAPNELL,  JAMES  HOHARD,  HASHINGTON,  DISTRICT  OF  COLUMBI 

TRAPNELL,  HILLIAM  C,  VAN  PORT,  PENNSYLVANIA 

TRASK,  DONALD  R,  JR,  SHAH  AFB,  SOUTH  CAROLINA 

TRATE,  KIRK  ROBERT,  YORK,  PENNSYLVANIA 

TRAUB,  NORMAN  A,  ORANGE,  CALIFORNIA 

TRAUBERT,  HERBERT,  HELLSBURG,  HEST  VIRGINIA 

TRAUNER,  JOHN  EDHARD,  NEVADA  CITY,  CALIFORNIA 

TRAUTHEIN,  THOMAS  EDHARD,  PLAINFIELD,  NEH  JERSEY 

TRAUTZ,  SCOTT  ARTHUR,  BRUNSHICK,  GEORGIA 

TRAVELSTEAD,  LOREN  H. ,  HARRISBURG,  ILLINOIS 

TRAVIS,  BRION  DEREK,  CARMEL,  NEH  YORK 

TRAVIS,  ERNEST  R,  LITTLE  VALLEY,  NEH  YORK 

TRAHICK,  GARY  F,  FORT  VALLEY,  GEORGIA 

TRAYLOR,  BRUCE  E.,  GARDENA,  CALIFORNIA 

TRAYLOR,  CHARLES  EDHARD,  SPRINGFIELD,  ILLINOIS 

TREADAHAY,  BRUCE  S,  CHARLOTTE,  NORTH  CAROLINA 

TREADHAY,  FRANK  DONOVAN,  LUBBOCK,  TEXAS 

TREADHELL,  J  CRAIG,  COVINGTON,  GEORGIA 

TREANOR,  JOHN  TERRENCE,  GREENACRES  CITY,  FLORIDA 

TREGO,  JEFFREY  LYNN,  DUOUOIN,  ILLINOIS 

TREIB,  FREDDIE  DAVID,  OKLAHOMA  CITY,  OKLAHOMA 

TREIBENREIF,  BERNHARD,  LINZ,  AUSTRIA 

TREIBER,  JOHN  R,  FLORHAM  PARK,  NEH  JERSEY 

TREJCHEL,  BERNARD  J.,  ERIE,  PENNSYLVANIA 

TREJOS  RIVERA,  LUIS  HUMBERTO,  PANAMA,  PANAMA 

TRELLA,  JOEL  GREGORY,  HACKENSACK,  NEH  JERSEY 

TREMAINE,  NEIL  H. ,  PACIFICA,  CALIFORNIA 

TREMBLAY,  THOMAS  RAYMOND,  BURLINGTON,  VERMONT 

TREMBLY,  ALFRED  H. ,  SANTA  BARBARA,  CALIFORNIA 

TREMER,  HILLIAM  FLETCHER,  HEST  PALM  BEACH,  FLORIDA 

TRENDE,  RICHARD  HILLIAM,  HUDSON,  WISCONSIN 

TRENDLE,  NEVILLE  B,  WELLINGTON,  NEH  ZEALAND 

TRENGROVE,  JOHN  THOMAS,  JR,  MANASQUAN,  NEH  JERSEY 

TRENNER,  ROBERT  H. ,  MONTEREY,  CALIFORNIA 

TRENTHAM,  TIMOTHY  LEE,  PIGEON  FORGE,  TENNESSEE 

TREON,  EDHARD  LOHELL,  TAVARES,  FLORIDA 

TREON,  GARY  EUGENE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TRESCHUK,  TERRANCE  N,  ROCKVILLE,  MARYLAND 

TREUTKEN,  ROBERT  C,  FLORISSANT,  MISSOURI 

TREVENA,  JIMMY  R.,  MODESTO,  CALIFORNIA 

TREVER,  LESLIE  HOHARD,  BOULDER,  COLORADO 

TREVINO  WONG,  MANUEL  ALBERTO,  MONTERREY,  MEXICO 

TREVINO,  JOHN  PHILLIP,  HOUSTON,  TEXAS 

TREVINO,  LUIS,  MC  ALLEN,  TEXAS 

TREVINO,  RAMON,  JR,  SAN  ANTONIO,  TEXAS 

TREVINO,  RAMON,  JR,  SAN  ANTONIO,  TEXAS 

TREVIS,  MICHAEL  JOSEPH,  BELL,  CALIFORNIA 

TRIANDAFILS,  JOHN,  YAPHANK,  NEH  YORK 

TRIBBLE,  RALPH  E.,  STOCKTON,  CALIFORNIA 

TRIBUZIO,  PHILIP  HALLACE,  EVERETT,  HASHINGTON 

TRIBUZIO,  HALLACE  CARLYLE,  EDMONDS,  HASHINGTON 

TRICKER,  MICHAEL  GEORGE,  NATIONAL  CITY,  CALIFORNIA 

TRIDICO,  THOMAS  J,  GREENSBURG,  PENNSYLVANIA 

TRIGGS,  TIMOTHY  SPENCE,  WINDSOR,  CONNECTICUT 

TRILLING,  PETER  HUGO,  LOS  ANGELES,  CALIFORNIA 

TRIM,  LEON  EHART,  GEORGETOWN,  GUYANA 

TRIMBLE,  JAMES  EDMUND,  HAYHARD,  CALIFORNIA 

TRIMBLE,  LAWRENCE  S.,  SACRAMENTO,  CALIFORNIA 

TRIMBLE,  RONALD  STEVE,  JONESBORO,  GEORGIA 

TRIPLETT,  JOHN  PAUL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TRIPLETT,  R.  DEHEY,  LENOIR,  NORTH  CAROLINA 

TRIPLETT,  RICHARD  GENE,  PIOCHE,  NEVADA 

TRIPLETT,  STANLEY  GLENN,  DEADHOOD,  SOUTH  DAKOTA 

TRIPOLI,  MARTIN  HORACIO,  BUENOS  AIRES,  ARGENTINA 

TRIPP,  GREGORY  SCOTT,  SR,  KENNEHICK,  HASHINGTON 

TRIPP,  SAMUEL  GARY,  HAHKI NSVILLE ,  GEORGIA 

TRIPPODO,  JOSEPH  MICHAEL,  JR,  MOUNT  VERNON,  NEH  YORK 

TRISTAN,  MACARIO,  JR,  CARROLLTON,  TEXAS 
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185 
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137 
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TRKOVSKY,  JOSEPH  LEONARD,  ROUND  LAKE,  ILLINOIS 

TROCCOLA,  DENNIS  JOSEPH,  ALLENTOWN,  PENNSYLVANIA 

TROCHE,  EDGARDO  LUIS,  INDIANAPOLIS,  INDIANA 

TROELSTRUP,  WILLIAM  A.,  TALLAHASSEE,  FLORIDA 

TROGDON,  DEXTER  LEE,  ASHEBORO,  NORTH  CAROLINA 

TROLAN,  DOUGLAS  MERCER,  RICHMOND,  VIRGINIA 

TROLAND,  HILLIAM  J.,  STRATFORD,  CONNECTICUT 

TROLLINGER,  JAMES  R,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TROMBETTA,  GIACOMO  JOSEPH,  VILLAS,  NEH  JERSEY 

TROMBLEY,  DONALD  E.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

TROMBLEY,  MARTIN  EARL,  MT.  PLEASANT,  MICHIGAN 

TROMBLEY,  RAYMOND  GEORGE,  HICKAM  AFB,  HAHAII 

TRON,  DANIEL  OSCAR,  SAN  DIEGO,  CALIFORNIA 

TRONCOSO,  JOSE  G,  LAS  VEGAS,  NEVADA 

TRONOVITCH,  STEVEN  RICHARD,  II,  BINGHAMTON,  NEH  YORK 

TRONRUD,  JOSEPH  J,  HINNIPEG,  CANADA 

TRONTVET,  PAUL  STANLEY,  ALBERT  LEA,  MINNESOTA 

TROSPER,  DAVID  LUTHER,  STERLING,  ILLINOIS 

TROSTEL,  MARK  VANCE,  DURANGO,  COLORADO 

TROTH,  DONALD  EUGENE,  TOPEKA,  KANSAS 

TROTMAN,  ALBERT,  BRIDGETOHN,  BARBADOS 

TROTTER,  DARREL  HAYNE,  PORT  ORCHARD,  WASHINGTON 

TROTTER,  DENNIS  0,  CLINTON,  TENNESSEE 

TROTTER,  JAMES  LEE,  DES  MOINES,  IOWA 

TROTTER,  JOHN  W.  ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TROUPE,  DONALD  J,  NEW  HOLLAND,  PENNSYLVANIA 

TROUT,  DOUGLAS  PARSHALL,  HILLSBORO,  OHIO 

TROUT,  WILLIAM  L.,  SPRINGFIELD,  OREGON 

TROHBRIDGE,  JAMES  B.,  LORING  AFB,  MAINE 

TROXCIL,  GEORGE  BYRON,  SOUTH  GATE,  CALIFORNIA 

TROY,  DAVID  CHARLES,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TROY,  FRANCIS  D. ,  MIAMI,  FLORIDA 

TROY,  ROBERT  J,  HICKORY  HILLS,  ILLINOIS 

TROYER,  PETER  LEROY,  WICHITA,  KANSAS 

TROYER,  TIMOTHY  RAYMOND,  ANGOLA,  INDIANA 

TRUAX,  GLEN  RANDOLPH,  OMAHA,  NEBRASKA 

TRUDEAU,  JAMES  ROBERT,  STILLWATER,  MINNESOTA 

TRUE,  PHILIP  DEAN,  EAST  HAMPTON,  CONNECTICUT 

TRUELOVE,  DONALD  RAY,  HILLSBOROUGH,  NORTH  CAROLINA 

TRUELOVE,  JAMES  CONNIE,  LEE'S  SUMMIT,  MISSOURI 

TRUESDALE,  L.  LISTON,  BISHOPVILLE,  SOUTH  CAROLINA 

TRUETT,  JOHN  TAYLOR,  ROSEBURG,  OREGON 

TRUITT,  RALPH  JAMES,  CHERRY  VALLEY,  ILLINOIS 

TRUJILLO,  ALLEN  DAVID,  SAN  DIEGO,  CALIFORNIA 

TRUJILLO,  DON,  SAN  JOSE,  CALIFORNIA 

TRUJILLO,  JOHN  PAUL,  BERNALILLO,  NEW  MEXICO 

TRUJILLO,  SAMUEL  ALBERT,  ALAMOGORDO,  NEW  MEXICO 

TRULOCK,  ROMA,  TALLAHASSEE,  FLORIDA 

TRUMBULL,  JOHN  HERBERT,  NEEDLES,  CALIFORNIA 

TRUNDLE,  JOHN  ROBERT,  LOS  ANGELES,  CALIFORNIA 

TRUSCOTT,  ANDREW  LEE,  LA  CROSSE,  WISCONSIN 

TRUSCOTT,  PRATT  D,  HAYHARD,  CALIFORNIA 

TRUSCOTT,  STEVEN  THOMAS,  HARRISBURG,  PENNSYLVANIA 

TRUSTY,  ANTHONY  R,  LOUISVILLE,  KENTUCKY 

TRUSTY,  JACK  BRADLEY,  DEFUNIAK  SPRINGS,  FLORIDA 

TRUTA,  JEANMARIE,  NEW  YORK,  NEW  YORK 

TRUZACK,  WALTER  S.,  ELIZABETH,  NEW  JERSEY 

TRYKA,  GREGORY  W. ,  BROCKPORT,  NEW  YORK 

TRYON,  EUGENE  MILTON,  PIEDMONT,  CALIFORNIA 

TRZEWIECZYNSKI,  LEON,  LANCASTER,  NEW  YORK 

TSAI,  CHAO-SHENG,  TAIPEI,  REPUBLIC  OF  CHINA 

TSAI,  CHING-LUNG,  TAIPEI,  REPUBLIC  OF  CHINA 

TSAKIRIS,  THEOLOGOS,  THESSALONIKI ,  GREECE 

TSAMPIKOU,  JOHN  M,  DETROIT,  MICHIGAN 

TSAO,  TONY,  TAIPEI,  REPUBLIC  OF  CHINA 

TSCHIDA,  PAUL  MICHAEL,  LITTLE  FALLS,  MINNESOTA 

TSCHOFEN,  HARDY,  BREGENZ,  AUSTRIA 

TSO,  WAI  YAN  KENNY,  HONG  KONG,  HONG  KONG 

TSO,  YEE  BONG,  NEW  YORK,  NEW  YORK 

TSUNASHIMA,  EIICHIRD,  TOKYO,  JAPAN 

TSUNODA,  HIDETO,  TOKYO,  JAPAN 

TUBBS,  BILLIE  R,  MONROVIA,  CALIFORNIA 

TUBBS,  CHARLES  BRADFORD,  HEST  CALDHELL,  NEW  JERSEY 

TUBBS,  HAROLD  C,  JR,  MEADVILLE,  PENNSYLVANIA 

TUBBS,  WILLIAM  RAY,  BIRMINGHAM,  ALABAMA 

TUCK,  RICHARD  GEORGE,  CONCORD,  NEW  HAMPSHIRE 

TUCKER,  DANIEL  S,  HURT,  VIRGINIA 

TUCKER,  DONALD  WAGNER,  OAKLAND,  MARYLAND 

TUCKER,  GEORGE  D. ,  EAST  LANSING,  MICHIGAN 

TUCKER,  HUBERT  CLIFTON,  JR,  VICTORIA,  TEXAS 

TUCKER,  JIMMY  PARVIN,  MEMPHIS,  TENNESSEE 

TUCKER,  JOHN  E,  HICKAM  AFB,  HAWAII 

TUCKER,  JUDITH  LYNN,  FRESNO,  CALIFORNIA 

TUCKER,  JUSTUS  M.,  WINSTON-SALEM,  NORTH  CAROLINA 

TUCKER,  MICHAEL  DAVID,  HONOLULU,  HAWAII 

TUCKER,  MICHAEL  RAY,  TALLAHASSEE,  FLORIDA 

TUCKER,  MICHEAL  DEAN,  GALLIPOLIS,  OHIO 

TUCKER,  PAUL  FRANCIS,  SALEM,  MASSACHUSETTS 

TUCKER,  R  B,  JR,  SAN  ANTONIO,  TEXAS         ,.  „„ 

TUCKER,  ROBERT  MONTGOMERY,  MARKLEEVILLE,  CALIFORNIA 

TUCKER,  ROBERT  W. ,  LANSING,  MICHIGAN 

TUCKER,  ROLLYN  C.  ,  CHEHALIS,  HASHINGTON 

TUCKER,  SCOTT  ALAN,  RUTLAND,  VERMONT  „,-„,.,. 

TUCKER,  STEPHEN  CHARLES,  SOUTH  CHARLESTON,  WEST  VIRGINI 

TUCKER,  WALTER  R,  JACKSON,  MISSISSIPPI 

TUCKER,  HAYNE  GUY,  OAKLAND,  CALIFORNIA 

TUCKER,  WILLIAM  STEVEN,  UNIVERSITY,  ALABAMA 

TUDOR,  W.  A.,  LITTLE  ROCK,  ARKANSAS 


TUITE,  THOMAS  HILLIAM,  SEWICKLEY,  PENNSYLVANIA 
TULEY,  PATRICK  FRANCIS,  OREGON  CITY,  OREGON 
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TULIANO,  PAUL  JAMES,  JR  -  VALENCIA,  THOMAS  GEROHIMO 

TULIANO,  PAUL  JAMES,  JR,  PEMBERTON  TOHNSHIP,  NEW  JERSEY 

TULLER,  JAMES,  NEH  YORK,  NEH  YORK 

TULLO,  MICHAEL  N.,  NEH  HAVEN,  CONNECTICUT 

TULLOS,  GAVIN  MARK,  FORT  MEADE,  MARYLAND 

TULLY,  DUNCAN  MICHAEL,  ST.  LOUIS,  MISSOURI 

TULLY,  PAUL  ANTHONY,  MINEOLA,  NEH  YORK 

TUMA,  BRYAN  JEROME,  LINCOLN,  NEBRASKA 

TUMBAGA,  BENJAMIN  GABINO,  WATSONVILLE,  CALIFORNIA 

TUMLINSON,  TED  LAHRENCE,  BRYAN,  TEXAS 

TUNAL,  JOE  R,  FORT  NORTH,  TEXAS 

TUNISON,  JACK  E.,  HIGHLAND  PARK,  NEW  JERSEY 

TUNNELL,  GUY  MAXWELL,  PANAMA  CITY,  FLORIDA 

TUNNELL,  JERRY  GLENN,  JOHNSON  CITY,  TENNESSEE 

TUOMEY,  GERARD  EUGENE,  NEW  YORK,  NEW  YORK 

TUOMEY,  LIANNE  M,  BURLINGTON,  VERMONT 

TUPIN,  ARTHUR  RAY,  AMARILLO,  TEXAS 

TURANO,  MICHAEL  J.,  JR.,  YAPHANK,  NEW  YORK 

TURBETT,  ROY  WILLIAM,  LIVONIA,  MICHIGAN 

TURCOTTE,  WILLIAM  SCOTT,  JACKSON,  MISSISSIPPI 

TURI,  CRAIG  ARMAS,  BELLEVUE,  WASHINGTON 

TURI,  RICHARD  JOHN,  ORANGEBURG,  NEW  YORK 

TURIGLIATTO,  JOHN,  TUCSON,  ARIZONA 

TURISSINI,  JOHN  J.,  HARRISBURG,  PENNSYLVANIA 

TURK,  ROBERT  MICHAEL,  MINEOLA,  NEH  YORK 

TURK,  SHERYL  LOUVONNE,  INDIANAPOLIS,  INDIANA 

TURNAGE,  DAVID  RUSSELL,  CHATTAHOOCHEE,  FLORIDA 

TURNBOW,  KRISTOFER  PAUL,  RAYTOWN,  MISSOURI 

TURNER,  ALFRED  A.,  MINNEAPOLIS,  MINNESOTA 

TURNER,  ALMOND  JAMES,  JR,  COVINGTON,  GEORGIA 

TURNER,  ANTHONY  ROBERT,  OSHAWA,  CANADA 

TURNER,  ARTHUR  RICHARD,  JACKSONVILLE,  NORTH  CAROLINA 

TURNER,  AVERY  ANSEL,  GREENVILLE,  SOUTH  CAROLINA 

TURNER,  COURTLANDT  ARTHUR,  BRIDGETON,  NEH  JERSEY 

TURNER,  DAVID  HAROLD,  ARKADELPHIA,  ARKANSAS 

TURNER,  DAVID  J.,  FORT  MC  CLELLAN,  ALABAMA 

TURNER,  DAVID  PAUL,  TRENTON,  FLORIDA 

TURNER,  DOUGLAS  VAN-DYKE,  BROOKFIELD,  WISCONSIN 

TURNER,  EDWARD  A.,  SR. ,  INDIANAPOLIS,  INDIANA 

TURNER,  GARY  RAY,  URBANA,  ILLINOIS 

TURNER,  GEORGE  BRIAN,  LAKE  KATRINE,  NEW  YORK 

TURNER,  JAMES  P.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TURNER,  JOHN  H,  MOUNTLAKE,  WASHINGTON 

TURNER,  JOHN  HENRY,  SAN  ANTONIO,  TEXAS 

TURNER,  JOHN  WILLIAM,  METAMORA,  ILLINOIS 

TURNER,  KARL  TAYLOR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TURNER,  KENNETH  A,  ODESSA,  TEXAS 

TURNER,  LEE  HOHARD,  TORRANCE,  CALIFORNIA 

TURNER,  MAURICE  T.,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBI 

TURNER,  MELVIN  EUGENE,  DETROIT,  MICHIGAN 

TURNER,  MILES  C,  JR.,  TAMPA,  FLORIDA 

TURNER,  PERCY  ALLEN,  AUGUSTA,  MAINE 

TURNER,  PERRY  SANDERS,  TALLAHASSEE,  FLORIDA 

TURNER,  PHILIP  CARL,  LOUISVILLE,  KENTUCKY 

TURNER,  REGINALD  M,  CLEVELAND,  OHIO 

TURNER,  RICE  T,  FORESTVILLE,  MARYLAND 

TURNER,  RICHARD  A.,  CORSICANA,  TEXAS 

TURNER,  RICHARD  LEONARD,  QUANTICO,  VIRGINIA 

TURNER,  ROBBY  LOY,  TULSA,  OKLAHOMA 

TURNER,  ROBERT  BRUCE,  WESTON,  CONNECTICUT 

TURNER,  ROBERT  J,  LIVONIA,  MICHIGAN 

TURNER,  ROBERT  LEE,  SR,  STREATOR,  ILLINOIS 

TURNER,  ROBERT  SOMERS,  LAKE  JACKSON,  TEXAS 

TURNER,  ROLAND,  MT.  CRESTED  BUTTE,  COLORADO 

TURNER,  STEVEN  REX,  OGDEN,  UTAH 

TURNER,  THOMAS  KENNETH;  SALT  LAKE  CITY,  UTAH 

TURNER,  THOMAS  RICHARD,  SR,  ANNAPOLIS,  MARYLAND 

TURNER,  THOMAS  T,  MADISONVILLE,  KENTUCKY 

TURNER,  WILLIAM  L,  TOWSON,  MARYLAND 

TURNER,  WILLIAM  MICHAEL,  PALOS  HEIGHTS,  ILLINOIS 

TURNER,  WILLIAM  R.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

TURNER,  WILLIAM  ROBERT,  OVERLAND,  MISSOURI 

TURNEY,  JEFFERY  JAMES,  MCGUIRE  AFB,  NEW  JERSEY 

tt   TURPEN,  CORNELIUS  J.,  JR.,  COUNCIL  BLUFFS,  IOWA 
TURPEN,  DAVID  ALLEN,  HENDERSON,  KENTUCKY 
TUSANT,  HARRY  JAMES,  JR,  MEMPHIS,  TENNESSEE 
TUSCANY,  RONALD  PAUL,  MT  CLEMENS,  MICHIGAN 
TUSHAUS,  DANIEL  KENNETH,  BROOKFIELD,  WISCONSIN 

tt   TUSHAUS,  KENNETH  ARTHUR,  THIENSVILLE,  WISCONSIN 
TUTEN,  JIM  D,  RUSTON,  LOUISIANA 
TUTKO,  CHRISTOPHER  J.,  MANASSAS,  VIRGINIA 

tt   TUTTLE,  DOUGLAS  FREEMAN,  NEWARK,  DELAWARE 

n   TUTTLE,  EDWARD  V.,  TRENTON,  NEW  JERSEY 
TUTTLE,  JAMES  PAUL,  EAST  LANSING,  MICHIGAN 
TUTHILER,  EDWARD  FOREST,  FORT  WAYNE,  INDIANA 
TWARDZIK,  JOSEPH  JOHN,  DETROIT,  MICHIGAN 
TWITTY,  JAMES  J.,  DELRAY  BEACH,  FLORIDA 
THOMBLY,  DAVID  NELSON,  SCARBOROUGH,  MAINE 
TYE,  ERNEST  BOYD,  STILLWATER,  OKLAHOMA 
TYLER,  DON  ROBERT,  TERRE  HAUTE,  INDIANA 
TYLER,  MICHAEL  EDWARD,  SAN  DIEGO,  CALIFORNIA 
TYLER,  NATHANIEL,  THOMASVILLE,  GEORGIA 
TYLER,  0  NEIL,  NEW  IBERIA,  LOUISIANA 
TYNDALL,  DENNIS  KEITH,  WEST  COLUMBIA,  SOUTH  CAROLINA 
TYO,  JOSEPH  M,  JR,  FALLS  CHURCH,  VIRGINIA 
TYRE,  MITCHELL  LEO,  JUNO  BEACH,  FLORIDA 
TYREE,  TERRY  TUNSTALL,  ODESSA,  TEXAS 
TYRRELL,  ARTHUR,  WOODSTOCK,  ILLINOIS 
TYSON,  CHARLES  MICHAEL,  HATTIESBURG,  MISSISSIPPI 
TYSON,  HARRINGTON  ONESIMUS,  JR,  ST  THOMAS,  U.S.  VIRGIN 
U  TAT-MING,,  HONG  KONG,  HONG  KONG 
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UBALDE,  HEROLD  GUERIBA,  QUEZON  CITY,  PHILIPPINES 

UBBEN,  HERMAN  J.,  ST.  LOUIS,  MISSOURI 

UBER,  WILLIAM  E,  III,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

UCHIDA,  AKIO,  TOKYO,  JAPAN 

UDELL,  GILMAN  G,  JR,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

UDEN,  JOHN  KIENAST,  MILES  CITY,  MONTANA 

UDLAND,  DUANE  SELMER,  ANCHORAGE,  ALASKA 

UEBELACKER,  SALLY  DIANE,  WASHINGTON,  DISTRICT  OF  COLUMB 

UEBINGER,  EDHARD  JOHN,  ST.  CHARLES,  MISSOURI 

UEDA,  CHIRIKAR  NOBORU,  TRUK,  FEDERATED  STATES  OF  MICRON 

UEHARA,  TAKASHI,  TOKYO,  JAPAN 

UELMEN,  LLOYD  RAYMOND,  HEST  BEND,  WISCONSIN 

UERZ,  JEFFREY  ALLEN,  RICHMOND,  VIRGINIA 

UHL,  ROBERT  DAY,  LITTLE  VALLEY,  NEW  YORK 

UHLENHOPP,  LARRY  LEE,  FALLS  CHURCH,  VIRGINIA 

UHLER,  BRIAN  THOMAS,  CORPUS  CHRISTI,  TEXAS 

UHLES,  PHILLIP  HADE,  DELANO,  CALIFORNIA 

UHRIG,  FREDERIC  G,  JUNCTION  CITY,  KANSAS 

ULIANO,  RICHARD  R,  MIDDLETOWN,  CONNECTICUT 

ULIBARRI,  RANDAL  MICHAEL,  UNION  CITY,  CALIFORNIA 

ULICHNY,  MICHAEL  ROBERT,  TUCSON,  ARIZONA 

ULLEVIG,  MICHAEL  KENNETH,  OLMOS  PARK,  TEXAS 

ULLRICH,  ROBERT  J,  LOS  ALAMOS,  NEW  MEXICO 

ULMAN,  WILLIAM  DUANE,  SOUTHFIELD,  MICHIGAN 

ULRICH,  STEIN,  SKI,  NORWAY 

ULTSCH,  THOMAS  ROBERT,  RACINE,  HISCONSIN 

UMBERHIND,  LLOYD  K.,  LOS  ALAMOS,  NEW  MEXICO 

UMLAUF,  RICHARD  M,  INDIANAPOLIS,  INDIANA 

UNDERCUFFLER,  DAVID  C,  PENNSAUKEN,  NEW  JERSEY 

UNDERDAHL,  HOB ART  R.,  COOS  BAY,  OREGON 

UNDERHILL,  BURL  A.,  FORT  MYERS,  FLORIDA 

UNDERHILL,  THOMAS  COY,  ATHENS,  TEXAS 

UNDERWOOD,  GEORGE  R,  PENSACOLA,  FLORIDA 

UNDERWOOD,  JAMES  ERVIN,  BIRMINGHAM,  ALABAMA 

UNDERWOOD,  JOSEPH  MORRIS,  J,  CASSOPOLIS,  MICHIGAN 

UNDERWOOD,  REGINALD  GEORGE,  RIVERHEAD,  NEH  YORK 

UNDERWOOD,  RICHARD  LEE,  SR,  HILLSBORO,  OREGON 

UNDERWOOD,  ROBERT  GLENN,  GULFPORT,  MISSISSIPPI 

UNDERWOOD,  WILLIAM  BLAINE,  DEPTFORD,  NEW  JERSEY 

UNGER,  FRED  M. ,  OLYMPIA  FIELDS,  ILLINOIS 

UNO,  CHARLES  AKIRA,  SAN  DIEGO,  CALIFORNIA 

UNRUH,  DELBERT  RAY,  FRESNO,  CALIFORNIA 

UNRUH,  IRVIN  M.,  JR.,  WILDWOOD  CREST,  NEW  JERSEY 

UNSWORTH,  STEPHEN  HARRY,  WALTHAM,  MASSACHUSETTS 

UPCHURCH,  LARRY  K,  OKLAHOMA  CITY,  OKLAHOMA 

UPCHURCH,  MALCOLM  W. ,  CHATTANOOGA,  TENNESSEE 

UPCHURCH,  STEPHEN  RALPH,  OKLAHOMA  CITY,  OKLAHOMA 

UPHAM,  KENNETH  W,  QUINCY,  MASSACHUSETTS 

UPTON,  JOHNNY  WARREN,  LONGVIEW,  TEXAS 

UPTON,  PAUL  J,  SOMERVILLE,  MASSACHUSETTS 

URANGA,  CLIFFORD  GREGORY,  ALTUS  AFB,  OKLAHOMA 

URANGA,  ERMINO,  ODESSA,  TEXAS 

URBAN,  GEORGE  M. ,  EAST  ALTON,  ILLINOIS 

URBAN,  TIBOR,  BUDAPEST,  HUNGARY 

URBANSKI,  JOHN  DANIEL,  WEST  SENECA,  NEW  YORK 

URBINA  FLORES,  DIEGO  A,  SAN  JUAN,  PUERTO  RICO 

URBY,  JOHN  ANTHONY,  MIDLAND,  TEXAS 

URETSKY,  THOMAS  MARTIN,  PACIFIC  GROVE,  CALIFORNIA 

URGENT,  RUBY  MARIA,  ST  CROIX,  U.S.  VIRGIN  ISLANDS 

URIBE,  STEVEN  KENT,  ROSEVILLE,  CALIFORNIA 

URICK,  MEREDITH  S.,  RICHMOND,  VIRGINIA 

URISTA,  TERRENCE  D,  GREELEY,  COLORADO 

URQUHART,  DONALD  VINCENT,  HOLLIS,  NEW  YORK 

URQUIDI,  ANTONIO,  ALPINE,  TEXAS 

URRY,  SANDRA  JEAN,  SALT  LAKE  CITY,  UTAH 

URRY,  WILLIAM  HOWARD,  HAWTHORN  WOODS,  ILLINOIS 

URSINO,  BRIAN  ALAN,  OLYMPIA,  WASHINGTON 

URSO,  MICHAEL  JOSEPH,  JR,  NORTH  SCITUATE,  RHODE  ISLAND 

USELDING,  LEO  W,  AMARILLO,  TEXAS 

USINA,  PAUL  EDWARD,  PALATKA,  FLORIDA 

USRY,  THOMAS  N,  GLEN  ELLYN,  ILLINOIS 

USSERY,  CHARLES  B.,  LONG  BEACH,  CALIFORNIA 

USSERY,  WILLIAM  JACKSON,  BERNARDSVILLE,  NEW  JERSEY 

UTARA,  DAVID  ALFRED,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

UTITCO,  LOLITO  V.,  MANILA,  PHILIPPINES 

UTT,  STEPHEN  LEE,  CHARLESTON,  WEST  VIRGINIA 

UTTASART,  CHOOMPOL,  BANGKOK,  THAILAND 

UTZ,  CHARLES  ANTHONY,  CHICAGO,  ILLINOIS 

UTZ,  JAMES  JOSEPH,  CHICAGO,  ILLINOIS 

UTZ,  RONALD  A.,  SAN  JOSE,  CALIFORNIA 

UYEDA,  MICHAEL  ALLAN,  SACRAMENTO,  CALIFORNIA 

UYEDA,  RODNEY  BRIAN,  PASADENA,  CALIFORNIA 

VACHON,  JOSEPH  H. ,  BIDDEFORD,  MAINE 

VADAS,  STEPHEN,  MC  KEESPORT,  PENNSYLVANIA 

VADEN,  ANDREH  ROBERT,  CAPE  MAY  COURT  HOUSE,  NEW  JERSEY 

VADEN,  JAMES  D,  JUNEAU,  ALASKA 

VAFLOR,  RENATO  MIRANDA,  MANILA,  PHILIPPINES 

VAHLENKAMP,  WERNER,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERM 

VAIL,  ROBERT  THOMAS,  SOMERVILLE,  NEW  JERSEY 

VAIN,  AARE,  TALLINN,  ESTONIA 

VAITEIKS,  ARTURS,  LIEPAJA,  LATVIA 

VAJDA,  RICHARD  J,  HARRISBURG,  PENNSYLVANIA 

VALADEZ,  MARIO  ALBERTO,  TUCSON,  ARIZONA 

VALBURG,  MARION  D,  MOMOUTH,  OREGON 

VALDERRAMA  ALARCON,  RAMON  CAMIL,  SANTIAGO,  CHILE 

VALDERRAMA,  GERONIMO  G. ,  QUEZON  CITY,  PHILIPPINES 

VALDEZ,  JESSE  JAMES,  DEER  PARK,  TEXAS 

VALDEZ,  RAFAELA  AMELIA,  NEW  YORK,  NEW  YORK 

VALENCIA,  FELIX  BUNOAN,  JR.,  CHICAGO,  ILLINOIS 

VALENCIA,  THOMAS  GERONIMO,  PHOENIX,  ARIZONA 
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VALENTINE,  DANIEL  JOHN  -  VEITENHEIMER,  DON 
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VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 
VALENTINE, 


DANIEL  JOHN,  CARMEL,  NEH  YORK 
FRANK  MARSHALL,  KEARNY,  ARIZONA 
HILLEL  J.,  NEH  YORK,  NEH  YORK 
JASON  MICHAEL,  DALLAS,  TEXAS 
JOHN  J,  FREEHOLD,  NEH  JERSEY 
HARSHAL  ANTHONY,  FAIRFAX,  VIRGINIA 
RICHARD  FRANCIS,  HEST  CALDHELL,  NEH  JERSEY 
HILLIAH  LLOYD,  SHREVEPORT,  LOUISIANA 
VALENTO,  JOSEPH  LEO,  BURBANK,  CALIFORNIA 
VALENZA,  DONALD  JOSEPH,  DOTHAN,  ALABAMA 
VALENZUELA,  GEORGE  J.,  EL  SEGUNDO,  CALIFORNIA 
tt   VALENZUELA,  JOE,  PHOENIX,  ARIZONA 
tt   VALENZUELA,  MANUEL  F.,  CHANDLER,  ARIZONA 
VALHOS,  NICHOLAS  JAMES,  HYDE  PARK,  NEH  YORK 
VALKKI,  JOUNI  TAPANI,  HELSINKI,  FINLAND 
VALLAD,  PAUL  DOUGLAS,  HATERFORD,  MICHIGAN 
VALLANDINGHAM,  CHARLES  EDHARD,  TUSTIN,  CALIFORNIA 
VALLARIO,  LOUIS  JOSEPH,  GLENHOOD  SPRINGS,  COLORADO 
VALLE,  JAMES  DALE,  CORONA,  CALIFORNIA 
VALLE,  RAFAEL  A,  SAN  JUAN,  PUERTO  RICO 
It   VALLETTA,  BASIL,  SOLVAY,  NEH  YORK 
VALLIS,  GEORGE,  CALUMET  CITY,  ILLINOIS 
VALSSON,  KARL  STEINAR,  REYKJAVIK,  ICELAND 
VALVASON,  ALMERIS,  VENEZIA  MESTRE,  ITALY 
VAN  ALLEN,  JAMES  ARTHUR,  ORILLIA,  CANADA 
tt   VAN  ARSDALE,  RONALD  G,  MIDDLETOHN,  OHIO 
VAN  BAALEN,  DAVID  ALAN,  PERU,  INDIANA 
VAN  CAHP,  JOHN  R,  BATAVIA,  OHIO 
VAN  CAMP,  ROBERT  MARK,  PARADISE  VALLEY,  ARIZONA 
VAN  COUTREN,  ANTHONY  LANE,  LONG  BEACH,  CALIFORNIA 
VAN  DER  HORST,  ROBBERT,  OLD  SAYBROOK,  CONNECTICUT 
VAN  DER  MERHE,  HENDRIK  HILLEM,  DURBAN,  SOUTH  AFRICA 
VAN  ETTEN,  JACK  LAYTON,  BURLINGAME,  CALIFORNIA 
VAN  GIESON,  ROBERT  DUNCAN,  TACOMA,  HASHINGTON 
VAN  GORDEN,  JEFFREY,  VACAVILLE,  CALIFORNIA 
VAN  HAAFTEN,  MARVIN,  KNOXVILLE,  IOHA 
VAN  HISE,  ROBERT  DONALD,  JR,  EAST  WINDSOR,  NEH  JERSEY 
VAN  HORN,  GARY  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
It   VAN  HORN,  JONATHAN  S,  HAHTHORNE,  CALIFORNIA 

VAN  HORN,  LARRY  ALLEN,  LIMA,  OHIO 
It   VAN  HOUTEN,  JAMES  H.  ,  BUCKLEY  ANG  BASE,  COLORADO 
VAN  HOUTEN,  RUSSELL  LEHIS,  NORTHGLENN,  COLORADO 
VAN  LAERE,  MARC,  BRUSSELS,  BELGIUM 
VAN  LEER,  MICHAEL  G,  HEXFORD,  PENNSYLVANIA 
VAN  LEEUHEN,  MARIO  C,  LEIDERDORP,  NETHERLANDS 
VAN  MALE,  RAYMOND  PAUL,  GERMANTOHN,  HISCONSIN 
VAN  METER,  ROBERT  ALLEN,  SR,  SALISBURY,  MARYLAND 
VAN  OOSTERHOUT,  JOSEPH  HALTER,  NEGAUNEE,  MICHIGAN 
VAN  OPHUIZEN,  HENDRIKUS  H  J,  THE  HAGUE,  NETHERLANDS 
VAN  PUTTEN,  CONNIE  RAE,  UNION  CITY,  CALIFORNIA 
VAN  ROO,  MICHAEL  LEE,  MILHAUKEE,  HISCONSIN 
VAN  STREAIN,  TERRY  IVAN,  KALAMAZOO,  MICHIGAN 
VAN  TIL,  CARL  JAMES,  EAST  LANSING,  MICHIGAN 
VAN  HALLENDAEL,  HESLEY  E,  JR,  MINEOLA,  NEH  YORK 
tt   VAN  ZILE,  RUSSELL  HENRY,  CEDAR  GROVE,  NEH  JERSEY 
It   VANALST,  GERALD  P.,  BAY  CITY,  MICHIGAN 
VANARSDOL,  JACKIE  D,  SHERIDAN,  COLORADO 
VANATTA,  HALTER  KEITH,  KEMMERER,  WYOMING 
VANAUKEN,  GARY  MICHAEL,  VIRGINIA  BEACH,  VIRGINIA 
tt   VANBEVEREN,  LESLIE,  EAST  LANSING,  MICHIGAN 
8   VANBLARICOM,  DONALD  P,  BELLEVUE,  HASHINGTON 
tt   VANCE,  C.  REED,  SIERRA  VISTA,  ARIZONA 
VANCE,  GARY  EVAN,  LOS  ANGELES,  CALIFORNIA 
HENRY  MAHLON,  III,  ALBANY,  NEH  YORK 
JAMES  MARTIN,  TEMPE,  ARIZONA 
JIMMY  RAY,  GARLAND,  TEXAS 
LANE  H,  ALBUQUERQUE,  NEH  MEXICO 
MICHAEL  L,  GREENVILLE,  OHIO 
OSCAR  PALMER,  JR,  NORRISTOHN,  PENNSYLVANIA 
RONALD  DOUGLAS,  INDIANAPOLIS,  INDIANA 
64  tt   VANCLEAVE,  GUY  F.,  BRIGHTON,  COLORADO 
166   VANDEMORTEL,  ROGER  JAMES,  NEHARK,  NEH  YORK 

It   VANDEN  BERGHE,  RAYMOND  J.,  SR.  ,  HEST  TRENTON,  NEW  JERSE 
VANDENBERG,  CURTIS  LEE,  EAST  LANSING,  MICHIGAN 
VANDENBERG,  JAMES  LEROY,  LOS  ANGELES,  CALIFORNIA 
tt   VANDER  MEULEN,  JAMES  F.,  HALKER,  MICHIGAN 
VANDERBILT,  RICHARD  LEROY,  DELMAR,  NEH  YORK 
VANDERFORD,  JOHN  R.,  HICKORY,  NORTH  CAROLINA 
VANDERGOOT,  GEORG  C,  BRIDGEHATER,  NEH  JERSEY 
VANDERHEIDE,  SAMUEL  LEHIS,  OGDEN,  UTAH 
VANDERHOOF,  HILLIAM  H,  JR,  FAIRFIELD  THP,  NEH  JERSEY 
tt   VANDERKLIS,  CORSTIAAN  A,  JR,  ARCATA,  CALIFORNIA 
VANDERKOOI,  CURTIS  ALAN,  GRAND  RAPIDS,  MICHIGAN 
VANDERLELIE,  JOHANNES  GERARD,  OAKVILLE,  CANADA 
VANDERLINDEN,  RICHARD  SCOTT,  ALEXANDRIA,  VIRGINIA 
VANDERMEE,  THOMAS  EDHARD,  ENGLEWOOD,  COLORADO 
VANDERPLOEG,  DAVID  JOHN,  SR,  GLENVIEH,  ILLINOIS 
VANDERPOOL,  ROGER  LEE,  CASA  GRANDE,  ARIZONA 
tt   VANDERPOOL,  WILLIAM  F.,  WASHINGTON,  DISTRICT  OF  COLUMBI 
U   VANDERTOOK,  H  E,  GRAND  JUNCTION,  COLORADO 
It   VANDEUSEN,  KENNETH  R.,  AMARILLO,  TEXAS 
tt   VANDEVENTER,  CHRISTOPHER  H.  ,  PLACERVILLE,  CALIFORNIA 
It   VANDEVORT,  HARRY  E.,  PRESCOTT,  ARIZONA 
tt   VANDIVEER,  RODNEY  N.,  MEMPHIS,  TENNESSEE 

VANDIVER,  HUGH  MICHAEL,  PASCO,  HASHINGTON 
It   VANDIVER,  JAMES  D,  LITTLE  ROCK,  ARKANSAS 
VANDYKE,  RAYMOND  E.,  JOLIET,  ILLINOIS 
VANDYKEN,  JAMES  FRANCIS,  KALAMAZOO,  MICHIGAN 
VANGENT,  DALE  A,  OMAHA,  NEBRASKA 
VANGILDER,  JEFFREY  CHARLES,  LEESBURG,  VIRGINIA 
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VANGILDER,  JOHN  HILLIAM,  HAVRE  DE  GRACE,  MARYLAND 

VANHEES,  PHILIP,  UCCLE,  BELGIUM 

VANHOOK,  JAMES  EDGAR,  HAZARD,  KENTUCKY 

VANHOOSE,  BILLY  J.,  ASHLAND,  KENTUCKY 

VANHOOSER,  JACK  MARLER,  JR,  MEMPHIS,  TENNESSEE 

VANHORN,  WILLIAM  P.,  JR.,  GARDEN  GROVE,  CALIFORNIA 

VANHOUTTE,  VIRGINIA  J.,  LOS  ANGELES,  CALIFORNIA 

VANICK,  HOHARD  R.,  MAYHOOD,  ILLINOIS 

VANIKIOTIS,  GEORGE  THANASIS,  ATHENS,  GREECE 

VANKEUREN,  MICHAEL  PAUL,  HORNELL,  NEH  YORK 

VANLANDINGHAM,  ROGER  DALE,  BATESVILLE,  MISSISSIPPI 

VANLENT,  PATRICK  PAUL,  FORT  MC  CLELLAN,  ALABAMA 

VANLEUVEN,  WENDELL  R,  POCATELLO,  IDAHO 

VANNICE,  RICHARD  LEE,  ALBANY,  OREGON 

VANNOTE,  HERBERT  A.,  JR.,  WEST  LONG  BRANCH,  NEW  JERSEY 

VANORDEN,  HOHARD  EUGENE,  MARTINEZ,  CALIFORNIA 

VANOSTRAND,  HERBERT  L.,  ITHACA,  NEH  YORK 

VANOTTERLOO,  ALVIN,  LONG  BEACH,  CALIFORNIA 

VANOVER,  GENE  WILLARD,  WISE,  VIRGINIA 

VANRYN,  KENNETH  E,  FORT  WAYNE,  INDIANA 

VANSCOY,  DAVID  G. ,  SR.,  HAMPTON  BAYS,  NEH  YORK 

VANSCOY,  PERRY  E.,  MILLERSVILLE,  MARYLAND 

VANSCOY,  THEODORE  HAYNE,  COLUMBUS,  OHIO 

VANSCOYK,  JOSEPH,  CROHN  POINT,  INDIANA 

VANSCOYOC,  DONALD,  ORLANDO,  FLORIDA 

VANSLYKE,  LARRY  CHARLES,  ZION  NATIONAL  PARK,  UTAH 

VANSTRATEN,  JAN,  THE  HAGUE,  NETHERLANDS 

VANTHIELEN,  PAUL  FERDINAND,  BRUSSELS,  BELGIUM 

VANTRONK,  JOHN  E,  TAMPA,  FLORIDA 

VANTUYL,  RICHARD  F,  NILES,  MICHIGAN 

VANVEGHEL,  HILLIAM,  SOUTH  EUCLID,  OHIO 

VANVLACK,  DALE  W.  ,  MAYVILLE,  NEW  YORK 

VANWERT,  CARL  EUGENE,  MONROE,  MICHIGAN 

VANYO,  ANDREW  S,  CLEVELAND,  OHIO 

VANZEE,  JAMES  L.,  LOS  ANGELES,  CALIFORNIA 

VAPPIE,  RUSSELL  MARK,  NEW  ORLEANS,  LOUISIANA 

VARA,  JOSEPH  RAY,  HOUSTON,  TEXAS 

VARAMISRA,  PISAKDI,  BANGKOK,  THAILAND 

VARDIMAN,  BERNARD  DOUGLAS,  NORTH  LAS  VEGAS,  NEVADA 

VARELA  NEGRON,  ERNESTO,  SAN  JUAN,  PUERTO  RICO 

VARGA,  ALBERT  JOSEPH,  HAMILTON,  NEW  JERSEY 

VARGA,  JOSEPH  ANDREW,  III,  BOSTON  HEIGHTS,  OHIO 

VARGAS-LEBRON,  LUIS  ANTONIO,  SAN  JUAN,  PUERTO  RICO 

VARGAS,  ALI  CORVERA,  MANILA,  PHILIPPINES 

VARGO,  G  MICHAEL,  PETOSKEY,  MICHIGAN 

VARGO,  WILLIAM  F.,  CLEVELAND,  OHIO 

VARISCO,  PHILIP  J.,  HILLSDALE,  NEH  JERSEY 

VARLEY,  DAVID  GEORGE,  YUMA,  ARIZONA 

DANIEL  LEE,  HUNTINGDON,  PENNSYLVANIA 
DAVID  HARREN,  EDINBORO,  PENNSYLVANIA 
,  RICHARD  DEWAYNE,  CARSON  CITY,  NEVADA 
VARNER,  RONALD  CLAUD,  FAIRFAX,  VIRGINIA 
VARNES,  MARTHA  V.,  GAINESVILLE,  FLORIDA 
VARNEY,  FRANCIS  J,  MINEOLA,  NEW  YORK 
VARRENTI,  DANIEL  PATRICK,  ROCHESTER,  NEH  YORK 
VARRO,  JOSEPH  ANTHONY,  MORRISTOWN,  NEW  JERSEY 
VARRONE,  DOMINICK,  YAPHANK,  NEW  YORK 
VARTY,  ARTHUR  FORREST,  LAKOTA,  NORTH  DAKOTA 
VASCO,  JOSEPH  D,  JR,  FORESTVILLE,  MARYLAND 
VASCONCELLES,  MARY  LOUISE,  SPRINGFIELD,  ILLINOIS 
VASEL,  FREDERICK  J.,  HILLSBORO,  MISSOURI 
VASEY,  JUDY  ROBERTS,  CHICAGO,  ILLINOIS 
VASIL,  VINCENT  LEO,  SANTA  ANA,  CALIFORNIA 
VASILOFF,  RONALD  DAVID,  DETROIT,  MICHIGAN 
VASIN,  YURIY  GENNADYEVICH,  MOSCOW,  RUSSIA 
VASQUEZ-GONZALEZ,  FRANCISCO,  CHRISTIANSTED,  U.S.  VIRGIN 
VASQUEZ,  EDHARD  J.,  VENTURA,  CALIFORNIA 
VASQUEZ,  FRANK  G. ,  SANTA  CLARA,  CALIFORNIA 
VASQUEZ,  GREGORIO,  JR,  LOS  ANGELES,  CALIFORNIA 
VASQUEZ,  LIONEL,  MCMINNVILLE,  OREGON 
MANUEL,  DALLAS,  TEXAS 
THEODORE  Y.,  JR.,  CHADRON,  NEBRASKA 
JAMES  E.,  JR.,  SEATTLE,  HASHINGTON 
JOHN  KEVIN,  NEW  YORK,  NEW  YORK 
VAUGHAN;  PATRICK  F.,  DECATUR,  ILLINOIS 
VAUGHN,  BOBBY  A,  TALLAHASSEE,  FLORIDA 
VAUGHN,  CLARENCE  R.,  Ill,  CONYERS,  GEORGIA 
VAUGHN,  GENE  T,  JEFFERSON  CITY,  MISSOURI 
JAMES  T,  SMYRNA,  DELAHARE 
JOHN  C,  INDEPENDENCE,  MISSOURI 
MICHAEL  WESLEY,  NORMAN,  OKLAHOMA 
NELSON  LEE,  SAN  DIEGO,  CALIFORNIA 
SHAWN  MARK,  TEXARKANA,  ARKANSAS 
TRAMMELL  EDWARD,  CHATTANOOGA,  TENNESSEE 
VAUGHN i  HILLIAM  S,  ST.  LOUIS,  MISSOURI 
VAUGHT   JOSEPH  HENDELL,  COLUMBIA,  SOUTH  CAROLINA 
VAZQUEZ  RODRIGUEZ,  ANTONIO,  SAN  JUAN,  PUERTO  RICO 
VAZQUEZ  SANCHEZ,  JOSE  A.,  SAN  JUAN,  PUERTO  RICO 
VAZQUEZ  SOTELO,  JUAN  PABLO,  GUANAJUATO,  MEXICO 
VAZQUEZ-LOZANO,  SAMUEL,  SAN  JUAN,  PUERTO  RICO 
VEACH,  DENNIS  RAY,  COLUMBIA,  MISSOURI 
VEASEY,  MATTHEW  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 
VEDITZ,  THOMAS  E.,  PIKESVILLE,  MARYLAND 
VEGA,  ANDRES,  JR.,  BROHNSVILLE,  TEXAS 
VEGA,  LOUIS  ARSENIO,  NEH  YORK,  NEH  YORK 
VEGA,  MICHAEL  ANGEL,  SACRAMENTO,  CALIFORNIA 
VEGAS,  JOSEPH  THOMAS,  WAILUKU,  MAUI,  HAWAII 
VEILLEUX,  LAURENT  E,  LEWISTON,  MAINE  „uilcCTTC 
VEILLEUX,  PETER  BRIAN,  MILFORD,  MASSACHUSETTS 
VEITENHEIMER,  DON,  MUSKEGON,  MICHIGAN 
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VELA,  ARLIS  EUSEBIO  -  HADDELL,  JAMES  ELLSWORTH 


162 
141  tt 
190 
174 
167 
102  * 

93  # 
186 

39  tt 
146 
171 
102  * 
106  tt 
163 
167 
100  tt 
184 

44 

65  tt 

73  tt 
162 
168 
134 
196 
155  tt 
112  tt 

88  tt 

102  * 
177 
181  tt 
161 
177 

97  tt 

56  tt 

91 
185 
157 
189 
101 
131  tt 

79  * 
154 
134 

103  tt 
199 
178 
185 
132 
191 
191 
136 
130 
191 
187 
112 

56  # 
175 
158 
139  tt 

92 

55  tt 
140 
123  tt 

44 

82  tt 
175 

99 
139 
186 
118 
138 
197 

87 

63 
109 

78 
176 
110 
187 
136 
195 
156 

94 
174 
145 

62 
134 
104 

96 
116 
114 
168 
149 
186 
190 
173 

86 

94 
187 
175 


VELA,  ARLIS  EUSEBIO,  MANILA,  PHILIPPINES 

VELASCO,  ANDREH,  FLORISSANT,  MISSOURI 

VELASQUEZ,  CARLOS  JOEL,  OKINAWA,  JAPAN 

VELAZQUEZ,  HECTOR  SANABRIA,  CEIBA,  PUERTO  RICO 

VELAZQUEZ,  MIGUEL  A,  ARECIBO,  PUERTO  RICO 

VELCHEK,  EUGENE  A,  CLINTON,  ILLINOIS 

VELDHEER,  LAWRENCE,  ZEELAND,  MICHIGAN 

VELEZ  MONTANO,  JOSE  ALBERTO,  ARECIBO,  PUERTO  RICO 

VELEZ-FELICIANO,  LUIS,  SAN  JUAN,  PUERTO  RICO 

VELEZ,  BORGES,  SAN  JUAN,  PUERTO  RICO 

VELEZ,  LUIS,  COLORADO  SPRINGS,  COLORADO 

VELON,  ROBERT  C. ,  RESTON,  VIRGINIA 

VELTMAN,  JAY  A,  MILLVILLE,  NEW  JERSEY 

VENA,  LOUIS  ANTHONY,  KENOSHA,  WISCONSIN 

VENABLE,  ALLEN  JUDE,  LAFAYETTE,  LOUISIANA 

VENABLE,  CHARLES  E,  DOVER,  DELAWARE 

VENABLE,  ERVIN  PAUL,  JR,  BATON  ROUGE,  LOUISIANA 

VENABLE,  JAMES  C. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

VENCILL,  JOHN  REX,  MARTINSVILLE,  VIRGINIA 

VENDEL,  DONALD  H. ,  BOULDER,  COLORADO 

VENEGAS,  ARTURO,  JR,  SACRAMENTO,  CALIFORNIA 

VENERO,  JENNA  SPRECHER,  TAMPA,  FLORIDA 

VENEZIA,  JAMES  JOHN,  JR,  NEW  PROVIDENCE,  NEW  JERSEY 

VENEZIO,  FRANK  JOSEPH,  SOUTH  ORANGE,  NEW  JERSEY 

VENGENOCK,  THEODORE  DAVID,  SALEM,  NEW  JERSEY 

VENNE,  ROBERT  L,  FOND  DU  LAC,  WISCONSIN 

VENSON,  CLYDE  R,  MEMPHIS,  TENNESSEE 

VENTRIGLIA,  ANTHONY  C. ,  ORANGEBURG,  NEW  YORK 

VENTURA,  JOSEPH  GUADALUPE,  VISALIA,  CALIFORNIA 

VENTURINO,  NORMAN  LEWIS,  CLAYTON,  CALIFORNIA 

VENUS,  VICTOR  ERNST,  MILWAUKEE,  WISCONSIN 

VERBISH,  MARY  ELIZABETH,  INDIANAPOLIS,  INDIANA 

VEREB,  NINA  A,  YAKIMA,  WASHINGTON 

VERETTO,  JOSEPH  J,  OAKLAND,  CALIFORNIA 

VERGES,  ROBERT  J.,  BELLEVILLE,  ILLINOIS 

VERHOREVOORT,  JAY  ANTHONY,  DAVENPORT,  IOWA 

VERLEY,  JAMES  ARTHUR,  EVANSVILLE,  INDIANA 

VERMEER,  SCOTT  S  G,  REDWOOD  CITY,  CALIFORNIA 

VERMILLION,  JOHN  H,  III,  VICTORIA,  TEXAS 

VERMILLION,  PHILLIP  LEE,  WILMINGTON,  OHIO 

VERNES,  ANDREW  R.,  MINNEAPOLIS,  MINNESOTA 

VERNON,  RUDY  MATTHEW,  SAN  ANTONIO,  TEXAS 

VERNON,  WILLIAM  EMMETT,  EL  CENTRO,  CALIFORNIA 

VERSEPUT,  GARY  W,  FORT  HOOD,  TEXAS 

VERTE,  DANY  OSCAR,  BRUGGE,  BELGIUM 

VERTIN,  WILLIAM  JOHN,  JR,  DETROIT,  MICHIGAN 

VESCOVO,  PAUL  CLEMENT,  III,  SMITHVILLE,  MISSOURI 

VESKI,  LEONARD,  MIAMI  BEACH,  FLORIDA 

VEST,  ANDREW  LEE,  LYNCHBURG,  VIRGINIA 

VEST,  DEWEY  FERRELL,  HARTSELLE,  ALABAMA 

VEST,  HOWARD  KESLER,  BECKLEY,  WEST  VIRGINIA 

VESTA,  DALE  NORMAN,  SYCAMORE,  ILLINOIS 

VESTAL,  BRUCE  DAVID,  BELLEVUE,  WASHINGTON 

VESTER,  ROBERT,  MEMPHIS,  TENNESSEE 

VETTER,  BILLY  R,  EDMOND,  OKLAHOMA 

VETTER,  CHARLES  F,  EXETER,  NEW  HAMPSHIRE 

VETTER,  JOHN  ANTHONY,  FORT  MYERS,  FLORIDA 

VETTER,  MICHAEL  THOMAS,  ITHACA,  MICHIGAN 

VETTER,  THOMAS  MARION,  LOS  ANGELES,  CALIFORNIA 

VIAR,  JAMES  L,  ROANOKE,  VIRGINIA 

VIARENGO,  JOHN  JAMES,  PARADISE,  CALIFORNIA 

VICARS,  DONALD  ARMOND,  OREGON  CITY,  OREGON 

VICARS,  DWIGHT  ELSWORTH,  GRESHAM,  OREGON 

VICE,  PAUL  H.,  KANSAS  CITY,  MISSOURI 

VICK,  ASHLEY,  MILLERSVILLE,  MARYLAND 

VICK,  BENNIE  JOE,  CARBONDALE,  ILLINOIS 

VICK,  DANNY  L,  CLARKSDALE,  MISSISSIPPI 

VICKERS,  MONTY  HUGH,  LITTLE  ROCK,  ARKANSAS 

VICKERY,  JAMES,  FAIRFAX,  VIRGINIA 

VICTORINE,  LEROY  JOHN,  HILO,  HAWAII 

VIDAURRE,  ALBERTO  T,  TAOS,  NEW  MEXICO 

VIDMAR,  WILLIAM  MICHAEL,  SAN  JOSE,  CALIFORNIA 

VIDRINE,  L  COLEMAN,  BATON  ROUGE,  LOUISIANA 

VIEHL,  LOUIS  C,  ALBANY,  NEW  YORK 

VIENS,  THOMAS  W,  JR,  WATERFORD,  CONNECTICUT 

VIERRA,  PHILIBERT  L.,  HAILUKU,  MAUI,  HAWAII 

VIERRA,  WAYNE  VICTOR,  FOLSOM,  CALIFORNIA 

VIESSMAN,  ANTHONY  J,  ROLLA,  MISSOURI 

VIETMEIER,  DALE  EDWARD,  PITTSBURGH,  PENNSYLVANIA 

VIGGIANI,  PERRY,  EVERGREEN  PARK,  ILLINOIS 

VIGILIA,  RUSTICO  QUIBUYEN,  MANILA,  PHILIPPINES 

VIGNOLA,  JOHN  PAUL,  WILMINGTON,  DELAWARE 

VIKA,  TORLEIV,  OSLO,  NORWAY 

VILA,  GUSTAVO  LUIS,  NEW  YORK,  NEW  YORK 

VILLA,  ANTHONY  JOSEPH,  JR,  NEWPORT  BEACH,  CALIFORNIA 

VILLA,  FRANCISCO  AGRAVA,  PASAY  CITY,  PHILIPPINES 

VILLADA,  ARTURO,  NEW  YORK,  NEW  YORK 

VILLAGOMEZ,  LUIS  A,  CORPUS  CHRISTI,  TEXAS 

VILLANI,  LEONARD  J.,  BRIDGEVILLE,  PENNSYLVANIA 

VILLANI,  THEODORE  R.,  MORGAN,  PENNSYLVANIA 

VILLANOVA,  EDWARD  R, ,  PHOENIXVILLE,  PENNSYLVANIA 

VILLANUEVA  MELERO,  JORGE  JOSE,  MADRID,  SPAIN 

VILLANUEVA  VIVES,  ALDO,  SANTIAGO,  CHILE 

VILLANUEVA,  HENRY  JOSEPH,  MONTEREY  PARK,  CALIFORNIA 

VILLANUEVA,  ROGELIO  S,  KANSAS  CITY,  KANSAS 

VILLANUEVA,  TOMAS,  ST  THOMAS, 

VILLARIN,  FLORENCIO  0.,  MANILA,  PHILIPPINES 

VILLARREAL,  HOMERO  J.,  MEXICO,  MEXICO 

VILLARREAL,  JESSE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

VILLARREAL,  JOHN,  NEW  BRAUNFELS,  TEXAS 
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VILLARREAL,  VERA  LYNN,  MARTINEZ,  CALIFORNIA 

VILLARTA,  EDHARD  AGUILAR,  MANILA,  PHILIPPINES 

VINARAO,  VICENTE  G,  MANILA,  PHILIPPINES 

VINCENT,  DELBERT  DWAINE,  PONCA  CITY,  OKLAHOMA 

VINCENT,  HERMAN  E.,  LARGO,  FLORIDA 

VINCENT,  JOSEPH  J.,  NEW  BEDFORD,  MASSACHUSETTS 

VINCENT,  WILLIAM  HARDIN,  CHATTANOOGA,  TENNESSEE 

VINCENT,  WILLIAM  R,  SR,  LAFAYETTE,  LOUISIANA 

VINCENT,  WINTHROP  A,  WEST  PALM  BEACH,  FLORIDA 

VINES,  JAMES  DENNIS,  JR,  WOODVILLE,  MISSISSIPPI 

VINES,  MACK  M,  ST  PETERSBURG,  FLORIDA 

VINEY,  KEITH  H,  HOBART,  AUSTRALIA 

VINEYARD,  JAMES  R.,  DALLAS,  TEXAS 

VINSKUS,  JOHN  CASMERE,  GREENVILLE,  SOUTH  CAROLINA 

VINSON,  CARL  EDWARD,  OAKLAND,  CALIFORNIA 

VINSON,  DON  RAY,  SHALIMAR,  FLORIDA 

VINTON,  MICHAEL  CHARLES,  WATERBURY,  VERMONT 

VIOLISSI,  FRANK  CHARLES,  JR,  MIDDLETOWN,  CONNECTICUT 

VIRDEN,  RICHARD  EUGENE,  SANTA  FE,  NEW  MEXICO 

VIRGIL,  WELLINGTON  ARTHUR,  PORT  OF  SPAIN,  TRINIDAD 

VIRGULAK,  FRANCIS  EDWARD,  NORWALK,  CONNECTICUT 

VISCIONE,  MARTIN  ALLEN,  GROTON,  CONNECTICUT 

VISGAK,  LAWRENCE  ANDREW,  CLEVELAND,  OHIO 

VISSER,  MICHAEL  DENNIS,  HUNTINGTON  PARK,  CALIFORNIA 

VITALE,  JOSEPH,  GROSSE  POINTE  WOODS,  MICHIGAN 

VITALE,  PETER  JOSEPH,  ROCKFORD,  ILLINOIS 

VITALE,  VINCENT  JAMES,  MILWAUKEE,  WISCONSIN 

VITEK,  ANTHONY  J,  JR,  COCOA  BEACH,  FLORIDA 

VITT,  LLOYD  ARTHUR,  KIRKHOOD,  MISSOURI 

VITT,  MICHAEL  ARTHUR,  JACKSON,  MISSISSIPPI 

VITTRUP,  KAI,  COPENHAGEN,  DENMARK 

VITTUM,  DONALD  LAWRENCE,  ROCHESTER,  NEW  HAMPSHIRE 

VIULLERMET,  MARTIN  D. ,  WILLIMANTIC,  CONNECTICUT 

VIVERETTE,  MARY  ANN,  GAITHERSBURG,  MARYLAND 

VIVIAN,  EDMUND  G. ,  WEST  HAVEN,  CONNECTICUT 

VIZZOLINI,  JAMES  H,  SANTA  BARBARA,  CALIFORNIA 

VLADILO  POLANSKAYA,  VOJMIR,  CARACAS,  VENEZUELA 

VLAHAKIS,  JAMES  CHRIS,  YANKTON,  SOUTH  DAKOTA 

VLASAK,  GORDON  JAMES,  SAVAGE,  MINNESOTA 

VLCEK,  JEFFREY  RAYMOND,  ELMHURST,  ILLINOIS 

VLCEK,  KAMIL,  BRATISLAVA,  SLOVAKIA 

VODDE,  ROBERT  FRANCIS,  LEONIA,  NEW  JERSEY 

VODEGEL,  DONALD  HENRY,  MINNEAPOLIS,  MINNESOTA 

VODILKO,  MICHAEL  JOSEPH,  JR,  YOUNGSTOWN,  OHIO 

VOEGELE,  JERRY  LEE,  PEORIA,  ILLINOIS 

VOELKER,  RAY  A,  JANESVILLE,  WISCONSIN 

VOELKL,  THOMAS  MICHAEL,  BRIGHTON,  NEW  YORK 

VOGE,  JAMES  FRANK,  LOS  ANGELES,  CALIFORNIA 

VOGEL,  ELTON  JAMES,  LAS  VEGAS,  NEVADA 

VOGL,  MATHIAS  OSKAR,  VIENNA,  AUSTRIA 

VOGT,  ROBERT  DON,  STILLWATER,  OKLAHOMA 

VOHS,  JAMES  PETER,  WARREN,  MICHIGAN 

VOIDA,  DAWN  HIGGINS,  INDIANAPOLIS,  INDIANA 

VOIGT,  ROBERT  P,  AIKEN,  SOUTH  CAROLINA 

VOIGT,  THEODORE  C,  WATERTOWN,  WISCONSIN 

VOKAL,  CHARLES  WILLIAM,  MANKATO,  MINNESOTA 

VOKES,  THOMAS  R,  FARGO,  NORTH  DAKOTA 

VOLBERG,  PETER  HENRY,  JR,  NEW  YORK,  NEW  YORK 

VOLKMAN,  STEVEN  DONALD,  WAHIAUA,  HAWAII 

VOLLAND,  JOHN  C. ,  JR.,  CHICAGO,  ILLINOIS 

VOLLMAR,  STEPHEN  C,  EDGEHOOD,  KENTUCKY 

VOLOSIN,  JAMES  EDWARD,  PERTH  AMBOY,  NEW  JERSEY 

VOLPE,  CATHERINE  MARY,  NEW  YORK,  NEW  YORK 

VOLPE,  JOHN  LOUIS,  HACKENSACK,  NEW  JERSEY 

VOLPE,  JOSEPH  S,  PUNXSUTAWNEY,  PENNSYLVANIA 

VON  HERBULIS,  RICHARD  ARTHUR,  FAIRFAX,  VIRGINIA 

VON  TUNGELN,  GARY,  SAN  DIEGO,  CALIFORNIA 

VON  VILLAS,  GEORGE  ANTHONY,  NEWPORT,  RHODE  ISLAND 

VON  WALD,  CHARLES  R. ,  ROCHESTER,  MINNESOTA 

VONA,  PATRICK  DANIEL,  WEST  TRENTON,  NEW  JERSEY 

VONK,  HENRY  G.,  SACRAMENTO,  CALIFORNIA 

VONKOCH,  ALEXANDER  WERNER,  NEWARK,  DELAWARE 

VONWALD,  STEVEN  CHARLES,  ROCHESTER,  MINNESOTA 

VOOGD,  STANLEY,  ALAMEDA,  CALIFORNIA 

VOORTMAN,  ARTHUR  DALE,  MODESTO,  CALIFORNIA 

VORE,  DAVID  ANDREW,  DAYTON,  OHIO 

VOS,  LARRY  D,  GERMANTOWN,  TENNESSEE 

VOSS,  HERMAN  E,  HILLSBOROUGH,  CALIFORNIA 

VOSS,  WILLIAM  ROBERT,  RACINE,  WISCONSIN 

VOSTORIS,  JOHN  P,  WARREN,  MICHIGAN 

VOTAVA,  EDWARD  MARK,  ITASCA,  ILLINOIS 

VOTAVA,  THOMAS  EDWARD,  BOWLING  GREEN,  OHIO 

VOTEL,  DANIEL  JOSEPH,  ST.  PAUL,  MINNESOTA 

VOTYPKA,  JAMES  CHARLES,  CLEVELAND,  OHIO 

VOYIATZES,  JAMES  ALAN,  AUBURN,  CALIFORNIA 

VOYTKO,  ROBERT  NICHOLAS,  HAGERSTOWN,  MARYLAND 

VRABEC,  TERRY  EDWARD,  FAIRBANKS,  ALASKA 

VRDOLYAK,  JOHN  JOSEPH,  CHICAGO,  ILLINOIS 

VUJOVICH,  DANIEL  SAM,  SOUTH  ST.  PAUL,  MINNESOTA 

VUNCANNON,  EDWARD  EVERETTE,  III,  WINSTON-SALEM,  NORTH  C 

VUYK,  MARTINUS,  SALT  LAKE  CITY,  UTAH 

WAAGE,  RICHARD  DUANE,  HUTCHINSON,  MINNESOTA 

WAALKES,  MARIE  LOUISE,  EAST  LANSING,  MICHIGAN 

HACHIRA,  FRANCIS  ELIUD,  NAIROBI,  KENYA 

WACHSENEGGER,  ANTON,  LINZ,  AUSTRIA 

WACHTEL,  BRUCE  NORMAN,  WHEATON,  ILLINOIS 

HACK,  ROCCO,  AMBLER,  PENNSYLVANIA 

WACKER,  GERHARD,  WIESBADEN,  FEDERAL  REPUBLIC  OF  GERMANY 

WACTER,  WALTER  E.,  JR.,  VALDOSTA,  GEORGIA 

WADDELL,  JAMES  ELLSWORTH,  WATERFORD,  CALIFORNIA 
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HADDELL,  MARK  G  -  WALSH,  JOHN  PATRICK 
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HADE, 
HADE, 
HADE, 
HADE, 
HADE, 


HAGNER, 
HAGNER, 
HAGNER, 


HAGNER, 
HAGNER, 
HAGNER, 
HAGNER, 


HAGNER, 
HAGNER, 
HAGNER, 
HAGNER, 
HAGNER, 


HADDELL,  HARK  G,  BATON  ROUGE,  LOUISIANA 
HADDELL,  ROY  D,  DANVILLE,  INDIANA 
HADDING,  KIM  BRUCE,  NEHTON,  IOHA 
HADE,  CONRAD  D,  GREENSBORO,  NORTH  CAROLINA 
DAVID,  GARY,  INDIANA 
DOUGLAS  ALLAN,  PELHAM,  ALABAMA 
JOSEPH  DONALD,  HIGH  POINT,  NORTH  CAROLINA 
KARL  EUGENE,  MONTGOMERY,  ALABAMA 
LAURENCE  A,  HATERBURY,  VERMONT 
HADE;  SYDNEY  L. ,  TUCSON,  ARIZONA 
HADE,  HARREN  A,  HORCESTER,  MASSACHUSETTS 
HADMAN,  HILLIAM  H. ,  JR.,  BERKELEY,  CALIFORNIA 
HADSACK,  LAHRENCE  JOSEPH,  CLAYTON,  MISSOURI 
HADSHORTH,  ROGER  LEE,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HADYCKI,  PHILIP  P.,  BERKELEY,  ILLINOIS 
HAGGENER,  TED  H. ,  KALISPELL,  MONTANA 
HAGGONER,  CHARLES  ROBERT,  HARSAH,  INDIANA 
HAGGONER,  JAMES  MICHAEL,  KNOXVILLE,  TENNESSEE 
HAGGONER,  JOHN  LARRY,  JACKSON,  MISSISSIPPI 
HAGNER,  ALBERT  C,  SR,  FARMERS  BRANCH,  TEXAS 
HAGNER,  ARTHUR  L.,  LINCOLN,  NEBRASKA 
HAGNER,  CHADHICK  EDHARD,  HOLLYHOOD,  FLORIDA 
HAGNER,  CHARLES  STAFFORD,  ANGLETON,  TEXAS 
DALE  A,  TOLEDO,  OHIO 
DHAYNt  KEITH,  ALEXANDRIA,  VIRGINIA 
,  GEORGE  AMBROSE,  NORTHFIELD,  ILLINOIS 
HAGNER,  GEORGE  L.,  KANSAS  CITY,  KANSAS 
HAGNER,  GEORGE  R.,  GRAFTON,  HEST  VIRGINIA 

JOHN  A.,  JR.,  DOYLESTOHN,  PENNSYLVANIA 
JOHN  PHILLIP,  OLYMPIA,  HASHINGTON 
JOHN  RICHARD,  FERGUS  FALLS,  MINNESOTA 
,  JOHN  RICHARD,  BALTIMORE,  MARYLAND 
HAGNER,  KENNETH  RAY,  HALLANDALE,  FLORIDA 
HAGNER,  PAT  R,  URBANA,  OHIO 

RICHARD  R.,  CLEVELAND,  OHIO 
ROBERT  G.,  CLEVELAND,  OHIO 
RONALD  HERBERT,  ALEXANDRIA,  LOUISIANA 
TERRY  TOM,  LINCOLN,  NEBRASKA 
,  HAYNE  0,  HINSLOH,  ARIZONA 
HAGNON,  EMORY  TODD,  DECATUR,  GEORGIA 
HAGNON,  GEORGE  M.,  JR.,  BIRMINGHAM,  ALABAMA 
HAGONER,  DAVID  F,  LAKE  CHARLES,  LOUISIANA 
HAHL,  BRUCE  PATRICK,  DEHITT,  NEW  YORK 
HAHL,  HAYNE  CARL,  BEDFORD  PARK,  ILLINOIS 
HAHLBERG,  RICHARD  LEE,  DULUTH,  MINNESOTA 
HAHMANN,  MICHAEL  FREDERICK,  LEBANON,  PENNSYLVANIA 
HAIAMAU,  ABRAHAM  H,  LIHUE,  KAUAI,  HAHAII 
HAID,  GERALD  H.,  MIDLAND,  TEXAS 
HAIGHT,  ARTHUR  A,  JR,  BORGER,  TEXAS 
HAINACHT,  ANDREH  JOHN,  NEH  CANAAN,  CONNECTICUT 
HAINHRIGHT,  JONATHAN  D. ,  SR,  MARLTON,  NEH  JERSEY 
HAITE,  JACK  ROSS,  EL  PASO,  TEXAS 
HAITE,  JEFFREY  ALLEN,  MARIETTA,  OHIO 
HAITES,  ROBERT  JAMES,  SYDNEY,  AUSTRALIA 
HAITH,  ROGER  E.,  GRAND  FORKS,  NORTH  DAKOTA 
HAITZMAN,  JOSEPH  HARREN,  ROLLING  MEADOHS,  ILLINOIS 
HAKASA,  NOBUYUKI,  TOKYO,  JAPAN 
HAKEFIELD,  ERNEST  RALPH,  MIDLAND,  TEXAS 
HAKEFIELD,  TIMOTHY  RAY,  LAGRANGE,  KENTUCKY 
HAKOLBINGER,  THOMAS  JOSEPH,  SPRINGFIELD,  ILLINOIS 
HALCH,  MICHAEL  ALLAN,  SOUTHFIELD,  MICHIGAN 
HALCHAK,  DAVID  G. ,  CONCORD,  NEH  HAMPSHIRE 
HALD,  FLORA  L.,  LOS  ANGELES,  CALIFORNIA 
HALDEN,  JOSEPH  EARL,  MONTGOMERY,  ALABAMA 
HALDIE,  LARRY  LOHELL,  LOS  ANGELES,  CALIFORNIA 
HALDINGER,  PETER,  VIENNA,  AUSTRIA 
HALDNER,  RONALD  GRAY,  TUKHILA,  WASHINGTON 
HALDRON,  JOAN  S,  STUART,  FLORIDA 
HALDRON,  MERVIN  NEIL,  STUART,  FLORIDA 
HALDROP,  JAMES  D,  NASHVILLE,  TENNESSEE 

KENNETH  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
MALCOLM  EUGENE,  MADISON,  MISSISSIPPI 
RON,  DALLAS,  TEXAS 
TOM  G.,  CULLMAN,  ALABAMA 
,  HILLIAM  R,  ROCKMART,  GEORGIA 
HALDROUP,  GARY  GLENN,  GATLINBURG,  TENNESSEE 
HALDSCHLAGER,  JOHN  EDHARD,  HANNIBAL,  MISSOURI 
HALE,  GEORGE  V.,  LOCKPORT ,  NEH  YORK 
WALES,  JAMES  ANDREW,  LAKE  IN  THE  HILLS,  ILLINOIS 
HALKE,  WILLIAM  HAROLD,  CEDAR  FALLS,  IOHA 
HALKER,  ALBINO  ALLEN,  LAREDO,  TEXAS 
HALKER,  ARNOLD  GEORGE,  BUFFALO,  NEH  YORK 
HALKER,  CHRIS  BAILEY,  AUSTIN,  TEXAS 
HALKER,  CURTIS  ELBERT,  JR,  BENBROOK,  TEXAS 
DANIEL  HAROLD,  AUSTIN,  TEXAS 
DANNY  HALTER,  HOLBROOK,  ARIZONA 
DAVID  L,  JACKSON,  MISSISSIPPI 
,  DAVID  LON,  MARSHALLTOHN,  IOWA 
WALKER,  DONALD  ROBERT,  DOUGLASVILLE,  GEORGIA 
HALKER,  DHIGHT  LEE,  DALLAS,  TEXAS 

GARY  HAYNE,  LEE'S  SUMMIT,  MISSOURI 
GERALD  HOBBY,  DOUBLE  SPRINGS,  ALABAMA 
GREGORY,  SR,  ATLANTA,  GEORGIA 
HAROLD  F.,  CHARLESTON,  HEST  VIRGINIA 
,  HAROLD  GUINN,  MANCHESTER,  TENNESSEE 
HALKER,  HARRY  E,  SCOTTSDALE,  ARIZONA 
HALKER,  HENRY  HOHARD,  III,  RUTHERFORD,  NEH  JERSEY 
JAMES  A.,  PANAMA  CITY,  PANAMA 
JAMES  L,  LAKE  OSWEGO,  OREGON 
JAMES  LARRY,  FAIRFIELD,  CALIFORNIA 
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WALKER, 
WALKER, 
WALKER, 
WALKER, 
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WALKER, 
WALKER, 
HALKER, 
WALKER, 
WALKER, 
WALKER, 


WALKER, 
WALKER, 
WALKER, 
WALKER, 
WALKER, 
WALKER, 
WALKER, 
WALKER, 


WALL, 
WALL, 
HALL, 
WALL, 
WALL, 


KENTUCKY 


JEROME  OTIS,  PRICHARD,  ALABAMA 
JOHN  FREDERICK,  LARGO,  FLORIDA 
JOHN  KARL,  RAPID  CITY,  SOUTH  DAKOTA 
JOHN  H,  PERRY,  FLORIDA 

JOSEPH  E,  III,  HUNTINGTON,  WEST  VIRGINIA 
JOSEPH  F.,  ROCKFORD,  ILLINOIS 
JOSEPH  MICHAEL,  RIVERDALE,  ILLINOIS 
JOSEPH  S.,  MADISON,  HISCONSIN 
KENNETH,  EUFAULA,  ALABAMA 
KENNETH  PATRICK,  LONG  BRANCH,  NEH  JERSEY 
LARRY  EUGENE,  HASHINGTON  COURT  HOUSE,  OHIO 
LEHIS  HAROLD,  JR,  CONROE,  TEXAS 
MARTIN  HOODROH,  II,  OKINAWA,  JAPAN 
MICHAEL  CHARLES,  PATERSON,  NEH  JERSEY 
,  MICHAEL  EUGENE,  CHARLESTON,  WEST  VIRGINIA 
WALKER,  MICHAEL  RAY,  CHARLESTON,  HEST  VIRGINIA 
HALKER,  MORRIS  ROGER,  AURORA,  COLORADO 
HALKER,  NICHOLAS  H. ,  NORTH  KINGSVILLE,  OHIO 
HALKER,  ROBERT  CARLTON,  MERCED,  CALIFORNIA 

ROBERT  MILTON,  III,  SAN  LUIS,  ARIZONA 
RODNEY  PARKE,  ST.  LOUIS  PARK,  MINNESOTA 
RONALD  DARRELL,  PORTALES,  NEH  MEXICO 
RONALD  DEAN,  HOUSTON,  TEXAS 
THOMAS  CHESTER,  SEHARD,  ALASKA 
THOMAS  DAVID,  DECATUR,  TEXAS 
W.  EARNEY,  GREENSBORO,  NORTH  CAROLINA 
,  HAYNE  HALLACE,  SANTA  CRUZ,  CALIFORNIA 
HALKER,  HENDELL  L,  ODESSA,  TEXAS  „,„,,„. 

HALKINSHAH,  KENNETH  RAY,  SAN  BERNARDINO,  CALIFORNIA 
HALKOHIAK,  REBECCA  ANN,  VALPARAISO,  INDIANA 
HALL,  DANIEL  PIERCE,  MONROE,  CONNECTICUT 
HALL,  DAVID  MARTIN,  SYRACUSE,  NEH  YORK 
HALL,  DONALD  J.,  LITTLE  ROCK,  ARKANSAS 
WALL,  EDMOND  J.,  TORRINGTON,  CONNECTICUT 
JAMES  GERALD,  OSSINING,  NEH  YORK 
JOHN,  HOMESTEAD,  FLORIDA 
LEON  THOMAS,  II,  CHARLOTTE,  TENNESSEE 
ROBERT  D,  TULSA,  OKLAHOMA 
,  SANDRA  JOAN,  CONYERS,  GEORGIA 
HALLACE,  AUGUST  S,  ANNAPOLIS,  MARYLAND 
WALLACE,  BENITA  ANN,  ATLANTA,  GEORGIA 
WALLACE,  BILLIE  B,  DES  MOINES,  IOHA 
HALLACE,  CECIL  C,  DALLAS,  TEXAS 
HALLACE,  CHARLES  MICHAEL,  BOHLING  GREEN, 
HALLACE,  CHRIS  DIANGELO,  BLUE  ASH,  OHIO 
HALLACE,  CLYDE,  JR,  HEBSTER  GROVES,  MISSOURI 
CURTIS  N,  HHEATON,  ILLINOIS 
DAVID  LEE,  CRETE,  ILLINOIS 
EDHARD  H.,  SR.,  BEAUMONT,  TEXAS 
JACK  BENJAMIN,  ORLANDO,  FLORIDA 
JACK  F.,  MEMPHIS,  TENNESSEE 
JAMES  PATRICK,  VILLAGE,  TEXAS 
JERRY  L.,  FORT  COLLINS,  COLORADO 
JOHN  HILLIAM,  KINGSTON,  NEW  YORK 
LARRY  BEN,  CHARLOTTE,  NORTH  CAROLINA 
LARRY  D,  SAN  BERNARDINO,  CALIFORNIA 
LAHRENCE  ALLAN,  JAMESTOWN,  NEW  YORK 
LEO  R,  MILLBURN,  NEW  JERSEY 
P  JOHN,  LEICESTERSHIRE,  ENGLAND 
PAUL  ALAN,  HAYHARD,  CALIFORNIA 
RICHARD  HARREN,  OAK  HARBOR,  HASHINGTON 
ROBERT  BRUCE,  MONTGOMERY,  ALABAMA 
,  THOMAS  E.,  ENGLISHTOHN,  NEH  JERSEY 
HALLEN,  ALVES  E,  LAKE  FOREST,  ILLINOIS 
WALLER,  GARY  LEE,  DULUTH,  MINNESOTA 
WALLER,  ROBERT,  OAKVILLE,  CANADA 
WALLER,  ROBERT  JOHNSON,  MIAMI,  FLORIDA 
WALLER,  WILLIAM  ROGER,  SR,  LOS  ANGELES, 
WALLEY,  DYAL  WAYNE,  MOBILE,  ALABAMA 
HALLI,  HAYNE  FRANCIS,  MILFORD,  MICHIGAN 
HALLIKAS,  RICHARD  CHARLES,  BINGHAMTON,  NEW  YORK 
WALLING,  ELDRED  I.,  MINNEAPOLIS,  MINNESOTA 
WALLING,  RICHARD  ALAN,  WESTLAKE,  OHIO 
HALLIS,  ALAN  LEWIS,  RENTON,  WASHINGTON 
WALLIS,  HOHARD  FRANKIE,  TALLADEGA,  ALABAMA 
HALLIS,  THOMAS  DEAN,  EVANSVILLE,  INDIANA 

WALLS,  CLIFFORD  A,  FROSTBURG,  MARYLAND  

KELLY  GENE,  BLUEFIELD,  HEST  VIRGINIA 
ROBERT  SHAH,  DOVER,  DELAHARE 
HILLIAM  L,  JR,  DIXON,  ILLINOIS 
,  WILLIAM  LEE,  COLUMBUS,  INDIANA 
WALP,  GLENN  ARLEN,  BULLHEAD,  ARIZONA 
HALPOLE,  DELBERT  H,  PORTLAND,  OREGON  „,„„_,,_. 
HALPOLE,  STEPHEN  DEAN,  SCOTTS  VALLEY,  CALIFORNIA 
WALRAED,  LAWRENCE  MICHAEL,  TROY,  NEH  YORK 
HALRAVEN,  HESLEY  C,  JR,  CUMMING,  GEORGIA 
HALSH,  ANGELA  MARIE,  NORHALK,  CONNECTICUT 
WALSH,  BERNARD  F,  JR,  HILMINGTON .DELAWARE 
HALSH  BOBBY  DEAN,  HILKESBORO,  NORTH  CAROLINA 
HALSH,  DANIEL  ROBERT,  NORHALK,  CONNECTICUT 
WALSH  DAVID  IGNATIUS,  BOSTON,  MASSACHUSETTS 
HALSH  DENNIS  WILLIAM,  GREENBURGH,  NEH  YORK 
GARRETT  DAVID,  MINEOLA,  NEW  YORK 
HARRY  J,  JR,  BUFFALO  GROVE,  ILLINOIS 
JAMES  GARFIELD,  JR,  HHITEHALL,  PENNSYLVANIA 
JAMES  JOSEPH,  SOMERDALE,  NEH  JERSEY 
JOHN  E.,  RICHFIELD,  OHIO 
JOHN  EDHIN,  SARASOTA,  FLORIDA 
JOHN  J,  HORCESTER,  MASSACHUSETTS 
JOHN  PATRICK,  BROOKLYN,  NEW  YORK 
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CALIFORNIA 


HALLS, 
HALLS, 
WALLS, 
WALLS, 


WALSH, 
WALSH, 
HALSH, 
HALSH, 
WALSH, 
HALSH, 
HALSH, 
HALSH, 


PAGE 


140 


HALSH,  LAWRENCE  EDHARD  -  HATSON,  EDMON  HILMER 
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191 
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158 
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77  tt 
188 
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122 
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97 

97 
112  tt 
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182 
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150 
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102  tt 

87 
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171  It 
174 
119 
108 

98  tt 
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125  tt 
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119 
197 


HALSH,  LAHRENCE  EDHARD,  LEXINGTON,  KENTUCKY 

HALSH,  LEE  A.,  LEHIGHTON,  PENNSYLVANIA 

HALSH,  LEONARD  F.,  CAMBRIDGE,  MASSACHUSETTS 

HALSH,  MICHAEL  TERRANCE,  CLAHSON,  MICHIGAN 

HALSH,  PATRICK  GEORGE,  JR,  BATON  ROUGE,  LOUISIANA 

HALSH,  RICHARD  JOHN,  III,  HETHERSFIELD,  CONNECTICUT 

HALSH,  RICHARD  P.,  KALISPELL,  MONTANA 

HALSH,  ROBERT  VERNON,  WEST  HARTFORD,  CONNECTICUT 

HALSH,  TERENCE  MARK,  KINGS  CROSS,  AUSTRALIA 

HALSH,  WILLIAM  FRANCIS,  NEH  YORK,  NEW  YORK 

WALSH,  WILLIAM  P,  CHICAGO,  ILLINOIS 

WALSH,  WILLIAM  PATRICK,  BELLMAWR,  NEW  JERSEY 

WALSKI,  DONALD  R,  WINONA,  MINNESOTA 

WALSMITH,  BEATRICE  BUSTAMANTE,  TRUTH  OR  CONSEQUENCE,  NE 

HALSTON,  DONALD  EVERETT,  FORT  PIERCE,  FLORIDA 

WALT,  EDDIE  RAYMOND,  DALLAS,  TEXAS 

WALT,  PAMELA  GAYLE,  DALLAS,  TEXAS 

WALTER,  CURTIS  L.,  CULVER  CITY,  CALIFORNIA 

WALTER,  GARY  KENNETH,  DENVER,  COLORADO 

HALTER,  JOHN  CARTER,  AUBURN,  NEH  YORK 

HALTER,  JOHN  THOMAS,  III,  PRAIRIE  VILLAGE,  KANSAS 

HALTER,  TERRY  ALLEN,  DES  MOINES,  IOWA 

WALTERS,  BARRY  EUGENE,  CARLISLE,  PENNSYLVANIA 

WALTERS,  CHARLES  MARK,  LAWRENCEVILLE,  GEORGIA 

WALTERS,  DAVID  GEORGE,  FORT  PIERCE,  FLORIDA 

WALTERS,  DAVID  LEE,  SPRINGFIELD,  OHIO 

HALTERS,  DONALD  E.,  EL  CAJON,  CALIFORNIA 

HALTERS,  EARL  T.,  BOISE,  IDAHO 

HALTERS,  ELMER  E,  CHESAPEAKE,  VIRGINIA 

WALTERS,  HORACE  LEE,  LITTLE  ROCK,  ARKANSAS 

WALTERS,  JAMES  E,  JACKSON,  MISSISSIPPI 

WALTERS,  JAMES  HOHELL,  JR,  COLUMBIANA,  ALABAMA 

WALTERS,  JOHN  H. ,  IOLA,  KANSAS 

HALTERS,  JON  FREDERICK,  JR,  MUKILTEO,  HASHINGTON 

HALTERS,  LARRY  LEE,  VACAVILLE,  CALIFORNIA 

WALTERS,  NORA  JANE,  FORT  PIERCE,  FLORIDA 

WALTERS,  RANDALL  LEE,  HUNTLEY,  ILLINOIS 

WALTERS,  RICHARD  J.,  PITTSBURGH,  PENNSYLVANIA 

WALTERS,  RODNEY  DEAN,  NORTHGLENN,  COLORADO 

WALTERS,  WADE  VICTOR,  III,  VACAVILLE,  CALIFORNIA 

WALTERSCHEID,  FRANK  DENNIS,  SACRAMENTO,  CALIFORNIA 

WALTHER,  JAMES  ROBERT,  JACKSONVILLE,  ARKANSAS 

HALTON,  ALFRED  LEONARD,  CLEVELAND,  OHIO 

WALTON,  FRANCIS  W. ,  BUTLER,  PENNSYLVANIA 

WALTON,  HARRY  E.,  CARLSBAD,  CALIFORNIA 

WALTON,  JACK  L,  JR,  AUBURN,  ALABAMA 

WALTON,  JOHN  0.,  TULARE,  CALIFORNIA 

WALTON,  RAY  H,  TECHUMSEH,  MICHIGAN 

HALTON,  TERRY  MICHAEL,  LONG  BEACH,  CALIFORNIA 

WALTON,  THOMAS  E,  TOMS  RIVER,  NEH  JERSEY 

WALTRIP,  BILLY  JOSEPH,  BOWLING  GREEN,  KENTUCKY 

HALZEL,  FREDERICK  H. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

WAMACK,  MICHAEL  ALAN,  POWELL,  TENNESSEE 

WAMOCK,  PHILLIP  ELDON,  LITTLE  ROCK,  ARKANSAS 

WAMPLER,  DAVID  EDWARD,  BRISTOL,  TENNESSEE 

WAMPLER,  JAMES  MICHAEL,  INDIANAPOLIS,  INDIANA 

HAMSLEY,  JERE'  EDWARD,  BILLINGS,  MONTANA 

WAMSLEY,  WILLIAM  GEORGE,  WASHINGTON,  DISTRICT  OF  COLUMB 

WANAMAKER,  HOMER,  ORANGEBURG,  NEH  YORK 

HANDEL,  ROBERT  M. ,  JOHNSTOWN,  NEW  YORK 

WANDELL,  RICHARD  C,  ELMIRA,  NEW  YORK 

WANDRA,  JAMES  F.,  CLEVELAND,  OHIO 

WANEK,  ALLEN  DOUGLAS,  SHEBOYGAN,  WISCONSIN 

HANG,  JADE  HSI-KO,  TAIPEI,  REPUBLIC  OF  CHINA 

HANGER,  GREGORY  PRICE,  MONTGOMERY,  ALABAMA 

WAQAVESI,  ISIKELI  VUNIWAQA,  SUVA,  FIJI 

WARD,  ANTHONY,  FALLS  CHURCH,  VIRGINIA 

WARD,  BOBBY  L,  NORTH  LITTLE  ROCK,  ARKANSAS 

WARD,  BRENDON  DENNIS,  JOLIET,  ILLINOIS 

WARD,  DAVID  CHARLES,  BILLINGS,  MONTANA 

WARD,  DON  FRANKLIN,  MILLERSVILLE,  MARYLAND 

WARD,  ELMER  K,  CAPE  CHARLES,  VIRGINIA 

WARD,  ERNEST  E.,  TARBORO,  NORTH  CAROLINA 

WARD,  GEORGE  RICHARD,  FORT  LUPTON,  COLORADO 

WARD,  GEORGE  WILLIAM,  ELBERTON,  GEORGIA 

WARD,  JAMES  A,  MIAMI,  FLORIDA 

HARD,  JAMES  ARTHUR,  NEPTUNE  THP,  NEW  JERSEY 

WARD,  JOHN  MICHAEL,  PLYMOUTH,  MINNESOTA 

WARD,  JOHN  MICHAEL,  II,  CRESCENT  SPRINGS,  KENTUCKY 

HARD,  KENNETH  EUGENE,  PIKESVILLE,  MARYLAND 

WARD,  KEVIN,  OKLAHOMA  CITY,  OKLAHOMA 

WARD,  LAWRENCE  EUGENE,  SUNNYSIDE,  WASHINGTON 

WARD,  LAWRENCE  J,  MINNEAPOLIS,  MINNESOTA 

WARD,  MARY  KIM,  TOWSON,  MARYLAND 

WARD,  NICHOLAS  JOHN,  SITKA,  ALASKA 

HARD,  PETER  LUMSDEN,  AUCKLAND,  NEW  ZEALAND 

WARD,  RELFORD  MICHIGAN,  SR,  MIDDLETOHN,  CONNECTICUT 

WARD,  RICHARD  WAYNE,  EL  CAJON,  CALIFORNIA 

WARD,  RICKY  WAYNE,  JACKSON,  MISSISSIPPI 

WARD,  ROBERT  JOHN,  TORONTO,  CANADA 

WARD,  RONALD  KENT,  LAWTON,  OKLAHOMA 

HARD,  TED  L,  WARSAW,  INDIANA 

WARD,  WAYNE  N.,  JONESBORO,  ARKANSAS 

WARD,  WILLIAM  G. ,  JR.,  PITTSBURGH,  PENNSYLVANIA 

WARD,  WILLIAM  M. ,  ASHEVILLE,  NORTH  CAROLINA 

WARDELL,  JOSEPH,  NEPTUNE  TWP,  NEW  JERSEY 

WARDEN,  HENRY  CURTIS,  JR,  COVINGTON,  KENTUCKY 

HARDLE,  RAYMOND  J.,  FORT  DUCHESNE,  UTAH 

HARDLOH,  HAROLD  EUGENE,  HILLSBORO,  TEXAS 

HARDLOW,  THOMAS  RUSSELL,  WEBSTER  CITY,  IOWA 
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77 
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70  tt 
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80  tt 
186 
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165 
173 
111 

40  tt 
177 
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196 

100  tt 
198 
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140 
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115  * 
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80  tt 
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WARNER 
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HARREN 
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HARREN 
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HARDROP,  DONALD  ROGER,  WINNIPEG,  CANADA 

WARDWELL,  WILLIAM  THADDEUS,  EAST  LANSING,  MICHIGAN 

WARE,  DENNIS  DEAN,  KANSAS  CITY,  KANSAS 

GAITHEL  OSHIE,  III,  SACRAMENTO,  CALIFORNIA 
MICHAEL  EDWARD,  BIRMINGHAM,  ALABAMA 
ROBERT  H.,  LOS  ANGELES,  CALIFORNIA 
WILLIAM  JAMES,  LARAMIE,  WYOMING 
CHARLES  RAY,  STILLWATER,  OKLAHOMA 
HARGA,  JAMES  ANDREW,  EAST  HAMPTON,  CONNECTICUT 
HARICHAK,  MARK  NEAL,  MILHAUKEE,  WISCONSIN 
WARLOW,  ROY  0.,  JR.,  HERSHEY,  PENNSYLVANIA 
GARY  WAYNE,  HUMBLE,  TEXAS 
RODNEY  HAYNE,  GILLETTE,  WYOMING 
HERBERT  U. ,  HIALEAH,  FLORIDA 
ROBERT  JOSEPH,  BATAVIA,  ILLINOIS 
ROGER  L,  EAST  LANSING,  MICHIGAN 
SHIRLEY  ANN,  SOLDOTNA,  ALASKA 
BUDDY  NEIL,  MARIETTA,  GEORGIA 
CALVERT  LINTON,  PORTSMOUTH,  VIRGINIA 
CHARLES  ALLEN,  WAUKESHA,  WISCONSIN 
DALLIS  WALTER,  ROSENBERG,  TEXAS 
DONALD  MAX,  JR,  OLD  SAYBROOK,  CONNECTICUT 
DREW  MICHAEL,  HOUSTON,  TEXAS 
EDGAR  L,  JR,  MILWAUKEE,  WISCONSIN 
GERALD  RAY,  HOUSTON,  TEXAS 
JOHN  FRANKLIN,  DALY  CITY,  CALIFORNIA 
JOHN  MARK,  AUSTIN,  TEXAS 
KEITH  J,  OGDENSBURG,  NEW  YORK 
MACKEY  LEE,  LIVINGSTON,  MONTANA 
MARK  JOSEPH,  TOHSON,  MARYLAND 
MICHAEL  KEITH,  TRAVERSE  CITY,  MICHIGAN 
MICHAEL  PATRICK,  SANTA  BARBARA,  CALIFORNIA 
MYRON  ALFRED,  PORTLAND,  OREGON 
NICHOLAS  EDHARD,  NEW  CANAAN,  CONNECTICUT 
PETER  FRANKLYN,  HARTFORD,  CONNECTICUT 
ROBERT  A,  INDIANAPOLIS,  INDIANA 
ROBERT  G.,  OGDEN,  UTAH 
RONALD  R,  OLYMPIA,  HASHINGTON 
STEVE  R.,  MORGANTON,  NORTH  CAROLINA 
HARRICK,  FRED  ALLEN,  NASHVILLE,  TENNESSEE 
WARRICK,  JASPER  MORRIS,  JR,  GOLDSBORO,  NORTH  CAROLINA 
HARRY,  DAVID  DREW,  HUTCHINSON,  KANSAS 
WARTHEN,  WAYNE  A.,  ARDMORE,  OKLAHOMA 
WASANASOMSITHI  PRAYOCH, ,  BANGKOK,  THAILAND 
WASETA,  VICTOR,  ALBUQUERQUE,  NEW  MEXICO 
WASHAM,  MICHAEL  DOUGLAS,  WEST  PALM  BEACH,  FLORIDA 
WASHBURN,  EARL  T,  NEW  PALTZ,  NEH  YORK 
WASHINGTON,  CHARLES  LENHOOD,  FORT  MEADE,  MARYLAND 
HASHINGTON,  DEBORAH  ANN,  CLEVELAND,  OHIO 
HASHINGTON,  FREDERICK  LEWIS,  ATLANTA,  VIRGINIA 
WASHINGTON,  JOHN  HESLEY,  MCLEAN,  VIRGINIA 
HASHINGTON,  SARAH  ANN,  GERMANTOHN,  TENNESSEE 
HASIK,  JACEK  LESZEK,  KIELCE,  POLAND 
WASILKO,  GEORGE,  JR,  DOVER,  PENNSYLVANIA 
WASON,  C.  ROBERT,  GEORGETOWN,  GUYANA 
WASSERMAN,  IRA  ANDREW,  NEW  YORK,  NEW  YORK 
WASSON,  DIANNE  JONES,  AUGUSTA,  GEORGIA 
WASSON,  M  DALE,  WINTER  PARK,  FLORIDA 
WASSON,  PHILLIP  KARL,  AUGUSTA,  GEORGIA 
HASYLIK,  NICHOLAS  J,  HASTINGS,  MINNESOTA 
HATAHOVICH,  JOHN  M. ,  FREELAND,  PENNSYLVANIA 
HATERS,  DANIEL  W. ,  SALT  LAKE  CITY,  UTAH 
HATERS,  GARY  HAYNE,  PORTSMOUTH,  VIRGINIA 
WATERS,  JAMES  HOMER,  VALDOSTA,  GEORGIA 
WATERS,  ROGER  NELSON,  GREENTREE,  PENNSYLVANIA 
WATFORD,  JIMMIE  J,  KISSIMMEE,  FLORIDA 
WATHEN,  GUY  0.,  PALO  ALTO,  CALIFORNIA 
HATKIN,  PAUL  RICHARD,  FORT  BRAGG,  NORTH  CAROLINA 
HATKINS,  BEAUMONT  HEIGHTMAN,  UVALDE,  TEXAS 
HATKINS,  CARL  M,  DETROIT,  MICHIGAN 

CHARLES  RAY,  ANTIOCH,  ILLINOIS 
CHARLIE,  COLUMBUS,  MISSISSIPPI 
CLYDE  JACKSON,  JR,  ZION,  ILLINOIS 
DAVID  LEE,  GRANBY,  CONNECTICUT 
DENNIS  MICHAEL,  RICHMOND,  MICHIGAN 
GARY  GROVE,  CARMEL,  NEH  YORK 
GERALD  DEAN,  AUSTIN,  TEXAS 
HAROLD  UPCHURCH,  HENDERSON,  NORTH  CAROLINA 
KENNETH  HINSTEAD,  ROCKVILLE,  MARYLAND 
LAHRENCE  A,  SACRAMENTO,  CALIFORNIA 
RICHARD  C,  MOUNTAIN  BROOK,  ALABAMA 
RICKY  VERNON,  CHARLESTON,  HEST  VIRGINIA 
RITA  JANE,  BRYAN,  TEXAS 
RONALD  L,  OPELIKA,  ALABAMA 
SCOTT  EDHARD,  OKLAHOMA  CITY, 
HILLIAM  EUGENE,  SPRINGFIELD, 
WATKO,  LEO  S,  JR,  ST  CLOUD,  FLORIDA 
WATRING,  JACK  WILLIAM,  COLUMBIA,  MISSOURI 
WATSON,  BILLY  B.,  JACKSON,  MISSISSIPPI 
CALVIN  C,  JACKSON,  MICHIGAN 
CHARLES  R.,  ROCKFORD,  ILLINOIS 
COKES,  JR,  SOUTH  MIAMI,  FLORIDA 
CORINNE  E,  AMITE,  LOUISIANA 
CURTIS  DEAN,  WINNEMUCCA,  NEVADA 
DENNIS  RAY,  HEATH,  TEXAS 
DONALD,  CAMDEN,  NEH  JERSEY 
DOUGLAS  ARTHUR,  FRANKFORT,  KENTUCKY 
DOUGLAS  C,  LOS  ANGELES,  CALIFORNIA 
EARL  H.,  GREENVILLE,  SOUTH  CAROLINA 
EDMON  HILMER,  ARLINGTON,  TEXAS 
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HATSON,  FRED  E.  -  HELGOS,  JOHN,  SR 
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FRED  E.,  HARTSVILLE,  SOUTH  CAROLINA 
FREDERICK  E.,  NORFOLK,  VIRGINIA 
GARRY  LEE,  MIDDLETOHN,  OHIO 
GARY  HAROLD.  NASHUA,  NEH  HAMPSHIRE 
GERALD  ALLEN,  ELKHORN,  HISCONSIN 
GLENN  RAY,  PONTIAC,  MICHIGAN 
GRANTLEY  SYLVESTER,  BRIDGETOHN,  BARBADOS 
HAROLD,  MARLOH,  OKLAHOMA 
HENRY  M,  TALLAHASSEE,  FLORIDA 
HOLLIS  D,  SALEM,  OREGON 
JAMES  D.,  JR.,  COLUMBIA,  SOUTH  CAROLINA 
JOHN  ANDREH,  EVERGREEN  PARK,  ILLINOIS 
JOHN  BARDHELL,  ROSHELL,  GEORGIA 
JOHN  GLENN,  HENDERSONVILLE,  TENNESSEE 
ROBERT  C,  JUNCTION  CITY,  KANSAS 
STEVE  0,  SEVIERVILLE,  TENNESSEE 
TERENCE,  BARNSLEY,  ENGLAND 
THOMAS  CHARLES,  SANTA  CRUZ,  CALIFORNIA 
THOMAS  OTHA,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
URAL  H.,  DANVILLE,  VIRGINIA 
VERNON,  OLATHE,  KANSAS 

HILLIE  ALBERT,  JR,  TALLAHASSEE,  FLORIDA 
HATT,  JAMES  CRAIG,  GOSHEN,  NEH  YORK 
HATT,  STEVEN  RANDALL,  OGDEN,  UTAH 
HATTANAVRANGKUL,  CHONASIT,  BANGKOK,  THAILAND 
HATTERS,  CARTHEL  RAY,  LITTLE  ROCK,  ARKANSAS 
HATTERSON,  HILLIAM  DAVID,  GREENSBORO,  NORTH  CAROLINA 
HATTS,  ALBERT  L,  HALLA  HALLA,  HASHINGTON 

CHARLES  ANTHONY,  POMONA,  CALIFORNIA 
GEORGE  D,  TOHSON,  MARYLAND 
JAMES  A.,  JR.,  PACIFIC  GROVE,  CALIFORNIA 
LESLIE  M.,  HEBRON,  KENTUCKY 
PEYTON  LAHRENCE,  LIMA,  OHIO 
RONALD  D.,  FAIRFAX,  VIRGINIA 
CLINTON  RICHARD,  OROVILLE,  CALIFORNIA 
RICHARD  GARY,  GREENHOOD  VILLAGE,  COLORADO 
ROY  STEVEN,  LAS  VEGAS,  NEVADA 
HESLEY  REED,  HAZLETON,  PENNSYLVANIA 
HAHRZYNIAK,  KAZIMER  JACOB,  MONROE,  LOUISIANA 
HAHRZYNIAK,  STANLEY,  SMYRNA,  DELAHARE 
HAY,  ABEL  TRUMAN,  III,  ST  ALBANS,  VERMONT 
HAY,  JACK  ALLEN,  IDAHO  FALLS,  IDAHO 
HAY,  HALTER  GORDON,  OLATHE,  KANSAS 
HAYCASTER,  HERMAN  H,  PONTOTOC,  MISSISSIPPI 
HAYMAN,  DAVID  CARL,  ALBANY,  NEH  YORK 
HAYMIRE,  RAY  V,  JR,  VENICE,  FLORIDA 
HAYMIRE,  ROBERT  R,  BATON  ROUGE,  LOUISIANA 
HAYT,  JOHN  OHEN,  EL  SEGUNDO,  CALIFORNIA 
HAZNY,  PATRICIA  DEE,  EVANSVILLE,  INDIANA 
HEAKLAND,  GLORIA  ANN,  LITTLE  ROCK,  ARKANSAS 
HEAN,  GREGORY  JOHN,  EDMONDS,  HASHINGTON 
HEARLY,  STEVEN  BRENT,  SIDNEY,  OHIO 
HEATHERFORD,  DAVID  JOE,  PADUCAH,  KENTUCKY 
HEATHERFORD,  HILLIE  HILLIAM,  MANTECA,  CALIFORNIA 
HEATHERHOLTZ,  GLENN  M. ,  HARRISONBURG,  VIRGINIA 
HEATHERLY,  HILLIAM  T,  JR,  PULLMAN,  HASHINGTON 
HEATHERMAN,  LARRY  CLARK,  MISSOULA,  MONTANA 
HEATHERSBEE,  ROBERT  I.,  RALEIGH,  NORTH  CAROLINA 
HEAVER,  CHARLES  MCRAE,  JR,  THOMASVILLE,  GEORGIA 
DANIEL  LELAND,  MOSCOH,  IDAHO 
FREDRICK  ROMAIN,  OIL  CITY,  PENNSYLVANIA 
GEORGE  E,  INDEPENDENCE,  OREGON 
JAHES  E.,  SAVANNAH,  GEORGIA 
JAMES  H,  JR,  CHICAGO,  ILLINOIS 
JAMES  JOSEPH,  OVERLAND  PARK,  KANSAS 
JAMES  HILLIAM,  TARRYTOHN,  NEH  YORK 
JOHN  E. ,  MIAMI,  FLORIDA 
KENNETH  EDHARD,  SAN  DIEGO,  CALIFORNIA 
LEE  ANN,  MADISON,  ALABAMA 
OHEN  N.,  GOLDSBORO,  NORTH  CAROLINA 
PATRICK  CHARLES,  TALLAHASSEE,  FLORIDA 
PAUL  E.,  JR.,  FORT  HRIGHT,  KENTUCKY 
RONALD  DARRELL,  OKLAHOMA  CITY,  OKLAHOMA 
STEVEN  DENNIS,  NEHPORT,  RHODE  ISLAND 
H  DOUGLAS,  LIMERICK,  PENNSYLVANIA 
HILLIAM  BEVERLEY,  NEHPORT  NEHS,  VIRGINIA 
HILSON,  ATLANTA,  GEORGIA 
AMMON  V.,  MAYHOOD,  ILLINOIS 
BARRY  HILLIAM,  LONDON,  ENGLAND 
CARLOS  BROOKS,  JR,  LAKEPORT,  CALIFORNIA 
DONALD  REX,  TULSA,  OKLAHOMA 
ELDON  H,  NORTH  PLATTE,  NEBRASKA 
GEORGE  R,  BONNEY  LAKE,  HASHINGTON 
GILES  H,  PERRY,  GEORGIA 
HAROLD  G,  LITTLE  ROCK,  ARKANSAS 
IDA  MAE,  KNOXVILLE,  TENNESSEE 
JACK  J,  CLAYTON,  MISSOURI 
JACK  L,  MIAMI  BEACH,  FLORIDA 
JAMES  L,  MUSKOGEE,  OKLAHOMA 
JAHES  L,  JR,  NEH  ORLEANS,  LOUISIANA 
JAMES  MILTON,  JASPER,  TENNESSEE 
JERRY  HAYNE,  SHREVEPORT,  LOUISIANA 
MICHAEL  DANE,  MARIETTA,  GEORGIA 
SAHMY  GENE,  SENATOBIA,  MISSISSIPPI 
TERRY  LEE,  GREENEVILLE,  TENNESSEE 
H.  L.,  BECKLEY,  HEST  VIRGINIA 
HENDELL  HAYNE,  COLUMBUS,  OHIO 
HEBBER,  DON  DEHYATT,  BOSSIER  CITY,  LOUISIANA 
HEBBER,  NELSON  OLEN,  JR,  MANASSAS,  VIRGINIA 
HEBBER,  RONALD  LEHIS,  PORTLAND,  OREGON 
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NEH  JERSE 


HEEKS, 
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HEEMS, 


HEBER,  BARRY  MARTIN,  HAUHATOSA,  HISCONSIN 
HEBER,  BRIAN  A,  MINEOLA,  NEH  YORK 
HEBER,  EDHARD  VINCENT,  NEHARK,  NEH  JERSEY 
HEBER,  ELMER  JACOB,  AURORA,  ILLINOIS 
HEBER,  FREDERICK  N.,  CADILLAC,  MICHIGAN 
HEBER,  GERALD  LYLE,  FAIRFIELD,  CALIFORNIA 
HEBER,  LOUIS  JOSEPH,  JR,  ALBANY,  NEH  YORK 
HEBER,  MICHAEL  SCOTT,  HOUSTON,  TEXAS 
HEBER,  RICHARD  E.,  ATLANTA,  GEORGIA 
HEBER,  ROBERT  DAVIS,  JR,  BRIARCLIFF  MANOR,  NEH  YORK 
HEBER,  RONALD  F.,  GALENA,  MISSOURI 
HEBER,  SHERRY  ANN,  MILHAUKEE,  HISCONSIN 
HEBER,  THOMAS  EDHARD,  LAHRENCEVILLE,  NEH  JERSEY 
HEBER,  THOMAS  FRANCIS,  FARMINGDALE,  NEH  YORK 
HEBER,  TIMOTHY  J,  SAN  ANTONIO,  TEXAS 
HEBSTER,  ALLAN  JAMES,  SALISBURY,  MARYLAND 
ARTHUR  T,  SCOTT  AFB,  ILLINOIS 
DENNIS  LEE,  LONG  BEACH,  CALIFORNIA 
ISAIAH  JIMMIE,  BATON  ROUGE,  LOUISIANA 
JAMES  L.,  DEKALB,  ILLINOIS 
JEFFREY  HAYNE,  YUBA  CITY,  CALIFORNIA 
JILL  ALICIA,  BARSTOH,  CALIFORNIA 
JOHN  D,  TORONTO,  CANADA 
THOMAS  E,  KEY  HEST,  FLORIDA 
,  HILLIAM  SCOTT,  CAPE  MAY  COURT  HOUSE, 
MECKEL,  RICHARD  JOSEPH,  MARTINEZ,  CALIFORNIA 
HEDA,  TONY  A.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HEDDING,  DAVID  LAHRENCE,  EVANSVILLE,  INDIANA 
HEDDLE,  ROYCE  0,  NORMAN,  OKLAHOMA 
HEDEMEYER,  CHARLES  N,  JR,  HOUSTON,  TEXAS 
HEDEMEYER,  HALTER  D. ,  TUSTIN,  CALIFORNIA 
HEDLOCK,  BOBBY  M,  SAVANNAH,  GEORGIA 
HEED,  ABNER  E.,  YREKA,  CALIFORNIA 
HEEDEN,  GEORGE  H,  HOPKINGTON,  RHODE  ISLAND 
HEEKES,  CHESTER  ALLEN,  NEH  YORK,  NEH  YORK 
HEEKLEY,  DAVID  RAMOND,  BOHLING  GREEN,  OHIO 
HEEKS,  CHARLES  EDHARD,  ARLINGTON,  VIRGINIA 
DAVE  A.,  JR.,  LYNCHBURG,  VIRGINIA 
GALE  F.,  LITTLE  ROCK,  ARKANSAS 
GERALD  LEE,  ANCHORAGE,  ALASKA 
JOHN  J,  ROCKFORD,  ILLINOIS 
THOMAS  EVERETT,  JACKSONVILLE,  ILLINOIS 
,  JERRY  H,  LAMPASAS,  TEXAS 
HEERAPHAN,  PHANRAHEE,  BANGKOK,  THAILAND 
HEHBRING,  RICHARD  PAUL,  IRONDEQUOIT,  NEH  YORK 
HEHMEYER,  HILLIAM  GEORGE,  CLYDE  HILL,  HASHINGTON 
HEHNER,  JOSEPH  GEORGE,  AMES,  IOHA 
HEHNES,  GEORGE  0.,  OLYMPIA,  HASHINGTON 
HEIAND,  CURTIS  DEE,  SOUTH  BEND,  INDIANA 
HEIBL,  EDHARD  BRUCE,  CORDOVA,  ALASKA 
HEIDINGER,  JOHN  HARVEY,  JR,  SAN  FRANCISCO, 
HEIDMAN,  LESLIE  PAUL,  MODESTO,  CALIFORNIA 
HEIDMAN,  LINDA  LEE,  MODESTO,  CALIFORNIA 
HEIDNER,  GARY  HAYNE,  ALBUQUERQUE,  NEH  MEXICO 
HEIGAND,  CAROLYN  LELIA,  NEH  ORLEANS,  LOUISIANA 
HEIGAND,  DAVID  THOMAS,  DES  PLAINES,  ILLINOIS 
HEIGAND,  RICHARD  S,  INDIANAPOLIS,  INDIANA 
HEIGHT,  GEORGE  C,  SALINAS,  CALIFORNIA 
HEIL,  JOSEPH  C,  HEBRON,  KENTUCKY 
HEILAND,  HILLIAM  EDHARD,  ALBUQUERQUE,  NEH  MEXICO 
MERER,  EUGENE  R,  SAGINAH,  MICHIGAN 
HEILER,  RICHARD  P,  TRAVERSE  CITY,  MICHIGAN 
HEIMER,  MARK  HILLIAM,  DOHNERS  GROVE,  ILLINOIS 
HEINBERG,  FREDERICK,  BROOKLYN,  NEH  YORK 
HEINDORF,  ARTHUR  JOSEPH,  ERIE,  PENNSYLVANIA 
HEINGART,  GARY  FRANCIS,  METUCHEN,  NEH  JERSEY 
HEINGARTEN,  ROBERT  H,  MINEOLA,  NEH  YORK 
HEINKAUF,  ERVIN  RICHARD,  NEH  ULM,  MINNESOTA 
HEIR,  DONALD  HAMILTON,  PATCHOGUE,  NEH  YORK 
HEIR,  GEORGE  F.,  ROCKFORD,  ILLINOIS 
HEIR,  HALTER  F.,  PITTSBURGH,  PENNSYLVANIA 
HEISBECK,  JOSEPH  ANTON,  BISMARCK,  NORTH  DAKOTA 
HEISER,  ROGER  A,  VILLA  PARK,  ILLINOIS 
HEISHER,  STEVEN  H,  BLOOMFIELD,  CONNECTICUT 
HEISS,  JOHN  HAYNE,  SARNIA,  CANADA 
HEISS,  JOSEF,  VIENNA,  AUSTRIA       ,„„„„„ 
HEISS,  RICHARD  ERNEST,  HATERFORD,  CONNECTICUT 
HEISS,  RICHARD  HOHARD,  LATHAM,  NEH  YORK 
HEISS,  RUDOLF,  BROOKLYN,  NEH  YORK 
HEITH,  MEL  ERNEST,  BELLEVILLE,  ILLINOIS 
HEITZEL,  EDHARD  N. ,  SPRINGFIELD,  OREGON 
HELBORN,  ROBERT  MORRIS,  JR,  SPARTANBURG, 
HELCH,  DAVID  E.,  CHICAGO,  ILLINOIS 

JAMES  LYMAN,  FAIRBANKS,  ALASKA 
JOHN  ARTHUR,  CLINTON,  CONNECTICUT 
JUSTIN,  VINEYARD  HAVEN,  MASSACHUSETTS 
PAUL  EDHARD,  MONONA,  HISCONSIN 
RAY  ALFRED,  CAMP  PENDLETON,  CALIFORNIA 
SILAS  B,  CHARLESTON,  SOUTH  CAROLINA 
VIRGIL  GRADY,  ATHENS,  GEORGIA 
HAYNE  E,  GLYNCO,  GEORGIA 
HELDON  L,  AUSTIN,  TEXAS 
HILLIAM  EVERETT,  LEHISTON,  MAINE 
„  HILLIAM  NICHOLS,  SAN  FRANCISCO,  CALIFORNIA 
HELCHER.  BILL  GENE,  EVANSVILLE,  INDIANA 
HELDIE/ RAYMOND  HENRY,  III,  FEASTERVILLE,  PENNSYLVANIA 
JAMES  ROBERT,  AUBURN,  CALIFORNIA 
MARK  DAVID,  MASSILLON,  OHIO 
THOMAS  AVERY,  VALLEY,  ALABAMA 
JOHN,  SR,  EDISON,  NEH  JERSEY 


CALIFORNIA 
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HELKA,  BRUCE  RICHARD  -  WHITE,  EDDIE  RAY 
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HELKA,  BRUCE  RICHARD,  CATTARAUGUS,  NEH  YORK 

HELKER,  CHRIS  THOMAS,  BURBANK,  CALIFORNIA 

HELKER,  MARK  ALLEN,  KNOXVILLE,  TENNESSEE 

WELLBROCK,  GEORGE  ALBERT,  YAPHANK,  NEH  YORK 

HELLER,  ROBERT  STEVEN,  MUNCIE,  INDIANA 

HELLINGTON,  DONALD  F.,  LAS  VEGAS,  NEVADA 

HELLINGTON,  JAMES  P.,  ANCHORAGE,  ALASKA 

HELLINGTON,  RANDALL  A.,  YOUNGSTOHN,  OHIO 

HELLIVER,  H  HALLACE,  III,  OLD  ORCHARD  BEACH,  MAINE 

HELLMAN,  CHARLIE  R,  HOODHARD,  OKLAHOMA 

HELLNER,  RICHARD  DUANE,  JEFFERSON,  WISCONSIN 

HELLS,  CARLOS  EUGENE,  HESTHOOD,  KANSAS 

HELLS,  CLARENCE,  NEH  LONDON,  CONNECTICUT 

HELLS,  GARY  FRANKLIN,  NORTH  KANSAS  CITY,  MISSOURI 

HELLS,  GEORGE  OREN,  JR,  FRANKFORT,  KENTUCKY 

HELLS,  GRAFTON  LEE,  JR,  STAUNTON,  VIRGINIA 

HELLS,  HUGH  A.,  GREENEVILLE,  TENNESSEE 

HELLS,  JEFFREY  ALLEN,  INDIANAPOLIS,  INDIANA 

HELLS,  JERRY  L.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HELLS,  JERRY  H,  BOHLING  GREEN,  KENTUCKY 

HELLS,  JESSIE  JAMES,  MONROE,  LOUISIANA 

HELLS,  JIM  L,  LAS  CRUCES,  NEH  MEXICO 

HELLS,  JON  MICHAEL,  CHESAPEAKE,  VIRGINIA 

HELLS,  LYLE  HILLIAM,  JR,  TULSA,  OKLAHOMA 

HELLS,  RAYMOND  VICTOR,  III,  RINGGOLD,  GEORGIA 

HELLS,  RICHARD  G,  JR,  MILTON,  MASSACHUSETTS 

HELLS,  RODNEY  D. ,  MODESTO,  CALIFORNIA 

HELLS,  STEVEN  ALAN,  COON  RAPIDS,  MINNESOTA 

HELLS,  STUART  LEE,  PORTLAND,  OREGON 

HELLS,  TED  P.,  DALLAS,  TEXAS 

HELLS,  H  HOHARD,  UNION,  SOUTH  CAROLINA 

HELNA,  JAMES  JONATHON,  ST.  PAUL,  MINNESOTA 

HELSH,  GEORGE,  JR,  DENVER,  COLORADO 

WELSH,  J.  HILLARD,  SAULT  SAINTE  MARIE,  MICHIGAN 

HELSH,  MICHAEL  H,  COATESVILLE,  PENNSYLVANIA 

HELSH,  ROBERT  FRANCIS,  BUCYRUS,  OHIO 

HELSH,  RONALD  ISRAEL,  NEH  YORK,  NEH  YORK 

HELTER,  JOHN  ARTHUR,  SAN  DIEGO,  CALIFORNIA 

HELTY,  KENNETH  EDHIN,  LOS  ANGELES,  CALIFORNIA 

HENDEL,  MICHEL  JOHN,  CHARLES  CITY,  IOHA 

HENDELL,  GEORGE  DONALD,  CARSON  CITY,  NEVADA 

HENDT,  CARSTEN,  BERLIN,  FEDERAL  REPUBLIC  OF  GERMANY 

HENDT,  HINFIELD  FREDERICK,  EVERGREEN  PARK,  ILLINOIS 

WENGERT,  DENNIS  JOHN,  ELLISVILLE,  MISSOURI 

HENK,  JOHN  C,  MUSKEGON,  MICHIGAN 

HENNER,  ROBERT  LEHIS,  MINDEN,  NEVADA 

HENSKUNAS,  THOMAS  M,  ROCKFORD,  ILLINOIS 

HENTLAND,  HOHARD  H. ,  RIVERSIDE,  CALIFORNIA 

HENTZ,  ALLEN  JOHN,  DOVER,  DELAHARE 

HENTZ,  ANTON,  YAKIMA,  HASHINGTON 

WENTZ,  DONALD  J.,  WILLISTON,  NORTH  DAKOTA 

HENTZ,  LEONARD  R,  BISMARCK,  NORTH  DAKOTA 

HERDER,  EDWARD  J,  COOPER  CITY,  FLORIDA 

HERKOHITCH,  VINCENT,  OLATHE,  KANSAS 

HERNDLY,  CHRISTIAN  G,  CEDAR  GROVE,  NEW  JERSEY 

WERNER,  DAVID  MICHAEL,  BROOKLYN  CENTER,  MINNESOTA 

HERNER,  ELLEN  JEANINE,  MADISON,  HISCONSIN 

HERNER,  GERALD  LEROY,  ALEXANDRIA,  MINNESOTA 

HERNER,  WAYNE  LEE,  KIRKHOOD,  MISSOURI 

WERRA,  DONALD  EDWARD,  MILHAUKEE,  HISCONSIN 

HERSAL,  DONALD  EDHARD,  ST.  PETER,  MINNESOTA 

HERSICH,  DENNIS  P,  EL  PASO,  TEXAS 

HERT,  GAYLORD  R. ,  SIGNAL  HILL,  CALIFORNIA 

HERT,  PAUL  ADAM,  SOUTH  DAYTONA,  FLORIDA 

HERTS,  ROBERT  GEORGE,  BETHLEHEM,  PENNSYLVANIA 

HESBROCK,  TERRANCE  JOSEPH,  KEARNY,  ARIZONA 

HESCOTT,  ARNOLD  B. ,  EUGENE,  MISSOURI 

WESCOVICH,  HALLACE  H,  BILOXI,  MISSISSIPPI 

WESLEY,  JEFFREY  LEROY,  DENHAM  SPRINGS,  LOUISIANA 

WESLEY,  ROBERT  DALE,  INDIANAPOLIS,  INDIANA 

HESOLOWSKI,  JAMES  ANTHONY,  LOCKPORT,  NEW  YORK 

WESSEL,  EDWARD  MARTIN,  JR,  EVANSVILLE,  INDIANA 

WESSELY,  JOHN  A.,  UPLAND,  CALIFORNIA 

HESSON,  RAY  ERNEST,  NASHUA,  NEW  HAMPSHIRE 

HEST,  ANITA  D,  TACOMA,  HASHINGTON 

HEST,  BART  HILLIAM,  CINCINNATI,  OHIO 

HEST,  CHARLES  EDHARD,  JR,  ST  AUGUSTINE,  FLORIDA 

WEST,  DANIEL  HENRY,  HEST  PALM  BEACH,  FLORIDA 

WEST,  DONALD  T.,  PENSACOLA,  FLORIDA 

WEST,  DOUGLAS  ALLEN,  COPPERAS  COVE,  TEXAS 

WEST,  EUGENE  JOSEPH,  NEW  YORK,  NEW  YORK 

WEST,  GEORGE  KIMBROUGH,  JR,  CONHAY,  SOUTH  CAROLINA 

WEST,  GEORGE  MARION,  BOSSIER  CITY,  LOUISIANA 

WEST,  GUY  C,  THOMASTON,  GEORGIA 

WEST,  HARRY  JOSEPH,  FRANKFORT,  KENTUCKY 

WEST,  JERRY  LEROY,  LOS  ANGELES,  CALIFORNIA 

WEST,  JOHN  F.,  OAKLAND,  CALIFORNIA 

HEST,  JOSEPH  E,  NASHVILLE,  TENNESSEE 

HEST,  KEVIN  REX,  RALEIGH,  NORTH  CAROLINA 

WEST,  LAWRENCE  VICTOR,  CANTON,  GEORGIA 

WEST,  MARY  ANN,  CHICAGO,  ILLINOIS 

HEST,  MELVIN  L,  SANTA  FE,  NEW  MEXICO 

HEST,  MELVIN  L.,  FALLS  CHURCH,  VIRGINIA 

HEST,  ROBERT  MICHAEL,  GLASGOW,  MONTANA 

HEST,  THOMAS  HUNTER,  GREENVILLE,  SOUTH  CAROLINA 

HEST,  HALTER  G,  SPRING  HOUSE,  PENNSYLVANIA 

WEST,  WILLIAM  A.,  HOMEHOOD,  ALABAMA 

HESTBAY,  KERMIT,  LIMA,  OHIO 

HESTBROOK,  H.  R. ,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

WESTBY,  CRAIG  ARNOLD,  TUKWILA,  WASHINGTON 
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WESTCOTT,  GEORGE  E.,  JR.,  RIALTO,  CALIFORNIA 
WESTCOTT,  JOSEPH  HENRY,  JONESTOHN,  PENNSYLVANIA 
WESTENDICK,  WILLIAM  A.,  FRANKFURT,  FEDERAL  REPUBLIC  OF 
WESTERMAN,  WARREN  BRUCE,  ELKINS  PARK,  PENNSYLVANIA 
WESTFALL,  EARL  DEAN,  CARLSBAD,  NEW  MEXICO 
WESTFALL,  WILLIAM  STANTON,  JR,  TALLAHASSEE,  FLORIDA 
WESTFIELD,  LUTHER  DANIEL,  CLEVELAND,  TENNESSEE 
WESTGATE,  JAMES  HOHARD,  LOMPOC,  CALIFORNIA 
HESTGATE,  RICHARD  JAN,  JUPITER,  FLORIDA 
HESTLAKE,  DONALD  R,  HHITE  PLAINS,  NEW  YORK 
WESTLAKE,  PAMELA,  ELKHART,  INDIANA 
WESTMAN,  BRIAN  NYE,  OGUNQUIT,  MAINE 
WESTMAN,  ROBERT  L,  SALEM,  ILLINOIS 
WESTON,  DANIEL,  KALAMAZOO,  MICHIGAN 
HESTON,  THOMAS  E.,  NORTH  OLMSTED,  OHIO 
HESTPHAL,  JACK  A.,  MINOT,  NORTH  DAKOTA 
HESTHOOD,  JOHN  TRIPP,  RENO,  NEVADA 
HETHERBEE,  LEONARD  JAMES,  CONCORD,  MASSACHUSETTS 
HETMORE,  ALLISON  HEEDEN,  BANGOR,  MAINE 
HETMORE,  JOHN  A.,  SAN  DIEGO,  CALIFORNIA 
HETTIG,  TERRY  LEE,  LANGLEY  AFB,  VIRGINIA 
HEUVE,  JAMES  LARRY,  CYPRESS,  CALIFORNIA 
HEYANT,  JAMES  M.  ,  LOS  ANGELES,  CALIFORNIA 
HEYMOUTH,  FRANK  CLIFTON,  PRESCOTT,  ARIZONA 
WEYMOUTH,  MICHAEL  PAUL,  MARTINEZ,  CALIFORNIA 
WHALEN,  JAMES  HOHARD,  BURLINGTON,  KENTUCKY 
JAMES  LAHRENCE,  CINCINNATI,  OHIO 
JOHN  JOSEPH,  FAIRFAX,  VIRGINIA 
LAHRENCE  E,  CINCINNATI,  OHIO 

MICHAEL  FRANCIS  XAVIER,  PHILADELPHIA,  PENNSYLVA 
MICHAEL  KENNETH,  MESA,  ARIZONA 
HENRY  F.,  BERKELEY,  CALIFORNIA 
ROBERT  M.,  ATLANTA,  GEORGIA 
TRAVIS  DARRYL,  HORN  LAKE,  MISSISSIPPI 
DAVE,  LOUISVILLE,  KENTUCKY 
RAWLEY  S.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
ROBERT  L,  MARINA,  CALIFORNIA 
DAVID  LEE,  BATON  ROUGE,  LOUISIANA 
MICHAEL  S,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
HILLIAM  CLEVELAND,  BIRMINGHAM,  ALABAMA 
HHEALTON,  HILLIAM  JOSEPH,  JR,  PLACERVILLE,  CALIFORNIA 
HHEARTY,  JOHN  EDMUND,  MILTON,  MASSACHUSETTS 
HHEAT,  AUBREY  D,  EVERGREEN,  ALABAMA 
WHEAT,  DAVID  GLENN,  INDIANAPOLIS,  INDIANA 
HHEATLEY,  JOHN  FREDERICK,  SYDNEY,  AUSTRALIA 
HHEATLEY,  RONALD  HILLIAM,  PARK  FOREST,  ILLINOIS 
WHEATON,  ROBERT  LAWRENCE,  LANSING,  ILLINOIS 

CHARLES  ALVIS,  PORT  ORCHARD,  WASHINGTON 
GARY  R,  ANCHORAGE,  ALASKA 
H.  MELVIN,  ROCKVILLE,  MARYLAND 
JAMES  E,  SPRINGFIELD,  VIRGINIA 
KELTON  W,  POMPANO  BEACH,  FLORIDA 
LARRY  D,  ATLANTA,  GEORGIA 
MACK  R,  GREEN  COVE  SPRINGS,  FLORIDA 
MICHAEL  KENT,  KOKOMO,  INDIANA 
RICHARD  M,  SMITHFIELD,  RHODE  ISLAND 
RICHARD  PAUL,  HARTFORD,  CONNECTICUT 
RICHARD  T,  HAINES  CITY,  FLORIDA 
ROBERT  DOUGLAS,  SAN  MARCOS,  CALIFORNIA 
ROBERT  JOE,  TIGARD,  OREGON 
ROBERT  L,  OSWEGO,  NEW  YORK 
ROBERT  LEE,  III,  NEW  YORK,  NEW  YORK 
THEODORE  ROOSEVELT,  CHATTANOOGA,  TENNESSEE 
THOMAS  PATRICK,  TALLAHASSEE,  FLORIDA 
HHEELING,  TURNER  D. ,  MANASSAS,  VIRGINIA 
WHELAN,  HARRY  MICHAEL,  BRIELLE,  NEH  JERSEY 
WHELAN,  MICHAEL  JAMES,  MONTESANO,  HASHINGTON 
WHELEHAN,  HILLIAM  JAMES,  CHICAGO,  ILLINOIS 
WHERTHEY,  JOHN  PAUL,  PITTSBURGH,  PENNSYLVANIA 
WHETSELL,  RUFUS  M. ,  CHARLESTON,  SOUTH  CAROLINA 
HHIDDON,  HARRY,  AKRON,  OHIO 
HHIMS,  HOWARD  EUGENE,  FREDERICK,  MARYLAND 
WHIPKER,  KENNETH  JOSEPH,  COLUMBUS,  INDIANA 
WHIPPLE,  LELAND  ARTHUR,  MONTOURSVILLE,  PENNSYLVANIA 
WHIPPLE,  MYRON  J.,  MIDLAND,  MICHIGAN 
WHIPPLE,  TREVOR  SCOTT,  BARRE,  VERMONT 
WHIRTY,  DAVID  MERRILL,  CANTON,  CONNECTICUT 
HHISANTE,  JOE  WAYNE,  HUNTSVILLE,  ALABAMA 
WHISENANT,  JOSEPH  LOWRY,  DOUGLASVILLE,  GEORGIA 
WHISNANT,  JOSEPH  LARRY,  MORGANTON,  NORTH  CAROLINA 
HORACE  EDHIN,  JR,  ALVIN,  TEXAS 
JAMES  EDHARD,  FOREST  PARK,  OHIO 
RICKY  TYSON,  CARTHAGE,  NORTH  CAROLINA 
ROBERT  E.,  EL  CERRITO,  CALIFORNIA 
THOMAS  FORGEY,  SOMERVILLE,  TENNESSEE 
CHARLES  R,  HOUSTON,  TEXAS 
HHITE,  AARON  GILBERT,  INDIANAPOLIS,  INDIANA 
WHITE,  ALPHONSA,  RALEIGH,  NORTH  CAROLINA 
WHITE,  BILLY  RAY,  JR,  WILSON,  NORTH  CAROLINA 
BILLY  V,  JR,  TUPELO,  MISSISSIPPI 
CHAD  B.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WHITE,  CHARLES  NEEDHAM,  NORFOLK,  VIRGINIA 
HHITE,  DANNY  LEE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
DAVID  G.,  LUBBOCK,  TEXAS 
DENNIS  P.,  BEAUMONT,  TEXAS 
DENNIS  R,  SR,  SEBASTIAN,  FLORIDA 
DONALD  A,  PIQUA,  OHIO 
DONALD  LESTER,  PHOENIX,  ARIZONA 
DUANE  DOUGLAS,  ESCONDIDO,  CALIFORNIA 
EDDIE  RAY,  INDEPENDENCE,  MISSOURI 
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HHITE,  EDGAR  THOHAS,  FORT  LAUDERDALE,  FLORIDA 
HHITE,  EDHIN  HORACE,  PUYALLUP,  HASHINGTON 
HHITE,  GARY  ALLEN,  SOUTH  DAYTONA,  FLORIDA 
HHITE,  GEORGE  ALAN,  GROTON  LONG  POINT,  CONNECTICUT 
HHITE,  GEORGE  DONALD,  MINEOLA,  NEH  YORK 
HHITE,  GEORGE  HARROLD,  PORTLAND,  TEXAS 
HHITE,  HAROLD  E.,  MEDFORD,  MASSACHUSETTS 
HHITE,  HAROLD  T,  TACOMA,  HASHINGTON 
HHITE,  HERSCHEL  L. ,  MUSCLE  SHOALS,  ALABAMA 
J  L,  GLENDALE,  ARIZONA 
JACK  HALL,  ATLANTA,  GEORGIA 
JAMES  BLAIR,  ISLE  OF  PALMS,  SOUTH  CAROLINA 
,  JAMES  C,  LOS  ANGELES,  CALIFORNIA 
HHITE,  JAMES  E.,  CLEVELAND,  OHIO 
HHITE,  JAMES  HARMON,  TEXARKANA,  TEXAS 
JAMES  R.,  CAPE  CORAL,  FLORIDA 
JEFFREY  LEE,  MINOT,  NORTH  DAKOTA 
JERRY  LON,  SANTA  ROSA,  CALIFORNIA 
JOHN  CALVIN,  DOTHAN,  ALABAMA 
,  JOHN  DAVID,  AUGUSTA,  MAINE 
HHITE,  JOHN  GAINES,  AMERICUS,  GEORGIA 
HHITE,  JOHN  RAYMOND,  NASHVILLE,  TENNESSEE 
HHITE,  KARL  B.,  JR,  NEH  BRITAIN,  CONNECTICUT 
HHITE,  KERMIT  E,  LONGVIEH,  HASHINGTON 
L.  C,  AUSTIN,  TEXAS 
LAVALLE,  JR,  OAKLAND,  CALIFORNIA 
MARCO  JOHN,  III,  PENSACOLA,  FLORIDA 
,  MARK  EDHARD,  MASSAPEQUA  PARK,  NEH  YORK 
HHITE,  MARTIN  JOSEPH,  DAYTONA  BEACH,  FLORIDA 
HHITE,  MICHAEL  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
NIGEL  HILLIAM,  PERTH,  AUSTRALIA 
PATRICK  ROBERT,  CAPITOLA,  CALIFORNIA 
,  PAUL  JOSEPH,  BOSTON,  MASSACHUSETTS 
HHITE,  RALPH  E,  BATON  ROUGE,  LOUISIANA 
HHITE,  RALPH  EUGENE,  PLYMOUTH,  MICHIGAN 
HHITE,  RAYMOND,  LLANGUNNOR,  ENGLAND 
HHITE,  RAYMOND  CARSON,  BELFAST,  NORTHERN  IRELAND 
HHITE,  RAYMOND  D. ,  SAN  FRANCISCO,  CALIFORNIA 
HHITE,  RICHARD  CLAY,  JR,  FRESNO,  CALIFORNIA 
HHITE,  RICHARD  DEAN,  BURGAH,  NORTH  CAROLINA 
HHITE,  RICKY,  ARCADIA,  FLORIDA 
HHITE,  ROBERT  ADAM,  BATON  ROUGE,  LOUISIANA 
HHITE,  ROBERT  C,  SALEM,  OREGON 
HHITE,  ROBERT  D. ,  SALT  LAKE  CITY,  UTAH 
HHITE,  ROBERT  PRESTON,  FLAGSTAFF,  ARIZONA 
HHITE,  RONNIE  LOHELL,  GREENHOOD,  MISSISSIPPI 
SAMUEL  HATSON,  UNION,  SOUTH  CAROLINA 
SINCLAIR  HAROLD,  PROSPECT,  BERMUDA 
STANLEY  HERSHEL,  DALTON,  GEORGIA 
,  STEPHEN  J,  DOYLESTOHN,  PENNSYLVANIA 
HHITE,  TERRY  ALAN,  NASHVILLE,  TENNESSEE 
HHITE,  THOMAS  B.,  ROCKDALE,  TEXAS 
HHITE,  THOMAS  CLIFFORD,  CLINTON  THP,  MICHIGAN 
HHITE,  THOMAS  E,  HILMINGTON,  OHIO 
HHITE,  VINCENT  ANDREH,  NEH  CITY,  NEH  YORK 
HHITE,  HILLIAM  DANIEL,  RALSTON,  NEBRASKA 
HHITE,  HILLIAM,  III,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HHITE,  HINGATE  M,  BATON  ROUGE,  LOUISIANA 
HHITEHEAD,  CHARLIE  CLIFFORD,  JR,  AMERICUS,  GEORGIA 
HHITEHEAD,  GERALD  MATTHEH,  LAKE  BUTLER,  FLORIDA 
HHITEHEAD,  JAMES  DON,  BOISE,  IDAHO 
HHITEHEAD,  JOHNNY  COLEY,  SR,  TOHSON,  MARYLAND 
HHITEHEAD,  LETTY  LEE,  NORTH  CHARLESTON,  SOUTH  CAROLINA 
HHITEHEAD,  RICHARD  LLOYD,  AUSTIN,  TEXAS 
HHITEHORN,  HENRY  LEE,  BOSSIER  CITY,  LOUISIANA 
HHITEHURST,  SIDNEY  GENE,  KNOXVILLE,  TENNESSEE 
HHITENER,  BILLY  FRANKIE,  ROME,  GEORGIA 
HHITESIDE,  CARL  WALLACE,  DENVER,  COLORADO 
HHITFIELD,  EMMETT  M. ,  JR,  DALTON,  GEORGIA 
HHITING,  GEORGE  S.,  SAN  LUIS  OBISPO,  CALIFORNIA 
HHITING,  LAHRENCE  RAYMOND,  ENGLEWOOD  CLIFFS,  NEW  JERSEY 
HHITLATCH,  HAROLD  T.,  NASHVILLE,  TENNESSEE 
HHITLEY,  CHARLES  G. ,  PARIS,  TEXAS 
HHITLEY,  DONALD  B.,  AUSTIN,  TEXAS 
HHITLEY,  JOE  D.  ,  CHARLOTTE,  NORTH  CAROLINA 
HHITLOCK,  GREGORY  DALE,  SAN  ANTONIO,  TEXAS 
HHITMAN,  MARK  LEE,  HORNELL,  NEW  YORK 
WHITMAN,  RUSSELL  D. ,  ENDICOTT,  NEW  YORK 
HHITMER,  CHARLES  MICHAEL,  GRETNA,  LOUISIANA 
HHITMER,  THEODORE,  EL  CENTRO,  CALIFORNIA 
HHITMIRE,  BOBBY  RANDAL,  MIDLOTHIAN,  TEXAS 
HHITMORE,  EARL  B.,  REDWOOD  CITY,  CALIFORNIA 

MICHAEL  RICHARD,  PASCAGOULA,  MISSISSIPPI 
JOHN  STEPHEN,  OZARK,  MISSOURI 
,  RANDALL  DALTON,  LAS  VEGAS,  NEVADA 
WHITNEY,  RAYMOND  EDHARD,  SPRINGFIELD,  MASSACHUSETTS 
HHITNEY,  RICKY  LYNN,  BOLIVAR,  NEW  YORK 
WHITSON,  RANDY  SCOTT,  HANOVER,  PENNSYLVANIA 
HHITT,  FREDERICK  H,  FREMONT,  NEBRASKA 
WHITT,  GEOFFREY  RICHMOND,  TERRELL,  TEXAS 
WHITTAKER,  MICHAEL  ROSS,  HOQUIAM,  HASHINGTON 
HHITTAKER,  ROBERT  N,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
HHITTED,  SAMUEL  STEPHEN,  FLAGSTAFF,  ARIZONA 
HHITTED,  HENDALL  LAMONT,  DES  PLAINES,  ILLINOIS 
HHITTEN,  DONALD  ARTHUR,  DALLAS,  TEXAS 
HHITTEN,  JERRY  DEAN,  HOODLAND,  CALIFORNIA 
HHITTEN,  LARRY  T.,  CAMDENTON,  MISSOURI 
HHITTINGTON,  EDWARD  F,  III,  ARLINGTON,  TEXAS 
HHITTINGTON,  JACK  D. ,  SOUTH  CHARLESTON,  WEST  VIRGINIA 
HHITTINGTON,  JOSEPH  LARRY,  HASHINGTON,  DISTRICT  OF  COLU 
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HHITTINGTON,  HILLIAM  R,  BATON  ROUGE,  LOUISIANA 
HHITHAM,  KERRIE  ANNE,  HOBART,  AUSTRALIA 
tt   HHITHORTH,  WILLIAM  C,  COLUMBIA,  SOUTH  CAROLINA 
tt   HHYTE,  NORMAN  LOUIS,  JR,  GREECE,  NEH  YORK 
HIANT,  WILLIAM  F,  BECKLEY,  WEST  VIRGINIA 
WICK,  GARY  A,  CLARKSBURG,  WEST  VIRGINIA 
WICKENHAUSER,  DONALD  JOSEPH,  LADUE,  MISSOURI 
HICKER,  JOHNNIE  HALTER,  III,  MIAMI,  FLORIDA 
WICKER,  MARK  STEVEN,  CLUTE,  TEXAS 
WICKRAMASINGHE,  SENADIPATHI  M,  GALLE,  SRI  LANKA 
tt   WICKS,  DORANCE  WILLIAM,  MENDOTA  HEIGHTS,  MINNESOTA 
tt   HICKSTRAND,  RAYMOND  D.,  ARLINGTON,  VIRGINIA 
It   HICKUM,  THOMAS  GERALD,  SAN  BERNARDINO,  CALIFORNIA 

*  WICTUM,  JAMES  C. ,  SACRAMENTO,  CALIFORNIA 
WIDEMAN,  JAMES  STUART,  GREECE,  NEW  YORK   _t_„t  nr   _ 

*  HIDEMAN,  JOHN  CHESLEY,  JR.,  HASHINGTON,  DISTRICT  OF  COL 
WIDNER,  ROBERT  L.,  SIOUX  CITY,  IOHA 
WIDUP,  CHARLES  ALBERT,  LA  JUNTA,  COLORADO 
WIEBE,  GARY  LEE,  BEATRICE,  NEBRASKA 

*  WIEBOLD,  WILLIAM  C,  CINCINNATI,  OHIO 
HIEDEMANN,  RONALD  P,  ROLLA,  MISSOURI 

116  tt   WIEGAND,  EUGENE  R,  JR,  LARAMIE,  WYOMING 

112  WIEGAND,  JAMES  W. ,  BOWLING  GREEN,  OHIO 
WIEGAND,  MICHAEL  ANDREH,  EUREKA,  MISSOURI 
WIEGAND,  STEPHEN  ALLEN,  FOREST  PARK,  GEORGIA 
WIEGERT,  SCOTT  LAURENCE,  WEST  DES  MOINES,  IOWA 
HIEGHAT,  HALLACE  HENRY,  SPLENDORA,  TEXAS      „„,„„,,„. 
HIEGMAN,  WILLIAM  FREDERICK,  JR,  FEASTERVILLE,  PENNSYLVA 
WIELT,  JOHN  L,  CARBONDALE,  ILLINOIS 
WIENER,  WILLIAM  GEORGE,  TOLEDO,  OHIO 
HIER,  LEON  W.,  GREENWOOD,  MISSISSIPPI 
WIESE,  KARL  RAUL,  RIO  RANCHO,  NEW  MEXICO 
HIESE,  RICHARD  LEE,  SPRINGFIELD,  OREGON 
HIESMUELLER,  JERRY  EDWARD,  MILWAUKEE,  WISCONSIN 
WIESNER,  DOUGLAS  E.,  NEH  ULM,  MINNESOTA 
MIESTER,  HILLIAM  A,  MOSES  LAKE,  HASHINGTON 

..  HIETERSEN,  FRANK  D,  MADISON,  WISCONSIN 
49  tt   HIGFIELD,  GRAYSON  LEO,  HAGERSTOWN,  MARYLAND 
66  *  HIGFIELD,  PAUL  ELLSWORTH,  HAGERSTOHN,  MARYLAND 
122  tt   HIGGIN,  RICHARD  DUANE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

113  WIGGINS,  BILLY  C,  WARWICK,  RHODE  ISLAND 
95  #  HIGGINS,  BOBBY  N.,  ARLINGTON,  TEXAS 
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HIGGINS,  CHRISTOPHER  R,  DURANGO,  COLORADO 

WIGGINS,  DAN  LEROY,  LARGO,  FLORIDA 

WIGGINS,  GRADY  HARRY,  TROY,  ALABAMA      „„,-__-  „c  rn 

HIGGINS,  SIDNEY  LORENZA,  JR,  HASHINGTON,  DISTRICT  OF  CO 

HIGGINTON,  CHARLES  K,  SAN  DIEGO,  CALIFORNIA 

HIGGINTON,  DONALD  ROBERT,  BAKERSFIELD,  CALIFORNIA 

HIGGS,  DAVID  EMRYS,  HESTMINSTER,  CALIFORNIA 

WIGGS,  W.  R.,  JR.,  HILMINGTON,  NORTH  CAROLINA 

WIGHT,  RANDALL  GREENE,  EUGENE,  OREGON 

WIGHTMAN,  MICHAEL  J,  KINSTON,  NORTH  CAROLINA 

HIGMAN,  GARY  RONALD,  MCHENRY,  ILLINOIS 

HIGNES,  HAROLD  J,  MINEOLA,  NEH  YORK 

HIKE,  JERRY  LEE,  SPARKS,  NEVADA 

HIKOFF,  HILLIAM  HENRY,  III,  LITTLE  SILVER,  NEW  JERSEY 

HILBANKS,  JOHN  R.,  LOS  ANGELES,  CALIFORNIA 

WILBANKS,  HILLIAM  WESLEY,  HOLBROOK,  ARIZONA 

WILBER,  HAROLD  B,  LARGO,  FLORIDA  T~OUTi 

HILBER,  ROBERT  NATHANIEL,  LOS  ANGELES,  CALIFORNIA 

HILBERG,  EDHARD  RALPH,  ANOKA,  MINNESOTA 

HILBON,  KENNETH  ESTES,  STOCKTON,  CALIFORNIA 

HILBOURN,  JAMES  RUSSELL,  BRIGHTON,  COLORADO 

HILBURN,  HERBERT  CARY,  HUNTSVILLE,  ALABAMA 

WILBURN,  THEODORE,  JR.,  PORTSMOUTH,  OHIO 

HILCE,  JON,  SURREY,  ENGLAND 

HILCHA,  GEORGE  PETER,  YONKERS,  NEW  YORK 

HILCOX,  BLYNN  B.,  SODA  SPRINGS,  IDAHO 

WILCOX,  DALE  ARTHUR,  ANAHEIM,  CALIFORNIA 

HILCOX,  EDWARD  MARVIN,  LUDLOH,  MASSACHUSETTS 

HILCOX,  EVERETT  E,  ASHLAND,  KENTUCKY 

HILCOX,  LINDALL  ALLEN,  CORUNNA,  MICHIGAN 

HILCOX,  ROBERT  H,  SANDPOINT,  IDAHO 

HILCOX,  WILLIAM  LEWIS,  GERMANTOWN,  OHIO 

HILD,  CURTIS  J.,  RICHMOND  HEIGHTS,  MISSOURI 

WILD,  JEROME  JACOB,  RICHMOND  HEIGHTS,  MISSOURI 

HILDE,  DENNIS  CORNELL,  BREVARD,  NORTH  CAROLINA 

HILDE,  HARRY  ROBERT,  JR,  CLAYTON,  MISSOURI 

HILDEN,  MARCUS  P.,  JR.,  TEXAS  CITY,  TEXAS 

HILDER,  PAUL,  BLUE  ASH,  OHIO 

HILDER,  ROBERT  V,  OKLAHOMA  CITY,  OKLAHOMA 

HILDEY,  ROGER  GLENN,  SANTA  CRUZ,  CALIFORNIA 

HILDISH,  MARK  LYLE,  GREENFIELD,  HISCONSIN 

WILDS,  EDDIE  LEE,  HUNTINGTON,  WEST  VIRGINIA 

WILES,  RALPH  T,  JR,  HEST  PALM  BEACH,  FLORIDA 

WILES,  RICHARD  DAVID,  EL  PASO,  TEXAS 

WILES,  ROBERT  LEE,  EL  PASO,  TEXAS 

HILEY,  BOB  H.,  VISALIA,  CALIFORNIA         .,«..„■, 

WILEY  CHARLES  BARRET^  CHARLESTON,  SOUTH  CAROLINA 

HILEY,  EVERETT  L.,  PORT  ARTHUR,  TEXAS 

FRANCES  BISHOP,  ATLANTA,  GEORGIA 

FRANKLIN  R,  LUBBOCK,  TEXAS 

JACKIE  RAY,  EL  DORADO,  ARKANSAS 

JAMES  HARNER,  BEECH  GROVE,  INDIANA 

ROBYN  ALLEN,  FORT  WAYNE,  INDIANA 
HILHELM,  DAVID  ALLEN,  MOBILE,  ALABAMA 
HILHELM,  EDHARD  JENNINGS,  AUGUSTA,  GEORGIA 
HILHELM,  WALTER,  OKLAHOMA  CITY,  OKLAHOMA 
HILHOIT,  STEPHEN  MICHAEL,  SPRINGFIELD  TENNESSEE 
HILHOIT,  HELDON  LEE,  JEFFERSON  CITY,  MISSOURI 


HILEY, 
WILEY, 
WILEY, 
WILEY, 
WILEY, 


PAGE 


144 


HILHOITE,  WALTER  MARK  -  HILLIAMS,  ROGER  OLIN 
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179 
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121 
190 
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198 
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141  tt 
173 
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90  tt 
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WILKERSON, 

HILKERSON, 

HILKERSON, 

HILKERSON, 

HILKES, 

HILKES, 

HILKES, 

HILKIE, 

HILKIE, 

WILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINS, 

HILKINSON, 

WILKINSON, 

HILKINSON, 

HILKINSON, 


HILKINSON, 
HILKINSON, 
HILKINSON, 
HILKINSON, 
HILKINSON, 


HILHOITE,  HALTER  HARK,  FRANKFORT,  KENTUCKY 
HILKE,  ROBERT  A.,  CLINTON,  IOHA 
HILKEN,  EOHARO  HILLIAH,  INDIANAPOLIS,  INDIANA 
HILKENS,  LARRY  LEE,  HINNEAPOLIS,  MINNESOTA 
HILKENSON,  THOMAS  HUDSON,  SEATTLE,  HASHINGTON 
HILKER,  WESLEY  E,  OHATONNA,  MINNESOTA 
HILKERSON,  BRUCE  DARR,  BOWLING  GREEN,  KENTUCKY 
FORREST  G.,  CLIFTON,  ARIZONA 
HERBERT  LEE,  MODESTO,  CALIFORNIA 
JAMES  GILBERT,  WASHINGTON,  DISTRICT  OF  COLUM 
PAUL  SHERMAN,  JR,  QUANTICO,  VIRGINIA 
JOHNNY  EDWARD,  JR,  FORSYTH,  GEORGIA 
RAYMOND  LAWRENCE,  MACON,  GEORGIA 
ROBERT  C,  AUSTIN,  TEXAS 
BILLY  E,  MEMPHIS,  TENNESSEE 
HARRY  G,  WARREN,  MICHIGAN 
DARREL  WAYNE,  OKLAHOMA  CITY,  OKLAHOMA 
DON  LEWIS,  LINCOLN,  NEBRASKA 
GLENN  BROOKS,  NASHVILLE,  TENNESSEE 
JIMMIE  L.,  HOPKINSVILLE,  KENTUCKY 
LARRY  GLENN,  EL  PASO,  TEXAS 
RICHARD  DALE,  GRAPEVINE,  TEXAS 
THOMAS  HENRY,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
THOMAS  RAY,  MIDLAND,  TEXAS 
VICTOR  M,  LAKE  HAVASU  CITY,  ARIZONA 
WILLIAM  VIRGIL,  TUSCALOOSA,  ALABAMA 
BERT  ALLAN,  OAKLAND,  CALIFORNIA 
FRANCIS,  BIRMINGHAM,  ENGLAND 
GARY  HAYNE,  INDIANAPOLIS,  INDIANA 
HUGH  H,  SALEM,  OREGON 
HILKINSON,  JOHN  B. ,  BAYTOWN,  TEXAS 
WILKINSON,  KENNETH  G,  ANOKA,  MINNESOTA 

MARL,  GREENVILLE,  MISSISSIPPI 
MICHAEL  D,  SALT  LAKE  CITY,  UTAH 
PETER  THOMAS,  POUGHKEEPSIE,  NEW  YORK 
RALPH  D,  III,  DOVER,  DELAHARE 
TERRY  DENNIS,  ANACONDA,  MONTANA 
HILKS,  DAVID  J.,  MIDLAND,  TEXAS 
HILKS,  PAUL  CARL,  CLINTON,  PENNSYLVANIA 
HILL,  LAURENCE  EDHARD,  MINNEAPOLIS,  MINNESOTA 
HILL,  RUDOLPH  R.,  MILHAUKEE,  HISCONSIN 
WILL,  SCOTT  ROBERT,  MARYLAND  HEIGHTS,  MISSOURI 
WILLARD,  GARY  WAYNE,  DALTON,  GEORGIA 
WILLARD,  RANDOLPH  HUTT,  ATLANTA,  GEORGIA 
WILLARD,  ROBERT  TYE,  JR,  ALEXANDRIA,  VIRGINIA 
HILLARD,  HENDELL  M,  MARSHALLTOWN,  IOWA 
WILLCOX,  WAYNE  RICHARD,  PIQUA,  OHIO 
WILLE,  RICHARD  P.,  WEST  PALM  BEACH,  FLORIDA 
WILLEFORD,  GREGORY  MORTON,  SALEM,  OREGON 
WILLEMS,  JULIAN  A,  WILLEMSTAD,  CURACAO 
WILLENBRING,  ROBERT  M. ,  DICKINSON,  NORTH  DAKOTA 
HILLENBRINK,  MARK  HENRY,  HARSON  HOODS,  MISSOURI 
WILLETT,  JOHN  EDGAR,  SAN  FRANCISCO,  CALIFORNIA 
WILLETT,  WILLIAM  J,  MINEOLA,  NEW  YORK 
WILLEY,  LEO  RAY,  WICHITA,  KANSAS 
WILLHOIT,  CLYDE  L,  II,  CHATTANOOGA,  TENNESSEE 
A.  HUDSON,  JACKSON,  MISSISSIPPI 
ABRAHAM  ARROYO,  CHARLESTON,  SOUTH  CAROLINA 
ALBERT  L,  WATSONVILLE,  CALIFORNIA 
ALFRED  LESLIE,  CARBONDALE,  COLORADO 
ALOIS  GALAENDO,  BUFFALO,  NEW  YORK 
ALTON  K.,  JR.,  LIVE  OAK,  FLORIDA 
AMOS  EDWARD,  DETROIT,  MICHIGAN 
ANTHONY,  COVINGTON,  KENTUCKY 
ARNOLD  S.,  JR.,  CHARLESTON,  WEST  VIRGINIA 
ARTHUR,  NEW  YORK,  NEW  YORK 
ARTHUR  DOYLE,  VICTORIA,  TEXAS 
WILLIAMS,  ARTHUR  LEE,  PLYMOUTH  MEETING,  PENNSYLVANIA 
WILLIAMS,  AUSTIN  ADLAI ,  BASSETERRE,  ST.  KITTS 
BARRY  W.,  GREENVILLE,  PENNSYLVANIA 
BILL,  LOS  ANGELES,  CALIFORNIA 
BOBBY  JACKSON,  LYNCHBURG,  VIRGINIA 
BOBBY  RAY,  SR,  NEOSHO,  MISSOURI 
BRODERICK  THADDEUS,  DETROIT,  MICHIGAN 
BURNETT  E,  JR,  CINCINNATI,  OHIO 
C.  RAYMOND,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
CARL  AUGUST,  JR,  WEST  TRENTON,  NEW  JERSEY 
CAROL  ALICE,  MORRISTOHN,  NEH  JERSEY 
CHARLES  HERBERT,  JR,  NORTH  AUGUSTA,  SOUTH  CAR 
CHARLES  L.,  OAKLAND  PARK,  FLORIDA 
CHARLES  LEE,  CHICAGO,  ILLINOIS 
HILLIAMS,  CHARLES  W. ,  MARSHALL,  TEXAS 
WILLIAMS,  CLARENCE  GUY,  JR,  CHESTERFIELD,  VIRGINIA 
WILLIAMS,  CLAUDE  C,  JR,  WATERTOWN,  NEW  YORK 
WILLIAMS,  D  C,  JR,  OKEECHOBEE,  FLORIDA 
WILLIAMS,  DAVID  A.,  EL  DORADO,  KANSAS 
HILLIAMS,  DAVID  CURRY,  GREENSBORO,  NORTH  CAROLINA 
WILLIAMS,  DAVID  DWIGHT,  ATHENS,  OHIO 
WILLIAMS,  DAVID  E,  MOSCOW,  IDAHO 
WILLIAMS,  DAVID  JOHN,  SURREY,  ENGLAND 
WILLIAMS,  DAVID  NEIL,  FRANKFORT,  KENTUCKY 
DEAN  ALLEN,  CEDAR  FALLS,  IOHA 
DON  F.,  SANTA  BARBARA,  CALIFORNIA 
DONALD,  CHATTANOOGA,  TENNESSEE 
DONALD  H,  LACEY  SPRINGS,  ALABAMA 
WILLIAMS,  DONALD  RAY,  GLENWOOD  SPRINGS,  COLORADO 
WILLIAMS,  DONALD  RUSSELL,  DETROIT,  MICHIGAN 
WILLIAMS,  DHIGHT  MORGAN,  WASHINGTON,  DISTRICT  OF  COLUHB 
WILLIAMS,  E.  BERWIN,  TALLAHASSEE,  FLORIDA 
HILLIAMS,  EDWARD,  SAVANNAH,  GEORGIA 
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WILLIAMS 

WILLIAMS 
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EDHARD  BERHIN,  TALLAHASSEE,  FLORIDA 

EDHARD  C,  SAN  LUIS  OBISPO,  CALIFORNIA 

ELMO,  SEATTLE,  HASHINGTON 

EMORY  B.,  TALLAHASSEE,  FLORIDA 

ERNEST  GENE,  ALBANY,  GEORGIA 

FITZROY  GEORGE,  ST  THOMAS,  U.S.  VIRGIN  ISLAND 

FLOYD  ALFRED,  LODI,  CALIFORNIA 

FRANK  ALEXANDER,  MERIDEN,  CONNECTICUT 

FRANK  ALLEN,  JR,  RICHMOND,  VIRGINIA 

GARRETT  STEVEN,  LOS  ANGELES,  CALIFORNIA 

GEORGE  CROHL,  EAST  CLEVELAND,  OHIO 

GERALD  L,  AURORA,  COLORADO 

GERALD  S.,  RADFORD,  VIRGINIA 

GERALD  HAYNE,  RIVERSIDE,  CALIFORNIA 

GILBERT  WINSTEAD,  RALEIGH,  NORTH  CAROLINA 

GLEN  EVERETT,  ST.  LOUIS,  MISSOURI 

GLENN  PRESTON,  YORK,  SOUTH  CAROLINA 

H.  ELMER,  LEXINGTON,  KENTUCKY 

HOWARD,  KIRTLAND  AFB,  NEW  MEXICO 

HUBERT  EARL,  JACKSON,  MISSISSIPPI 

HUGHINGTON  GUSTAVU,  BELMOPAN,  BELIZE 

HUSTON,  JR,  KARRISBURG,  PENNSYLVANIA 

J.  B.,  CEDARTOHN,  GEORGIA 

J.  C,  BIRMINGHAM,  ALABAMA 

JACK  H.,  TOPEKA,  KANSAS 

JACK  L,  JR,  HELENA,  MONTANA 

JAMES  EVERETT,  STAUNTON,  VIRGINIA 

JAMES  KENNETH,  VICKSBURG,  MISSISSIPPI 

JAMES  LAWRENCE,  JR,  DECATUR,  ILLINOIS 

JAMES  NEIL,  SAN  DIEGO,  CALIFORNIA 

JAMES  RAY,  ALBANY,  NEW  YORK 

JANET  HORTENSE,  MONTEREY  PARK,  CALIFORNIA 

JERRY  WAYNE,  AZTEC,  NEW  MEXICO 

JIMMY  ARVES,  BIRMINGHAM,  ALABAMA 

JOHN  DUNCAN,  III,  HOUSTON,  TEXAS 

JOHN  E.,  TALLAHASSEE,  FLORIDA 

JOHN  JOSEPH,  PORT  JERVIS,  NEH  YORK 

JOHN  JOSEPH,  JERSEY  CITY,  NEH  JERSEY 

JOHN  MEIRION,  HELLINGTON,  NEH  ZEALAND 

JOHN  R. ,  ALBION,  NEH  YORK 

JONATHAN  FRANCIS,  MONTEREY,  CALIFORNIA 

JOSEPH  KING,  II,  FOLSOM,  CALIFORNIA 

JOSEPH  M.,  JR.,  BOSTON,  MASSACHUSETTS 

JOSEPH  MILBURN,  FRANKFORT,  KENTUCKY 

KATER  H.,  DOTHAN,  ALABAMA 

KELVIS  TURELL,  INDIANAPOLIS,  INDIANA 

KENNETH  DALE,  CHARLOTTE,  NORTH  CAROLINA 

KENNETH  L,  YAPHANK,  NEH  YORK 

KENT  FRAZIER,  BARTLETT,  ILLINOIS 

KIRK  OHEN,  MOORE,  OKLAHOMA 

LARRY,  HARRISBURG,  PENNSYLVANIA 

LARRY  CLARENCE,  CHICAGO,  ILLINOIS 

LAHRENCE  EUGENE,  GREENWOOD,  MISSISSIPPI 

LEE  A,  FORT  MEADE,  MARYLAND 

LEON  VERNON,  PARIS,  TENNESSEE 

LEONZO  GRANT,  FAIRFAX,  VIRGINIA 

LESLIE  R.,  GRAND  JUNCTION,  COLORADO 

LESLIE  W,  JR.,  HARTFORD,  CONNECTICUT 

LEHIS  E.,  RALEIGH,  NORTH  CAROLINA 

LOREN  CLINE,  III,  STATESBORO,  GEORGIA 

MARCUS  C,  JR,  SHREVEPORT,  LOUISIANA 

MELVIN,  DETROIT,  MICHIGAN 

MICHAEL  DOUGLAS,  SAN  DIEGO,  CALIFORNIA 

MICHAEL  G.,  FLOSSMOOR,  ILLINOIS 

MICHAEL  KEVIN,  HAMBURG,  NEW  YORK 

MICHAEL  LESLIE,  ISLIP  TERRACE,  NEW  YORK 

NEIL  RICHARD,  CAPE  ELIZABETH,  MAINE 

NORMAN  D,  WICHITA,  KANSAS 

NORMAN  GAYLE,  MADISON,  INDIANA 

0.  D.,  AUSTIN,  TEXAS 

PATRICK  ALAN,  PALM  SPRINGS,  CALIFORNIA 

PAUL  THOMAS,  II,  ALBUQUERQUE,  NEW  MEXICO 

PAUL  WENDELL,  URBANA,  OHIO 

PHILIP  M,  ENDICOTT,  NEW  YORK 

PHILLIP  DARNELL,  FALLS  CHURCH,  VIRGINIA 

RALPH  DAVID,  LA  PLATA,  MARYLAND 

RALPH  E.,  FITCHBURG,  MASSACHUSETTS 

RALPH  MASON,  STAFFORD,  VIRGINIA 

RANDY  ALLAN,  ONALASKA,  WISCONSIN 

REGAN  GENE,  SUNNYVALE,  CALIFORNIA 

RICHARD  G,  SAN  BERNARDINO,  CALIFORNIA 

RICHARD  GENE,  ENUMCLAW,  HASHINGTON 

RICKY  FENTON,  BEL  AIR,  MARYLAND 

RILEY  LYNN,  CHICKASHA,  OKLAHOMA 

ROBERT  DONALD,  PITTSBURGH,  PENNSYLVANIA 

ROBERT  E,  SHELBYVILLE,  INDIANA 

ROBERT  EARL,  FAIRFAX,  VIRGINIA 

ROBERT  EUGENE,  INDIANAPOLIS,  INDIANA 

ROBERT  GEORGE,  JR,  HAMBURG,  NEW  YORK 

ROBERT  M.,  TITUSVILLE,  FLORIDA 

ROBERT  S.,  AUSTIN,  TEXAS 

ROBERT  T,  PHOENIX,  ARIZONA 

ROBERT  W.,  SAN  DIEGO,  CALIFORNIA 

ROBERT  WAYNE,  MORGANTON,  NORTH  CAROLINA 

ROBYN  ANTIONETTE,  MURRAY,  UTAH 

ROCHELLE  ELAINE,  ST  CROIX,  U.S.  VIRGIN  ISLAND 

RODGER  DALE,  GREENVILLE,  MISSISSIPPI 

RODGER  LEE,  GRAND  ISLAND,  NEBRASKA 

RODNEY  LYNN,  RENO,  NEVADA 

ROGER  OLIN,  MARINA,  CALIFORNIA 
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H1LLIAHS,  RONALD  EUGENE  -  HINGATE,  JOHN  C,  JR. 
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HILLIAMSON, 
HILLIAMSON, 
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HILLIAMSON, 
HILLIAMSON, 
HILLIAMSON, 


HILLIAHSON, 
HILLIAMSON, 
HILLIAMSON, 


RONALD  EUGENE,  CLARKSBURG,  HEST  VIRGINIA 
RUFUS  DELRO,  RALEIGH,  NORTH  CAROLINA 
RUFUS  G.,  LANCASTER,  PENNSYLVANIA 
SAMUEL  GORDON,  IRVINGTON,  NEH  JERSEY 
SAMUEL  RALPH,  LITTLE  ROCK,  ARKANSAS 
SANDRA  JOY,  SAN  JOSE,  CALIFORNIA 
SAUNDRA  LEE,  NEH  YORK,  NEH  YORK 
SIDNEY  STEVEN,  BALDHYN,  MISSISSIPPI 
STEPHEN  ARTHUR,  SAN  DIEGO,  CALIFORNIA 
STEPHEN  THOMAS,  FRANKLIN,  MASSACHUSETTS 
STEVEN,  MACOMB,  ILLINOIS 
STEVEN  ROGER,  NEH  YORK,  NEH  YORK 
T.  J.,  LAS  VEGAS,  NEVADA 
TED  DEREK,  MOORE,  OKLAHOMA 
TEDDY  MUNDA,  FREETOHN,  SIERRA  LEONE 
.  THAMOUS  EDHIN,  OCILLA,  GEORGIA 
LUMS   THOMAS  FRANKLIN,  MONTOURSVILLE,  PENNSYLVANIA 
HILLIAMS,  THOMAS  H. ,  CHARLOTTE,  NORTH  CAROLINA 
HARREN  REGINAL,  ST.  LOUIS,  MISSOURI 
HILBUR  HALTER,  MOBILE,  ALABAMA 
HILLIAM  BEAMON,  EDENTON,  NORTH  CAROLINA 
HILLIAM  EARLE,  FORT  HOOD,  TEXAS 
HILLIE  RUSSELL,  HILSON,  NORTH  CAROLINA 
HILLIAMSON,  DANIEL  DHIGHT,  PAPILLION,  NEBRASKA 
HILLIAMSON,  DAVID  ALEXANDER,  TORONTO,  CANADA 
HILLIAMSON,  DENNIS  ARTHUR,  TALLAHASSEE,  FLORIDA 
HILLIAMSON,  GARY  ROSS,  PUYALLUP,  HASHINGTON 
HILLIAMSON,  GLEN  EDHARD,  GLENDIVE,  MONTANA 

HARRY  HARDY,  SR,  CONCORD,  CALIFORNIA 
JAMES  EDHARD,  ATHENS,  GEORGIA 
JAMES  M.,  RUSTBURG,  VIRGINIA 
JAMES  MONROE,  LITTLETON,  COLORADO 
JERRY  DEAN,  ANDALUSIA,  ALABAMA 
JETER  L.,  JR.,  HASHINGTON,  DISTRICT  OF  COLU 
,  JOHN  T,  NEH  YORK,  NEH  YORK 
HILLIAMSON,  KENNETH  RAY,  HOUSTON,  TEXAS 
HILLIAMSON,  MARK  ARNOLD,  TULSA,  OKLAHOMA 

MIKEIAL  KEITH,  MARYSVILLE,  CALIFORNIA 
NEIL  M,  SPRINGFIELD,  ILLINOIS 
,  RANDALL  LEE,  KENTHOOD,  MICHIGAN 
HILLIAMSON,  RAYMOND  D,  BEAUMONT,  TEXAS 
HILLIAMSON,  RICHARD  A.,  HONG  KONG,  HONG  KONG 
HILLIAMSON,  ROBERT  AARON,  DANVILLE,  KENTUCKY 
HILLIAMSON,  VON  B,  LOGAN,  UTAH       W¥n„TUTA 
HILLIAHSON,  HINFRED  ATHELL,  NORFOLK,  VIRGINIA 
HILLIAR,  BRIAN  HAYNE,  FREDERICK,  MARYLAND 
HILLICK,  NICHOLAS  STEPHEN,  AUBURN,  CALIFORNIA 
HILLIFORD,  PETER  ALAN,  FLORENCE,  ALABAMA 
HILLINGHAM,  DAVID  JOE,  ARDMORE,  OKLAHOMA 
HILLINGHAM,  DONNIE  RAY,  SHEETHATER,  TEXAS 
HILLINGHAM,  HARK  ALAN,  JACKSONVILLE,  FLORIDA 
HILLIS,  ALVIN  L. ,  HOPE,  ARKANSAS 
HILLIS,  ANTHONY  G.,  PASCAGOULA,  MISSISSIPPI 
HILLIS,  BILLIE  ANN,  DETROIT,  MICHIGAN 
HILLIS,  FREDDIE  CLARENCE,  TAMARAC,  FLORIDA 
HERBERT  CLAUDE,  BRYAN,  TEXAS 
JOHN  D.,  FREEHOLD,  NEH  JERSEY 
,  JOHN  P,  THOMASVILLE,  GEORGIA 
HILLIS,  JOHN  RICHARD,  AMERICUS,  GEORGIA 
HILLIS,  KENNETH  IAN,  NORTHAMPTON,  ENGLAND 
HILLIS,  LINDA  JANETTE,  BALTIMORE,  MARYLAND 
HILLIS,  MILLARD  JAMES,  SALEM,  OREGON 
HILLIS,  ODIS  R.,  LAS  VEGAS,  NEVADA 
HILLIS,  RANDAL  RAY,  MORRIS,  MINNESOTA 
RICHARD  T.,  SIDNEY,  NEBRASKA 
ROY  CECIL,  JR,  SAVANNAH,  GEORGIA 
RUSSELL  ERVIN,  CINCINNATI,  OHIO 
,  STEPHEN  MICHAEL,  SAUSALITO,  CALIFORNIA 
HILLIS,  HILLIAM  STEPHEN,  ASHLAND,  KENTUCKY 
HILLIS,  HILLIE,  JACKSONVILLE,  ALABAMA 
HILLITS,  CHARLES  H. ,  JR.,  DAYTONA  BEACH,  FLORIDA 
HILLOCKS,  GLENN  CURT,  GULFPORT,  FLORIDA 
HILLOUGHBY,  RALPH  HILLIAM,  BREHER,  MAINE 
HILLOH,  ROGER  BRADFORD,  BLOOMINGTON,  MINNESOTA 
HILLS,  JOHN  STEVEN,  COVINGTON,  KENTUCKY 
HILLS,  MARK  ROGER,  CLINTON,  TENNESSEE 
HILLSON,  ROY  CHARLES,  YAKIMA,  HASHINGTON 
HILLHERTH,  JENE  A,  EPHRATA,  PENNSYLVANIA 
HILMER,  JOHN  DANIEL,  TITUSVILLE,  FLORIDA 
HILHES,  KARL  HAYNE,  THORNTON,  COLORADO 
HILHOT,  HILLIAM  THEODORE,  CLAREMONT,  NEH  HAMPSHIRE 
HILMOTH,  MARVIN  GLEN,  JR,  MOGADORE,  OHIO 
HILSKE,  THOMAS  ALLEN,  ST.  PAUL,  MINNESOTA 
HILSON,  ALAN  LEE,  HESTMINSTER,  COLORADO 
HILSON,  ALEXANDER,  CANTON,  MICHIGAN 
HILSON,  ANDREH  ROBERT,  EL  PASO,  TEXAS 
HILSON,  BRIAN  JOSEPH,  FEDERAL  HAY,  HASHINGTON 
HILSON,  BRUCE  ALLEN,  HASSILLON,  OHIO 
HILSON,  CECIL  BENSON,  JR,  HATTIESBURG,  MISSISSIPPI 
HILSON,  CHARLES  EUGENE,  DETROIT,  MICHIGAN 
HILSON,  COLLEEN  ELAINE,  MONROE,  HASHINGTON 
HILSON,  CURTIS  L,  RICHMOND,  VIRGINIA 
HILSON,  DARICK  KYLE,  MONTGOMERY,  ALABAMA 
HILSON,  DARLENE  IRENE,  EAST  LANSING,  MICHIGAN 
HILSON,  DARRELL  L,  SALINA,  KANSAS 

DAVID  YORK,  COLUMBIA,  SOUTH  CAROLINA 
DENZEL  EDHIN,  NEH  CUMBERLAND,  HEST  VIRGINIA 
,  DONALD  GEORGE,  HADDON  HEIGHTS,  NEH  JERSEY 
HILSON,  DONALD  K. ,  KANSAS  CITY,  MISSOURI 
HILSON,  DONALD  L.,  ROLLA,  MISSOURI 
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135 
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97  It 
177 
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139 
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83  tt 
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135 
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57  tt 
163 
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138 

35 
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83  # 

90 
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DONALD  HAYNE,  SAN  ANGELO,  TEXAS 

HAROLD  HAYNE,  VALLEJO,  CALIFORNIA 

HOHARD  LEE,  PLACERVILLE,  CALIFORNIA 

ISIAH,  JACKSONVILLE,  FLORIDA 

JACK  ALLEN,  JACKSON,  TENNESSEE 

JACK  L.,  SIDNEY,  OHIO 

JAMES  A,  OAKLAND,  CALIFORNIA 

JAMES  DAVID,  FORT  BELVOIR,  VIRGINIA 

JAMES  KERMIT,  COLUMBIA,  SOUTH  CAROLINA 

JAMES  MATHEH,  JR,  DELRAY  BEACH,  FLORIDA 

JAMES  S,  DECATUR,  GEORGIA 

JERRY  ELDON,  HEST  YELLOHSTONE,  MONTANA 

JOHN,  BLOOMINGTON,  INDIANA 

JOHN  CHARLES,  DALLAS,  TEXAS 

JOHN  DAVID,  HONOLULU,  HAHAII 

JOHN  HALBERT,  III,  MONTGOMERY,  ALABAMA 

JOHN  J,  JR,  NEH  YORK,  NEH  YORK 

JOHN  MICHAEL,  QUINCY,  ILLINOIS 

JOHN  MILTON,  HOLLYHOOD,  FLORIDA 

JOHN  ROBERT,  ESCONDIDO,  CALIFORNIA 

JON  ROBERTS,  DES  MOINES,  IOHA 

JOSEPH  B.,  FRANKFORT,  KENTUCKY 

JOSEPH  HENRY,  JR,  KIRKHOOD,  MISSOURI 

JOSEPH  LARRY,  FLINT,  MICHIGAN 

KENNETH  R.,  FAIRFAX,  VIRGINIA 

L  THOMAS,  DAYTON,  OHIO 

LARRY  DAVID,  MINOT  AFB,  NORTH  DAKOTA 

LARRY  EDHARD,  SUFFOLK,  VIRGINIA 

LARRY  RAY,  GARLAND,  TEXAS 

LAHRENCE  TATEM,  STONE  HARBOR,  NEH  JERSEY 

LEONARD  L,  SALINAS,  CALIFORNIA 

LESLIE  DOH,  LOUISVILLE,  KENTUCKY 

LESLIE  HAYES,  RAY  BROOK,  NEH  YORK 

LESLIE  ROLAND,  ARCADIA,  FLORIDA 

LEHIS  ALBERT,  III,  MIAMI,  FLORIDA 

MARK  DANA,  EMERALD  ISLE,  NORTH  CAROLINA 

MARVIN  ALLEN,  LOUISVILLE,  KENTUCKY 

MARVIN  JUNIOR,  DES  MOINES,  IOHA 

NILES  ROBERT,  NEHARK,  NEH  JERSEY 

ORVILLE  JAY,  VENTURA,  CALIFORNIA 

PAUL  E,  SAN  BERNARDINO,  CALIFORNIA 

PETER  MOHAT,  EDINBURGH,  SCOTLAND 

PHILLIP  ROY,  FT  COLLINS,  COLORADO 

RALPH  EUGENE,  JR,  DECATUR,  GEORGIA 

RANDALL  L.,  SHERIDAN,  HYOMING 

RAYMOND  A,  HINNIPEG,  CANADA 

RAYMOND  PAUL,  HOLMDEL,  NEH  JERSEY 

RICHARD  T.,  BILLINGS,  MONTANA 

ROBERT  BADGLEY,  JR,  SALT  LAKE  CITY,  UTAH 

ROBERT  CALVIN,  MODESTO,  CALIFORNIA 

ROBERT  DEANEL,  CLEVELAND  HEIGHTS,  OHIO 

ROBERT  EDHARD,  SAN  JOSE,  CALIFORNIA 

ROBERT  REED,  HASHINGTON,  PENNSYLVANIA 

ROBERT  T.,  HAHTHORNE,  NEH  YORK 

RONALD  LEHIS,  BILLINGS,  MONTANA 

RONNIE  RHEA,  MIDLAND,  TEXAS 

SAMUEL  B.,  JR.,  AUSTIN,  TEXAS 

STEVEN  GARY,  BEAVERTON,  OREGON 

TERRY  LEE,  GLENHOOD  SPRINGS,  COLORADO 

TOMMY  GAIL,  HOUSTON,  TEXAS 

HALTER  JACOB,  JR,  RALEIGH,  NORTH  CAROLINA 

HAYNE  T.,  GARDEN  GROVE,  CALIFORNIA 

HAYNE  HELFORD,  GLYNCO,  GEORGIA  

HESTON  CHARLES,  COMMERCE  CITY,  COLORADO 
HILLIAM  A.,  MEMPHIS,  TENNESSEE 
HILLIAM  BARRY,  PISCATAHAY,  NEH  JERSEY 
HILLIAM  H.,  HAYNE,  PENNSYLVANIA  ijxr^UCTU 
HILLIAM  HHITSETT,  JR,  OAK  CREEK,  HISCONSIN 
HILLIAM  HOODROH,  OLYMPIA,  HASHINGTON 
HILLIE  C,  LAGRANGE,  GEORGIA 

HINSTON  JAMES,  ST  THOMAS,  U.S.  VIRGIN  ISLANDS 
HILT,  JAMES  L.,  FAIRFAX,  VIRGINIA 
HILTSE,  HALTER  M,  TOPEKA,  KANSAS 
HILTSHIRE,  REUBEN  A.,  RICHMOND,  VIRGINIA 
HIMBERLY,  DANNY  HARRIS,  CROHLEY,  LOUISIANA 
HIMPEE,  JERRY  MARTIN,  DALLAS,  TEXAS 
HIMPY,  JEFFREY  HAYNE,  GAINESVILLE,  GEORGIA 
HINALL,  BRADFORD  HILLIAM,  CINCINNATI,  OHIO 
HINANS,  EARL  F.,  COEUR  D  ALENE,  IDAHO 
HINANS,  FRANCIS  SCOTT,  HAUKEGAN,  ILLINOIS 
HINBORN,  ROGER  LEE,  OKLAHOMA  CITY,  OKLAHOMA 
HINCH,  CHRIS  MICHAEL,  ALBANY,  NEH  YORK 
HINCHESTER,  DON,  MERCURY,  NEVADA   iTrftDUIA 
HINDELL,  RONALD  DEXTER,  POMONA,  CALIFORNIA 
HINDERS,  THOMAS  M,  PASADENA,  CALIFORNIA 
HINDFUHR,  ERNEST  0.,  CARLSTADT,  NEH  JERSEY 
HINDHAM,  ROBERT  LAMAR,  ALBANY,  GEORGIA 
HINDHAM,  THOMAS  R,  FORT  HORTH,  TEXAS 
HINDSOR,  DAVID  L,  INDIANAPOLIS,  INDIANA 
HINDSOR,  KAY  AUMAN,  BALTIMORE,  HARYLAND 
HINDT,  JAMES  LEGROS,  SACRAMENTO,  CALIFORNIA 
HINEGAR,  STEVEN  JOEL,  TUALATIN,  OREGON 
HINEGARDEN,  BRUCE  THOMAS,  KEY  HEST,  FLORIDA 
HINES,  LARRY  F,  FAIRFAX,  VIRGINIA 
HINFREY,  HALTER  JAMES,  MEMPHIS,  TENNESSEE 
HING,  ALFERD  H. ,  CALDHELL,  IDAHO 
HING,  DAVID  REED,  MEMPHIS,  TENNESSEE 
HINGATE,  BARRY  HALTER,  BRISTOL,  NEH  HAMPSHIRE 
HINGATE,  JAMES  R,  BRAMPTON,  CANADA 
HINGATE,  JOHN  C. ,  JR.,  SARASOTA,  FLORIDA 
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WINGER,  DONALD  STUART  -  HOODS.  ARTHUR  L. 

HINGER,  DONALD  STUART,  HAPLEHOOD,  MINNESOTA 
HINGET,  RICHARD  ZENOS,  LAS  VEGAS,  NEVADA 
HINGFIELD,  DAVID  C,  QUINCY,  CALIFORNIA 
HINGFIELD,  EUGENE  CLYDE,  LYNCHBURG,  VIRGINIA 
HINGO,  ROBERT  DAVIS,  STOCKTON,  CALIFORNIA 
HINGO,  STEHART  MATTHEH,  ANGLETON,  TEXAS 
WINK,  ROBERT  H,  TOHN  OF  TONAHANDA,  NEH  YORK 
WINKEL,  EDWARD  FRANCIS,  WASHINGTON,  DISTRICT  OF  COLUMBI 
WINKEL,  GEORGE  W. ,  JR,  CHEVY  CHASE  VILLAGE,  MARYLAND 
WINKELHAKE,  RALPH  JOHN,  IOWA  CITY,  IOWA 
WINKLER,  BARRY  THOMAS,  HAMPTON  BAYS,  NEW  YORK 
WINKLER,  DAVID  LEE,  NORFOLK,  NEBRASKA 
WINKLEY,  RONALD  ROBERT,  LEWISTON,  NEW  YORK 
WINNINGHAM,  JAMES  ROBERT,  VALDOSTA,  GEORGIA 
WINSCHER,  THOMAS  RICHARD,  WAUPUN,  WISCONSIN 
WINSETT,  RICHARD  LEE,  HOWELL,  MICHIGAN 
WINSHIP,  DAVID  EARLE,  SR,  ROCHESTER,  NEW  HAMPSHIRE 
HINSHIP,  PETER  JAMES,  LONDON,  ENGLAND 
MINSLOW,  ARLAN  KEITH,  IMLAY  CITY,  MICHIGAN 
HINSLOW,  DONALD  JOSEPH,  BANGOR,  MAINE 
ft   HINSLOW,  THOMAS  FRANK,  MILWAUKEE,  WISCONSIN 

WINSTON,  HERBERT  THOMAS,  CAMP  LEJEUNE,  NORTH  CAROLINA 
WINSTON,  SYLVESTER  H. ,  KANSAS  CITY,  MISSOURI 
WINTENBURG,  JOHN  H. ,  POUGHKEEPSIE,  NEW  YORK 
WINTER,  DAVID  J.,  BOUNTIFUL,  UTAH 

*  WINTER,  GREGORY  ALAN,  LINCOLN,  ILLINOIS 
WINTER,  KENNETH  RAY,  MOORHEAD,  MISSISSIPPI 
WINTER,  ROBERT  CORNELIUS,  BLOOMING  GROVE,  NEW  YORK 
WINTERS,  PAUL  DANIEL,  WAILUKU,  HAWAII 

tt   WINTERS,  RICHARD  KENT,  CARNEGIE,  PENNSYLVANIA 
WINTERS,  WILLIAM  J.,  CHULA  VISTA,  CALIFORNIA 
HINTERSTEEN,  JOHN  D,  PARADISE  VALLEY,  ARIZONA 

*  WINTLE,  JAMES  P.,  OMAHA,  NEBRASKA 
HIPPER,  JAMES,  NEW  YORK,  NEW  YORK 
WIPPERLING,  FOREST  M,  RED  MING,  MINNESOTA 
WIPPLER,  FRANK  FREDERICK,  FOLEY,  MINNESOTA 
WIRTH,  DUANE  EDWARD,  BELVIDERE,  ILLINOIS 

tt   WIRTH,  JOSEPH  T.,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WIRTZ,  CARL  OSCAR,  JR,  LA  MESA,  CALIFORNIA 
WISCHMEYER,  JOHN  CHARLES,  CAMP  YERDE,  ARIZONA 
WISDOM,  MARION  F,  FRANKLIN,  TENNESSEE 

tt   WISE,  DALE  BYRON,  TALLAHASSEE,  FLORIDA 

tt   WISE,  GARRETT  PAUL,  GEORGETOWN,  OHIO 

tt   WISE,  JACK  FRANKLIN,  JACKSONVILLE,  FLORIDA 
WISE,  JAMES  M.,  CARTHAGE,  NORTH  CAROLINA 
WISE,  JERRY  LEE,  COLUMBUS,  OHIO 
WISE,  JOHN  HENRY,  DENVER,  COLORADO 
WISE,  RICHARD  GILLILAND,  BALLWIN,  MISSOURI 
WISEMAN,  JACK  EDWARD,  BOZEMAN,  MONTANA 
WISEMAN,  RICHARD  EDWARD,  FORT  BRAGG,  CALIFORNIA 
WISEMAN,  MOODROW  EUGENE,  BATH,  OHIO 
WISER,  TONYA  ELAINE,  EVANSVILLE,  INDIANA 

*  WISKI,  WALTER  L.,  DULUTH,  MINNESOTA 
WISHER,  MICHAEL  EDWARD,  NELLIS  AFB,  NEVADA 
WISNIEWSKI,  STEVE  STANLEY,  HUNTINGTON  BEACH,  CALIFORNIA 

tt   WITH,  CULLEN  P,  RAPID  CITY,  SOUTH  DAKOTA 
WITHERS,  JAMES  W,  LAFAYETTE,  INDIANA 
WITHROW,  CHARLES  A.,  JR.,  WELLS,  MASSACHUSETTS 

tt   WITKOWSKI,  GERALD  A.,  CUDAHY,  WISCONSIN 

WITKOWSKI,  LESLIE  CHARLES,  BISMARCK,  NORTH  DAKOTA 
WITKOWSKI,  RONALD  D,  NORTH  PLATTE,  NEBRASKA 

tt   WITHER,  CHARLES  FRANK,  CANTON,  OHIO 

WITMER,  RICHARD  EDWIN,  JR,  BEECH  GROVE,  INDIANA 
WITNEY,  DOUGLAS,  PROVO,  UTAH 

WITSCHEN,  RICHARD  CLARENCE,  ELK  RIVER,  MINNESOTA 
WITSIL,  JERROLD  L,  PRINCETON,  NEW  JERSEY 

*  WITT,  DAVID  L,  PORTLAND,  OREGON 
WITT,  FLOYD  L.,  HEBER,  UTAH 
WITT,  KEITH  ALLEN,  BISMARCK,  NORTH  DAKOTA 
WITT,  MICHAEL  HENRY,  COLORADO  SPRINGS,  COLORADO 

*  WITT,  RICHARD  L.,  STEUBENVILLE,  OHIO 
tt   WITTAYAWUDTHIKUL,  NIRUN,  BANGKOK,  THAILAND 

*  HITTEN,  ROY  A.,  FLORESVILLE,  TEXAS 
WITTENWILER,  JOHN  J.,  JR.,  LINWOOD,  NEW  JERSEY 
WITTER,  DAVID  MICHAEL,  PHOENIX,  ARIZONA 
WITTER,  LAWRENCE  DENNIS,  SYRACUSE,  NEW  YORK 
WITTICH,  BRUCE  ALLEN,  LONGMONT,  COLORADO 
WITTING,  WILLIAM  STEPHEN,  HOLMDEL,  NEW  JERSEY 
WITTMAN,  EMIL  T.,  ST.  LOUIS,  MISSOURI 
WITTY,  EARL  DOUGLAS,  TORONTO,  CANADA 
WIX,  DANNY  M,  MORRISON,  TENNESSEE 
WIX,  GARY  LANE,  NASHVILLE,  TENNESSEE 
WIZINSKY,  RONALD  EDWIN,  HOUSTON,  TEXAS 
WIZST,  WILLIAM  J,  SR,  NORTH  HILDWOOD,  NEW  JERSEY 
WOCHERMAYR,  KARL  HEINZ,  SALZBURG,  AUSTRIA 
HODNICKI,  EDWARD  STANLEY,  CHICAGO,  ILLINOIS 

tt   WOECKENER,  AUGUST  F.,  SECAUCUS,  NEW  JERSEY 
WOELKERS,  TIMOTHY  MICHAEL,  BELDING,  MICHIGAN 
WOEPKE,  GARY  STEVEN,  GLENDALE,  MISSOURI 

tt   WOERTHER,  ROBERT  E,  BERKELEY,  MISSOURI 

tt   WOGER,  WILLIAM  J,  MILWAUKEE,  WISCONSIN 
WOHLFAHRT,  WALTER,  MARSHFIELD,  WISCONSIN 
WOHLRATH,  VOLKER  ROBERT,  WIESBADEN,  FEDERAL  REPUBLIC  OF 
WOIDYLA,  MARVIN  VINCENT,  PORTLAND,  OREGON 
WOJACK,  BRUCE  E.,  ANOKA,  MINNESOTA 
WOJTAL,  PETER  ANTHONY,  VERONA,  NEW  JERSEY 
WOLBERT,  DAVID  E,  LINCOLN,  NEBRASKA 
WOLD,  ROBERT  ALLAN,  THIEF  RIVER  FALLS,  MINNESOTA 
WOLF,  EDWARD  GEORGE,  COLORADO  SPRINGS,  COLORADO 
WOLF,  JOHN  FRANCIS,  LARGO,  FLORIDA 
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78  tt 
198 

99 
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146 
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92  tt 
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149 
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95  tt 
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140 

21  * 
151 
186 
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38  tt 


MARK  RANDALL,  GLENDALE,  COLORADO 
RICHARD  ERWIN,  OFFUTT  AFB,  NEBRASKA 
ROBERT  D.,  MISSOULA,  MONTANA 
ROBERT  FRANK,  ST.  LOUIS,  MISSOURI 
BENJAMIN  F,  SELMA,  TEXAS 
BILLY  D,  DENVER,  COLORADO 
CHARLES  HARRY,  JR,  FORT  MEADE,  MARYLAND 
CHARLES  W.,  SPARTANBURG,  SOUTH  CAROLINA 
DALLAS  DAYTON,  CHARLESTON,  WEST  VIRGINIA 
FRED  W.,  ROCK  HILL,  SOUTH  CAROLINA 
FREDERICK  JOHN,  PITTSBURGH,  PENNSYLVANIA 
MICHAEL  WILLIAM,  LA  MESA,  CALIFORNIA 
RICHARD  R,  FAIRBANKS,  ALASKA 
TERRY  DEAN,  SEYMOUR,  TENNESSEE 
WARREN  JOSEPH,  SACRAMENTO,  CALIFORNIA 
WILLIAM  CLIVE,  TRINIDAD,  COLORADO 
JEROME  R.,  BROOKFIELD,  WISCONSIN 
WOLFINGER,  DAVID  F,  HOUSTON,  TEXAS 
WOLFINGER,  ROBERT  A.,  PHILADELPHIA,  PENNSYLVANIA 
WOLFORD,  JAMES  B,  KING  WILLIAM,  VIRGINIA 
WOLFORD,  ROBERT  D,  ESCONDIDO,  CALIFORNIA 
WOLINSKI,  EDWARD  P.,  RIVERHEAD,  NEW  YORK 
WOLL,  HERMAN,  HILLSBORO,  OREGON 
WOLNIK,  TERENCE  B,  THUNDER  BAY,  CANADA 

FRANK  A.,  BASKING  RIDGE,  NEW  JERSEY 
HAROLD  L.,  BELLEVILLE,  ILLINOIS 
RALPH  MILTON,  STOCKTON,  CALIFORNIA 
RICHARD  CLARK,  AUSTIN,  TEXAS 
THOMAS  HENRY,  AZTEC,  NEW  MEXICO 
CARL  JOSEPH,  SR,  HONOLULU,  HAWAII 
DICKIE,  FORT  RILEY,  KANSAS 
ERIC  ONG-MING,  SINGAPORE,  SINGAPORE 
FOOK-CHUEN  VINCENT,  HONG  KONG,  HONG  KONG 
NOE  ALBANO,  MANILA,  PHILIPPINES 
TSAN-KWONG,  HONG  KONG,  HONG  KONG 


WOLF, 
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WOLF, 

WOLF, 
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WOLSKY, 

WOMACK, 

WOMACK , 

WOMACK , 

WOMBLE, 

WONG 

WONG 
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WONG 

WONG 


tt   WONNEMAN,  FORREST  AUDRAIN,  COLUMBIA,  MISSOURI 
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WOOD 
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WOOD ALL, 

WOODALL, 

WOODARD, 

WOODARD, 

WOODARD, 


ANTONY  L.,  SAN  LUIS  OBISPO,  CALIFORNIA 

CARL  E.,  WETHERSFIELD,  CONNECTICUT 

CHARLES  MCDONALD,  WASHINGTON,  DISTRICT  OF  COLUMBI 

CHARLES  RAYMOND,  SAN  DIEGO,  CALIFORNIA 

CLIFFORD,  SCHENECTADY,  NEW  YORK 

DANIEL  EARL,  GREENSBORO,  NORTH  CAROLINA 

DANNY  J.,  FALLON,  NEVADA 

DAVID  L,  OVERLAND  PARK,  KANSAS 

DAVID  ONNIE,  HASTINGS,  MICHIGAN 

DON  W,  WALLA  WALLA,  WASHINGTON 

DONNA  MARIE,  MESQUITE,  TEXAS 

DWIGHT,  STAUNTON,  VIRGINIA 

FRANK  A,  FAIRWAY,  KANSAS 

FRANKLIN  IRVING,  ANNAPOLIS,  MARYLAND 

FRANKLIN  M,  ATLANTA,  GEORGIA 

HOWARD  GRAY,  JR,  EAST  WINDSOR,  NEW  JERSEY 

JEFFREY  G,  GARDEN  CITY,  GEORGIA 

JOHN  DENNIS,  JACKSON,  MISSISSIPPI 

LAWRENCE  PAUL,  JR,  VANDENBERG  AFB,  CALIFORNIA 

MICHAEL  A.,  ATCHISON,  KANSAS 

MICHAEL  WILLIAM,  WATKINS  GLEN,  NEW  YORK 

PAUL  L,  JR,  ROSEVILLE,  MINNESOTA 

RALPH  M.,  BISMARCK,  NORTH  DAKOTA 

RAYMOND  ADOLPHUS,  NEW  YORK,  NEW  YORK 

RICHARD  ELMER,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

ROBERT  A.,  CLEVELAND,  MISSISSIPPI 

ROBERT  J,  LOUISVILLE,  KENTUCKY 

ROBERT  KEITH,  MARYVILLE,  MISSOURI 

ROBERT  W,  RICHMOND,  CALIFORNIA 

RONALD  THOMAS,  FRESNO,  CALIFORNIA 

S.  D.,  REDWOOD  CITY,  CALIFORNIA 

STEPHEN  WILLIAM,  NEW  CANAAN,  CONNECTICUT 

THOMAS  JAMES,  EDINBURGH,  SCOTLAND 

TIMOTHY,  CORTEZ,  COLORADO 

VERNON  LEROY,  EL  SEGUNDO,  CALIFORNIA 

WESLEY  J,  MEMPHIS,  TENNESSEE 

JACK  ODELL,  SAN  JOSE,  CALIFORNIA 
JAMES  FRANKLIN,  JR,  EL  PASO,  TEXAS 
KENNETH  FRANKLIN,  FORT  LAUDERDALE,  FLORIDA 
STEPHEN  GRAY,  EVANSVILLE,  INDIANA 
AARON,  SAN  DIEGO,  CALIFORNIA 
JAMES  EDWARD,  CRYSTAL  SPRINGS,  MISSISSIPPI 
WILLIAM  RONALD,  TACOMA,  WASHINGTON 
WOODCOCK,  WALLACE  L.,  JONESBORO,  GEORGIA 
WOODEN,  CRAIG  SCOTT,  REDDING,  CALIFORNIA 
WOODEN,  DEAN  BRUCE,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
WOODFORK,  WARREN  GENE,  SR,  NEW  ORLEANS,  LOUISIANA 
WOODHAM,  GARY  LEE,  SR,  DECATUR,  GEORGIA 
WOODHEAD,  FRANCIS  J,  BANGOR,  MAINE 
WOODIE,  JIMMIE  DELBERT,  OKLAHOMA  CITY,  OKLAHOMA 
WOODIN,  CHRIS  N,  REDLANDS,  CALIFORNIA 
WOODLAND,  JAMES  ALVIE,  BRIDGETON,  MISSOURI 
WOODLEE,  DOUGLAS  D,  NASHVILLE,  TENNESSEE 
WOODMAN,  JACK  DAVID,  DALLAS,  TEXAS 
WOODMANSEE,  LYNDEN  W,  OLYMPIA,  WASHINGTON 
WOODRING,  CHARLES  GORDON,  HOMESTEAD  AFB,  FLORIDA 
PAUL  JOSEPH,  HARRISBURG,  PENNSYLVANIA 
HAROLD  E,  FRANKFORT,  INDIANA 
JOSEPH  DONALD,  ACWORTH,  GEORGIA 
MARVIN  R.,  REDDING,  CALIFORNIA 
WADE  STEVEN,  HOUSTON,  TEXAS 
WOODRUM,  THOMAS  ARTHUR,  STATESBORO,  GEORGIA 
WOODS,  ALLEN  D. ,  REDONDO  BEACH,  CALIFORNIA 
WOODS,  ARTHUR  L. ,  JACKSONVILLE,  ILLINOIS 


WOODRING, 
WOODRUFF, 
WOODRUFF, 
WOODRUFF, 
WOODRUFF, 
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HOODS,  BERNADETTE  COLE  -  YAKSHIN,  ALEKSANDR  VICTOROVICH 
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HOODS , 
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HOODS, 
HOODS , 
HOODS , 
HOODS , 
HOODS , 
HOODS, 
HOODS , 
HOODS, 
HOODS , 
HOODS, 
HOODS, 
HOODS, 
HOODS, 
HOODS, 
HOODS , 
HOODS, 
HOODS, 
HOODS , 


HOODHARD, 
HOODHARD, 
HOODHARD, 
HOODHARD, 


BERNADETTE  COLE,  SAVANNAH,  GEORGIA 
CHARLES  E.,  ELMHOOD  PARK,  ILLINOIS 
CLYDE  E.,  ALBANY,  GEORGIA 
DONALD  E,  BALTIMORE,  HARYLAND 
EDHARD  V,  BALTIMORE,  MARYLAND 
JIMMY  LEE,  TYBEE  ISLAND,  GEORGIA 
JOHN  CURTIN,  JR,  BUFFALO,  NEH  YORK 
JOHN  M.,  NORTH  ARLINGTON,  NEH  JERSEY 
LAHRENCE  LEE,  JR,  HIGHLAND,  INDIANA 
MATTHEH  JOHN,  NEH  YORK,  NEH  YORK 
MERLE  EUGENE,  CORVALLIS,  OREGON 
MICHAEL  JOSEPH,  POUGHKEEPSIE ,  NEH  YORK 
RICHARD  HALTER,  PALM  BEACH,  FLORIDA 
ROBERT  EARL,  HOUSTON,  TEXAS 
ROBERT  LEROY,  HOUSTON,  TEXAS 
ROY  DENNIS,  MOODY  AFB,  GEORGIA 
SHERRY  ELAINE,  ANN  ARBOR,  MICHIGAN 
THOMAS  EDHARD,  ALEXANDRIA,  VIRGINIA 
THOMAS  JOSEPH,  YAPHANK,  NEH  YORK 
HALTER  E.,  FRANKFORT,  KENTUCKY 
HILLIAM  F,  MODESTO,  CALIFORNIA 
HILLIAM  H.,  SAN  DIEGO,  CALIFORNIA 
HOODSMALL,  EDMUND  C. ,  BEAUMONT,  TEXAS 
HOODSON,  JOHN  SCOTT,  CLEVELAND,  OHIO 
HOODSON,  PHILLIP  P,  RICHMOND,  VIRGINIA 
HOODHARD,  CECILE  TUFTS,  PHOENIX,  ARIZONA 
HOODHARD,  DAVID  REX,  VANCOUVER,  HASHINGTON 
HOODHARD,  GEORGE  N,  LOUISVILLE,  MISSISSIPPI 
GUY  B.,  EL  CENTRO,  CALIFORNIA 
JIMMY  HOHARD,  BIRMINGHAM,  ALABAMA 
MICHAEL  EDHARD,  FREEPORT,  NEH  YORK 
RONALD  J,  MONTPELIER,  VERMONT 
HOODHORTH,  HAROLD  J.,  PIOCHE,  NEVADA 
HOODHORTH,  JAMES  RAYMOND,  CHESAPEAKE,  VIRGINIA 
HOODY,  ARTHUR  BRENT,  PHILADELPHIA,  PENNSYLVANIA 
HOODY,  HILLIAM  CHARLES,  SALT  LAKE  CITY,  UTAH 
HOODYARD,  EARL  DANIEL,  JR,  PITTSBURGH,  PENNSYLVANIA 
HOODYARD,  RICKEY  LEE,  PARKERSBURG,  HEST  VIRGINIA 
HOOLARD,  RICHARD  F,  MARTINEZ,  CALIFORNIA 
99  tt   HOOLDRIDGE,  FRED  C,  MIAMI  BEACH,  FLORIDA 
149   HOOLDRIDGE,  MICHAEL  HILLIAM,  LADUE,  MISSOURI 
HOOLEY,  JESSE  DAVID,  GRAND  JUNCTION,  COLORADO 
HOOLF,  DAVID  HAYNE  HAUOLI,  KETTERING,  OHIO 
tt   HOOLF,  ERNEST  G,  GRANTS  PASS,  OREGON 
HOOLFENDEN,  JAMES  C,  MARANA,  ARIZONA 
tt   HOOLSEY,  HERBERT  L.,  MISSOULA,  MONTANA 
HOOLVERTON,  ROBERT,  BOTHELL,  HASHINGTON 
HOOSLEY,  JAMES  REID,  II,  LOUISVILLE,  KENTUCKY 
tt   HOOSLEY,  LARRY  J,  FRANKFORT,  KENTUCKY 
HOOTEN,  BILLY  R.,  BIRMINGHAM,  ALABAMA 
HOOTEN,  DENNIS  RAY,  HUNTSVILLE,  ALABAMA 
HOOTEN,  IVEN  THEODORE,  PHOENIX,  ARIZONA 
HOOTEN,  VICK  GLENN,  ANDERSON,  SOUTH  CAROLINA 
tt   HOOTERS,  HOHARD  L.,  GREENSBORO,  NORTH  CAROLINA 

*  HOOTTEN,  JOHN  S.,  AMERICUS,  GEORGIA 
HORD,  ALAN  LEE,  BRYAN,  OHIO 
HORD,  RICHARD  LAHRENCE,  OAKLAND,  CALIFORNIA 
HORDEN,  THOMAS  G. ,  GALESBURG,  ILLINOIS 
HORK,  KENNETH  CHARLES,  LANCASTER,  PENNSYLVANIA 
HORKING,  JOEL  ANDREH,  FORT  HAYNE,  INDIANA 

tt   HORKMAN,  JESSE  G.  ,  CHARLESTON,  HEST  VIRGINIA 

»  HORKMAN,  ORLIE  J,  CEDAR  RAPIDS,  IOHA 
HORLEY,  DAVID  RANDOLPH,  HEBSTER,  TEXAS 
HORLEY,  DHAYNE  NELSON,  ROSHELL,  NEH  MEXICO 
HORLEY,  JOHN  F.,  JR.,  OCALA,  FLORIDA 
HORLEY,  JON  BILLY,  ROCKFORD,  ILLINOIS 
HORNER,  JAMES  CARLTON,  BRECKENRIDGE,  MINNESOTA 
HORRELL,  PAT  MURPHY,  MISSOURI  CITY,  TEXAS 
HORSHAM,  LARRY  STEVE,  COTTAGE  GROVE,  OREGON 
HORSHAM,  RONALD  ORIS,  JEFFERSON  CITY,  MISSOURI 

tt   HORSHAM,  THOMAS  S.,  HILHINGTON,  NORTH  CAROLINA 
HORTHAN,  DOUGLAS  DELANO,  ATLANTA,  GEORGIA 
HORTHINGTON,  CALVIN  RAY,  FORT  MONMOUTH,  NEH  JERSEY 
HORTHINGTON,  IRIS  KAY,  DETROIT,  MICHIGAN 
HORTHY,  ANTHONY  KEITH,  ALEXANDER  CITY,  ALABAMA 
HORTHY,  JAMES  L,  SPARTANBURG,  SOUTH  CAROLINA 
HORTMAN,  DANIEL  NELSON,  TAKOMA  PARK,  MARYLAND 
HRAY,  HOHARD  LEE,  JR,  HANOVER,  VIRGINIA 
HREN,  MATTHEH  DAVID,  CHANDLER,  OKLAHOMA 

It   HREN,  RALPH  H,  SHREVEPORT,  LOUISIANA 

*  HRENN,  SIDNEY  R,  COLUMBIA,  SOUTH  CAROLINA 
HRENN,  HILLIAM  LAHRENCE,  JR,  HAMPTON,  NEH  HAMPSHIRE 
HRIGGELSHORTH,  GENE  LEROY,  MASON,  MICHIGAN 
HRIGHT,  ANDREH  M. ,  JR.,  BALBOA  HEIGHTS,  CANAL  ZONE 
HRIGHT,  BRUCE  ROBERT,  LOCKPORT,  NEH  YORK 
HRIGHT,  CARL  ALONZO,  MIAMI,  FLORIDA 

tt   HRIGHT,  CHARLES  A,  TUCSON,  ARIZONA 
HRIGHT,  CHARLES  E.,  ATLANTA,  GEORGIA 
HRIGHT,  CHARLIE  JAMES,  BUTLER,  GEORGIA 
HRIGHT,  CREEKMORE  BRUNNER,  JACKSON,  MISSISSIPPI 
HRIGHT,  DANNY,  SR,  FORT  LAUDERDALE,  FLORIDA 
HRIGHT,  DAVID  CLEMENS,  AVONDALE,  ARIZONA 
HRIGHT,  DAVID  MERLIN,  COLUMBUS,  GEORGIA 
HRIGHT,  DAVID  MICHAEL,  BAY  VILLAGE,  OHIO 
HRIGHT,  DON  HAYNE,  MEMPHIS,  TENNESSEE 
HRIGHT,  DONALD  GILBERT,  MANCHESTER,  CONNECTICUT 
HRIGHT,  DONNELL  H,  JR,  HINNEMUCCA,  NEVADA 
HRIGHT,  EDHARD  MILLER,  JR,  OCALA,  FLORIDA 
It   HRIGHT,  EDHIN  E,  MONTGOMERY,  ALABAMA 
tt   HRIGHT,  EHMETT  G,  NEHPORT  NEHS,  VIRGINIA 
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HRIGHT,  FRANK  H. ,  HATCHUNG,  NEH  JERSEY 

HRIGHT,  FREDRICK  EARL,  STOCKTON,  CALIFORNIA 

HRIGHT,  GILMAN  D,  BOISE,  IDAHO 

HRIGHT,  GREGORY,  PEMBROKE,  MASSACHUSETTS 

HRIGHT,  HERMAN  EVAN,  MONTGOMERY,  ALABAMA 

HRIGHT,  JAMES  ANDREH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HRIGHT,  JAMES  HENRY,  HILMINGTON,  DELAHARE 

HRIGHT,  JEROME  (SA,  FBI),  PARIS,  TEXAS 

HRIGHT,  JERRY  LEE,  LEXINGTON,  KENTUCKY 

HRIGHT,  JIMMY  CHARLES,  PANAMA  CITY,  FLORIDA 

HRIGHT,  JOHN  L.,  SANTA  ROSA,  CALIFORNIA 

HRIGHT,  JOHN  M. ,  RICHMOND,  VIRGINIA 

HRIGHT,  JOHN  T,  HAYNE,  MICHIGAN 

HRIGHT,  JOSEPH  C,  BROCKTON,  MASSACHUSETTS 

HRIGHT,  LARRY  CRAHFORD,  BATON  ROUGE,  LOUISIANA 

HRIGHT,  LONNIE  GENE,  OKLAHOMA  CITY,  OKLAHOMA 

HRIGHT,  MARK,  LANDOVER,  MARYLAND 

HRIGHT,  MARK  ALLEN,  HERMOSA  BEACH,  CALIFORNIA 

HRIGHT,  MARTIN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HRIGHT,  MARY  JENKINS,  MEMPHIS,  TENNESSEE 

HRIGHT,  0  NEAL,  DETROIT,  MICHIGAN 

HRIGHT,  PHILLIP  ERIC,  GAFFNEY,  SOUTH  CAROLINA 

HRIGHT,  RANDOLPH  LEE,  PORTLAND,  TEXAS 

HRIGHT,  RAYMOND  J.,  LEXINGTON,  KENTUCKY 

HRIGHT,  RHON  NOEL,  NORFOLK,  VIRGINIA 

HRIGHT,  RICHARD  LELAND,  LOGAN,  UTAH 

HRIGHT,  RICHARD  HALLACE,  SIMI  VALLEY,  CALIFORNIA 

HRIGHT,  ROBERT  S.,  HATERLOO,  IOHA 

HRIGHT,  ROBERT  HRENO,  SANDY,  UTAH 

HRIGHT,  ROY  DANIEL,  RICHMOND  HEIGHTS,  MISSOURI 

HRIGHT,  SETH  R.,  MONTICELLO,  UTAH 

HRIGHT,  STEPHANIE  JO,  ORLANDO,  FLORIDA 

HRIGHT,  STEVE  8YR0N,  COLUMBIA,  SOUTH  CAROLINA 

HRIGHT,  STEVEN  CHESLEY,  HICKORY,  NORTH  CAROLINA 

HRIGHT,  STEVEN  D. ,  SR.,  HANOVER,  VIRGINIA 

HRIGHT,  THOMAS  HOOD,  ANNISTON,  ALABAMA 

HRIGHT,  THOMAS  LARRY,  MONTGOMERY,  ALABAMA 

HRIGHT,  THOMAS  SHERMAN,  PERRY,  GEORGIA 

HRIGHT,  TIMOTHY  CHARLES,  MILAN,  TENNESSEE 

HRIGHT,  HAYNE  E,  BOCA  RATON,  FLORIDA 

HRIGHT,  HAYNE  THOMAS,  PAGE,  ARIZONA 

HRIGHTSON,  HAYNE  HARVEY,  CAMBRIDGE,  CANADA 

HRIGLEY,  JOHN  P.,  DECATUR,  ILLINOIS 

HROBLESKI,  HENRY  MYRUM,  EDINA,  MINNESOTA 

HROBLESKI,  RONALD  JAMES,  NASSAU  PAY,  TEXAS 

HROBLEHSKI,  KRZYSZTOF  ZYGMUNT,  CZESTOCHOHA,  POLAND 

HROTEN,  RUSSELL  E.,  CAMBRIDGE,  MARYLAND 

HRZESINSKY,  ERNEST  ROBERT,  HEST  TRENTON,  NEH  JERSEY 

HU  YING,,  TAIPEI,  REPUBLIC  OF  CHINA 

HUERGLER,  CHARLES  FRED,  ROSEBURG,  OREGON 

HUESTEFELD,  ALBERT  E.,  KEYPORT,  NEH  JERSEY 

HULFEKOTTE,  PETER  EDHARD,  HOHELL,  NEH  JERSEY 

HUNDERLICH,  ROBERT  HESLEY,  HEBSTER  GROVES,  MISSOURI 

HUNNENBERG,  DAVID  ARTHUR,  BURLINGTON,  IOHA 

HUNSCH,  EDHARD  F.,  FEASTERVILLE,  PENNSYLVANIA 

HUNSCH,  ROBERT  ARNOLD,  OSHEGO,  ILLINOIS 

HUORINEN,  KATHLEEN  ANNE,  ST.  PAUL,  MINNESOTA 

HUORIO,  STEVEN,  FRAMINGHAM,  MASSACHUSETTS 

HURPEL,  RICHARD  E,  EHING  THP,  NEH  JERSEY 

HUSINICH,  MARTIN  JOSEPH,  MEDIA,  PENNSYLVANIA 

HYANT,  FREDERICK  MICHAEL,  LA  PLATA,  MARYLAND 

HYATT,  CLYDE  PUSEY,  ELIZABETHTOHN,  KENTUCKY 

HYATT,  DENNIS  MICHAEL,  BELLEVUE,  HASHINGTON 

HYATT,  EDHARD  PARKER,  DELAND,  FLORIDA 

HYATT,  ELZY  CHRIS,  JR,  ROSHELL,  NEH  MEXICO 

HYATT,  FREDERICK  RUSSELL,  CODY,  HYOMING 

HYATT,  LEHIS  E.,  KANSAS  CITY,  MISSOURI 

HYATT,  PAULA  NICHOLSON,  HOPEHELL,  VIRGINIA 

HYATT,  TERRY  VAN,  BASTROP,  LOUISIANA 

HYATT,  HARREN  LANIER,  II,  MARGATE,  FLORIDA 

HYCHE,  CARL  JACKSON,  HAMPTON,  VIRGINIA 

HYCHE,  HARVEY  LARRY,  NEH  YORK,  NEH  YORK 

HYCHE,  ROBERT  BENTSEN,  SHREVEPORT,  LOUISIANA 

HYGANT,  ROBERT  H,  OIL  CITY,  PENNSYLVANIA 

HYKOFF,  EARL  RICHARD,  AKRON,  OHIO 

HYLDE,  DANIEL  HILLIAM,  RIALTO,  CALIFORNIA 

HYLIE,  THOMAS  H. ,  DAYTONA  BEACH,  FLORIDA 

HYLIE,  HILLIAM  KIMBALL,  DETROIT,  MICHIGAN   __.,_,—  . 

HYLLIE,  HILLIAM  J.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

HYNKOOP,  KENNETH  I,  GRAND  JUNCTION,  COLORADO 

HYNN,  CHARLES  BRUCE,  FALLS  CHURCH,  VIRGINIA 

HYNN,  DAVID  CHARLES,  HATTIESBURG,  MISSISSIPPI 

HYNN,  EDMUND  R,  GREENSBORO,  NORTH  CAROLINA 

HYNN,  MALCOLM,  GREENVILLE,  MISSISSIPPI 

HYNN,  MARK  ALAN,  NASHVILLE,  TENNESSEE 

HYNNE,  JAMES  LESTER,  NORTH  KINGSTOHN,  RHODE  ISLAND 

HYRICK,  BOB  E,  THOMASVILLE,  GEORGIA 

HYRKO,  DAVID  JOHN,  NORTHAMPTONSHIRE,  ENGLAND 

HYSS,  RUDOLF,  BERNE,  SHITZERLAND 

HYZYKOHSKI,  ROBERT  C,  NEH  BRUNSHICK,  NEH  JERSEY 

YACCARINO,  ROBERT  P,  MINEOLA,  NEH  YORK 

YACKOSKI,  STANLEY  JOSEPH,  NEH  CASTLE,  DELAHARE 

YADEN,  KENNETH  N,  JR,  ERLANGER,  KENTUCKY 

YAE,  KYAE-HAE,  SEOUL,  KOREA        ,„„„„ 

YAGER,  EDHARD  N. ,  III,  MCMINNVILLE,  TENNESSEE 

YAHAYA  BIN  YEOP,,  KUALA  LUMPUR,  MALAYSIA 

YAHYA,  ZAMRI  BIN,  KUALA  LUMPUR,  MALAYSIA 

YAKEL,  JERREL  C,  GRANTS  PASS,  OREGON 

YAKOPATZ,  JAY  VINCENT,  ANCHORAGE,  ALASKA 

YAKSHIN,  ALEKSANDR  VICTOROVICH,  MOSCOH,  RUSSIA 
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YALE,  JOAN  P  -  ZAKARIA,  MOHAMED  A. 
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YALE,  JOAN  P,  MINEOLA,  NEH  YORK 

YALON,  MICHEAL  JEROME,  SR,  SAN  FRANCISCO,  CALIFORNIA 

YAMAMOTO,  RICHARD  YOSHIKAZU,  WASHINGTON,  DISTRICT  OF  CO 

YAMAN,  YASAR,  ANKARA,  TURKEY 

YAMANE,  SHINGO,  TOKYO,  JAPAN 

YAMATE,  YASUO,  TOKYO,  JAPAN 

YAHOKGUL,  ROONGROAJ,  BANGKOK,  THAILAND 

YANAK,  MITCHELL  JOSEPH,  PHILADELPHIA,  PENNSYLVANIA 

YANCEY,  DANIEL  MARK,  PAHHUSKA,  OKLAHOMA 

YANCEY,  JACKIE  DEAN,  MELBOURNE,  ARKANSAS 

YANCEY,  JOHN  THOMAS,  JR,  MEMPHIS,  TENNESSEE 

YANCEY,  TRAVIS,  YUMA,  ARIZONA 

YANCY,  ALBERT  KEITH,  PADUCAH,  KENTUCKY 

YANDLE,  JOHN  H. ,  CHARLOTTE,  NORTH  CAROLINA 

YANDOH,  ROBERT  GARY,  ESSEX,  VERMONT 

YANEZ-AVILA,  ALEJANDRO  G,  SANTIAGO,  CHILE 

YANG  WEI-TSU,,  TAIPEI,  REPUBLIC  OF  CHINA 

YANG,  BO-SANG,  SEOUL,  KOREA 

YANG,  HSIN-CHUNG,  TAIPEI,  REPUBLIC  OF  CHINA 

YANIERO,  MICHAEL  GEORGE,  BRISTOL,  TENNESSEE 

YANKIE,  PATRICK  JON,  DELAHARE,  OHIO 

YANO,  YOSHIAKI,  TOKYO,  JAPAN 

YARBOROUGH,  RONALD  V.,  SANFORD,  NORTH  CAROLINA 

YARBROUGH,  BETTY  JIM,  BATON  ROUGE,  LOUISIANA 

YARBROUGH,  DENVER  TERRY,  MEMPHIS,  TENNESSEE 

YARBROUGH,  JAMES  OLIN,  NEWNAN,  GEORGIA 

YARBROUGH,  JOHN  D. ,  SAN  DIEGO,  CALIFORNIA 

YARBROUGH,  JOHN  R,  JR,  HUNTSVILLE,  TEXAS 

YARBROUGH,  JOHNNY  L.,  PERRY,  FLORIDA 

YARBROUGH,  PAUL  DURAND,  TALLAHASSEE,  FLORIDA 

YARCIA,  JULIUS  FELICANO,  ANGELES  CITY,  PHILIPPINES 

YARRA,  ANTONIO  CANDIDO,  MANILA,  PHILIPPINES 

YARSLEY,  GEORGE  A.,  JR.,  LONGMEADOH,  MASSACHUSETTS 

YATES,  CRAIG  ALLEN,  KNOXVILLE,  TENNESSEE 

YATES,  GEORGE  ANTHONY,  LAGRANGE,  GEORGIA 

YATES,  JEFFREY  SKILTON,  FARMINGTON,  CONNECTICUT 

YATES,  MICHAEL  FLOYD,  MCDONOUGH,  GEORGIA 

YATES,  THOMAS  R. ,  SR,  DECATUR,  GEORGIA 

YATES,  THOMAS  HILLIAM,  HATERBURY,  VERMONT 

YATES,  TOMMY  B,  GUNNISON,  COLORADO 

YAU,  SHU  CHUN,  HONG  KONG,  HONG  KONG 

YAWN,  MICHAEL  LYNN,  ORLANDO,  FLORIDA 

YAHORSKE,  ALAN  JOSEPH,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

YAZZA,  BILL  RODGER,  SHIPROCK,  ARIZONA 

YAZZIE,  ALFRED  WALTER,  CHINLE,  ARIZONA 

YBARBO,  RAYMOND,  SAN  ANTONIO,  TEXAS 

YBARRA,  RICHARD,  LAS  CRUCES,  NEW  MEXICO 

YBARRONDO,  PAUL  WALTER,  SAN  DIEGO,  CALIFORNIA 

YEAGER,  NANCY  YELONDA,  ELLICOTT  CITY,  MARYLAND 

YEAGER,  WILBUR  L,  MELBOURNE,  FLORIDA 

YEAGLEY,  WILLIAM  EARNEST,  J,  MT.  PLEASANT,  MICHIGAN 

YEAKEL,  RICHARD  E,  LANGLEY  AFB,  VIRGINIA 

YEAKLEY,  MARK  RANDALL,  IRVING,  TEXAS 

YEAMAN,  THOMAS  ELWOOD,  DANVILLE,  VIRGINIA 

YEARWOOD,  ARTHUR  B,  NASSAU,  BAHAMAS 

YEATS,  EUGENE  L.,  GADSDEN,  ALABAMA 

YEE,  DWIGHT  G,  NEW  YORK,  NEW  YORK 

YEHYA,  ANWAR  CHAFIC,  BEIRUT,  LEBANON 

YELDELL,  BERRY  0.,  BATON  ROUGE,  LOUISIANA 

YELLOW  ROBE,  LUTHER  PHILIP,  RAPID  CITY,  SOUTH  DAKOTA 

YELVINGTON,  JESSE  FERN,  JR,  LONGWOOD,  FLORIDA 

YEO,  PENG  SOON,  SINGAPORE,  SINGAPORE 

YEO,  YUN-YONG,  SEOUL,  KOREA 

YERDON,  HERBERT  GENE,  OSWEGO,  NEW  YORK 

YERMACHENKO,  YURIY  ALEXEEVICH,  MOSCOW,  RUSSIA 

YERRICK,  DONALD  P,  BUCHANAN,  MICHIGAN 

YERXA,  DENNIS  JOHN,  MINNEAPOLIS,  MINNESOTA 

YESKE,  JACK  D. ,  SAN  MARINO,  CALIFORNIA 

YETMAN,  GEORGE  R,  TOMS  RIVER,  NEW  JERSEY 

YETTER,  GORDON  CHARLES,  JR,  CINCINNATI,  OHIO 

YI  SUNG-HO,,  SEOUL,  KOREA 

YINGLING,  ROBERT  LEROY,  MONTEREY,  CALIFORNIA 

YIP,  KWOK-KEUNG,  HONG  KONG,  HONG  KONG 

YIP,  MICHAEL  SUEN,  HONG  KONG,  HONG  KONG 

YOCKEL,  RAYMOND  C. ,  ROCHESTER,  NEW  YORK 

YOCKEY,  DONALD  ERVIN,  WEST  ALLIS,  WISCONSIN 

YOCUM,  JAMES  R,  AKRON,  OHIO 

YOES,  PATRICK  JAMES,  SR,  HAHNVILLE,  LOUISIANA 

YOHMAN,  DAVID  TERRY,  PIKESVILLE,  MARYLAND 

YOHN,  RANDALL  D,  ELKHART,  INDIANA 

YOKE  WENG,  NG,  KUALA  LUMPUR,  MALAYSIA 

YOKOTA,  NAOYUKI,  TOKYO,  JAPAN 

YOKOYAMA,  HARUMASA,  TOKYO,  JAPAN 

YONEYAMA,  HENRY,  SALINAS,  CALIFORNIA 

YONIKAS,  CHARLES  A,  SPRINGFIELD,  ILLINOIS 

YONKMAN,  EDWARD  D. ,  FORT  LAUDERDALE,  FLORIDA 

YOON,  UNG-SUP,  SEOUL,  KOREA 

YORK,  ANTHONY  CLARK,  ASHEBORO,  NORTH  CAROLINA 

YORK,  EVERETT  W. ,  BIG  SPRING,  TEXAS 

YORK,  JAMES  A.,  NASHVILLE,  TENNESSEE 

YORK,  JAMES  ANDREW,  NAPA,  CALIFORNIA 

YORK,  MARGARET  ANN,  LOS  ANGELES,  CALIFORNIA 

YORK,  MELVIN  T,  MEMPHIS,  TENNESSEE 

YORK,  ROBERT  L,  JR,  JEFFERSON  CITY,  MISSOURI 

YORK,  RUSSELL  PAUL,  FORT  WAYNE,  INDIANA 

YORK,  STANLEY  DEOTTIS,  STATESBORO,  GEORGIA 

YOST,  JACK  LAMBERT,  VIRGINIA,  MINNESOTA 

YOST,  ROLAND  F,  PAPILLION,  NEBRASKA 

YOUILL,  ROBERT  LOUIS,  HONG  KONG,  HONG  KONG 

YOUNCE,  DAVID  LYNN,  PLAINFIELD,  INDIANA 
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YOUNG,  ANN  ELIZABETH,  LOS  ANGELES,  CALIFORNIA 

YOUNG,  BRUCE  WALTER,  HUNTINGTON  BEACH,  CALIFORNIA 

YOUNG,  CARL  E.,  HUNTSVILLE,  ALABAMA 

YOUNG,  CARL  EUGENE,  COLUMBIA,  SOUTH  CAROLINA 

YOUNG,  CHARLES  ARTHUR,  HENDERSON,  KENTUCKY 

YOUNG,  CHARLES  F.,  FRANKFORT,  KENTUCKY 

YOUNG,  DENNIS  FREDERICK,  PHOENIX,  ARIZONA 

YOUNG,  DIANNE,  HOUSTON,  TEXAS 

YOUNG,  DONALD  R.,  MARYVILLE,  TENNESSEE 

YOUNG,  DONALD  RAY,  BOWLING  GREEN,  KENTUCKY 

YOUNG,  DONALD  W. ,  DIXON,  CALIFORNIA 

YOUNG,  DRISCOLL  RALPH,  III,  TEXAS  CITY,  TEXAS 

YOUNG,  EVERETT  JOHN,  JR,  NORTH  BEND,  OREGON 

YOUNG,  FRANK  WARREN,  MEMPHIS,  TENNESSEE 

YOUNG,  FRANKLIN  C,  BELOIT,  WISCONSIN 

YOUNG,  GENE  A,  WEBSTER  GROVES,  MISSOURI 

YOUNG,  GEORGE  R,  PT.  PLEASANT,  WEST  VIRGINIA 

YOUNG,  GERALD  VINCENT,  SARALAND,  ALABAMA 

YOUNG,  GREGORY  JOSEPH,  SAN  ANTONIO,  TEXAS 

YOUNG,  JOEL  WENDELL,  MC  ALLEN,  TEXAS 

YOUNG,  JOHN  DAVID,  OLYMPIA,  WASHINGTON 

YOUNG,  JOHN  FRANCIS,  WILDWOOD  CREST,  NEW  JERSEY 

YOUNG,  JOHN  HENRY,  JR,  OMAHA,  NEBRASKA 

YOUNG,  JOHN  M.,  EASTON,  PENNSYLVANIA 

YOUNG,  JOHN  WILLIAM,  GILBERT,  ARIZONA 

YOUNG,  JOSEPH  EDWARD,  SR,  WINTHROP,  MAINE 

YOUNG,  KERMIT  STEVEN,  MARION,  OHIO 

YOUNG,  KIRWAN  HENRY,  ST.  LOUIS,  MISSOURI 

YOUNG,  L.  W.,  CEDAR  FALLS,  IOWA 

YOUNG,  LEONARD  W. ,  AUSTIN,  TEXAS 

YOUNG,  MICHAEL  WAYNE,  FAIRFAX,  VIRGINIA 

YOUNG,  NATHAN  WAYNE,  BAR  HARBOR,  MAINE 

YOUNG,  NORMAN  D. ,  PINE  BLUFF,  ARKANSAS 

YOUNG,  PATRICK  BRIAN,  FORT  SMITH,  ARKANSAS 

YOUNG,  RALPH  J.,  PITTSBURGH,  PENNSYLVANIA 

YOUNG,  RAYMOND  L.,  LITTLE  ROCK,  ARKANSAS 

YOUNG,  REGGIE  LADON,  TIFTON,  GEORGIA 

YOUNG,  RICHARD  ALAN,  EXCELSIOR,  MINNESOTA 

YOUNG,  ROBERT  C,  CLAYTON,  MISSOURI 

YOUNG,  ROBERT  C,  KENOSHA,  WISCONSIN 

YOUNG,  ROBERT  DAVID,  LANSING,  MICHIGAN 

YOUNG,  RUBIN  MILTON,  SAVANNAH,  GEORGIA 

YOUNG,  STANLEY  HARRY,  JR,  GOUVERNEUR,  NEW  YORK 

YOUNG,  THEODORE  PRESTON,  JR,  OLD  BRIDGE,  NEW  JERSEY 

YOUNG,  THOMAS  RAY,  ELLENSBURG,  HASHINGTON 

YOUNG,  TOMMY  ALLEN,  FORT  SMITH,  ARKANSAS 

YOUNG,  VAL  L,  GALION,  OHIO 

YOUNG,  WALTER  GARNETT,  STAMFORD,  CONNECTICUT 

YOUNG,  HILLIAM  A,  KETTERING,  OHIO 

YOUNG,  WILLIAM  ALLEN,  JR,  TYLER,  TEXAS 

YOUNGBAR,  LESLIE  GENE,  LAKE  OSWEGO,  OREGON 

YOUNGBLOOD,  DONNY  HAROLD,  BAKERSFIELD,  CALIFORNIA 

YOUNGBLOOD,  GLENN  S,  CHARLESTON,  SOUTH  CAROLINA 

YOUNGER,  COLLIN  LESTER,  WASHINGTON,  DISTRICT  OF  COLUMBI 

YOUNGER,  GARRY  ALLEN,  JOHNSON  CITY,  TENNESSEE 

YOUNGER,  GARY  L,  CASTLE  ROCK,  COLORADO 

YOUNGER,  JAMES  D,  WINTER  PARK,  FLORIDA 

YOUNGER,  JAMES  ROBERT,  DETROIT,  MICHIGAN 

YOUNGER,  LEWIS  TRUMAN,  JR,  JACKSON,  MISSISSIPPI 

YOUNGMAN,  FRANK  D. ,  ORANGEBURG,  NEW  YORK 

YOUNGQUIST,  MARC  JOSEPH,  CHESHIRE,  CONNECTICUT 

YOUNGS,  ALAN  CHARLES,  LAKEWOOD,  COLORADO 

YOUNGS,  LARRY  DEAN,  DES  MOINES,  IOWA 

YOUNKINS,  RICHARD  CLARK,  HOOD  RIVER,  OREGON 

YOUNT,  AUGUST  MAPLE,  JR,  PITTSFIELD,  ILLINOIS 

YOUSSEF,  MOHAMED  ABDEL  HAMID,  CAIRO,  EGYPT 

YOVANOVICH,  NADEAN,  LANSING,  MICHIGAN 

YU,  HWAN  JIN,  SEOUL,  KOREA 

YUMUL,  ROMERO  F.,  SEATTLE,  WASHINGTON 

YUNES  MEDINA,  JOSE  ALTAGRACIA,  SANTO  DOMINGO,  DOMINICAN 

YUNGFER,  TIMOTHY  JOSEPH,  LAPEER,  MICHIGAN 

YUSOF,  OSMAN  BIN  MOHAMMAD,  KUALA  LUMPUR,  MALAYSIA 

ZAAL,  LEENDERT  CORNELIS,  AMSTERDAM,  NETHERLANDS 

ZABLOCKI,  ZIGGY  S,  JR,  FORT  LAUDERDALE,  FLORIDA 

ZACAMY,  LEONARD  JOSEPH,  BARRINGTON,  NEW  JERSEY 

ZACCANELLI,  ERNEST  J.,  UPPER  MARLBORO,  MARYLAND 

ZACCARIA,  FRANCESCO,  ROME,  ITALY 

ZACCARO,  GILBERT  ANTHONY,  NORTH  BEND,  OREGON 

ZACCARO,  JOHN  THOMAS,  OAKWOOD  VILLAGE,  OHIO 

ZACCHIO,  DOMENIC  A,  AVON,  CONNECTICUT 

ZACHARIAS,  DAVID  LAWRENCE,  III,  RICHARDSON,  TEXAS 

ZACHARY,  CLAUDE  G. ,  CLEBURNE,  TEXAS 

ZACHARY,  JAMES  BARCLAY,  DETROIT,  MICHIGAN 

ZACHARY,  JAMES  0.,  MEMPHIS,  TENNESSEE 

ZACHARY,  N  E,  WYNNE,  ARKANSAS 

ZACHARY,  W.  V.,  DUNCAN,  OKLAHOMA 

ZACHRY,  WILLIAM  F,  SELMA,  ALABAMA 

ZACKULAR,  WILLIAM  HENRY,  WELLS,  MAINE 

ZADOROZNY,  PATRICIA  JEAN,  DETROIT,  MICHIGAN 

ZADROGA,  JOSEPH,  NORTH  ARLINGTON,  NEW  JERSEY 

ZAFRULLAH,  HARAB,  JAKARTA,  INDONESIA 

ZAGER,  LAREN  JOHN,  ANCHORAGE,  ALASKA 

ZAGORSKI,  MICHAEL  J,  LAS  VEGAS,  NEVADA 

ZAGURY,  MICHAEL  EDWARD,  NEPTUNE,  NEW  JERSEY 

ZAHARKO,  ROBERT  L.,  MISSOULA,  MONTANA 

ZAHNER,  FRANCIS  J.,  TOWSON,  MARYLAND 

ZAJAC,  NORBERT  W,  DOWNERS  GROVE,  ILLINOIS 

ZAJAC,  THEODORE  R,  JR,  BENSALEM,  PENNSYLVANIA 

ZAJESKI,  DANIEL  MYRON,  JR,  SOUTH  HOLLAND,  ILLINOIS 

ZAKARIA,  MOHAMED  A.,  CAIRO,  EGYPT 
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ZAKHARY,  YOUSRY  AHIN  -  ZYHOCINSKI,  CARL  E. 
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ZAKHARY,  YOUSRY  AHIN,  HOODHAY ,  TEXAS 
ZAKINSKI.  STANLEY  B,  RAPID  CITY,  SOUTH  DAKOTA 
ZALESKI,  MARY  FRANCES,  NEH  YORK,  NEW  YORK 
ZALINSKY,  MATTHEH  THEODORE,  ELIZABETH,  NEH  JERSEY 
ZALOT.  JOSEPH  A.,  JR..  LEVITTOHN,  PENNSYLVANIA 
ZAHBARANO,  LOUIS  T.,  JOHNSTON,  RHODE  ISLAND 
ZAMBETTI,  RONALD  RUSSELL,  CLEVELAND,  OHIO 
ZAMBONI,  TONY  EDHARD.  SPARKS,  NEVADA 
ZAHORA  MORENO,  JUAN,  MADRID,  SPAIN 
ZAMORA,  ANDRES,  MC  ALLEN,  TEXAS 
ZAHORA,  MANUEL  FLORES,  HOUSTON,  TEXAS 
ZAHORY,  YOSEF,  JERUSALEM,  ISRAEL 
ZANCOLA,  EMIL  J,  NEH  YORK,  NEH  YORK 
ZANE,  MARK  ANTHONY,  TONOPAH,  NEVADA 
ZANFES,  JEFFREY  ARTHUR,  SIOUX  FALLS,  SOUTH  DAKOTA 
ZANOTTI,  JEFFREY  ALLAN,  WASHINGTON,  DISTRICT  OF  COLUMBI 
ZAPATA-RIVERA,  JOSE  RAMON,  SAN  JUAN,  PUERTO  RICO 
ZAPENAS,  ALPHONSE  ANDREH,  NASHUA,  NEH  HAMPSHIRE 
ZAPPILE   RICHARD  ALFRED,  PHILADELPHIA,  PENNSYLVANIA 
ZAOZOUQ,  FAHAZ  BIN  H  S,  JEDDAH,  SAUDI  ARABIA 
ZAREK,  EDHARD  THOMAS,  NEH  YORK,  NEH  YORK   eM,mM. 
ZARGER,  ROBERT  F.,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
ZARLE,  ROBERT  D. ,  AKRON,  OHIO 
ZARRA,  JOSEPH  J,  DETROIT,  MICHIGAN 
ZARRELLI,  VINCENT  MICHAEL,  NELLIS  AFB,  NEVADA 
ZARUBI,  DAVID  LYNN,  SPARKS,  NEVADA  „/.#MjrTu 
ZASTROH,  RAYMOND  E.,  RHINELANDER,  HISCONSIN 
ZAVADIL,  JONATHAN  JAMES,  COLUMBUS,  NEBRASKA 
ZAVALA,  ROBERTO,  CHICAGO,  ILLINOIS 
ZAVARAS,  ARISTEDES  H,  DENVER,  COLORADO 
ZAHELENSKY,  ANDREH  C. ,  UNIONTOHN,  PENNSYLVANIA 
ZAHODNY,  JAMES  LOUIS,  TOLEDO,  OHIO 
ZAHROTNY.  HALTER  L.,  HENDERSON,  NEVADA 
ZAYC   HANS  WOLFGANG,  MECKENHEIM,  FEDERAL  REPUBLIC  OF  GE 
ZBINDEN,  RICHARD  BARRY,  POMONA,  CALIFORNIA 
ZEAGLER,  DONALD  S,  CHESAPEAKE,  VIRGINIA 
ZEE  SHENG-SHEE,,  TAIPEI,  REPUBLIC  OF  CHINA 
ZEH,  PETER  JOHN,  FORT  MEADE,  MARYLAND 
ZEHNDER,  BARRY  S.  ,  NEWARK,  DELAHARE 
ZEIGLER,  DOUGLAS,  NEH  YORK,  NEH  YORK 
ZEIHEN,  ROGER  C,  KENOSHA,  HISCONSIN 
ZEIN,  MARHAN  A.H.,  BEIRUT,  LEBANON 
ZEINS,  HALLACE  ROBERT,  NEH  YORK,  NEW  YORK 
ZELASKA,  JOHN  W,  FAIRFAX,  VIRGINIA 
ZELIFF,  DAVID  JAMES,  FORT  LEWIS,  WASHINGTON 
ZELINSKY,  JAMES  D,  ROSEVILLE,  MINNESOTA 
ZELLIE,  JACOB  PAUL,  GREENSBURG,  PENNSYLVANIA 
ZEMITES,  JOHN  V.,  OLATHE,  KANSAS 
ZENGA,  ARMOND  J.,  NEW  BRITAIN,  CONNECTICUT 
ZENTZIS,  LANCE  JOHN,  MINNEAPOLIS,  MINNESOTA 
ZEPP,  MURRAY  J,  PIKESVILLE,  MARYLAND 
ZERANGUE,  GERVIS,  LAFAYETTE,  LOUISIANA 
ZETINA,  CARMEN,  DANGRIGA,  BELIZE  n|„|Mt 

ZETT,  ROBERT  RICHARD,  SR,  EVERGREEN  PARK,  ILLINOIS 
ZHURAVLEV,  VADIM  ALEXANDROVICH,  ST  PETERSBURG,  RUSSIA 
ZIDEK,  ROBERT  M,  BLADENSBURG,  MARYLAND 
»  ZIEBELL,  IRVIN  J.,  WAUPACA,  WISCONSIN 
tt    ZIEGERT,  ROBERT  ANTHONY,  WISCONSIN  RAPIDS,  WISCONSIN 
tt    ZIEGLER  CLIFFORD  HENRY,  PITTSBURGH,  PENNSYLVANIA 

ZIEGLER  KENNETH  CHARLES,  HASHINGTON,  DISTRICT  OF  COLUM 
ZIEGLER,  STEPHEN  JAMES,  TAHOE  CITY,  CALIFORNIA 
ZIELINSKI,  THOMAS  M,  CALUMET  PARK,  ILLINOIS 
ZIEMBA,  FRANK  MICHAEL,  JR,  HASHINGTON,  DISTRICT  OF  COLU 
ZIEMER,  DAVID  JAMES,  STERLING,  COLORADO 
ZIEMIAN,  JOSEPH  JOHN,  JR,  EULESS,  TEXAS 
ZIGA,  GEORGE  DON,  ALLIANCE,  OHIO 
ZIMMER,  GEORGE  JAMES,  JR,  HAMILTON,  NEH  JERSEY 
ZIMMER,  MILTON  JOSEPH,  ROCK  HILL,  MISSOURI 
ZIMMERMAN,  CARL  DAVID,  AUSTIN,  TEXAS        u„.UTrAU 
ZIHMERMAN,  DONALD  EDHARD,  BLOOMFIELD  HILLS,  MICHIGAN 
ZIMMERMAN,  JAN  MICHELE,  KANSAS  CITY,  MISSOURI 
It   ZIMMERMAN,  LARRY  EUGENE,  MONETT,  MONTANA 

ZIMMERMAN,  ROBERT  PETER,  ORANGEBURG,  NEW  YORK 
ZIMMERMAN,  THOMAS  EUGENE,  SOCORRO,  NEW  MEXICO 
ZIMMERMAN,  WILLIAM  H.,  HARRISBURG,  PENNSYLVANIA 
ZIMMERMANN,  HANS-MARtIn,  MUNSTER,  FEDERAL  REPUBLIC  OF  G 
ZIMMON,  GARRETT  HAYNE,  LOS  ANGELES,  CALIFORNIA 
tt    ZINCK,  RAYMOND  GEORGE,  DARTMOUTH,  CANADA 
tt   ZINDAR,  JOHN  H.  ,  SHEBOYGAN,  HISCONSIN 
ZINDROSKI,  JAMES  EDHARD,  CLEVELAND,  OHIO 
ZINK,  ARNOLD  J,  SACRAMENTO,  CALIFORNIA 
ZINN,  JOHN  STANLEY,  BRENTHOOD,  MISSOURI 
ZINNA,  SAH  MICHAEL,  HAHNVILLE,  LOUISIANA 
ZINSBERGER,  JOSEF,  VIENNA,  AUSTRIA 
ZINSMEISTER,  WILLIAM  F.,  SAN  ANTONIO,  TEXAS 
ZINZER,  WILLIAM  M. ,  DES  MOINES,  IOWA 
ZIOL,  RONALD  JOSEPH,  MUNSTER,  INDIANA 
It    ZIOLA,  STANLEY  ALLAN,  VANCOUVER,  CANADA  ,mmm„i 
ZIRELLI,  JODY  BRACKEN,  REDWOOD  CITY,  CALIFORNIA 
tt    ZITZER,  THOMAS  FREDERICK,  EVERETT,  HASHINGTON 
ZITZKE,  RICHARD  RAY,  WHITEHALL,  OHIO 
ZIVKOVICH,  DANIEL  ROBERT,  CHEYENNE,  WYOMING 
ZIZZA,  JAMES  MICHAEL,  CLARK,  NEH  JERSEY 
tt    ZLOTOPOLSKI,  ALFRED  T,  SR,  JENNINGS,  MISSOURI 
tt   ZOBOROSKI,  MARK  A.,  SEGUIN,  TEXAS 

ZOBOROSKI,  ROBERT  L.,  SEGUIN,  TEXAS 
It    ZOD,  SAMI  J.,  BEIRUT,  LEBANON 

ZOELLER,  NICHOLAS  EDHARD,  LITTLE  ROCK,  ARKANSAS 
ZOLKO,  RICHARD  A,  LAFAYETTE  HILL,  PENNSYLVANIA 
ZOLL,  THOMAS  ALLEN,  SAN  DIEGO,  CALIFORNIA 


FLORIDA 


149   ZOMER,  DAVID  ALAN,  JACKSON,  MICHIGAN 
178   ZON,  MARTIN  PETER,  CONYERS,  GEORGIA 

117  tt   ZOOK,  GEORGE  F.,  PIKESVILLE,  MARYLAND 

169  ZOOK,  LOUIS  GORDON,  SYLACAUGA,  ALABAMA 
127  tt   ZOOVAS,  MICHAEL  ANTHONY,  MIAMI  SHORES, 
123   ZORSCH,  GEORGE  MICHAEL,  WILLOW  SPRINGS,  MISSOURI 
111   ZOTOS,  MICHAEL  C,  ABERDEEN,  MARYLAND 
115  tt   ZUBER,  JOSEPH  P.,  HARRISBURG,  PENNSYLVANIA 

170  ZUCH,  KLAUS  JUERGEN,  BERLIN,  FEDERAL  REPUBLIC  OF  GERMAN 

115  #  ZUEHLSDORFF,  KENNETH  L.,  BLOOMINGTON,  MINNESOTA 

188  ZULAUF,  BRUCE  ALAN,  WRAY,  COLORADO 

143  tt   ZULEGER,  EDMUND  WILLIAM,  PHOENIX,  ARIZONA 
170   ZUMBRUN,  ALVIN  JOHN,  JR,  ELLICOTT  CITY,  MARYLAND 
121   ZUMMO,  LOUIS  MICHAEL,  NEW  ROCHELLE,  NEW  YORK 
178   ZUNIE,  CLYBERT,  SR,  ZUNI,  NEW  MEXICO 

189  ZUNIGA,  BARRY  RAY,  SAN  DIEGO,  CALIFORNIA 

173   ZUNIGA,  GILBERT  ERNEST,  SANTA  BARBARA,  CALIFORNIA 

118  ZUNK,  MICHAEL  HENRY,  INDIANAPOLIS,  INDIANA 

156   ZURBEY,  MICHAEL  DAVID,  COTTAGE  GROVE,  MINNESOTA 

116  ZURCHER,  CLARENCE  L,  GRAND  ISLAND,  NEBRASKA 
97   ZURCHER,  JAMES  C,  PALO  ALTO,  CALIFORNIA 

186   ZURN,  CATHERINE  ELLEN,  SANTA  ANA,  CALIFORNIA 
138   ZWELLING,  THOMAS  CHARLES,  NIAGARA  FALLS,  NEH  YORK 
176   ZWETTLER,  ERICH,  VIENNA,  AUSTRIA 
154   ZHICKEY,  JARED  LOREN,  CONCORD,  CALIFORNIA 
111   ZWIRNER,  ADOLF  A.,  FORT  MC  CLELLAN,  ALABAMA 
111   ZYMANEK,  CAESAR  FRANCIS,  AMHERST,  NEW  YORK 
140   ZYWCZYK,  ZBIGNIEW  RICHARD,  WESTMONT,  ILLINOIS 
73  tt   ZYWOCINSKI,  CARL  E.,  MIDDLETOWN,  CONNECTICUT 
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GRADUATES  OF  THE 
FBI  NATIONAL  ACADEMY 

GEOGRAPHICAL  LIST 
*  INDICATES  THAT  GRADUATE  IS  NO  LONGER  CONNECTED  HITH  ANY  LAN  ENFORCEMENT  AGENCY.  tt    INDICATES  THAT  GRADUATES  IS 
RETIRED  FROM  ACTIVE  SERVICE.  AGENCY  LISTED  IS  LATEST  AGENCY  HITH  HHICH  CONNECTED  AND  IS  NOT  NECESSARILY  THE  AGENCY 
HITH  HHICH  THE  GRADUATES  HAS  EMPLOYED  AT  THE  TIME  THE  OFFICES  ATTENDED  THE  NATIONAL  ACEDEMY. 
THE  NUMBER  PRECEDING  THE  NAME  OF  THE  GRADUATES  INDICATES  THE  SESSION  ATTENDED. 

ALABAMA  -  ALABAMA 


ALABAMA 
ABBEVILLE 

179   MATHIS,  STEPHEN  EDWARD,  COP, 
ALEXANDER  CITY 

155  BAKER,  TIMOTHY  DEREK,  CPT,  PD 
170   CLAYBROOK,  JAMES  OSCAR,  CPT,  PD 

88  tt   DENNIS,  BYRON  R. ,  CPT,  PD 

45  *  FUNDERBURK,  EMMETT  EUTHER,  COP 
128   GREGG,  BARON  KENNETH,  COP 

94   JONES,  DEHEY  L.,  CAPTAIN,  PD 
175   KENNEDY,  WILLIE  LOUIS,  CPT,  PD 
199   MILLER,  ROBERT  HADE,  CPT,  PD 

90  ROYALL,  LYNN  E.,  DIR,  DPS 
188   SMITH,  BARRY  ALLEN,  CPT,  PD 
145   HORTHY,  ANTHONY  KEITH,  LT,  PD 

ALEXANDRIA 

124   TAYLOR,  EARL  DOUGLAS,  SPECIAL  AGENT,  DOJ 
ANDALUSIA 

132  *  EASLEY,  HOHARD  AULTON,  JR,  ASST  CHF,  PD 

167   PATTERSON,  RUSTY  DEMON,  CPT,  PD 

149   HILLIAMSON,  JERRY  DEAN,  COP 
ANNISTON 

5  *  BLACKMON,  A.  L.,  DET,  PD 

170   BRACKETT,  CHARLES  EDHARD,  LT,  PD 
94   CHANDLER,  CHARLES  H. ,  COP 

178   CLEMENTS,  ROBERT  CHARLES,  CPT,  USMC 

151   DRYDEN,  JOHN  ALLEN,  CPT,  PD 

156  FINCHER,  MICHAEL  ROSS,  CPT,  PD 
98  tt   FLOR,  RICHARD  M,  CPT,  PD 

91  HINDS,  FORNIE  H,  JR,  CRIM  INFO  ADV,  AL  CRIM  INFO  PD 
56  tt   HOLDEN,  JOSEPH  GERALD,  CPT,  PD, 

39  tt   LANDERS,  JOE  T,  SA,  FBI,  LIEUTENANT,  PD, 

192  MCGRADY,  ROBERT  LAYTON,  LT,  PD 

187   NOTHDURFT,  CHARLES  THEODORE,  LT,  PD 
137   PARKER,  BOBBY  HAYNE,  CPT,  PD 
163   HRIGHT,  THOMAS  HOOD,  LT,  PD 
ATHENS 

115  BRAZELL,  JAMES  E.,  CPT,  TN  VALLEY  AUTH 

180  HARPER,  REED  HAYNE,  COP 

193  MOORE,  STEVEN  HARLEY,  SGT,  PD 
AUBURN 

174   CEROVSKY,  RANDAL  MARK,  LT,  AUBURN  UNIV  PD 
199   DEGRAFFENRIED,  FRANCIS  MARION,  CPT,  PD 
139   DOHNING,  EDHIN  DALE,  COP 

82  #  HARDING,  MARION  B,  COP 
106  *  HAY,  RONNIE  D. ,  LT,  AUBURN  UNIV  SEC  DEPT 
118  *  MURPHY,  CLARENCE  SIDNEY,  CPT,  PD 
144   NEVIN,  CHARLES  HILLIAM,  CHF,  AUBURN  UNIV  PD 
160   OHENS,  MELVIN,  MAJ,  AUBURN  UNIV  PD 

96  *  ROGERS,  DONALD  R,  CPT,  AUBURN  UNIV  CAMPUS  POL 
197   STOFER,  THOMAS  LELAND,  LT,  AUBURN  UNIV  PD 

98   HALTON,  JACK  L,  JR,  CHF,  AUBURN  UNIV  PD 
MY  MINETTE 
122  *  GEE,  LUTHER  GALE,  COP 

95   HALL,  ALLEN  H,  INVSTGR,  BALDHIN  CO  DA  OFC 

181  MONLEY,  LANCE  ROTH,  SGT,  BALDHIN  CO  SO 
114  *  RIZZO,  JOSEPH  F,  SGT,  BALDHIN  CO  SD 

3ESSEHER 
122   ADAMS,  OLIVER  RAY,  COP 

63   BARRON,  GEORGE  HINSTON,  COP 
171   BROWN,  RONALD  HALTER,  SR,  LT,  PD 
166   EASTERLING,  JOE  FRANK,  SGT,  PD 

116  HINTON,  BRAD  R.,  DET  SGT,  JEFFERSON  CO  SD 
43  It   MAXHELL,  RAYMOND  J,  (SA,  FBI)  SGT,  PD 

180   MILLER,  RANSOME  EVAN,  SGT,  PD 

193   ONEAL,  STEVEN  FRANK,  SGT,  PD 
74   ORANGE,  DAVID  W,  COMMISSIONER,  JEFFERSON  CO 
56  *  SULLIVAN,  ROLAND  D. ,  PATROLMAN,  PD 
IIRMINGHAM 

125   ALEXANDER,  FRANK  ANTHONY,  CPT,  USMC 
31  *  ALEXANDER,  LACEY,  SPEC  INVSTGR,  ABC  BD 
39   ARNETT,  J.  T.,  (SA,  FBI),  LT,  AL  HPTL 
66  H   BAILEY,  ARLIE  MELVIN,  SHF  OF  JEFFERSON  CO 
61  tt   BAKER,  EARL  CLEVELAND,  SR.,  DET,  VA  HOSPITAL 

121   BELL,  RONALD  DEE,  SGT,  AL  DPS 

177   BERRY,  ALMA  PATRICIA,  PAROLE  OFCR,  AL  BOARD  PARDONS 

134   BERRY,  ROBERT  LEE,  LT,  PD 

118   BLASS,  DENNIS  ROHLAND,  COP 

90  BUTLER,  JAMES  0.,  JR.,  DET  SGT,  JEFFERSON  CO  SD 
56  tt   CASHATT,  JAMES  H,  PTLM,  PD 

182  CLIFTON,  FRANKLIN  WALLACE,  LT,  JEFFERSON  CO  SO 
132   COPPAGE,  WILLIAM  M,  LT,  PD 

112   COX,  JIMMY  R,  LT,  AL  DPS 

91  DANNER,  BOBBY  J,  SEC  OFCR,  ST  VINCENT'S  HOSPITA 

118  DENNY,  MICHAEL  ALLEN,  CPT,  PD 
85   DEUTCSH,  ARTHUR  V,  COP 

110   EAST,  EDHARD  E.,  LT,  PD 
168   EATON,  JUANITA  KAY,  LT,  PD 
121   GOODWIN,  ELMER  HERBERT,  LT,  PD 

119  GOOLSBY,  HALTER  ATKINS,  JR,  CPT,  AL  DPS 
140   HALE,  FRANK  MICHAEL,  LT,  JEFFERSON  CO  SD 

82   HARPER,  ROBERT  R.,  SR.,  LT,  PD 
103   HAYNES,  DONALD  F.,  LT,  JEFFERSON  CO  SD 


100   HIGGINS,  DAVID  L,  SR,  SERGEANT,  PD 
107   HOFFMAN,  PETER  D,  MAJ,  USA 

112  HORTON,  CHARLES  D. ,  SGT,  JEFFERSON  CO,  SD 
99   HOHZE,  GEORGE  C,  INSPR,  PD 

186   JOHNSON,  CARL  LEE,  CPT,  JEFFERSON  CO  SO 
115   JOHNSON,  JOHNNIE,  JR.,  COP 

83   JORDAN,  E.  DANIEL,  CPT,  JEFFERSON  CO  SD 
105   KING,  HILLIAM  D,  DIR  OF  SEC,  ST  VINCENT  HOSPITA 

94   LAHLEY,  EDGAR  M. ,  CPT,  JEFFERSON  CO  SD 
147   LEE,  MICHAEL  GENE,  LT,  JEFFERSON  CO  SD 
146   LEE,  MICHAEL  STEVEN,  SGT,  PD 
157   MCCRELESS,  JAMES  CHARLES,  CPT,  JEFFERSON  CO  SD 

53   MILWEE,  CURTIS  DAUGHERTY,  LIEUTENANT,  PD 
173   MITCHELL,  CLARENCE,  CPT,  PD 

58  tt   MOORE,  JAMIE,  INVSTGR,  AL  ATTY  GEN  OFC 
125   MOORE,  MICHAEL  LINN,  LT,  JEFFERSON  CO  SD 
6  It   MULLINS,  CHESTER  L.,  CAPTAIN,  PD 

79  tt   MYERS,  BILL  R,  COP 
189   NUNN,  ANNETTA  HATTS,  CPT,  PD 

107  PATTERSON,  EARL  F.,  LT,  JEFFERSON  CO  SD 

191  PERSALL,  MARK  STEPHEN,  CPT,  JEFFERSON  CO  SD 

108  PHILLIPS,  LARRY  R,  LT,  AL  DPS 
57   PITTS,  CONNIE  H,  CMDR,  PD 

173   REGULUS,  ROBERT  LEE,  JR,  SGT,  JEFFERSON  CO  SO 
139   ROBERSON,  JAMES  MASON,  CPT,  JEFFERSON  CO  SO 
92   ROBINS,  ELBERT  E,  ASST  SHF,  JEFFERSON  CO  SD 
137   SMITH,  GEORGE  RAY,  LT,  AL  DPS 

117  tt   STEPHENS,  BILLY  ROY,  LT,  PD 

118  STOUGH,  HOYT  DALE,  LT,  UNIV  OF  AL,  LE  ACADEMY 

113  STREET,  STEPHEN  W. ,  SGT,  PD 

128  STRUNK,  DANIEL  MERLE,  DEP,  UNIV  OF  AL  IN  BIRMINGHAM 
76   TATE,  LOYCE  A.,  CAPTAIN,  PD 

197   TUBBS,  HILLIAM  RAY,  LT,  PD 

124   UNDERHOOD,  JAMES  ERVIN,  INSPR,  USMS 

64   HAGNON,  GEORGE  M.,  JR.,  INSPR,  UNIV  OF  AL  PD 
163   HARE,  MICHAEL  EDHARD,  SGT,  PD 
161   HHATLEY,  HILLIAM  CLEVELAND,  SGT,  JEFFERSON  CO  SD 

78   WILLIAMS,  J.  C.  ,  CAPTAIN,  JEFFERSON  COUNTY  SO 
130   WILLIAMS,  JIMMY  ARVES,  LT,  PD 
122   WOODHARD,  JIMMY  HOHARD,  LT,  JEFFERSON  CO  SD 

114  HOOTEN,  BILLY  R.,  TPR,  AL  DPS 
BIRMNGHAM 

197   GOODNER,  ROBERT  ATKINS,  JR,  LT,  AL  DPS 
BREWTON 

192  MURPHY,  MICHAEL  SCOTT,  MAJ,  ESCAMBIA  CO  SD 
130   SMITH,  GROVER  HILLIAM,  COP 

BRUNDIDGE 

168   CONNELL.  JOE  FRANK,  COP 
CALERA 

106   GLASGOH,  JAMES  F.,  COP 
CARROLLTON 

186   ABSTON,  DAVID  EUGENE,  SHF  OF  PICKENS  CO 
CENTREVILLE 

196   DEASON,  DELBERT  HAYNE,  CHF  DEP,  BIBB  CO  SD 
CHATOM 

193  GARRICK,  MICHAEL  DWAYNE,  COP 
CHICKASAW 

100  PEARCE,  WILLIAM  J.,  ASST  CHF,  PD 
CLANTON 

129  *  HENDERSON,  JAMES  ARNOLD,  COP 
COLUMBIANA 

184   CURRY,  CHRISTOPHER  DUVALL,  CPT,  SHELBY  CO  SO 

167   SMITHERMAN,  MELVIN  THOMAS,  CHF  DEP,  SHELBY  CO  SO 

191   WALTERS,  JAMES  HOWELL,  JR,  LT,  SHELBY  CO  SD 
CULLMAN 

190   CULPEPPER,  KENNY  CHARLES,  COP 

119   NESMITH,  JOHNNY  BENSON,  SGT,  AL  DPS 

183   RODEN,  JAMES  TYLER,  SHF  OF  CULLMAN  CO, 
55  *  HALDROP,  TOM  G. ,  CHF  DEP  SHF,  CULLMAN  CO  SO 
DADEVILLE 

113   ABBETT,  JAMES  H,  LT,  DPS 

150   SMITH,  JOE  LOMAN,  SHF  OF  TALLAPOOSA  CO 
DAPHNE 

180   MCNICHOL,  CHARLES  KANE,  LT,  PD 
DAUPHIN  ISLAND 

171   BEASLEY,  TERRY  WAYNE,  COP 
DECATUR 

105  It   BONDS,  THOMAS  L,  LT,  TVA 

153   BOTTOM,  JERRY  LYNN,  CPT,  PD 

143   COLLIER,  KENNETH  DHIGHT,  CPT,  PD 
80  H   HANCOCK,  ROBERT  E. ,  SGT,  AL  DPS 
40  #  LEE,  WILLIAM  H. ,  (SA,  FBI),  CRIM  INVSTGR,  AL  HP 
97   PERRY,  HARRY  A,  CHF  DEP  SHF,  MORGAN  CO  SD 

107  If   SHAFER,  FRANK  H. ,  JR,  COP 

101  *  TAPSCOTT,  LEWIS  D. ,  LIEUTENANT,  PD 
196   TAYLOR,  EDGAR  DAVID,  CPT,  PD 

DEMOPOLIS 
138  ft   BROCK,  JOHNIE  RAY,  COP 

JOHNSON,  LESLIE  C,  JR,  CHIEF  OF  POLICE 


82 
DOTHAN 

80  tt 
110  tt 
162 


ADKINS,  JACK  M. ,  LT,  PD 
BLACK,  RONALD  H. ,  CPT,  PD 
COLLIER,  JOHN  STANTON,  CPT,  PD 
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151 


62 

176 

86 

98 

96 

56 

154 

135 

101 

102 

186 

196 

193 

166 

76 


PD 


PD 


ALA8AHA  -  ALABAMA 

It   DEAL,  JAMES  EDHARD,  CPT,  PD 
DEVANE,  STANLEY  EUGENE,  LT, 

#  D1LLARD,  MARLIN,  LT ,  PD 
HABBARD,  ARTIS  0.,  CPT,  PD 

|  HICKS,  ALBERT  J,  LT ,  PD 

It   HILSON,  HENRY  H.  ,  ASST  CHF, 
KIRKLAND,  DAVID  ROY,  LT,  PD 
KNIGHT,  GARY  RUSSELL,  CPT,  PD 
LIVINGSTON,  BILLY  J,  CPT,  AL  DPS 

It   MCCORD,  JAMES  R.  ,  SGT,  PD 
MONDAY,  NICHOLAS  MARK,  LT ,  PD 
ST  JOHN,  H  RICHARD,  DEP  INVSTGR, 
VALENZA,  DONALD  JOSEPH,  INVSTGR, 
HHITE,  JOHN  CALVIN,  COP 

n   WILLIAMS,  KATER  W. ,  COP 


HOUSTON  CO  SD 
HOUSTON  CO  SD 


DOUBLE  SPRINGS 
167   HALKER, 

ELBA 
151 

ELMORE 
83 


BAILEY, 
HOHARD, 


GERALD  HOBBY,  SHF  OH  WINSTON  CO 

HILLMAN  LEONARD,  INVSTGR,  DEPT  OF  CORFRECTIONS 

DALE,  WARDEN,  DRAPER  CORR  FACILITY 


ENT  ERPRI SE 

181   HUDGINS,  VERNON  LAVOYED,  COP 
EUFAULA  .   ____ 

104   HOWARD,  EARL  K. ,  LT ,  DPS 

MARSH,  TIMOTHY  PATRICK,  DET  SGT,  PD 
PALMER,  JERRY  MACK,  DET,  PD 
TEW,  ARVIE  G.,  CPT,  AL  DPS 
WALKER,  KENNETH,  COP, 


184 
189 
113 
175 
EUTAW 
57 


RHODES,  CECIL,  COP 
EVERGREEN  „nT   ,  _nc 

109  #  WHEAT,  AUBREY  D,  CPT,  AL  DPS 

F175FIEMARDIS,  PATRICK  WAYNE,  SGT,  PD 
95   OUINN,  JAMES  E.,  LIEUTENANT,  PD 

FAYETTE  „„„   __ 

146   DURR,  GORDON  EARL,  SGT,  PD 

FLORENCE  .   „„ 

117   CRUNK,  THOMAS  M,  LT,  PD 

DODD,  MARTY  HADE,  CPT,  PD 

GOFORTH,  JOHN  WILLIAM,  CAPTAIN,  PD 

LOGAN,  ANTHONY  DERRELL,  DEP  CHF,  PD 

RICHARDSON,  BERNARD  ALVIS,  INVSTGR,  AL  DPS 

SINGLETON,  RICKY  LAMAR,  DEP  CHF,  PD 

TATUM,  TEX  H. ,  LIEUTENANT,  PD 

THIGPEN,  RANDY  KEITH,  LT,  PD 

THOMPSON,  RICHARD  BRENT,  COP, 

TIDHELL,  DENVER  H.,  LT,  AL  DPS 

WILLIFORD,  PETER  ALAN,  CPT,  PD 


190 

45  * 
162 
121 
138 
111 
159  # 
124 
104 
153 
FOLEY 
107  # 
142 
170 
127 
FORT 
194 
127 
192 
126 
152 
165 
167 
159 
171 
191 
109 
119 
130 
148 
115 
169 
111 
FORT 
135 
148 
93 
139 
FORT 
134 


ANDERSON,  JAMES  W. ,  COP 
FLANAGAN,  JIMMIE  LEE,  CPT,  PD 
JANOWSKI,  MARK  STEVEN,  INVSTGR,  PD 
RESMONDO,  CARL  ALEXANDER,  LT,  PD 
MC  CLELLAN 

ANDREWS,  WILLIAM  BRIAN,  SA,  USA 
BAKER,  ROBERT  VERNON,  MAJ,  USA 
CLARKE,  KEVIN  ROBERT,  CPT,  USA 
CRONIN,  ROBERT  BARRY,  MAJ,  USMC 

FORSTER,  LARRY  MARTIN,  MAJ,  USA 
HOLT,  GARY  LYNN,  CPT,  USA 

LYONS,  ROBERT  ERNEST,  SA,  USACIDC 

MILLER,  DAVID  EARL,  SA,  USACIDC 

OKOLOVITCH,  STEPHEN  THOMAS,  SA,  USACIDC 

PETERSEN,  LINCOLN  CURTIS,  GUNNERY  SGT,  USMC 

PRIM,  DAVID  F.,  MAJ,  USA 

RODENSKI,  ROBERT  WAYNE,  HO,  USMC 

ROWELL,  WILLIE  JOE,  CWO  IV,  USA 

RUTHVEN,  NEILL  HAYNE,  MAJ,  USA 

TURNER,  DAVID  J.,  MAJ,  USMC 

VANLENT,  PATRICK  PAUL,  MSGT,  USMC 

ZWIRNER,  ADOLF  A.,  MAJOR,  USA 
PAYNE 

BELL  GARY  RAY,  DET  SGT,  PD 

JAMES,  CARL  MICHAEL,  INVSTGR,  DEKALB  CO  SO 

PHILLIPS,  KENNITH  R,  INVSTGR,  DA  OFC 

SHITH,  DANNY  EDGAR,  INVSTGR,  DA  OFC 
RUCKER 

§   JERRAM,  BRIAN  PATRICK,  SA,  USACIDC 
GADSDEN  ,   m 

130   BOHEN,  EDDIE  RAY,  LT,  PD 

ENTREKIiTkAREN  TUCKER,  INVSTGR,  ETOHAH  CO  SD 
ENTREKIN,  TODD  EDHARD,  CPT,  ETOWAH  CO  SD 
HAHRICK,  LEONARD  E.,  COORDINTR,  LAW  ENF  PLANG  AGY 
MOON,  MICHAEL  OLIVER,  LT,  PD 
YEATS,  EUGENE  L.,  SERGEANT,  PD 
GARDENDALE  ,  .   „ 

125   CAMPBELL,  HALLACE  ONEIL,  LT,  PD 
52  It   JOLLY,  JOHN  B.,  SUPV,  AL  DPS 

G135V*  HAND,  JOSEPH  MARCINE,  INVSTGR,  DA  OFC 
GILBERTOHN 

182   ABATE,  THOMAS,  SR,  COP 
GORDO 

168   HALL,  GERALD  TODD,  COP 
GREENVILLE 

133   INGRAM,  WILLIAM  LONZO,  COP 
60  It   MOODY,  RAYMOND  D,  COP 

PAGE 


110 
185 
172 
79 
198 
5 


GROVE  HILL 

181   DUBOSE, 
GULF  SHORES 

143   BEAMAN, 


LEMUEL  HENRY,  III,  COP 


163 
108 
175 
159 


BOURNE, 
COOPER, 


FREDERICK  MARTIN,  DEP  CHF,  PD 

ARTHUR  KEELER,  IV,  COP 
,  RICHARD  E,  SGT,  PD 
KEMP,  CHRISTOPHER  ROBIN,  DET  SGT,  PD 
MCVICKERS,  JACK  GLENN,  SGT,  PD 

G175ERSCHASTAIN,  MITCHELL  LAMAR,  COMM,  MARSHALL  CO  DRUG  ENF  UN 
35   JONES,  HARREN  G. ,  SHF  OF  MARSHALL  CO 
145   NORWOOD,  ROBERT  BENJAMIN,  INVSTGR,  MARSHALL  CO  SO 
HALEYVILLE 

32  *  HOWELL,  ROY  D. ,  CHIEF  OF  POLICE 

H113LT°TH0MAS,  ROY  J.,  INVSTGR,  BU  OF  INVSTGN 
HARTSELLE  , _  „ 

177   MERKH,  RONALD  WILLIAM,  LT,  PD 

191   VEST,  DEHEY  FERRELL,  COP, 

H?11YH°SEALES,  THOMAS  G. ,  LT,  BELLEFONTE  NUCLEAR  DIV 
HOHEHOOD 

155   CARR,  GEORGE  REUBEN,  III,  SGT,  PD 

189   DODD,  PHILLIP  HAYNE,  SGT,  PD 

169   GORDON,  JOHN  MICHAEL,  DET  LT,  PD 

140  #  HAYNES,  JERRY  TRUMAN,  COP  „^t  „or 

33  #  POSEY,  HARRY  T.,  (SA,  FBI-RETIRED),  ASST  CHF 
WEST,  WILLIAM  A.,  COP 


105 
HOOVER 
136 
110 
155 
166 


PD 


PD 


CLARK,  JIMMY  FRANK,  CPT,  PD 
CUMMINGS,  DAVID  A.,  COP 
DERZIS,  NICHOLAS  CHARLES,  CPT, 
STRICKLIN,  LEE  ELMER,  LT,  PD 
HUEYTOHN  „  „„ 

195  HAGLER,  CHARLES  MILLER,  JR,  SGT, 

""STbREEDLOVE,  GERALD  H,  TRFFC  PRGRM  SPCLST,  REDSTONE  A 

34  M   CARROLL,  JAMES  L.,  DEPT,  ARMY  ORDNANCE  MISSILE  CM 

141   CLI FT,  MARION  RAyI  CHF  OF  INVSTGN,  REDSTONE  ARSEN 

9983  C^tIn.'ecH  ft  CHF'lNVS?Gl  23RD  JUDICIAL  CIR 

64  .  CRABTREE  CHARLES  JERRY  SHF  OF  MADISON  CO 

128  CURLEE,  RONALD  JAMES,  CPT,  MADISON  CO  SD 

196  DAVIS,  JERRY  PAUL,  SA,  USA 
165  DEAN,  ROGER  M,  LT,  PD 

182  DUBOSE,  VICTOR  LAMAR,  SUPV,  NASA 

136  DUCK,  RANDALL  JUDSON,  LT,  PD 

109  HOLDER,  JIMMY  H,  LT,  AL  DPS 

195  HUDSON,  JAMES  MARK,  MAJ,  PD 

112  HUNT,  LOHELL  L.,  SERGEANT,  PD 

133  IWANKOVITSCH,  HAROLD  L,  SA,  USA 

152  JACKS,  JAMES  PAUL,  CPT,  PD 

'11  *  McSy',  T^/lK  ARMY  ORDNANCE  MISSILE  C 

157  NIXON,  EDHARD  WASHINGTON,  LT,  PD 

141  OTTMAN,  RICHARD  VINCENT,  COP 

178  OHENS,  COMPTON  CLEOPHAS,  III,  MAJ,  PD 

77  PATTERSON,  JOE  H. ,  SHERIFF  OF  MADISON  CO. 

174  RICE,  SALLIE  KATE,  INVSTGR,  MADISON  CO  SD 

73  SMITH,  ROBERT  H,  MAJ,  PD, 

89  THOMPSON,  JAMES  F.,  LIEUTENANT,  PD 

120  HHISANTe!  JOE  HAYNE,  LT,  MADISON  CO  SD 

148  HILBURN,  HERBERT  CARY,  CPT,  PD 

187  WOOTEN,  DENNIS  RAY,  MAJ,  PD 

67  YOUNG,  CARL  E.,  CAPTAIN,  PD 

JA96S0NCHIRIC0,  FRANCIS  M,  CRIME  INVSTGR  DEPT  OF  AGRI 
117   TAYLOR,  HILLIAM  S.,  CHIEF  OF  POLICE 

JA8oThEADLEY,  PAUL,  DIR,  NORTHEAST  AL  POL  ACADEMY 

LOCKE,  PAUL  HOODROH,  JR,  COP  url«nuvil  I  F  STATE 
NICHOLS,  WILLIAM  DAVID,  DIR  OF  PS,  JACKSONVILLE  SI  Alb 
WILLIS,  WILLIE,  TPR,  AL  DPS 

CANTRELL,  LARRY  LYNN,  SGT,  PD 
CLARK,  LOUIS  W. ,  COP 
87  #   GUTHRIE,  GEORGE  H,  MAJOR,  PD 

TO  .  ^^teD^^F  DEP  PS°HF,  HALKER  CO  SO 
KILL EN 

IS     Si  iSS  eTlt^ub  sfty  serv  tva 

LACEY  SPRINGS  „nT     na. 

103   WILLIAMS,  DONALD  H,  CPT,  AL  DPS 

L162YETB0YD,  MICHAEL  DAVID,  CHF  INVSTGR,  CHAMBERS  CO  SD 
LEEDS 

103   MANN,  HOYT  L.,  DET,  PD 
LIVINGSTON 

176   MANUEL,  JEFFREY,  COP 

M166S°NR0BINS0N,  CHRISTOPHER  HAROLD,  LT,  PD 
132   HEAVER,  LEE  ANN,  DET  SGT,  PD 

M*SlELLJAMERSON,  ALLEN  JEROME,  MAJ,  USAF 
MP  T  HTO*iH 
197   BARNETT,  MICHAEL  EARL,  COP 

H?33LE  AGUILLARD,  THOMAS  S,  DEP  SHF,  MOBILE  CO  SO 
183   ARTHUR,  STEPHEN  KEITH,  LT,  PD 


138 
174 
102  * 
JASPER 
182 
38 


152 


ALABAMA  -  ALABAMA 


199   BARBOUR,  TIMOTHY  DAVID,  CHF  CLERK,  MOBILE  CO  SO 

99  It   BISHOP,  JACK  C. ,  SGT,  PD 
188   BRASWELL,  JAHES  LARRV,  CPT,  PD 
122   BRAZELL,  RAYMOND  OBED,  INVSTGR,  CO  DA  OFC 
145   CALHOUN,  THOMAS  LEON,  CPT,  PD 
180   COCHRAN,  SAMUEL  MARTIN,  COP 
119   CONNICK,  JOSEPH  VINCENT,  SGT,  PD 
164   CROSBY,  JAMES  B,  SGT,  MOBILE  CO  SD 

96  tt   EDDY,  BOBBY  J,  CHF  INVSTGR,  DA  OFC 
111   ESTES,  HILLIE  E.,  DET  SGT,  MOBILE  CO  SD 

121  tt   FARRIS,  PAT,  SGT,  MOBILE  CO  SD 
194   GARRETT,  PHILLIP  MITCHELL,  CPT,  PD 

192   GOUBIL,  FORREST  ANTHONY,  CHF  INVSTGR,  MOBILE  CO  DA  OFC 

132  It   HART,  THOMAS  EARL,  MAJ,  PD 

103   HOWELL,  WILLIAM  E,  DEP  SHF,  MOBILE  CO  SO 

130  #  HUEY,  JAMES  LEE,  SGT,  PD 

137   IVIE,  WAYNE  LEWIS,  DEP  CHF,  PD 

93   JOHNSON,  HAROLD  L,  COP 
179   LEE,  BRUCE  EDWARD,  LT,  MOBILE  CO  SO 
101   LEE,  THOMAS  E,  DEP  CHF,  PD 
157   LUKER,  DAVID  ALLEN,  SGT,  MOBILE  CO  SO 
187   LUNCEFORD,  DONALD  EDWARD,  DEP,  MOBILE  CO  SO 
128  tt   MAIR,  RONALD  KAY,  MAJ,  RD 

81  #  MCLARTY,  SAMUEL  L,  JR,  CHF  DEP,  MOBILE  CO  SO 

85   MINGUS,  WILLIAM  M,  COP 
139  *  MOZINGO,  LINDA  SUE,  SGT,  PD 
172   NOOJIN,  EDWARD  JAY,  JR,  DEP  SHF,  MOBILE  CO  SD 

115  ORSO,  JAMES  H,  CPT,  PD 

142   PARKS,  DAVID  EUGENE,  SGT,  PD 

123  PHILLIPS,  JOHN  WENDELL,  JR,  CPT,  AL  DEPT  PF  REVENUE 

122  *  PICKETT,  WALTER,  SGT,  PD, 

152   PITTS,  WILLIS  HOWARD,  SGT,  DPS 

73  tt   RIDDLE,  DONALD  MAYHER,  COP 
198   ROWLAND,  MICHAEL  EUGENE,  CPT,  PD 
149   SCARCLIFF,  STEVEN  CRAIG,  CPT,  PD 
161   SULLIVAN,  FRANK  CARROL,  MAJ,  PD 

4  *  THALACKER,  ARTHUR  W. ,  INSPECTOR  OF  POLICE,  PD 
151   WALLEY,  DYAL  WAYNE,  LT,  PD 
191   WILHELM,  DAVID  ALLEN,  CPT,  PD 

156  WILLIAMS,  WILBUR  WALTER,  MAJ,  PD 
HONROEVILLE 

116  IKNER,  WOODROW,  LIEUTENANT,  PD 
MONTGOMERY 

126  tt   ALFORD,  EDWARD  BLACK,  JR,  DEP  CHF,  PD 

124  #  ANDERSON,  JOHN  WALTER,  EXEC  SEC,  AL  PEACE  OFCRS  TNG  C 
160   ANDREWS,  CHARLES  EDWARD,  MAJ,  AL  DPS 

104  tt   ANSLEY,  ALEX  P,  JR,  SGT,  PD 
182   ARMSTEAD,  LARRY,  MAJ,  PD 

157  BAYLOR,  ARTHUR  DARROW,  MAJ,  PD 

113   BENEFIELD,  ALAN  A,  EXEC  SEC,  AL  POSTC 
120   BENJAMIN,  LONNIE  LEE,  STATE  INVSTGR,  AL  BD  OF  NURSIN 
119  It   BOGGS,  JAMES  SHADDIX,  LT,  AL  DPS 
56  tt   BOWLES,  GRADY  H. ,  MAJ/SUPT,  AL  DPS 
96  tt   BRADFORD,  LOUIS  N,  LT,  AL  BU  OF  INVSTGN 
43  It   BROWN,  EDWARD  PEARSON,  FIRST  ASST  CHF,  PD 

164  BROWN,  ROY  CLAYTON,  JR,  PRLE  OFCR,  AL  BD  OF  PRDNS  &  PR 
107  #  BRYANT,  JIM  F.,  SGT,  AL  DPS 

89  It   BUNN,  FLOYD,  CPT,  AL  DPS 

142   CODY,  HOWARD  EUGENE,  JR,  CPT,  PD 

188  COOPER,  RONALD  JOSEPH,  CPT,  PD 

167  CROZIER,  LARRY  WAYNE,  CPT,  AL  MARINE  POL  DIV 

189  DARCIPRETE,  MICHAEL  JOSEPH,  LT,  AUBURN  UNIV  AT  MONTGOME 

180  DAVIS,  WILLIAM  DEAN,  CHF  INVSTGR,  MONTGOMERY  FIRE  D 
96  tt   DIXON,  ELMER  F,  CPT,  AL  DPS 

90  It   DIXON,  EMMETT  J,  INVSTGR,  MONTGOMERY  CO  DA  OFC 

165  DIXON,  RANDALL  E,  CPT,  PD 

6  *  DONALDSON,  C.  T.,  CPT,  AL  HPTL 

190  DOWNING,  PATRICK  LEE,  SR,  LT,  PD 

155  DRASHEFF,  DONALD  WALL,  SR,  ASST  EX-DIR,  BD  OF  PAROLE 

181  DUCKER,  DWIGHT  ANDREW,  CPT,  PD 

34  tt   EILAND,  JOSEPH  R.,  DEP  COMR,  AL  DEPT  OF  CORR 
174   EVANS,  HERMAN  STEVENSON,  INVSTGR,  AL  CRIM  JUST  INFO  CEN 

14  *  FENDER,  E.  C,  OFC  OF  SPC  INVSTGNS,  USAF 
185  tt   FOSTER,  RICHARD  ALDEN,  WARDEN,  PD 

84  It   FUQUA,  JAMES  L,  MAJ,  DPS 
127   GAMEL,  BENJAMIN  GERALD,  MAJ,  AL  DPS 
148   GANTT,  G  WYATT,  MAJ,  PD 
177   GRANT,  GERONE,  CPL,  AL  DPS 
100   HALL FORD,  CHARLES  K,  MAJ,  AL  DPS 
104   HAMMOND,  HAROLD  J,  LTC,  AL  DPS 

140  tt   HANKINS,  JERRY  THOMAS,  SR,  MAJ,  PD 
116   HATFIELD,  JERRY  E.,  CHF  PILOT,  AL  DPS 

82  It   HORNSBY,  W  ALLEN,  BRIG,  GEN,  STATE  ADJUTANT  GEN 
177   HOULTON,  ROY  HINTON,  JR,  ASST  DIR,  AL  ABC  BOARD 

156  HOWELL,  CLAUDUS  ROSCOE,  CPT,  AL  DPS 

150   HUGGINS,  WILLIAM  BRUCE,  INVSTGR,  MONTGOMERY  CO  SD 

168  HULAK,  MICHAEL  GEORGE,  LT,  AL  DPS 

166  HUMBER,  ROGER  HARRISON,  INVSTGR,  AL  CRIM  JUSTICE  INFO 
173   INGRAM,  STANLEY  WAYNE,  CPT,  PD 

141  JACKSON,  JAMES  EDWARD,  CPT,  DPS 
115   JEMISON,  MICHAEL  L,  LT,  DPS 

66   JONES,  CARY  W,  CHF,  AUBURN  UNIV  AT  MONTGOMERY 

51  tt   LACKEY,  DRUE  H.  ,  JR.,  COP 
188   LANN,  MICHAEL  SHAWN,  INVSTGR,  AL  CRIM  JUST  INFO  CTR 
196   LOCKLAR,  RICKY  GENE,  CPT,  PD 
198   MAHANEY,  PATRICK  DENNIS,  LT,  AL  DPS 
153   MANN,  PAUL  HAYWARD,  MGR,  AL  CRIM  JUSTICE  INFO  CENT 
176   MANNING,  PATRICK  SEAN,  SGT,  DPS 
148   MAYS,  JAMES  GARLAND,  SGT,  AL  DPS 

33  *  MCDUFF,  OLIVER  T.,  CPT,  AL  HPTL 


146   MCGILVRAY,  DAVID  HAL,  MAJ,  PD 

97  tt   MCLELLAN,  ROY  E.,  LT,  DPS 
126   MCRAE,  WILLIAM  CHRISTEN,  INVSTGR,  AL  DEPT  OF  INDUSTRIAL 
173   MERRITT,  MICHAEL  DENSON,  INVSTGR,  MONTGOMERY  CO  DA  OFC 

131  MILLER,  LARRY  CECIL,  INVSTGR,  ATTORNEY  GEN  OFC 
123   MOBLEY,  RICKY  DALE,  MAJ,  PD 

76  tt   MOODY,  STEWART  C. ,  CAPTAIN,  PD 
169   MOSES,  ROSIE  MARIE,  LT,  MONTGOMERY  CO  SD 

132  #  NORTON,  HERBERT  CARL,  MAJ,  PD 
115  *  PARNELL,  THOMAS  G,  SGT,  PD 

105   PATTERSON,  FREDDY  R,  CPT,  AL  DPS 
103  It   PAYNE,  TED  K,  CPT,  AL  STATE  TROOPERS 

90  It   PEARSON,  KENNITH  D. ,  CHF  OF  SEC,  VA  HOSPITAL 
125   PEOPLES,  BENNY  RAY,  CPT,  AL  DPS 

64  It   PRIER,  CLAUDE  SUTTON,  MAJ,  AL  DPS 
134   PUGH,  MARION  NEWELL,  ASST  DIR,  AL  DEPT  OF  CONSERV 

17  tt   RUPPENTHAL,  GOODWYN  J.,  COP 
183   SANFORD,  J  RAY,  JR,  INVSTGR,  AL  CRIM  JUSTICE  INFO 
185   SCOTT,  MILLIE  TOM,  JR,  LT,  MONTGOMERY  CO  SD 
153   SHANER,  DONALD  GREGG,  CPT,  PD 

92   SHOEMAKER,  JERRY  L.,  DIRECTOR,  AL  DPS 
165   SIDES,  FREDERICK  GENE,  CPT,  AL  DPS 
159   SIDES,  PAUL  RAY,  ASST  DIR,  AL  DEPT  OF  CORRECTIO 

99  tt   SMITH,  HALTER  J,  LT,  AL  DPS 
114   SULLIVAN,  MICHAEL  B,  CPT,  AL  DPS 

91  tt   TERRY,  DONALD  R,  CPT,  PD 
178   THOMPSON,  MARK  CLEVELAND,  SGT,  MONTGOMERY  CO  SD 

*  THOMPSON,  ROBIN  WEEKS,  SGT,  PD 

THOMPSON,  WALTER  STEPHEN,  MAJ,  PD 

THORNELL,  RICHARD  DALE,  INVSTGR,  AL  CRIM  JUST  INFO  CTR 

WADE,  KARL  EUGENE,  LT,  AL  DPS 

WALDEN,  JOSEPH  EARL,  SGT,  AL  DPS 

WALLACE,  ROBERT  BRUCE,  ASST  DIR, 

WANGER,  GREGORY  PRICE,  MED  EXAM, 

WILSON,  DARICK  KYLE,  LT,  PD 

WILSON,  JOHN  HALBERT,  III,  COP 
It   WRIGHT,  EDWIN  E,  INVSTGR,  AL  DPT  OF  MENTAL  HLTH 

WRIGHT,  HERMAN  EVAN,  LT,  AL  DPS 

WRIGHT,  THOMAS  LARRY,  DIR,  AL  CRIM  JUS  INFO  CNTR 


151 
177 
195 
128 
181 
160 
191 
195 
136 
97 
193 
129 
MORGAN 
185 


ABC  BOARD 

AL  DEPT  OF  FORENSIC 


170 
86 
164 
136 
126 
154 
111 


99 
165 
121 

90 


LITTLE,  THOMAS  WALKER,  CHF  DEP,  MORGAN  CO  SO 
MOUNTAIN  BROOK 
189   GATES,  EDWARD  MASON,  JR,  SGT,  PD 
GILMORE,  CLAYTON  ESTES,  SGT,  PD 
HALEY,  JOHN  FRANKLIN,  CHIEF  OF  POLICE 
HOULDITCH,  GLEN  RUBLE,  LT,  PD 
KEELY,  CHESTER  MARTIN,  COP 
LITTLEFIELD,  EARL  WINFORD,  LT,  PD 
STANLEY,  JOHNNY  EARNEST,  LT,  PD 
WATKINS,  RICHARD  C. ,  LIEUTENANT,  PD 
HT   VERNON 

125   MARTIN,  LARRY  JAMES,  COP 
MUSCLE  SHOALS 

BOATWRIGHT,  GEORGE  E.,  ASST  CHF,  PD 
BRADFORD,  DAVID  HUGH,  LT,  PD 
HALL,  ROBERT  LOWELL,  CPT,  PD 
WHITE,  HERSCHEL  L.,  CPT,  TN  VALLEY  AUTH 
NEW  BROCKTON 

172  If   PAUL,  BRICE  RICHARDSON,  SHF  OF  COFFEE  CO 
NORTHPORT 

152   GALLOWAY,  JOHN  WILLIAM,  CPT,  PD 
NOTASULGA 

95  tt   SCRUGGS,  EDWARD  D,  DEP  SHF,  TALLAPOOSA  CO  SO 
ONEONTA 
144   DICKIE,  TOM  ED,  SGT,  BLOUNT  CO  SO 
161   MORTON,  DANNY  LEE,  INVSTGR,  BLOUNT  CO  SD 
84   SOSEBEE,  EARNEST  E,  SHF  OF  BLOUNT  CO 
188   STANDRIDGE,  JACK  DAVID,  CHF,  BOUNT  CO  SO 
OPELIKA 
120   ABBETT,  VANCE  NICHOLAS,  CHF  ASST,  LEE  CO  DA  OFC 
CARTER,  JACK  THOMAS,  SGT,  LEE  CO  SD 
CHAPMAN,  HERMAN,  SHF  OF  LEE  CO 
COOPER,  DANIEL  RAY,  LT,  PD 
DENNIS,  PAUL  THOMAS,  CPT,  LEE  CO  SD 
JONES,  JAY  MELVYN,  CPT, LEE  CO  SD 
LOWE,  EUGENE  E.,  SHF  OF  LEE  CO  SO 
MAJORS,  JAMES  MORRIS,  LT,  LEE  CO  SD 
POPWELL,  JERRY  P,  CHF  DEP,  LEE  CO  SO 
THOMPSON,  DURWOOD  L,  CPT,  AL  HPTL 
TONEY,  JOHN  EDGAR,  CPT,  PD 
TORBERT,  CARY,  JR,  MAJ,  LEE  CO  SD 
WATKINS,  RONALD  L,  CPT,  LEE  CO  SD 


187 

79 
169  It 
124 
146 

59  * 
194 
100  * 

93  tt 
184 
140 
115  * 
OXFORD 
179 

48  * 
116 

81  tt 
OZARK 
138 
143 
171 
PELHAM 
194 
183 
145 
131 


HERBOWY,  RONALD  GLENN,  LT,  PD 
HODGES,  CHARLES  R. ,  COP 
OWEN,  LOYCE  G.,  COP 
SIMS,  HARRY  E.,  DPT,  AL  DPS 

HIXON,  JAMES  BRYANT,  SHF  OF  DALE  CO 
NICHOLSON,  JOHN  VESTER,  CPT,  PD 
SPIVEY,  TONY  RAY,  COP 


DELK,  MARK  ANDREWS,  SR,  SGT,  PD 

HALL,  MARK  RANDAL,  SGT,  PD 

THOMAS,  EDGAR  ARNOLD,  JR,  CPT,  PD 

HADE,  DOUGLAS  ALLAN,  COP 
PHENIX  CITY 
129   BOSWELL,  THOMAS  F,  JR,  SHF  OF  RUSSELL  CO 
178   HARRELL,  DENNIS  ROBBIN,  CHF  DEP,  RUSSELL  CO  SD 
158   MCGARR,  BRIAN  EDHIN,  LT,  PD 


PAGE 
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ALABAMA  -  ALASKA 

169   OSTEEN,  JOHN  STEPHEN,  LT,  RUSSELL  CO  SD 

186    SMITH,  HILLIAM  CHARLES,  LT,  PD 
PIEDMONT 

150  »  DOYAL,  RICKEY  DALE,  COP 
PLEASANT  GROVE 

92   LOVE,  ROBERT  L.,  COP 
PRICHARD  .   „_   n_ 

136   HALKER,  JEROME  OTIS,  CPT,  PD 
REDSTONE  ARSENAL 

171   KANE,  JAMES  ALLEN,  SA,  USA 

RU9ELLPL0TT,  LARRY  HUGH,  SHF  OF  FRANKLIN  CO 
SARALAND  ..   „„„ 

173   OLIVER,  N  PRICE,  III,  COP 

155   YOUNG,  GERALD  VINCENT,  LT,  PD 
SATSUMA  __   __ 

163    BENEFIELD,  DAVID  BRUCE,  SGT,  PD 
SCOTTSBORO 
81 

137 

194 

179 

142 

116 
SELMA 

102  < 

127 

192 

105 

137 

110 

178 

104  > 

111 

152 

130 


BROHN,  OZELLE  F,  SR,  JAIL  ADMIN,  JACKSON  CO  SO 

BYNUH,  HAYNE,  ASST  CHF,  PD 

DANE,  RALPH  HILLIAM,  III,  LT,  PD 

MILLER,  DENNIS  HAYNE,  CHF  DEP,  JACKSON  CO  SD 

MILLER,  JAMES  AUBREY,  ASST  CHF,  PD 

SMITH,  NUMON  K,  COP 

BINGHAM,  BOBBY  J,  CPT,  AL  DPS 

GIBSON,  CHARLES  HILLIAM,  CPL,  AL  DPS 

GREEN,  ROBERT  HAYNE,  ASST  CHF,  PD 

HOHELL,  JOHN  P.,  CHF  DEP,  PD 

HUFFHAN,  HARRIS  HERMAN,  JR,  SHF  OF  DALLAS  CO 

LAPORTE,  GLENN  R.,  CAPTAIN,  PD 

USHLEY   DAVID  LAHRENCE,  SGT,  AL  STATE  TROOPER 

MCGUIRE,  CHARLES  E.,  CPT,  DALLAS  CO  SO 

MORGAN,  BILLY  R,  LT,  PD 

ODOM,  CHARLES  HAYNE,  DEP,  DALLAS  CO  SD 

PERDUE,  JOHN  A,  JR,  CPT,  AL  DPS 

ZACHRY,  HILLIAM  F,  CPT,  PD 


109 

SH19H*TAVERA,  C.  LARRY,  DEP  SHF,  CHAMBERS  CO  SO 
SHEFFIELD 
119    AYCOCK,  HARREN  DOUGLAS, 

LONG,  TRAVIS  D,  CPT,  PD 

PRICE,  BOB,  COP 

RAY,  GREGORY  ALAN,  DET, 


101  * 

35 

199 

SHELBY 

131 


COP 


PD 


JONES,  JAMES  LEHIS,  SHF  OF  SHELBY  CO 
SYLACAUGA 

34  *  ASHCRAFT,  HALTER  D. ,  COP 
169    ZOOK,  LOUIS  GORDON,  INVSTGR  SGT,  PD 

130   HAMLIN,  MICHAEL  JAMES,  CPT,  PD 
156   HARE,  JOSEPH  HILLIAM,  CPT,  PD 


149    SURRETT,  DENNIS  EDHARD, 
162   HALLIS,  HOHARD  FRANKIE. 

TARRANT 

85    PHILLIPS,  JAMES  D. ,  COP 

THORSBY 
141  *  CARTER,  THOMAS  RAY,  COP 


INVSTGR,  TALLADEGA  CO  DA  OFC 
LT,  TALLADEGA  CO  SD 


TROY 
116 
55 
117 
131 
139 


BENNEFIELD,  MELVIN  D,  COP 
HAMILTON,  PAUL  M. ,  SA,  AL  ABC  BOARD 
LEE,  JOHN  P,  COP 
REEVES,  GRADY  ANDREH,  COP 
HIGGINS,  GRADY  HARRY,  CPT,  PD 

T160SVISKAGGS,  PAUL  VERNON,  INVSTGR,  PD 

T123AL°BAKER,  JAMES  LELAND,  LT,  UNIV  OF  AL  PD 

BUTLER,  HILLIAM  GARRETT,  LT,  TUSCALOOSA  CO  SD 

CHAMBERS,  JOEL  C.  ,  INVSTGR,  DEPT  OF  MENTAL  HEALTH 

EVERETT,  MICHAEL  T,  CPT,  PD 

FULGHAM,  CURTIS  EDHARD,  CPT,  AL  DPS, 

HOLT,  MARION  RONALD,  DIR,  UNIV  OF  AL  LAH  ENF  ACDMY 

JOHNSON,  RECTOR,  JR,  TPR,  AL  BU  OF  INVSTGN 

JONES   ALLEN  COLLINS,  JR,  SGT,  AL  DPS 

*  JUNKIN,  JAMES  H,  CHF*INSPR,  DEPT  OF  MENTAL  HEAL 
LAKE,  EARL  DONALD,  SGT,  TUSCALOOSA  CO  SO 

tt   MAYES,  THOMAS  REEVES,  CAPTAIN,  PD 

2  MILLS   JAMES  H.  LT,  AL  DEPT  OF  MENTAL  HEALTH 

MONTGOMERY   JAMES  HARRY,  CHF  DEP,  TUSCALOOSA  CO  SO 
MONTGOMERY,  LARRY  B,  CPT,  UNIV  OF  AL  PD 
MURPHY,  HOHARD  HAYNE,  INVSTGR,  TUSCALOOSA  CO  SO 

It   NICHOLS,  HILLIS  OLIVER,  CPT,  AL  DPS 

PILKINGTON,  GENE  BYRON,  LT,  TUSCALOOSA  CO  SD 
ROBERTSON,  RONALD  HILLIAM,  CPT,  PD 
SAMANIEGO,  RAMON  JOHN,  III,  CPT,  PD 
62  tt   SAHYER.  ROBERT  CHARLES,  CAPTAIN,  PD 
167    SEXTON   EDMUND  MANGES,  SR,  SHF  OF  TUSCALOOSA  CO 

SHARP  /HILL  I  AM  GLENN,  JR.MGR,  AL  CRIM  JUST  INFO  CNTR 

SOUTH,  ELTON  ADOLPH,  CPT,  PD 

STOUGH,  ELOISE  MARTIN,  SGT,  TUSCALOOSA  CO  SD 

TOMPKINS,  HILLIAM  C,  JR.,  COP 

HILKINS,  HILLIAM  VIRGIL,  COP 

T129UMBMAY,  RAYMOND  B,  JR,  INVSTGR,  COLBERT  CO  SD 
94   THOMPSON,  CHARLES,  CHIEF  OF  POLICE 

TU87EGEHARRIS0N,  EUGENE,  CHF,  VA  HOSPITAL  SEC 

UM97ERSFIELDS,  IRVIN,  CHF,  UNIV  OF  AL  PD 


159 
102 
114 
133 
158 
152 
192 

90 
133 

35 
108 
175 
147 
144 

87 
120 
154 
176 


198 
127 
125 
51 
143 


85   SUMMERLIN,  RUSSELL  E.,  DIR,  LAH  ENF  ACADEMY,  UNIV  OF 

137   TUCKER,  HRLIAM  STEVEN,  CHF,  UNIV  OF  AL  PD 
VALLEY 

161   SANDERS,  TERRY  EUGENE,  MAJ,  PD 

191   HELDON,  THOMAS  AVERY,  LT,  PD 
VESTAVIA  HILLS 

126   JEFFERSON,  DOUGLAS  JUNIOR,  COP 
HEAVER  T   ™ 

103  tt   HAIL,  CHARLES  H,  CPT,  PD 

ALASKA 
ANCHORAGE 
102  tt   ALLEN,  RICHARD  H,  LT,  PD 
ANDERSON,  CHARLES  G. ,  COP 
ANDERSON,  THOMAS  R,  DIR,  AK  ST  TPRS 
AUDINO,  CHARLES,  LT,  PD 
BACHMAN,  TED  MICHAEL,  CPT,  AK  STATE  TPR 
BAXTER,  RONALD  JAMES,  CH-4,  USA 

^iNNOTT?LHi?LICAMTMC^EY:RPSGT,  FAA,  CIVIL  AVIATION  SE 

BBSS;    ^MIK    DlM/I^PUS   POL 

BROHN,  SIMON,  II,  LT,  AK  DPS 

CARLSON,  THEODORE  ROY,  CPT,  PD 

CHRISTIANSON,  RALPH  M,  CPT,  PD 

COBB,  GARDNER  L,  SGT,  PD 

COCKRELL,  JAMES  ENSER,  CPT,  AK  ST  TPR 

CORKILL,  MICHAEL  JOSEPH,  1SGT,  AK  ST  TPR 

CRAHFORD,  RANDY  E,  SGT,  AK  STATE  TPR 

D'ANGELO,  FRANCO  DARIO,  SGT,  DPS 

nAMTTO   JOSEPH  SALVATORE,  1SGT,  AK  STPR 

ERIKSON,  CARLTON  LOUIS,  CPT,  ANCHORAGE  INTERNATL  AIRPO 

FLOTHE,  GLENN  MILO,  CPT,  AK  ST  TPRS 

FOSTER,  KENNETH  ROBERT,  LT,  fO  ccr  _nl 

FOSTER  TIMOTHY  HILLIAM,  CHF,  AIRPORT  SEC  POL 

GAUSE,  HILLIAM  RANDLE,  LT,  AK  STATE  TRP 

GIFFORD,  HILLIAM  DAVID,  LT,  PD 

GILSON,  PHILLIP  VANCE,  COL,  AK  DPS 

GRIMES,  MICHAEL  AARON,  DET  SGT,  PD 

HARD  JOEL  LEE.  1ST  SGT,  AK  STATE  TPR 
97  tt   HENDERSON,  ROBERT  M,  DIR,  AK  FISH  AND  HILDLIFE 
66  tt   HIBPSHMAN,  EARL  H. ,  COP 

HOFFMAN,  DAVID  MARTIN,  SGT,  PD 

HOLLOHAY,  AUDIE  EDHARD,  LT,  PD 

SIS  MSLEC.I8lRRE^:,AriTATE  TPRS 

M^Y^ELWD:D!.CLNRA^PCLTAGEN?,  FEDERAL  AVIATION  AD 
MCCONNAUGHEY,  JOHN  TERRANCE,  MAJ,  AK  STATE  TPRS 
MCQUEEN,  DONALD  L.,  DEP  COMMISSIONER,  DPS 
MEH,  MARK  THOMAS,  DEP  CHF,  PD 
MILLER,  KRISTIN  THORNE,  LT,  PD 
MOERLINS,  BRADLEY  G. ,  CPT,  PD 
NOVAKY,  GEORGE  SAMUEL,  CPT,  PD 
OGUIN,  RICHARD  G.,  LAH  ENF  SPC, 
OLEARY,  KEVIN  MICHAEL,  COP 

pHeNELlTgEORGeT,  ANALYST,  ?EA  (COP  MCHENRY, ID 
P0LLITT,  GEORGE  FREDERICK,  LT,  AK  STATE  TPR 
n    PRESTON,  CHARLES  MICHAEL,  LT,  AK  DPS 

II! '  SS8?S:  gffifr.B  "«.«&?* f  J  "L  «..»»=  ™u» 

SMITH.  DELBERT  HAYNE,  CPT,  PD       „„„„.-„, 
sbRDEN,  RONALD  EUGENE,  LT,  AK  STATE  TROOPERS 
CTFARNS   THOMAS  TINSLEY.  SR,  LT ,  AK  STATE  TRP 
Ue^ER:  DOUGLAS  ROY,  CPT,  ANCHORAGE  AIRPORT  POL 
SUDDOCK,  HARREN  BRIAN,  CPT,  PD 
TANDESKE,  HILLIAM  LYLE,  1SGT,  AK  STATE  TPR 
TAYLOR,  FREDERICK  M,  CAPTAIN,  PD 
76  t)   TOMLINSON,  HILL  H.  ,  JR.,  LIEUTENANT,  PD 

148   UDLAND,  DUANE  SELMER,  COP 

165   HEEKS,  GERALD  LEE,  LT,  PD 
75  tt   HELLINGTON,  JAMES  P.,  DIRECTOR,  AK  STATE  TPRS 

187   HHEeIeR,  GARY  R,  SGT,  AK  STATE  TPR 

YAKOPATZ,  JAY  VINCENT,  LT,  AK  STATE  TPR 
ZAGER,  LAREN  JOHN,  CPT,  PD 


67 
85 
127 
173 
149 
90 
165 
193 
139 
197 
121 
108 
185 
195 
169 
174 
185 
177 
187 
152 
141 
150 
180 
169 
139 
172 
178 


196 
178 
103 
114 
129 

49 
120 

79 
176 
188 

92 
146 
102 
137 
115 

92 
126 
122 


NPS 


96 
162 
122 
118 
145 
161 
134 
162 

88 


CARR,  PAUL  ANDREH,  CPT,  NORTH  SLOPE  BOROUGH  DPS 
rHBT^TFN<;FN   JAMES  ELDON,  CPT,  NORTH  SLOPE  BOR  UPb 
WX  KeFlY  SHARON,  LT,  N  SLOPE  BOROUGH  PD 
PACKER,  DENNIS  OTis,  CPT,  NORTH  SLOPE  BOR  DPS 

BURKE,  PAUL  MILES,  1SGT,  AK  STATE  TRP 
DETEMPLE,  JOSEPH  F,  CMDR,  "B"  DET,  AK  STATE  TPR 
LIU,  CHRIS  MENG  JUNG,  COP, 


135 

174 
BARROH 

170 

159 

198 

140 
BETHEL 

183 

130  tt 

177 
CORDOVA 

78  tl   BAGRON,  HILLIAM  T.,  COP 
72  tt   CALHOON,  JAMES  F.,  COP 

154   CLAYTON,  KEVIN  CURTIS,  COP  UUDLIFE 

172   LORRING  DAVID  HILLIAM,  SGT,  AK  DIV  OF  FISH  &  HILDLll-t 

179   HEIBL,  EDHARD  BRUCE,  CPT,  PD 
DILLINGHAM 

171   TAYLOR,  RALPH  DEVAL,  COP 

El64S0NBUCKNER,  DANNY  MICHAEL,  CHF  MSGT,  USAF 

Ei75ND°STURK?E,  DANIEL  RICHARD,  II,  TECHNICAL  SGT,  USAF 
164   SHANEY,  MICHAEL  EUGENE,  CPT,  USAF 
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FAIRBANKS 
163   COILE,  LEONARD  REX,  SGT,  AK  ST  TPR 
118   CUMMINGS,  RICHARD  LYNN,  COP 
110  U   ENGLISH,  ARTHUR  A,  CMDR,  AK  ST  TPR 

98  tt   FLORIAN,  DALE  A.,  DIR  OF  SEC,  UNIV  OF  AK 

74  It   GIBSON,  LEWIS  J.,  CAPTAIN,  PD 
103  n   IVERSEN,  ROGER  B,  MAJ,  AK  STPR 
125   KEBER,  KENNETH  EARL,  LT,  PD 

91  tt   KIERNAN,  MATTHEH  K,  COP 
105  tt   LAHRENCE,  DONALD  R,  LT,  AK  STATE  TROOPERS 
181   MILLER,  RAYMOND  FRANCIS,  JR,  LT,  DPS 
158   NIELSEN,  MIKE  ARTHUR,  LT,  PD 

18  *  NORTON,  GEORGE  N. ,  COP 
142  It   SHOVER,  ROBERT  JOHN,  CPT,  AK  STATE  TPRS 
186   VRABEC,  TERRY  EDWARD,  CHF,  UNIV  OF  AK  PD 
168   WELCH,  JAMES  LYMAN,  LT,  PD 

82  It   WOLFE,  RICHARD  R,  COP 
FORT  RICHARDSON 

170   HOUSER,  BILLY  LEE,  SA,  USACIDC 
GALENA 

109  tt   HARRINGTON,  ROBERT  A,  COP 
GLACIER  BAY  NATIONAL  MONUMENT 

100  CHAPMAN,  JOHN  F.,  SUPT,  NPS 
HAINES 

101  *  MCKEE,  DONALD  F.,  COP 
HOMER 

131   CHRISTOPHER,  LUTHER  PIKE,  SGT,  PD 
116   DAUGHERTY,  MICHAEL  L.,  COP 
153   EASTHAM,  MICHAEL  WAYNE,  SGT,  PD 
173   KLAMSER,  ANDREW  STUART,  SGT,  PD 
164   OAKLAND,  DENNIS  EUGENE,  LT,  PD 
HOONAH 

194   BEASLEY,  ROBERT  LLOYD,  COP 
JUNEAU 

67  tt   BARKLEY,  JAMES  H. ,  COP 
197   BOMAN,  WALTER  JAY,  SGT,  PD 

70  *  CHAPPLE,  EMERY  WINDSOR,  JR.,  COMM,  AK  DPS 

81  #  CIRAULO,  JOSEPH  R,  COP 
182   FLETCHER,  ROBERT  ALLEN,  LT,  PD 
157   GLASS,  JOHN  D,  LT,  AK  STATE  TPR 

84  *  JANSON,  LOWELL  C,  CRIM  PREV  COORDNTR,  AK  DPS 
155   KALWARA,  STEVEN  SANFORD,  SGT,  PD 
133  It   MARCH,  ALAN  RANDOLPH,  LT,  PD 

95  It   MONAGLE,  JOHN  P,  JR,  CPT,  AK  STATE  TROOPERS 
138   MURPHY,  JOHN  ROBERT,  1SGT,  AK  STATE  TPRS 

73  tt   PERSONETT,  MEL  J.,  DEP  COMMISSIONER,  AK  DPS 

78  *  PRUSSING,  FRED  M,  CHF,  US  FOREST  SERV 

89  tt   REED,  JOHN  G,  SGT,  PD 

69  tt   SUNDBERG,  ROBERT  J,  COMM,  DPS 

77  It   SYDNAM,  HAROLD  J,  DEP  COMMISSIONER,  DPS 

52  *  TRAFTON,  WILLIAM  H.,  MAJ,  AK  STATE  TPRS 

98  VADEN,  JAMES  D,  DEP  COMMISSIONER,  DPS 
KENAI 

119   KALAR,  LONNIE  C.  STATE  CORRECTIONS  OFCR,  PD 

175   KOHLER,  JEFFRY  STEVEN,  SGT,  PD 

184   KOPP,  CHARLES  M,  SGT,  PD 

107  *  MAHURIN,  MARSHALL  L,  LIEUTENANT,  PD 

162  MORRIS,  DANIEL  LYNN,  SGT,  PD 

99  *  PEGRAM,  BARRY  H. ,  COP 
112   ROSS,  RICHARD  A,  COP 

KETCHIKAN 

144  ANSLINGER,  DANIEL  ARNOLD,  I,  COP 
61  *  BELLON,  CHARLES  R.,  ASST  CHF,  PD 
64  tt   HACKSTOCK,  R.  F.,  COP 

167   HUNTER,  MICHAEL  JERRY,  DEP  CHF,  PD 
124   LEIGHTON,  RONALD,  DET  LT,  PD 

94  It   NEFF,  BENJAMIN  L,  III,  LT,  PD 
193   SIREVOG,  GERALD  GRANT,  SGT,  PD 
KODIAK 

104  LOCHMAN,  ROBERT  A,  CPT,  AK  DPS 

105  It   MARTIN,  EDGAR  E,  COP 

86  *  RHINES,  JACK  L,  COP 

145  It   SCHHANTES,  THOMAS  LEONARD,  LT,  AK  DPS 
KOTZEBUE 

128  *  BUEHLER,  DONALD  EDWIN,  COP 
NOME 

181   HAKEN,  MILTON  JEFFREY,  COP 

149   KAUER,  ROBERT  LORIN,  COP 
NORTH  POLE 

191  HATMAN,  LONNIE  JOE,  SGT,  PD 
PALMER 

156   CARPENTER,  GREGORY  DEAN,  SGT,  PD 

163  GRAHAM,  RICHARD  LYALL,  SGT,  AK  DIV  OF  FISH  &  WILDLIFE 
132   MCKIBBEN,  JOHN  LOREN,  STATE  CORRECTIONS  OFCR 

166   SAVAGE,  DON  G,  SGT,  AK  STATE  TRP 

192  STARBARD,  HOWARD  RAY,  LT,  AK  DPS 

93  It   TEW,  HARCOURT  A,  JR,  CPT,  AK  STATE  TPRS 
PETERSBURG 

91   OSZMAN,  ROBERT  A,  COP 
SAINT  PAUL  ISLAND 

190   PUTMAN,  GARY  WARREN,  DIR,  DPS 
SEWARD 

111   BENCARDINO,  LOUIS  A,  COP 

136   BROSSOW,  CHARLES  DAVID,  SGT,  PD 

151   WALKER,  THOMAS  CHESTER,  COP 
SITKA 

87  tt   CARLEY,  LAWRENCE  E.,  JR,  COP 

186   MERRILL,  KENNETH  HARRY,  SGT,  AK  DPS 
124   THORNTON,  EDGAR  JAN,  SGT,  PD 
176   WARD,  NICHOLAS  JOHN,  LT,  PD 


SKAGHAY 

184   SEXTON,  DAVID  ALLEN,  COP, 
SOLDOTNA 

64  tt   HOLIFIELD,  ROBERT  W.  ,  CHIEF  OF  POLICE 

131  tt   KAUFMAN,  WILLIAM  RICHARD,  LT,  AK  STATE  TPR 

136  tt   REYNOLDS,  STEPHEN  ELMO,  LT,  DPS 

180   RUSSELL,  GREGORY  ALLEN,  SGT,  PD 

164   WARNER,  SHIRLEY  ANN,  COP 
TALKEETNA 

189    FELLER,  CHARLES  LINDBERG,  JR,  SGT,  AK  STATE  TPR 
UNALASKA 

143   HERBST,  GLENN  HERMAN,  COP 
VALDEZ 

105  tt   BEHREND,  KENNETH  R,  DIST  SUPV,  AMERICAN  GUARD  AND 

199   COMER,  WILLIAM  HAROLD,  SGT,  PD 

178  tt   COTTLE,  BERT  LLOYD,  COP, 

148   MICHAUD,  JOSEPH  KENT,  CHIEF,  PD 

113  tt   SHELY,  PATRICK  M,  COP 
YAKUTAT 

183   SHARP,  MICHAEL  THOMAS,  RANGER,  NPS 

ARIZONA 
AJO 

193   OLAIS,  ANICETO  LOPEZ,  CHF  RNGR,  NPS 
APACHE  JUNCTION 

192  DUNCAN,  BRIAN  KEITH,  LT,  PD 
AVONDALE 

197    FRENCH,  GORDON  LEROY,  LT,  PD 

141   LOWE,  FLOYD  LEON,  COP 

130  It   OSTERFELD,  GERALD  MICHAEL,  CPT,  AZ  DPS 

176   WRIGHT,  DAVID  CLEMENS,  LT,  PD 
BISBEE 

199   CONAWAY,  KALIN  DEAN,  LT,  COCHISE  CO  SD 
61  tt   OLANDER,  0.  P.,  SHF  OF  COCHISE  CO 
BUCKEYE 

164  tt   MAUGHAN,  WILLIAM  LELAND,  COP 
BULLHEAD 

121   WALP,  GLENN  ARLEN,  COP 
BULLHEAD  CITY 

157   CRARY,  JOHN  CHAMBERS,  CPT,  PD 

189   HEAD,  RODNEY  BRENT,  DEP  CHF,  PD 
CAMP  VERDE 

140   WISCHMEYER,  JOHN  CHARLES,  MARSHAL,  MARSHAL'S  DEPT 
CASA  GRANDE 

106   HALL,  LEO,  LIEUTENANT,  PD 

193  VANDERPOOL,  ROGER  LEE,  LT,  AZ  DPS 
CHANDLER 

185  BLAINE,  THOMAS  ALLAN,  LT,  PD 

169  BRZUCHALSKI,  RICHARD  WILLIAM,  CPT,  PD 

199  GAYLORD,  JOSEPH  EDWARD,  CMDR,  PD 

135  HARRIS,  BOBBY  JOE,  COP 

87  *  LOUTHAN,  WILLIAM  T.,  COP 

128  NASH,  ROGER  LEE,  ASST  CHF,  PD 
99  *  OBERHOLTZER,  RONALD  J,  COP 

149   SUMMERS,  JOHN  HOWARD,  CPT,  PD 
105  tt   VALENZUELA,  MANUEL  F.,  CPT,  DPS 
CHINLE 

73  *  YAZZIE,  ALFRED  WALTER,  DIR  OF  SAFETY,  NAVAJO  COMM  COL 
CHINO  VALLEY 

164   HUNTSMAN,  PATRICIA  ANN,  COP 
CLIFTON 

94  *  WILKERSON,  FORREST  G.,  SHF  OF  GREENLEE  CO 
CLOVIS 

129  BODEN,  HARRY  GREGORY,  COP 
COTTONWOOD 

124  It   FRANCE,  THOMAS  JAY,  COP 

172   PORTER,  LESTANT  KEITH,  LT,  PD 
DAVIS-MONTHAN  AIR  FORCE  BASE 

113   BUSH,  MICHAEL  K. ,  MSGT,  USAF 
DOUGLAS 

139   AUSTIN,  CHARLES  EWELL,  COP 
EAGAR 

153  tt   HALL,  DAVID  FREDRIC,  COP 

137  JAMES,  LESTER  ROY,  COP 
EL  MIRAGE 

160  *  PEDREGON,  RODOLFO,  COP 
FLAGSTAFF 
122  tt   BRAWL EY,  THOMAS  MURRAY,  LT,  COCONINO  CO  SD 

182  COOPER,  BRENT  FORREST,  LT,  PD 

168   DRISCOLL,  JAMES  RICHARD,  LT,  COCONINO  CO  SD 
102  tt   JAMES,  ELLSWORTH  T,  JR,  COP 

155   JUAREZ,  HECTOR  MANUEL,  LT,  NORTHERN  AZ  UNIV  POL 
129  II   LATHAM,  GARY  DICKINSON,  COP 

98  tt  LEE,  WILLIAM  P,  SGT,  AZ  DPS 
119  MADDEN,  EDWARD  PATRICK,  COP 
195  MANSON,  FRANK  GRANT,  LT,  PD 
146   MCCANN,  JAMES  THEODORE,  CPT,  PD 

34  *  MCMAHON,  JESSE  A.,  DEP  SHF,  COCONINO  CO  SO 

138  PRIBIL,  WILLIAM  BRENT,  CHF  DEP,  COCONINO  CO  SD 

99  RICHARDS,  JOE  D. ,  SHF  OF  COCONINO  CO 
79  tt   SLAYTON,  GEAN  A,  CPT,  PD 

75  tt   STEELE,  WILLIAM  J,  CHF  DEP,  COCONINO  CO  SO 

183  STERMER,  REX  ALLEN,  DET  LT,  COCONINO  CO  SD 
167   WHITE,  ROBERT  PRESTON,  CPT,  PD 

151   WHITTED,  SAMUEL  STEPHEN,  CPT,  COCONINO  CO  SD 
FLORENCE 

52  tt   HARDESTY,  GORDON  W,  ADMIN  GUARD,  AZ  STATE  PENITENT 
164  tt   LOPEZ,  PABLO,  LT,  PINAL  CO  SO 
174   MARTINEZ,  JOSEPH  LAWRENCE,  SGT,  PINAL  CO  SD 

54   PURDEN,  B.  J.,  INVSTGR,  PINAL  CO  ATTY  OFC 
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147   REYES,  FRANK  RODRIGUEZ,  SHF  OF  PINAL  CO 
FORT  DEFIANCE 

96   BIGMAN,  ROSS,  ASST  SPEC  OFCR,  BIA 

120  •  BLUEHOUSE,  PHILMER,  SPEC  OFCR,  BIA 
FORT  HUACHUCA 

135  tt   CONHAY,  MICHAEL  JAMES,  CHO  III,  USA 

172   STEENBERGEN,  ROBERT  TIMOTHY,  SA,  USACIDC 

184  THOMAS,  DAVID  SCOTT,  CHO  III,  USA 

F?23UIGENDLER,  STEVEN  CHARLES,  MARSHAL,  MARSHAL'S  OFFICE 
GILBERT 

185  BRAD,  JAMES  AARON,  LT,  PD 
189   RUET,  JOSEPH  HILLIAM,  LT,  PD 
167   YOUNG,  JOHN  HILLIAM,  LT,  PD 

165   BABCOCK,  CHARLES  LYNN,  ASST  CHF,  PD 
BANDY,  DAVID  HESLEY,  CPT,  PD 
DOBROTKA,  DAVID  ALLEN,  COP 
FELICE,  PAUL  JOSEPH,  ASST  CHF,  PD 

FORRY,  ROBERT  MICHAEL,  COP  „.---«..  r 

JOHNSTON,  EILEEN  RUTH,  DIR  COLLEGE  SAFETY,  MARICOPA  C 
KOBOJEK,  STANLEY  ANTHONY,  J,  CPT,  PD 
KRYSTEK,  JOHN  EDWARD,  CPT,  PD 
MCCOHN,  JERRY  EDWARD,  CPT,  PD 
ROSE,  JOHN  E,  COP 


128 
145 
173 
154 
191 
135 
186 
121 
104 
91 
GLOBE 
132 


HHITE,  J  L,  CAPTAIN,  PD 


BAROLDY,  FRANK  RICHARD,  COP 
GOODYEAR 
191   BROWN,  MARK  RICHARD,  LT,  PD 
80  tt   NEALIS,  SEYMOUR  S.,  COP 
167   NICK,  PETER  JAMES,  COP 

("R  AND  CANYON 

105   FARABEE,  CHARLES  ROSCOE,  JR,  ASST  CHF  RNGR,  NPS 
117   NIGH,  PETER  K,  SUPR  PARK  RNGR,  NPS 
HOLBROOK  „„  „„ 

175   BERNHAM,  ROBERT  ROSS,  LT,  NAVAJO  CO  SD 

BUTLER,  GARY  H,  SHF  OF  NAVAJO  CO 

HOORE,  KENNETH  WAYNE,  COP 

ORTEGA,  THOMAS  CECIL,  SGT,  PD 

HALKER,  DANNY  WALTER,  ADMIN  ASST,  NAVAJO  CO  SD 

WILBANKS,  WILLIAM  WESLEY,  LT,  NAVAJO  CO  SO 


VALENTINE,  FRANK  MARSHALL,  COP 
HESBROCK,  TERRANCE  JOSEPH,  COP 


110 
145 
177 
137 
118 
KEARNY 
134 
182 
KINGMAN 
115   BERG,  ARLAN  C,  CPT,  PD 

BONZELET,  JOSEPH  THEODORE,  SHF  OF  MOHAVE  CO 

BROWN,  CARROLL  OSMAN,  JR,  COP 

BUTLER,  LARRY  JAMES,  CPT,  PD 

IMUS,  ELMER  P.,  CHIEF  OF  POLICE,  PD 

JACKSON,  NORMAN  L,  SGT,  MOHAVE  CO  SO 

JENNINGS,  GAYLE  L,  LT,  PD 

JORDAN,  WALTER  P.,  JR.,  SHF  OF   MOHAVE  CO 

LENT,  DALE  DAVID,  LT,  MOHAVE  CO  SD 

MCCABE,  JAMES  ALLEN,  JR,  CHF  DEP,  MOHAVE  CO  SD 

MOSBY,  TIMOTHY  JAMES,  CPT,  PD 

SHEAHAN,  THOMAS  MICHAEL,  CHF  DEP,  MOHAVE  CO  SO 

SMITH,  GREGORY  KENT,  CPT,  MOHAVE  CO  SO 
LAKE  HAVASU  CITY 
159   ALEXANDER,  JOHN  STUART,  JR,  COP 

EIDSON,  JAMES  CLARENCE,  LT,  PD 
It   HILKINS,  VICTOR  M,  COP 

L195SIDHARRIS,  RANDALL  DIETRICK,  CMDR,  PINETOP-LAKESIDE  PD 
LUKE  AFB 

124   PEAVEY,  ROBERT  RANDALL,  MAJ,  USAF 
HARANA 

118 

MESA 

94 

122 

185 

136 

197 

100 

118 

144 

132 
57 

117 

171 
76 

112 

161 
NOGALES 

198   KISSINGER,  JOHN  EDGAR,  CPT,  PD 

TEYECHEA,  JAMIE  C,  SHF  OF  SANTA  CRUZ  CO 


148 

143 

135 

43 

63 

101 

83 

174 

192 

179 

166 

194 


147 
95 


HOOLFENDEN,  JAMES  C,  CHF,  USPP 

ALLEN,  JAMES  H,  JR,  MAJ,  PD 
BALLENTYNE,  DELMAS  RAY,  ASST  CHF, 
BREWER,  JOHN  CARLING,  CPT,  PD 
CONHAY,  FRED  ARTHUR,  CPT,  PD 
FOWLER,  GREGORY  TRENT,  CMDR,  PD 
KOTSUR,  LEONARD  S,  COP 
LOW,  JAMES  IRELAND,  MSGT,  USAF 
MASON,  DENNIS  WILLIAM,  CPT,  PD 
MEEKS,  WILLIAM  GUY,  JR,  COP 
MENDOZA,  RAMON  G. ,  COP 
NANNENGA,  IVAN  S,  ASST  CHF,  PD 
POULIN,  RONALD  DAVID,  ASST  CHF, 
OUIGLEY,  JOSEPH  B,  COP 
STONE,  KENNETH  E,  ASST  CHF,  PD 
HHALEN,  MICHAEL  KENNETH,  ASST  CHF, 


PD 


PD 


PD 


67 

PAGE 

179 

58 

96 
124 
191 

17 
159 
169 


PD 


CABRAL,  CAROLINA  M,  LT, 
KOFFORD,  DON  B. ,  COP 
LYON,  JOHN  U.,  COP 
OBERGH,  RICHARD  CARL,  COP 
OTT-JONES,  CYNTHIA  ELLEN,  RANGER,  NPS 
SMITH,  DENNIE  G. ,  RANGER,  U.S.  BU  OF  RECLAMATION 
STEEL,  ROBERT  DAVID,  JR,  DEP  CHF,  PD 
WRIGHT,  WAYNE  THOMAS,  COP 
PARADISE  VALLEY 

77  It   LOZIER,  DONALD  D,  COP 
156   VAN  CAMP,  ROBERT  MARK,  SGT,  PD 

PAGE 


HINTERSTEEN,  JOHN  D,  DIRECTOR,  DPS 

COLLETT,  DANIEL  HAL,  CPT,  LA  PAZ  CO  SO 
HARE,  MARVIN  LEON,  SHF  OF  LA  PAZ  CO, 
NEWMAN,  MICHAEL  CLIFTON,  MAJ,  LA  PAZ  CO  SD 
TOWELL,  MARVIN  DEAN,  COP 

CRAIG,  STEVEN  OWEN,  CPT,  PD 
ENGLER,  DONALD  BRYAN,  LT,  PD 
GARTNER,  GORDON  HOWARD,  COP 

ASHLEY,  KAREN  ELIZABETH,  LT,  PD 
BAKER,  ARTHUR  WADSWORTH,  JR,  LT,  PD 
RAMSAY,  PETER  DAVID,  CPT,  PD 
STROPE,  MICHAEL  LEE,  COP 


128 

PARKER 

127 

175 

153 

181 

PAYSON 

136 

196 

146 

PEORIA 

189 

152 

176 

130 

PHOENIX 

113  »   ALANDAR,  JAMES  E,  JR,  CHF  DEP  SHF,  MARICOPA  CO  SD 

ANDERSON,  MURRAY  LEE,  CMDR,  PD 

ANTHONY,  EDWIN  G,  LT,  PD 

ATHEY,  RICHARD  HARRY,  CPT,  MARICOPA  CO  SO 

AUDSLEY,  DAVID  L.,  SGT,  AZ  DPS 

AUGUSTYN,  JOHN  ALBERT, 

AYARS,  G  A,  DIR  OF  SEC,  MARICOPA  CO  GEN  HO 

BENNETT,  DAVID  LAURENCE,  ASSISTANT  CHIEF,  PD 

BENSON,  RICHARD  LEON,  LT,  PD 

BLOUCH,  CLEVE  RUSSELL,  TNG  MGR,  AZ  DEPT  OF  CORRECTION 

BROWN,  ROBERT  ALVIN,  CPT,  FIRE  DEPT 

BUCHANAN,  JOHN  LYNN,  II,  CMDR,  PD 

CALLES,  EZEQUIEL  J,  LT,  MARICOPA  CO  SO 

CARLSON,  ARNOLD  H,  LT,  MARICOPA  CO  SHF  DEPT 

CHILCOAT,  JAMES  N,  LTC.AZ  DPS 

CLOHER,  FLOYD  L,  SEC  INVSTGR,  CORPORATE  SEC,  HU 

CONSTANTINE,  MARLIN  EDGAR,  DEP  SHF,  MARICOPA  CO  SO 

COOPER,  PATRICK  CHASE,  DEP  CHF,  MARICOPA  CO  SO 

COVEY,  RODNEY  DREW,  LTC,  AZ  DPS 

DAVIS,  MILTON  C,  SGT,  PD 

DAVIS,  ROBERT  J,  CPT,  AZ  DPS 

DORN,  TIMOTHY  JAMES,  CPT,  MARICOPA  CO  SD 
'  FIELDS,  JOHN  I.,  LT,  PD 
.  .!   FORGIA,  KENNETH  C,  LTC,  AZ  DPS 
72  H   FOSTER,  WILLIAM  L.,  MAJ,  AZ  DPS 
111  It   FULLAM,  BRIAN  M,  MAJ,  PD 

114  It   GENTNER,  JAMES  C,  MAJ,  AZ  DPS 

115  It   GONZALES,  SAM,  CPT,  PD 
143  tt   GRIFFITH,  RALPH  DOUGLAS,  CMDR,  PD 

GROENEVELD,  RICHARD  FRANK,  LT,  PD 

HANGER,  BILL  D. ,  LT,  AZ  HPTL 

HARDT,  GERALD  EUGENE,  SR,  DEP  CHF,  MARICOPA  CO  SO 

HARRIS,  JACK  FREDRICK,  CMDR,  PD 

HAUER,  JOSEPH  JOHN,  LT,  PD 

HERGERT,  RONALD  JAY,  LT,  PD 

HERRMAN,  ARTHUR  RAPHAEL,  SR  SA,  US  CUSTOMS 

HILL,  ANDREW  DAVID,  SGT,  PD 

HILL,  CHARLES  A,  LT,  PD 

HODGES,  CHARLES  W. ,  INVSTGR,  MARICOPA  CO  ATTY  OFC 

=  ;  KeLw!lViAM;  ^IoUTHERN  PACIFIC  RAILRD 
HOY,  VERNON  L,  DIRECTOR,  AZ  DPS 
.  J  HUMPHREY,  JAMES  M,  III,  COP 
150  tt   JAHN,  THOMAS  MICHAEL,  CMDR,  PD 
97   KENNER,  GLENN  E.,  SERGEANT,  PD 

KINNEY,  GEORGE  EMERSON,  JR,  SGT,  PD 

LANE,  JACK  GORDON,  LT,  AZ  DPS 

LOCKHART,  MICHAEL  LYNN,  III,  LT,  AZ  DPS 

LOCKSA,  JESSE  NEAL,  DEP  CHF,  MARICOPA  CO  SO 

LONGMAN,  ARTHUR  MICHAEL,  LT,  AZ  DPS 

MADRID,  R0»  C,  AGENT,  STATE  LIQ  LIC  AND  CNTL 

MARTIN,  JUAN,  JR,  dIR,  DMV,  AZ  DPS 

MARTINSON,  HOWARD  E.,  INVSTGR,  MARICOPA  CO  ATTY  OFC 
MAXEY,  SAMUEL  A,  III,  AGENT,  DEFENSE  CRIM  INVSTG  SER 
142  tt   MCCARTY,  CHARLES  LEON,  CPT,  AZ  DPS 
184   MCMILLION,  BETTINA,  SA,  AZ  ATTY  GEN  OFC 

123  H   MIDKIFF,  MICHAEL  WAYNE,  LT,  PD 
144   MILLER,  DON  LUTHER,  LT,  AZ  DPS    

124  It   MILLER,  WILLIAM  HAROLD,  JR,  MAJ,  MARICOPA  CO  SO, 
166  tt   MILSTEAD,  JAMES  RICHARD,  LT,  PD 

It   MOREHEAD,  ORME  R.  ,  CHIEF  OF  DETECTIVES,  PD 

tt   MULLEN,  ALLAN  CORNELIUS,  SGT,  PD 

NIELSON,  THEO  GILBERT,  CHF,  CAPITOL  POLICE 
OVERTON,  TIMOTHY  D,  DEP  CHF,  MARICOPA  CO  SO 
PARRISH,  DONALD  E,  DIR  ADMIN  SERVICES,  AMERICAN  E 
PENSONEAU,  RALPH  R. ,  AREA  SPC  OFCR,  BIA 

AZ  DPS 


183 

82 

133 

104 

163 

84 

132 

192 

160 

128 

139 

116 

95 

91 

38 

44 

160 

157 

105 

117 

175 

90 

91 


190 

81 

131 

170 

130 

177 

139 

187 

107 

42 

180 

33 

84 

85 


127 
177 
169 
137 
188 

62 
107 

86 
104 


39 
125 

86 
150 

97 
106 


AZ  DPS 

PD 

MARICOPA  CO  SO 


121  U  POPE,  JOHN  FREDERICK,  JR,  CPT, 
175  REMSEY,  JOHN  MARK,  SGT,  AZ  DPS 
133  REUTTER,  WILLIAM  RICHARD,  CPT, 
173   RICHARDS,  GEORGE  JOSEPH,  CMDR, 

121  »   ROBERTSON,  JERRY  WADE,  SR,  LT,  ■■""•--■-  --  .-  =  _  rMT 
51  U   ROBERTSON,  LLOYD  H,  SUP,  AZ  DEP  OF  LIQ  AND  LIC  CNT 
193   ROBINSON,  KEVIN  LEE,  CMDR,  PD 
124   ROE,  JADEL  LYN,  CHF  DEP,  MARICOPA  CO  SO 

69  tt   RUSSELL,  DONALD  NELSON,  DIR  INFO  BU,  PD         mabtpop 
40  U   SCHOONOVER,  GROVER  C,  JR.,  (SA,  FBI),  DEP  SHF,  MARICOP 

186   SEEBERT,  ROLLIE  KENNETH,  LT,  MARICOPA  CO  SD 

70  H   SELBY,  GORDON  FREDERICK,  ASST  CHF,  DPS 
108  It   SHACKELFORD,  RONALD  D. ,  LT,  AZ  DPS 

102  tt   SMITH,  CHARLES  L,  SUPT,  CRIM  INVSTGR,  BIA 
133  *  STOUT,  CONNIE  MAXINE,  CPL,  PD 
67  II   STRONG,  CHARLES  E.,  ASST  COP   „,„„,  „. 
179   SWART,  JAY  CHARLES,  CPT,  AZ  ST  CAPITOL  POL 
129   THACHER,  RICHARD  CHARLES,  CHF  PILOT,  AZ  DPS 


156 


ARIZONA  -  ARKANSAS 


126   THOMAS,  DAVID  PAUL,  CMDR,  PD 

133  U   TOHNSEND,  MICHAEL  RAY,  SGT,  PD 

198   VALENCIA,  THOMAS  GERONIMO,  DEP  CHF,  MARICOPA  CO  PARKS  D 

45  1   VALENZUELA,  JOE,  SERGEANT,  PD 

126  HHITE,  DONALD  LESTER,  CPT,  PD 

102  *  HILLIAMS,  ROBERT  T,  SA,  AZ  ATTY  GENERALS  OFC 
149   HITTER,  DAVID  MICHAEL,  LT,  AZ  DPS 

127  HOODHARD,  CECILE  TUFTS,  ASST  CHF,  PD 
186   HOOTEN,  IVEN  THEODORE,  LT,  AZ  DPS 
166   YOUNG,  DENNIS  FREDERICK,  LT,  AZ  DPS 

143  It   ZULEGER,  EDMUND  WILLIAM,  LT,  MARICOPA  CO  SO 
PINETOP 

46  *  BRISENDINE,  JAMES  E.,  DEP  SHF,  NAVAJO  CO  SO 
PINETOP/LAKESIDE 

129  RINGEY,  TERRY  JAMES,  COP 
PRESCOTT 

99  #  LOVE,  DONALD  E,  ASST  CHF,  PD 
193   MASCHER,  SCOTT  LYNN,  LT,  YAVAPAI  CO  SD 

103  tt   MERRITT,  MAX  L,  COP 

165  OHAGAN,  JOHN,  LT,  YAVAPAI  CO  SD 
163   REED,  ROBERT  HOUSTON,  COP 

82  tt   VANDEVORT,  HARRY  E.,  CHIEF  OF  POLICE 
99  tt   HEYMOUTH,  FRANK  CLIFTON,  CHF  DEP,  YAVAPAI  CO  SO 
PRESCOTT  VALLEY 
197   MOLINARO,  LAURA  ALICE,  LT,  PD 

130  SEDER,  CHARLES  EDHARD,  COP 
SACATON 

132   SPOMER,  HENRY  LEE,  AGENCY  SPEC  OFCR,  BIA 
SAFFORD 

166  MACK,  RICHARD  IVAN,  SHF  OF  GRAHAM  CO 
SAN  CARLOS 

180   NOFCHISSEY,  HAROLD,  CHF  RNGR,  SAN  CARLOS  REC  &  H/L 

131  SPENCER,  JACK  LEE,  SUPVY  CRIM  INVSTGR,  BIA 
SAN  LUIS 

141   WALKER,  ROBERT  MILTON,  III,  COP 
SCOTTSDALE 
165   BARTOSH,  DOUGLAS  LEE,  DEP  CHF,  PD 
51  *  CHAFEY,  MERRITT  N.,  TN  MARSHAL 
109   CROSSMAN,  WILLIAM  G. ,  DIR  SEC  AND  SAFETY,  SCOTTSDALE 
103  tt   HATTAN,  ARTHUR  W,  CPT,  PD 
120   KERSHNER,  JAMES  DANIEL,  DEP  CHF,  PD 

139  tt   LEGAULT,  ANTHONY  ROOSEVELT,  LT,  PD, 
168   MARSHALL,  DAVID  BRUCE,  CPT,  PD 

108  tt   MIX,  JERRY  F,  SERGEANT,  PD 
96  U   NOLAN,  GEORGE  A,  CPT,  PD 

187  SUTTER,  WILLIAM  HENRY,  CPT,  PD 

88  It   TOHNSEND,  DAVID  W,  MAJ,  PD 

71  It   WALKER,  HARRY  E,  CONSTABLE,  SCOTTSDALE  JUSTICE 
SEDONA 

188  CHRISTY,  RICHARD  MICHAEL,  SGT,  PD 
113   IRISH,  ROBERT  C,  COP 

SHIPROCK 

136   YAZZA,  BILL  RODGER,  CRIM  INVSTGR,  BIA 
SHOW  LOW 

172   PROVOST,  BRADLEY  GAYLEN,  LT,  PD 
SIERRA  VISTA 

178   ALINEN,  THOMAS  MARTIN,  SGT,  PD 

196   CLINE,  MICHAEL  KEITH,  LT,  PD 

130  HILB,  THOMAS  JOSEPH,  CPT,  PD 
148   KIMMEL,  KENNETH  EDWARD,  CPT,  PD 
102   MONTGOMERY,  ARTHUR  J,  COP 

140  PEARCE,  ROBERT  MELVIN,  DET,  PD 
118   SANTOR,  DAVID  ALLEN,  MAJ,  PD 

89  #  VANCE,  C.  REED,  COP 
SOMERTON 

199   MOLLIS,  TERRY  WAYNE,  COP 
ST.  JOHNS 

78  #  GOLDING,  DON  A,  COP 

101  *  LEE,  CLAUDE  A,  SHF  OF  APACHE  CO 
SUPERIOR 

190   LOHE,  ROBERT  WILLIAM,  COP 
TEMPE 

133   BESS,  WILLIAM  ROBERT,  DIR,  AZ  STATE  UNIV  DPS 

131  BURKETT,  MARTHA  HARRIETTE,  LT,  PD 

90  #  CHRISTENSEN,  RICHARD  E,  ASST  COP 

176  #  EMANUEL,  CRAIG  EUGENE,  CHF,  AZ  STATE  UNIV  DPS 
126   ERICKSON,  CHARLES  ARTHUR,  DIR,  AZ  STATE  UNIV  DPS 
145   GARLINGTON,  JOHN  LEE,  LT,  PD 
73  *  HILL,  BILL  G. ,  CAPTAIN,  PD 
116  #  HYDRO,  RICHARD  L,  LT,  AZ  STATE  UNIV  PD 
138   KUSH,  RICHARD  JAMES,  LT,  PD 
162   METCALF,  JAMES  ALBERT,  LT,  PD 
122   ORE,  JOHN  ROBERT,  MAJ,  PD 
187   SPRADLING,  JAY  DEE,  LT,  PD 
193   STANDRIDGE,  LANNY,  CHF,  AZ  STATE  UNIV 
110  tt   TAYLOR,  LESLIE  P,  ASST  CHF,  PD 
173   VANCE,  JAMES  MARTIN,  LT,  PD 
TUCSON 
142   BOSMAN,  DAVID  LEE,  MAJ,  PIMA  CO  SO 
178   BURKETT,  LINDA  GRAY,  CPT,  PD 
69  it   CARTER,  JOHN  L,  MAJ,  PD 
112   CHESKE,  STANLEY  L,  CHF  DEP,  PIMA  CO  SD 
198   DAYKIN,  ANTHONY,  ASST  CHF,  PD 
156  tt   DICK,  GAMBLE  CROCKETT,  III,  LT,  AZ  DPS 
180   DOSS,  CHRISTOPHER  TODD,  SA,  FBI 
152   DOUGLAS,  DENNIS  WAYNE,  MAJ,  PIMA  CO  SD 
182   FRANZ,  PHILIP  EDWARD,  SGT,  PIMA  COMMUNITY  COLLEGE  PD 

132  tt   GIBSON,  ROBERT  JOHN,  MAJ,  PIMA  CO  SO 
61  H   GILKINSON,  WILLIAM  JOHN,  COP 

170   HACKER,  THOM  RAYMOND,  CPT,  PD 


196   HAYWOOD,  MANUEL  KEVIN,  CMDR,  UNIV  OF  AZ  PD 

170   HEANEY,  GEORGE  JOSEPH,  CPT,  PIMA  CO  SD 

183   HILL,  COLLIER  MERRITT,  ASST  CHF,  PD 

161  tt   HOBBS,  JAMES  JOSEPH,  JR,  ASST  CHF,  PD 

111  #  JOHNSON,  KENNETH  F.,  CAPTAIN,  PD, . 

199   KING,  WILLIAM  LOUIS,  JR,  SAC,  DOJ  OFC  OF  INSPR  GEN 

172   KLEISMIT,  JOSEPH  STANLEY,  JR,  CPT,  PD 

126   LARA,  MICHAEL  JAMES,  LT,  PD 

134   LAWTON,  GEORGE  WILLIAM,  CPT,  PIMA  COLLEGE  CAMPUS  POL 

140  tt   LEVERENZ,  MICHAEL  JOHN,  ASST  CHF,  PD 

80  It   LOWE,  DONALD  E,  CPT,  PD 

41  tt   MCNEILL,  PARLEY  H.,  CAPTAIN,  PD 
185   MIRANDA,  RICHARD  MOLINA,  COP,  PD 
195   OCHOA,  JESSE  GEORGE,  ASST  CHF,  PD 
178   PETTIT,  MARK,  CPT,  PIMA  CO  SD 
154   RAGLAND,  SAMUEL  THADDEUS,  CMDR,  UNIV  OF  AZ  PD 

35  tt   RICKEL,  THOMAS  C,  CAPTAIN,  PD 
138  #  ROGERS,  WILLIAM  GEORGE,  LT,  AZ  DPS 
106  #  RONSTADT,  PETER,  COP 

187   SELIGMAN,  LAWRENCE  FRALEY,  III,  CPT,  PIMA  CO  SD 
190   SHARP,  DANIEL  GLENN,  ASST  CHF,  PD 
198   SMART,  TERRY  WAYNE,  SGT,  PIMA  COMM  COLLEGE  DPS 
163   SMITH,  DOUGLAS  FORDHAM,  COP 
105   THOMAS,  JOHN  M,  COP,  UNIV  OF  AZ 

33  tt   TURIGLIATTO,  JOHN,  PARKS  GUARD,  PARK  POLICE 
125   ULICHNY,  MICHAEL  ROBERT,  ASST  CHF,  PD 

170  VALADEZ,  MARIO  ALBERTO,  LTC,  USAF 

10  *  WADE,  SYDNEY  L.,  RANGE  DEP,  PIMA  CO  SO 

92  tt   WRIGHT,  CHARLES  A,  CPT,  PD 
WHITERIVER 

98  tt   GARCIA,  JOHN  B,  CRIM  INVSTGR,  BIA 
144   HUBBARD,  VINCENT,  CRIM  INVSTGR,  BIA 

140  KANE,  ANDREW,  SR,  CHF,  BIA 

125   KESSAY,  REUBEN  MICHAEL,  CRIM  INVSTGR,  BIA 
WILLCOX 

141  HAZLEWOOD,  RONALD  WAYNE,  DET/SGT,  PD 
169   ROGERS,  THOMAS  TERRY,  COMMANDER,  PD 

HILLIAMS  AFB 

136  tt   PENNINGTON,  GALE  GENE,  MSGT,  USAF 
WINDOW  ROCK 

181   DELMAR,  JESSE,  CRIM  INVSTGR,  NAVAJO  DEPT  OF  L 
172   FULTON,  DOROTHY  LAMEMAN,  CPT,  NAVAJO  DEPT  OF  LAW  ENF 
122   TOM,  ANSELM  CHARLIE,  CRIM  INVSTGR,  BIA 
WINSLOW 

93  tt   MAULE,  WALTER  D,  COP 

181  WAGNER,  WAYNE  0,  COP 
YOUNGTOWN 

125  tt   BRANHAM,  MICHAEL  DENNIS,  COP 
YUMA 
187   ANDERSON,  RICHARD  ALFRED,  MAJ,  USMC 
121   CABRERA,  MANUEL  VASOUEZ,  CHF,  AZ  WESTERN  COLLEGE  PD 
77  It   CROW,  CECIL  S,  CHF  DEP,  YUMA  CO  SO 
180   LEE,  DOUGLAS  BERNARD,  SGT,  PD 
109   LEFFLER,  RICHARD  C,  JR.,  LT,  PD 

182  LYONS,  VICKY  MARLENE,  CWO  III,  USMC 

92  MARTINEZ,  GEORGE  F.,  SERGEANT,  PD 

171  MITCHELL,  ROBERT  EUGENE,  CPT,  YUMA  CO  SO 
120   OGDEN,  RALPH  EDHARD,  SHF  OF  YUMA  CO 

100  It   PHIPPS,  JOHN  R,  SHF  YUMA  CO  SO 
168   RHODES,  DANIEL  BERNARD,  LT,  PD 

137  ROBINSON,  DANIEL  BLISS,  CWO  II,  USMC 
115   SMITH,  GILBERT  M.,  CPT,  USMC 

11  *  STAHL,  JAMES  F.,  SERGEANT,  PD 
196   VARLEY,  DAVID  GEORGE,  CHO,  USMC 

93  tt   YANCEY,  TRAVIS,  SHF  YUMA  CO  SO 

ARKANSAS 
ARKADELPHIA 
102  *  JOHNSTON,  GEORGE  R,  COP 
85  #  MILLER,  MARVIN  S.,  PROBATION  OFCR,  CLARK  CO 
56  #  ROMINES,  PARVIN,  COP 
180   TURNER,  DAVID  HAROLD,  SGT,  PD 
BEEBE 

194   BRITT,  HAROLD  ERNEST,  JR,  COP 
BENTON 
149   ELMENDORF,  RICHARD  FRED,  COP 
145   MCCORMACK,  CURTIS  DALE,  COP 
BENTONVILLE 
162   ALLEN,  JAMES  HENRY,  COP 

191  BLANKENSHIP,  SAMUEL  THOMAS,  CPT,  BENTON  CO  SO 
131  #  MOODY,  DAN  LEWIS,  COP 

144   SHASTID,  DALE  WAYNE,  LT,  PD 
187   SPRADLIN,  DENNIS  CRAIG,  LT,  PD 
BLYTHEVILLE 
118   CHRISTIE,  LAWRENCE  BRUCE,  COP 

84  #  COX,  ROBBIE  J,  COP 
113   DYE,  CHARLES  B,  COP 

61   FORD,  GEORGE  CLAYTON,  JR.,  SHF  OF  MISSISSIPPI  CO 
117   HEALEY,  JAMES  H. ,  DET  SGT,  PD 
159   HILL,  RALPH  WESLEY,  JR,  CPT,  PD 
186   KING,  JESSE  MORRIS,  CPT,  PD 
115   RICHARDSON,  MICHAEL  A.,  INVSTGR,  DEP  PROS  ATTNYS  OFC 

14  »  ROSE,  RALPH  B.,  DEP  SHF,  MI  CO  SO 

192  SANDERS,  JAMES  HALTER,  CPT,  PD 
BRYANT 

186   MCNEIL,  MICHAEL  WAYNE,  COP 
CAMDEN 

65  tt   BENTLEY,  ROBERT  DAVID,  COP 
106  It   BRATTON,  LAWRENCE  E,  COP 
157   HAMMETT,  DAVID  ALLEN,  LT,  PD 
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157 


ARKANSAS  -  ARKANSAS 


PD 


LIGON,  PERCY  WOODROW,  JR,  CPT, 
PALADINO,  MICHAEL  J,  COP 

BATTLES,  BENNY  THOMAS,  ASST  CHF,  PD 

DALEY,  TIMOTHY  P,  COP 

GARY,  ALLEN  JAMES,  CPT,  PD 

KING,  JAHES  HILLIAM,  SGT,  AR  SPOL 

COP 


ANDERSON,  RONNIE  EUGENE,  CPT,  AR  HPTL 


135  I 

115 
CONHAY 

176 

110 

161 

121 
DERHOTT 

108   HELTON,  JERRY  D. 
DES  ARC 

15  *  GRADY,  REGNALD  L.,  DEP  SHF,  PRAIRIE  CO  SO 
DIAZ 

170 
DUMAS 

97  *  ROGERS,  KENNETH  H,  LT,  AR  SPOL 
EL  DORADO 

173   DYKES,  CAROLYN  JO,  LT,  PD 

187    ELLIS,  CHARLES  ROHLAND,  ASST  CHF,  PD 

41  *  MARTIN,  CHARLES  ROSS,  SERGEANT,  PD 

71   TAYLOR,  MONROE,  CHF  DEP,  UNION  CO  SO 

164  HILEY,  JACKIE  RAY,  COP 
EUREKA  SPRINGS 

168  tt   STITZ,  PAULA  GRAY,  COP 
FAYETTEVILLE  „„„„  „_ 

116    BLOCKER,  MIKEL  R,  INVSTGR,  HASHINGTON  CO  PROS  OF 
125  tt   BRADLEY,  GERALD  GLEN,  ASST  CHF,  PD 
130  tt   BRADLEY,  RANDALL  KEITH,  LT,  PD 
161    BRUNS,  BRADLEY  HAYNE,  CPT,  UNIV  OF  AR  PD 
191   CRAIN,  GARY  WAYNE,  LT,  UNIV  OF  AR  POL 
167   HELDER,  TIMOTHY  THOMAS,  LT,  PD 
158  tt   HERRING,  JOHN  THOMAS,  JR,  ASSOC  DIR,  UNIV  OF  AR  PD 

165  HOYT,  RICHARD  LORRAINE,  JR,  ASST  CHF,  PD 
178   MEYER,  STEVEN  BRUCE,  LT,  UNIV  OF  AR  PD 

98  SLAMONS,  LAHRENCE  J.,  JR.,  DIR  OF  PUB  SFTY,  UNIV  OF  AR 
FORREST  CITY 

83  tt   DAVIDSON,  HINFRED  D.,  CPT,  AR  SPOL 
108   GATTIS,  MORRIS  G. ,  FIELD  INVSTGR,  AR  ABC  BD 
FORT  SMITH 

ACOACH,  ARVEL  L,  JR,  SGT,  AR  SPOL 

BOYD,  DAVID  CHRISTOPHER,  SR,  SGT,  PD 

BROOKS,  ROBERT  MICHAEL,  CPT,  PD 

DANIELS,  KEITH  E,  COP 

HOWARD,  DONALD  STEPHEN,  SGT,  PD 

KNOX,  WILLIAM  W.  ,  CRIM  INVSTGR,  SEBASTIAN  CO  SO 

LAMSON,  GEORGE  E,  JR,  SGT,  PD 

LINTON,  PAUL  E,  ASST  CHF,  PD 

MCFERRAN,  KENNETH  R,  MARSHAL,  USMS 

PEEVEY,  PAUL  ROBERT,  DEP  US  MARSHAL,  WESTERN  DISTRI 

REED,  RANDY  GLEN,  COP 

RIDER,  JAY  CARL,  SGT,  PD 

YOUNG,  PATRICK  BRIAN,  CPT,  PD 

YOUNG,  TOMMY  ALLEN,  INVSTGR,  SEBASTIAN  CO  SD 


102 
155 
148 

86 
180 

68 
198 

94 

91 

63 
142 
162 
171 
177 
HARRISON 

144  COHBS,  RODNEY  LEN,  SGT,  AR  SPOL 

90   LINAHAN,  JOHN  D,  PARK  MANAGER,  NPS 
156   RIGGS,  RICKY  LEE,  CPT,  PD 
101  *  THOMAS,  JAMES  M. ,  SGT,  AR  SPOL 
HEBER  SPRINGS 

132  THAYER,  JAHES  LOREN,  COP 
HOPE 

97  »  CLARK,  HILLIAM  R. ,  SGT,  PD 

133  FULLERTON,  HARVEY  LEE,  COP 

134  GREEN,  ARIE  GENE,  CPT,  AR  SPOL, 
181  JACKSON,  NATHANIEL,  LT,  AR  SPOL 
183   STOVALL,  A  RONALD,  CPT,  AR  SPOL 

145  THOMAS,  RICHARD  JAMES,  COP 

46  tt   WILLIS,  ALVIN  L.,  CHIEF  OF  POLICE, 
HOT  SPRINGS 


PD 


BIRDSONG,  DONALD  EARL,  INVSTGR,  AR  SPOL 

COSTON,  OTIS  RAY,  SGT,  AR  SPOL 

FLETCHER,  DENNIS  M. ,  SGT,  AR  SPOL 

HALE,  JAMES  H,  LT,  AR  SPOL 

HRVATIN,  HILLIAM  D,  CPT,  PD, 

OMEN,  MARVIN  M,  COP 

SANDERS,  LARRY  EVAN,  CPT,  GARLAND  CO  SO 

SCHILDGEN,  KENNETH  E,  CPT,  PD, 

SELIG,  LARRY  JOE,  LT,  GARLAND  CO  SD 
JACKSONVILLE 
130   BOUILLON,  KENNETH  HILLIAH,  CPT,  PD 

HOLZ,  THOMAS  LYNN,  MAJ,  USAF 

NEELY,  FRANKLIN  D,  COP 

STURDIVANT,  FRANKLIN  DURREL,  CPT,  PD 

HALTHER,  JAMES  ROBERT,  LT,  PD 
JONESBORO 
138  It   BRADLEY,  AUDIE  DEAN,  COP 

CHAMBERS,  JIMMY  RAY,  SGT,  PD 

DAVIDSON,  MICHAEL  DEWAYNE,  SGT,  AR  SPOL 

DOZIER,  STEPHEN  FARRELL,  CAPTAIN 

HOLHES,  RAY  M. ,  JUVENILE  OFCR,  CRAIGHEAD  CO 

HUDDLESTON,  GEORGE  STEPHAN,  CPL,  AR  SPOL 

LAMB,  HALTER  L. ,  LT,  PD 

MASHBURN,  HICHAEL  DAVID,  CPT,  PD 

HARD,  HAYNE  N. ,  CPT,  PD 

ROCK 

BOHANNON,  ROBERT  STANLEY,  LT,  PULASKI  CO  SO 

BRIANS,  ROBERT  E.,  DIR,  ABC  BOARD 

BRISCOE,  HILLIAM  H,  SA,  USSS 

BURKS,  RONALD  DEAN,  CHF,  ARKANSAS  HIGHWAY  POL 

CAMPBELL,  RONALD  JAY,  SGT,  PULASKI  CO  SD 

CARNAHAN,  RAY  E,  CPT,  AR  SPOL 
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148 
176 

92 
104 
HI 

88 
185 
105 
166 


167 
116 
125 
155 


197 
152 
178 

12  n 
170 
102  » 
169  It 

98  It 
LITTLE 
193 

67  * 

89 
167 
175 
106 


CAUDELL,  LOUIE  COE,  COP 

CAUSEY,  DELOIN  E,  CMDR,  AR  HPTL 

COX,  DEULON  H.,  PRBTN  OFCR,  6TH  JUDICIAL  DIS 

CRIST,  EUGENE  L.,  JR.,  BUSINESS  MANAGER,  PD 

DILLINGER,  DAVID  OTTIE,  INVSTGR  TPR,  AR  SPOL 

EDWARDS,  JIMMIE  G,  LT,  PD 
95  #  ETHERIDGE,  EDWIN  J,  CPT,  PD 
11  *  FAULKNER,  JOHN  G.,  JR.,  DEP  SHF,  PULASKI  CO  SO 

FLETCHER,  LARRY  M. ,  CPT,  AR  SPOL 

FOSTER,  JAMES  LUTHER,  LT,  PD 

FRANKS,  GEORGE  ROBERT,  JR,  1LT,  AR  HHY  POL 
tt    FULKS,  MELVIN  RICHARD,  LT,  PD 
It   GARNER,  HERSCHEL  S.,  CHF  DEP,  USMS 
It   GATEWOOD,  RONNY  L,  CPT,  PD, 

GENTRY,  LARRY  HURST,  SGT,  AR  SPOL 

GIBSON,  WILLIAM  D. ,  CAPTAIN,  PD 

GILBERT,  HAROLD  DAVID,  SGT,  AR  SPOL 

#  GLASSCOCK,  ROBERT  E.,  COP 
It   HARRIS,  LEO,  LIEUTENANT,  PD 
It   HARRIS,  WILLIE  J.,  LIEUTENANT,  PD 

HASTINGS,  DONALD  GENE,  CPT,  AR  HPTL 

#  HATCHETT,  LINDSEY,  DIRECTOR,  AR  SPOL 
HENSLEY,  FRED  HAYNE,  LT,  PD 

It   HILGER,  DALE,  SPC  AGENT,  AT  &  F 
HOLLADAY,  CHARLES  EDGAR,  LT,  PD 

ft   JENKINS,  ROBERT  L.,  LT,  PD 

JOHNSON,  JAMES  FREDERICK,  DEP  US  MARSHAL 
JOHNSON,  JOHN  RANDAL,  SHF  OF  PULASKI  CO 

#  JONES,  ROBERT  B,  LT,  PD 
tt   KEEGAN,  DAVID  T.,  PROBATION  OFCR,  MUNICIPAL  COUR 

KERBY,  JERRY  M. ,  LIEUTENANT,  USAF 

KIMBLE,  CAROLYN  DENNESE,  CPT,  PULASKI  CO  SO 

LANE,  KIRK  RICHARD,  LT,  PULASKI  CO  SD 

LAWRENCE,  JOHN  DAVID,  LT,  PD 
62  It   MAACK,  WILLIAM  H.,  ASST  CHF,  PD 
97  tt   MALLETT,  NORMAN  E,  ASST  CHF,  PD 

MCDONALD,  PAUL  R.,  FIREARMS  EXAMINER,  DPS  CRIM  LA 

MCMURRY,  ALVIN  C,  CAPTAIN,  PD 

MOORE,  BOB  H.,  CPT,  PD 

NOBLES,  JIMMY  WAYNE,  LT,  PD 

PATTILLO,  CONRAD  S,  CPT,  AR  SPOL 

PETTYJOHN,  BOYD  G,  CPT,  PD 

PLUMMER,  DENVER  PAUL,  CPT,  PD 
„  POLITIS,  M.  N.,  CAPTAIN,  PD 
57  tt   READ,  BILLY  JEAN,  SGT,  AK  STATE  POLICE 
101  It   RIGGIN,  DEAN  F,  LT,  PD 

ROWAN,  DAVID  PAUL,  ASST  CHF,  PD 

SIMPSON,  WALTER  E.,  COP 

SMITH,  BOBBY  D.,  DET  SGT,  PD 

SMITH,  GARLAND  L.,  PROBATION  OFCR,  PULASKI  CO  CIR 

SPEER,  CHARLES  WAYNE,  LT,  PD 

STAMPS,  ROBERT  E,  CPT,  USAF 

STARKS,  LARRY  W,  ASST  CHF,  PD 

TAMBURO,  PETE  R.,  LT,  PULASKI  CO  SO 

THOMAS,  BOBBY  L,  LT,  PD 

THOMAS,  STUART,  ASST  CHF,  PD 

82  ft   TUDOR,  H.  A.,  MAJ,  AR  SPOL 

106  tt   VANDIVER,  JAMES  D,  ASST  CHF,  PD 

139   VICKERS,  MONTY  HUGH,  SGT,  PD 

87  If   WALL,  DONALD  J.,  LT,  AR  SPOL 

153   WALTERS,  HORACE  LEE,  CPT,  PD 

WAMOCK,  PHILLIP  ELDON,  SGT,  AR  SPOL 

MATTERS,  CARTHEL  RAY,  CPT,  PD 

WEAKLAND,  GLORIA  ANN,  SGT,  AR  SPOL 

WEBB,  HAROLD  G,  CPT,  PD 

WEEKS,  GALE  F.,  CHIEF  OF  POLICE 

WILLIAMS,  SAMUEL  RALPH,  CPT,  PD 

YOUNG,  RAYMOND  L.,  LT,  AR  SPOL 

ZOELLER,  NICHOLAS  EDWARD,  ASST  CHF,  PULASKI  CO  SO 


130 

96 

64 

73 

139 

199 


99 
132 
193 
131 
100 
104 
146 

92 
166 

50 

80 

96 

184 

2 

151 

41 
137 
100 

67 
129 
108 

63 
103 
183 
197 
175 


43 
74 
114 
154 
114 
103 
123 
66 


128 

82 

116 

78 

171 

97 

99 

113 

112 

184 


151 

119 

192 
93  tt 
79  tt 

165 
93 

134 
LONOKE 

177 


PECKAT,  CHARLES  FREDERICK,  COP 
MARIANNA 
150   BIRCHLER,  MARK  ROBERT,  COP 
37  tt   CAUGHLEY,  JAMES  KERLIN,  COP 

137  MAY,  ROBERT  DAVID,  SHF  OF  LEE  CO 
MAUMELLE 

141  MOSELEY,  NORMAN  ARTHUR,  COP 
MELBOURNE 

163  YANCEY,  JACKIE  DEAN,  SHF  OF  IZARD  CO 

142  tt   HADAWAY,  ALMER  LEE,  SHF  OF  POLK  CO 
MOUNTAIN  HOME 

164  MANUEL,  CARRY  ALLEN,  SGT,  PD 
MOUNTAIN  VIEW 

47   KENT,  BEN,  CHF  DEP  SHF,  STONE  CO  SO 
MURFREESBORO 

172  BAKER,  DAVID  HARRELL,  SHF  OF  PIKE  CO 
NEWPORT 

136    IRBY,  BASIL  EUGENE,  LT,  AR  SPOL 

152  LONG,  JERRY  LYNN,  COP 

173  MCGEE,  PATRICK  GLEN,  SGT,  PD 
NORTH  LITTLE  ROCK 

109  tt   BAKER,  JESSE,  JR,  CPT,  PD 
95  tt   BARENTINE,  H  GENE,  CPT,  PD 
6  tt   BLANKENSHIP,  RAY  OWEN,  IDENT  OFCR,  PD 
101  tt   BROWN,  WILLIAM  F,  LT,  PD 

153  CATES,  SAMUEL  EUGENE,  JR,  LT,  PD 
111  tt   FARLEY,  THOMAS  J.,  SGT,  PD 

149  tt   GARNER,  JOHN  LEE,  SGT,  PD 

138  tt   GILBERT,  DON  ALLEN,  LT,  PD 


158 


ARKANSAS  -  CALIFORNIA 

136   GOODSON,  JACKIE  LYNN,  LT,  PD 

103   GREEN,  JIMMY  F,  ASST  COP 

105   HARRIS,  EUGENE  LEO,  DIR,  UNIV  OF  AK  DPS 

159  HICKS,  CLIFFORD  RAY,  CHF,  CAMP  ROBINSON  POLICE/FIRE 
115  tt   HOLLEY,  JOHNNY  L.,  SGT,  PD 

117  tt   JUELS,  MAURICE  P.,  SGT,  PD 

12*   LAMBERSON,  JERRY  EARLE,  INVSTGR,  PULASKI  CO  PROS  ATTY 

107  tt   MCFARLIN,  JAMES  H,  LT,  PD 
199   OKELLEY,  KATHY  DIANE,  CPT,  PD 
133   SHAIN,  JAMES  MALICHIA,  SGT,  PD 

113  tt   HARD,  BOBBY  L,  SGT,  PD 
PARAGOULD 

122  LANGSTON,  DANNY  RAY,  LT,  PD 

93  LINDLEY,  HILLIAM  H. ,  COP 
PINE  BLUFF 

109  BROWN,  VIRGIL  I.,  CPT,  JEFFERSON  CO  SD 
182   CLARK,  NATHANIEL,  CPT,  PD 

100   FOSTER,  GORDON  L.,  CORR  OFCR,  AK  DPT  OF  CORR 
96   GOODMAN,  BILLY  R.,  SERGEANT,  PD 

157  HEROMAN,  KENNETH  LESLIE,  LT,  PD 

198   HODGSON,  LINDA  KAY,  DIR  OF  LE  &  SEC,  PINE  BLUFF  AR 
69  It   HOWARD,  HILLIAM,  CHIEF  OF  POLICE 

160  HOWELL,  JOHN  EMMETT,  INVSTGR,  AR  SPOL 

92  NORMAN,  BOBBY  J,  DIR,  AR  LAH  ENF  TNG  ACADEMY 

107  PARKER,  JAMES  C. ,  CPT,  PD 

28  *  RICE,  DANIEL  S.,  DEP  SHF,  JEFFERSON  CO  SO 

126  ROSEGRANT,  DAVID  EUGENE,  LT,  AR  SPOL 

59  tt   YOUNG,  NORMAN  D. ,  CHIEF  OF  POLICE 
ROGERS 

120  BROCK,  DERREL  LEE,  LT,  PD 

90  *  COLE,  MARVIN  J.,  COP 

181  HELMS,  HOBERT  STEPHEN,  CPT,  PD 
131  tt   ILES,  HAROLD  LEE,  LT,  PD 

156   JONES,  CHARLES  MICHAEL,  LT,  PD 
172   RUSSELL,  STEVEN  MARK,  SGT,  PD 
RUSSELLVILLE 

194  DAVIS,  DAVID  PAUL,  SGT,  PD 

146  HARTZELL,  LLOYD  DOUGLAS,  DET,  PD 

69  tt  JOHNSTON,  HERBERT  F,  COP 

75  LEATHERHOOD,  HUBERT  HARRIS,  COP 

179  MCMILLEN,  THOMAS  NORMAN,  CPT,  PD 
SEARCY 

150  BOND,  JAMES  HELDON,  LT,  PD 

174  EDMUNSON,  KENNETH  STEPHEN,  LT,  PD 

195  HOWARD,  ROBERT  GIDEON,  JR,  SGT,  AR  SPOL 

182  OSBORNE,  KYLE  GENE,  LT,  PD 

194  STORY,  RANDALL  NATHAN,  SGT,  PD 
154   THOMAS,  ELMER  J,  COP 

SHERIDAN 

176   ADAMS,  BOBBY  DALE,  SHF  OF  GRANT  CO 
SHERWOOD 

188   CROCKETT,  JAMES  CARLOS,  COP 

126  SEELINGER,  CHARLES  MATHEW,  COP 
SILOAM  SPRINGS 

190   GREGORY,  ALBERT  LEROY,  COP 
SPRINGDALE 
174   BASKIN,  WILLIAM  BOYD,  CPL,  AR  SPOL 

114  tt   BREWER,  TRUMAN  R,  COP 

190   CLARK,  STEVE  MARLIN,  ASST  CHF,  PD 
140  tt   FENDLEY,  OLEN,  SGT,  PD 
81   GOODWIN,  T  L,  DIR,  AR  SPOL 

123  tt   HANCOCK,  FLOYD  JAMES,  CPT,  PD 

196  LEWIS,  JOHN  HYATT,  LT,  PD 

110  tt   MILLER,  CHARLES  W. ,  TPR,  AR  SPOL 

98  PHILLIPS,  WINFORD  E,  CPT,  AK  SPOL 

120  tt   SWEARINGEN,  GARY  LEE,  LT,  PD 
STAR  CITY 

94  It   GRIFFITH,  ROBERT  L,  COP, 
TEXARKANA 

127  ARNOLD,  LARRY  DANIEL,  CPT,  BOWIE  CO  SO 
179   ATES,  CALVIN  RICHARD,  LT,  PD 

99  BRANCH,  WILLIAM  D. ,  CHF  DEP,  MILLER  CO  SO 
122   GILES,  RICHARD  KELLY,  LT,  DPS 

110  tt   GRAY,  ZANE,  CPT,  DPS 

121  HARRISON,  ROBERT  HENRY,  COP 

135  tt   HARTSHORN,  ALLEN  LEROY,  CPT,  DPS 
166   JONES,  BILLY  LENARD,  SGT,  PD 

158  KECK,  ERNEST  ARTHUR,  CPT,  DPS 
188   LEWIS,  MARK  DEWAYNE,  SGT,  PD 

95  MIXON,  BOBBY  C,  OFCR,  BOWIE  CO  PROBATION  OFC 
92  tt   SEWELL,  GEORGE  D.  ,  CAPTAIN,  PD 

41  tt   SMITH,  GEORGE  W. ,  INVSTGR,  AR  REVENUE  COM 
117  *  STEWARD,  DONALD  B.,  LT,  DPS 

195  VAUGHN,  SHAWN  MARK,  LT,  PD 
VAN  BUREN 

185   JOHNSON,  KEVIN  RAY,  CPL,  PD 
WEST  HELENA 

129   CROSS,  JAMES  THOMAS,  COP 
WEST  MEMPHIS 

30  tt   BARKER,  CLYDE,  CHF,  CRITTENDEN  CO  JUVENILE  CO 

103  tt   BELL,  JIMMY  L,  ASST  CHF,  PD 

169  tt   GITCHELL,  GARY  WESLEY,  INSPR,  PD 

119   HUBBARD,  JERRY  WAYNE,  CPT,  PD, 

124  JONES,  DAVID  FRANKLIN,  CPT,  PD, 
107  It   KEEN,  BOBBY  R,  COP 

88  #  RALPH,  WILLIAM  H,  JR,  COP, 

196  SUDBURY,  JAMES  FRANKLIN,  CPT,  PD 
WYNNE 

73  It   ZACHARY,  N  E,  COP 


ARMED  FORCES  EUROPE 
DAYTON 

198  MCCARTHY,  RONALD  EDWARD,  MSGT,  USAF 
NORFOLK 

197    SPEED,  DAVID  LEE,  SR  CHF  MASTER  AT  ARMS,  USN 
RAMSTEIN  AIR  BASE 

196   DELANEY,  WILLIAM  PATRICK,  MAJ,  USAF 
SIGONELLA 

186   KINSMAN,  JEFFREY  ROBERT,  LT,  USN 

ARMED  FORCES  PACIFIC 
AGANA 

190  CALDWELL,  GARY  LLOYD,  LT,  USN 
TOKYO 

188    BARNEY,  PAUL  KEITH,  CPT,  USAF 

CALIFORNIA 
ALAMEDA 

158  CARR,  DONALD  DALE,  SR  SA,  US  COAST  GUARD 
141   COLVIN,  STEPHEN  FRANK,  CPT,  PD 

191  GARRETT,  GREGORY  LYNN,  LT,  PD 

167  LEITZ,  FREDERICK  HILLIAM,  JR,  LT,  PD 

149  SCHMITZ,  WILLIAM  THURMAN,  CPT,  PD 
92  tt  TOTORICA,  JOE  J,  LIEUTENANT,  PD 

159  VOOGD,  STANLEY,  LT,  PD 
ALBANY 

60  tt   JENSEN,  RALPH  M. ,  CHIEF  OF  POLICE 

185  MURDO,  LARRY  PAUL,  COP 
ALHAMBRA 

29  tt   BUHMAN,  RAYMOND  J.,  COP 
ALTURAS 
190   CALLAGHAN,  STACY  LEE,  SGT,  PD 
148   HARBAUGH,  DEAN  LAVELL,  LT,  CA  HPTL 

67   HARRIS,  LYNN  E.,  SHF  OF  MODOC  CO 
128  tt   LOVELESS,  EDWARD  EARL,  COP 

92    TILSON,  PERRY,  USHF,  MODOC  CO  SD 
ANAHEIM 
156    BAKER,  ROGER  ALAN,  CPT,  PD 
175   DE  PAOLA,  PETER,  JR,  CPT,  PD 
167    FLEMING,  FRANK  EDWARD,  LT,  PD 

95  tt   FRANKLIN,  WILLIAM  J.,  CPT,  PD 

128  GASTON,  RANDALL  WALLACE,  COP 
196  HANNAH,  MICHAEL  JOSEPH,  LT,  PD 
162  HEDGPETH,  MARCUS  WILLIAM,  CPT,  PD 

199  HUNTER,  CRAIG  ALLEN,  LT,  PD 

150  KANTOR,  STANLEY  SHERON,  CPT,  PD 

124  tt   KENNEDY,  JIMMIE  DALE,  COP 
94  tt   MANG,  NORBERT  V,  CPT,  PD 

49   MARTIN,  JACK  C,  SUPV  FOR  INTERNAL  SEC,  DISNEYL 

82  *  MICHEL,  DAVID  B.,  COP 

91  tt   MILLER,  CARL  D. ,  CPT,  PD 
190   ODONNELL,  THOMAS  WILLARD,  LT,  PD 
166    PARRA,  JACKIE  EDWARD,  CPT,  PD 

186  QUINZIO,  JOHN  MICHAEL,  SGT,  PD 

180  REISS,  JEROME  JOSEPH,  JR,  SGT,  PD 

181  ROUSH,  FREDERICK  DALE,  SGT,  PD 
147    SCHRADER,  GEORGE  EDWARD,  LT,  PD 

195  SEVERSON,  DAVID  STANLEY,  LT,  PD 
133  tt   THALMAN,  JAMES  STUART,  LT,  PD 

129  tt   WILCOX,  DALE  ARTHUR,  CPT,  PD 
ANDERSON 

118    RANER,  HILLIAM  PHILIP,  JR,  COP 
ANTIOCH 
112  #  BLOMSETH,  GLENN  M,  LT,  PD 
85  tt   CARLSON,  EUGENE  A.,  COP 

155  GLEN,  JAY  SHERWOOD,  CPT,  PD 

109  tt   HERENDEEN,  LEONARD  K.,  COP 

125  KELLER,  EDGAR  FARR,  CPT,  PD 
133   LEWIS,  DAVID  THOMAS,  COP 

177   MCEACHIN,  RICHARD  HHITNEY,  LT,  PD 

98  tt   RICKFORD,  DALE  A,  CPT,  PD 
115  It   SHIVELY,  RAYMOND  E.,  LT,  PD 
ARCADIA 
129    BERNSTEIN,  BURTON  MAURICE,  AGENT,  PD 

196  GILMORE,  STEPHEN  CRAIG,  SGT,  PD 
166   HINIG,  DAVID  HOWARD,  CPT,  PD 

98  It   HONAKER,  RICHARD  L,  CPT,  PD 
135   JOHNSON,  NEAL  ROGER,  CPT,  PD 
118   LITTLE,  LOUIS,  SGT,  PD 
175   OSTASHAY,  EDWARD  FRANK,  JR,  LT,  PD 

37  tt   SEARES,  ROBERT  S.,  CHIEF  OF  POLICE 
ARCATA 
106    SOUSA,  DENNIS  A.,  SGT,  HUMBOLDT  STATE  UNIV  PD 

96  It   VANDERKLIS,  CORSTIAAN  A,  JR,  CHF.CA  STATE  UNIV-HUMBOLT 
ARROYO  GRANDE 

156  ANDREHS,  WILLIAM  CLINTON,  LT,  PD 
33  *  MIZE,  WEYMAN  CARTHELL,  COP 

ATASCADERO 

137   MCHALE,  RICHARD  HOWARD,  COP 
ATHERTON 

197  GRIMM,  ERIC  HOWARD,  SGT,  PD 
139  tt   HARRIS,  RONALD  ALLEN,  CMDR,  PD, 

41  tt   HUBBARD,  LEROY  ALBERT,  COP 
183   MALIM,  GEORGE  RALPH,  CAPT,  ATHERTON  PD 

110  tt   MOORE,  RICHARD  L.  ,  COP 

105   STANTON,  GEORGE  EDWARD,  CAPTAIN,  PD 
AUBURN 
177   ADDOMS,  JOHN  FILLMORE,  III,  SGT,  PLACER  CO  SD 

91  It   BENNETT,  MAXWELL  T,  CPT,  PLACER  CO  SD 
139    BONNER,  EDWARD  NEIL,  USHF,  PLACER  CO  SD 
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119 
197 
17* 
90 
193 
179 
138 
151 
173 
158 
107 
125 
132 
123 
135 
161 
H3 
AZUSA 
183 
193 


BOTHELLO,  EUGENE  FLOYD,  INSPR,  PLACER  CO  SD 
BURNS,  SCOTT  DONALD,  SGT,  PD 

GUHMOH,  ROBERT  MICHAEL,  CHF  INVSTGR,  PLACER  CO  DA  OFC 
HARRINGTON,  HILLIAM  R,  DET  LT,  PLACER  CO  SO 
HARRIS,  DAVID  PAUL,  LT,  PLACER  CO  SD 
KEYES,  DAVID  LEE,  LT,  PLACER  CO  SD 
MAHLBERG,  RAYMOND  JOSEPH,  CPT,  PLACER  CO  SD 
MILAM,  DAVID  LAHRENCE,  SGT,  PLACER  CO  SD 
HORELLO,  MICHAEL  ANGELO,  COP 
NELSON,  RICHARD  LEROY,  SGT,  PD 
NUNES,  DONALD  J,  SHF  OF  PLACER  CO 
PASS,  DONALD  MARIO,  CHF  INVSTGR,  PLACER  CO  DA  OFC 
SARCINELLA,  ANDREW  JOSEPH,  LT,  PLACER  CO  SD 
SMITH,  JOHNNIE  HILLIAM,  INSPR,  PLACER  CO  SO 
VOYIATZES,  JAMES  ALAN,  LT,  PLACER  CO  SD 
PD 
DIR,  DPS 


HELDON,  JAMES  ROBERT,  LT, 
HILLICK,  NICHOLAS  STEPHEN, 


95 
112 
117 
147 
188 
140 
169 
159 
102 
178 
190 
113 
199 
85 
97 
41 
120 
121 
195 
72 
152 
30 
129 
111 
167 
175 
183 


BRODERICK,  JOHN  PAUL,  COP 

PIHLAK,  KAREN  TAMAR,  CPT,  PD 
BAKERSFIELD 
155   ANDERSON,  ALLEN  MAC,  ASST  CHF,  PD 

ANDERSON,  LEROY  P,  CHF  DEP,  KERN  CO  SD 

BAKER,  GARY  F,  CMDR,  KERN  CO  SO 

BEENE,  FRANKLIN  DEE,  LT,  KERN  CO  SD 

BENOIT,  JOHN  JOSEPH,  LT,  CA  HPTL 

BENTLEY,  LAHRENCE  EUGENE,  LT,  KERN  CO  DA  OFC 

BLACKBURN,  CLEO  ALBERT,  JR,  LT,  PD 

BRESSON,  GREGG  ERNEST,  INVSTGR,  KERN  CO  DA  OFC 

BRUMHER,  STEVEN  EUGENE,  COP 

CASH,  JAMES  R,  ASST  CHF,  PD 

CHEALANDER,  HAROLD  BRUCE,  CMDR,  KERN  CO  SD 

CLEMENTS,  ROBERT  ELLIOTT,  LT,  CA  HPTL 

CRAFTON,  BOBBY  D,  CPT,  KERN  CO  SO 

CROSBY,  PHILIP  EUGENE,  CMDR,  KERN  CO  SD 

DEEH,  JAMES  N,  ASST  CHF,  PD 

DODD,  HERBERT  H.  ,  SR  INVSTGR,  KERN  CO  DAS  OFC 

DODGE,  CHARLES  HORACE,  SF  OF  KERN  CO 

FINDLEY,  JERRY  DEAN,  CMDR,  KERN  CO  SD 

FISHER,  ROBERT  JOE,  LT,  KERN  CO  SO 

FIVECOAT,  CHARLIE  V,  JR,  CMDR,  KERN  CO  SD 

FOTE,  LOREN  G,  CHF  CRIM  DEP,  KERN  CO  SO 

FREDENBURG,  DONALD  LEROY,  LT,  KERN  CO  SD 

GREER,  FRANK  C. ,  PATROLMAN,  PD 

GUTIERREZ,  ALFRED,  CPT,  KERN  CO  SD 

HAYNES,  DAVID  J,  ASST  SHF,  KERN  CO  SD 

HILLIS,  CHRISTOPHER  DONALD,  LT,  KERN  CO  DA  OFC 
TAM  KEITH,  LT,  KERN  CO  DA  OFC 
BILL  R,  ASST  CHF,  PD 
JOSEPH  H,  CHF  INVSTGR,  KERN  CO  DA  OFC 

KENT,  PAUL  C,  LT,  KERN  CO  SD 

KLEIER,  EDHARD  L,  JR,  SHF  OF  KERN  CO 

LACKEY,  LAHSON  KEITH,  LT,  KERN  CO  SD 

MAHAN,  BURTON  NEIL,  CPT,  PD 

MATLOCK,  ERIC  HENDELL,  COP,  PD 

MCCATHRON,  RICHARD  HAYNE,  CMDR,  KERN  CO  SD 

MERRITT,  HILLIAM  DAVID,  CMDR,  KERN  CO  SD 

METTLER,  STEVEN  MARTIN,  CMDR,  PD 

MIDDLETON,  SAMUEL  KENT,  LT,  PD 

MILLER,  EDHARD  E,  CPT,  PD 

MOE,  STANLEY  DEAN,  CMDR 

MOESTA,  JOSEPH  DAVID,  JR,  LT,  PD 

MONTGOMERY,  PAUL  KENNETH,  LT ,  KERN  CO  SD 

NEHPORT,  WALTER  CLAYTON,  JR,  INVSTGR,  KERN  CO  DA  OFC 

PATTERSON,  ROBERT  A,  COP 

PENDLETON,  ROBERT  DWIGHT,  CHF  INVSTGR,  PD 

PRICE,  ROBERT  0,  COP 

PUMPHREY,  BERTUS  RAY,  LT,  KERN  CO  SD 

ROTONDO,  F  MICHAEL,  LT,  CA  HPTL 

RUDDER,  BOBBY  M.,  LT,  PD 

SHELL,  WILLIE  LEE,  JR,  COP 

SKINNER,  WILLIAM  S,  CHF  INVSTGR,  KERN  CO  DA  OFC 

SORRELL,  JOSEPH  MICHAEL,  LT,  PD 

SPARKS,  CARL  L.,  LIEUTENANT,  KERN  CO.  SO 

THOMPSON,  HILLIAM  M,  ASST  CHF,  PD 

WIGGINTON,  DONALD  ROBERT,  ASST  CORONER,  KERN  CO 

YOUNGBLOOD,  DONNY  HAROLD,  LT,  KERN  CO  SD 
BALDWIN  PARK 

196   HIGGINBOTHAM,  DANIEL  JOSEPH,  CPT,  PD 
BANNING 
152   CROSS,  RUSSELL  GALE,  COP 
164   LANTERMAN,  GEORGE  RICHARD,  DEP  CHF,  PD 
BARSTOH 
173   ALCANTARA,  RUDOLPH  ANGEL,  SGT,  PD 

GIBSON,  CALEB  LELAND,  SR,  SGT,  PD 

GRACE,  MATT  LAHSON,  1ST  LT,  USMC 

HIBBETTS,  ARTHUR  EUGENE,  SGT,  PD 

LINDLEY,  JAMES  NOLAN,  LT,  PD 

TATE,  ROBERT  R.  ,  HO,  USMC 

WEBSTER,  JILL  ALICIA,  LT,  SAN  BERNARDINO  CO  SD 


HODGSON, 
H0R10N, 

92  tt   JOHNSON, 
143 

87 
137 
196 
171 
187 
127 
132 
125 
100 
146 
142 
149 
197 
111 
148 

91 
118 
159 
113 
131 
107 
126 
114 
115 

70 
144 


187 

158 

156 

161 

116 

171 
BEAUMONT 

192   ACOSTA,  JOHN  ANTHONY,  LT,  PD 
BELL 

196    TREVIS,  MICHAEL  JOSEPH,  COP 
BELL  GARDENS 

129   DONOHOE,  HILLIAM  LELAND,  COP 

180    FREEMAN,  FREDRICK  MARK,  CMDR,  PD 

100   HENSON,  PHILIPP  S.,  CHIEF  OF  POLICE 
BELMONT 

188    MATTEL  DONALD  JOSEPH,  CMDR,  PD 


124   PIERUCCI,  JOSEPH  ADOLF,  CMDR,  PD 
119   SCALES,  JAMES  SHELDON,  LT,  PD 
BENICIA 
193   DELTORCHIO,  ALFRED  EDHARD,  SGT,  PD 
179   GARD,  DENNIS  MARTIN,  DEP  CHF,  PD 

153  GIULIANI,  OTTO  HILLIAM,  COP 
112  tt   SILVA,  JOHN  F,  DEP  CHF,  PD, 

BERKELEY 
182   ALBERTS,  KAREN  SUE,  SGT,  UNIV  OF  CA  BERKELEY  PD 
174   BECKFORD,  GUILLERMO  ALEJANDRO,  CPT, UNIV  OF  CA  AT  BERKEL 
110  tt   BOWLES,  DERRY  E,  COP 

162   CARROLL,  PATRICK  JAMES,  CPT, UNIV  OF  CA  AT  BERKELEY  PD 
174   DELATOUR,  MICHEL  ALEXANDER,  LT,  PD 
115  #  DORAN,  PHILIP  E,  CPT,  PD 
166   FOLEY,  WILLIAM  PATRICK,  JR,  CPT, UNIV  OF  CA  AT  BERKELEY 

154  HARRISON,  VICTORIA  LOUISE,  CHF,  UNIV  OF  CA  AT  BERKELEY 
100  tt   HEALY,  MICHAEL  J.,  CPT,  PD 

8   KIDD,  WORTH  ROBERT,  LIEUTENANT,  PD 
129  tt   PETERS,  ROBERT  JOHN,  LT,  PD 
134   POLK,  JAMES  GREGORY,  CPT,  PD 
54  tt   ROSS,  JEWELL  L.,  CAPTAIN,  PD 

40  tt   MADMAN,  WILLIAM  W. ,  JR.,  ASST  SUPT  OF  POL,  UNIV  OF  CA  P 
30  tt   WHALEY,  HENRY  F.,  LIEUTENANT,  PD 
BEVERLY  HILLS 

91  tt   GEORGE,  PETER  A.,  LT,PD 

KOCH,  LOTHAR  FRED,  CPT,  PD 
KREINS,  EDWARD  S,  CITY  MANAGER 
PEDERSON,  MERVEL  R. ,  CPT,  PD 
SMITH,  JAMES  EDWARD,  LT,  PD 
THORPE,  JACK  ANTON,  LT,  PD 


. ,  CHIEF  OF  POLICE 
CHIEF  OF  POLICE 


CHIEF  OF  POLICE 

CMDR,  BAY  AREA  TRANSIT  PD 
,  CHIEF  OF  POLICE 


USHF,  MONO  CO  SD 

CA  HPTL 
JR,  SHF  OF  MONO  CO 


PD 
PD 


123 
92 
117 
141 
133 
BIGGS 

96  tt   MOSLEY,  LEONARD  G 
BLYTHE 

93   INGRAM,  HUGHY  B., 
BORREGO  SPRINGS 

165   RHODES,  LYNN,  CHF,  CA  PARKS  &  REC 
BREA 

98   FORKUS,  DONALD  L., 
BRENTWOOD 
172   GOMES,  HADE  ALLEN, 
45  tt   SHEEHAN,  JOSEPH  J. 
BRIDGEPORT 

127  tt   MANN,  SANFORD  LEHIS, 
106  tt   REID,  WILLIAM  M.  ,  LT 

97  STRELNECK,  MARTIN  A, 
BRISBANE 

105   MARTINI,  E.  A.,  COP 
BUENA  PARK 
160   BLACK,  PATRICK  MICHAEL,  LT, 

128  SELF,  CHARLES  SPENCER,  CPT, 
BURBANK 

139   BOWERS,  GORDON  ALLAN,  CPT,  PD 
CUTLER,  RICHARD  D,  LT,  PD 
FARRAND,  JAY  VINSON,  LT,  PD 
GILES,  ROBERT  EDWIN,  LT,  PD 
HOEFEL,  THOMAS  KEITH,  LT,  PD 
KOCH,  LARRY  WAYNE,  LT,  PD 
LATTA,  JOSEPH  TAYLOR,  LT,  PD 
MADRID,  RICHARD  MICHAEL,  SGT, 
PORRETTA,  SALVADORE,  JR,  SGT, 
ROSOFF,  ERIC  BOYAN,  SGT,  PD 
SMITH,  ROBERT,  LIEUTENANT,  PD 
SMITH,  WILLIAM  B.,  CPT,  PD 
VALENTO,  JOSEPH  LEO,  LT,  PD 
HELKER,  CHRIS  THOMAS,  LT,  PD 
BURLINGAME 
111  tt   CHASE,  THOMAS  B.,  LT,  PD 
CLARK,  JAMES  A,  LT,  PD 
ELDREDGE,  JAMES  LORING,  SGT, 
LOLLIN,  CARL  M. ,  COP 
MISSEL,  GARY  HAYNE,  COP 
PARKIN,  JOHN  PHILIP,  SGT,  PD 
VAN  ETTEN,  JACK  LAYTON,  CMDR,  PD 
CALEXICO 
162   SANCHEZ,  MARIO  VALLEJANO,  CMDR, 
137  tt   SINGH,  MIGUEL,  COP 
CALIFORNIA  CITY 

145   DEMPSEY,  HILLIAM  HENRY,  COP 
CAMARILLO 

134   LATIMER,  JAMES  ALBERT,  LT,  PD 
CAMP  PENDLETON 
196   ALONZO,  JOHN  JIMENEZ,  JR,  MSGT,  USMC 
176   BROUSSARD,  GORDON  ALEXANDER,  LTC,  USMC 
86   COURTNEY,  ROBERT  E.,  MAJ,  PMO,  USMC 
178   DUNN,  TYRONE  JOHN,  M/SGT,  USMC 
127   DURHAM,  JAN  MORTON,  LTC,  USMC 
131  tt   FABRIZIO,  JOSEPH,  MAJ/PROVOST  MARSHAL,  USMC 
FENSLER,  ROBERT  KENNETH,  JR,  CWO  III,  USMC 
JOHN  ALBERT,  MAJ,  USMC 
TIMOTHY  REID,  ILT,  USMC 
CLYDE  RAY,  LT,  USMC 
TIMOTHY  MICHAEL,  CWO,  USMC 
LOCH,  EDWARD  LEON,  MGSGT,  USMC 
MATTHIAS,  RAYMOND  C,  CPT,  USMC 


112 
125 
170 
163 
153 
146 
172 
121 
188 
79 
105 
129 
197 


103 
129 
79 
181 
121 
198 


PD 
PD 


PD 


PD 


FORQUER, 
GOSSETT, 
JACKSON, 
JOHNSON, 


132   RAY,  JACK  EUGENE,  SECOND  LT, 
141  tt   RIPPY,  ROGER  LEE,  MAJ,  USMC 
119  tt   STRONG,  DAVID  PAUL,  WO,  USMC 
157  tt   WELCH,  RAY  ALFRED,  CPT,  USMC 
CAMPBELL 


USMC 
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172   GULLO,  DAVID  LAWRENCE,  LT,  PD 
CAPITOLA 

138  BRAUNTON,  DONALD  ERNEST,  COP 

152  GRANATA,  JOSEPH  III,  CPT,  PD 
125  tt   HANNA,  THOMAS  ALLEN,  CPT,  PD 

168  MARTIN,  BRIAN  KEITH,  SGT,  PD 

141  RICCABONA,  VINCENT  JOHN,  SGT,  PD 

178  WHITE,  PATRICK  ROBERT,  SGT,  PD 
CARLSBAD 

172  FRIED,  GREGORY  KENT,  LT,  PD 

181  HASENAUER,  JOSEPH  EDWARD,  LT,  PD 

167  HAWKS,  JAMES  RE,  LT,  PD 

106  KELLOGG,  GENE  R.,  CPT,  PD 

89  tt   LAUGHLIN,  RALPH  W. ,  SR.,  COP 
177   LEWIS,  DON  TYLER,  LT,  PD 

192  METCALF,  DON  TERRY,  LT,  PD 
122   READY,  WILLIAM  THOMAS,  LT,  PD 

78   ROSSALL,  WALLACE  D. ,  CAPTAIN,  PD 
187   SHIPLEY,  MICHAEL  JOHN,  LT,  PD 
117  It   SUTTLE,  GEORGE  FREDERICK,  CPT,  PD 

103  It   WALTON,  HARRY  E.,  SGT,  PD 
CARMEL 

76  #  ELLIS,  WILLIAM  H,  COP 

94  FISCHER,  FRANCIS  P.,  CAPTAIN,  PD 

171   HERT,  LUTHER  MARTIN,  JR,  CPT,  MONTEREY  CO  SD 
33  It   KLAUMANN,  CLYDE  PATTISON,  COP 

169  POITRAS,  WARREN  EDWARD,  JR,  DET  SGT,  PD 
CARMEL-BY-THE-SEA 

155  tt   BOWMAN,  JON  SAMUEL,  LT,  PD 
CARPINTERIA 

163   DONNELLY,  MICHAEL  WILBUR,  LT,  PD 
91  tt   FRONTADO,  JOHN  R,  COP 

139  TIESO,  GARY  JOSEPH,  COP 
CASTLE  AFB 

101  *  MCCORMACK,  STEVE  W,  LTC,  USAF 
CASTRO  VALLEY 

177   LAPERA,  NORMAN  ANTHONY,  JR,  CHF,  EAST  BAY  REGION  PARK  P 
CERES 

128   ARROLLO,  LEWIS,  CMDR,  PD, 

165   CHAPMAN,  JOHN  GARLEN,  CMDR,  DPS 

95  tt   CUNNINGHAM,  LEROY  B,  COP 
CHICO 

176   AEILTS,  ANTHONY  ALLEN,  LT,  PD 
150  tt   BRAGDON,  WILLIAM  THOMAS,  LT,  PD 
105  tt   BULLERJAHN,  ULRICH  F.,  COP 

186  GURROLA,  RUBEN  ANTHONY,  JR,  CPT,  PD 

193  MALONEY,  MICHAEL  ROBERT,  CPT,  PD 
131   MASSIE,  JAMES  MARVIN,  COP 

CHINA  LAKE 

104  KAUPP,  STEPHEN  L,  DIR  OF  SEC,  NAVAL  HEAPONS  CENT 
CHINO 

187  BECKMAN,  STEVEN  RANDALL,  LT,  PD 

194  CISNEROS,  EDWARD  RICHARD,  LT,  PD 

40  tt   GORDON,  PAUL  SIGMUND,  LT,  CA  INSTITUTION  FOR  MEN 

176   MATTHEWSON,  THOMAS  WADSWORTH,  LT,  PD 

149   SILL,  RICHARD  LESLIE,  COP 

162   STUELAND,  CULLEN  B,  LT,  PD 

169   TOOLEY,  HARRY  ORSON,  SR,  LT,  PD 
CHOHCHILLA 

146   SMITH,  PATRICK  ALLEN,  COP 
CHULA  VISTA 

112   BLACKSTON,  DAN  L.,  SGT,  PD 

133   GIRDNER,  DEAN  CARLYLE,  JR,  LT,  PD 

104   KING,  HARLAND  C. ,  LIEUTENANT,  PD 

107  KOHLS,  JOHN  A.,  CAPTAIN;  PD 
35   MCCULLUM,  BERNARD,  COP 

51  *  ROBERTS,  EUGENE  B.,  CHIEF  OF  POLICE,  PD 
95   WINTERS,  WILLIAM  J.,  CHIEF  OF  POLICE 
CLAREMONT 

93  tt   MOODY,  ROBERT  E.,  COP 
CLAYTON 

131  tt   GACKOWSKI,  JOHN  LOUIS,  CMDR,  CONTRA  COSTA  CO  SO 

181  tt   VENTURINO,  NORMAN  LEWIS,  COP 
CLEARLAKE 

185   CHALK,  ROBERT  SHELTON,  COP 

190   DICK,  GARY  LEE,  LT,  PD 
CLOVERDALE 

139   PERSONS,  RODNEY  HENRY,  COP 
COACHELLA 

190   SULLIVAN,  WILLIAM  ARNOLD,  JR,  SGT,  PD 
COALINGA 

165   DE  ANGELIS,  JOHN  JOSEPH,  COP 
60  tt   GRIFFITH,  A.  C,  CHIEF  OF  POLICE,  PD 
COLMA 

119  tt   NOONAN,  WILLIAM  JOSEPH,  CHF,  BROADMOOR  PD 
COLTON 

121   CONNOLLY,  PAUL  JOSEPH,  LT,  PD 

175   CROWE,  PATRICK  GEORGE,  COP 

167   HEUSTERBERG,  RANDALL  FRANK,  CPT,  PD 

189   MCCANN,  JOSEPH  FRANCIS,  LT,  PD 

184   RAUCH,  BRUCE  CHANCELLOR,  LT,  PD 

136   STEFFEN,  MERLE  KENNETH,  LT,  PD 

156  STRATTON,  JACK  HOWARD, 
COLUSA 

153  AUSTIN,  DOUGLAS  JAY,  LT,  COLUSA  CO  SD 
141   MARSHALL,  SCOTT  DREW,  CPT,  COLUSA  CO  SD 

93  tt   MCDERMOTT,  JOEL  A,  USHF,  COLUSA  CO  SD 

138   OLIVER,  WILLIAM  WAYNE,  USHF,  COLUSA  CO  SD 
COMPTON 

33  tt    INGRAM,  WILLIAM  K.,  CHIEF  OF  POLICE 


73   THOMAS,  ARTHUR  M. ,  COMMANDER,  PD 
CONCORD 
189  tt   ALCORN,  JAMES  JEFFREY,  LT,  PD 
BURNS,  RICHARD  F.,  LT,  PD 
COLLINS,  GEORGE  EDWARD,  CPT,  PD 
ERNST,  MARK  EDWARD,  LT,  PD 
EVANS,  ROBERT  EDWARD,  CPT,  PD 
GORDY,  RICHARD  JOSEPH,  LT,  PD 
JENNINGS,  JAMES  MADISON,  CPT,  PD 
LYNCH,  STEPHEN  MICHAEL,  LT,  PD 

MCPHERSON,  WAYNE  W. ,  CRIM  INVSTGR,  NAVAL  AMMUNITION 
MORRISON,  RICHARD  JAMES,  LT,  PD 
NOVINGER,  CLARENCE  WAYNE,  CPT,  PD 
REDFERN,  ROBERT  H,  CPT,  PD 
ROGERS,  SAMUEL  L.,  CAPTAIN,  PD 
SHUSTA,  ROBERT  MILWARD,  LT,  PD 
STRAKA,  GEORGE  JOHN,  COP 
TAMBORSKI,  STEPHEN  F.,  CPT,  PD 
WILLIAMSON,  HARRY  HARDY,  SR,  LT,  PD 


117  tt 

129  tt 

169 

139 

163 

166 

185 

36  * 
151  # 
143 

99  It 

72  # 
158 
121  tt 

94  tt 

123 

154 

CORONA 

137 


ZWICKEY,  JARED  LOREN,  LT,  PD 


115 
199 
106 
133 


181 
179 
124 
197 
172 


DALZELL,  JOHN  ROBERT,  CPT   «>D 
108  tt   EVANS,  THOMAS  L.,  CHF  IN\    R,  PD 
165   MARTIN,  ROBERT  JAMES,  LT,  rJ 

SAMPSON,  EDWARD  D,  DEP  CHF,  PD 
SPIEGEL,  SAMUEL  LOUIS,  CPT,  PD 
TALBERT,  BOBBY  J.,  COP 
VALLE,  JAMES  DALE,  CPT,  PD 
CORONADO 
160   ABEL,  BILL  GENE,  LT,  PD 

ADAMS,  JAMES  LEE,  SGT,  PD 
CROOK,  PAUL  WESLEY,  JR,  ASSISTANT  CHIEF 
HUTTON,  ROBERT  STEWART,  COP 
OCHOA,  JESUS  GERARDO,  SGT,  PD 
RAPP,  GARY  ALAN,  SGT,  PD 
CORTE  MADERA 
167   EDELMAN,  JOHN,  CPT,  CA  HPTL 
88  tt   MCINTOSH,  DAVID  L.  ,  COP 
COSTA  MESA 

57   MCKENZIE,  ARTHUR  R.,  DIR,  YOUTH  SERVICES  PROGRAM 
COVINA 
173   HARVEY,  ANDREW  J,  CPT,  PD 

143  OLIVE,  ROBERT  JACKSON,  CPT,  PD 
CRESCENT  CITY 

105  It   BEARD,  BILL  R.,  USHF,  DEL  NORTE  CO  SO 
91  It   HOPPER,  GEORGE  T.,  SHF  OF  DEL  NORTE  CO 
CULVER  CITY 

144  tt   AUGUSTA,  FRANK  RICHARD,  LT,  PD 
163   BURCK,  WILLIAM  LEE,  LT,  PD 

94   CARPENTER,  RICHARD  H. ,  LT,  PD 
124   ERICSSON,  DON  HAROLD,  LT,  PD 

79  tt   LANG,  ARTHUR  E.,  JR.,  CAPTAIN,  PD 
141   MAHONEY,  THOMAS  EDWARD,  LT,  PD 
MONCUR,  PAUL  G,  CPT,  PD 
MONTANIO,  JOHN  ALLEN,  LT,  PD 

OSNOWER,  JEROME  B,  CHF  OF  SEC,  LORIMER  STUDIOS 
WALTER,  CURTIS  L.,  CPT,  PD 
CYPRESS 

91  *  SAVORD,  GEORGE  H. ,  CHIEF  OF  POLICE 
194   WEUVE,  JAMES  LARRY,  LT,  PD 
DALY  CITY 
165   AURILIO,  STEVEN  LEONARD,  SGT,  PD 
«  AUSTIN,  ROGER  RENNE,  CPT,  PD 

BARRON,  JAMES  JOHNSTON,  CPT,  PD 
*  CULLEY,  THOMAS  ROBERT,  LT,  PD 
It   DORAN,  JAMES  E.,  LT,  PD 
tt   GUZMAN,  EDWARD  G.  ,  CPT,  PD 

INGBRITSEN,  ROBERT  ARTHUR,  SGT,  PD 
JORDAN,  ROBERT  ALLEN,  CPT,  PD 
LOWE,  STEVEN  C. ,  LT,  PD 
MALLIN,  JOHN  RICHARD,  LT,  PD 
MENDIARA,  JAMES  RICHARD,  LT,  PD 
REESE,  THOMAS  GEORGE,  CPT,  PD 
SEGUINE,  RICHARD  KENNETH,  SGT,  PD 
97  tt   SIMS,  RICHARD  C,  ASST  CHF,  PD 
178   HARREN,  JOHN  FRANKLIN,  LT,  PD 
DANVILLE 

35  tt   RHODES,  ALLEN  A.,  CONSTABLE 


109 

160 

104 

92 


110 
117 
118 
104 
106 
128 
172 
115 
134 
152 
121 
142 


DAVIS 
170 
65  * 
196 


HANDY,  CALVIN  EARL,  CHF,  UNIV  OF  CA  AT  DAVIS  PD 
LUECKEMANN,  ARTHUR  P.,  COP 
PIERCE,  STEVEN  KEITH,  LT,  PD 
DEL  REY  OAKS 
109   AMOS,  HERSCHEL  R. ,  COP 


DELANO 

116 

120  * 

113  * 

145 
DIXON 

197 


COMBS,  EDHARD  L.,  DEP  CHF,  PD 
GARZELLI,  BERT  HOWARD,  CMDR,  PD 
HESLING,  HENRY  G,  CITY  MANAGER 
UHLES,  PHILLIP  HADE,  CMDR,  PD 

PD 


BIRD,  STEVEN  CARTER,  LT, 
91  tt   YOUNG,  DONALD  W. ,  COP 
DOS  PALOS 

94   CROCKETT,  DAVID  J.,  SGT,  PD 


DOWNEY 
192 
162 
110 
114 
105  tt 


BERKUTA,  NICHOLAS  III,  ASST  CHF, 
FINCH,  JOHN  CHRISTIAN,  LT,  PD 
FOSTER,  RONALD  D. ,  LIEUTENANT,  PD 
LUND,  WILLIAM  B.,  LIEUTENANT,  PD 
MAYES,  DEWEY  CLAYTON,  COP 


LOS  ANGELES  CO  PD 
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101  #  SHADE,  FORREST  D. ,  CAPTAIN,  PD 
95   STONE,  GEORGE  P.,  CAPTAIN,  PD 
EDHARDS  AFB 

148   GERLACH,  DOUGLAS  NEIL,  MSGT,  USAF 
EL  CAJON 
159   CULLEN.  DORSEY  HURD,  JR,  CPT,  PD 
DART,  HALLACE  A. ,  COP 
DAVIS,  JAMES  RICHARD,  CPT,  PD 
LEIN,  ROBERT  HENRY,  LT,  PD 
MCCLURG,  HILLIAH  FRANKLIN,  JR,  CAPT,  PD 
MOODY,  DANIEL  LOUIS,  LT,  PD 
MOREAU,  ROBERT  RAYMOND,  COP 
NARRAMORE,  RANDY  EARL,  LT,  PD 
tt   NASIF,  RICHARD  LORING,  LT,  PD 
tt   POSEY,  LEO  E,  LT,  PD 

SETZER,  DEBORAH  KAREN,  LT,  PD 
SMITH,  JACK  G.,  COP 
HALTERS,  DONALD  E.,  ASST  CHF,  PD 
HARD,  RICHARD  HAYNE,  LT,  CA  HPTL 
EL  CENTRO 
176   BLANKENSHIP,  TIMOTHY  GENE,  LT,  PD 

CARTER,  HAROLD  DEAN,  SHF  OF  IMPERIAL  COUNTY  SD 
CRANKSHAH,  MICHAEL  SHANNON,  SGT,  PD 
GARCIA,  MANUEL  PALLAN,  JR,  SGT,  IMPERIAL  CO  SD 
tt   HAKES,  CHARLES  P.,  SR  IMPORT  SPCLIST,  US  CUSTOMS 
tt   HUGHES,  HERBERT  H. ,  SHF-CRNR,  IMPERIAL  CO  SD 
LOERA,  RAYMOND,  JR,  COP 
LONGORIA,  PAUL,  LT,  PD 
MADUENO,  EDDIE  SILVA,  CPT,  PD 
MERIDETH,  RONALD  NATHAN,  LT,  PD 
NOVAK,  JERROLD  ANTHONY,  SGT,  PD 
OBESO,  SALVADOR  JESSE,  SGT,  IMPERIAL  CO  SO 
SCHNEEHIND,  MICHAEL  TERRY,  ASST  SHF,  IMPERIAL  CO  SD 
VERNON,  HILLIAM  EMMETT,  LEAD  RANGER,  BU  OF  LAND  MANAGE 
tt   HHITMER,  THEODORE,  LT,  IMPERIAL  CO  SO 
*  HOODHARD,  GUY  B.,  CHIEF  OF  POLICE,  PD 
EL  CERRITO 
158  tt   BLEVINS,  ELMER  LEE,  JR,  LT,  PD 
tt   BOHERS,  ROBERT  EDHARD,  COP 
tt   GIVENS,  DANIEL  GERALD,  COP 

KIRKLAND,  SCOTT  CHARLES,  CMDR,  PD 
tt   NELSON,  BRUCE  HENRY,  CPT,  PD 

REEVE,  PATRICK  T.,  COP 
tt   HHITAKER,  ROBERT  E.,  COP 
EL  LORO 

106  It   GARBER,  CHARLES  PHILIP,  MAJ,  USMC 
EL  MONTE 
173   ANKENY,  JAMES  HILLIAM,  ASST  CHF,  PD 
121   CLAYTON,  HAYNE  CHARLES,  COP 
EL  SEGUNDO 
165   BARKDULL,  DAVID  GRANT,  LT,  PD 
CUMMINGS,  DAVID  ALBERT,  LT,  PD 
DEVILBISS,  JAMES  C. ,  COP 
GRAY,  ELIZABETH  CULLEN,  SGT,  PD 
GREEN,  RONALD  RICHARD,  CPT,  PD 
GRIMMOND,  TIMOTHY  JAMES,  CPT,  PD 
JOHNSON,  JAMES  H.,  COP 
KRUMBACH,  HALTER  GEORGE,  LT,  PD 
LEIGH,  RICHARD  S.,  LIEUTENANT,  PD 
LEHIS,  RAYMOND  HAYNE,  CPT,  PD 
OGDEN,  JOHN  HALTER,  LT,  PD 
RADFORD,  ROBIN  SHAFER,  LT,  PD 
TAVERA,  MITCHELL  KIRK,  LT,  PD 
VALENZUELA,  GEORGE  J.,  LIEUTENANT, 
HAYT,  JOHN  OHEN,  LT,  PD 
HOOD,  VERNON  LEROY,  ASST  CHF,  PD 


67 
183 
132 
164 
178 
136 
141 
188 

97 
194 

97 

73 
194 


132 

198 

193 

49 

59 

174 

186 

184 

183 

192 

196 

198 

134 

135 

37 


69 
137 
169 
147 
103 

91 


PD 


181 

99 

188 

186 

128 

93 

168 

109 

139 

192 

159 

199 

114 

151 

36  tt 

EL  TORO 

103  tt   HAUFF,  GRAYDON  D. ,  MAJ,  PROVOST  MARSHAL,  USMC 
112   MOORE,  TERRENCE  L.,  CPT,  USMC 
173   PENA,  SAMUEL  HECTOR,  JR,  GUNNERY  SGT,  USMC 
ESCALON 
187    FOX,  DANNY  ALLEN,  LT,  PD 
180   MURKEN,  HALTER  PHILIP,  COP 
ESCONDIDO 
121   ASKEGREEN,  CHARLES  HEHITT,  CPT,  PD 

BENNETT,  BLAINE  JOSEPH,  JR,  CPT,  PD 

CALLANDER,  EARL  VERNON,  CPT,  PD 

CONNOLE,  JAMES  H,  COP 

FITZGERALD,  JOHN  DOUGLAS,  CPT, 

HARRIS,  EDHARD  L.,  LIEUTENANT, 

IPPOLITO,  MARK  T,  CPT,  PD 

MAHER,  JAMES  ROBERT,  LT,  PD 

SCHLEIGH,  RICHARD  H. ,  CAPTAIN, 

STEIN,  MICHAEL  PAUL,  COP 

HHITE,  DUANE  DOUGLAS,  COP 

HILSON,  JOHN  ROBERT,  LT,  PD 

HOLFORD,  ROBERT  D,  ASST  CHF,  PD 


171 
134 
82  tt 
125  tt 
116 
112  tt 
190 

86  tt 
129  It 
167 
127  tt 

91  tt 
EUREKA 
95 

87  tt 
161 
113 
184 
109 
117 
117 

92 
131 
198 
153 


PD 
PD 


PD 


BATES,  GARY  H. ,  INVSTGR,  HUMBOLDT  CO  DAS  OFC 

BOLLMANN,  ROBERT  G,  INVSTGR,  HUMBOLDT  CO  DA  OFC 

DE  CARL  I,  DENNIS  VICTOR,  CPT,  HUMBOLDT  CO  SD 

DOANE,  HENRY  B.,  LT ,  HUMBOLDT  CO  SD 

DOUGLAS,  DAVID  ALLEN,  CPT,  PD 

DUTTON,  FREDRICK  H,  LT,  HUMBOLDT  CO  SO 

HARPHAM,  MURL  EUGENE,  CPT,  PD 

HERMANN,  THOMAS  STEPHEN,  USHF,  HUMBOLDT  CO  SD 

HICKOK,  ROBERT  D. ,  CHF  INVSTGR,  HUMBOLDT  CO  DAS  0 

HILL,  GEORGE  REX,  INVSTGR,  HUMBOLDT  CO  SD 

HISLOP,  MICHAEL  RANDY,  SGT,  PD 

HONSAL,  HILLIAM  FREDERICK,  CPT,  PD 


KNIGHT,  STEPHEN  ERIC,  SGT,  HUMBOLDT  CO  SD 
LODHICK,  FRANK,  INVSTGR,  HUMBOLDT  CO  DAS  OFC 
MILLSAP,  ARNOLD  LAVONNE,  COP 

PHI LP,  GARY  SHELDON,  CHF  DEP  SHF,  HUMBOLDT  CO  SO 
THIEL,  CHRIS  EMIL,  DET,  HUMBOLDT  CO  SD 

JEFFERS,  FRANK  F.,  COP,  PD 
MOREHOUSE,  ELMER  H. ,  COP 


186 
68 

130 

172 

126 
EXETER 

107  tt 

55  tt 

FAIRFAX 

127   GRASSO,  CHARLES  ALBERT,  COP 
FAIRFIELD 

143   GERRANS,  ARTHUR  HILLIAM,  CRIM  INVSTGR,  SOLANO  CO  DA  OFC 

186   HALL,  JACK  LYNN,  LT,  SOLANO  CO  SD 

125   KIDDER,  CHARLES  EDWIN,  LT,  CA  HPTL 

107   LAVRAR,  TOMMY  R.,  LIEUTENANT,  PD 

194   LUCAS,  FRANK,  CHF  DEP  SOLANO  CO  SO 
95  tt   PAUL,  WAYNE  W,  CPT,  PD 

194   RODGERS,  GARY  WAYNE,  SGT,  PD 

188   SHIPP,  MONTY  ANTHONY,  SGT,  PD 

190   STANTON,  GARY  ROBERT,  ASST.  CHIEF,  SOLANO  CO  SO 

184   THOMAS,  TERRY  LEE,  LT,  PD 

137   WALKER,  JAMES  LARRY,  LT,  DPS 

131   WEBER,  GERALD  LYLE,  LT,  SOLANO  CO  SD 
FILLMORE 

100   BREWER,  WILLIAM  A.,  COP 
FOLSOM 

115  tt   AKINS,  JERRY  A,  LT,  PD 


PD 


LAUGHLIN,  MICHAEL  TIMOTHY,  LT,  PD 
PEARCE,  SCOTT  LESLIE,  LT,  PD 
REPAR,  ROBERT  JOSEPH,  JR,  LT, 
SHORE,  DOUGLAS  LEE,  LT,  PD 
TELBAN,  JOHN  VICTOR,  LT,  PD 
VIERRA,  WAYNE  VICTOR,  LT,  PD 
WILLIAMS,  JOSEPH  KING,  II,  COP 


171 
154 
163 
149 
191 
176 
142 
FONTANA 

178   BENNETT,  STANLEY  BRERETON,  CPT,  PD 
182   CLARK,  LARRY  JAMES,  LT,  PD 
188   EDMONSON,  ROBERT  EDHARD,  SGT,  PD 
170  #  HUTCHINSON,  DOUGLAS  DUANE,  LT,  PD 

159  SCIALDONE,  FRANK  JOHN,  CPT,  PD 

154  SCOTT,  SAMUEL  CLARENCE,  COP 
131  tt   STOUT,  EDWARD  FREDERICK,  COP 

FORT  BRAGG 

155  WISEMAN,  RICHARD  EDHARD,  COP 
FORT  IRWIN 

169   BESS,  BRENDA  KAY,  CPT,  USA 
168   DOYLE,  RANDAL  LYNN,  SA,  USACIDC 
FORT  ORD 
112   KREBILL,  GENE  D. ,  SA,  USA  CID 
164   SAGE,  DAVID  RAY,  SA,  USACIDC 
89   TAYLOR,  JOHN  R.,  MAJ,  USA 
120   TENORIO,  THOMAS  PANGELINAN,  SA,  USACIDC 
FOSTER  CITY 

118  #  PLATT,  RICHARD  EVERETT,  LT,  SAN  MATEO  CO  SO 
FOUNTAIN  VALLEY 
116  tt   BARLOW,  LEWIS  W.  ,  LT,  PD 
BEDDOW,  JOHN  R.,  CPT,  PD 
DENISI,  HILLIAM  HORACE,  CPT,  PD 
GILLMAN,  RODNEY  EARL,  CAPT,  PD 
GRISHOLD,  LARRY  ALAN,  LT,  PD 
HANRAHAN,  K  MICHAEL,  LT,  PD 
123  tt   MCCLAIN,  ROBERT,  CPT,  PD 
71  tt   MICHAELIS,  CHARLES  W.  ,  CAPTAIN,  PD 

160  MOSLEY,  ROBERT  LEE,  LT,  PD 
FREMONT 

186   ARROYO,  GUSTAVO  EMIGDIO,  LT,  PD 

CLARK,  STEVEN  CARROLL,  LT,  PD 

CROSS,  BRIAN  JOHN,  SGT,  PD 

GOVE,  JANET  LYNN,  LT,  PD 

HAGAN,  FREDERICK  HILLIAM,  CPT,  ALAMEDA  CO  SD 
tt   HEYEN,  HARRY  C,  JR,  DEP  CHF,  PD 

HUNT,  RONALD  EUGENE,  CPT,  PD 

LANAM,  MICHAEL  WILLIAM,  CPT,  PD 

LIVINGSTON,  DAVID  ORD,  CPT,  PD 

LORIAUX,  ERWIN  NAPOLEON,  LT,  PD 

LOYD,  STEVEN  MICHAEL,  LT,  PD 

MCKIERNAN,  JAMES  PATRICK,  J,  LT,  PD 
tt   MURRAY,  RONALD  LEE,  LT,  PD 
tt   PARKER,  DENNIS  DEAN,  SGT,  PD 

PILE,  ROBERT  CLAIR,  SGT,  PD 
It   RAGER,  RODGER  WESLEY,  JR,  LT,  PD 

STECKLER,  CRAIG  THEODORE,  COP 
FRENCH  CAMP 
178   HEIN,  STANLEY  HALTER,  LT,  SAN  JOAQUIN  CO  SD 

MILLS,  LAWRENCE  CHARLES,  LT,  SAN  JOAQUIN  CO  SD 

MOORE,  STEPHAN  DAMIAN,  LT,  SAN  JOAQUIN  CO  SD 


109 
131 
149 
193 
168 


145 
128 
173 
158 
108 
161 
176 
183 
199 
150 
156 
137 
132 
166 
141 
128 


195 
185 
FRESNO 
188 
135 


ADOLPH,  RONALD  HERBERT,  SGT,  FRESNO  CO  SD 
ANDERSON,  RODNEY  GENE,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

40  tt   BAKER,  LEE  W.  ,  DEP  CHF,  PD 
139   BENNETT,  DEBORAH  JANE,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

14  *  BERGON,  FRANK  A.,  PTLM,  PD 
113  *  BOLING,  WAYNE  C,  LT,  FRESNO  CO  SD 
198   BURTON,  GREGORY  THOMAS,  LT,  FRESNO  CO  SD 
148   BUTTON,  LYNN  EDWARD,  CPT,  PD 
150   CARVALHO,  JOSEPH  VERNON,  LT,  PD 
170   COLEMAN,  GREGORY  ALLEN,  LT,  PD 
158   DAVIS,  JERRY,  CPT,  PD 

93  #  DENNIS,  DON  A.,  CPT,  FRESNO  CO  SD 
143  It   DRAGOO,  HILLIAM  MORRIS,  LT,  PD 
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140  FRIES,  JOHN  MARTIN,  JR,  LT,  PD 

156  GALLAGHER,  GERALD  ALLEN,  LT,  FRESNO  CO  SD 
129   GATTIE,  THOMAS  H,  JR,  SGT,  FRESNO  CO  SD 
191   GOMEZ,  FRED,  LT,  FRESNO  CO  SD 

181   GUTHRIE,  MICHAEL  GALEN,  LT,  PD 

121  tt   HOGUE,  KENNETH  EDHARD,  CPT,  FRESNO  CO  SO 
55  tt   HUNT,  GLENISTER  A.,  SGT,  FRESNO  CO  SD 

129  HYLTON,  RODNEY  TALMADGE,  ASST  CHF  INVSTGR,  FRESNO  CO  DA 

175  KENNEDY,  DARAL  EDMUND,  SR  INVSTGR,  FRESNO  CO  DA  OFC 
165   KING,  STEVEN  RAY,  LT,  CA  STATE  UNIV  PD 

HI   LEEDOM,  MICHAEL  D. ,  SGT,  CA  STATE  UNIV  POL 

179   LEHMAN,  HILLIAM  ALFRED,  SR  INVSTGR,  FRESNO  CO  DA  OFC 

150  LEONARDO,  MICHAEL,  CPT,  FRESNO  CO  SD 

151  tt   LINDSTROM,  RICHARD  JOHN,  LT,  PD 

120   MAGARIAN,  STEVEN  DAN,  SHF  OF  FRESNO  CO 

130  MCDONALD,  ROBERT  EDMONDS,  LT,  FRESNO  CO  SD 
74   MCKINNEY,  HAROLD  C. ,  SH  OF  FRESNO  CO 

129   MONTAGNER,  DAVID  PETER,  ASST  CHF,  PD 

10  tt   MORTLAND,  HILLIAM  J.,  JR.,  DEPUTY  CHIEF,  PD 
110  tt   NELSON,  LARRY  C. ,  CPT,  CO  SD 

181  PAPAGNI,  DOUGLAS  MICHAEL,  CPT,  FRESNO  CO  SD 
146  #  PASSMORE,  RONALD  THALEN,  LT,  PD 

127   PERRY,  MICHAEL  DUANE,  DET,  FRESNO  CO  SD 

122  PIERCE,  RICHARD  GUY,  LT,  FRESNO  CO  SD 
138  tt   PRYCE,  JAMES  HURCHEL,  JR,  LT,  FD 

115  RICHARDS,  LIONEL  C,  ASST  CHF,  CA  SPOL 

45  tt  RIDDLE,  RODNEY  J.,  CPT,  FRESNO  CO  SD 

134  RISCHE,  ROBERT  MARTIN,  JR,  SSA,  CA  DOJ 

125  SOUZA,  RICHARD  JOHN,  ASST  SHF,  FRESNO  CO  SD 

151  STOUT,  ANTHONY  ROBERT,  LT,  FRESNO  CO  SD 

154  TUCKER,  JUDITH  LYNN,  SUPR  SR  INVSTGR,  FRESNO  CO  DA 

157  UNRUH,  DELBERT  RAY,  ASST  CHF,  FRESNO  CO  DA  OFC 

126  HHITE,  RICHARD  CLAY,  JR,  LT,  FRESNO  CO  SD 

123  HOOD,  RONALD  THOMAS,  CHF,  FRESNO  CO  SD 
FULLERTON 

68  tt   BORNHOFT,  HAYNE  H. ,  COP 

179  BURKS,  ALLEN  HAYNE,  CPT,  PD 
190   CAVE,  DOUGLAS  LELAND,  SGT,  PD 

185  HERNANDEZ,  ANTONIO  HERNANDEZ,  LT,  PD 

92  KING,  FRED  M. ,  CAPTAIN,  PD 
105  #  KREITZ,  GORDON  R,  CPT,  PD 

184   LOPEZ,  JESS  ANDREH,  SGT,  CA  STATE  UNIV-FULLERTON  P 
177   MATSON,  STEVEN  MALCOLM,  SGT,  PD 

182  MAYNARD,  MICHAEL  CARSON,  SGT,  PD 

110  MCKINLEY,  PATRICK  E.,  COP 

159   ROHELL,  RONNY  TERRELL,  LT,  PD 

197   SKIPHORTH,  STANLEY  TODD,  SGT,  CA  STATE  UNIV  FULLERTON  P 

197  STANKO,  DAVID  JOHN,  LT,  PD 
GARDEN  GROVE 

171  ABRECHT,  DAVID  JAMES,  CPT,  PD 

111  CORONA,  PANFILIO  H. ,  LT,  PD 

101  DAVIS,  MONTE  R.,  CPT,  PD 

195  HAMILTON,  SCOTT  ROBERT,  LT,  PD 

115  HODGES,  LAHRENCE  E.,  LIEUTENANT,  PD 
68  KESSLER,  FRANCIS  RICHARD,  COP 

152  ROBERTSON,  JOHN  RICHARD,  CPT,  PD 
105  ROBERTSON,  ROSS  H. ,  LIEUTENANT,  PD 

107  SIANEZ,  MICHEAL,  LIEUTENANT,  PD 
103  tt   VANHORN,  HILLIAM  P.,  JR.,  LT,  PD 

108  WILSON,  HAYNE  T.,  LIEUTENANT,  PD 
GARDENA 

116  PROPSTER,  RICHARD  K.,  COP 

94   TRAYLOR,  BRUCE  E.,  CAPTAIN,  PD 
GILROY 

131  MCCUISTON,  BILLIE  JOE, 'CMDR,  PD 

145   PHILLIPS,  JOSEPH  M,  JR,  CPT,  CA  HPTL 

141  SUMISAKI,  ROY  MASAO,  COP 
GLENDALE 

112  tt   ANTHONY,  JAMES  E.,  COP 

164   BILHEIMER,  JACK  STANLEY,  LT,  PD 
40  tt   BROHN,  PHIL  M. ,  CPT,  PD 

180  DEPOMPA,  RONALD  LEROY,  CPT,  PD 
193   DISTASO,  MARK  HAYNE,  LT,  PD 

186  EDEY,  RAYMOND  ANTHONY,  LT,  PD 
47   HARTMAN,  FRED,  DETECTIVE,  PD 

126  LATHROP,  ROBERT  ELIJAH,  JR,  CHO  III,  USA 
145  MCMAHON,  BROOK  JAMES,  CPT,  PD 

198  MEREDITH,  DONALD  DEHAYNE,  LT,  PD 
151  POST,  MICHAEL  STANLEY,  LT,  PD 

183  ROCK,  MICHAEL  JOSEPH,  LT,  PD 

143  RUTKOSKE,  THOMAS  MICHAEL,  CPT,  PD 

176  SHADE,  DONALD  S,  LT,  PD 

155  STOLZE,  GERALD  LOUIS,  CPT,  PD 

158  SHINFORD,  JAMES  MERLE,  LT,  PD 
GRASS  VALLEY 

172  HART,  GREGORY  DEAN,  LT,  PD 

144  JOHNSON,  HAROLD  JEROD,  LT,  PD 
138   MOUSER,  MELVIN  HAYNE,  COP 

102  *  SECK,  J  VINCENT,  SGT,  PD 
GRIDLEY 

74   GEYER,  HOHARD  E.,  CHIEF  OF  POLICE 
GROVER  CITY 

100   BROHN,  DAVID  L. ,  COP 
HALF  MOON  BAY 

99  tt   DOVE,  ROBERT  L,  COP 

127  tt   GONZALES,  JOHN  EDHARD,  JR,  COP 
HANFORD 

93  tt   ALCORN,  DAVID  L,  USHF,  KINGS  CO  SO 
122   CLARK,  TOMMY  MONROE,  SHF  OF  KINGS  CO 

34  tt   CLYDE,  ORVIE  H.  ,  SHF  OF  KINGS  CO 


58   HENDERSON,  CURTIS  L.,  CHIEF  OF  POLICE,  PD 
HAHTHORNE 
178   EFFLER,  MICHAEL  JAY,  LT,  PD 
165   MCINERNY,  JAMES  MICHAEL,  II,  LT,  PD 

149  PORT,  STEPHEN  RICHARD,  CPT,  PD 
155   PRENTICE,  RICHARD,  JR,  CPT,  PD 

78  tt   VAN  HORN,  JONATHAN  S,  COL,  USA 
HAYHARD 

93  tt   BENNETT,  KEITH  Y,  CPT,  PD 
144   BRANN,  JOSEPH  EUGENE,  COP 
165   BREAZEALE,  CHARLES  FRANCIS,  LT,  PD 
132   DETTMER,  RICHARD  LEROY,  CPT,  PD 
170   FARROH,  JOSEPH  ANDREH,  CPT,  CA  HPTL 
146  #  FELICIANO,  DANIEL  BAYES,  CHF,  CA  STATE  UNIV  PD 
162   HEITZ,  CHARLES  MARTIN,  LT,  PD 

95  tt   KELLY,  GEORGE  JR,  CPT,  PD 

150  POHER,  ROGER  DALE,  CPT,  PD 

151  RODRIGUEZ,  RODDY,  JR,  SUPV  SPEC  INVSTGR,  CA  DMV 
102  tt   ROMERO,  FRANK  R,  LT,  PD 

98  tt   STERLINSKI,  RAY  R,  CPT,  PD 
184   TRIMBLE,  JAMES  EDMUND,  CPT,  PD 
112  It   TRUSCOTT,  PRATT  D,  LIEUTENANT,  PD 
157   HALL ACE,  PAUL  ALAN,  LT,  PD 


HEMET 
172 
160 
100 


CABRERA,  RODOLFO  RAFAEL,  LT,  PD 
DEICHSEL,  RAY  GREGORY,  CMDR,  PD 
PUTNAM,  JERRY  D,  COP 
HERMOSA  BEACH 

95  tt   DAVIS,  BILL  K,  SGT,  PD 
179   ENDOM,  STEVEN  GORDON,  SGT,  PD 
KEARIN,  JOHN  JOSEPH,  LT,  PD 
LAVIN,  MICHAEL  JAMES,  CPT,  PD 
MEBIUS,  JOHN  JOHANNES,  CPT,  PD 
MARK  ALLEN,  LT,  PD 


183 
163 
145 

173   HRIGHT, 
HILLSBOROUGH 
168   MUSSER, 


THOMAS  MERLE,  CMDR,  PD 
OCONNOR,  MATTHEH  PETER,  CMDR,  PD 
PIVERONAS,  ROBERT  EDHARD,  CMDR,  PD 
STERNER,  ROY  DONALD,  LT,  PD 
VOSS,  HERMAN  E,  LT,  PD 
HOLLISTER 
158   HILL,  CURTIS  JOHN,  SHF  OR  SAN  BENITO  CO  SD 
93  It   NYLAND,  HARVEY  S.,  SHF-CORONER,  SAN  BENITO  CO  SD 
176   PIERPOINT,  JAMES  HILLIAM,  JR,  COP 
HUNTINGTON  BEACH 
187   ARNOLD,  JONATHAN  WHAN,  LT,  PD 

tt   BURKENFIELD,  MICHAEL  C,  CPT,  PD 

CUTSHAH,  JAMES  MICHAEL,  LT,  PD 
#  EKSTROM,  BERT  T.,  CPT,  PD 

GILDEA,  PATRICK  FRANCIS,  LT,  PD 
JENKINS,  DONALD  L.,  CAPTAIN,  PD 
KELLY,  BRUCE  CURTIS,  LT,  PD 
MAMELLI,  WILLIAM  DAVID,  LT,  PD 
MCERLAIN,  EDHARD  JAMES,  JR,  CPT,  PD 
tt   PAYNE,  GROVER  L.,  COP 

POE,  CHARLES  ROBERT,  LT,  PD 
REINHOLTZ,  JACK  LEONARD,  LT,  PD 
tt   ROBITAILLE,  EARLE  W. ,  COP 
tt   SCHNEBLIN,  MERLIN  R,  CPT,  PD 

SOLLECITO,  ANTHONY  JOSEPH,  LT,  PD 
HISNIEWSKI,  STEVE  STANLEY,  DIR,  DPS 
YOUNG,  BRUCE  WALTER,  CPT,  PD 
HUNTINGTON  PARK 
171   GWALTNEY,  MICHAEL  JONATHAN,  LT,  PD 
194   PEELER,  STEPHEN  CRAIG,  LT,  PD 
155   VISSER,  MICHAEL  DENNIS,  ASS  CHF,  PD 
HURON 

48  *  ENOS,  CLARENCE,  COP 
IMPERIAL 

199   PRINCE,  DAVID  HAROLD,  SGT,  IMPERIAL  CO  SO 
IMPERIAL  BEACH 

69  tt   LECOUNT,  FRANK,  COP 
100  tt   MCCLESKEY,  CURTIS  D,  COP 
INDEPENDENCE 

197   HOWARD,  MITCHELL  HAYNE,  CPL,  INYO  CO  SD 
INDIO 
182   BAYNE,  ORIEN  JAMES,  SR  INVSTGR,  RIVERSIDE  CO  DA  OF 

99  #  CROSS,  CURTIS  R. ,  COP 
178   MAGGARD,  DAVID  LEE,  JR,  LT,  PD 
130   TINDEL,  ROBERT  HOUSTON,  CPT,  CA  HPTL, 
INGLEHOOD 
106  It   AUGUSTA,  ALEXANDER  N.,  CPT,  PD 
COOK,  RALPH  D.,  CPT,  PD 
OIEMER,  JOHN  E.,  JR.,  CPT,  PD 
GAVNEY,  ROBERT  EUGENE,  DEP  CHF,  PD 
STROH,  JAY  R,  COP 
TANEYHILL,  JOHN  I.,  CAPTAIN,  PD 


191 

195 

150 

91 


107 
183 
101 
174 
109 
176 
167 
179 

99 
178 
141 

91 
148 
192 
125 
143 


EICHMAN,  DONALD  ALLEN,  OFCR 
KAUCHER,  TERRELL  G. ,  COP 


116  tt 

108  tt 

126  # 
90  # 
94  # 
IONE 

130 

95 

IRVINE 

171 

192 

183 

173 

179 

159 

164 
JACKSON 

125   ALDER,  THOMAS  DUNLAVEY,  COP 


II,  CA  DEPT  OF  FORESTRY 


ALLEVATO,  SAM,  JR,  LT,  PD 

HUME,  THOMAS,  JR,  LT,  PD 

KERMODE,  JEFFERY  JOHN,  SGT,  PD 

MUIR,  ALBERT  HILLIAM,  JR,  LT,  PD 

POVEY,  PHILIP  FRANCIS,  II,  SGT,  PD 

RODGERS,  PATRICK  ALAN,  LT,  PD 

STANLEY,  KATHLEEN  ROSE,  CHF,  UNIV  OF  CA  AT  LA  PD 
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CHIEF  OF  POLICE 


PD 
PD 


t 

J 

* 

i 

0 

•4 
ft 

< 


PD 


PD 
PD 


PD 


JAHESTOHN 

68  I  JAMES,  DOUGLAS  B. 
KENSINGTON 

102  tt   GIST,  HALTER  E. 
LA  HABRA 
199   COSTANZO,  STEVEN  LEE,  LT, 
144    HEEHAN,  RONALD  DREH,  COP 
181    RAMMELL,  TERRY  MARTIN,  CPT, 
174   REES,  JOHN  ANDREH,  CPT,  PD 
LA  MESA 
114  tt   AMES,  NORMAN  R,  CPT,  PD 

BARRETT,  BOBBY  GENE,  LT,  PD 

BEATTY,  MAURUS  HAYNE,  CPT,  PD 

BRADDY,  CHARLES  RAY,  LT,  PD 

BURKE,  BERNARD  C,  SGT,  PD 

CANTOR,  GREGORY  DALE,  SGT,  PD 

COOK,  BERLYN  J. ,  CPT,  PD 

FACH,  DONALD  G,  COP 

JOSLYN,  ALLAN  LEROY,  CPT,  PD 

LANNING,  ALAN  EDHARD,  CPT,  PD 

MARKS,  TERRANCE  GUY,  SGT,  PD 

MCINTYRE,  MICHAEL  STEVEN,  SGT, 

MEEK,  JAMES  L,  SGT,  PD 

MITCHELL,  HALTER  HILLIAM,  COP 

MURPHY,  DENNIS  MICHAEL,  SGT,  PD 

OLEKSOH,  RENE  JOHN,  JR,  LT,  PD 

PEIGHTAL,  CHARLES  R,  SGT,  PD 

SACCO,  GLORIE  JULIE,  SGT,  PD 

SEARS,  KEITH  RHODES,  SGT,  PD 

SOTO,  ROBERT  RONALD,  COP 

HIRTZ,  CARL  OSCAR,  JR,  LT, 

HOLFE,  MICHAEL  HILLIAM,  LT, 
LA  PALMA 
172   GIAMPA,  VINCENT  JOHN,  COP 
127   HANSEN,  NORMAN  GERALD,  COP 
LA  VERNE 

197  MONTOYA,  CHARLES  ROBERT,  CPT, 
LAGUNA  BEACH 

19  *  BLAKENEY,  JACK  L.,  COP 

CAVENAUGH,  HILLIAM  J,  CMDR,  PD 
DILLON,  FRANKLIN  J.,  LT,  PD 
HENNINGER,  DHIGHT  EUGENE,  LT,  PD 
PURCELL,  NEIL  J,  JR,  COP 

LAKEPORT 
102  tt   BENEVEDES,  RAYMOND  R,  SHF  OF  LAKE  CO 

BUCHHOLZ,  GARY  RAYMOND,  CPT,  LAKE  CO  SD 

CAMPBELL,  JAMES  LOUIS,  COP 

CLAUSEN,  KEITH  CLIFFORD,  USHF,  LAKE  CO  SD 

ENGSTROM,  THOMAS  HALTER,  COP 

HUDSON,  STANLEY  DHAYNE,  CMDR,  PD 

MACEDO,  CHRISTOPHER  JOHN,  SGT,  LAKE  CO  SD 

MARKHAM,  JEFFREY  BARTON,  CPT,  LAKE  CO  SD 

MILLS,  GERALD  HAYNE,  CPT,  CA  HPTL 

OSTINI,  DENNIS  HILLIAM,  CHF  DEP,  LAKE  CO  PD 

PERKINS,  VERL  GLEN,  CPT,  LAKE  CO  SD 

POHERS,  MICHAEL  JOHN,  LT,  LAKE  CO  SD 

ROCHESTER,  ALVIE  G,  SHF  OF  LAKE  CO 

ROXSON,  GEORGE  D. ,  CPT,  LAKE  CO.  SD 

HEBB,  CARLOS  BROOKS,  JR,  LT,  LAKE  CO  SD 

LAKEHOOD 
141    BOSTIC,  MICHAEL  JOHN,  CMDR,  PD 

LANCASTER 
111   GROVES,  ELSHORTH  E.,  CPT,  CA  HIGHHAY  PTL 
97    RENZELMAN,  DAVID  M,  DET  MGR,  USAFOSI 

160  STOCKHAM,  RICHARD  ALLAN,  LT,  CA  HPTL 
LARKSPUR 

161  CASTEEN,  MICHAEL  RICHARD,  SGT,  THIN  CITIES  PD 
124   GREEN,  PHILLIP  DALE,  CHF,  THIN  CITIES  PD 

143   HOKE,  ANTHONY  THOMAS,  CPT,  THIN  CITIES  PD 
LAVERNE 

28  tt   CASE,  HARVEY  MARCUS,  COP 
LINDSAY 

77  It   BEENE,  JOHN  H,  COP 

198  BROHN,  TIMOTHY  PAUL,  SGT,  PD 

16  *  MAHON,  ROBERT  F.,  CONSTABLE  AND  ACTING  COP 
LIVERHORE 

141  It   BURRUSS,  RICHARD  SHINSON,  LT,  PD 

143   CHANDLER,  LAHRENCE  ANDREH,  CHF,  UNIV  OF  CA  PD 

111  It   JENSEN,  ROBERT  I.,  CHF,  PROTECTIVE  SERV 

180   SIBLEY,  RICHARD  JAMES,  CPT,  PD 
LIVINGSTON 

99  tt   MCKINNEY,  HAROLD  D.  ,  COP 

187    SHAMBAUGH,  DANIEL  EARL,  LT,  PD 
LODI 

161 

193 

154 

148 

152 

159 

185 

165 
57 

134 


151 
128 
182 
104 
191 
93 
71 
145 
156 
172 
196 
134 
118 
140 
137 
131 
164 
169 
120 
136 
144 


96 
107 
196 
103 


138 
123 
118 
130 
199 
199 
131 
131 
186 
124 
146 
93 
112 
153 


ADAMS,  JERRY  JAY,  CPT,  PD 
CUNNINGHAH,  DENNIS  RAY,  SGT,  PD 
HANSEN,  LAHRENCE  DONALD,  COP 
tt   MARTIN,  JOHN  ALFORD,  CPT,  PD 
MAUCH,  CHARLES  ALVIN,  CPT,  PD 
MCDANIEL,  BRUCE  FRANKLIN,  LT,  PD 
MURRAY,  GAROLD  LEE,  LT,  PD 
SCHICK,  JAMES  BELLFORD,  CPT,  PD 
tt   SPERLING,  MILES  HILLIAM,  CAPTAIN,  PD 
It   HILLIAMS,  FLOYD  ALFRED,  COP 
LOMA  LINDA 

75   LINN,  GLADE  A.,  CPT  SEC  DEPT,  JERRY  PETTIS  VA 
LOMITA 

165   MANUSIA,  JOSEPH  RUSSELL,  LT,  LOS  ANGELES  CO  SD 
LOHPOC 
169    BROHN,  HILLIAM  FREDERICK,  JR,  COP 


111   HEBERT,  ROBERT  0.,  CAPTAIN,  PD 
104   RAMOS,  MELVIN  H. ,  CAPTAIN,  PD 

99  tt   SMITH,  JIMMY  D. ,  COP 
127   HESTGATE,  JAMES  HOHARD,  CPT,  PD 
LONG  BEACH 
127  tt   ALFORD,  ROBERT  DONALD,  CPT,  PD 

BATTS,  ANTHONY  HILLIAM,  CMDR,  PD 

BONSHOR,  STEPHEN  ENDLY,  CMDR,  PD 

BOSTARD,  DOUGLAS  E.,  LT,  PD 

BRETZA,  JOHN  HARRY,  CMDR,  PD 

BROHN,  DALE  LAVERNE,  DEP  CHF,  PD 

CRAIG,  JEFFREY  JAMES,  LT,  PD 

DRUMMOND,  DOUGLAS  S.,  CMDR,  PD 

FIERRO,  LINDA  MARIE,  LT,  PD 

FIRST,  DONALD  MICHAEL,  LT,  PD 

FORBES,  ROBERT  EVAN,  CMDR,  PD 

GADBAH,  JAROLD  GEORGE,  LT,  PD 

GEORGE,  ALBERT  ARTHUR,  LT,  PD 

GILLISSIE,  ROBERT  JOSEPH,  LT,  PD 

HALLIDAY,  GARY  LEE,  LT,  PD 

HAUN,  RONALD  COLEMAN,  SGT,  PD 

HOLTON,  GEORGE  HATT,  CPT,  PD 

HULSEY,  TED  R,  CMDR,  PD 

JACOBS,  JOHN  CRAIG,  LT,  PD 

JOHNSON,  JEFFRY  LELAND,  LT,  PD 

JORDAN,  RAY  EDHARD,  CMDR,  PD 

KILMER,  KEITH  LAHRENCE,  LT,  PD 

KING,  JUDITH  DIANE,  LT,  CA  ST  UNIV  AT  LONG  BEACH  P 

KOOB,  BOBBY  MAURICE,  SGT,  PD 

LANCE,  JEROME  EMERY,  CMDR,  PD 
60  tt   LANDSDOHNE,  PAUL  F,  CPT,  PD 
106   LLOYD,  CLIFTON  NORMAN,  DIR,  DPS 

LUMAN,  ROBERT  MARQUIS,  COP 

LUNA,  ROBERT  GUZMAN,  JR,  LT,  PD 

MICKELSON,  RODNEY  DELBERT,  LIEUTENANT,  PD 

MILLER,  GEORGE  HENRY,  JR,  LT,  PD 

MILLER,  JAMES  E.,  LIEUTENANT,  PD 

MOONEY,  HILLIAM  J.,  COP 

RICHENS,  GARY  THOMAS,  CMDR,  PD 

ROBINSON,  DOUGLAS  H,  DEP  DPS,  CA  STATE  UNIV  AND  COL 

SHELLEY,  KIMBALL  MARK,  COMMANDER,  PD 

STOVALL,  HILLIAM  F. ,  JR.,  DEPUTY  CHIEF,  PD 

TRANSUE,  DOUGLAS  LEE,  LT,  PD 
96  tt   USSERY,  CHARLES  B.,  COP 
161   VAN  COUTREN,  ANTHONY  LANE,  DEP  CHF,  PD 
133   VANOTTERLOO,  ALVIN,  CMDR,  PD 
188   HALTON,  TERRY  MICHAEL,  LT,  PD 
193   WEBSTER,  DENNIS  LEE,  LT,  PD 
LOS  ALAMITOS 
135   BIGGERSTAFF,  GARY  LEE,  LT,  PD 

CABOT,  ROBERT  E.,  COP 

GUESS,  JAMES  DAVID,  COP 

LEHIS,  ORVILLE  ROBERT,  JR,  CMDR,  PD 

MCDANIEL,  KELSON  L.,  COP 

SHEARINGEN,  LYELL  DUANE,  SGT,  PD 
LOS  ALTOS 

89  tt   BRANNAN,  RICHARD  G. ,  COP 
144  #  JONES,  RONALD  LEONARD,  COP 
64  It   RENSHAH,  ROLAND  R.,  CHIEF  OF  POLICE 
LOS  ANGELES 
146   ABLOTT,  JO  ANNE,  SGT,  LOS  ANGELES  CO  SD 

ADAMS,  PATRICIA  ANN,  DET  III,  PD 

ALLEN,  HALTER,  III,  SAC,  CA  DOJ 

ALLEY,  HILLIAM  H. ,  JR.,  INSPR,  LOS  ANGELES  CO  SD 
It   ALLSOP,  HALTER  D.  ,  INSPR,  LOS  ANGELES  CO  SD 

ANDERSON,  LARRY  LEE,  CPT,  LOS  ANGELES  CO  SD 

ANDERSON,  LUCINDA  B,  SGT,  LOS  ANGELES  CO  SD 

ANDERSON,  SANDRA  SUE,  SGT,  LOS  ANGELES  CO  SO 

ASHBY,  GLADYS  H. ,  CHF  OF  DET,  LOS  ANGELES  CO  SD 

AUSTIN,  GARLAND  D. ,  DIV  CHF,  LOS  ANGELES  CO  SD 

BACA,  DAVID  EUGENE,  LT,  PD 

BAGDONAS,  MICHAEL  ANTHONY,  CPT  III,  PD 

BAKER,  HILLIAM  ARNOLD,  CPT,  LOS  ANGELES  CO  SD 

BARKER,  ROBERT  M,  LT,  PD 

BARNES,  GERALD  DEAN,  LT,  LOS  ANGELES  CO  SD 

BARNICK,  JOHN  HARNER,  LT,  LOS  ANGELES  CO  SD 

BERG,  GREGORY  RUDOLPH,  CMDR,  PD 

BERGHANN,  RONALD  HILLIAM,  LT,  PD 

BLACKHELL,  RAYMOND  J,  III,  LT,  CA  HPTL 

BONNEAU,  RICHARD  EUGENE,  LT,  PD 

BOOKER,  FREDDIE  L,  LT,  PD 
tt   BORUNDA,  JOHN  ZAMORA,  LT  II,  PD 

BOYARSKI,  DONALD  ARTHUR,  LT,  UNIV  OF  CA  AT  LA  PD 

BRADSHAH,  BILLY  LEROY,  LT,  CA  HPTL 

BRENNAN,  GARY  JOHN,  CPT,  PD 
It   BRENNER,  ROSEMARY,  DET,  LOS  ANGELES  CO  SD 
It   BROOKS,  DONN  PHILIP,  CPT,  LOS  ANGELES  CO  SD 

BROHN,  ALVIN  LEHIS,  SGT,  UNIV  OF  CA  PD 

BROHN,  ROY  MILTON,  CPT,  LA  CO  SD 
115  tt   BRUTSCH,  GARY  L.,  DET  III,  PD 
96  It   BURDICK,  ALVIN  H,  SEC  OFCR,  US  POSTAL  SERV 

BURGESS,  JAMES  PATRICK,  CHF,  RAPID  TRANSIT  DIS 

BURGESS,  MARIAN  JOYCE,  DET  SGT,  LOS  ANGELES  CO  SD 

BURGESS,  RACHEL  MARIE,  LT,  LOS  ANGELES  CO  SD 

BURGOON,  SUSAN  ANN,  LT,  LOS  ANGELES  CO  SD 
tt   BURLISON,  RONALD  G.  ,  INVSTGR,  PD 
It   BURNEY,  DAVID  B.,  CPT,  PD 

BYRD,  ROBERT  EARL,  CMDR,  CA  SPOL 

CABLE,  KENNETH  M,  CHF,  LOS  ANGELES  CO  SD 
tt   CALLANAN,  NANCY  CAROL,  LT,  LOS  ANGELES  CO  SD 


168 
176 
115 
180 
172 
196 
98 
189 
160 
124 
195 
184 
199 
177 
169 
131 
181 
194 
185 
153 
192 
190 
130 
165 


164 

198 

117 

157 

93 

45 

173 

92 

119 

106 

197 


81 
120 
141 
105 
163 


127 
172 
117 
106 
123 
143 
171 
113 
105 
182 
121 
122 
107 
166 
144 
130 
126 
154 
150 
185 
141 
176 
132 
158 
108 
142 
156 
128 


132 

118 
129 
133 
111 
98 
170 
107 
121 
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123 

104  H 

116  It 
166 
121 
168 
135 
169 
114 
125 
176 
160  tt 
115 
125 
139 
138  tt 
191 
137 
167 
193 

89 
123 
151 
150 
153 
125 
129 
140 

80 
184 
180 
127 
170 
186 
138 
189 
124 
165 
149 
154 
157 
151 
177 
137  tt 

82  * 
130 
143 
116 
118 
158 
157 
103  tt 
107 

56  tt 

117  tt 
135 
188 
162 
137 
163 
116 
192 
136 
159 
164 
140 
103  tt 
164  tt 
179 
113  tt 
134 
136 
131 
129  tt 
169 
149  tt 
114 
134  tt 
142 
128 
191 
142 
197 
174 

105  tt 
125  * 
155 
128 
153 
161 
107 
110 
171 
138 
174 
109 
151 
151 
101  tt 
194 


CAMPBELL,  ROBERT  DARRELL,  DIV  CHF,  LOS  ANGELES  CO  SO 

CANFIELD,  ROBERT  K. ,  SGT  II,  PD 

CARPENTER,  MICHAEL  D. ,  LT,  PD 

CARTER,  CAYLER  LEE,  JR,  CPT,  PD 

CARTER,  JYMES,  ASST  CHF,  UNIV  OF  CA,  LOS  ANGE 

CASTRO,  LYNDA  RAE,  LT,  LOS  ANGELES  CO  SD 

CHANT,  KENNETH  ARTHUR,  DIR  OF  SEC,  LOYLA  MARYMONT  UNI 

CHAPMAN,  CLARENCE  ROBERT,  CHF,  UNIV  OF  CA  AT  LA  PD 

CHENEY,  MARGARET  H. ,  DET  SGT,  LOS  ANGELES  CO  SD 

CHIARENZA,  THOMAS  JAMES,  LT  II,  PD 

CHRISTIANSEN,  HILLIAM  GARY,  LT,  LOS  ANGELES  CO  SO 

CHRISTOPHER,  ALAN,  SGT,  UNIV  OF  CA  PD 

CLAPP,  BILL  S,  SGT  ICL,  USA 

CLINE,  JAMES  L,  INSPR,  LOS  ANGELES  CO  SD 

COIL,  LESTER  ALLEN,  JR,  LT,  PD 

COLBY,  KENNETH  HINTER,  LT,  PD 

COLE,  JAMES  EDHARD,  LT,  PD 

CONINE,  BERNARD  DENNIS,  LT,  PD 

COTTON,  OREAL,  ASST  CHF,  LOS  ANGELES  CO  SD 

CRAIG,  JAMES  E,  LT,  PD 

CROFOOT,  THOMAS  H,  JUDGE,  ORANGE  CO  SUPERIOR  CT 

CUDIO,  CARLO  SANTO,  CPT,  PD 

CUEBA,  ALAN  RICHARD,  LT.-UNIV  OF  CA  PD 

CUVELIER,  HEINZ  JOACHIM,  LT,  SD 

DACUS,  SAMUEL  MONROE,  LT  II,  PD 

DAVIS,  JULIUS  ISAAC,  CMDR,  PD 

DAVIS,  OTHA  BENJAMIN,  LT,  PD 

DEAL,  ALAN  BRIAN,  CPT,  PD 

DEAR,  JULY  C,  FIELD  SUPV,  DOJ,  STATE  OF  CA 

DECOUDRES,  MICHAEL  LOUIS,  LT,  PD 

DESMOND,  JOHN  CHARLES,  LT,  PD 

DEVANEY,  PATRICK  OHEN,  CPT,  LOS  ANGELES  CO  SD 

DIAL,  CONSTANCE  MARIE,  LT,  PD 

DIAZ,  SERGIO  GILBERTO,  JR,  LT,  PD 

DICKINSON,  ELIZABETH  ANN,  CMDR,  LOS  ANGELES  CO  SD 

DIETRICH,  RICHARD  DAVID,  JR,  LT,  LOS  ANGELES  CO  SD 

DINSE,  CHARLES  FREDERICK,  DEP  CHF,  PD 

DOAN,  DAVID  RICHARD,  LT,  PD 

DOBINE,  OTIS,  LT,  PD 

DRULIAS,  GUS  S,  CPT,  PD 

DUBE,  DENISE  MARIE,  LT,  DA  OFC 

DURAN,  LOUIS,  SGT,  LOS  ANGELES  CO  SD 

DURHAM,  PETER  BOIEN,  LT,  PD 

DYKHOUSE,  LAHRENCE  EDHARD,  CMDR,  LOS  ANGELES  CO  SD 

EARLE,  HOHARD  H.,  ASST  SHF,  LOS  ANGELES  CO 

EARLY,  JUDITH  ANN,  LT,  LOS  ANGELES  CO  SD 

ECHOLS,  THOMAS,  LT,  CA  ST  UNIV  DPS 

ELFMONT,  THOMAS  D,  CPT,  PD 

ENGOUIST,  MARVIN  GEORGE,  DET  III,  PD 

ETZEL,  ALLAN  GEORGE,  LT,  LOS  ANGELES  CO  SD 

FERNANDEZ,  ROBERT  ARTHUR,  CPT,  SD 

FERRELL,  EUDON,  LT,  PD 

FETTERS,  LAHRENCE  E.,  CMDR,  PD 

FIMBRES,  FRED  GEORGE,  DIV  CHF,  LOS  ANGELES  CO  SD 

FINDON,  HILMA  A.,  LT,  LOS  ANGELES  CO  SD 

FINN,  JIMMIE  JOE,  LT,  PD 

FLOYD,  DONALD  CHARLES,  LT,  PD 

FORCE,  HALKER  ROBERT,  LT,  LOS  ANGELES  CO  SD 

FOSTER,  GLORIA  DEAN,  LT,  LOS  ANGELES  CO  SD 

FOX,  ROGER  DONALD,  LT,  PD 

FREEMAN,  CAROLE  A.,  CPT,  LOS  ANGELES  CO  SD 

GARNER,  KENNETH  OTTO,  CPT,  PD 

GOEBEL,  LARRY  RANDALL,  LT,  PD 

GOMEZ,  DAVID  JESUS,  CPT,  LOS  ANGELES  CO  SD 

GONZALES,  RICHARD  OSCAR',  LT,  PD 

GOTT,  RAYMOND  EUGENE,  CPT,  LA  CO  SD 

GRAHAM,  JOHN  C. ,  INSPR,  LOS  ANGELES  CO  SO 

GRANT,  RAYMOND  SPENCER,  LT,  LOS  ANGELES  CO  SD 

GRAVES,  HALLACE  SPAULDING,  LT,  PD 

GRAVETT,  PETER  J.,  SGT,  PD 

GRAY,  LOUIS  HEARD,  JR,  CPT,  PD 

GREEN,  KAREN  JANE,  LT,  LOS  ANGELES  CO  SD 

GRIMM,  ROBERT  T,  CPT,  LOS  ANGELES  CO  SD 

HAGTHROP,  DAVID  MORSE,  CMDR,  LOS  ANGELES  CO  SD 

HAL  FORD,  HUGH  ALLAN,  LT,  PD 

HANSELL,  STUART  LYLES,  CPT,  LOS  ANGELES  CO  SD 

HANSEN,  ALLEN  J.,  INSPR,  LOS  ANGELES  CO  SD 

HANSEN,  HARRY  SIGURD,  JR,  CHF,  LOS  ANGELES  CO  SD 

HARMON,  LINDSEY,  JR,  LT,  PD 

HARPER,  HILMER  KENNETH,  LT,  PD 

HAUSKEN,  ROBERT  HARRISON,  SUPVR  INVSTGR,  LOS  ANGELES  CO 

HELM,  CHARLES  IRA,  LT,  PD 

HERMAN,  PAULETTE  MARY,  LT,  PD 

HERRERA,  ARTHUR  ERNEST,  CPT,  LOS  ANGELES  CO  SD 

HESS,  MURLE  C,  CPT,  LOS  ANGELES  CO  SD 

HINES,  MARYLOU,  LT,  PD 

HINKLE,  HILLIAM  RAY,  CPT,  LOS  ANGELES  CO  SD 

HOLT,  JACK  LEE,  CPT,  LA  CO  SD 

HORVATH,  JACK  EUGENE,  INVSTGR,  LOS  ANGELES  CO  DA  OFC 

HOYOS,  SALVADOR  VILLA,  CPT,  PD 

HUNTER,  BEVERLY  A.,  SGT,  LOS  ANGELES  CO  SD 

HUSSIAN,  VIRGINIA  B.,  LT,  LOS  ANGELES  CO  SD 

HUTCHENS,  LARRY  RAY,  ASST  CHF,  LOS  ANGELES  UNIFIED 

HUTTON,  GARY  HARREN,  SR  INVSTGR,  LOS  ANGELES  CO  DA 

IBARRA,  GEORGE  LUIS,  LT,  PD 

IDEN,  RONALD  L.  ,  ASAC,  FBI  LOS  ANGELES 

JACOBS,  STEPHEN  RICHARD,  SGT,  PD 

JEFFERSON,  PAUL  DANNY,  CPT,  PD 

JUSTICE,  HAROLD  L.,  CPT,  PD 

KANE,  SEAN  KEVIN,  CPT,  PD 


171 
103 
119 

75  tt 
172 
135 
133  tt 
131 
109 
198 
140 
182 
126 
144 
126 
100  tt 
178 
117  tt 
148  # 
162 
123 
175 
140 
139 
112 
185 
127 

130  * 
112 
102  * 
132 
167 

120  tt 
137 
142 
170 
124 
120 
197 
196 
172 

44 
131 

109  tt 
114 
138 

67  tt 
70  # 

176 

120 

105  tt 

110  tt 
141 
108 
138 
125 
133 
134 
178 
187 

110  tt 
190 

41  # 
168 
155  # 
127 
141 
135  tt 
110 
128 
157 
106 
139 
108  tt 
139 
173 
160 
111 
145 
126 

121  tt 
150 
175 

131  tt 
152 
198 

43  tt 
146 
159 
121  tt 

111  tt 
111 
130 
117  # 
148 

59  tt 
64  tt 

172 

160 

127 


LOS  ANGELES  CO  SD 

LOS  ANGELES  CO  SD 
UNIV  OF  CA  PD 
PD 


KELEPECZ,  BETTY  PATRICE,  CMDR,  PD 

KIDDER,  HELEN  A.,  LT  II,  PD 

KIENAST,  CECILIA  MARGARET,  SGT,  LOS  ANGELES  CO  SD 

KILCREASE,  ARTHUR  R.,  DEP,  USMS 

KIM,  PAUL  MYUNGCHYUN,  LT,  PD 

KING,  BARRY  STINSON,  CPT,  LOS  ANGELES  CO  SD 

KING,  TIMOTHY  LAHRENCE,  CPT,  PD 

KIRKPATRICK,  VANCE  G,  CPT,  LOS  ANGELES  CO  SD 

KNECHT,  RITA  M.,  LT,  PD 

KNIGHT,  LEONARD,  LT,  PD 

KOLMAN,  JOHN  ALBERT,  CPT, 

KOPPERUD,  SUSAN  MARY,  SGT, 

KUEHN,  THOMAS  JAMES,  SGT, 

KURTH,  ROBERT  EDHARD,  LT, 

LACHASSE,  ROYAL  SCOTT,  CMDR,  PD 

LAGUARDIA,  DONALD  E.(  LT,  PD 

LANGGLE,  MICHAEL  JOHN,  LT,  LOS  ANGELES  CO  SD 

LANGNER,  ROGER  L.,  DET,  PD 

LAHSON,  REGINALD,  LT,  LOS  ANGELES  CO  SD 

LEACH,  RUSSELL  SCOTT,  LT,  PD 

LEGARRA,  RICHARD  ARAGON,  LT,  PD 

LEONHARDT,  FREDERICK  HILLIAM,  LT,  LOS  ANGELES  CO  DA  OFC 

LILLO,  ERIC  ALLAN,  CPT,  PD, 

LIPSON,  GERALD,  DIR,  CA  STATE  UNIV  DPS 

LOCKLEY,  CLYDE  H. ,  CPT,  CA  HPTL 

LONG,  DAVID  JOHN,  LT,  LOS  ANGELES  CO  SO 

LORENZEN,  THOMAS  MILLARD,  CMDR,  PD 

LOHREY,  ROBERT  EDHARD,  LT  I ,  PD 

LUFT,  JEANNETTE  L,  DEPUTY  III,  LOS  ANGELES  CO  SD 

LUNDER,  DENNIS  G. ,  CPT,  PD 

LYDLE,  CRAHFORD  H,  III,  LT,  PD  UNIV  OF  CA 

MABON,  MONROH,  LT,  PD 

MACKLEY,  HAYNE  HALTER,  LT  II,  PD 

MAEHEATHER,  THOMAS  REGENALD,  LT,  PD 

MAHER,  SUSAN  BOND,  LT,  LOS  ANGELES  CO  SD 

MALDONADO,  ERNEST  MONTEZ,  CPT,  LOS  ANGELES  CO  SD 

MALONE,  JOHN  JOSEPH,  CPT,  LOS  ANGELES  CO  SD 

MALONE,  NANCY  LOU,  CPT,  LOS  ANGELES  CO  SD 

MANAVIAN,  EDHARD,  SAC,  CA  DOJ 

MANION,  LAHRENCE  EUGENE,  LT.  PD 

MANNIS,  KARYN  JOAN,  LT,  LOS  ANGELES  CO  SO 

MARLOHE,  HAROLD  CLINTON,  USHF,  LOS  ANGELES  CO  SO 

MASUDA,  SUSUMU  SAM,  DET,  PD 

MATHES,  ANDREH  J.,  CPT,  PD 

MCBRIDE,  JAMES  T.,  CPT,  PD 

MCCLURE,  DOUGLAS  HARE,  CPT,  LOS  ANGELES  CO  SD 

MCDONALD,  HUGH  CHISHOLM,  DIV  CHF,  LOS  ANGELES  CO  SO 

MCLAUGHLIN,  KENARD  VINCENT,  DIV  CHF,  LOS  ANGELES  CO  SO 

MCNAMARA,  ROBERT  HILLIAM,  CPT,  PD 

MCNEILL,  THOMAS  EDHARD,  INSPR,  LOS  ANGELES  CO  SD 

MICHAEL,  ROBERT  M. ,  CPT,  PDANT,  PD 

MILLER,  CAROL  F,  DET,  PD 

MINNIS,  GERALD  HILLIAM,  CPT,  LA  CO  SD 

MITCHELL,  BRUCE  H. ,  CPT,  PD 

MOEDE,  STEPHEN  CRAIG,  LT,  PD 

MONTGOMERY,  ROHLAND  PRICE,  CPT,  LOS  ANGELES  CO  SD 

MORAN,  JOHN  EDHARD,  CMDR,  PD 

MORRIS,  RAYMON  LEE,  CPT,  LOS  ANGELES  CO  SD 

MOSELLE,  THOMAS  RALPH,  LT,  PD 

NELSON,  JULIE  DIANE,  LT,  PD 

NEHELL,  RICHARD  S,  DOJ 

NOTTINGHAM,  BENNY  EDMUND,  LT,  LOS  ANGELES  CO  SD 

OBRYAN,  J.  H.,  SGT,  LOS  ANGELES  CO  SO 

OCONNELL,  JOHN  PATRICK,  LT,  PD 

ORNELAS,  GABRIEL  EDHARD,  CPT,  PD 

OSBORN,  GARY  DELANO,  CPT,  LOS  ANGELES  CO  SD 

PADIAS,  CHARLES  EDHARD,  CPT,  LA  CO  SD 

PAINTER,  CAROL  ANN,  CMDR,  LOS  ANGELES  CO  SD 

PAINTER,  JAMES  H. ,  INSPR,  LOS  ANGELES  CO  SD 

PANICCIA,  VALENTINO  PATRICK,  CPT,  PD 

PANNELL,  HILLIE  LOUIS,  JR,  CPT,  PD 

PARKS,  BERNARD  C. ,  DEP  CHF,  PD 

PASH,  ROBERT  RICHARD,  CPT,  LA  CO  SD 

PATRICK,  MARY  L,  DET,  PD 

PEGUEROS,  FRANCISCO  XAVIER,  CPT,  PD 

PESQUEIRA,  PAUL  STEPHEN,  CPT,  PD 

PETTUS,  HERBERT  HOHARD,  LT,  LOS  ANGELES  CO  SD 

PIERSOL,  FRANK  E.,  CMDR,  PD 

POMEROY,  MARTIN  HENRY,  III,  CMDR,  PD 

POOS,  LYNN  EDHIN,  JR,  CPT,  LOS  ANGELES  CO  SD 

PORTESI,  LOUIS  VINCENT,  JR,  CPT,  LOS  ANGELES  CO  SD 

POUNDS,  PHILLIP  BURTON,  MAJ,  USAF 

POHERS,  DAVID  JOHN,  LT,  PD 

PRUITT,  HILLIAM  MORRIS,  CPT, 

PUTMAN,  STERLING  EUGENE,  LT, 

QUAN,  RANDAL  KEVIN,  LT,  PD 

REDDIN,  THOMAS,  COP 

REZZO,  JOSEPH  PAUL,  LT,  PD 

RICE,  ROBERT  MICHAEL,  MSGT,  USAF 

RINEHART,  HILLIAM  LYLE,  LT,  PD 

RIPLEY,  ROBERT  C,  CMDR,  LOS  ANGELES  CO  SD 

ROBERTSON,  MARGARET  J.,  LT,  LOS  ANGELES  CO  SD 

RODRIGUEZ,  CHARLES  MANUEL,  CPT,  LOS  ANGELES  CO  SD 

RODRIGUEZ,  JESUS  R.,  CPT,  PD 

ROGNESS,  GARY  EDHARD,  LT,  PD 

ROOS,  CLIFFORD  E.,  CHF  OF  PTL  DIV,  LOS  ANGELES  CO 

ROSENBERG,  FLOYD  H.,  CHF  OF  DET,  LOS  ANGELES  CO  SO 

ROSS,  KARL  TRACY,  ASST  CHF,  PD  UNIV  OF  CA 

ROUILLIER,  NORMAN  LOUIS,  LT,  PD 

RUCHHOFT,  ROBERT  PAUL,  CPT,  PD 


PD 
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CALIFORNIA  -  CALIFORNIA 

113  tt  SAKOOA,  JIMMY  T.,  LT,  PD 

188  SANCHEZ,  RICHARD  ABEL,  SGT,  UNIV  OF  CA  AT  LA  PD 

103  n  SANDOVAL,  JOE  G. ,  CHF,  CA  SPOL 

177  SCADUTO,  ALBERT  ANTHONY,  CPT,  LOS  ANGELES  CO  SD 

132  SCHATZ,  DANIEL  RYAN,  CPT,  PD 

98  SCHILLING,  HILLIAM  J,  ASST  CHF,  CA  HPTL 

1*5  It  SCHMIDT,  THOMAS  DONALD,  LT,  LOS  ANGELES  CO  SD 

199  SCHMIEDEKE,  JEROME  HILLIAM,  CPT,  LOS  ANGELES  CO  SD 

112  I  SCHUBERT,  ERIC  J.,  LT,  PD 

129  SCHUESSLER,  JEAN  ANN,  DET  III,  PD 

163  SCULLY,  JOHN  JOSEPH,  LT,  LOS  ANGELES  CO  SD 

5  *  SEAY,  HELLFORD  D. ,  INVSTGR,  LOS  ANGELES  CO  DA  OFC 

114  tt  SHRADER,  DUANE  A.,  SGT,  PD 

156  SIEBER,  HILLIAM  CHARLES,  LT,  LOS  ANGELES  CO  SD 

190  SMITH,  RICHARD  J,  LT,  PD 

175  SPEARS,  CURTIS  LEE,  LT,  LOS  ANGELES  CO  SD 

133  SQUIERS,  MARK  MICHAEL,  CPT,  LOS  ANGELES  CO  SD 

118  SQUIRE,  ROBERTA  MAE,  DET,  PD 

167  STEPHENS,  GARY  HOODROH,  LT,  LOS  ANGELES  CO  SD 

116  tt  STEPHENS,  ROBERT  B.,  CPT,  LOS  ANGELES  CO  SD 

119  STEVENS,  MARK  DONALD,  CPT,  PD 
196  STROMLUND,  GARY  HALLACE,  LT,  PD 
132  SZABO,  RICHARD,  LT  II,  PD 

189  TATREAU,  TAMMY  LEE,  LT,  PD 

115  TAYLOR,  OLIVER,  INSPECTOR,  LOS  ANGELES  CO.  SD 
199  TAYLOR,  HINTHROP  EDHIN,  LT,  PD 

124  THOMAS,  JERRY  PATRICK,  SGT,  PD 

187  THOMPSON,  MARK  ALAN,  LT,  LOS  ANGELES  CO  SD 

120  THORESON,  ROBERT  FRANCIS,  DET,  PD 
106  TRADER,  ARTHUR  L.,  LT,  PD 

194  TRILLING,  PETER  HUGO,  2LT,  PD 
156  TRUNDLE,  JOHN  ROBERT,  LT,  PD 

151  VANCE,  GARY  EVAN,  LT,  LOS  ANGELES  CO  SD 

167  VANDENBERG,  JAMES  LEROY,  LT,  UNIV  OF  CA  LOS  ANGELES 

113  tt  VANHOUTTE,  VIRGINIA  J.,  LT,  PD 
95  tt  VANZEE,  JAMES  L.,  LTC,  USA 

136  VASOUEZ,  GREGORIO,  JR,  LT,  PD 

139  tt  VETTER,  THOMAS  MARION,  CMDR,  LOS  ANGELES  CO  SD 

181  VOGE,  JAMES  FRANK,  LT,  PD 

115  It  HALD,  FLORA  L.,  SGT,  LOS  ANGELES  CO.  SD 

173  HALDIE,  LARRY  LOHELL,  CPT,  LOS  ANGELES  CO  SD 

119  HALLER,  HILLIAM  ROGER,  SR,  INSPR,  LOS  ANGELES  CO  SD 

24  *  HARE,  ROBERT  H.  ,  U.S.  MARSHAL,  SOUTHERN  DISTRIC 

102  »  HATSON,  DOUGLAS  C,  CPT,  PD 

129  HELTY,  KENNETH  EDHIN,  LT,  PD 

153  HEST,  JERRY  LEROY,  CPT,  LOS  ANGELES  CO  SD 

109  HEYANT,  JAMES  M. ,  DEP  DIST  ATTY,  LOS  ANGELES  CO 

113  HHITE,  JAMES  C. ,  INSPECTOR,  LOS  ANGELES  CO.  SD 

104  HILBANKS,  JOHN  R. ,  LT,  PD 

132  HILBER,  ROBERT  NATHANIEL,  CPT,  LOS  ANGELES  CO  SD 

183  HILLIAMS,  BILL,  2LT,  PD 

135  HILLIAMS,  GARRETT  STEVEN,  LT,  PD 

159  YORK,  MARGARET  ANN,  LT,  PD 

195  YOUNG,  ANN  ELIZABETH,  LT,  PD 

134  ZIMMON,  GARRETT  HAYNE,  CMDR,  PD 
LOS  ANGELES  AFB 

158  NETTIE,  RONALD  GEORGE,  LTC,  SPACE  &  MISSILE  SYSTEMS  C 
LOS  BANOS 

,  CITY  MANAGER 
CITY  MANAGER 


88   BRODDRICK,  LORIS  T. 
92   MARTIN,  CHARLES  J., 
LOS  GATOS 
110  It   SCHUSTER,  ROBERT  C. 


MADERA 
96  tt 

103 

104  * 

114 

116 

120 
MALIBU 

192 
MANHATTAN  BEACH 


CPT,  PD 


BATES,  EDHARD  B,  SHF-CORONER  OF  MADERA  CO 
BERKLEY,  GARLAND  LEE,  SHF  OF  MADERA  CO 
COLSTON,  HILLIAM  F,  COP 
CONHAY,  ALLEN  L.,  JR.,  LT,  MADERA  CO  SD 
FORE,  GARLAND  D.,  SGT,  MADERA  CO  SD 
SEYMOUR,  GLENN  DALE,  SHF  OF  MADERA  CO 

GUINEY,  RUSSELL  GLENN,  SUPT  III,  CA  DEPT  OF  PARKS  &  R 


BURGESS,  RAYMOND  E.,  CPT,  PD 
DENEUI,  JAMES  JOHN,  LT,  PD 
GUITARE,  ROLAND  E.,  LIEUTENANT,  PD 
MARSHALL,  PAUL  LAHRENCE,  CPT,  PD 
MASTICK,  GORDON  K. ,  LIEUTENANT,  PD 
OBRIEN,  HUGH  A,  COP 
POHELL,  BRUCE  HILLIAM,  LT,  PD 


PD 
COP 

CHIEF,  PD 
PD 


100 

125 

104 

132 

108 
75 

123 
MANTECA 

198    BRICKER,  DAVID  HENRY,  LT, 

178   GREGSON,  RICHARD  HILLIAM, 

164   HALFORD,  CHARLES  MARSHALL 

161    PETZ,  STANLEY  EUGENE,  LT, 

155   HEATHERFORD,  HILLIE  HILLIAM,  COP 
MARCH  AFB 

125   REIS,  JOHN  MICHAEL,  LT,  USAF 
MARINA 

164  tt   KLAPUT,  PETER  GARY,  LT,  DPS 

194   MARTIN,  BRUCE  CHARLES,  LT,  DPS 

154   HHARTON,  ROBERT  L,  LT,  DPS 

146   HILLIAMS,  ROGER  OLIN,  DIR,  DPS 
MARIPOSA 

96    STANDEN,  THOMAS  K.,  CPT,  CA  HPTL 
HARKLEEVILLE 

160   TUCKER,  ROBERT  MONTGOMERY,  CHF  DEP,  ALPINE  CO  SO 
MARTINEZ 

110   ARD,  LARRY  R,  CHF  DEP,  CONTRA  COSTA  CO  SO 

128   BENNETT,  RICHARD  HENRY,  SGT,  PD 
96  tt    BURTON,  ALAN  R,  CPT,  CONTRA  COSTA  CO  SD 


COUSER,  RICHARD  LEE,  CHF,  CONTRA  COSTA  COMM  COLL  PD 
tt   DASHNER,  JON  ROBERT,  LT,  CONTRA  COSTA  CO  SD 
tt   DAVIS,  RODGER  LE,  ASST  SHF,  CONTRA  COSTS  CO  SD 
DERUM,  HARRY  A.,  CPT,  CONTRA  COSTA  CO  SO 
DUNCAN,  EDHARD  ROBERT,  ASST  CHF,  PD 
114  It   GARVIN,  STANLEY  S,  CPT,  CONTRA  COSTA  CO  SD 
141   HARROD,  PAUL  DEAN,  SR,  LT,  CONTRA  COSTA  CO  SD 
HART,  JOHN  CHARLES,  CPT,  CONTRA  COSTA  CO  SD 
HENDERSON,  ROBERT  REY,  USHF,  CONTRA  COSTA  CO  SD 
HOBERT,  HAROLD  E,  ASST  SHF,  CONTRA  COSTA  CO  SD 
IRHIN,  DONNA  CLEOLA,  CPT,  CONTRA  COSTA  CO  SO 
KINION,  ROY  VICTOR,  JR,  LT,  CA  HPTL 
MARKHITH,  ROBERT  GARLAND,  COP 

MITOSINKA,  GERALD  THOMAS,  CHF,  F.S., CONTRA  COSTA  CO  SO 
MOORE,  THOMAS  HARTFORD,  CPT,  CONTRA  COSTA  CO  SD 
PITKIN,  RUSSELL  F,  CPT,  CONTRA  COSTA  CO  SD 
RAINEY,  RICHARD  K,  SHF-CORONER  OF  CONTRA  COSTA  CO 
RAMSAY,  HARRY  D. ,  SHF-CORONER,  CONTRA  COSTA  CO  S 
ROBERTSHAH,  PETER  GARTH,  LT,  CONTRA  COSTA  CO  SD 
ROBINSON,  JAMES  L,  CPT,  CONTRA  COSTA  CO  SD 
RUPF,  HARREN  EUGENE,  SHF  OF  CONTRA  COSTA  CO 
SHINN,  HILLIAM  DAVID,  CPT,  CONTRA  COSTA  CO  SD 
SIMMONS,  LAHRENCE  DEA,  CMDR,  CONTRA  COSTA  CO  SD 
VANORDEN,  HOHARD  EUGENE,  LT,  CONTRA  COSTA  CO  SD 
VILLARREAL,  VERA  LYNN,  FRAUD  INV,  CA  INSURANCE  DEPT 
MECKEL,  RICHARD  JOSEPH,  LT,  CONTRA  COSTA  CO  SD 
HEYMOUTH,  MICHAEL  PAUL,  LT,  CONTRA  COSTA  CO  SD 
HOOLARD,  RICHARD  F,  LT,  CONTRA  COSTA  CO  SO 
MARYSVILLE 
107  tt   BLANKENSHIP,  AVERY  C,  CPT,  YUBA  CO  SO 
BLEVINS,  JOHN  0.,  COP 

JOHNSON,  RONALD  LAHRENCE,  LT,  YUBA  CO  SD 
MILLER,  GARY  J,  SHERIFF-CORONER,  YUBA  COUNTY 
SIEMENS,  MARK  JAMES,  COP 
HILLIAMSON,  MIKEIAL  KEITH,  DET  SGT,  YUBA  CO  SD 


148 
165 
157 
93 
142 


145 
170 

91 
127 
139 
136 
124 
195 

99 
106 

83 
125 
133 
117 
160 
177 
120 
167 
184 
188 
199 


49 
198 

90 
164 
161 
MAYHOOD 

85  tt   SPARKES,  HILFORD  S.,  CHIEF  OF  POLICE 
MENLO  PARK 
197   BOYD,  CHRISTOPHER  HILLIAM,  SGT,  PD 
160   HUTTON,  RICHARD  LOUIS,  LT,  PD 

42  #  POTTER,  GEORGE  JOSEPH,  CHIEF  OF  POLICE 
MERCED 

48  * 
142 
182 
140 

92 

84  tt 
177 
171 

69  H 


BOND,  RALPH  R.,  COP 
CORTEZ,  JOSEPH,  CMDR,  PD 
DOSSETTI,  MARK  ANTHONY,  CMDR,  PD 
HAMMOND,  DAVID  LEE,  CPT,  MERCED  CO  SD 
KNUTSEN,  DAVID  A.,  CAPTAIN,  PD 
KULBETH,  HAROLD  T.,  COP 
PAZIN,  MARK  NICHOLAS,  SGT,  MERCED  CO  SD 
SAAVEDRA,  THOMAS  SAMUAL,  SGT,  MERCED  CO  SD 
HALKER,  ROBERT  CARLTON,  CPT,  PD 
MILL  VALLEY 

193  BERNAL,  JESUS  ANGEL,  LT,  PD 
130  #  BRINDLEY,  PETER  ROBINGS,  COP 
185   RITTER,  ROBERT  GEORGE,  COP 

MILLBRAE 
185   DEAN,  ROBERT  ALLYN,  CPT,  PD 

94  #  DINEEN,  JOHN  M,  COP 
123  #  JOHNSON,  HARREN  MICHAEL,  CPT,  PD 
133   PARKER,  MICHAEL  LEIGH,  COP 
MILPITAS 
174   DOLL,  KENNETH  ROGER,  SGT,  PD 
FLOREZ,  ISMAEL,  SGT,  DPS 
HOLMES,  DENNIS  CARL,  LT,  PD 
LAHRENCE,  GREGORY  HELDON,  CMDR,  PD 
MERKEL,  DONALD  ALAN,  LT,  PD 
NISHISAKA,  THOMAS  S.,  COMMANDER,  PD 
PANG,  DARRYL  CHU,  CPT,  PD 
109  tt   SILVA,  JOSEPH  D. ,  COMMANDER,  PD 
MODESTO 

194  ATCHLEY,  TIMOTHY  KEITH,  CPT,  PD 
BRESHEARS,  RICHARD  KENT,  LT,  STANISLAUS  CO  SO 

tt   BROHN,  JAMES  D,  CPT,  STANISLAUS  CO  SO 

#  CAHILL,  LAHRENCE  G. ,  JR.,  SR  INVSTGR,  STANISLAUS  CO  DA 

CLARK,  ZANE  DALE,  LT,  STANISLAUS  CO  SD 

CRAHSHAH,  GARY  A,  CPT,  STANISLAUS  CO  SD 

DELEON,  RAUL,  LT,  STANISLAUS  CO  SO 
tt   ESSELMAN,  RICHARD  G. ,  CHF  INVSTGR,  STANISLAUS  CO  DA 

FONTES,  ALAN  LEE,  SR  INVSTGR,  STANISLAUS  CO  DA  0 

FORTH,  JOHN  THOMAS,  III,  CRIM  INVSTGR,  STANISLAUS  CO  DA 
tt   GEE,  JOHN  CLIFTON,  LT,  STANISLAUS  CO  SO 

HINKLE,  DALE  LEROY,  LT,  STANISLAUS  CO  SD 
122  tt   JACKSON,  EDHARD  LAMOIN,  CHF  INVSTGR,  STANISLAUS  CO  DA 
129   JOHNSON,  JAMES  RICHARD,  LT,  STANISLAUS  CO  SO 
tt   KELSAY,  DAN,  SHF  OF  STANISLAUS  CO 
tt   KILROY,  CECIL  EDHARD,  LT,  STANISLAUS  COUNTY  SO 

LADD,  VINCENT  PAUL,  LT,  STANISLAUS  CO  SD 

LAKE,  GEORGE  ALAN,  LT,  STANISLAUS  CO  SD 

LARSON,  MYRON,  LT,  STANISLAUS  CO  SO 

MCFARREN,  RICHARD  LEE,  LT,  STANISLAUS  CO  SD 

MCKAY,  RICHARD  D,  CPT,  STANISLAUS  CO  SO 

MUNOZ,  FELIX,  LT,  STANISLAUS  CO  SD 

RIDENOUR,  EDHARD  HALTER,  LT,  STANISLAUS  CO  SD 
128  tt   ROSS,  STANLEY  FORBUS,  JR,  LT,  STANISLAUS  CO  SO 
189   SALE,  RONALD  LEE,  LT,  PD 

SCOTT,  DALLAS  LYNN,  LT,  PD 

SCOTT,  JAMES  ARTHUR,  LT,  STANISLAUS  CO  SO 

SERNA,  RUSSEL  L,  LT,  PD 

SMITH,  JOHN  ROHLAND,  LT,  STANISLAUS  CO  SD 

TREVENA,  JIMMY  R.,  CHF  DEP,  STANISLAUS  CO  SD 
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169 
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100 
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165  VOORTMAN,  ARTHUR  DALE,  LT,  STANISLAUS  CO  SD 
137  HEIDMAN,  LESLIE  PAUL,  SHF  OF  STANISLAUS  CO 

166  HEIDMAN,  LINDA  LEE,  INVSTGR,  STANISLAUS  CO  DA  OFC 
114  It  HELLS,  RODNEY  D. ,  CPT,  STANISLAUS  CO.  SO 

119  HILKERSON,  HERBERT  LEE,  LT,  STANISLAUS  CO  SD 

136  HILSON,  ROBERT  CALVIN,  LT,  STANISLAUS  CO  SD 

91  HOODS,  HILLIAM  F,  SHF  OF  STANISLAUS  CO 
MONROVIA 

"  151  DELANEY,  MICHAEL  PATRICK,  LT,  PD 

114  tt  MILLS,  JOHN  J.,  LT,  PD 

97  tt  TUBBS,  BILLIE  R,  COP 
MONTCLAIR 

193  JONES,  KEITH  EUGENE,  LT,  PD 
MONTEBELLO 

28  *  HELFREY,  FRANK  E.,  CAPTAIN,  PD 

58  *  MERCIER,  RALPH  0.,  LIEUTENANT,  PD 
MONTEREY 

102  tt  BAMBAUER,  ROBERT  R,  PRK  &  ENF  SPCLIST,  CA  ST  PRKS 

87  tt  BENADOM,  HAROLD  L.,  COP 

120  tt  BUVIA,  RICHARD  LEE,  CPT,  PD 

123  CHRISTIANSEN,  EDHARD  THOMAS,  MAJ,  USA 

131  CRISAN,  JOHN  L,  JR,  LT,  MONTEREY  CO  SD 

137  tt  DAVIDSON,  ALLEN,  LT,  PD 

193  FORTUNE,  DAVID  NORMAN,  CPT,  PD 

98  tt  HOUSEMAN,  CHARLES  J.f  CPT,  PD 

136  #  LEHTSCHUK,  S  JACK,  LT,  MONTEREY  CO  SO 

197  PERRY,  STANLEY  KAORU,  LT,  PD 

98  tt  PITCHER,  RUDOLPH  A.,  JR.,  MAJ,  USA 

165  tt  SCHMIDLIN,  JOHN  ALBERT,  CPT,  PD 

109  tt  SURRIDGE,  ROBERT  C.  ,  LT,  PD 

96  tt  SUTTON,  EDHARD,  ASSISTANT  CHIEF  OF  POLICE,  PD 
74  tt  TRENNER,  ROBERT  H.  ,  ASSISTANT  CHIEF  OF  POLICE 

194  *  HILLIAMS,  JONATHAN  FRANCIS,  PARK  SUPT,  CA  DEPT  OF  PARKS 

132  tt  YINGLING,  ROBERT  LEROY,  SGT,  PD 
MONTEREY  PARK 

34  #  CONAHAY,  HERMAN  E.,  PTLM,  PD 

198  COTHRIGHT,  RICARDO,  LT,  LOS  ANGELES  CO  SO 
184  DREDD,  JOHNNY,  LT,  LOS  ANGELES  CO  SD 

196  FORT,  SYLVIA  OPHELIA,  LT,  LOS  ANGELES  CO  SO 

195  HELLER,  STUART  DENNIS,  LT,  LOS  ANGELES  CO  SD 

193  JAMES,  HERBERT  STONE,  III,  LT,  LOS  ANGELES  CO  SD 

194  ROBERTS,  BERNADETTE  LOUISE,  LT,  LOS  ANGELES  CO  SD 

180  RODRIGUEZ,  DONALD  ANDERSON,  LT,  LOS  ANGELES  CO  SD 

183  SAVIDAN,  MICHAEL  GEORGE,  LT,  LOS  ANGELES  CO  SD 
186  VILLANUEVA,  HENRY  JOSEPH,  LT,  LOS  ANGELES  CO  SD 
191  WILLIAMS,  JANET  HORTENSE,  LT,  LOS  ANGELES  CO  SD 

MORAGA 

145  *  LANZAROTTI,  PAUL  ANGELO,  SGT,  PD 

MORGAN  HILL 

136  ABBEY,  JOHN  DAVID,  JR,  COP 

149  tt  LONG,  LEONARD  MATTHEH,  JR,  CMDR,  PD 

58  MORENO,  JOHN  R.,  CITY  MANAGER,  PD 

171  SULLIVAN,  CAREY  FRANCIS,  CPT,  PD 
MORRO  BAY 

171  LOVEN,  JOSEPH  S,  LT,  PD 
MOUNT  SHASTA 

92  tt  BALDI,  LOUIS  P,  COP 

98  LENSING,  GORDON  L,  SGT,  PD 

136  PIERUCCINI,  HILLIAM  DAVID,  CPT,  PD 

184  SMITH,  ROHN  HYLAND,  SGT,  PD 
MOUNTAIN  VIEH 

191  BARSI,  BRUCE  ALLEN,  CPT,  PD 

190  BERTUCCELLI,  LARRY  JOSEPH,  LT,  PD 

97  tt  FAIRFIELD,  JEROME  R.,  CPT,  PD 
95  tt  ROLEN,  NORIS  L.,  CAPTAIN,  PD 

111  tt  SMITH,  GARY  L.,  LT,  PD 

101  tt  TOMAC,  JOHN  P,  CPT,  PD, 
NAPA 

137  BERG,  MICHAEL  JOSEPH,  CMDR,  PD 

109  BISHOP,  HILLIAM  G. ,  CPT,  NAPA  CO  SD 

191  ELHER,  KENNETH  MELVIN,  SGT,  NAPA  CO  SD 
82  tt  FORLOINE,  CLINTON  R.,  CPT,  PD 

50  *  GARDNER,  WESLEY,  USHF,  NAPA  CO  SO 

181  tt  HARRY,  GARLAND  RAY,  CPT,  NAPA  CO  SD 
140  tt  JARECKI,  ROBERT  LEO,  CPT,  PD 

90  tt  JOHNSON,  THOMAS  0.,  USHF,  NAPA  CO  SD 

122  LONERGAN,  RICHARD  LOUIS,  USHF,  NAPA  CO  SD 

175  LOUGHRAN,  MICHAEL  JOSEPH,  LT,  NAPA  CO  SD 

100  NARLOW,  KENNETH  A.,  CAPTAIN,  NAPA  COUNTY,  SO 

84  *  RANDOL,  EARL  F.,  SHERIFF  OF  NAPA  CO. 

133  It  THOMPSON,  ARTHUR  ROBERT,  JR,  USHF,  NAPA  CO  SD 
161  YORK,  JAMES  ANDREW,  CPT,  NAPA  CO  SD 

NATIONAL  CITY 

72  tt  CAGLE,  WALTER  EDWIN,  COP 

160  CONNELLY,  MICHAEL  TRACY,  LT,  PD 

138  DEESE,  EDHARD  THOMAS,  CPT,  PD 

110  tt  FOWLER,  TOMMY  W,  ASST  CHF,  PD 

78  *  KANAGY,  WARREN  H. ,  CHIEF  OF  POLICE 

131  KNEE,  STANLEY  LAMOYNE,  COP 

76  #  LIESMAN,  JOHN  F.,  COP 

142  OSBURN,  HILLIAM  ALLEN,  LT,  PD 

153  PAUU,  PENU,  JR,  LT,  PD 

147  SHORT,  CRAIG  ALAN,  CPT,  PD 

175  TRICKER,  MICHAEL  GEORGE,  LT,  PD 
NEEDLES 

76  *  MOTTISHAH,  BRIAN,  CHIEF  OF  POLICE 

93  tt  SHAVER,  MURL  L,  ASST  CHF,  PD 

181  TRUMBULL,  JOHN  HERBERT,  LT,  SAN  BERNARDINO  CO  SD 

NEVADA  CITY 

163  ARBAUGH,  TROY  EUGENE,  SHF  OF  NEVADA  CO 


175   BAXLEY,  JOHN  DAVID,  LT,  NEVADA  CO  SD 

182   LEWIS,  LAWRENCE  ROBERT,  LT,  NEVADA  CO  SD 

172   MARK  BAILEY,  LAURA  JEANNE,  SUPRV  SA,  US  FOREST  SERVICE 

98  tt   RANKIN,  PAUL  F,  USHF,  NEVADA  CO  SD 
172   TRAUNER,  JOHN  EDWARD,  UNDER  SHF,  NEVADA  CP  SD 

NEHCASTLE 
142   SHEPPARD,  BUDDY  JOE,  CPT,  CA  HPTL 

NEWPORT  BEACH 
131   BLITCH,  MICHAEL  BUCHANAN,  CPT,  PD 

103  It   CAMPBELL,  ARBRA,  COP 
155   CARSON,  JIM  KIT,  LT,  PD 

82   COYNE,  JOHN  F.,  MGR  OF  INVSTGN,  NYC  TRANSIT  AU 

96  tt   HAMILTON,  RICHARD  S.,  CPT,  PD 

92  tt   HEERES,  LOUIS  P,  CPT,  PD 
167   HENISEY,  PAUL  KEVIN,  LT,  PD 
187   HYAMS,  MICHAEL  THOMAS,  SGT,  PD 
163   JACOBS,  JAMES  MICHAEL,  CPT,  PD 

60  It   LACE,  HARRY,  CAPTAIN,  PD 
181   LONG,  RICHARD  THOMAS,  LT,  PD 

95  tt   PETERSEN,  GARY  L,  CPT,  PD 
169   RILEY,  TIMOTHY  JOHN,  CPT,  PD 
145  tt   VILLA,  ANTHONY  JOSEPH,  JR,  CPT,  PD 
NORTH  HILLS 

109  tt   THOMAS,  MARSHALL,  CWO,  USA 
NORTHRIDGE 
134   FRIEDMAN,  STANLEY  DARRYL,  CHF,  CA  STATE  UNIV  PD 
158   SUGAR,  MICHAEL  JOHN,  LT,  CA  STATE  UNIV  POL 
NORTON  AFB 

157   STINSON,  HILLIAM  TAYLOR,  MAJ,  USAF 
NOVATO 
184   BARNER,  GARY  JOSEPH,  CPT,  PD 
162   BROBECK,  CHARLES  STEWARD,  COP 

104  tt   KIRKPATRICK,  WILLIAM  E,  COP 
OAKLAND 

181  tt   ANGST,  ARTHUR  DONALD,  CPT,  ALAMEDA  CO  SD 

BARBOUR,  JAMES  ROBERT,  CPT,  ALAMEDA  CO  DA  OFC 
BIRGE,  EDMOND  R.,  JR.,  LT,  PD 

tt   BOLGER,  ANTHONY  J.,  CPT  OF  INSPRS,  PD 
BOND,  RICHARD  LEE,  LT,  ALAMEDA  CO  SO 

tt   BOYER,  KEITH  E,  CPT,  ALAMEDA  CO  SD 
BRADY,  JERRY  ALLEN,  LT,  CA  HPTL 

tt   BRIERLY,  JACK,  DEP  CHF,  PD 

BUCKHOUT,  TIMOTHY  CASS,  LT,  ALAMEDA  CO  SD 

tt   CAIN,  RONALD  WILLIAM,  DIV  CHF,  ALAMEDA  CO  SD 

tt   DANNER,  LARRY  IRVIN,  CPT,  BAY  AREA  RAPID  TRANSIT  PD 
DEALY,  JOHN  MICHAEL,  LT,  ALAMEDA  CO  SD 

tt   DEAN,  CARL  A.,  DIV  CHF,  ALAMEDA  CO  SO 

tt   EHLE,  RICHARD  JOHN,  JR,  LT,  PD 

EILERS,  ROBERT  EDWARD,  LT,  ALAMEDA  CO  SD 

ELLIS,  DAVID  LEE,  COP,  OAKLAND  HOUSING  AUTHOR  PD 

FARRUGGIA,  CHARLES  DENNIS,  LT,  ALAMEDA  CO  SD 

FERNANDEZ,  ROBERT  EDWARD,  LT,  ALAMEDA  CO  DA  OFC 

FINN,  D  ROBIN,  LT,  ALAMEDA  CO  SD 

FOSTER,  LISA  MICHELLE,  INSPR  II,  ALAMEDA  CO  DA  OFC 

#  FRY,  PHILIP  DEAN,  LT,  ALAMEDA  CO  DA  OFC 

#  GARRIGAN,  HOWARD  T,  USHF,  ALAMEDA  CO  SD 
GINGERY,  DAVID  WILLIAM,  CPT,  ALAMEDA  CO  DA  OFC 

tt   GOMES,  NORMAN  VICTOR,  LT,  ALAMEDA  CO  SD 
GREEN,  DONNA  PAULINE,  COP 
HARNETT,  MICHAEL  PATRICK,  COP 
HARRISON,  MARY  CORNILIA,  LT,  CA  HPTL 
HAW,  PATRICK  WILLIAM,  LT,  PD 

#  HEFFRON,  FLOYD  N.,  LIEUTENANT,  ALAMEDA  COUNTY  SO 
HOIG,  HAROLD  DAVID,  LT,  ALAMEDA  CO  SD 
JENSEN,  STEVEN  JOE,  CPT,  PD 

#  JOHNSON,  CARL  ROBERT,  LT,  BAY  AREA  RAPID  TRANSIT  DIS 
JOHNSON,  PHILLIP  RUSSEL,  AG  INVSTGR,  CA  DOJ 
KAN,  DOLORES  ANNA,  LT,  BAY  AREA  RAPID  TRANSIT  PD 

#  KENNEDY,  KEVIN  PAUL,  CPT,  ALAMEDA  CO  DA  OFC 
It   KENNISON,  MARK  ALLEN,  LT,  ALAMEDA  CO  DA  OFC 

KERWIN,  JOHN  PARKER,  CMDR,  BAY  AREA/TRANSIT  PD 

KILPATRICK,  ZONDRA,  LT,  ALAMEDA  CO  SD 

LYNCH,  CHARLES  CLARK,  CMDR,  BAY  AREA  TRANSIT  PD 
tt   LYNN,  DONALD  F.,  INSPR,  ALAMEDA  CO  DA  OFC 

MARCHITIELLO,  RICHARD,  LT,  ALAMEDA  CO  DA  OFC 

MARTI,  MARIA  JOSE,  SGT,  BAY  AREA  RAPID  TRANSIT  PO 

MATHER,  WILLIAM  LEE,  LT,  ALAMEDA  CO  SD 
tt   MITCHELL,  ALFRED  H,  DIV  CHF,  ALAMEDA  CO  SD 

MOLINA,  ELIAS  ROBERT,  LT,  CA  HPTL 
tt   MURRAY,  HUBERT  H. ,  LT  OF  INSPECTORS,  PD 
tt   OZNOWICZ,  CAROLYN,  LT,  ALAMEDA  CO  SD 
tt   PIPPIN,  JOHN,  STATE  LIQUOR  CONTROL  OFFICER 

PLUMMER,  CHARLES  C. ,  SHF  OF  ALAMEDA  CO 

POULSON,  EDWARD  IVEN,  LT,  PD 

ROGERS,  JACK  RUSSELL,  CPT,  EAST  BAY  REG  PARK  DIST  PD 

RYAN,  TIMOTHY  PATRICK,  CHF  OF  CORR,  SANTA  CLARA  CO 

SANCHEZ,  FREDDIE,  LT,  PD 

SAVAGE,  GREGORY  WILLIAM,  LT,  BART  PD 

SHINN,  DENNIS  SAM,  CPT,  PD 

SIMS,  CLYDE  MICHAEL,  ALAMEDA  CO  DA 
128  tt   SLATER,  GERALD  FRANK,  CPT,  ALAMEDA  CO  SD 
115   STEHART,  JAMES  K. ,  CAPTAIN,  PD 

130  It   TAMISIEA,  LEO  HILLIAM,  LT,  BAY  AREA  RAPID  TRANSIT  DIS 
141   TELLARDIN,  BRUCE  WAYNE,  LT,  ALAMEDA  CO  SD 

TEMPLE,  GALEN  CHARLES,  LT,  ALAMEDA  CO  SD 

THUMAN,  GARY  LYLE,  LT,  ALAMEDA  CO  SD 

TOUSSAINT,  DALE  RAYMOND,  LT,  ALAMEDA  CO  SD 

TUCKER,  HAYNE  GUY,  CMDR,  ALAMEDA  CO  SD 

VERETTO,  JOSEPH  J,  LT,  ALAMEDA  CO  DA  OFC 

VINSON,  CARL  EDWARD,  LT,  ALAMEDA  CO  SD 
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108  tt   HEST,  JOHN  F.,  SAC,  USA 

181    WHITE,  LAVALLE,  JR,  LT,  ALAHEDA  CO  DA  OFC 

189   HILKINSON,  BERT  ALLAN,  LT,  ALAMEDA  CO  SD 
98  tt   HILSON,  JAMES  A,  CPT,  ALAMEDA  CO  SD 

18*   HORD,  RICHARD  LAHRENCE,  LT,  PD 
OCEANSIDE 

169  tt   ALLEMAN,  RICHARD  MICHAEL,  LT,  PD 
BERRY,  GENE  N. ,  JR.,  CPT,  PD 
BRUCKNER,  FRANKLIN  LEE,  CPT,  PD 
DONNELLY,  HILLIAM  GEORGE,  JR,  LT,  PD 
DUNNE,  ROBERT  B.,  COP 
GALLARDI,  JOHN  FRANK,  CAPT,  PD 
GRIGSBY,  REGINALD,  LT,  PD 
HENZE,  ROLF  A,  COP 
KORBACHER,  RALPH  LEE,  LT,  PD 
MARSHALL,  LAURENCE  R,  COP 
POEHLMAN,  MICHAEL  STUART,  COP 
RAMOS,  PEDRO,  LT,  CA  HPTL 
RATCLIFF,  HARD  K.,  COP 
ROACH,  RICHARD  HILLIAM,  LT,  PD 
SHIRLEY,  MICHAEL  DOUGLAS,  CPT,  PD 
SMITH,  ROY  K. ,  CAPTAIN,  PD 
TIMBS,  DOUGLAS  EDHARD,  LT,  PD 


114 
195 
174 
113 
166 
191 
101 
180 
111 
155 
167 
61 
118 
147 
111 
199 
ONTARIO 

48  tt   BOLES, 


168 
102  # 
144 

97 

51  tt 

36  tt 
ORANGE 
137 
154 
165 
138 

99  » 


OROVILLE 


BILLEE  CLYDE,  LT,  PD 
DOYLE,  JAMES  FREDRICK,  CPT,  PD 
FRANTOM,  RICHARD  H,  LT,  PD 
HALL,  STEPHEN  RALPH,  INVSTGR,  PD 
PERKINS,  JAMES  G.,  CPT,  CA  HPTL 
SMITH,  HARLEY  A.,  LIEUTENANT,  PD 
SHINNEY,  HERBERT  HALTERMER,  CHIEF  OF  POLICE 

HARRISON,  THOMAS  EDHARD,  CPT,  ORANGE  CO  SD 
HERNANDEZ,  EUGENE  JESS,  CPT,  PD 
PORE,  LARRY  HAYNE,  SGT,  PD 
SCHERER,  ROBERT  KENNETH,  LT,  PD 
TRAUB,  NORMAN  A,  COP 


116 
137  tt 
157 
173 
187 
169 
OXNARD 
132 

96 
104  tt 
136 
148 
195 
176 

28  * 
130 


BROOKS,  HAL  T,  SHF  OF  BUTTE  CO 

GRANT,  GARY  HOHARD,  COP, 

PITTER,  GORDON  EDHARD,  COP 

RENIFF,  PERRY  LOUIS,  ASST  SHF,  BUTTE  CO  SD 

SMITH,  BRET  ANTHONY,  LT,  PD 

HAUGH,  CLINTON  RICHARD,  CPT,  BUTTE  CO  SO 


CHIEF  OF  POLICE 


CADY,  HILLIAM  ARTHUR,  LT,  PD 

HANLINE,  DON  L.,  LIEUTENANT,  PD 

HAHKINS,  BERNELL  A.,  LT,  PD 

HUBBARD,  GORDON  KEITH,  COMM,  PD 

KELLEY,  ROBERT  ALAN,  LT,  PD 

MUNOZ,  JOSEPH  MANUEL,  CMDR,  PD 

MYERS,  STANTON  LESTER,  JR,  ASST  CHF,  PD 

RYAN,  JACK  H.,  CHIEF  OF  POLICE 

STANILAND,  RICHARD  GORDAN,  LT,  PD 
PACIFIC  GROVE 
194   AMOS,  CHESTER  EDGAR,  SGT,  PD 
187   COX,  RICHARD  ALLEN,  SGT,  PD 

35  *  FAHEY,  JOSEPH  M. ,  PTLM,  PD 
161   HENDERSON,  MICKEAL  CURTIS,  DET  SGT,  PD 
174   KENNEDY,  HILLIAM  JOHN,  LT,  PD 
116  It   MAUDLIN,  THOMAS  E,  COP 
180   MILLER,  CARL  MAYNARD,  JR,  LT,  PD 
146  I  REITHER,  JON  MICHAEL,  COP 
168   SERMON,  RICHARD  CHARLES,  CPT,  CA  DEPT  OF  PARKS  &  REC 

186  URETSKY,  THOMAS  MARTIN,  SGT,  PD 
101  tt   HATTS,  JAMES  A.,  JR.,  COP 

PACIFICA 

38  *  TREMAINE,  NEIL  H. 
PACITIC  GROVE 

170   MILLER,  SCOTT  KEVIN,  COP 
PALM  DESERT 

194   KILLIN,  JOHN  MARK,  LT,  RIVERSIDE  CO  SD 
PALM  SPRINGS 

97   BURNETT,  DONALD  J.,  CPT,  PD 

174   MCCABE,  MICHAEL  ANTHONY,  LT,  PD 

180   MCCRACKEN,  MICHAEL  CHARLES,  LT,  PD 

189   WILLIAMS,  PATRICK  ALAN,  SGT,  PD 
PALO  ALTO 

144   AUSTIN,  EDWARD  CLARKE,  LT,  PD 

122  It   BONANDER,  JIMMIE  DAVE,  CPT,  PD 

111  It   BOWRA,  ALLAN  A.,  LT,  PD 

159   COFFMAN,  JAMES  ANTHONY,  LT,  PD 
44  tt   HYDIE,  HILLIAM  A.,  CHIEF  OF  POLICE 

134   JOHNSON,  LYNNE  ELLEN,  CPT,  PD 

129   MERSON,  THOMAS  MICHAEL,  SGT,  PD 
40  tt   HATHEN,  GUY  0.,  CAPTAIN,  PD 
97   ZURCHER,  JAMES  C. ,  CHIEF  OF  POLICE 
PALOS  VERDES  ESTATES 

163   DREILING,  DANIEL  ALFRED,  SGT,  PD 

167   HANES,  GEORGE  PETER,  JR,  SGT,  PD 

185   KASTEN,  DARIN  KEITH,  LT,  PD 

101  *  NEHMAN,  MONTE  J.,  COP 
PARADISE 

55  tt   VIARENGO,  JOHN  JAMES,  COP 
PASADENA 

198   LAH,  DOUGLAS  BERDETT,  CMDR,  PD 

150   MELEKIAN,  BERNARD  KEITH,  COP 

187  UYEDA,  RODNEY  BRIAN,  SGT,  PD 
83  It   HINDERS,  THOMAS  M,  DEP  COP 

PATTERSON 


170   BONACICH,  LOUIS  RAYMOND,  SGT,  PD 
PENN  VALLEY 

143  tt   CARIUS,  JOHN  PAUL,  LT,  CA  HPTL 
PERRIS 

148  OLIVARRIA,  GILBERTO  G,  COP 

183  ROBERTS,  PAMELA  JEAN,  CMDR,  PD 
PETALUMA 

40  tt   COLE,  DELBERT  RICHARD,  ASST  CHF,  PD 

184  PARKS,  PATRICK  THOMAS,  CPT,  PD 
PIEDMONT 

157  tt   GOUVEIA,  FRED  LYNN,  CPT,  PD 

138  MOILAN,  JOHN  EDWIN,  COP,  PD 
188   RUCKER,  IVY  LORRAIN,  SGT,  PD 

38  tt   TRYON,  EUGENE  MILTON,  CAPTAIN,  PD 
PISMO  BEACH 

BOON,  DANNY  MICHAEL,  COP 
GANSEMER,  DUANE  G. ,  COP 
HOLT,  GARY  WAYNE,  LT,  PD 
NORTON,  JEFFREY  VANCE,  SGT,  PD 
PITTSBURG 
177    BAKER,  AARON  LEE,  CMDR,  PD 
182   PORTER,  JOSEPH  AUSTIN,  CMDR,  PD 
PLACENTIA 

79  tt   COLEMAN,  EARL  H. ,  COP 
PLACERVILLE 

177  ALTMEYER,  ROBERT  MARSHALL,  CPT,  EL  DORADO  CO  SD 
BARKER,  HAROLD  N,  SHF  OF  EL  DORADO  COUNTY 
BROWN,  STEPHEN  BRADFORD,  COP 

tt   HARMON,  ROBERT  STAFORD,  JR,  COP 

It   HAWKINS,  RAYMOND  EUGENE,  CRIM  INVSTGR,  EL  DORADO  CO  DA 

HILLMAN,  ERNEST  NOEL,  CPT,  EL  DORADO  CO  SD 
tt   HUNT,  ALLEN  RICHARD,  CPT,  EL  DORADO  CO  SD 
tt   MCDONALD,  DONALD  LOUIS,  SHF  OF  EL  DORADO  CO  SD 
NEVES,  JEFFREY  ALAN,  LT,  EL  DORADO  CO  SD 
NEHMAN,  EDWARD  ANTHONY,  USHF,  EL  DORADO  CO  SD 
88  tt   PETERSEN,  FRANK  R.  ,  USHF,  EL  DORADO  CO  SD 
168  tt   ROLOFF,  JAMES  MICHAEL,  LT,  EL  DORADO  CO  SD 

149  #  ROTH,  JAMES  ROLLINS,  USHF,  EL  DORADO  CO  SD 

109  #  VANDEVENTER,  CHRISTOPHER  W. ,  INVSTGR,  EL  DORADO  CO  DA  0 
194   WHEALTON,  WILLIAM  JOSEPH,  JR,  LT,  EL  DORADO  CO  SD 
135  tt   WILSON,  HOWARD  LEE,  CPT,  EL  DORADO  CO  SD 
PLEASANT  HILL 

178  HORGAN,  DENNIS  RAYMOND,  LT,  PD 

139  tt   NUNES,  JAMES  RICHARD,  COP 
157    PHALEN,  MICHAEL  EDWARD,  COP 

SHARP,  KEVIN  JOHN,  SR,  DEP  CHF,  PD 
SIMPSON,  TERRY  LEE,  CPT,  PD 


151 
108 
140 
195 


86 
173 
169 
121 
166 
169 
124 
186 
137 


149  tt 
169 
POMONA 
183 
155 
145 
144  tt 
182 
161 
119 
185 
142 


ARAGON,  TONY,  CHF,  POMONA  UNIFIED  SCHOOL  DIS 

FRAZIER,  RONALD  SCOTT,  SGT,  PD 

HERMAN,  CHARLES  MARTIN,  SGT,  PD 

JOHNSON,  ARCHIE  RAY,  LT,  PD 

MACKEY,  RICHARD  THOMAS,  LT,  PD 

MCELWEE,  JOHN  EDWARD,  JR,  SGT,  PD  

PILKINGTON,  MURRAY  WILLIAM,  LT,  CA  ST  POLYTECHNIC  UNIV 

SAKAMOTO,  LEON,  LT,  PD 

SCHUBERT,  BRIAN  LEE,  LT,  PD 
137  tt   SHAURETTE,  RICHARD  VERNON,  COP 
167   WATTS,  CHARLES  ANTHONY,  SGT,  PD 
191   WINDELL,  RONALD  DEXTER,  LT,  PD 
124   ZBINDEN,  RICHARD  BARRY,  CPT,  PD 
PORT  HUENEME 

189   CAMPBELL,  STEPHEN  ROBERT,  COP 
PORTERVILLE 
199   GARAY,  ERNEST  JON,  LT,  PD 

HOGAN,  HUBERT  CLEMENT,  CMDR,  PD 

RODRIGUEZ,  SILVER,  LT,  PD 

TORIGIAN,  FRANCIS  D. ,  CHIEF  OF  POLICE 


162 
190 

96 

OUINCY 

186 

108 

92 


NELSEN,  HALTER  STEVEN,  USHF,  PLUMAS  CO  SD 
SHANKS,  KENNETH  B.,  USHF,  PLUMAS  CO  SO 
HINGFIELD,  DAVID  C,  ASST  SHF,  PLUMAS  CO  SD 
RANCHO  CORDOVA  „,„  _„_ 

181    FERRANTO,  DALE  ANTHONY,  SAC,  CA  DOJ  BU  OF  NARC  ENF 
RED  BLUFF 

93   BLANUSA,  RUDY  M,  SHF  OF  TEKAMA  CO  SD 
192   GARTON,  DENNIS  CLAY,  USHF,  TEHAMA  CO  SD 

90  It   GONZALEZ,  HILLIAM  J.,  USHF,  TEHAMA  CO  SO 
155   GROVES,  ALLEN  HAYNE,  USHF,  TEHAMA  CO  SD 
186    SISNEROS,  EDWIN  JACOB,  CMDR,  PD 
REDDING 
150   ADKINS,  RICKLES  N,  JR,  LT,  SHASTA  CO  SD 
146    BLANKENSHIP,  ROBERT  PAUL,  COP 
163   BOATNER,  DENNIS  LEE,  LT,  SHASTA  CO  SD 

92   COULTER,  B.  G. ,  CPT,  PD 
185   DAVIDSON,  HERBERT  HOFFMAN,  LT,  SHASTA  CO  SD 
199   DAVIDSON,  STEVE  ALBERT,  CPT,  PD 
140    EOFF,  PHILLIP  DAVID,  SHF  OF  SHASTA  CO 
101  tt   FLETCHER,  STANLEY  G.,  INVSTGR,  SHASTA  CO  DA  OFC 

89  tt   FOUST,  RAY  C,  SUPT,  NATL  PRK  SERV 
136   HARRINGTON,  PATRICK  JAMES,  ASST  CHF,  CA  HPTL 
171    HUBBELL,  ROBERT  HOHARD,  LT,  CA  HPTL 
167   JARRETT,  LARRY  GILLIS,  CPT,  SHASTA  CO  SD 
106    JUDSON,  RONALD  S,  CPT,  CA  HPTL 

34  It   LINCECUM,  SCOTT  F.,  COP 
192   MOTY,  LbuNARD  FRANCIS,  LT,  PD 
159   ORTIZ,  JOE  RALPH,  ASST  CHF,  CA  HPTL 
135   POPE,  JAMES  JOHN,  SHF  OF  SHASTA  CO  SD 
185   REYNOLDS,  WESLEY  GENE,  LT,  PD 
181    SCHALLER,  LAWRENCE  DAVID,  USHF,  SHASTA  CO  SD 
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76  *  STEVENSON,  PHILIP  B.,  USHF,  SHASTA  CO  SD 
173   HOODEN,  CRAIG  SCOTT,  LT,  PD 

21  *  HOODRUFF,  MARVIN  R.,  DETECTIVE  SERGEANT,  PD 
REDLANDS 

98   BACHELOR,  HARRY  R. ,  LT,  PD 
198   BEAVER,  PATRICK  EGAN,  LT,  PD 
105  tt   BRAY,  JACK  G. ,  LT,  PD 
115  *  BRINKMAN,  DIRK  E.,  LT,  PD 
157   BUEERMANN,  JAMES  RICHARD,  LT,  PD 

177  CRANFILL,  BILL  LEE,  LT,  PD 
134   NELSON,  LEHIS  HALTER,  JR,  COP 

92  tt   OLMOS,  EDHARD  F.,  JR.,  CPT,  PD 
164  #  HOODIN,  CHRIS  N,  LT,  PD 
REDONDO  BEACH 
120   BASS,  ROGER  FLOYD,  CPT,  PD 
162   CAMERON,  JEFFREY  RICHARD,  CPT,  PD 

78   CAVENAUGH,  EUGENE  S.,  CPT,  PD 

142  FREEMAN,  THOMAS  FRANKLIN,  LT,  PD 
128  tt   GRAHAM,  HUBERT  RAY,  CPT,  PD 

37  tt   HOPKINS,  A.  LOHELL,  CHIEF  OF  POLICE,  PD 
169   KAUFFMAN,  KENNETH  ROSS,  LT,  PD 

189   MURDOCH,  STEPHEN  RISTINE,  CPT,  PD 
105   NICHOLS,  MELVIN  E,  COP 

113  SCHRADER,  FLOYD  G. ,  CPT,  PD 
111   HOODS,  ALLEN  D. ,  CAPTAIN,  PD 

REDWOOD  CITY 
162   ANDERMAHR,  KIMBERLIE  FRANCES,  DET,  SAN  MATEO  CO  SO 

95  tt   BINKLEY,  ROGER  L.,  LT,  PD 

92  tt   BOLD,  GEORGE  W. ,  COP 

96  CARDOZA,  LEONARD  E,  SHF  OF  SAN  MATEO  CO 
196   CHOI,  EUGENE  CHEUK-SING,  LT,  CA  HPTL 

117  DAVIS,  GRANT  HILLIAM,  CPT,  SAN  MATEO  CO  SD 

114  FITTING,  GERALD  J.,  CPT,  SAN  MATEO  CO  SO 

130  FRANK,  KENNETH  JACK,  LT,  SAN  MATEO  CO  SO 

102  tt   GSELL,  ROBERT  H. ,  JR.,  CAPTAIN,  PD 
196   HARPER,  KEITH  ALLAN,  SGT,  PD 

169   HURST,  HORACE  ISHMAEL,  LT,  SAN  MATEO  CO  SD 
122  tt   JOHNSON,  HUBERT  CARR,  SGT,  PD 

93  tt   LABERGE,  ROBERT  R. ,  LT,  PD 

88   MCDONALD,  JOHN  R.,  JR,  SHF  OF  SAN  MATEO  CO 

75  tt   MOUDAKAS,  T.  N.,  DEPUTY  CHIEF,  PD 
172   OKEEFE,  DONALD  MARTIN,  LT,  SAN  MATEO  CO  SO 
196   ORTIZ,  ISRAEL  GERENA,  LT,  SAN  MATEO  CO  SD 
127   PEDRINI,  HILLIAM  DENNIS,  LT,  SAN  MATEO  CO  SO 

103  tt   STABLES,  ROBERT  M.  ,  INSPR,  DA  OFC,  CO  OF  SAN  MATED 
74  tt   STEHART,  EUGENE  E.,  ASST  SHF,  SAN  MATEO  CO  SO 

189  VERMEER,  SCOTT  S  G,  CPT,  PD 

52  It   HHITMORE,  EARL  B. ,  SHF  OF  SAN  MATEO  CO 

38  #  HOOD,  S.  D.,  COP 

186   ZIRELLI,  JODY  BRACKEN,  LT,  SAN  MATEO  CO  SD 
REEDLEY 

143  BROHN,  FORREST  JOSEPH,  JR,  COP 
184   DOVE,  TERRENCE  MICHAEL,  COP 

35  REMY,  EMMETT  L.,  COP 
RIALTO 

172   BECKNELL,  KENNETH  LEE,  LT,  PD 
101  tt   BUSBY,  JAMES  H,  CPT,  PD 

104  tt   FARMER,  RAYMOND  E.,  COP 

118  tt   GREEK,  PHILIP  DALE,  LT,  PD 

148   HEBBARD,  ROLAND  BRIAN,  CPT,  PD 
122  tt   LEHIS,  JAMES  EDHIN,  COP 
107  #  HESTCOTT,  GEORGE  E.,  JR.,  LIEUTENANT,  PD 
179   HYLDE,  DANIEL  WILLIAM,  LT,  PD 
RICHMOND 

36  tt   BACON,  JOHN  EDWARD,  CPT',  PD 

152  BECKER,  ROBERT  JOHN,  CPT,  PD 
31  tt   BROWN,  CHARLES  E.,  COP 

100   CEBALLOS,  MICHAEL  W. ,  CPT,  PD 
104   CLEMENTS,  EARNEST  R,  COP 
85  tt   DAVIS,  DARROL  D. ,  CPT,  PD 
113  tt   GARFIELD,  LEO  C,  CHIEF  OF  POLICE 
118  It   HAMBERLIN,  WILLIAM  LEO,  CPT,  PD, 

190  HUDSON,  TERRY,  LT,  PD 

136   JOHNSON,  ARTHUR  LEE,  CPT,  PD 

178  ODONNELL,  DAVID  PAUL,  LT,  PD 
171   PARRICK,  ROBERT  LEE,  LT,  PD 
195   PHELPS,  BILLY  RAY,  JR,  LT,  PD 
157   PHILLIPS,  TOMMIE  EARL,  LT,  PD 

33  tt   PHIPPS,  ERNEST  F.,  COP 
145   SEIBERLING,  DOUGLAS  DON,  CAPT,  PD 
92  tt   WOOD,  ROBERT  W,  DEP  CHF,  PD 
RIDGECREST 

145  tt   BRUNSON,  LARRY  LON,  COP 
164   FOWLER,  ALDEN  KURT,  LT,  PD 

153  LINENKUGEL,  JEROME  F,  JR,  LT,  PD 
160   LOVGREN,  JON  CHRISTIAN,  LT,  PD 

RIO  VISTA 

131  COOK,  RICHARD  DENNIS,  COP 
RIPON 

174   SCHEIDECKER,  THOMAS  JACK,  COP 
RIVERBANK 
166   JONES,  STANLEY  WAYNE,  LT,  PD 

146  MCBRIDE,  JERRY  HAL,  SR,  COP 
RIVERSIDE 

118   BROWN,  JAY  KENNETH,  SR  INVSTGR,  RIVERSIDE  CO  DA  OF 
59   CLARK,  BERNARD  J.,  SHF  OF  RIVERSIDE  CO 
30  tt   COOPER,  CHARLES  ARTHUR,  CPT  OF  DET,  PD 
95  tt   CROSS,  IRVIN  L.,  CPT,  PD 

146   CUNRADI,  DAVID  RICHARD,  CPT,  PD 

115  tt   FEINSTEIN,  MERVIN  D.  ,  CPT,  PD 


197   FREDRICH,  DANIEL  JAMES,  SR  INVSTGR,  RIVERSIDE  CO  DA  OF 
177   HANSEN,  JOHN  THOMAS,  SR  INVSTGR  II,  RIVERSIDE  CO  DA 
184   HODSON,  CLAY  H,  ASST  CHF,  RIVERSIDE  CO  DA  OFC 

122  HOWE,  WILLIAM  LESTER,  COP,  UNIV  OF  CA  AT  RIVERSIDE 

107  JONES,  VICTOR  E.,  DIR  OF  SEC,  RIVERSIDE  COMM  COL 

120  tt   KOLB,  THOMAS  GORDON,  JR,  ASST  MARSHAL  OF  RIVERSIDE  CO 
92  tt   LEWIS,  PAUL  F.,  CHF  INVSTGR,  RIVERSIDE  CO  DA  0 
140   LYNCH,  ALLAN  WILLIAM,  SR  SUPV  INVSTGR,  RIVERSIDE  CO 
90   MCCOY,  JOHN  J.,  DIV  CHF,  RIVERSIDE  CO  SD 
191   MILLER,  DANNY  CHARLES,  LT,  RIVERSIDE  CO  SD 
70  *  PRESLEY,  ROBERT  BUEL,  USHF,  RIVERSIDE  CO  SD 
98  tt   RANDALL,  VERNON  E.,  CPT,  PD 
175   REED,  RICHARD  BRUCE,  CPT,  CA  HPTL 

188   SHANLEY,  THOMAS  MICHAEL,  INVSTGR,  RIVERSIDE  CO  DA  OFC 
97   WENTLAND,  HOWARD  H. ,  CAPTAIN,  PD 
193   WILLIAMS,  GERALD  WAYNE,  LT,  RIVERSIDE  CO  SD 
ROHNERT  PARK 
125  tt   AMANTITE,  DENNIS  ROSS,  POL  CMDR,  DPS 
177   BULLARD,  THOMAS  RAY,  LT,  DPS 
134   COURIER,  R  RICHARD,  DIR,  DPS 
101   DENNETT,  ROBERT  E.,  COP 
119  tt   HOLMES,  LEE  ROY,  CPT,  DPS, 
124   ROONEY,  PATRICK  EDHARD,  PUB  SAFETY  OFCR, 
142   SHIELDS,  JACK  WILLIAM,  CMDR,  DPS 
ROSEVILLE 
150   BARROW,  JOHN  ADELBERT,  III,  COP,  PD 
KNUTHSON,  CHARLES  VERNON,  CPT,  PD 
LUDLOW,  DENNIS  LAWRENCE,  CONSTABLE  OF  PLACER  CO 
LUMSDEN,  STANLEY  JOE,  SGT,  PD 
NEVES,  JOEL  ANDREW,  LT,  PD 
SIMMS,  THOMAS  HASKELL,  COP 
URIBE,  STEVEN  KENT,  LT,  PD 
SACRAMENTO 

64  tt   ANDERSON,  HERBERT  M,  CHF  DEP,  SACRAMENTO  CO  SO 
ANDERSON,  RODNEY  LOUIS,  LT,  SACRAMENTO  CO  SD 
tt   ARTHUR,  FREDERICK  LESLIE,  DEP  CHF,  PD 
ASHBURN,  JACK  F,  CHF  DEP,  USMS 
AUGUSTA,  GREGORY  MORRIS,  CPT,  CA  HPTL 
BABCOCK,  JAMES  WEST,  CHF  DEP,  SACRAMENTO  CO  SO 
tt   BARNES,  JOSEPH  K,  CPT,  PD 

tt   BARNETT,  FRANCIS  L,  COORDNTR,  CA  OFC  OF  EMRGNCY  SE 
BEARD,  LONNIE  A,  CPT,  SACRAMENTO  CO  SD 

108  tt   BEELER,  HAROLD  W,  JR,  CPT,  CA  HPTL 
144  tt   BENBOW,  JOHN  LOREN,  CHF  DEP,  SACRAMENTO  CO  SD 

BENDER,  GABRIELE  EVELYN,  LT,  SACRAMENTO  CO  SD 
BERRY,  WILLIAM  BUD,  JR,  DIV  CHF,  CA  STATE  PARKS 
BEVERLY,  DEREK  TYSON,  CHF  INVSTGR,  DEPT  OF  DEV  SERV 
BIBICA,  JOHN  M,  INSPR,  PD 
BLANAS,  LOUIS  JAMES,  USHF,  SACRAMENTO  CO  SD 

94  ft   BONNER,  WILLIS  B,  CPT,  SACRAMENTO  CO  SD 
153   BRIGGS,  GERALD  RICHARD,  ASST  CHF,  CA  DOJ 
BROWN,  LESLIE  KAY,  LT,  SACRAMENTO  CO  SD 
BROWN,  MICHAEL  LYLE,  ASST  CHF,  CA  HPTL 
BUDA,  ERNEST  ROY,  CPT,  SACRAMENTO  CO  SD 
BURNETT,  PATRICK  RUSSELL,  LT,  CA  HPTL 
BYRNES,  DIANE  KATHLEEN,  SUPV  SPC  INVSTGR  II,  DMV 
CAHILL,  WILLIAM  JAMES,  LT,  CA  HPTL 
CAMPAS,  STEVEN,  JR,  LT,  PD 
CARROL,  ALBERT  JOHN,  CPT,  CA  HPTL 
CHISHOLM,  FRANK  ROGER,  CHF  LOTTERY  AGT,  CA 
DACRE,  JOHN  CALVIN,  LT,  SACRAMENTO  CO  DA  OFC 
DALE,  FRANK,  INVSTGR,  SACRAMENTO  CO  DA  OFC 
DALY,  CAROL  A,  CHF  DEP,  SACRAMENTO  CO  SD 
DALY,  THEODORE  L.,  SGT,  SACRAMENTO  CO  SD 

87  tt   DEASY,  BILL  D,  CHF  INVSTGR,  SACRAMENTO  CO  DA 

57  tt   DEHNER,  RAYMOND  W.,  COP 
138   DELLA-MONICA,  GLENN,  CPT,  CA  SPOL 

DENHAM,  ROBERT  NEHTON,  JR,  CHF  DEP,  SACRAMENTO  CO  SD 
DOLMSETH,  RICHARD  L.,  ASST  CHF,  CA  HPTL 
DOONAN,  EDWARD  F,  CPT,  SACRAMENTO  CO  SD 
DURAN,  ERNEST  JOSEPH,  SAS,  CA  DOJ 

109  tt   DYER,  TERRELL  W. ,  LT,  SACRAMENTO  CO  SD 

123  tt   EDGERTON,  GEORGE  MURRAY,  DEP  CHF,  CA  HPTL 
158   FACIO,  ANA  MARGARITA,  DEP  CHF,  MEDICAL  BOARD  OF  CA 

FLYNN,  JOHN  J.,  LT,  CA  HPTL 

FOLLETT,  DONALD  ROBERT,  CPT,  CA  HPTL 

FRADENBURG,  HILLIAM  A.,  INSPR,  CA  HPTL 

GANZ,  H.  THOMAS,  LT,  CA  HPTL 

GARNER,  JACK  E.,  JR,  BUREAU  CHIEF,  P.O.S.T 

GERBER,  ROBERT  BENDIX,  III,  ASST  CHF,  CA  GOVERNOR'S  OFC 

GOODHIN,  KENNETH  DUANE,  LT,  SACRAMENTO  CO  SD 

GORMAN,  THOMAS  JOSEPH,  DEP  CHF,  CA  DOJ, 

GUTHRIE,  J.  BRUCE,  ASST  COP,  PD 

HALASZ,  JOSEPH  J,  CHF  IVST.CA  ST  FIRE  MARSHAL 

HANNIGAN,  MAURICE  J,  COMM,  CA  HPTL 

HARRIS,  C  SCOTT,  JR,  CHIEF  DEPUTY,  SCRAMENTO  CO  SD 

HAU,  MICHAEL  F,  LT,  SACRAMENTO  CO  SD 

HELSLEY,  STEPHEN  C,  ASST  DIR,  CA  DOJ 

HENRIKSON,  ARTHUR  S,  USHF,  SACRAMENTO  CO  SD 

HILL,  TIMOTHY  J.,  CPT,  CA  HP 

HOLLOWAY,  AUBREY  NEIL,  LT,  CA  SPOL 

HUFF,  TIMOTHY  G,  CHF  OF  LAW  ENF,  CA  DIV  OF  FORE 

HUME,  JULIE  ANN,  SAC,  CA  DOJ 

HUNT,  HARRY  H. ,  LT,  CA  HPTL 

IKEUCHI,  WAYNE  HIROSHI,  CPT,  SACRAMENTO  CO  SD 
tt   JAHNSEN,  OSCAR  J.,  DEP  DIR,  DMV,  STATE  OF  CA 

JENNINGS,  DONALD  PAUL,  LT,  CA  SPOL 
tt   JOELSON,  DIANE  MARIE,  LT,  PD 

JOHNSON,  KEVIN  BRETT,  CPT,  PD 

JOLLY,  JERRY  RAYMOND,  DEP  DIV  CHF,  CA  DEPT  ABC 
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JONES,  JOHN  THOMAS,  SA,  CA  DEPT  OF  JUSTICE 

JOURDAN,  KENNETH  ROBERT,  DEP  CHF,  CA  OFC  OF  EMERGENCY  S 

KEARNS,  JOHN  P.,  COP 

KELLAR,  JOHN  A,  JR,  ASST  COMMISSIONER,  CA  HPTL 

KING,  CHARLES  E,  CPT,  CA  HPTL 

KYNASTON,  EDHARD  E,  ASST  CHF,  CA  HPTL 

LAFOND,  EDHARD  GERALD,  LT,  CA  HPTL 

LAKE,  ROBBY  COLUMBUS,  LT ,  PD 

LANCARA,  JOHN  CARMELO,  CHF  OF  ENF,  CA  MEDICAL  BOARD 

LANGNER,  RICHARD  B.,  CPT,  CA  HPTL 

LEBAS,  ALBERT  E,  ASST  LEGS  SEC,  OFC  OF  THE  GOVE 

LEHIS,  GEORGE  A.,  SR. ,  SR  CRIM  INVSTGR,  SACRAMENTO  CO 

LINKS,  FRED  H. ,  JR.,  SR  CRIM  INVSTGR,  SACRAMENTO  CO 

LONG,  BILLIE  LLOYD,  LT,  SACRAMENTO  CO  SD 

LUNA,  FELIX  J.,  CPT,  PD 

LUSHBAUGH,  CHARLES  ANTHONY,  LT,  SACRAMENTO  CO  SD 

LYTLE,  ROBERT  EUGENE,  JR,  SAC,  BU  OF  NARC  ENF  CA 

MACGREGOR,  DAVID  SCOTT,  LT,  CA  HPTL 

MACHEN,  HARRY  N.,  SGT,  SACRAMENTO  CO  SD 

MAGNESS,  ALEXANDRIA  I,  CHF  DEP,  SACRAMENTO  CO  SD 

HAHER,  LARRY  J,  CHF  OF  STAFF,  CA  SPOL 

MANDALLA,  THEODORE  JOHN,  JR,  CPT,  PD 

MANNEN,  ROBERT  P.,  ASST  CHF,  CA  DEPT  OF  JUSTICE 

MANUEL,  GREGORY  FRANKLIN,  CPT,  CA  HPTL 

MARCHESCHI,  DENNIS  EUGENE,  INVSTGR,  SACRAMENTO  CO  DA  OF 

MARTIN,  EDHARD  L.,  JR.,  DEP  CHF,  PD 

MCDONALD,  ROSS  R.,  DEP  COMR,  CA  HPTL 

MCELHANEY,  VOL  GENE,  ASST  CHF,  CA  DEPT  OF  JUSTICE 

MCKINNEY,  STEVEN  DOUGLAS,  CHF,  BU  OF  INVSTGN 

MCLAUGHLIN,  JAMES  EDHARD,  LT,  CA  HPTL 

MCMANUS,  JAMES  E,  DEP  CHF,  PD 

MCVEY,  JOHN  ROBERT,  CRIM  INVSTGR,  SACRAMENTO  CO  DA 

MEREDITH,  HERBERT  DANIEL,  CAPTAIN,  PD 

MEYERS,  STANLEYH.,  LT,  CA  HPTL 

MITCHELL,  BOB  L.,  LT,  CA  HPTL 

MUEHLEISEN,  GENE  S.,  EXEC  OFCR, 

HUIR,  HILLIAM  A.,  CRIM  INVSTGR, 

MULDERRIG,  HILLIAM  M. ,  CAPTAIN, 

NAJERA,  ALBERT,  CPT,  PD 

NEHQUIST,  ROGER  BYFORD,  ASST  COMMISSIONER  CA  HPTL 

NOONAN,  RICHARD  N. ,  JR.,  ASST  CHF,  CA  HPTL 

OATES,  GUY  R.,  CHF,  CA  SPOL 

OBRIEN,  KENNETH  J,  EX  DIR,  COMMISSION  ON  POST 

OKANE,  MICHAEL  JAMES,  SR,  CPT,  PD 

ORR,  DOUGLAS  JAMES,  CPT,  CA  HPTL 

PAINTER,  CHARLES  H. ,  SGT,  CA  HPTL 

PARKER,  CHRIS  HILLIAM,  DIV  CHF,  CA  FORESTRY/FIRE  PRO 

PARKER,  JOHN  STACY,  CPT,  PD 

PIERCE,  ADELBERT  A,  USEC,  STATE  &  CONSUMER  SER  AGC 

PRICE,  RICHARD  ARLEN,  CPT,  SACRAMENTO  CO  SD 

RADFORD,  ROBERT  C. ,  CHF  DEP,  SACRAMENTO  CO  SO 

RENGSTORFF,  ROBERT  PHILLIP,  ASST  COMMISSIONER,  CA  HPTL 

REYNOLDS,  ROBERT  D,  USHF,  PD 

RISENHOOVER,  GARLAND  D,  ASST  CHF,  CA  HPTL 

ROBINSON,  ROGER  J,  CHF  CRIM  INVSTGR,  SACRAMENTO  C 

ROONEY,  JOSEPH  E.,  CHIEF  OF  POLICE 

ROSS,  THOMAS  HILLIAM,  DEP  CHF,  CA  HPTL 

RYAN,  MARTIN  ARTHUR,  CHF 

SAVAGE,  DONALD  PHILLIP,  CPT,  SACRAMENTO  CO  SD 

SAVAGE,  MARY  ANN,  CPT,  PD 

SCHIELE,  KEITH  FRANCIS,  DEP  CHF,  PD, 

SENNA,  MICHAEL  LAHRENCE,  ASST  CHF,  CA  HPTL 

SHIRAISHI,  RICHARD  H,  LT,  PD 

SHORT,  LEROY  M,  ASST  CHF,  CA  HPTL 

SMITH,  CHESTER  R.,  JR.,  LT,  SACRAMENTO  CO  SD 

SMITH,  JAMES  E,  COMMISSIONER,  CA  HPT 

SMITH,  MICHAEL  ALAN,  CPT,  SACRAMENTO  CO  SD 

SOMERS,  SAMUEL  DOCKE,  SR,  CPT,  PD 

STARK,  THOMAS  G. ,  CAPTAIN,  PD 

STEEVES,  HARREN  LEE,  SUPV,  USMS 

SHEENEY,  RAYMOND  TELL,  LT,  CA  HPTL 

THAYER,  BRUCE  H. ,  JR.,  DEPUTY  CHIEF  OF  POLICE 

THOMPSON,  JOHN  L.,  LT,  CA  HPTL 

THORPE,  HADE  STEVE,  SUPR  CRIM  INVSTGR, 

TIDHELL,  HALTER  VIRGIL,  CRIM  INVSTGR, 
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DA  OFC 
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SACRAMENTO 
SACRAMENTO  CO  DA 


CHIEF  OF  DETECTIVES,  PD 

LT,  PD 
DEP  CHF,  PD 
COP 
CA  HPTL 


TRIMBLE,  LAHRENCE  S., 

UYEDA,  MICHAEL  ALLAN, 

VEGA,  MICHAEL  ANGEL, 

VENEGAS,  ARTURO,  JR, 

VONK,  HENRY  G. ,  CPT, 

HALTERSCHEID,  FRANK  DENNIS,  LT,  CA  SPOL 

HARE,  GAITHEL  OSHIE,  III,  CPT,  PD 

HATKINS,  LAHRENCE  A,  ASST  CHF,  CA  HPTL 

HICTUM,  JAMES  C,  CPT,  CA  DEPT  OF  FISH  AND  GAME 

HINDT,  JAMES  LEGROS,  LT,  CA  SPOL 


HOLFE,  HARREN  JOSEPH,  CHF 
ZINK,  ARNOLD  J,  ASST  CHF, 


CA  DEPT  OF  CONSUMER  AFFAI 
CA  HIGHHAY  PTL 


ALLARD,  DAVID  JOSEPH,  LT,  MONTEREY  CO  SD 

ANZINI,  JOSEPH  THOMAS,  LT,  MONTEREY  CO  SD 

BAEHR,  ROBERT  DOUGLAS,  LT,  MONTEREY  CO  SD 

BRASSFIELD,  MICHAEL  PAUL,  LT,  MONTEREY  CO  SD 

BROOKS,  THOMAS  R. ,  LT,  PD 

BROHN,  KENNETH  EDHARD,  USHF,  MONTEREY  CO  SD 

CAMARA,  PATRICK  ROOS,  LT,  CA  HPTL 

CARR,  JOHN  FRANKLIN,  LT,  PD 

CHATTERTON,  ROGER  FRANCIS,  CPT,  MONTEREY  CO  SD 

COLLINS,  VICTOR  SYLVESTER,  ASST  CHF,  PD 

COOK,  DAVID  B.,  SHF  OF  MONTEREY  CO 

DARLING,  JOHN  GORDON,  LT,  MONTEREY  CO  SD 
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DAVIS,  BILLY  H. ,  CPT,  MONTEREY  CO  SO 

DAVISON,  JOHN  DONALD,  CHF  DEP,  CORRECTIONS  BU 

DEERING,  STEVEN  RALPH,  LT,  MONTEREY  CO  SD 

DUNCAN,  HAROLD  L.,  CPT,  PD 

FOSTER,  CHARLES  CURTISS,  CHF  DEP,  MONTEREY  CO  SD 

FREEMAN,  HILLIAM  ARTHUR,  LT,  MONTEREY  CO  SD 

GARHOOD,  GEORGE  D.,  CAPTAIN,  PD 

GIBBONS,  MICHAEL,  LT,  PD 

GILPIN,  HENRY  E.,  CPT,  MONTEREY  CO  SD 

GREBMEIER,  JOSEPH  PAUL,  CHF  DEP,  MONTEREY  SD  COM  DIV 

HANNA,  ROY  E.,  CPT,  PD 

HEFFINGTON,  LONNIE  LOUIS,  LT,  MONTEREY  CO  SD 

HICKS,  NORMAN  GRADY,  SHF  OF  MONTEREY  CO 

HOOD,  STEVEN  KYLE,  CPT,  PD 

HUNTON,  PATRICIA  MARIE,  LT,  MONTEREY  CO  SD 

JACKSON,  RAYMOND  DONALD,  LT,  PD 

LIEBERSBACH,  NORBERT  JOHN,  LT,  MONTEREY  CO  SD 


MYERS,  LARRY  HUGH,  LT,  PD 
OLEA,  GUILLERMO,  LT,  PD 

PEREZ,  ROBERT  JOSEPH,  CPT,  MONTEREY  CO  SD 
PERRYMAN,  STEPHEN,  LT,  PD 
RODRIGUEZ,  JAMES,  USHF,  MONTEREY  CO  SO 
SEGURA,  SAL  RAY,  LT,  CA  HPTL 
STUART,  ROBIN  LEE,  LT,  PD 

TAYLOR,  ROBERT  LEE,  SUPVG  INVSTGR,  MONTEREY  CO  DAS 
HEIGHT,  GEORGE  C,  CHIEF  OF  POLICE,  PD 
HILSON,  LEONARD  L,  LT,  PD 
YONEYAMA,  HENRY,  LT,  PD 
SAN  ANDREAS 

97  #  GARRISON,  FRED  V.,  JR,  SHF  OF  CALAVERAS  CO  SD 
SAN  ANSELMO 

74  tt   BUCHIGNANI,  RAYMOND  R.,  COP 
SAN  BERNARDINO 
121   ALBRIGHT,  JERRY  HAYNE,  DEP  CHF,  BNSF  RAILHAY  POLICE 

16  *  ALLISON,  HARRY  D. ,  COP 
132  tt   AULT,  ROBERT  EUGENE,  JR,  CPT,  SAN  BERNARDINO  CO  SD 
178   BAMRICK,  LARRY  FRANCIS,  LT,  CA  HPTL 
119   BASHAH,  PAUL  ALOYSIUS,  LT,  PD 

149   BRADFORD,  JIMMIE  G,  DEP  CHF,  SAN  BERNARDINO  CO  SD 
142  tt   BRODY,  GERALD  LELAND,  CPT,  SAN  BERNARDINO  CO  SD 
BRUINS,  BARRY  ALAN,  INVSTGR,  DA  OFC 
BURCHETT,  JIM  C,  CPT,  CA  HPTL 

#  CALLAHAN,  CHARLES  E,  CPT,  SAN  BERNARDINO  CO 
tt   CAMPBELL,  EARL  R.,  CPT,  SAN  BERNARDINO  CO  SD 

CARDHELL,  MICHAEL  DEXTER,  CPT,  SAN  BERNARDINO  CO  SD 

COCKE,  B.  HARREN,  COP 

COOK,  PAUL  EUGENE,  CPT,  SAN  BERNARDINO  CO  SO 

COSTELLO,  HALTER  E.,  INSPR,  CA  HPTL 
tt   CRAHFORD,  EARL  EUGENE,  CPT,  SAN  BERNARDINO  CO  SD 

DALY,  YOLANDA  GOMEZ,  INVSTGR,  SAN  BERNARDINO  CO  DA 

DELAURIE,  ERNEST  G,  DEP  CHF,  SAN  BERNARDINO  CO  SO 

DORSEY,  RAYMOND  FRANCIS,  ASST  SHF,  SAN  BERNARDINO  CO  SD 
tt   DYAL,  KOMER  HARREN,  CHF  INSPR,  SAN  BERNARDINO  CO  S 
tt   EDMONDS,  ROBERT  DEAN,  LT,  SAN  BERNARDINO  CO  SD 

ELZIG,  LECIA  LOREE,  LT,  CA  HPTL 

EMOTO,  MARK  TERUO,  SGT,  PD 

FARMER,  HESLEY  STEVEN,  LT,  PD 
tt    FARQUHAR,  HILLARD  B,  INSPR,  SAN  BERNARDINO  CO  SD 

FERRONATO,  JAMES  JOSEPH,  CPT,  SAN  BERNARDINO  CO  SO 
tt    FOLLETT,  CHARLES  E,  ASST  SHF,  SAN  BERNARDINO  CO  SO 

FUTSCHER,  JOHN  ALAN,  CPT,  SAN  BERNARDINO  CO  SD 

GOMEZ,  OSCAR,  MAJ,  SAN  BERNARDINO  CO  SD 
tt   GONZALES,  BENJAMIN,  COP 
tt   HAGSTROM,  VICTOR  ALDEN,  CPT,  SAN  BERNARDINO  CO  SO 

HAMILTON,  VICTOR  LEE,  SR  INVSTGR,  CO  DA'S  OFC 
tt   HARBAUER,  MELVIN  LAHRENCE,  ASST  CHF,  PD 
tt   HENSLEY,  HAROLD  ROBERT,  CPT,  SAN  BERNARDINO  CO  SD 
tt   HERMANSON,  EVERETT  SELMER,  CPT,  SAN  BERNARDINO  CO  SD 

HUFF,  GARY  DANA,  DEP  CHF,  SAN  BERNARDINO  CO  SD 

HUME,  RONALD  J.,  CPT,  PD 

JAGERSON,  TERRY  D. ,  CPT,  SAN  BERNARDINO  CO  SD 

JOHNSON,  LEONARD  JOHNNIE,  DEP  CHF,  SAN  BERNARDINO  CO  SD 
tt   KARR,  JOSEPH  M,  DEP  CHF,  SAN  BERNARDINO  CO  SO, 

KAUFFMAN,  JENIFER  LEE,  SGT,  PD 

KLETTENBERG,  STEVEN  MICHAEL,  SGT,  PD 

KRAUS,  DENNIS  HAYNE,  CHF,  CA  ST  UNIV  DPS 
tt   LARSON,  KEITH  E,  DEP  CHF,  SAN  BERNARDINO  CO  SO 

LEVAN,  DONALD  MARTIN,  CPT,  PD 

#  MAJORS,  EUGENE  L,  DEP  CHF,  SAN  BERNARDINO  CO  SO 
MALONE,  DANIEL  DEAN,  LT,  PD 

#  MARTIN,  DAVID  J.,  DEP  CHF,  CA  HPTL 
tt   MARTIN,  TIMOTHY  C,  CHIEF  INVEST,  CO  DA  OFC 

MILLER,  BILLY  RANDALL,  LT,  PD 
MINOR,  THOMAS  MEDLIN,  CPT,  PD 
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MOORE,  BRIAN  CARL,  INVSTGR,  SAN  BERNARDINO  CO  DA 

NEIGEL,  LAHRENCE  EUGENE,  LT,  PD 

OROURKE,  MICHAEL  LEE,  CPT,  SAN  3ERNARDIN0  CO  SD 

POUNDERS,  PHILLIP  L.,  CPT,  SAN  BERNARDINO  CO  SO 

REDDING,  SANDRA  LOUISE,  CPT,  CA  HPTL 

RICHARDS,  LARRY  JOE,  LT,  PD 

RINGHOFER,  JEROME  CAMPBELL,  DEP  CHF,  SAN  BERNARDINO  CO 

ROBBINS,  DANIEL  ALLEN,  LT,  PD 

ROGERS,  HORACE  EUGENE,  CPT,  SAN  BERNARDINO  CO  SD 

ROUNDS,  GERALD  CHARLES,  LT,  CA  HPTL 

SAVAGE,  LINDEL  M,  CPT,  SAN  BERNARDINO  CO  SD 

SCHUYLER,  PHILIP  KENNETH,  CPT,  SAN  BERNARDINO  CO  SO 

STAYTON,  EDHIN  JAMES,  LT,  CA  HPTL 

STONE,  KENDALL  J.,  USHF,  SAN  BERNARDINO  CO  SD 

TAACK,  RICHARD  EDHIN,  SGT,  PD 

THOMAS,  DAVID  LEHIS,  LT,  PD 
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76  H   TIDHELL,  FLOYD  E,  SHF  OF  SAN  BERNARDINO  CO 
151   HALKINSHAH,  KENNETH  RAY,  LT,  CA  HPTL 

90  It   HALLACE,  LARRY  D,  INSPR,  SAN  BERNARDINO  CO  SO 
118  tt   HICKUH,  THOMAS  GERALD,  CPT,  SAN  BERNARDINO  CO  SD 
115   HILLIAMS,  RICHARD  G,  USHF,  SAN  BERNARDINO  CO  SD 

87  tt   HILSON,  PAUL  E,  INSPR,  SAN  BERNARDINO  CO  SO 
SAN  BRUNO 

63  tt   CUNNINGHAM,  RUSSELL  JOSEPH,  COP 

130  GIBSON,  JACK  R,  CPT,  PD 

105  HEDLEY,  FRANK  E.,  COP 

126  tt   PALLA,  JOSEPH  JOHN,  JR,  COP 
SAN  CARLOS 

127  tt   GERST,  CLIFFORD  JOHN,  JR,  COP 
183   GRANUCCI,  JAMES  ROBERT,  COP 

155   HELLMAN,  GERALD  FRANCIS,  CMDR,  PD 
115  tt   MCGUIGAN,  OHEN  K. ,  COP 
SAN  CLEMENTE 

122  EHLOH,  ALBERT  CHARLES,  COP 

158  FALK,  PAUL  ALLAN,  LT,  PD 
59  tt   MURRAY,  CLIFFORD  G. ,  DPS 

SAN  DIEGO 
142   AGUILAR,  RUDOLF  ANTHONY,  CPT,  SAN  DIEGO  CO  SD 

159  tt   ALLEN,  RICHARD  HAROLD,  CPT,  SAN  DIEGO  CO  MARSHAL'S  OF 

167  APOSTOLOS,  ROBERT  J,  JR,  CMDR,  SAN  DIEGO  CO  SO 

161  ARMSTEAD,  RULETTE  VILLARANTE,  ASST  CHF,  PD 

108  tt   BEALL,  RICHARD  C,  SHF  OF  SAN  DIEGO  CO 

179  #  BECKER,  HILLIAM  FREDERICK,  COP,  PD 
191   BEJARANO,  RAUL  DAVID,  CHF 

175  BERGLUND,  DANIEL  LEE,  CHF,  DISTRICT  ATTY'S  OFC 
190   BIRD,  LORI  ANN,  CPT,  SAN  DIEGO  CO  SD 

194  BISHOP,  MICHAEL  CONRAD,  LT,  SAN  DIEGO  DA  OF 
185   BOIES,  SCOTT  THOMAS,  CPT,  SAN  DIEGO  CO  SD 

137   BOULDEN,  JOHNNY  HAYNE,  DC  INVSTGR,  SAN  DIEGO  CO  DA 

162  BOYER,  THOMAS  RUSSELL,  SR  DET,  SAN  DIEGO  STATE  UNIV  D 

120  tt   BURROUGHS,  JOHN  MICHAEL,  SHF  OF  SAN  DIEGO  CO 

148  CALI,  VITO  MICHAEL,  OFR,  CONVENTION  CENTER  PD 

98   CARPENTER,  JOHN  J.,  DIR,  DPS,  SAN  DIEGO  STATE  UNIV 

151  tt   CARROLL,  TIMOTHY  OHEN,  DEP  SHF,  SAN  DIEGO  CO  SD 

189  CARSON,  KATHLEEN  SARAH,  SUPV  INSPR,  USMS 

121  CASEY,  ADRIENNE  RUTH,  SUPVY  INVSTGR,  SAN  DIEGO  CO  DA 
87  tt   CASH,  QUENTIN  D. ,  INSPR,  SAN  DIEGO  CO  SD 

140   CECELSKI,  RICHARD  H,  DEP  CHF,  SAN  DIEGO  CO  DA  OFC 
197   CHINEA,  CAMILO,  MAJ,  USMC 

185  CLARK,  GREGORY  DEAN,  CPT,  PD 
140  tt   CLINE,  JOHN  JAER,  LT  CMDR,  USN 

186  COLE,  DENNIS  MICHAEL,  CPT,  SAN  DIEGO  SD 

177  COLLINS,  YOLANDA  LILLIAN  M,  CPT,  SAN  DIEGO  CO  SD 
140   CONNELL,  MICHAEL  DAVID,  PTL  AGENT,  US  BORDER  PTL 
125  tt   CONNER,  LESLEY  ALLEN,  CPT,  SAN  DIEGO  CO  MARSHALS  OFC 
117  tt   CORINDIA,  HARNER  J,  SHF  OF  SAN  DIEGO  CO 

180  CREIGHTON,  STEVEN  DOUGLAS,  CPT,  PD 
127  tt   CROH,  CHARLES  DAVID,  CPT,  PD 

93  tt   DAVIS,  DONALD  L,  DEP  CHF,  PD 

152  DECKER,  JAMES  EDWARD,  CMDR,  SAN  DIEGO  CO  SD 

93  tt   DEERING,  KENNETH  H,  CPT,  SAN  DIEGO  SD 

94  tt   DEPAOLA,  SALVATORE,  ASST  CHF,  CA  HPTL 

131  It   DESTEUNDER,  ROBERT  FREDRICK,  ASST  SHF,  SAN  DIEGO  CO  SD 
42  tt   DISNEY,  RICHARD  V.,  SGT,  PD 

111  tt   DODSON,  GEORGE  T.,  CPT,  SAN  DIEGO  CO  SD 

164   DOHNHAM,  NEAL  EATON,  SUPR  INVSTGR,  SAN  DIEGO  CO  DA 

129  DROHN,  JOHN  M,  USHF,  SAN  DIEGO  CO  SD 

176  DULYEA,  DONNA  ANN,  INVSTGR,  SAN  DIEGO  CO  DA  OFC 
115  tt   EMIG,  JAMES  A,  CMDR,  SAN  DIEGO  CO  SD 

123  tt   ENERSON,  KEITH  HILLIAM,  ASST  CHF,  PD 

158  tt   EHENS,  RICHARD  DONALD,  SUPV,  SAN  DIEGO  SCHOOLS  PD 
182    FALCONER,  JOHN  FRANK,  CPT,  SAN  DIEGO  CO  SD 

130  FRAME,  RICHARD  CROMWELL,  CHF  INVSTGR,  SAN  DIEGO  CO  DA  0 

168  FRANKE,  KENNETH  DALE,  LT,  SAN  DIEGO  HARBOR  POL 

106  tt   FRANKLIN,  PAUL  N.  ,  LT,  SAN  DIEGO  CO  SD 
170   FULMER,  ALAN  CLARK,  CMDR,  SAN  DIEGO  CO  SD 

163  GALLIGAN,  GORDON  KENNETH,  LT,  UNIFIED  PORT  DIST  HARBOR 
102  tt   GALT,  JOHN  A,  CMDR,  SAN  DIEGO  CO  SO 

154   GILBERT,  EDWARD  MICHAEL,  LT,  SAN  DIEGO  STATE  UNIV  DPS 

170  GILLESPIE,  MICHAEL,  LT,  PD 

180   GLEASON,  GARY  WAYNE,  LT,  SAN  DIEGO  CO  DA 

195  GONZALES,  ADOLFO,  CPT,  PD 

171  GONZALES,  SAM  TORRES,  LT,  SAN  DIEGO  CO  MARSHAL'S  OFC 
133  tt   GRAY,  CLAUDE  DEAN,  LT,  PD 

135  tt   GREGORY,  JOHN  RICHARD,  LT,  PD 

111  It   GUADERRAMA,  MANUEL  C,  DEP  CHF,  PD 

121  HADLEY,  DONALD  LEON,  CPT,  UNIFIED  PRT  DIS  HARBOR  PO 
130   HALL,  DAVID  ALAN,  CPT,  PD 

122  tt   HALL,  ROY  LESTER,  SGT,  PD 

173  It   HALL,  THOMAS  WESLEY,  COP,  S.D.  CITY  SCHOOLS 

166   HANSON,  LARRY  JAMES,  SUPR  INVSTGR  IV,  SAN  DIEGO  DA 
179   HARRISON,  BARBARA  ANNE,  EX  ASST  CHF,  PD 

100  HERINGER,  EMIL  J,  CPT,  CA  HPTL 

149  tt   HIGHT,  MARTIN  HILLIAM,  CHF,  HARBOR  PD 

101  tt   HILL,  FRANCIS  P,  ASST  SHF,  SAN  DIEGO  CO  SD 
151   HOWELL,  WILLIAM  EDWIN,  LT,  PD 

182   HUTCHISON,  JEFFREY  DEAN,  SGT,  UNIV  OF  CA-SAN  DIEGO  PD 

107  HUTTON,  ROBERT  G. ,  ASST  MGR,  SAN  DIEGO  HARBOR  POL 

187  JARRETT,  STEFFANI  ROSE,  LT,  CA  STATE  PARKS 

190  JENSEN,  TERRY  EDWARD,  INVSTGR  IV,  SAN  DIEGO  DA  OFC 

191  JESSUP,  KARLA  MARIE,  MAJOR,  USMC 
139  tt   JOHNSON,  DAVID  CHARLES,  CPT,  PD 

163   JOHNSON,  DONALD  EDHARD,  CHF,  SAN  DIEGO  COMM  COLLEGE  DI 

178  tt   JOHNSON,  DONALD  RICHARD,  DIR,  UNIV  OF  SAN  DIEGO  DPS 

109  tt   JONES,  LEWIS  E,  CPT,  SAN  DIEGO  CO  SD 

174  JONES,  ROBERT  LINDSAY,  DET  SGT,  UNIV  OF  CA  AT  SAN  DIE 
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129   JONES,  WAYNE  DOLAN,  CWO  II,  USMC 
16  tt   JORDAN,  J.  W.,  ASST  SEC  OFC,  USN  AIR  STATION 
94  tt   JOSLIN,  LOREN  E.,  CPT,  PD 

165  tt   KESSLER,  KRAIG  KEITH,  CPT,  PD 

KILDAY,  JAMES  E.,  ASST  CHF  OF  INVSTGNS,  DA  OFC 
KLIPPERT,  MYRON  ALLEN,  ASST  SHF,  SAN  DIEGO  CO  SD 
KNOWLES,  WILLIAM  WESTON,  CPT,  SAN  DIEGO  CO  SD 
KRUSEN,  JAMES  PAUL,  CPT,  SAN  DIEGO  HARBOR  PD 
LANE,  CHARLES  OTIS,  CMDR,  SAN  DIEGO  CO  SD 
I.ASUER,  J  C,  USHF,  SAN  DIEGO  CO  SD 
LEACH,  JAMES  H. ,  CPT,  SAN  DIEGO  CO  MARSHALS  DEP 
LEBLANC,  ARTHUR  G,  CHF,  SAN  DIEGO  UNIFIED  PORT  DI 
88  It   LEE,  FRED  J.,  INSPR,  SAN  DIEGO  CO  SD 

169   LORD,  LESLI  KAY,  CPT,  PD 

MADDUX,  STANLEY  GENE,  SUPV  INVSTGR,  SAN  DIEGO  CO  DA 

MALLOY,  GEORGE  JAMES,  CPT,  PD 

MARMACK,  JAMES  MICHAEL,  ASST  SHF,  SAN  DIEGO  CO  SD 

MCCLINTOCK,  SCOTT  DALE,  CPT,  SAN  DIEGO  SD 

MILKE,  ROBERT  LEE,  CPT,  PD 

MILLER,  EDWIN  D. ,  LTC,  USMC 

MOLLER,  KENNETH  ERIK,  CPT,  PD 

MOODY,  JERRY  DEAN,  LT,  PD 

118  It   MOYER,  FRASER  EUGENE,  LT,  SAN  DIEGO  CO  SD 
199   NEWMAN,  RONALD  GEORGE,  CPT,  PD 

184   NYMAN,  ALBERT,  JR,  LT,  SAN  DIEGO  CO  MARSHALS  OFC 

189  tt   OLAIS,  HENRY  VILLALOBOS,  JR,  CPT,  PD 
97   OLDHAM,  BEVERLY  R,  ASST  SHF,  SAN  DIEGO  CO 
92  #  OLIVER,  DONALD  R.,  USHF,  SAN  DIEGO  CO  SHF  DEPT 

196   PARKER,  OCTAVIA  THERESA,  CPT,  SAN  DIEGO  CO  SD 
PASEMAN,  ROBERT  DAVID,  DEP  DIR,  PD 
PAUL,  ROY  DENNIS,  CPT,  USMC 

POWELL,  CLIFFORD  R,  ASST  SHF,  SAN  DIEGO  CO,  SD 
PRICE,  WILLIAM  DOUGLAS,  CPT,  PD 

PUMPHREY,  JONAS  HILSON,  SUPVING  INVSTGR,  SAN  DIEGO  CO 
REBELEZ,  CARLOS  RAUL,  LT,  SAN  DIEGO  CO  DA 
REED,  RICHARD  WAYNE,  CMDR,  SAN  DIEGO  CO  DPS 
REID,  FRANK  EUGENE,  SUPVR  INVSTR,  SAN  DIEGO  CO  DA 
REYNARD,  CLAY  FERRIS,  CPT,  SAN  DIEGO  CO  SD 
REYNOLDS,  JAMES  TILDEN,  ASST  CHF  INVSTGR,  SAN  DIEGO  CO 
RICE,  CHARLES  M,  DEP  CHF,  PD 
ROBERTS,  BRIAN  HOWARD,  CPT,  SAN  DIEGO  CO  SD 
ROLAN,  MICHAEL  ANTHONY,  LT,  SAN  DIEGO  CO  DA 
ROSE,  PATRICK  H. ,  CAPTAIN,  PD 
SABLE,  ERNEST  P.,  INSPR,  SAN  DIEGO  CO  SD 
94  tt   SANDBERG,  RICHARD  E,  USHF,  SAN  DIEGO  CO  SD 

157   SCANLON,  LOUIS  JAMES,  JR,  LT,  PD 

119  tt   SCHILDER,  CHARLES  ROBERT,  CPT,  PD 

139   SCHMIDT,  JOHN  JOSEPH,  CPT,  SAN  DIEGO  CO  MARSHAL 
139   SCHULTHEIS,  THOMAS  RALPH,  CHF,  SAN  DIEGO  STATE  UNIV  PD 
108  tt   SCHHALBACH,  JOSEPH  W. ,  CAPTAIN,  PD 

183   SCHWOERKE,  CHARLES  ANTHONY,  LT,  SAN  DIEGO  STATE  UNIV  PD 
14  tt   SCOTT,  WALTER  R.,  LIEUTENANT,  PD 

134  tt   SEDEN,  RONALD  JON,  LT,  PD 

91  tt   SGOBBA,  MICHAEL  A.,  MARSHAL  OF  SAN  DIEGO  COUNTY 
96  tt   SHOPE,  WILLIAM  B,  UNDERSHERIFF,  SAN  DIEGO  CO  SD 
129  tt   SING,  JAMES  BRUCE,  CPT,  PD 
181   SKINNER,  WILLIAM  WAYNE,  LT,  PD 

SLAUGTHER,  ROBERT  LINCOLN,  CPT,  PD 

SMITH,  STEVEN  WAYNE,  SUPR  INVSTGR  IV,  SAN  DIEGO  CO 

SMITHER,  JOHN  BENJAMIN,  SGT,  SAN  DIEGO  STATE  UNIV  DPS 

SPISAK,  DAVID  JOHN,  LT,  PD 

STABLES,  JOSEPH  R.,  INSPR,  SAN  DIEGO  CO  SD 

STABLES,  MARY  M.,  DEP  SHF,  SAN  DIEGO  CO  SD 

STIPES,  KENNETH  WAYNE,  MSGT,  USMC 

STONE,  STEPHEN  WALTER,  LT,  SAN  DIEGO  CO  MARSHALS  OFC 

STUFLICK,  DAVID  CHARLES,  CPT,  CA  HPTL 

SULLIVAN,  WILLIAM  PATRICK,  CPT,  SAN  DIEGO  CO  SD 

SMAIM,  BERNARD  R.,  CAPTAIN,  PD 

SZUMANSKI,  SANDRA  LEA,  MSGT,  USAF 

THORBURN,  ROBERT  JOSEPH,  ASST  CHF,  PD 

TONECK,  RICHARD  MACK,  CPT,  PD 

TRON,  DANIEL  OSCAR,  INVSTGR  IV,  SAN  DIEGO  CO  DA  OF 

TRUJILLO,  ALLEN  DAVID,  INSPR,  USMS 

TYLER,  MICHAEL  EDHARD,  CPT,  PD 

UNO,  CHARLES  AKIRA,  CPT,  SAN  DIEGO  U.  PORT  DIST.PD 

VAUGHN,  NELSON  LEE,  CPT,  PD 

VON  TUNGELN,  GARY,  LT,  SAN  DIEGO  CO 

WEAVER,  KENNETH  EDHARD,  ASST.  CHF.  INVSTGR,  SD  DA  OFC 

WELTER,  JOHN  ARTHUR,  ASST  CHF,  PD 

HETMORE,  JOHN  A.,  US  DEP  MARSHAL,  USMS 
110  tt   HIGGINTON,  CHARLES  K,  CPT,  SAN  DIEGO  CO  SD 
133  tt   WILLIAMS,  JAMES  NEIL,  CPT,  SAN  DIEGO  CO  SD 

WILLIAMS,  MICHAEL  DOUGLAS,  LT,  SAN  DIEGO  DA  OFC 

WILLIAMS,  ROBERT  W. ,  CPT,  PD 

WILLIAMS,  STEPHEN  ARTHUR,  LT,  SAN  DIEGO  STATE  UNIV  PD 

WOOD,  CHARLES  RAYMOND,  CPT,  SAN  DIEGO  CO  SO 

WOODARD,  AARON,  SGT,  SAN  DIEGO  UNIV  PD 

WOODS,  WILLIAM  H. ,  USHF,  SAN  DIEGO  CO  SD 

YARBROUGH,  JOHN  D. ,  CPT,  DEPOT  INSPR  OFC 

YBARRONDO,  PAUL  WALTER,  CAPT,  PD 

ZOLL,  THOMAS  ALLEN,  ASST  SHF,  SAN  DIEGO  CO  SD 

ZUNIGA,  BARRY  RAY,  CPT,  SAN  DIEGO  CO  SD 
SAN  FERNANDO 

36  *  HEEBING,  WALTER,  COP 
100   ROSS,  DAVID  G. ,  CHIEF  OF  POLICE 
106   TRACHSEL,  WILLIAM  F.,  COMMANDER,  PD 
SAN  FRANCISCO 

135  AUSTIN,  BRUCE  DONALD,  SR  CRIM  INVSTGR,  DA  OFC 

152  tt   AUSTRING,  RICHARD  DEANE,  SR,  CHF  S.INVSTGN  UNIT,  SAN  FR 
127   BARGIONI,  SANDRA  CLAIRE,  DET,  PD 
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129  I  BEENE,  CHARLES  FLOYD,  CPT,  PD 
181    BEIJEN,  DIRK  JAN,  LT,  PD 

131    BIPPUS,  RICHARD  SAMUEL,  CHF  DEP,  USMS 

92  BUCKLE,  DANIEL  J.,  JR,  CMDNG  GEN,  USMC 
1*4   CAIRNS,  RICHARD  JOSEPH,  LT,  PD 

97  tt   CANEPA,  RAYMOND  J,  CMDR,  PD 
123  tt   CANNON,  THOMAS  ALLEN,  LTC,  USA 

178  CASCIATO,  CROCE  ALEXANDER,  LT,  PD 

128   CASEY,  HILLIS  AUGUSTUS,  JR,  DEP  CHF,  PD 

120   CHELINI,  THOMAS  MARIO,  LT,  SAN  FRANCISCO  CO  SD 

130  #  CLARK,  HERMAN  WARREN,  INSPR,  PD 
170   CORRALES,  GRCGORY,  LT,  PD 

160  CULLOP,  HALTER  RANDLOPH,  CPT,  PD 

90  tt   CURRAN,  JAMES  M. ,  CPT,  PD 

164   DACHAUER,  JAMES  ALBERT,  LT,  PD 

176  DAVIS,  BARBARA  JEAN,  LT,  PD 

93  tt   DEAMICIS,  CLEMENT  D,  DEP  CHF,  PD 

127  tt   DERR,  HILLIAM  ALAN,  REG  SA,  US  FOREST  SERV 

196   DILLON,  KEVIN  MICHAEL,  CPT,  PD 

166   DONOHOE,  THOMAS  PATRICK,  CPT,  PD 

126  tt   DONER,  MICHAEL  JOSEPH,  JR,  CPT,  PD 

199   DUCASSE,  PAUL  MATHIEU,  SA,  NPS 

192   DUDLEY,  JAMES  IRVING,  CPT,  PD 

161  DUENAS,  JOHN  SAN,  SA,  USA 
99  t   DYER,  GEORGE  E.,  CPT,  PD 
45  tt   ENGLER,  JOSEPH  B.,  LT,  PD 

135   EPPERLY,  GARY  LEROY,  LT,  PD 
102   FERNER,  RICHARD  D,  MAJ,  USA 

95  tt   FLYNN,  JOSEPH  M,  CAPTAIN,  PD 
156   GLEESON,  JOHN  CHRISTOPHER,  CPT,  PD 

139  GURNETT,  LAHRENCE  ROBERT,  DEP  CHF,  PD 
183   HARPER,  SYLVIA  E  T,  CPT,  PD 

168   HENNESSEY,  JOHN  RAYMOND,  SGT,  PD 
151   HULSEY,  ROBERT  JAMES,  SGT,  PD 

122  JOHNSON,  ROBERT  GLENN,  LT,  USA  CID, 
189   KEMMITT,  MICHAEL  PATRICK,  LT,  PD 

77  tt   KERRIGAN,  JOHN  F,  CPT,  PD 
125   KLAPP,  RICHARD  DEAN,  CMDR,  PD 

123  #  KOHALSKI,  GEORGE  FRANCIS,  CPT,  PD 

75  It   LINGAFELTER,  H.  H.  ,  CPT  OF  INSPRS,  PD 
172   LORIN,  BRUCE  GARY,  LT,  PD 
133   MACIA,  VICTOR,  DEP  CHF,  PD 
116   MAJKA,  JOHN  E,  CHF  INVSTGR,  PD 

150  MAPLES,  MICHAEL  DUANE,  CPT,  CA  HPTL 
163   MATTOCH,  LILLIAN  CHAI,  LT,  PD 

177  MINASIAN,  LAHRENCE  VICTOR,  CPT,  PD 
153   OTTEN,  J  PETER,  CPT,  PD 

179  PENGEL,  MELINDA  JEAN,  CPT,  PD 
137   PERA,  MICHAEL  GENE,  CPT,  PD 

192   POEHLMAN,  KENNETH,  ASST  CHF  INVSTGR,  DA  OFC 
187   RAMLAN,  LAURENCE  ANTHONY,  LT,  PD 
102  *  SCHULER,  CHARLES  A.,  CAPTAIN,  PD 
61  tt   SCOTT,  DONALD  MORTON,  CHIEF  OF  POLICE 

91  tt   SHAUGHNESSY,  GERALD  J.,  CAPTAIN,  PD 
55  tt   SHELLEY,  DANIEL  EDHARD,  CAPTAIN,  PD 

97  tt   SMITH,  CHARLES  N.,  USHF,  SAN  FRANCISCO  CO  SD 
133  #  SMITH,  JEROME  GRANVILLE,  SR  SA,  CA  BU  OF  NARC  ENF 

131  It   STEVENS,  ALEXANDER,  LT,  PD 

34  H   STEVENS,  THOMAS  L.,  JR.,  CPT,  NAVAL  INTELLIGENCE  SERV 
199   SULLIVAN,  ROY  KEVIN,  CPT,  PD 

151  SUTTMEIER,  THOMAS  HILLIAM,  CPT,  PD 
153   TAYLOR,  STUART  SCOTT,  CPT,  USA 

180  HEIDINGER,  JOHN  HARVEY,  JR,  LT,  CA  SPOL 

140  HELCH,  HILLIAM  NICHOLS,  CPT,  PD 
95  It   HHITE,  RAYMOND  D. ,  CPT,  PD 

149   HILLETT,  JOHN  EDGAR,  CPT,  PD 
174   YALON,  MICHEAL  JEROME,  SR,  CPT,  PD 
SAN  GABRIEL 

30  tt   CARPENTER,  FRANCIS  LEONARD,  COP 
SAN  JACINTO 

THOMAS  V.,  CHIEF  OF  POLICE 


117   HICKS, 
SAN  JOSE 
152   ABEYTA 
104  tt   ABRAM, 
171    ANDERS 


RICHARD  LEE,  CHF 
FRED  M,  ASST  CHF, 

DONALD  KEITH,  JR 
108  tt  BALLARD,  GORDON  G.  ,  CPT, 
150 
163 
186 
154 


CA  STATE  UNIV  POL 
PD 

LT,  PD 
PD 

BARROH,  KATHLEEN  YVONNE,  LT,  SANTA  CLARA  CO  SD 

BECK,  ROGER  BRIAN,  LT,  SANTA  CLARA  CO  SD 

BREHER,  THOMAS  EDHARD,  CPT,  PD 

BULLOCK,  DANIEL  JERRY,  CPT,  PD 
156   BYE,  MAURY  ROLAND,  CHF,  EVERGREEN  COMM  COLLEGE  PD 

72  It   CANNELL,  GEORGE  H. ,  ASST  CHF,  PD 
180   CHRISTIE,  KENNETH  LEE,  LT,  PD 
60  tt   COLLINS,  BARTON  L.,  DEP  CHF,  PD 
108  It   CONHAY,  RONALD  N,  CPT,  SANTA  CLARA  CO  SD 
183   CUSHING,  STEVEN  TAYLOR,  CMDR,  SANTA  CLARA  CO  SD 
194   DAVIS,  ROBERT  LELAND,  CPT,  PD 

130   DIAZ,  RUBEN  ZARAGOZA,  ASST  SHF,  SANTA  CLARA  CO  SD 
92  It   EDHARDS,  DONALD  E.,  LT,  PD 
116    ELLIOTT,  ROBERT  M.,  CHF  OF  SEC,  INTNL  AIRPORT  POL 
156    FROOM,  ROY  ALAN,  CPT,  SANTA  CLARA  CO  SD 
171   GILLESPIE,  JAMES  CORBETT,  ASST  CHF  INVS, SANTA  CLARA  DA 
175  tt   GONTHIER,  FRANK  CLIFFORD,  LT,  SANTA  CLARA  CO  SD 
168    GUZMAN,  DENNIS  ANTHONY,  LT,  PD 

187   HACKETT,  JAMES  MICHAEL,  ADMN  SERV  MGR,  DEPT  OF  CORR 
191   HALL,  JERRY  FRANCIS,  CPT,  SANTA  CLARA  CO  SD 
113   HART,  JAHES  D.,  LT,  SANTA  CLARA  CO  SD 
133  tt   HERNANDEZ,  LUIS  ANTONIO,  DEP  CHF,  PD 
133   HORAN,  TERRY  CHARLES,  CPT,  CA  HPTL 
182   HOSMER,  HILLIAM  DANIEL,  LT,  PD 


171   HUBER,  JAMES  EDHARD,  LT,  SANTA  CLARA  CO  SO 

98  JOHNSON,  HESLEY  E,  ASST  SHF,  SANTA  CLARA  CO  SD 
138  It   JONES,  MAURICE  ELLDON,  CHF,  CA  STATE  UNIV  PD 

80  It   KLEIN,  ELMER  L.,  DEP  CHF,  PD 

165  tt   LANSDOHNE,  WILLIAM  MICHAEL,  ASST  CHF,  PD 

173   LEWIS,  STEVEN  LEROY,  LT,  PD 

184   LUCAROTTI,  JAMES  ANTHONY,  LT,  PD 

121   MALLETT,  DUWARD  WILLIAM,  JR,  CPT,  PD 

170   MALONEY,  MARVIN  SHANNON,  LT,  SAN  JOSE  STATE  UNIV  POL 

198   MARTINEZ,  MANUEL,  JR,  LT,  PD 

193   MCCAMPBELL,  CHRISTY  A,  SR  SAC,  CA  DOJ 

188  MCCULLOCH,  ALLEN  VINCENT,  INVSTGR,  SANTA  CLARA  DA'S  OFC 

103  tt   NAUCKE,  THEODORE  F.,  LT,  SANTA  CLARA  CO  SD 

182   NEWMAN,  NATHANIEL,  ASST  CHF,  SANTA  CLARA  CO  DA  OF 

189  OCONNOR,  MICHAEL  JOSEPH,  LT,  PD 

198   PIFFERINI,  ROBERT  M,  JR,  INSPR  III,  SANTA  CLARA  CO  DA  0 

163  RICHTER,  DARREL  FLOYD,  LT,  PD 

142  tt   ROBISON,  MANOAH  FLAVUS,  LT,  PD 

96  #  ROSA,  THOMAS  J.,  UNDERSHERIFF,  SANTA  CLARA  CO  S 

126  H   SALDIVAR,  RICHARD,  CPT,  SANTA  CLARA  CO  SD 

135  #  SHIGEMASA,  THOMAS  KEN,  ASST  CHF,  PD 

165  SING,  THOMAS  PUAALA,  ASST  SHF,  SANTA  CLARA  CO  SD 
176   SLACK,  HILLIAM  ROBERT,  CPT,  SANTA  CLARA  CO  SO 

164  SMITH,  LAURIE  RUSSELL,  ASST  SHF,  SANTA  CLARA  CO  SD 
124  It   STROUD,  GALE  DANIEL,  CPT,  SANTA  CLARA  CO  SO 

99  tt   STUEFLOTEN,  LARRY  N.,  DEP  CHF,  PD 

129  II   THOMAS,  DARROLD  LEROY,  CPT,  SANTA  CLARA  CO  SD 

195  TIBBET,  WALTER  BURTON,  LT,  PD 

118  #  TRUJILLO,  DON,  LT,  PD 
96  #  UTZ,  RONALD  A.,  CPT,  PD 

197   VIDMAR,  WILLIAM  MICHAEL,  LT,  PD 

173   WILLIAMS,  SANDRA  JOY,  CRIM  INVSTGR,  SANTA  CLARA  CO  D 

121   WILSON,  ROBERT  EDWARD,  UNDER  SHF,  SANTA  CLARA  CO  SD 

160  WOODALL,  JACK  ODELL,  LT,  PD 
SAN  JUAN  CAPISTRANO 

146   BAIR,  MICHAEL  ARTHUR,  LT,  CA  HPTL 
146   POWELL,  WILLIAM  J,  CPT,  CA  DEPT  OF  FISH  AND  GAME 
SAN  LEANDRO 

96   BECKER,  DONALD  F.,  COP 

119  tt   FUGATE,  JAMES  DUKE,  CPT,  PD 

111  tt   KANE,  CHARLES,  CAPTAIN,  PD 

106  tt   LIVINGSTON,  FRANK  J,  CAPTAIN,  PD 
144   MAGINNIS,  ROBERT  JOSEPH,  COP 
134  #  SEELEY,  ROBERT  PALMER,  JR,  LT,  PD 
SAN  LUIS  OBISPO 
178   ALBRECHT,  DAVID  GUSTAVE,  LT,  SAN  LUIS  OBISPO  SD 

20  *  BROWN,  HOLLIS  B.,  DEP  SHF,  SAN  LUIS  OBISPO  CO  SO 
113   CASTLE,  VAUGHN  C,  LT,  SAN  LUIS  OBISPO  CO  SD 

161  tt   CROUT,  HILLIAM  JAMES,  LT,  SAN  LUIS  OBISPO  CO  SD 
89   EMERY,  BRUCE  G. ,  ASST  CHF,  CA  HPTL 

115   ENGLERT,  DON  E,  COP 

121   FAETH,  GERARD  LOUIS,  LT,  SAN  LUIS  OBISPO  CO  SD 

130  GARDINER,  JAMES  MILTON,  COP 

91  tt   GOBLE,  ARNIE  W. ,  USHF,  SAN  LUIS  OBISPO  SO 

196  HALL,  BENJAMIN  CHEATHAM,  LT,  SAN  LUIS  OBISPO  CO  SD 

136  HASTIE,  JOHN  ROBERT,  LT,  SAN  LUIS  OBISPO  CO  SD 

152  HAZOURI,  JOSEF  STEPHEN,  LT,  PD 

176   HOVING,  GARY  LLOYD,  CPT,  SAN  LUIS  OBISPO  CO  SO 
163   HUMPHREY,  FOREST  JOE,  LT,  CA  HPTL 
108   LUNSFORD,  LARRY  G. ,  LIEUTENANT,  PD 

153  MAHER,  JOHN  HENRY,  LT,  SAN  LUIS  OBISPO  CO  SD 

127  MANSFIELD,  DONALD  RAY,  SGT,  SAN  LUIS  OBISPO  CO  SD 
188   MULHALL,  JAMES  FRANCIS,  LT,  SAN  LUIS  OBISPO  CO  SD 

94   NEUMAN,  ROGER  L.,  COP 
193   SYSAK,  PETER  JOHN,  CHF,  CUESTA  COLLEGE  PD 

143  TOPHAM,  BARTON  HADLEY,  LT,  PD 

92  WHITING,  GEORGE  S.,  SHERIFF-CORONER-MARSHAL 

112  #  WILLIAMS,  EDWARD  C,  SHF  OF  SAN  LUIS  OBISPO  CO 

104  WOOD,  ANTONY  L.,  CPT,  SAN  LUIS  OBISPO  CO  SD 
SAN  MARCOS 

158  tt   WHEELER,  ROBERT  DOUGLAS,  LT,  CSU  SAN  MARCOS  PD 
SAN  MARINO 
129   BUTLER,  PAUL  WAYNE,  SGT,  PD 
117   CUNNING,  ROBIN  L.,  SGT,  PD 
83   MOORE,  JAMES  W. ,  COP 
47  tt   NORWINE,  GEORGE  E.,  CAPTAIN, 
102  »  YESKE,  JACK  D.,  LIEUTENANT,  PD 
SAN  MATEO 

98  It   CAMERON,  JOHN  H,  III,  DIV  CMDR,  PD 

81  It   COPPOCK,  J  LA,  COP 
55  tt   MCDONNELL,  MARTIN  C.  , 

100   ST.  CLAIR,  RICHARD  J. 
SAN  PABLO 
138   AITA,  JOSEPH  PAUL,  CMDR,  PD 

KEEFE,  TIMOTHY  DAVID,  SGT,  PD 
OYAAS,  DONALD  F,  COP 
RIGHTER,  DONALD  CLLEN,  CMDR,  PD 
SYLSTRA,  DAVID  WAYNE,  COP 
SAN  PEDRO 
170   BOYD,  RONALD  JEROME,  LT,  LOS  ANGELES  PORT  PD 

166  GODWARD,  MICHAEL  JAMES,  CPT,  LOS  ANGELES  PORT  POL 
186  RENTERIA,  MARTIN  ANTHONY,  LT,  LOS  ANGELES  PORT  PD 
180   TRACY,  RALPH  LEE,  SGT,  LOS  ANGELES  PORT  POL 

SAN  RAFAEL 

65   CHAPMAN,  HOWARD  H. ,  DIR,  WESTERN  REGION,  NPS 
100   DOUGLAS,  RICHARD  A.,  LT,  PD 

100  tt   HOHENSTEIN,  GEORGE  A,  JR,  EXEC  DIR,  CRIM  JUSTCE  PLANG 
63  tt   MELOVICH,  MARCO  M.  ,  INSPECTOR,  MARIN  COUNTY  SO 
SAN  RAMON 
182   ANDERSON,  OBIE  DON,  COP 
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171  ROSE,  JAMES  HILLIAM,  CPT,  ALAMEDA  CO  SO 
SANGER 

150  COOPER,  GREGORY  ROY,  COP 

132  it   OBRIEN,  JIMMY  ALLEN,  COP 

SANTA  ANA 

34  ft   ALLEN,  EDWARD  J.,  COP 

161  AUMOND,  JAMES  GERALD,  SUPV,  ORANGE  CO  DA  OFC 

191  BLAIR,  RANDALL  DUANE,  CPT,  ORANGE  CO  SD 

169  CARROLL,  EARL  STEPHEN,  LT,  ORANGE  CO  SD 
168  CHAVEZ,  ROBERT  ANTHONY,  LT,  PD 

163  DAVIS,  RUSSELL  MAURICE,  MAJ,  PD 

121  DEVEREAUX,  JOHN  PATRICK,  CPT,  ORANGE  CO  SD 

170  DI  SANTO,  DANIEL  PATRICK,  INVSTGR,  ORANGE  CO  DA  OFC 
120  DITTMAN,  JAMES  LESLIE,  CPT,  PD 

123  ft   DUCHESNE,  LOREN  HILFRED,  CHF  INVSTGR,  ORANGE  CO  DA  OFC 

175  ELLIS,  CELESTER  BERNARD,  GUNNERY  SGT,  USMC 

179  ERICKSON,  LON  DOUGLAS,  SR  ATTY'S  INVSTGR,  ORANGE  CO  D 

140  FERLAUTO,  VITO,  CPT,  ORANGE  CO  SD 

158  FIELD,  HAROLD  HAYNE,  SR  INVSTGR,  ORANGE  CO  DA  OFC 
45  tt   FOHLER,  JOHN  HILLIAM,  SGT,  ORANGE  CO  SO 

177  GANNON,  PETER  FRANCIS,  LT,  ORANGE  CO  SD 

99  GATES,  BRADLEY  L.,  SHF-CORONER  OF  ORANGE  CO 

119  GRIFFETH,  ROBERT  E,  ASST  SHF,  ORANGE  CO  SD 

164  HALL,  KENNETH  GENE,  LT,  PD 
94  HANSEN,  EUGENE  B. ,  CMDR,  PD 

166  HELTON,  ROBERT  THOMAS,  LT,  PD 

165  HENDRY,  EDWARD  BLAKE,  CPT,  ORANGE  CO  SD 
148  HEWITT,  JOHN  PETER,  CPT,  ORANGE  CO  SD 

184  HICKS,  RICKY  ALLEN,  LT,  PD 

60  HOPPER,  FREDERICK  E.,  CAPTAIN,  PD 

191  JOHNSON,  RONALD  LLOYD,  CMDR,  ORANGE  CO  DA  OFC 

185  KING,  ORVILLE  ELDON,  LT,  ORANGE  CO  SD 

122  KRANS,  JERRY  RICHARD,  CPT,  ORANGE  CO  SD 

135  LADUCER,  DENNIS  WILLIAM,  ASST  SHF,  ORANGE  CO  SD 
189  MAGDALENA,  CHARLES  BUDDY,  LT,  PD 

197  MARTINI,  DANIEL  JOSEPH,  CPT,  ORANGE  CO  SD 

193  MILLER,  DOUGLAS  S,  CMDR,  ORANGE  CO  DA  OFC 

172  MILLER,  WILLIAM  JEAN,  CPT,  ORANGE  CO  SD 

178  OSUNA,  FELIX  GEORGE,  LT,  PD 

99  ft  RAMOS,  RAUL  A,  USHF  OF  ORANGE  CO 

185  RHODES,  MICHAEL  ANTHONY,  CWO  III,  USMC 

157  ROMERO,  ANDY  PATRICK,  CPT,  ORANGE  CO  SD 

61  ft  SHARP,  ROBERT  H. ,  UNDERSHERIFF,  ORANGE  COUNTY  SO 
102  *  STEBBINS,  ROBERT  H. ,  CAPTAIN,  PD 

161  STORM,  DOUGLAS  DWIGHT,  CPT,  ORANGE  CO  SD 

138  VASIL,  VINCENT  LEO,  ASST  CHF  INVSTGR,  ORANGE  CO  DA 

186  ZURN,  CATHERINE  ELLEN,  LT,  ORANGE  CO  SD 
SANTA  BARBARA 

166  AASTED,  EDWARD  ARTHUR,  CPT,  PD 

117  ft  ABBOTT,  JAMES  CLIFFORD,  LT,  PD 
177  ACEVES,  ROGER  STEVEN,  DET,  PD 

158  ALVAREZ,  ANTONIO  COSTILLO,  LT,  UNIV  OF  CA  PD 

169  ANDERSON,  JAMES  ROY,  LT,  SANTA  BARBARA  CO  SD 

170  BAKER,  CHARLES  ROBERT,  SGT,  PD 

182  BEAN,  BILLY  DALE,  JR,  CPT,  UNIV  OF  CA-SANTA  BARBARA 

113  *  BREGANTE,  GEORGE  J,  CPT,  SANTA  BARBARA  CO  SD 

123  BREZA,  RICHARD  ALLAN,  COP 

134  BROWN,  OUENTIN  WYMAN,  LT,  PD 

144  BURNS,  WILLIAM  JOSEPH,  SGT,  SANTA  BARBARA  CO  SD 

76  CARPENTER,  JOHN  W. ,  SHF,  SANTA  BARBARA  CO 

174  CARROLL,  JAMES  MICHAEL,  SGT,  SANTA  BARBARA  CO  SD 

94  ft  CHRISTENSEN,  WILLIAM  D,  CPT,  PD 

120  CROOK,  WILLIAM  MAYNARD,  LT,  SANTA  BARBARA  CO  SO 
137  DAFOE,  JOHN  WILLIAM,  CPT,  SANTA  BARBARA  CO  SD 
110  *  DELAGRAVE,  JOHN  E,  SGT,' CO  SHF 

115  DORSEY,  DAVID  S,  ASST  SHF,  SANTA  BARBARA  CO  SD 

141  DOYLE,  RALPH  KENT,  SGT,  SANTA  BARBARA  CO  SD 

114  It  EINOLANDER,  JOHN  CHARLES,  LT,  SANTA  BARBARA  CO  SD 

162  GEORGE,  ERIC  DOUGLAS,  SGT,  SANTA  BARBARA  CO  SD 

181  GLAUS,  RICHARD  LEE,  LT,  PD 

165  HARLING,  MICHAEL  DENNIS,  SGT,  SANTA  BARBARA  CO  SD 

108  HERSMAN,  DAVID  R.,  CPT,  SANTA  BARBARA  CO  SD 

97  tt  HOBSON,  HARRY,  CPT,  PD 

107  HOLZMAN,  TERRYL  L.,  SGT,  SANTA  BARBARA  CO  SD 

136  HORSLEY,  NORMAN  EDWARD,  CPT,  SANTA  BARBARA  CO  SD 

187  JOHNSON,  JEREE  ALLEN,  CPT,  PD 

154  KATZENSTEIN,  ALFRED  NICHOLAS,  LT,  PD 

199  KLAPAKIS,  JEFFERY,  LT,  SANTA  BARBARA  CO  SD 

129  LENVIK,  WILLIAM  HAROLD,  CMDR,  SANTA  BARBARA  CO  SD 

96  ft  LOWRY,  GERALD  L,  COP 

191  LOWRY,  ROBERT  JOHN,  LT,  PD 

129  MACPHERSON,  JOHN  L,  JR,  CHF,  UNIV  OF  CA  PD 

118  MARCHBANKS,  GLENN  HENRY,  CPT,  SANTA  BARBARA  CO  SD 
127  *  MCALEER,  MICHELE  DIANE,  DET,  SANTA  BARBARA  CO  SD 

126  It  MCCORMICK,  DONALD  WICKS,  ASST  SHF,  SANTA  BARBARA  CO  SD 

118  MCCOY,  JACQUE  GAYLE,  DEP  CHF,  PD 
161  NALLS,  JAMES  MADISON,  JR,  LT,  PD 

195  OLGUIN,  FREDERICK  GUSTAV,  CMDR,  SANTA  BARBARA  CO  SD 

182  PARR,  MALVIN  JOHN,  SGT,  SANTA  BARBARA  CO  SD 

91  tt  PATTERSON,  FRITZ  C,  INSPR,  SANTA  BARBARA  CO  SO 

189  PETERSON,  JAMES  CARTER,  LT,  SANTA  BARBARA  CO  SD 

119  PICENO,  EDWARD,  CPT,  SANTA  BARBARA  CO  SD 

131  PRESCOTT,  DENNIS  LYNN,  SGT,  SANTA  BARBARA  CO  SD 

142  ROSALES,  ROY,  LT,  SD 

112  ft  RUSSELL,  LOUISE  E.,  DEP  SHF,  SANTA  BARBABA  CO  SD 

113  SHRUM,  EDWARD  B,  CPT,  PD 

135  SKARE,  DARYL  WILLIAM,  SGT,  PD 

104  SKEHAN,  ANN  M,  INVSTGR,  SANTA  BARBARA  DA 

143  SMITH,  CHARLES  DOUGLAS,  LT,  SANTA  BARBARA  CO  SD 
146  SMITH,  FREDERICK  RUSSELL,  LT,  SANTA  BARBARA  SO 


159   SMITH,  JOSEPH  ALBERT,  LT,  SANTA  BARBARA  CO  SD 
153   STOCK,  GREGORY  JOSEPH,  CPT,  PD 

96  *  SWAN,  MICHAEL  A,  LT,  SANTA  BARBARA  CO  SO 
198   SZEYLLER,  EDWARD  PHILLIP,  LT,  PD 

47  It   TAYLOR,  CHARLES  M. ,  SHF  INSPR,  SANTA  BARBARA  CO  SO 
157   THAYER,  JOHN  ROBERT,  II,  LT,  PD 
133   THOMAS,  JAMES  DEWITT,  LT,  SANTA  BARBARA  CO  SD 

91  tt   TREMBLY,  ALFRED  W. ,  COP 

97  VIZZOLINI,  JAMES  H,  USHF,  SANTA  BARBARA  CO  SD 
168   WARREN,  MICHAEL  PATRICK,  SGT,  PD 

111   WILLIAMS,  DON  F. ,  LIEUTENANT,  PD 

173  ZUNIGA,  GILBERT  ERNEST,  SGT,  PD 
SANTA  CLARA 

93  tt   BASH,  ROBERT  H. ,  CPT,  PD 
91  ft   CAREY,  STAN  W,  CPT,  PD 

167   DEROSSETT,  CARL  STEPHEN,  LT,  PD 
192   KREIDER,  KIM  PATRICK,  LT,  PD 

175  LODGE,  STEPHEN  DAVID,  CPT,  PD 
81  It   PIERCE,  LOREN  D,  CPT,  PD 

115   VASQUEZ,  FRANK  G. ,  COP 
SANTA  CRUZ 

110  ft   ANDERSON,  DONALD  E,  CPT,  CA  HPTL 
126   BELCHER,  STEVEN  RAY,  COP 

148  ft   BONAR,  JAMES  ARTHUR,  CHF  DEP,  SANTA  CRUZ  CO  SO 

176  BYRD,  TISHA  FRANCES,  INSPR  II,  SANTA  CRUZ  DA  OFC 

190  CARROLL,  NANCY  ELLEN,  SGT,  UNIV  OF  CA-SANTA  CRUZ  PD 
150   CLARK,  DENNIS  EVERETT,  INSPR,  SANTA  CRUZ  CO  DA 

141  ft   DAMON,  RICHARD  EARLE,  JR,  DEP  CHF,  PD 
123  ft   FITE,  DANIEL  BAIRD,  SANTA  CRUZ  UNIV,  DPS 

36  tt   GEYER,  ELMER  W. ,  ASST  CHF,  PD 

40  *  GLEASON,  JOHN  C. ,  DETECTIVE,  PD 

135  ft   GRAY,  LLOYD  HINKLE,  SGT,  SANTA  CRUZ  CO  SD 

195  HAEBE,  JOSEPH  STANISLAUS,  LT,  PD 

196  HENARD,  JOSEPH  LOWELL,  INSPR  II,  SANTA  CRUZ  CO  DA  OFC 
100  tt   HOLLEN,  DONALD  W,  LIEUTENANT,  PD 

179   HURLEY,  GRETCHEN  MARTHA,  SGT,  SANTA  CRUZ  CO  SD 

136  JOHNSON,  ALAN  ARTHUR,  CHF  OF  INSPR,  SANTA  CRUZ  DA  OF 
175   LARSON,  DAVID  NEIL,  DEP  CHF,  PD 

167   LOCKE,  JEFFERY  JUDSON,  DEP  CHF,  PD 

174  LOESCH,  RICHARD  MICHAEL,  INSPR  II,  SANTA  CRUZ  DA  OFC 
114  *  MART,  CLINTON  D,  LIEUTENANT,  PD 

162   MARTINEZ,  ENRIQUE  WILFREDO,  INSPR  II,  SANTA  CRUZ  CO  DA 

77  tt   OVERTON,  RICHARD  E.,  CAPTAIN,  PD 

61  tt   PINI,  GENO  JOHN,  COP 
105  #  PLAGEMAN,  WILLIAM  A,  LT,  SANTA  CRUZ  COUNTY  SO 
120   POGUE,  OTIS  HARVIE,  JR.,  INSPR  II,  SANTA  CRUZ  CO  DA  S  0 
118   ROBUSTELLI,  SAMMY  LOUIS,  INSPR,  SANTA  CRUZ  CO  DA  S  OFC 
158   SIMPSON,  BRUCE  CLAYTON,  LT,  SANTA  CRUZ  CO  SO 

191  SKERRY,  HOWARD  ROLAND,  LT,  PD 

94  tt   STEVENS,  ALLISON  M,  CHF  DEP,  SANTA  CRUZ  CO  SD 
174   TEPPER,  JAN  CLAIRE,  CHF,  UNIV  CA  AT  SANTA  CRUZ  PD 

125  If   WALKER,  WAYNE  WALLACE,  CHF  DEP,  SANTA  CRUZ  CO  SO 
179   WATSON,  THOMAS  CHARLES,  SGT,  PD 

188   WILDEY,  ROGER  GLENN,  LT,  SANTA  CRUZ  CO  SO 
SANTA  MARIA 

88  ft   ANTHONY,  WILLIAM  J.,  COP 
4   BARRETT,  FORBES  (SA,  FBI),  COP 

111  LUCAS,  COLEMAN  C,  LT,  CA  HPTL 

186   MARONEY,  WESLEY  DAVID,  LT,  SANTA  BARBARA  CO  SD 
SANTA  MONICA 
184   CENTENO,  GEORGE  RICHARD,  LT,  PD 

49  ft   CONSTABLE,  GERALD  L.,  ASST  CHF,  PD 
145   DAWSON,  JAMES  GEORGE,  LT,  PD 

197  FABREGA,  FRANK,  LT,  PD 

41  tt   HUTCHINSON,  HUBERT  H. ,  ASST  CHF,  PD 

126  JOHNCOLA,  RICHARD  VICTOR,  LT,  PD 

93  KEANE,  JAMES  F.,  COP 

142  MAPES,  THOMAS  ALLEN,  CPT,  PD 

147   MCCLARY,  MICHAEL  ARCHER,  CPT,  PD 
149   MCGINNIS,  ROY  ALLAN,  LT,  PD 
90  ft   MORGAN,  ROBERT  B..  CHF  OF  DET,  PD 

127  OLIVER,  ROBERT  EDWIN,  JR,  SGT,  PD 
190   SANCHEZ,  PHILLIP  LEE,  LT,  PD 

186   SEABROOKS  BARBEE,  JACQUELINE  A,  ACTING  LT,  PD 
177   SLAUGHTER,  GREGORY  HILLIAM,  LT,  PD 
130   THOMAS,  ROBERT  TERRY,  LT,  PD 
SANTA  PAULA 

97   KELLEY,  DOYLE  H. ,  LIEUTENANT,  PD 

92  tt   SAVIERS,  CHARLES  H. ,  CAPTAIN,  PD 
SANTA  ROSA 
105   BURNS,  NORMAN  P,  INVSTGR,  SONOMA  CO  PUB  DEF  OFC 
186   COGBILL,  WILLIAM  PHILIP,  CPT,  SONOMA  CO  SD 
158   DUNBAUGH,  MICHAEL  ALLEN,  COP 

46  tt   JOHANSEN,  ANDREW  C,  CRNR-PUB  ADMIN,  SONOMA  CO 

94  *  KISHBAUGH,  CHARLEY  R.,  CAPTAIN,  SONOMA  CO.  SD 
101   MCLARTY,  JOHN  D. ,  CPT,  CA  HPTL 

92  tt   NADER,  CHARLES  M,  LT,  PD 

101  tt   ROXSON,  CAMILO,  CAPTAIN,  SONOMA  COUNTY  SO 

104  tt   STEPHENS,  WALLACE  F,  LT,  PD 

132   SULLY,  JOHN  STEPHEN,  USHF,  SONOMA  CO  SD 

197   SWANSON,  SCOTT  DEAN,  CMDR,  PD 

119   WHITE,  JERRY  LON,  LT,  SONOMA  CO  SD 

111  ft   WRIGHT,  JOHN  L.,  LIEUTENANT,  PD 
SARATOGA 

140  It   BROOK,  CHARLES  MICHAEL,  CHF,  WEST  VALLEY-MISSION  COLLE 
SAUSALITO 

197   MACQUARRIE,  DONALD  EDWARD,  CPT,  PD 

132   POTTER,  WALTER  MARSHALL,  COP 

172   THOMAS,  MARK  STEPHEN,  CPT,  PD 

145   WILLIS,  STEPHEN  MICHAEL,  CPT,  PD 
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SCOTTS  VALLEY 

172  LIND,  STEVEN  CURTIS,  LT,  PD 
13*    HALPOLE,  STEPHEN  DEAN,  COP 

SEAL  BEACH 

109  CHAFE,  ALFRED  R.,  CPT ,  PD 
117  t>   DAHICO,  SAMUEL  J.,  CPT,  PD 
188    SELLERS,  MICHAEL  FREEMAN,  COP 

SEASIDE 

91  tt   COOPER,  BENNIE  H,  COP 

136   DIKE,  MARVIN  LAVERNE,  LT,  PD 

150  tt    EPPERSON,  VIRGIL  OTHEL,  JR,  COP 

U8    FREES,  ALAN  JAMES,  CPT,  PD 
97   GULLETT,  HILLIAM  M. ,  ASST  CHF,  PD 

194   MALTBY,  JOSEPH  APPLETON,  LT,  CA  ST  UNIV  AT  MONTEREY  BAY 
SEBASTOPOL 

103   BAKER,  CHARLES  H. ,  COP 

144   LITES,  GERALD  EUGENE,  SGT,  PD 
SHAFTER 

161  STOTESBURY,  PAUL  ALAN,  COP 
SIGNAL  HILL 

35  tt   BROHN,  CLIFTON  JAMES,  COP 

133  BUTZBACH,  JAMES  RICHARD,  CMDR,  PD 

114  DEELEY,  ROBERT  E,  ASST  CHF,  PD 

154  tt   MCCRARY,  MICHAEL  ROBERT,  COP 

170  SINGER,  DAVID  MARK,  COP 

92  HERT,  GAYLORD  R. ,  COP 
SIMI  VALLEY 

135  ADAMS,  RANDY  GEORGE,  COP 

122  HRIGHT,  RICHARD  HALLACE,  CPT,  PD 
SOLEDAD 

174  GRIGGS,  JAMES  LEONARD,  DIR  PUB  SAF/POL  CHF,  PUB  SAF 
SOUTH  GATE 

156    BEECHER,  RUSSELL  DAVISON,  LT,  PD 

175  CHRIST,  DOUGLAS  FREDERICK,  LT,  PD 

164  GALBREATH,  RUSSELL  BENNETT,  SGT,  PD 
86  U   HENDERSON,  HILLIAM  H. ,  ASST  CHF,  PD 

150   TROXCIL,  GEORGE  BYRON,  LT,  PD 
SOUTH  LAKE  TAHOE 

136  #  ADAMS,  JAMES  JOSEPH,  LT,  EL  DORADO  CO  SD 
179   BENNETT,  BRADLEY  ROSS,  COP 

155  BROHN,  GEORGE  HILBUR,  JR,  COMMANDER,  PD 

123  #  DEPEH,  HILLIAM  KEITH,  LT,  PD 

188   MCGUFFIN,  RICHARD  JOSEPH,  CMDR,  PD 

171  OWENS,  BART  CNRIGHT,  CMDR,  PD 

141  tt  PATTON,  DANIEL  ERNEST,  CPT, 
119  It  PAULSON,  ROY  DEAN,  CPT,  PD 

115  It  SHELTON,  BURKS  D,  COP 
121  It  SOLARO,  DAVID  ALAN,  COP 
159  It  TACKETT,  JERRY  HAYNE,  CPT,  EL  DORADO  CO  SD 

SOUTH  PASADENA 

178  MILLER,  MARK  RANDALL,  SGT, 

SOUTH  SAN  FRANCISCO 

165  COOPER,  JAMES  LEE,  CPT,  PD 

152  HASKIN,  DAVID  ALLAN,  LT,  PD 
159   MOSS,  RUSSELL  0,  CPT,  PD 
108  tt   SHINFARD,  JAMES  F,  CPT,  PD 

STANFORD 

194  BANDY,  DENCIL  LORRAINE,  LT,  STANFORD  UNIV  DPS 

110  HERRINGTON,  MARVIN  L.,  DIR  OF  POL  SERVS,  STANFORD  UNI 

166  MOORE,  MARVIN  NATHANIEL,  CPT,  PD 
STANTON 

130    EASON,  ROBERT  U,  JR,  COP 
STOCKTON 

142  BAKER,  JERRY  BOB,  DIV  CHAIR,  SAN  JOAQUIN  DELTA  C 
91  It   BELMONT,  ROBERT  U.  ,  COP 

173  BENTZ,  DAVID  EUGENE,  CPT,  PD 
96  It   BRAZZEL,  BILLY  H.  ,  CPT,  PD 

178  BROMME,  MARC  EUGENE,  SGT,  SAN  JOAQUIN  DELTA  COLLEGE 

90  CALAHAY,  ROBERT  G,  COP 

116  It   CALKINS,  PERLIN  F,  COP 

91  It   CECCHETTI,  JULIO  A,  COP 
171   CHAVEZ,  EDHARD  JOHN,  COP 

139   OAVIS,  RALPH  EMERSON,  JR,  LT,  PD 

134  DAVIS,  THOMAS  HARTFORD,  CMDR,  SAN  JOAQUIN  CO  SO 

135  DEARMIN,  DENNIS  DALE,  CMDR,  SAN  JOAQUIN  CO  SD 

165  DILLON,  JOHN  HARTNETT,  II,  MARSHAL,  SAN  JOAQUIN  CO 

130  DUNN,  TEMPLE  B,  JR,  CPT,  SAN  JOAQUIN  CO  SO 

168  ELLIOTT,  TERRY  LEE,  SGT,  SAN  JOAQUIN  DELTA  COLLEGE 

42  It   EVANS,  NEIL  H,  SA,  DEPT  OF  ABC 

153  FREEMAN,  HENRY  DON,  CPT,  PD 

184    FREITAS,  ALLEN  EDHARD,  CRIM  INVSTGR  II,  SAN  JOAQUIN  C 

162  GANTT,  MARK  HILLINGHAM,  III,  LT,  PD 

121  It   GARCIA,  JOSEPH  ANTHONY,  DIV  CHF,  SAN  JOAQUIN  CO  SO 
183   GREEN,  BETSY  LEE,  INVSTGR,  SAN  JOAQUIN  CO  DA  OFC 

179  GREER,  MELVIN  LEE,  LT,  PD 

195  HERDER,  MARK  HILLIAM,  DEP  CHF,  PD 

190  HOLMAN,  ELBERT  HOYT,  JR,  SUPV  INVSTGR,  SAN  JOAQUIN  CO  D 

138  HORTON,  JAMES  LEROY,  LT,  PD 

167  HUNTER,  STANLEY  DEHAYNE,  INVSTGR,  SAN  JOAQUIN  CO  DA  OFC 
54  It   JEFFRIES,  VERNON  E,  INVSTGR,  DA  OFC, SAN  JOAQUIN  CO 

177    JOHNSTON,  FRANKLIN  HRIGHT,  LT,  PD 

53  II   KATES,  HILLIAM  H.  ,  LT,  SAN  JOAQUIN  CO  SO 
159   KRUG,  ROLAND  ELLIS,  CHF,  SAN  JOAQUIN  DELTA  COLLEGE 
182    LERNER,  GEORGE  FRANKLIN,  JR,  LT,  PD 
188    LUJAN,  MARK  VICTOR,  LT,  PD 
132    MARNOCH,  JOHN  THOHAS,  CPT,  PD 

37  *  MARNOCH,  THOMAS  E.,  PATROLMAN,  PD 

44  It   MCHUGH,  RICHARD  EDHARD,  LT  OF  DETS,  PD 

58  It   HORTON,  PAUL  M.  ,  LT,  SAN  JOAQUIN  CO  SO 
125  It   NEELY,  LUCIAN  BUFFINGTON,  COP 


ELDORADO  CO  SD 


PD 


123   PERRY,  DENNIS  LEE,  DEP  CHF,  PD 

156  PETERSON,  EARL  HAYNE,  CRIM  INVSTGR,  SAN  JOAQUIN  CO  D 
169   PREEO,  GARY  DEAN,  SUPV  INVSTGR  III,  SAN  JOAQUIN 

90  #  SAINAGHI,  ANTHONY  A,  ASST  SHF,  SAN  JOAQUIN  CO  SO 

33  It   SMITH,  CYRIL  H.,  CAPTAIN,  PD 
117  It   STEHART,  KENNETH  RAY,  USHF,  SAN  JOAQUIN  CO  SD 
169   SHIM,  DAVID  HUGH,  CPT,  PD 
152   TANKERSLEY,  LARRY  HUBERT,  CHF  INVSTGR,  SAN  JOAQUIN  CO  D 

94  tt   TRIBBLE,  RALPH  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 
127   WILBON,  KENNETH  ESTES,  DEP  CHF,  PD 

149  tt   WINGO,  ROBERT  DAVIS,  LT,  PD 
143   HOMACK,  RALPH  MILTON,  CPT,  PD 
190   HRIGHT,  FREDRICK  EARL,  LT,  SAN  JOAQUIN  CO  SD 
SUNNYVALE 

95  tt   AMMERMAN,  JEROME  P,  DIR,  DPS 

99  tt   ARMSTRONG,  VON  H.,  DIV  CMDR,  DPS 

94  #  BAKER,  JERRY  D. ,  CPT,  DPS 
103  It   BARBA,  0  JESS,  DIR,  DPS 
166   CANDELARIA,  GILBERT,  CPT,  SUNNYVALE  DPS 
145   GOTT,  DAVID  MAXSON,  CMDR,  DPS 
121  #  HERN,  RALPH  EARL,  DIV  CMDR,  DPS, 
185   JOHNSON,  DON  BRENT,  CPT,  DPS 
107  tt   MICHAELIS,  ALEX,  DIV  CMDR,  DPS 
151  tt   OLSEN,  DONALD  RAY,  CMDR,  DPS 
179   PIPKIN,  BYRON  KEITH,  CPT,  DPS 
133  tt   SCOTT,  ALBERT  JACK,  CPT,  DPS 
113  #  SHIPLEY,  HOWARD  A,  CMDR,  DPS 

157  WILLIAMS,  REGAN  GENE,  DIR,  DPS 
SUSANVILLE 

110  tt   CALLEGARI,  LINO  P,  USHF,  SD 

GORBET,  DELFORD  L.,  SHF  OF  LASSEN  CO 
SPANN,  MERLIN  S,  LT,  PD 


105 
105 
TAFT 
185 
117 
191 


GLENDENING,  DALE  LEROY,  LT,  PD 
LANE,  ROBERT  T,  CPT,  PD 
MCMINN,  KENNETH  DWIGHT,  LT,  PD 
TAHOE  CITY 
134   CADER,  STEVEN  JAMES,  CPT,  PLACER  CO  SD 
158   DENNIS,  DAVID  LEON,  LT,  PLACER  CO  SO 
166   ZIEGLER,  STEPHEN  JAMES,  SGT,  PLACER  CO  SD 
THREE  RIVERS 

40  tt   SCHMIDT,  HENRY  GEORGE,  SUPT 
TIBURON 

106   BAILEY,  JOHN  E.,  COP 
TORRANCE 
128  #  ARMSTRONG,  ROBERT  MITCHELL,  LT, 
DANE,  NOLAN  NATHANIEL,  JR,  CPT, 
HERREN,  JAMES  DIXON,  CPT,  PD 
tt   HONE,  MELVILLE  W. ,  DEP  CHF,  PD 

HOVSEPIAN,  STEVEN  LEROY,  LT,  PD 
tt   PAPST,  JAMES  HILLIAM,  CPT,  PD 
tt   PORTER,  MERVYN  HENRY,  ASST  CHF, 
tt   PUPKOFF,  HENRY  H. ,  LT,  PD 

RHILINGER,  SUSAN  MARIE,  LT,  PD 
#  ROBINSON,  LAWRENCE  FREDERICK,  CPT,  PD 
ROSS,  STEPHEN  PATRICK,  CPT,  PD 
SIEGEL,  HARVEY  NELSON,  CPT,  PD 
TURNER,  LEE  HOWARD,  LT,  PD 


146 

175 

98 

199 

155 

62 

93 

171 

141 

180 

165 

138 

TRACY 

193 

178 

184 


SEQUOIA  &  KINGS  CANYON  N 


PD 
PD 


PD 


ESPINOZA,  JUAN  ANTONIO,  LT,  PD 
HANSON,  JAMES  ORVAL,  SGT,  PD 
TAYLOR,  STEVEN  CHARLES,  CPT,  PD 


TRUCKEE 

153   BAYER,  NORMAN  JACK,  CPT,  NEVADA  CO  SO 
SWANBERG,  ROBERT  JOHN,  CPT,  CA  HPTL 


155 
TULARE 
133 
73  tt 
99 
TURLOCK 
191   COMBS,  LEONARD  RAY,  JR,  CMDR, 
GRAY,  DANIEL  ROY,  SGT,  PD 
JOHNSON,  JOHN  R,  COP 
LOTT,  BILL  G,  LIEUTENANT,  PD, 
LOTT,  LONALD  DALE,  COP 
SWEARINGEN,  HAROLD  R,  LT,  PD 


HILL,  ROGER  LEE,  COP,  PD 

LINCICUM,  CLEM  V.,  COP 

WALTON,  JOHN  0.,  LIEUTENANT,  PD 

PD 


199 
124  # 
101  * 
177 
116  # 
TUSTIN 
192 
102 


COLON, 
CRANE, 


SAMUEL  GERONIMO,  MSGT,  USMC 


MASTER  GUNNERY  SGT,  USMC 
GUNNERY  SGT,  USMC 


CHARLES  H.,  LT,  PD 

101  tt   FISHER,  FRANCIS  L.,  LT,  PD 
75  tt   KELLY,  JOSEPH  J.,  COP 

150   MELIM,  RICHARD  PHILIP, 

171   SMITH,  OCTAVIO  ALONSO, 

160   VALLANDINGHAM,  CHARLES  EDWARD,  MAJ,  USMC 

110   WEDEMEYER,  WALTER  D. ,  DETECTIVE  SERGEANT  PD 
TWENTYNINE  PALMS 

164   BISHOP,  SAMUEL  HUGH,  CPT,  USMC 

114   CRICHTON,  GLENN  R. ,  LT,  CA  HPTL 

122   HENRY,  DANE  PAUL,  SUPVY  PRK  RNGR,  NPS 

100   LESLIE,  PHILIP  D. ,  CPT,  USMC 
TWIN  CITIES 

182   PARASPOLO,  THOMAS  EUGENE,  SGT,  PD 


UK  I  AH 
109  It 
153 
140 


JOHNSON,  DAVID  G,  COP 

KEPLINGER,  FRED  HILLIAM,  COP 

LENSING,  EUGENE  NEIL,  CPT,  MENDOCINO  CO  SD 
99  tt   MAXSON,  LAWRENCE  E.,  CAPTAIN,  PD 
170   MCBRIDE,  WAYNE  ROLAND,  CPT,  PD 
187   MCCUTCHEON,  JOHN  CHARLES,  SGT,  PD 
136   MILLER,  JAMES  WALTER,  LT,  MENDOCINO  CO  SO 
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148   MURRAY,  BERLE  GORDON,  LT,  MENDOCINO  CO  SD 

163  PASCOE,  JERRY  LEE,  LT,  MENDOCINO  CO  SD 
117  tt   PERRY,  RICHARD  FREDERICK,  CPT,  PD 

75  tt   SAULSBURY,  DONN  DUANE,  CHIEF  OF  POLICE 

93  tt   SHEA,  TIMOTHY  P,  SHF  OF  MENDOCINO  CO 
102  tt   STEPHENSON,  JOHN  T.,  LT,  MENDOCINO  CO  SD 
UNION  CITY 
192   ULIBARRI,  RANDAL  MICHAEL,  CPT,  PD 

143  VAN  PUTTEN,  CONNIE  RAE,  CPT,  PD 
UPLAND 

116   ARNESON,  MERLE  R. ,  CPT,  PD 

100  ESTES,  COY  D. ,  COP 

135  HART,  GARY  STEVE,  CPT,  PD 

92   SMITH,  THOMAS  D. ,  CAPTAIN,  PD 
72  tt   HESSELY,  JOHN  A.,  CHIEF  OF  POLICE 
VACAVILLE 

119  ARNOLD,  HOHARD  MELVIN,  LT,  PD 
132   COOK,  MICHAEL,  COP 

176   GOLDBERG,  EDHARD  THOMAS,  LT,  PD 
140  tt   KRANNICHFELD,  LARRY  DHAYNE,  SGT,  PD 

120  tt   LOPEZ,  JOSEPH  LOPEZ,  LT,  PD 

164  MAKOHSKI,  JAN  DAVID,  LT,  PD 

126  tt   MALLORY,  GARY  LEE,  LT,  PD 
104  tt   MCCORD,  BILLY  R,  CPT,  PD 

101  tt   TATUM,  GARY  H. ,  COP 

196   VAN  GORDEN,  JEFFREY,  SGT,  PD 

136  tt   HALTERS,  LARRY  LEE,  SGT,  PD 

144  tt   HALTERS,  HADE  VICTOR,  III,  SGT,  PD 
VALLEJO 

104  tt   CONHAY,  ROY  L.,  CPT,  PD 

113  tt   HEALY,  JOHN  M. ,  DEP  CHF,  CA  HPTL 
122  tt   LINDEMANN,  PAUL  HENRY,  SHERIFF 
108  tt   NILSSON,  DUANE  A,  CPT,  PD 
195   PEARSALL,  ANTHONY  JOSEPH,  LT,  PD 
128  tt   THOMAS,  HILLIAM  JOHN,  SUPR,  PD 

166  HILSON,  HAROLD  WAYNE,  LT,  CA  HPTL 
VANDENBERG  AFB 

156   GARDNER,  JAY  HILLIAM,  MSGT,  USAF 
106   SCHMIDT,  STEVEN  C,  COL,  USAF 
174   HOOD,  LAWRENCE  PAUL,  JR,  TECH  SGT,  USAF 
VENTURA 

110  tt   BAILEY,  TONY  M. ,  SR  INVSTGR,  VENTURA  CO  DA 

140   BARNES,  THOMAS  LYLE,  INVSTGR  III,  VENTURA  CO  DA  OFC 

81  tt   BAUGH,  RICHARD  0.,  COP 

35  tt   BOHERS,  J.  G. ,  USHF,  VENTURA  CO  SD 
91   BURGESS,  JAMES  R,  CMDR,  VENTURA  CO  SD 
112   FRANCE,  VINCENT  W,  LT,  VENTURA  CO  SD 

139  HENDERSON,  JAMES  DOUGLAS,  INVSTGR,  VENTURA  CO  DA 

82  tt   KING,  MAL  G,  CHF  INVSTGR,  VENTURA  DA  OFC 
96  tt   LYDICK,  PAUL  M. ,  CAPTAIN,  PD 

76  tt   MCLEAN,  RAYMOND  L,  COP 

88   MILLER,  ALBERT  W. ,  CHF  DEP,  VENTURA  CO  SD 

135  SALAS,  ROBERT  MARTINEZ,  INVSTGR  II,  DA  OFC 
80  tt   SEYMOUR,  BERT  R.,  JR.,  USHF,  VENTURA  CO  SD 

95  tt   SPELLMAN,  IDA  B.,  DET,  PD 

111  THOMPSON,  KENNETH  R.,  ASST  CHF,  PD 

106  VASOUEZ,  EDHARD  J.,  SR  OMVSTGR,  VEMTIRA  CP  DAS  OFC 

127  tt   WILSON,  ORVILLE  JAY,  LT,  PD 
VERNON 

105  ELY,  LEONARD  F.,  CPT,  PD 
VISALIA 

43  tt   BENTZEN,  FRANK  D.  ,  COP 
149   DUNCAN-MOISI,  KAREN  EDNA,  CHF,  COLLEGE  OF  THE  SEQUOIAS 

108  FOSTER,  MAXIE  N.,  USHF,  TULARE  CO  SO 

109  GARAY,  JOHN,  CPT,  CA  HIGHWAY  PTL 

140  OMMEN,  TERRY  LEE,  LT,  PD 

197  PERRY,  DONNA  JO,  LT,  TULARE  CO  SD 

122   RUBEY,  ORVAL  EUGENE,  CPT,  CA  HIGHWAY  PTL 

177  VENTURA,  JOSEPH  GUADALUPE,  LT,  PD 

91   WILEY,  BOB  W. ,  SHERIFF-CORONER,  TULARE  COUNTY 
VISTA 

96  EGBERT,  CARROLL  F.,  JR.,  INVSTGR,  SAN  DIEGO  CITY  DA 
WALNUT  CREEK 

180   COCKERHAM,  BRUCE  EUGENE,  CPT,  PD 

164   MURDOCK,  JOHN  EUGENE,  CRIMINALIST,  BATF  CRIME  LAB 

116   NICHOLS,  THOMAS  A.,  PATROLMAN,  PD 

120   PECK,  EMMETT  CHARLES,  PTLM,  PD 

195   SOBERANES,  THOMAS  GERALD,  CPT,  PD 

159  tt   STRATTON,  NEIL  ROBERT,  CPT,  PD 

167  SUTTON,  ROSS  STEPHEN,  LT,  PD 
WATERFORD 

170   WADDELL,  JAMES  ELLSWORTH,  COP 
WATSONVILLE 

136  tt   ALUFFI,  MICHAEL  ALLAN,  CPT,  UNIV  SANTA  CRUZ 
190   AUSTIN,  KIM  MOLINE,  SGT,  PD 

107  tt   BELGARD,  RAY,  COP 

155   BROWN,  JAMES  ARNOLD,  SGT,  PD 

143   CARTER,  CHARLES  ERIC,  CPT,  PD 

135  tt   CURSI,  ALBERT  GEORGE,  LT,  PD 

183   GALLAGHER,  CHRISTOPHER  JOHN,  LT,  PD 

178  GLUHAN,  EDWARD  PAUL,  SGT,  PD 

106  tt   INGERSOLL,  C  ROY,  ASST  CHF,  PD 
122   MEDINA,  TERRENCE  ANTHONY,  COP,  PD 
149   RAHSON,  GEORGE  EVERETT,  SGT,  PD 

198  SOLANO,  MANUEL  JOSEPH,  LT,  PD 
170   TUMBAGA,  BENJAMIN  GABINO,  SGT,  PD 
103  tt   HILLIAMS,  ALBERT  L,  COP 

HEAVERVILLE 

16  U   GRIFFITH,  JAMES  R.,  USHF,  TRINITY  CO  SO 
WEED 


109  CHAMPAGNE,  RAYMOND  A,  JR,  COP 
WEST  COVINA 

134   LEAVITT,  RAYMOND  FRED,  CMDR,  PD 
68  tt   SILL,  ALLEN,  COP 

176   SPEED  NEWMAN,  VIRGINIA  ELSIE,  COMMANDER,  CA  DMV 
WEST  SACRAMENTO 

105   GORE,  LARRY  K.,  COP 
WESTMINSTER 

103  tt   BONNET,  ROBERT  J,  COP 

129  BROWN,  BOBBY  LEE,  LT,  PD 

148   MAIN,  RICHARD  VERNON,  LT,  PD 
102  tt   NUTTALL,  GEORGE  C,  CPT,  CA  HPTL 
150   SAVAGE,  BRENDAN  JOHN,  CPT,  PD 

154  SCHLISKEY,  CHARLES  MICHAEL,  LT,  PD 
139  tt   HIGGS,  DAVID  EMRYS,  CPT,  PD 

HHITTIER 

174   HANNAH,  DONALD  JAMES,  JR,  LT,  PD 
74  tt   MERRITT,  ALBERT  J.,  CPT  OF  DET,  PD 
WILLIAMS 

162   BURKE,  WALTER  CHARLES,  CPT,  CA  HPTL 
HILLITS 

173  FOSTER,  ROBERT  EDWIN,  COP 

130  KALAR,  BARRY  DOUGLAS,  COP 
WILLOWS 

168   JACOBS,  JAMES  WILLIAM,  SGT,  GLENN  CO  SD 
76   KENNON,  JAMES  W. ,  USHF,  GLENN  CO  SO 

155  SHADLEY,  ROBERT  ARTHUR,  JR,  SHERIFF-CORONER 
HOODLAKE 

110  SKERRY,  RAYMOND  H.  ,  CHIEF  OF  POLICE 
HOODLAND 

178   BERA,  DOUGLAS  EDWARD,  SGT,  PD 

191    FARRINGTON,  PENNY  SUE,  ASSISTANT  SHERIFF 

154   HANSON,  DELHIN  WADE,  CPT,  PD 

118   JONES,  ROBERT  LEON,  LT,  PD 

37   KEITH,  AP.DEN  F.,  CAPTAIN,  PD 

48  #  LAWRENCE,  JOSEPH  R,  CPT,  YOLO  CO  SD 
110   MARTINEZ,  ROBERT,  SHF/CRNR  OF  YOLO  CO  SD 

117  NEY,  JIM  CHARLES,  LT,  PD 

168   REFSLAND,  ESKIL  LEE,  CPT,  YOLO  CO  SD 

180   SMITH,  MARK  R,  SGT,  YOLO  CO  SD 

137  It   WHITTEN,  JERRY  DEAN,  LT,  PD, 
WOODLAND  HILLS 

107  tt   KERRI,  RICHARD  L,  CPT,  CA  HPTL 
YREKA 

98  *  ARKFELD,  LARRY  J,  CPT,  SISKIYOU  CO  SO 

35  tt   COTTAR,  ALLEN  B,  SHF-CRNR,  SISKIYOU  CO 
92  *  FOSTER,  CHARLES  A.,  USHF,  SISKIYOU  CO  SO 

183   LYON,  MICHAEL  ALLAN,  USHF,  SISKIYOU  CO  SD 

174  MURPHY,  MICHAEL  DAVID,  CPT,  SISKIYOU  CO  SD 
187   SIMPSON,  CHARLES  RALPH,  LT,  SISKIYOU  CO  SD 

36  *  WEED,  ABNER  E. ,  USHF,  SISKIYOU  CO  SO 
YUBA  CITY 

97  tt   ADAMS,  FRANCIS  L,  LT,  PD 
157   BERRY,  CALVIN  SCOTT,  CPT,  PD 
J30   BRANDHOOD,  ARTHUR  RAYMOND,  SHF,  SUTTER  CO  SD 

164  BROOKMAN,  CLAUDIE  NEAL,  SGT,  PD 
170   CAREY,  GEORGE  MELVIN,  SGT,  PD 

92  #  CARTOSCELLI,  FRANKLIN  D,  USHF,  SUTTER  CO  SD 
182   GROVE,  WILLIAM  MICHAEL,  SGT,  SUTTER  CO  SD 

144  HARMON,  ROY  JOSEPH,  COP 

118  *  HARRISON,  FRANKIE  LEE,  JR,  ASST  SHF,  SUTTER  CO  SD 
105   MCCLAIN,  HALLACE  L.,  LIEUTENANT,  PD 

176   OLLAR,  BILLY  ODIS,  LT,  PD 

195   PARKER,  JONATHAN  PAUL,  CPT,  SUTTER  CO  SD 

189  SKINNER,  DEARL  EUGENE,  SGT,  SUTTER  CO  SD 

190  WEBSTER,  JEFFREY  WAYNE,  SGT,  PD 

COLORADO 
ALAMOSA 

168   DRURY,  JAMES  PETER,  EXEC  DIR,  CO  SHF'S  OF  COLORADO 
ARVADA 

167   GARAVAGLIA,  JOHN  VINCENT,  LT,  PD 

182  GRAINGER,  DEBRA  MARIE,  LT,  PD 
193   KEATING,  JAMES  EDWARD,  CMDR,  PD 

83  tt   KUHLHAN,  HOHARD  F,  CPT,  PD 
156   MCCONNELL,  LARRY  HAMILTON,  DIV  CMDR,  PD 
103   PARSONS,  WALTON  J,  JR,  DET,  ARVADA  CO  PD 

139  SCOTT,  WILLIAM  RUSSELL,  DEP  CHF,  PD 
ASPEN 

81   BALDRIDGE,  HILLIAM  H. ,  JR.,  DEP  SHF,  PITKIN  CO  SD 

113  FISHER,  MICHAEL  J.,  CHF  INVSTGR,  NINTH  JUDICIAL  DA 
125  *  MCCLUNG,  ROBERT  ALEXANDER,  II,  COP 

AURORA 

191  ABRAHAM,  DOUGLAS  JOSEPH,  DIV  CHF,  PD 

140  BAKER,  DOUGLAS  DEAN,  CPT,  PD 

199  BRADLEY,  PARRIS  MADISON,  CPT,  PD 

111  *  GIGIKOS,  JOHN,  CPT,  PD 

183  JONES,  TERENCE  FRANK,  DIV  CHF,  PD 
161  LINNERTZ,  DAVID  LEE,  CPT,  PD 

134  MARON,  IRVIN  THOMAS,  CPT,  PD 

195  MARSHALL,  STEVEN  LINN,  CPT,  PD 

187  NASH,  MICHAEL  EDWARD,  CPT,  PD 

152  PHELPS,  ELLIOTT  CARLTON,  JR,  CPT,  PD 

165  SAINT  VINCENT,  VERNE  R,  DIV  CHF,  PD 

161   SAITZ,  DANIEL  MICHAEL,  DET  SGT,  METRO  PD 

145  STIERS,  JAMES  MICHAEL,  DIV  CHF,  PD 

119  tt   WALKER,  MORRIS  ROGER,  CPT,  PD 

114  tt   WILLIAMS,  GERALD  L,  COP 
AVON 

124  tt   DALTON,  ARTHUR  HILLIAM,  COP 
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GARY  LYNN,  COP 


J 

Z 
2 

i 

< 

a 


170  I  THOMAS 
BLACK  HAHK 

199   LLOYD,  KENNETH  EUGENE, 

BOULDER 

95 

98 

130 

175 

120 

82 

179 


SGT,  PD 
PD 


LT,  PD 

SGT,  BOULDER  CO  SD 


ANDREHS,  JOHN  J.,  CPT, 

BARBER,  JOHN  C,  COP 

DIEZI,  ROBERT  CHARLES, 

DUNPHY,  GEORGE  DUNCAN, 

EVANS,  DAVID  LUTHER,  DET  LT,  UNIV  OF  CO  PD 

FRIESEN,  LOHELL  D,  DEP  CHF,  PD 

GANG,  JOSEPH  AUGUSTUS,  LT,  BOULDER  CO  SD 

59  It   HILL,  ROY  H.  ,  CHF  INVSTGR,  DA  OFC,  20TH  JUDI 
143   HOPPER,  DENNIS  LYNN,  LT,  BOULDER  CO  SD 

113   LEACH,  DAHON  B.,  SHF  OF  BOULDER  CO 

118   LONG,  KIRK  HOHARD,  USHF,  BOULDER  CO  SD 

186   MASON,  LAHRENCE  ALLEN,  SGT,  PD 

188   SMITH,  JAMES  DURLAND,  LT,  BOULDER  CO  SD 

159   STAEHLE,  ALAN  HALLACE,  USHF,  BOULDER  CO  SD 

168  TREVER,  LESLIE  HOHARD,  LT,  BOULDER  CO  SD 
73  f  VENDEL,  DONALD  H.,  CHIEF  OF  POLICE 

BRIGHTON 
193   DARR,  DOUGLAS  NEAL,  LT,  ADAMS  CO  SD 
137  tt   EYE,  JERREL  STEVEN,  USHF,  ADAMS  CO  SD 
85  tt   JARVIS,  DONALD  J,  DIV  CHF,  ADAMS  CO  SD 

60  KEARNS,  HILLIAM  L.(  PAROLE  OFCR,  CO  DEPT  OF  PAROLE 

61  *  LINN,  EUGENE,  DEP  SHF,  ADAMS  CO  SO 
167   MAIER,  JOSEPH  GOTTLOB,  II,  CPT,  PD 
116   MATHIAS,  GEORGE  A,  LT,  ADAMS  CO  SO 
129   MAUCK,  ROGER  DAVID,  CPT,  ADAMS  CO  SD 
129  *  OUINTANA,  ANTHONY  ARTHUR,  LT,  PD 

136    SHEARER,  HILLIAM  THEODORE,  DIV  CHF,  ADAMS  CO  SD 

185   STOLL,  ALBERT  FRED,  CPT,  ADAMS  CO  SD 
64  tt   VANCLEAVE,  GUY  F.,  SHF  OF  ADAMS  CO 

139   HILBOURN,  JAMES  RUSSELL,  LT,  ADAMS  CO  SD 
BROOMFIELD 

90  tt   BROPHY,  HILLIAM  J,  LT,  PD 

109   COX,  MERVIN  M. ,  LT,  PD 

153   DELAND,  THOMAS  CHARLES,  JR,  COP 
BUCKLEY  ANG  BASE 

115  tt   VAN  HOUTEN,  JAMES  H. ,  CPT,  USAF  SEC  POL 
BUENA  VISTA 

124   CAMPTON,  CHARLES  OTTICE,  COP 
CAGUAS 

169  GOMEZ  COLON,  JUAN,  SGT,  GUARDIA  MUNICIPAL  CAGUAS 
CANON  CITY 

61  tt   OHENS,  KENNETH  E.,  COP 
CARBONDALE 

93   SOUCIE,  VERNE  E.,  CHIEF  OF  POLICE 

131  tt   HILLIAMS,  ALFRED  LESLIE,  COP 
CASTLE  ROCK 

163   ACREE,  MICHEAL  LYNN,  CPT,  DOUGLAS  CO  SD 

127  tt   BROHN,  DARWIN  EUGENE,  COP 

198   COLEMAN,  MICHAEL  DOUGLAS,  LT,  DOUGLAS  CO  SD 

174   JENSEN,  JAMES  LAMONT,  JR,  DEP  SHF,  DOUGLAS  CO  SD 

139   KRAUS,  ROBERT  MICHAEL,  CHF  OF  OPERATIONS,  DOUGLAS  CO 

173  ROBINSON,  GARY  LEE,  LT,  DOUGLAS  CO  SD 

182  YOUNGER,  GARY  L,  LT,  DOUGLAS  CO  SD 
CENTRAL  CITY 

108  U    FRICKE,  JEROME  J,  COP 

183  HARTMAN,  BRUCE  HENDELL, 
181   KRELLE,  TERENCE  HOHARD, 

CHEYENNE  MOUNTAIN  AFB 

147  tt   SMITH,  BUDDY  GENE,  MAJ,  USAF 
COLORADO  SPRINGS 
159   ALEXANDER,  WILLIS  EARL,  CPT,  EL  PASO  CO  SD 
38   BARLEY,  ELDON  HARD,  PTLM,  PD 
52  It   BOLING,  OREN  E.,  COP 

90  BRYANT,  FLOYD,  JR,  COL,  USAF 

150   CORNELISON,  CONNIE  RAY,  JR,  LT,  PD 

91  COSTER,  JAMES  J,  DEP  CHF,  PD 

139   COULSON,  ROBERT  RICHARD,  2LT,  USAF 
197   DAY,  CLIFFORD  EDWARD,  MAJ,  USAF 
185    FELICE,  DAVID  JOSEPH,  CPT,  PD 
104   FISH,  RICHARD,  SR  MSGT,  USAF 

81  It   FRITCHMAN,  LYNN  V.,  LTC,  USAF 

66  tt   GARRED,  JESS  S.,  LIEUTENANT,  PD 

193  HASTINGS,  JAMES  TAYLOR,  CPT,  EL  PASO  CO  SD 
58  tt   HEINZ,  LEWIS  C. ,  LIEUTENANT,  PD 

122    ISHAM,  ROBERT  EUGENE,  DET  SGT,  EL  PASO  CO  SD 
153   JACKSON,  LAHRENCE  MELVIN,  II,  LTC,  USAF 
99  tt   JOINER,  JERE  T,  DEP  SHF,  EL  PASO  CO  SD 

189  KEAN,  ROBERT  BERRY,  CPT,  PD 

169   KESSLER,  DONALD  DAVID,  CPT, EL  PASO  CO  SO 
115  tt   KIRKBRIDE,  OTIS  E,  LT,  PD 

176   KISSELL,  EUGENE  JOSEPH,  CPT,  EL  PASO  CO  SO 
161  It   KRAUS,  LARRY  STEPHEN,  LT,  PD 

132  LARAMIE,  HILLIAM  PAUL,  TECHNICAL  SGT,  USAF 
132   LILLY,  JAMES  HILLIAM,  DEP  CHF,  PD 

95  It   MARTINEZ,  RICHARD,  MSGT,  USAF 
138   MATSKO,  JOHN  GREGORY,  DEP,  EL  PASO  CO  SO 
135  U   MAYS,  RAYHOND  EARL,  LT,  PD 

174  MCDARBY,  DAVID  BRUCE,  SR  MASTER  SGT,  USAF  ACADEMY 
174   MCLAURY,  STEPHEN  KELLEY,  LT,  DEPT  OF  CORRECTIONS 
181   MILLWRIGHT,  RICK  FOX,  CPT,  PD 

112  tt   MORRIS,  VICTOR  B.,  CPT,  PD 
63  It   ODONNELL,  JOSEPH  L.,  CAPTAIN,  PD 

190  PAPEN,  MARK  WILLIAM,  CPT,  USAF 
79  It   PETRY,  CARL  E.,  ASST  CHF,  PD 

195   PILLARD,  KURTIS  VERNE,  LT,  PD 

194  SMITH,  DAVID  EDWIN,  CHF  CRIM  INVSTGR,  CO  DEPT  OF  C 
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SHF  OF  GILPIN  CO 
SGT,  PD 


119  tt   STRATTON,  NEAL  J,  DEP  CHF,  PD 
148  tt   TELLER,  MICHAEL  JOHN,  LTC,  USMC 
171   VELEZ,  LUIS,  DEP  CHF,  PD 
180   HITT,  MICHAEL  HENRY,  LT  COL,  USAF 
144   WOLF,  EDWARD  GEORGE,  USHF,  EL  PASO  CO  SD 
COMHERCE  CITY 
196    BAKER,  CHARLES  AUSTIN,  CMDR,  PD 
LONG,  RANDALL  SCOTT,  LT,  PD 
LUTTER,  DAVID  CHARLES,  LT,  ADAMS  CO  SD 
MULL  INS,  JOHN  SHERMAN,  JR,  LT,  PD 
SANDERSON,  JAMES  GILLIAN,  COP 
WILSON,  WESTON  CHARLES,  LT,  PD 


175 
163 

137  tt 
139  tt 
123  tt 

CORTEZ 

106 

127 

109 

197 

164 
CRAIG 

168 

198 
95  tt 

135 

138  tt 


DAVENPORT,  JAMES  J,  CHF  INVSTGR,  DA  OFC 
JOHNSON,  RUSSELL  ROBERT,  ASST  COP 
LANE,  ROY  C,  COP 

SHETHAR,  JAMES  PINCKNEY,  DET  SGT,  PD 
HOOD,  TIMOTHY,  SHF  OF  MONTEZUMA  CO 


CORRIVEAU,  JEFFRY  JAMES,  SHF  OF  MOFFAT  CO 
DELONG,  JERRY  WAYNE,  CPT,  PD 
EITEL,  EDWARD  F.,  LT,  CO  SPTL 
MAWHORTER,  DAVID  PAUL,  COP 
SPLITT,  REX  ANTHONY,  CPT,  PD 
CRESTED  BUTTE 
135   TAUZIN,  JOHN  ARISTIDE,  DEP  CHF,  PD 


DENVER 
31  * 
172 
170 
150 
197 
119 


ADAMS,  KENNETH  D. ,  CPT,  CO  SPTL 

ALLISON,  STEVEN  RANDALL,  CPT,  PD 

BAILEY,  LARRY  LESLIE,  DEP  CHF  INVSTGR,  CO  ATTY  GEN  0 

BINGHAM,  EDWARD  BRUCE,  JR,  CPT,  PD 

BLOCK,  THEODORE  PUTMAN,  LT,  PD 
„  BOLTON,  DARRELL  LEE,  DIV  CHF,  PD 
174  tt   BOROWSKI,  JAMES  EDMUND,  AGENT  IN  CHARGE,  CO  BU  OF  INVS 

84  #  BRANNAN,  CHESTER  D,  CPT,  PD 
118   CAMP,  EDWARD  JAMES,  DIR  OF  DPS 
112  tt   CANTWELL,  ROBERT  C,  DEP  CHF,  PD 
154  tt   CARTER,  FRED  EARL,  LT,  PD 
138   COLLIER,  JAMES  ROBERT,  COP 
160   DEASY,  BRIAN  WILLIAM,  SGT,  PD 
105  tt   DEMPSEY,  JOHN  N,  CHF,  CO  SPTL 
178   DUFFALA,  KAREN  ELIZABETH,  DEP  DIR,  DOJ-NIJ 

*  ECCHER,  LESILE  J,  ASST  DIR,  JAILES  STANDARDS  COM 

*  FENNELL,  JAMES  DENNIS,  DET,  DENVER  DA  S  OFC 
tt    FITZPATRICK,  JAMES  JOSEPH,  DIV  CHF,  PD 
tt   FOOS,  THOMAS  C,  LT,  PD 

GALLAGHER,  BRIAN  DEE,  CPT,  PD 
tt   GARRITY,  JOSEPH  E,  CPT,  PD 
GOLD,  EUGENE  EDWIN,  SGT,  PD 
GREEN,  LESTER  NORMAN,  LT,  PD 
107  tt   GROSS,  DAVID  J,  LT,  PD 
143   HANEY,  THOMAS  PATRICK,  JR,  DIV  CHF,  PD 

PD 

PD 
CHF  DEP  DA,  DENVER  DAS  OFC 
JR,  SA,  FBI,  (PTLM,  PD) 


81 
121 
142 
110 
192 

93 
152 
162 


122 

96 

12 

141 

37 

75 

192 

155 

79 

120 

94 

166 

158 

181 

175 

112 

161 

97 

156 

66 

53 

115 

60 

177 

148 


HARPER,  DARWIN  C,  CPT, 

HESALROAD,  LYLE  D,  CPT, 

HUFFMAN,  YALE  B.,  JR., 

IRWIN,  WILLIAM  HOWARD, 

JORDAN,  ROBERT  E.,  CAPTAIN,  PD 

KENNEDY,  CHARLES  JEROME,  DIV  CHF,  PD 

KOPYLOV,  JACOB,  CPT,  DENVER  CO  SD 

KRAUS,  RICHARD  CURTIS,  SGT,  CO  DEPT  OF  CORRECTIONS 

LAHEY,  THOMAS  C,  CAPTAIN,  PD 

LAWLESS,  DALE  FRANK,  LT,  PD 

LOPEZ,  LOUIS  J,  LT,  PD 

LUECK,  JEROME  KENNETH,  SGT,  PD 

LUSK,  DAVID  HAMPTON,  SGT,  PD 

MALDONADO,  JUAN  ANTONIO,  DIV  CHF,  PD 

MANG,  PETER  BRAMLEY,  INSPR,  CO  BU  OF  INVSTGN 

MCGOWAN,  HENRY  D,  MAJ,  CO  SPTL 

MCNAMEE,  RICHARD  THOMAS,  INVSTGR,  ARAPAHOE  CO  DA'S  OFC 

METROS,  STEVE  C,  CPT,  PD 

METZINGER,  ALTA  MARGARETTE,  SGT,  PD 

MOLINE,  KENT  D. ,  LT,  COLORADO  STATE  PATROL 

NELSON,  WALTER  G. ,  CHF  INVSTGR,  DA'S  OFFICE 

ONEILL,  MICHAEL  T,  CPT,  PD 

ONEILL,  THOMAS  LEO,  CAPTAIN,  DIVISION  CHIEF, 

ORGAN,  ROBERT  EMMETT,  JR,  SGT,  PD 

PATTERSON,  MONTE  CLAY,  LT,  PD 
108  It   PENNEL,  LAWRENCE  W,  CAPTAIN,  PD 

39  tt   PREUITT,  WILLIAM  GEORGE,  CPT  OF  POLICE, 
149  tt   PULLIN,  CHARLES  HERSHAL,  LTC,  CO  SPTL 

ROWE,  ERNESTINE,  US  MARSHAL,  DIST  OF  CO 

RUBIN,  DANIEL  DAVID,  CPT,  PD 

SCHIPPERS,  RICHARD  J.,  DEP  CHF, 

SINGLETON,  JOHN  HENRY,  SGT,  PD 

SMITH,  CHARLES  FRANK,  SGT,  PD 

STAEBELL,  DAVID  RONALD,  SGT,  PD 

TANGYE,  ROYAL  M. ,  CAPTAIN,  PD 

WALTER,  GARY  KENNETH,  CPT,  PD 

WELSH,  GEORGE,  JR,  CHF  DEP,  USMS 

WHITESIDE,  CARL  WALLACE,  DEP  DIRECTOR,  CO  BU  OF  INVSTGN 

WISE,  JOHN  HENRY,  MAJ,  CO  SPTL 

WOLFE,  BILLY  D,  LT,  PD 

ZAVARAS,  ARISTEDES  W,  COP 


PD 


127 
164 

59  tt 
141 
172 
130 

63  tt 
144  tt 
139 
131 
177 
101  # 
117  tt 
DILLON 
183 


PD 


COLORADO  SPTL 


CLINE,  GARY  CHARLES,  COP 


160   GARDNER,  WILLIAM  PAYTON,  III,  SHF  OF  LA  PLATA  CO 
78  tt   GARNAND,  JOHN  A.,  CHIEF  OF  POLICE 
46  tt   HUBERTUS,  CLOYD  F.,  CHIEF  OF  POLICE 

122   NEES,  HAROL  HUGH,  COP 


COLORADO  -  COLORADO 

117   NOBLE,  HILLIAMD.,  SGT,  PD 

140  SMITH,  DALE  ROSS,  LT,  PD 

16  *  SULLIVAN,  R.  BRUCE,  SHF  OF  LA  PLATA  CO 
184   TROSTEL,  MARK  VANCE,  LTC,  CO  SPTL 
99   HIGGINS,  CHRISTOPHER  R,  COP 
EAGLE 

157   JOHNSON,  A  J,  SHF  OF  EAGLE  CO 
ENGLEHOOD 
133   ARTHUR,  KEITH  JON,  JR,  CPT,  CHERRY  HILLS  PD 
176   BOCK,  THOMAS  NELSON,  LT,  DPS 
80  tt   FRAZIER,  RONALD  D,  DIV  CHF,  PD 

141  GRANT,  CHARLES  DREHERY,  JR,  CHF  INVSTGR,  DA  OFC 

186  GRIFFIN,  TIMOTHY  LEON,  SGT,  CHERRY  HILLS  PD 

187  KNIGHT,  MICHAEL  THOMAS,  DEP  CHF  INVSTGR,  18TH  JUDICIAL 
184   KNOLL,  STEVEN  RICHARD,  LT,  PD 

151   MOORE,  ROBERT  EDWARD,  III,  DIV  CMDR,  PD 
122   STANLEY,  ALLAN  FRANCIS,  DIR  CHF,  DPS 

142  VANDERMEE,  THOMAS  EDHARD,  LT,  PD 
ESTES  PARK 

140  tt   AULT,  ROBERT  WENDELL,  COP 
85  It   ESSEX,  DAVID  J.,  CHF  RANGER,  NPS 

101   PROTTO,  JAMES  L.,  SUPVY  PARK  RANGER,  NPS 
EVANS 

156   EVANS,  ROBERT  RICHARD,  JR,  COP 

153   GUTHRIE,  MICHAEL  LOREN,  COP 
FEDERAL  HEIGHTS 

143  ACKER,  LESTER  DALE,  JR,  COP 
93   FARRIS,  DWAIN  D,  COP 

178   LOVETT,  MITCHELL  LEE,  LT,  PD 

190   MCLAUGHLIN,  RODGER  DALE,  SGT,  PD 
FIRESTONE 

181   MONTGOMERY,  DAVID  LOUIS,  COP 
FORT  CARSON 

106   DAVIS,  PETER  A,  LTC,  USA 

187   DENNIS,  WADE  FRANKLIN,  MAJ,  USA 

111   DINKEL,  ERNEST  H,  JR,  MAJ,  USA 

165   HARDISON,  DONALD  RAY,  SA,  USACIDC 

196   HILL,  DOUGLAS  EDWARD,  CWO  3,  USA 

193   HUDSON,  L  PAUL,  CWO  IV,  USA 

140   MARQUITH,  DAVID  NICHOLAS,  CWO  IV,  USA 

131  MCGILL,  DENNIS  RAY,  LTC,  USA 
113  tt   PICKENS,  MONTE  LEE,  MAJ,  USA 

FORT  COLLINS 

167  ALDERDEN,  JAMES  ALAN,  SHF  OF  LARIMER  CO 

140  BROOKSHER,  FRANCIS  MARION,  SGT,  LARIMER  CO  SO 

86  *  EYCHNER,  DANIEL  E.,  ASST  CHF,  PD 

111  tt   FELDMAN,  DAVID  Y.,  DIVISION  CHIEF,  PD 

175  FRANK,  DARRELL  LEE,  LT,  LARIMER  CO  SD 

158  HARRISON,  DENNIS  VERN,  COP 

160  HOPKINS,  DONN  FRANCIS,  COP 

144  KAMMERZELL,  JOHN  LEROY,  MAJ,  LARIMER  CO  SO 

123  tt   LLOYD,  MYRON  EUGENE,  LT,  PD 

132  MCCOSH,  PATRICK  DEAN,  INSPR,  LARIMER  CO  SD 
130  PERMAN,  GARY  JAMES,  LT,  PD 

171   REED,  HOWARD  LEE,  DIV  CMDR,  PD 
54  tt   SHIPLEY,  LEE  V,  CHF  INVSTGR,  DA'S  OFC 

185   TAYLOR,  JACK  M,  SGT,  PD 
88  tt   THOMAS,  WILLIAM  E,  USHF,  LARAMIE  CO  SO 

101  *  WALLACE,  JERRY  L.,  DIVISION  CHIEF,  PD 
FORT  LUPTON 

156   WARD,  GEORGE  RICHARD,  COP 
FORT  MORGAN 

110   DOUGHERTY,  MICHAEL  L.,  USHF,  MORGAN  CO  SD 
FT  COLLINS 

146   WILSON,  PHILLIP  ROY,  AGENT,  LARIMER  CO  SO 
GEORGETOWN 

197   KRUEGER,  DONALD  WILLIAM,  SHF  OF  CLEAR  CREEK  CO. 

126   MCGUIRE,  JOSEPH  EUGENE,  USHFC  CLEAR  CREEK  CO  SO 
GLENDALE 

180   BURGE,  KENNETH  EDWARD,  COP 

189  tt   WOLF,  MARK  RANDALL,  LT,  PD 
GLENHOOD  SPRINGS 

188   BASCOM,  ELIZABETH  ANN,  CHF  INV,  NINTH  JUDICIAL  DA  OFC 

141  U   PIDGEON,  KENNETH  ROBERT,  CPT,  GARFIELD  CO  SD 

199   VALLARIO,  LOUIS  JOSEPH,  LT,  PD 

121   WILLIAMS,  DONALD  RAY,  DET  LT,  PD 

175  WILSON,  TERRY  LEE,  LT,  PD 
GOLDEN 

10  tt  BARLOW,  WILLIAM  0.,  DEP  SHF,  JEFFERSON  CO  SO 

140  #  BECKHAM,  RONALD  LEE,  SHF  OF  JEFFERSON  CO 

108  #  BOEKA,  DENZIL  L.,  USHF,  JEFFERSON  CO  SD 

188  BOYD,  RICHARD  MERLE,  CPT,  JEFFERSON  CO  SD 

176  BRINSON,  JAMES  IRAN,  CPT,  JEFFERSON  CO  SD 

128   DEMPSTER,  JOHNNIE  WESLEY,  CMDR,  JEFFERSON  CO  SD 
92  *  EDWARDS,  DONALD  V,  ADMIN  CMDR,  JEFFERSON  CO  SO 
44  *  ENLOW,  CARL  E.,  SHF  OF  JEFFERSON  CO 
57  *  EROSKY,  ANTHONY,  CPT,  CHF  INVSTGR,  JEFFERSON  CO 
125  H   FOULKE,  TERRY  ATHOL,  LT,  PD 

194   GOODHIN,  DENNIS  GUY,  CHF  INVSTGR,  JEFFERSON  CO  DA  0 
53  *  HAWLEY,  B.  LEWIS,  CHF  INVSTGR,  DA'S  OFC,  FIRST  J 
74   KECHTER,  RAYMOND  R.,  ADMIN  OFCR,  JEFFERSON  CO  DA  OF 
185   KILPATRICK,  WILLIAM  CHARLES,  III,  CMDR,  PD 
171   MATTHEWS,  DOUGLAS  FREDERIK,  USHF,  JEFFERSON  CO  SD 
102   MCALLISTER,  DAVID  F,  CHF/DIR,  DPS  (POLICE) 
178   SHRADER,  JEFFERY  ALAN,  LT,  JEFFERSON  CO  SD 
145  *  SPENARD,  EARL  JOSEPH,  JR,  MAJ,  JEFFERSON  CO  SD 

GRA^JUNCTI^  "0BERT  S'  JR'  CPT'  JEFFERS°N  C°  SD 
70  II   BECKER,  MAURICE  GEORGE,  CPT,  CO  SPTL 
100  *  BURG,  LEE  J.,  CPT,  PD 


141   CLAUSSEN,  RIECKE  EDWARD,  SHF  OF  MESA  CO  SD 

189  DILLON,  RICHARD  EDWARD,  LT,  MESA  CO  SD 
118  tt   EVERS,  ROBERT  ALLEN,  COP 

178   JACKSON,  JOHN  CHARLES,  LT,  PD 

34  tt   JOHNSON,  KARL  M. ,  CHIEF  OF  POLICE 
155  *  LARSON,  ROBERT  ELLIOTT,  LT,  PD 
165   LONG,  HARRY  SYKES,  JR,  CPT,  PD 
196   NORDINE,  MICHAEL  ARDEN,  LT,  PD 
163   SHERMAN,  DENNIS  KEITH,  INVSTGR,  PD 
104  tt   SILVA,  JOSE  R.,  SGT,  MESA  COUNTY  SO 
117   SLOAN,  DAROLD  G,  COP 
57  tt   VANDERTOOK,  H  E,  CHIEF  OF  POLICE 
112  tt   WILLIAMS,  LESLIE  R.,  SHF  OF  MESA  CO 
169   WOOLEY,  JESSE  DAVID,  USHF,  MESA  CO  SD 
109  tt   WYNKOOP,  KENNETH  I,  LT,  PD 
GREELEY 
174   COOKE,  JOHN  BAILEY,  LT,  WELD  CO  SD 
127   DILL,  RICKY  GARLAND,  ACTING  USHF,  WELD  CO  SO 
196   DONAHUE,  KENT  DUANE,  CPT,  PD 
158   DULEY,  RONALD  GREGORY,  SGT,  PD 
114  tt   HIRSCH,  ROBERT  E,  LT,  PD 
146   LANGFORD,  LESTER  WAYNE,  CPT,  PD 
116   LUTZ,  DONALD  L.,  LIEUTENANT,  PD 
153   MCGUIRK,  STEPHEN  CRAIG,  LT,  WELD  CO  SO 

139  MILLER,  JOSEPH  MICHAEL,  CPT,  WELD  CO  SD 

190  RUSCH,  HENRY  EVART,  SUPVR,  WELD  CO  SO 
182   SAVAGE,  MICHAEL  DEAN,  CPT,  PD 

165  STATLER,  JOHN  CONWAY,  JR,  LT,  PD 

109   URISTA,  TERRENCE  D,  LT,  UNIV  OF  NORTHERN  CO  PD 
GREENWOOD  VILLAGE 

166  THORNTON,  LAIRD  LAVELLE,  CPT,  PD 
180   WAUGH,  RICHARD  GARY,  COP 

GUNNISON 

140  *  FERGUSON,  JOLYON  STUART,  SGT,  PD 

191  KEEHNE,  JAMES  ROBERT,  COP 
114   YATES,  TOMMY  B,  COP 

JULESBURG 

137   EWOLDT,  DELBERT  LEROY,  USHF,  SEDGWICK  CO  SD 
LA  JUNTA 

195   HIDUP,  CHARLES  ALBERT,  COP 
LAFAYETTE 

116  It   STALLUP,  LARRY  S,  COP 
LAKEWOOD 

53  *  BRACE,  EUGENE  M. ,  SPC  INVSTGR,  DA  OFC,  FIRST  JUD 
BURCH,  BURDELL  BERGSTROM,  LT,  PD 

DATTILO,  ANTHONY  ALLEN,  SA,  CO  DEPT  OF  CORRECTIONS 
GRAHAM,  ROBERT  EMMETT,  PTLM,  PD 
JOHNSTON,  CHARLES  J,  DIR,  DPS 
LIDDELL,  ROBERT  JAMES,  LT,  PD 
PALMER,  WILLIAM  PETER,  JR,  LT,  PD 
PATTERSON,  JOHN  HAROLD,  LT,  PD 

SCHUMACHER,  DAVID  RUSSELL,  INVSTGR,  DEPT  OF  CORRECTIONS 
YOUNGS,  ALAN  CHARLES,  CPT,  PD 


187 
136 
129 
104 
177 
171 
196 
134 
166 
LAMAR 
12 
184 
160 
141 


COY,  SHIRLEY  D. ,  DEP  SHF,  PROWERS  CO  SO 
HALL,  JOHN  NEAL,  COP, 
HERNANDEZ,  JOSE,  CRIM  INVSTGR,  DA  OFC 
HOLLAR,  RICHARD  HUGH,  CPT,  PD 
LEADVILLE 

92  *  BALLTRIP,  ROY  K.,  SHF  OF  LAKE  CO 
LITTLETON 
182   ACREE,  JACK  LYNN,  CPT,  ARAPAHOE  CO  SD 
163   ARMSTRONG,  ROBERT  EDWARD,  CPT,  ARAPAHOE  CO  SD 
154   BECKMAN,  BRUCE  OWEN,  LT,  PD 
178   BRANDT,  ROBERT  CHARLES,  JR,  DIV  CMDR,  PD 
104  tt   CAMP,  CRAIG  E,  COP 

191   CAMPBELL,  MARK  RICHARD,  CPT,  ARAPAHOE  CO  SO 
193   CREADON,  PAUL  FRANCIS,  LT,  PD 
120   HARTMAN,  BOBBY  JOE,  LT,  ARAPAHOE  CO  SO 
173   HENN,  FRANCIS  WILLIAM,  JR,  CPT,  ARAPAHOE  CO  SD 
90  tt   HOBSON,  MARION  B,  COP 
138   KLEIN,  DONALD  JAKE,  LT,  ARAPAHOE  CO  SD 
57  *  MARAGGOS,  WILLIAM,  JR.,  CHF  INVSTGR,  ARAPAHOE  CO  SO 
130  tt   MARTIN,  RONALD  DEAN,  CPT,  ARAPAHOE  CO  SD 
135   ROBINSON,  JOHN  GRAYSON,  CPT,  PD 

SEXTON,  ROBERT  CURTIS,  CHF  INVSTGR,  CO  ATTY  GEN 
SPEARS,  LYNN  ALVIN,  CPT,  ARAPAHOE  CO  SD 
SPENCE,  PHILLIP  REGAN,  CPT,  ARAPAHOE  CO  SD 
STANLEY,  CLIFFORD  VERNON,  CHF  INVSTGR,  DA  OFC,  ARAPAHOE 
SULLIVAN,  PATRICK  J,  JR,  SHF  OF  ARAPAHOE  CO 
TARDY,  EDMOND  PETER,  III,  LT,  PD 
TAYLOR,  WAYNE  LEWIS,  LT,  ARAPAHOE  CO  SO 
WILLIAMSON,  JAMES  MONROE,  LT,  PD 
LONGMONT 
135  *  ACKERMAN,  JON  ERIC,  LT,  PD 

BUTLER,  HAROLD  MICHAEL,  LT,  PD 
tt   HEBREW,  CAROL  DEAN,  DIRECTOR  OF  PUBLIC  SAFETY 
tt   JOHNS,  HARRY  C,  JR,  COP 

LAUHON,  TERRY  JAN,  CPT,  POL  BU 
PERKINS,  TIMOTHY  ALLEN,  DET  SGT,  PD 
145  It   RAINGUET,  FRED  WILLIAM,  JR,  DIR  OF  POL,  DPS 
195   WITTICH,  BRUCE  ALLEN,  SGT,  PD 
LOVELAND 
184   ANDERSEN,  RONALD  ELTON,  DET  SGT,  PD 
BROWN,  TIMOTHY  MICHAEL,  PTLMN,  PD 
DAVISON,  DAVID  ALLAN,  CPT,  PD 
DAWSON,  GARTH  C,  DIR  OF  INFO,  LARIMER  CO 
HIGNEY,  CHARLES  JOSEPH,  JR,  SGT,  PD 
HOY,  ARTHUR  A.,  CAPTAIN,  PD 


126 
148 
198 
52 
111 
166 
121 
146 


157 

62 

87 

159 

179 


165 
132 

73 
167 

98 


116  *  KINKENNON,  THOMAS  W,  CHF  DEP,  LARIMER  CO  SD 
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COLORADO  -  CONNECTICUT 

122   SCHMOLL,  HILLIAM  FLOYD,  CPT,  PD 
MANITOU  SPRINGS 

128   GREENHAN,  HARRY  FRANKLIN,  JR,  COP 

137  tt   HUMPHREY,  JOHN  EUGENE,  COP 
ME  EKER 

91   KRACHT,  ROBERT  E.,  SHF  OF  BLANCO  CO 
MONTE  VISTA 

190   KRAMER,  KARL  ERNC.ST,  LT,  PD 

142   MARTINEZ,  FRANK  ROBERTO,  COP 
MONTROSE 

196   CHINN,  THOMAS  EDHIN,  DIV  CMDR,  PD 

103  I  HOEY,  GERALD  R,  COP 

162   SELLERS,  CHARLES  RICHARD,  INVSTGR,  PD 
HT.  CRESTED  BUTTE 

135   TURNER,  ROLAND,  COP 
NORTHGLENN 

195   CARMOSINO,  BETH  ANN,  SGT,  PD 

133  *  CROH,  ALBERT  LEE,  SGT,  PD 

172   VAN  HOUTEN,  RUSSELL  LEHIS,  CMDR,  PD 

180   HALTERS,  RODNEY  DEAN,  CMDR,  PD 
PAGOSA  SPRINGS 

176   MAY,  OTIS  DIXSON,  CPT,  ARCHULETA  CO  SD 


PARKER 
173 
198 

105  n 


CORNELIUS,  THOMAS  ROBERT,  COP 
KING,  DAVID  KELLY,  LT,  PD 
SCHERHITZ,  RICHARD  L,  COP 

P176   DOBBINS,  CHRISTOPHER  CHUCK,  MSGT,  USAF 
122   DORLAND,  GARY  ALLEN,  CPT,  USAF 
177   PREDMORE,  THOMAS  REILLY,  MSGT,  USAF 
154  tt   TAYLOR,  EARL  VERN,  COL,  USAF 

PLATTEVILLE 
192   DONEHAR,  GREGORY  PAUL,  COP 


PUEBLO 

192 

114  # 

151 

150 

173 

172 

120 

127 

197 

199 
52  tt 
68  tt 

107  tt 

189 

164 

181 

102  * 
98  * 

138  A 
54  A 
14  * 

117 
RIFLE 

131 


ADAMS,  RONALD  LARRY,  MAJ,  CO  SPTL 

ARCHULETA,  RUBEN  E.,  COP 

BILLINGS,  JAMES  HARREN,  JR,  COP 

BUCKALLEH,  LARRY  EUGENE,  SHF  OF  PUEBLO  CO 

CLEMENTI,  JAMES  DEAN,  CPT,  CO  SPTL 

CORSENTINO,  DANIEL  LEE,  SHF  OF  PUEBLO  CO 

CUMBEE,  RICHARD  SHERIDAN,  ASSOC  VP,  UNIV  OF  CO 

ERCUL,  JOHN  PHILLIP,  CPT,  PD 

GODDARD,  RICHARD  EDHARD,  CPT,  PD 

HALL,  JUSTIN  RICHARD,  CMDR,  PUEBLO  CO  SD 

HARPER,  ROY  F.,  CHIEF  OF  POLICE 

HURLEY,  HILLIAM  THOMAS,  MAJ,  DEP  CHF,  PD 

KONCILJA,  JOHN  H. ,  SERGEANT,  PD 

LIPICH,  RICHARD  THOMAS,  SGT,  PD 

RHODES,  EDDIE  CHARLES,  SGT,  PD 

SAMEK,  STEVEN  PAUL,  SGT,  PD 

SILVA,  ROBERT  0.,  COP 

SIMON,  ROBERT  E.,  COP 

SMITH,  RALPH  LEROY,  SGT,  PD 

STIFFLER,  J.  E.,  SR. ,  DEP  CHF,  PD 

THOMPSON,  RALPH  C. ,  CHF  DEP  SHF,  PUEBLO  CO  SO 

TISING,  JAMES  R.,  DIR  OF  POL,  UNIV  OF  SO.  CO  PD 


MEISNER,  DARYL  LYNN,  LT,  PD 
ROCKY  MOUNTAIN  NATIONAL  PARK 

74   CONE,  HAYNE  B.,  ASST  SUPT 
SALIDA 

94  *  BERRY,  CHARLES  E.,  SHF  OF  CHAFFEE  CO 
115   POST,  LEONARD  H. ,  CHIEF  OF  POLICE 
192   SANCHEZ,  MICHAEL  JAMES,  ASST  CHF,  PD 
SHERIDAN 

113   VANARSDOL,  JACKIE  D,  COP 
SPINGFIELD 

96  #  DAPRON,  BERTIE  C,  JR,  SHF  OF  BACA  CO 
STEAMBOAT  SPRINGS 
133   DECHANT,  DAVID  FRANCIS,  PTL  OFCR,  PD 
170  It   JENSEN,  ROGER  ALLEN,  COP 
STERLING 

53  »  ONEAL,  HUGH  N.,  COP 
149   ZIEHER,  DAVID  JAMES,  LT,  PD 
THORNTON 
133  *  LONG,  CHARLES  HILLIAM,  CPT,  PD 
155   NELSON,  RANDY  LEE,  CPT,  PD 
168   REATHER,  KENNETH  ALLEN,  CPT,  PD 
187   HILMES,  KARL  HAYNE,  LT,  PD 
TRINIDAD 
163   HONTOYA,  JAMES  ANDREH,  COP 
121   HOLFE,  HILLIAM  CLIVE,  LT,  CO  SPTL 
VAIL 
189   MORRISON,  GREGORY  THOMAS,  COP 
128  *  HOTTA,  RUSSELL  ANTHONY,  COP 
HESTCHESTER 

163   COHHIG,  GERALD  JOSEPH,  COP 
HESTMINSTER 
162   BIRK,  LEE  ARTHUR,  CPT,  PD 

BRISNEHAN,  RAYMOND  H.,  CPT,  PD 
CASEY,  PATRICK  FRANCIS,  LT,  PD 
CRESSMAN,  MICHAEL  EMIL,  LT,  PD 
HAUPTHANN,  DONALD  V.,  DIV  CHF  OF  INVSTGN,  PD 
JOHNSON,  CHARLES  THOMAS,  CPT,  PD 
HASON,  HILLIAM  ALBERT,  LT,  PD 
RAIA,  MATTHEH  ANTHONY,  CPT,  PD 
HILSON,  ALAN  LEE,  LT,  PD 
HHEAT  RIDGE 
151   CASSA,  JOSEPH  EUGENE,  DIV  CMDR,  PD 
CHISM,  JACK  ANTHONY,  LT,  PD 


78 
149 
179 

89 
186 
172 
131 
194 


170 


190   GRAY,  JAMES  FRANKLIN,  SGT,  PD 

179  HAMMOND,  SAMUEL  HADE,  LT,  PD 
138  tt   RAY,  LAURENCE  EDHARD,  CMDR,  PD 

HOODLAND  PARK 
194   GOMES,  JOHN  JOSEPH,  LT,  PD 

180  RULO,  MICHAEL  LAHRENCE,  DEP  CHF,  PD 
HRAY 

188    ZULAUF,  BRUCE  ALAN,  SHF  OF  YUMA  CO 

CONNECTICUT 
ANSONIA 

83   MCGRATH,  JAMES  J,  COP 


AVON 
177 

97  # 
142 
179 
165 
115 
100  * 

87 
124  * 
108  # 
198 
149 
171 
120  # 

78  tt 

BERLIN 

118 

106 

180 


PD 
PD 


AGNESI,  PETER  AUGUST,  SGT,  PD 
CAVANAUGH,  FREDERICK  F,  SGT,  PD 
HANKARD,  MARTIN  JOSEPH,  SGT,  PD 
HOHE,  STEVEN  ALLEN,  SGT,  PD 
KULIKOHSKI,  STEVEN  JOSEPH,  SGT, 
LEMAY,  HAROLD  T,  JR,  LT,  PD, 
MACDONALD,  WILLIAM  L.,  JR.,  SGT, 
MARTINO,  JAMES  A.,  JR,  COP 
MURPHY,  DONALD  MICHAEL,  SGT,  PD 
OLSON,  PAUL  A,  JR,  CPT,  PD 
RINALDO,  V.RK,  LT,  PD 
SODERBURG,  GREGORY  JOSEPH,  SGT,  PD 
SYLVESTER,  ROGER  PAUL,  SGT,  PD 
TRANSUE,  THOMAS  ALBERT,  SGT,  PD 
ZACCHIO,  DOMENIC  A,  COP 


CHANT,  PAUL  KENNETH,  LT,  PD 
CHARAMUT,  GERALD  R,  COP 
KLETT,  JOHN  MICHAEL,  LT,  PD 
128  tt   MATTA,  PETER  MICHAEL,  JR,  SGT,  PD 
137   MCKONE,  HILLIAM  ROBERT,  SGT,  PD 
BETHEL 

185   CEDERGREN,  ROBERT  ALLEN,  DET  SGT,  PD 
BLOOMFIELD 
130   HOVENCAMP,  JAMES  EDHARD,  LT,  PD 
137   MULHALL,  RICHARD  COLLINS,  CPT,  PD, 
92  tt   TOCE,  ANTHONY  J,  DEPUTY  CHIEF,  PD, 
191   HEISHER,  STEVEN  H,  LT,  PD 
BRIDGEPORT 
165   DONOVAN,  JOHN  TIMOTHY,  CPT,  PD 

GIAMMATTEI,  JAMES  FRANK,  INSPR,  STATE  ATTYS  OFC 

LADUE,  NELSON  DAVID,  INSPR,  STATES  ATTY  OFC 

MIDDLETON,  LAHRENCE  R,  LT,  PD 

ORTIZ,  JESUS,  JR,  SGT,  PD 

SCANLON,  THOMAS  JOSEPH,  DEP  CHF,  PD 


132 

155 

172 

193 

168 
BRISTOL 

194   KALHAT,  DONALD  H,  CPT,  PD 
25  *  KANE,  JAMES  J.,  SERGEANT, 
97  tt   MURPHY,  GERALD  J,  LT,  PD 
BROOKFIELD 

196    SMITH,  HILLIAM  JOHN,  CPT, 


I'D 


PD 


CANTON 

54 

129 

162 


PD 


PD 


KEEFE,  CHARLES  J.,  JR.,  COP 
LADUCER,  JOHN  DAVID,  COP 
HHIRTY,  DAVID  MERRILL,  LT,  PD 
CHESHIRE  ,  nr^ 

126    ELLIOTT,  ROBERT  HILLIAM,  SGT,  PD 
199    IRVING,  ROBERT,  CPT,  PD 
94  It   SARTOR,  RICHARD  J,  COP 
118  *  YOUNGQUIST,  MARC  JOSEPH,  LT,  PD, 
CLINTON 
191   CHAPMAN,  HILLIAM  ELDREDGE,  LT, 
107    FAUGHNAN,  JOSEPH  P,  COP 

175  HELCH,  JOHN  ARTHUR,  SGT,  PD 
COVENTRY 

166   DOUGHTY,  RONALD  COLIN,  LT,  PD 
CROMHELL 

176  AHLQUIST,  PATRICK  MICHAEL,  SGT, 
154   ROOHR,  THOMAS  ALBERT,  SGT,  PD 
143   SALVATORE,  ANTHONY  JAMES,  COP 

DANBURY 
105  tt   BIRAGLIA,  JOSEPH,  LT,  PD 
149  tt   BLOMOUIST,  ROBERT  IVAR,  INSPR, 
191   MCNAMARA,  JAMES  S,  DET  LT,  PD 
195    ROSATO,  MARK  CHRISTOPHER,  CPT, 
166    SULLO,  ARTHUR  PATRICK,  CPT,  PD 
59  tt   TOBIN,  HILLIAM  F.,  CHIEF  OF  POLICE 
DARIEN 

98  tt   BATES,  ARTHUR  J,  CPT,  PD 
193   BUSSELL,  RONALD  HILLIAM,  LT,  PD 

JORDAN,  JOHN  WILLIAM,  CHIEF  OF  POLICE 
KOMM,  FREDERICK  WILLIAM,  III,  CPT,  PD 
MCMANUS,  HUGH  FRANCIS,  COP 
MUGAVERO,  EDWARD,  COP 


STATE  ATTY  OFC 
PD 


59  # 
180 
145 
27  # 
DERBY 

199 
EAST 
99 
174 
119 
155 


MASCOLO,  EUGENE  LOUIS,  LT,  PD 
HAMPTON 
tt   RAME,  EUGENE  B,  COP 

REIMONDO,  MATTHEW  ALAN,  COP 

TRUE,  PHILIP  DEAN,  COP 

WARGA,  JAMES  ANDREW,  SGT,  PD 
EAST  HARTFORD 
152   HANKARD,  JAMES  MICHAEL,  LT,  PD 

KENARY,  ROBERT  FRANCIS,  CMDR,  PD 
n   LEWIS,  RICHARD  J,  LT,  PD 

THAYER,  CHARLES  DANIEL,  JR,  CMDR,  PD 


146 
102 
120 


EAST  HAVEN 
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CONNECTICUT  -  CONNECTICUT 


197   EMONS,  JEFFREY  LOUIS,  SGT,  PD 
EAST  WINDSOR 

138   LAUFER,  THOMAS  JOSEPH,  SR,  COP 
EASTON 

142   CANDEE,  JAMES  RAYMOND,  CPT,  PD 

161   ECKERT,  LESLIE  STANLEY,  SGT,  PD 
92  tt   HANCE,  GERARD  J.,  COP 
ENFIELD 

124   CYBULSKI,  STEPHEN  ALAN,  PTLM,  PD 
96  tt   LORINO,  SALVATORE  V,  DET,  PD 

186   MARCOTTE,  RONALD  GERALD,  SR,  COP 

117  RUSSOTTO,  DARIO  J,  DET,  PD, 
FAIRFIELD 

102  tt   CAMPBELL,  FREDERICK  G,  CPT,  PD 

65  tt   CARROLL,  PATRICK  L,  DIR  OF  SEC,  FAIRFIELD  UNIV 
127   COMERS,  ROBERT  PAUL,  CPT,  PD 

188  DYER,  PAUL  CHRISTOPHER,  CPT,  PD 

145  EGGERS,  PETER  THEODORE,  III,  CPT,  PD 
110   GUNTER,  RICHARD  B.,  LIEUTENANT,  PD 

85  tt   MASTRONARDI,  ANTHONY  J,  COP 

109  MOCKALIS,  HILL I AM  E,  COP 
181   PECK,  DAVID  JOHN,  CPT,  PD 

136   RASMUSSEN,  RAYMOND  FREDRIC,  LT,  PD 

107  tt   SULLIVAN,  RONALD  T,  COP 

116  tt   TARGOHSKI,  EDWARD  F,  CPT,  PD 
163   TARGOHSKI,  FRANK  JOSEPH,  SGT,  PD 
FARMINGTON 
142   FLYNN,  PETER  JOHN,  LT,  PD 
161   INGVERTSEN,  PETER  NELSEN,  LT,  PD 

56  tt   MOORE,  RICHARD  H.  ,  COP 

135   OBRIEN,  ROBERT  EMMETT,  SGT,  PD 
175   RIO,  JAMES  VICTOR,  CPT,  PD 
81  tt   STUTZ,  GEORGE  R,  LT,  PD 
129   YATES,  JEFFREY  SKILTON,  CPT,  PD 
GLASTONBURY 
169   CARON,  DAVID  ANATOLE,  LT,  PD 

110  tt   DONNELLAN,  JOHN  T,  SGT,  PD 

122   FORAN,  DAVID  CLEMENT,  JR,  CMDR,  PD 
100  tt   FREIHEIT,  ALLAN  F,  JR,  LT,  PD 

103  tt   GIBBONS,  PAUL  J,  JR,  CMDR,  PD 

108  HAYES,  THOMAS  H,  CMDR,  PD 
23  tt   MCKAIG,  TERRENCE  J.,  COP 

146  tt   MCKEE,  THOMAS  JOSEPH,  CMDR,  PD 

189  SMITH,  DENNIS  UGO,  SGT,  PD 

106  THOMAS,  JAMES  M,  COP 
GRANBY 

141   MARRON,  JEREMIAH  PETER,  COP 

169  HATKINS,  DAVID  LEE,  SGT,  PD 
GREENHICH 

77  #  BASSETT,  GEORGE  W. ,  DET  CPT,  PD 

57  tt   BURKE,  THOMAS  C. ,  DEP  CHF,  PD 

118  DARROH,  GORDON  HISLOP,  LT,  PD 
71  *  LALLY,  JOHN  J.,  PATROLMAN,  PD 

173   MERCHANT,  DONALD  EDMUND,  CPT,  PD 
138   MOUGHTY,  KENNETH  JOHN,  DEP  CHF,  PD, 
39  tt   NEHTON,  THOMAS  M.  ,  CAPTAIN,  PD 

178  POHELL,  ROCCO  WILLIAM,  JR,  CPT,  PD 
112  tt   REYNOLDS,  HOWARD  K,  CPT,  PD 

28  tt   ROBBINS,  DAVID  W.  ,  COP 
121   ROBBINS,  PETER  JOHN,  CPT,  PD 
184   THOMPSON,  ROBERT  JOSEPH,  LT,  PD 
GROTON 
127   DAMICO,  MERRITT  JOHN,  DET,  PD 

119  #  EDWARDS,  JOHN  THOMAS,  DET  SGT,  PD 
167   HALL,  PETER  ANDREW,  LT.'PD 

158   MARTIN,  ROBERT  ALAN,  SGT,  PD 

140  SCHMITT,  JAMES  ALLEN,  DET,  PD 

152   SMITH,  WORLEY  FRANCOIS,  LT,  GROTON  TOWN  PD 

132   VISCIONE,  MARTIN  ALLEN,  DET,  PD 
GROTON  LONG  POINT 

167   WHITE,  GEORGE  ALAN,  COP 
GUILFORD 

99   BEAUVAIS,  ALBERT  H. ,  DEP  CHF,  PD 

134   CRUZ,  KENNETH  ROBERT,  COP 

138  GELO,  LAWRENCE  CARL,  DET,  PD 

125   HEERY,  NICHOLAS  WILLIAM,  DET  SGT,  PD 

170  TERRIBILE,  THOMAS  ANTHONY,  DEP  CHF,  PD 

107  THOMPSON,  DONALD  N,  LT,  PD 
HAMDEN 

112  tt   CAFANO,  PETER  P,  JR,  LT,  PD 
96   CRONIN,  JOHN  D,  INSPR,  PD 

74  HASBROUCK,  DONALD  H,  CHF,  SOUTHERN  CN  STATE  UNIV  PD 
131   KENNELLY,  JOHN  MICHAEL,  DET,  PD 

108  tt   MORRO,  FREDERICK  C,  SGT,  PD 

49  tt   MULHERN,  HUGH  EDWARD,  CHIEF  OF  POLICE 
143   NATALE,  PASOUALE  RALPH,  DET,  PD 
105   NOLAN,  ROBERT  FRANCIS,  CMDR,  PD 
170   PERRY,  LEWIS  JOSEPH,  JR,  SGT,  PD 

103  PERYER,  LAWRENCE  0,  CPT,  PD 

104  tt   RAUCCI,  RALPH  G,  SGT,  PD 
HARTFORD 

69  tt   BARBER,  THOMAS  A.,  LT,  PD 

113  It   BOURGEOIS,  HENRY  L.,  LT,  CT  SPOL 

179  BRIDEAU,  MANFRED  ARTHUR,  MAJOR,  CT  SPOL 
33  tt   EGAN,  JAMES  J.,  CPT,  PD 

141  HART,  MARTIN  RAYMOND,  JR,  INSPR,  DIV  OF  CRIM  JUSTICE 

139  tt   JACEWICZ,  JOHN  STEVEN,  CPT,  CT  SPOL 

75  KELLIHER,  FRANCIS  J.,  MAJOR,  PD 
124   KELLY,  BRIAN  WILLIAM,  LT,  PD, 

175   LACAPRUCIA,  LOUIS  EDWARD,  LT,  CT  SPOL 


174   LEAHY,  MARK  KEVIN,  CPT,  CT  SPOL 
169   LEONARD,  JOHN  ALLEN,  MAJOR,  CT  SPOL 
183   LOPEZ,  JOSE  LUIS,  SR,  SGT,  PD 

177  LYNCH,  EDWARD  JAMES,  MAJOR,  CT  SPOL 
125   MARTIN,  ARNOLD  LEE,  JR,  SGT,  PD 

19  *  MITCHELL,  JOSEPH  F.,  CO  DET,  HARTFORD  CO 
199   MORGAN,  WILLIAM  FRANCIS,  JR,  LT,  CT  STATE  CAP  POL 
96  tt   NESS,  ROBERT  W.  ,  TRP,  CT  SPOL 

178  OBORSKI,  STEVEN,  INSPR,  STATES  ATTORNEYS  OFC 
138  tt   OHARA,  JOHN  JEAN,  SGT,  CT  SPOL 

114  tt   OSHAUGHNESSY,  ROBERT  J,  LT,  CONNECTICUT  SPOL 
157  tt   OL'ELLETTE,  RAOUL  DOUGLAS,  LT,  CT  SPOL 
100  tt   PERRY,  JOSEPH  A,  JR,  COL,  CT  SPOL 

110  tt   ROBINSON,  FRANK  R,  CPT,  CT  SPOL 
160  tt   ROOT,  ROBERT  JAMES,  LTC,  CT  SPOL 

71  tt   ROWIN,  EDWIN,  LIEUTENANT,  PD 

94  tt   SCHOLTZ,  WALTER  J,  MAJ,  CT  SPOL 
186   SENICK,  GREGORY  KEITH,  MAJOR,  CT  SPOL 
189   SIKORA,  JOSEPH,  SGT,  PD 

111  SKINNER,  LAWRENCE  E,  INSPR,  STATE  ATTY  OFC 
36  tt   STOKES,  ABJOHN  C. ,  CAPTAIN,  PD 

35  tt   SULLIVAN,  WILLIAM  H.  ,  CAPTAIN,  PD 
183   WARREN,  PETER  FRANKLYN,  LT,  CT  SPOL 

173  WHEELER,  RICHARD  PAUL,  LT,  CT  SPOL 

93  tt   WILLIAMS,  LESLIE  W,  JR.,  CPT,  CT  SPOL 
MADISON 
181  tt   CAMERON,  JAMES  JAY,  COP 

174  ROLLINSON,  MICHAEL  GEORGE,  SGT,  PD 
MANCHESTER 

150   ABBIE,  ROY  NELSON,  LT,  PD 
118  tt   BROOKS,  JOSEPH  HAROLD,  CPT,  PD 
122  #  CLEVELAND,  ORVILLE  LEANDER,  LT,  PD 
102   GRAVES,  PATRICIA  A.,  LT,  PD 

108  GULIANO,  ROBERT  J,  CPT,  PD 

134  tt   HOLYFIELD,  RUSSELL  CRAIG,  CPT,  PD 

109  KOTSCH,  SAMUEL  W. ,  JR.,  CPT,  PD 
COP 

PD 


KOTSCH,  SAMUEL  H 
91  #  LANNAN,  ROBERT  D 
tt 

tt 


MAZZONE,  RAYMOND  A,  SGT, 

MINOR,  HENRY  R,  COP 

PRENTICE,  JOSEPH  A.,  DEPUTY  CHIEF,  PD 

TAMBLING,  ELI  B,  JR,  SGT,  PD 

WRIGHT,  DONALD  GILBERT,  LT,  PD 


102 

99 

17 

105 

159 

MERIDEN 

137   AMANN,  STEPHEN  EUGENE,  LT,  PD, 

tt   AWDZIEWICZ,  JULIUS  F,  DET,  PD 

BARRY,  TIMOTHY  FRANCIS,  LT,  CT  SPOL 

BEAVERS,  ROY  J,  LT,  CT  SPOL 
tt   COURTNEY,  EDWARD  JOSEPH,  COP 
tt   CUSTY,  RAYMOND  D.  ,  COP 
tt   HOURIGAN,  PAUL  L.,  DET  SGT,  PD 

KOSKO,  JOHN  JAMES,  DET  SGT,  PD 

LEWANDOWSKI,  FRANCIS  B,  LT,  PD 

TOPULOS,  TIMOTHY  SAMUEL,  SGT,  PD 

WILLIAMS,  FRANK  ALEXANDER,  PROG  CONSULTANT,  MUNICIPAL  P 
MIDDLETOWN 
157  tt   ARESCO,  LOUIS  CARMELO,  LT,  PD 
153  *  AYLWARD,  GEORGE  ROBERT,  COP 

BALDONI,  LYNN  MARY,  LT,  PD 

BIBISI,  JOSEPH  EMANUEL,  DEP  CHF,  PD 

BRUNT,  EDMOND  CHARLES,  LT,  CT  SPOL 

BUTURLA,  JOHN  JOSEPH,  LT,  CT  SPOL 

CLAYTON,  ROBERT  FRANCIS,  CPT,  PD 

GILL,  JAMES  AUGUSTINE,  CPT,  INSP.  STATES  ATTY  OFC 

ICE,  GEOFFREY  LEWIS,  LT,  CT  SPOL 

KNAPP,  DAVID  HOWARD,  CPT,  PD 

LEE,  RONALD  EUGENE,  DEP  CHF,  PD 

M'SADOQUES,  CLIFFORD  GEORGE,  LT,  CT  SPOL 

MARINO,  VINCENT  S.,  COP 

MARTIN,  ROBERT  W.  ,  DEPUTY  CHIEF,  PD 

OSORA,  RAYMOND  P,  DEPUTY  CHIEF,  PD 

PAGONI,  BENJAMIN  JOSEPH,  LT,  CT  SPOL 

RIOUX,  WAYNE  IRVING,  LT,  CT  SPOL 

SNYDER,  THOMAS,  CPT,  CT  SPOL 

STEBBINS,  DANNY  ROBERT,  CPT,  CT  SPOL 

ULIANO,  RICHARD  R,  CPT,  PD 

VIOLISSI,  FRANK  CHARLES,  JR,  SGT,  PD 

WARD,  RELFORD  MICHIGAN,  SR,  SGT,  PD 

ZYWOCINSKI,  CARL  E.,  DEP  CHF,  PD 
MILFORD 
103   FLAHERTY,  THOMAS  E,  COP 

FOURNIER,  STEVEN  BRUCE,  CPT,  PD 

GRAHAM,  WILLIAM  HUNT,  CPT,  PD 

MAYER,  HERBERT  WALTER,  SGT,  PD 

MELLO,  KEITH  LAWRENCE,  CPT,  PD 

MOFFETT,  ALFRED  A.,  CAPTAIN,  PD 

SCHULTZ,  WILLIAM  J,  JR,  INSPR,  PD 


94 

176 

192 

67 

30 

84 

156 

132 

196 

165 


172 
135 
197 
199 
178 
144 
187 
144 
183 
191 
12 
54 
101 
198 
193 
196 
194 
106 
159 
165 
73 


197 
130 
143  tt 
190 
61  tt 
102  * 
MONROE 
109 
192 


GILLETTE,  TERRY  D. ,  DETECTIVE,  PD 
WALL,  DANIEL  PIERCE,  CPT,  PD 
NAUGATUCK 

182   BROUILLETTE,  TODD  ADRIAN,  LT,  PD 
NEW  BRITAIN 

90   COYLE,  WILLIAM  B.,  LT,  PD 
75  tt   GWIAZDA,  JOHN  A.,  ACTING  DEP  CHF,  PD 
107   MARINO,  LOUIS  P.,  LIEUTENANT,  PD 
130   MCDONALD,  WILLIAM  HUGH,  CHF,  CNTRAL  CT  ST  UNIV 
97  tt   MEEHAN,  WILLIAM  P,  LT,  PD 
100   MERCIER,  EDWIN  B,  JR,  DEP  CHF,  PD 
70  tt   ORMSBY,  THOMAS  JOSEPH,  COP 
187   OUELLETTE,  DARREN  CLARKE,  CPT,  PD 
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£ 

J 

z 
i 

< 
a 
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CONNECTICUT  -  CONNECTICUT 

168    RILEY,  MILTON  RICHARD,  JR,  DET,  PD 
80  I  HHITE,  KARL  B.,  JR,  SERGEANT,  PD 
50  I  ZENGA,  ARMOND  J..  LIEUTENANT,  PD 
NEH  CANAAN 
112   AMBRUSO,  ROCCO  J.,  LT,  PD 
185   BENDERNAGEL,  THOMAS  EUGENE,  SGT,  PD 
121    COLE,  ROBERT  ALLAN,  CPT,  PD 
46  tt   CORSON,  JAMES,  JR.,  CPT,  PD 
99  tt   DAM,  ERIK,  COP 
76  U   JONES,  HILLIAM  H. ,  LT,  PD 
38  It   KELLER,  HENRY  EDHARD,  COP 
142    LYNCH,  CHRISTOPHER  JOSEPH,  COP 
157    NADRICZNY,  EDHARD  JOSEPH,  LT,  PD 
101    READY,  EUGENE  F.,  DETECTIVE  LIEUTENANT,  PD 

92  I  SCOTT,  RALPH  M,  CHIEF,  PD 
133   HAINACHT,  ANDREH  JOHN,  DET,  PD 
168   HARREN,  NICHOLAS  EDHARD,  SGT,  PD 
176   HOOD,  STEPHEN  HILLIAM,  LT,  PD 
NEH  HAVEN 
150   ANTUNES,  GERALD  MANUEL,  LT,  DEPT  OF  POL  SER 
COHENS,  ODELL,  LT,  DEPT  OF  POL  SERV 
DIRIENZO,  ANTHONY  G. ,  JR.,  US  MARSHALL,  USMS 
EAGAN,  RAYMOND  J.,  ASST  CHF,  PD 
EAGAN,  RAYMOND  J.,  JR.,  ASST  CHF,  PD 
GALLO,  LEONARD  LOUIS,  CMDR,  PD 
GIANNOTTI,  CARL  C,  CPT,  PD 
KEARNEY,  BRYAN  DERRICK,  CPT,  PD 
KILPATRICK,  HILDA  GRACE,  DET,  PD 
KOZAK,  RUSSELL  FRANCIS,  SGT,  YALE  UNIV  POL 
KRASZEHSKI,  HILLIAM  DAVID,  LT,  YALE  UNIV  PD 
LAHLOR,  GEORGE  F. ,  JR.,  CAPTAIN,  PD 
MCMANUS,  FRANCIS  V.,  COP 
MULLER,  THOMAS  PAUL,  MAJ,  PD 
ONEILL,  JAMES  FRANCIS,  CMDR,  PD 
ORTIZ,  FRANCISCO,  JR,  CPT,  PD 
PERROTTI,  JAMES  ANTHONY,  CMDR, 
POLIO,  JOSEPH  RALPH,  SGT,  PD 
ROCHE,  HILLIAM  F,  JR,  CMDR,  PD 
TULLO,  MICHAEL  N.,  LIEUTENANT, 
NEH  LONDON 
184   ACKLEY,  MARGARET  J,  DET,  PD 

130   GAVITT,  HILLIAM  CHARLES,  DET  LT,  PD,  „„„ 

192    SIMONEAU,  KENNETH  ALLEN,  SUPV  INSPR,  NEH  LONDON  STATES 
15  tt   HELLS,  CLARENCE,  CAPTAIN,  PD 
NEH  HILFORD 

97  #  ADAMS,  THEODORE  R,  COP 
MANCUSI,  JAMES,  COP 
MARCY,  HALTER  0,  LT,  PD 
MCCORMACK,  COLIN  DAVID,  CPT,  PD 
MRAZIK,  MICHAEL  CHARLES,  SGT,  PD 
SHEENEY,  JAMES  D.,  JR,  COP 
NEHINGTON 

92    BARNETT,  ALEXANDER,  JR.,  DET  SGT,  PO 
CASTOPPO,  FREDERIC  H,  JR,  SGT,  PD 
CLARK,  STEPHEN  MICHAEL,  SGT,  PD 
CONDON,  JAN  ELIZABETH,  SGT,  PD 
CONTROVILLAS,  HILLIAM  J,  JR,  LT,  PD 
COTTER,  HILLIAM  J.,  SGT,  PD 
MERHIN,  JEFFREY  EARL,  SGT,  PD 
MIANO,  NICHOLAS  RICHARD,  JR,  SGT,  PD 


137 

94 

25 

60 

153 

111 

199 

173 

160 

178 

58 

40 

129 

140 

170 

154 

160 

82 

90 


66 
105 
161 
195 
113 


150 
188 
172 
123 
114 
163 
171 


YALE  UNIV  PD 


PD 


POL  COMR,  TN  OF  NORTH  HAVEN 


N F  HTOHN 
168   CARNEY,  OHEN  DAVID,  LT,  PD 
128   DEJOSEPH,  MICHAEL  ANTHONY,  LT,  PD 
NORTH  HAVEN 

47  *  GAHRYCH,  HALTER  J. 
NORHALK 
126    FABRIZZIO,  ROBERT  PHILIP,  LT, 
FREDERICK,  ROBERT  H. ,  DET  SGT, 
PALMER,  MARK  ALAN,  SR,  LT,  PD 
RANDALL,  PETER  E,  SGT,  PD 
VIRGULAK,  FRANCIS  EDHARD,  CHIEF  OF  POLICE 
HALSH,  ANGELA  MARIE,  LT,  PD 
HALSH,  DANIEL  ROBERT,  CPT,  PD 


79 

171 

185 
47 

198 

190 
NORHICH 

179    FECTEAU,  AL  RYAN,  CPT,  PD 

166    FUSARO,  LOUIS  JOHN,  DEP  CHF,  PD 

139    TEHKSBURY,  HILLIAM,  JR,  CPT,  PD 
OLD  SAYBROOK 


PD 
PD 


99 
151 
181 
196 
155 
ORANGE 
117  tt 
125 
148 
121 
184 

67  tt 
198 
144  tt 
136  tt 


MOSCA,  EDMUND  H. ,  COP 
NIGOSANTI,  RICHARD  JOSEPH,  SGT,  PD 
ODONNELL,  CHARLES  THOMAS,  SGT,  PD 
VAN  DER  HORST,  ROBBERT,  SGT,  PD 
HARREN,  DONALD  MAX,  JR,  SGT,  PD 


CYBART,  JOSEPH  RICHARD,  LT,  PD 
DELANEY,  EDHARD  JOSEPH,  JR,  COP 
DOOLEY,  JOSEPH  MICHAEL,  ASST  CHF,  PD 
FERRILLO,  ANDREH,  JR,  LT,  PD 
GRECO,  MARK  ELLIOTT,  LT,  PD 
HEINZ,  JAMES  HENRY,  COP 
KENNY,  ROBERT  FRANCIS,  JR,  SGT,  PD 
RUBINO,  ROBERT  ARTHUR,  LT,  PD 
SIRES,  ROBERT  DESALES,  SGT,  DEPT  OF  POL  SERV 
PAHCATUCK 

180   CURIOSO,  RAYMOND  JUDE ,  SR,  SGT,  STONINGTON  PD 
PLAINVILLE 

95   COPPINGER,  DANIEL  J,  COP 
186   COSTANZO,  PETER  PAUL,  CPT,  PD 
123   HADDOCK,  JOHN  SMYRK,  SGT,  PD 
94   ROCHE,  FRANCIS  J.,  COP 
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PUTNAM 

194   BEAUDRY,  ROBERT  HILFRED,  CPT,  PD 
RIDGEFIELD 

189   MCGRAN,  DONALD  JOHN,  JR,  LT,  PD 

166  tt   MITCHELL,  ROBERT  PHILIP,  CPT,  PD 

182   MONCKTON,  DONALD  ERIC,  LT,  PD 

172   ROCHE,  JOHN  STEVEN,  CPT,  PD 

198   SCHARF,  CLIFFORD  M,  LT,  PD 
ROCKY  HILL 

92  tt   CATANIA,  CHARLES  F,  COP 
120  #  DUNN,  PHILIP  ROBERT,  COP 

138   HERBST,  JOHN  CLIFFORD,  LT,  PD 

172  MARINELLI,  GEORGE,  COP 

156   MAZZONE,  GARY  LOUIS,  INSPR,  CT  STATE'S  ATY  OFFICE 
181   ROSSI,  ARDO  ANTHONY,  JR,  SGT,  PD 
SEYMOUR 

173  BERES,  PAUL  MARTIN,  LT,  PD 
SHELTON 

93  tt   ANTHONY,  GEORGE  J,  LT,  PD 
SIMSBURY 

132   BECK,  RICHARD  GEORGE,  SGT,  PD 

60  tt   HANKARD,  THOMAS  J,  COP 
197   MENDELA,  JOHN  ANDREH,  LT,  PD 
140   SEVETZ,  PETER  P,  JR,  CPT,  PD, 

110  SHULL,  ALFRED  L.,  COMMISSIONER,  PD 
SOUTH  WINDSOR 

122   FELBER,  FRANCIS  JOHN,  JR,  YOUTH  OFCR,  PD 
115   GIULINI,  BRUNO  L.,  JR,  CPT,  PD 
128   GODIN,  ROLAND  JOSEPH,  LT,  PD 

111  HART,  THOMAS  C,  CMDR,  PD 

106   KASHETA,  EDWARD  W. ,  JR.,  SGT,  PD 

49  It   KERRIGAN,  JOHN  J.,  COP 

192   LEHIS,  GERALD  SCOTT,  CMDR,  PD 
101  *  RYAN,  WILLIAM  R.,  COP 
SOUTHINGTON 

189  POTTER,  JOHN  ALBERT,  SGT,  PD 

93   SIMONE,  GEORGE  F.,  JR.,  SERGEANT,  PD 
91  tt   SOLLACK,  JOSEPH  A,  COP 
STAMFORD 
163   BAKER,  DOUGLAS  ROBERT,  LT,  PD 

126  BOCCUZZI,  ARTHUR  FRANCIS,  J,  LT,  PD 
185   CONKLIN,  RICHARD  JAMES,  SGT,  PD 

95   CONSIDINE,  JOHN  T,  COP,  PD 
103   MAYER,  GEORGE  W,  JR,  DEP  CHF,  PD 
158   MCKOY,  LESTER,  LT,  PD 

95   OGRADY,  PHILIP  J,  JR,  INSPR,  STATE  ATTY  OFC, 

127  PERROTTA,  JOHN  FRED,  LT,  PD 

190  TEHME,  ROBERT  EDWARD,  SGT,  PD 
89  #  TOBIN,  KEVIN  F.,  CAPTAIN,  PD 

134   YOUNG,  WALTER  GARNETT,  DEP  CHF,  PD 

131  ERSKINE,  DAVID  PALMER,  DEP  CHF,  DEPT  OF  POL  SERV 

188  SMITH,  BRUCE  RICHARD,  SGT,  PD 

172  THIBDEAU,  ROBERT  EDMUND,  SR,  LT,  PD 
STORRS 

79  tt  CICCALONE,  JOSEPH  J,  COP,  UNIV  OF  CN  PD 
STRATFORD 

55  It  CARTEN,  JOSEPH  R.,  CPT,  PD 

50  It  CHAFFEE,  RAYMOND,  ASST  CHF,  PD 
98  It  DIFEDERICO,  HILLIAM  B,  LT,  PD 

119  DUNN,  ALFRED  WHEELLOCK,  LT,  PD 

156  IMBRO,  MICHAEL  ANDREW,  CPT,  PD 

95  It   MCNAMARA,  FRANCIS  R,  COP 

191  RODIA,  THOMAS  RALPH,  LT,  PD 

52  tt   TROLAND,  WILLIAM  J.,  CHIEF  OF  POLICE,  PD 
TORRINGTON 
114  U   DEPAOLI,  MARIO  R,  CPT,  PD 

195   SCHALLER,  TODD  MICHAEL,  SGT,  DEPT  OF  POL  SERV 
29  tt   WALL,  EDMOND  J.,  ASST  CHF,  PD 
TRUMBULL 
136   AMBROSINI,  THEODORE  JOSEPH,  COP 
ERNST,  JAMES  PAUL,  COP 
PORTEOUS,  NORMAN  W,  COP 


169 

86  tt 

VERNON 

164 

182 


GREENIER,  MICHAEL  ELDON,  LT,  PD 
HARDY,  MILTON  B,  JR,  SGT,  PD 
148  tt   KOLOGY,  GARY  G,  COP 
129   ROSSMY,  RUDOLF  MICHAEL,  COP 
WALLINGFORD  „  ,__,  „_ 

163   BEST,  DAVID  JOHN,  CHF  INSPR,  STATE  ATTY  OFC 
BEVAN,  JOSEPH  JAMES,  JR.,  COP 
CURRAN,  THOMAS  JAMES,  SGT,  PD 
DANIO,  RICHARD  J.,  LT,  PD 

HEALY I  PAUL  JOSEPH,  INSPR,  CHF  STATES  ATTY  FOR  CT 
*  MCKEON,  THOMAS  MICHAEL,  SGT,  PD 

tt   GUILTY;  JAMES  R,  JR,  INSPR,  CHF  STATES  ATTY  FOR  CT 
MATERBURY 
123  tt   ANTONACCI,  DENNIS  FRANCIS,  LT,  PD   T 

HEALY,  JOHN  FRANCIS,  JR,  INSPTR,  STATES  ATTY  OFC 
MORAN,  ROBERT  JOHN,  CPT,  PD 
SALVATORE,  PAUL  A.,  CAPTAIN,  PD 
51  tt   SULLIVAN,  FRED  T,  SUPERINTENDENT  OF  POLICE 
WATERFORD 
188   HURLEY,  MICHAEL  RICHARD,  DET,  PD 
123   PENDLETON,  MURRAY  JOSEPH,  DEP  CHF, 
109  tt   VI ENS,  THOMAS  W,  JR,  LT,  PD 
182   WEISS,  RICHARD  ERNEST,  DET,  PD 
WATERTOWN 
152   CARROLL,  JOHN  FRANCIS,  COP 
177   SCHEPIS,  DAVID  FRANCIS,  DET,  PD 


64 
180 

96 
125 

33 

98 


131 

164 

80 


PD 


180 


CONNECTICUT  -  DELAHARE 


HEST  HARTFORD 
183   BANNAN,  JOHN  HENRY,  JR,  SGT,  PD 
73  tt   BLASE,  JOSEPH  JOHN-,  CPT,  PD 

CARUCCI,  CRAIG  J,  ASST  CHF,  PD 
GAREWSKI,  JEFFREY  ALEXANDER,  SGT,  PD 
GRIMES,  JOHN  JOSEPH,  CPT,  PD 
113  tt   LITTLE,  ERNEST  F,  LT,  PD 
133   LUVETT,  STEPHEN  ROGER,  CPT,  PD 
MCCUE,  ROBERT  R,  ASST  CHF,  PD 
MCCUE,  ROBERT  THOMAS,  LT,  PD 
PELTON,  OLIVER  E,  CPT,  PD 
60  tt   RUSH,  WILLIAM  P.,  CHIEF  OF  POLICE 
194   STRILLACCI,  JAMES  JOSEPH,  COP 
156   SUCHOCKI,  JOHN  THOMAS,  JR,  CPT,  PD 
126  tt   HALSH,  ROBERT  VERNON,  ASST  CHF,  PD 
upcT  HAVEN 
188   CARPENTER,  GEORGE  VARNUM,  JR,  CPT,  PD 
CARROLL,  HARRY  JAMES,  COP 
FORBES,  THEODORE  WILLIAM,  ASST  CHF,  PD 
KNIEHL,  RUSSELL  FREDERICK,  ASST  CHF,  PD 
VIVIAN,  EDMUND  G. ,  SERGEANT,  PD 


117  tt 

181 

141 


88  tt 
167 
104 


133  tt 
164 
146 
18  tt 
HESTON 
186 
193 
151  tt 
122 
90 
133 


FERULLO,  MICHAEL  JAMES,  SGT,  PD 

FILSINGER,  CARL  THOMAS,  DET,  PD 

HILL,  ROY  WILLIAM,  JR,  SGT,  PD 

LAND,  ANTHONY  PAUL,  COP 

MCALEENAN,  JOSEPH  A.,  COP 

TURNER,  ROBERT  BRUCE,  DET,  PD 
WESTPORT 
162   BARTLETT,  ROYCE  BALDWIN,  INSPR,  PD 
145   BROWN,  DONALD  AUBREY,  JR,  CPT,  PD 

153  FIORE,  ALFRED  RAYMOND,  III,  CPT,  PD 

119  tt   MALONE,  RONALD  FRANCIS,  COP 

68  tt   MARKS,  GEORGE  H. ,  LIEUTENANT,  PD 

98  tt   STEFAN,  WILLIAM  A,  COP 
WETHERSFIELD 
159   CETRAN,  JAMES  LOUIS,  SGT,  PD 
149  tt   CLEMENS,  RICHARD  F,  JR,  LT,  PD 
122   GOLDBERG,  JACK  MICHAEL,  SGT,  PD 
176   HAFNER,  MARK  ROBERT,  SGT,  PD 

120  KARANGEKIS,  JOHN  STALIOS,  LT,  PD 
102  *  KNAPP,  T.  WILLIAM,  COP 

135   MATURO,  JAMES  ROBERT,  SGT,  PD 
174   SALVATORE,  JOHN  LEROY,  SGT,  PD 
32  #  SULLIVAN,  THOMAS  J.,  CHIEF  OF  POLICE 
128   WALSH,  RICHARD  JOHN,  III,  LT,  PD 

109  WOOD,  CARL  E.,  LIEUTENANT,  PD 
HILLIMANTIC 

170  BOLDUC,  PETER  MICHAEL,  SGT,  PD 
104   FLYNN,  WALTER  G. ,  LIEUTENANT,  PD 

110  KING,  MILTON  J,  COP 

187   MARUZO-BOLDUC,  LISA  MARIE,  CPT,  PD 

115  SLYMAN,  PAUL  M. ,  LIEUTENANT,  PD 

154  SPINNER,  CLIFFORD  HUGH,  LT,  PD 

63  tt   VIULLERMET,  MARTIN  D. ,  CHIEF  OF  POLICE 
WILTON 
151   BARRETT,  CHRISTOPHER  PATRICK,  EXEC  OFCR,  PD 

111  BARRINGER,  RICHARD  T.,  SGT,  PD 
101   BARTEK,  STEPHEN  A.,  SGT,  PD 

164  BELIVEAU,  RONALD  GEORGE,  DET  SGT,  PD 

184  KULHAWIK,  EDWARD  VINCENT,  SGT,  PD 

174  MCNEIL,  FRANCIS  R,  JR,  LT,  PD 

139  STOECKLE,  LAWRENCE  ARTHUR,  DET,  PD 

116  TOSCANO,  ANGELO  A,  COP 
WINDSOR 

121  MCDERMOTT,  PETER  JOSEPH,  JR,  CPT,  PD 

117  tt   NEVINS,  ROBERT  A,  LT,  PD 
104   RICCIO,  JOHN  J,  JR,  CMDR,  PD 

171  TRIGGS,  TIMOTHY  SPENCE,  CPT,  PD 
WINSTEAD 

133   BRAUTIGAM,  ROBERT  FREDERICK,  COP 
WINSTED 

195   CAMPI,  PAUL  ROYAL,  SGT,  PD 
WOODBRIDGE 

175  MARCUCCI,  EUGENE,  DET,  PD 
141   PHIPPS,  DENNIS  MICHAEL,  COP 
190   STUART,  RAYMOND  SCOTT,  LT,  PD 

DELAWARE 
BETHANY  BEACH 

145   GRAVIET,  CLIFFORD  MAURICE,  COP 
DOVER 

92  tt   BALTRUSCH,  LYLE  M,  LT,  PD 

140  It   BATES,  ROBERT  LANDON,  SR,  CPT,  PD 
190   BAYLOR,  DAVID  LAWRENCE,  CPT,  DE  SPOL 

165  BEAUCHAMP,  W  JAMES,  JR,  CPT,  PD 
130  tt   BULLOCK,  LYNN  ROBERT,  CPT,  DE  SPOL 

77  *  CAMAC,  DANIEL  H. ,  JR.,  LT,  PD 

125  tt  CAZER,  JAMES  L,  SGT,  DE  SPOL 

175  CHAFFINCH,  LEONARD  AARON,  CPT,  DE  SPOL 

112  tt  CORRIGAN,  JAMES  T,  CPT,  DE  SPOL 

198  DANIELS,  MARK,  LT,  DE  SPOL 

167  DEPUTY,  DAVID  EDWARD,  CPT,  DE  SPOL 

185  DINETTA,  THOMAS  PAUL,  CPT,  DE  SPOL 
86  #  DONOVAN,  CHARLES  0,  SR,  CPT,  PD 

153   ELLINGSWORTH,  ALAN  DONALD,  COL/SUPT,  DE  SPOL 
123   FAILING,  BOYCE  KENNETH,  MAJ,  PD 

133  tt   FORD,  HERMAN  LEE,  CPT,  PD 

96  tt   FORENSKI,  ROBERT  J,  LT,  DE  SPOL 

134  FORESTER,  JOSEPH  NEAL,  MAJ,  DE  SPOL 


95 
89 
106 
174 
110 
157 
173 
164 
184 
171 


180 
1 

195 
95 
83 
64 

137 


149  It   GOUGE,  ROBERT  MORRIS,  MAJ,  DE  SPOL 

114  tt   GRAY,  LARRY  D,  CPT,  PD 

197   HORVATH,  JEFFREY,  CPT,  PD 

102  #  HUTCHISON,  JAMES  L,  COP 

141  It   INMAN,  TERRENCE  MURRELL,  MAJ,  DE  SPOL 

ft   JACKSON,  HARRY  R,  JR,  CPT,  DE  SPOL 

tt   KLENOSKI,  JOE  A,  COP 

tt   KNOTTS,  WILLIAM  H,  LT,  PD 
LAIRD,  JOHN  J,  LT,  DE  SPOL 

#  LINGO,  JOHN  E,  JR,  (LTC),  DEP  SUPT,  DE  SPOL 
MACLEISH,  THOMAS  FREDERICK,  CPT,  DE  SPOL 
MAYS,  JAMES  ROBERT,  JR,  MAJ,  PD 
MCDONALD,  MICHAEL  JAMES,  MAJ,  DE  SPOL 

#  MOSLEY,  GEARY  WAYNE,  LT,  PD 
NEAL,  MICHAEL  EDWARD,  CPT,  DE  SPOL 

105  tt   NICKERSON,  SAMUEL  L,  MAJ,  DE  SPOL 
194   PAPILI,  JOSEPH  ANTHONY,  CPT,  DE  SPOL 

PEPPER,  GERALD  RYLAN,  JR,  LTC,  DE  SPOL 

#  PURNELL,  NORMAN  R.,  SUPT,  DE  SPOL 
REUTHER,  KURT  JOSEPH,  CPT,  DE  DEPT  OF  NATURAL  RESOUR 

#  REYNOLDS,  GERALD  L,  CPT,  DE  SPOL 
tt   SAXTON,  WALTER  E.,  LT,  DE  SPOL 
tt   SCHUELER,  WARREN  FREDERICK,  LTC,  DE  SPOL 
tt   SHANNON,  ROBERT  C,  CPT,  DE  SPOL 

113  #  SIMPSON,  DANIEL  L,  COL,  SUPT,  DE  SPOL 
169  tt   SMITH,  JOHN  RICHARD,  COP 

117  tt   SPILLAN,  JAMES  R,  CPT,  DE  SPOL 
109  #  STACHECKI,  MICHAEL  D,  CPT,  PD 
191   TARAILA,  RAYMOND,  LT,  PD 

100  tt   VENABLE,  CHARLES  E,  MAJ,  DE  SPOL 

126  It   WALLS,  ROBERT  SHAW,  CPT,  DE  SPOL 
59  tt   WENTZ,  ALLEN  JOHN,  MAJ,  DE  SPOL 

108  tt   WILKINSON,  RALPH  D,  III,  LT,  DE  SPOL 
ELSMERE 

161   RAMONE,  PATRICK  JOSEPH,  SR,  COP 
FENWICK  ISLAND 

186   DICKERSON,  GEORGE  HENRY,  JR,  COP 
HARRINGTON 

177   HORSMAN,  JOHN  EDMUND,  COP 
MILFORD 

130  *  BOGDON,  CARL  MARK,  DET  CPL,  PD 
199   BROOKS,  DION  SPEAR,  SSGT,  PD 
120  tt   CARMEAN,  RICHARD  DENNIS,  COP 
158   HUDSON,  E  KEITH,  LT,  PD 

181  PLACK,  CHRISTIAN  JOHN,  SR,  LT,  PD 
NEW  CASTLE 

151  tt   ALBENCE,  RONALD  GERALD,  CPT,  NEW  CASTLE  CO  PD 
90   BIDDLE,  RALPH  W,  JR,  SGT,  NEW  CASTLE  CO  PD 
BRYANT,  JOSEPH,  JR,  MAJ,  NEW  CASTLE  CO  PD 
BURRIS,  CHARLES  R,  JR,  MAJ,  DE  SPOL 
CARMINE,  ROBERT  R. ,  CPT,  PD 

CAWMAN,  JOHN  WARNER,  JR,  SGT,  DE  RIVER  &  BAY  AUTH  POL 
CUNNINGHAM,  JOHN  LESLIE,  JR,  CHF,  NEW  CASTLE  CO  PD 
98  tt   DALE,  VAUGHN  T,  JR,  CPT,  PD 
115  If   ESTERLING,  WILLIAM  F.,  LT,  NEW  CASTLE  CO  PD 

118  tt   FREEBERY,  GEORGE  EDWARD,  JR,  CPT,  NEW  CASTLE  CO  PD 

131  #  GORDON,  THOMAS  PATRICK,  COL  (COP),  NEW  CASTLE  CO  PD 
188   HEDRICK,  JAMES  R,  MAJ,  NEW  CASTLE  CO  PD 

JOHNSON,  BOOKER  T,  JR,  CPT,  PD 
KLOSIEWICZ,  ROBERT  S,  MAJ,  NEW  CASTLE  CO  PD 
LITTLETON,  ALBERT  WALTER,  JR,  SGT,  DE  RIVER  AND  BAY  AUT 
MCCOOL,  JOHN  T,  JR,  DIR  OF  SPECIAL  INVSTGN,  DE  DOJ 
MCGINTY,  EDWARD  R,  JR,  MAJ,  NEW  CASTLE  CO  PD 
MERRITT,  JOHN  WAYNE,  MAJ,  DPS 
OUTTEN,  DREW  RUSSELL,  LT,  NEW  CASTLE  CO  PD 
PENOZA,  THOMAS  FRANK,  CPT,  PD 
147  #  QUEEN,  IMMANUEL  DAVID,  SGT,  NEH  CASTLE  CO  PD 

182  REES,  DEBRA,  LT,  NEH  CASTLE  CO  PD 
SMITH,  JANET  KATHLEEN,  MAJ,  NEW  CASTLE  CO  DPS 
SZAFRANSKI,  LEONARD  DANIEL,  CHF,  DE  RIVER  AND  BAY  AUTH 
TERRANOVA,  MICHAEL  ANGELO,  CPT,  NEW  CASTLE  CO  DPS 
YACKOSKI,  STANLEY  JOSEPH,  CPT,  NEW  CASTLE  CO  DPS 


166 
104 
104 
189 
172 


124 
97 
178 
80 
111 
128 
193 
150 


136  tt 

146  tt 

155  tt 

142  tt 
NEWARK 

73  tt 
183 


BRIERLEY,  WILLIAM,  COP 
CLOUGH,  ROY  S,  LT,  PD 
142  tt   COFFIEY,  CHARLES,  CPT,  PD 
170   CONWAY,  GERALD  TRAVERS,  JR,  LT,  PD 

88  tt   FITZGERALD,  MARVIN,  DET  LT,  PD 
154   FLATLEY,  JAMES  JOSEPH,  CPT,  UNIV  OF  DE  PD 
91  tt   HERALD,  FREDERICK  C,  CAPTAIN,  PD 
198   KATORKAS,  WILLIAM  JEROME,  LT,  UNIV  OF  DELAWARE  PD 
162   NEFOSKY,  WILLIAM  FRANCIS,  CPT,  PD 
132   THORNTON,  LAWRENCE  OFERL,  J,  DIR,  UNIV  OF  DE  PD 
138  #  TUTTLE,  DOUGLAS  FREEMAN,  DIR,  UNIV  OF  DE  DPS, 
121   VONKOCH,  ALEXANDER  WERNER,  LT,  PD 
99  II   ZEHNDER,  BARRY  S.,  CORPORAL,  PD 
REHOBOTH  BEACH 

176   BUSHEY,  JOHN  FRANCIS,  SGT,  PD 
SEAFORD 
137   GRIFFITH,  CHARLES  WILLIAM,  LT,  PD 
HIGGINS,  WILLIAM  E,  LT,  PD 
MILLER,  CHARLES  R,  COP 


93  tt 

116  tt 

SMYRNA 

101  tt 

155 

66  # 
105 


DOHERTY,  JOHN  G,  INSPR,  DEPT  OF  CORCTNS 
FAULKNER,  KEITH  IVES,  COP 

VAUGHN,  JAMES  T,  COMMISSIONER,  DEPT  OF  CORRECTI 
WAWRZYNIAK,  STANLEY,  (LTC)  DIR,  DEPT  OF  CORRECTIONS 
WILMINGTON 
107  tt   ASH,  DONALD  P,  SGT,  WILMINGTON  BU  OF  POL 
29  It   BARNES,  HERBERT,  MARSHAL,  USMS 
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BLANCO,  DAISY,  SGT ,  PD 
BOWLER,  HILLIAM  R,  CHF  DEP,  USMS 
BOWMAN,  DONALD  JEROME,  JR,  LT,  PD 
BOYKIN,  MICHAEL  ALBERT,  LT,  PD 
BRYAN,  CHARLES  E,  INSPR,  DE  ABC  COMM 
CHAHBERS,  GEORGE  NELSON,  JR,  LT,  PD 
DESMOND,  JOHN  JOSEPH,  CPT,  BU  OF  POL 
DIETZ,  MARLYN  HILLIAM,  CPT,  PD 

DUNKELBERGER,  LAHRENCE'GORDO,  DIR  OF  SPC  INVSTGN,  OFC  0 

EPISCOPO,  PETER  FREDRICK,  CPT,  PD 

FRENCH,  ROBERT  CHARLES,  JR,  SGT,  PD 

FRIEDMAN,  STANLEY,  INVSTGR,  OFC  OF  THE  ATTY  GEN 

HICKMAN,  PRESTON  JOHN,  CPT,  PD 

KNECHT,  HILLIAM,  JR,  CHF,  HESTOVER  HILLS 

LAFASHIA,  RICHARD  J,  INSPR,  PD 

LANDON,  LEROY  H. ,  DETECTIVE,  PD 

LENICK,  THEODORE,  CPT,  BU  OF  POL 

LONGYEAR,  ROBERT  L,  CPT,  PD 

LYNCH,  HILLIAM  D,  CPT,  PD 

MANELSKI,  HARRY  F,  COP 

NOLAN,  JAMES  JOSEPH,  III,  SGT, 

OCONNOR,  JAMES  ROGER,  SGT,  PD 

ORTIZ,  JOSE,  SR,  SGT,  PD 

PALMATARY,  DONALD  ALFRED,  CPT, 

PAYNE,  DONALD  E.,  INSPR,  BU  OF  POL 

ROBERTS,  DONALD  ROBIN,  DEP  ATTY  GEN,  DE  DOJ 

RODRIGUEZ,  NICOLAS,  SGT,  BU  OF  POL 

SEINSOTH,  ROBERT  JOSEPH,  LT,  ELSMERE  BU  OF  POL 

SHANNON,  THOMAS  JOSEPH,  III,  LT,  DE  SPOL 

STALLINGS,  JAMES  MICHAEL,  CPT,  DEPT  OF  POLICE 

SYLHESTRZUK,  EDWARD  A.,  INSPR,  BU  OF  POL 

TIDHELL,  PAUL  J.,  CHIEF  OF  POLICE 

VIGNOLA,  JOHN  PAUL,  CPT,  PD  _ 

HALSH,  BERNARD  F,  JR,  CPT,  WILMINGTON  BU  OF  POL 

HRIGHT,  JAMES  HENRY,  CPT,  PD 


PD 


PD 


USN 


USCP 


DISTRICT  OF  COLUMBIA 

R  ANfOR 

184    SIROIS,  RODNEY  DELLHYN,  CHO  III, 
BOLING  AFB  m     „  iici, 

114   SANDERS,  MARSHALL  C,  CPT,  USAF 
FORT  MCNAIR  „  ,„,_ 

131    JONES,  JAMES  ALAN,  CPT,  USAF 
WASHINGTON  „„,. 

133   ABERNETHY,  THOMAS  FRASER,  SGT, 
ACOSTA,  JOSE,  CAPT,  METRO  PD 
ADAMANY,  JOSEPH  JOHN,  CPT,  METRO  PD 
AHRENS,  ROBERT  E.,  MAJ,  USA 
AJINGA,  CHRISTOPHER  FLORIAN,  MAJ,  USMC 
ALEXANDER,  PATRICIA  A.,  SGT,  METRO  PD 
ALLEN,  HAROLD  F.,  MAJ,  MILTRY  POL  SCHOOL,  USA 
ALLEN,  STEVE  EDWARD,  SGT,  METRO  PD 
ALSCHER,  STEVEN  EDWARD,  CPT,  USPP 
ALUKONIS,  JOSEPH  MICHAEL,  LT,  USCP 
AMES,  EDWARD  M. ,  PUB  SFTY  ADV,  USAID 
ANDERSON,  DONALD  J.,  CRITCL  ISSUES  TEAM,  DOJ 
ANDERSON,  JAMES  Y,  JR,  LTC,  USA 
APFELBECK,  CHARLES  P.,  LT,  USPP 
ARMSTRONG,  JOE  R.,  SA,  USA 
ARTHUR,  FRANKLIN  A.,  ASST  CHF,  USPP 
ASHTON,  VIVIAN  OPHELIA,  CPT,  USSS 
ATKINSON,  HARRY  EUGENE,  MAJ,  USMC 
ATTRIDGE,  RICHARD  MICHAEL,  CWO  3,  USMC 

ATWATER,  ROBERT  JONATHAN,  SR  SA,  US  IMMIGRATION  &  NATUR 
BAHRNS,  STEVEN  DOUGLAS,  LT,  USCP" 
'  BAILEY,  ROLAND  J.,  SR  MSGT,  USAF 
BAILOR,  EDWARD  LOUIS,  CPT,  USCP 
BANKS,  HENRY  CLAY,  SGT,  METRO  PD 
BANOCY,  ROBERT  P.,  DEP  CHF,  USSS 
BARNES,  ANDRIAN  DELAND,  CPT,  METRO  PD 
BARNES,  GERALD  SYLVESTER,  LT,  METRO  PD 
BARNES,  JAMES  FRANKLIN,  DEP  CHF,  USSS 
I  BARRETT,  MICHAEL  LAWRENCE,  CPT,  USPP 

BARRON,  RAMON,  SA,  DEPT  OF  DEFENSE 
I   BARTREAU,  WILLIAM  L.,  PUB  SFTY  ADV,  AGY  FOR  DEV 
t   BASTIAN,  LLOYD  A.,  SPC  ASST,  OFC  OF  MGT  &  FIN,  DO 
I   BATSON,  PHILIP  D. ,  CHF  PUB  SFTY  ADV,  AGY  FOR  INTR 

BEAVER,  RUTH  E,  SA,  DEA 
1   BECKHITH,  KENNETH  OLIVER,  J,  LT,  USSS 

BELL,  ROY  C,  ACTING  DEP  CHF,  USCP 
»  BENSON,  CLARK  DAVID,  CHF,  USSS 

BERMAN,  RONALD  LEE,  LT,  USCP 
»  BIRCH,  PHILIP  H.,  INVSTGR,  USPP 
1   BITTICK,  LAWSON  C,  JR,  EXEC  DIR,  NATL  SHF  ASSOC 

BLACKBURN,  MICHAEL  DAVID,  CPT,  USPP 
I  BLACKSTON,  JAMES  0.,  INSPR,  USCP 
|  BLAKE,  DONALD  E,  SGT,  METRO  PD 

BOOMER,  RONALD  RAY,  SGT,  METRO  TRANSIT  PD 
BOGGS,  CAROLYN  LOUISE,  INSP,  METRO  PD 
BOGGS,  ROBERT  VAN,  CPT,  METRO  PD 
BOLTON,  PAUL  EUGENE,  LT,  USPP 
BOMMARITO,  COLLETTE  JEANNINE,  SA,  USA 
tt   BONACCORSY,  NUNZIO,  INSPR,  METRO  PD 

BONNEVILLE,  CHARLES  L.,  INTELLIGENCE  ANALYST,  DEA 
BOWLES,  JOSEPH  B.,  JR.,  INSPR,  EXEC  PROTCTVE  SERV 
BOYD,  EARL  MC  COY,  CPT,  METRO  PD 
tt   BOYD,  ROBERT  M.  ,  INSPR,  METRO  PD 
BOYLE,  MICHAEL  J.,  INSP,  USCP 
BRAIN,  JULIUS  A.,  SA,  USA 


181 

184 

116 

190 

103 

108 

120 

149 

156 
56 
77 
90 
44 

106 
71 

178 
61 

193 

169 

134 
97 

180 

138 
97 

128 

180 

124 

127 

167 

64 

84 

30 

114 

122 

115 

126 

120 

49 

97 

136 

97 

110 

197 

150 

134 

142 

172 

62 

81 

86 

175 

92 

111 

98 


114 
137 

71  x 
172 
114 
182 
165 
77  / 
160 
102 
36 
110  ) 
61 
82  l 
140 
101 
79  , 
157 
193 
77 
113 
78 
178 
119 
158 
172 
115 
117 
168 
127 
93 
88 
58 
195 
87 
116 
94 
92 
135 
158 
141 
110 
120 
41 
138 
103 
194 
91 
184 
161 
94 
72 
189 
83 
142 
102 
102 
132 
67 
118 
114 
157 
104  tt 
115 
103 
110 
108  tt 
182 
142 
77 
124 
109 
124  tt 
174 
113 
134 
103  tt 
98 
98 
123 
151 
183 
97 
113  tt 
128 
128 
193 
196 

67  tt 

183 

159 

197 
81  tt 
49  tt 

123  tt 

141 

178 
87  It 

142 

185 


BREWER,  ESTELL  H. ,  SGT,  USSS,  UNIFORMED  DIV 
BREWER,  FREDERICK  LEE,  INSPR,  USSS 
BRILLIANT,  LEIGH  M. ,  PUB  SFTY  OFC,  AGY  FOR  INTL  DEV 
BROADBENT,  ALFRED  JOHN,  SR,  INSP,  METRO  PD 
BRODIE,  EDHARD  R.,  CPT,  USPP 
BROOKE,  DEBORA,  LT,  USCP 

BROOKS,  WILLIAM  LYNN,  JR,  MAJ     _„,.„  „.u 
BROPHY,  JOHN  P.,  DEP  CHF,  USSS  UNIFORMED  DIV 
BROWN,  BRIAN  MAXWELL,  MAJ,  USAF 
BROWN,  FRANCIS  W.,  MAJ,  USA 
BROWN,  I.  G.,  MAJ  GEN,  USAF 

BROWN,  IRVING  W. ,  LT,  USPP  -«■■-- 

BROWN,  RAYMOND  C,  DIR,  NATL  INSTITUTE  OF  CORREC, 
BUCH,  JACK  L.,  INSPR,  METRO  PD 
BUCHANAN,  GARY  LEE,  CPT,  USSS 
BUONO,  JOHN  J.,  DIR  OF  FLD  INVSTGNS, 
BURKE,  PATRICK  L.,  DET  LT,  METRO  PD 
BURRELL,  PHYLLIS  W,  LT,  METRO  PD 
BURTON,  HILTON  BERNARD,  LT,  METRO  PD 
BUTTS,  ORVILLE  N.,  LTC,  USA,  KOREA 
BYRD,  LAWRENCE  H. ,  CPT,  METRO  PD 
CALDWELL,  ROBERT  R,  DET  LT,  METRO  PD 
CALLAWAY,  DAVID  FRANKLIN,  LT,  USCP 
CAMP,  DAVID  FREYMAN,  CPT,  USSS 
CANCILLA,  RUSSELL  JOSEPH,  MAJ,  USA 
CARBONE,  LARRY  CHARLES,  CPT,  USSS 
CAREH,  CYRIL  P,  CPT,  METRO  TRANSIT  POL  FRCE 
LT,  USCP 


FED  PROTC 


JR.!  INSPR,  USSS  UNIFORMED  DIV 


CARSON,  RAYMOND  L.,  _ 

CARTER,  TANDY  PAUL,  MAJ,  USMC 

CASE,  JAMES  WILBUR,  MAJ,  USA 

CASSELL,  DANIEL  M.,  JR.,  - 

CEFALU,  FRANK  J.,  DEP  US  MARSHAL,  USMS 

CHENNAULT,  JOE  YOUNG,  LT,  METRO  PD 

CHILDRESS,  WILLIAM  CLYDE,  MSGT,  USMC 

CHIPMAN,  JOHN  E.,  MAJ,  USA  INTELLIGENCE  CMMD 

CHITTICK,  RICHARD  T.,  CPT,  USPP 

CHRISTIAN,  JOHN  D,  SR,  CPT,  USPP 

CHRISTIAN,  WILLIAM  L.,  CHF,  USSS 

CHUMAS,  JOHN  JAMES,  LT,  METRO  TRANSIT  POL 

CLANCY,  CHARLES  MICHAEL,  MSGT,  DEPT  OF  DEFENSE 

CLARK,  CHARLES  RICKY,  SGT,  USCP 

CLARK,  RICHARD  G. ,  TECHNICAL  SGT,  USAF 

CLARK,  RITA  GERTRUDE,  OFCR,  METRO  PD 

CLEARY,  VINCENT  W.,  LT,  USPP 

CLEMENTS,  CHARLES  BRUCE,  JR,  LT,  USPP 

COALE,  JAMES  S,  LT  COL,  USMC 

COCKETT,  SHANNON  PUALANI,  CPT,  METRO  PD 

COLANGELO,  PETER  A.,  MAJ,  USAF 

COLLIER,  RAYMOND  WAYNE,  GUNNERY  SGT,  USMC 

COLVIN,  GEORGE  DANIEL,  SGT,  METRO  TRANSIT  PD 

CONNOR,  JOHN  C,  INSPR,  METRO  PD 

CONOVER,  A.  VERNER,  CPT,  USPP 

CONWAY,  MICHAEL  PATRICK,  ASAC,  USCP 

COOPER  CURTIS  D. ,  DEP  CHF,  USSS  UNIFORMED  DIV 

CORBIN,  CECIL  WAYNE,  STAFF  SGT,  DEPT  OF  DEFENSE 

CORNELLS,  WILLIAM  J,  INVSTGN  CHF,  OFC  OF  SEC,  US  GE 

COTTOM,  JAMES,  INSPR,  USSS 

COTTON,  DONALD  BRUCE,  SA,  FAA 

COUPERTHHAITE,  WILLIAM  JOSEPH,  INSPR,  METRO  PD 

COX,  WAYNE  HOWARD,  CHF  MSGT,  USAF 

CRALL,  DANIEL  A,  CPT,  USMC 

CRAMER,  NEVILLE  HILSON,  DEP  ASST  COMR,  DOJ 

CROCKETT,  JOHN  S,  JR,  CPT,  USPP 

CRYTZER,  RONALD  E.,  CPT,  METRO  PD 

CURRY,  DAVID  A.,  LT,  USCP 

CURTIS,  RONALD  L.,  LT,  USCP 

CUSICK,  RICHARD  J,  DEP  CHF,  USPP      AT„n„DT  ... 

CZLONKA,  MICHAEL,  DEP  CHF,  WASHINGTON  A  RPORT  AU 

DAILEY,  KERRY  PATRICK,  SGT,  METRO  TRANSIT  POL 

DALY,  JOHN  T.,  SEC  OFCR,  US  DEP  OF  DEF 

DALY,  MICHAEL,  LT,  METRO  TRANSIT  POL 
DAMERON,  JAMES  G. ,  INSPR,  USCP 
I  DANIELS,  CARLSON  BRADY,  JR,  SGT,  USCP 
DANIELS,  JOHN  CLEVELAND,  CPT,  METRO  PD 
DANIELS,  JOHN  E,  INSPR,  USCP 
DARDEN,  CHARLES,  SGT,  METRO  TRANSIT  POL 
DARKIS  CHARLES  L.,  SA,  USA  CRIM  INVEST  DIV 
DASSLER,  WILLIAM  H.,  CPT,  USAF 
DAVIS,  ADDISON  L.,  LT,  METRO  PD 
DAVIS,  EDWARD  FRANCIS,  LT,  METRO  PD 
DAVIS,  JOHN,  SA,  US  DEPT  OF  STATE 
DEANGELO,  RONALD  ANTHONY,  CPT,  USPP 
DEELY,  JAMES  P.,  JR.,  INSPR,  USPP 
DEGARIE,  NORMAN  J,  CPT,  USSS  UNIFRMD  DIV 
DEGROOT,  RALPH  L,  INSPR,  RCMP      ,„,.„.  ,.„>  CA  nck 
DELAUGHTER,  JULIUS  N,  JR,  (SHF  OF  NEVADA  CO)  SA,  DEA 
DELINSKI,  JEFFERY  PAUL,  LT,  METRO  TRANSIT  PD 
DELUCCA,  JOHN  JOSEPH,  II,  CPT,  USCP      IUTOUTU. 
DENLEA,  THOMAS  H. ,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 
DINE,  KIM  CLARK,  CPT,  METRO  PD 
DITOLLA,  ROBERT  EDWARD,  LT,  NPS 
DIXON,  MICHAEL  ALLEN,  GUNNERY  SGT,  USMC 
DOUGHERTY,  HAROLD  A.,  INSPR,  USSS  UNFRMD  DIV 
DOUGLASS,  ALEXANDER  S.,  JR.,  INSPR,  METRO  PD 
DOVE,  HILLIAM  EMORY,  JR,  LT,  USPP 
DOYLE,  CREIG  WILLIAM,  LT,  METRO  PD 
DREHER,  ALAN  JAMES,  CPT,  METRO  PD 
DRESCHER,  EARL  L.,  SR.,  CHF,  USSS 
DUNN,  CHARLES  FRANCIS,  DET  |l,  METRO  PD 
DUNN   FRANK  EDWARD,  LT,  METRO  WASH  AIRPORT  AUTH  PD 
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199   DURHAM,  ALFRED,  LT,  METRO  PD 
105  tt   DYE,  JOE  L,  LT,  USSS 
92   DYE,  ROY  E.,  LT,  USSS 
129   EADES,  RODNEY  CHARLES,  SGT,  USCP 

163  EBLING,  HILLIAM  CLARENCE,  SGT,  METRO  TRANSIT  POL 
105   EDELL,  LAHRENCE  A,  LTC,  USA  INTELLIGENCE  AGY 

183   EDMONDSON,  DENNIS  CRAIG,  SAC,  US  DOT 
131  tt   EDHARDS,  IRVING  PAUL,  JR,  LT,  USPP 
190   ELDRIDGE,  CURTIS  BENJAMIN,  CPT,  USSS 
98  tt   ELFMAN,  CHARLES  B,  JR,  LTC,  USA 

126  ELLISON,  MARVIN  CLAUDE,  JR,  LT,  USPP 
186   ELLISON,  HILLJ,  DIV  CHF,  BU  OF  ATF 
168   EMIG,  HENRY  JOHN,  CPT,  USSS 

22  It   ENGLE,  BYRON,  DIR,  AGY  FOR  INTRNAL  DEV 
173   ENOURATO,  CHRISTOPER  LEON,  LT,  METRO  PD 

74   ESTES,  THOMAS  R.,  DEP  CHF,  METRO  PD 

66  tt   FALLIN,  ROLAND  A.,  DEP  CHF,  USPP 

63  tt   FAHVER,  WILLIAM  G.,  MAJ,  METRO  TRANSIT  AUTH 
192   FEDRIGO,  JOHN  ANTHONY,  MSGT,  USAF 

164  FEELEY,  THOMAS  KEVIN,  LT,  USSS 

46  tt   FELBER,  RICHARD  JOHN,  ASST  CHF  OF  DET,  METRO  PD 

181  FERNANDES,  VALERIE,  CPT,  USPP 
123   FIELDS,  LELAND  HAROLD,  CPT,  USSS 

78  tt   FINAGIN,  ARCHIE  L.,  CPT,  USPP 
101  #  FINKS,  LARRY  L.,  CPT,  USPP 

115  FISHER,  GAYLE  A.,  OFCR,  METRO  PD 

147   FITZGERALD,  JAMES  RICHARD,  SA,  FBI,  (DET  SGT,  PD) 

182  FLANAGAN,  BRYAN,  CPT,  USSS 

119   FLORES,  DANIEL  QUINTIANA,  LT,  METRO  PD 

165  FOGARTY,  MICHAEL  DANIEL,  CPT,  USPP 
34  *  FONDAHL,  JOHN  E.,  INSPR,  METRO  PD 

125   FORD,  HUGH  DUNCAN,  SA,  FAA, 

114   FORDHAM,  ROBERT  A.,  LT,  METRO  PD 

155  FREBOHITZ,  NEIL  MICHAEL,  SGT,  METRO  TRANSIT  PD 
82  tt   FREEMAN,  THEODORE  J.,  INSPR,  USSS 

158   FRIEDMAN,  RICHARO  NEIL,  CPT,  USSS 

127  GAFFNEY,  ROBERT  THOMAS,  SPC  INVSTGR,  DEPT  OF  DEFENSE 
133   GALANTI,  THOMAS  DAVID,  SGT,  METRO  TRANSIT  AUTH 

164   GALES,  ROBERT  LEE,  CPT,  METRO  PD 

119  tt   GALLEGOS,  RONALD  DEAN,  LT,  USPP 
138   GARIFO,  MICHAEL  ROSS,  SGT,  USCP 

146   GARLAND,  JERIEL  STANLEY,  SA,  DEPT  OF  DEFENSE 
143   GARRETT,  JENNIFER  RAVEL,  SGT,  METRO  TRANSIT  POL 
101  *  GARRISON,  NORMAN  L.,  LT,  METRO  PD 

116  GERARD,  PAUL  T.,  JR.,  MAJ,  USA 

129   GERKE,  HILLIAM  NELSON,  CPT,  METRO  TRANSIT  POL 

99   GIGLIOTTI,  FRANK  C. ,  LT,  METRO  PD 

97   GILDON,  DIXIE  A.,  SGT,  METRO  PD 
171   GOGGINS,  JESSIE  JEROME,  CPT,  USA 
142   GOLDSTON,  PRICE  SUTTON,  LT,  USCP 
135   GONZALES,  RAYMON  MANUEL,  SGT,  METRO  PD 

120  tt   GOTARD,  CHARLES  EDHARD,  JR,  CPT,  USSS  UNIFORMED  DIV 
19  *  GOULD,  WILLIAM  H. ,  LT,  USCP 

187   GRANT,  GARY  CHARLES,  SGT,  METRO  TRANSIT  POL 

156  GRANT,  TIMOTHY  CARROLL,  LT,  USSS 

178  GRASSO,  DANIEL  JAMES,  SGT,  LIBRARY  OF  CONGRESS  POL 
186   GREENE,  JENNIFER,  LT,  METRO  PD 

156  GREGG,  DANNY  CLARKE,  LT,  METRO  PD 
92   GREVEY,  HARRY  B,  JR,  ASST  CHF,  USCP 

135   GRIFFITH,  JOHN  ROBERT,  LT,  USSS 
182   GRIFFITH,  JOSEPH,  CPT,  METRO  PD 

121  GRILLO,  NELSON  JUAN,  INSPR,  METRO  PD 
149   GRONAU,  TIMOTHY  C,  LT,  METRO  TRANSIT  PD 

57  *  GROSNICK,  JOHN  I.,  SPC  ASSIST,  FED  PROTCTIVE  SERV 
105   GROSS,  JOHNNIE  R. ,  INSPR,  USCP 
96  tt   GROVES,  HUGH  A.,  DEP  CHF,  USPP 

79   GRULER,  GEORGE  H,  DIR  OF  LAW  ENF,  US  FOREST  SERV 
42  tt   GUIDERA,  THOMAS  F.,  COL,  USA 
66   GUTH,  STANLEY  W. ,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 

120  HALL,  DANIEL  DEIDRICH,  CPT,  METRO  TRANSIT  POL 
159   HAMLIN,  THOMAS  III,  SGT,  METRO  TRANSIT  PD 
184   HAMPTON,  JAMES  J,  CPT,  USSS 

114   HANNELD,  MICHAEL  R,  LT,  CAPITAL  POL 

157  HANSON,  POLLY  LEE,  DEP  CHF,  METRO  TRANSIT  POLICE 
82  tt   HARALSON,  EDWARD  A.,  INSPR,  USPP 

195   HARASEK,  JOHN  JOSEPH,  LT,  USPP 

132   HARLOW,  JOHN  CURTIS,  LT,  METRO  PD 

131   HARRIS,  WILLIAM  MACK,  SGT,  METRO  TRANSIT  POL 

57  tt   HARTNETT,  LAWRENCE  A.,  ASST  CHF,  METRO  PD 
100   HARWELL,  JOEL  0,  INVSTGR,  GEORGE  WASHINGTON  UNI 

64  It   HAUGHT,  HAROLD  E.  ,  CWO,  USMC 
192   HAWCO,  GEORGE  BERNARD,  LT,  USCP 

107  HAY,  JOHN  F,  LTC,  USA 

179  HAYO,  DENNIS  GEORGE,  LT,  USPP 

108  It   HAYWOOD,  GERALD  B.,  MSGT,  USAF  SEC  POL 
143   HEALY,  MICHAEL  EDHARD,  MAJ,  USPP 

138   HEBERT,  JOSEPH  PATRICK,  MAJ,  USA 

151   HERMANN,  GEORGE  FREDERICK,  LT,  METRO  TRANSIT  PD 

91   HELTIBRIDLE,  ROBERT  G. ,  DEP  CHF,  USSS 

81  It   HENLEY,  EDWARD  H. ,  INSPR,  USPP 
186   HENNESSY,  WILLIAM  LOUIS,  CPT,  METRO  PD 
190   HERBST,  MARK  G,  INSPR,  USCP 

73  #  HERLIHY,  THOMAS  I.,  INSPR,  METRO  PD 
100  It   HERRING,  LYNN  H.  ,  ASST  CHF,  USPP 

121  HERSHEY,  MARALYN,  CPT,  METRO  PD 
123   HICKMAN,  FENTRESS  ALVENO,  CPT,  USCP 

76  It   HIGGINBOTHAM,  CHARLES  W. ,  CHF,  USSS 
100  It   HIGGINS,  KENNETH  L,  CPT,  USAF 
137  It   HILBERT,  JOHN  JAY,  CPT,  METRO  PD 
145  It   HILL,  EARL  THOMAS,  CPT,  USPP 


102  *  HILL,  LAWRENCE  R,  CPT,  USCP 

86  It   HILL,  PARKER  T.,  CHF,  USPP 

74  It   HILL,  ROY  E.,  INSPR,  USSS 
112   HINES,  ROBERT  H. ,  LT,  USPP 
128   HINTON,  ALVIN  DAVID,  MAJ,  USPP 

124  HOLLEY,  BRENDA  ELIZABETH,  DET  II,  METRO  PD 
147   HOLMES,  BENJAMIN  JOSEPH,  JR,  CPT,  USPP 

179   HOLMES,  JAMES  DISNEY,  SGT,  METRO  TRANSIT  POLICE 
111   HOLTE,  DALE  R.,  USSS 

169  HOPPERT,  GLENN  CARROLL,  CPT,  METRO  PD 
104  It   HOUSENFLUCK,  EARL  L,  DEP  CHF,  USPP 
102  *  HOWE,  JACK  S.,  MAJ,  USAF 

125  HOWE,  ROBERT  RAY,  INSPR,  USCP 
64  #  HOWER,  SAMUEL  H. ,  INSPR,  USPP 

122   HOWSE,  ROBERT  WALTER,  LT,  USCP 

91   HUDAK,  JOHN  F.,  CPT,  USCP 

95  It   HUFFMAN,  BOBBIE  W.,  SR.  ,  CPT,  USPP 

71   HUGHES,  JOHN  S.,  ASST  CHF,  METRO  PD 

19  tt   HUNT,  FRED  R.,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 
138   HUNTER,  GEOFFREY  CARL,  LT,  METRO  TRANSIT  POL 

116  HUPP,  MICHAEL  E,  INSPR,  USCP 

196   HURST,  STEVEN  MELVIN,  ENF  STF  OFCR,  INS 

179   HURTUK,  JOSEPH  MICHAEL,  DEP  CHF,  METRO  AIRPORTS  AUTH 

114   HUSH,  JAMES  A.,  LT,  METRO  TRANSIT  POL 

195   HUTTON,  KENNETH  ROBERT,  LT,  METRO  AIRPORT  AUTH  PD 

126  HYDE,  JAMES  LEE,  INSPR,  USMS 
151   IRWIN,  HUGH  CLARK,  LT,  USPP 

170  JACKSON,  MELVIN  THOMAS,  INSPR,  USSS 
172   JARBOE,  MICHAEL  ALAN,  CPT,  USCP 

117  It   JENKINS,  BUDDY  FRANKLIN,  LT,  USSS 
130   JENKINS,  DANIEL  BYRON,  DEP  CHF,  USSS 

98   JENKINS,  RAYBURN  0.,  CPT,  USCP 

54   JENSEN,  NEPHI  GOLDEN,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL 

94   JERVIS,  COLONEL  G. ,  LT,  USCP 

46  It  JESSUP,  FRANK,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 
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JOHNSON,  DENICE  M,  LT,  METRO  PD 

JOHNSON,  HARRY  B.,  MAJ,  USA 

JOHNSON,  JOHN  STEPHEN,  LT,  USSS 

JONES,  EARL  RICHARD,  INVSTGR,  USMC 

JONES,  EDWARD,  COP,  FAA,  METRO  WASHINGTON  AIR 

JONES,  NOEL  E.,  CPT,  USA  INTLLGNCE  CMND 

JONES,  THOMAS  C,  BRIG  GEN,  USA 

JORDAN,  ANDRE  REYNAUD,  MAJ,  USPP 

JORDAN,  BRIAN  KEITH,  CPT,  METRO  PD 

JOSWIAK,  SCOTT  A,  CPT,  USSS 

KATZMAN,  MARVIN  S.,  COMMANDER,  U.  S.  NAVY 

KAVAL,  WILLIAM  GERARD,  JR,  LT,  USCP 

KEEGAN,  KEVIN  PATRICK,  CPT,  METRO  PD 

KELLEY,  ROLAND  R. ,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 

KENNEDY,  MACK  ARTHUR,  LT,  USCP 

KERRIGAN,  CHARLES  PATRICK,  JR,  CPT,  USSS 

KERRIGAN,  FRANK  A,  CHF,  USCP 

KERZAYA,  RONALD  R. ,  LT.,  USPP 

KIELBIEWICZ,  MICHAEL  WALTER,  LT,  METRO  TRANSIT  PD 

KIERSTEAD,  DANA  S.,  MAJOR,  USA 

KIMBALL,  DONALD  S.,  SGT,  FED  PROTCTVE  SERV 

KING,  RICHARD  P.,  INSPR,  USSS 

KINOSHITA,  GEORGE  JOJI,  JR,  LTC,  USA 

KIRKPATRICK,  ROBERT  SCOTT,  SGT,  METRO  TRANSIT  PD 

KITCHEN,  DENNIS  WAYNE,  SGT,  USCP 

KLIMA,  KENNETH  A.,  CW3,  U.  S.  ARMY 

USPP 

INVSTGR,  DEPT  OF  DEFENSE 

LT,  USCP 

CPT,  USSS 
INSPR,  USSS 


KMETZ,  JOHN  THOMAS,  LT, 
KOEP,  DUYANE  PETER,  SPC 
KOMARA,  MICHAEL  GEORGE, 
KOTARSKI,  BERNARD  JOHN, 
KOVALCHICK,  JOSEPH  J 


KRATOCHVIL,  KAROL  LEWIS,  INSPR,  METRO  PD 

KREIS,  WESTON  P.,  SFTY  OFCR,  NPS 
32  tt   KRELL,  JOSEPH  J.,  SEC  ADMIN  OFC,  GSA 
164   KRUG,  MARSHA  ELLEN,  LT,  USCP 

KUPFERER,  THOMAS  C,  JR,  CHF  DEP,  USMS 

LADD,  WILLIAM  F.,  MAJ,  USA  MLTRY  POL  CRPS 

LAFOND,  PHILIP  C,  SA,  USA  CID 

LAMB,  OMAR  EUGENE,  CPT,  FAA,  METRO  WASHINGTON  AIR 

LAMBERT,  D.  T.,  PUB  SFTY  ADV,  AGY  FOR  INTL  DEV 

LANDON,  MICHAEL  H. ,  JR.,  DIR  OF  INTL,  IMMGRTN  AND  NTRLI 

LANGE,  WALTER  W. ,  CHIEF,  USPP 

LANGLEY,  ROBERT  K.,  ASST  CHF,  USCP 

LANGSTON,  ROBERT  E.,  ASST  CHF,  USPP 

LANIER,  BILLY  R.,  FRGN  SERV  STFF  OFCR,  US  MISSN- 

LANIER,  CATHY  LYNN,  LT,  METRO  PD 

LANIER,  GLENARD  E.,  MAJ,  CHF,  USSS  UNFRMD  DIV 

LATELLA,  JOSEPH  J.,  JR.,  CPT,  METRO  PD 

LAWLER,  ROBERT  J.,  CPT,  CMDR,  FED  PROTCTV  SERV 
35  It   LEA,  J.  W.,  MSGT,  USMC 
145   LEE,  DEBRA  ALICE,  LT,  METRO  TRANSIT  POL 

LEE,  JERI  KAVON,  CPT,  METRO  TRANSIT  PD 

LEITZ,  DENNIS  ALAN,  LT,  USSS 

LENNOX,  DAVID  SHIPLEY,  MAJ,  USPP 

LINDSEY,  DAVID,  DEP  CHF,  USSS 

LINDSEY,  JAMES  C,  DEP  CHF,  USPP 

LINGERFELT,  JAMES  AMBROSE,  II,  CPT,  METRO  PD 

LITTLE,  WILLIAM  ROY,  JR.,  CHF  FIREARMS  INSTRUCTOR,  DEA 
88  It   LOMAX,  MILTON  R.,  DEP  CHF,  USPP 
137   LORD,  JOHN  FREDERICK,  SGT,  METRO  TRANSIT  POL 

LUGINSKI,  GLENN,  CPT,  METRO  PD 

LUND,  PAUL  L.,  LT,  USCP 

LURTY,  R08ERT  E.,  CPT,  USSS 

LUTERAN,  JOSEPH  REGIS,  INSPR,  USCP 

LYNCH,  WILLIAM  THOMAS,  LT,  USPP 
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LYONS,  THOMAS,  SA,  FBI 

MACKESSY,  PETER  D. ,  CPT,  USSS 

MADER,  JAN  KIMBER,  SGT,  METRO  TRANSIT  PD 

MAGEE,  KAREN  JEFFRIES,  LT,  USCP 

MAGEE,  HILLIAM  ANDERSON,  JR.,  ASST  TO  COMR,  US  BU  OF  CU 

MAGUIRE,  SHAHN  MILTON,  LT,  METRO  PD 

MAHON,  RICHARD  J.,  CRIM  INVSTGR,  USA 

MAIDEN,  LEONARD  A.,  CPT,  PD 

MAIER,  JOHN  FREDERICK,  III,  ILT,  USMC 

MAIER,  JOHN  H.,  INSPR,  USSS 

MAIORCA,  STEVEN,  ANALYST,  DEA 

MAJCHRZAK,  ZBIGNIEH  M.,  CPT,  USA 

MALLORY,  TIMOTHY  EUGENE,  SGT,  METRO  TRANSIT  PD 

MALONE,  HILLIAM  HENRY,  SGT,  METRO  TRANSIT  PD 

MARSHALL-QUINONES,  VALRICA  JANE,  MAJ,  USA 

MARTIN,  DENNIS  STEPHEN,  CPT,  USSS 

MARZANO,  RONALD  J.,  LTC,  USAF 

MASON,  ALAN  C,  MAJOR,  USAF 

MASSARO,  FRANK  J.,  LT,  USSS 

MATTALIANO,  PETER  F.,  LT,  USCP 

MAULDIN,  NANDO  L.,  SA,  FEDERAL  BU  OF  FISHERIES 

MAHHORR,  RICHARD  EUGENE,  LT,  USSS 

MAY,  KARL,  LTC,  USA 

MAYBEE,  PETER  JOHN,  EX  OFCR,  BIA 

MAYO,  ALFRED,  SGT,  METRO  PD 

MAZALESKI,  MICHAEL  C,  CPT,  USA 

MCAULIFFE,  JAMES  J.,  INSPR,  METRO  PD 

MCBRIEN,  JOHN  MARTIN,  MAJ,  USAF 

MCCOY,  LARRY  DAVID,  LT,  METRO  PD 

MCCUE,  MERRILL  HEBB,  TECH  SGT,  USMC 

MCDEVITT,  BARRY  JOSEPH,  CHIEF,  METRO  TRANSIT  POL 

MCDONALD,  DAVID  BARRY,  LT,  METRO  PD 

MCDONNELL,  THOMAS  JOSEPH,  CPT,  USPP 

MCEHEN,  HARLIN  R,  DAO,  FBI  (COP,  ITHACA,  NY) 

MCEHEN,  HALTER  R.,  INSPR,  USPP 

MCGAFFIN,  CHRISTOPHER  MICHAEL,  CPT,  USCP 

MCGARTY,  PAMELA  LYNN,  SA,  DEPT  OF  DEFENSE 

MCGEEHAN,  CONNELL  JAMES,  RESIDENT  AGENT,  DEA 

MCGINNIS,  RONNIE  WAYNE,  SPC  INVSTGR,  DEPT  OF  DEFENSE 

MCGRORY,  CORNELIUS  J.,  LT,  USSS 

MCLANE,  CHARLES  E.,  CPT,  USPP 

MCMANUS,  HILLIAM  PAUL,  CPT,  METRO  PD 

MCNAIR,  CLEO,  LT,  METRO  HASHINGTON  AIRPORT  A 

MCPHERSON,  DOUGLAS  C. ,  INSPR,  USPP 

MCQUEENEY,  HILLIAM  H,  DEP  CHF,  USPP 

MECSICS,  JAMES  JOSEPH,  III,  CPT,  USAF 

HEDARIS,  MICHAEL  LEHIS,  CPT,  METRO  PD 

MEDINA,  ANGEL  LUIS,  LT,  METRO  PD 

MELAN,  ROBERT  CHRISTOPHER,  SGT,  METRO  TRANSIT  PD 

HENGES,  CHARLES  ALLEN,  SGT,  METRO  PD 

MERILLAT,  CHRISTOPHER  LEE,  CPT,  USPP 

HERKLE,  GRETCHEN  HILHELMINA,  CPT,  USPP 

MICALE,  PETER  NICHOLAS,  IV,  MAJ,  USAF 

MICER,  RICHARD  HALLACE,  CPT,  USCP 

MILLER,  BRUCE  J,  PARK  MGR,  USPS 

MILLER,  GEORGE  C,  DIR,  AGCY  OF  INTNL  DEV-VIETNAM 

MILLER,  RONALD  FORGEY,  MAJ,  USPP 

MILLS,  PERCY  E.,  SGT,  METROPOLITAN  PD 

MISSIGMAN,  JOSEPH  CHARLES,  III,  SGT,  METRO  TRANSIT  PD 

MITCHELL,  RICKY  RICARDO,  LT,  METRO  PD 

MONROE,  CHARLES  M. ,  DEPUTY  CHIEF,  METROPOLITAN  PD 

MONROE,  RODNEY  DAVID,  INSP,  METRO  PD 

MONROE,  RONALD  CHAUNCEY,  CPT,  METRO  PD 

MONTGOMERY,  ANTHONY,  SGT,  METRO  TRANSIT  PD 

MOORE,  BENJAMIN  J,  JR,  SGT,  USCP 

MOORE,  JOHN  P.,  LTC,  USA 

MOORE,  RALPH  KENNETH,  LT,  METRO  PD 

MORRISON,  MICHAEL  P,  INSPR,  USCP 

MOSES,  RODERIC  H. ,  MAJ,  USAF 

MULREY,  BRIAN  D. ,  CAPTAIN,  USAF 

MUNOZ,  BENJAMIN  L.,  LTC,  USA 

MURPHY,  RICHARD  JOSEPH,  CPT,  USPP 

MYERS,  MAC  KINNON,  LT,  DEPT  OF  DEFENSE 

NANNEY,  HEBER  E.,  LT,  USSS 

NESTOR,  JAMES  P.,  CPT,  METRO  PD 

NICHOLSON,  GARETH  JON,  MAJ,  USA 

NOORD,  THOMAS  HENRY,  CPT,  USCP 

NORMANDIN,  RONALD  STEVEN,  CPT,  USSS 

NOVAK,  JAMES  LAHRENCE,  CPT,  USPP 

NOYES,  ROBERT  JOSEPH,  CPT,  METRO  PD 

OBRYANT,  TILMON  B.,  ASST  CHF,  METRO  PD 

OHARA,  JOSEPH  GERARD,  LTC,  USAF 

OHARA,  THOMAS  C. ,  LTC,  USA 

OKEEFE,  THOMAS  J.,  SGT,  USSS 

OLSZEHSKI,  VERNA  NANCY,  CPT,  METRO  PD 

OMALLEY,  CHARLES  FRANCIS,  INSPR,  USSS 

ORTLOFF,  VICTOR  C. ,  JR.,  CPT,  USAF 

OSKIN,  RICHARD  JAMES,  LT,  USSS 

OHEN,  HILLIAM  J,  PROGRAMS  OFCR,  FEDERAL  PROTECT 

PAINTER,  HARRY  J.,  LTC,  USA 

PALGUTT,  KEVIN  JOSEPH,  MAJ,  USA 

PARISI,  JOSEPH  STEPHEN,  JR,  LT,  USCP 

PARKER,  ROSILAND  YVONNE,  CPT,  LIBRARY  OF  CONGRESS  POLIC 

PARMAN,  GREGORY  DALE,  LT,  USCP 

PARROTTE,  ROBERT  JOSEPH,  SA,  USACIDC 

PELLEGRINO,  PETER  J,  CPT,  USPP 

PEHBERTON,  CHARLES  L.,  INSPECTOR,  METROPOLITAN  PD 

PERKINS,  ALFRED  H.,  LTC,  USAF 

PERKINS,  CHARLES  LEE,  DEP  CHF,  USSS 

PERKINS,  DAVID  DODGE,  MAJ,  USA 
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PETERS,  ANTHONY  JOSEPH,  MSGT,  USMC 

PETERSON,  JOHN  EMIL,  INSPR,  USSS 

PFLIEGER,  PATRICIA  ANN,  CPT,  METRO  PD, 

PHELPS,  CLYDE  E.,  OFCR,  AGCY  FOR  INTNL  DEV 

PHILLIPS,  AMY  ELIZABETH,  SGT,  METRO  TRANSIT  POL 

PHILLIPS,  ROBERT  DAVID,  JR,  LT,  METRO  TRANSIT  POL 

PICKETT,  MICHAEL  DENNIS,  CPT,  METRO  PD 

PIPER,  JOHN  L,  REG  DIR,  USTD 

PITYINGER,  STEPHEN  F.,  SERGEANT,  US  SECRET  SERVICE 

PONTON,  HILLIAM  ROY,  JR,  CPT,  METRO  PD 

POPE,  DON  REYNARD,  LT,  METRO  PD 

PORTER,  CLIFTON  J.,  LT,  METROPOLITAN  PD 

POHELL,  JAMES  M. ,  CHF,  US  CAPITOL  POL 

PRELOH,  MICHAEL  C,  CPT,  USCP 

PRENDERGAST,  MICHAEL  THOMAS,  CPT,  USSS 

PRESTON,  CHRISPEN  F.,  CAPTAIN,  METROPOLITAN  PD 

PRIMAS,  EVELYN  L,  CPT,  METRO  PD 

PROCHASKA,  JOSEPH  F.,  MAJ,  USMC 

PROCTOR,  SONYA  TRINITA,  ASST  CHF,  METRO  PD 

PROFATER,  CARL  V.,  DEP  CHF,  METRO  PD 

PRUE,  SAMUEL  ANDREH,  LT,  METRO  PD 

PURDIE,  JEFFREY  J,  CPT,  USSS 

QUASULA,  THEODORE  R,  CHF,  BIA 

RAGAN,  THOMAS  E.,  CHIEF,  USAF 

RANDALL,  DONALD  R.,  CAPTAIN,  METROPOLITAN  PD 

RASMUSEN,  THOMAS,  DEPUTY  CHIEF,  METROPOLITAN  PD 

RAYNER,  ROBERT  E. ,  CPT,  USSS 

REDDICK,  TIMOTHY  RALPH,  MAJ,  USAF 

REGINALDI,  RONALD  FRANK,  LT,  USCP 

REILLY,  BRIAN  JOSEPH,  CPT,  USPP 

REVAJ,  EDWARD  J.,  SGT,  USSS 

RHOE,  ALTON  RAY,  CPT,  USSS 

RICH,  LAWRIE  CLAUDETTE,  SGT,  USSS 

RING,  STEPHEN  WILLIAM,  CPT,  USCP 

RIORDAN,  MARTIN  JOHN,  DEP  CHF,  USSS 

ROBINSON,  GLEN  E.,  MAJ,  USA 

ROBINSON,  TERRY  S.,  MAJOR,  USAF 

RODGERS,  DONALD  L.,  CPT,  USPP 

RODRIGUEZ,  FELIPE,  CHIEF  DEPUTY,  USMS 

ROHAN,  JAMES  PATRICK,  LT,  USCP 

ROLAND,  DALE  ALAN,  MAJ,  USMC 

ROSE-HAYES,  PAMELA  ANN,  CPT,  USPP 

ROSENBERGER,  LARRY  WAYNE,  LT,  METRO  PD 

ROSSITER,  LEO  JOSEPH,  CHF,  REAGAN  NATL  AIRPORT  PD 

ROUSCHER,  STEVEN  RAY,  CPT,  USSS 

RUELAS,  JOE  LUIS,  LT,  METRO  PD 

RULE,  ROBERT  ALLEN,  LT,  USPP 

RUTHERFORD,  HERBERT  MALCOLM,  MARSHAL,  EASTERN  DISTRICT 

RYAN,  JOHN  F.,  DEP  CHF,  METROPOLITAN  PD 

SACKS,  MAX  PATRICK,  CPT,  METRO  PD 

SAENZ,  ROBERTO  SERGIO,  ASST  CHF,  US  BORDER  PATROL 

SANDS,  JACK  M,  MAJ,  USPP 

SARVIS,  WILLIAM  BOSTON,  CPT,  METRO  PD 

SATTERFIELD,  KIMBERLEE  FALL,  CPT,  USA 

SCHAAP,  JOSEPH  R.,  LT,  U.  S.  CAPITOL  POLICE 

SCHAMP,  JOHN  DELONG,  MAJ,  USPP 

SCHANEY,  ROY  WALTER,  CPT,  USSS 

SCHMIEG,  ANTHONY  L.,  CHIEF,  NATL  TRANSPORTATION  SAF 

SCHNEEHEIS,  HAROLD  N,  COL,  USA 

SCHOBER,  JOSEPH  BERNARD,  CPT,  USSS 

SCHRIVER,  EDWIN  S,  JR,  POL  SPEC.DOJ 

SEABERG,  WALTER  F.,  JR.,  CPT,  USSS 

SHAFFERMAN,  EDHARD  L.,  MAJOR,  USAF 

SHAW,  DAVID  LESLIE,  DEP  CHF,  METRO  TRANSIT  POL 

SHELTON,  FRANKLIN  C,  INSPR,  USCP 

SHIELDS,  DOROTHY  ANN,  LT,  METRO  PD 

SHIRES,  HENRY  C. ,  INSPECTOR,  USSS 

SHORT,  KENNETH  D. ,  MASTER  SERGEANT,  USAF 

SIMPSON,  KEVIN  STACARDO,  CPT,  USSS 

SIMPSON,  THEODORE,  JR,  SGT,  METRO  TRANSIT  PD 

SKOTZKO,  MICHAEL,  MAJOR,  U.  S.  ARMY 

SLIGH,  JOHN  H.,  WARRANT  OFFICER,  ARMED  FORCES 

SLOAN,  JOHN  DUDLEY,  SGT,  METRO  TRANSIT  POL 

SMITH,  ALLEN,  LT,  METRO  PD 

SMITH,  BILLY  LEE,  CPT,  USSS 

SMITH,  DAVID  BRUCE,  SUPR  SA,  US  DEPT  OF  STATE 

SMITH,  DENNIS  WELLFORD,  LT,  USPP 

SMITH,  DONALD  L.,  MARSHAL,  USMS 

SMITH,  JAMES  FRANCIS,  JR.,  LT,  USPP 

SMITH,  REGINALD  LAWRENCE,  INSP,  METRO  PD 

SMITH,  ROBERT  D,  POSTAL  INSPR,  US  POSTAL  INSPR 

SOMIN,  LAWRENCE  EDWARD,  LT,  USSS 

SORAH,  DENNY  R. ,  MAJOR,  U.  S.  PARK  POLICE 

SOHARDS,  DALE  EDWARD,  LT,  USSS 

SPITZ,  LOUIS  PAUL,  EXEC  DIR,  AMERICAN  ASSOC  OF  MO 

SPRAGUE,  BOBBY  LOUIS,  CMDR,  USPP 

STAMILIO,  ANTHONY  JOSEPH,  MAJ,  USA 

STANSBURY,  ALLEN  FRANKLIN,  CWO  II,  USA 

STARGEL,  JAMES  E.,  INSPECTOR,  METRO  PD 

STEVENS,  RALPH  P.,  LTC,  USA 

STEVENS,  RONALD  FRANCIS,  CPT,  USSS 

STEWART,  HAROLD  F.,  CHIEF,  USPP 

STIFTAR,  ROBERTA  KANE,  SGT,  METRO  TRANSIT  PD 

STOVER,  DAVID  HAILE,  LT,  USPP 

STRAND,  ALVIN  M. ,  OFCR,  AGENCY  FOR  INTERNATIONAL 

STREAGLE,  DAVID  W. ,  CID,  USA 

STREET,  ROBERT  SCOTT,  MAJ,  USMC 

SUGGS,  ROBERT  S.,  JR.,  CAPTAIN,  USSS 

SULLIVAN,  MARK  ANTHONY,  LT,  USCP 

SUTTON,  RICHARD  Y. ,  OFFICE  OF  PUBLIC  SAFETY,  AGENC 
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SHANSON,  BRET  HARPHAM,  CWO  II,  USMC 

SHINSON,  JAMES  G.  ,  SERGEANT,  METRO  PD 

SHOPE,  ROSS  EDWARD,  CPT,  METRO  PD 

SZESTAK,  EUGENE,  CPT,  USSS 

TABORN,  MICHAEL  ALAN,  LT,  METRO  TRANSIT  PD 

TAPSCOTT,  KATHIE  RENEE,  SGT,  METRO  PD 

TARASOVIC,  RAY  J,  LT,  METRO  PD 

TAYLOR,  MICHELLE  LYNN,  LT,  METRO  AIRPORTS  AUTH  POL 

TAYLOR,  HEST  HELLEN,  III,  LT,  METRO  PD 

TAYLOR,  WILLIAM  QUANDER,  LT,  METRO  PD 

THERKILDSEN,  GARY  ANDREW,  SR,  CPT,  USSS 

THOMAS,  GREGORY  STEPHEN,  LT,  USCP 

THOMAS,  JAMES  ANDREW,  JR,  CPT,  USAF 

THOMAS,  JAMES  CURTISS,  CPT,  USSS 

THOMAS,  MICHAEL  DAVID,  CPT,  USMC 

THOMPSON,  BILLY  H. ,  CRIMINAL  INVESTIGATOR  (CW3),  U 

TIMERMAN,  ROY  P.,  CAPTAIN,  U.  S.  MARINE  CORPS 

TIREVOLD,  ROBERT  WALTER,  LTC,  USAF  (PENTAGON) 

TISDALE,  ANTHONY  BRANDON,  LT,  METRO  TRANSIT  POL 

TISDALE,  DONNA  RENEE1,  SGT,  METRO  TRANSIT  PD 

TOMLINSON,  JAMES  F.,  LIEUTENANT,  U.  S.  PARK  POLICE 

TRAPNELL,  JAMES  HOWARD,  MSGT,  USMC 

TREON,  GARY  EUGENE,  CPT,  USPP 

TRIPLETT,  JOHN  PAUL,  LT,  METRO  TRANSIT  POL 

TROLLINGER,  JAMES  R,  DEP  CHF,  USCP 

TROMBLEY,  DONALD  E.,  MAJOR,  U.  S.  AIR  FORCE 

TROTTER,  JOHN  W. ,  DEP  CHF,  METRO  PD 

TROY,  DAVID  CHARLES,  ASST  SAC,  BU  OF  ALCOHOL,  TOBAC 

TURNER,  JAMES  P.,  MAJ,  USPP 

TURNER,  KARL  TAYLOR,  LT,  METRO  PD 

TURNER,  MAURICE  T.,  JR,  COP 

TURNER,  WILLIAM  R.,  INSPECTOR,  USSS 

UBER,  WILLIAM  E,  III,  CPT,  USCP 

UDELL,  GILMAN  G,  JR,  CPT,  USCP 

UEBELACKER,  SALLY  DIANE,  COL,  USAF, (PENTAGON) 

UTARA,  DAVID  ALFRED,  SGT,  METRO  TRANSIT  PD 

VAN  HORN,  GARY  LEE,  CPT,  USPP 

VANDERPOOL,  WILLIAM  F.,  SSA,  FBI 

VENABLE,  JAMES  C. ,  1ST  LIEUTENANT,  U.  S.  MARINE  C 

VILLARREAL,  JESSE,  CPT,  METRO  PD 

WADSWORTH,  ROGER  LEE,  SA,  USA 

WALDROP,  KENNETH  A.,  PUBLIC  SAFETY  ADVISOR,  US  AID 

HALZEL,  FREDERICK  H. ,  CHF  DEP,  USSS 

WAMSLEY,  WILLIAM  GEORGE,  INSPR,  USSS 

WATSON,  THOMAS  OTHA,  CPT,  USSS 

WEDA,  TONY  A.,  CAPTAIN,  USMC 

WELLS,  JERRY  L.,  CHIEF,  USPP 

WESTBROOK,  W.  R. ,  PUBLIC  SAFETY  ADVISOR,  USAID 

WHARTON,  RAWLEY  S.,  CHIEF  MSGT,  USAF 

WHITE,  CHAD  B.,  LTC,  USA 

WHITE,  DANNY  LEE,  CPT,  USMC 

WHITE,  MICHAEL  J.,  SA,  USA 

WHITE,  WILLIAM,  III,  INSPR,  METRO  PD 

HHITTAKER,  ROBERT  N,  DEP  CHF,  USSS 

WHITTINGTON,  JOSEPH  LARRY,  LT,  US  CAPITOL  POL 

WIDEMAN,  JOHN  CHESLEY,  JR.,  CRIM  INVSTGR,  GSA 

HIGGIN,  RICHARD  DUANE,  MAJ,  USPP 

WIGGINS,  SIDNEY  LORENZA,  JR,  LT,  USPP 

WILKERSON,  JAMES  GILBERT,  CPT,  USSS 

WILKINS,  THOMAS  HENRY,  CPT,  USPP 

WILLIAMS,  C.  RAYMOND,  PUB  SAFETY  ADVISOR,  USAID 

WILLIAMS,  DWIGHT  MORGAN,  CAPT,  METRO  PD 

HILLIAMSON,  JETER  L.,  JR.,  OFFICE  OF  PUBLIC  SAFETY,  IAD 

WINKEL,  EDWARD  FRANCIS,  CPT,  USPP 

WIRTH,  JOSEPH  T.,  LT,  USPP 

HOOD,  CHARLES  MCDONALD,  LT,  USSS 

HOOD,  RICHARD  ELMER,  SGT,  USSS 

WOODEN,  DEAN  BRUCE,  GEN  COUNSEL,  BU  OF  DIPLOMATIC 

WRIGHT,  JAMES  ANDREW,  CPT,  METRO  PD 

WRIGHT,  MARTIN  JOSEPH,  DIR  OF  INVSTGN,  US  EPA 

WYLLIE,  WILLIAM  J.,  MAJOR,  USA 

YAMAMOTO,  RICHARD  YOSHIKAZU,  MAJ,  USA 

YAHORSKE,  ALAN  JOSEPH,  LT,  USCP 

YOUNGER,  COLLIN  LESTER,  CPT,  METRO  PD 

ZANOTTI,  JEFFREY  ALLAN,  MAJ,  DEPT  OF  DEFENSE 

ZARGER,  ROBERT  F.,  CAPTAIN,  USPP 

ZIEGLER,  KENNETH  CHARLES,  SA,  DEPT  OF  DEFENSE 

ZIEMBA,  FRANK  MICHAEL,  JR,  LT,  USCP 


FLORIDA 

ALTAMONTE  SPRINGS 
199   DEAL,  JOHN  MICHAEL,  DEP  CHF,  PD 
169   GARVER,  STEVEN  WARNER,  SR,  CMDR,  PD 
108   LIQUORI,  WILLIAM  A,  COP 
178   MERCHANT,  ROBERT  CHARLES,  JR,  CMDR,  PD 
146   PERRY,  JAMES  A,  CMDR,  PD 

ARCADIA 
168   KEEN,  VERNON  LEE,  SHF  OF  DE  SOTO  CO 
180   WHITE,  RICKY,  CPT,  DESOTO  CO  SD 
198   WILSON,  LESLIE  ROLAND,  SGT,  DESOTO  CO  SO 

AVENTURA 
195   STEINBERG,  STEVEN,  DEP  CHF,  PD 


BARTOW 
130 
192 
84  * 
124  It 
180 
168 
112 


ALLEY,  PAUL  FREDERICK,  COL,  POLK  CO  SD 
BLACKFORD,  JAMES  EDWARD,  JR,  MAJ,  POLK  CO  SO 
BRADY,  JOHN  A.,  SR. ,  CPT,  POLK  CO  SO 
DEMPSY,  DONALD  CLAY,  MAJ,  POLK  CO  SD 
HOECHERL,  DENNIS  MICHAEL,  LT,  PD 
JUDD,  GRADY  CURTIS,  JR,  COL,  POLK  CO  SO 
LANG,  ALBERT  C,  JR,  LTC,  POLK  CO  SD 


155   LAHTON,  MICHAEL  LYNN,  LT,  POLK  CO  SO 

121  MCKINSEY,  MILLARD  LEROY,  COP 
87  *  MILLER,  J.  J.,  LT,  POLK  CO  SO 

94   PITTMAN,  H  MARVIN,  MAJ,  POLK  CO  SO 
123   SIMPSON,  JOHN  DOUGLAS,  USHF,  POLK  CO  SO 
109   SYPNIEWSKI,  FRANK  A,  TNG  OFCR,  POLK  CO  SD 
103   TAYLOR,  SAMMY  LEE,  CPT,  POLK  CO  SD 

182  TEBO,  JEFFREY  THOMAS,  MAJ,  POLK  CO  SD 
BAY  HARBOR  ISLANDS 

105   ROSS,  JOHN  S,  COP 
BELLE  GLADE 
175   FULENWIDER,  JACK  REID,  JR,  LT,  PD 
53  If   GOODLETT,  CHARLES  D,  DIR  OF  PUB  SFTY 

152  LOWERY,  LOUIS  LYNN,  INSPR,  PUBLIC  SAFETY  DEPT 
78  tt   MATHIS,  DELANO  B,  DIR  OF  PUBLIC  SAFETY 

117   MILLER,  MICHAEL  R,  DIR  OF  PUBLIC  SAFETY 
BOCA  RATON 

122  tt   CONNOR,  JOHN  BERNARD,  III,  DIR,  FL  ATLANTIC  UNIV  PD 
198   FROST,  TIMOTHY  DEAN,  CPT,  PD 

111  tt   GOODE,  DONALD  R,  CPT,  PD 
45  *  HOLMQUIST,  MERLIN  L.,  CHF  OF  SEC,  BOCA  RATON  COMUNTY 

153  MCCOY,  KEVIN  JAMES,  LT,  PD 
101   PETRACCO,  PETER  A,  COP 

183  SCOTT,  ANDREW  J,  III,  COP 

142  #  THORNTON,  EDWARD  JOHN,  CPT,  PD 
93  #  WRIGHT,  WAYNE  E,  CPT,  PD 
BOYNTON  BEACH 
147  #  DELOACH,  JOHN  FRANKLIN,  DEP  CHF,  PD 
133  It   DETTMAN,  THOMAS  MARTIN,  COP 
97  It   HAMILTON,  WILLIAM  R,  COP 
181  ft   PADICH,  THEODORE  JOHN,  CPT,  PD 
BRADENTON 

86  *  ANGERSOLL,  EDWARD  J,  DEP  SHF,  MANATEE  CO  SO 
127    FERENCE,  RICHARD  GEORGE,  MAJ,  PD 

GUSTAFSON,  DAVID  ALBIN,  INVSTGR,  FL  STATE  ATTNY  OFC 

HACKLE,  ROY  EDWARD,  LT,  MANATEE  CO  SO 

MOTES,  JAMES  RANDALL,  LT,  FL  HPTL 

MURDOCK,  NEWTON  H,  MAJ,  MANATEE  CO  SO 

PEARSON,  KENNETH  E,  COL,  MANATEE  CO  SO 

PERKINS,  LINDA  SUE,  LT,  FL  HPTL 

SHINGLEDECKER,  CONSTANCE  KAY,  MAJ,  MANATEE  CO  SO 


174 

118 

167 
95 

116 

187 

185 
BRONSON 

169   BASTAK,  CHARLES  ANTHONY,  LT,  LEVY  CO  SD 

176   GLASS,  TED  FOSTER,  SHF  OF  LEVY  CO 

116   SHEWEY,  DAVID  M. ,  CPT,  LEVY  CO  SD 

189   SMITH,  JOHNNY  MARION,  SGT,  LEVY  CO  SD 
BROOKSVILLE 

196   DECKER,  ROYCE  MERRILL,  JR,  CPT,  HERNANDO  CO  SD 
HENSLEY,  MICHAEL,  MAJ,  HERNANDO  CO  SO 
MYLANDER,  THOMAS  AUGUST,  SHF  OF  HERNANDO  CO 
NUGENT,  RICHARD  BYRON,  MAJ,  HERNANDO  CO  SD 
SHIELDS,  DONALD  EDWARD,  CHF  DEP,  HERNANDO  CO  SO 
SMITH,  GARY  Z,  MAJ,  HERNANDO  CO  SO 
TINCHER,  BOYCE  EDWIN,  COP 


181 

148 

165 

131 

111 

154 
BUNNELL 

124  ft   EDMONSON,  FLYNN  WEST,  COP 

139  tt   KARBACK,  WILLIAM  STEPHEN,  COP 
BUSHNELL 

152  tt   ADAMS,  JAMES  LOUIE,  JR,  SHF  OF  SUMTER  CO 

195   FARMER,  WILLIAM  OKLA,  JR,  SHF  OF  SUMTER  CO, 

182   JENKINS,  LEVERNE,  CPT,  SUMTER  CO  SD 
CAPE  CORAL 

117  BUTLER,  ROGER  G,  CPT,  PD 

163   CAIATA,  ALFRED  JOSEPH,  JR,  CPT,  PD 

150   GIBBS,  ARNOLD  ALEXANDER,  COP 

138  ft   KEPPEN,  GARY  DAVID,  DEP,  CHARLOTTE  CO  SO 

190   PENSIERO,  CAROLE  LEIGH,  LT,  PD 

199   PETROVICH,  ROBERT  S,  LT,  PD 
93  tt   WHITE,  JAMES  R.,  COP 
CASSELBERRY 

156   GATCH,  DURBIN  CLAUD,  COP 

195   MCNEIL,  WILLIAM  F,  SGT,  PD 
CHATTAHOOCHEE 

118  TURNAGE,  DAVID  RUSSELL,  COP 
CHIPLEY 

128   PEEL,  FREDERICK  DWYNE,  SHF  OF  WASHINGTON  CO 
CLEARWATER 

56  tt   CONNOR,  ALBERT  L,  LT,  PD 
168   CONRY,  CAROL  ANN,  SEN  INVSTGR,  FL  ATT  GEN  OFFICE 
189   COSTENBADER,  RANDY  FRANKLIN,  CPT,  PD 

75  It   DANIELS,  FRANK,  COP 
138   DOWLING,  ERNEST  JACKSON,  LT,  PD 
29  *  FULLE,  ROBERT  F.,  DEP  SHF,  PINELLAS  CO  SO 
78  It   GENUNG,  DONALD  S.,  SHF  OF  PINELLAS  CO 
74  *  GOLDER,  THOMAS  J.,  SGT,  PINELLAS  CO  SD 
KOOSHIAN,  GARY  G. ,  CPT,  PD 
KRONSCHNABL,  JEFFERY  P,  LT,  PD 
MATO,  JOSE  LUIS,  CPT,  FL  DIV  OF  AB&T 
MULRY,  JOHN  JOSEPH,  JR,  INVSTGR,  STATE  ATTY  OFFICE 
ONEILL,  JAMES  RICHARD,  DIV  CMDR,  PD 


90 
164 
144 
159 
127 
COCOA 
173 


PD 


BROWN,  JAMES  MICHAEL,  CPT, 
108  It   OCONNELL,  THOMAS  F,  COP 
COCOA  BEACH 

91  tt   HUTSON,  FRANCIS  T,  COP 
160   MULDOON,  MICHAEL  TIMOTHY,  LT,  PD 
93  tt   SARVER,  WINSTON  H,  CAPTAIN,  PD 
100   VITEK,  ANTHONY  J,  JR,  MAJ,  PD 
COCONUT  CREEK 
183   DEVINE,  STEVEN  CHARLES,  LT,  DPS 
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FLORIDA  -  FLORIDA 

190   MERLIN,  STEVEN  NORMAN,  CPT,  DPS 
COOPER  CITY 
114   DAVIS,  ROBERT  S,  COP 

168  HILL,  CLYDE  DANIEL,  SGT ,  PD 

194  LUPO,  KREGG  PATRICK,  SGT,  PD 

91  HERDER,  EDHARD  J,  COP 
CORAL  GABLES 

110  #  BUSH,  KENNETH  H,  COP 
161  tt   BUTLER,  JAMES  HOHELL,  COP 
117  tt   CARROLL,  JAMES  J,  MAJ,  PD 
46  D   EDHARDS,  DELBERT  F.,  COP 

195  GINN,  MARK  ANDREHS,  SGT,  PD 

169  tt   HEADLEY,  ALAN  ROBERT,  MAJ,  PD 
179   MARTIN,  HILLIAM  IRA,  MAJ,  PD 

92  tt   SKALASKI,  CHARLES  H,  JR,  COP 
CORAL  SPRINGS 

176  I  BERTISON,  ALAN  JOSEPH,  LT,  PD 
139  f  FIORENZA,  GEORGE  HILLIAM,  CPT,  PD 
193   FOSTER,  DUNCAN  MILLER,  MAJ,  PD 
164  tt    FUJARCZYK,  JOHN  RICHARD,  JR,  CPT,  PD 
102  tt   GILBERT,  HARREN  S.,  DIR,  DPS 
CRAHFORDVILLE 

112  HARVEY,  DAVID  F.,  SHF  OF  HAKULLA  CO 
CRESCENT  CITY 

113  SCHULTZ,  SHELDON  A.,  COP 
CRFSTVI EH 

159   BARBERREE,  LEHIS  GLEN,  SR,  INVSTGR,  OKALOOSA  CO  SD 
71   SIMPSON,  DONALD  E.,  SPC  INVSTGR,  STATE  ATTORNEYS  0 
CRYSTAL  RIVER 

125   BROHN,  JOHN  JOSEPH,  COL,  FL  MARINE  PTL 
DADE  CITY 

104  #  ENLOH,  BERNARD  RAY,  COP 
DAVENPORT 

125   ROBINSON,  HORACE  BOOTHBY,  I,  COP 


DAVIE 
189 
139  tt 
174 


GEORGE,  JOHN  A,  CPT,  PD 
MACKIE,  JACK  PHILLIP,  COP 
MCDANIEL,  ROBERT  GAIL,  ASST  CHF,  PD 
DAYTONA  BEACH 
192   ANDERSON,  HILLIAM  JESSE,  CMDR,  PD 
120  tt   BECK,  JAMES  RICHARD,  LT,  PD 
138   CARROLL,  RONALD  DAVID,  PTLM,  PD 
102  tt   CLIFFORD,  CARL  N,  LT,  VOLUSIA  CO  SD 


EATON,  HOHARD  S.,  INVSTR,  ST  ATTY  OFC  7TH  JUDCL 
FREEMAN,  HILLIAM  HENRY,  JR.,  CONSTABLE 
GALLOHAY,  THOMAS  CARVER,  CPT,  PD 
MCBRIDE,  HOHARD  S.,  JR.,  CPT,  VOLUSIA  CO  SO 
OBRIEN,  TIMOTHY  CARROLL,  CMDR,  PD 
POHELL,  JIMMIE  EDHARD,  LT,  FL  DIV  OF  ABT 
POHER,  JOHNNIE  MCALASTER,  CPT,  DPS 
SHAH,  S  DAVID,  SGT,  PD 
WHITE,  MARTIN  JOSEPH,  CMDR,  DPS 
HILLITS,  CHARLES  H. ,  JR.,  COP 
HYLIE,  THOMAS  H. ,  SA,  FL  BU  OF  AB&T 
DAYTONA  BEACH  SHORES  ...,.,-„„ 

139  tt   DARAIO,  FRANK  SILVIO,  DIR  OF  PUBLIC  SAFETY 

188   DEMBINSKY,  STEPHAN  LEE,  COP 

175   MONACO,  FRANCIS  GEORGE,  CPT,  PD 

198   MOHEN,  JOHN  LAHRENCE,  LT,  DPS 
DEERFIELD  BEACH 

112  tt   GIUFFREDA,  RICHARD  A.,  CPT,  PD 

HALVORSEN,  CAROLE  J,  DET  SGT,  PD 
LANDOSKEY,  ELMER  F,  CPT,  PD 
NEAL,  HILLIAM  J,  COP, 
PETERS,  ERNEST  CARL,  COP 
RHODES,  MICHAEL  RICHARD,  LT,  PD 
DEFUNIAK  SPRINGS 

69  tt   ALFORD,  JOEL  TURNER,  COP 

CHAPMAN,  HILLIAM  NOAH,  CHF  DEP,  WALTON  CO  SD 
TRUSTY,  JACK  BRADLEY,  MAJ,  WALTON  CO  SD 


108 

30 

130 

92 

163 

164 

183 

141 

175 

68 

113 


117 

100 

75 

42 

133 


167 
154 
DELAND 
168 
180 
127 
110  tt 
143 
145 
156  tt 
101  tt 
193 
118  * 
90 
105 
131 


ANDERSON,  DALE  ROBERT,  JR,  CPT,  VOLUSIA  CO  SD 
BONNEVIER,  JOHN  JOSEPH,  MAJ,  VOLUSIA  CO  SO 
BROHN,  RICHARD  GROVE,  LT,  PD 
CARROLL,  EDHARD  L,  MAJ,  VOLUSIA  CO  SO 
DAVIS,  LEONARD  ALPHONZO,  CPT,  VOLUSIA  CO  SD 
ELLIOT,  ALAN  JAMES,  CMDR,  PD 
JOHNSON,  BEN  FRANK,  LT ,  VOLUSIA  CO  SD 
JOHNSON,  GENE  C,  CPT,  PD 

JONES,  ROBERT  LOUIS,  III,  CPT,  VOLUSIA  CO  SO 
MAXWELL,  HILLIAM  DONALD,  LT,  VOLUSIA  CO  SO 
NIBLER,  FRANK  X,  CAPTAIN,  PD 
THURMOND,  CHARLES  A,  JR,  ASST  CHF,  PD 
HYATT,  EDHARD  PARKER,  CPT,  VOLUSIA  CO  SD 
DELRAY  BEACH 
102  tt   COCHRANE,  WILLIAM  H,  JR,  MAJ,  PD 
LICATA,  ROSS,  CPT,  PD 
SCHROEDER,  JOSEPH  LAHRENCE,  MAJ,  PD 
TWITTY,  JAMES  J.,  DET  LT,  PD 
WILSON,  JAMES  MATHEH,  JR,  LT,  PD 


197 
170 
114 
185 
DUNEDIN 
104   HAHORTH,  ROBERT  L,  COP 

170  MACKENZIE,  JAMES  ALLEN,  III,  CPT,  PD 

151   MILLS,  BRUCE  ALTON,  CPT,  PD  „..-™ 

69  tt   SMITH,  EDHARD  M,  SR,  DIRECTOR  OF  PUBLIC  SAFETY 
EAST  PALATKA 

171  KNIGHT,  CHRISTOPHER  ALLEN,  MAJ,  FL  HPTL 
EDGEHATER 

161   MCEVER,  JOSEPH  FREDERICK,  LT,  PD 
180   TEITELBAUM,  BRET  DAVID,  SGT,  PD 
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rpi  t  U   i  r  d 

121  tt   HARMON,  RICHARD  DUANE,  CHF  MSGT,  USAF 
ELGIN  AFB 

137   JORDAN,  GARY  DEAN,  MAJ,  USAF 
FALLON 

152   BROOKS,  RUSSELL  ALAN,  ASST  CHF,  PD 
FELLSMERE 

149  TIPPINS,  LARRY  EDWARD,  COP 
FERNANDINA  BEACH 

150  tt   CAMERON,  JERRY  THOMAS,  COP 
192   CARTER,  PAUL  WILLIAM,  SGT,  PD 
144   MARQUETTE,  JEFFREY  PAUL,  COP 
173   STURGES,  WALTER  EUGENE,  SGT,  PD 

FORT  LAUDERDALE 
177   AUER,  JOHN  GEORGE,  LTC,  BROHARD  CO  SD 
AYERS,  GARY  AVERY,  SGT,  BROHARD  CO  SO 
BALES,  WILLIAM  D. ,  LEGAL  INVSTGR,  STATE  ATTY  OFC 
BATES   RALPH  STONEY,  (MAJ,  USMC)  LTC,  BOWARD  CO  SO 
BOTSFORD,  NORMAN  BRUCE,  COL,  BROWARD  CO  SO 
BRADY,  WILLIAM  E,  MAJ,  PD 
BRENNAN,  THOMAS  JOSEPH,  LTC,  BROWARD  CO  SO 
CALHOUN,  LARRY  J.,  MAJ,  PD 
CAMPBELL,  GARFIELD  J.,  INVSTGR,  ST  ATTY  OFC 
CARNEY,  THOMAS  JOHN,  COL,  BROHARD  CO  SO 
COLLINS,  KENNETH  EUGENE,  LT  COL,  BROWARD  CO  SD 
DICKEY,  JANET  LYNORE,  DIR,  BROWARD  CO  SO 
DONISI,  JOSEPH  MICHAEL,  MAJ,  PD 
DOUGHTY,  DANIEL  ALAN,  CPT,  PD 
DYE,  JIMMIE,  LT,  BROWARD  CO  SO 
DYER,  WILLIAM  ROBERT,  SA,  DRUG  ENF  AGCY 
FINNO,  RALPH  ANTHONY,  CPT,  PD 
FLEMING,  JOHN  HOMER,  SGT,  BROWARD  CO  SO 
GARDNER  TERRILL  LEE,  INVSTGR  SUPV,  BROWARD  CO  ST  AT 
GERWENS,  JOSEPH  CARTER,  DIR,  BROHARD  CO  SO 
GILLO,  MICHAEL  CHARLES,  INVSTGR,  BROHARD  CO  ST  ATTY  OF 
GRIMM,  MARY  MARGARET,  CPT,  PD 
HARTMAN,  LEWIS  HENRY,  CMDR,  PD 
HIGGS,  RONALD  BENJAMIN,  CPT,  BROHARD  CO  SO 
JOHNSTON,  ROBERT  W. ,  CHIEF  OF  POLICE 

1  KEANE,  MICHAEL  JOSEPH,  INVSTGR,  BROHARD  CO  STATE  ATTY 
KOERICK,  ANDREW  WILLIAM,  CPT,  BROWARD  CO  SD 
LAMBERT  I,  ALFRED  THOMAS,  MAJ,  BROWARD  CO  SO 
LEONARD,  JAMES  HARVEY,  INVSTGR,  BROHARD  CO  ATTY'S  OFC 

I  MCCARTHY,  THOMAS  DANIEL,  COP  „rBlllDn  „  ._ 

NELSON,  DALE  EDWARD,  DEP  CHF  INVSTGR,  BROWARD  CO  AT 
PUSINS,  ROBERT  RANDY,  CPT,  PD 

!  Sii:  ]gffiltfo?ff?'<£*   INVSTGR,  BROWARD  COUN 
RIHA,  RICHARD,  INVSTGR,  BROWARD  CO  STATE  ATTY 
SAXON,  RAYMOND  EDWARD,  MAJ,  BROWARD  CO  SO 
SHEDLOCK,  CARL  JOHN,  INVSTGR,  ATTY  GENERALS'S  OFC 

«  SIMPSON,  RICHARD  THOMAS,  DEP,  BROWARD  CO  SO 

t   THIVENER,  G  E,  LT,  BROWARD  CO  SO 

t   WHITE,  EDGAR  THOMAS,  MAJ,  PD   

HOODALL,  KENNETH  FRANKLIN,  LT,  BROHARD  CO  SO 
WRIGHT,  DANNY,  SR,  CPT,  BROWARD  CO  SD 

'  SES&.'SSS  tj^CTIVE  LIEUTENANT,  BROWARD 
FORT  MYFRS 

30  *  BARTLESON,  JOHN  D. ,  CONSERVATION  OFCR,  STATE  OF  FL 
CLIFTON,  CHARLES  MICHAEL,  CPT,  LEE  CO  SD 
CONN,  DONN  CARLOS,  CPT,  FL  HPTL 
DANIELS,  MILES  R,  INVSTGR,  STATE  ATTY  OFC 
DUFFALA,  DENNIS  CHARLES,  COL,  LEE  COSD 
EMERSON!  STEPHEN  AUSTIN,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 
FORD,  HAROLD  L,  MAJ,  PD 

GRIFFITH,  SCOTT  WHALIN,  LT,  PD  4IDDftDTC  Dn 
GROSSER,  GARY  ROMAN,  CHF,  LEE  CO  AIRPORTS  PD 
HARRIS,  ROBERT  LEE,  CPT,  PD 

ibi   HART,  LARRY  DONNELL,  CPT,  PD 
13  tt   HERR,  ALVIN  J,  SEC  DIR,  LEE  CO  HEALTH  COMPLEX 

196   JOHNSON,  EDDIE  LEE,  JR,  CPT,  FL  HPTL 
MCDOUGALL,  JOHN  JOSEPH,  SHF  OF  LEE  CO 
NIENHUIS,  ALVIN  DALE,  II,  CPT,  FL  DIV  ABT 
PHILLIPS,  DURELL  BOBBITT,  CPT,  PD 
SHEVLIN,  PHILIP  FRANCIS,  LT,  PD 
SHOAP,  RODNEY  MARK,  CPT,  LEE  CO  SD 

SILVERTHORN,  RICHARD  CHARLES,  MAJ,  LEE  CO  PORT  AUTH  PD 
SIZEMORE,  DANIEL  WAYNE,  MAJ,  LEE  CO  PORT  AUTH  PD 
SMITH,  JUDITH  IRENE,  ADMIN  MGR,  PD 
SPURLIN,  JERE  LEN,  COP 
UNDERHILL,  BURL  A.,  MAYOR 

VETTER,  JOHN  ANTHONY,  LT,  LEE  CO  PORT  AUTH  PD 
FORT  PIERCE 

110  *  BOYD,  WILLIAM  F,  CPT,  ST  LUCIE  CO  SD 

BRUMLEY,  LEM,  CHF  INVSTGR,  ST  ATTY  OFC 

CASSENS,  RUDOLPH  F.,  COP 

ELDER,  TIMOTHY  HAMRICK,  SSA,  FL  DEPT  OF  LAW  ENF 

GRAVES,  MICHAEL  JEROME,  CPT,  ST  LUCIE  CO  SO 

KENDALL,  FRED  M.,  CAPTAIN,  PD 

KERLIKOWSKE,  RICHARD  GUILFOR,  COP 

MCILHAIN,  RICHARD  ELLSWORTHI ,  INVSTGR,  STATE  ATTY  OFC 

MCINERNEY,  THOMAS  J,  INSPR  OF  DET  ADMIN, ST.  LUCIE 

MILLER,  ROBERT  LEE,  CPT,  ST  LUCIE  CO  SO 

MOSLEY,  JIMMY  LEROY,  LT,  PD 

NORVELL,  C  LANIE,  SHERIFF  OF  ST  LUCIE  CO 

NORVELL,  JOHN  R,  JR,  ASST  CHF,  PD 

PROVOST   ROBERT  0,  DET  CPT,  ST  LUCIE  CO  SO 

WALSTON,  DONALD  EVERETT,  LT   FL  HPTL 

WALTERS  DAVID  GEORGE,  MAJ,  ST  LUCIE  CO  SO 


119 
69 
124 
140 
101 
151 
97 
58 
173 
119 
156 
165 
176 
156 
154 
121 
121 
165 
130 
128 
197 
180 
142 

81 
172 
191 
167 
135 
145 
138 
191 

76 

50 
185 
147 
160 
132 

91 
154 
136 
185 

92 
107 


191 
120 
93 
161 
194 
112 
196 
155 
172 
161 


159 
197 
120 
188 
178 
190 
170 
138 
133 
50 
175 


71 

17 

180 

168 

102 

136 

140 

91 

186 

137 

68 

83 

96 

126 

124 


186 
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179   HALTERS,  NORA  JANE,  INVSTGR,  STATE  ATTORNEY  OFC 
FORT  WALTON  BEACH 

156   COUP,  HICHAEL  JAHES,  MAJ,  OKALOOSA  CO  SO 

112   HEINE,  MANFRED  F,  DIR,  TROY  STATE  UNIV 

193   TAYLOR,  TONY  ROCK,  SGT,  PD 
GAINESVILLE 

98  »   BASON,  JOSEPH  E,  CPT,  PD 

165   CAFFIE,  LEON,  CPT,  ALACHUA  CO  SO 

146  CHAPMAN,  ROBERT  ELHOOD,  CPT,  ALACHUA  CO  SO 

94  CREVASSE,  JOE  M.,  Ill,  CPT,  ALACHUA  CO  SO 
91  tt   CREWS,  WILLIAM  J.,  CPT,  PD 

168   DARNELL,  SADIE  JAN,  CPT,  PD 

184   DUNN,  THEODORE  ANTHONY,  CPT,  UNIV  OF  FL  PD 

188  GAINEY,  EMERY  ARNETT,  LT,  ALACHUA  CO  SO 

99  It   GLADIN,  EUGENE  B,  JR,  DEP  SHF,  ALACHUA  CO  SO 
143  It   HAMILTON,  ROBERT  WALTER,  JR,  CPT,  ALACHUA  CO  SO 

112  tt   HESTER,  ROBERT  F,  LT,  UNIV  OF  FL  PD 
60  tt   HINDERY,  LUCIAN  J.,  SHF  OF  ALACHUA  CO 

147  It   JOHNSON,  CHRISTOPHER  VAN,  INVSTGR,  STATE  ATTY  OFC 

176  #  KNOWLES,  PHILLIP  CAREY,  LT,  ALACHUA  CO  SD 

138   LAMBERT,  RUSSELL  LEE,  MAJ,  FL  DEPT  OF  BUS  &  PROF  REG 

164  MCCRAY,  CHARLES  EDWARD,  SR,  LT,  UNIV  OF  FL  PD 

110  #  MCGRAW,  CLINTON  D. ,  LIEUTENANT,  PD 

129   MCLENDON,  ROBERT  G,  JR,  EXEC  LT,  ALACHUA  CO  SO 
187   MEFFEN,  SCOTT  JONATHAN,  SR,  LT,  PD 
109   MITCHELL,  ROBERT  S,  II,  CPT,  PD 

191   MOORE,  KENNETH  WAYNE,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 
155   MORROW,  ALAN  RAY,  MAJ,  ALACHUA  CO  SO 
198   NORRED,  SUSAN  GILLIS,  MAJ,  UNIV  OF  FL  PD 
102  *  PEARCE,  WAYNE  N.,  CAPTAIN,  ALACHUA  COUNTY  SO 
104   POWELL,  DONALD  G. ,  ASST  DIR,  UNIV  OF  FL  PD 
77  tt   ROBERTS,  COURTNAY  A.,  COP 
109   ROUNDTREE,  BASIL  E.,  LT,  ALACHUA  CO.  SD 

95  *  SCHELLENGER,  K  WESLEY,  CPT,  ALACHUA  CO  SO 
147   SCHREIBER,  WAYNE  JOHN,  LT,  UNIV  OF  FL  PD 

118   SHOEMAKER,  SAMUEL  LEWIS,  JR,  CPT,  ALACHUA  CO  SO 
123   STEVENS,  EVERETT  HERBERT,  CHF,  UNIV  OF  FL  PD 

113  VARNES,  MARTHA  V.,  LTC,  UNIV  OF  FL  PD 
GREEN  COVE  SPRINGS 

136   CROSSLEY,  CARL  JAY,  INVSTGR,  OFC  OF  STATE  ATTY 
178   DEDMON,  DERRY  WAYNE,  LT,  CLAY  CO  SD 

64  tt   HALL,  J.  P.,  JR.,  DEP  SHF,  CLAY  CO  SO 

195  HUTCHESON,  JOE  CLYDE,  LT,  CLAY  CO  SO 
129   LANCASTER,  LEON  SCOTT,  SHF  OF  CLAY  CO 

100  tt   MCCORMICK,  JOHN  D.  ,  DIR,  CLAY  CO  SO 
155  tt   MEEKS,  GARY  EUGENE,  COP 

165  REDMOND,  JIMM  WARREN,  CPT,  CLAY  CO  SD 
181   RUSSELL,  GAIL  STEPHEN,  COP 

111  WHEELER,  MACK  R,  DET,  CLAY  CO  SD 
GREENACRES  CITY 

140   TREANOR,  JOHN  TERRENCE,  DIR  OF  PUBLIC  SAFETY 
GULF  BREEZE 
163   HICKS,  KENNETH  RAY,  DEP  CHF,  PD 
140   MORGAN,  JOHN  DALE,  JR,  COP 

189  RANDLE,  ROBERT  C,  SGT,  PD 

168   TOMASOVIC,  JOSEPH  RICHARD,  II,  CHIEF,  NPS 
GULF  STREAM 

97  tt   FLANNERY,  FRANKLIN  E,  COP 

108  SCHULTZ,  ROBERT  F.,  COP 
GULFPORT 

177  PATTERSON,  PATRICK  ROBERT,  LT,  PD 

127  HILLOCKS,  GLENN  CURT,  COP 
HAINES  CITY 

122   COOK,  TRAVIS  WAYNE,  CPT,  PD 

117   THOMPSON,  KENNETH  C,  DIR,  PUBLIC  SAFETY  DEPT 

101  WHEELER,  RICHARD  T,  COP 
HALLANDALE 

171   FARAGHER,  LAWRENCE  ARTHUR,  COP, 
181   MAGILL,  THOMAS  ANDREW,  ASST  CHF,  PD 
138  tt   MCDONALD,  CHARLES  GERARD,  MAJ,  PD 
152  tt   WAGNER,  KENNETH  RAY,  COP 
HIALEAH 

178  ANDRES,  STEVEN  ROBERT,  CPT,  PD 

65  tt   BERRY,  ALDEN  RICHARD,  COP 

135  BOLANOS,  ROLANDO  DANIEL,  COP 

157   BRADHAM,  EDDIE  LAVERN,  SR,  COL,  PD 

114  tt   HEDRICK,  JOHN  J.,  CPT,  PD 

109  tt   LAKE,  JOHN  S,  CPT,  PD 

73  tt   LEGGETT,  LAWRENCE  D,  COP 
62  tt   MAYNARD,  DAVID  INSELL,  COP 

128  It   MENDEZ,  JOSE  RAUL,  COL,  PD 

71  tt   NEVINS,  THOMAS  P,  SR,  ASST  CHF,  PD 

97  tt   RILING,  FREDERICK,  MAJ,  PD 

136  #  RUSSO,  MICHAEL  EARL,  CPT,  PD 

28  n   WARNER,  HERBERT  U. ,  CHIEF  OF  POLICE,  PD 
HOLLY  HILL 

187   BARKER,  MARK  DAVID,  INVSTGR,  PD 
HOLLYWOOD 

155  tt   CASTIGLIONE,  DARRON  PETER,  SGT,  PD 

177   D'HERON,  WILLIAM,  LT,  PD 

98  tt   HESSLER,  LE  ROY,  ASST  CHF,  PD 
104  It   MOWERS,  ROBERT  S,  CAPTAIN,  PD 

94  tt   SANDELIER,  TONY,  CAPTAIN,  PD 

196  STANDLEY,  MELVIN  DEAN,  LT,  PD 
143   STONE,  RICK  DON,  COP 

185   WAGNER,  CHADWICK  EDWARD,  SGT,  PD 
165   WILSON,  JOHN  MILTON,  LT,  PD 
HOLMES  BEACH 
171  It   MADDOX,  RICHARD  CLINTON,  JR,  COP 
184   ROMINE,  WILLIAM  JAY,  COP, 


HOMESTEAD 


186 
158 
107 
166 
88 
125 


BOWE,  EDWARD  FRANCIS,  JR,  CPT,  PD 

IVY,  CURTIS  KYLE,  JR,  COP 
It   MORGAN,  KENNETH  0,  JR,  CHF  RANGER,  EVERGLADES  NATL  PA 
It   PALMER,  EDWARD  GENE,  CPT,  PD 
It   SNIDER,  EMMETT  L,  COP 

#  WALL,  JOHN,  COP 
HOMESTEAD  AFB 

84   MCMICHAEL,  GENE  L.,  MAJOR,  USAF 
118   WOODRING,  CHARLES  GORDON,  CWO  II,  USA 
HOMOSASSA  SPRINGS 

174   BUCKSON,  BRUCE  CANNON,  MAJ,  FL  MARINE  PATROL 
HUDSON 

106   HASBROUCK,  RICHARD  H,  COP 
HURLBURT  AFB 

185   HOLLINGSEAD,  GREGORY  ALLAN,  SR  MSGT,  USAF 
HURLBURT  FIELD 

199   STOREY,  RONALD  EUGENE,  MSGT,  USAF 
INDIALANTIC 
188   GEIGER,  JESSE  VALENTINE,  COP 
141  tt   SKINNER,  ROGER  A,  COP 
INDIAN  RIVER  SHORES 
160   COX,  HUGH  ALLEN,  JR,  DIR,  DPS 
199   SCHAUMAN,  WILLIAM  JOHN,  III,  CPT,  DPS 
INVERNESS 
182   BURNS,  WAYNE  MAURICE,  CPT,  CITRUS  CO  SD 
192   ELIZARDE,  JOSEPH,  COP 

135  #  LACASSE,  TERRYL  CLARENCE,  MAJ,  CITRUS  CO  SD 
MERRITT,  THOMAS  EUGENE,  LT,  CITRUS  CO  SD 
PLEVELL,  JOHN  PAUL,  INVSTGR,  CITRUS  CO  SD 
JACKSONVILLE 
194   ABRAMOWITZ,  BARRY  LEONARD,  INVSTGR,  ST  ATTY  OFC 
It   ALLEN,  JAMES  H. ,  CPT,  PD 
It   ANDERSON,  DAVID  BOWIE,  LT,  SO 

BESELER,  PAUL  RICHARD,  JR,  CHF  SUPVY  INVSTGR,  STATE  ATT 
BOSSE,  JEAN-EUDES  ROBERT,  MSGT,  USMC 
BRADEEN,  RICHARD  NILES,  SGT,  JACKSONVILLE  SO 

#  BRANCH,  RONALD  V.,  SGT,  OFC  OF  THE  SHF 
BROWN,  WILLIAM  CLINTON,  JR,  CHF  OF  PUB  SER  DIV,  JACKSON 
CARRICK,  GRADY  THOMAS,  MAJ,  FL  HPTL 

tt   CREWS,  JAMES  OYNEL,  CPT,  PD 

#  CUNNINGHAM,  JOHN  J.,  JR.,  DET  SGT,  DUVAL  CO  SO 
It   DANSON,  JOHN  ELWYN,  DEP  DIR,  OFC  OF  THE  SHF 

DIPERNA,  DAVID  MICHAEL,  SGT,  JACKSONVILLE,  CO  SO 
DRUMMOND,  ROBERT  LEE,  JR,  DIV  CHF,  JACKSONVILLE  SO 

#  EDWARDS,  HENRY,  JR,  LT,  OFC  OF  THE  SHF 
EDWARDS,  MICHEAL  PERNELL,  CHF,  JACKSONVILLE  SO 

#  ERICKSEN,  SUSAN  NIX,  BU  CHF,  FL  DEPT  OF  LAW  ENF 
GLOVER,  NATHANIEL,  JR,  SHF  OF  JACKSONVILLE  CO 
GORDON,  JOHN  LAWRENCE,  USHF,  JACKSONVILLE  SO 
HARRELL,  JAMES,  JR,  LT,  UNIV  NORTH  FL  PD 
HENDRY,  GAYWARD  FRANKLIN,  INVSTGR,  STATE  ATTY  OFC 
HENRY,  JOSEPH  NATHANIEL,  DIR  OF  OP,  JACKSONVILLE  SO 

#  HIDAY,  HENRY  R.  ,  JR.,  SGT,  OFC  OF  THE  SHF 
HIERS,  WOODROW  WILSON,  JR,  CHF,  FL  DEPT  OF  LAW  ENF 
HODGES,  HYLLIE  BRYANT,  CHF,  JACKSONVILLE  SO 

#  HOWELL,  VINCENT  M,  SGT,  JACKSONVILLE  SO 
HUDGINS,  JAMES  LARRY,  CHF  OF  COMM  AFFAIRS  DIV,  JACKS 
JETT,  JAMES  BUFORD,  CHF  OF  SFTY  AND  SEC,  FL  JR  COL 

It   JOHNSON,  WILLIAM  H,  DEP  DIR,  JACKSONVILLE  SO 
JONES,  JOHN  FREDERICK,  LT,  JACKSONVILLE  CO  SO 

It   KRAMER,  CHARLES  EDWARD,  SGT,  JACKSONVILLE  SO 
LEY,  JAMES  DOUGLAS,  CHF  OF  SERV,  JACKSONVILLE. SO 
LIO,  PAUL  ROBERT,  SA,  FL  DEPT  OF  LAW  ENF 

tt   LOWE,  JAMES  T.,  CHF,  DUVAL  CO  SO 

LUEDERS,  GEORGE  HERMAN,  ASST  CHF,  JACKSONVILLE  SO 
MACKESY,  FRANCIS  JAKE,  CHF,  JACKSONVILLE  SO 

It   MCMILLAN,  JAMES  E,  SHF  OF  JACKSONVILLE 

MILEY,  RAYMOND  A,  USHF,  OFFICE  OF  THE  SHERIFF 
MULLEN,  TERRENCE  JOHN,  SA,  FL  DEPT  OF  LAW  ENF 

#  NELSON,  HENRY  D. ,  LT,  JACKSONVILLE  SO 
OWEN,  KENNETH  G,  DIRECTOR,  UNIV  OF  N.  FL  PD 
PARSLEY,  GARLAND  CURTIS,  SPEC  INVSTGR,  NAVAL  INTELLIGEN 

tt   PIALORSI,  JOHN  CARL,  DIV  CHF,  JACKSONVILLE  SO 

#  PICKETT,  DONALD  E.,  LT,  OFFICE  OF  THE  SHERIFF 
POWELL,  ALVIE  L,  JR,  DIR  OF  SERV,  JACKSONVILLE  SO 

86  tt   RICHARDSON,  MILLARD  P,  DIR  OF  OPERATIONS,  OFFICE  OF  T 
182  tt   RUSSELL,  LARRY  DEE,  CPT,  JACKSONVILLE  SO 
171   RUTHERFORD,  JOHN  HENRY,  DIR,  JACKSONVILLE  SO 

SEIBLER,  RICHARD  HERMAN,  JR,  CHF,  JACKSONVILLE  SO 

SELLERS-SAMPSON,  CYNTHIA,  CPT,  FL  DIV  ABT 

SPATES,  L  JEROME,  CHF,  DUVAL  CO  SO 
82  tt   SQUYARS,  WILLIAM  E.,  OFFICER,  OFFICE  OF  TRAFFIC 
119  It   STELMA,  JOSEPH  GEORGE,  JR,  CPT,  JACKSONVILLE  SO 
137   TAYLOR,  JAMES  ROBERT,  BU  CHF,  FL  DEPT  OF  LAW  ENF 

THOMAS,  VICTOR  R,  CHF,  JACKSONVILLE  SO 

WILLINGHAM,  MARK  ALAN,  CPT,  FL  DIV  ABT 

WILSON,  ISIAH,  LT,  JACKSONVILLE  CO  SO 

WISE,  JACK  FRANKLIN,  REG  DIR,  FL  DEPT  OF  LAW  ENF 
JACKSONVILLE  BEACH 
144   BENNETT,  ROGER  QUENTIN,  MAJ,  FL  MARINE  PATROL 

BROWN,  PAUL,  COP 

DORN,  ROY  FREDERICK,  JR,  LT,  PD 

ENGLISH,  JOHN  H. ,  LT,  PD 

SHANK,  CLIFFORD  ALVIN,  JR,  LT,  PD 

THOMASON,  BRUCE  ALLEN,  COP 


150 
166 


21 
122 
141 
153 
126 

94 
163 
172 

60 

75 

71 
135 
197 
104 
186 
121 
130 
152 
198 
184 
157 

97 
168 
146 

74 
137 
123 
117 
131 
127 
178 
127 

28 
175 
190 
115 

92 
168 

93 
117 
127 
168 

81 
139 


193 
196 
123 


106 
149 
144 
181 


91  It 
188 

99  It 
119 
122 
JASPER 
177 
164 


JUNO  BEACH 


BELOTE,  IRVIN  HAROLD,  JR,  DEP,  HAMILTON  CO  SO 
REID,  JAMES  HARRELL,  SHF  OF  HAMILTON  CO 
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FLORIOA  -  FLORIDA 

158    TYRE,  HITCHELL  LEO,  COP 
JUPITER 

189    BOHLHAN,  DAVID  JOHN,  CPT,  PD 

178    HERHANSKI,  STANLEY  JOHN,  HAJ,  PD 
98  *  HUMPHREY,  EDHARD  K,  MAJ,  PD 

130    HESTGATE,  RICHARD  JAN,  COP 
KENNEDY  SPACE  CENTER 

172    BROSS,  MICHAEL  LEE,  SA,  NASA 

17*    BURCH,  CALVIN  LAHRENCE,  SUPVY  SA,  NASA 

184   STEVENS,  MICHAEL  LEE,  SA,  NASA 
KEY  BISCAYNE 

126    FLAHERTY,  MICHAEL  JOSEPH,  DIR,  DPS 
KEY  HEST 

130   BARBER,  MICHAEL  RICHARD,  CHF  INVSTGR,  STATE  ATTY  OFC 

163   CASEY,  CHARLES  STEVEN,  ASST  SEC,  FL  DEPT  OF  JUV  JUSTI 

118  *  CHINN,  RONDALL  ALAN,  SGT,  MONROE  CO  SD 
124  #  CONRADY,  RICHARD  PAUL,  LT,  MONROE  CO  SD 
172  It   GRANTHAM,  DONALD  EDHARD,  CPT,  PD 

142  tt   JONES,  JIMMIE  MONROE,  LT,  MONROE  CO  SO 

104   KNAPP,  GEORGE  S.,  JR.,  LIEUTENANT,  MONROE  COUNTY  SO 

169   MCDONALD,  HILLIAM  RUSSELL,  COL,  MONROE  CO  SD 

180   MCNEILL,  HILLIAM  GREIG,  CPT,  PD 

103  tt   MEGGS,  LAHRENCE  A,  COL,  MONROE  CO  SD 

123  It   HERTZ,  LEHIS  JAMES,  MAJ,  PD 

176  PERYAM,  ROBERT  PAUL,  MAJ,  MONROE  CO  SD 
111  tt   PETERSON,  EDGAR  R,  COP 

58  *  RAIOLE,  RENE  A.,  LT,  MONROE  CO  SO 

95  ROTH,  RICHARD  D,  SHF  OF  MONROE  CO 
168  TAYLOR,  TOMMY,  JR,  MAJ,  MONROE  CO  SO 
198  THOMSON,  ROSS  DAVID,  LT,  MONROE  CO  SD 

98  It   HEBSTER,  THOMAS  E,  COP 

160   HINEGARDEN,  BRUCE  THOMAS,  LT,  MONROE  CO  SD 
KINGSLAND 

99  SMILEY,  ROBERT  J,  DET  PD 
KISSIMMEE 

76  *  BEST,  ROBERT  U. ,  SHF  OF  OSCEOLA  CO 

137  CROFT,  CHARLES  HAYNE,  SHF  OF  OSCEOLA  CO 

94  tt    FORNES,  ROBERT  H,  SHF  OF  OSCEOLA  CO 
128  JEHELL,  DENNIS  KEITH,  CPT,  PD 

141   JOHNS,  EARL  CARL,  CPT,  PD 

163  tt   LANE,  JONATHAN  SPENCER,  SHF  OF  OSCEOLA  CO 
61   MURPHY,  ERNEST  P,  ADMIN  ASST,  OSCEOLA  CO  SD 

122  ROSS,  FRANK  JOSEPH,  COP 

182  ROUSCH,  PAMELA  KAY,  CMDR,  PD 

164  SUTPHIN,  JOHN  RAY,  LT,  PD 
150  TAYLOR,  EARL  RENFROE,  LT,  PD 

183  TAYLOR,  SCOTT  LEONARD,  LT,  OSCEOLA  CO  SD 

111   HATFORD,  JIMMIE  J,  SPECIAL  ASST,  CITY  MANAGERS  OF 
LAKE  BUTLER 

166   HHITEHEAD,  GERALD  MATTHEH,  SHF  OF  UNION  CO 
LAKE  CITY 

180   LEE,  BILLY  RAY,  MAJ,  FL  HPTL 

136   PARRISH,  RICHARD  DALE,  INVSTGR  SGT,  PD 
LAKE  MARY 

143  BEARY,  RICHARD  MICHAEL,  COP 

175   BELFIORE,  SAMUEL  LOUIS,  JR,  CPT,  PD 

119  tt   LAUDERDALE,  CHARLES  W,  DIR,  DPS 
LAKE  NORTH 

182   HAMPSHIRE,  PATRICK  LEE,  DEP  CHF,  PD 
107  #  HARRIS,  RICHARD  T,  ASST  CHF,  PD 
97  *  HERRON,  ROBERT  G,  CHF,  PALM  BEACH  CO  PRK  POL 

96  tt   LENNERTZ,  DAVID  G,  COP 

118  tt   RICHARDSON,  CRAIG  ELMORE,  DEP  CHF,  PD 
195   SMITH,  HILLIAM  EDHIN,  COP 

LAKELAND 

152  It   ALEXANDER,  LARRY  CLEO,  DEP  CHF,  PD 
133   BACA,  SAMUEL  VALDEZ,  COP 

164  CAIN,  GARRY  HAYNE,  DEP  CHF,  PD 

178  CLARK,  DAVID  JOHN,  MAJ,  USA  (FL  SOUTHERN  COLLEGE) 

119  CROH,  LAHRENCE  HILLIAM,  JR,  SHF  OF  POLK  CO 

177  DORAS,  BRUCE  HILLIAM,  LT,  FL  HPTL 

135   GRIER,  CLARENCE  BERNARD,  SR,  DEP  CHF,  PD 
174    HENSON,  DEBRA  ANN,  CPT,  PD 

99  *  NORTON,  JAMES  I.,  MAJOR,  PD 
145   PARRISH,  LARRY  HADE,  LT,  FL  HPTL 
189    REAUME,  CHARLES  GEORGE,  JR,  CPT,  PD 

78  It   SANGSTER,  JOHN  H.  ,  JR.,  CPT,  PD 
LANTANA 

153  *  ADRIANCE,  BARRY  ANDREH,  LT,  FL  HPTL 
164   BERTRAND,  HILLIAM  GERALD,  SGT,  FL  HPTL 

LARGO 
109 
177 
190 
187 
125 
149 

95  It 
101  tt 
113 

92  It 
137 
107 
101 
119 

67  tt 
115 

95  It 

91 
167  tt 


BABINI,  DENNIS  L,  NARC  INTRVN  SPEC,  PINELLAS  CO 

BILLING,  GARY  PHILLIP,  CPT,  PINELLAS  CO  SD 

BOLLE,  JOHN  DAVID,  CPT,  PINELLAS  CO  SO 

BOUDROT,  CARLA  DOREEN,  LT,  PD 

BROADHURST,  ROBERT  THOMAS,  DEP,  PINELLAS  CO  SO 

COATS,  JAMES  FRANKLIN,  CHF  DEP,  PINELLAS  CO  SD 

COLEMAN,  GERARD  A,  SHF  OF  PINELLAS  CO 

COUTER,  BRUCE  H,  CPT,  PD 

DAY,  DOUGLAS  L.,  CPT,  PD 

GALLENSTEIN,  JOE  M,  COP 

KNAPP,  THOMAS  UPTON,  CPT,  PD 

LYNN,  SAMUEL  F,  MAJ,  PINELLAS  CO  SO 

REMMING,  KENNETH  L,  MAJ,  PINELLAS  CO  SD 

RICE,  EVERETT  STROUSE,  SHF  OF  PINELLAS  CO 

ROBERTS,  HILLIAM  T,  SHF  OF  PINELLAS  CO 

SCHUTTE,  ROBERT  M,  MAJ,  PINELLAS  CO  SD 

STIEGLER,  HILBUR  J.,  LT,  PINELLAS  CO  SD 

VINCENT,  HERMAN  E.,  EX  ASST,  PINELLAS  CO  SD 

HALKER,  JOHN  FREDERICK,  CPT,  PD 
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198   HIGGINS,  DAN  LEROY,  CPT,  PINELLAS  CO  SD 

111   HILBER,  HAROLD  B,  DIR,  PALM  BEACH  CO  DET  FAC 

165  WOLF,  JOHN  FRANCIS,  MAJ,  PINELLAS  CO  SD 
LAUDERDALE-BY-THE-SEA 

103   PATTEN,  EDHARD  B. ,  JR.,  COP 
LAUDERHILL 

80  *  BISHOP,  DAVID  N. ,  DET,  PD 

194  HENDERSON,  RANDEL  ARTHUR,  CPT,  PD 

170   REILLY,  MICHELE  ELIZABETH,  DEP  CHF,  PD 
LEESBURG 

90  #  BROHN,  JAMES  B. ,  JR,  COP 
152    IDELL,  HARLAN  CHARLES,  JR,  COP 

18  *  PARRISH,  WILLIAM  F.,  COP 
183   ROCKEFELLER,  STEVEN  DOUGLAS,  LT,  PD 
LIGHTHOUSE  POINT 

187   TIERNEY,  KIM  ELLEN,  COP 
LIVE  OAK 

166  MCLEOD,  WILBUR  NOLAN,  COP 

134   PFEIL,  WILLIAM  THOMAS,  SPEC  AGENT,  FL  DEPT  OF  LAW  ENF 

96  WILLIAMS,  ALTON  K.,  JR.,  INVSTGR,  3RD  JUDICIAL  DIST,  ST 
LONG  KEY 

143  PRICE,  JUSTIN  LESTER,  INVSTGR  II, 
LONGBOAT  KEY 

166  KINTZ,  JOHN  WILLIAM,  SGT,  PD 

109  MCCAMMON,  WAYNE  C. ,  COP 
LONGWOOD 

144  #  BAKER,  TERRY  THOMAS,  ASST  CHF,  PD 

195  JACKSON,  THOMAS  SPENCER,  JR,  COP 
128   MANNING,  GREGORY  GREEN,  COP 
172   YELVINGTON,  JESSE  FERN,  JR,  LT,  PD 

MACDILL  AFB 

125  #  BORNSTEIN,  ALVIN  HOWARD,  SA,  USA 

111  MATHEWS,  LYLE  D,  LTC,  USMC 
174   MATTHEWS,  KEVIN  E,  LTC,  USA 

110  TARDY,  JOHN  C,  LTC,  USA 
MADISON 

114  tt   TINNEY,  BUDDY  J.,  LT,  FL  HPTL 
MAITLAND 

112  DOYLE,  EDWARD  W. ,  COP 

167  FLOYD,  ROGER  DALE,  LT,  PD 
128   HEATWOLE,  ROBERT  LEE,  LT,  PD 
186   MEROLA,  ANTHONY  CHARLES,  LT,  PD 

MARATHON 

66  *  CARTER,  WILLIAM  B.,  LT,  MONROE  CO  SD 
MARGATE 

171   CASSESA,  EDWARD  ANTHONY,  LT,  PD 

192   WYATT,  WARREN  LANIER,  II,  LT,  PD 
MARIANNA 

97  tt   DEAN,  HERSCHEL  T,  JR,  DIR,  DPS 
MEDLEY 

160  #  SHANNON,  JAMES  ALBERT,  COP 
MELBOURNE 
179   ALLGEYER,  GARY  ALBIN,  CPT,  PD 
107  *  CAMPBELL,  BRUCE  G,  COP 
71  tt   COTRON,  ROBERT  J.,  COP 

126  tt   DOUGLASS,  GEORGE  CULVER,  CPT,  PD 
197   HELLEBRAND,  JOSEPH  FREDERICK,  LT, 
140   SHORT,  JOHN  WARD,  CPT,  PD 
116  tt   SLAUGHTER,  JAMES  F,  CPT,  PD 
105  tt   YEAGER,  WILBUR  L,  DEP  CHF,  PD 

MEXICO  BEACH 
192   POLLOCK,  MITCHELL  THOMAS,  COP 


PD 


MIAMI 
148  tt 
169 
145 

28  tt 
112  tt 
149 
162 
180 


AKEY,  THEODORE  JOSEPH,  COL,  FL  MARINE  PTL 
ALLEN,  RANDY  LEE,  CPT,  METRO-DADE  PD 
ALVAREZ,  CARLOS  ALBERTO,  DIR,  METRO-DADE  PD 
ANDERSON,  ALFRED  W. ,  MAJ,  PD 

BARED,  ALFREDO,  ASST  CHF,  PD  ru_ 

BECKERMAN,  WILLIAM  DAVID,  SA  SUPR,  FL  DEPT  OF  LAW  ENF 
BENNETT,  JUDITH  MITCHELL,  CPT,  PD 
BIANCO,  ROBERT  DEAN,  (SGT,  OLDHAM  CO  SO)  SA,  FBI 
84  tt   BLACK,  CHARLES  C,  CPT,  METRO-DADE  PD 
174   BLOM,  RICHARD  MICHAEL,  CPT,  PD 
60  tt   BOHARDT,  PAUL  H,  CHF  OF  ADMIN  DIV,  DADE  CO  DPS 
116   BOLINGER,  HARRY  E,  CMDR,  METRO-DADE  PD 
153   BONI,  FRANK  PAUL,  JR,  ASST  DIR,  METRO-DADE  PD 
127  tt   BOWERS,  JAMES  LAWRENCE,  LT,  DADE  CO  PUB  SFTY  DEPT 
131   BRADY,  LEONARD  CLIFFORD,  CHF  OF  SHF  SERV,  METRO-DADE  PD 
BRIERTON,  JAMES  GERARD,  CPT,  FL  HPTL 
BROOKS,  JOHN  ERNEST,  JR,  ASST  CHF,  PD 
BUTLER,  CHESTER  ALAN,  JR,  MAJ,  METRO-DADE  PD 
CAMPBELL,  AARON,  JR,  MAJ,  METRO-DADE  PD 
tt   CARBERRY,  EDWARD  JOSEPH,  III,  CPT,  PD 
CHILDRESS,  ANNE  MARIE,  CPT,  PD 
CHINN,  ALVIS  L,  SGT,  FL  HPTL 
*  CHRISTIANSEN,  EARL  L.,  DET,  PD 

CHRISTMAS,  FRANKLIN  EUGENE,  MAJ,  PD 
CONEY,  JEROME  JOSEPH,  LT,  METRO-DADE  PD 
tt   COOPER,  LONNIE  THOMAS,  SAC,  FL  DEPT  OF  LAW  ENF 
tt   DE  JONG,  DEAN  JAY,  MAJ,  PD 
It   DEREMER,  JACQUES  IAN,  LT,  METRO  DADE  PD 
138  tt   DIAZ,  MANUEL  WAYNE,  ASST  CHF,  PD 
141  tt   DOMINGUEZ,  ALFREDO  ENRIQUE,  SGT,  PD 
160   EXPOSITO,  MIGUEL  ARNALDO,  JR,  MAJ,  PD 

183  FISCHER,  RUSSELL  L,  LT,  METRO  DADE  PD 
168  tt   FLEITES,  JOSE  ANDRES,  CPT,  PD 

108  tt   FLEMING,  WILLIAM  J,  LT,  PD 

193   FLINT,  MICHAEL  WAYNE,  CHF,  FL  DEP  OF  LAW  ENF 

147   FLYNN,  DANIEL  WILLIAM,  MAJ,  METRO-DADE  PD 

184  FORQUER,  CAROLYN  JEAN,  MAJ,  PD 


179 
154 
179 
163 
172 
178 
110 
30 
144 
165 
159 
136 
181 


188 
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109  *  FOHLER,  RICHARD  H,  CPT,  METRO-DADE  PD 

192  GARCIA,  JUAN,  MAJ,  PD 

104  tt   GARFIELD,  NEIL  M,  CPT,  PD 

41  tt   GARMIRE,  BERNARD  LEWS,  CHIEF  OF  POLICE 
67  tt   GEYER,  GEORGE  HILLIAM,  JR.,  SA,  FL  DEPT  OF  LAW  ENF 
113  tt   GLOVER,  LARRY  H,  CPT,  PD 

194  GONZALEZ,  ISRAEL,  EX  ASST,  PD 

155  *  GONZALEZ,  ROBERT,  CHF  OF  CNTRL,  METRO-DADE  PD 
100  It   GRACEY,  PAUL  E,  MAJ,  FL  HPTL 

96  tt   GRANT,  JAMES  H,  LT,  METRO-DADE  PD 

90  tt   GRIFFIN,  HARRY  L,  ASST  COP,  PD 
196   GRIFFIN,  JOHN  CHARLES,  CPT,  PD 

157  GRUEN,  MICHAEL  SETH,  LT,  METRO-DADE  PD 

190  GUZMAN,  ARMANDO  ANTHONY,  LT,  PD 

195  HAFNER,  FREDERICK  EDHARD,  II,  LT,  MIAMI-DADE  PD 

133  HANCOCK,  GARY  SCOTT,  LT,  METRO-DADE  PD 
106  tt   HARMS,  KENNETH  I,  COP 

123  tt   HARPER,  DORSETT  ALLEN,  MAJ,  METRO-DADE  PD 

125  tt   HECKMAN,  STEPHEN  CHARLES,  LT,  METRO-DADE  PD 
175   HERRERA,  JORGE  RAUL,  MAJ,  FL  DIV  ABT 

98  tt   HOTOPP,  GERALD  D,  COP 

187  HOHETT,  EDWARD  ROGERS,  LT,  METRO  DADE  PD 
146   IBRAHIM,  ANIBAL  ERASMO,  CPT,  (COL),  PD 

160  JOURDAN,  DOYLE  W,  SAC,  FL  DEPT  OF  LAW  ENF 
142   KNIGHT,  ROBERT  BROWARD,  LT,  FL  MARINE  PATROL 
151  tt   LINVILLE,  JAMES  WILLIAM,  CPT,  METRO-DADE  PD 

124  MAGRUDER,  GEORGE  EDWIN,  (INVSTGR,  DA  OFC)  SA,  FBI 

134  tt   MARTINEZ,  WALTER  DAVID,  DEP  CHF,  PD 

139   MATTHEWS,  DONALD  HOKE,  MAJ,  METRO  DADE  PD 

178   MCAULIFFE,  MICHAEL  OWEN,  (COP,  W.  BOYLSTON.MA)  SA,  FBI 

126  tt   MCCARDEL,  BENNIE  W,  DIR  OF  INVSTGN  UNIT,  DADE  CO  S 

188  MCQUEEN,  CRAIG  EMMIT,  LT,  PD 

193  MENDEZ,  FERNANDO  WALFRIDO,  MAJ,  METRO  DADE  PD 

105  *  MEYER,  JACK  R,  PTLM,  PALM  BEACH  PD 

161  MILLER,  CHARLES  FRANCIS,  CPT,  METRO  DADE  PD 
173   MONTGOMERY,  JAMES  DONALD,  CPT,  METRO  DADE  PD 

148  MOORE,  ALFRED  R,  BU  CMDR,  METRO-DADE  PD 

104  #  MORRISON,  WILLIE  J,  ASST  DIR/PS,  METRO-DADE  PD 

189  MOURING,  MICHAEL  CLAYTON,  CPT,  METRO-DADE  PD 
186   NELSON,  KENNETH  HARVEY,  LT,  PD 

182  *  OCONNOR,  WILLIAM  HENRY,  LT,  PD 

134  ORTIZ,  CARLOS,  INVSTGR,  FL  DIV  OF  INSURANCE 

191  PARKER,  ROBERT  L,  MAJ,  METRO-DADE  PD 
115  tt   PEARCE,  JEFFREY  W. ,  LT,  PD 

110  tt   PEARSON,  MADELINE  S,  MAJ,  METRO-DADE  PD 
180   PEREZ,  LUIS  MIGUEL,  LT,  PD 
199   PICANOL,  JAIME  RAUL,  CPT,  FL  HPTL 
95  tt   PLETCHER,  THOMAS  G,  CPT,  METRO-DADE  PD 

198  REED,  ROBERT  WARREN,  LT,  PD 

136   RENTFROW,  JACK  MCMAHON,  CHF  INVSTGR,  DADE  CO  DA  OFC 
164   REYNOLDS,  CHARLES  WALTER,  JR,  CHF  INVSTGR,  DADE  CO  SAO 

184  RIMES,  CLYDE  MANNING,  JR,  LT,  PD 

135  ROGERS,  LOUIS  RICHARD,  MAJ,  METRO-DADE  PD 

158  tt   ROSS,  CALVIN,  COP 

23  tt   ROULS,  EDWARD  D.  ,  CHIEF,  DADE  COUNTY  SO 
171   SCHLAFLY,  FRED  EDWARD,  BU  CMDR,  METRO-DADE  PD 

106  tt   SELVAGGI,  ALBERT,  CPT,  METRO-DADE  PD 

33  tt   SISTRUNK,  ERNEST  E.,  CHIEF  DEP  CONSTABLE,  DADE  COUN 

188  SUCCI,  JEFFREY  LOUIS,  CPT,  FL  HPTL 

141  tt   TAYLOR,  KERMIT  STUART,  CPT,  FL  HPTL 
129  tt   TELLEZ,  EUGENE,  LT,  PD 

197   TERP,  GREG  RORY,  LT,  MIAMI-DADE  PD 

185  THOMPSON,  CHARLES  L,  MAJ,  METRO  DADE  PD 

99  tt   TROY,  FRANCIS  D.  ,  SA,  FL  DEPT  OF  LAW  ENF 
175   WALLER,  ROBERT  JOHNSON,  LT,  METRO  DADE  PD 

64   WARD,  JAMES  A,  DEP  DIR,  METRO-DADE  OFC  OF  HUM 
102  tt   WEAVER,  JOHN  E.,  LT,  PD 

162  WICKER,  JOHNNIE  WALTER,  III,  SA,  DRUG  ENF  ADMIN 
121  tt   WILSON,  LEWIS  ALBERT,  III,  SA,  FL  DEPT  OF  LAW  ENF 

199  WRIGHT,  CARL  ALONZO,  LT,  PD 
MIAMI  BEACH 

175   BARRETO,  RICHARD  RANDOLPH,  COP 
164  tt   DELEO,  ROCCO,  ASST  CHF,  PD 
117  tt   GODDARD,  DENNIS  L,  INSPR,  PD 

92  tt   GORDON,  JACK  C.  ,  MAJ,  PD 
128  tt   GUASTO,  LUCIAN,  COP 

82  tt   KRUIDENIER,  BASTIAN  D. ,  CAPTAIN,  PD 

39  tt   LEONARD,  ARTHUR  H. ,  JR.,  MAJ,  SUPT,  PD 

189  ROBBINS,  STEVEN  DAVID,  MAJ,  PD 

186  SCHNEIDER,  PATRICIA  LEE,  MAJ,  PD 

149  #  SOLOWITZ,  IRWIN  ALAN,  ASST  CHF,  PD 
132   VESKI,  LEONARD,  LT,  PD 

68  tt   WEBB,  JACK  L,  COP 
99  tt   WOOLDRIDGE,  FRED  C,  MAJ,  PD 
MIAMI  SHORES 
115  tt   BRENTON,  WELDON  J.,  ASST  CHF,  PD 

107  tt   FLETCHER,  JOHN  A,  COP 

166   HASTEN,  RICHARD  HEZEKIAH,  JR,  COP 
67  tt   THURMAN,  WAYNE  HARRY,  CHIEF  OF  POLICE 
127  tt   ZOOVAS,  MICHAEL  ANTHONY,  COP 
MIAMI  SPRINGS 
170   BAAN,  PETER  GERARD,  LT,  PD 

163  FRIED,  PHILIP  ADAIR,  CPT,  PD 
109  tt   KOSHOCK,  MICHAEL  A,  CPT,  PD 

99   STEFFEN,  EARL  C,  COP 
MILTON 

142  tt   CHAPMAN,  NORMAN  NEPHI,  JR,  COP 

169  CUMMINGS,  WESLEY  RALPH,  CHF  DEP,  SANTA  ROSA  SO 

170  MARKOPOULOS,  WILLIAM  PETER,  COP 

199   ROGERS,  THOMAS  LEE,  JR,  LT,  SANTA  ROSA  CO  SO 


178  SEEVERS,  MATTHEW  ELWOOD,  LT,  SANTA  ROSA  CO  SD 
MIRAMAR 

145  ATKINSON,  GEORGE  BERNHARD,  COP 

127  tt   FIANDOLA,  RICHARD  ANTHONY,  CPT,  PD 

181  GUESS,  WILLIAM  FREDERICK,  DEP  CHF,  PD 
190   KEESLING,  BRUCE  RICHARD,  SGT,  PD 

144  tt   LEMIEUX,  WILLIAM  AIME,  JR,  LT,  PD 
MOUNT  DORA 

121  *  LOCKE,  ROBERT  AMOUS,  JR,  COP 
126  tt   PUTMAN,  EMORY  BURKE,  COP 

N  MIAMI  BEACH 

162  GAGE,  MARSHALL  BURKITT,  EXEC  ASST 
NAPLES 

96  tt   BARNETT,  RAYMOND  H.  ,  DEP  CHF,  COLLIER  CO  SD 

122  tt   BOOTH,  HENRY  ADAM,  JR,  LT,  COLLIER  CO  SO 

163  BYRNE,  JAMES  JOSEPH,  DEP  CHF,  PD 

167   CANADY,  PAUL  WAYNE,  CAPT,  COLLIER  CO  SO 

150  CAPERTON,  DOUGLAS  EDWARD,  LT,  COLLIER  CO  SO 
101  tt   DAMPIER,  GEORGE  D,  ASST  CHF,  PD 

154   GRAHAM,  LAWRENCE  WAYNE,  CPT,  COLLIER  CO  SO 

179  HUNTER,  DONALD  CURTIS,  SHF  OF  COLLIER  CO, 
114  tt   MILLS,  CURTIS,  CPT,  COLLIER  CO  SD 

187   MOORE,  STEVEN  CRAIG,  CPT,  PD 

172   RAMBOSK,  KEVIN  JAMES,  COP 

195   SANDERS,  JAMES  FLOYD,  CPT,  COLLIER  CO  SD 

146  tt   SIRECI,  PAUL  FREDERICK,  CPT,  PD 

138   STORRAR,  THOMAS,  JR,  CPT,  COLLIER  CO  SO 
NEW  PORT  RICHEY 

151  FRANCIS,  JAMES  CARL,  CHF  DEP,  PASCO  CO  SO 
193   GREENE,  DARLENE  TRIPP,  MAJ,  PASCO  CO  SO 
183   PETROSKY,  RAYMOND  WILLIAM,  CPT,  PASCO  CO  SD 

NEW  SMYRNA  BEACH 

171    FLEMING,  DENVER  HARRY,  III,  COP 

185   KIRBY,  WADE  SCOTT,  LT,  PD 

160   MIMS,  DAVID  ALLEN,  SR,  CPT,  PD 
NORTH  BAY  VILLAGE 

178   CANTOR,  LONNIE  GREGORY,  MAJ,  PD 

143  tt   DUNPHY,  FREDERICK  BLAISE,  COP 
NORTH  LAUDERDALE 

116  tt   BOYTELL,  JESS  J,  COP 

171   CAVALLO,  LOUIS  EMANUEL,  LT,  DPS 
NORTH  MIAMI 

64  #  DEVANEY,  JAMES  PATRICK,  COP 

148    EACH,  KENNETH  HENRY,  COP 
93  tt   FLOM,  THOMAS  H,  COP 

169  HOOD,  THOMAS  SEAN,  COP 

103  tt   JURIGA,  LAURENCE  R,  DEP  CHF,  PD 

182  tt   PORTZ,  ROBERT  ANDERSON,  MAJ,  PD 
190   STEPP,  STEPHEN  JOHN,  ASST  CHF,  PD 

NORTH  MIAMI  BEACH 
132   BERGER,  WILLIAM  BENEDICT,  SR,  COP 
199   FERNANDEZ,  BETH  ANNE  CONGER,  MAJ,  PD 

99  tt   HARRIS,  JIMMIE  D,  DEP  CHF,  PD 
197   LOIZZO,  LINDA  MARIA,  DEP  CHF,  PD 
131  tt   NEEDLE,  ALAN  JOHN,  MAJ,  PD 

170  RIBEL,  THOMAS  ELLSWORTH,  DEP  CHF,  PD 
NORTH  PALM  BEACH 

108  tt   ROBERTS,  GERALD  G,  LIEUTENANT,  DPS 

159  tt   SEKERES,  BRUCE  FREDERICK,  DIR,  DPS 

131  tt   TOLES,  RONALD  GARY,  SGT,  DPS 
NORTH  PORT 

140   COSTELLO,  VICTOR  IRVING,  COP 
OAKLAND  PARK 

81  tt   KUBALA,  STANLEY  B.,  DIRECTOR  OF  PUBLIC  SAFETY 

100  tt   MANERI,  CLYDE  D.  ,  DEP  DIR  OF  PUBLIC  SAFETY,  PD 

183  REFFETT,  RONALD  LEE,  LT,  PD 
WILLIAMS,  CHARLES  L.,  CHIEF  OF  POLICE 


90  tt 
OCALA 
155 

48  # 
107  tt 

81 
133 
154  tt 
111  tt 
188 
157 
107 
125 


ADKINS,  TOMMIE  EARL,  DEP  SHF,  MARION  CO  SO 
ALVAREZ,  KENNETH  CHARLES,  COP 
BOVAIRD,  LESLIE  E.,  CMDR,  PD 
BURTON,  JOHN  E,  SA,  FL  DEPT  OF  LAW  ENF 
CAREY,  BRIAN  THOMAS,  MAJ,  PD 
FERGUSON,  WILLIAM  VANCE,  JR,  CPT,  PD 
FUGITT,  WILLIAM  R,  CMDR,  PD 
GRAHAM,  KENNETH  GREGORY,  MAJ,  PD 
HENRY,  DANIEL  PATRICK,  III,  MAJ,  MARION  CO  SD 
HOLLAND,  JEREMIAH  P.,  SR.,  CPT,  MARION  CO  SD 
JUDKINS,  EDWIN  HAIWOOD,  CPT,  PD 
110  tt   KING,  GERARD  T,  SR,  CHF  INVSTGR,  STATE  ATTY  OFC 
173   KRIETEMEYER,  ANDY  LAMAR,  CPT,  PD 
166   LATORRE,  FREDRICK  EDWARD,  DEP  CHF,  MARION  CO  SD 
197   LUMPKIN,  PATRICIA  FRANCES,  MAJ,  MARION  CO  SO 
140  *  MESSER,  RALPH  WEBSTER,  LT,  MARION  CO  SD 
102  tt   MORELAND,  DON  R.,  SHERIFF  OF  MARION  COUNTY 
183   SULLIVAN,  EMORY  EVAN,  LT,  MARION  CO  SO 
116   WORLEY,  JOHN  F.,  JR.,  LIEUTENANT,  MARION  CO.  SD 
128   WRIGHT,  EDWARD  MILLER,  JR,  SGT,  MARION  CO  SD 
OCEAN  RIDGE 

120   HILLERY,  EDWARD  GERALD,  JR,  DIR,  DPS 
OKEECHOBEE 

112  *  WILLIAMS,  D  C,  JR,  SHF,  OKEECHOBEE  CO.  SD 
OPA  LOCKA 

152  *  REEVES,  FLOYD  LEROY,  COP 
ORANGE  CITY 
105  tt   LOCKE,  ARTHUR  C,  COP 
96  tt   MASSEY,  SIDNEY  H,  COP 
ORANGE  PARK 

172   BOIVIN,  JAMES  HOGUE,  LT,  PD 
ORLANDO 
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72 
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121 

87 

83 
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85 
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138 

57  n 
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146  tt 
171 

85 
119 
152 
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96  tt 
181 
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126 
116 

32  * 
165 
152  tt 
171 
114  tt 
125  tt 
163 
177 
103  tt 
184 
191 

71  # 
120 
130  # 
124  tt 
ORMOND 
144 


AHERN,  DENNIS  MICHAEL,  SGT,  PD 

BEARY,  KEVIN  EUGENE,  SHF  OF  ORANGE  CO 

BIRD,  WAYNE,  CPT,  ORANGE  CO  SO 

BRANCH,  HILLIAM  E.,  SGT,  PD 

BRAUNER,  ROBERT  VINCENT,  CHO  IV,  USA 

BUCHANAN,  CARL  DAVID,  JR,  CHF  DEP,  ORANGE  CO  SD 

CHEHNING,  ROBERT  J,  DIR,  ORANGE  CO  DPS 

COLEHAN,  MELVIN  G,  SHF  OF  ORANGE  CO 

DEHINGS,  JERRY  LOUIS,  DEP  CHF,  PD 

DUKE,  JOHN  R,  LT,  PD 

GALLAGHER,  HALTER  JOSEPH,  SHF  OF  ORANGE  CO 

GLASS,  DONALD  EUGENE,  JR,  LT,  PD 

GOODE,  JAMES,  CHIEF  OF  POLICE 

HARRIS,  ALBERT  L,  DISTRICT  CMDR,  FL  HPTL 

HAYNIE,  HILLIAM  G. ,  CHF  OF  DET,  PD 


HURLBURT,  THOMAS  DYSON, 
INGS,  SAMUEL  BERNIE,  LT 
KING,  JACK  H.,  JR.,  CPT 
LANE,  ARTHUR  JOHN,  CPT, 


COP 

PD 

FL  HPTL 
.  FL  SHP 
MARONEY,  STEPHEN  EDHARD,  ASST  BU  CHF,  FL  DEPT  OF  LAW  EN 
MATLACK,  JOHN  H,  SPC  INVSTGR,  FL  DEPT  OF  STATE 
MCCRYSTAL,  BERNARD  H,  CPT,  PD 

MCHILLION,  HILLIAM  ANTHONY,  ASAC,  FL  DEPT  OF  LAH  ENF 
HILLER,  JAMES  RILEY,  SAS,  FL  DEPL  OF  LAH  ENF 
NEHMAN,  LANCE  HOHARD,  SSA,  FL  DEPT  OF  LAH  ENF 
ONEAL,  CHARLES  HOOTEN,  SEC  OFCR,  NASA,  KENNEDY  SPACE 
PADEN,  DONALD  E.,  INV  SUPV,  STATE  ATTORNEY'S  OFC 
PATRICK,  HILLIAM  A.,  PATROLMAN,  PD 
PAVLIS,  JOHN  JOSEPH,  MAJ,  ORANGE  CO  SD 
PHETTEPLACE,  GEORGE  H,  JR,  CWO  II,  USA 
RICKS,  HALTER  HOBBS,  LT,  ORANGE  CO  SD 
SHEETS,  THOMAS  E,  MAJ,  ORANGE  CO  SD 
SHEFFER,  LAHRENCE  EUGENE,  CPT,  PD 
STACEY,  JACK  ROBERT,  JR,  LT,  PD 
STALY,  FREDERICK  JUSTIN,  USHF,  ORANGE  CO  SD 
STRANGE,  ROBERT,  DEP  CHF,  PD 
STRONG,  KENNETH  GARY,  LT,  PD 
TEGG,  JOHN  BUELL,  III,  CPT,  ORANGE  CO  SO 
VANSCOYOC,  DONALD,  DEP  CHF,  PD 

HALLACE,  JACK  BENJAMIN,  CPT,  FL  DIV  OF  ALCOHOLIC  BEV  A 
HRIGHT,  STEPHANIE  JO,  SA  SUPV,  FL  DEPT  OF  LAW  ENF 
YAWN,  MICHAEL  LYNN,  SMSGT,  USAF 


100 
172 
161 
132 


193 
174 
153 
137 


173 

86 

76 

105 

59 

192 

150 

95 

121 

130 


STEHART,  ROBERT  LOUIS,  COP 
ORMOND  BEACH 

194   HEDGES,  RICHARD  LEE,  CMDR,  PD 
PALATKA 
146   DOUGLAS,  CHARLES  TALOR,  SHF  OF  PUTNAM  CO 
HODGES,  THOMAS  C,  MAJ,  FL  HPTL 
SCHAULAND,  RICHARD  EARL,  CPT,  PUTNAM  CO  SO 
STOUT,  DAVID  RUSSELL,  MAJ,  PUTNAM  CO  SD 
USINA,  PAUL  EDWARD,  INVSTGR,  OFFICE  OF  STATE  ATTY 
PALM  BAY 
125   ADAMS,  RICHARD  BURNETT,  LT,  PD 

BLACKLEDGE,  JOHN  WILEY,  III,  LT,  PD 
DECHENNE,  DOUGLAS  ALLEN,  LT,  PD 
MULDOON,  DOUGLAS  FRANCIS,  CPT,  PD 
ROSSMAN,  ROBERT  AARON,  COP 
PALM  BEACH 

32  *  CRIST,  WILLIAM  F.,  PTLM,  PD 
CROFT,  FRANKLIN  A,  COP 
It   GAFFNEY,  JOSEPH  M. ,  CHIEF  OF  POLICE,  PD 
tt   MEAD,  FREDERICK  A.,  COP 
tt   MORTON,  JAMES  A.,  SR,  CAPTAIN,  PD 
tt   POWELL,  HILLIAM  EDGAR,  ASST  CHF,  PD 

REITER,  MICHAEL  STEPHEN,  MAJ,  PD 
It   ROCHE,  BRIAN  DAVID,  CPT,  PD 
It   SHEA,  ROBERT  J,  CPT,  PD 
It   TERLIZZESE,  JOSEPH  LOUIS,  COP 
It   WOODS,  RICHARD  HALTER,  ASST  CHF,  PD 
PALM  BEACH  GARDENS 

74  It   EDWARDS,  WILLIAM  T,  JR,  COP 
141    FITZGERALD,  JAMES  ORVILLE,  COP 
128  It   HIMHELSBACH,  EDHARD  FRANK,  COP 
PALMETTO 

109   PARRISH,  HILLIAM  J,  DIR  OF  SEC,  MANATEE  CO  SO 
PANAMA  CITY 

61   BASS,  GERALD  H. ,  INVSTGR,  ST  ATTY  OFC 
189   DOBOS,  GEORGE  GREGORY,  CMDR,  PD 
100   DOYLE,  HILLIAM  H,  LT,  PD 
67  tt   HEINTZMAN,  MICHAEL  DEAN,  TECH  INSTRUCTOR,  LAW  ENF  ASST 
136   KLAGES,  MICHAEL  KENNETH,  SA,  FL  DEPT  OF  LAW  ENF 
54   MCAULEY,  THOMAS  JAMES,  CHF  DEP,  BAY  CO  SO 
53  tt   NIXON,  FLOYD  D.  ,  INVSTGR,  FL  FOREST  SERV 
176   RINER,  JOHN  TRAVIS,  DEP  CHF,  PD 
120   SEAY,  HALTER  GERALD,  CHF,  US  NAVAL  COASTAL  SYSTEMS 

166  SLUSSER,  DAVID  WAYNE,  COP 

134   THOMAS,  LAWRENCE  EDWIN,  MAJ,  FL  MARINE  PTL 
197   TUNNELL,  GUY  MAXWELL,  SHF  OF  BAY  CO 
132   HRIGHT,  JIMMY  CHARLES,  MAJ,  FL  HPTL 
PARKLAND 

111  It   BAILEY,  RONALD  H,  COP 

174  #  GRIMES,  JOHN  LEONARD,  LT ,  DPS 

167  U   LEE,  DICK  ALSON,  SR,  LT,  PD 
PEMBROKE  PINES 

149   DEMMA,  JOSEPH  MICHAEL,  CPT,  PD 
182   NASTA,  JOHN  PAUL,  CMDR,  PD 
172   PALANT,  KEITH,  LT,  PD 

112  RAHINSKY,  MARTIN  R,  CHF,  BOHARD  CO  SO 
PENSACOLA 


131  tt 

125 

105 

70  tt 
194 

69  It 

78  tt 
139  tt 
130  # 
186 
106 
167 
137 
114 

53  tt 
127 
177 
103  tt 

98  tt 
149 
PEORIA 

153 
PERRY 
135 
116 
113 


BARLOH,  FREDERICK  DURL,  MAJ,  ESCAMBIA  CO  SD 

BELL,  FELIX  AMOS,  JR,  CPT,  PD 

BURNS,  HILLIAM  M. ,  SGT.,  PD 

DAVIS,  JAMES  CLARENCE,  COP 

ENQUIST,  ERIC  RUSSELL,  LT,  ESCAMBIA  CO  SO 

GILL,  SMYTH  R.,  SR.,  INVSTGR,  ESCAMBIA  CO  SOLICITOR 

JACKSON,  RICHARD,  LT,  PD 

JOSEY,  LLOYD  JAMES,  JR,  MAJ,  ES^MBIA  CO  SD 

KIRKSEY,  ADRIAN  ELHOOD,  COL,  ESCAMBIA  CO  SD 

KNOWLES,  PERRY  KYLE,  LT,  PD 

MARSHALL,  BILLY  J.,  CHF  DEP,  USMS 

MATHIS,  JOHN  WESLEY,  JR,  CPT,  PD 

NORRED,  CARL  DENNIS,  SA,  FL  DEPT  OF  LAW  ENF 

PEADEN,  JOHN  W,  CHF  INVSTGR,  STATE  ATTY  OFC 

SOLARI,  CHARLES  WALTER,  CHF  SEC  OFC,  ESCAMBIA  CO  COURT 

STOUT,  THOMAS  LESLIE,  LT,  FL  DIV  ABT 

THOMAS,  DOYLE  WAYMAN,  LT,  ESCAMBIA  CO  SO 

UNDERWOOD,  GEORGE  R,  CPT,  PD 

WEST,  DONALD  T.,  SA,  FL  DEPT  OF  LAW  ENF 

WHITE,  MARCO  JOHN,  III,  MAJ,  ESCAMBIA  CO  SD 

MCCOY,  MICHAEL  JAMES,  DEP  CHF,  PD 


POPPELL,  HUGH  DONALD,  LT,  TAYLOR  CO  SD 
WALKER,  JOHN  W,  SHF  OF  TAYLOR  CO 
YARBROUGH,  JOHNNY  L.,  CHF  DEP,  TAYLOR  CO  SO 
PI NECREST 

196  LIOTTI,  MICHAEL  CHARLES,  CMDR,  PD 
PINELLAS  PARK 

197  GREEN,  JOHN  ORVIL,  LT,  PD 

184   HEMPEL,  ROBERT  JOSEPH,  CPT,  PD 
92   MILCHAN,  DAVID  C,  COP 
169   THOMAS,  DORENE  JANE,  LT,  PINELLAS  PARK  PD 
PLANT  CITY 

61  tt   CARUTHERS,  SAMUEL  B.,  DEP  SHF,  HILLSBOROUGH  CO  SO 
33  #  SPOONER,  ROBERT,  CHIEF  OF  POLICE 
117   SURRENCY,  TROY  E.,  CHIEF  OF  POLICE 
PLANTATION 
145  tt   BENDEKOVIC,  JOSEPH  THOMAS,  LT,  PD 

It   BUTLER,  BENJAMIN  HARRISON,  DEP,  SUWANNEE  CO  SO 

GIUSTINO,  DANIEL  STEVEN,  CPT,  PD 
tt   GREENE,  WILLIAM  E,  COP 
tt   HUSKISSON,  SAMUEL  D.  ,  CAPTAIN,  PD 
86  tt   MEEK,  MORRIS  C,  COP 
174   NASH,  ALLEN  F,  CPT,  FL  DIV  ABT 
SHARRETT,  CLARENCE  EDWARD,  COP 
SMITH,  RUSSEL  RENNE,  CPT,  FL  DIV  ABT 
PLANTATION  KEY 

184   BELL-THOMSON,  JENNIFER  SUSAN,  CPT,  MONROE  CO  SO 
POMPANO  BEACH 
122   DEFURIA,  LAURENCE  MARION,  DEP  CHF,  PD 
DEROSE,  BARRY  ALFRED,  LT,  PD 
tt   HORN,  JOHN  MARTIN,  CMDR,  PD 
KOHNKE,  WILLIAM  R.,  COP 
MEIROFF,  HARLEY  J,  CPT,  PD 
MURRAY,  DANIEL  JOHN,  CPT,  PD 
#  RILEY,  JOHN  A,  LIEUTENANT,  PD 
tt   SULLIVAN,  TERRENCE  J,  CPT,  PD 

TIPTON,  STANLEY  ERWIN,  COP 
tt   HHEELER,  KELTON  W,  CAPTAIN,  PD 
PORT  ORANGE 
136   FINK,  CHARLES  PHILIP,  DET,  PORT  ORANGE  PD 
FORD,  ROBERT  EUGENE,  COP 
GIRARD,  TIMOTHY  VINCENT,  LT,  PD 
MILHOLEN,  RANDOLPH  FOSTER,  CPT,  PD 
SCHULZ,  WILLIAM  EDWARD,  LT,  PD 
SURMACZEWICZ,  FRANK  JULIAN,  DET  CMDR,  PD 
PORT  RICHEY 

82  tt   ENSWEILER,  MYRLE  E,  COP 
ST  JOE 

LEFFERT,  JAY  WALTER,  COP 
58  #  MAIGE,  ROBERT  GWYNN,  COP 
PORT  ST  LUCIE 

DAGOSTINO,  JOSEPH  MICHAEL,  CMDR,  PD 
REUTHER,  BRIAN  EDWARD,  ASST  CHF,  PD 
REYNOLDS,  CHARLES  LEIGHTON,  COP 
PUNTA  GORDA 
193   ARENAL,  ALBERT  ANTHONY,  CPT,  PD 

DAVENPORT,  JOHN  GRAY,  CPT,  CHARLOTTE  CO  SD 
MILLER,  ROBERT  A,  MAJ,  CHARLOTTE  CO  SO 
SAPP,  GLEN  ELLERY,  SHF  OF  CHARLOTTE  CO 
SHOUP,  RALPH  ROBERT,  JR,  COP 
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188 
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93 


146 
139 


136 
134 
101 
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187 

99 
105 
164 

94 


133 
170 
153 
185 
199 


PORT 
185 


193 
141 
148 


173 
96 
130  tt 
139  tt 
OUINCY 
159 


BEACH,  EDWARD  GLYNN,  MAJ,  DPS 

ROYAL  PALM  BEACH 
104   STEPNOWSKI,  EDWARD  A,  JR,  CPT,  PD 

SANFORD 
184   DILLARD,  JOE  ALLEN,  DEP  CHF,  PD 
168   ESLINGER,  DONALD  FRANCIS,  SHF  OF  SEMINOLE  CO 
192   FUTCH,  GREGORY  K,  MAJ,  SEMINOLE  CO  SO 
96  tt   HARRELL,  LIONEL  D.  ,  CHF  DEP  SHF,  SEMINOLE  CO  SD 
158   HARRIETT,  STEVEN  DARYL,  USHF,  SEMINOLE  CO  SO 
118  *  HUTH,  DOUGLAS  WERNER,  DEP  SHF,  SEMINOLE  CO  SD 
178   LABRUSCIANO,  MARTIN  SEDIA,  DEP  DIR,  SEMINOLE  CO  SD 
135   STALLWORTH,  LUKE  AMOS,  CPT,  SEMINOLE  CO  SD 
158   STEWART,  FRANCIS  MATTHEW,  LT,  SEMINOLE  CO  SO 

SANIBEL 

91  tt   DYSART,  ROBERT  E,  COP 
141   PHILLIPS,  LEWIS  LEE,  JR,  ASST  CHF,  PD 
176   TERRY,  JOHN  PAUL,  CMDR,  PD 
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FLORIDA  -  FLORIDA 


SARASOTA 
131   BLOUGH,  DAVID  EDHARD,  JR,  MAJ,  PD 
198   BRONGEL,  ROBERT  ANTON,  LT,  SARASOTA  CO  SO 

102  CREAMER,  ROBERT  E.,  HAJ,  SARASOTA  CO  SO 
192   DUNCAN,  THOMAS  STANLEY,  LT,  PD 

120  EADENS,  JAMES  ERNEST,  DET  SGT,  PD 

186   FRIEL,  JOSEPH  JOHN,  JR,  LT,  SARASOTA  CO  SO 

103  HOFFMEISTER,  GORDON  K,  LT,  PD 
182   HOGLE,  ALBERT  FRANCIS,  LT,  PD 

121  JOLLY,  GORDON  ROGER,  COP 

185   KELLY,  HILLIAM  F,  CPT,  UNIV  SOUTH  FL  PD 
162   KENDALL,  HAROLD  LYNN,  CPT,  SARASOTA  CO  SD 
90   KESSLER,  CHARLES  A,  MAJ,  PD 

178  KUEBLER,  MICHAEL  ANTHONY,  CPT,  SARASOTA  CO  SD 
89   LEHIS,  JOHN  P,  DIR,  DPS 

11  *  MCGUIRE,  ALVIN  D. ,  DEP  SHF,  SARASOTA  CO  SO 
102   MONGE,  GEOFFREY,  SHF  OF  SARASOTA  CO 

30  *  PEARCE,  JOHN  T.,  JUVENILE  PROBATION  OFFICER,  SA 
155   PILLIFANT,  RUSSELL  LYNN,  CPT,  PD 
169   SCHOTT,  MICHAEL  HUGH,  SGT,  PD 
129  tt   HALSH,  JOHN  EDWIN,  LT,  SARASOTA  CO  SD 

68  tt   HINGATE,  JOHN  C.  ,  JR.,  LIEUTENANT,  PD 
SATELLITE  BEACH 
115   COTE,  LIONEL  A,  COP 
136   DRIGGERS,  JAMES  CARLTON,  LT,  PD 

167  HAND,  PATRICIA  EILEEN,  LT,  PD 
190   LOWE,  MARK  FRANKLIN,  LT,  PD 
100  tt   MCCARTHY,  THOMAS  T,  COP 

SEBASTIAN 

184   PUSCHER,  DAVID  JAMES,  DEP  CHF,  PD 

109   WHITE,  DENNIS  R,  SR,  COP 
SEBRING 

114   KREULEN,  KENNETH  C,  CPT,  HIGHLANDS  CO  SO 
SHALIMAR 

179  ABBOTT,  PAUL  WILLIAM,  LT,  OKALOOSA  CO  SO 

168  ADAMS,  DONALD  LEE,  INVG,  OKALOOSA  CO  SO 

190  ASHMORE,  STEVEN  CARTER,  CPT,  OKALOOSA  CO  SO 
138    IRISH,  PHILIP  VINCENT,  MAJ,  OKALOOSA  CO  SO 
160   MORRIS,  CHARLES  WILLIAM,  SHF  OF  AKALOOSA  CO 

119  tt   VINSON,  DON  RAY,  INVSTGR,  OKALOOSA  CO  SD 
SOUTH  DAYTONA 

184   HALL,  WILLIAM  CHARLES,  CPT,  PD 

148   WERT,  PAUL  ADAM,  CPT,  PD 

133  WHITE,  GARY  ALLEN,  COP 
SOUTH  MIAMI 

173  WATSON,  COKES,  JR,  COP 
ST  AUGUSTINE 

195  BOLANTE,  JOEL  SEVESES,  DIR  OF  OPER,  ST  JOHNS  CO  SO 

120  DUPONT,  JAMES  FULTON,  DIR  OF  PLANNING,  ST  JOHN  S  CO 
99   GARRETT,  DUDLEY  W,  JR,  INVSTGR,  STATE  ATTY  OFC 

124  *  JANSON,  RONALD  DEWITT,  CPT,  ST  JOHNS  CO  SO 
176   LOOK,  RICK  DUWAYNE,  SSA,  FL  DEPT  OF  LAW  ENF 

160  PERRY,  NEIL  JOSEPH,  SHF  OF  ST  JOHNS  CO 
105   PETROGLOU,  JAMES,  LIEUTENANT,  PD 

169  ROBINSON,  HILLIAM  WARREN,  COP 
193   SHOAR,  DAVID  BERNARD,  LT,  PD 

172   TAYLOR,  ROBERT  LANCE,  LT,  ST  JOHNS  CO  SO 
153   THORNTON,  GEORGE  HENRY,  COP 
186   WEST,  CHARLES  EDHARD,  JR,  LT,  ST  JOHNS  CO  SO 
ST  CLOUD 

150  *  CONROY,  RICHARD  JOSEPH,  CPT,  PD 
113   WATKO,  LEO  S,  JR,  COP 

ST  PETERSBURG 
112  tt   CURTSINGER,  ERNEST  E.,  COP 
133   EVANS,  RICHARD  DONALD, ' INVSTGR,  STATE  ATTORNEY 

191  HARTZ,  RONALD  KEITH,  LT,  PD 

52  *  HAYES,  MARVIN  H,  SPECIAL  INVESTIGATOR,  STATE  AT 
148  tt   KARR,  WILLIAM  GLENN,  LT,  PD 
199   PETERS,  MARY  ELIZABETH,  MAJ,  PD 

55   QUILLIGAN,  DENIS  J,  DIR,  OFFICE  OF  STATE  ATTORNEY 

180  SAN  MARCO,  CHARLES  S,  ASST  CHF,  PD 
166  tt   STEPANOV,  JOHN  MICHAEL,  MAJ,  PD 

57  tt   TALLMAN,  CLARENCE  M,  JR,  LIEUTENANT,  PD 
63  tt   TIPTON,  WALTER  G,  CAPTAIN  OF  DETECTIVES,  PD 
93  tt   VINES,  MACK  M,  COP 
ST  PETERSBURG  BEACH 

132   LANGE,  THOMAS  JAMES,  COP 
STARKE 
190   MILNER,  ROBERT  WEST,  JR,  SHF  OF  BRADFORD  CO, 
83  tt   REDDISH,  DOLPH  E.  ,  SHERIFF,  BRADFORD  COUNTY 
STUART 
143   ATCHISON,  RICHARD  EARL,  CPT,  MARTIN  CO  SO 
103  *  CHAMBERS,  MICHAEL  R,  SGT,  MARTIN  CO  SO 

188  CONNOLLY,  ALEXANDER  MARTIN,  LT,  PD 
107   CROWDER,  ROBERT  L,  SHF  OF  MARTIN  CO 

176  tt   GRIFFIN,  EUGENE  JOHN,  USHF,  MARTIN  CO  SO 

123  tt   GUMBINNER,  GLENN  HARGRAVE,  MAJ,  MARTIN  CO  SD 

161  tt   KING,  JAMES  BYRON,  LT,  MARTIN  CO  SO 
116   REICHERT,  WILLIAM  H,  MAJ,  MARTIN  CO  SO 

196  SNYDER,  WILLIAM  DAVID,  CPT,  MARTIN  CO  SD 

151  MALDRON,  JOAN  S,  COP 

120  ft   WALDRON,  MERVIN  NEIL,  LT,  PD 
SUNNY  ISLES  BEACH 

181  HARRISON,  RICHARD  ROYAL,  COP 
SUNRISE 

189  BIONDOLILLO,  ROBERT  ANTHONY,  SA,  FL  DEPT  OF  LAW  ENF 

124  BLOUGH,  JERRY  ALAN,  ASST  CHF,  PD 
124   BOYEVT,  DAVID  TRUMAN,  COP 

131  tt   ECKERT,  PETER  KARL,  CPT,  PD 

165   RITACCO,  VINCENT  CARMINE,  CPT,  PD 


CHIEF  OF  POLICE,  PD 


POL  CHFS  ASSN 
FL  HPTL 


SURFSIDE 

60   JONES,  GEORGE  H. 
TALLAHASSE 

191   MOAT,  RONALD  EDWIN,  LT,  FL  ST  UNIV  PD 
TALLAHASSEE 

59  tt   ADAIR,  ARCHIE,  CHF  OF  INSPTS,  FL  DEPT  OF  CRIM 

97  AKERS,  RALPH  S.,  JR.,  CPT,  FL  HPTL 

107  BAILEY,  GERALD  M,  INSPR  GEN,  FL  STATE  LOTTERY 

108  tt   BALL,  KENNETH  A,  ASST  CHF,  FL  DIV  OF  BEVERAGE 
59  tt   BARNETT,  BILL  JAMES,  CPT,  FL  HPTL 

122  tt   BAXLEY,  ROBERT  EARL,  MAJ,  FL  DIV  OF  ABT 
174   BAXLEY,  RONALD  ALVIE,  LT,  FL  STATE  UNIV  PD 

BENNETT,  CARL  LEVESTON,  JR,  CPT,  LEON  CO  SD 

BENTON,  COLON  FRANKLIN,  BU  CHF  OF  INVSTGN,  FL  ST  LOTTE 

BETTS,  THOMAS  M,  LT,  FL  HPTL 

BLAIR,  H.  R.,  SGT,  FL  HPTL 
100  tt   BOONE,  EDDIE,  SHF  OF  LEON  CO 
95  tt   BOOTH,  WILLIS  D,  EXEC  DIR,  FL 

BOWDEN,  FRANKLIN  L. ,  CORPORAL, 

BOYD,  RICHARD  ALLEN,  DIRECTOR,  DEP  OF  BUS  &  PRO  REG 

BRAND,  GEORGE  C,  JR,  CPT,  LEON  CO  SO 
140  tt   BULL,  ROBERT  LAWRENCE,  CHF,  FL  HPTL 
170   BUMGARNER,  BARRY  LYLE,  MAJ,  PD 
95  tt   BURKETT,  BOBBY  R,  COL/DIR,  FL  HPTL 
95   CAMPBELL,  LAURENCE  0,  II,  SHF  OF  LEON  CO 

98  tt   CARMODY,  JOHN  H,  DEP  DIR,  FL  HWY  PTL 
126   CARTER,  FRANCIS  HUNTER,  DIR  OF  SEC,  FL  STATE  LOTTERY 

CLARK,  WILLIAM  ABRAM,  COL,  FL  HPTL 
COE,  THOMAS  R,  JR,  ASST  CHF,  PD 
CROY,  DALE  E.,  CHF  INVSTGR,  OFC  OF  ST  ATTY 
CUMMINGS,  ROBERT  E,  ASST  COMR,  FL  DEPT  CRIM  LAW  EN 
DAWKINS,  JACK  M,  DEP  DIR,  FL  DEPT  OF  LAW  ENF 
DICKENS,  JAMES  A.,  LT,  FL  LEGISLATIVE  SEC 
DICKSON,  BILLY,  INSPR,  FL  HPTL 

EDHARDS,  ROBERT  LEE,  JR,  DIV  DIR,  FL  GAME  &  FISH  COMM 
EKLUND,  E.  B.,  SGT,  PD 

ELLINGSEN,  DONALD  NORMAN,  COL/DIR,  FL  MARINE  PTL 
FENHICK,  JACK  ELLIS,  INSPR,  FL  DEPT  OF  LAW  ENF 
FLOYD,  A  P,  CPT,  FL  HPTL 
FREEMAN,  LYNN  E,  SGT,  LEON  CO  SD 
GARRIS,  RUSSELL  B.,  CPT,  GOV  HIGHWAY  SFTY  COMM 
GELLNER,  WILLIAM  WAYNE,  MAJ,  FL  GAME  AND  FISH  COMM 
GILL,  LEON  JACKSON,  JR,  FIRST  LT,  FL  HPTL 
GOODRICH,  L.  E.,  SPEC  INVSTGR  FOR  GOV  OF  FL 
GREEN,  JAMES  HOHARD,  MAJ,  FL  MARINE  PTL 
HAGLER,  E.  R.,  MAJ,  FL  HPTL 
HANDLEY,  JACKSON  RAY,  LT,  FL  STATE  UNIV  DPS 
HARRIS,  JOHN  J,  JR,  DIR,  BU  OF  FIRE  &  ARSON 
HAWKINS,  MICHAEL  LEE,  CHF,  BU  OF  FIRE  &  ARSON  INVST 
HOOKER,  CLARENCE  STEVENS,  CPT,  CHF  INV,  FL  STATE  UNIV  P 
HOOVER,  PAUL  RANDALL,  BU  CHF,  FL  GAME  &  FRESH  WATER 
IVEY,  CHARLES  L,  JR,  CHF  INSPR,  TL  DIV  OF  ABT 
JOHNS,  FREDERICK  N,  ASST  EXEC  DIR,  FL  DEPT  OF  LAW 
LAMARCHE,  ALAN  R,  MAJ,  FL  GAME  AND  FISH  COMMISSI 
LASSITER,  GARRY  R,  CPT,  PD 
MCBRIDE,  ROBERT  M. ,  DEP  CHF,  PD 

MCHARGUE,  MAMRY  MICHAEL,  ASST  DIR,  FL  DEPT  OF  LAW  ENF 
MCKINNON,  JAMES  S,  COL,  FL  HPTL 
MCMAHON,  WILLIAM  J,  SA,  FL  DEPT  OF  LAW  ENF 
MCNEIL,  WALTER  AMOS,  MAJ,  PD 
MEEK,  TERRY  HARRIS,  DIR,  FL  CAPITOL  POL 
MOODY,  HORACE  ALEXANDER,  DIV  CHF,  DIV  OF  AB&T 
MORGAN,  JAMES,  JR,  MAJ,  LEON  CO  SO 
MURPHEY,  JAMES  FLYNN,  BUREAU  CHIEF,  FL  DEPT  OF  LE 
NASH,  HENRY  BRUCE,  COL,  FL  MARINE  PATROL 
NORDSTROM,  DENNIS  WAYNE,  SA,  FL  DEPT  OF  LAW  ENF 
PHILLIPS,  J  MARVIN,  JR,  EXEC  DIR,  FL  SHERIFFS'  ASSOC 
PHILLIPS,  J.  PAUL,  EXEC  DIR,  FL  SHERIFF'S  ASSOC 
POINDEXTER,  RONALD  W,  COL,  HILLSBOROUGH  CO  SO 
RAKER,  OSCAR  M. ,  LT,  FLORIDA  HIGHWAY  PATROL 
RODRIGUEZ,  GILBERT  M,  BU  CHF,  FL  DEPT  OF  LAW  ENF 
94  tt   RUSSI,  JOHN  M,  CPT,  FL  HPTL 

76  *  SAUNDERS,  ERNEST  E.,  LIEUTENANT,  FLORIDA  HIGHWAY  PA 
SCHARLAU,  ROBERT  P.,  INSPR,  FL  DEPT  OF  LAW  ENF 
SCHMIDT,  JOHN  CLIFFORD,  CPT,  LEON  CO  SO 
SCOTT,  JAMES  H. ,  SA,  FL  DEPT  OF  LAW  ENF 
SCOTT,  WILLIAM  HORACE,  JR,  DEP  CHF,  PD 
SEHELL,  JAMES  D,  DIR,  EXEC  INSTITUTE,  FDLE 
SMITH  PATRICK,  CONNIE  LYNN,  DIR,  FL  DEPT  OF  LAW  ENF 
SMITH,  B08BY  GENE,  MAJ,  LEON  CO  SD 
TACOT,  GUSTAVE  ADOLPHE,  JR,  CPT,  PD 
TAKACH,  BRUCE  ALBERT,  MAJ,  FL  HPTL 

TROELSTRUP,  HILLIAM  A.,  COMMISSIONER,  FLORIDA  DEPT  OF 
25  #  TRULOCK,  ROMA,  SA,  FLORIDA  DEPT  OF  CRIM  LAW  E 
145   TUCKER,  MICHAEL  RAY,  CPT,  FL  MARINE  PTL 

PERRY  SANDERS,  INSPP  GEN,  DEPT  OF  JUVENILE  J 
BOBBY  A,  CPT,  PD 

HENRY  M,  DIR,  FL  DEPT  OF  NATURAL  RESOUR 
WILLIE  ALBERT,  JR,  MAJ,  LEON  CO  SD 
PATRICK  CHARLES,  MAJ,  FL  GAME  AND  WATER  FISH 
HESTFALL,  WILLIAM  STANTON,  JR,  ASST  DIR,  FL  DEPT  OF  LAW 
WHEELER,  THOMAS  PATRICK,  CHF  OF  LE,  DIVISION  OF  ABT 
WILLIAMS,  E.  BERWIN,  EXEC  DIR,  FL  SHERIFFS  ASSOC 
WILLIAMS,  EDWARD  BERWIN,  DEP  DIR  CRIM  INVSTGN,  FL  DEPT 
WILLIAMS,  EMORY  B.,  DIR,  FL  DEPT  OF  CRIMINAL  LE 
WILLIAMS,  JOHN  E.,  SERGEANT,  PD 

WILLIAMSON,  DENNIS  ARTHUR,  REG  DIR,  FL  DEPT  OF  LAW  ENF 
WISE,  DALE  BYRON,  CPT,  LEON  CO  SD 
YARBROUGH,  PAUL  DURAND,  COP 


185 
140 

78  tt 

79  * 


97 

122 

96 


136 
117 

89 
110 

66 

49 
106 
132 

10 
121 
141 
101 
115 
101 
179 
148 
1 
134 

94 
145 
113 
140 
124 
191 
113 
111 
103 
187 

93 
150 

91 

77 
158 
199 
136 
133 
139 
158 
177 

80 

89 
110 
114 

92 


92 
198 
111 
122 
114 
170 
151 
132 
126 

67 


146 
106 
108 
170 
138 
141 
155 

52 
134 

83 

44 

165 

142 

194 

TAMARAC 


TURNER, 
VAUGHN , 
WATSON, 
WATSON, 
WEAVER, 
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FLORIDA  -  GEORGIA 


i 

j 

< 

x 


119 

TAHPA 

132 

173 

181 

49 

33 

76 

96 

58 

67 

162 

36 

123 

188 

175 

5 

192 

186 

125 

74 

142 

115 

195 

113 

51 

104 

182 

129 

99 

173 

131 

157 

105 

147 

63 

194 

102 

116 

88 

54 

114 

156 

185 

173 

119 

129 

30 

176 

145 

139 

150 

123 

82 

74 


HILLIS,  FREDDIE  CLARENCE,  CPT,  PD 

ALLEN,  KENNETH  D,  LT,  HILLSBOROUGH  CO  SD 

ANSPACH,  DEBBIE  HARIE,  STAFF  MSGT,  USAF 

ASHLEY,  BRUCE  EDHARD,  CPT,  DIV  OF  ABT 

BEARD,  HALCOLH  E.,  SHF  OF  HILLSBOROUGH  CO 

BEYNON,  ORRIS  C. ,  SUPV  OF  SEC,  HILLSBOROUGH  CO 

BOHEN,  BENJAHIN  F.,  JR.,  MAJ,  PD 

BRANNIGAN,  JOHN  F.,  CPT,  PD 

BROHN,  NEIL  GATES,  DEP  CHF,  PD 

BROHN,  NORMAN  H.  ,  MAJ,  PD 

BUSHELL,  JOHN  JAMES,  CPT,  PD 

CARR,  JOSEPH  J.,  INVSTGR,  FL  ST  BEV  DEPT 

CLEM,  JAMES  EUGENE,  CPT,  TAMPA  INTNL  AIRPORT  PD 

COOPER,  PATRICK  THOMAS,  SR  MSGT,  USAF 

CUESTA.  JOHN,  III,  DEP  CHF,  PD 

OAHL,  ROY  C,  SUPT,  BU  OF  IDENT,  HILLSBOROUG 

DAVIS,  CARL  EUGENE,  CPT,  PD 

DAHLEY,  JOYCE  FRANCES,  ASAC,  FL  DEPT  OF  LAN  ENF 

DE  POLIS,  THOMAS  ANTHONY,  COL,  HILLSBOROUGH  CO  SO 

DIAMOND,  JIM  D.,  JR,  LTC,  PD 

EVERHART,  SYLVIA  FAYE,  CPT,  HILLSBOROUGH  CO  SD 

FOX,  GEORGE  R,  COL,  FL  DEPT  OF  LAH  ENF 

GEE,  DAVID  ALLEN,  MAJ,  HILLSBOROUGH  CO  SD 

GONZALEZ,  EDUARDO,  COP 

HEINRICH,  HALTER  C,  SHERIFF  OF  HILLSBOROUGH  CO. 

HENDERSON,  HOMER  C,  JR,  SHF  OF  HILLSBOROUGH  CO 

HORNE,  POLLY  HINGFIELD,  CPT,  PD 

JOHNSON,  DANNY  RALPH,  DIR  OF  CRIM  INVSTGN,  FL  DEPT  0 

KIRK,  JOHN  F.,  JR.,  USHF,  HILLSBOROUGH  CO  SD 

KRAUSE,  JANE  M,  LT,  UNIV  OF  SOUTH  FL  PD 

LANE,  CURTIS,  CHF  INVSTGR,  HILLSBOROUGH  CO 

LAH,  HILLIAM  DANIEL,  CPT,  HILLSBOROUGH  CO  SO 


LEEDOM,  JOSEPH,  COP 
LINTON,  BRYON  KEITH, 
LITTLETON,  JAMES  G. , 
MARLOVITS,  STEPHEN  J, 


PD 


PD 


CPT, 

COP 
JR,  LT,  TAMPA  INTL  AIRPORT 
MAXHELL,  LAMAR  J.,  SGT ,  FLORIDA  HIGHHAY  PTL 
MCCANNON,  RICHARD,  SUPR  DEP,  USMS 
MITCHELL,  DAVID,  MAJ,  HILLSBOROUGH  CO  SO 
MORRIS,  JACK  F.,  SUPT,  HILLSBOROUGH  CO  SD 
NEHBERGER,  DONALD  H,  COP 
NEHCOMB,  KEEN  COLLINGS,  LT,  PD 
OATES,  ROBERT  CARL,  MAJ,  HILLSBOROUGH  CO  SO 
OSGOOD,  ROHLAND  CHARLES,  LT,  HILLSBOROUGH  CO  SO 
PARRISH,  DAVID  MOSER,  COL,  HILLSBOROUGH  CO  SO 
PEROTTI,  ALBERT  L,  JR,  MAJ,  HILLSBOROUGH  CO  SO 
READ,  CLARENCE  H.  ,  JR.,  DEPUTY  SHERIFF,  HILLSBOROUGH  C 
RUSSEL,  JAY  ALAN,  SR,  LT,  TAMPA  INTL  AIRPORT  PD 
SAWYER,  HALTER  ALLEN,  JR,  MAJ,  PD 
STALLINGS,  JIMMY  ALEXANDER,  DEP  CHF,  PD 
TERRY,  GARY  GENE,  CPT,  HILLSBOROUGH  CO  SO 
TERRY,  LARRY  BERTON,  MAJ,  HILLSBOROUGH  CO  SD 
TURNER,  MILES  C.  ,  JR.,  HAJOR,  PD 
VANTRONK,  JOHN  E,  SA,  FL  DEPT  OF  CRIM  LAH  ENF 
VENERO,  JENNA  SPRECHER,  MAJ,  FL  MARINE  PATROL 


168 
TAVARES 

104  tt   ALLEN,  HAYNE  D,  MAJ,  LAKE  CO  SO 
12   CASSADY,  R  G,  CHF  DEP  SHF,  LAKE  CO  SO 

173   DANIELS,  CHRISTOPHER  C,  CPT,  LAKE  CO  SO 

196    FELECCIA,  DANNY  THOMAS,  LT,  PD 
93   HORNER,  JIMMY  J,  MAJ,  LAKE  CO  SO 
63  tt   MILKE,  ROBERT  L.  ,  STAFF  ADVISOR,  LAKE  CO  SO 

198   PALMER,  MARK  ALLEN,  CPT,  LAKE  CO  SO 

187   THEOBALD,  NORMAN  EARLE,  SGT,  LAKE  CO  SD 

122  tt   TREON,  EDHARD  LOWELL,  DEP  SHF,  LAKE  CO  SD 
TAVERNIER 

166   OWEN,  KIRBY  DOUGLAS,  INVSTGR  III,  STATE  ATTY  OFC 
TEMPLE  TERRACE 

141    RAMER,  PHILIP  GREGORY,  SAC,  FL  DEPT  OF  LAH  ENF 
TITUSVILLE 


118 
135 
135 
149 
178 
108 
170 
174 
160 
97 
68 
135 
107 
187 
105 
147 
112 
135 
89 
109 


BARRINGER,  GARY  EDHARD,  CPT,  BREVARD  CO  SD 
CLARK,  RONALD  LEE,  CHF  DEP,  BREVARD  CO  SD 
COLLINS,  SAMUEL  LEE,  LT,  BREVARD  CO  SD 
CULLEN,  JOHN  JOSEPH,  JR,  PTLM,  PD 
DAVIS,  CALVIN  ELANG,  CPT,  FL  MARINE  PATROL 
EADS,  JERRY  E.,  COP 

EDHARDS,  TOMMY  EUGENE,  CMDR,  BREVARD  CO  SD 
FICKEY,  JAMES  HALTER,  SUPV,  PD 
GOODWIN,  TIMMIE  HAYNE,  AGT,  BEAVARD  CO  SO 
HUDEPOHL,  JEROME  P.,  SGT,  BREVARD  CO  SD 
JONES,  LEONARD  D,  JR,  INVSTGR,  ST  ATTY  OFC,  BREVARD 
LEATHEROH,  ROBERT  LEONARD,  SGT,  BREVARD  CO  SO 
MACDONALD,  JAMES  A.,  JR.,  LT,  BREVARD  CO  SD 
MCINNIS,  JAMES  M,  CPT,  PD 
MILLER,  CLAUDE  H,  SHF  OF  BREVARD  CO 
NEHLAND,  CARL  T,  JR,  CMDR,  BREVARD  CO  SO 
LT,  BREVARD  CO  SD 
JR,  CMDR,  BREVARD  CO  SO 
,  MAJ,  BREVARD  CO  SD 
LT,  BREVARD  CO  SD 
CMDR,  BREVARD  CO  SD 


ROBINSON,  THOHAS  M. 
SANDS,  HARRY  SLATER, 
TENVOOREN,  CHARLES  R. 
HILLIAMS,  ROBERT  M. , 
HILHER,  JOHN  DANIEL, 


188 
TRENTON 

138   TURNER,  DAVID  PAUL,  SHF  OF  GILCHRIST  CO 
TYNDALL  AFB 

159   MORELAND,  MICHAEL  RICHARD,  MAJ,  USAF 
UNIVERSITY  PARK 

116  tt   GUNSON,  HARVEY  P,  PUB  SFTY  DIR,  FL  INTN'L 
VALRICO 

126  tt    FELDER,  CHARLES  HILLIAM,  JR,  MAJ,  USAF 


UNIV  D 


PAGE 


VENICE 

142    HANKS,  JAMES  PATRICK,  DEP  CHF,  PD 

181    MCGOOGAN,  GLENN  DANIEL,  CPT,  PD 

125    SLAPP,  JOSEPH  PETER,  COP 
80  tt   WAYMIRE,  RAY  V,  JR,  CHIEF  OF  POLICE 
VERO  BEACH 

156    BLANTON,  RONALD  BERNARD,  CPT,  PD 

129    BRUNNER,  WILLIAM  JENNINGS,  CPT,  INDIAN  RIVER  CO  SO 

125  BURR,  JERRY  LEE,  DEP  SHF,  INDIAN  RIVER  CO  SO 
199   DAPPEN,  DONALD  ALAN,  DEP  CHF,  PD 

123  DAVIS,  JAMES  ALLEN,  USHF,  INDIAN  RIVER  CO  SO 

126  *  DOBECK,  RICHARD  TIMOTHY,  SHF  OF  INDIAN  RIVER  CO 

112  GABBARD,  JAMES  M,  COP 

190   GLASER,  EDHARD  FRANCIS,  JR,  LT,  INDIAN  RIVER  CO  SD 
87  tt   MCCANTS,  JOHN  A,  CPT,  INDIAN  RIVER  CO  SO 
80  tt   PEASE,  CARL  E.,  CPT,  PD 
106  #  RAYMOND,  ROY  H,  CHF  DEP,  INDIAN  RIVER  CO.  S.O. 
177    SPENCER,  LAWRENCE  EVANS,  LT,  INDIAN  CO  SD 
HAUCHULA 
183   LANIER,  RITCHIE  ARNOLD,  USHF,  HARDEE  CO  SO 
142   MOORE,  JOSEPH  DALE,  CPT,  HARDEE  CO  SD 
109  tt   SMITH,  EARL  D.  ,  MAJ,  HARDEE  CO  SD 
WEST  MELBOURNE 

183   LOCK,  BRIAN  KEITH,  COP 
WEST  PALM  BEACH 

77    BARTOH,  HARRY  H,  DEP  SHF,  PALM  BEACH  CO  SO 
187    BRUCE,  RUSSELL  NORMAN,  ASST  CHF,  PD 

124  BRYANT,  CALVIN,  SGT,  PD 

142  CARR,  JACK  DENNIS,  DEP  SHF,  PALM  BEACH  SO 
115  It   COOK,  MICHAEL  G.  ,  INVSTGR,  ST  ATTY  OFC 
194   DAWSON,  SILVESTER,  CPT,  FL  HPTL 

113  tt    EARLEY,  GERALD  J,  MAJ,  PALM  BEACH  CO  SD 
84  tt    EATON,  HILLIAM  J.,  INSPR,  PD 

166  ENGLISH,  ROBERT  JOHN,  CPT,  PD 

103  *  ETCHISON,  MYRON  L,  SA,  FL  DEPT  OF  LAH  ENF 
139   GOUVEIA,  PETER  RUSSELL,  DEP  SHF,  PALM  BEACH  CO  SO 
101  *  GRIFFIN,  JAMES  L.,  SA,  FL  DIV  OF  A8X.T 
135   GRIMES,  RICHARD  DAVID,  DEP,  PALM  BEACH  CO  SO 
100  *  HALEY,  VALJEAN  M. ,  CPT,  PALM  BEACH  CO  SO 
129  tt   LEE,  LOUIE  A.,  JR,  MAJ,  PALM  BEACH  CO  SO 
144   LINCOLN,  RICHARD  MERZ,  DIR,  PALM  BEACH  CO  SO 
95  #  LOFFREDO,  MICHAEL  F,  SA  SUPV,  FL  DEP  OF  LE 

109  #  MCCANTS,  JAMES  R,  COL,  PALM  BEACH  CO  SD 

64  tt   MCCUTCHEON,  CHARLES  A.,  SHF  OF  PALM  BEACH  CO 
151    MCCUTCHEON,  PATRICK  CHARLES,  CPT,  PALM  BEACH  CO  SD 
163  *  MCKENZIE,  JOHNNY  B,  ASST  CHF,  PD 

122  tt   MEENAGHAN,  ROBERT  ARTHUR,  SR,  MAJ,  PALM  BEACH  CO  SO 
194   MILLS,  MICHAEL  EUGENE,  CPT,  PALM  BEACH  CO  SO 

94  tt   NORTH,  STEPHEN  L.,  SERGEANT,  PD 

143  OWENS,  ARTHUR  DOUGLAS,  ASST  DIR,  PALM  BECH  CO  SO 

157  PARKINSON,  GREGORY  ALAN,  LT,  PD 

128    PELLICCIO,  RICHARD  ALAN,  INVSTGR,  PALM  BEACH  CO  SCHOOL 
183   ROWE,  TERRENCE  AUSTIN,  CPT,  PALM  BEACH  CO  SD 
115  *  SANTO,  LOUIS  W,  LT,  PALM  BEACH  CO  SO 
119  tt   SHEETS,  RICHARD  LEE,  COL,  PALM  BEACH  CO  SD 
119  tt   SHOAFF,  HARVEY  CLYDE,  MAJ,  FL  SHP 
94  *  SIEGRIST,  GEORGE  E,  COP 
148  tt   THOMPSON,  THOMAS  NORVAL,  SR,  ASST  DIR,  PALM  BEACH  CO  SO 

167  TREMER,  WILLIAM  FLETCHER,  CPT,  PALM  BEACH  CO  SO 

106  #  VINCENT,  WINTHROP  A,  MAJ,  FL  HPTL 

177   WASHAM,  MICHAEL  DOUGLAS,  SA  SUPVR,  FL  DEPT  OF  LAW  ENF 
70  *  WEST,  DANIEL  HENRY,  LIEUTENANT,  PD 

110  #  WILES,  RALPH  T,  JR,  CHIEF  INVESTIGATOR,  STATE  ATTO 
91  tt   WILLE,  RICHARD  P.,  SHF  OF  PALM  BEACH  COUNTY 

HILTON  MANORS 

107  tt   HEMPSTEAD,  PERRY  F,  ASST  CHF,  PD 
88  tt   SCOTT,  BERNARD  S.,  COP 

HINTER  HAVEN 

158  ROMINE,  CHARLES  DAVID,  COP 
WINTER  PARK 

94   AURBECK,  PAUL  G,  ASST  CHF,  PD 
179    BALL,  DOUGLAS  MELVIN,  JR,  DEP  CHF, 


PD 


73  #  BEARY,  RAYMOND  E.,  COP 
66    BETHEA,  HUGH  T.,  JR.,  DEP  STATE  FIRE  MARSHAL 
106   HUNTER,  ELTON  M. ,  JR.,  CAPTAIN,  PD 
191    MCEACHNIE,  WILLIAM  ELLWYN,  JR,  DEP  CHF,  PD 
124  tt   MORTON,  LEROY  DELANO,  CPT,  PD 
133   RETTIG,  DANIEL  THOMAS,  COP 
WASSON,  M  DALE,  LT,  PD 
YOUNGER,  JAMES  D,  COP 


107  tt 
115 
YULEE 
196 


SEAGRAVES,  THOMAS  LAVON,  JR,  LT,  NASSAU  CO  SO 
GEORGIA 


ACHORTH 

189 

140 
ADEL 

124 
ALBANY 

148 

162 

176 

176 

127 
95  tt 

173 

121  tt 

140 

134 


HENSON,  RANDY  KEITH,  COP 
WOODRUFF,  JOSEPH  DONALD,  SGT,  PD 

HILL,  JAMES  EDWARD,  DET  SGT,  PD 

BOREN,  JAMES  ROBERT,  ASST  CHF,  PD 

CHEEK,  DONALD  MARION,  CPT,  PD 

COLEMAN,  WILLIE  ROYE,  JR,  CPT,  PD 

COLLIER,  OTIS  DON,  MSGT,  USMC 

COTTON,  CHARLES  LAYFETT,  JR,  LT,  DOUGHERTY  CO  PD 

DENNEY,  NORMAN  E,  COP 

FINCHER,  JAMES  DE,  SGT,  GA  SPTL 

FUSSELL,  MALCOLM  ROBERT,  COL,  PD 

GRIFFIN,  WILMA  JEAN,  DET,  PD 

HILL,  DAN  BRADLEY,  LT,  PD 


192 


GEORGIA  -  GEORGIA 


30   HINSON,  ROYACE  B.,  CLERK,  DOUGHERTY  CO  SUPR  CRT 
112  tt   HURT,  PAUL  M. ,  LT,  USHC 
133   HUTCHISON,  STEVEN  DOUGLAS,  LT,  DOUGHERTY  CO  PD 

90   KICKLIGHTER,  HILLIAH  ROGER,  CHF  OF  DOUGHERTY  CO  PD 
114   LONG,  CHARLES  L,  DET,  PD 

93   LONG,  WASHINGTON,  JR,  COP 
120   HILLER,  ALFRED  EUGENE,  CPT,  DOUGHERTY  CO  PD 
126   PATTON,  JOHNIE  MELVIN,  DET  LT,  PD 
104   PRICKETT,  ROBERT  J,  HAJ,  PD 

90  tt   SLAUGHTER,  RAMON  F.,  SR,  MAJOR,  PD 

22  tt   STEHART,  D.  LAMAR,  SHF  OF  DOUGHERTY  CO  SO 

46  tt   SUMMERFORD,  LESLIE,  COP 

166  TOHNSEND,  DEBORAH  ANN,  LT,  PD 
199   HILLIAMS,  ERNEST  GENE,  CPT,  PD 
152   HINDHAM,  ROBERT  LAMAR,  SGT,  PD 
108  tt   HOODS,  CLYDE  E.,  MAJ,  USMC 

ALPHARETTA 

138  *  ABERNATHY,  LARRY  EDHARD,  COP 
AMERICUS 

154  GREEN,  JAMES  ARCHIE,  JR,  SGT,  PD 
103  tt   GURR,  ARTHUR  M. ,  COP 

101  *  HICKS,  JAMES  B,  CPT,  PD 

133  HOHARD,  HILLIAM  RANDOLPH,  SHF  OF  SUMTER  CO 
116  *  MOORE,  HILLIAM  T,  SGT,  PD 

126   WHITE,  JOHN  GAINES,  ASST  SAC,  GA  BU  OF  INVSTGN 
193   WHITEHEAD,  CHARLIE  CLIFFORD,  JR,  COP 

167  WILLIS,  JOHN  RICHARD,  ASST  SAC,  GA  BU  OF  INVSGTN 
9  *  WOOTTEN,  JOHN  S.  ,  IDENTIFICATION  OFFICER,  PD 

ATHENS 
112   BOYNTON,  ASA  T,  DIR,  UGA  DIV  PUB  SAF 
177   BROADRICK,  FRANK  MILBORN,  ASST  DIR,  NORTHEAST  GA  POL  AC 

191  CAMP,  DAVID  P,  MAJ,  ATHENS-CLARKE  CO  PD 
116   FREEMAN,  CLIFTON  N.,  LIEUTENANT,  PD 
124   HEGWOOD,  MELVIN  MASON,  SGT,  PD 

155  INGRAM,  JEFFREY  GORDON,  SGT,  PD 
135   MCCRARY,  LAWRENCE  HEARD,  SGT,  PD 

78   MCGAHEE,  THOMAS  C,  ASST  CHF,  PD 
129   PLATT,  FRANK,  JR,  SGT,  PD 

73  tt   PRICE,  EVERETT  E,  COP 
196   SIZEMORE,  MARK  DARRYL,  LT,  ATHENS/CLARKE  CO  PD 
145   SMART,  LUTHER  MACK,  COP 

169   SMITH,  TIMOTHY  JAY,  SGT,  ATHENS  CLARKE  CO  PD 
110   STEED,  HILL  W. ,  III,  DETECTIVE  SERGEANT,  PD 
162   STRICKLAND,  FRANK  TERRELL,  JR,  LT,  PD 
141   WELCH,  VIRGIL  GRADY,  SGT,  PD 

190   WILLIAMSON,  JAMES  EDWARD,  ASST  CHF,  UNIV  OF  GA  PD 
ATLANTA 

131  ABERLE,  ROBERT  KENNETH,  SPC  INVSTGR,  FULTON  CO  SOLICIT 
87   ANGEL,  RONALD  E,  CPL,  GA  SPOL 

172   ARCANGELI,  LOUIS,  MAJ,  PD 

122  ARMOUR,  OSWELL,  INVSTGR,  FULTON  CO  SOLICITOR'S 

36  *  AUSTIN,  DORRIS  W. ,  JR.,  ADMIN  ASST,  FULTON  CO  PRBTN  OF 
190   BARNETT,  MICHAEL  DAVID,  CPT,  M.A.R.T.  AUTH  PD 

90  tt   BERMAN,  CHARLES  S,  COP 
137   BLACK,  STEVE  KENNETH,  LTC,  GA  DEPT  OF  NATURAL  RESOUR 

192  BOSHELL,  DAVID  VERNON,  LT,  GA  BLDG  AUTH  PD 
182   BOUDY,  ALBERT  LEWIS,  JR,  CWO  SA,  USA 

158   BOWMAN,  RONALD  LEE,  COL,  COMM,  DPS 

162   BRAMLETT,  KENNETH  EUGENE,  DIR,  OFFICE  OF  FRAUD  8,  ABUSE 

132  BRILEY,  WILLIAM  HENRY,  III,  SGT,  BU  OF  POL  SERV 
182   BRITTON,  SHIRLEY  M,  CPT,  PD 

120  BROOKS,  WALTON  GINN,  SR.,  SA,  GA  BU  OF  INVSTGN 

47  #  BRYANT,  ALLEN  C. ,  CPT,  PD 

118  BURNETTE,  KENNETH  ELZIE,  MAJ,  PD 

131   COLEMAN,  GEORGE  MARCUS,  DET  II,  FULTON  CO  PD 

106  COLEMAN,  RICHARD  C. ,  CPT,  GA  SPTL 

124  COLLINS,  RAYFORD  JAMES,  DEP  MARSHAL,  FULTON  CO  MARSHAL 
180   COOK,  DONALD  LEE,  CPT,  FULTON  CO  PD 

123  COOK,  HAROLD  EUGENE,  JR,  SA,  GA  BU  OF  INVSTGN 
199   COOKE,  MICHAEL  JAMES,  MAJ,  FULTON  CO  SD 

125  COPELAND,  PAUL  QUINTON,  CPL,  GA  SPOL 

31  tt   CULBERSON,  HENRY  F.,  CHF  ENF  OFCR,  ALCOHOL  TAX  UNIT 
137   DANIELL,  RICHARD  ALLEN,  SA,  FULTON  CO  DA  OFC 
77  *  DARSEY,  WILLIAM  N,  INSPR,  GA  BU  OF  INVSTGN 

107  DAVIS,  JAMES  H,  LT,  GA  SPTL 

106   DEARISO,  ROBERT  W. ,  LT,  FULTON  CO  PD 
162   DEBORD,  JERRY  DOLPHUS,  SGT,  GA  SPTL 

124  DODD,  WILLIAM  GRADY,  CPT,  FULTON  CO  FIRE  MARSHALLS 
13  *  DOWIS,  PAUL  E.,  PTLM,  FULTON  CO  PD 

35  tt   DUNCAN,  WILLIAM  L.,  MAJ,  PD 

134  ECTOR,  MOSES,  SAC,  GA  BU  OF  INVSTGN 

100   FERGUSON,  ANDREW  J.,  JR.,  LIEUTENANT,  PD 
182   FRASER,  KATHRYN,  SGT,  DEKALB  CO  PD 
151    FREEMAN,  MYRON  EUGENE,  CPT,  GA  SPTL 
21  *  GALVIN,  JAMES  J.,  DETECTIVE,  PD 

108  GAMBLE,  GRADY  L.,  LT,  BU  OF  POL  SERV 
93  *  GANN,  JOEL  D,  OFCR,  CLAYTON  CO  PD 

139  GOLDHAGEN,  HAROLD  BERNARD,  LT,  ATLANTA  BU  OF  POL  SERV 
129   GRANT,  JOHN  WILLIAM,  SGT,  FULTON  CO  PD 

145   GREEN,  KENNETH  HOWARD,  CPT,  PD 
99  *  GRIER,  EDDIE  W,  SGT,  METRO  ATLANTA  RAPID  TRANS 

140  GRIFFIN,  JERRY  LEWIS,  LT,  AT  BU  OF  POL  SERV 
106  tt   GRIFFITH,  HOWARD  M,  CHF  DEP  US  MARSHAL,  USMS 

121  GRINER,  HERMAN,  MAJ,  ATLANTA  BU  OF  POL  SERV 

119  GUY,  DAVID  LYNN,  LT,  FULTON  CO  PD 
59  #  HALE,  M.  F.,  SGT,  GA  BU  OF  INVSTGN 

123  tt   HALL,  EUGENE  SCOTT,  ASST  CHF  INVSTGR,  FULTON  CO  DA 
116   HALL,  JESSE  W. ,  SA,  GA  DEPT  OF  REV 

133  HANSON,  JOHN  CLYDE,  LT,  GA  SPTL 

113   HARRIS,  RONALD  A.,  CHF  INVSTGN,  DA'S  OFFICE 


136  HARRIS,  ROY  JAMES,  III,  SAC,  GA  BU  OF  INVSTGN 

135   HARVARD,  BEVERLY  JOYCE,  DEP  CHF,  BU  OF  POL  SERVICES 

103  HILL,  JIMMY,  DEP  DIR,  BU  OF  POL  SERV 

189   HILL,  WINFRED  EDMUND,  SA,  FULTON  CO  DA  OFC 

96  It   HODNETT,  BOBBY  G,  LT,  PD 

95   HOLLEY,  WATSON  W.,  JR,  MAJ,  ATLANTA  BU  OF  POL  SERV 
102  *  HOOKS,  JAMES  G,  SSA,  GA  BU  OF  INVSTG 

92   HYNES,  FRANK  L.,  MANAGER  OF  SEC,  COCA  COLA  CO 

82   IRVIN,  RONNIE  E,  SA,  DPS 

150  JACKSON,  CARTER  BARNETT,  SGT,  BU  OF  POL  SERV 

131   JOHNSON,  ALBERT  SIDNEY,  CHF  INVSTGR,  GA  DEPT  OF  REV 
191   JOHNSON,  ANTONIO  ROZELLE,  LT,  FULTON  CO  SD 

92   JOHNSON,  GEORGE  L,  MAJ,  GA  DPS 
109   JONES,  JAMES  F.,  SGT,  FULTON  CO  PD 

113  KEADLE,  HOMER  H,  JR,  -ASAC,  GA  BU  OF  INVSTGN 

117  KEENAN,  VERNON  M,  JR,  INSPR,  GA  BU  OF  INVESTGN 

137  KEINARD,  JAMES  MILTON,  SPC  INVSTGR,  GA  DEPT  OF  REVENU 
116   KING,  JOHN  T.,  JR.,  LT,  ATLANTA  BU  OF  POL  SERV 

137   KING,  ROBERT  WAYNE,  CHF  DEP,  USMS 

174   KNOX,  THETUS  ALLMAN,  MAJ,  PD 

134   KVIETKUS,  EDWARD,  LT,  FULTON  CO  PD 

122   LEE,  DONALD  VAN,  LT,  BU  OF  POL  SERVICES 

118  LINES,  JOHN  ROBERT,  DET,  FULTON  CO  PD 

151  LIVELY,  PHILLIP  MARSHALL,  SGT,  FULTON  CO  PD 
161   LLOYD,  GARY  MICHAEL,  LT,  PD 

104  tt   MCCONNELL,  HENRY  W. ,  III,  SGT,  BU  OF  POL  SERV 
94   MCMICHEN,  CHARLES  H.  ,  SAC,  GA  BU  OF  INVSTGN 

28  tt   MITCHELL,  CLARENCE  EDWARD,  DIR,  FULTON  COUNTY  DPS 

152  tt   MORGAN,  CHARLES  K,  LT,  FULTON  CO  SD 

105  MUELLER,  MARK  A,  COL,  USA 
MULKEY,  TERRY  LEE,  SR,  SGT,  FULTON  CO  PD 
NEW,  LEE  F,  CPT,  BU  OF  POL  SERVICES 
NICHOLS,  BLANCHE,  MAJ,  PD 
NIPPER,  LEON  C,  CPT,  GA  SPTL 
NIXON,  ETHER  ELIJAH,  JR,  LT,  FULTON  CO  PD 
NORTON,  RALPH  STEVE,  DET,  FULTON  CO  PD 
NORWOOD,  J.  DONALD,  CRIM  TECH,  BUREAU  OF  COMM  AFFA 
OBRIEN,  SIOBHAN  MARIE,  MAJ,  PD 
OLIVER,  JAMES  EDWARD,  MAJ,  GA  BU  OF  INVSTGN 
OSTEEN,  AUBREY  JACKSON,  SUPV,  FULTON  CO  DA  OFC 
PARKER,  MICHAEL  ANTHONY,  MAJ,  METRO  AUTH  TRANSIT  PD 
PASCHALL,  JOSEPH  F.,  SERGEANT,  BUREAU  OF  POLICE  SER 
PERRY,  TRACY  STEPHON,  ASAC,  US  FOREST  SERV 
PHIFER,  WENDA  D,  CPT,  FULTON  CO  PD 
PHILLIPS,  WILLIE  HERMAN,  TNG  SUPV,  FULTON  CO  PD 
POSEY,  A.  L.,  CAPTAIN,  PD 

89  tt   PRESLEY,  JAMES  H. ,  CPT,  GA  SPTL 
139   PRIEST,  ANTHONY  EARL,  SGT,  GA  SPOL 
PRINE,  JAMES  LINDER,  SGT,  GA  SPTL 
RAMBLER,  RICHARD  M.  ,  LIEUTENANT,  PD 
RARY,  JOSEPH  MICHAEL,  SGT,  FULTON  CO  MARSHAL  OFC 
REDDING,  MORRIS  G,  COP,  BU  OF  POL  SERVICES 
71  tt   RILEY,  DAVID  H. ,  CAPTAIN,  PD 
33  tt   RILEY,  WILLIAM  M.,  CAPTAIN,  PD 
115   ROBERTS,  WALLY  L.,  SERGEANT,  GEORGIA  STATE  PATROL 
111   ROBINSON,  EUGENE,  CPT,  BU  OF  POL  SERVICES 
179   ROBINSON,  LEANDER  JACK,  CPT,  PD 
74  tt   ROYAL,  GEORGE,  CPT,  PD 
58  tt   RUTH,  RICHARD  STEPHEN,  SA,  BU  ALCOHOL  TOBACCO  AND  FIR 

114  SHACKELFORD,  ROBERT  L.,  SERGEANT,  FULTON  COUNTY  PD 
SHANNON,  HILLIAM  BERRY,  MAJ,  PD 
SHOEMAKER,  WILLIAM  M,  JR,  CHF  DEP,  USMS 
SMITH,  GEORGE  EDWARD,  SGT,  AT  BU  OF  POL  SERVICES 
SMITH,  JOSEPH  PAYTON,  JR,  CRIM  INVSTGR,  DA  OFC 

48  tt   SMITH,  THOMAS  ALLEN,  CPT,  DIV  OF  INVSTGN  STATE  OF  G 
128   SNELLINGS,  FREDERICK  D. ,  JR,  (SGT,  GA  SPTL)  SA,  FBI 
SPARKS,  JOHNNY  L,  CPT,  BU  OF  POL  SERVICES 
SPENCE,  WILLIAM  E.,  ADJUTANT  SOLICITOR,  FULTON  COU 
STARLEY,  CHARLES  WAYNE,  LT,  GA  SPTL 
STEED,  JABUS  B.,  MAJ,  ATLANTA  BU  OF  POL  SERVICE 
STEPHENS,  HUBERT  LEE,  STAFF  SERGEANT,  GEORGIA  STATE 
STONE,  CHARLES  STENIUS,  SA,  GA  BU  OF  INVSTGN 
SULLIVAN,  HILLIAM  TIMMONS,  CRIM  INVSTGR,  DA'S  OFC 
SZAFNICKI,  BART  GERALD,  SUPR  CRIM  INVSTGR,  INS 
TAYLOR,  WILLIE  JAMES,  DEP  CHF,  BU  OF  POL  SERVICES 
TERRY,  J.  T.,  LIEUTENANT,  GEORGIA  STATE  HIGH 

39  tt   THOMAS,  IVY  A.,  LIEUTENANT,  PD 

98   THOMPSON,  STANLEY  L.,  SPECIAL  AGENT  II,  GEORGIA  BURE 
WALKER,  GREGORY,  SR,  CPT,  FULTON  CO  SO 
WALLACE,  BENITA  ANN,  SGT,  FULTON  CO  SD 
WEAVER,  WILSON,  LT,  GEORGIA  STATE  PATROL 
WEBER,  RICHARD  E.,  LT,  PD 

WHALEY,  ROBERT  M. ,  ASST  DISTRICT  ATTORNEY,  FULTON 
WHEELER,  LARRY  D,  SPECIAL  AGENT,  GA  BU  OF  INVSTG 
WHITE,  JACK  HALL,  SAC,  GA  BU  OF  INVSTGN 
WILEY,  FRANCES  BISHOP,  SAC,  GA  BU  OF  INVSTGN 
WILLARD,  RANDOLPH  HUTT,  INVSTGR,  GA  OFC  OF  SEC  OF  STAT 
WOOD,  FRANKLIN  W,  SGT,  GA  SPTL 

WORTHAN,  DOUGLAS  DELANO,  LT,  BU  OF  POL  SERVICES 
WRIGHT,  CHARLES  E.,  LIEUTENANT,  PD 


160 
94 
176 
102 
124 
127 
90 
183 
135 
151 
173 
112 
194 
191 
138 
62 


158 
98 

140 
80 


187 
113 
157 
133 


123 

25 

171 

120 

36 

148 

178 

198 

131 

7 


176 

183 

73 

98 

97 

93 

130 

174 

153 

92 

127 


78 
AUGUSTA 

86  *  ANDERSON,  WILLIAM  A.,  SHF  OF  RICHMOND  CO 

93   BAILEY,  HAROLD  E,  SGT,  PD 

64  *  BECK,  JAMES  G.,  JR,  SHF  OF  RICHMOND  CO 
150   BELL,  RICHARD  WESLEY,  JR,  CPT,  PD 
101   CALHOUN,  THAD  B,  PTLM,  RICHMOND  CO  SD 

86  *  DYKES,  J  B,  SHF  OF  RICHMOND  CO 
189   FRANCISCO,  JOHN  LOUIS,  LT,  RICHMOND  CO  SD 
142   GIDDENS,  MICHAEL  EARL,  LT,  RICHMOND  CO  SD 
189   GREELY,  JOHN  STACEY,  CWO  II,  USA 
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A 

J 


GEORGIA  -  GEORGIA 

95  HATFIELD,  SIDNEY  E,  III,  CHF  DEP,  RICHMOND  CO  SD 

184  HUFFMAN,  CHESTER  V,  JR,  LTT,  RICHMOND  CO  SD 

177  IVEY,  JOHN  HILLIE,  LT,  PD 

134  JOHNSON,  HILLIAM  EUGENE,  CPT,  RICHMOND  CO  SD 
125  •  JONES,  BILLY  TILLMAN,  DET  LT,  PD 

199  JONES,  DIEGHTON  JOSEPH,  SA,  USA 

89  LOTT,  FREDDIE  P,  COP 

156  MANECKE,  HILLIAM  BRIAN,  LT,  PD 

|S  '   TO^ChES  SnTHO^SR.  CHF  JAILER,  RICHMOND  CO  SD 
165   HASSON,  DIANNE  JONES,  CPT,  PD 
138   HASSON,  PHILLIP  KARL,  LT,  PD 
164   HILHELM,  EDHARD  JENNINGS,  CPT,  RICHMOND  CO  SD 
BAINBRIDGE 


FUNDERBURKE,  LARRY  EARL,  DEP  DIR,  PUB  SFTY 
LYNN   IDUS  J   COP 

MORRIS,  JAMES 'CALDHELL,  CHF  DEP,  DECATUR  CO  SD 
PHILLIPS,  EMMETT  H. ,  SHF  OF  DECATUR  CO 
PITTMAN,  ENNIS  LEE,  COP 
BLOOMINGDALE 
193   PIKE,  ROY  LEE,  LT,  PD 

B143SHIALEXANDER,  CARL  HAMILTON,  CHF,  GLYNN  CO  PD 
ALLISON,  GEORGE  HILLIAM,  LT,  USPP 
ANDREHS,  FELTON  D,  MAJ,  GLYNN  CO  PD 
AUSTIN,  KENNETH  EDGAR,  LT,  GLYNN  CO  SD 
BENNETT,  HAYNE  VERNON,  SHF  OF  GLYNN  CO 
BLAKEBROUGH,  GERALD  BRIAN,  LT,  GLYNN  CO  PD 
BOYET,  JACKIE  RAY,  SGT,  GLYNN  CO  PD 
CARTER,  JIMMY  C,  CHF,  SE  GA  REGION  MED  CENTER 
CLEMENTS,  HILLIAM  H,  SGT,  GA  SPTL 
CORBETT,  RONALD  HAYNE,  MAJ,  GLYNN  CO  SO 
COHAN,  THOMAS,  COP 

DOERING,  HATTHEH  JEFFREY,  SGT,  GLYNN  CO  PD 
ELLIS,  HILTON  K,  PTLM,  PD 
FRANKLIN,  CHARLIE  H.,  PATROLMAN,  PD 
JOHNSON,  PHILLIP  B,  MAJ,  GLYNN  CO  PD 
KELLY,  JAMES  GORDON,  JR,  LT,  GLYNN  CO  PD 
KICKLIGHTER,  DONALD  R,  CPT,  GA  SPTL 
PITTMAN,  HILLIAM  ROBERT,  JR,  CPT,  GLYNN  CO  PD 
SEAHELL,  DAVID  ALBRIGHT,  CPT,  PD      „„,  T„c  krkncuv 
SPARRY,  DONALD  LEIGH,  DIR,  COASTAL  GA  POLICE  ACADEMY 
STARLING,  HALTER  R,  CPT,  GLYNN  CO  PD 
STEHART,  RALPH  CHRISTOPHER,  CPT,  PD 
TAHNEY,  RAY  M,  SGT,  PD 
TINDALE,  MARISSA  JANE,  DET,  GLYNN  CO  PD 
TRAUTZ,  SCOTT  ARTHUR,  LT,  GLYNN  CO  PD 

B160ANAGREEN,  JAMES  ROBERT,  CPT,  HARALSON  CO  SO 

MIXON,  HOYT  EDHARD,  JR,  CHF  DEP,  HARALSON  CO  SD 
SPEARMAN,  KENNETH  PALMER,  CRIM  INVSTGR,  HARALSON  CO  SO 


157 
15 

152 
81 
57 


161 

88 
165 
152 
133 
167 
104 

96 
186 
105 
179 
112 

58 
106 
198 

94 
124 
157 
122 
103 
181 
107 
174 
189 


179 

151 
BUTLER 

149 

53 

CAIRO 

197 
TAI  HOUN 

141    JOHNSON,  CHARLES  HINFORD,  SA  PRINCIPAL, 
CAMILLA 

94  *  FUSSELL,  THOMAS  E.,  CHIEF  OF  POLICE 


GILES,  NICHOLAS  EDHIN,  SHF  OF  TAYLOR  CO 

HRIGHT,  CHARLIE  JAMES,  SHERIFF,  TAYLOR  COUNTY  SO 

SANDEFUR,  KEITH  P,  COP 


GA  BU  OF  INVSTG 


CANTON 

80  tt 

184 

161 

193 


FRYE,  BERT  L.,  SR  AGNT,  DIV  OF  INVSTGN,  ST  OF 
GARRISON,  ROGER  DALE,  SHF  OF  CHEROKEE  CO, 
HCCOLLUM,  CHARLES  EDHARD,  DIR,  DPS 
HEST,  LAHRENCE  VICTOR,  MAJ,  CHEROKEE  CO  SD 
PARMFSVILLE 
114  *  HOEKHATER,  GERALD  J,  INVSTGR,  FRANKLIN  CO  SO 

CA56°#LGAST0N,  JAMES  DENVER,  SR  AGNT,  DIV  OF  INVSTGN,  ST  OF 

153   HOSEY,  HILLIAM  THOMAS,  CPT,  PD 

197    REEVES,  TONY  REESE,  SHF  OF  CARROLL  CO 
CARTERSVILLE  _   no 

139    BRODEN,  GARY  LAHRENCE,  CPT,  PD 

138   COLEMAN,  RONALD  HILLIAM,  MAJ,  BARTOH  CO  SD 

190   DUNCAN,  DOUGLAS  L,  SGT,  BARTOH  CO  SD 

C AVF  *iPR  I  NG 

138   PEARSON,  BOBBY  CARROLL,  MAJ,  NH  GA  LAH  ENF  TNG  CENTER 

C FHARTOWN 

152   KIRKPATRICK,  JACK  JAROME ,  SHF  OF  POLK  CO 
51  *  HILLIAMS,  j!  B.,  CHIEF  DEPUTY  SHERIFF,  POLK  COU 
CHAMBLEE  „_   „ 

158    PERKINS,  DAVID  MILTON,  CPT,  PD 

C125T°NBR0HN,  MAYNARD  HILLIS,  JR,  CHF  INVSTGN,  RABUN  CO  SO 
COLLEGE  PARK 

RICHARD  P,  LT,  PD 

RUSSELL  TERRENCE,  LT,  PD 

RALPH  ANTHONY,  LT,  PD 


183    CHROMI, 
172    PIERCE, 
192    ROGERS, 
COLUMBUS 
139 


BERRETH,  BRUCE  HILLIS,  SGT,  PD 
148    BOREN,  RICHARD  THOMAS,  SGT,  PD 

70  tt   CHAPMAN,  JOHN  HALTER,  DIR,  PD 

62  U   COULTER,  JACK  L.,  CMDR,  PD 
184   DUNLAP,  HARREN,  SGT,  PD 

58  tt   FAISON.  C.  B.,  DEP  CHF,  PD 
167   HAHK,  JOHN  DAVID,  SGT,  PD 
156    JOHNSON,  RALPH  BURTON,  SGT,  MUSCOGEE  CO  SD 
100  *  JONES,  RONALD  A.,  DET  SGT,  PD 
196   KELLY,  RICHARD  JAMES,  SGT,  MUSCOGEE  CO  SD 

95  tt   KIRKLAND,  HERBERT  L.,  DIRECTOR,  PD 


LLOYD,  CHARLES  E.,  CHF,  COLUMBUS  AIPORT  PUB  SFTY 

MARTIN,  ROBERT  H.,  PATROLMAN,  PD 

MAYS,  JIM  B,  SGT 

MCGHEE,  HILLIAM  BRATFORD,  DET  SGT,  PD 

MCGUFFEY,  B.  FRANK,  COP 

PASKO,  VINCENT  GREGORY,  SGT,  PD 

POTTER,  GEORGE  A,  MAJ,  PD  „ 

SANBORN,  BRUCE  D. ,  CHF,  COLUMBUS  HOUSING  AUTH  PD 

TAYLOR,  ROBERT  JAMES,  LT,  PD 

HRIGHT,  DAVID  MERLIN,  LT,  MUSCOGEE  CO  SD 


117 

45 

164 

130 

59 

192 

106 

110 

155 

134 

CONYERS 

141   DAVIS,  VICTOR  BENJAMIN,  SHF  OF  ROCKDALE  CO 
160   EDGE,  MICHAEL  GUY,  LT,  ROCKDALE  CO  SD 
143   HUNTER,  ROBERT  BALLARD,  CPT,  PD 
187   HUNTSINGER,  EDHARD  ALAN,  LT,  PD     .„,,„„„ 
180   LEHIS,  MICHAEL  OTIS,  ASAC,  GA  BU  OF  INVSTGN 
166   LUCAS,  ANTONY  JOSEPH,  COP 
170   SPANN,  DAVID  SCOT,  SGT,  PD 
147   STARR,  HENRY  BARRON,  CPT,  PD 
117   VAUGHN,  CLARENCE  R. ,  III,  COP 
157   HALL,  SANDRA  JOAN,  LT,  PD         .«-.«.--« 
178   ZON,  MARTIN  PETER,  ASAC,  GA  BU  OF  INVSTGN 
CORDELE 

186   ORRICK,  HILLIAM  DHAYNE,  COP 
COVINGTON  _,   „„ 

157   ANGLIN,  BARNEY  NELSON,  CPT,  PD 

BRUCE,  TIMOTHY  EDHIN,  LT,  PD 

COTTON,  STACEY  LANIER,  LT,  PD 

DAVIS,  HILLIE  GENE,  CPT,  PD 

HAMILTON,  JACK  L,  CHF  DEP,  GHINNETT  CO,  SD 

HEHELL,  BILLY  JOE,  CPT,  PD 

MALCOM,  JULIAN  KENNETH,  LT,  PD 

REED,  HARDELL  ALFRED,  JR,  INVSTGR,  NEHTON  CO  SO 

TREADHELL,  J  CRAIG,  LT,  PD 

TURNER,  ALMOND  JAMES,  JR,  LT,  PD 


BAGLEY,  DONALD  JAMES,  DEP  CHF,  PD 

BLACK,  CHARLES  MILLARD,  LT,  PD 

CHADHICK,  JAMES  DHIGHT,  CPT,  PD 

CHITHOOD,  THURMAN  SCOTT,  SHF  OF  HHITFIELD  CO, 

JEFFERSON,  RUDY  J,  LT,  HHITFIELD  CO  SD 

LOME,  JAMES  R,  COP 

MAULDIN,  G.  T.,  SHF  OF  HHITFIELD  CO 

NEAL,  TERRY  JOHNNIE,  SGT,  PD 

PARKER,  HOYT  JASON,  LT,  PD 

SCHNEIDER,  GEORGE  HALTER,  ASST  COP 

SMITH,  DANNY  F.,  LIEUTENANT,  SO 

SNEED  BOBBY  LAHRENCE,  SGT,  HHITEFIELD  CO  SD 

SHINEY,  RICHARD  LYNN,  CPT,  HHITFIELD  CO  SD 

SSSiSH^SPS!   VT6E!W  HHITFIELD  CO 
HII.LARD,  GARY  HAYNE,  LT,  HHITFIELD  CO  SO 


LAH,  PHILLIPS  E,  CHF  OF  PUB  SAFETY, 


PD 


119 
188 
148 
105 
153 
181 
118 
172 
131 

C\  1MMT  HC 

197  FREEMAN,  RONNIE  HOLMAN,  CPT,  FORSYTH  CO  SO 

168  KIRK,  LEEVAN,  CPT,  FORSYTH  CO  SO 

49  PEACOCK,  P.  C,  CPT,  FORSYTH  CO  SO 

129  HALRAVEN,  HESLEY  C,  JR,  SHF  OF  FORSYTH  CO 

D181°NEKELLEY,  STANLEY  JOE,  CPT,  LUMPKIN  CO  SO 
DALTON 
163 
141 
133 
178 
101 

99 

79 
154 
192 
128 
105 
166 
149 
174 

40 

188 

DAHSON 

114 

°10iTaNDREHS,  DOUGLAS  K,  CPT,  DE  KALB  CO  PD 

SI  SSI!:  Sill  fflhe'eJURai  s If  s  c?  j*-* 

145   BAKER,  JAMES  LUCIAN,  SQUAD  CMDR,  GA  BU  OF  INVSTGN 

98  *  BAKER,  ROY,  LT,  DE  KALB  CO.  PD 

145  BISHOP,  HILLIAM  HENRY,  JR,  CPT,  DEKALB  CO  SD 

96  BROOKS,  JAMES  H. ,  LT,  DE  KALB  CO  PD 

156  BROHN,  DERHIN,  SGT,  DEKALB  CO  PD 

119  BROHN,  EMORY  EUGENE,  JR,  CHF  DEP,  DE  KALB  CO  SD 

111  BRYANT,  BOBBY  N,  SA,  GA  BU  OF  INVSTGN 

169  BUCKNER,  L  GALE,  ASAC,  GA  BU  INVSTGN 
129  CLOHER,  JOHN  T,  III,  MAJ,  DEKALB  CO  SD 

170  CORDES  HILLIAM  JOSEPH,  III,  CPT,  DEKALB  CO  SD 

99  CROOK,  HILLIAM  T.,  SGT,  DE  KALB  CO  PD 

163   DANIELL,  CHARLES  LAMONT,  SAC,  GA  BU  OF  INVSTGN 

119  tt   DICKERSON,  GRANVILLE,  JR.  CMDR,  PD 

161  DIERKS,  ERIC  OLAFSON,  CPT,  DE  KALB  CO  SO 

113  DORSEY,  LAHRENCE  F,  LT,  DEKALB  CO  PD 

123  ETHRIDGE,  HILLARD  ROBERT,  LT,  DEKALB  CO  PD 

94  FARRAR,  DONALD  E,  ASST  COP,  DE  KALB  CO  PD 

101  FENLEY  JOHN  N,  CPT,  DE  KALB  COUNTY  PD 

177  FERGUSON,  KENNETH  EUGENE,  CPT,  DEKALB  CO  SO 

90  FERGUSON  MELVIN  F,  ASST  CHF   DE  KALB  CO  PD 

198  FORDHAM,  MICHAEL  BRANTLEY,  SAC,  GA  BUR  OF  INVSTGN 

121  GRIFFIN   JAMES  MICHAEL,  MAJ  DEKALB  CO  SO 
100  tt   HAMRICK,  JAMES  R,  DIR,  GA  BU  OF  INVSTGN 

171  HANSON  JAMES  ELMORE,  JR,  LT,  DE  KALB  CO  DPS 

55  HEtIel!  RICHARD  LEE,  CHF  CRIM  INVSTGN  DIV,  DPS 

too  HOHINGTON,  JACK  R,  ASST  COP,  DE  KALB  CO  PD 

159  INGRAM,  ROBERT  FRANKLIN,  SAC,  GA  BU  OF  INVSTGN 

142  JOYNER   PHILIP  HOLMES,  JR,  CPT,  DEKALB  CO  PD 

35  tt   KING,  ROGER  MIZELLE,  IDENT  SUPR,  DEKALB  CO  PD 

120  LANG;  JOHN  GEORGE,  JR,  SA,  GA  BU  OF  INVSTGN 
189  LEE,  JAMES  KEITH,  LT,  PD  IUUCTrll 
135  MALUEG,  HILLIAM  JAMES,  SAC,  GA  BU  OF  INVSTGN 
193  MANN,  ROY  STEVEN,  MAJ,  DEKALB  CO  SD 

79  It   MATTHEHS,  J  EDHIN,  COP 
154   MAXSON,  ROBERT  LEE,  CPT,  DEKALB  CO  SD 
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136  MELTON,  ROBERT  HAYNE,  MAJ,  DEKALB  CO  SD 

108  MILLER,  JAMES  T,  ASST  CHF,  DEKALB  CO  PD 
139   MOODY,  EDDIE  JAMES,  LT,  DEKALB  CO  DPS 

111  PEACOCK,  HILLIAM  E.,  JR.,  SERGEANT,  DEKALB  CO.  PD 

128  PEARCE,  LARRY  EUGENE,  LT,  PD 

195  PEARSON,  JOHN  EDHARD,  LT,  DEKALB  CO  PD 

196  RIGDON,  KATHY  S,  ASAC,  GA  BU  OF  INVSTGN 

187  ROBERTSON,  DONA  BATEMAN,  ASAC,  GA  BU  OF  INVSTGN 

147  ROHELL,  JAMES  MICHAEL,  LT,  DEKALB  CO  PD 

112  STANLEY,  JAMES  T,  LTC,  DE  KALB  CO  PD 
164  TAYLOR,  PAUL  RONALD,  LT,  DEKALB  CO  PD 

150  TAYLOR,  TIMOTHY  JOHN,  SR,  CPT,  DEKALB  CO  DPS 

51  WAGNON,  EMORY  TODD,  CAPTAIN,  DE  KALB  COUNTY  PD 

105  WILSON,  JAMES  S,  CPT,  DE  KALB  CO  PD 

119  HILSON,  RALPH  EUGENE,  JR,  CPT,  DE  KALB  CO  PD 

132  HOODHAM,  GARY  LEE,  SR,  SGT,  DEKALB  CO  PD 

103  YATES,  THOMAS  R.,  SR,  CPT,  DE  KALB  CO  PD 
DOBBINS  AFB 

181  CAIN,  JEFFREY  ALAN,  CHF  MSGT,  USAF 
DOUGLAS 

104  BIDHELL,  ROBERT  R,  CHF, SEC-PUB  SFTY,  SOUTH  GA  COL 
168   HENDERSON,  MARK  ANTHONY,  MAJ,  COFFEE  CO  SO 

DOUGLASVILLE 
170   BRUMBELOH,  TIM  ARCH,  LT,  DOUGLAS  CO  SD 
161   COPELAND,  HILLIAM  STANLEY,  CPT,  DOUGLAS  CO  SD 
156   DRUM,  BENNY  EDHARD,  MAJ,  PD 

197  GRAFF,  GREGORY  ALAN,  LT,  PD 

182  KELLEY,  JOSEPH  M,  JR,  LT,  PD 

129  LATHAM,  THOMAS  LEE,  CPT,  DOUGLAS  CO  SD 
144  MILLER,  PHIL  DANIEL,  CPT,  DOUGLAS  CO  SD 
154  MORRIS,  EDDIE  LEE,  SGT,  DOUGLAS  CO  SD 
187  NALLEY,  JEFFRY  GLENN,  LT,  DOUGLAS  CO  SD 

160  SHADIX,  RONALD  HENLEY,  CPT,  DOUGLAS  CO  SO 

179  STARRETT,  ROBERT  GERALD,  LT,  DOUGLAS  CO  SO 
173   HALKER,  DONALD  ROBERT,  DET,  PD 

146   HHISENANT,  JOSEPH  LOHRY,  COP 
DUBLIN 
168   BACON,  ANDREW  JEFFERSON,  CPL,  GA  SPTL 

90  ELLER,  DAVID  F.,  SA,  NATL  AUTO  THEFT  BU 
DULUTH 

161  BELCHER,  RANDALL  DEAN,  COP 
EAST  POINT 

167   BROHN,  FRANK  LEWIS,  MAJ,  PD 

109  HARBIN,  ALLEN  W,  JR,  MAJ,  PD 

91  MCCLENDON,  JOHN  L.,  JR,  COP 

58  tt   RICKERSON,  HAROLD  ALLAN,  ASSISTANT  CHIEF,  PD 
ELBERTON 

70   HARD,  GEORGE  WILLIAM,  CHIEF  OF  POLICE,  PD 
FAYETTEVILLE 

149   HALL,  CHARLES  LARRY,  CHF  MARSHAL,  FAYETTE  CO  MO 

195   LEDBETTER,  DONALD  STEVEN,  CPT,  PD 
FOREST  PARK 

163   HOBBS,  L  DHAYNE,  ASST  CHF,  PD 

191   HIEGAND,  STEPHEN  ALLEN,  CPT,  PD 
FORSYTH 

130  BITTICK,  JOHN  CARY,  SHF  OF  MONROE  CO  SD 

149   BUSH,  ALFRED  MERCER,  JR,  INVSTGR,  MONROE  CO  SD 
194   CORLEY,  ROBERT  KEITH,  SGT,  MONROE  CO  SD 
185   DUNN,  ROY  LAMAR,  III,  LT,  MONROE  CO  SO 
158   PONDER,  BENJAMIN,  JR,  COP 

138   WILKES,  JOHNNY  EDWARD,  JR,  CPT,  MONROE  CO  SD 
FORT  BENNING 

183  SALO,  DONALD  GEORGE,  LTC,  USA 
FORT  GILLEM 

156   ABERNATHY,  ROBERT  BROOKS,  J,  CPT,  USA 

149  It   BEARD,  GLENN  PIERCE,  CPT,  USA 

173   BEHNEN,  ADAM  PATRICK,  SA,  USACIDC 

160   CAPSTICK,  PAUL  RUPERT,  MAJ  PD 

187   CRABTREE,  TIMOTHY  JOHN,  CHO  III,  USA 

180  MIKKO,  DONALD  MICHAEL,  CWO  III,  USA 
FORT  GORDON 

179   HISER,  ROBERT  MICHAEL,  SA,  USACIDC 
FORT  MCPHERSON 

172   HOLLOWAY,  RANDY  ALLEN,  LTC,  USA 
FORT  OGLETHORPE 

91   GIDEON,  RAYMOND  A,  SGT,  PD 
FORT  STEWART 

126  PARROTT,  LEON  FRANKLIN,  LTC,  USA 
FORT  VALLEY 

104   BECHAM,  JOHNNIE  V,  SHF  OF  PEACH  CO  SD 

123  #  DANKEL,  JOHN  BATES,  COP 

183   DEESE,  TERRY  WAYNE,  MAJ,  PEACH  CO  SD 

137  JONES,  JAMES  WALTER,  CHF  DEP,  PEACH  CO  SD 
115   TRAWICK,  GARY  F,  SGT,  PD 

GAINESVILLE 

163  ASH,  CHRISTINA  ROBERTSON,  ASAC,  GA  BU  OF  INVSTGN 

135  ASH,  JAMES  DOYLE,  CPT,  HALL  CO  SD 

109  ATTAWAY,  S  RONALD,  SR,  CPT,  HALL  CO  SO 

187  BAILEY,  RONALD  EDHARD,  CPT,  GA  DEPT  OF  NATURAL  RESOUR 

127  BAXTER,  ELLIS  HILLARD,  CHF  INVSTGR,  DA'S  OFFICE 
146  BISHOP,  JOSEPH  DANIEL,  SGT,  HALL  CO  SD 

60  tt   BUREL,  JOHN  LEWIS,  CPT,  PD 

141  CRONIC,  STEVEN  DUDLEY,  INVSTGR,  DA  OFC 

143  EVANS,  BOBBY  JERRY,  SGT,  PD 

115  FORRESTER,  JERRY  H,  COP 

152  FRAZIER,  DAVID  CLEM,  LT,  PD 

99  GARNER,  GARY  M,  SAC,  GA  BU  OF  INVSTGN 

177  GILBERT,  RAMONE,  LT,  HALL  CO  SO 

118  HALLMAN,  JAMES  TERRELL,  SAC,  GA  BU  OF  INVSTGN 

95  HAYES,  FRED,  COP 


121  MERCK,  JAMES  DAVID,  CHF  MARSHALL,  CITY  OF  GAINESVI 
191   NILES,  AVERY  D,  LT,  HALL  CO  SO 

172   POMRENKE,  RUSS  J,  TRNG  DIR,  PD 

182  STEPHENS,  FRED  EMMETTE,  ASAC,  GA  BU  OF  INVSTGN 

122  STRAYHORN,  EDWARD  EUGENE,  J,  CPT,  HALL  CO  SO 
130  It   TAYLOR,  WILLIAM  MITCHELL,  CPT,  PD 

183  WIMPY,  JEFFREY  WAYNE,  LT,  PD 
GARDEN  CITY 

106  *  STEPHENS,  BRUCE  A.,  SERGEANT,  PD 
100   WOOD,  JEFFREY  G,  COP 
GLYNCO 
91 
186 
128 
123 
99 
116 
151 
92 
109 
107 
87 
57 
GRAY 
175 
GRIFFIN 
103   BARROW,  MARVIN  F,  LT,  PD 
26  #  BLACKWELL,  LEO  D.,  COP 

36  #  HAYES,  JIMMY  ELMER,  (SA.FBI),  DESK  SGT,  PD 
HERMAN  EUGENE,  ASST  CHF,  PD 
WALLACE  E.,  CAPTAIN,  PD 
JIMMY  RAY,  COP 


BURNETT,  ELWYN  M,  LAW  ENF  SPECLIST,  FED  LAW  ENF 

BUTTS,  HENRY  LEE,  CPT,  FLETC 

COOK,  JAMES  ARNET,  SGT,  USCP 

HESSER,  JEFFREY  LEE,  ASST  DIV  CHF,  FLETC 

HOBBS,  HARRY  J,  JR,  INSTR,  FLETC 

JONES,  ELWOOD  W,  LAW  ENF  SPCLST,  FLETC 

OLSEN,  LAURA  METCALF,  SR  INSTRUCTOR,  FLETC 

ONEILL,  GEORGE  R,  INSTRUCTOR,  FLETC 

SELF,  DARRELL  D,  INSTRUCTOR,  FEDERAL  LAW  ENF  TN 

TINDLE,  GEORGE  A,  TRAINING  DIR,  US  CUSTOMS, 

WELCH,  HAYNE  E,  DIR,  FEDERAL  LAH  ENF  TRAINING 

WILSON,  WAYNE  WELFORD,  SA,  US  DEPT  OF  AGRICULTURE 

HUMPHRIES,  EARL  MAXWELL,  JR,  CHF  INVSTGR,  JONES  CO  SD 


127   PARKER, 
97   PITTS, 

120   SUTTON, 
HAPEVILLE 

110   GAILEY,  ANTHONY  K, 

113   STEPHENS,  BOBBY  R, 
HAHKINSVILLE 


SAMUEL  GARY, 
STEVEN  CURTIS,  COP 


SAC,  GA  BU  OF  INVSTGN 

SPECIAL  AGENT,  GA  BU  OF  INVSTG 

COP 


179  TRIPP, 
HAZLEHURST 

173   LAND, 
HELEN 

159   GAGLIOLO,  JAMES  MICHAEL,  LT,  PD 
HELENA 

180  HANCOCK,  KENNETH  WAYNE,  LT,  GA  SPTL 
HINESVILLE 

137   CRIBBS,  THOMAS  EUGENE,  LT,  PD 

DAVIS,  DENNIS  KIM,  DET,  LIBERTY  CO  SD 
HIGGINBOTHAM,  ROBERT  HAYNE,  CPT,  PD 
MORAN,  KEITH  DANIEL,  CHF  DEP,  LIBERTY  CO  SD 
RYON,  JAMES  ROBERT,  COP 


184 

195 

177 

120  > 
HOMER 

83  tt 
JESUP 

123  * 
JONESBORO 


CALLAWAY,  CECIL  A.,  CNSRVTN  RNGR,  DEPT  OF  NTURL  RE 
REDDISH,  GEORGE  RILEY,  SHF  OF  WAYNE  CO 


108 
151 

95 
184 
140 
194 
111 

88 
114 
152 
109 


OTIS  GUYTON,  SAC, 
JOSEPH  E,  LT,  PD 


GA  BU  OF  INVESTIGATION 


BLANKENSHIP,  JAMES  R. ,  LT,  CLAYTON  CO  PD 
COBB,  RANDY  EUGENE,  CHF  INVSTGR,  DA  OFC  CLAYTON  JU 
HART,  EDWARD  B.,  JR.,  DIR  OF  PUB  SFTY,  CLAYTON  JR  CO 
KELLEY,  GARY  R,  SPEC  INVSTGR,  CLAYTON  CO  DA  OF 
REONAS,  JAMES  WILLIAM,  JR,  CPT,  CLAYTON  CO  PD, 
REYNOLDS,  JOSEPH  ANTHONY,  CPT,  CLAYTON  CO  PD 
ROBINSON,  JERRY  H. ,  CPT,  CLAYTON  CO  PD 
THORNTON,  C  R,  CHF,  CLAYTON  CO  PD 
TIDWELL,  DAVID  M,  LT,  CLAYTON  CO  PD 
TRIMBLE,  RONALD  STEVE,  SGT,  CLAYTON  CO  PD 
HOODCOCK,  HALLACE  L.,  LIEUTENANT,  CLAYTON  COUNTY  PD 
KENNESAW 

129  *  RUBLE,  ROBERT  LEE,  COP 
KINGS  BAY 

95   DAVIS,  LARRY  C,  SEC  ASST,  USN 
KINGSLAND 

140   ELLIS, 

196   KNIGHT, 
LA  GRANGE 

196   PHEIL,  MICHAEL,  LT,  PD 
LAFAYETTE 

144   BASS,  JOHNNY  CALVIN,  CHF  INVSTGR,  DA  OFC 

171    FORD,  WILLIAM  DAVID,  CPT,  WALKER  CO  SD 

153   MORRISON,  SHELTON  HILTON,  INVSTGR,  PD 
LAGRANGE 

117   ANDERSON,  RAYMOND  LEHIS,  CPT,  PD 
DYE,  RANDY  LAMAR,  CPT,  PD 
SCOTT,  DONALD  REX,  LT,  PD 
SHEPHERD,  GARY  B,  COP 
SPRADLIN,  LEVIS  J,  DET  CPT,  PD 
TATUM,  MORRIS,  CPT,  PD 
WILSON,  WILLIE  C,  CPT,  PD 
YATES,  GEORGE  ANTHONY,  LT,  PD 
LAWRENCEVILLE 

114   BEDINGFIELD,  WILLARD  D,  CPT,  GWINNETT  CO  PD 
BISHOP,  CHARLES  ALTON,  LT,  GHINNETT  CO  PD 
CARSTEN,  JAMES  PATRICK,  SHF  OF  GWINNETT  CO, 
COWART,  JOHN  MICHAEL,  CPT,  GWINNETT  CO  PD 
CRUNKLETON,  JOHN  W,  CHF,  GWINNETT  CO  PD 
DAVIS,  DAIRELL  WEYMAN,  CPT,  GWINNETT  CO  PD 
DAVIS,  ROBERT  CHARLES,  LT,  GHINNETT  CO  PD 
DAVIS,  RONALD  LAYNE,  CPT,  GWINNETT  CO  PD 
HALL,  STAN  L,  DIR,  GWINNET  CO  DA  OFC 
MCKELVEY,  LUTHER  F.,  JR,  CPT,  GHINNETT  CO  PD 
PEUGH,  DHIGHT  BRIAN,  SGT,  GWINNETT  CO  SO 
RAWLINS,  RAY  HERSCHEL,  INVSTGR,  GWINNETT  CO  DA  OFC 


172 
125 
92 
150 
167 
139 
133 


146 
177 
142 
107 
126 
198 
134 
188 
117 
184 
138 
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t 
J 

i 


PD 


ADAMS,  GARY  LAMAR,  CPT,  PD 

ALLEN,  ROBERT  JORDON,  MAJ,  PD 

BISHOP,  CHARLES  HEBSTER,  ASST  COP 

BURNS,  THOMAS  MICHAEL,  LT,  PD 

CRANFORD,  BEN  C. ,  JR.,  CHF  OF  DET, 

CRETER,  NEIL  S.,  DET,  PD 

DORN,  MICHAEL  STEPHEN,  CHF,  BIBB  CO  BOARD  OF  ED  CAMPU 

DUNHODY,  H  ELLIOTT,  LT,  BIBB  CO  SO 

FIELDS,  BRADY,  CPT,  PD 

GILBERT,  DHAYNE  H.,  US  MARSHAL,  MIDDLE  DIS  OF  GA 

HAGOOD,  KENNETH  DENNARD,  CMDR,  PD 

HIGGINS,  JAMES  FRANKLIN,  LT,  BIBB  CO  SD 

MASSEY,  J.  P.,  CHF  DEP  SHF,  BIBB  CO  SO 

MAULDIN,  WILLIAM  THOMAS,  CPT,  PD 

MELVIN,  JIMMY  LEON,  CHF  CRIM  INVSTGR,  DA  OFC 

SHEPHARD,  HARREN  FRANKLIN,  CPT,  BIBB  CO  SD 

SINGLETON,  TERRY  LEE,  MAJ,  BIBB  CO  SD 

SLYE,  HILLIAM  L,  CPT,  PD 

STILES,  JOSEPH  EUGENE,  CPT,  PD 

HILKES,  RAYMOND  LAHRENCE,  SHERIFF,  BIBB  COUNTY  SO 


GEORGIA  -  GEORGIA 

185  REONAS,  MICHAEL,  LT,  GHINNETT  CO  PD 

111  RICHARDS,  GERALD  C. ,  LT,  GHINNETT  CO  SO 

123  SMITH,  THOMAS  ELLIOTT,  DEP  SHF,  GHINNETT  CO  SO 

175  HALTERS,  CHARLES  MARK,  SGT ,  GHINNETT  CO  PD 
LEESBURG 

144  PARKER,  DENNIS  ALAN,  CH  DEP.  LEE  CO  SHRF  OFFICE 
MACON 
125 
H2 
122 
193 

58  < 

92  « 
181 
188 
174 

69 
135 
156 

33  * 
153 
137 
125 
118 
108 
197 

69 
MADISON 

165  CHASTAIN,  HILLIAM  DON,  LT,  GA  SPTL 
MARIETTA 

105  ALLRED,  ARTHUR  B.,  JR.,  CPT,  COBB  CO  PD 

141  ARROWOOD,  JAMES  DONNIE,  CPT,  COBB  CO  PD 

121  GREEN,  ROLLA  HILLIAM,  CPT,  COBB  CO  PD 

118  GRIFFIN,  CHARLES  EMMETT,  JR,  OFCR,  COBB  CO  DEPT  OF  CORR 

193  GROGAN,  HILLIAM  JOE,  LT,  PD 

128  HIGHTOHER,  ROBERT  EDWARD,  DIR  OF  PUB  SFTY,  COBB  CO  PD 

117  HOLT,  LYNN  M.,  CHF  DEP,  COBB  CO  SD 

150  JOHNSON,  CULVER  DICKSON,  JR,  BU  CHF,  COBB  CO  PD 

104  JONES,  JAMES  A,  MAJ,  COBB  CO  PD 

102  *  JONES,  HILLIAM  P,  MAJ,  COBB  COUNTY  PD 

103  KEHELEY,  TOMMY  L.,  DET.  LIEUTENANT,  COBB  COUNTY  P 
188  LEE,  DAVID  MARK,  CPT,  PD 

122  MAXHELL,  JIMMIE  DON,  CPT,  COBB  CO  SD 

198  MAYNOR,  DAVID  LYNN,  LT,  PD 

165  MILLER,  IRA  HAYNE,  LT,  COBB  CO  PD 

122  MOODY,  BOBBY  DANIEL,  COP 

171  MOODY,  SHARON  TATE,  MAJ,  COBB  CO  PD 

168  MORRIS,  CARLTON  HUGH,  LT,  COBB  CO  PD 

158  NIX,  JOSEPH  EDDIE,  LT,  COBB  CO  PD 
125  It  POPE,  BRADLEY  LEE,  CPT,  COBB  CO  DPS 

92  RAINEY,  DONALD  E.,  CPL,  COBB  CO  PD 

132  REID,  JOSEPH  HILLIAM,  CHF  OF  DET,  COBB  CO  PD 

167  RIGO,  MICHAEL  MAURICE,  LT,  PD 

65  tt  ROBINSON,  CLARENCE  R,  ASST  COP 

136  ROPER,  ROBERT  RONALD,  DET  LT,  COBB  CO  PD 

185  SPARKS,  PAULA  SUE,  SGT,  COBB  CO  PD 

174  STARNES,  MATTHEH  ANDREH,  LT,  COBB  CO  PD 

84  STILSON,  FREDERICK  C,  DIR  OF  PUB  SAFETY,  KENNESAH-CO 

194  STOREY,  RONALD  DEAN,  LT,  COBB  CO  DPS 

109  STRICKLAND,  RANDALL  E.,  DETECTIVE  SERGEANT,  COBB  COUNT 

114  TOLER,  MORRIS  F.,  JR,  CPT,  COBB  CO  PD 

159  TOHNSEND,  RICK  JOE,  CPT,  PD 

128  HARREN,  BUDDY  NEIL,  LT,  COBB  CO  SD 

146  WEBB,  MICHAEL  DANE,  MAJ,  COBB  CO  PD 
MC  DONOUGH 

192  HATCH,  TIMOTHY  PAUL,  CPT,  HENRY  CO  PD 

132  PATTERSON,  HUBERT  RANDALL,  MAJ,  HENRY  CO  PD 

174  SMITH,  KENNY  LEE,  MAJ,  HENRY  CO  PD 
MCDONOUGH 

199  YATES, 
MILLEDGEVILLE 


142 

117 

171 
MILLEN 

112  It 
MONROE 

112 


JOSEY, 
MASON, 
SILLS, 


MICHAEL  FLOYD,  CPT,  HENRY  CO  PD 

JAMES  DOUGLAS,  CHF  DET,  PD 

CHARLES  D.,  SGT,  GA  SPOL 

HOWARD  RICHARD,  CHF  DET,  BALDWIN  CO  SD 


CASEY,  NEIL  M,  SR,  COP 


DOSTER,  JESSE  R. 

ROY  DENNIS,  TECHNICAL  SGT,  USAF 


INVSTGR,  WALTON  CO  DA  S 
MOODY  AFB 

132  It   WOODS, 
MORROH 
142   DEKMAR,  LOUIS  MICHAEL,  JR,  COP 
178   SEHELL,  WILLIAM  CHARLES,  ASST  CHF,  PD 
MOULTRIE 

41  *  ADDISON,  J.  FLOYD,  COP 
92    LIVINGSTON,  B.  N.,  COP 
99   RABON,  TOMMY  L.,  TRAINING  OFFICER,  PD 
NEWNAN 

55  *  BROWN,  ROBERT  D.  ,  COP 
185   KINSEY,  MICHAEL  DENNIS,  LT,  COWETA  CO  SO 
113   MILLAR,  THEODORE  M,  SGT,  GA  SPTL 
175   YARBROUGH,  JAMES  OLIN,  CPT,  COHETA  CO  SO 
NORCROSS 

120  U   GRISWELL,  JERRY  WILLIAM,  COP 
OCILLA 

157   WILLIAMS,  THAMOUS  EDWIN,  COP 
PEACHTREE  CITY 
175   DUPREE,  ROBERT  MICHAEL,  MAJ,  PD 
141   MURRAY,  JAMES  VINCENT,  COP 
PEMBROKE 


OFC 


97 

171 

PERRY 

195 

155 

67 
150 


DUBOIS,  FRED  A,  COP 
SIMMONS,  JEFFREY  ALAN,  COP 


JR.,  DEPUTY  SHERIFF  OF  HARRIS  COUNT 


DYKES,  JAMES  HEATH,  DET  LT,  PD 

MUSICK,  PAUL  FRANK,  III,  ASST  SAC,  GA  BU  OF  INVSTGM 
WEBB,  GILES  H,  DET,  HOUSTON-PEACH  COUNTY  DRUG 
HRIGHT,  THOMAS  SHERMAN,  INVSTGR,  HOUSTON  CO  DA  OFC 

PINE  MOUNTAIN 

54  *  MOTHERSHED,  LEE  B. 

POOLER 

103  CHAN,  CLARENCE  E,  COP 

166   REVENEW,  MARK  NORMAN,  SGT,  PD 
REIDSVILLE 
121  tt   BOYLE,  RICHARD  PAUL,  CHF  INVSTGR,  GA  DEPT  OF  OFFEND 
82   HORNE,  JAMES  L,  DIS  DIR,  DEPT  OF  CORRCTNS 
74  #  MILLER,  LEVY  C. ,  CPT,  GA  SPTL 

33  #  ROBERTSON,  JOHNNIE  W. ,  CAPTAIN,  GEORGIA  STATE  PATROL 
RICHMOND  HILL 

159   REYNOLDS,  BILLY  DEAN,  SR,  COP 
RI NCON 

194  BRADANICK,  JOHN  ROBERT,  COP 
RINGGOLD 

173  BLACK,  LARRY  CLIFTON,  MAJ,  CATOOSA  CO  SD 

106  BROWN,  GEORGE  C. ,  DET,  CATOOSA  CO  SO 

96  tt   GROOVER,  HAROLD  E.,  CHF  INVSTGR,  CATOOSA  CO  SO 

174  HELTON,  MICHAEL  ALAN,  DET,  CATOOSA  CO  SD 

195  SCHMIDT,  LOREN  TODD,  CPT,  CATOOSA  CO  SD 

176   WELLS,  RAYMOND  VICTOR,  III,  DET  SGT,  CATOOSA  CO  SO 
ROCKMART 

104  WALDROP,  WILLIAM  R,  DIR,  DPS 
ROME 

73   BARNETT,  JOHN  D. ,  SR,  DEP  CITY  MARSHAL,  PD 
126   BISHOP,  FURMAN  RALPH,  SGT,  PD 
186   CARNEY,  WILLIAM  GREGORY,  SGT,  FLOYD  CO  PD 

91  *  COLLINS,  JOHN  F.,  COP 

95   FREE,  JAMES  F,  CHF,  FLOYD  CO  PD 
181   GOSS,  TRAVIS  LEE,  CPT,  PD 

61   HART,  WILLIAM  J.,  SHF  OF  FLOYD  CO 

175  HIBBERTS,  WILLIAM  LEWIS,  JR,  SGT,  PD 

104  JONES,  DAVID  E.,  CAPTAIN,  PD 
155   JONES,  MICHAEL  STEVEN,  LT,  PD 

93   KILGO,  RALPH  H,  LT,  PD 

198  PEARSON,  CARLA  SHALANE,  SGT,  PD 
42  tt   PERRY,  B.  FRANK,  COP 

107  PITTS,  OSCAR  L,  CPT,  PD 
113   RAGLAND,  MICHAEL  D,  CPT,  PD 

169   REYNOLDS,  JAMES  MICHAEL,  LT,  PD 

131   ROBERSON,  LONZO  GROVER,  PTLM,  PD 

147   SHIFLETT,  CHARLES  WILLIAM,  SGT,  FLOYD  CO  PD 

115  SHIFLETT,  THOMAS  A,  CPT,  FLOYD  CO  PD 
185   SIMS,  WILLIAM  GLENN,  LT,  PD 

105  SMITH,  HUBERT  L,  CPT,  PD 
165   SMITH,  MARSHALL  LEE,  LT,  PD 
143   SNOW,  EVA  ELAINE,  LT,  PD 

107  SPARKS,  RICHARD  L,  ADMINISTRATIVE  AIDE,  FLOY  COUN 
130   SUTTON,  STANLEY  E..  SR,  SGT,  FLOY  CO  PD 

64  *  TERHUNE,  WILLIAM  B.,  DETECTIVE  CAPTAIN,  PD 
124   WHITENER,  BILLY  FRANKIE,  SGT,  FLOYD  CO  PD 
ROSSVILLE 

75  tt   GRIFFIN,  J  PAUL,  COP 

108  *  HUBBARD,  RONALD  E,  PTLMN,  PD 
ROSHELL 

102   BROWN,  CHARLES  M,  DET  CPT,  PD 
140   KING,  JERRY  LEE,  COP 
188   WATSON,  JOHN  BARDWELL,  CPT,  PD 
RUPERT 

101  *  FRIES,  PAUL  E,  COP 
SAVANNAH 

117   ALLEN,  HERMAN  S.,  SGT,  PD 
47   BARNES,  SIDNEY  B.,  JR.,  DEP  SHF,  MUNICIPAL  COURT 
190   BARNWELL,  JAMES,  LT,  PD 
127   BASHLOR,  RALPH  MORRIS,  JR,  CPT,  PD 

199  BECKER,  RICKY  EDWARD,  INVSTGR,  CHATHAM  CO  DA  OFC 
197   BROWN,  CHARLES  DAVID,  LT,  PD 

188   BURKHALTER,  DOUGLAS,  CPT,  CHATHAM  CO  PD 
92  *  BUTLER,  WILLIAM  G,  LT,  CHATHAM  CO  PD 

109  CHEEKS,  JOHN,  LT,  CHATHAM  CO  PD 
129   CROSS,  FLETCHER,  CPT,  PD 

185   DALY,  SANDRA  ANN,  SGT,  CHATHAM  CO  SD 
81   DAVIN,  JOHN  J,  CHF,  CHATHAM  CO  PD 
94   DAVIS,  RAVINELL  C,  SGT,  CHATHAM  CO  PD 

182   ENOCH,  TERRY  LAMONT,  SGT,  CHATHAM  CO  SD 

102  *  EUSTACE,  JOHN  A,  CPL,  CHATHAM  CO  PD 

116  FISCHETTE,  MICHAEL  M,  SA,  GA  BU  OF  INVSTGN 
115   FRANKLIN,  JAMES  E,  LT,  CHATHAM  CO  PD 

87   FREEMAN,  WILLIAM  R,  MAJ,  CHATHAM  COUNTY  PD 
102  *  GAY,  ROBERT  M.  ,  JR.,  SERGEANT,  PD 
112  #  GELLATLY,  DAVID  M,  COP 

90  tt   GILES,  ANDERSON  B,  JR,  CPT,  CHATHAM  CO  PD 
187   GLEMBOSKI,  GARY  JOSEPH,  LT,  PD 

153   HALL,  HERBERT,  LT,  PD 

91  INGRAM,  FRANK,  III,  MAJOR,  PD 
160   JONES,  QUINCY,  LT,  GA  SPTL 

77  H   KENDRICK,  MALCOLM  E,  LIEUTENANT,  PD 
176   LONG,  GERALDINE  MAE,  LT,  PD 

79   LOVE,  SIDNEY  N.,  LIEUTENANT,  PD 
164   LOVETT,  WILLIE  CLINTON,  LT,  PD 

83   LOWERY,  HARVEY  J,  JR,  CPT,  CHATHAM  CO  PD 

16  II   MARLOWE,  WILLIAM  F.,  CPT,  PD 

85  *  MARTIN,  SHEDRICK,  JR.,  DETECTIVE,  PD 
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158   MCCLUSKEY,  CLAIRE  SLOAN,  SGT,  PD 

170  MERRIMAN,  ROBERT  DONALD,  SGT,  CHATHAM  CO  PD 

175  MURRAY,  JOHN  HUGH,  MA  J,  CHATHAM  CO  SO 
137   OLIVER,  ROBERT  LEWIS,  SGT,  CHATHAM  CO  PD 
110   PENDERGRAPH,  KENNETH,  CPT,  PD 

168   PENNINGTON,  JESSIE  IRENE,  SGT,  CHATHAM  CO  PD 

171  RAGAN,  DHANE  EVERETTE,  LT,  PD 

149   RAY,  HILLIAM  SEAY,  CHF,  CHATHAM  CO  PD 

136   REYNOLDS,  DANIEL  DAVID,  CPT,  PD 

146   SMITH,  JOSEPH  DOUGLAS,  CHF  INVSTGR,  CHATHAM  CO  DA  OFC 

158   SMITH,  STEPHEN  JAMES,  LT,  PD 

77  ST.  LAHRENCE,  AL,  CHF,  CHATHAM  COUNTY  PD 
148   STOKES,  ALVIN,  LT,  PD 

98   SHEENEY,  STEPHEN  F,  SGT,  PD 
63  tt   TAYLOR,  LORAN  ELLINGTON,  SERGEANT,  PD 
178   TOLBERT,  JULIETTE  VERONICA,  LT,  PD 

154  TRACY,  THOMAS  AMES,  DET  SGT,  CHATHAM  CO  PD 

78  HEAVER,  JAMES  E.,  MAJ,  PD 

107  HEDLOCK,  BOBBY  M,  SGT,  CHATHAM  CO  PD 
128   HILLIAMS,  EDHARD,  SGT,  CHATHAM  CO  PD 

144  WILLIS,  ROY  CECIL,  JR,  SGT,  CHATHAM  CO  PD 

168  HOODS,  BERNADETTE  COLE,  INVSTGR,  CHATHAM  CO  DA  OFC 

162  YOUNG,  RUBIN  MILTON,  MAJ,  CHATHAM  CO  PD 
SMYRNA 

28  *  BAGLEY,  ALBERT  L.,  PTLM,  PD 

98  FARMER,  DAVID  A. ,  LIEUTENANT,  PD 
SNELLVILLE 

92   DAVIS,  JAMES  F,  JR,  COP 
199   JACOBS,  GEOFFERY  LYNN,  CPT,  PD 
STATESBORO 

161  ANDERSON,  LYNN  MELTON,  CHF  DEP,  BULLOCH  CO  SD 

169  BROHN,  CHARLES  STEVEN,  ASAC,  GA  BU  OF  INVSTGN 

163  CLARK,  RAYMON  ALEXANDER,  JR,  ICL,  GA  SPTL 
38   DEAL,  STOTHARD  I.,  SHF  OF  BULLOCH  CO  SO 

130   HITCHENS,  HILLIAM  H,  JR,  LT,  GA  SPTL 

155  HOLLOHAY,  JOHN  RAYMOND,  LT,  PD 

176  LOWE,  GORDON  MALLORY,  II,  LT,  PD 
119   MALONE,  RICHARD,  CPT,  PD 

92  tt   MCGLAMERY,  JOHNNY  J,  SA  PRINCIPAL,  GA  BU  OF  INVSTGN 

162  MORRIS,  EVA  CAROL,  DET,  PD 
62  tt   PARRISH,  HOMER  M. ,  COP 

108  SIKES,  CHARLES  D,  SAC,  GA  BU  OF  INVSTGTN 

170  HILLIAMS,  LOREN  CLINE,  III,  CPT,  PD 

186   WOODRUM,  THOMAS  ARTHUR,  CHF  INVSTGR,  DA  OFC 

145  YORK,  STANLEY  DEOTTIS,  CPT,  PD 
STONE  MOUNTAIN 

54   ELAM,  RALPH  C,  COP 
190   KELLEY,  ROBERT  L,  JR,  CHF,  STONE  MOUNTAIN  PARK  POL 
SYLVANIA 

81  tt   PURVIS,  PRESTON  L,  SA,  GA  BU  OF  INVSTGN 
TALLAPOOSA 

142  DODSON,  CHARLES  LARRY,  LT,  PD 
THOMASTON 

119   BARNES,  CHARLES  RICHARD,  CPT,  UPSON  CO  SO 
132   GREATHOUSE,  DAN  ESTES,  LT,  UPSON  CO  SD 

164  HARDIN,  ROBERT  IRVING,  ASAC,  GA  BU  OF  INVSTGN 

99  OXFORD,  JAMES  L,  SA  II,  GA  BU  OF  INVSTGN 

106  WEST,  GUY  C,  CHIEF  DEPUTY,  UPSON  COUNTY  SO 
THOMASVILLE 

179  BURKLOW,  KAREN  BETH,  SGT,  PD 
59   BUTLER,  ALEX  L.,  CPT,  PD 

116  *  FLOYD,  ROLAND  R,  JR,  SGT,  PD 
136   JACKSON,  ELLIS  CHARLES,  LT,  PD 

130  JOHNSON,  MELVEN  EDHARD,  DET  LT,  PD 
149   LANE,  JAMES  RICHARD,  SGT,  PD 

93  PERRY,  JOHN  H.,  COP 

123   POLLOCK,  DENNIS  HAYNE,  LT,  PD 
57   RAMSAY,  RONALD  JOSEPH,  CITY  MANAGER 

194  SCOTT,  MARK  ALAN,  LT,  PD 

143  SINGLETARY,  LARRY  FONDREN,  SGT,  PD 
33  tt   STEGALL,  NOAH  A.,  CHIEF  OF  POLICE 

182   TAYLOR,  NORMAN  LEE,  LT,  PD 

154   TYLER,  NATHANIEL,  MAJ,  PD 

160   HEAVER,  CHARLES  MCRAE,  JR,  DET  SGT,  PD 

117  WILLIS,  JOHN  P,  DEP  SHF,  THOMAS  CO  SO 

107  WYRICK,  BOB  E,  LT,  PD 
THOMSON 

126  tt   ASKEW,  WILLARD  OSTELL,  SR,  SGT,  GA  SPTL 
132   SEIGLER,  MICHAEL  JOSEPH,  SA  PRINCIPAL,  GA  BU  OF  INVSTGN 
TIFTON 

180  DOWDY,  DOUGLAS  MCARTHUR,  JR,  LT,  PD 
169   DRENNON,  RAYMOND  ROY,  JR,  DET,  PD 

159   PURCELL,  BILLY  DONALD,  LT,  BALDWIN  COLLEGE  POL  ACADEM 

131  SMITH,  JAMES  ALBERT,  COP 

195  YOUNG,  REGGIE  LADON,  LT,  PD 
TRENTON 

194   CASTLEBERRY,  ROGER  ALAN,  COP 
TYBEE  ISLAND 

96   MCCUTCHEN,  DAVID  A,  COP 
136   HOODS,  JIMMY  LEE,  CPT,  PD 
VALDOSTA 

66  tt   ARNOLD,  ALLEN  L,  COP 
126   BENNETT,  RONNIE  LEE,  CPT,  PD 

132  BLANTON,  HERCHEL  LA VAUGHN,  LT,  DPS 

72   CARTER,  GOLDEN  ROBERT.,  JR.,  SHF  OF  LOWNDES  CO 
114  *  EASON,  JESSEE  T.,  CPT,  GA  DEPT  OF  REVENUE 
186   FERRELL,  BILLY  DAVID,  SGT,  LOWNDES  CO  SD 
171   FUTCH-BLOCKER,  LYNN,  SGT,  LOWNDES  CO  SD 
190   HEATON,  STEVEN  D,  MAJ,  PD 
159   HENDERSON,  LOGAN  HARWIN,  LT,  LOWNDES  CO  SD 


116   NORMAN,  JIMMIE  E,  CPT,  PD 

110   REGISTER,  BILLY  E.,  DETECTIVE  CAPTAIN,  PD 

148  RICKS,  GEORGE  MELVIN,  JR,  CPT,  LOWNDES  CO  SD 
178   SMITH,  JAMES  CARLTON,  III,  DET,  PD 

121   SPRAY,  CHARLIE  RAYMOND,  LT,  PD 

191  TAYLOR,  FREDDIE  M,  LT,  GA  SPTL 

110   WACTER,  WALTER  E.,  JR.,  CHF  DEP  SHF,  LOWNDES  CO  SD 

165   WATERS,  JAMES  HOMER,  CPT,  PD 

142   WINNINGHAM,  JAMES  ROBERT,  LT,  LOHNDES  CO  SO 
VIDALIA 

169   REID,  JAMES  MARCUS,  LT,  PD 
WARNER  ROBINS 

199   EVANS,  BRETT  LAYN,  CPT,  PD 

155   HART,  DANIEL  MYRON,  MAJ,  PD 

128  *  HUNTER,  BILLY  EUGENE,  COP 
WASHINGTON 

121   MOORE,  MARK  ALLEN,  CO  INVSTGR,  WILKES  CO  SO 
WAYCROSS 

198   BARBER,  RONALD  MICHAEL,  LT,  PD 

105   BLACKBURN,  JAMES  E,  MAJ,  PD 

104   BRYSON,  JAMES  R.,  CPT,  PD 

192  BULLARD,  DAVID  C,  SGT,  PD 
108  *  BUTLER,  JASON  D,  CPT,  PD 

46  tt   CLAYTON,  ERNEST  EARL,  JR,  LT,  PD 
131   FIVEASH,  JULIUS  RAY,  JR,  LT,  PD 
141   GIBBS,  HAROLD  MASON,  LT,  PD 
110   MERCER,  JIMMY  W. ,  LIEUTENANT,  PD 
114   SCHAFER,  WILLIAM  R,  SGT  OF  DET,  PD 
151   STALVEY,  LESLIE  MARVIN,  JR,  LT,  PD 

180  TANNER,  ANTHONY  HUGH,  SGT,  PD 

94  TAYLOR,  WILLIAM  L.,  COP 
WEST  POINT 

172   KERR,  DAVID  HAROLD,  COP 
WOODSTOCK 
196   LYONS,  DAVID  LYNN,  COP 

181  SCHOFIELD,  DAVID  BROWN,  JR,  LT,  PD 

HAWAII 
CAMP  SMITH 

140  HUNSINGER,  DENNIS  ALAN,  CPT,  USAF 
177   MARTIN,  CHRISTOPHER  BRUCE,  MAJ,  USMC 

FORT  SHAFTER 

183  JOHNSON,  TY  DOUGLAS,  MAJ,  USA 
HICKAM  AFB 

150   BRACKEN,  MARK  DAVID,  LTC,  USAF 

95  CORHIN,  ARTHUR  J,  CPT,  USAF 

159   DUFFY,  COLLEEN  MARIE,  LTC,  USAF 

149  HEWITT,  DALE  JACK,  MAJ,  USAF 

176  KROPER,  ROBERT  DAVID,  CPT,  USAF 
180   PTAK,  DAVID  CHARLES,  CPT,  USAF 

155  TROMBLEY,  RAYMOND  GEORGE,  MAJ,  USAF 

89  TUCKER,  JOHN  E,  COL,  USAF 
HILO 

169  CARTER,  MORTON  ARTHUR,  CPT, HAWAII  CO  PD 
108  CARVALHO,  WAYNE  G,  COP,  HI  CO  PD 

184  CHAI,  CHARLES  M,  JR,  LT,  HAWAII  CO  PD 

126  tt   CHONG,  ALVIN  E,  CPT,  HAWAII  CO  PD 

177  CORREA,  JAMES  STANLEY,  DEP  CHF,  HAWAII  CO  PD 
77  tt   FERGERSTROM,  ERNEST  J.,  COP 

174   HICKCOX,  THOMAS  JOSEPH,  ASST  CHF,  HAHAII  CO  PD 
196   KUBOJIRI,  HARRY  SHINICHI,  CPT,  HAWAII  CO  PD 
157   LYMAN,  NEWTON  SMITH,  JR,  MAJ,  HI  CO  PD 
41  ft   MARTIN,  GEORGE  A.,  COP,  CO  OF  HAWAII 

113  tt   NOBRIGA,  EDWIN  W.  ,  CPT,  HAHAII  CO  PD 
164   OSORIO,  ELROY  THOMAS,  CPT,  HI  PD 

172   PAIVA,  WENDELL  DESMOND,  ASST  CHF,  HAWAII  CO  PD 

80  #  PAUL,  GUY  A.,  CHF,  HAHAII  CO  PD 

104  tt   RODILLAS,  FRANCIS  M. ,  LIEUTENANT,  HAWAII  COUNTY  PD 
123  #  SATO,  TATSUMI,  CPT,  HAWAII  CO  PD 

191  SHIROMA,  JULIAN  HIROSHI,  CPT,  HAWAII  CO  PD 
118  It   VICTORINE,  LEROY  JOHN,  ASST  CHF,  HAHAII  CO  PD, 

HONOLULU 

195  AIPOALANI,  JOY  MOSES,  SPEC  INVSTGR,  DEPT  OF  THE  AG 

100  AKEO,  LESTER  T,  SA,  PD 

174  ANDERSEN,  DONNA  JEAN,  LT,  PD 

187  ANDRADE,  KENNETH  SOARES,  JR,  LT,  PD 
137  tt  ATON,  ROBERT  DOUGLAS,  ASST  CHF,  PD 
115  AU,  ROBERT  KHAI,  MAJ,  PD 

166   BARKER,  KENNETH  LARONE,  CPT,  PD 

127  BRINKMAN,  LAWRENCE  CHARLES,  INSPR  GEN,  HI  DPS 
125   CARVALHO,  MICHAEL,  ASST  CHF,  PD 

188  CORONA,  DONALD  RALPH,  CHO  II,  USA 

128  CORREA,  BOISSE  PHILIP,  MAJ,  PD 

141  It   DUNCAN,  CHARLES  THOMAS,  MAJ,  PD 

134   DUPONT,  LYLE  MAYNARD,  SPC  INVSTGR,  DEPT  OF  THE  ATTY 
155   ENG,  DENNIS  KWOCK,  MAJ,  PD 

81  It   FEE,  CHARLES  P.,  MAJOR,  PD 

140  FEMIA,  JAMES  FRANCIS,  ASST  CHF,  PD 

114  GAERTNER,  RICHARD  F,  TNG  OFCR,  DEPT  OF  NAVY, 
77  GROVES,  ORBY  R,  INVSTGR,  INTERNAL  REV  SERV 

178  HANAGAMI,  DANIEL  YOSHIO,  LT,  PD 

105  HANSEN,  ROBERT  LOUIS,  SERGEANT,  PD 
114  It   HUGHES,  CHESTER  E,  ASST  CHF,  PD 

98   IMMINGS,  BARTON  E,  INVSTGR,  DEPT  OF  THE  AG 
85  tt   IRANON,  GEORGE,  DEP  DIR,  HI  DPS 

192  KAJIHIRO,  DAVE  MASAJI,  LT,  PD 

170  KAJIYAMA,  GLEN  RICHARD,  CPT,  PD 

189  KAMITA,  KEITH  TAKESHI,  ADMIN  CHF  INVSTGR,  DPS 
183   KANIHO,  KAREN  LEA  LINDSAY,  MAJ,  PD 

91  It   KAHASAKI,  HAROLD  M,  DEP  CHF,  PD, 
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HAHAII  -  IDAHO 

83  #  KEALA,  FRANCIS  A,  COP 

171  KERR,  JOHN  PATRICK,  MAJ,  PD 

118  KRUSE,  GEORGE  JOHN,  CHF  INVSTGR,  DEPT  OF  THE  ATTY 

197  LIMA,  KEVIN  MASAO,  LT,  PD 

179  LOO,  GRANT  IKAIKA  HAH  TUNG,  LT,  PD 

109  #  LYONS,  HERHYN  K.,  JR.,  LT,  PD 

148  MOORE,  HERMAN  MILTON,  JR.  ASST  CHF  INVSTGR,  ATTY  GENS  0 

88  #  OLIVE  IRA,  RAYMOND  P,  MAJ,  PD 

94  It  OSTHOFF,  NORMAN  D. ,  MAJOR,  PD 

147  PHIPPS,  JOSEPH  EDHARD,  CHO  II,  USA 

116  PICKARD,  SARAH  A,  (DEPUTY  SHERIFF,  HALL  CO  SD)  S 

98  #  PICKARD,  THOMAS  L,  JR,  MAJ,  PD 

142  POCOCK,  KEITH  OWEN,  ASST  CHF,  PD 
162  PRASSER,  ROBERT  DANIEL,  MAJ,  PD 
194  PUTZULU,  PAUL  DENNIS,  CPT,  PD 

152   REVELLS,  MONICA  ANN,  INVSTGR,  DEPT  OF  THE  AG 
97   ROSE,  CHARLES  L,  FEDERAL  PUBLIC  DEFENDER 

132  It   SCHMIDT,  ROBERT  KEHAULANI,  CPT,  PD 

123   SHALLOH,  JAMES  DANIEL,  MAJ,  USAF 
96  t)   SHAIN,  G  DUNCAN,  INSPR,  USMS 

189   TAMASHIRO,  MICHAEL  HIROSHI,  LT,  PD 

175   TUCKER,  MICHAEL  DAVID,  LT,  PD 

143  HILSON,  JOHN  DAVID,  SGT,  HI  SD 
121  It   HONG,  CARL  JOSEPH,  SR,  MAJ,  PD 

KANEOHE  BAY 


90  #  TESHIMA,  FRANK  K.,  JR.,  ASST  CHF,  MAUI  CO  PD 

113  #  TIHADA,  LANNY,  DEP  CHF,  MAUI  CO  PD 

163  U  VEGAS,  JOSEPH  THOMAS,  CPT,  MAUI  CO  PD 

78  #  VIERRA,  PHILIBERT  L.,  INSPR,  MAUI  CO  PD 


BATES,  RALPH  T.,  CPT,  USMC 

BURNETT,  RUSSELL  K,  HO,  USMA,  PROVOST  MARSHALS  OFC 

CAMERON,  STEPHEN  JOSEPH,  MAJ,  USMC 

ELLIS,  JOSEPH  ROBERT,  MAJ,  USMC 

HESS,  TERENCE  LEE,  MAJ,  USMC 

LARDIZABAL,  ALFRED,  JR,  LTC,  USMC 

LUNA,  RAFAEL,  MGYSGT,  USMC 

NEULEN,  BARRY  CAMERON,  MAJ,  USMC 

RUSSELL,  ROBERT  ANDREH,  II,  CHO,  USMC 

OUIBILAN,  ALEJANDRE,  SGT,  KAUAI  CO  PD 

SETO,  ALVIN  M,  LT,  KAUAI  CO  PD 

KAUAI 

ARINAGA,  CLAYTON  KANAME,  LT,  KAUAI  CO  PD 

BUKOSKI,  FRANK  GILBERT,  LT,  PD 

CARROLL,  ALBERT  H,  JR,  LT,  KAUAI  CO  PD 

CARVALHO,  HOHARD  JOHN,  INSPR,  KAUAI  CO  PD 

COSTA,  GEORGE  G,  MAJ,  KAUAI  CO  PD 

COX,  FRANK  H,  MAJ,  KAUAI  CO  PD 

CROHELL,  GEORGE  I.,  DEP  CHF  OF  POL,  KAUAI  CO  PD 

DUVAUCHELLE,  RAYMOND  P,  DEP  CHF,  KAUAI  CO 

FREITAS,  GEORGE,  JR,  CHF,  KAUAI  CO  PD 

FUJITA,  CALVIN  C,  CHF,  KAUAI  CO  PD 

HIGA,  ROY  R,  LT,  KAUAI  CO  PD 

HIGASHI,  DENNIS  MITSUO,  INSPR,  KAUAI 

HUDDY,  HILLIAM  L.,  LT,  KAUAI  CO  PD 

HURLEY,  PAUL  SHERMAN,  DEP  CHF,  KAUAI  CO  PD 

KAUI,  HILLIAM  K.,  DETECTIVE,  KAUAI  PD 

MORRIS,  MELVIN  ROY,  INSPR,  KAUAI  CO  PD 

ROBINSON,  KENNETH  0,  DEP  CHF,  KAUAI  PD 

SHELDON,  RICHARD  L,  INSPR,  KAUAI  PD 

HAIAMAU,  ABRAHAM  H,  MAJ,  KAUAI  CO  PD 
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186 

180 
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193 
LIHUE, 
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120  H 

130 

122  It 

101  U 

106  H 
64  # 
79  U 

164 

92  # 
96  « 

135 

82  # 
178 

86  # 
160 
111  It 
117  § 

78  It 
MAUI 

182   AMARAL,  JEFFREY  DEAN,  LT,  MAUI  CO  PD 
PEARL  HARBOR 

144  CALDHELL,  RICHARD  HAYNE,  MAJ,  USMC 

156  FIELDS,  JAMES  DALE,  CHO,  USN 

139   RIVERA,  ROBERTO,  SA,  NAVAL  CRIM  INVSTGN  SERV 

79  It   ROSS,  EDHIN  H,  DIR  OF  PHYSICAL  SEC,  NAVAL  SHI 
SCHOFIELD  BARRACKS 

50  It   MERLO,  H.  J.,  COL,  USA 

107  SCHROEDER,  TIMOTHY  L.,  SA,  USA  CRIMINAL  INVESTIGATION 
HAHIAUA 

164   VOLKMAN,  STEVEN  DONALD,  LTC,  USA 
HAHIAHA 

185   SPERRY,  DAVID  LEE,  CHO  II,  USA 
HAILUKU 
176  It   AIHOHI,  GARY  DHIGHT,  LT,  MAUI  PD 
190   KIKUCHI,  SYDNEY  NANAO,  CPT,  MAUI  CO  PD 
173   NAKASHIMA,  RICHIE  MITSUGI,  ASST  CHF,  MAUI  CO  PD 
167   HINTERS,  PAUL  DANIEL,  CPT,  MAUI  PD 
HAILUKU,  MAUI 
133  It   CLUNEY,  JOHN  COAQUIEN,  IV,  MAJ,  MAUI  CO  PD 

81  #  CRAVALHO,  ABEL  S,  ASST  COP,  MAUI  CO  PD 

89  It   CRAVALHO,  JOSEPH  C,  CHF,  MAUI  CO  PD 
103  It   DADEZ,  MARCELLO  S,  LT,  PD 
129  It   DELIMA,  KENNETH  SR,  ASST  CHF,  MAUI  CO  PD 

39  It   DEMELLO,  FRANCIS  B.,  DEP  CHF,  MAUI  CO  PD 

93  ERCOLE,  HENRY  A,  OFCR,  MAUI  CO  PD 

157  HALL,  CHARLES  H,  ASST  CHF,  MAUI  CO  PD 
84  It   KAKAIO,  STEVEN  H.  ,  CPT,  MAUI  CO  PD 

119  It   KENUI,  CLARENCE  SYLVESTER,  ASST  CHF,  MAUI  CO  PD 

110   LAI,  MILTON  B,  CPT,  MAUI  PD 

122   NAKASHIMA,  GLEN  MIKIO,  ASST  CHF,  MAUI  CO  PD 

80  #  OMURA,  KIKUJI,  MAJOR,  MAUI  CO.  PD 
105  It   PETRO,  PAUL,  CPT,  MAUI  CO  PD 

145  PHILLIPS,  THOMAS  MARTIN,  DEP  CHF  OF  POL,  MAUI  CO 
99  H   RODRIGUES,  STANLEY  E.,  ASST  CHF,  MAUI  COUNTY  PD 

136  It   SAFFERY,  EUGENE  HENRY,  SR,  CPT,  MAUI  CO  PD 
139  It   SANTOS,  FRANK  NUNES,  III,  CPT,  MAUI  CO  PD 

146  SHINYAMA,  CAL  ANSELM,  SGT,  MAUI  CO  PD 

127  It    TADAKI,  STANLEY  TOSHIAKI,  CHF,  MAUI  CO  PD 
95   TAGOMORI,  HOHARD  H,  CHF,  MAUI  CO  PD 
190   TAM  HO,  ROBERT  L  Y,  JR,  CPT,  MAUI  CO  PD 
153   TENGAN,  VICTOR  SHUICHI,  CPT,  MAUI  CO  PD 
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BATT,  JAMES  LEE,  LT,  ADA  CO  SO 

BAUNE,  RONALD  LEE,  SA,  ID  DEPT  OF  LAH  ENF 

BECAR,  MICHAEL  NOEL,  DEP  DIR,  ID  DEPT  OF  LAH  ENF 

BEERY,  JOHN  M. ,  MARSHALL,  USMS 

BISTERFELDT,  VERNON  LEE,  COMR  OF  ADA  CO 

BOHERS,  TED  OHEN,  LT,  ADA  CO  SD 

BRADDOCK,  HILLIAM  DAVID,  LT,  PD 

BROHN,  PATRICK  HILLIAM,  LT,  PD 

BURNS,  RICHARD,  CHF  OFCR  IN  CHARGE,  ID  CRIM  ID 

CADE,  RICHARD  L,  DIR,  ID  DEPT  OF  LAH  ENF 

CHURCH,  JOHN  R,  COP 

COHLES,  PATRICK  EARL,  LT,  ADA  CO  SO 

DAVIS,  FRANK  (SA,  FBI-RETIRED),  PTLM,  PD 

DOUTHIT,  DANIEL  BRUCE,  LT,  ADA  CO  SD 

FORD,  GLENN,  BU  CHF,  ID  DEPT  OF  LAH  ENF 

GHOLSON,  ROBERT  L,  TNG  SPCLST,  IDAHO  TNG  ACDMY 

GORDON,  HILLIAM  LOHELL,  COP 

HARMON,  DERALD  HENRY,  DEP  CHF,  ID  BUR  OF  INVSTGN 

HAHKER,  B.  EUGENE,  CHF  INVSTGR,  ID  HORSE  RACING  C 

HOPKINS,  LESTER  G,  BU  CHF,  LAH  ENF  ASST  DIV 

HUDSON,  DANIEL  DEAN,  LT,  PD 

129  It   JOHNSON,  MICHAEL  LEE,  US  MARSHAL,  DIS  OF  IDAHO 

137   JONES,  ALLEN  DOUGLAS,  BU  CHF,  ID  DEPT  OF  LAH  ENF 
KELLEY,  DAN  H,  INVSTGR,  ID  DEPT  OF  LAH  ENF 
KILLEEN,  VAUGHN  RAY,  SHF  OF  ADA  CO 
KINGSBURY,  FORREST  M. ,  PTLMN,  ID  SPOL 
LINTHICUM,  THOMAS  L.,  CHF  DEP,  USMS 
MARCH,  ROGER  P,  SGT,  ID  SPOL 
MONROE,  RANDY  MICHAEL,  LT,  PD 
NICKERSON,  LELAND  JAMES,  MAJ,  ID  SPOL 
PALMER,  ELDON  C. ,  JR.,  SHF  OF  ADA  CO 
PLOTT,  LARRY  B,  EXEC  SEC,  ADVISORY  COUNCIL 
POHELL,  RALPH  HILLIAM,  CPT,  ID  SPOL 
PYLE,  STEVEN  QUENTIN,  LT,  PD 
ROBERTS,  ROBERT  MICHAEL,  LT,  ADA  CO  SD 
ROBINSON,  FLOYD  E,  JR,  INVSTGR,  DEPT  OF  LAH  ENFORCEME 
SPEARS,  JAMES  EDHARD,  LT,  PD 

102  U   HALTERS,  EARL  T.,  CAPTAIN,  PD 

154   HHITEHEAD,  JAMES  DON,  CHF,  ID  DEPT  OF  LAW  ENF 

116   WRIGHT,  GILMAN  D,  DIR  OF  ADMIN,  ADA  CO  SO 
BONNERS  FERRY 

199   KRAMER,  DAVID  EUGENE,  COP 
BURLEY 

109   HIGENS,  JAMES  F.,  LT,  CASSIA  CO  SO 
CALDHELL 

71  It   ASTLEFORD,  CHARLES  WILLIAM,  COP 

192  LAW,  DOUGLAS  LYDELL,  COP 
157    SOBBA,  ROBERT  LLOYDE,  COP 
100   WING,  ALFERD  W.,  CAPTAIN,  PD 

CHALLIS 

83  *  SORENSON,  DUANE  E.,  SHERIFF,  CUSTER  COUNTY 
CHUBBUCK 

193  EMFIELD,  BRIAN  ADAM,  LT,  PD 
149    ROHLAND,  JERRY  LEE,  ASST  CHF, 
108  #  STONE,  ARNOLD  J.,  COP 

COEUR  D  ALENE 

69  *  BEAMER,  RICHARD  NORLAND,  ASST  CHF,  PD 
BERGH,  CHARLES  FRANCIS,  JR,  CPT,  PD 
CHANEY,  TRAVIS  FRANK,  CPT,  KOOTENAI  CO  SD 
CUFF,  GARY  RAY,  USHF,  KOOTENAI  CO  SD 
62  ft   ELLIOT,  GEORGE  FRANK,  LT,  KOOTENAI  CO  SD 
190   GRUBBS,  SAMUEL  GALEN,  LT,  KOOTENAI  CO  SD 
HOTCHKISS,  RONALD  DAVID,  LT,  PD 
JIRAN,  DONALD  ERHIN,  LT,  PD 
LONGO,  HAYNE  MICHAEL,  LT,  ID  DEPT  OF  LAM  ENF 
MORGAN,  BILLY  EDWARD,  SGT,  ID  SPOL 
87  #  NUTTELMAN,  ROBERT  A,  COP 
123  It   PREMO,  FRANK  HESLEY,  COP 
183   ROESKE,  WALTER  EUGENE,  LT,  PD 
SCATES,  DAVID  BAYARD,  COP 
STALDER,  FLOYD  EUGENE,  SHF  OF  KOOTENAI  CO 
THOMPSON,  KARL  FREDERICK,  JR,  CPT,  KOOTENAI  CO  SD 
TIMMONS,  KENNETH  EARL,  LT,  PD 
57  #  HINANS,  EARL  F.,  DEP  SHF,  KOOTENAI  CO  SO 
FORT  HALL 

182   HIDALGO,  HOCINTO  CLEM,  JR,  DET  CPT,  BIA 
HAT  I  FY 
156    FEMLING,  JERRY  EUGENE,  SHF  OF  BLAINE  CO 
115  #   HAYNES,  DENNIS  L,  SHF  OF  BLAINE  CO 
IDAHO  FALLS 

98   ACKERMAN,  RICHARD  J,  SHF  OF  BONNEVILLE  CO 
CANTRAL,  GARY  N. ,  SGT,  BONNEVILLE  CO  SD 
CODDING,  JAMES  WILLIAM,  III,  LT,  PD 
CRAMER,  A.  LOWELL,  CPT,  PD 
ENGLISH,  WILLIAM  E,  LT,  BONNEVILLE  CO  SO 
GALLUP,  THOMAS  MAX,  CHF  DEP,  BONNEVILLE  CO  SD 
HAGEN,  GARY  LYNN,  CPT,  PD 

HUTCHENS,  RALPH  E,  CHF  DEP,  BONNEVILLE  CO  SD 
JOHNSON,  DAVID  LEROY,  SGT,  ID  SPOL 
JONES,  WILLIAM  BRUCE,  CPT,  CIB 
LIVSEY,  JOHN  KENT,  COP 
MCBRIDE,  CRAIG  A,  LT,  BONNEVILLE  CO  SD 
MCDONALD,  PATRICK  ELMO,  CPT,  ID  SPOL 


PD 
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138 
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165 


116 
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60 
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188 

77 
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114   MONTAGUE,  MONTY  G,  COP 

192  NEIDNER,  ROBERT  HERMAN,  SGT,  BONNEVILLE  CO  SO 
93  tt   NELSON,  LEROY  R. ,  SHF  OF  BINGHAM  CO  SO 

70  tt   POLLOCK,  ROBERT  DAVID,  COP 

81   ROBISON,  ARMOND  R.,  CAPTAIN,  PD 

103  *  SKINNER,  BLAINE,  US  MARSHAL,  DIST  OF  ID 

172  SMART,  ROGER  TYRON,  LT,  PD 
138   HAY,  JACK  ALLEN,  CHO  II,  USA 

KIMBERLY 

125  »  CAMPBELL,  JAMES  LEHIS,  COP 
LEWISTON 

92   ALTMILLER,  LEROY  A.,  CHF  OF  SEC,  POTLATCH  CORP 

59  *  ASKER,  JIMMIE  L.,  PTLM,  PD 
171   AYERS,  PAUL  DOUGLAS,  SGT,  PD 
106   BALDHIN,  JOHN  P.,  COP 
152   BULL,  HILLIAM  HARRY,  LT,  PD 

22  tt   HUNT,  FRANK  F.,  CHF  OF  SEC,  POTLATCH  CORP 

195  KARLIN,  MICHAEL  MARTIN,  SGT,  PD 
179   LEE,  THOMAS  ESTEN,  LT,  PD 

105  tt   SALEEN,  THOMAS  E,  CPT,  PD 

138  *  SCHUMACHER,  MICHAEL  DEAN,  SGT,  PD 
MERIDIAN 

190  BUNDERSON,  DANNY  K,  LT,  ID  SPOL 

131   DUKE,  CHARLES  HUGH,  ASST  DIR,  DEPT  OF  LAW  ENF 
186   JOHNSON,  KEVIN  SCOTT,  SAC,  ID  DEPT  OF  LAH  ENF 
186   LOCKETT,  ROBERT  CARL,  LT,  ID  SPOL 
184   MUSSER,  HILLIAM  EDHARD,  LT,  PD 

196  RICHARDSON,  STEPHEN  TODD,  SGT,  ID  SPOL 
MOSCOW 

78  *  COOMER,  RICHARD  D. ,  DEP  SHF,  LATAH  CO  SO 
118   GOETZ,  MICHAEL  DONALD,  PTLM,  TACOMA,  WASHINGTON  PD 
96   HANISCH,  RONALD  C. ,  INVSTGR,  ID  DEPT  OF  LAW  ENF 
32  *  HOBZA,  DELHIN  W.  ,  PLAINCLOTHES  PTLM,  PD 
156   LANPHER,  DONALD  EDWARD,  JR,  CPT,  PD 

139  WEAVER,  DANIEL  LELAND,  COP 
108   WILLIAMS,  DAVID  E,  CPT,  PD 

MOUNTAIN  HOME 

164  LAYHER,  RICK  EUGENE,  SHF  OF  ELMORE  CO 

104  *  OLDS,  NELSON  H. ,  JR.,  COP 
MURPHY 

167  AMAN,  GARY  BERT,  USHF,  OWYHEE  CO  SD 
NAMPA 

193  BIDWELL,  ALLEN  MORSE,  SGT,  PD 
133   BRISBIN,  MARSHALL  N,  JR,  COP 
174   CREECH,  ALAN  DEAN,  ASST  CHF,  PD 

173  RYAN,  JOSEPH  GORDON,  PTL,  NAMPA  PD 
OROFINO 

168  BURGESS,  CLYDE  EARL,  DET  SGT,  CLEARWATER  CO  SD 
POCATELLO 

126  tt   AUSTIN,  EVERETT  WARREN,  CPT,  PD 
91  tt   FACKRELL,  R.L.,  LT,  PD 

148   FOSBURY,  MICHAEL  RAE,  CPT,  ID  SPOL 

194  GYGLI,  EDHIN  A,  SAC,  ID  DEPT  OF  LAW  ENF 
142   HARRIS,  VERNON  LYNN,  COP 

177   HICKMAN,  JERRY  LYNN,  DET  CPT,  BANNOCK  CO  SD 

198  JOHNSTON,  LAMONT  KEITH,  CPT,  ID  SPOL 
194   JONES,  STEPHEN  CHARLES,  LT,  ID  SPOL 
189   NELSON,  KIRK  DEE,  CPT,  PD 

64  tt   PERKINS,  JOHN  D. ,  COP 
170   PRITCHETT,  GARRY  LEE,  LT,  PD 

118  STROLBERG,  RONALD  WALTER,  BU  CHF,  ID  DEPT  OF  LAH  ENF 
95  tt   VANLEUVEN,  WENDELL  R,  DEP  SHF,  BANNOCK  CO  SD 

POST  FALLS 

191  HAYES,  CLIFFORD  THOMAS,  COP 
PRESTON 

104  *  LARSEN,  ARLANDO  D,  DEP  SHF,  FRANKLIN  CO  SO 
63  *  TALBOT,  LA  RAY,  SHERIFF,  FRANKLIN  COUNTY  SO 
REXBURG 
130   ARCHIBALD,  DAVID  LYNN,  CPT,  PD 
121   HAMMER,  CLIFFORD  CLEON,  DEP,  MADISON  COSO 

165  LEWIS,  RANDY  A,  SGT,  PD 

99   SIEPERT,  BLAIR  K.,  CHIEF  OF  POLICE 

196  SMITH,  BART  LYNN,  LT,  PD 
RUPERT 

197  BRONER,  DARRELL  JAMES,  SGT,  MINIDOKA  CO  SD 
SALMON 

73  *  BAKER,  HILLIAM  N,  SHF  OF  LEMHI  CO 
124   BARSALOU,  BRETT  SHELDON,  DEP  SHF,  LEMHI  CO  SD 
151   NIELSEN,  ROBERT  ISAAC,  COP 
SANDPOINT 

112  *  GUTHRIE,  MICHAEL  B. ,  SHF  OF  BONNER  CO 
90  *  WILCOX,  ROBERT  H,  CHIEF  OF  POLICE 

SODA  SPRINGS 

181   RICE,  JOE  EDWARD,  CPT,  PD 

114   WILCOX,  BLYNN  B.,  CHIEF  OF  POLICE 
SUN  VALLEY 

169  DAGGETT,  CAMERON  ALAN,  COP 

199  LOCKWOOD,  R  MARK,  LT,  PD 
TWIN  FALLS 

164   AXTMAN,  RONALD  EDWARD,  LT,  PD 

113  BERMINGHAM,  PATRICK  L.,  COP 

176   CHAMBERS,  DENNIS  CHARLES,  DET  LT,  PD 
147   CORDER,  GARRY  HAYNE,  CMDR,  PD 

174  tt   CORDER,  NATHAN  WAYNE,  SA,  ID  DEPT  OF  LAW  ENF 
141   HODGE,  ROBERT  MIDDLEBROOK,  LT,  DPS 

119  KISTLER,  JAMES  LA,  CMDR,  PD 
180   MASSEY,  JAMES  DOUGLAS,  SGT,  PD 

31  *  PARROTT,  DAVID  C,  CHF  INVSTGR,  TWIN  FALLS  COUNTY 
88  tt   QUALLS,  C.  TIM,  JR.,  COP 
WALLACE 


49  *  BOND,  WILLIAM  J.,  COP 

ILLINOIS 
ADDISON 

99   GENDUSA,  DEAN  C,  DEP  CHF,  PD 

170  HAYDEN,  TIMOTHY  PATRICK,  DEP  CHF,  PD 
125   MACK,  MEL VI N  LOUIS,  COP 

72  tt   MAUL,  VICTOR  E.,  SR.,  COP 

194  STOLL,  LARRY  CHARLES,  DEP  CHF,  PD 
ALTON 

185    FITZGERALD,  WILLIAM  EDWARD,  LT,  PD 

87  tt   LIGHT,  JOHN  F,  COP 

197  MCCAIN,  RICK  FARRELL,  CPT,  PD 
100  tt   SANDIDGE,  DONALD  E,  COP 

96  tt   SOWDERS,  RUDY  C,  COP 
ANTIOCH 

196   WATKINS,  CHARLES  RAY,  COP 
ARLINGTON  HEIGHTS 

168  CHRABOT,  JOSEPH  CARTER,  LT,  PD 
92    EKBLAD,  GEORGE,  LT,  PD 

148  FELLMANN,  JOHN  HILLIAM,  CMDR,  PD 

180  MARTIN,  WILLIAM  CHARLES,  SGT,  PD 

115  tt  REID,  RICHARD  R.,  LT,  PD 

142  ROBINSON,  RICHARD  WALTER,  CPT,  PD 
ASHKUM 

171  KETCHEM,  REX  ALLEN,  MSGT,  IL  SPOL 
199  MCCLELLAN,  RALPH  PHILLIP,  LT,  IL  SPOL 

ASHLAND 

97  #  IRLAM,  JOHN  T,  COP 
AURORA 

91  BEATUS,  LOU  P,  CPT,  PD 

115  ECCHER,  CELESTINO,  CPT,  PD 

95  tt  HANKES,  RICHARD  W,  CPT,  PD 

96  tt  JOY,  MARCEL  L,  LT,  PD 

91  tt   KRAMER,  MELVIN  R.,  CPT,  PD 
178    LANGSTON,  LARRY  LEE,  CPT,  PD 

151  MARTIN,  RONALD  JOSEPH,  SGT,  PD 

169  SAUM,  BYRON  GENE,  CPT,  PD 

58  tt   STOVER,  HERSCHEL  B.,  LIEUTENANT,  PD 

103  SWEENEY,  JOHN  E,  JR,  LT,  PD 
122   WEBER,  ELMER  JACOB,  LT,  PD 

BARRINGTON 

167  LIBIT,  JEROME  EDWARD,  CPL,  PD 
BARRINGTON  HILLS 

110   LAMB,  ROBERT  D,  COP 

105   ROEL,  JAMES  H,  DET,  PD 
BARTLETT 

153   MALONEY,  DANIEL  PATRICK,  LT,  PD 
79  tt   MCHUGH,  WILLIAM  C,  COP 

189   WILLIAMS,  KENT  FRAZIER,  SGT,  PD 
BARTONVILLE 

108   HELLSTROM,  WALTER  N,  JR,  COP 
BATAVIA 

188    ALBERTSON,  JOHN  VICTOR,  SGT,  PD 

171   ANDERSON,  DENNIS  CLIFFORD,  LT,  PD 

94  tt   POPECK,  ROBERT  A,  COP 

119    REED,  FREEMAN  SHELLIE,  COP 
148   THOMAS,  DENNIS  ROBERT,  LT,  PD 

198  THRUN,  GREGORY  SCOTT,  SGT,  PD 
131  tt   WARNER,  ROBERT  JOSEPH,  COP 

BEDFORD  PARK 
166   DUBOIS,  LEO  JOHN,  COP 

195  WAHL,  WAYNE  CARL,  DET  SGT,  PD 
BELLEVILLE 

152  BEECROFT,  DAVID  RAYMOND,  CPT,  USAF 

128  BRANDKAMP,  ROBERT  WILLIAM,  ASST  DIR,  ST  CLAIR  CO  SD 

183  EASTERLEY,  KEN  ALLEN,  SGT,  IL  SEC  OF  STATE  POL 

95  JUSTUS,  MEARL  J,  SHF  OF  ST  CLAIR  CO 

88  KLINCAR,  PAUL  J,  BD  MEMBER, IL  PRISONER  REVIEW  B 
122  LAY,  JAMES  EDWARD,  CPT,  ST  CLAIR  CO  SD 

183  NESTER,  DAVID  GERARD,  LT,  ST  CLAIR  CO  SD 

194  OLIVER,  KELLY  WAYNE,  SGT,  ST  CLAIR  CO  SD 

110  POPE,  WALLACE,  LTC,  USAF 

194  TORMASI,  JAMES  EDWARD,  MSGT,  USAF 

91  VERGES,  ROBERT  J.,  INVSTGR,  STATE  DEPT  OF  CORR 

168  WEITH,  MEL  ERNEST,  LT,  ST  CLAIR  CO  SD 
91  WOMACK,  HAROLD  L.,  LTC,  USAF 

BELLWOOD 

135  tt   EASTHAM,  RICHARD  WILLIAM,  COP 
174    FRASCONE,  ROBERT  HENRY,  COP 

181  GABUZZI,  JOSEPH  MICHAEL,  SGT,  IL  SEC  OF  SPOL 

193  MOORE,  GREGORY  NAPOLEON,  COP 
BELVIDERE 

152  BEU,  PHILIP  JOHN,  SGT,  BOONE  CO  SD 

102  BOWLEY,  ROBERT  G,  DEP  CHF,  PD 

136  BURKHART,  CHARLES  EDHARD,  DET,  PD 
128  NOBLE,  JAN  WESLEY,  COP 

98   ROLLINS,  JOSEPH  E.,  LT,  BOONE  CO  SD 
135   HIRTH,  DUANE  EDWARD,  SHF  OF  BOONE  CO 
BENSENVILLE 

128  MOSHER,  RICHARD  WAYNE,  SGT,  PD 
164   SELVIK,  MARK  BRADFORD,  DEP  CHF,  PD 

BENSONVILLE 

140   HITCHUK,  HALTER,  COP 
BERKELEY 

142   MAREK,  JEFFREY  EUGENE,  SGT,  PD 

104  WADYCKI,  PHILIP  P.,  LIEUTENANT,  PD 
BERWYN 

129  ARNONY,  ROBERT  ANTHONY,  LT,  PD 
BLOOMINGDALE 
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172  GOERGEN,  TIMOTHY  MICHAEL,  SGT ,  PD 

134  RANEY,  DAVID  ELLIOT,  CMDR,  PD 
141    SCHIRA,  GARY  JOSEPH,  COP 

BLOOMINGTON 

193  AIKIN,  ROGER  JOSEPH,  CPT ,  PD 

124   BRIENEN,  STEPHEN  R,  SHF  0=  MCLEAN  CO 

77  tt   BROHN,  LESTER  E.,  LT,  PD 

92  *  DEVAULT,  LEHIS  N,  COP 
186    EMERY,  THOMAS  MICHAEL,  LT,  MCLEAN  CO  SD 
114  *  LINSKEY,  PATRICK  J.,  DET,  MC  LEAN  CO  SO 
164  It   LINSKEY,  TIMOTHY  MICHAEL,  COP 
143  It   MILLER,  MYRON  DALE,  COP 
188    OBRIEN,  DENNIS  JOSEPH,  CPT,  PD 

179  RYAN,  RICHARD  ALLEN,  ASST  CHF,  PD 
BLUE  ISLAND 

58  It   KASTEN,  FRANK  M.  ,  COP 
BOLINGBROOK 

198    CALCAGNO,  MICHAEL  FRANCIS,  DEP  CHF,  PD 

107  *  EHALD,  ROBERT  A,  LT,  PD 

141  tt   KUNTZ,  RICHARD  E,  DEP  CHF,  PD 
BOURBONNAIS 

173  MILONE,  BRIAN  LEE,  SGT,  PD 

158    STARK,  BILLY  DHAIN,  DET  SGT,  PD 
BRIDGEVIEH 

177  CALLAHAN,  TIMOTHY  FRANCIS,  SGT,  PD 
BROADVIEH 

145   CUCCI,  RONALD  JAMES,  LT,  PD 
126   GEORGE,  DONALD  MATTHEH,  COP 

178  SCOTT,  LAHRENCE  HILLIAM,  LT,  PD 
BROOKFIELD 

138  It   HULL,  DANIEL  DAVID,  LT,  PD 
106    HYMEL,  JOHN  C,  COP 
164   KUNCL,  ARTHUR  CHARLES,  JR,  LT,  PD 
188    LIVERMORE,  HERBERT  CHARLES,  COP 
BUFFALO  GROVE 
157    ARADI,  LESTER  L,  CMDR,  PD 

197  GALLAGHER,  ANTHONY  PATRICK,  SGT,  PD 
116   GOZDECKI,  RONALD  L.,  DEP  CHF,  PD 
178    LEAKE,  ROBERT  EUGENE,  JR,  SGT,  PD 
126   MCCANN,  LEO  COYLE,  COP 

102  It   HALSH,  HARRY  J,  JR,  CHIEF  OF  POLICE 
BURBANK 

152   OUELLETTE,  THOMAS  JOSEPH,  LT,  COOK  CO  SO 
BYRON 

97    ROHRBACHER,  EDHARD  F.,  JR.,  COP 
CAHOKIA 

140  NICHOLS,  JAMES  AUDHIN,  SGT,  PD 
100  tt   ODEM,  RICHARD  K,  COP 

121    SANDERSON,  LAHRENCE  JAMES,  COP 
CALUMET  CITY 

111  tt   DORSEY,  RONALD  L.,  DET  SGT,  PD 
36  #  MALAK,  RAY,  CAPTAIN,  PD 

147    RHOADS,  STEVEN  ALAN,  COP 

173   VALLIS,  GEORGE,  SGT,  PD 
CALUMET  PARK 

181    ZIELINSKI,  THOMAS  M,  COP 
CANTON 

161    ELAM,  JAMES  MICHAEL,  COP 

92  tt   MOLLECK,  ROBERT  H,  COP 
CARBONDALE 

192   DOAN,  CHARLES  EDHARD,  SGT,  PD 
188    ECHOLS,  PAUL  EDHIN,  SGT,  PD 

135  GORO,  ROBERT  HAYNE,  SGT,  PD 

130  HUDSON,  JOHN  ALFRED,  LT,  SOUTHERN  IL  UNIV  PD 
170   JORDAN,  SAMUEL  LEE,  DIR  OF  SEC,  S.  IL  UNIV 

131  KAMMERER,  CAROL  SUE,  POL  OFCR  I,  SOUTHERN  IL  UNIV 
65  tt   LEFFLER,  THOMAS  L,  ADMIN  ASST,  SOUTHERN  IL  UNIV 

198  ODUM,  STEPHEN  JOSEPH,  LT,  PD 

194  SIGLER,  TODD  DEE,  LT,  S  IL  UNIV  AT  CARBONDALE  PD 
120   SMITH,  ANDREH,  JR.,  POL  OFCR  I,  SOUTHERN  IL  UNIV  S 
163   STROM,  DONALD  EDHARD,  JR,  COP 

180  SYTSMA,  JOHN  BERNARD,  LT,  PD 

103  tt   THOMAS,  MIKEY  C,  POL  OFCR  I,  SOUTHERN  IL  UNIV  S 
175    VICK,  BENNIE  JOE,  OFFICER  I,  SOUTHERN  IL  UNIV 

61   HIELT,  JOHN  L,  ADULT  PAROLE  OFCR,  DEPT  OF  COR 
CAROL  STREAM 

136  NUMRICH,  JOHN  ARTHUR,  LT,  PD 

160  OCONNELL,  THOMAS  LEO,  SGT,  PD 

183  QUINN,  PATRICK  JAMES,  SGT,  PD 

93  tt   REICHERT,  HILBUR  E,  COP 
CASEYVILLE 

119  *  PAULIK,  DONALD  JAMES,  COP 
CENTRALIA 

141  BALDRIDGE,  KENNETH  RAY,  CPT,  PD 
116  tt   JUSTICE,  KERMIT  E,  COP 

161  SPEIDEL,  ARLAND  ALBERT,  COP 
CHAMPAIGN 

89  tt  BANNING,  ELDON  D,  SGT,  IL  SPOL 

138  It  BENNETT,  RONALD  LEE,  LT,  UNIV  OF  IL  PD 

132  GNAGEY,  JOHN  MILTON,  III,  DEP  CHF,  PD 
95  tt  JONES,  JOHN  0,  COP 

184  KALLMAYER,  FREDERICK,  CPT,  UNIV  OF  IL  FOL 

82  It   MOLDEN,  JACK  B,  PROF,  POL  INSTITUTE,  UNIV  OF  I 

112  ONEAL,  PAUL  A. ,  LT,  PD 

177  ROOSEVELT,  HARRY  HAYNE,  SGT,  PD 

197    SARANTAKOS,  PAUL  HILLIAM,  CHF,  PARKLAND  COLLEGE  PUBLIC 
167    SPIRES,  JAMES  MERRITTE,  JR,  LT,  PD 
CHARLESTON 
105    CHAMBERS,  JACK  L.,  CPT,  EASTERN  IL  UNIV  PD 

178  KERSEY,  KEVIN  LEE,  ASST  CHF,  EASTERN  IL  UNIV  PD 


93   LARSON,  THOMAS  D,  CHF,  EASTERN  IL  UNIV  PD 

144  STEIDINGER,  HERBERT  LEE,  COP 
CHERRY  VALLEY 

69  It   TRUITT,  RALPH  JAMES,  COP 
CHESTER 

119  *  PICOU,  BENJAMIN  ROY,  SHF  OF  GREENE  CO 
CHICAGO 

172   ALVARADO,  DANIEL  LOZA,  SGT,  PD 
114  *  ANDERSEN,  RAMON  C,  SGT,  PD 
191   ANDERSEN,  TAMI  LYNN,  SGT,  PD 

123  *  ANDREHS,  DAVID  HOBBS,  ASST  DEP  DIR,  IL  DEPT  OF  LAH  E 
177   ANTONACCI,  JAMES  MICHAEL,  LT,  PD 

198  BALCITIS,  SHARON  LEE,  LT,  PD 

162  BALDHIN,  HAYDEN  BENNETT,  MSGT,  IL  SPOL 
90   BANKS,  ROBERT  H. ,  MAJ,  IL  BU  OF  INVSTGN 

175  BARAN,  JEANETTE  FRANCES,  SGT,  PD 

140  BARRETO,  NELSON  SOTO,  SGT,  PD 
135   BARRETT,  MARTIN  MICHAEL,  SGT,  PD 
177   BATRICH,  RICHARD  J,  SGT,  PD 

120  BECKNELL,  GERALD  HAYNE,  (SA,  FBI),  1ST  LT,  USMC 
82  tt   BERNARD,  HALTER  J.,  USHF,  COOK  CO  SD 

176  BERRY,  JOSEPH  MICHAEL,  LT,  PD 

124  BOSSE,  EDHIN  FREDERICK,  LT,  PD 

195   BOYLE,  THOMAS  PATRICK,  LT,  CHICAGO  HOUSING  AUTH  PD 

185  BRADY,  MICHAEL  DENNIS,  DIR  OF  SEC,  COOK  CO  SO 
116   BRADY,  THOMAS  M.,  LT,  PD 

150  BRANCH,  JOSEPH  MILLIE,  JR,  LT,  CHICAGO  HOUSING  AUTH  PD 

145  BRANNIGAN,  PATRICK  JOSEPH,  SGT,  PD 

128  BRANNIGAN,  HILLIAM  JAMES,  CPT,  PD 

190   BROCKHAY,  DAVID  MICHAEL,  LT,  METRO  HATER  RECLAMATION  DI 

99   BROOKS,  HALTER  B.,  Ill,  SGT,  PD 
165   BROUGHAM,  CHARLES  GEORGE,  SGT,  PD 

93  tt   BROHN,  HAROLD  H. ,  CPT,  PD 

80   BROHN,  HERBERT  D. ,  SUPT,  IL  SPOL 

155  BUSTOS,  DELFINO,  CMDR,  PD 
110   BUTLER,  HUGH  M. ,  SGT,  PD 

141  CAGE,  FRANK  CLARENCE,  JR,  DEP  CHF,  COOK  CO  SO 

129  CAPPITELLI,  FRANK  JOHN,  SGT,  PD 

171  CARROLL,  PAUL  B, 

113  tt   CASEY,  ROBERT  B,  CMDR,  PD 

156  CASTANEDA,  STEVEN,  JR,  SGT,  PD 

102  CHAFIN,  SAUL  L,  CHF  OF  SEC,  NORTHHESTRN  UNIV 

193  CHASEN,  MICHAEL,  SGT,  PD 

135   CHOI,  SUNG-HO,  FOR  AF  GUID  OFC,  KOREA  NAT  POL 

138  CLISHAM,  JOHN  ELWOOD,  CPT,  PD 
145   COFFEY,  FRED  JAMES,  DIST  CMDR,  PD 

124  COLLINS,  DENNIS  FRANCIS,  SGT,  PD 

128  CONLISK,  JAMES  B,  III,  LT,  PD 

51  tt   CONNORS,  JOHN  T.,  ASST  DEP  SUPT,  PD 

141  CONRAD,  HALTER  ARTHUR,  JR,  LT,  PD 

98  #  CONSIDINE,  MARSHALL  I.,  DIR,  CRIMINALISTICS  DIV,  PD 
109   COOK,  ELGIA  C,  COP 

122   CORBETT,  HILLIAM  THOMAS,  LT,  PD 
182   CORNFIELD,  ROBERT  PATRICK,  LT,  PD 

125  CRUMP,  HENRY  EUGENE,  SGT,  PD 
109   CULLOTON,  JOHN  P.,  LT,  PD 

97  CURTIN,  JOSEPH  L.,  JR.,  CMDR,  PD 

103  DALEN,  PHILIP  J.,  LT,  COOK  CO  SHF  PD 

121  DART,  ROBERT  HILLIAM,  CMDR,  PD 

186  DAVIS,  LORENZO,  SGT,  PD 

158   DE  LA  PAZ,  JOSEPH  JESSE,  JR,  SGT,  PD 
131   DEFRANZA,  DONALD  MICHAEL,  LT,  PD 

99  tt   DENEEN,  DENNIS  P.,  CMDR,  PD 

120  DIGBY,  ROBERT  LEE,  LT,  PD 

199  DOBRICH,  CARL  JOHN,  LT,  IL  SPOL 

163  DRAHHORN,  MICHAEL,  SR,  SGT,  PD 
170   DROZD,  VIRGINIA,  SGT,  PD 

113  tt   DUFFY,  JOHN  F.,  LT,  PD 

165  DUGAN,  DANIEL  FRANCIS,  JR,  LT,  PD 

194  EDHARDS,  RICKY  LANZA,  LT,  PD 

121  EICHLER,  THOMAS  JAMES,  SGT,  PD 

151  ESHOO,  JOHN  CLIFFORD,  DET,  PD 

172  EVANGELISTA,  DON  MARIANO,  SGT,  PD 

98  FARAGOI,  THOMAS  V,  CPT,  PD 

122  FARRELL,  JOHN  BERNARD,  LT,  PD 

139  It   FARRER,  GERALD  LEHIS,  SGT,  PD 

151    FASHINGBAUER,  ALBERT  JOHN,  LT,  PD 

107    FITZSIMMONS,  ROBERT  G,  ASST  DEP  CHF,  PD 

134   FLANAGAN,  JOHN  HILLIAM,  LT,  PD 

125  It   FLORES,  SILVERIO  JOSEPH,  LT,  PD 

137    FOLLIARD,  THOMAS  FRANCIS,  J,  ASST  DEP  SUPT,  BUREAU  OP  S 

114  FORD,  CHARLES  F,  1ST  DEP  SUPT,  PD 

123  FREDENBERG,  LAHRENCE  JAMES,  (CRIM  INVSTGR,  BIA),  SA,  FB 

142  FROST,  BARBARA  CECILE,  LT,  PD 
114   FRUIN,  JAMES  E,  CMDR,  PD 

95  It   GALLET,  JULIEN  C,  DEP  CHF,  PD 

173  GANDURSKI,  JOSEPH  FRANCIS,  SGT,  PD 
103  tt   GARBER,  JOHN  R.,  LT,  PD 

195  GARRITY,  PATRICK  JOSEPH,  LT,  PD 
198   GAUDIO,  NICK  AUGUST,  LT,  PD 

157  GIERUT,  JEROME  JOHN,  SGT,  PD 

166  GORMAN,  JAMES  JOSEPH,  SGT,  PD 
172   GRAU,  HIRAM,  CMDR,  PD 

129  GREEN,  LEVERN,  SGT,  PD 

190   GREEN,  HALTER  AARON,  CMDR,  PD 

130  GREENLEE,  ANDREW  JORDAN,  ASST  DEP  SUPT 
197   GRIFFIN,  EDHARD  HILLIAM,  LT,  PD 

169   GRIFFIN,  JAMES  EDWARD,  SGT,  PD 
107   GUERRA,  FRANK  E.,  SERGEANT,  PD 
97   GUNTER,  GARY  L.,  CHF,  CHICAGO  HOUSING  AUTH  POL 
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164 
159 

58  tt 
149 
160 

57  tt 
138 
154 
115 
123 
159 
118  tt 
150 
138 
183 
145 
117 
136  tt 

91 
112 
159 
176 
137 
144 
114 
143 
134 
179 
179 
192 
149 
137 
126 
149 
127 
117 
182 
148 
115 

91  tt 
119 
121 
151 
177 

59  tt 
194 
167 
154 
109 

81  # 
108 
166 
130 
140 
196 

83  tt 

60  tt 
179 

50  tt 

32  * 
152 
157 
131 

94 
199 
170 
181 
157 
152 
106 
170 
184 

92 
185 

60  tt 
196 
139 
148 
174 
190 
135 
189 
183 
131 
165 
154  It 
142  It 
127 
182 
161 
193 
127 
185 
111  It 
167 
188 
146 
167 
152  tt 
156 


PD 


PD 


GUTHRIE,  ROBERT  EUGENE,  LT,  PD 

HARRIS,  SAMUEL  EUGENE,  SGT,  PD 

HARTMAN,  HENRY  0.,  CAPTAIN,  PD 

HICKEY,  JAMES  KINNING,  LT,  PD 

HICKS,  EDDIE  CLARENCE,  SGT,  PD 

HIGGINS,  MAURICE  J,  CAPTAIN,  PD 

HILLARD,  TERRY  GLEEN,  DEP  CHF,  PD 

HIRSCH,  STEVEN  ALLEN,  CHF,  INVSTGN  &  PROS  BU 

HOGAN,  JAMES  K.,  SERGEANT,  PD 

HOKE,  MICHAEL  HALTER,  CPT,  PD 

HOLBERT,  THOMAS  HILLIAM,  III,  SGT,  PD 

HOLMES,  SPENCER  ALLEN,  CPT,  PD 

HOLZINGER,  NORBERT  HARTHIG,  SGT,  PD 

JABLONSKI,  RICHARD  JOHN,  SGT,  PD 

JACKSON,  ERROL,  SGT,  PD 

JACKSON,  STEPHEN  JAMES,  JR,  SGT,  PD 

JASKOLKA,  CHESTER  JOSEPH,  LIEUTENANT,  PD 

JONES,  OLIVER  UPTHEGROVE,  LT,  PD 

JOYCE,  RICHARD  J,  CPT,  PD 

KANN,  BURTON  L. ,  SERGEANT,  PD 

KARCZEHSKI,  EUGENE  S,  LT,  PD 

KEARNEY,  RICHARD  JAMES,  SGT,  PD 

KEHOE,  FRANCIS  CHARLES,  JR,  LT,  PD 

KELLY,  JOHN  P,  JR,  SGT,  PD 

KELLY,  RONALD  F,  LT,  PD 

KENNEDY,  JOHN  PATRICK,  LT,  PD 

KILLACKEY,  JOHN  EDHARD,  JR,  CMDR,  PD 

KIMBALL,  WILLIAM  DAVID,  LT,  PD 

KINCAID,  DONALD  RAY,  ASAC,  BU  OF  ATF 

KIRBY,  DEBRA  KAY,  LT,  PD 

KLEIN,  JOHN  JOSEPH,  GENERAL  COUNSEL,  PD 

KOZAK,  RICHARD  STEVEN,  ASST  DIR,  IL  DIV  OF  CRIM  INV 

KOZEL,  GEORGE  JAMES,  LT,  PD 

LAMBERT,  RICHARD  WAYNE,  LT,  IL  SPOL 

LESNIAK,  DENNIS  MICHAEL,  CMDR, 

LEVY,  MELVIN  N.,  LT,  PD 

LI HON,  FRANK,  SGT,  PD 

LOMBARDO,  ROBERT  MICHAEL,  SGT, 

LUNDIN,  BRIAN  R.,  SERGEANT,  PD 

MACDONALD,  JOHN  K. ,  CPT,  PD 

MAHER,  JAMES  PHILLIP,  CPT,  PD 

MAIRE,  WILLIAM  SCOTT,  CMDR,  CMS  POL 

MALONEY,  ROBERT  MICHAEL,  SGT,  PD 

MANN,  KENNETH  EARL,  SGT,  PD 

MARRINER,  THOMAS  SCOTT,  CAPTAIN,  PD 

MARTIN,  JOHN  RICHARD,  CMDR,  CENTRAL  MGMT  SERV  PD 

MARTIN,  RONALD  MONTISELLO,  SGT,  PD 

MATULA,  JOHN  A,  LT,  PD 

MAURER,  JAMES  A,  DET  DIR  CMDR,  PD 

MCCANN,  ROBERT  E.,  LT,  PD 

MCCARTHY,  JOSEPH  F,  DEP  SUPT,  PD 

MCCLOSKEY,  EDHARD  PAUL,  SGT,  PD 

MCCUE,  TERRENCE  JOSEPH,  LT,  PD 

MCDEVITT,  DANIEL  SALVATORE,  CPT,  IL  SPOL 

MCGING,  JAMES  MICHAEL,  CHF  ADMIN  OFCR,  COOK  CO  SO 

MCGUIRE,  JAMES  T,  DIR,  RECORDS  DIVISION,  PD 

MCGUIRE,  PETER  J.,  CHF  INVSTGR,  AG'S  OFC 

MCLAUGHLIN,  GILLIAN  ELIZABETH,  SGT,  PD 

MCMAHON,  JAMES,  LIEUTENANT,  PD 

MCPHERSON,  ELWYN  B.,  SPEC  INVSTGR,  ATTY  OFC,  COOK  C 

MERRITT,  CARL  JEROME,  CPT,  PD 

MILLER,  RAYMOND  JOHN,  LT,  PD 

MULCAHY,  ROBERT  DESMOND,  CPT,  PD 

HUNGER,  DONALD  R,  CHF,  COOK  CO  FOREST  PRESERVE  D 

MURPHY,  JOSEPH  PATRICK',  LT,  PD 

NELSON,  DERRICK,  SGT,  PD 

NICKEAS,  NICHOLAS  JAMES,  LT,  PD 

NOLAN,  TIMOTHY  BRUCE,  LT,  PD 

NOMELLINI,  DARIO  ANTHONY,  SGT,  PD 

NORTON,  DONALD  V,  CPT,  DOJ,  US  ATTY  OFC 

OAKES,  BRIAN  CHARLES,  SR,  SGT,  PD 

ODEA,  MARJORIE  HELEN,  SGT,  PD 

ODONNELL,  MICHAEL  J,  CMDR,  PD, 

ODONNELL,  WILLIAM  MICHAEL,  SGT,  PD 

ONEILL,  JAMES  A,  DEPUTY  CHIEF,  PD 

OWENS,  MICHELLE  ANN,  LT,  PD 

PADAR,  JAMES  RICHARD,  LT,  PD 

PAIGE,  EDWARD  WELDON,  SGT,  PD 

PATTERSON,  WILLIAM  MAURICE,  SGT,  PD 

PATTON,  MICHAEL  ALLEN,  SGT,  PD 

PESTKA,  LEROY  DONALD,  SGT,  PD 

PETERSON,  STEVEN  LEE,  SGT,  PD 

PEZZUTO,  DONALD  JOSEPH,  CMDR,  IL  CENTRAL  MGMT  SERVICES 

PHELAN,  JAMES  PATRICK,  CPT,  PD 

PIETROHSKI,  ROBERT  MARTIN,  SGT,  PD 

POLK,  JAMES  WILBUR,  CMDR,  PD 

POWELL,  BRUCE  EDWARD,  CPT,  PD 

PRICE,  GREGORY  STUART,  LT,  US  FED  PROTECTIVE  SERVICE 

PRICE,  RALPH  MATTHEW,  LT,  PD 

PRIETO,  DENNIS  VINCENT,  SGT,  PD 

PUFPAF,  THOMAS  MARTIN,  LT,  PD 

RADKE,  FRANK  ROBERT,  JR,  CMDR,  PD 

RADNEY,  HARVEY  L,  DEP  SUPT,  BUR  OF  INVEST  SVCS 

RAFTER,  JOHN  J,  ASST  DEP  SUPT,  PD 

RAINES,  THOMAS  ANDREW,  SGT,  PD 

RAMOS,  RAPHAEL,  SGT,  PD 

RAMSEY,  CHARLES  HERBERT,  CMDR,  PD 

RESENDEZ,  JESSE,  JR,  SGT,  PD 

REYES,  JUAN,  JR,  SGT,  PD 

RICHARDSON,  JOHN  WESLEY,  JR,  CHF,  PATROL  DIV,  BUR  OF  OP 


56  It   RIORDAN,  JAMES  DANIEL,  DEPUTY  CHIEF,  PATROL  DIVISION, 

191  RISLEY,  JOHN  JAY,  LT,  PD 

195  RIZO,  THEODORE  GARCIA,  LT,  IL  SPOL 

116  RIZZI,  DOMINIC,  CPT,  PD, 

187  ROBERTSON,  GLYNN  CLEVELAND,  SGT,  PD 

179  ROBERTSON,  JOHN  CYRIL,  DEP  CHF,  COOK  CO  ST  ATTY  OFC 

188  RODRIGUEZ,  HECTOR  JOSEPH,  SGT,  PD 
169  ROTKVICH,  JOSEPH,  SGT,  PD 

132  ROWAN,  THOMAS  JAMES,  LT,  CHICAGO  HOUSING  AUTHORITY 

154  ROZELL,  MARY  ANN,  LT,  PD 

160  RUSSO,  VINCENT  MARIO,  LT,  PD 

178  SAMPILA,  DANIEL  DEAN,  LT,  PD 

102  tt   SAMS,  GEORGE  H.  ,  CMDR,  PD 

174  SANCHEZ,  DANIEL,  JR,  SGT,  PD 

104  tt   SANDBERG,  RICHARD  A.,  LT,  PD 

158 

111 

103 

186 

119 

189 

136 


SAYSET,  DALE  PATRICK,  SA  MSGT,  IL  SPOL 
SCALIA,  DANIEL  N.,  SERGEANT,  PD 
SCHEU,  EDWARD  R. ,  CHF  MARSHAL,  USMS 
SCHMIT,  MICHAEL  JAMES,  SGT,  PD 
tt   SCHOENFELDT,  LOUIS  FRANK,  LT,  PD 

SEBEK,  ARTHUR  RAYMOND,  JR,  MSGT,  IL  SPOL 

SHANAHAN,  ROBERT  EMMETT,  LT,  OFC  OF  MUNICIPAL  INVSTGN 

49  It   SHANAHAN,  WALTER  F.,  CAPTAIN,  PD 

103  #  SHAUGHNESSY,  JOSEPH  M. ,  DEP  CHF,  PD 
133   SHAH,  WILLIAM,  JR,  DISTRICT  CMDR,  PD 

82  It   SHEEHAN,  ROBERT  E,  CPT,  PD 
151  tt   SHIELS,  ROGER  F,  MSGT,  IL  SPOL 
143   SHINNERS,  RICHARD  JOSEPH,  LT,  PD 

126   SONNEVELD,  RUSSELL  BRIAN,  AREA  CMDR,  IL  DEPT  OF  LAM  ENF 
180   STEWARD,  DOROTHY  MAE,  SGT,  PD 
143   STEWARD,  MORRIS  LAVELLE,  SGT,  PD 
184   SWARBRICK,  JEROLD  ROBERT,  LT,  PD 
126   TANNEHILL,  HARRY  ALLAN,  JR,  CPT,  PD 

132  TESMOND,  JEROME  MATTHEW,  REG  SUPR,  COOK  CO  PUB  DEF  OFC 
106  tt   THOELE,  MAURICE  E.,  SGT,  PD 

166   THOMPSON,  RONALD  GENE,  LT,  PD 
120   THOMPSON,  WAYNE  LAWRENCE,  LT,  PD 
182   TIGERA,  LUIS  C,  MSGT,  IL  SPOL 

133  TOLLEY,  JOHN  FRANCIS,  LT,  PD 
91   TOWNSEND,  JOHN  J.,  DEP  CHF,  PD 

122   UTZ,  CHARLES  ANTHONY,  CMDR,  PD 

161  It   UTZ,  JAMES  JOSEPH,  SGT,  PD 

76   VALENCIA,  FELIX  BUNOAN,  JR.,  INVESTIGATOR,  ILLINOIS  BUR 

116  VASEY,  JUDY  ROBERTS,  DET,  US  CUSTOMS 

113  VOLLAND,  JOHN  C. ,  JR.,  LT,  PD 

117  VRDOLYAK,  JOHN  JOSEPH,  SERGEANT,  PD 

155   WALSH,  WILLIAM  P,  INVSTGR,  COOK  CO  STATES  ATTY  0 

104  It   WEAVER,  JAMES  H,  JR,  CPT,  PD 
108   WELCH,  DAVID  E.,  SERGEANT,  PD 

162  WEST,  MARY  ANN,  SGT,  PD 

180   MHELEHAN,  WILLIAM  JAMES,  LT,  PD 
192   WILLIAMS,  CHARLES  LEE,  SGT,  PD 
146   WILLIAMS,  LARRY  CLARENCE,  LT,  PD 

118  WODNICKI,  EDWARD  STANLEY,  DEP  SUPT,  PD 
187   ZAVALA,  ROBERTO,  SGT,  PD 

CHICAGO  HEIGHTS 
184   SMITH,  BRIAN  CRAIG,  SGT,  PD 

50  #  SPRAGUE,  GEORGE  H.,  CHIEF  OF  POLICE 
CHICAGO  RIDGE 

196   BALDERMANN,  TIMOTHY  ALBERT,  DEP  CHF,  PD 

184   DAVIS,  DENNIS  THOMAS,  ASST  COP,  ILL  COMMERCE  COMM 

163  RIO,  MICHAEL  EMMETT,  COP 
CLARENDON  HILLS 

195   JANSKI,  RAYMOND  STANLEY,  SGT,  PD 
162   REASONER,  THOMAS  MICHAEL,  COP 
CLINTON 
102  #  PALCHAK,  JOHN  F,  LTC,  USMC,  PROVOST  MARSHALS  OF 

95  It   SMITH,  KEITH  R,  COP 

102  *  VELCHEK,  EUGENE  A,  COP 
COLLINSVILLE 

142  It   INLOW,  LONNIE  DWAIN,  MAJ,  IL  SPOL 

182  REMELIUS,  TERRY  LEE,  LT,  IL  SPOL 

132  It   RUNYON,  DAMON  LARRY,  MAJ,  IL  SPOL 
COLONA 

96  SCHROEDER,  ROBERT  H,  COP 
COUNTRY  CLUB  HILLS 

114  ANGLIN,  MELBURN  R,  INSPR  OF  POL,  PD 

171  OLSON,  LARRY  CLARENCE,  SGT,  PD 
CREST  HILL 

133  ARIAGNO,  JAMES  EDWARD,  COP 
93  It   JASKOVIAK,  DENNIS  H. ,  COP 

CRETE 

191   WALLACE,  DAVID  LEE,  COP 
CRYSTAL  LAKE 

131  tt   HARRISON,  JOHN  EVERETT,  LT,  PD 

183  LINDER,  DAVID  ROBERT,  DET  SGT,  PD 
150   NYGREN,  KEITH  RICHARD,  COP 

162   PARTH,  HOWARD  RAYMOND,  JR,  LT,  PD 
DANVILLE 
114  It   BARTECK,  ANDREW  J,  JR,  SGT,  PD 
133   CRANMORE,  JERRY  RUSSELL,  SGT,  PD 

103  HEGG,  CLIFFORD  A,  LT,  PD 

55  It   KENTNER,  STANLEY  L.,  LT,  RECORDS  AND  COMM,  PD 
DARIEN 
124  #  KOHNKE,  DAVID  EARL,  SGT,  PD 

143  MUSIAL,  EDHARD  STANLEY,  COP 
DECATUR 

172  BARTHELEMY,  MARK  DAVID,  CMDR,  PD 

187   BRIGHT,  RICHARD  LEE,  LT,  MACON  CO  SD 
198   BUCKLEY,  MICHAEL  ED,  LT,  PD 
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106  n  CHEVIRON,  MARK  J,  SPEC  DEP,  MACON  CO  SD 

129  »  FISHER,  STEPHEN  DOUGLAS,  SHF  OF  MACON  CO    „.„,,__,  _ 

148  HARTHIG,  CHARLES  RICHARD,  CHF,  DECATUR  PARK  DISTRICT  PD 

91  HOLSAPPLE,  HAROLD  L,  SHF  OF  MACON  CO 
70  »  LANGENFELD,  CLIFFORD  J.,  SERGEANT,  PD 
80  tt  LINDSTEN,  HAROLD  G.,  COP 

133  tt   MEYERS,  JOSEPH  MICHAEL,  DEP  CHF,  PD 

181  MOHEN,  MICHAEL  LEO,  LT,  PD 

153  »   RACE,  JOHN  M,  COP 

190  RYAN,  RICHARD  ANTHONY,  CMDR,  PD 

198  TALLEY,  VALDIMIR,  JR,  MSGT,  IL  SPOL 

92  tt   VAUGHAN,  PATRICK  F.,  COP 

160   HILLIAHS,  JAMES  LAHRENCE,  JR,  COP 
117  tt   HRIGLEY,  JOHN  P.,  CPT,  MACON  CO  SD 

122   DAVENPORT,  ROBERT  LOUIS,  JR,  DEP  CHF,  PD 
SKRABALA,  THOMAS  JOHN,  DEP  CHF,  PD 
STRYKER,  GARY  PAGE,  USHF,  LAKE  CO  SO 


138 
150 
DEKALB 
148 
167 
194 
173 
99 
121 

88  tt 

193 
139  tt 
109 


BERKE,  DONALD  HESLEY,  COP 
FEITHEN,  HILLIAM  EDMUND,  JR,  SGT,  PD 
GERACE,  DANIEL  DOMINIC,  SGT,  PD 
GUIMOND,  KATHLEEN  ANNE,  LT,  NORTHERN  IL  UNIV  DPS 
KAISER,  KENNETH  E.,  LT,  NORTHERN  IL  UNIV  PD 
KROSS,  CHARLES  FREDERICK,  LT,  PD 
MOSBACK,  RONALD  E.,  LT ,  PD 

PETTIT,  DEBORRAH  DENISE,  SGT,  NORTHERN  IL  UNIV  DPS 
SHENBERGER,  LARRY  FRANCIS,  SGT,  PD 
HEBSTER,  JAMES  L.,  CPT,  NORTHERN  IL  UNIV  PD 
DES  PLAINES 

89   CLARK,  ROBERT  M,  CPT,  PD 

KOZENCZAK,  JOSEPH  RAYMOND,  COP 

KUTA,  HILLIAM  JOHN,  DEP  CHF,  PD 

MEESE,  JOHN  EDHARD,  JR,  LT,  PD 

HEIGAND,  DAVID  THOMAS,  CHF,  IL  COMMERCE  COMM  POLICE 

HHITTED,  HENDALL  LAMONT,  LT,  PD 


126 

139  tt 

174 

168 

166 
DIXON 

107 

114 

115 

130 
DOLTON 

125 

143 


DUSING,  RICHARD  L.,  COP 
HAGEN,  LARRY  M. ,  LT,  PD 
OSTERGRANT,  HILLIAM  D.,  LIEUTENANT, 
HALLS,  HILLIAM  L,  JR,  SGT,  PD 


PD 


PETERSEN,  HAROLD  L,  COP 
PFOTENHAUER,  GEORGE  HENRY,  COP 
DOHNERS  GROVE 
191   BYRNE,  RAYMOND,  LT,  PD 

COMPTON,  ROGER  E,  LT,  PD 
DAVIS,  JOHN  PATRICK,  DEP  CHF 
ENGER,  TOM  L,  MSGT,  IL  SPOL 
GINEX,  RICCARDO  FRANCIS,  SGT,  PD 
GRAVES,  GEORGE  P,  COP 
HEIMER,  MARK  HILLIAM,  DEP  CHF,  PD 
ZAJAC,  NORBERT  H,  DEP  CHF,  PD 
DUQUOIN 

153   TREGO,  JEFFREY  LYNN,  CPT,  IL  SPOL 
DHIGHT 

190   HENSON,  TIMOTHY  FRANCIS,  COP 
EAGLE  RIVER 

173   HJEMVICK,  SIGURD  JOHN,  JR,  COP 
EAST  ALTON 

FRED  H,  JR,  DIR  OF  OP,  MADISON  CO  SO 
RICHARD  LAMAR,  SGT,  PD 
GEORGE  M. ,  COP 
EAST  MOLINE 

90   DEFAUH,  ADOLPH  C,  COP 

FORD,  HILLIAM  M,  LT,  PD 
HODSHIRE,  FRANK  LEE,  LT,  PD 
NIELSEN,  THOMAS  J.,  LT,  PD 
STRUBLE,  STEVEN  V,  CPT,  IL  SPOL 
SUTTON,  GARY  HAYNE,  COP 
EAST  PEORIA 
102   DAVIS,  JACK  R.,  LT,  PD 

DEATHERAGE,  STEVEN  DEAN,  SGT,  PD 
DRUIN,  HARRY  DONALD,  COP 
MORGAN,  CHARLES  CURTIS,  LT,  PD 
REINHART,  DENNIS  GEORGE,  LT,  PD 
EAST  ST.  LOUIS 

25  »  BALTEZOR,  VIRGIL,  COP 
49  tt   HINDS,  ALBERT  S,  MAJ,  IL  SPOL 
5  *  KURELAITIS,  FRANK,  SERGEANT,  PD 
EDHARDSVILLE  „t  rrnv, 

117   ASTORIAN,  ROBERT,  DIR,  PROBATION  &  CT  SERV 

CLONINGER,  GERALD  HAYNE,  LT,  SOUTHERN  IL  UNIV  PD 
FISCHER,  DENNIS  LOUIS,  CPT,  MADISON  CO  SD 
FOSTER,  CARL  C,  SEC  OFCR,  SOUTHERN  IL  UNIV 
HAYS,  REGINA  MARY,  LT,  S  IL  UNIV  AT  EDHARDSVILLE 
HERTZ,  ROBERT  JOHN,  MAJ,  MADISON  CO  SO 
OLTMANN,  JOHN  FRANCIS,  LT,  SOUTH  IL  UNIV  PD 
93  tt   PERRY,  RAYMOND  J,  CPT,  PD 
63  tt   TOFFANT,  EMIL  J,  SHF  OF  MADISON  CO 
EFFINGHAM 
171   LANGE,  JOHN  JOSEPH,  COP 

MEEK,  RONALD  JOSEPH,  SHF  OF  EFFINGHAM  CO 


110 
145 
178 
176 
81 
157 
106 


94 
176 
110 


105 
124 
109 
189 
181 


BRIGHT, 
BROHN, 
tt   URBAN, 


173 
135 
126 
190 


127 
143 
18 
194 
132 
171 


188 
ELGIN 

95  It 
168 
193 

61  n 
118  It 
112 


BAIRD,  ROBERT  L.,  COP 

COPHER,  DAVID  CARL,  LT,  PD 

DARR,  JOHN  STANLEY,  JR,  DEP  CHF,  PD 

EGGEN,  CLIFFORD  T.,  LT  OF  POL,  PD 

GRANTHAH,  ALFRED  LYCURGUS,  LT,  PD 

HEINE,  HARREN  A.,  DEPUTY  CHIEF,  PD 


96  JENSEN,  DAVID  J.,  DEPUTY  CHIEF,  PD 
102  *  LAHRENCE,  JOHN  A,  CPT,  PD 

97  #  PFORTMILLER,  HAROLD  E.,  LT,  PD 
125   PISKE,  ALLAN  EDHARD,  SGT,  PD 

ELHHURST 
158   BRADFORD,  RAYMOND  VANCE,  DET  SGT,  PD 
91  U   ERBER,  ROLAND  H. ,  LT,  PD 
96  tt   JASPER,  PAUL  L.,  JR.,  LIEUTENANT,  PD 
167   JONES,  ROBERT  DAVID,  CMDR,  PD 
151   SVOBODA,  TOM  ALBERT,  SGT,  IL  SPOL 
171   VLCEK,  JEFFREY  RAYMOND,  MSGT,  IL  SPOL 
ELMHOOD  PARK 
199   BRAGLIA,  FREDERICK  THOMAS,  COP 
4  It   HOODS,  CHARLES  E. ,  COP 
EVANSTON 

95  #  BRANDT,  GERALD  T,  CMDR,  PD 
16  tt   DREISKE,  DANIEL  ANDREH,  CPT,  PD 
134   EDHARDS,  JAMES  CHARLES,  DEP  CHF,  PD 
91   ERLANDSON,  EVERETT  M. .  DET  SGT,  PD 

154  KAMINSKI,  FRANK  J,  DEP  CHF,  PD 

98  tt   LARSON,  VERNER  J.,  LIEUTENANT,  PD 

86  tt   LOGAN,  HILLIAM  H,  JR,  COP  ,_„„„„„, 

106   SHAFFER,  DALE  F.,  DIR  OF  PUB  SAFETY,  NORTHHESTER 

55  U   SHANSON,  ALBERT  H. ,  LIEUTENANT,  PD 
EVERGREEN  PARK 
116  tt   BERGMAN,  CARL  D.  ,  ASST  CHF,  PD 
112    EVOY,  THOMAS  J.,  DEP  CHF,  PD 
178   SAUNDERS,  MICHAEL  D,  SGT,  PD 

105  SMITH,  NORBERT  F.,  CHIEF  OF  POLICE 

136  tt   VIGGIANI,  PERRY,  CHF  OF  INTERNAL  AFFAIRS,  COOK 
188   HATSON,  JOHN  ANDREH,  DEP  CHF,  PD 

155  HENDT,  HINFIELD  FREDERICK,  LT,  PD 
159   ZETT,  ROBERT  RICHARD,  SR,  SGT,  PD 

FAIRVIEH  HEIGHTS 
163   KING,  MICHAEL  DALE,  CPT,  PD 

137  PRINDABLE,  PATRICK  JOSEPH,  SGT,  PD 

99  RICHARDS,  ROGER  A.,  COP 

172   SPRINGER,  STEPHEN  MICHAEL,  CPT,  PD 
FLOSSMOOR 

121  It   BYRNES,  JAMES  ARTHUR,  LT,  PD 

167   MILLER,  HILLIAM  MICHAEL,  DEPUTY  CHIEF,  PD 

106  HILLIAMS,  MICHAEL  G. ,  COP 
FOREST  PARK 

120  tt   BROEHL,  CHARLES  HILLIAM,  JR,  LT,  PD 

103  tt   CONKLIN,  ROBERT  L,  COP 

143   LEISTEN,  GARY  STEVEN,  COP 
FOREST  VIEH 

183   DAVID,  GLENN  JOHN,  COP 
FORT  SHERIDAN 

151   LONG,  HILLIAM  MICHAEL,  CPT,  USA 
FRANKFORT 

176   PISCIA,  ROBERT  EDMUND,  SGT,  PD 

128   SANDERS,  DARRELL  LYNN,  COP 
FRANKLIN  PARK 

31  It   KOERBER,  HILLIAM  F.,  COP 
FREEBURG 

139  tt   LOGAN,  VICTOR  BELMONT,  JR,  COP 
FRFFPORT 

108   QUITTSCHREIBER,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  PD 

180   SMITH,  ROBERT  DENNIS,  LT,  PD 
GALENA 

155   PRATT,  RICHARD  HILLIAM,  COP 
GALESBURG 

85  tt   FRAKES,  JAMES  H. ,  COP 

48  tt   FULLER,  GEORGE  H.  ,  CHIEF  OF  POLICE,  PD 

122  SCHLAF,  JOHN  HOWARD,  COP 

175   SHEARER,  MARK  J,  SHF  OF  KNOX  CO, 
117   HORDEN,  THOMAS  G. ,  CPT,  PD 
GENESEO 
120   BERVID,  LOUIS  JOSEPH,  JR,  COP 
DAHSON,  LARRY  LANE,  LT,  PD 


129 
GENEVA 
197 
173 
187 
144 
177 
192 
121 


ANDERSON,  MICHAEL  JOSEPH,  CPT,  KANE  CO  SHERIFF'S  POL 
BARROHS,  DAVID  R,  SGT,  KANE  CO  SD 
BUDDE,  CHARLES  H,  COP 
BURTON,  DAVID  MARTIN,  LT,  PD 
FREGA,  JOE  GROVER,  LT,  PD 
GROMMES,  RONALD,  SGT,  KANE  CO  SO 
KIDHELL,  HILLIAM  HOLDEN,  COP 
106  tt   KLUSAK,  HILLIAM  A.,  SHERIFF  OF  KANE  CO. 
182   MARSZALEK,  JOHN  FRANK,  CMDR,  KANE  CO  SD 
156   RAMSEY,  KENNETH  RAYMOND,  SR,  SHF  OF  KANE  CO 
GIBSON  CITY 

172   HIGGINS,  DENNIS  JOSEPH,  COP 
Ci   FN  ELLYN 
175   ALSUP,  MICHAEL  BURTON,  LT,  COLLEGE  OF  DUPAGE  DPS 
150   HAMANN,  JAMES  DOUGLAS,  SGT,  PD 
88  tt   MULLANY,  JAMES  E.,  JR,  SUPT  OF  POL 
101   THIELE,  HOHARD  M.  ,  COP  „,,„, 

92   USRY,  THOMAS  N,  CHF  OF  PUBLIC  SAFETY,  COLLEGE 
n  FNCOE 
153   HARLOH,  PAUL  MARTIN,  DEP  CHF,  GLENCOE  DPS 
194   MILKS,  MIKEL  NATHANIEL,  CMDR,  PD 
GLENDALE  HEIGHTS 
113   CARROLL,  JAMES  R,  COP 

GLENVIEW  *.      „„ 

159   FILIPOHSKI,  KIRK  ALLEN,  SGT,  PD 

125   SLIVKA,  JOHN  FREDERICK,  CMDR,  PD 

185   VANDERPLOEG,  DAVID  JOHN,  SR,  CMDR,  PD 

GLENHOOD 
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131  SCHOENECK,  RUSSELL  HILLIAM,  COP 
GODFREY 

125  KNEZEVICH,  EHIN  GREY,  MAJ,  MADISON  CO  SD 
GOOD  HOPE 

142  tt   COLLINS,  HILLIAM  ROBERT,  CPT,  IL  SPOL 
GRANITE  CITY 

34  tt   BURNETT,  EUGENE  R,  COP 

126  KNIGHT,  DONALD  RAY,  COP 
GURNEE 

132  DLUHOS,  LAHRENCE  EDHARD,  COP 

183   SCHHARZ,  HENRY  JOSEPH,  DEP  CHF,  PD 
HARRISBURG 

31  *  TRAVELSTEAD,  LOREN  H. ,  CHIEF  OF  POLICE,  PD 
HARTFORD 

79  tt   PETERSEN,  HILLIAM  H,  SEC  CHF,  CHEM-CO 
HARVARD 
171   KAZY  GAREY,  DANIEL  LIONEL,  SGT,  PD 
101  *  STONE,  STANTON  E,  COP 
HARVEY 

90   KUZNIEHSKI,  MICHAEL  L.,  COP 
HAWTHORN  HOODS 

130   URRY,  WILLIAM  HOHARD,  COP 
HAZEL  CREST 

139  FEE,  PETER  JOSEPH,  JR,  LT,  PD, 
164  LENZ,  RICHARD  HILLIAM,  SGT,  PD 
106   MOORE,  HAROLD  V.,  COP 

187   OBRIEN,  EDHARD  DONALD,  SGT,  PD 

119  STRAIN,  BRUCE  HAZLITT,  JR,  SGT,  PD 
HICKORY  HILLS 

158   TARDI,  MICHAEL,  DET  CPL,  PD 
174   TROY,  ROBERT  J,  DET,  PD 
HIGHLAND  PARK 

77   BONAMARTE,  MICHAEL  F.,  JR.,  DIR  OF  PUB  SFTY 

171  DAHLBERG,  DANIEL  JOSEPH,  COP 

93  tt   SHALGREN,  NORMAN  G. ,  DEPUTY  CHIEF,  PD 
HILLSIDE 

146   ALONZO,  FRANCIS  JOHN,  CMDR,  PD 

124   ARNOLD,  LARRY  RICHARD,  LT,  PD 

164   HAMMER,  EDHARD  DONALD,  SAC,  IL  SECRTRY  OF  ST 

117  tt   JANATA,  CHARLES  RONALD,  COP 
HINSDALE 

149  ECCARDT,  JAMES  ALLAN,  SGT,  PD 
106  tt   FELBINGER,  KENNETH  L,  COP 

166   HOOGSTRA,  RONALD  CLARE,  SGT,  PD 

120  tt   OMALLEY,  ROBERT  VINCENT,  COP,  PD 
HOFFMAN  ESTATES 

140  RICHARDSON,  PAUL  DOUGLAS,  SGT,  PD 
HOME HOOD 

92   BIELFELDT,  RICHARD  A.,  LT.PD 

135  BRAUN,  RICHARD  HARRY,  LT,  PD 
73  tt   MEYER,  MELVIN  K. ,  COP 

HUNTLEY 

158  HALTERS,  RANDALL  LEE,  COP 
ITASCA 

178  tt   HARRISON,  MICHAEL  JAMES,  DEPUTY  CHIEF,  PD 
187   VOTAVA,  EDHARD  MARK,  CMDR,  PD 

JACKSONVILLE 

159  tt   COOK,  DONALD  RALPH,  COP 

174   DUVENDACK,  RANDY  LEE,  LT,  MORGAN  CO  SD 
129   JACKSON,  HENRY  GILBERT,  SHF  OF  MORGAN  CO 

113  tt   LEMME,  RENE  C,  CPT,  PD 

195   POOLE,  STEVEN  EDHARD,  CPT,  PD 

123  POTTER,  JAMES  EDHARD,  SGT,  PD 

151   RYAN,  JOHN  MICHAEL,  CHF  DEP,  MORGAN  CO  SO 

179  SNELLING,  RICHARD  NEIL,  LT,  PD 
81  tt   STAFFORD,  HILBUR  E,  COP 

136  tt   HEEKS,  THOMAS  EVERETT,  COP 

38  tt   HOODS,  ARTHUR  L.,  (SA,  FBI),  PTLM,  PD 
JERSEYVILLE 

114  BLACKORBY,  RICHARD  L.,  LT,  PD 
JOLIET 

124  BREEN,  PATRICK  JAMES,  SGT,  PD 
42   DILLON,  JOHN  T,  CPT,  PD 

172  FARMER,  DAVID  CURTIS,  LT,  PD 

121  FITZGERALD,  HILLIAM  JOHN,  DEP  CHF,  PD 
68  tt   GEORGANTAS,  ROBERT  H. ,  MAJ,  IL  SPOL 

164   GERDES,  DAVID  LAHRENCE,  DEP  CHF,  PD 
189   GORON,  DENNIS  JAMES,  SGT,  PD 
157   HAFNER,  FREDERICK  BERNARD,  SGT,  PD 
194   HAYES,  FREDERICK  HILLIAM,  JR,  SGT,  PD 
99   JOHNSEN,  JOHN  H. ,  LT,  HILL  CO  SHF  POL 
153   KOSTELNY,  KEITH  MARVAN,  SGT,  HILL  CO  SD 
105  tt   KUCINIC,  HILLIAM  E.,  CPT,  PD 
186   KUZMA,  JAMES  DAVID,  SGT,  HILL  CO  SO 
111  tt   LATZ,  GORDON  J.,  LT,  PD 
117   MAIER,  GERALD  K.,  CAPTAIN,  PD 
113   MARTIN,  PHILLIP  R.,  DEP  SHF,  HILL  CO  SO 

180  MOORE,  FREDRICK  PAUL,  SGT,  PD 

193   MORT,  HILLIAM  DALE,  SGT,  HILL  CO  SO 

161   NOHAK,  MARTIN  NESTOR,  DEP  CHF,  HILL  CO  SO 

110   SICINSKI,  KARL  A.,  LIEUTENANT,  HILL  CO.  SD 

109  tt   SICINSKI,  RAYMOND  E,  LT,  PD 

108   VANDYKE,  RAYMOND  E.,  CHF  DEP,  HILL  CO  SD 

150  HARD,  BRENDON  DENNIS,  SHF  OF  WILL  CO 
KANKAKEE 

119  *  BAUER,  DEAN  RANDOLPH,  COP 

177   JACKSON,  EDHARD  GRANT,  USHF,  KANKAKEE  CO  SD 
51  *  NELSON,  ELMER  SOREN,  SHF  OF  KANKAKEE  CO 

133  *  NUGENT,  TIMOTHY  OWEN,  COP 

121  *  SCROGGINS,  HILLIAM  FRANCIS,  SHF  OF  KANKAKEE  CO 


PD 


CMDR,  PD 
COP 


168  tt   THOMPSON,  BERNIE  CLARK,  SHF  OF  KANKAKEE  CO 
KEHANEE 

116   ANDERSON,  DAVID  M.,  COP 
LA  GRANGE 

122   CLARK,  LOREN  COLLIER,  LT,  PD 

163  tt   FRISBIE,  BRUCE  LEE,  LT,  PD 
33  *  LANGE,  HILLIAM  J.,  PATROLMAN, 

LA  SALLE 

164  KRESL,  EDWARD  JOHN,  CPT,  IL  SPOL 
LAGRANGE  PARK 

166   DREFFEIN,  THOMAS  ALAN,  LT ,  PD 
LAKE  FOREST 
176   BOONE,  ROBERT  G,  COP 
135   HIRONIMUS,  THEODORE  LEE, 
163   HOSKING,  HALTER  MICHAEL, 
78  tt   PRAIS,  BERNARD  M.,  COP 
96  tt   HALLEN,  AI.VES  E,  LT,  PD 
LAKE  IN  THE  HILLS 

175   WALES,  JAMES  ANDREW,  COP 
LAKE  ZURICH 

172   PHILLIPS,  STEVEN  JOHN,  DEP  CHF,  PD 
LANSING 

62  tt   BRASCHLER,  JOHN,  COP 

100  STANLEY,  DEAN  R.,  CHIEF  OF  POLICE 

133  HHEATON,  ROBERT  LAHRENCE,  CPT,  PD 
LAHRENCEVILLE 

99    FOSTER, 
LEBANON 

101  tt   DAWSON, 
LEMONT 

134  HEHSON, 
LEWISTOWN 

127  *  PIERCE, 
LIBERTYVILLE 
156 


DONALD  S.,  COP 

CLIFFORD  E.,  COP 

ROBERT  EDWARD,  JR,  INV  SUPV,  IL  DEPT  PROF  REGLA 

HERBERT  KENT,  SHF  OF  FULTON  CO 


BOULAND,  CHARLES  ARTHUR,  LT,  PD 

DUTTON,  JAMES  A,  INVSTGR,  LAKE  CO  MEG  UNIT 

MCCORMICK,  WILLIAM  D,  COP 

PETRUSKY,  ALLAN  JOHN,  LT,  PD 

SAYERS,  JOHN  FAUST,  CMDR,  PD 


SHF  OF  LOGAN  CO 
LOGAN  CO  SD 
INVSTGR,  LOGAN  CO  SD 


COP 


115 

92 

199 

124 

LINCOLN 

154  PATTERSON,  ROBERT  LEE, 

134  SABO,  TERRY  LEE,  SGT, 
120  *  WINTER,  GREGORY  ALAN, 

LINCOLNSHIRE 

94  LARSON,  GLENN  H. ,  COP 
193   MELVIN,  RANDALL  ADAMS, 

LINCOLNWOOD 

141  tt   DORSCH,  THOMAS  JOSEPH,  SGT,  PD 
102  *  LAPORTE,  JOHN  J.,  LIEUTENANT,  PD 
101  it   MARTIN,  DANIEL  J,  COP 

162  MEINERS,  ROBERT  PETER,  SGT,  PD 
LISLE 

137  tt   DAMICO,  MICHAEL  DAVID,  CMDR,  PD 
167    FLAHERTY,  JAMES  DONOVAN,  SGT,  PD 

156  MYERS,  RICHARD  WEST,  COP 
LITCHFIELD 

105   MARCUZZO,  HILLIAM  R,  SR,  M/SGT,  IL  SPOL 

187   SCHAPPAUGH,  KATHLEEN  ANN,  LT,  IL  SPOL 
LOCKPORT 

177   ANTOLE,  JAMES  JOSEPH,  COP 
91   MILLER,  ROBERT  P.,  COP 
LOMBARD 

186   DILLENKOFFER,  KARL  VAN,  DEP  CHF,  PD 

142  GARBERS,  RONALD  CLARENCE,  DEP  CHF,  PD 

135  tt   HOGAN,  HILLIAM  DOUGLAS,  COP 
LOVES  PARK 

151  JOHNSON,  DONALD  EUGENE,  LT,  PD 
131   LINDBERG,  DARRYL  FREDERICK,  COP 
185   PUCKETT,  JAMES  RICHARD,  SGT,  PD 

LYNWOOD 
123  tt   DEMAIO,  PETER  MARION,  JR,  COP 
158   SZYMANSKI,  GREGORY  ROBERT,  COP 

LYONS 
197 

MACOMB 

157  tt 
177 
170 

MAHOMET 

199   KELLEY,  DAVID  ALLEN,  COP 
MAKENA 

92 
MARION 

128 

128  tt 

120 
MARISSA 

140  tt   SIEVERS,  ALVIN  JAMES,  COP 
MARSEILLES 

185   STEVENSON,  GERALD  WAYNE,  COP 
MARSHALL 

155  CRUMRIN,  HILLIAM  DAN,  SHF  OF  CLARK  CO 
MATTESON 

148   DREHS,  RANDALL  ERLE,  CMDR,  PD 

163  OKEEFE,  KENNETH  EDHARD,  CMDR,  PD 
MAYHOOD 

160   BRYANT,  BILLIE  JO,  SGT,  COOK  CO  SO 

115   BUCKENDAHL,  CLARKE  J.,  SGT,  COOK  CO  SHF  PD 

95  tt   DUCHARME,  MARTIN  L.,  CPT,  COOK  CO  SD 

152  tt   FRANCIS,  MARVIN  ANDREH,  LT,  IL  SPOL 


RITZ,  JAMES  DAVID,  SGT,  PD 

OLIVER,  NOEL  DEAN,  CPT,  IL  SPOL 
SMITH,  MICHAEL  LAHRENCE,  MSGT,  IL  SPOL 
HILLIAMS,  STEVEN,  COP 


GAMACHE,  KENNETH  P,  COP 

JOOST,  MONICA  MARIE,  MSGT,  IL  SPOL 
LEMME,  LOUDENE  RILEY,  CPT,  IL  SPOL 
MOSS,  TIM  MICHAEL,  INSPR,  IL  SPOL 
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179  HOULIHAN,  JAMES  THOMAS,  SGT ,  COOK  CO  SO 

112  H  HUNT,  JAMES  M,  SGT,  COOK  CO  SHF  PD 

153  JACKSON,  ARTHUR,  LT,  COOK  CO  SO 

122  JACKSON,  RONALD,  CPT,  COOK  SO  SHF  POL  DEPT 

155  JANOSZ,  JERALD  J,  LT,  COOK  CO  SHF  PD 

169  KULOVITZ,  ALAN  THOMAS,  LT,  COOK  CO  SHF/PD 

175  MCGEE,  PATRICK  JOSEPH,  SGT,  COOK  CO  SO/PD 

84  NEHMAN,  THOMAS  M. ,  MAJ,  COOK  CO  SD 

130  NICOSIA,  GEORGE  JOSEPH,  ASST  CHF,  COOK  CO  SD 

188  REHERS,  KENNETH  HAYNE,  DIR  BOMB  SQUAD,  COOK  CO  SO 

173  RITA,  JOHN  D,  JR,  INSPR,  COOK  CO  SHF  PD 

181  SCHENK,  CHARLES  PAUL,  INSPR,  COOK  CO  SHERIFF  PD 

96  VANICK,  HOHARD  R.,  LIEUTENANT,  COOK  COUNTY  SHERIF 
HEBB,  AMMON  V.,  SERGEANT,  PD 


32  tt 
MCHENRY 

146    DONAHUE,  RAYMOND  JOSEPH,  LT 
115   JOYCE,  PATRICK  J,  COP, 
156   HIGMAN,  GARY  RONALD,  LT,  PD 
METAMORA 
194   COMRIE,  JAMES  KENNETH,  CPT, 
KARSTED,  KEITH  EDHARD,  CPT, 


139 

137  tt 
MILAN 

134 
MOKENA 

140 

162 
MOLINE 

162 

177 
91  tt 
50  * 

149 

188 
90  tt 


PD 


IL  SPOL 
IL  SPOL 


TURNER,  JOHN  HILLIAM,  LT,  IL  SPOL 

BARAKS,  DENNIS  FREDERICK,  COP 

MCFADDEN,  RICHARD  JAMES,  COP 
POLLAK,  STEPHEN  JOHN,  COP 


DAVIDSON,  HAROLD  DEAN,  LT,  PD 
ETHERIDGE,  FLOYD  STEVEN,  COP, 
MILLETT,  F.  DAVID,  COP 

PETERSEN,  GLENN  L.,  DETECTIVE  SERGEANT,  PD 
REXROTH,  KENNETH  DALE,  LT,  PD 
SCHHELZER,  BARRY  JOSEPH,  LT,  PD 
SMAHA,  THOMAS  L.,  COP 
MONMOUTH 
170   BROOKS,  DAVID  LELAND, 
JOHNSON,  ROY  LEE,  CHF 


156 

MORRIS 

176 

168 


LT,  PD 
LAKE  CO  FOREST  RESERVE 


HAYSE,  HAYNE  DOUGLAS,  COP 

OLSON,  JAMES  LEE,  SHF  OF  GRUNDY  CO 

5      MORTON  GROVE 
181    PANTALEO,  FRANK,  CMDR,  PD 
155   REDMAN,  HARVEY  R,  CMDR,  PD 
107  tt   SCHEY,  LORENZ  0,  JR,  COP 
v      MOUNT  PROSPECT 

76  tt   HOMOLA,  JOHN  M,  JR,  LT,  PD, 
184   RICHARDSON,  RONALD  ERROL,  DEP  CHF,  PD 
MOUNT  VERNON 
192   CAMPBELL,  LEN  VERLON,  CMDR,  IL  SEC  OF  SPOL 
59  tt   DEDMAN,  FRED  E,  COP 
186    LAMAR,  STEPHEN  HAYNE,  CPT,  PD 
140   PRICE,  HILLIAM  EARL,  CPT,  IL  SEC  OF  SPOL 
J       MUNDELEIN 

194    EUGENIS,  CAMERON  PETER,  CMDR,  PD 
174   PENDER,  PATRICK  THOMAS,  LT,  PD 

161  ROSE,  RAYMOND  JOHN,  JR,  COP 
MURPHYSBORO 

124  tf   BUSCH,  THOMAS  STEPHEN,  LT,  PD 

150   KILQUIST,  HILLIAM  JON, 

146    NESLER,  JAMES  STEPHEN, 

174   TEAS,  MICHAEL  HILLIAM, 
NAPERVILLE 

154   DIAL,  DAVID  EARL,  COP 

172   MARSHALL,  ROBERT  HAYNE,  CPT, 
97   RIPSKY,  JON  A,  CPT,  PD 

104  tt   ROHE,  RICHARD  M. ,  SGT,  PD 

159    SHAFER,  PAUL  STEVEN,  LT,  PD 
NEH  ATHENS 

93   HART,  RICHARD  D,  COP 
NEH  BADEN 

177    ARRINGTON,  JIMMY  EARL,  SGT,  PD 

162  RILEY,  H  MICHAEL,  COP 
NEH  LENOX 

111   ANDERSEN,  LAHRENCE  F,  SGT,  PD 
KLIER,  DENNIS  DEAN,  CMDR,  PD 
OLDENDORF,  KENNETH  EDHIN,  DEP  CHF,  PD 


SHF  OF  JACKSON  CO 
SGT,  JACKSON  CO  SD 
LT,  JACKSON  CO  SD 


PD 


197 
156 

NILES 

177 

113  tt 

135 

168 
98  tt 
NORMAL 

134 
54  * 

186 

122  tt 

128  tt 

165 


FRYKSDALE,  JOHN  ERIC,  CMDR,  PD 
GIOVANNELLI,  RAYMOND  L,  COP 
LOVERDE,  VI TO  PAUL,  SGT,  PD 
SHEEHAN,  GERALD  PATRICK,  COP,  PD 
STANKOHICZ,  MARTIN  J.,  CMDR,  PD 


CLARK,  HALTER  DUANE,  SR,  COP 

CORNELL,  MAX  L.,  ASST  SUPV  OF  SEC  AND  TRAFFIC, 

CRUTCHER,  KENT  DANIEL,  ASST  CHF,  PD 

LEHR,  DAVID  CHRISTIAN,  COP 

SADLER,  DANNY  LEE,  LT,  PD, 

SPEERS,  GARY  GLENN,  LT,  PD 
NORTH  CHICAGO 

98   CHRAPKOHSKI,  EDHARD,  LT,  PD 
101    MILLIMAKI,  ROBERT  H. ,  SERGEANT, 
NORTHBROOK 
118    ARTHURS,  RAYMOND  E,  COP 
186   GREEN,  MICHAEL  DAVID,  SGT,  PD 
104   HOLEM,  JAMES  B.,  CMDR,  PD 
140   JONES,  ROBERT  GENE,  DEP  CHF,  PD 
175   LISCHETT,  HARREN  JAMES,  DEP  CHF, 
118   SADOHSKI,  RAYMOND  HALTER,  CMDR, 
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PD 


PD 
PD 


NORTHFIELD 

95  #  KLATZCO,  RICHARD  D. ,  COP 
104  *  LANTZ,  DONALD  P,  DEP  CHF,  PD 
192   LUSTIG,  HILLIAM  KENNETH,  DEP  CHF,  PD 
125   HAGNER,  GEORGE  AMBROSE,  COP 

OAK  BROOK 
152   CARLSON,  RONALD  BERNARD,  LT,  PD 

109  tt  CEREN,  ALBERT  G.,  JR.,  COP 
163  FLEMING,  JAMES  ROBERT,  COP 
123  tt   JANIK,  JOHN  ROBERT,  LT,  PD 

OAK  FOREST 

197   KOCH,  JOHN  ROYAL,  COP 
OAK  LAHN 

138  tt   DOYLE,  TIMOTHY  JOHN,  CPT,  PD 
91  It   KUMMER,  GEORGE  E.,  ASST  CHF,  PD 

150   MACKE,  ROBERT  JOSEPH,  SGT,  PD 
71  tt   MUNCH,  HARRY  A.,  CPT,  PD 

183   RASPOVICH,  KEITH  ALAN,  DET  SGT,  PD 

169   SMITH,  ROBERT  VINCENT,  JR,  LT,  PD 
OAK  PARK 

195  AMBROSE,  ANTHONY  LOUIS,  CMDR,  PD 
100   BOEKER,  GILBERT  J.,  SGT,  PD 

135   BRIGGS,  PAUL  ARCHER,  JR,  LT,  PD 
199   BROSNAN,  MICHAEL  JOHN,  SGT,  PD 
120  #  DAH,  MARGARET  MARY,  LT,  PD 
100  tt   GRAMS,  ARTHUR  G,  COP 
162   KENNEDY,  FRANCIS  JOSEPH,  SGT,  PD 

56   PETERSON,  RAYMOND  H. ,  LIEUTENANT,  PD 
114   POTTER,  GARY  G. ,  LIEUTENANT,  PD 

54  tt   SOMMER,  ANTONE  J.,  LT,  PD 
189   TANKSLEY,  RICKIE  CONRAD,  DEP  CHF,  PD 
OAKBROOK  TERRACE 

196  COLLINS,  MARK  ROBINSON,  COP 
OFALLON 

167   SLAZINIK,  DON,  COP 
180   STOVER,  JAMES  MICHAEL,  LT,  PD 
OLYMPIA  FIELDS 

110  tt   UNGER,  FRED  M. ,  COP 
OREGON 

111 
140 
129  * 
178 
198 


BROOKS,  GERALD  D.,  SHF  OF  OGLE  CO  SD 
CASH,  DARRELL  GENE,  LT,  OGLE  CO  SD 
DRYMILLER,  JAMES  JOHN,  CPT,  OGLE  CO  SD 
JULY,  CURTIS  ALAN,  CPT,  OGLE  CO  SD 
MURRAY,  TODD  RAYMOND,  SGT,  OGLE  CO  SD 
ORLAND  PARK 
165   DOHLING,  JAMES  ROBERT,  DEP  CHF,  PD 
KASZUBSKI,  HALTER  JOSEPH,  CMDR,  PD 
OKON,  GREGORY  HENRY,  SR,  CMDR,  PD 
RABIDEAU,  CHARLES  WILLIAM,  COP 
SCHMIDT,  DAVID  JAMES,  LT,  PD 
SOUKUP,  ROBERT  EDHARD,  CMDR,  PD 


146  tt 

187 

149 

118  tt 

142 
OSHEGO 

154 

114  # 

192 

133 
OTTAHA 

170 

128 

129 


BENNETT,  JAMES  FRANCIS,  JR,  CPT,  PD 
GOINS,  DAVID  L.,  CHF,  VILLAGE  OF  OSHEGO  PD 
PLOCK,  STEVEN  EUGENE,  CPT,  PD 
WUNSCH,  ROBERT  ARNOLD,  COP 


CRANE,  MICHAEL  DEAN,  LT,  LASALLE  CO  SD 
GOVERO,  THOMAS  EDHARD,  CPT,  PD 
TEMPLETON,  THOMAS  JAMES,  CPT,  LA  SALLE  CO  SD 
PALATINE 

93  BRATCHER,  JERRY  D. ,  COP 

175   KOZIOL,  JOHN  ANDREH,  SGT,  PD 
112   MCDONALD,  MICHAEL  J.,  JR,  COP 

136  MCGREGOR,  JACK  HILSON,  DEP  CHF,  PD 
199   OPITZ,  BRYAN  W,  SGT,  PD 

PALOS  HEIGHTS 

137  JUCKINS,  CONRAD  JOHN,  JR,  INVSTGR  IN  CHARGE,  PD 
144   PIERCE,  HILSON  HERBERT,  SA,  IL  SPOL 

94  POWERS,  REED  M,  COP 

125   RUEHL,  RUSSELL  FRED,  SGT,  PD 

166   TURNER,  HILLIAM  MICHAEL,  SGT,  PD 
PALOS  HILLS 

104   KELSO,  MICHAEL  D.,  SA,  NATB 

175   PETERSON,  LESTER  STEPHEN,  DIR,  DPS  MORAINE  VLY  COMM  COL 
PALOS  PARK 

174   HOLUB,  MICHAEL  ALAN,  COP 
PARK  FOREST 

94  tt   FUENTES,  MAURICE,  JR.,  LT,  PD 
87  tt   HAMBY,  WILLIAM  I,  COP 

151   MAEYAMA,  ROBERT  G,  COP 

179   MCNAMARA,  MICHAEL  ALAN,  SGT,  PD 

111  tt   RICE,  JAMES  E,  COP 

161    HHEATLEY,  RONALD  WILLIAM,  CMDR,  PD 
PARK  FOREST  SOUTH 

120   DOOLEY,  MICHAEL  FRANCIS,  COP 
PARK  RIDGE 

188   CAUDILL,  JEFFREY  S,  DEP  CHF,  PD 

144   COLANGELO,  ROBERT  ROY,  COP 

165   LOHEN,  ROBERT  WILLIAM,  JR,  LT,  PD 

133  tt   TEUNE,  GEORGE  JOHN,  DEP  CHF,  PD 
PARKLAND 

169   LIST,  STEVEN  W,  DIR,  DPS 
PECATONICA 

186   CARPER,  DIANE  GAIL,  CPT,  IL  SPOL 
PEAT,  RAY  A.,  CPT,  IL  SPOL 


100  tt 
PEKIN 
189 
91  tt 
110 


BASSETT,  CHARLES  WILLIAM,  DEP  CHF,  PD 
DONAHUE,  JAMES  R.,  SHF  OF  TAZEWELL  CO 
FARDEL,  JOHN  H.,  CAPTAIN,  PD 


204 


ILLINOIS  -  ILLINOIS 


174   LANDRITH,  PATRICK  JAMES,  SGT,  TAZEHELL  CO  SD 

108  *  RICHMOND,  HARVEY  F,  CHF  DEP  SHF,  TAZEHELL  CO  SD 
62  tt   SMITH,  DONALD  EDHARD,  COP 

PEORIA 
138  tt   BERRY,  ANTHONY  CARL,  LT,  PD 
197   BOGUSEVIC,  JANICE  CAROL,  MSGT,  IL  SPOL 

191  BUTTON,  MICHAEL  DEAN,  ASST  CHF,  PD 
167   DICKERSON,  DANIEL  PATRICK,  LT,  PD 

152  GRAY,  LARRY  DUANE,  CPT,  PD 

138  tt   HIBSER,  PAUL  JOSEPH,  LT,  PD 

33  tt   JOHNSON,  GEORGE  E.,  IDENT  OFCR,  PEORIA  CO  SO 
196   KONVALINKA,  JEFFREY  ALAN,  LT,  PEORIA  CO  SD 

91  tt   LAYMAN,  GERALD  L,  CAPTMN,  PD 
196   PAPIS,  EDHARD,  LT,  PD 

109  tt   PISANO,  SAL,  SUPT,  PD 

137   STENSON,  JOHN  HILLIAM,  CPT,  PD 

179   THEOBALD,  RONALD  CLARK,  LT,  PD 

187   VOEGELE,  JERRY  LEE,  LT,  PD 
PEORIA  HEIGHTS 

107   MCCOY,  MICHAEL  D,  CHF  DEP,  PEORIA  CO  SO 
PITTSFIELD 

169   YOUNT,  AUGUST  MAPLE,  JR,  CHF  INVSTGR,  STATE'S  ATTY  OFC 
PLAINFIELD 

134   BENNETT,  DONALD  EUGENE,  COP 

182    EITING,  MARK  ALLAN,  LT,  PD 
PONTIAC 

148  tt   APER,  FLOYD  HAROLD,  CPT,  IL  SPOL 
59  *  HARMS,  WILLIS  R.,  SHF  OF  LIVINGSTON  CO  SO 

161    LINDSEY,  ALVIN  GERALD,  COP 

185   SCHLOSSER,  DONALD  EUGENE,  ASST  CHF,  PD 
PRINCETON 

52   DUFFIELD,  H.  C,  COMR,  PUB  HEALTH  AND  SFTY 

169   THOMPSON,  JOHN  EDHARD,  DEP  CHF,  BUREAU  CO  SD 
PROSPECT  HEIGHTS 

87    BONNEVILLE,  ROBERT  B.,  COP 

176   MORRIS,  BRUCE  ANTHONY,  DEP  CHF,  PD 
QUINCY 

90  tt   CAPPS,  DONALD  C,  CPT,  PD 

165  CRAMER,  HARRY  LESLIE,  DEP  CHF,  PD 
176   DEVOSS,  MICHAEL  DUANE,  COP 

54  tt   FICHTER,  JOHN  G. ,  SHF  OF  ADAMS  CO 

192  FINNEY,  ROBERT  THOMAS,  II,  DEP  CHF,  PD 
10  *  HUSSONG,  GEORGE  H. ,  DETECTIVE,  PD 

93  tt   LAMB,  HAROLD  E,  CAPTAIN,  PD 
145   MCCOY,  JON  MARK,  CHF  DEP,  ADAMS  CO  SD 

157  NALL,  ROBERT  EUGENE,  SHF  OF  ADAMS  CO 
141  tt   HILSON,  JOHN  MICHAEL,  COP 

RANTOUL 

139  CARTER,  EDDIE,  LT,  PD 
155   JONES,  ALLEN  LE,  COP 

166  tt   KILHOFFER,  THOMAS  J,  LT,  IL  SPOL 
113  tt   LINDZY,  THOMAS  C,  COP 

178   MCLEMORE,  RONALD  LARRY,  SGT,  PD 
86  tt   QUICK,  ELDON  L,  COP 
RI CHMOND 

133  MAYER,  ANDREW  HILBERT,  COP 
RIVER  FOREST 

68  tt   AHRENS,  FRANK  H. ,  COP 

153  CASTANS,  STEVEN  EMMETT,  CHF,  COOKE  CO  FOREST  PRESERVE 
127  #  COSCINO,  NICHOLAS  MARTIN,  COP 

124   LAVENHAGEN,  TERRANCE  ROBERT,  CMDR,  COOK  CO  FOREST  PERSE 

103  SAMUEL,  RICHARD  M. ,  COP 

158  SCHAUER,  CHARLES  ALBERT,  SGT,  PD 
RIVER  GROVE 

134  OHALLEN,  ROBERT  EARL,  JR,  COP,  PD 
RIVERDALE 

199   AMSDEN,  DANIEL  BERNARD,  LT,  PD 
171   OCONNELL,  MICHAEL  JOHN,  COP 
185   SHILLING,  DAVID  WARREN,  COP 

145  WALKER,  JOSEPH  MICHAEL,  SGT,  PD 
RIVERSIDE 

155   AUGUSTINE,  JOHN,  SGT,  PD 
ROCHELLE 

104  BRASS,  WINSTON  J.,  COP 

121   HAGGESTAD,  KEITH  PETER,  LT,  PD 

123  PRESTON,  THOMAS  GLENN,  SGT,  PD 
ROCK  FALLS 

120  *  DILLOW,  DENNIS  ALAN,  DET,  PD 
119   FLOSI,  STEVEN  EUGENE,  LT,  PD 
139   MANGAN,  RAYMOND  LEACH,  JR,  LT,  PD 
90   SMITH,  DONALD  L.,  DIR,  NORTHWEST  IL  CRIM  JUSTICE 

146  THOREN,  LARRY  GLENN,  COP 
ROCK  ISLAND 

118  tt   BOTE,  GLENNIS  PAUL,  CPT,  PD 

90   CHERRY,  ROBERT  P.,  CPT,  PD 
191   CHISHOLM,  JEFFREY  STEVEN,  LT,  ROCK  ISLAND  CO  SD 
185    FISHER,  RICHARD  FRANCIS,  CPT,  ROCK  ISLAND  CO  SD 

97    FURST,  CARROLL  M,  CHF  INVSTGR,  ROCK  ISLAND  CO  SH 

147  GRCHAN,  MICHAEL  LEE,  SHF  OF  ROCK  ISLAND  CO 
153   LAWRENCE,  LARRY  RICHARD,  CPT,  PD 

28  tt   MAYNARD,  EARL  R.,  CHF  OF  DET,  PD 
83  tt   MCGUIRE,  ROY  E,  CPT,  PD 

74  tt   MEYERS,  CHARLES  L.,  JR.,  COP 
150   SCOTT,  ANTHONY  ROY,  COP 
ROCKFORD 
157   ANDERSON,  JAMES  WILLIAM,  LT,  PD 

124  tt   BELTER,  OTTO,  JR,  SGT,  PD 

29  tt   BREWER,  HOWARD  G. ,  CPT,  PD 
145   CURTIS,  ALAN  LEE,  COP 

175   DERICCO,  JAMES  JOSEPH,  CPT,  IL  SPOL 


196 

138 

192 

94 

50 

100 

191 

90 

187 

195 

199 

189 

102 

117 

147 

113 

130 

97 

196 

103 

162 

153 

137 

112 

141 

94 

80 

97 

54 

111 

133 


DIGIORE,  DENNIS  G,  LT,  SEC  OF  IL  SPOL 

DITZLER,  KENNETH  ALLEN,  LT,  WINNEBAGO  CO  SHF  POL 

EKEDAHL,  DAVID  WILLIAM,  SGT,  PD 

ENGLAND,  FRANK  M. ,  LT,  WINNEBAGO  CO  SD 

FRIBERG,  LEONARD  A.,  SHF  OF  WINNEBAGO  CO 

GALVANONI,  RICHARD  J,  LT,  PD 

GENENS,  JOHN  BART,  SGT,  PD 

GESSNER,  JACOB  E.,  LIEUTENANT,  PD 

GETTY,  THEODORE  RUSSELL,  SGT,  PD 

JOHNSON,  STEVEN  ALAN,  SGT,  PD 

JONES,  P  STEVEN,  SGT,  PD 

LINDMARK,  GREGORY  GERALD,  SGT,  PD 

LINDOUIST,  RICHARD  A,  CPT,  PD 

LUHRS,  PETER  J.,  SERGEANT,  PD 

MAITLAND,  GARY  LEE,  MAJ,  WINNEBAGO  CO  SO 

MATTOCKS,  ROBERT  A.,  SERGEANT,  PD 

MAYER,  GORDON  LEWIS,  SGT,  PD 

MEYERS,  RICHARD  A,  DEP  CHF,  WINNEBAGO  CO  PD 

MORRIS,  JEFFREY  SCOTT,  ASST  DEP  CHF,  PD 

PETERSON,  ALLEN  C,  LT,  PD 

PICKETT,  LAVERNE  F,  LT,  PD 

SCHULTZ,  LARRY  LEE,  CHIEF  DEPUTY,  WINNEBAGO  CO  SD 

SMITH,  ROGER  TYRRELL,  SGT,  PD 

SNYDER,  KENNETH  M. ,  SERGEANT,  PD 

VITALE,  PETER  JOSEPH,  SGT,  PD 

WALKER,  JOSEPH  F.,  LIEUTENANT,  PD 

WATSON,  CHARLES  R.,  LIEUTENANT,  PD 

WEEKS,  JOHN  J,  CPT,  PD 

WEIR,  GEORGE  F.,  CAPTAIN,  PD 

WENSKUNAS,  THOMAS  M,  SGT,  SEC  OF  STATE'S  POL  DIV  OF 

WORLEY,  JON  BILLY,  SGT,  WINNEBAGO  CO  SHERIFFS  POL 


ROLLING  MEADOWS 
116   APONTE,  GERALD  M,  COP 
143  tt   BALLANTINE,  DONALD  ALLAN 
58  tt   CASE,  LEWIS  R.  ,  COP 
172   LARSSON,  DOUGLAS  ROBERT, 
191   WAITZMAN,  JOSEPH  WARREN, 
ROMEOVILLE 
155   BARTO,  ANDREW  JOSEPH,  LT, 
DUBS,  SCOTT  LOUIS,  LT,  PD 
FAWVER,  PAUL  I.,  SERGEANT,  PD 
ROCHA,  RAMON  E.,  CMDR,  ADMIN  DIV 
STARKE,  ROBERT  GEORGE,  COP 


DEP  CHF,  PD 

DEP  CHF,  PD 
CMDR,  PD 

PD 


179 
99 

101 

123 
ROSELLE 

190   DEMPSEY,  PATRICK  ROBERT,  SGT, 

147    EDDINGTON,  RICHARD  T,  JR,  COP 

179   LEE,  JIMMY  ALLEN,  JR,  SGT,  PD 
94  tt   LITES,  DAYLE  E.,  COP 
ROUND  LAKE 

145   TRKOVSKY,  JOSEPH  LEONARD,  COP 
ROUND  LAKE  BEACH 


PD 


189 
SALEM 
118  tt 
115  tt 

82 

91  # 


SIMONCELLI,  JAMES  MICHAEL,  DEP  CHF,  PD 


BETZLER,  GARY  ELDEN,  COP 

KRUEGER,  WILLIAM  A,  COP 

SANDERS,  CHARLES  R. ,  SHERIFF,  MARION  COUNTY 

WESTMAN,  ROBERT  L,  COP 
SANDWICH 

161   OLSON,  RICHARD  ALLEN,  COP 
SAVANNA 

109  MOORE,  JAMES  P.,  JR.,  COP 
SCHAUMBURG 

121   ALLEY,  KENNETH  ROSCOE,  COP, 

168   CASLER,  RICHARD  SANDERS,  COP,  PD 

105  tt   DILLON,  JAMES  J.,  CPT,  PD 

110  tt   HAMMOND,  ROBERT  M,  COP, 

186   JOHNSON,  CLIFFORD  STANLEY,  CPT,  PD 
191   PALMER,  JAMES  BOYD,  COP, 
171   POPE,  EDWARD  JOSEPH,  LT,  PD 
SCOTT  AFB 


171 
179 
103 
166 

98 

106  tt 

SILVIS 

170 
SKOKIE 
100  tt 

61 

93 

83 
137 
169 


CHEYNE,  BARRY  ROBERT,  MAJ,  USAF 

COLEMAN,  KERRY  TODD,  MSGT,  USAF 

DAVIS,  RICHARD  R,  MSGT,  USAF  SEC  POL 

HARRIS,  PAUL  DAVID,  1LT,  USAF 

STOCKS,  SAMUEL  E,  COL,  USAF 

WEBSTER,  ARTHUR  T,  MAJOR,  USAF  SECURITY  POLICE 

HEALY,  JAMES  JOSEPH,  COP 


ADAMS,  JERRY  W.,  LT,  PD 
CHAMBERLAIN,  KENNETH  B,  COP 
CLARK,  JAMES  A.,  SGT,  PD 
KOZUB,  BERNARD  J,  SGT,  PD 
OKEEFE,  PHILIP  LEON,  LT,  PD 
SILVERBERG,  BARRY  PHILIP,  SGT,  PD 
SLEEPY  HOLLOW 

180   MONTALBANO,  JAMES  MICHAEL,  COP 
SOUTH  BARRINGTON 

190   DEEGAN,  MICHAEL,  SGT,  PD 
SOUTH  ELGIN 

80  tt   HANSEN,  JAMES  A.,  COP 
SOUTH  HOLLAND 
125   SMITS,  DENNIS  LEE,  COP 
172   ZAJESKI,  DANIEL  MYRON,  JR,  DEP  CHF,  PD 
SPARTA 

166   ASHLEY,  THOMAS  EDWARD,  ASST  CHF,  PD 
SPRING  GROVE 

168   REGNIER,  DONALD  JAMES,  COP 
SPRINGFIELD 
172   ASHBY,  GARY  GENE,  LT,  IL  SPOL 
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t 
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I 
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111 

98 

154 

37 

131 

112 

195 

87 

195 

151 

144 

168 

131 

145 

130 

35 

101 

106 

126 

23 

136 

195 

184 

147 

192 

141 

135 

187 

197 

151 

53 

75 

150 

104 

131 

169 

193 

127 

107 

126 

92 

125 

165 

116 

149 

53 

49 

76 

182 

122 

192 

146 

103 

180 

61 

118 

151 

170 

159 

193 

52 

78 

62 

166 

85 

129 

142 

115 

102 

121 

141 

123 

178 

101 

125 

71 

191 

176 

152 

191 

183 

198 

112 

98 

191 

181 

55 

41 

127 

9 

163 

189 

199 

182 


BAIRD,  LYNN  E,  CMDR,  IL  ATTY  GENERAL 

BARNETT,  HILLIAM  F,  DIR  OF  PUB  SFTY,  SANGAMON  ST  U 

BEAGLES,  MICHAEL  S,  SGT,  IL  SPOL 

BOURN,  RALPH  R.,  HEAPONS  INSTRUCTOR,  IL  SPOL 

80HHAN,  DENNIS  HAYNE,  CPT,  IL  SPOL 

BOYER,  EARL  L,  CPT,  IL  SPOL 

BRUNSMAN,  KARL  KENT,  CMDR,  PD 

BURGE,  HARRY  D,  SUPT,  IL  SPOL 

CALDHELL,  RALPH  ARTHUR,  JR,  LT,  PD 

CASS,  RICHARD  CARL,  SGT,  IL  SPOL 

CHARLSON,  LAHRENCE  GLEN,  II,  LT,  IL  SEC  OF  SPOL 

CIHAROSSA,  JAMES  THEODORE,  ASST  CHF,  PD 

CONHAY,  THOMAS  PAUL,  SGT,  PD 

CRITES,  ROBERT  LEE,  CPT,  IL  SPOL 

DAKIN,  JOSEPH  TIMOTHY,  SUPT,  IL  SPOL 

DAVIDSON,  EDHARD  H. ,  LT,  IL  SPOL 

DODSON,  ERNEST  E,  CHF,  SI  PARK  DIS 

DOHDY,  LARRY  R,  DEP  SUPT,  IL  SPOL 

DUNN,  RICHARD  EDHARD,  INSPR,  IL  SPOL 

ELLSHORTH,  HAROLD  L.,  ASST  DIR,  IL  DEPT  OF  CNSRVTN 

ERDMANN,  DAVID  RICHARD,  CPT,  IL  SPOL 

ERICKSON,  JULIE  MICHELE,  MSGT,  IL  SPOL 

FIDLER,  GORDON  CARL,  LT,  IL  SPOL 

GERICKE,  PETER  ANTHONY,  LT,  IL  SPOL 

GILES,  SCOTT  EDHARD,  MSGT,  IL  SPOL 

GLEASON,  MARK  BRYCE,  SGT,  LELAND  GROVE  PD 

GRAVES,  JOHN  LESLIE,  CMDR,  PD 

HALEY,  ROBERT  HAYNE,  MSGT,  IL  SPOL 

HARMS,  MARK  ALAN,  LT,  PD 

HARRIS,  JOHN  HILSON,  COP 

HEAFNER,  JOHN  M. ,  ASST  DIR,  IL  POL  TNG  BOARD 

HOOVER,  FRANK  M,  CPT,  PD 

HOPPER,  JARED  IRHIN,  CPT,  IL  SPOL 

HOUGHTBY,  CHARLES  E,  CPT,  IL  SPOL 

HOHLETT,  ROBERT  JOSEPH,  CMDR,  IL  SEC  OF  SPOL 

HUGGINS,  LARRY  STEPHEN,  MSGT,  IL  SPOL 

HUGHES,  DANIEL  RICHARD,  LT,  PD 

ICE,  MONICA  SHANNON,  LT,  IL  SPOL 

KASCH,  GEORGE  R.,  LT,  IL  SPOL 

KETTLEKAMP,  TERESA,  COL/DEP  DIR,  IL  SPOL 

KOSKEY,  STEVE  A,  ASST  CHF,  PD 

KRATZER,  CHRISTOPHER  JAMES,  DEP  CHF,  SANGAMON  CO  SD 

LAGROH,  HALTER  L,  CPT,  IL  SEC  OF  SPOL 

LANDERS,  JOHN  G,  CPT,  IL  SPOL 

LARSEN,  LOREN  LEE,  CHF  DEP,  SANGAMON  CO  SD 

LEHHANN,  DONALD  J.,  CAPTAIN,  IL  SPOL 

LITTLE,  BEN  E.,  COP 

LOHDER,  OREN  C,  DEP  SUPT.  IL  SPOL 

LUCAS,  TERRY,  LT,  IS  ATTY'S  OFC 

MARLIN,  GENE  POOL,  DIRECTOR,  IL  SPOL 

MASSE,  HAROLD,  LT,  IL  SPOL 

MCCARTY,  DONALD  EUGENE,  SGT,  PD 

MCGREH,  CARROLL  R,  CPT,  IL  SPOL 

MCKINNEY,  MICHAEL  ROBERT,  ASST  TO  DEP  DIR,  IL  DEPT  OF  C 

MERCURIO,  RICHARD  J.,  EXEC  II,  IL  GOVT  LE  TNG  BOARD 

METCALF,  KENNETH  RAY,  MAJ,  IL  SPOL 

MILLER,  ROBERT  DEAN,  JR,  CHF,  COMMERCE  COMM  POL 

MILLER,  STEPHEN  JOHN,  CPT,  IL  SPOL 

MITCHELL,  DONALD  HAYNE,  CMDR,  PD 

MOODY,  REBECCA  JANE,  MSGT,  IL  SPOL 

MORRIS,  HILLIAM  H. ,  SUPT,  IL  SPOL 

MOSHER,  HILLIAM  V.,  CPT,  IL  SPOL 

MOHERY,  FRANCIS  H.  ,  CAPTAIN,  ILLINOIS  STATE  POLICE 

OLDANI,  MARK  ANTHONY,  TRPR,  IL  STATE  POLICE 

OLIVER,  CLYDE  H,  JR,  CPT,  IL  SPOL 

OSULLIVAN,  HILLIAM  VINCENT,  COL,'  IL  SPOL  TNG  ACADEMY 

PALAZZOLO,  CHARLES  EDHARD,  DEP  DIR,  SECRETARY  OF  STATE 

PENNELL,  HILLIAM  L,  III,  MSGT,  IL  SPOL 

PERRYMAN,  ROBERT  L,  CPT,  IL  SPOL 

PURDON,  JAMES  HERMAN,  SHF  OF  SANGMAMON  CO 

QUEDENS,  EDHARD  CHARLES,  LT,  IL  DEPT  OF  LAH  ENF 

REDENBO,  JAMES  EDHARD,  DEP  DIR,  IL  SEC  DEPT 

REENTS,  TIMOTHY  ERNEST,  MSGT,  IL  SPOL 

RITTER,  HILLIAM  F,  MSGT,  IL  SPOL 

ROGERS,  HOHARD  EUGENE,  SGT,  PD 

RUNKEL,  CHARLES  P,  ADMIN  ASST,  IL  LAH  ENF  TRAININ 

RUTLEDGE,  STEPHEN  G,  DEP  DIR,  IL  SEC  SPOL 

SACCO,  ANTHONY,  CHF  DEP,  SANGAMON  CO  SD 

SAUTER,  KATHLEEN,  CPT,  IL  SPOL 

SHAVER,  STUART  RAYMOND,  MSGT,  IL  SPOL 

SLOMAN,  DENNIS  EUGENE,  MSGT,  IL  SPOL 

SMITH,  GREGORY  ALAN,  LT,  PD 

SPADA,  ALFRED  L,  ADMIN  ASST,  IL  DEPT  OF  CORRECT 

SPRUELL,  CHARLES  H,  SPOL,  AGENT  V 

STAPLES,  PATRICK  THOMAS,  MSGT,  IL  SPOL 

STROHL,  JOHN  H,  MSGT,  IL  SPOL 

STUPER,  JOHN  S.,  SUPT,  OFFICE  OF  THE  SEC  OF  STA 

SUAREZ,  SILVER,  DIRECTOR,  ILLINOIS  STATE  POLIC 

SHEAT,  GEORGE  LAHRENCE,  CPT,  IL  SPOL 

TAYLOR,  LAHRENCE  M,  ASST  SUPERINTENDENT,  ILLINOIS 

TRAYLOR,  CHARLES  EDHARD,  LT,  IL  SPOL 

VASCONCELLES,  MARY  LOUISE,  CMDR,  PD 

HAKOLBINGER,  THOMAS  JOSEPH,  CHF  IL  DEPT  OF  NATURAL  RESO 

HILLIAMSON,  NEIL  M,  SHF  OF  SANGAMON  CO, 

YONIKAS,  CHARLES  A,  CPT,  ILLINOIS  STATE  POLICE 


99 
ST.  CHARLES 
131   HARRIS,  JOHN  ALBERT,  SGT,  PD 

92  tt   HEIN,  RONALD  0.,  LIEUTENANT,  PD 
139   MCCALL,  STEVEN  ARTHUR,  LT,  PD 
126  It   ROCHE,  JAMES  LEO,  COP 


126   ROGERS,  DARRYL  ROY,  LT,  PD 

185   SHAH,  DONALD  G,  COP,  PD 

179   THOMAS,  DONALD  MICHAEL,  SGT,  PD 
STERLING 

120   FITZGERALD,  GERALD  DENNIS,  LT,  PD 

134  tt   GALINDO,  VALENTINE  RUBEN,  CMDR,  DEPT  OF  LAH  ENF 

132    LESTER,  DONALD  FLOYD,  LT,  PD 
72    PEARSON,  DAVE  L.,  CPT,  IL  SPOL 

100   THORP,  CADET  T.,  CHIEF  OF  POLICE 

128   TROSPER,  DAVID  LUTHER,  SGT,  IL  DEPT  OF  LAH  ENF 
STREAMHOOD 

190  GREMO,  JAMES,  JR,  CMDR,  PD 
165   OROURKE,  GARY  DENNIS,  COP 
173   POPP,  ALAN  VICTOR,  SGT,  PD 

91   SCHMIDT,  ARTHUR  K,  COP 
STREATOR 

191  TURNER,  ROBERT  LEE,  SR,  LT,  PD 
SUGAR  GROVE 

142   QUI  ST,  JAMES  ROBERT,  COP 
SULLIVAN 

42  tt   BRADEN,  GLEN  H,  SHF  OF  MOULTRIE  CO 

108   MOORE,  ARTHUR  R,  SHF  OF  MOULTRIE  CO 
SYCAMORE 

154   HICKEY,  KEVIN  CHARLES,  CHF  DEP,  DEKALB  CO  SD 

116    LABEN,  JAMES  W. ,  CPT,  DEKALB  CO  SHF/POL 

190   PETERSEN,  RALPH  ROY,  SGT,  DEKALB  CO  SHERIFFS  POL 

110   SCOTT,  HILBUR  B.,  SHERIFF  OF  DEKALB  COUNTY 

188    SOLAR,  PATRICK  JOSEPH,  LT,  PD 

130   VESTA,  DALE  NORMAN,  COP 
TINLEY  PARK 

169    BECHTEL,  ALAN  BRUCE,  SGT,  PD 

182   BOLING,  THOMAS  MATTHEH,  SGT,  PD 

198   BURCHETT,  LLOYD  ANTHONY,  MSGT,  IL  SPOL 

126   BURKE,  HILLIAM  JOSEPH,  JR,  COP 

116   LONG,  ROBERT  J.,  COP 

144  It   MONTGOMERY,  CHARLES  ROBERT,  CMDR,  PD 
TUSCOLA 

184   CHAMBERS,  JOHN  RICHARD,  SHF  OF  DOUGLAS  CO, 

142  It   CONNER,  CHARLES  LESLIE,  SHF  OF  DOUGLAS  CO 
ULLIN 

196    SYLVESTER,  PHILLIP  KEITH,  LT,  IL  SPOL 
UNIVERSITY  PARK 

140   LEONARD,  THOMAS  JOSEPH,  COP 


URBANA 
136 
139  tt 
158 
130  tt 

93 
151 
135 
109  tt 

98  tt 
173 
104 
195 

92  # 
164 
136 
190 


ADAIR,  EDIE  B,  COP 
BROHN,  RUSSELL  LYNN,  ASST  CHF,  PD 
BROHNFIELD,  KENNETH,  CPT,  CHAMPAIGN  CO  SD 
CURRY,  HILLIAM  MICHAEL,  LT,  PD 
DOLLINS,  PAUL  H. ,  CHF,  UNIV  OF  IL  PD 
FITZPATRICK,  KRYSTAL  LYN,  CPT,  UNIV  OF  IL  PD 
FITZPATRICK,  TIMOTHY  MICHAEL,  ASST  CHF,  PD 
GORDON,  CHARLES  D,  ASST  CHF,  PD 
KNOHLES,  RUSSELL  J,  CPT,  UNIV  OF  IL  PD 
LOCKARD,  JOHN  EDHIN,  JR,  SGT,  PD 
MADIGAN,  DAVID  J,  SHF  OF  CHAMPAIGN  CO 
METZLER,  MICHAEL  L,  LT,  PD 

MOORE,  CHARLES  D,  CPT,  DIV  OF  SEC,  UNIV  OF  IL 
PAGE,  JAMES  ROBERT,  JR,  LT,  PD 
REIFSTECK,  JAMES  KENNETH,  CPT,  CHAMPAIGN  CO  SD 
TURNER,  GARY  RAY,  CHF  DEP,  CHAMPAIGN  CO  SO 
VERNON  HILLS 

119    LASCHEN,  LARRY  LOUIS,  VILLAGE  MGR 
VILLA  PARK 
173   OHLSON,  RONALD  RAYMOND,  COP 
184   PAYNE,  JOHN  JOSEPH,  LT,  PD 
102  tt   HEISER,  ROGER  A,  COP 
HARRENVILLE 
193   BARBERIS,  JOHN  PETER,  CMDR,  PD 
163   LADEUR,  ROBERT  HILLIAM,  COP 
WASHINGTON 

106   MARSHALL,  JAMES  0,  SGT,  PD 
WATERLOO 

104   BARNETT,  CHARLES  G,  COP 
HATSEKA 

148   MATHY,  JOSEPH  VICTOR,  SHF  OF  IROQUOIS  CO 
HAUKEGAN 

181  BIANG,  HILLIAM  ALFRED,  CPT,  PD 

146   CASHMORE,  TERRANCE  LEE,  DEP  CHF,  LAKE  CO  SD 

182  FAGAN,  CHARLES  EDWARD,  SGT,  LAKE  CO  SD 
152  It   HAURI,  SVEN  RONALD,  COP 

111  tt   HESSION,  JAMES  J.,  DET,  LAKE  CO.  SO 

PROSCHWITZ,  KURT  REYNOLDS,  CHF  OF  OPERATIONS,  LAKE  CO  S 
RANDALL,  ROBERT  PAUL,  DEP  CHF,  LAKE  CO  SO 
RYCKMAN,  KENNETH  ANDREH,  JR,  COP 
SCOTTBERG,  BRUCE  ARTHUR,  CPL,  LAKE  CO  SD 
HI  NANS,  FRANCIS  SCOTT,  CPT,  LAKE  CO  SO 
WEST  CHICAGO 
108  It   DIERKING,  RICHARD  A.,  SGT,  PD 

ISRAEL,  LOUIS  H.,  DEPUTY  CHIEF,  PD 
MCMAHON,  PATRICK  JOHN,  COP 
HESTCHESTER 

76  tt   THOMPSON,  KENNETH  N.,  LIEUTENANT,  PD 
HESTERN  SPRINGS 
100   CARDONI,  ROGER  F.,  LT,  PD 
93  tt   DEHNICKE,  DUANE  E,  LT,  PD 
WESTMONT 
148  tt   MUSIAL,  VINCENT  EUGENE,  JR,  SGT,  PD 
118    SMITH,  ROBERT  BERNARD,  JR,  DET/CMDR,  PD 
140   ZYWCZYK,  ZBIGNIEW  RICHARD,  DEP  CHF,  PD 
HHEATON 


137 
196 
131 
187 
163 


116 
127 
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180  8ETTILY0N,  ALBERT  DAVID,  JR,  SGT,  DUPAGE  CO  SD 

128   CAULFIELD,  JOSEPH  PATRICK,  CHF  INVSTGN,  DUPAGE  CO  ATTY 
108   DORIA,  RICHARD  P.,  SHF  OF  DU  PAGE  CO 
127   LEONARD,  TERRENCE  VICTOR,  DEP  CHF,  PD 
97   MATTHEWS,  CHARLES  E.,  SERGEANT,  PD 

181  MELONI,  THOMAS  ENZO,  CMDR,  PD 

123   MILLER,  DENNIS  HILLIAM,  CHF  BAILIFF,  DUPAGE  CO  SO 

174   NORWOOD,  ERIC  ELSTON,  DIR,  DUPAGE  CO  AUTO  THFT  BU 

156   WACHTEL,  BRUCE  NORMAN,  LT,  DUPAGE  CO  SO 

105  tt   WALLACE,  CURTIS  N,  CPT,  USAF, 
WHEELING 

163   RARDIN,  RONALD  CARL,  CMDR,  PD 
WILLOWBROOK 

184   KONSTANTY,  EDWARD  JOHN,  CMDR,  PD 
HILMETTE 

127   CLAUSER,  FREDERICK  JOSEPH,  DEP  CHF,  PD 

189   LAMANTIA,  ROBERT  MICHAEL,  CMDR,  PD 
HI  NF I ELD 

186   MCNAMARA,  JOHN  TERRENCE,  SGT,  PD 

127   RINER,  DOUGLAS  MACARTHUR,  CHF,  VILLAGE  OF  WINFIELD  PD 
HINNETKA 

176   BENNETT,  ERIC  ALAN,  DEP  CHF,  PD 

94  tt   CASKEY,  MALCOLM  W. ,  JR.,  PTLM,  PD 
67  tt   DERNING,  DON  R.,  COP 

151   GALLAGHER,  WILLIAM  JOSEPH,  LT,  PD 
17  *  REITER,  JOHN  A.,  PATROLMAN,  PD 

195   SIWAK,  FRANK  JOHN,  LT,  PD 

142   TIMM,  HERBERT  ARTHUR,  COP 
WOOD  DALE 

160  PERGANDE,  WAYNE  FRANK,  SGT,  PD 
WOOD  RIVER 

107   MORRIS,  RICHARD  P.,  SERGEANT,  PD 

95  #  SKINNER,  RALPH  R,  SGT,  PD 
WOODRIDGE 

160   HARRISON,  RICHARD  HOWARD,  JR,  DEP  CHF,  PD 
183   KOROUS,  GEOFFREY  JAMES,  DEP  CHF,  PD 
HOODSTOCK 
149   BEU,  RANDALL  ERIC,  SGT,  PD 

117   FORTIN,  LAURENCE,  D. ,  CPT,,  MC  HENRY  CO  SHF/POL 
144  tt   HRODEY,  ROBERT  THOMAS,  CHF  INVSTGR,  MCHENRY  CO  ST  ATT 

91   LAMADGELEINE,  EDMOND  J.,  SHF  OF  MC  HENRY  CO 

53  tt   LANGE,  HERBERT  W. ,  COP 

197  LOWERY,  EUGENE  E,  LT,  MCHENRY  CO  SO 
89  tt   PATRICK,  WILLIAM  P,  COP 

132   PITZMAN,  HERBERT  JOHN,  CHF,  PD 
27  *  THAYER,  LEWIS,  CHIEF  OF  POLICE,  PD 
102  *  TYRRELL,  ARTHUR,  SHERIFF  OF  MC  HENRY  CO. 
NORTH 
119   GILBERT,  FRANK  CHARLES,  COP 
190   HUDSON,  JAMES  TAYLOR,  SGT,  PD 
65  It   JENKINS,  HARRY  P,  COP 
YORKVILLE 
164   BARNA,  THOMAS  ROBERT,  LT,  PD 
181   GRAFF,  ANTON  LOUIS,  COP 

138   RANDALL,  RICHARD  ALBERT,  SHF  OF  KENDALL  CO 
ZION 

64  It   CORDER,  R0BER1  H. ,  CHF  DEP  SHF,  LAKE  CO  SO 
107  tt   LEE,  NORMAN  E.,  COP 

198  WATKINS,  CLYDE  JACKSON,  JR,  LT,  PD 

INDIANA 
ANDERSON 

98  tt   JAMERSON,  PADDY  P,  COP 

164  ft   PRISER,  STEPHEN  NEAL,  ASST  CHF,  PD 
131   SMITH,  WALTER  LEE,  CPT,'  PD 
ANGOLA 
127   MCCLELLAND,  LAWNIE  MICHAEL,  SHF  OF  STEUBEN  CO 

198  TROYER,  TIMOTHY  RAYMOND,  LT,  STEUBEN  CO  SD 
BEDFORD 

173   ENDRIS,  PAUL,  DET  CMDR,  PD 

87  It   KIRKMAN,  DANIEL  J.,  COP 

64  It   LUALLEN,  GEORGE  N.,  CAPTAIN,  PD 
118  tt   SHAVER,  LARRY  STEPHEN,  DET  CPT,  PD 
BEECH  GROVE 

90  It   CHALLIS,  DANIEL  G. ,  COP 

158  CURRAN,  MICHAEL  THOMAS,  LT,  PD 
190  FARNWORTH,  DANNY  KEITH,  LT,  PD 
121   JOHNSON,  MICHAEL  EDWARD,  COP 

75  tt   WILEY,  JAMES  WARNER,  COP 

175  WITMER,  RICHARD  EDWIN,  JR,  DET  CPL,  PD 
BLOOMINGTON 

99  *  BAKER,  STEVE  J,  DET,  MONROE  CO  PD 
102  It   CLENDENING,  GARY  D,  COP 

168  DURNIL,  JIMMIE  DALE,  SGT,  IN  SPOL 

186  FISCUS,  STEVEN  REX,  LT,  IN  UNIV  PD 

115  HANSON,  MICHAEL  R.,  LT,  IN  UNIV  PD 

127  HARRELL,  DANIEL  ROBERTS,  DET  SGT,  PD 

199  HARRIS,  ROSEMARIE,  CPT,  IN  UNIV  PD 
195  HELMS,  RICK  MARTIN,  SGT,  PD 

105  HOSTETLER,  MICHAEL  H,  DEP  CHF,  PD 

46  HUNTINGTON,  GEORGE  EARL,  JR.,  DIR,  IN  UNIV  SFTY  DIV 

107  KENNEDY,  JAMES  L.,  COP 

142  LEWIS,  TIMOTHY  LEE,  SGT,  IN  UNIV  PD 

164  MINGER,  FRANCIS  KAY,  DET  SGT,  PD 

176  NORRIS,  PAUL  EVERETT,  JR,  CHF,  IN  UNIV  PD 
132  POLISKIE,  MICHAEL  KENNETH,  CPT,  IN  UNIV  PD 

96  It   POST,  RICHARD  A,  DEP  CHF,  PD 

159  SHARP,  STEPHEN  ERIC,  COP 
149   WILSON,  JOHN,  DET  SGT,  PD 

BROOKSTON 


156   THEOBALD,  DOUGLAS  ARMSTEAD,  SGT,  IN  SPOL 
BROWNSBURG 

197   CAMPBELL,  MICHAEL  ALAN,  SGT,  PD 

GALLOWAY,  DAVID  D. ,  CAPTAIN,  PD 

MCCOSKEY,  KEITH  FRANKLIN,  COP 
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161 
BUTLER 

132 
CARMEL 

191 
95  tt 

175 

165 

110 

184 

198 

139  It 


COLGATE,  JOHN  MICHAEL,  COP 


BARLOW,  JAMES,  MAJ,  PD 
BEARD,  JAMES  M,  LT,  PD 
CONN,  ROGER  CARLYLE,  COP, 
ETTER,  JOHN  PHILLIP,  MAJ,  PD 
FOGARTY,  MICHAEL  D,  COP 
GREEN,  TIMOTHY  JAMES,  ASST  CHF,  PD 
HARTING,  CHARLES  VINCENT,  LT,  PD 
SMITH,  ROBERT  ALLEN,  CPT,  PD 
COLUMBUS 

69  It   BURNS,  RAYMOND  A.,  ASST  CHF,  PD 

141  BUTLER,  CHARLES  FRANKLIN,  JR,  DEP  CHF,  PD 
143   NORRIS,  JAMES  ALBERT,  LT,  PD 

135   PEETZ,  DARRELL  STANLEY,  LT,  PD 
90  #  RHOADES,  RONALD  L,  LT,  PD 

142  WALLS,  WILLIAM  LEE,  CPT,  IN  SPOL 

166   WHIPKER,  KENNETH  JOSEPH,  MAJ,  BARTHOLOMEW  CO  SD 
CONNERSVILLE 

140  tt   COX,  WILLIAM  RICHARD,  DET  CPT,  PD 
CRAWFORDSVILLE 

148   LOHORN,  JAMES  MICHAEL,  ASST  CHF,  PD 

179  RICE,  DENNIS  LEE,  SHF  OF  MONTGOMERY  CO, 
71  #  SIAMAS,  JOHN  A.,  CHIEF  OF  POLICE 

CROHN  POINT 
117   BALDWIN,  JERRY  A.,  DET  CORPORAL,  PD 

180  DAVIES,  EDWARD  MARTELL,  SR,  SGT,  LAKE  CO  SD 
103  *  HEFNER,  DONALD  E,  COP 

107  *  IVANYO,  JOSEPH  J,  LT,  LAKE  CO  SD 
138   VANSCOYK,  JOSEPH,  LT,  LAKE  CO  PD 
DANVILLE 
145   CRAMER,  JAMES  BERNARD,  LT,  IN  SPOL 

193  HOVIOUS,  MICHAEL  LEE,  MAJ,  HENDRICKS  CO  SD 
110   WADDELL,  ROY  D,  SHF  OF  HENDRICKS  CO 

DYER 

125   BARNES,  LOUIS  RICHARD,  LT,  PD 
EAST  CHICAGO 

172   CHAVARRIA,  RICARDO,  INVSTGR,  PD 
65  It   RUBESHA,  FRANK  THOMAS,  CHIEF  OF  POLICE 
EAST  GARY 

96   BASISTA,  DONALD  D. ,  SGT,  PD 
ELKHART 

147   CHOMER,  TERRY  CARL,  LT,  PD 

163   CONVERSE,  PAUL  WILLIAM,  DET  SGT,  PD 

131   CUTLER,  THOMAS  KENT,  DET  LT,  PD 

194  FREEHAFER,  LEIF  MICHAEL,  SGT,  PD 
117  tt   HOSLER,  THOMAS  EDWARD,  LT,  PD 

94  tt   IHNKEN,  FRED  E.,  SERGEANT,  PD 
154   IVORY,  JOHN  JEROME,  COP 
186   JOHNSON,  DOUGLAS  CLAY,  SGT,  PD 
190   WESTLAKE,  PAMELA,  DET,  PD 
117  tt   YOHN,  RANDALL  D,  MAJ,  ELKHART  CO  SD 
EVANSVILLE 
122   BAGBEY,  JAMES  STEPHEN,  PTLM  INVSTGR,  PD 
192   BEQUETTE,  STEPHEN  LOUIS,  SGT,  VANDERBURGH  CO  SD 
186   BISHOP,  WILLIAM  TIMOTHY,  LT,  PD 
160   BROOKS,  TERRY  LEE,  LT,  PD 
189   BRUSH,  CINDY  KAY,  LT,  PD 
140   BUICKEL,  DENNIS  LESLIE,  LT,  PD 
72  tt   CARLILE,  EUGENE  CHARLES,  LT,  PD 
185   CRIDER,  BRUCE  NOLAN,  SR,  SGT,  VANDERBURGH  CO  SD 
116   CROSSER,  JOHN  H. ,  DET,  VANDERBURGH  CO  SD 
170   DANIEL,  DENNIS  EDHARD,  SGT,  VANDERBURGH  CO  SD 
198   DEYOUNG,  DAN  ALAN,  SGT,  PD 

183  ELLSHORTH,  JOHN  BRADLEY,  CPT, 
109  tt   FRAVEL,  JAMES  D,  JR,  CHF  DEP, 
145   GANN,  ARTHUR  ALLEN,  LT,  PD 
111  tt   GULLEDGE,  FRANKLIN  F,  CPT,  PD 

184  HALLER,  JOHN  ROBERT,  LT,  PD 
104  *  HAMNER,  RAY,  COP 
139  tt   HART,  BARRY  JACKSON, 
120   MA8REY,  MARK  CARLES, 
161 
123 
124 
192 
137 
166 
133 
157 
178 
151 
188 
179 
167 
193 
155 

FI SHERS 

185  COX,  JOHN  LOUIS,  LT,  PD 
196   EDHARDS,  REBECCA  SUE,  LT, 
166   KEHL,  GEORGE  GREGORY,  COP 
180   KRUSE,  CHARLES  LEE,  LT,  PD 

FORT  HARRISON 
163   CROSS,  KEVIN  LEE,  CWO  III,  USA 


VANDERBURGH  CO  SD 
VANDERBURGH  CO  PD 


SGT,  PD 

DET  SGT,  VANDERBURGH  CO  SD 
NELLIGAN,  JIMMIE  LEE,  SGT,  PD 
ORISKY,  GARY  ALLAN,  DET  LT,  VANDERBURGH  CO  SD 
PADDOCK,  JERRY  RAY,  LT,  PD 
RAHM,  LONNIE  CRAIG,  SGT,  PD 
REED,  JOSEPH  MICHAEL,  CPT,  PD 
SCHNACKE,  JOHN  ALAN,  LT,  PD 
SPARKS,  LARRY  VINCENT,  LT,  PD 
VERLEY,  JAMES  ARTHUR,  LT,  IN  SPOL 
MALLIS,  THOMAS  DEAN,  SGT,  VANDERBURGH  CO  SD 
WAZNY,  PATRICIA  DEE,  DEP  CHF,  PD 
WEDDING,  DAVID  LAWRENCE,  LT,  VANDERBURGH  CO  SD 
WELCHER,  BILL  GENE,  SGT,  PD 
HESSEL,  EDHARD  MARTIN,  JR,  SGT,  IN  SPOL 
MISER,  TONYA  ELAINE,  SGT,  PD 
HOODALL,  STEPHEN  GRAY,  CHF  DEP,  VANDERBURGH  CO  SD 


PD 
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J 
I 

1 


PD 


76  tt    SPOHN,  ROBERT  L.,  CHO,  USA 

FORT  HAYNE 

BENDER,  MARTIN  AMON,  CPT,  PD 

BUTZ,  STEVEN  HAYNE,  DET  SGT,  PD 

COLEMAN,  DAVID  ALLEN,  SR,  DEP  CHF, 

GIGLI,  KENNETH  J.,  DET  LT,  PD 

GRANNAN,  JOHN  ALBERT,  SGT,  PD 

GREER,  GERALD  S.,  DETECTIVE  II,  PD 

HAMILTON,  STEVEN  J.,  DET,  ALLEN  CO  PD 

HANNAFORD,  DANIEL  ALLEN,  ASST  CHF,  PD 

HERMAN,  JAMES  ARTHUR,  CHF  DEP,  ALLEN  CO  PD 

HOUSEHOLDER,  ALLEN  JOSEPH,  CPL,  ALLEN  CO  SD 

KIESSLING,  MELVIN  C,  DET  SGT,  ALLEN  CO  PD 

KITE,  PAULETTE  LAVONNE,  LT,  ALLEN  CO  SO 

KOOP,  CHRISTOPHER  JOSEPH,  LT,  ALLEN  CO  SD 

LUCKER,  DOUGLAS  ALFRED,  LT,  PD 

MINICK,  PAUL  E,  DEP  CHF,  PD 

NELSON,  WILLIAM  KEITH,  JR,  CPT,  PD 

ROLLINS,  LARRY  RAY,  SGT,  IN  SPOL 

SCHMEDING,  RICHARD  T.,  DEPUTY  CHIEF  OF  POLICE,  PD 

SOUADRITO,  JOSEPH  M.,  SHF  OF  ALLEN  CO 

STEVENS,  KATHRYN  JEANNETTE,  CPT,  ALLEN  CO  PD 

STEVENS,  ROY  EDHIN,  DET  LT,  ALLEN  CO  SD 

STONEBRAKER,  VICKI  L,  SGT,  ALLEN  CO  PD 

TUTHILER,  EDHARD  FOREST,  CPT,  ALLEN  CO  PD 

VANRYN,  KENNETH  E,  CPT,  PD 

HILEY,  ROBYN  ALLEN,  SGT,  IN  SPOL 

HORKING,  JOEL  ANDREH,  CPT,  ALLEN  CO  PD 

YORK,  RUSSELL  PAUL,  CPT,  PD 

FRANKFORT 
118    SCOTT,  ROY  EDHARD,  COP 
88  tt   WOODRUFF,  HAROLD  E,  COP 

FRANKLIN 
192   COX,  DOUGLAS  F,  LT,  JOHNSON  CO  SO 
GRUSS,  FRANCIS  JOSEPH,  CPT,  PD 
LASITER,  JOHN  ELLIS,  LT,  JOHNSON  CO  SD 
NICHALSON,  TERRY  LEE,  MAJ,  JOHNSON  CO  SD 
SHIVELY,  THOMAS  LAYNE,  PUB  INFO  OFCR,  JOHNSON  CO  SD 


152 
135 
145 

98 
171 
113 
109 
162 
129 
142 
100 
195 
194 
180 
105 
140 
135 

76 
116 
164 
174 
121 
136 

91 
138 
119 
153 


135 

125 

189 

188 
GARY 

199 
6  # 

191 

194 

142 

190 

131  tt 

195 

119 

172 

152 
GOSHEN 

166 

130 

139 

182 

125 

114 

122 

195 

183 


ARNOLD,  JACK  EDHARD,  SGT,  PD 
CROSS,  OPIE  C,  CPT,  PD 
DYE,  LARRY  M,  SGT,  PD 
HARRIS,  REGINALD  ALAN,  SGT,  PD 
MARTIN,  GARY  LYNN,  SGT,  PD 
NARDINI,  MICHAEL  LOUIS,  CPT, 
PETERS,  JOHN  MICHAEL,  LT,  PD 
RUZGA,  THOMAS  VYTAUTAS,  DET, 
SAK,  THOMAS  ROBERT,  CPL,  PD 
SLAY,  JOSEPH,  JR,  INSPR,  PD 
HADE,  DAVID,  LT,  PD 


PD 


PD 


ALLENDER,  WARREN  RICHARD,  DET,  ELKHART  CO  SD 
BECHTEL,  DENNIS  KEITH,  CPT,  ELKHART  CO  SD 
CALL,  FREDERICK  ALLEN,  LT,  ELKHART  CO  SD 
DRINKHINE,  RICHARD  DEAN,  DET,  ELKHART  CO  SD 
FLETCHER,  WILLIAM  CHESTER,  CPT,  ELKHART  CO  SD 
KETTLEBAR,  MICHAEL  E,  LT,  PD 

MARCINKOHSKI,  MICHAEL  ALLEN,  SGT,  ELKHART  CO  SD 
MILLER,  KEITH  ALLEN,  CPT,  PD 
PENLAND,  GARY  LEE,  LT,  PD 
GREENCASTLE 

176  BIGGS,  MICHAEL  JOSEPH,  DET,  PUTNAM  CO  SD 
124   LYON,  RICHARD  ALLAN,  SHF  OF  PUTNAM  CO 

GREENFIELD 

107   GULLING,  NICHOLAS  R,  SHF  OF  HANCOCK  CO 
GREENWOOD 

134   DINE,  ROBERT  LEE,  II,  SGT, 
GRIFFITH 

177  TEELING,  GEORGE  MICHAEL,  DET  LT,  PD 
GRISSOM  AFB 

101  tt   PERRY,  SYDNEY  E,  JR,  MASTER  SERGEANT,  USAF 
HAMMOND 
140   BOBOHSKI,  JAMES  EDHARD,  COP 

COLBERT,  DAVID  EDHARD,  DET  SGT,  PD 

CONNER,  BILL  J,  SGT,  PD 

DOHLING,  JAMES  EDWARD,  CPT,  PD 

MESTERHARM,  JAMES  MICHAEL,  CPL,  US  ATTY  OFC 


PD 


194 
172 
58  tt 
134 
HEBRON 
129 


FOOR,  KEITH  ARTHUR,  CPT,  PD 
HIGHLAND 
116   MITCHELL,  JAMES  E,  DET  LT,  PD 

RANICH,  STEPHEN  N.,  CHIEF  OF  POLICE 
HOODS,  LAWRENCE  LEE,  JR,  COP 


61  tt 
185 
HOBART 

196 

HOLTON 

97 


FINNERTY,  LEO  DAVID,  LT,  PD 


GRAY,  ROBERT  E.,  SGT,  IN  SPOL 
HUNTINGTON 
110  tt   ALLEN,  JAY  B,  DET  SGT,  PD 
123   MCCUTCHEON,  THOMAS  HAYNE,  DET,  PD 
34  tt   PETRUCELLE,  JOSEPH  E.,  DETECTIVE  SERGEANT,  PD 
INDIANAPOLIS 

123  ALDRICH,  DONALD  FLOYD,  CPT,  IN  SPOL 
106  *  ALLEN,  ROBERT  L,  LT  INDIANA  SPOL 
196   ALLENDER,  DAVID  MELVIN,  LT,  PD 

144    ANDREHS,  JAMES  ALAN,  LT,  IN  SPOL 

146    BAKER,  CAROLD  GENE,  DET  SGT,  MARION  CO  SD 

108    BAKER,  OTIS  E.,  1SGT,  IN  SPOL 

171    BARE,  MICHAEL  DEAN,  DET  SGT,  IN  SPOL 

124  BARKER,  JERRY  LEE,  LT,  PD 

PAGE 


41 
123 
128 

50 
159 
153 
120 
161 

91 
159 
127 
153 
137 
118 
175 

75 
108 

83 
187 
180 


BARTON,  JOHN  JOSEPH,  SUPT,  IN  SPOL 

BEASLEY,  RONALD  LEE,  DET  SGT,  MARION  CO  SD 

BEE,  DONALD  LEROY,  CPT,  PD 

BENNETT,  ROBERT  LEE,  LT,  IN  SPOL  DEPT 

BENT,  JOHN  WESLEY,  II,  DEP  CHF,  PD 

BIGGS,  DANA  DOUGLAS,  LT,  IN  SPOL 

BOLLES,  PETER  CULVER,  LT,  PD 

BORUFF,  GUY  W,  LT,  IN  SPOL 

BUCHANAN,  RICHARD  A,  LT,  MARION  CO  SD 

BUTT,  KAREN  EVE,  SGT,  IN  SPOL 

CAMPBELL,  JERRY  RAY,  LT,  PD 

CARR,  THOMAS  EUGENE,  LT,  PD 

CARRAHAY,  MELVIN  JOE,  SUPERINTENDENT,  IN  SPOL 

CARTER,  MARVIN  GEORGE,  SGT,  IN  SPOL 

CHATFIELD,  DENSON,  JR,  SGT,  IN  SPOL 

CHURCHILL,  WINSTON  L.,  MAJ,  PD 

CIPRIANI,  FRED,  LT,  PD 

CLINE,  ROBERT  J,  ASST  SUPT,  IN 


SPOL 
COLLINS,  TIMOTHY  FRANCIS,  SGT,  IN  SPOL 

COMMISKEY,  PATRICK  MARK,  MAJ,  MARION  CO  SD 
124  tt   CONLEY,  LYMAN  PAUL,  SGT,  IN  SPOL 
47  #  CORD,  ELMER  H. ,  DET  SGT,  IN  SPOL  DEPT 

CORNELIUS,  CARL  E,  MAJ,  IN  SPOL 

COX,  DONALD  D,  COL,  IN  SPOL 

CUPELLO,  DAVID  ALLEN,  CPT,  PD 

DAVIS,  DENNIS  CHARLES,  I  SGT,  IN  SPOL 

DAVIS,  JOIE  KENT,  LT,  MARION  CO  SD 

DAVIS,  MICHAEL  R. ,  WO,  USMC 

DAVIS,  STEVEN  ALBERT,  CPT,  MARION  CO  SD 

DEAL,  TERESA  LYNN,  LT,  PD 

DEITCHLEY,  GREGORY  GEORGE,  LT,  IN  STATE  EXCISE  POL 

DIGGS,  BENNY  CLYDE,  CPT,  MARION  CO  SO 

DILLON,  ROBERT  F,  ASST  DIV  DIR,  IN  UNIV  SFTY  DIV 

EAST,  DANNY  LEE,  CPT,  IN  SPOL 

ECKERT,  WALTER,  MAJ,  IN  SPOL 

ELLER,  JAMES  HOWARD,  JR,  SGT,  MARION  CO  SD 

EVANS,  FREDERICK  WILSON,  SGT,  IN  SPOL 

EVERETT,  GEORGE  A.,  COL,  SUPT,  IN  SPOL  DEPT 

FALLS,  JAMES  W,  1ST  SGT,  IN  SPOL 

FERGUSON,  JOHN  E.,  LT.,  INDIANA  SPOL 

FLYNN,  MICHAEL,  CPT,  IN  SPOL 

FRANCIS,  CLIFTON  0,  JR,  LT,  IN  SPOL 

FUNK,  ALVA  R. ,  CPT,  IN  SPOL  DEPT 

FUNK,  ROBIN  E.,  COL,  MARION  CO.  SD 

GILL,  JAMES  KEITH,  SGT,  IN  SPOL 

GOEDEN,  DONALD  R,  LIEUTENANT,  PD 

GOERGES,  JAMES  R,  LT,  IN  SPOL 

GOFF,  RONNIE  WILLIAM,  CPT,  IN  SPOL 

GRAY,  ROBERT  KEITH,  MAJ,  IN  ST  PD 

HALL,  R  WAYNE,  LT,  IN  SPOL 

HALLIGAN,  TIMOTHY  JERROLD,  SR,  LT,  PD 

HAM,  HORACE  R.,  DET,  IN  SPOL 

HAMILTON,  KAREN  JUNE,  MAJ,  MARION  CO  SD 

HAMILTON,  RANDY  JOE,  CPT,  MARION  CO  SD 

HAUCK,  ALBERT  LEO,  JR,  LT,  MARTON  CO  SD 

HEDGES,  TERRY  EDWIN,  SGT,  IN  SPOL 

HENNEKE,  CARROLL,  LT,  IN  DEPT  OF  NATURAL  RESOUCE 

HENSLEY,  CALVIN,  SGT,  IN  LOTTERY  COMMISSION 
tt   HILZLEY,  WILLIAM  JOSEPH,  SGT,  IN  SPOL 

HOLLINGSWORTH,  KENNETH  L,  LT,  IN  SPOL 

HOLLOHELL,  PERRY  WAYNE,  LT,  IN  LAW  ENF  ACADEMY 

HOLMAN,  PATRICIA  ANN,  LT,  PD 

HOLT,  ROBERT  HENRY,  LT,  PD 

HORTY,  TIMOTHY  MICHAEL,  LT,  PD 

HUBBS,  JEROME  LEE,  LT,  MARION  CO  SD 

JAMESON,  FRANK,  III,  LT,  PD 

JOYCE,  KEVIN  PATRICK,  CHF,  INDIANAPOLIS  AIRPORT  AUTH 

KELLEY,  MICHAEL  TERRENCE,  DET  SGT,  MARION  CO  SD 
tt   KENNEDY,  ARTHUR  D.  ,  SGT,  PD  .T„„„„,  illTu 

tt   KESTLER,  JOHN  JOSEPH,  CHF,  INDIANAPOLIS  AIRPORT  AUTH 

KIVETT,  RICHARD  LEE,  LT,  PD  »„«,„- 

KOONTZ,  DENNIS  RAY,  LT,  IN  DEPT  OF  NATURAL  RESOURC 

KOUNS,  MICHAEL  LYNN,  LT,  MARION  CO  SO 

KRAUSE,  EDWIN  LEWIS,  SGT,  IN  SPOL 

KUHN,  WILLIAM  EDWARD,  LAB  DIV  CMDR,  IN  SPOL  „„„„„„_ 

LANDRETH,  MARTIN  CLYDE,  LT,  IN  DEPT  OF  NATL  RESOURCES 

LARKIN,  LARRY  DALE,  1SGT,  IN  SPOL 

LARSEN,  FREDRICK  ALLEN,  LT,  PD 

LEFFLER,  TIM  ALAN,  LT,  PD 

LENTZ,  ROBERT  J,  LT,  PD 

MARTIN,  TIM  L.,  CPT,  PD 

MASON,  MARK  ROBERT,  LT,  IN  SPOL 

MCATEE,  JOSEPH  BART,  DEP  CHF,  MARION  CO  SD 
tt   MCCARTER,  CHARLES  W,  STAFF  CAPTAIN,  IN  SPOL 
tt   MCCRORY,  JOHN  P.,  STAFF  CPT,  IN  SPOL 

MCHENRY,  LARRY  J.,  CPT,  MARION  CO  SD 

MCNEIL,  ROBERT  E.,  LIEUTENANT,  PD 

MCPHERSON,  SAMUEL  ALAN,  PTLM  INVSTGR,  PD 

MEDLER,  MICHAEL  MAX,  LT,  IN  SPOL 
tt   MEECH,  FRANK  F.,  (SA,  FBI-RETIRED),  ADMIN  ASST, 

MEEK,  DANIEL  RICHARD,  CPT,  IN  SPOL 
78  #  MELVIN,  CECIL  L. ,  LTC,  IN  SPOL 
98  tt   MILES,  ANTHONY  L.,  CPT,  PD 

SGT,  IN  SPOL 
G.,  CHIEF,  IN  STATE  EXCISE  POLICE 
MAJ,  IN  SPOL 


117 

115  tt 
164 
141 
143 

116  tt 
171 
155 
197 
189 

57  tt 
163 

9  * 
134 
166 

43 
102 

91 
174 

95 

52 
106 
169 

93 
111 
130 

73 

81 
187 

93 
156 
163 
152 
162 
169 
104 
125 
109 
182 
192 
195 
163 
139 
141 
187 
123 
105 

70 
166 
170 
178 
149 
139 
189 
181 
181 
151 
156 
101 
157 
176 

77 

62 
113 

95 

122 

129 

18 

193 


MILLER,  GARY  LEE, 

MINNIEAR,  ERNEST 

MONROE,  LLOYD  W, 

MOTSINGER,  TIMOTHY  JAMES,  CPT, 

NEWGENT,  THOMAS  GEORGE,  LT,  IN 


176 

11 

98 
187 
188 
165 

51  tt   NYE,  JACK  R-,  DET  SGT,  IN  SPOL 


MARION  CO  SD 
STATE  EXCISE  POL 


NOLTING,  STEPHEN  MICHAEL,  LT,  PD 


208 


INDIANA  -  INDIANA 


147   OHMIT,  PHILLIP  NEIL,  LTC,  IN  DEPT  OF  NATURAL  RESOUR 

42  #  ONEAL,  ROBERT  A.,  SUPT,  IN  SPOL 

58  tt   OPEL,  HENDOLIN  G. ,  1ST  SGT  DET,  IN  SPOL 

45  tt   OSBORNE,  JAMES  ROBERT,  LT,  IN  SPOL 
182   PANHORST,  FREDERICK  HARLOH,  1SGT,  IN  SPOL 
113  It   PETGEN,  DAVID  J,  POL  INVSTGR,  IN  SPOL 

55  It   PEVA,  JAMES  R,  ASSOC  PROF,  IUPUI 
170   PIERCE,  DARRYL  LEE,  SGT,  PD 
196   POINDEXTER,  ROBIN  LYNN,  CPT,  IN  EXCISE  POL 
140   POLK,  HOWARD  ANTHONY,  SGT,  SPOL 
116   POPCHEFF,  MICHAEL,  DETECTIVE  LIEUTENANT,  PD 
194   PRICE,  DANNY  LLOYD,  LT,  IN  SPOL 
133   PRICE,  MICHAEL  ANTHONY,  SGT,  PD 
103  tt   PRITCHETT,  CHARLES  H,  ASST  DEP  CHF,  PD 
190   RECKERT,  SHELLI  ANN,  1SGT,  IN  SPOL 
173   REDDICK,  MICHAEL  ALAN,  SGT,  MARION  CO  SD 

32  tt   REED,  WILLIAM  S.,  JR.,  LIEUTENANT,  PD 
154   REEDUS,  MICHAEL  FRANK,  ISGT,  IN  SPOL 

167  RENO,  JAMES  LYNN,  LT,  PD 

151   RHINEHART,  LARRY  GENE,  MAJ,  IN  DEPT  OF  NATURAL  RESOUR 
184   RICE,  MARK  ALLEN,  LT,  PD 

169   RIGGS,  ERNEST  CLYDE,  JR,  LT,  MARION  CO  SD 
136   RODGERS,  THOMAS  RAY,  LT,  PD 
94   ROMERIL,  BILLY  G,  DEP  CHF,  MARION  CO  SO 
199   ROMERIL,  CRAIG  HOWARD,  MAJ,  MARION  CO  SD 
158   RONEY,  REGINALD  LEWIS,  DET  SGT,  MARION  CO  SD 

168  RUSSO,  MICHAEL  SCOTT,  LT,  MARION  CO  SD 
190  RUTALLIE,  LANCE  MARK,  LT,  MARION  CO  SD 
165   SALTZMAN,  MICHAEL  DALE,  SGT,  IN  SPOL 

130  SCHEMENAUR,  JEROLD  WAYNE,  DET  SGT,  MARION  CO  SD 

169  SCOTT,  WILLIAM  ANTHONY,  II,  LT,  PD 

144   SEEMEYER,  STEVEN  ROGER,  CPT,  IN  DEPT  OF  NATURAL  RESOUR 

143   SEIFERT,  ROBERT  EARL,  MAJ,  IN  SPOL 

111   SELLINGER,  JACK  A,  CHF  INTELLIGENCE  ANALYST,  IN  S 

48  *  SHARER,  CARL  EDWARD,  JR.,  CPL  TECH,  IN  SPOL 

68  tt   SHEEKS,  WILLIAM  L.,  LT,  IN  SPOL 
105   SHELTON,  RICHARD  C,  CPT,  IN  SPOL 
128  #  SIMONS,  PAUL  WILLIAM,  LT,  MARION  CO  SD 

157  SKINNER,  DOUGLAS  STEVEN,  MAJ,  IN  DEPT  OF  NATURAL  RESOUR 
96  tt   SMALLEY,  DOYTE  M,  MAJ,  IN  SPOL 

78  H   SPALLINA,  FRANK  A.,  MAJOR,  PD 
168   SPEARS,  MICHAEL  TIMOTHY,  LT,  PD 

131  SPINKS,  JACK  L,  LT,  IN  SPOL 

177   STANTON,  GREGORY  WAYNE,  CPT,  MARION  CO  SD 

125  ft   STRODE,  JAMES  M,  LT,  PD 

80  U   SUMMERS,  DAVID  E.,  MAJOR,  IN  SPOL 
181   SUNIER,  EMILE  HENRY,  III,  SGT,  IN  SPOL 
103  tt   TAYLOR,  CHARLES  R,  CPT,  IN  SPOL 
196   TAYLOR,  DAVID  ALLEN,  CPT,  MARION  CO  SD 
116   TINCHER,  WENDELL  L.,  FIRST  SERGEANT,  INDIANA  STATE 
181   TOMEY,  GENE  EDWARD,  MAJ,  MARION  CO  SD 
167   TROCHE,  EDGARDO  LUIS,  SGT,  IN  DEPT  OF  NATURAL  RESOUR 
138   TURK,  SHERYL  LOUVONNE,  LT,  PD 

91   TURNER,  EDWARD  A.,  SR.,  LIEUTENANT,  PD 

99  #  UMLAUF,  RICHARD  M,  TROOPER,  IN  SPOL 

71   VANCE,  RONALD  DOUGLAS,  TROOPER,  INDIANA  STATE  POLICE 

177  VERBISH,  MARY  ELIZABETH,  SGT,  IN  SPOL 

172  VOIDA,  DAWN  HIGGINS,  SGT,  PD 

178  WAMPLER,  JAMES  MICHAEL,  LT,  MARION  CO  SD 

167  WARREN,  ROBERT  A,  CPT,  MARION  CO  SD 
199   WEIGAND,  RICHARD  S,  LT,  IN  SPOL 

158  WELLS,  JEFFREY  ALLEN,  LT,  IN  DEPT  OF  NATURAL  RESOURC 

119  WESLEY,  ROBERT  DALE,  MAJ,  MARION  CO  SD 

121  WHEAT,  DAVID  GLENN,  SGT,  MARION  CO  SD 
150   WHITE,  AARON  GILBERT,  SGT,  IN  SPOL 

160   WILKEN,  EDWARD  WILLIAM,  LT,  IN  UNIV  PD 

127   WILKINSON,  GARY  WAYNE,  DET  SGT,  IN  SPOL 

147   WILLIAMS,  KELVIS  TURELL,  POL  SPEC  IV,  IN  SPOL 

126  WILLIAMS,  ROBERT  EUGENE,  SGT,  PD 

191   WINDSOR,  DAVID  L,  LT,  IN  DEPT  OF  NATURAL  RESOURC 

118  ZUNK,  MICHAEL  HENRY,  COP 
JASPER 

133   HILL,  THOMAS  ALLEN,  MAJ,  IN  SPOL 

122  MCCART,  LARRY  REX,  ISGT,  IN  SPOL 

184   MISCHLER,  MICHAEL  DAVID,  SGT,  IN  SPOL 
JEFFERSONVILLE 
138   BRASHEAR,  BOBBY  RAY,  MAJ,  CLARK  CO  SD 

173  ELDER,  CHARLES  ANTHONY,  ASST  CHF,  PD 

144   LEEZER,  RAYMOND  FREDERICK,  DET,  JEFFERSON  CO  PD 
97   PARKER,  RAYMOND  J.,  JR.,  SHERIFF  OF  CLARK  CO. 
KENTLAND 

168  MULLIGAN,  CHARLES  THOMAS,  JR,  SHF  OF  NEWTON  CO 
KOKOMO 

113   DARLIN,  LAWRENCE  R. ,  ASST  COP 

174  FOURKILLER,  LARKIN  EUGENE,  CPT,  PD 

120  HACKETT,  CHARLES  STANLEY,  COP 

154   HOLSAPPLE,  MICHAEL  EUGENE,  CPT,  PD 
143   MARR,  JERRY  LEE,  CPT,  HOWARD  CO  SD 
137  tt   MCGRAW,  RONALD  ROBERT,  ADMIN,  PRO'S  ATTY  OFFICE 
106   ROGERS,  STEVEN  R,  CHF  DEP,  HOHARD  CO  SD 
52  tt   SCOTT,  DONALD  M.  ,  CHIEF  DEPUTY  SHERIFF,  HOWARD  C 
197   WHEELER,  MICHAEL  KENT,  LT,  PD 
LA  PORTE 
103   ARNOLD,  JAMES  R,  CHF  INVSTGR,  PROS  OFC 

119  COOPER,  GARY  LEE,  DET  CPT,  LA  PORTE  CO  PD 

175  HAHN,  HAROLD  JAMES,  SGT,  LA  PORTE  CITY  PD 
160   LUDLOW,  MARK  LEE,  CHF  DEP,  LA  PORTE  CO  SD 

84  *  NICKELL,  RODGER  L.,  SHERIFF  OF  LA  PORTE  CO 

94  U   REEDER,  JAMES  V,  ASST  CHF,  PD 

47  *  REEG,  NORMAN  M. ,  SHERIFF,  LA  PORTE  COUNTY  SO 


185   RITTER,  GEORGE  EDWIN,  JR,  SGT,  LA  PORTE  CO  PD 
111   THORP,  JOHN  W.,  CHF  OF  DETECTIVES,  LA  PORTE  CO 
LAFAYETTE 

177  ANDERSON,  WILLIAM  WARREN,  LT,  TIPPECANOE  CO  SD 

154  CAREY,  JOHN  ALVAN,  LT,  PD 

136  tt   CHASE,  JACK  E,  SR,  CPT,  TIPPECANOE  CO  SD 
188   DENNIS,  JOHN  ROBERT,  LT,  PD 

192  EASTERDAY,  MICHAEL  JAY,  LT,  IN  STATE  EXCISE  POL 
92  tt   EBERLE,  DANIEL  F,  CPT,  PD 

158   GIBSON,  KEVIN  WAYNE,  CPT,  PD 

178  HASH,  STEPHEN  WAYNE,  LT,  IN  DEPT  NATURAL  RESOURCES 
136  It   KESTERSON,  JIMMIE  EVERETT,  LT,  IN  SPOL 

141   LEACH,  THOMAS  ARTHUR,  COP 
173   MITCHELL,  MARK  ALAN,  SGT,  IN  SPOL 
165   MURTAUGH,  DAVID  REID,  CPT,  TIPPECANOE  CO  SD 
104   WITHERS,  JAMES  W,  CPT,  PD 
LAGRANGE 

133  STOUT,  JAMES  WILLIAM,  DET  SGT,  LAGRANGE  CO  SD 
LAKE  STATION 

176  tt   GRUETT,  GERALD  PAUL,  JR,  LT,  PD 
188   STILLS,  MICHAEL  LAWRENCE,  DET,  PD 
165   SZOSTEK,  ROGER  DEAN,  COP 
LAWRENCE 

155  BOWSER,  ROBERT  WARING,  III,  DEP  CHF,  LAWRENCE  TOWNSHIP 
164   BULGER,  BRIAN  NEIL,  LT,  PD 

171  tt   BUSH,  JAMES  DALE,  DEP  CHF,  PD 
158   SCHNEIDER,  LANA  JANE,  DEP  CHF,  PD 
LAWRENCEBURG 
171   ASHLEY,  CHARLES  WILLIAM,  COP 
114  *  HEFFELMIRE,  STEVEN  R,  DET  LT,  DEARBORN  CO  PD 

193  HORTON,  MICHAEL  LELAND,  SGT,  DEARBORN  CO  SD 
LEBANON 

134  GRIFFITHS,  HAROLD  THOMAS,  CPT,  BOONE  CO  SD 
LOWELL 

180 

152 

112 

126 

189 

191 
MADISON 

90  #  ARMAND,  RALPH  E,  SHF  OF  JEFFERSON  CO 
70  tt   WILLIAMS,  NORMAN  GAYLE,  DETECTIVE,  PD 
MARION 

185 

156 

118 

161 


ALDRICH,  FRANK  GERALD,  SGT,  IN  SPOL 
MELVILLE,  THOMAS  EUGENE,  SGT,  IN  SPOL 
RESCHKE,  JOHN  E,  1ST  SGT,  IN  SPOL 
RUTHERFORD,  BARRY  C,  POL  INVSTGR  IV,  IN  SPOL 
SCHRODER,  EDWARD  CHARLES,  SGT,  IN  SPOL 
SHELTON,  DOUGLAS  E,  LT,  IN  SPOL 


II, 
PD 

PD 


GILBERT,  DAVID  MYRON,  LT,  PD 
KAY,  JAY  DEE,  LT,  PD 
OATIS,  ROBERT  EUGENE,  II,  CPT,  PD 
OWENSBY,  ARVERN,  SGT, 
MERRILLVILLE 
112   DEHAVEN,  PAUL  J.,  LT, 

172  DEMMON,  DANIEL  EDWARD,  COP 

137  MCCORY,  JERRY  LEE,  COP 

182  SHELHART,  JOHN  THOMAS,  COP 
MICHIGAN  CITY 

97   JASICKI,  LAWRENCE  E.,  LT  CMDR,  PD 

74  tt   SHIPARSKI,  LEON  C.  ,  CPT,  PD 
MISHAHAKA 
102  *  KIZER,  LANNY  L.,  LIEUTENANT,  PD 

24  It   SLABAUGH,  MERLE  W. ,  SERGEANT,  PD 
MUNCI E 

173  BROWN,  LARRY  WAYNE,  DEP  CHF,  PD 

84  tt   CAMPBELL,  CORDELL  H,  CPT,  PD 

60  tt   CAREY,  JAMES  P,  SHF  OF  DELAWARE  CO 
179   DAVIS,  DEBORAH  LEE,  LT,  PD 

167  NICHOLSON,  DAVID  BRAD,  CPT,  PD 

148  WELLER,  ROBERT  STEVEN,  SGT,  PD 
MUNSTER 

85  tt   BERATIS,  LOUIS,  COP 

149  ZIOL,  RONALD  JOSEPH,  SGT,  PD 
NAPPANEE 

193   ANGLIN,  MICHAEL  ALAN,  CPT,  PD 
NEW  ALBANY 

108   HUBBARD,  RANDY  D,  CHF  OF  DET,  PD 

120   SCHULZ,  HALTER  JOSEPH,  DET  SGT,  PD 
NEW  CASTLE 

145  BAKER,  BRUCE  RAY,  INVSTGR,  PD 
28  *  LONG,  DONALD  L.,  COP 

NOBLESVILLE 
196   BOZE,  LARRY  ANTHONY,  ASST  CHF,  PD 

168  CAMPBELL,  NICHOLAS  THANE,  CPT,  PD 

199   GEHLHAUSEN,  THOMAS  LEE,  II,  LT,  HAMILTON  CO  SD 

183  JEFFRIES,  ROBERT  ALLEN,  ASST  CHF,  PD 

175   MURRAY,  CHARLES  WAYNE,  CPT,  HAMILTON  CO  SD 

138  ROBBINS,  JOSEPH  EVERETT,  CPT,  PD 

132  RUSSELL,  RICHARD  JACKSON,  COP 

146  STEVENS,  ROBERT  DANIEL,  CHF  DEP,  HAMILTON  CO  SO 
NOTRE  DAME 

169  NAVARRE,  DENNIS  EARL,  CPT,  UNIV  NOTRE  DAME  SEC  PD 

133  RAKOW,  REX  JOHN,  ASST  SEC  DIR,  UNIV  OF  NOTRE  DA 
PENDLETON 

148   DAVIDSON,  THOMAS  NEALE,  SGT,  IN  SPOL 
186   LEPPER,  MICHAEL  HAROLD,  ISGT,  IN  SPOL 
PERU 
128 
199 


ROLAND,  KENNETH  FRANCIS,  DET,  IN  SPOL 
VAN  BAALEN,  DAVID  ALAN,  COP 
PETERSBURG 

151  tt   NELSON,  JAMES  LARRY,  SGT,  IN  SPOL 
PLAINFIELD 
187   BURRIS,  LANCE  MONROE,  LT,  IN  LAW  ENF  ACADEMY  POL 
40  tt   FREED,  HERMAN  HUSTON,  EXECUTIVE  DIR,  IN  LAW  ENF  TNG 
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2 
J 

i 


170 
178 
146 
130 
197 
198 


INDIANA  -  10HA 

GOODPASTER,  RUSTY  KENT,  CPT,  IN  LAH  ENF  ACADEMY 
LINDSAY,  HICHAEL  JOHN,  INSTR,  IN  LAH  ENF  ACADEMY 
MERCER,  GLENDA  ELLEN,  LT,  IN  LAH  ENF  ACADEMY 
MILLER,  JAMES  JACKSON,  COP  i/-in[UV 

REATH,  MICHAEL  HAYNE,  LT ,  IN  LAH  ENF  ACADEMY 
YOUNCE,  DAVID  LYNN,  CPT,  IN  LAH  ENF  ACADEMY 
PLYMOUTH 
179    CHAMBERLIN,  THOMAS  GERARD,  COP, 
150   HUNTER,  HURSHEL  EDHARD,  DET  SGT,  PD 
PORTAGE 
100    FERDA,  JERRY  J,  LT,  PD 
115    ROACH,  GERALD  R,  SR,  CPT,  PD 
94    SHINNEMAN,  LAHRENCE  C,  LT 

170   HALSTEAD,  JAY  EMERSON,  SGT,  IN  SPOL 
REDKEY 

120    REECE,  RICHARD  MAURICE,  LT,  IN  SPOL 
R I CHMOND 

96  tt   CHESNUT,  RONALD  H,  DEP  CHF,  PD 
COX,  THOMAS  KENT,  DEP  CHF,  PD 
GOODHIN,  DUDLEY  G,  DEPUTY  CHIEF,  PD 
KLEIN,  JOSEPH  CHARLES,  CPT,  PD 
NIMITZ,  JOSEPH  ALBERT,  COP 
RITTER,  BARRY  CARL,  SGT,  PD 
SHAKE,  WILLIAM  LEE,  LT,  PD 

SMITH,  MARK  ALLEN,  SGT,  PD  mM.^„n 

STRAHAN,  DONALD  L.,  CHF  INVSTGR,  HAYNE  CO  PROSECUT 
ROCKV I LLE 

127    ESLINGER,  DENNIS  MICHAEL,  SHF  OF  PARKE  CO 
RUSHVI LLE 
182    GOSSER,  DOUGLAS  JAY,  SHF  OF  RUSH  CO 
73  tt   RAVENSCRAFT,  JAMES  F.,  MAJOR,  PD 
SCHERERVILLE 
139    COOK,  JESSE  WAYNE,  COP 
190    PARKER,  DONALD  E,  COP 
SCHEREVILLE 

92  tt   KERR,  HERMAN  K,  LT,  IN  SPOL 

132    COUCH,  HUGH  DARCIE,  FIRST  SGT,  IN  SPOL 

177    GRAVES,  DAVID  BLAIR,  SGT,  IN  SPOL 

DAVID  L.,  COP 

STEPHEN  RAY,  SGT,  IN  SPOL 


146 
102 
157 
118 
196 
163 
153 
86 


114   KINDER, 
183    PRIEST, 
SEYMOUR 
170   HEOGER, 


,  ROBERT  ALAN,  SGT,  IN  SPOL 
HOLLAND,  STEVEN  DEAN,  SGT,  IN  SPOL 


189 

191    MURPHY, 'KENNETH  A,  LT,  IN  STATE  EXCISE  POL 

155    REUTER,  EDHARD  AUGUST,  SGT,  IN  SPOL 


SHELBYVILLE 
112  *  DAGLEY,  MICHAEL  T,  LT, 


PD 


46 

115 

63 

130 

59 

68 

107 

144 

88 

92 

97 

110 

76 

47 

137 


,  DET  LT,  PD 

SHF  OF  ST  JOSEPH  CO 


L17    DEBAUN,  THOMAS  K,  CHF  DEP,  SHELBY  CO  SD 
126  tt   HERNDON,  CHARLES  MICHAEL,  SHF  OF  SHELBY  CO 
93  tt   WILLIAMS,  ROBERT  E,  COP 
SOUTH  BEND 

48  tt   BERGAN,  EDHARD  L. 
tt   BOLERJACK,  DEAN, 
tt   CHLEBEK,  RICHARD  I,  CPT,  PD 
tt   DUTRIEUX,  J.  CHARLES,  COP 

GRABNER,  DARREL  RICHARD,  LT,  PD 
ft   HANYZEHSKI,  EDWARD  M. ,  SERGEANT,  PD 
*  HARMAN,  ORSON  E.,  DIR  OF  SEC,  ASSOC  CORP  OF  N.AM 
HURLEY,  CHARLES  T,  JR,  COP 
MCCULLUM,  JOHN,  JR,  SGT,  PD 
MCDONALD,  KENNETH  E.,  SPEC  DEP  MARSHAL,  USMS 
MOLNAR,  JOSEPH  D. ,  LT,  ST.  JOSEPH  COUNTY  PD 
tt   ROBISON,  JAMES  E,  CAPTAIN,  PD 

RUSZKOWSKI,  DONALD  A,  DIV  CHF,  BU  OF  POLICE 
tt   TERRY,  GLENN  L.,  DIV  CHF,  PD 
tt   TRAEGER,  JAMES  W.  ,  US  MARSHAL,  USMS 
WEIAND,  CURTIS  DEE,  LT,  ST  JOSEPH  CO  PD 
SPEEDWAY 
124  tt   BURGAN,  BILL  RAY,  STREET  COMR 
136    DINE,  JEFFREY  LYNN,  CHF,  PD 
c PFUrFR 

142    COOPER,  CHARLES  THOMAS,  MAJ,  IN  CONSERVATION  OFC 
ST  JOHN 

148    GUZIK,  JOSEPH  JACOB,  COP 
TELL  CITY 

126    THARP,  DONALD  RAYMOND,  COP 
TERRE  HAUTE 

57  tt   BUTTS,  EUGENE  V.,  CPT  OF  DET,  PD 
HARRIS,  WILLIAM  RICHARD,  CHF  DEP, 
HARTMAN,  MARK  EARL,  SGT,  IN  SPOL 
LESTER,  CHRISTOPHER  ALLISON,  DIR, 
tt   MCKEE,  ALBERT  M,  JR,  DET  LT,  PD 
NULL,  DONALD  GILBERT,  CPT,  IN  SPOL 
ROACH,  JAMES  D,  CPT,  PD 
SELIGER,  SCOTT  LEWIS,  SGT,  PD 
tt   TEMPLETON,  JERRY  LEE,  LT,  PD 
tt    THOMPSON,  RAY  J.,  DETECTIVE,  PD 
tt   TYLER,  DON  ROBERT,  SGT,  PD 
VALPARAISO 
172    FINNEY,  DAVID  DUANE,  DET  SGT,  PD 

FRAILEY,  THOMAS  STEPHEN,  CPT,  IN  SPOL 
KURMIS,  RONALD  PAUL,  DET  SGT,  PD 

PENNELL,  LAHRENCE  F,  CAPTAIN,  PORTER  COUNTY  SHERIFF 
HALKOWIAK,  REBECCA  ANN,  DET  SGT,  VALPARAISO  UNIV  PD 
VERSAILLES 

134    SCRANTON,  DAVID  WAYNE,  LT,  PD 
VI NCENNES 

90   CLARK,  ALLEN  A,  DIR,  VINCENNES  UNIV  PD 


160 
164 
150 

89 
146 

99 
141 
128 

14 
135 


119 
162 
106 
183 


VIGO  CO  SD 

IN  STATE  UNIV  PD 


WABASH 

149 
WARSAW 

162 

131 

186 

121 

108 


PALMER,  JOHN  CHRISTOPHER,  SGT,  PD 


ALLEBACH,  CRAIG  JONATHAN,  COP 
FOSTER,  STEVEN  CLAY,  ASST  CHF,  PD 
SPEIGLE,  MICHAEL  DALE,  INVSTGR,  PD 
WAGGONER,  CHARLES  ROBERT,  LT,  IN  SPOL 
HARD,  TED  L,  COP 
WEST  LAFAYETTE 

29  *  BURNS,  ROBERT  L.,  PTLM,  PD 
181   STUMP,  LINDA  JEAN,  DET  LT,  PURDUE  UNIV  PD 
WESTVILLE 

192   GAEKLE,  ROBERT  EDWARD,  CHF,  PURDUE  UNIV  N  CENTRAL  PD 
WHITING 

61  tt   DUDZIK,  TED  EDWARD,  CPT,  PD 
ZIONSVILLE 
191   KNOX,  ROBERT  RAY,  DET  SGT,  PD 

IOWA 
ALTOONA 
185   GRAY,  JOHN  LEROY,  COP 


AMES 
110 
119 
124 
134 
189 


BALLANTINE,  DENNIS  L,  COP 
CABLE,  JOHN  PAUL,  CPT,  PD 

JAEGER,  LORAS  ALVIN,  DIR,  IA  STATE  UNIV  DPS 
OLSON,  LARRY  GENE,  CPT,  PD 
REID,  CRAIG  ALAN,  CPT,  PD 
83  It   SIEDELMANN,  ARNOLD  E,  COP 
158   SMITH,  MICHAEL  GEORGE,  SGT,  PD 

STEWART,  JERRY  DEAN,  ASST  DIR,  IA  STATE  UNIV  DPS 
HEHNER,  JOSEPH  GEORGE,  CHF,  IOWA  STATE  UNIV  PD, 


169 
141 
ANKENY 
131 
163 


CONKEL,  SIDNEY  WIL8UR,  LT,  PD 

FOSTER,  DAVID  WILLIAM,  COP 
BETTENDORF 
179   ADAMSON,  GREGORY  PAUL,  LT,  PD 

GIBNEY,  JAMES,  LT,  PD 

LEMONS,  THOMAS  LEE,  CPT,  PD 

PLOEHN,  DECKER  PATRICK,  II,  CITY  ADMIN 


182 
136 
149 
BOONE 
183 


IA  DPS 


PEASLEY,  STEVEN  ALAN,  COP 

172   BFHNE,  JOEL  RICHARD,  SHF  OF  DES  MOINES  CO 
119   BEHNE,  THEODORE  ARTHUR,  COP 
186   GRIMSHAW,  DARREN  JAMES,  LT,  PD 

128  tt   PATTON,  LLOYD  WENDALL,  COP 
82   SCHREINER,  JAMES  A.,  CAPTAIN,  PD 

163   WUNNENBERG,  DAVID  ARTHUR,  LT,  PD 
CEDAR  FALLS 
180   DANIELSEN,  DOUGLAS  E,  CPT,  PD 

108  tt   DANIELSEN,  WAYNE  0.,  CPT,  IA  SPTL 

109  tt   HOLLAND,  MAYNARD  A,  SGT,  IA  SPTL, 
41  It    IMMER,  EARL  L.,  CPT  OF  DET,  PD 

158   KOHL,  JAMES  EDWARD,  CHF,  DPS 
95  tt   MAKIN,  RONALD  G,  SUPV  SA,  DCI 

129  tt   WALKE,  WILLIAM  HAROLD,  LT,  IA  SPTL 

157  WILLIAMS,  DEAN  ALLEN,  CPT,  PD 
86  *  YOUNG,  L.  W. ,  ASST  COP 

CEDAR  RAPIDS 

59  tt  BADGER,  CARL  JAMES,  ASST  CHF,  PD 

90  It  BAKER,  RAYMOND  K,  COP 

106  BLOME,  DENNIS  H,  SHF  OF  LINN  CO 

105  BURGER,  FREDERICK  0,  CPT,  IA  SPTL 

12  *  CONDON,  LARRY,  DEP  SHF,  LINN  CO  SO 

19  tt  CONDON,  THOMAS  J.,  DET,  PD 

98  FISER,  DENNIS  L.,  LT,  LINN  CO  SD 

199  GARDNER,  BRIAN  DEE,  LT,  LINN  CO  SO 

79  *  GRIFFIN!  GEORGE  M. ,  FIRST  DEP  SHF,  LINN  CO  SD 

116  HAMPTON,  WAYNE  A.,  SGT,  IA  SPTL 
156  JOHNSON,  DAVID  ERIC,  CPT,  PD 

158  JOHNSON,  LYNN  PAUL,  DET  SGT,  LINN  CO  SD 
143  KERN,  BRUCE  HENRY,  LT,  PD 

193   KLAPPHOLZ,  MICHAEL  FRED,  ASST  CHF,  PD 

117  MCDONALD,  TIMOTHY  P,  ASST  DIR  OF  ADMIN  SERVICES,  IA 
168   MELLGREN,  JEFFREY  DEAN,  LT,  PD 

136  tt   MEYER,  FRED  G,  CHF  DEP,  USMS 

129   MOYLE,  TERRY  LEE,  LT,  PD 

115  *  NEAGLE,  JAMES  R,  LT,  LINN  COUNTY  SD 
61  tt   SCRIVEN,  JOHN  B.,  JR.,  LIEUTENANT,  PD 

103   SMITH,  JOHN  DEAN,  SA,  IA  BU  OF  CRIMINAL  INVEST IG 

111  *  WORKMAN,  ORLIE  J,  SHERIFF,  LINN  CO  SHERIFFS  DEPT 
TPNTFRVTI I F 

197   ANDERSON,  GARY  DEWAYNE,  CHF  DEP,  APPANOOSE  CO  SD 
CHARLES  CITY  „,   „ 

183   WENDEL,  MICHEL  JOHN,  CPT,  PD 
CHEROKEE 

97   HILL,  NORMAN  K.,  CHIEF  OF  POLICE 

pi  #  n  i  nu 

95   SHAH,  ROBERT  A.,  CHIEF  OF  POLICE 
CLINTON 
176   BEINKE,  GENE  STORER,  COP 
156   BENTLEY,  RUSSEL  ALLAN,  CPT,  PD 
91   FLOOD,  DONALD  D.,  CAPTAIN,  PD 

5?  !  ESK'TiSW-LfkRlH  OF  DETECTIVES.  PD 

i?7       VibSeUBK-jS^  OF  CUKJOK  CO 

77  *  PURCELL,  ROBERT  L.,  CAPTAIN  OF  DETECTIVES,  PD 
109   WILKE,  ROBERT  A.,  CAPTAIN,  PD 
COUNCIL  BLUFFS 
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80  *  CHAPPELL,  JACK  F.,  DIR  OF  PUB  SFTY 

105  tt   DINOVO,  EDHARD  CHARLES,  COP 

36  tt   FOSTER,  FORREST  LEROY,  (SA,  FBI),  SGT,  PD 

92  tt   MCGLADE,  HILLIAM  J.,  LT,  PD 
182   MEHLIN,  KEITH  ALLAN,  SGT,  PD 
132   MOLINE,  MARK  EDWIN,  COP 

33  *  MONTGOMERY,  BENJAMIN  E.,  CAPTAIN,  PD 

53  *  MOSER,  A.  WAYNE,  CHIEF  DEPUTY  SHERIFF,  POTTAWAT 

138  OSLER,  JERRY  LYNN,  LT,  PD 
112   PETERSON,  ROGER  I,  CPT,  PD, 

87  tt   SULENTIC,  NICK  J.,  CHIEF  OF  POLICE 

81  tt   TURPEN,  CORNELIUS  J.,  JR.,  CAPTAIN,  PD 
DAVENPORT 

56   ANDERSON,  KENNETH  W,  MAJ,  SCOTT  CO  SO 

62   ASHCRAFT,  FORREST  F.,  JR.,  SHF  OF  SCOTT  CO 

161   BLADEL,  MICHAEL  ROBERT,  SHF  OF  SCOTT  CO 

137   CARROLL,  TED  LEE,  CPT,  PD 

151   CONARD,  DENNIS  JOSEPH,  CPT,  SCOTT  CO  SD 

168  EHRESMAN,  JAMES  KEITH,  LT,  IA  SPTL 

191   GLANDON,  TERRY  DWIGHT,  CPT,  SCOTT  CO  SD 
61  *  GROTHUS,  JOHN  FRANCIS,  DEP  SHF,  SCOTT  CO  SO 

96  *  HEBER,  EDWARD  W.,  JR.,  CAPTAIN,  PD 

66  tt   HECKERMAN,  CLYDE  E.,  INVSTGR,  SCOTT  CO  ATTY  OFC 
78  *  IRVIN,  MEREDITH  M. ,  CRIM  INVSTGR,  SCOTT  CO  SO 
99   JUTTE,  JOHN  D,  SAC,  IA  DPS,  DIV  OF  CRIM  INVST 

194  KERN,  DENNIS  JAMES,  LT,  PD 
178   LYNN,  DONALD  STEVEN,  COP, 

118  NELSON,  HAYNE  ARTHUR,  MAJ,  PD 
132   PARKER,  RICHARD  JOSEPH,  SGT,  PD 

48  tt   PETERSEN,  ELMER  C.  ,  CPT  OF  DET,  PD 

20  *  THORDSEN,  HAROLD  A.,  CAPTAIN  OF  DETECTIVES,  PD 

185  VERHOREVOORT,  JAY  ANTHONY,  SGT,  PD 
DENISON 

112  *  DOWNS,  ROGER  A,  SEC  OFCR,  BANKERS  TRUST  CO 

106  EVILSIZER,  RONALD  E.,  SA,  IA  DPS,  ST  FIRE  MARSHAL  DI 
DES  HOINES 

70  tt   ALLEN,  GERALD  D,  DIR,  MTR  VEHCLE  ENF  DIV,  IA  DE 
178   ANDERSON,  DENNIS  WAYNE,  CHF  DEP,  POLK  CO  SD 

97  BABB,  RONALD  C,  CPT,  PD 

102  tt   BEEK,  CRAIG  M,  DIR,  IA  DPS,  DIV  OF  CRIM  INVST 
160   BISHOP,  BENJAMIN  CLARK,  LT,  PD 

107  BOYD,  MARK  A,  LT,  PD 

177   BRADSHAW,  JUDITH  ANN,  SGT,  PD 

22  tt   BRINDLEY,  JOE  BENJAMIN,  CPT,  PD 
163   CHAPMAN,  DARWIN  EDWARD,  DIR  OF  DCI,  I A  DPS 

51  tt   CLEMENS,  LEON  JOHN,  DET,  PD 

31  tt   COUCH,  JOE  A.,  DET,  PD 
187   COX,  DARREL  L,  LT,  I A  SPTL 
127   CROSS,  RANDY  PATRICK,  LT,  POLK  CO  SD 

103  DYKEMAN,  LOREN  E,  CPT,  IA  HPTL 

55  tt   EIDE,  HOWARD  R.,  JAILER,  POLK  CO  SO 
31  *  ELLISON,  ARTHUR  W. ,  CHF  OF  CRIM  DIV,  POLK  CO  SO 
18  tt   FLANAGAN,  M.  W. ,  SGT,  IA  HPTL 
6  *  GESELL,  HAROLD  J.,  DEP  SHF,  POLK  CO  SO 

113  GOFF,  BLAINE  B,  COL,  IA  DPS 

186  HICKLE,  RICHARD  VERNE,  SGT,  PD 

98  HOFFMAN,  ROLAND  0,  SA,  IA  DPS 

91   HOPEWELL,  THOMAS  J,  DIR  OF  INTERNAL  AFFAIRS,  IA  DP 
127   JOBE,  CLARENCE,  JR,  LT,  PD 

139  JORGENSON,  JAMES  ALBERT,  LT,  POLK  CO  SD 
144   KEEFE,  MICHAEL  LESTER,  INVSTGR,  IA  DPS 
122   LONG,  DAVID  JOHN,  LT,  POLK  CO  SD 

155   MARSHALL,  ROY  LEE,  ASST  DIR,  STATE  FIRE  MARSHALS 

175   MERRITT,  DENNIS  JAY,  SGT,  IA  SPTL 

122   MEYER,  EUGENE  THOMAS,  ASST  DIR  OF  FIELD  OP,  IA  DIV  0 

157  MOON,  RONALD  WILLIAM,  LT,  IA  SPTL 
132   NICHOLS,  DOUGLAS  BRENT,  LT,  PD 
105   PETERSEN,  WAYNE  D,  MAJ,  IA  SPTL 

158  PONTIOUS,  ROBERT  HUGH,  ASST  DIR,  IA  DIV  OF  CRIM  IN 

195  PORTER,  RUSSELL  MARK,  SAC,  IA  DIV  OF  CRIM  INVSTGN 

107  tt   RUXLOW,  THOMAS  R,  CHF,  I A  DPS 
167   SHAY,  MAURICE  MICHAEL,  SGT,  PD 

108  SMITH,  DENNIS  E.,  SA,  IOWA  DPS 

111   STEPHENS,  ROGER  L.,  OFFICER  IN  CHARGE,  IOWA  DPS 
146  tt   SWAIM,  SAMMY  FRANK,  SA  IN  CHARGE,  IA  DIV  OF  CRIM  I 

64  tt   SWASSING,  HILLIAM  JOSEPH,  CHF  JAIL  INSPR,  IA  DEPT  OF  SO 
110   TINKER,  JOHN  W,  OFCR  IN  CHARGE,  STAFF  INSP  BU 

121  TROTTER,  JAMES  LEE,  LT,  PD 
69  tt   WALLACE,  BILLIE  B,  COP 

122  WALTER,  TERRY  ALLEN,  CHF  DEP,  USMS 
120   WILSON,  JON  ROBERTS,  SGT,  IA  SPTL 

191   WILSON,  MARVIN  JUNIOR,  ASST  CHF  DEP,  POLK  CO  SD 

119  YOUNGS,  LARRY  DEAN,  INSPR,  USMS 
84   ZINZER,  WILLIAM  M. ,  ASST  COP 

DUBUQUE 
170   GRAVATT,  WILLIAM  JORDAN,  CPT,  PD 
142   KENNEDY,  LEO  JOSEPH,  SHF  OF  DUBUQUE  CO 
139   LAMBERT,  TERRANCE  FRANCIS,  ASST  CHF,  PD 
119   MAUSS,  JOHN  JOSEPH,  COP 
100  tt   OBRIEN,  ROBERT  J,  COP 

169  RUNDE,  KENNETH  JAMES,  CHF  DEP,  DUBUQUE  CO  SO 
199   SULLIVAN,  MICHAEL  JOSEPH,  CPT,  PD 

ELORIDGE 

91   HANSEN,  GEORGE  G,  COP 
ESTHERVILLE 

27   MOLLER,  MERLE  C. ,  COMMISSIONER,  PD 
FORT  DODGE 

67  It   HALLIGAN,  R.  OTIS,  LT  OF  DET,  PD 
15  *  KEMPLEY,  JAMES  J.,  CAPTAIN,  PD 

FORT  MADISON 


80  U   CARRELL,  JAMES  E,  COP 
94   PAGE,  DONALD  J.,  CAPTAIN,  PD 
INDIANOLA 

152  LEE,  JAMES  WENTWORTH,  SHF  OF  WARREN  CO 
181   SCRANTON,  PAUL  ROBERT,  COP 

IOWA  CITY 
150   COOK,  WILLIAM  MICHAEL,  SGT,  PD 
96  tt   EDMONDS,  DOUGLAS  F.,  CPT,  JOHNSON  CO  SD 
65  #  EVANS,  EMMETT  E.,  COP 

124  HARNEY,  PATRICK  LEO,  CPT,  PD 

140  KEATING,  CLETUS  HILLIAM,  SGT,  PD 
114   LEWIS,  DUANE  F,  CPT,  JOHNSON  CO  SD 

85  tt   MCCARNEY,  PATRICK  J.,  CAPTAIN,  PD 

50  *  RUPPERT,  E.  J.,  DEP  SHERIFF,  JOHNSON  CO  SO 

125  SCHEETZ,  MICHAEL  JACOB,  SGT,  JOHNSON  CO  SD 
94   STRAND,  DONALD  H. ,  CAPTAIN,  PD 

141  WINKELHAKE,  RALPH  JOHN,  COP 
KEOKUK 

104  tt   BEAIRD,  KENNETH  R,  ASST  CHF,  PD 

185  DOBSON,  REINHOLD  LYNN,  CPT,  PD 
128  tt   MARLIN,  FRANCIS  EARL,  COP 

148   MORGAN,  GEORGE  OSCAR,  CPT,  PD 
KEOTA 

101  *  JOHNSON,  FRANKLIN  A,  COP 
KNOXVILLE 

184   VAN  HAAFTEN,  MARVIN,  SHF  OF  MARION  CO, 
MARION 

171   DIAMOND,  JERRY  MARK,  COP 
MARSHALLTOWN 

192  JOSWIAK,  DAVID  EDMUND,  ASST  CHF,  PD 

100  SWEARINGEN,  DOUGLAS  S,  CPT,  PD 

177   TEMPLETON,  DARRELL  PATRICK,  CPT,  PD 
146   WALKER,  DAVID  LON,  COP 
60   WILLARD,  WENDELL  M,  JAIL  INSPR,  IA  DEPT  OF  CORRECT 
MASON  CITY 
195   BENGTSON,  DENNIS  ROGER,  CPT,  PD 
76  tt   GREENAN,  WESLEY  D,  LT,  PD 
166   HALVERSON,  MICHAEL  EUGENE,  CPT,  PD 
99   JEWELL,  DUANE  L,  CPT,  PD 
MUSCATINE 

142  CODERONI,  GARY  RUDOLPH,  COP 
122  tt   MARTIN,  RONALD  LEE,  CPT,  PD 

189  SCOTT,  MICHAEL  LESLIE,  LT,  PD 
NEVADA 

121   EVANS,  JOHN  LEE,  CHF  DEP,  STORY  CO  SD 
198   FITZGERALD,  PAUL  HENRY,  SHF  OF  STORY  CO 

165  STARK,  TERRY  DAVID,  SGT,  STORY  CO  SO 
NEH  HAMPTON 

193  STRIKE,  DOUGLAS  JOHN,  CHF  DEP,  CHICKASAW  CO  SD 
NEWTON 

113  FOREMAN,  RONALD  L.,  DET  LT,  PD 
188   WADDING,  KIM  BRUCE,  DEP  CHF,  PD 

OELWEIN 

145   LINDER,  EDWARD  THOMAS,  LT,  IA  SPTL 
OSKALOOSA 

176   MCGEE,  JOHN  ROBERT,  COP 
OTTUMWA 

166  HAGIST,  MARK  GERARD,  SGT,  PD 
SIOUX  CITY 

140  AMICK,  DAVID  HARLEY,  CPT,  WOODBURY  CO  SO 
125  tt   BERNARD,  STEVAN  JOSEPH,  SGT,  PD 

12  *  BUE,  HARLEY,  DET  SGT,  PD 
104  tt   DONOVAN,  GERALD  P.,  COP 

141  GROETKEN,  PETER  LEE,  LT,  PD 
165   HURNI,  DAVID  WILLIAM,  LT,  PD 

89  tt   JOHNSON,  ROBERT  H.  ,  CPT  OF  POL,  PD 
171   PEPPLE,  JOHN  MARTIN,  SGT,  PD 
62  tt   RISPALJE,  JOHN  ALBERT,  SHF  OF  WOODBURY  CO 

92  WIDNER,  ROBERT  L.,  CAPTAIN,  PD 
SPENCER 

101  ♦  JOHNSON,  TERRY  C,  SA,  IA  DPS,  DIV  OF  CRIM  IVSTTG 
173   LAWSON,  MARK  STEVEN,  PTLM,  PD 

114  PEDERSEN,  CARL  R,  LT,  IOWA  SPTL 

115  *  STEINBECK,  ALLEN  F,  ASST  CHF,  IOWA  DPS 
URBANDALE 

153  COX,  ROBERT  PATRICK,  COP,  CLIVE  PD 
131   KING,  DELBERT  LEONARD,  LT,  PD 

WATERLOO 

163  #  DAMON,  DENNIS  RICHARD,  LT,  PD 

102  DOLAN,  LAWRENCE  J.,  ASST  CHF,  PD 

190  JENNINGS,  THOMAS  JOSEPH,  LT,  PD 
118  tt   KEHOE,  DONALD  JOSEPH,  CPT,  PD 
112   KOEHRSEN,  BERNAL  F,  COP 

138   MEYER,  ALVIN  ALLEN,  ASST  CHF,  PD 
70  tt   WRIGHT,  ROBERT  S.,  CHIEF  OF  POLICE 
WEBSTER  CITY 

164  QUINN,  MICHAEL  DAVIS,  PUBLIC  SAFETY  DIR,  DPS 
197   WARDLOW,  THOMAS  RUSSELL,  COP, 

WEST  DES  MOINES 

93  CARSON,  FREDERICK  V,  COP 
130   MCKINNEY,  LYLE  LEROY,  LT,  PD 
173   WIEGERT,  SCOTT  LAURENCE,  SGT,  PD 

ITALY 
SAN  ANTONIO 
120  tt   MOTT,  JOSEPH  PAUL,  LTC,  USAF 

KANSAS 
ARKANSAS  CITY 

186  GIVENS,  DANIEL  NELSON,  LT,  PD 
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PD 


JR. 
COP 


MAYOR  (RETIRED  COP) 


CHIEF  OF  POLICE 


158   LAZELLE,  JAHES  DALE,  CPT 
97  tt   LOWER,  CECIL  J.,  COP 
116    RICE,  HILLIAM  H. 
109    SKILES,  OREN  K., 
ATCHISON 

78  tt   HOOD,  MICHAEL  A. 
AUGUSTA 

185   PATE,  DAVID  VANCE,  DIR,  DPS 
BELLEVILLE 

181  SMEE,  RAYMOND  L,  COP 
BONNER  SPRINGS 

136   GATES,  KENNETH  EDHARD,  COP 
76  tt   ROBERTSON,  FRANK  M.,  II,  COP 
CHETOPA 

155   DOHERTY,  CLARENCE  EDHARD,  COP 
COFFEYVILLE 

182  BOREN,  TOMMY  ALLEN,  DEP  CHF,  PD 
COLBY 

101  *  THOMPSON,  GERALD  H. ,  CHIEF  OF  POLICE 
DERBY 

154 

181 
DODGE 

144 

152 
95 


PD 


FOHLER,  DELBERT  EUGENE,  COP 
HAUSCHILD,  MICHAEL,  CPT,  PD 
CITY 
CHAMBERS,  MARY  KATHERINE,  CPT, 
JAAKOLA,  EDWIN  ARTHUR,  COP 
RALPH,  OAKLEY  C. ,  COP 
EL  DORADO 

34  *  FREDERIKSEN,  PAUL  L.,  CHIEF  OF  POLICE,  PD 

116  WILLIAMS.  DAVID  A.,  SHF  OF  BUTLER  CO 
EMPORIA 

142   ADAMS,  LARRY  DEAN,  LT,  PD 
FAIRWAY 

100  tt   WOOD,  FRANK  A,  COP 
FORT  LEAVENWORTH 

154   BOYER,  DAVID  ALLEN,  CHO  II,  USA 
91   BRAXTON,  GEORGE  H,  LT  COL,  USA 

166   CARRICO,  TERRY  LEE,  MAJ,  USA 

117  CONNELLY,  EDMUND  JAMES,  JR.,  LTC,  USMC 

154  DELLA  JACONO,  JOHN  LOUIS,  MAJ,  USA 
198   DRAIN,  DEBORAH  R,  MAJ,  USA 

97    EVANS,  LOYAL  G. ,  JR.,  LTC,  USA 
170   GARRISON,  MARGUERITE  CHERYL,  MAJ,  USA 
145   HARRISON,  STANLEY  LEE,  CHO  II,  USA 
145  tt   HOPKINS,  JULIUS  BLANCHARD,  LTC,  USMC 

162  JOHNSON,  RODNEY  L,  MAJ,  USA 
96  tt   KOCHENOUR,  JOHN  A.,  LTC,  USA 
94  tt   LENHARDT,  ALFONSO  E.,  COL,  USA 
94  *  LINNEN,  JAMES  R.,  MAJ,  USA 

155  MANOS,  ANGELA  MARIA,  CPT,  USA 

153   MICHAELSEN,  MARK  ALAN,  CHO  II,  USA 
168  tt   MORRISON,  CHARLES  QUAY,  MAJ,  USA 
122   PHILLIPS,  RONALD  DEXTER,  MAJ,  USA 
135   PURCELL,  TIMOTHY  EARLE,  CPT,  USMC 
150  tt   STOREY,  BARRY  DAVID,  LTC,  USA 
FORT  RILEY 

163  ARCHER,  DALE  EUGENE,  MAJ,  USA 

127  BERRY,  EDMUND  FRANKLIN,  MAJ,  USA 
139   CLEMENTS,  WILLIS  LEON,  MAJ,  USA 
131  It   EZELL,  ROBERT  BRADFORD,  LTC,  USA 

93   GARNER,  DAVID  W,  LTC,  USA 
173   GODLEWSKI,  PAUL  FRANCIS,  CWO  II,  USA 

93  tt   HERNDON,  DOYLE  L,  COLONEL,  USA 
120  tt   KUHLMAN,  MERLIN  STANLEY,  CWO,  USA 
184   MANLEY,  GERALD  JOSEPH,  LTC,  USA 

128  RULE,  RONALD  JOSEPH,  MAJ,  USA 
175   WONG,  DICKIE,  MAJ,  USA 

GARDEN  CITY 
183   BASCUE,  KEVIN  CURTIS,  USHF,  FINNEY  CO  SO 
COLHELL,  JAMES  R.,  COP 


GEISLER,  MITCHEL  F.,  JR.,  CHIEF  OF  POLICE,  PD 


COP 


82 

59 

GARDNER 

112   FRANCIS,  KENNETH  A,  DIR,  DPS 
GIRARD 

173   FIELDS,  DANNY  LYNN, 
GOODLAND 
141   DIPLACITO,  ANTHONY  JOSEPH,  COP 

140   PICKMAN,  RONALD  EUGENE,  DIRECTOR  OF  PUBLIC  SAFETY 
GREAT  BEND 
151   AKINGS,  LANDON  DEAN,  COP 

BURNS,  DONALD  E.,  SA,  KS  BU  OF  INVSTGN 
DAILY,  JAMES  RICHARD,  SHF  OF  BARTON  CO 
GREEN,  JOHN  GRENVILLE,  SAC,  KS  BU  OF  INVSTGN 
MELLOR,  BRUCE  BENTLEY,  SA,  KS  BU  OF  INVSTGN 
SCHLEVE,  DAVID  ROSS,  DIR  OF  SEC,  BARTON  CO  COLLEGE 


109 
168 
190 
127 
121 
HAYS 
189 
b8 


BRAUN,  JAMES,  CPT,  PD 

MAXWELL,  ROBERT  LYNN,  COP 
HUTCHINSON 
108  tt    FOUNTAIN,  JAMES  H.,  SHF  OF  RENO  CO 
169   GOULD,  RONALD  KENNETH,  ASSOC  DIR,  KS  LETC 
119   HEITSCHMIDT,  JAMES  RICHARD,  COP 
132   KOONTZ,  JOHN  CURTIS,  DET,  PD 
102  tt   HAUDLIN,  EARL,  JR.,  SA,  KS  BU  OF  INVSTGN 
155   MOORE,  RONALD  LEE,  CPT,  PD 

137   PAVEY,  EDHIN  HAROLD,  DIR,  KS  LAW  ENF  TNG  CENTE 
163   POTTER,  JAMES  KENNETH,  SGT,  RENO  CO  SO 
113   SNELL,  LOREN  J.,  LT,  PD 
62  tt   SPRIGGS,  CARL  L.,  CHIEF  OF  POLICE,  PD 
104   STONE,  ROBERT  E.,  LIEUTENANT,  PD 
78  tt   THOMAS,  VIVIAN  M.  ,  INSTR,  KS  LAW  ENF  TNG  CENTER 


166   HARRY,  DAVID  DREH,  INSTRUCTOR,  KS  LETC 
IOLA 

33  tt   WALTERS,  JOHN  H.  ,  ASST  CHF,  PD 
JOHNSON 

136   GARRISON,  JAMES  RUSSEL,  SHF  OF  STANTON  CO 
JUNCTION  CITY 

106  *  BAZAN,  FRANK  J.,  ASST  CHF,  PD 

132  CLARK,  THOMAS  LARUE,  COP 

139  HILL,  JON  ERNEST,  CPT,  PD 

124  MANNS,  JAMES  RICHARD,  CPT,  PD 
117   UHRIG,  FREDERIC  G,  CPT,  PD 

85  tt   WATSON,  ROBERT  C.  ,  CHIEF  OF  POLICE 
KANSAS  CITY 

194  ARMSTRONG,  RICK  LEE,  CPT,  PD 

175  tt   BOHRER,  LESLIE  ALLEN,  LT,  PD 

176  BRESHEARS,  SAMUEL  FRANCIS,  MAJ,  PD 
90   BUCK,  RONALD  N. ,  CPT,  PD 

195  CULP,  STEVEN  RANDALL,  MAJ,  PD 

140  DAILEY,  MICHAEL  STEPHAN,  MAJ,  PD 
85  tt   DONNELLY,  JOHN  J.,  COP 

177  EDWARDS,  HILLIAM  RAY,  LT,  PD 

189  GREEN,  LEROY,  JR,  USHF,  HYANDOTTE  CO  SO 
191   HARRIS,  MICHAEL  THOMAS,  LT,  PD 

165  JOHNSON,  RICHARD  LEE,  DIR  OF  POL,  UNIV  OF  KS  PD 
184   MILLER,  RONALD  LEE,  MAJ,  PD 

96   MONCHIL,  DANIEL  G. ,  MAJ,  PD 
153   PEARSON,  JACK  CLAYTON,  JR,  DIR,  UNIV  OF  KS  POL 

125  SNOH,  JAMES  HAROLD,  LT,  PD 

45  tt   STEACH,  JOSEPH  F.,  CHIEF  OF  POLICE 

123  SHAFFORD,  JAMES  KERSHAH,  JR,  MAJ,  PD 

190  VILLANUEVA,  ROGELIO  S,  CPT,  PD 

30  *  WAGNER,  GEORGE  L. ,  LIEUTENANT,  PD 

199  HARE,  DENNIS  DEAN,  LT,  PD 
LANSING 

170  SMITH,  MICHAEL  HAYNE,  COP 
LAHRENCE 

184   BRUNT,  EDHARD  LEON,  LT,  PD 

124  DENNEY,  JAMES  RAY,  DIR,  UNIV  OF  KS  PD 
164   HALL,  MICHAEL  OHEN,  LT,  PD 

128   OLIN,  HILLIAM  RONALD,  COP 
88  tt   STANHIX,  R.  RICHARD,  COP 
LEAVENHORTH 

133  BOYLE,  MITCHELL  LOUIS,  III,  CPT,  PD 
148   DOEHRING,  LEMOINE  DUANE,  COP 

166  DYSON,  JAMES  VAUGHN,  SR,  LT,  PD 
163  tt   HINZ,  DEAN  ELDRED,  OFCR,  USMC 
110   MCKEEL,  HILLIAM  M,  COP 

LEAWOOD 

94  *  BLUME,  RICHARD  H. ,  COP 
143  tt   COX,  JAMES  STEPHEN,  COP 
186   MCCARTHY,  MAURICE  PATRICK,  CPT,  PD 
MITCHELL,  SIDNEY  RALPH,  COP 


BURGER,  DAVID  ANTHONY,  CPT  PD 
COUPLAND,  PAUL  GEORGE,  JR,  LT, 
HANSON,  ELLEN  TYLER,  COP 
KRONE,  DONALD  KEVIN,  SGT,  PD 
MEIER,  JOHN  MICHAEL,  CPT,  PD 
SMITH,  STEVEN  DEAN,  CPT,  PD 


167 
LENEXA 

172 

133  tt   COUPLAND.  PAUL  GEORGE.  JR,  LT,  PD 

123 

197 

146 

179 
LIBERAL 

156   ANDERSON,  THOMAS  GLENN,  CPT,  PD 
99  tt   HINSDALE,  DARIEL  D. ,  COP 

132   RALSTON,  VERNON  ALROY,  ACTING  CHF,  PD 
MANHATTAN 

153   FRENCH,  LEONARD  STEVEN,  CPT,  RILEY  CO  PD 
92   JOHNSON,  ALVAN  D. ,  DIR,  RILEY  CO  PD 

195   QUINTANAR,  MICHAEL  LAZARO,  LT,  RILEY  CO  PD 

185   SCHOEN,  BRADLEY  JAMES,  CPT,  RILEY  CO  PD 
MC  PHERSON 

158  tt   TERRY,  HARRIS  GAIL,  SHF  OF  MC  PHERSON  CO 
MCPHERSON 

25  *  BURT,  J.  LOYD,  SHF  OF  MCPHERSON  CO 
81  tt   PERKINS,  ROBERT  C,  COP 
MERRIAM 

197   LIETZKE,  HILLIAM  RONALD,  ASST  CHF,  PD 


NEHTON 

126 

113 
98 

192 

100  * 
OLATHE 

117 

128 
91 

180 

135 

199 

166 

128 

190 

175 

152 


DREIER,  CURTIS  MONROE,  CHF  INVSTGR,  HARVEY  CO  SO 
GILBERT,  MAX  A.,  USHF,  HARVEY  CO  SO 
JACKSON,  RONALD  G. ,  COP 
JOLLIFF,  BRUCE  ALLEN,  LT,  PD 
POHERS,  LYLE  A.,  JR.,  DETECTIVE,  PD 


BARNES, 
BUNKER, 
FOSTER, 


DPS 


FRANK  HARREN,  DEP  DIR, 

JOHN  HENRY,  CPT,  DPS 

JOHN  L.,  USHF,  JOHNSON  CO  SD 
GALBRECHT,  FRANK  F,  LT,  PD 
HOSKINS,  LEHIS  LEE,  MAJ,  JOHNSON  CO  SD 
JONES,  LARRY  EUGENE,  CPT,  JOHNSON  CO  SO 
KANNADY,  HOHARD  DALE,  CPT,  PD 
SMITH,  LARRY  EUGENE,  LTC,  JOHNSON  CO  SD 
HATSON,  VERNON,  LT,  PD 
HAY,  WALTER  GORDON,  MAJ,  JOHNSON  CO  SO 
HERKOWITCH,  VINCENT,  CPT,  JOHNSON  CO  SD 
106  tt   ZEMITES,  JOHN  V.,  CPT,  JOHNSON  CO  SD 

BRINGLE,  MURL  THOMAS,  WARDEN,  LABETTE  CORR  CONS  CAMP 


156 
OTTAWA 

138 

188 
OVERLAND  PARK 


HERRMAN,  JEFFREY  DAVID,  DIRECTOR,  DPS 
PUTERBAUGH,  RONALD  KEITH,  CPT,  PD 
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188   BALDWIN,  DENNIS  RAY,  CPT,  PD 

179  DELANEY,  HILLIAM  CLINTON,  SA  SUPVR,  KS  BU  OF  INVSTGN 
13*   DOUGLASS,  JOHN  MAURICE,  MAJ,  PD 

159   FADDIS,  ROBERT  KEITH,  CPT,  PD 
126   FORD,  STEPHEN  EDHARDS,  CPT,  PD 
64  *  KENYAN,  JOHN  OLIVER,  JR.,  COP 
174   KESSLER,  MARK  RICHARD,  LT,  PD 
138   LADD,  GLENN  LLOYD,  CPT,  PD 
196   MOORE,  STEPHEN  LEE,  LT,  PD 

121  MORGAN,  TERRY  ELDON,  PTLM,  PD 
108   PALMER,  DONALD  L.,  LT,  PD 

103  *  ROUND,  JOHN  E,  MAJ,  PD 
92  It   SCAFE,  MYRON  E.,  COP 

150  SMITH,  STEPHEN  EDHARD,  LT,  PD 
120   HEAVER,  JAMES  JOSEPH,  PTLM,  PD 

116  #  HOOD,  DAVID  L,  SA,  KS  BU  OF  INVSTGN 
PAOLA 
193   KELLY,  FRANCIS  HILLIAM,  SHF  OF  MIAMI  CO 

180  SMAIL,  DAVID  EUGENE,  COP 
PITTSBURG 

138  tt   MARSHALL,  DONALD  HAYNE,  ASST  CHF,  PD 

151  MASONER,  DARRELL  HILLIAM,  DIR,  PITTSBURG  ST  UNIV  POL 
48  tt   MCPHERSON,  PAUL  0.,  CAPTAIN-INVESTIGATOR,  PD 

122  #  SHANKS,  RALPH  HOODROH,  JR,  COP 
193   TOMPKINS,  TIMOTHY  HAYNE,  SGT,  PD 

PRAIRIE  VILLAGE 

177   GROVER,  CHARLES  FREDRICK,  COP, 

198   WALTER,  JOHN  THOMAS,  III,  LT,  PD 
PRATT 

172   CAVANAUGH,  KEVIN  DEAN,  COP 

157   STAVLO,  OMAR  TOM,  CPT,  KS  DEPT  OF  WILDLIFE  &  PAR 
ROELAND  PARK 

149   CARPENTER,  KENNETH  ARCHER,  COP 

196   DENNING,  FRANCIS  PAUL,  COP 
SALINA 

176   AUGUSTINE,  ALVIN  JOSEPH,  CPT,  SALINE  CO  SO 

193   DUNSTAN,  DAVID  SAMUEL,  DEP  CHF,  PD 

148   HILL,  JAMES  DWIGHT,  COP 

131   HINDMAN,  GARY  LEE,  CPT,  PD 
53  tt   HOHELL,  JOHN,  SEC  DIR,  ST  JOHNS  MILITARY  ACD 

145   KOCHANOHSKI,  GLEN  FREDERICK,  ASST  CHF,  PD 

129   OLDRIDGE,  RODNEY  EUGENE,  COP 

187   SHEA,  BRIAN  EUGENE,  CPT,  SALINE  CO  SO 

114   WILSON,  DARRELL  L,  SHF  OF  SALINA  CO 
SHAWNEE 

131  tt   CLAYTON,  HOMER  LEE,  LT,  PD 

161   DAVIS,  DAVID  LEROY,  CPT,  PD 

174   MCDANIEL,  WALTER  HARRISON,  II,  LT,  PD 
SILVER  LAKE 

148  #  JACOBS,  WILLIAM  ALVIN,  CPT,  KS  HIGHWAY  PATROL 
SPRI NGHI L 1 

104  tt   BARTON,  GEORGE  W,  JR,  DEP  CHF,  PD 
TOPEKA 

79  #  ADKINS,  JAMES  L,  MAJ,  KS  HPTL 

76  tt   ALBOTT,  WILLIAM  L.,  DIR,  KS  BU  OF  INVSTGN 
108   ARMSTRONG,  ROBERT  D,  CPT,  KS  HPTL 

138   ATKINS,  ROBBIE  NEAL,  LT,  KS  HPTL 
141  tt   BEIGHTEL,  WILLIAM  DALE,  CMDR,  PD 

75  It   BENNETT,  GALEN  ELDEN,  LT,  KS  HPTL 

47  *  BILLINGS,  LLOYD  A.,  JR.,  SUPT,  MOTOR  VEHICLE  DEPT,  ST  0 
186   BLECHA,  ROBERT  E,  SAC,  KS  BU  OF  INVSTGN 
143   BLOW,  JACK  B,  FIELD  LT,  KS  TURNPIKE  AUTH 

97   BRADLEY,  FLOYD  L.,  SAC,  KS  BU  OF  INVSTGN 

77  #  BRAWNER,  ROBERT  L.,  DEP,  USMC 

3  *  CHRISTENSEN,  E.  G. ,  PTLM,  KS  HPTL 

80  tt   CLESTER,  ROBERT  R.,  DIR  OF  SEC,  KS  LOTTERY  SEC 
112   CONNELLY,  JOHN  H,  ENF  AGT,  KS  RACING  COMMISSION 

19  tt   CRANK,  CHARLES  S.,  INVSTGR,  KN  ST  ABC 
111  tt   DEMORE,  DON  R,  MAJ,  PD 
173   FINGER,  DALE  ANTHONY,  ASST  DIR,  KS  BU  OF  INVSTGN 

60  tt   FORD,  JACK  HAROLD,  ASST  DIR,  KS  BU  OF  INVSTGN 
135   FORSTER,  FORREST  DEAN,  CMDR,  PD 

12  *  FREY,  WILLIAM  J.,  SHF  OF  SHAWNEE  CO 
117   GILCHRIST,  JAMES  J,  DIR  OF  SEC,  TOP  PUB  SCHOOLS 
108  #  GRENZ,  JIMMY  D,  COP 

94  tt   HADLEY,  ENOS  W. ,  CPT,  KS  HPTL 

83  tt   HALL,  CHARLES  L.,  MAJ,  KS  HPTL 
192   HARSHA,  STEPHEN  KENT,  CPT,  PD 

105  tt   HARTTER,  EARL  JOSEPH,  SGT,  KS  HPTL 

52   HOUSE,  RAMON  KENNETH,  DEP  US  MARSHAL,  DIS  OF  KS 
145   JONES,  ALLEN  ARTHER,  ASST  DIR,  STATE  GAMING  AGENCY 
123  tt   KELSEY,  LOHELL  RICHARD,  CPT,  PD 
182   KLUMPP,  EDWIN  EUGENE,  DEP  CHF,  PD 
114   LYONS,  THOMAS  B.,  SA,  KS  BU  OF  INVSTGN 

96  tt   MACEY,  RAYMOND  D.  ,  SA,  KS  BU  OF  INVSTGN 

91  tt   MOOMAU,  ELAM  P.,  JR,  LTC,  KS  HPTL 

86  It   MURPHY,  DONALD  M,  CPT,  PD 
119  #  PERSINGER,  BILLY  DUANE,  LT,  KS  SHP 

121  tt   PETTIJOHN,  GARY  HALL,  SAC,  KS  BU  OF  INVSTGN 
125   PICKERT,  DONALD  LEO,  COL,  KS  HPTL 

51  POPE,  RAYMOND  S. ,  DEP  U  S  MARSHAL,  DISTRICT  OF  K 
133  tt   PROSTLER,  VERNON  JOSEPH,  CPT,  KS  HPTL 

52  tt   RUSH,  ALLEN  C.  ,  COL,  KS  HPTL 

57  tt   SANFORD,  LOGAN  H.  ,  DIRECTOR,  KANSAS  BUREAU  OF  INV 
54  tt   SCHEIBNER,  A.  M. ,  MAJOR,  KANSAS  HIGHWAY  PATROL 
104  It   SCHUREMAN,  GEORGE  J.,  SA,  KS  BU  OF  INVSTGN 

122  SEXSON,  CHARLES  WILLIAM,  SA  IV,  KS  BU  OF  INVSTGN 

™  I   i!jM!;CKA'  RAPHAEL  J.,  TROOPER,  KANSAS  HIGHWAY  PATROL 
70  tt   STARR,  HOHARD  E.,  MAJOR,  KANSAS  HIGHWAY  PATROL 
198   THOMAS,  LARRY  JOE,  SAC,  KS  BU  OF  INVSTGN 


194   THOMPSON,  KIRK  DOUGLAS,  ASST  DIR,  KS  BU  OF  INVSTGN 
167   TORREZ,  JESSE  JOSEPH,  LT,  PD 

136   TROTH,  DONALD  EUGENE,  3RD  JUDICIAL  DIST,  SHAWNEE  CO 
69  tt   WILLIAMS,  JACK  H.,  SA  SUPV,  KS  BU  OF  INVSTGN 

107  tt   WILTSE,  WALTER  M,  CPT,  KS  HPTL 
TOPICA 

108  BEAVERS,  GERALD  R,  SR,  COP 
VALLEY  CENTER 

68  It   GRAGG,  JESSE  M.,  SA,  KS  BU  OF  INVSTGN 
WASHINGTON 

169  KERR,  JOHN  WILEY,  SHF  OF  HASHINGTON  CO 
WELLINGTON 

103  It   MOUSER,  KENNETH,  CHIEF  OF  POLICE 
HESTHOOD 

170  WELLS,  CARLOS  EUGENE,  COP 
WICHITA 

30  tt   ANDERSON,  RAY  L.,  COP 
182   BARDEZBAIN,  DANIEL  EVAN,  LT,  SEDGHICK  CO  SO 
160   BAUER,  GARY  EDWIN,  COP 

93  It   BEVIS,  CLYDE  E.,  EXEC  OFCR,  PD 
7  *  BOWERY,  LEROY  E.,  COP 
127   BULLINS,  JERRY  WAYNE,  DIR  OF  SEC,  WESLEY  MEDICAL  CNT 

59  H   COFFELT,  FORREST  E. ,  PTLM,  PD 

89  It   CORNWELL,  WILLIAM  A.,  DEP  CHF,  PD 

162  CURRIE,  GILBERT  ALLEN,  JR,  LT,  KS  HPTL 
111   DOTTS,  WILLIAM  T.,  JR.,  CPT,  PD 

134  It   EASTER,  RICKY  LYLE,  MAJ,  PD 

163  ELVINS,  JAMES  W,  MAJ,  SEDGWICK  CO  SD 
117   EVANS,  RONALD  DEAN,  CHF  DEP,  USMC 

11  It   FLETCHER,  E.  REID,  OFCR,  PD 
149   GOWARD,  PAUL  S,  DEP  CHF,  PD 
140   GROSLAND,  LANNY  KEITH,  SA,  KS  BU  OF  INVSTGN 
120  tt   HAMPTON,  TROY  LEE,  MAJ,  PD 

72  tl   HANNON,  FLOYD  B.,  JR.,,  LTC,  COP 
191   HINSHAW,  ROBERT  LLOYD,  CPT,  SEDGWICK  CO  SO 

171  KING,  JERRY  LEE,  CPT,  SEDGWICK  CO  SD 
189   MOSES,  TERRI  SUE,  DEP  CHF,  PD 

122   NORMAN,  HAROLD  LESLIE,  JR,  DIVERSION  COORD,  DA'S  OFFICE 

32  #  POND,  EUGENE  M. ,  COP 

63  tt   PROWSE,  CHARLES  L.,  DIR,  KS  CIVIL  DISORDERS  UNIT 
111   RAY,  BARBARA  J.,  CAPTAIN,  PD 

58   REEVES,  JAMES  H. ,  ADMIN,  SEDGWICK  CO  DA  OFC 
100   STOUT,  BOBBY  F,  EXEC  DIR,  WICHITA  CRIME  COMMI 

115  tt   THIMMESCH,  ALVIN  J.,  MAJ,  PD 

164  #  TRAINER,  STEVEN  DALE,  DEP  CHF,  PD 

171   TROYER,  PETER  LEROY,  ASST  CHF,  WICHITA  AIRPORT  SAFE 
146   HILLEY,  LEO  RAY,  MAJ,  SEDGWICK  CO  SD 

177  WILLIAMS,  NORMAN  D,  DEP  CHF,  PD 
MINFIELD 

187   KING,  CRAIG  ROBERT,  USHF,  COWLEY  CO  SD 
160   ODELL,  ROBERT  GREATHOUSE,  SHF  OF  COHLEY  CO 

KENTUCKY 

ALEXANDRIA 
142  #  BRIDGES,  THOMAS  MICHAEL,  CHF,  CAMPBELL  CO  PD 
186   HILL,  KEITH  DAVID,  ASST  CHF,  CAMPBELL  CO  PD 

ASHLAND 
194   ADAMS,  KENNETH  RAY,  SGT,  PD 

116  ASHER,  DOUGLAS  E,  LTC,  KY  SPOL 

182  COOPER,  JAMES  PATRICK,  CPT,  KY  SPOL 
148   FORSYTHE,  ROBERT  0,  CPT,  KY  SPOL 
107  II   GILLUM,  HOWARD  R.,  LT,  PD 

164   HALL,  LARRY  SAM,  LT,  PD 

178  KING,  JACK  LEE,  JR,  LT,  PD 
130   MAY,  KENNETH  DAVID,  LT,  PD 

102  MCBRIDE,  RONALD  W. ,  COP 
71  tt   MUTTERS,  LEWIS  E.,  COP 

174  RATLIFF,  ROBERT  WORTH,  LT,  PD 
111   RICE,  DAVID  A.,  LT,  PD 

103  SHORD,  DOUGLAS  L,  MAJ,  KY  SPOL 
71  It   VANHOOSE,  BILLY  J.,  LT,  KY  SPOL 
76   WILCOX,  EVERETT  E,  LT,  KY  SPOL 

129   WILLIS,  WILLIAM  STEPHEN,  LT,  PD 
BENHAM 

15  *  JONES,  TOM,  PATROLMAN,  PD 
BENTON 

161   ROY,  BRIAN  SCOTT,  US  MARSHAL,  WDKY 
BOWLING  GREEN 

118  It   BUNCH,  ELVIS  PAUL,  DIR,  DPS,  WESTERN  KY  UNIV 

110  It   FRANKLIN,  MARVIN  V,  SGT,  KY  SPOL 

144  tt   HARDCASTLE,  GERALD  LOUIS,  CPT,  PD 
166   HARRIS,  MARI  RECTOR,  SGT,  PD 

183  HUNTER,  CHARLES  HILLIAM,  SGT,  PD 

145  JOHNSON,  HORACE  FREEMAN,  JR,  DIR,  WESTERN  KY  UNIV  PD 

117  tt   LUSHER,  GARY  R.,  DET  SGT,  KY  SPOL 

90  MCMILLEN,  GUY  C,  DEP  SHF,  LOGAN  CO  SO 

132  RAYMER,  GARY  ALLEN,  COP 

199  ROACH,  DAVID,  SGT,  PD 

186  WALLACE,  CHARLES  MICHAEL,  DET  LT,  HESTERN  KY  UNIV  DPS 

149  WALTRIP,  BILLY  JOSEPH,  CPT,  PD 

193  WELLS,  JERRY  W,  CPT,  PD 

175  tt   HILKERSON,  BRUCE  DARR,  CPT,  PD 
127  YOUNG,  DONALD  RAY,  SGT,  KY  SPOL 

BURLINGTON 

126   FLORENCE,  JOSEPH  HILLIS,  JR,  CHF,  BOONE  CO  PD 

172   MARTIN,  CHARLES  JEFFREY,  CPT,  BOONE  CO  PD 
94  It   SCHWARTZ,  THOMAS  J.,  JR.,  COL/CHF,  BOONE  COUNTY 

160   WHALEN,  JAMES  HOWARD,  LT,  BOONE  CO  PD 
CAMPBELLSVILLE 

124   GRAY,  TERRY  LEE,  COP 
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CATLETTSBURG 

110  tt   RICE,  ROY  E.,  JR.,  SHERIFF,  BOYD  CO.  SD 
COLUHBIA 

68  #  LLOYD,  BILLY  0,  DET  SGT,  KY  SPOL 
COVINGTON 

127  tt   CASSON,  ALDIN  EUGENE,  COP 

136  tt   DOMETRICH,  HILLIAM  JOSEPH,  LTC,  PD 
153   DORSEY,  HILLIAM  CHARLES,  LTC,  PD 
131  *  EIFERT,  PAUL  SYLVESTER,  JR,  SGT,  PD 

184  GURREN,  CHARLES  MICHAEL,  LT,  PD 
80  tt   HEEGER,  ARTHUR  A,  COP 

52  tt   KAMPSEN,  RALPH  B.,  LTC,  PD 
195   KRAFT,  MICHAEL  PAUL,  LT,  PD 

169  LILES,  JAMES  ELHOOD,  CPT,  PD 
115   MARTIN,  BARRY  S.,  CPT,  PD 

93  tt    SCHMIDT,  DAVID  M.  ,  SGT,  PD 

138  SCHMIDT,  STEVEN  JOSEPH,  LTC,  PD 

174  SCHNEIDER,  THOMAS  FRANCIS,  SGT,  PD 

114  SCHONECKER,  THOMAS  E.,  CPT.PD 
58  tt   SCHHARTZ,  LYLE  F,  COLONEL,  COP 

112  tt   SPANG,  JON  C,  DET  SGT,  PD 

125  tt   HARDEN,  HENRY  CURTIS,  JR,  LT,  PD 

190   HILLIAMS,  ANTHONY,  DET,  PD 

163   HILLS,  JOHN  STEVEN,  LT,  PD 
CRESCENT  SPRINGS 

187   HARD,  JOHN  MICHAEL,  II,  LT,  PD 
DANVILLE 

85  tt   ARNOLD,  HILLIAM  M,  CPT,  PD 

178   DOHNS,  LARRY  KEITH,  COP 

189  PEEK,  CLAUDE  JEFFREY,  ASST  CHF,  PD 

170  HILLIAMSON,  ROBERT  AARON,  DET,  PD 
DRY  RIDGE 

133   CROSS,  DALE  HILLIAM,  SGT,  KY  SPOL 

137  tt  HANKINS,  LEHIS  HILLIAM,  SGT,  KY  SPOL 
130  tt  HARNEY,  PHILIP  RAYMOND,  SGT,  KY  SPOL 
120   LEHIS,  HILLIAM  DOUGLAS,  CPT,  KY  SPOL 

105  MILLER,  VIRGIL  K. ,  LT,  KY  SPOL 
EDGEHOOD 

119  tt   ROHLING,  RUSSELL  KENNETH,  LT,  PD 
112   VOLLMAR,  STEPHEN  C,  COP 

ELIZABETHTOHN 

106  BUTLER,  DAVID  L,  CPT,  KY  SPOL 

185  DYE,  TROY  STEVEN,  SGT,  PD 

133  GARDNER,  RUBEN  LAVERN,  COP 
87   SIMS,  HALTER  R,  LTC,  KY  SPOL 

101  tt   SPURRIER,  CHESTER  S.,  SERGEANT,  KENTUCKY  STATE  POLIC 
118  It   HYATT,  CLYDE  PUSEY,  SGT,  KY  SPOL 
ELSMERE 

94  tt   HILER,  HILLIAM  I.,  COL,  COP 
ERLANGER 

197   ARENS,  ROBERT  LOUIS,  LT,  PD 
177   FIELDS,  MARC  LESLIE,  SGT,  PD 
101  *  YADEN,  KENNETH  N,  JR,  COP 
FLORENCE 
124   BUELTERMAN,  PAUL  JAMES,  COP 

115  KATHMAN,  THOMAS  E,  ASST  COP 

190  STANTON,  DAMIAN  KEVIN,  LT,  PD 
FORT  CAMPBELL 

185   CHANCELLOR,  ARTHUR  STEVEN,  CHO  III,  USA 
190   CROHE,  STEVEN  LEE,  MAJ,  USA 
166   JENKINS,  DONALD  RAY,  CHO  III,  USA 
176   MERRILL,  HILLIAM  FLAVIUS,  1SGT,  USA 

120  tt   SQUIRE,  MILLARD  SEARLE,  JR,  LTC,  USA 
FORT  KNOX 

164  CURTIS,  JAMES  MARTIN,  CHF,  US  MINT  POL 

115  MORIARTY,  MATTHEH  E,  SA,  USA 
FORT  MITCHELL 

134  tt   JONES,  LARRY  MICHAEL,  DIR  POL  SERV,  PD 
FORT  THOMAS 

136   BISCHOFF,  MICHAEL  HAYNE,  CHF,  PD 
187   DILL,  MARK  FITZGERALD,  LT,  PD 

143  tt   MCMULLIN,  JOHN  GEARY,  DET  SGT,  PD 

129  tt   REVERCOMB,  THOMAS  LEHIS,  LT,  PD 

166  TALBOT,  RONALD  JAMES,  LT,  PD 
FORT  HRIGHT 

135  BROHN,  MARK  ALAN,  COP 

116  tt   HEAVER,  PAUL  E.,  JR.,  COP 
FRANKFORT 

79  tt   BABB,  LEHIS,  JR,  LT,  KY  SPOL 

28  *  BAKER,  JOHN,  COLONEL,  DIR,  KY  HPTL 

167  It   BALL,  DANIEL  LEE,  SR,  LT,  KY  SPOL 
106  *  BALL,  KENNETH  A.,  LT,  PD 

128   BARTON,  JOHN  CARROLL,  CPT,  KY  SPOL 
199   BOOTH,  JAMES  ALLEN,  SGT,  KY  SPOL 

35  *  BRITTON,  PHILIP  M. ,  PTLM,  KY  ST  HPTL 

45  «  CALVERT,  HILLIAM  D. ,  DET,  KY  SPOL 
104   CAMPBELL,  MARION  D,  CPT,  KY  SPOL 
134   CLARK,  JAMES  SCOTT,  SGT,  PD 

82  tt   CLINE,  RALPH  H,  CPT,  KY  SPOL 

60  tt   COMBS,  JAMES  EDHARD,  DET,  KY  SPOL 

92  tt   CONKHRIGHT,  ARTHUR  B,  LTC,  KY  SPOL 

97  tt   COURTNEY,  ROBERT  N.,  DET  SGT.  PD 

75  It   CROMER,  JAMES  E,  CPT,  KY  SPOL 

130  DEAN,  DANNY  RAY,  SGT,  PD 

197   DUDINSKIE,  JOHN  MARK,  JR,  SGT,  PD 
126  tt   DUNCAN,  MICHAEL  RAY,  LTC,  KY  SPOL 
169   GAY,  GREGORY  SCOTT,  SGT,  KY  SPOL 
119  It   GIBSON,  CARLOS  ELMER,  CPT,  PD 

30  *  GILLIAM,  HAYHARD,  COL,  ASST  DIR,  KY  HPTL 
155   HANCOCK,  JAY  REED,  SGT,  KY  SPOL 


154   HARDIN,  KENNETH  EDHARD,  CPT,  KY  SPOL 
112  tt   HARGIS,  CHARLES  H,  CPT,  KY  SPOL 
97  tt   HARNEY,  BEN  F,  COP 
185   HAYS,  PAUL  S,  CPT,  KY  SPOL 
141   HILL,  JAMES  RANDALL,  SR,  CPT,  KY  SPOL 
129   HOOVER,  LAHRENCE  ULLMAN,  CPT,  PD 
131   JOHNSON,  CHARLES  EDHARD,  MAJ,  KY  SPOL 
58  *  JOHNSON,  ROLLIE,  LT,  KY  SPOL 
188   LAHSON,  SHELBY,  LT,  KY  SPOL 
51  *  MASON,  JAMES  D. ,  DET,  KY  SPOL 
173   MAYES,  MARK  EDHARD,  LT,  KY  SPOL 
96  tt   MCQUOHN,  RICHARD  D. ,  LT,  KY  SPOL 
161   MILLIGAN,  ROBERT  EUGENE,  LT,  KY  SPOL 
57  tt   MULLINS,  NOAH  H.  ,  CAPTAIN,  KY  SPOL 
165   NAUERT,  GERALD  ANTHONY,  SGT,  KY  SPOL 
NEHMAN,  HILLIAM  0,  CPT,  KY  SPOL 
OGRADY,  EDHARD  T.,  DETECTIVE,  KY  SPOL 
PAGE,  HUGH  H.,  SERGEANT,  KENTUCKY  STATE  POLIC 
PEMBLETON,  DAVID  ALLEN,  SGT,  KY  SPOL 
POHERS,  DONALD  R,  CPT,  KY  SPOL 
PROVENCE,  JERALD  THOMAS,  LT,  KY  SPOL 
RAY,  ELMER  TEATER,  JR,  SGT,  KY  SPOL 
REYNOLDS,  LEO,  CPT,  KY  SPOL 
ROBERTS,  ALGIN,  MAJ,  KY  SPOL 
..  ROBEY,  JOHN  D,  CPT,  KY  SPOL 
56  tt   SMITH,  PAUL  M,  MAJ,  KY  SPOL 
135  It   STILES,  LOUIS  RAY,  CPT,  KY  SPOL 
163   STURGILL,  ROY  EVERETT,  SR,  CPT,  KY  SPOL 
135   HATSON,  DOUGLAS  ARTHUR,  SGT,  PD 
171   HELLS,  GEORGE  OREN,  JR,  DET  SGT,  KY  SPOL 
156   HEST,  HARRY  JOSEPH,  MAJ,  KY  SPOL 
176   HILHOITE,  HALTER  MARK,  LT,  PD 
129   HILLIAMS,  DAVID  NEIL,  LT,  KY  SPOL 
176   HILLIAMS,  JOSEPH  MILBURN,  MAJ,  KY  SPOL 
49  tt   HILSON,  JOSEPH  B.  ,  DETECTIVE,  KENTUCKY  STATE  POLI 
43  It   HOODS,  HALTER  E.  ,  DETECTIVE,  KENTUCKY  STATE  POLI 
142  tt   HOOSLEY,  LARRY  J,  LT,  KY  SPOL 
54  *  YOUNG,  CHARLES  F.,  CAPTAIN,  KENTUCKY  STATE  POLICE 
GEORGE  TOHN 

112   POORE,  KENNETH  C,  CHF  DEP,  USMC 
GEORGETOHN 

162  tt   BIRDHHISTELL,  CRAIG  MOORE,  COP 
GOLDEN  POND 

DIX,  KENNETH  RANDOLPH,  CPT,  TN  VALLEY  AUTH 
MOORE,  RONALD  GENE,  CPT,  US  TVA 
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BRITTAIN,  RAY  FRANKLIN,  CPT,  KY  SPOL 
VANHOOK,  JAMES  EDGAR,  LT,  KY  SPOL 


CURRY,  KERRY  ALLEN,  LT,  CINTI/N.  KY  AIRPORT 

GENTRY,  THOMAS  DALE,  CPL,  CINTI/NO.  KY  AIRPORT  

MELVILLE,  CHARLES  JOHNS,  JR,  CHF,  CINCI/NO.  KY  AIRPORT 
MENTRUP,  THOMAS  E.,  CHF,  CINTI/NO.  KY  AIRPORT 
HATTS,  LESLIE  M. ,  LT,  CINTI/NO.  KY  AIRPORT 
HEIL,  JOSEPH  C,  CHF,  CINTI/NO.  KY  AIRPORT 
HENDERSON 
150  It   HUGHES,  DONALD  MILLARD,  LT,  KY  SPOL 

192  ISBILL,  THOMAS  PATRICK,  SGT,  KY  SPOL 
174   OSBORNE,  DAVID  HAYNE,  LT,  KY  SPOL 
189   TURPEN,  DAVID  ALLEN,  LT,  PD 

182   YOUNG,  CHARLES  ARTHUR,  LT,  PD 
HIGHLAND  HEIGHTS 

193  MULLEN,  CARL,  COP 
HOPKINSVILLE 

98  It   COLON,  RUSTY  A,  ASST  CHF,  PD 
177   SIMPSON,  HILLIAM  PATRICK,  SGT,  PD 
92   HILKINS,  JIMMIE  L.,  COURT  COORDINATOR 
INDEPENDENCE  .  ,«.,,„ 

169   BROHNING,  MICHAEL  LEE,  CHF,  KENTON  CO  PD 

195  BUTLER,  EDHARD  MICHAEL,  CPT,  KENTON  CO  PD 
97  tt   BUTLER,  JEFFREY  L,  COP,  KENTON  CO  PD 

174  tt   KEENE,  JOHN  LLOYD,  CPT,  KENTON  CO  PD 

179   MCNEIL,  ARTHUR  LEE,  SGT,  KENTON  CO  PD 

152  It   PORTER,  EDGAR  KENNETH,  JR,  COP 
JEFFERSONTOHN 

95  tt   GUTMAN,  ROBERT  J.,  COL,  COP 
LA  GRANGE 

94  tt   DAVIDSON,  DANIEL,  LT,  KY  SPOL 

109  H   IRVIN,  HILLIAM  G,  SGT,  KY  SPOL 
78  tt   SHERRARD,  BILLY  L.,  CPT,  KY  SPOL 

196  HAKEFIELD,  TIMOTHY  RAY,  SGT,  OLDHAM  CO  PD 
LAKESIDE  PARK 

176   HERBST,  PAUL  DHIGHT,  SGT,  PD 
L  EXI NGTON 
130   ADAMS,  RONALD  FREDRICK,  DEP  US  MARSHAL,  USMS 

95  BERRY,  ULYSSES  G. ,  ASST  CHF,  METRO  PD 

97  It   FLOYD.  RAYMOND  J.,  CPT,  METRO  PD  _„ 

188   FOCKELE,  WILLIAM  JOSEPH.  LT,  LEX-FAYETTE  URBAN  CO  PD 

194  #  GENSHnMES?LjSHK,PH?LIP,  SGT,  LEXINGTON/FAYFTTE  URBAN  ( 
174   GRIMES,  KEVIN  SCOTT,  SGT,  UNIV  OF  KY  POL 

172  tt   GURNEE  JOHN  KEENE,  LT,  LEXINGTON-FAYETTE  CO  PD 

184  HAYES  HILLIAM  ALLEN,  SGT,  UNIV  OF  KY  PD 

lit  HOWARD,  GREGORY  GAINES  CPT,  LEXINGTON-FAYETTE  URBAN  C 

198  JACKSON,  JAMES  DEMMITT,  JR,  LT,  LEXINGTON-FAYETTE  URBAI 

190  JACOBS,  JOHN  BARKER,  CPT,  LEXINGTON-FAYETTE  URBAN  C 

110  It   KELLY,  FRED  R,  CPT,  FAYETTE  URBAN  CO  POL 

196   KINMAN,  BARNEY  HAROLD,  LT,  LEXINGTON-FAYETTE  URBAN  CO 
167   LANGSTON,  REBECCA  PRITCHETT,  CHF,  UNIV  OF  KY  PD 
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103  tt   HCCOHAS,  WILSON  H,  JR,  CHF,  UNIV  OF  KY  PD 

126  tt   MITCHELL,  JOHNNIE  MICHAEL,  MAJ,  FAYETTE  CO  SHO 

180  ROOT,  FRANCIS  DEE,  JR,  CPT,  LEX. -FAY.  URBAN  CO  PD 

115  SEHALLS,  ROBERT  C,  ASST  CHF,  LEX-FAYETTE  CO  PD 

104  It   SHYE,  CARL  H. ,  LT,  LEXINGT0N-FAYET1 E  URBAN  PD 
113   SMITH,  FRANK  D. ,  CPTN,  LEXINGTON-FAYETTE  PD 

113  tt   SMITH,  FRANK  D. ,  LT,  LEXINGTON-FAYETTE  URBAN  CO 
100  tt   SPARKS,  JAMES  W,  LT,  METROPOLITAN  PD 

157  SUTTON,  KEVIN  BRUCE,  CPT,  LEXINGTON-FAYETTA  URBAN  C 

98  It   THOMPSON,  GAYLORD  L.,  SGT,  METROPOLITAN  PD 
145   TIPTON,  JAMES  ANTHONY,  SGT,  KY  SPOL 

143   HALSH,  LAHRENCE  EDWARD,  CHF,  LEXINGTON-FAYETTE  CO  PD 
58  It   WILLIAMS,  H.  ELMER,  CAPTAIN,  PD 
122  It   HRIGHT,  JERRY  LEE,  LT,  LEXINGTON-FAYETTE  URBAN  CO 
76  tt   WRIGHT,  RAYMOND  J.,  ASST  CHF,  PD 
LONDON 

74  tt   KING,  SAMUEL  E,  LT,  KY  SPOL 
LOUISVILLE 

158  ALDRIDGE,  MILTON,  SGT,  KY  SPOL  DRIVER  TESTING 
109  tt   ANDERSON,  SHERMAN  S,  LTC,  PD 

177   ASHCRAFT,  DENE  WEST,  LT,  PD 
96  tt   AUBREY,  JOHN  E,  DEP  CHF,  DIV  OF  POL 
150  tt   BAKER,  CHARLES  DENNIS,  LI,  PD 
175   BARRETT,  GEORGE  MARTIN,  LT,  PD 
173   BLASER,  EDWARD  DANIEL,  LT,  PD 
113  #  BOGGS,  JIM,  SGT,  PD 
103  tt   BORDEN,  CURTIS  J.,  CPT,  PD 
171   BORDEN,  DANIEL  URIEL,  MAJ,  JEFFERSON  CO  PD 
111  tt   BROWDER,  FREDERIC  L.,  LT,  PD 
152  It   BROWN,  JAMES  NORMAN,  SR,  LT,  PD 

181  BURBRINK,  DONALD  FREDRICK,  II,  CPT,  PD 

158  CAIN,  JAMES  COLEMAN,  LTC,  JEFFERSON  CO  SO 

173   CARCARA,  WILLIAM  SALVATORE,  CT,  JEFFERSON  CO  PD 

195   CHASE,  RICHARD  EARL,  ASAC,  ATF 

141   CLAN,  LAWRENCE  WILLIAM,  CPT,  PD 

179   CONRAD,  STEVEN  MYERS,  MAJ/ASST  CHF,  PD 

99  #  CROUCH,  BOB  G,  CHF,  JEFFERSON  CO  PD 

140   DAVIS,  FRANK  EDWIN,  JR,  DEP,  MINOR  LANE  HGTS  PD 

122  #  DISHMAN,  BYRON  H,  SGT,  PD 

119   DITTMAN,  JOSEPH  ANTHONY,  SGT,  UNIV  OF  LOUISVILLE  DPS 

116  tt   DODSON,  LARRY  E.,  LT,  JEFFERSON  CO  PD 
170   DORSEY,  ALONZO  RAYMOND,  JR,  LT,  PD 

91   DOTSON,  RICHARD  L,  CPT,  PD 

157  DRODDY,  EARL  JOHN,  MAJ,  JEFFERSON  CO  SD 
107  tt   DUNLAP,  DONALD  L.,  LT,  JEFFERSON  CO  PD 
100  *  FOWLER,  JOSEPH  L.,  JR.,  LT,  DIV  OF  POL 

159  FUCHS,  JAMES  JOHN,  MAJ,  JEFFERSON  CO  PD 

119  GARDENOUR,  LEONARD  OREN,  OFCR,  PROBATION  &  PAROLE 
91  tt   GRAHAM,  KENNETH,  SR.,  CPT,  JEFFERSON  CO  PD 

69  #  GREGORY,  ROBERT  A.,  CPT,  DIV  OF  POL 
89   GRIDER,  JESSE  W. ,  US  DIS  COURT  CLERK 
137   GRIFFITHS,  JAMES  WAYNE,  LTC/DEP  CHF,  PD 

186  HAGAN,  GARY  ANTHONY,  SGT,  PD 

198   HANCOCK,  CHRISTINE  MARIE,  SGT,  JEFFERSON  CO  SO 

158  HARRELL,  DANNY  KEITH,  SGT,  LOUISVILLE  DIV  OF  POL 
155   HART,  MICHAEL  KENNETH,  LT,  PD 

117  #  HASSMAN,  LARRY  B,  MAJ,  JEFFERSON  CO  PD 
81  *  HIGGINS,  JON  J,  COP 

152  tt   HOWARD,  WILLIAM  GUTHRIE,  JR,  MAJ,  JEFFERSON  CO  PD 
55  tt   HYDE,  C.  J.,  LT,  DIV  OF  POL 

102  It   JEWELL,  DAVID  C,  DEP  CHF,  JEFFERSON  CO  PD 
89  #  JOHNSON,  WILLIAM  R.,  LT,  DIV  OF  POL 

187  JONES,  LEON  EDWARD,  JR,  SGT,  JEFFERSON  CO  PD 
125   JONES,  ROBERT  DAVID,  SGT,  JEFFERSON  CO  PD 

91  It   KELLER,  DANIEL  P.,  DIR  OF  DPS,  UNIV  OF  LOUISVILLE 

148  KESSINGER,  BARRY  WAYNE,  CPT,  PD 

162  It   KINKADE,  MURRELL  RAY,  LT,  JEFFERSON  CO  PD 

120  tt   KIRGAN,  DONNIE  DAVIS,  MAJ,  JEFFERSON  CO  PD 

59  tt   KOENIG,  THELBERT  E.,  SERGEANT,  DIVISION  OF  POLICE 
24  It   KOPP,  GERALD  C,  CAPTAIN,  DIVISION  OF  POLICE 

188  KRISTOFECK,  WILLIAM  VICTOR,  JR,  SGT,  PD 
164  U   LAND,  SARAH  HARWELL,  SGT,  PD 

131   LIECHTY,  DALE  ALLEN,  LT,  DIV  OF  POL 

113   LOCKHART,  NELSON  T.,  LT,  JEFFERSON  CO  PD 

128   LOESER,  CHARLES  WILLIAM,  JR,  DEP  CHF,  JEFFERSON  CO  PD 

137   LOGSDON,  CHARLES  WILLIAM,  US  MARSHAL,  USMS 

130  tt   LYONS,  GWENDOLYN  YVONNE,  LT,  PD 

183   MAGERS,  JEFFREY  SCOTT,  LT,  JEFFERSON  CO  PD 

119  MASON,  MYRA  JO,  CPT,  PD 

182   MAUNEY,  BOBBY  GENE,  JR,  LT,  PD 

146  tt   MCDERMOTT,  MARTIN  STEVEN,  MAJ,  PD 
107  tt   MERCER,  EDWARD  L.,  MAJ,  PD 

88  #   MINTER,  WILLIAM  D,  DEP  CHF,  JEFFERSON  CO  PD 

147  MOODY,  JEFFERIES,  JR,  LT,  PD 

143  *  NOLTE,  JOHN  WILLIAM,  ASST  DIR,  UNIV  OF  LOUISVILLE  P 

118  tt   PETER,  WILLIAM  BERNARD,  JR,  LT,  PD 

2  *  PHILBY,  FRED  C,  LIEUTENANT,  DIVISION  OF  POLICE 

120  #  PHILLIPS,  JAMES  ALLEN,  JR.,  LT,  PD 

166   POPE,  DAVID  FRANKLIN,  LT,  JEFFERSON  CO  PD 

153  tt   PRINCE,  WILLIAM  DAVID,  SGT,  PD 
112  It   PUGH,  RUSSELL  F,  JR,  LT,  PD 

57  tt   RAQUE,  MAURICE  J.,  CAPTAIN,  DIVISION  OF  POLICE 
198   RAY,  DAVID  PAUL,  LT,  DIV  OF  POL 
168   REED,  JOHN  CALE,  JR,  LT,  PD 

144  #  ROBERTS,  EUGENE  CARLTON,  JR,  LT,  PD 

149  #  SCHNELL,  MICHAEL  THOMAS,  LTC/ASST  CHF,  JEFFERSON  CO  PD 
141  It   STEWART,  GEORGE  HOUSTON,  CPT,  JEFFERSON  CO  PD 

192   STINE,  CHRISTOPHER  C,  SGT,  JEFFERSON  CO  PD 

135  tt   SWENCKI,  JOHN  EDWARD,  MAJ,  DIV  OF  POL 

147   TAYLOR,  CHARLES  EDWARD,  LT,  JEFFERSON  CO  PD 


139   THOMPSON,  CHARLES  STEVEN,  CPT,  PD 
104  tt   TRUSTY,  ANTHONY  R,  CPT,  PD 

132  tt   TURNER,  PHILIP  CARL,  COL/DEP  CHF,  PD 
121  tt   WHALIN,  DAVE,  CPT,  JEFFERSON  CO  PD 
165   WILSON,  LESLIE  DOW,  CPT,  PD 

134   WILSON,  MARVIN  ALLEN,  MAJ,  DIV  OF  POL 
106  tt   WOOD,  ROBERT  J,  DEP  DIRECTOR,  UNIV  OF  LOUISVIL 
136   WOOSLEY,  JAMES  REID,  II,  SGT,  DIV  OF  POL 
MADISONVILLE 
173   BOGGS,  MARC  DANIEL,  CPT,  PD 
99  tt   DOUGHERTY,  EDWARD  T,  LT,  KY  SPOL 

92  tt   GOOCH,  BILLY  W. ,  DET  SGT,  KY  SPOL 

180  HARGIS,  JAMES  RANDALL,  II,  MAJ,  PD 

193  TURNER,  THOMAS  T,  SGT,  PD 
MAMMOTH  CAVE  NATIONAL  PARK 

93  SMITH,  STEVEN  0.,  CHIEF,  RANGER,  NATIONAL  PARK  S 
MAYFIELD 

194  HAYES,  HAROLD  DEAN,  JR,  LT,  KY  SPOL 
134  tt   NOWLIN,  JAMES  RONALD,  SGT,  KY  SPOL 

MAYSVILLE 

179   FRITZ,  CHARLES  LEON,  LT,  KY  SPOL 
MOREHEAD 

111  tt   HENSLEY,  ALONZO  W.  ,  SGT,  KY  SPOL 

100  tt   THOMAS,  CLYDE  A.,  LT,  KY  SPOL 
NEWPORT 

142   BRANDT,  MARC  DAVID,  SGT,  PD 

181  FROMME,  THOMAS  JOSEPH,  COP 

189  MOORE,  WILLIAM  PATRICK,  LT,  PD 
199   MORGAN,  PAUL  DEAN,  LT,  PD 

NICHOLASVILLE 
168   BRUNER,  LARRY  NOLAN,  ASST  CHF,  PD 
148  tt   PERKINS,  CARL  DAVID,  COP 
176   SHEA,  MARK  STEPHEN,  SGT,  PD 
OWENSBORO 

99  tt   BARNETT,  VERNON  C,  CPT,  PD 
156   CAIN,  KEITH  RAYMOND,  MAJ,  DAVIESS  CO  SD 
102  *  KAZLAUSKAS,  JOHN  M. ,  CPT,  PD 

83  *  MCDANIEL,  JOSEPH  R. ,  JR,  CAPTAIN,  PD 

56  tt   PATE,  ERNEST  C,  CAPTAIN,  PD 
168   PURDY,  ROBERT  MILFORD,  LT,  PD 
191   TENNANT,  FRANK  JAMES,  SGT,  PD 
151   THOMPSON,  WILLIAM  DELBERT,  III,  LTC,  PD 
PADUCAH 

93   BURCH,  FRANCIS  M. ,  CPT,  PD 

18  tt   GLOVER,  E.  P.,  PATROLMAN,  PD 

127  KEELING,  WILLIAM  PAUL,  CPT,  PD 
181   MATLOCK,  WILLIAM  BURDELL,  CPT,  PD 

47  #  MOLLOY,  W.  LYLE,  CAPTAIN,  PD 
170   PERDEW,  KERMIT  ALBERT,  COP 

133  WEATHERFORD,  DAVID  JOE,  SGT,  PD 

70  It   YANCY,  ALBERT  KEITH,  LIEUTENANT  COLONEL,  PD 
PARIS 

128  tt   BOLING,  GEORGE  GARDNER,  COP 
175   FLORENCE,  TEDDY  CARLOS,  COP 

PARK  HILLS 

121  tt   OSTENDORF,  FRANCIS  EDWARD,  JR,  COP 
PIKEVILLE 

191   JUSTICE,  JAMES  G,  COP 

123   MAYNARD,  PAUL  RANDALL,  LT,  KY  SPOL 

197  PRUITT,  WOODY  HERMAN,  SGT,  PD 

114   ROSE,  GARY  W,  LT,  KENTUCKY  STATE  POLICE 

190  STAPLETON,  LLOYD  LESLIE,  JR,  SGT,  KY  SPOL 
PROSPECT 

74  *  AUSTIN,  VERNON  B. ,  COP  (COL) 
RADCLIFF 

178   OUSLEY,  DOCKY  KEITH,  SGT,  PD 
RICHMOND 

95  *  MOSHER,  WALTER  C. ,  DETECTIVE  SERGEANT,  KENTUCKY  S 

121  tt   PERRY,  JAMES  ALFRED,  LT,  KY  SPOL 
RUSSELLVILLE 

159  #  BEARD,  CARLTON  RAY,  COP 
SHEPHERDSVILLE 

154   POPPLEWELL,  ROBBIE  ALAN,  DEP  ADMINISTRATOR,  BULLIET  CO 
SHIVELY 

151  tt   PAIT,  HAROLD  RAY,  JR,  MAJ,  PD 
SOMERSET 

140   GILBERT,  DAVID  EARL,  COP 
ST  MATTHEWS 

184  FITZGERALD,  WILLIAM  ALAN,  SGT,  PD 
98   MAYER,  CHARLES  N.,  COP 

TAYLOR  MILL 
195   KNAUF,  STEVEN  ALLEN,  COP 

LOUISIANA 
ABBEVILLE 

112   TRAHAN,  HUBERT  P,  CHF  DEP,  VERMILLION  PARISH  SO 
ADDIS 

195   BERTHELOT,  TED  LOUIS,  COP 
ALEXANDRIA 

174   ANDRUS,  GREGORY  RUSSELL,  LT,  PD 

169   BECKHAM,  EDWIN  MARTIN,  SGT,  PD 

198  CARMOUCHE,  JOSEPH  CLYDE,  JR,  LT,  PD 

121   CAUGHLIN,  BILLY  WAYNE,  DEP,  RAPIDES  PARISH  SO 
137   CHEVALIER,  JAMES  WALTER,  MAJ,  RAPIDES  PARISH  SD 

129  tt   CHRISTIE,  EDWARD  L,  JR,  CPT,  PD 
151   CICARDO,  THOMAS  N,  SGT,  PD 

101  COSENZA,  CHARLES  J,  JR,  INVSTGR,  DA  OFC 

131  tt   COUTEE,  DAREN  ELISE,  DET  LT,  PD 

185  ELLIOTT,  GEORGE  OLIVER,  LT,  LA  SPOL 
103  OHALLORAN,  MICHAEL  P,  CPT,  PD 
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LOUISIANA  -  LOUISIANA 


REYNOLDS,  HALTER  C,  CHF  CRIM  DEP  SHF,  RAPIDES  PARI 

RITCHIE,  JOHN  E,  COP 

SMITH,  EDSEL  HAYNE,  CPT,  LA  SPOL 

TERRAL,  CLYDE  ALFRED,  DET,  RAPIDES  PARISH  SO 

HAGNER,  RONALD  HERBERT,  CPT,  RAPIDES  PARISH  SD 


HCHILLIAHS,  JOEL  G 
NORWOOD,  CARLUS  H, 
SIMMONS,  HULON  L., 
HATSON,  CORINNE  E, 


BRUMFIELD,  THOMAS  MELVIN,  CPT,  LA  DEPT  OF  CORRECTIONS 
GAUTREAUX,  SIDNEY  JOSEPH,  I,  COP 


5*  # 
116 
124  » 
157 
180 
AMITE 
68  tt 
92 
60 
112  * 
ANGIE 

163 
BAKER 

150 
BALDHIN 

111    GROS,  ALCIDE 
BARKSDALE  AF8 
143   JACKSON 
135    SEXTON, 
BASTROP 
121 
101 
21 
199 
113 
188 
BATON 
186 
95 


,  LT,  TANGIPAHOA  PARISH  SO 
SGT,  ST  JOHN  THE  BAPTIST  PARIS 
CHF,  TANGIPAHOA  PARISH  SO 
LIEUTENANT,  TANGIPAHOA  PARISH 


J,  JR,  COP 


ROBERT  EDHARD, 
CHALMA  LEE,  JR, 


LTC,  USAF 

CHF  MSGT,  USAF 


ROBERT  PHILIP,  SHF  OF  MOREHOUSE  PARISH 
MITCHELL  R.,  CHF  DEP,  MOREHOUSE  PARISH  SD 
MAX,  DEP  SHF,  MOREHOUSE  PARISH  SO 
JAMES  DENTIS,  LT,  MOREHOUSE  PARISH  SO 
RICKEY  D,  CRIM  INVESTIGATOR,  MOREHOUSE  P 
TERRY  VAN,  SGT,  MOREHOUSE  PARISH  SD 


138 
116 
9  i 

134 
144  tt 

98 
142 

47  tt 
195 

140  tt 
102 

56  f 
126 
117 
148  tt 
135 

94  tt 

81  tt 

86 

68  tt 
128 
166 

94  tt 
100 

141  tt 
136  tt 
145 

92  tt 

96  » 
179 
126 
108 

78  tt 
197 

88  tt 
111  tt 
100 
127  tt 

60  tt 
109  * 
182 
176 
176 
100  tt 
168 
199 
162 
139  tt 
106  tt 
183 
194 
105 
130 

93 
188 

75  tt 
114 
168 
117  * 

92  tt 
192 
182 
190 

71 
105 

98  A 
122 
125 
147 
136 
179 


CARTER, 
HUGHES, 
LARCHE, 
MARDIS, 
PERRY, 
HYATT, 
ROUGE 
ADAMS,  RICKY  HAYNE,  CPT,  LA  STATE  UNIV  PD 
ALFORD,  RONALD  L,  CPT,  PD 

BAPTISTE,  HARRISON  JOSEPH,  CHF,  SOUTHERN  UNIV  CAMPUS  PO 
BARNETT,  MICHAEL  R,  LTC,  EAST  BATON  ROUGE  PARISH  S 
BAUER,  EDWARD  0.,  JR.,  COP 

BINKLEY,  JOSEPH  SAMUEL,  CPT,  EAST  BATON  ROUGE  PARISH  S 
BLACKBURN,  FRANK  DEE,  CPT,  LA  SPOL 
BONANNO,  PATRICK  V,  EXEC  DIR,  DA  OFC 
BONAVENTURE,  JAMES  MILTON,  CRIM  INVSTGR,  LA  DOJ 
BOOTH,  BILLY  JOE,  MAJ,  LA  SPOL 
BOOTH,  JOSEPH  THOMPSON,  MAJ,  LA  SPOL 
BREAUX,  VERNICE  HILSON,  CPT,  PD 
BUETO,  0  CARSON,  CPT,  EAST  BATON  ROUGE  PARISH  S 
BURBANK,  THOMAS  D,  BRIGADIER  GEN,  DIR-SUP,  LA  DPS 
BURKETT,  PAULINE  ORY,  OFCR,  PD 
CAIN,  MALCOLM  D. ,  DET,  PD 
CALBERT,  CHRISTOPHER  MARION,  SGT,  PD 
CAMPAGNA,  GEORGE  JOHN,  JR,  INVSTGR,  LA  DOJ 
COLEHAN,  DAVID  E,  MAJ,  LA  SPOL 
COURTNEY,  KLINE  B,  CPT,  PD 

DAVIS,  HERBERT  N,  JR,  DEP  SHF,  EAST  BATON  ROUGE  PARI 
DUMIGAN,  JAMES  OLIVER,  LTC,  PD 
DURHAM,  GARY  THOMAS,  CHF,  LA  STATE  UNIV  PD 
EDMONSON,  MICHAEL  DAVID,  LT,  LA  SPOL 
FINN,  LARRY  G,  LT,  LA  SPOL 
FOLSE,  MINEL  J,  CPT,  LA  SPOL 
FUSSELL,  BONNIE  GENE,  MAJ,  LA  SPOL 
FUTRELL,  AUBREY  LEE,  JR,  SGT,  LA  SPOL 

GERALDS,  SILAS  MCCRAY,  JR,  CPT,  EAST  BATON  ROUGE  PARISH 
GILL,  ROBERT  L,  LT,  PD 
GONZALES,  ALFRED  A.,  LT,  LA  SPOL 
GUIDROZ,  BOBBY  JOSEPH,  SGT,  LA  SPOL 

GHIN,  FRED  AUSTIN,  III,  SEC  CHF,  LA  DOJ,  INVSTGN  DIV 
HARRELL,  JAMES  H,  SGT,  LA  SPOL 
HEBERT,  RUSSELL  J.,  CPT,  LA  SPOL 
HOLLAND,  HARLESS  BRADFORD,  LT,  LA  SPOL 
HOOVER,  JOHN  L,  LT,  LA  SPOL 
HOHARD,  JAMES  B,  SGT,  LA  SPOL 
JACKSON,  RAY  A,  SGT,  PD 
KAHOE,  ARTHUR  JOSEPH,  III,  DET,  LA  SPOL 
KIDD,  M.  E.,  MAJ  INSPECTOR,  LA  SPOL 
KNIGHT,  R  C,  LT,  EAST  BATON  ROUGE  PARISH  SO 
LADNER,  CHESTER  VINCENT,  LT,  PD 
LANDRY,  TERRY  CLYDE,  SR,  CPT,  LA  SPOL 
LEDUFF,  CLAUDE  JEFFREY,  CPL,  PD 
LEE,  CLINTON  R,  CPT,  PD 
MAY,  GENEVIEVE  LYNN,  LT,  LA  SPOL 


MCLIN,  MARIAN  N,  SGT,  PD 
MERCER,  CLAUDE,  LT,  LA  SPOL 
MILAN,  RUSSELL  GENE,  LT,  LA  SPOL 
MILLER,  JESSE  L,  SERGEANT,  PD 

DONALD  RAY,  CPT,  LA  SPOL 

RICKY  JOE,  ASST  SECT  CHF,  LA  DEPT  OF  JUST 
ANTHONY  G,  SUPR,  PUBLIC  DEFENDERS  OFC 

SIDNEY  COREY,  CPT,  PD 


MOREAU, 
MURPHY, 
NAVARRE 
NEHMAN, 


OCONNOR,  GEORGE  J,  MAJ,  EAST  BATON  ROUGE  PARISH  S 

ODOM,  BENTON  POHELL,  SGT,  PD 

OTT,  JACK  L.,  LTC,  LA  SPOL 

PAINTER,  MURPHY  J,  DIRECTOR,  ABC  BOARD 

PERRAULT,  HALLACE  LOUIS,  JR,  LT,  PD 

PHILIPS,  HARRY  J,  JR,  INVSTGR,  LA  DEPT  OF  JUSTICE 

POE,  HILLIAM  T,  CPT,  LA  SPOL 

RAYBON,  HENDELL  PAUL,  CPT,  E  BATON  ROUGE  PARISH  SD 

REED,  HENRY  JOSEPH,  SGT,  LA  SPOL 

RICE,  LEE  THOMAS,  LT,  EAST  BATON  ROUGE  PARISH  SO 

RIVES,  ERNEST  E,  INVSTGR,  EAST  BATON  ROUGE  PARI 

ROBISON,  L.  R.,  LIEUTENANT,  LOUISIANA  STATE  PO 

ROGILLIO,  HAYNE  R,  COP 

RUGGIERO,  ANTHONY  GEORGE,  CHF  OF  OPERATIONS,  LA  DOJ 

RUSSELL,  LOUIS  HOMER,  LT,  EAST  BATON  ROUGE  PARISH  SO 

SANCHEZ,  ERNEST  ADAM,  JR,  CPT,  LA  ST  UNIV  PD 

SCHROEDER,  CHRISTOPHER  ROBER,  DET  LT,  EAST  BATON  ROUGE 

SHAH,  MARK  MICHAEL,  CPT,  LA  ST  UNIV  PD 


93  U 

80 
107 
159 
146  tt 
152  * 

71  * 
130 

47  tt 
152  tt 

73  tt 
198 
184 

87  tt 

99  tt 
127 
104 
123  * 
172 

98  tt 
191 

53  * 
115 
186 
164 

15  * 
BENTON 
119 
178 
153 
140 


SHERRILL,  REUBEN  T,  LT,  LA  SPOL 

SLIMAN,  FRED,  JR.,  COLONEL,  EAST  BATON  ROUGE  PARI 

SMITH,  JOHN  H.,  SERGEANT,  LOUISIANA  STATE  POLI 

SOILEAU,  JOHN  HAYNE,  LT,  LA  SPOL 

SPENCER,  HILLIAM  FULTON,  CPT,  LA  SPOL, 

TAYLOR,  HILLIAM  DAVID,  INVSTGR,  LA  DOJ 

TEMPLETT,  ROBERT  M,  SUPV,  LA  DOJ 

THOMAS,  JAMES  HARGROVE,  LEGAL  INVSTGR,  DA  OFC 

THOMAS,  RAY  H,  INVESTIGATOR,  LOUISIANA  STATE 

THOMASSON,  ROBERT  LEE,  JR,  DEP  CMDR,  LA  SPOL 

THOMPSON,  JOHN  B.,  JR.,  CPT,  LOUISIANA  SPOL 

THOMPSON,  RODNEY  ELLIS,  LT,  PD 

VENABLE,  ERVIN  PAUL,  JR,  LT,  E  BATON  ROUGE  PARISH  SO 

VIDRINE,  L  COLEMAN,  CPT,  LA  SPOL 

HADDELL,  MARK  G,  SERGEANT,  LOUISIANA  STATE  POLI 

WALSH,  PATRICK  GEORGE,  JR,  DET,  PD 

HAYMIRE,  ROBERT  R,  CPT,  PD 

WEBSTER,  ISAIAH  JIMMIE,  SGT,  LA  SPOL 

HHATLEY,  DAVID  LEE,  CPL,  PD 

WHITE,  RALPH  E,  CPT,  LA  SPOL 

HHITE,  ROBERT  ADAM,  LT,  LA  SPOL 

WHITE,  WINGATE  M,  EXEC  DIR,  GOVERNORS  COMMISSION 

WHITTINGTON,  WILLIAM  R,  COL,  LA  SPOL 

WRIGHT,  LARRY  CRAWFORD,  CPT,  E  BATON  ROUGE  PARISH  SO 

YARBROUGH,  BETTY  JIM,  CRIM  INVSTGR,  LA  DOJ 

YELDELL,  BERRY  0.,  CAPTAIN,  SUPERVISOR,  LOUISIANA 


BREEDLOVE,  RICHARD  LAMAR,  MAJ,  BOSSIER  PARISH  SD 
COHAN,  RICHARD  GEORGE,  CHF  DET,  BOSSIER  PARISH  SD 
FURQUERON,  THOMAS  RAY,  DET  SGT,  BOSSIER  PARISH  SO 
TOLOSO,  MARK  ALAN,  SGT,  BOSSIER  PARISH  SO 
BOGALUSA 
183   GERALD,  ROCKY  EARL,  LT,  PD 

GODWIN,  MICHAEL  HAYNE,  LT,  PD 
HARTZOG,  JOHN  W.,  ASS  CHF,  PD 
KELLIS,  DORMAN  KENYON,  JRA  V\,    PD 


187 
108 
196 
118 


LATINO,  ROBERT  EDHARD,  CPT,  PD 


BOSSIER  CITY 
72   ALMOND, 


BOBBY  J,  MARSHAL,  CITY  MARSHALS  OFC 
ALMOND,  DAVID  M,  CHF  DEP,  CADDO  PARISH  SO 
BOCKHAUS,  KENT  LEE,  LT,  PD 
BOLTON,  OTHO  G. ,  JR.,  MAJ,  PD 
FREEMAN,  MORGAN  EARL,  CPT,  PD 
HUDDLESTON,  GERALD  LYNN,  LT,  PD 
SPEIR,  RICKEY  LYNN,  CPT,  PD 
SPROLES,  GLENN  PAUL,  SGT,  PD 
THORN,  JAMES  N,  JR,  MAJOR,  PD 
WEBBER,  DON  DEWYATT,  LT,  PD 
WEST,  GEORGE  MARION,  DET  SGT,  PD 
WHITEHORN,  HENRY  LEE,  SGT,  LA  SPOL 

JOHNSON,  JAMES  RICHARD,  III,  DET  CPT,  PD 


113 

128 
89  tt 

121 

199 

150 

161 

104  tt 

125 

144 

170 
BRUSLY 

195 
CAMERON 

173   HEBERT,  MICHAEL  SHAHN,  DET,  CAMERON  PARISH  SO 
CHALMETTE 

148   ALDRIDGE,  HILLIAM  MORRIS,  SGT,  ST  BERNARD  PARISH  SO 

BARTHOLOMAE,  JAMES  FREDRICK,  LT,  ST  BERNARD  PARISH  SD 
BERSUDER,  RICHARD  JAMES,  CPT,  ST  BERNARD  PARISH  SO 
LONDON,  STEPHEN  DAVID,  CHF  OF  DET,  ST  BERNARD  PARISH 
POHLMANN,  JAMES  JOHN,  LT,  ST  BERNARD  PARISH  SD 


191 
144 
125 
181 
COLFAX 

85 

97  * 
186 


HATAHAY,  LEONARD  R.,  SHERIFF,  GRANT  PARISH 
LACOUR,  JAMES  L,  INVSTGR,  GRAND  PARISH  SO 
SUDDUTH,  BRADLEY  CHARLES,  ASST  CHF  OF  DET,  GRANT  PARISH 
COVINGTON 
107   CHATELLIER,  DELBERT  V.,  LT,  ST  TAMMANY  PARISH  SO 
CORE,  MICHAEL  DAVID,  CPT, ST  TAMMANY  PARISH  SD 
CROMP,  ALBERT  LOUIS,  LT,  ST  TAMMANY  PARISH  SO 
DILLON,  JOHN  NEIL,  LT,  ST  TAMMANY  PARISH  SD 
DUCK,  GEORGE  C. ,  LT,  ST  TAMMANY  PARISH  SD 
ESTES,  JIMMIE  RALPH,  STAFF  SGT,  ST  TAMMANY  PARISH  S 
HOLCOMB,  JOHNNIE  M,  LT ,  LA  SPOL 

LAIRD,  WALLACE  B.,  CHF  DEP,  ST.  TAMMANY  PARISH  SO 
SHARP,  DONALD,  LT,  ST.  TAMMANY  PARISH  SO 
TAYLOR,  HAL  EDWIN,  LT,  ST  TAMMANY  PARISH  SD 


174 
136 
191 
114 
163 
114  tt 
82 
149 
180 
CRETNA 
197 


MONFRA,  SUE  ELLEN  MARIE,  MAJ,  JEFFERSON  PARISH  SO 
CROWLEY 
198   ALLEMAN,  DONALD  RAY,  COP 

171   CLEMENT,  FREDERICK  WILLIAM,  SGT,  ACADIA  PARISH  SO 
84   GOSS,  KENNETH  G,  SR,  SHF  OF  ACADIA  PARISH 
142   MELANCON,  WAYNE  ANTHONY,  LT,  ACADIA  PARISH  SO 
155   WIMBERLY,  DANNY  HARRIS,  LT,  ACADIA  PARISH  SO 
DENHAM  SPRINGS  „„,  „ 

154   GRAVES,  HILLIAM  LEA,  SHF  OF  LIVINGSTON  PARISH  SO 
169   WESLEY,  JEFFREY  LEROY,  COP 
DERIDDER 

72  *  LAURENT,  JOHN  L.,  DEP  SHF,  BEAUREGARD  PARISH  SO 
182   MCCULLOUGH,  ROBERT  LAWRENCE,  JR,  CHF  DET,  BEAUREGARD  PA 
ENGLAND  AFB 

134   CULPEPPER,  LOUIS  SAMUEL,  JR,  MAJ,  USAF 
F VANCFL I NE 

90   GUILLORY,  RUDY,  CHF  INVSTGR,  DA  OFC,  EVANGELIN 
FORT  POLK 
159   COOKSEY,  OTIS  EUGENE,  MAJ,  USA 
194   MARKER,  GERALD  ROBERT,  CWO  III,  USA 
FRANKLIN 

54  tt   BAUDOIN,  CHESTER  C,  SHF  OF  ST  MARY  PARISH 
FRANKLI NTON 
192   FOLSE,  DONALD  ANTHONY,  JR,  LT,  WASHINGTON  PARISH  SO 
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GONZALES 

132  ARCENEAUX,  BARNEY  DALE,  COP 

110   GENSLER,  GEORGE  D,  DEP,  ASCENSION  PARISH  SO 

181   LANDRY,  HILLIAM  PRENTISS,  COP 

166   ROBERT,  CECIL  PAUL,  JR,  CPT, ASCENSION  PARISH  SD 
GRAMBLING 

95  tt   PHILLIPS,  FRANK,  JR,  CHIEF  OF  SECURITY,  GRAMBLING  C 
GRETNA 

194  CHURCH,  JOHNSON  BRADLEY,  LT,  PD 

115  CLAVERIE,  AUGUST  L.,  JR.,  LT,  JEFFERSON  PARISH  SO 
173   CONTRANCHIS,  CARL  NICK,  SR,  LT,  PD 

195  ERHIN,  DENNIS  WILLIAM,  MAJ,  JEFFERSON  PARISH  SO 
165   HOLLAND,  GERALD  LEE,  INVSTG,  JEFF  PAR  DIST  ATT  OFF 

189  LACHUTE,  STEVEN  ERIC,  CPT,  JEFFERSON  PARISH  SD 
165   LAHSON,  ARTHUR  SEBASTIAN,  JR,  DEP  CHF,  PD 

126  RUSHING,  THOMAS  JEROME,  CPT,  JEFFERSON  PARISH  SO 
157   HHITMER,  CHARLES  MICHAEL,  CPT,  PD 

HAHNVILLE 

186  CANASKI,  CHRISTOPHER  CARL,  LT,  ST  CHARLES  PARISH  SO 

142  CARDELLA,  JOSPEH  P,  JR,  SA,  FBI,  (LT,  ST  CHARLES  PARIS 

175  DALE,  ROBERT  JAMES,  LT,  ST  CHARLES  PARISH  SO 

123  tt   GIGLIO,  JOSEPH  THOMAS,  SR,  CHF  DEP,  ST  CHARLES  PARISH  S 

123  HANSON,  CECIL  EDHARD,  JR,  DET,  ST.  CHARLES  PARISH  SO 

196  YOES,  PATRICK  JAMES,  SR,  CPT,  ST  CHARLES  PARISH  SO 
156   ZINNA,  SAM  MICHAEL,  MAJ, ST  CHARLES  PARISH  SO 

HAMMOND 
119   DE  VALL,  RODDY  FRED,  COP 
114   RAACKE,  ROBERT  S.,  SERGEANT,  PD 

190  TODD,  HAROLD  PERRY,  CPT,  SOUTHEASTERN  LA  UNIV 
HOUMA 

180   BOUDREAUX,  PATRICK  ALAN,  DET,  PD 

133  BUQUET,  GODFREY  JOSEPH,  MAJ,  TERREBONNE  PARISH  SO 
149   NULL,  MARCEL  JOSEPH,  LT,  PD 

31  tt   PREJEAN,  ABEL  P.,  SHF  OF  TERREBONNE  PARISH 
162   RADAU,  HILLIE  CHARLES,  II,  CPT,  TERREBONNE  PARISH  SO 

JENNINGS 
141  *  GARY,  TED  JAMES,  CHF  CRIM  DEP,  JEFFERSON  DAVIS 

KEITHVILLE 

124  *  REICHEL,  JAMES  EDMUND,  ADMIN,  CADDO  DETENTION  CENTER 
KENNER 

192  BABIN,  DHANE  JOHN,  SGT,  PD 

178   CARAHAY,  STEPHEN  DOUGLAS,  SGT,  PD 

172  GALLAGHER,  JAMES  ANTHONY,  DET  SGT,  PD 
136   POWELL,  THOMAS  JAY,  LT,  PD 

LA  PLACE 

176  HAY,  ROBERT  JOHN,  CPT,  ST  JOHN  THE  BAPTIST  PARIS 
LAFAYETTE 

143  ARMBRUSTER,  GEORGE  JOSEPH,  CPT,  LAFAYETTE  PARISH  SO 
105   BARNETT,  GUY  J,  SGT,  LA  SPOL 

196   BOUDREAU,  RICHARD,  CPT,  LAFAYETTE  PARISH  SO 

154  BROUSSARD,  DALE  JAMES,  DIR.  LA  SHRF  VLT  CRIM  &  NARC 

127  tt   CORMIER,  JOSEPH  BOWMAN,  CPT,  PD 

177  CRAFT,  JAMES  PAUL,  CPT,  PD 

173  FRUSHA,  ROY  WINSTON,  LT,  LA  SPOL 
145  tt   GREEN,  FRANCIS,  JR,  CPT,  PD 

162   JOHNSON,  ROBERT  GEORGE,  JR,  LT,  PD 
198   LAMBERT,  MARK  ROBERT,  LT,  PD 
133   LOUVIERE,  DANNY  JOSEPH,  CPT,  PD 
130   MORFORD,  JOHN  GARRETT,  SGT,  LA  SPOL 
103  It   OUEBEDEAUX,  JERRY  J,  LTC,  LA  SPOL 

183  RABORN,  HENDELL  EUGENE,  SGT,  LAFAYETTE  PARISH  SO 

176  RUE,  LLOYD,  JR,  CPT,  LAFAYETTE  PARISH  SD 

155  SAVOIE,  MICHAEL  LEO,  DET,  LAFAYETTE  PARISH  SD 

125  THERIOT,  RONALD  JOSEPH,  CPT,  LA  SPOL 

167   VENABLE,  ALLEN  JUDE,  DET  SGT,  LAFAYETTE  PARISH  SD 

116  tt   VINCENT,  WILLIAM  R,  SR,  CPT,  LAFAYETTE  PARISH  SD 
129  #  ZERANGUE,  GERVIS,  ASST  CHF,  PD 

LAKE  CHARLES 

177  BENADA,  DAVID  WILLIAM,  CHF,  MCNEESE  UNIV  PD 

164   DELOUCHE,  DONALD  CRAIG,  ASST  CHF  OF  DET,  CALCASIEU  PAR 
38  tt   HEBERT,  J.  H. ,  COP 

187  JONES,  WAYMOND  LAMAR,  CPT,  LA  SPOL 
141   MARTIN,  ROBERT  VALERY,  DET  SGT,  PD 

170   MCFATTER,  WARREN  THOMAS,  SUPV,  CALCASIEU  PARISH  SO 
161   MCFATTER,  WILLIAM  BRENT,  DEP,  CALCASIEU  PARISH  SO 
170   MORGAN,  BYRON  PATRICK,  DET  SGT,  PD 
185   SALVADOR,  VICTOR  MARK,  CMDR,  CALCASIEU  PARISH  SO 

193  SCHEUFENS,  WILLIAM  ARNOLD,  DET  SUPVR,  CALCASIEU  PARISH 
80  tt   STOUT,  JOSEPH  E.,  CHIEF  OF  POLICE 

153   TANOUS,  RICHARD  FRANCIS,  PATROL  SUPV,  CALCASIEU  PARISH 
102  tt   WAGONER,  DAVID  F,  CPT,  PD 
LEESVILLE 

185   SMITH,  LARRY  DAVID,  CHF  DET,  VERNON  PARISH  SO 
LULA 

79   ARMISTEAD,  REX  P.,  DIR,  REG  ORGANIZED  CRIME  INFO 
MANSFIELD 

140   RIVES,  JUDSON  CAREY,  INVSTGR,  DE  SOTO  PARISH  SO 
MARKSVILLE 

70  tt   DIDIER,  FABIUS  0,  JR,  SHF  OF  AVOYELLES  PARISH  SO 
MCDEHEE 

93   MADSEN,  CLIFFORD  L.,  COP 
MEREAUX 

175   DORAN,  JOHN  OWEN,  III,  LT,  ST  BERNARD  PARISH  SD 
METAIRIE 
180   AMSTUTZ,  VICTOR  NICHOLAS,  SGT,  JEFFERSON  PARISH  SD 
172   BOUDREAUX,  WILLIAM  DAVID,  LT,  JEFFERSON  PARISH  SD 
177   BURAS,  STEPHEN  VALLRIE,  LT,  JEFFERSON  PARISH  SD 
76   CASSANOVA,  LAWRENCE  J.,  JR.,  COL,  JEFFERSON  PARISH  SO 

184  ENGLISH,  DONALD  L,  LT,  JEFFERSON  PARISH  SO 

97   FIELDS,  EUGENE  J,  CHF  OF  DET,  JEFFERSON  PARISH  S 


120   GARNER,  ROBERT  WILLIAM,  LT,  JEFFERSON  PARISH  SO 

109  GORMAN,  HALTER  T.,  LT,  JEFFERSON  PARISH  SO 

135   LAMIA,  VINCENT  PETER,  III,  LT,  JEFFERSON  PARISH  SO 

110  tt   LINDSEY,  ROBERT  K,  CPT,  JEFFERSON  PARISH  SO 


188 
193 
182 
132 
141 
132 
108 
169 
106  tt 
151 
167 
MONROE 
135 
120 
115  tt 
119  tt 
139 
122 
165 

52  tt 

83  tt 

90 

59  tt 

57  tt 

120 
152 
106 
159 
158 
188 


MEYNARD,  KENNETH  MICHAEL,  CPT,  JEFFERSON  PARISH  SO 
MILLER,  TIMOTHY  DALE,  LT,  JEFFERSON  PARISH  SD 
NAJOLIA,  KERRY  JOSEPH,  LT,  JEFFERSON  PARISH  SO 
NORMAND,  NEHELL  DANIEL,  LT,  JEFFERSON  PARISH  SO 
RAINER,  THOMAS  ISREAL,  III,  SGT,  JEFFERSON  PARISH  SO 
RICE,  JUDITH  POTTS,  DET,  JEFFERSON  PARISH  SO 
RODRIGUE,  RICHARD  R.,  JR.,  CAPTAIN,  JEFFERSON  PARISH  SO 
RUSHING,  SUSAN  DEERING,  LT,  JEFFERSON  PARISH  SO 
SESSUM,  THOMAS  F,  CPT,  JEFFERSON  PARISH  SO 
SOTO,  ANTHONY  RICHARD,  CPT,  JEFFERSON  PARISH  SO 
THEVENOT,  JOHN  LOUIS,  LT,  JEFFERSON  PARISH  SO 

BOUGERE,  FRANCIS  MARION,  II,  DET,  PD 

BROOKS,  JUDY  LEE,  PAROLE  OFCR,  LA  DEPT  OF  CORREC 

BUFFINGTON,  WILLIE  E.,  COP 

CUMMINGS,  LARRY  JOE,  LT,  PD 

DAVIS,  JOE  VESTER,  MAJ,  QUACHITA  PARISH  SD 

DAVIS,  ROBERT,  FLD  TNG  OFCR,  OUACHITA  PARISH 

FEWELL,  RICHARD  LEE,  SR,  DEP  CHF,  OUACHITA  PARISH  SO 

GRANT,  BAILEY,  SHF,  OUACHITA  PARISH  SO 

GREGORY,  CARL  H,  DEP  SHF,  OUACHITA  PARISH  SD 

HILL,  DONALD  M. ,  MAJ,  PD 

KELLY,  JAMES  C,  JR.,  COP 

KIRBY,  FRANK,  CHF  DEP  SHF,  OUACHITA  PARISH  S 

MILLER,  DANNY  GUSTAVE,  INVSTGR,  PD 

PEEL,  HILLIAM  FREDERICK,  DET  SGT,  PD 

STRUBEN,  STEPHEN  J,  LTC,  OUACHITA  PARISH  SD 

TAUNTON,  MAROUENITA  ANNETTE,  DEP,  OUACHITA  PARISH  SO 

HAHRZYNIAK,  KAZIMER  JACOB,  SGT,  PD 

WELLS,  JESSIE  JAMES,  LT,  LA  SPOL 


NATCHITOCHES 

171   JONES,  VICTORIAN  EDWARD,  JR,  DEP,  NATCHITOCHES  PARISH  S 
143   LEE,  LUTHER  MARVIN,  JR,  CHF  INVSTGR,  NATCHITOCHES  PARI 
175   PERKINS,  SAMUEL  LEIGH,  JR,  CHF  COMM  OFCR,  NATCHITOCHES 
131   SILVIE,  SIGGIE,  JR,  ASST  CHF,  PD 

156   TRAMMELL,  TRAVIS  IRA,  JR,  DEP  SHF,  NATCHITOCHES  PARISH 
NEW  IBERIA 
196   DALBOR,  TODD  ANTHONY,  LT,  IBERIA  PARISH  SO 
138   DAVIS,  STEVEN  LYNN,  COP 
52  *  DEROUEN,  J.  NIC,  DEP  SHF,  IBERIA  PARISH  SO 
140   TYLER,  0  NEIL,  CHF  CRIM  DEP,  IBERIA  PARISH  SO 
NEW  ORLEANS 
175   ADAMS,  BRUCE  EDWARD,  LT  CMDR,  PD 
133  tt   ANDERSON,  BRYON  LEE,  LT,  PD 

BERGERON,  RAYMOND  M,  CPT,  PD 

BRANHAM,  JOSEPH  EUGENE,  SA,  FBI,  (LT,  PD) 

BRYAN,  MICHAEL  A,  CPT,  LA  SPOL 

CAMPBELL,  RUFUS  W,  JR,  SUP  DEP,  USMS 

CATALANO,  FRANK  ANTHONY,  SUPVY  DEP  USMS 

COMPASS,  EDWIN  PAUL,  III,  LT,  PD 

COMSTOCK,  RAYMOND  J,  CHF  INVSTGR,  ORLEANS  PARRISH  D 

CUROLE,  DONALD  JAMES,  CPT,  PD 

DAHLEM,  CAROLE  BERNADINE,  ASST  DIR,  TULANE  UNIV  DPS 

DANTON,  VIRGINIA  MARIE,  SGT,  PD 

DEFILLO,  MARLON  ANTHONY,  LT, 

DEUTSCHMANN,  LOUIS  H. ,  SUPT, 

DOUCETTE,  RONALD  THOMAS,  SR, 

DUSSET,  MITCHELL  SYREL,  ASST 

FIELDS,  ISRAEL  RAYMOND,  JR,  INVSTGR,  ORLEANS  PARISH  DA' 


110  tt 
132 

96  # 
115  tt 
120 
187 

91  tt 
184 
189 
167 
197 

58  tt 
174 
155 
153 
157 
118 

97 

59  tt 
166 
185 
121  tt 
123 
150 
194 

91  tt 
139 
113 
197 
115 
142 
151 
126 

5  * 
103 


PD 

HARBOR  PD 
ASST  SUPT, 
SUPT,  PD 
INVSTGR,  ORLEANS 


PD 


TULANE  UNIV  DEPT  OF  PS 


FRADELLA,  SAM  SALVADOR,  JR,  SGT,  PD 

FRISARD,  RONALD  JAMES,  LT,  LA  SPOL 

GALLIANO,  CALVIN  J,  DEP  SUPT,  PD 

GIARRUSSO,  JOSEPH  I.,  SUPT  OF  POL,  PD 

GRAHAM,  SUSAN  CECILE,  LT,  PD 

HARTMAN,  STEVEN  MARK,  DEP  US  MARSHAL,  USMS 

HEWLETT,  CAROL  ANN,  LT,  PD 

JENNINGS,  CRAIG  JOSEPH,  LT,  PD 

JOHNSON,  THOMAS  LLOYD,  SA,  DEA,  (DET,  MOBILE  CO  SO) 

KELLY,  BERNARDINE  WEAVER,  LT,  PD 

KENT,  DAVID  R,  DEP  SUPT,  PD 

LANDRY,  JOHN  ALVIN,  JR,  LT,  PD 

LAWLESS,  DANIEL  E,  LT,  PD 

LEBLANC,  CORNELIUS  JACK,  LT, 

LOICANO,  FELIX  M,  LT,  PD 

LOONEY,  MICHAEL  CLYDE,  SGT,  PD 

LOPINTO,  JOSEPH  PETER,  JR,  LT,  PD 

MADDALOZZO,  ROBERT  BRUNO,  SGT,  LA  SPOL 

MAHER,  WILLIAM  C. ,  JR.,  SPEC  INVSTGR,  ORLEANS  PARISH  G 

MCGAHA,  BILLY  W,  CPT,  PD 
110  tt   MELANCON,  PAUL  M,  SERGEANT,  PD 

199   MEYER,  MICHAEL  RICHARD,  LT,  TULANE  MEDICAL  CTR  PD 
163   MOUNICOU,  RALPH  JOHN,  III,  SGT,  PD 

172   NEWMAN,  KEVIN  LAMAR,  ASST  SUPT, NEW  ORLEANS  HARBOR  P 
190   NICHOLAS,  STEVEN  BERNARD,  CPT,  PD 
134   ORTICKE,  JOSEPH  MANUEL,  COP 
117   PENNINGTON,  RICHARD  J,  SUPT,  PD 

91  tt   PRITCHARD,  EDWIN  G. ,  SUPT  OF  POLICE,  HARBOR  PD 
158   ROLLIN,  GEORGE  CARTER,  LT,  NEW  ORLEANS  HARBOR  PD 
137   ROOK,  JOHN  EARL,  SA,  FBI, (ST  CHARLES  PARISH  SO) 
108   SAACKS,  ANTOINE  M,  JR,  DEP  CHF,  PD 
192   SAWYER,  MICHAEL  SCOTT,  LT,  NEW  ORLEANS  HARBOR  PD 
117   SCHLESINGER,  CLAUDE  A,  LT,  PD 

165   SWAIN,  CYNTHIA  MARIE,  DIR  SFTY  &  SEC,  PROT  OF  NO 
120   TITUS,  PAUL  SIMEON,  SGT,  PD 

167   TONEY,  LARRY  MICHAEL,  SR,  CPT,  NEW  ORLEANS  HARBOR  PD 
178   VAPPIE,  RUSSELL  MARK,  SGT,  PD 
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104  I  HEBB,  JAMES  L,  JR,  LT,  PD 

192    HEIGAND,  CAROLYN  LELIA,  LT,  PD 

119    HOODFORK,  HARREN  GENE,  SR,  SUPT,  PD 
NEH  ROADS 

149    SMITH,  PAUL  RAYMOND,  SHF  OF  POINTE  COUPEE  PARISH 
OPELOUSAS 

191    TRAHAN,  RONNIE  DALE  FRANCIS,  CPT,  PD 
PLAQUEHINES  ._,  . 

112  *  KLI8ERT,  HAROLD  A,  JR,  CHF  DEP,  PLAQUEMINES  PARISH  SO 

145    LAVIGNE,  SYLVESTER  ROBERT,  DET,  IBERVILLE  PARISH  SO 
PORT  ALLEN 

143   HORNER,  DONALD  ALLEN,  MAJ,  H  BATON  ROUGE  PARISH  SO 
PORT  SULPHUR 

187    GUEY,  CHARLES  STEPHEN,  CPT,  PLAQUEMINES  PARISH  SO 
RUSTON 

137 
29  * 

190 
87 

105 

131 

179 

181 

111 


42  tt 

90  tt 

189 

124 

2 

18  tt 

3 

113  tt 

I 

92  tt 

126 

DAVIDSON,  JOEY  FRED,  DET,  LINCOLN  PARISH  SD 

FRASIER,  PRENTISS,  DEP  SHF,  LINCOLN  PARISH  SO 

HANNA,  BRUCE  ERIC,  LT,  PD 

HOUCK,  M  HAYNE,  SHF  OF  LINCOLN  PARISH 

JAMES,  CHARLES  LEE,  SUPT,  LINCOLN  DETENTION  CNTR 

KAVANAUGH,  JAMES  DIGBY,  INSPR,  PD 

OSBON,  GARY  LYNN,  INVSTGR,  DA  OFC 

STONE,  STANLEY  MICHAEL,  DEP  SHF,  LINCOLN  PARISH  SO 

TUTEN,  JIM  D,  SPEC  INVSTGR,  DA  OFFICE 
SHREVEPORT 
170   ABRAHAM,  BOBBY  EARL,  LT,  CADDO  PARISH  SD 
131  tt   BERRY,  RICHARD  ARMISTEAD,  CPT,  PD 
139    BRADFORD,  HILLIAM  CHARLES,  LT,  PD 
118    BRANN,  JOHN  RICHARD,  LT,  PD 

189  CAMPBELL,  FRANCIS  MICHAEL,  LT,  PD 
CARR,  GORDON  MC,  SUPT,  CADDO  PARISH  CORECTNAL  I 
CASH,  HALTER  D,  COP 

COLEMAN,  TRAVIS  HAROLD,  LT,  CADDO  PARISH  SO 
FLOHERS,  HILLARD  RAY,  DET,  LA  SPOL 
GOSLIN,  JAMES  M. ,  SHF  OF  CADDO  PARISH 
GRUBER,  CHARLES  A,  COP, 
GUTHRIE,  MELVIN  G,  CAPTAIN,  PD 
HART,  HILLIAM  HARD,  CPT,  CADDO  PARISH  SO 

190  HEAD,  HAROLD  GREGORY,  SGT,  PD 
60  tt   HUNSAKER,  HAROLD,  COP 

160  KEMPER,  HARVEY  RHINEHART,  LT,  PD 
112   KINCHEN,  DENNIS  R,  SGT,  PD 

79  #  LANIGAN,  JAMES  K,  COP 

91  tt   MEROLLA,  ROBERT,  ASST  CHF,  PD 

183  MIDDLETON,  MICHAEL  DAVID,  LT,  CADDO  PARISH  SO 
111  tt   MILLER,  ROBERT  H,  ADMIN  ASST  TO  SHF,  CADDO  PARIS 
197    NEAL,  JACKIE  LEE,  LT,  CADDO  PARISH  SO 

148  PERDUE,  DOUGLAS  CAREY,  CPT,  PD 
181  PRICE,  ALEXANDER  JOHN,  SGT,  PD 
175    RAHLS,  TOD  BENSON,  TRNG  COORD,  CADDO  PARISH  SO 

129  RITTENBERRY,  DONAL  LEE,  MAJ,  PD 
127  #  RIVES,  RUEL  BUCHANAN,  SGT,  PD 

154   SELLS,  JOHN  MONROE,  MAJ,  CADDO  PARISH  SO 

82  #  SHIELDS,  NEAL  G. ,  CPT,  PD 

91    SMITH,  JOHN  K. ,  CPT,  USAF 
174    SMITH,  HAYNE  EDHARD,  CPL,  PD 
138    STROTHER,  SHERRIE  KAYE,  CPT,  CADDO  PARISH  SO 

46  ft   TERRY,  HAROLD  M,  SHERIFF,  CADDO  PARISH  SO 
134    VALENTINE,  HILLIAM  LLOYD,  SGT,  LA  SPOL 
146   HEBB,  JERRY  HAYNE,  SGT,  CADDO  PARISH  SO 

130  HILLIAMS,  MARCUS  C,  JR,  LT,  CADDO  PARISH 
95  #  HREN,  RALPH  H,  CAPTAIN,  PD 

124   WYCHE,  ROBERT  BENTSEN,  LT,  PD 
SLIDELL 
193   HOHARD,  EUGENE  JOSEPH,  CPT,  PD 

166  SHANN,  EUGENE  JOHN,  ASST  CHF,  PD 
178    SHENSON,  SIGMUND  CHARLES,  CPT,  PD 

ST.  BERNARD 

184  LEE,  JEFFERSON  E,  LT,  ST  BERNARD  PARISH  SD 
ST.  FRANCISVILLE 

62  tt   PERCY,  HILLIAM  C,  JR,  SHERIFF,  HEST  FELICIANA  PARISH 
ST.  MARTINVILLE 
146   CHAMPAGNE,  STEVEN  JAMES,  COP 
109  tt   GAUTHIER,  LAHRENCE  J,  COP 
173   GUIDRY,  MARCUS  JOSEPH,  JR,  LT-DET,  ST  MARTIN  PARISH  SD 

161  HAYDEL,  SCOTT  FRANCIS,  CPT,  ST  MARTIN  PARISH  SD 
193    LOUIS,  KENNEDY  FLOYD,  LT,  ST  MARTIN  PARISH  SO 
134    ROMERO,  EDRICK  LEE,  CPT,  ST.  MARTIN  PARISH  SD 

THIBODAUX 
171    BENOIT,  LARRY  BLAISE,  LT,  LAFOURCHE  PARISH  SO 
48  tt    BERNARD,  JOHN  R,  COP 

167  ESTEVENS,  KEITH  HAMILTON,  COP 

145   HUNTER,  DAVID  LEONARD,  LT,  LAFOURCHE  PARISH  SO 
113  It   MUSSO,  BENNY  F.,  CPT,  LAFOURCHE  PARISH  SO 
116    NULL,  HILLIAM  J,  AGENT,  DPS  AND  CORRECTIONS 
136  tt   POCHE,  RALPH  JOSEPH,  LT,  PD 
HEST  MONROE 

66   DORTCH,  CHARLES  E.,  INVSTGR,  OUACHITA  PARISH  DA  OF 
116   KELLY,  PATRICK  G. ,  DETECTIVE,  PD 
129    LABORDE,  LARRY  MILBURN,  COP 

75  It   MITCHELL,  JOHNNY  B,  COP 
HESTLAKE 
177    GUILLORY,  GARY  GORDON,  CPT,  PD 

168  HERFORD,  JIM  L,  COP 
HESTHEGO 

199   JUNCKER,  ROY  LOUIS,  JR,  COP 
ZACHARY 
138  tt   CORBAN,  DENNIS  MICHAEL,  COP 
160  tt   JOHNSON,  HILLIAM  HENRY,  CPT,  PD 


AVERY,  RONALD  EDHARD,  CHF  DEP,  YORK  CO  SD 

LAJOIE,  DANIEL  ROMEO,  SGT,  PD 
OUELLETTE,  ROGER  A.,  LIEUTENANT,  PD 
SAVAGE,  ALTON  E.,  CHIEF  OF  POLICE 
SMALL,  RICHARD  HINSLOH,  JR,  DEP  CHF,  PD 
SMYC,  STEPHEN,  CHIEF  OF  POLICE 
STRICKER,  ROGER  HENRY,  COP 
TINER,  ROBERT  T.,  JR.,  CAPTAIN,  PD 


MAINE 
ALFRED 

122 

AUBURN 

122 

99 

32 

194 

64 

124 

93 

AUGUSTA 

172  ALCOTT,  LADD  GORDON,  LT,  ME  DPS 

93  tt   ALLEN,  CHARLES  S.,  CHF  HARDEN,  DEPT  OF  INLAND  FSH 
106  tt   ARNOLD,  RICHARD  R,  LT,  MAINE  SPOL 

90  It   BROHN,  HILLIAM  S.,  JR.,  MAJ,  ME  SPOL 
114  tt   CAMICK,  JAMES  L.,  LT,  ME  SPOL 

173  DOH,  MALCOLM  TRENT,  COP 
86  #  DRAKE,  HALDO  W. ,  JR.,  COP 

125  #   ECCLES,  RONALD  LAURENT,  CPT,  ME  SPOL 
97  tt   FALCONER,  G  PAUL,  CPT,  MAINE  SPOL 

183   HARMON,  JEFFREY  DAVID,  MAJ,  ME  SPOL 
85  #  HOHES,  ALFRED  A,  CHF  CRIM  INSPTR,  DEPT  OF  ATTY 
84  tt   JAMISON,  ALBERT  T.,  LTC,  DEP  CHF,  ME  SPOL 

94  tt   JONES,  RICHARD  C. ,  CPT,  ME  SPOL 

169   LAMOREAU,  BRYAN  TONY,  SHRF,  KENNEBEC  SHRF  OFFICE 
97   MARSH,  JOHN  F,  GAME  HARDEN,  DEPT  INLAND  FISH 
27  tt   MARX,  ROBERT,  COL/CHIEF,  ME  SPOL 

129   MERRILL,  CHARLES  ALFORD,  MAJ,  DEPT  OF  INLAND  FISHERIES 
55  *  MURPHY,  JAMES  F.,  FIELD  REP,  ME  DPS 

199   POULIN,  CRAIG  ARTHUR,  LT,  ME  SPOL 

142  tt   REARDON,  THOMAS  FALLON,  LT,  ME  SPOL 

193   SCHAAD,  ANNE  P,  LT,  ME  SPOL 

135  #  SMITH,  BRADFORD  SEHALL,  LT,  ME  SPOL 
187   TURNER,  PERCY  ALLEN,  SGT,  ME  SPOL 
131  #  HHITE,  JOHN  DAVID,  LT,  ME  SPOL 

BANGOR 
105  tt   BRYCE,  ROGER  F.,  LT,  PD 
102  tt   CLARKE,  FREDERICK  E,  JR,  CPT,  PD 
155   COX,  BRIAN  JOSEPH,  SGT,  PD 

136  FERLAND,  JOSEPH  KENNETH,  DEP  CHF,  PD 
128   HOSMER,  MICHAEL  CHESTER,  SGT,  PD 

144  tt   OHALLORAN,  ROBERT,  JR,  SGT,  PD 
161   REID,  TIMOTHY  MICHAEL,  SGT,  PD 

99   REYNOLDS,  EDHARD  J,  SHF  OF  PENOBSCOT  CO 
117  *  RICHARDSON,  TIMOTHY  BRUCE,  CHF  DEP,  PENOBSCOT  CO  SD 
185   ROSS,  GLENN  COLIN,  CHF  DEP,  PENOBSCOT  CO  SD 

77  tt   SCRIPTURE,  JAMES  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 

69  tt   SMALL,  MAURICE  H.,  CHIEF  OF  POLICE 
121   HETMORE,  ALLISON  HEEDEN,  LT,  PD 
179   HINSLOH,  DONALD  JOSEPH,  DEP  CHF,  PD 

95  tt   HOODHEAD,  FRANCIS  J,  CHIEF  OF  POLICE 
BAR  HARBOR 

YOUNG,  NATHAN  HAYNE,  COP 


BRAHN, 
COHEN, 


CLARENCE  HINFIELD,  SGT,  PD 
IRA  JESSE,  SGT,  PD 


175 
BATH 

146 

173 

137 
BERHICK 

96  *  TICE,  CORTLAND  H. ,  JR. 

8   VACHON,  JOSEPH  H. ,  DEPUTY  SHERIFF,  YORK  COUNTY  SO 


DAHSON,  LAHRENCE  MICHAEL,  COP 


COP 


BREHER 
164 
188 
108  tt 
57  tt 


BARKER,  STEVEN  EDHARD,  CPT,  PD 
GREEN,  DANNY  EARL,  CPT,  PD 
KOMAN,  DAVID  P.,  COP 

HILLOUGHBY,  RALPH  HILLIAM,  CHIEF  OF  POLICE 
BRUNSHICK 

166   MURPHY,  JOHN  MICHAEL,  SGT,  PD 
BUCKSPORT 
192   MILAN,  DAVID  LINDSAY,  DEP  CHF,  PD 


CALAIS 

151 
CAMDEN 

152 

171 


BRIDGES,  RALPH  NORMAN,  SGT,  PD 


BURGESS,  TERRY  ALLEN,  COP 
ROBERTS,  PHILIP  JAMES,  LT,  PD 
88  #  SMITH,  ALBERT  M,  COP 
CAPE  ELIZABETH 
121   PICKERING,  DAVID  HILLIAM,  COP 
178   HILLIAMS,  NEIL  RICHARD,  CPT,  PD 
DOVERFOXCROFT 

110   GOGGIN,  JOHN  J.,  CHF  DEP  PISCATAQUIS  CO  SD 
FALMOUTH 
176   HALL,  CRAIG  BRIAN,  SR,  COP 
174   TOLAN,  EDWARD  JAMES,  COP 
GORHAM 

91   HAGAN,  EDMUND  A.,  CHIEF  OF  POLICE 
153   KURZ,  DAVID  LEE,  COP 
HAMPDEN 
158   ROGERS,  JOSEPH  LEON,  COP 

8  *  COLLINS,  MURLIN  H. ,  IDENT  OFCR,  AROOSTOOK  CO  SO 

106   MALONE,  DARRELL  LEROY,  SR,  COP 

113   MITCHELL,  DONALD  E.,  JR.,  SERGEANT,  PD 

182   PELLETIER,  DANIEL  L,  SGT,  PD 
KENNEBUNK 

131   LEBLANC,  MICHAEL  ALAN,  LT,  PD 
LEHISTON 

105   GILBERT,  LAURENT  F,  COP 

149   KELLY,  MICHAEL  FRANCIS,  LT,  PD 
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MAINE  -  MARYLAND 


87  tt   VEILLEUX,  LAURENT  E,  DEP  CHF,  PD 

189   WELCH,  HILLIAM  EVERETT,  COP,  PD 
LORING  AFB 

107   TROHBRIDGE,  JAMES  B.,  SENIOR  MASTER  SERGEANT,  U.  S. 
MILLINOCKET 

143  SCARANO,  HAYNE  VICTOR,  COP 
NORHAY 

178   MANCHESTER,  CATHLEEN  ANN,  COP, 
OGUNQUIT 

73   HANCOCK,  HILLIAM  P.,  JR.,  CHIEF  OF  POLICE 

145   HESTMAN,  BRIAN  NYE,  SGT,  PD 
OLD  ORCHARD  BEACH 

172   KELLEY,  DANA  MICHAEL,  DIR,  DPS 

104  tt   TIBBETTS,  PAUL  A,  COP 

132   HELLIVER,  H  HALLACE,  III,  COP 
OLD  TOHN 

112   GAUTHIER,  DALE  A.,  CHIEF  OF  POLICE 

140   HATCH,  STEPHEN  ALLISON,  SGT,  PD 

132  OHALLORAN,  DONALD  IRVING,  COP 
PORTLAND 

149  CHITHOOD,  MICHAEL  JUDE,  COP 

103  ft   DUNNEMANN,  FREDERICK  H.  ,  DET  SGT,  PD 

109   ELLIOTT,  CHARLES  R.,  CPT,  CUMBERLAND  CO  SD 

90  GRIFFIN,  RICHARD  D,  COP  AUGUSTA,  MAINE  PD 
127  tt   KEARNS,  HILLIAM  FESTUS,  JR,  DET  CPT,  PD 

176  LANGELLA,  JAMES  MICHAEL,  DET  SGT,  CUMBERLAND  CO  SD 
181   LOUGHLIN,  JOSEPH  KENNETH,  DET  SGT,  PD 

170   MARCH,  NOEL  CULVER,  CHF  DEP,  CUMBERLAND  CO  SO 

118  MCDONOUGH,  MICHAEL  GERALD,  COP 
94  tt   PIAWLOCK,  STANLEY  J.,  LT,  PD 

139  tt   ROSS,  DANIEL  RAYMOND,  JR,  LT,  PD 

124   SEARCY,  STEVEN  FRANCIS,  MAJ,  CUMBERLAND  CO  SD 
126   SLOCUM,  HALTER  EDHARD,  II,  SGT,  CUMBERLAND  CO  SD 
148   STANHOPE,  JAMES  S,  SR,  LT,  PD 
ROCKLAND 

144  tt   NOLAN,  JAMES  JOSEPH,  CHF  DEP,  SPOL 
154   OCKENFELS,  ALFRED,  COP 

RUMFORD 

,  55  tt   THERIAULT,  ALBERT  J.,  CHIEF  OF  POLICE 
SACO 
117   LABONTE,  CHARLES  M. ,  CAPTAIN,  PD 

133  LORANGER,  DAVID  ALFRED,  SGT,  PD 
SANFORD 

107   COTE,  PHILIP  G.,  SGT,  PD 
120   DUGRE,  RONALD  GEORGE,  COP 
92  tt   GREAVES,  FREDERICK  H,  COP 
SCARBOROUGH 

100  DIXON,  HOLLIS  G,  COP 

150  MOULTON,  ROBERT  ALAN,  DEP  CHF,  PD 
186   ST  PIERRE,  MARLA  ANNE,  LT,  PD 
163   THOMBLY,  DAVID  NELSON,  LT,  PD 

SOUTH  PORTLAND 

190  BERRY,  AMY  JEAN,  LT,  PD 

151  *  BERRY,  GEORGE  PATRICK,  SGT,  PD 

159  CLARK,  MARK  ALAN,  DET  LT,  PD 
107  *  CORBETT,  JOSEPH  MURRAY,  DET,  PD 

101  tt   EATON,  CLARENCE  R,  JR,  SGT,  PD 

196  GOOGINS,  EDHARD  JOSEPH,  COP 
168   MCCUE,  JEFFREY  ALLEN,  LT,  PD 

134  SANBORN,  BOYCE  ARNOLD,  DEP  CHF,  PD 

119  SCHHARTZ,  ROBERT  MICHAEL,  COP 

91  tt   SEGAL,  RALPH  K,  COP 

116   TODERICO,  FRANK  J,  LT,  PD 
TOPSHAM 

160  EDMONDSON,  STEVEN  RICHARD,  LT,  PD 
HATERVILLE 

191  MASSEY,  JOSEPH  PAUL,  DEP  CHF,  PD 
HELLS 

162   CLARK,  STEPHEN  A,  JR,  DET,  PD 

138   ZACKULAR,  HILLIAM  HENRY,  COP 
HESTBROOK 

156   ROBERTS,  STEVEN  EVERETT,  COP 
98  tt   RUSSO,  CARMINE  F,  COP 
HINDHAM 

167   LEWSEN,  RICHARD  BURR,  JR,  COP 
WINTHROP 

177  YOUNG,  JOSEPH  EDHARD,  SR,  COP, 
HISCASSET 

198   BRADFORD,  DANIEL  EVERETT,  DET  SGT,  LINCOLN  CO  SD 
YORK 
195   BRACY,  DOUGLAS  PERKINS,  LT,  PD 

140  FOSTER,  HILLIAM  RENE,  COP 
89  *  MOULTON,  ALBERT  E.,  COP 

MARYLAND 
ABERDEEN 

127  tt   BUSIC,  MERLE  HALE,  SA,  USA 

189   LAHSON,  CHARLES  FRANKLIN,  DEP  CHF,  PD 

123   PERRY,  ROBERT  RALPH,  CPT,  PD 

111  ZOTOS,  MICHAEL  C,  COP 
ABERDEEN  PROVING  GROUNDS 

197  AGUAYO,  PAUL  ANTHONY,  CHO  III,  USA 
ANDREHS  AFB 

115   BYNUM,  DAVID  J,  CPT,  USAF 

119  tt   GOUDIE,  JAMES,  CHF,  AIR  FORCE  ONE  SEC  STAFF 
162   LACY,  LEONARD  CALUP,  III,  MAJ,  USAF 
115   SANDERS,  VAN  A,  TECHNICAL  SERGEANT,  USAF 
ANNAPOLIS 
197   BLOXOM,  MICHAEL  EDHARD,  CPT,  MD  NATURAL  RESOURCES  POL 
181   BROLL,  TAMMY  SHAHN,  LTC,  MD  NATURAL  RESOURCES  POL 


BROMHELL,  HAYNE  O'NEILL,  SR,  MAJ,  MD  NATURAL  RESOURCES 

CLOOKIE,  HOODROH  FRANKLIN,  SR  SA,  USCG 

COOK,  HARVEY  CARLISLE,  LTC,  NATURAL  RESOURCE  POL 

DELEAVER,  DOUGLAS,  MAJ,  MD  NATURAL  RESOURCE  POL 

EMORY,  ROBERT  H. ,  LT,  PD 

FOGLE,  HILLIAM  N,  DETECTIVE  CPL  PD 

GITTINGS,  CASSIN  BENNETT,  MAJ,  PD, 

HALL,  RUSSELL  RANDALL,  JR,  LT,  PD 

HARRINGTON,  TERRENCE  JOSEPH,  LT,  PD 

HOHARD,  MICHAEL  EDHARD,  MAJ,  MD  NATURAL  RESOURCES  POL 

HURLEY,  JAMES  M,  LTC,  MD  NTURL  RESOURCES  POL 

IMHOF,  GREGORY  HILLIAM,  LT,  PD 

JOHNSON,  GEORGE  FREDRICK,  SHF  OF  ANNE  ARUNDEL  CO, 

JOHNSON,  JOSEPH  SAMUEL,  COP 

MCCREARY,  CLAUDE  HILLIAM,  I,  DEP  SHF,  ANNE  ARUNDEL  CO  S 

NORBECK,  JOHN  HADE,  CHF,  MD  FOREST  PARK  AND  HILDLI 

POWELL,  HILLIAM,  LT,  PD 

RANDALL,  NORMAN,  MAJ,  PD 

ROBBINS,  HAROLD  MANSFIELD,  EXEC  DIR,  FL  POL  CHF'S  ASSOC 

SHERBERT,  JOHN  FREDERICK,  MAJ,  MD  NATURAL  RESOUCES  POL 
114  tt   TAYLOR,  JACK  T,  SUPT,  MD  NTRL  RESOURCES  POL 
164  tt   TURNER,  THOMAS  RICHARD,  SR,  LTC,  MD  NATURAL  RESOURCES  P 
103   HALLACE,  AUGUST  S,  SGT,  PD 

142  tt   HOOD,  FRANKLIN  IRVING,  COL/SUPT,  MD  NATRL  RESRS  POL 
BALTIHORE 
151   ANDREW,  MICHAEL  JOSEPH,  CPT,  PD 

tt   ARMSTRONG,  HERBERT  FRANKLIN,  MAJ,  PD 
tt   BARNES,  JOHN  ALLEN,  LTC,  PD 
tt   BARNOLD,  JOHN  C,  JR.,  CPT,  PD 

BASS,  MICHAEL  DANA,  MAJ,  PD 

BLACKHELL,  KENNETH  LEE,  MAJ,  PD 

BOLES,  MARCELLUS,  COL,  PD 

BOWERS,  C  THOMAS,  MAJ,  MD  SPOL 
tt   BROCKINGTON,  MC  NEAL,  MAJ-DIR,  PD 

BUNCH,  HEZEKIAH,  JR,  CHF,  HOUSING  AUTH  OF  BALTIMORE 
tt   BURRITT,  HARHOOD  W,  DEP  COMR,  PD 

COLLINS,  JOHN  JAMES,  DIR,  UNIV  OF  MD  AT  BALTIMORE  P 
tt   COLLINS,  RONALD  BARTLEY,  MAJ,  PD 
tt   COSTER,  DOUGLAS  GREGG,  CPT,  PD 
169  tt   CRUMRINE,  STEVEN  ALAN,  COL,  PD 

90  tt   D  ANDELET,  SAMUEL  A,  DEP  MARSHAL,  USMS 
DANIEL,  RONALD  LATRELL,  COL,  PD 
DIPINO,  CHARLES  JULIUS,  MAJ,  PD 
DISTEFANO,  ROBERT  LEE,  MAJ,  PD 

DOHNING,  WILLIAM  MOSES,  CPT,  MD  TRANSPORT  AUTH  POL 
DUNCAN,  DAVID  FRANKLIN,  SGT,  MD  TRANSPORT  AUTH  POL 
FORD,  MICHAEL  A.,  PTLM,  BALTIMORE  PD 
GAVRILIS,  JOHN  ELEFTHERIOS,  COL,  PD 
GRAHAM,  ROBERT  DALLAS,  MAJ/DIR,  MD  PORT  ADMIN  POL 

50  tt   GRUNDER,  FRANK  W.  ,  LIEUTENANT,  PD 

183  HAIRSTON,  CORNELIUS  J,  III,  MAJ,  HOUSING  AUTH  BALTIMORE 
HYATT,  SIDNEY  ROBERT,  MAJ,  PD 
JESSA,  DAWN  LEE,  MAJ,  PD 
KOLLMANN,  JOHN  G,  JR,  MAJ,  PD 

LARKIN,  ROBERT  L,  DIR  OF  SEC,  JOHNS  HOPKINS  UNIV 
LEHANDOHSKI,  JOHN  CARROLL,  MAJ,  PD 
MAY,  ROBERT  LEWIS,  II,  LT,  UNIV  OF  MD  PD 
MCQUAY,  MELVIN  CARL,  DEP  COMMISSIONER,  PD 

99  tt   MINOR,  PAUL  K.,  CWO  II,  USA 

83  tt   MULLEN,  RONALD  J,  DEP  COMMISSIONER,  PD 

NEWMAN,  JOSEPH  PATRICK,  MAJ,  PD 

NIELSEN,  ROBERT  CHARLES,  DIR,  UNIV  OF  MD  DPS 

NIXON,  JOSEPH  W,  DEP  COMM,  PD 

OHARA,  EUGENE  M. ,  LIEUTENANT,  PD 

PATEK,  KATHLEEN  TERESA,  MAJ,  PD 

PATTERSON,  PATRICK  A,  SA,  FBI,  (INVESTIGATOR,  CHEMUN 

PETRECCA,  RONALD  JOSEPH,  CPT,  MD  TOLL  FACILITIES  POL 

POWELL,  BARRY,  MAJ,  BALTIMORE  CITY  PD 

PRICE,  RUSTIN  E,  MAJ,  BALTIMORE  CO  PD 

REINTZELL,  JOHN  FREDERICK,  MAJ,  PD 

SHIREY,  ELBERT  FRANKLIN,  JR,  MAJ,  PD 

SINNAR,  JOAN  MARIE,  SR  SA,  US  CUSTOMS  SER 

SMITH,  HILLIAM  B,  MAJ,  PD 

STEVENS,  RONALD  DEAN,  CPT,  MD  TRANS  AUTH  POL 
93  tt   STEHART,  KENNETH  F,  AGENT  IN  CHARGE,  MD  ALCOHOL  & 
108  tt   TABELING,  STEPHEN  B.,  LT,  PD 

123  tt   WAGNER,  JOHN  RICHARD,  CPT,  PD 

173  WILLIS,  LINDA  JANETTE,  CHF,  BALTIMORE  CITY  SCHOOL  POL 

142  HINDSOR,  KAY  AUMAN,  CHF,  UNIV  OF  BALTIMORE  PD 
92  tt   HOODS,  DONALD  E,  MAJ,  PD 

91  tt   HOODS,  EDWARD  V,  COMMISSIONER,  PD 
BARSTOW 

124  tt   BOWEN,  EDWARD  LEE,  CHF  DEP,  CALVERT  CO  DTNTION  CN 
BEL  AIR 

147   AIELLO,  RICHARD  MICHAEL,  MAJ,  HARFORD  CO  SD 
128   BAKER,  DONALD  CHARLES,  LT,  HARFORD  CO  SD 

174  GOLDING,  ROBERT  THOMAS,  CPT,  HARFORD  CO  SD 

143  MATRANGOLA,  LEO  FRANCIS,  COP 

199   MEADOWS,  JOSEPH  PAITSAL,  SHF  OF  HARFORD  CO 
166  tt   MILLS,  MARLIN  LEE,  CPT,  HARFORD  CO  SO 
179   ROSS,  NORMAN  EUGENE,  LT,  PD 

187  WILLIAMS,  RICKY  FENTON,  CPT,  HARFORD  CO  SO 
BETHESDA 

143   FENNELL,  WILLIAM  JOSEPH,  JR,  MAJ,  USA 
BLADENSBURG 

184  OWENS,  CHARLES,  LT,  PD 
110   ZIDEK,  ROBERT  M,  COP 

CAMBRIDGE 

188  BROMHELL,  WAYNE  0,  JR,  CPL,  PD 

168  tt   HARING,  MICHAEL  LEE,  CHF  DEP,  DORCHESTER  CO  SO 


157 
130 
132 
167 

86 
110 
134 
173 
179 
174 
112 
196 
198 
125 
149 
151 
190 

92 
126 
191 


117 
107 

81 
161 
178 
116 
189 

91 
165 

91 
138 
132 
130 


150 
119 
136 
139 
143 
40 
192 
144 


140 
199 
85 
80 
127 
138 
146 


121 
126 
94 
106 
196 
102 
120 
182 
199 
143 
105 
151 
156 
193 
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MARYLAND  -  MARYLAND 

179    MALIK,  KENNETH  NORTH,  LT,  PD 

100  MALONEY,  MICHAEL  J,  MAJ,  PD 

153   MCCOLLISTER,  STEVEN  HOHARD,  LT,  PD 
88   HROTEN,  RUSSELL  E.,  CHIEF  OF  POLICE 
CHEVY  CHASE 

158   GORDON,  ROY  ANTHONY,  SGT,  CHEVY  CHASE  VILLAGE  PD 
CHEVY  CHASE  VILLAGE 

101  HINKEL,  GEORGE  H. ,  JR,  COP 
CLINTON 

186   BARNES,  ORLANDO  DAVID,  LTC,  PRINCE  GEORGE'S  CO  PD 
COLLEGE  PARK 

98   BELL,  RALPH  H,  CPT,  UNIV  OF  MD,  DPS 

102  «  JANKOHSKI,  LEONARD  B,  DIR,  DPS,  UNIV  OF  MD 
133  f  SIDES,  EUGENE,  COP,  UNIV  OF  MD 

CROFTON 

121  #  REDIFER,  GRACE  LORRAINE,  CPT,  ANNE  ARUNDEL  CO  PD 
CUMBERLAND 
109   DICK,  JAMES  R,  JR,  COP 

189   GOAD,  DAVID  ANTHONY,  SHF  OF  ALLEGANY  CO, 
194   GYGER,  LAHRENCE  STEVEN,  LT,  PD 

HUTT,  DAVID  E,  LT,  PD 

MCCUSKER,  WAYNE  M,  LT,  PD 

HORLEY,  JOHN  HINFIELD,  CPT,  PD 

SCHULTEN,  LEO  B,  CPT,  PD 

SCHULTEN,  LILLIAN  MARIE,  SGT,  PD 

SHANK,  HILBUR  E,  COP 


105 

95  I 
127 

99 
174 

90  tt 
EASTON 

91  tt 
167 
141 
191 
178 


BLESSING,  R  EDHARD,  COP 
BLUE,  MELBOURNE  JOSEPH,  LT,  PD 
CHASE,  HALTER  EDHARD,  COP 
HOBBS,  ROBERT,  CPT,  PD 
SPENCER,  DAVID  ALLEN,  CPT,  PD 
ELLICOT  CITY 

197   MCKELDIN,  HILLIAM  HENRY,  CPT,  HOHARD  CO  PD 
ELLICOTT  CITY 

96  tt   BURKE,  JACK  0,  SR,  CPT,  HOHARD  CO  PD 
120  tt   CHANEY,  FREDERICK  HILSON,  CHF,  HOHARD  CO  PD 
155   DRUMMOND,  STEPHEN  EDHIN,  CPT,  HOHARD  CO  PD 
110  tt   GEISLER,  EDHARD  E,  LT,  HOHARD  CO  PD 
138  tt   HAJEK,  PAUL  NORMAN,  LT,  HOHARD  CO  PD 

HARRISON,  HARRY  M. ,  LIEUTENANT,  HOHARD  COUNTY  PD 
HYSON,  GLENN  MARSHALL,  LT,  HOHARD  CO  SO 
LIVESAY,  GERALD  HAYNE,  CHF,  HOHARD  CO  PD 
HATHEHS,  ROBERT  0.,  JR.,  COL/CHF,  HOHARD  CO  PD 
MCMAHON,  HILLIAM  JOSEPH,  LT,  HOHARD  CO  PD 
PATERNI,  MARK  LOUIS,  MAJ,  HOHARD  CO  PD 
ROBEY,  JAMES  N,  JR,  CHF,  HOHARD  CO  PD 
SPAULDING,  HILLIAM  JEFFREY,  CPT,  HOHARD  CO  PD 
YEAGER,  NANCY  YELONDA,  LT,  HOHARD  CO  PD 
ZUHBRUN,  ALVIN  JOHN,  JR,  CPT,  HOHARD  CO  PD 
FOREST  HEIGHTS 

124  It   POLIS,  HARRY  JOHN,  COP 
FOREST  HILL 

118   HARKINS,  JOHN  HESLEY,  DEP  CHF,  PD 
FORESTVILLE 
162  It   ADAMS,  EDHARD  EARL,  MAJ,  PRINCE  GEORGE'S  CO  PD 
It   ARMSTRONG,  EDHARD  J,  CPT,  PRINCE  GEORGES  CO  PD 
tt   CROYLE,  HAYNE  ROY,  MAJ,  PRINCE  GEORGES  CO  PD 
tt   CRUMP,  MILTON  MAURICE,  JR,  MAJ,  PRINCE  GEORGES  CO  PD 
It   DUCELLIER,  VINCENT  P,  JR,  LTC,  ASST  CHF,  PRINCE  GEORGES 
It    FITZPATRICK,  JAMES  EDHARD,  CPT,  PRINCE  GEORGES  CO  PD 
It    FREE,  VINCENT  STETSON,  COP 

#  JOHNSON,  HILLIAM  RUSSELL,  SR,  CPT,  PRINCE  GEORGE'S  CO  P 
It   KALMUS,  RALPH  F.,  CPT,  PRINCE  GEORGE'S  CO  PD 

#  RHOADS,  JOHN  H. ,  COL,  COP,  PRINCE  GEORGES  CO  PD 
It   RIESS,  ERNEST  HENRY,  MAJ,  PRINCE  GEORGES  CO  PD 
tt   ROBINSON,  GEORGE  FREDERICK,  MAJ,  PRINCE  GEORGES  CO  PD 
tt   SHANER,  RICHARD  ALBERT,  CPT,  PRINCE  GEORGES  CO  PD 
tt   TAYLOR,  CLABERT  H.  ,  MAJOR,  PRINCE  GEORGES  CO  PD 
tt   TURNER,  RICE  T,  LTC/DEP  CHF,  PRINCE  GEORGE  S  C 
tt   VASCO,  JOSEPH  D,  JR,  ACTING  CHF,  PRINCE  GEORGES  CO 

FORT  HOLABIRD 

73  #  BRISENTINE,  ROBERT  A.,  JR. 
FORT  MEADE 

ALLEN,  DAVID  CLYDE,  SA,  USACIDC 

BAKER,  JUAN  MORENO,  CHO  III,  USA 

BARROH,  HINFRED,  CHO  II,  USA 

BERNIER,  RONALD  HALTER,  MSGT,  USA 

BROCKHELL,  HILLIAM  BRUCE,  LT,  NATL  SEC  AGY 

#  COLLINS,  BILLIE  K,  LTC,  USA  INTELLIGENCE  AGY 
DHYER,  HILLIAM  MICHAEL,  CHO,  USA 
FERGUSON,  HALTER  N,  III,  COL,  USA 
GLEESON,  ROBERT  PHILLIP,  CHO  III,  USA 
HOGAN,  PATRICK  JAMES,  SR,  CHO  IV,  USA 
HOLPER,  MICHAEL  PAUL,  SA,  USA 
HOMAN,  ERIC  DAVID,  CPT,  USA 
HOHE,  JOHN  G,  CPT,  USA 
HUFF,  CONSTANCE  YVONNE,  CHO  III,  USA 
KENDRICK,  CARRIE  HILLIAMS,  MAJ,  USA 
KING,  HOHARD  L,  JR,  COL,  USAF, 

tt   LIGHTNER,  CHARLES  H,  CPT,  USA 

MARSILLO,  GREGORY  HILLIAM,  SA,  USA 

MARTIN,  CLARENCE  ELLIS,  JR,  CHO  IV,  USA 

MCINTOSH,  RICHARD  SIDNEY,  SA,  USA 

MICKLER,  JOSEPH  EDHIN,  MAJ,  USA 

MIDOLETON,  THOMAS  CLINTON,  JR,  LTC,  USA 
tt   MORDEAUX,  CORRY,  LTC,  USA 
t)   MURPHY,  DANIEL  D,  CHO,  USA 

OLEARY,  DAVID  EDHARD,  SGT,  NATL  SECURITY  AGENCY 

PADGETT,  JAMES  ANDREHS,  CPT,  USA  INTELLIGENCE  AGENCY 


55 
175 
163 

77 

192 
129 
116 
187 
177 
170 


101 
131 
141 

90 
118 

41 
159 
103 

86 
138 
150 
122 

99 
115 

92 


149 
195 
182 
139 
165 
100 
122 

95 
140 
141 
193 
184 
113 
180 
167 
117 

97 
177 
135 
126 
131 

98 

91 
117 
159 
121 


DIR,  CRIME  RECORDS  DIRECTOR 


96  tt   ROBINSON,  FRANCIS  R,  CH3,  U  S  ARMY 
146   ROSARIO,  RUBEN,  CHO  III,  USA 
195   SAVIO,  SHERRY  HATOSY,  CH3,  USA 
123   SELIGMAN,  ARNOLD  LEON,  COL,  USA 

179  SIDHELL,  RONALD  LEE,  JR,  CHO  II,  USA 

104  tt   SMITH,  TERRY  L,  MAJ,  US  ARMY  INTELLIGENCE  AGEN 

130   STEHARD,  OTIS  LYNN,  CPT,  USA 

176   STOYE,  GABRIELLE  JEANETTE,  CHO  II,  USA 

175  TACKETT,  PHILIP  EUGENE,  SA,  USACIDC 
189   TALBERT,  MICHAEL  EDHARD,  LT,  NSA 
129  tt   TOWNSLEY,  RICHARD  HOHARD,  LT,  PD 
198   TULLOS,  GAVIN  MARK,  MAJ,  USA 

162   HASHINGTON,  CHARLES  LENHOOD,  CHO  II,  USA 
109   HILLIAMS,  LEE  A,  SA,  USA  INTELLIGENCE  AGCY 

180  HOLFE,  CHARLES  HARRY,  JR,  CMDR,  NATL  SEC  AGENCY 
132   ZEH,  PETER  JOHN,  CHO  III,  USA 

FREDERICK 
184   ANDERSON,  FREDERICK  ALLEN,  CPT,  FREDERICK  CO  SO 
194   CHASE,  THOMAS  VINTON,  LT,  PD 
183   DOMER,  BARBARA  DORSEY,  LT,  PD 
191   DOMER,  HAROLD  LEROY,  JR,  CPT,  PD 
168  tt   DOXZEN,  DAVID  MICHAEL,  MAJ,  FREDERICK  CO  SO 

176  EYLER,  GREGORY  LEE,  CPT,  FREDERICK  CO  SD 
115  tt   LEHIS,  RICHARD  E,  LT,  PD 

53  tt   MAIN,  CHARLES  VICTOR,  COP 
107   RAFFENSBERGER,  REGIS,  COP 
171  tt   STINE,  PIERCE  CHARLES,  JR,  COP 
137  tt   HHIMS,  HOHARD  EUGENE,  CPT,  FREDERICK  CO  SO 
197   HILLIAR,  BRIAN  HAYNE,  LT,  FREDERICK  CO  SO 


FROSTBURG 
131   EVANS, 
112   HALLS, 

GAITHERSBURG 
186   JONES, 


HILLIAM,  JR,  ASST  CHF,  PD 

CLIFFORD  A,  LT,  FROSTBURG  COLLEGE  PD 

PD 


194 
156 
144 

97 
195 
106 
152 
112 

95 
178 


PETER  HHEELOCK,  LT, 
155   VIVERETTE,  MARY  ANN,  COP 
GERMANTOHN 
177   RODBELL,  ALAN  GARY,  MAJ,  MONTGOMERY  CO  PD 
187   SHOHERS,  RUSSELL  CLYDE,  JR,  SEC  SPECIALIST,  DEPT  OF  ENE 
GRANTSVILLE 

192   SMITH,  CYNTHIA  RAE,  LTC,  MD  SPOL 
GREENBELT 
169   CRADDOCK,  MICHAEL  DEAN,  LT,  PD 
146   CRAZE,  JAMES  ROLAND,  COP 
184   ONEIL,  DANIEL  PATRICK,  LT,  PD 
196   SAPPINGTON,  MARR  DOUGLAS,  JR,  LT,  PD 
HAGERSTOHN 
123   EVANS,  MARTIN  VAN,  LT/HARDEN,  HASHINGTON  CO  SO 
FAITH,  MARK  STANLEY,  SGT,  HASHINGTON  CO  SO 
FRICK,  ROBERT  JOSEPH,  LT,  PD 
GOOD,  RICHARD  HOHARD,  SGT,  HASHINGTON  CO  SO 
HAMBERGER,  DONALD  M. ,  SR,  CPT,  PD 
KLINE,  MARGARET  A,  LT,  PD 
LOHRY,  ALBERT  C,  JR,  LT,  PD 

MADES,  CHARLES  FRANKLIN,  SHF  OF  HASHINGTON  CO 
MOSER,  ALDINE  N.,  JR.,  DIR  OF  PTL,  HASHINGTON  CO  SO 
MOHEN,  CLINTON  E,  COP, 

MULLENDORE,  DOUGLAS  HILLIAM,  SGT,  HASHINGTON  CO  SO 
33  tt   OVERTON,  BLAIR  P.,  COP 

131  It  RYLAND,  RALPH  B,  SR,  SGT,  PD 
118  tt  SIEBERT,  GEORGE  LEE,  CPT,  PD 
172   VOYTKO,  ROBERT  NICHOLAS,  CPT,  PD 

49  tt   HIGFIELD,  GRAYSON  LEO,  LIEUTENANT,  PD 
66  *  HIGFIELD,  PAUL  ELLSHORTH,  SERGEANT,  PD 
HAVRE  DE  GRACE 

167   VANGILDER,  JOHN  HILLIAM,  LT,  PD 
HURLOCK 

134   LAMPHERE,  HILLIAM  LEROY,  COP 
HYATTSVILLE 

63  *  DENNIS,  SILAS  E. ,  JR.,  COP 
KENSINGTON 

132  tt   MELTON,  CLIFFORD  RAY,  SGT,  MONTGOMERY  CO  DEPT  OF  POL 
LA  PLATA 

198   ELEY,  BRIAN  SCOTT,  LT,  CHARLES  CO  SO 
It   GARNER,  FRANCIS  C,  SHF  OF  CHARLES  CO 
tt   GARTLAND,  JAMES  FRANCIS,  II,  SHF  OF  CHARLES  CO 
OTOOLE,  MICHAEL  JOSEPH,  MAJ,  CHARLES  CO  SO 
HILLIAMS,  RALPH  DAVID,  LT,  CHARLES  CO  SO 
HYANT,  FREDERICK  MICHAEL,  2LT,  CHARLES  CO  SO 
LANDOVER 
108  tt   ALBERT,  JOHN  E,  MAJ,  PRINCE  GEORGES  CO  PD 

133  tt   ALUISI,  JAMES  VINCENT,  SHF  OF  PRINCE  GEORGES  CO 
BLAKE,  HOHARD  STEHART,  JR,  LTC,  PRINCE  GEORGE'S  CO  PD 
FULLER,  ROBERT  DANIEL,  MAJ,  PRINCE  GEORGE'S  CO  PD 
GIBBS,  KELLY,  CHF,  PRINCE  GEO'S  CO  FIRE  DEPT 
MOSS,  JOHN  EVEN,  JR,  CHF  ASST  SHF,  PG  CO  SHF 
NORRIS,  JEFFERY  LYNN,  SR,  CPT,  PRINCE  GEORGE'S  CO  PD 

«.A«rn-rJ>       .........    mippni         ii  *   i       nn  i  vine    re  none  '  c    m    pn 


60 
129 
160 
193 
185 


175 
177 
180 
171 
196 


166  tt   ROBERTS,  HILLIAM  RUSSELL,  MAJ,  PRINCE  GEORGE'S  CO  PD 

100  It   ROSS,  JAMES,  MAJ,  PRINCE  GEORGES  CO  PD 

105  tt   SHANKS,  LARRY  L.,  MAJ,  PRINCE  GEORGE'S  CO  PD 

183   HRIGHT,  MARK,  MAJ,  PRINCE  GEROGE'S  CO  PD 


LAUREL 
152  tt 
191 

87  tt 
106 
126 


COOK,  ARCHIE  HUBERT,  COP 
FAIRALL,  HILLIAM  F,  LT,  PD 
KAISER,  ROBERT  M,  COP 
MARTIN,  JOHN  M,  LT,  PD 
SHEGAN,  MILAN,  LT,  PD 
LEONARDTOHN 

68  *  BURROUGHS,  BENJAMIN  HENRY,  JR.,  SHF  OF  ST  MARYS  CO 
165  tt   COPADO,  JOHN  GREGORY,  SR,  SGT,  ST  MARY'S  CO  SO 
149   MALOY,  JOSEPH  RONALD,  SGT,  ST  MARYS  CO  SD 
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MARYLAND  -  MASSACHUSETTS 


MILLERSVILLE 
182   BARR,  GARY,  DEP  CHF,  ANNE  ARUNDEL  CO  PD 
157  tt   BECK,  ROBERT  ALLEN,  COP 

136  tt   BROHN,  EDHARD  DONALD,  CPT,  ANNE  ARUNDEL  CO  PD 
175   COLLIER,  HARRY  LEE,  JR,  CPT,  ANNE  ARUNDEL  CO  PD 

190  DAVIS,  EMERSON,  CPT,  ANNE  ARUNDEL  CO  PD 

122  tt   DONOHO,  HILLIAM  HOHARD,  MAJ,  ANNE  ARUNDEL  CO  PD 
84  tt   FRYE,  MAXHELL  V,  JR,  CHF,  ANNE  ARUNDEL  CO  PD 
55  tt   HAGNER,  ELMER  F.,  JR.,  COP 
106  tt   JAMAR,  GEORGE  F.,  LT,  ANNE  ARUNDEL  CO  PD 
153  tt   KOCH,  EDGAR  FRANK,  DEP  CHF,  ANNE  ARUNDEL  CO  PD 
98  tt   LINDSEY,  HILLIAM  S,  COP,  ANNE  ARUNDEL  CO  PD 

169  tt   LYLE,  JOSEPH  GARY,  LT,  ANNE  ARUNDEL  CO  PD 

117  tt   MILHOLLAND,  FRANKLIN  W,  CPT,  ANNE  ARUNDEL  CO  PD 
194   MORGAN,  MARK  HOHARD,  LT,  ANNE  ARUNDEL  CO  PD 

98  tt   NUNN,  CURTIS  R,  CPT,  ANNE  ARUNDEL  CO  PD 
165   SNOH,  JAMES  MICHAEL,  LT,  ANNE  ARUNDEL  CO  PD 
111  tt   VANSCOY,  PERRY  E.,  CPT,  ANNE  ARUNDEL  CO  PD 

82  tt   VICK,  ASHLEY,  CHIEF,  ANNE  ARUNDEL  CO  PD 
145  *  HARD,  DON  FRANKLIN,  LT,  ANNE  ARUNDEL  CO  PD 
OAKLAND 
197   PRATT,  PAUL  JOSEPH,  LT,  GARRETT  CO  SO 

139  *  TICHNELL,  HARLAND  STANLEY,  CHF  DEP,  GARRETT  CO  SD 

170  TUCKER,  DONALD  HAGNER,  CPT,  GARRETT  CO  SO 
OCEAN  CITY 

199   BOKINSKY,  ROBERT  ALAN,  LT ,  PD 

140  CURRENCE,  RICHARD  STEPHON,  LT,  PD 

181  DOYLE,  MARK  ALAN,  LT,  PD 

139  KELCHNER,  JEFFREY  CHARLES,  CPT,  PD 
193   KIRSTEIN,  KEVIN  MICHAEL,  LT,  PD 

120  MASSEY,  DAVID  CHARLES,  COP 
163   PARKER,  EUGENE,  CPT,  PD 

PALMER  PARK 

191  CHAMBERS,  TERESA  C,  MAJ,  PRINCE  GEORGE'S  CO  PD 
188   LINDSAY,  JOHN  C,  MAJ,  PRINCE  GEORGE'S  CO  PD 

PASADENA 
161   SHANAHAN,  PATRICK  THOMAS,  CHF,  ANNE  ARUNDEL  CO  PD 

PIKESVILLE 
163  tt   BARNES,  MICHAEL  CLYDE,  CPT,  MD  SPOL 
168  tt   BUTT,  LEONARD  GEORGE,  SGT,  BALTIMORE  CO  PD 

140  #  CARR,  THOMAS  HENDERSON,  LTC,  MD  SPOL 
72  tt   COOK,  CARROLL  E.,  LTC,  MD  SPOL 

145  *  DENNIS,  EDHARD  EARL,  JR,  LT,  MD  SPOL 

121  DUNCAN,  THOMAS  GRIFFITH,  SHF  OF  TALBOT  CO 
2   FALKENSTINE,  N.  G. ,  LT,  MD  SPOL 

176   GRAY,  KEVEN  LOUIS,  LT,  MD  SPOL 

128  tt   HARBAUGH,  CARL  RAY,  MAJ,  MD  SPOL 

125   HARBOLD,  HAROLD  VALENTINE,  SGT,  MD  SPOL 

187   HERRON,  VERNON  ROBERT,  CPT,  MD  SPOL 

149  tt   HUGHES,  JOHNNY  LEHIS,  MAJ,  MD  SPOL 

114  tt   HURLEY,  HILLIAM  H,  MAJ,  MD  SPOL 

25  *  JACKSON,  MURRAY  E.,  SGT,  MD  SPOL 
110  tt   JANNEY,  RICHARD  H,  JR,  MAJ,  MD  SPOL 

85  tt   KIRKPATRICK,  CHARLES  A.,  MAJOR,  MARYLAND  STATE  POLICE 
109  #  LAHRENCE,  HILFORD  H,  CPT,  MD  SPOL 
195   LEHIS,  DONALD  G,  MAJ,  MD  SPOL 
104  tt   MARTIN,  RODNEY  L,  MAJ,  MD  SPOL 

101  #  MAZZONE,  FRANK,  LTC,  MD  SPOL 

102  tt   MESSICK,  MERRILL  A,  JR,  CPT,  MD  SPOL 

154   MITCHELL,  DAVID  BRUCE,  SUPT,  MD  STATE  POLICE 

182  MORAN,  FRANK  DARBY,  JR,  MAJ,  MD  SPOL 

91  tt   MYERS,  EMIL  C.  ,  I  LT,  MD  SPOL 
94  #  PEACH,  EDGAR  L,  CPT,  MD  SPOL 

65  tt   ROHLAND,  PRESTON  B,  MAJ,  MD  SPOL 
154   RUPARD,  STEVE  THOMAS,  MAJ,  MD  SPOL 

33  It   SMITH,  THOMAS  S,  COL/SUPERINTENDENT,  MD  SPOL 

98  tt   SNYDER,  GEORGE  M,  1LT,  MD  SPOL 

134  tt   TIPPETT,  ELMER  HUNTT,  JR,  SUPT,  MD  SPOL 

78  tt   VEDITZ,  THOMAS  E.,  LIEUTENANT  COLONEL,  MARYLAND  S 
172   HARD,  KENNETH  EUGENE,  CPT,  MD  SPOL 

159  It   YOHMAN,  DAVID  TERRY,  CPT,  MD  SPOL 
93  tt   ZEPP,  MURRAY  J,  CPT,  MD  SPOL 

117  tt   ZOOK,  GEORGE  F.,  LT,  MD  SPOL 
POCOMOKE  CITY 

113   ERVIN,  JUERGEN  D,  COP 
PRINCE  FREDERICK 

92  It   JOY,  ADRIAN  L.,  SHF  OF  CALVERT  CO 
RIVERDALE 

89  It   LESLIE,  DONALD  R.,  LTC,  MD-NATIONAL  CAPITAL  PARK 
ROCKVILLE 

75  tt   BECHTEL,  JOHN  A.,  MAJ,  MONTGOMERY  CO  POL 
127  tt   BLACK,  DON  EDHARD,  CPT,  MONTGOMERY  CO  PD 

79  tt   BROHN,  WAYNE  G,  LT  COL,  MONTGOMERY  CO  POL 

148   CLEVELAND,  WAYNE  EUGENE,  LT,  MONTGOMERY  CO  PD 
101  It   COBB,  JAMES  R.  ,  JR.,  CPT,  MONTGOMERY  CO  POL 
151   EVANS,  THOMAS  DAVID,  LTC,  MONTGOMERY  CO  PD 
186   GARVEY,  MICHAEL  LOUIS,  LT,  MONTGOMERY  CO  DEPT  OF  POL 
142  tt   HANCOCK,  JOSEPH  RELMOND,  MAJ,  MONTGOMERY  CO  PD 
59  It   HAHKINS,  JOSEPH  C.  ,  MAJ,  MONTGOMERY  CO  DEPT  OF  POL 
62  tt   HOHES,  GEORGE  WARREN,  LTC,  MONTGOMERY  CO  POL 
119  It   HRAPCHAK,  PAUL  GEORGE,  JR,  LT,  MONTGOMERY  CO  PD 
104  It   LAMASTRA,  GABRIEL  C.  ,  CPT,  MONTGOMERY  CO  POL 
91  tt   LAMMERS,  JOHN  C,  LTC,  MONTGOMERY  CO  POL 
121  It   MAHONEY,  JAMES  FRANCIS,  JR,  LT,  MONTGOMERY  CO  PD 
4  tt   MCAULIFFE,  JAMES  S.,  COL/SUPT,  MONTGOMERY  CO  DEPT  0 

99  tt   MCDONALD,  THOMAS  A,  MAJ,  MONTGOMERY  CO  PD 

34  tt   MILLER,  CARROLL  V.,  LTC,  MONTGOMERY  CO  DEPT  OF  POL 
46  *  PEARSON,  CHARLES  C. ,  DET  SGT,  MONTGOMERY  CO  DEPT  OF 

170   PRICE,  JOSEPH  RAPHAEL,  CPT,  MONTGOMERY  CO  PD 
111  tt   RUFTY,  THOMAS  D,  CPT,  MONTGOMERY  CO  DEPT  OF  POL 


71  #  SIGHALD,  ROBERT  M,  JR,  MAJOR,  MONTGOMERY  CO  DPT  OF  PO 
164   SVERTESKY,  RICHARD  JAMES,  CPT,  MONTGOMERY  CO  PD 
95  tt   SHEAT,  ODUS  W,  JR,  MAJ,  MONTGOMERY  CO  DEPT  OF  POL 

192  TRACY,  DREW  JOSEPH,  LT,  MONTGOMERY  CO  PD 
114   TRESCHUK,  TERRANCE  N,  COP 

51  tt   WATKINS,  KENNETH  HINSTEAD,  COL  SUPT,  MONTGOMERY  CO  DEPT 
39  *  HHEELER,  H.  MELVIN,  SGT,  MONTGOMERY  CO  DEPT  OF  POL 
SALISBURY 

180  BAKER,  GARY  LEE,  LT,  WICOMICO  CO  SD 
103  tt   DYKES,  COULBOURN  M,  COP 

162   GUTHRIE,  EDHARD  LEE,  COL,  PD 

135  #  HARRINGTON,  ELTON  WOODROW,  CPT,  PD, 
173   LIVINGSTON,  JEFFREY  OLIN,  MAJ,  PD 
124  *  MCCARTHY,  GRACE  ANNE,  OFCR  III,  PD 
185  *  MCKINNEY,  SHELLEY  ANNE,  LT,  PD 

149   NELMS,  ROBERT  HUNTER,  JR,  SHF  OF  HICOMICO  CO 
65  tt   PAYNE,  LESLIE  J,  JR,  COP 
190   SCHONBRUNNER,  DORIS,  LT,  WICOMICO  CO  SO 
148  tt   STAUFFER,  RONNIE  LLOYD,  CPT,  PD 

171  VAN  METER,  ROBERT  ALLEN,  SR,  CPT,  WICOMICO  CO  SD 
147   WEBSTER,  ALLAN  JAMES,  COP 

SILVER  SPRING 
166   BOYLE,  TIMOTHY  BRIAN,  LT,  MD  NATL  CAPITAL  PARK  POL 

111  tt   EDWARDS,  CLARENCE,  LTC,  MD  NATL  CAPTL  PRK  POL 
SNOW  HILL 

112  tt   HORNYAK,  STEPHEN  A.,  DEP  SHF,  WORCESTER  CO  SO 
TAKOMA  PARK 

61  *  FOSTER,  SAMUEL  A.,  MAJOR,  CHIEF  OF  POLICE 

136  GOMIN,  JOHN  RICHARD,  LT,  PD 

181  ROSENTHAL,  JAMES  GEORGE,  LT,  PD 
158   WORTMAN,  DANIEL  NELSON,  MAJ,  PD 

TOWSON 

113  tt   BENTON,  DANIEL  W,  MAJ,  BALTIMORE  CO  PD 
135  tt   BLEVINS,  JERRY  LEE,  COL,  BALTIMORE  CO  PD 

193  BRASHEARS,  RANDY,  SGT,  BALTIMORE  CO  PD 
94   CORYELL,  WALTER  T,  MAJ,  BALTIMORE  CO  PD 

90  #  CROSBY,  HILLIAM  DARE,  CPT,  BALTIMORE  CO  PD 
130  tt   DAWSON,  GENE  ERWIN,  CHF,  TOWSON  ST  UNIV  PD 

71  tt   DOBART,  ROBERT  A.,  MAJ,  BALTIMORE  CO  POL  BU 

76  tt   ENSOR,  ELLISON  W.  ,  COP 
176   FOXWELL,  MINDA  FOWLER,  LT,  BALTIMORE  CO  PD 
119  tt   GAMBRILL,  MICHAEL  DARRELL,  CHF,  BALTIMORE  CO  PD, 
180   GRIBBIN,  JOSEPH  THOMAS,  III,  LT,  BALTIMORE  CO  PD 

172  HALL,  HOHARD  BRIAN,  CPT,  BALTIMORE  CO  PD 
195   HANNON,  LISA  ANN,  LT,  BALTIMORE  CO  PD 

139  #  HEAPS,  RICHARD  HAROLD,  LT,  BALTIMORE  CO  PD 
138   KAMMER,  WILLIAM  HENRY,  INSPR,  USMS 
135  *  KELLY,  JOSEPH  THOMAS,  DEP  CHF,  PD 
129  tt   MAULDIN,  ROBERT  E.,  JR,  CPT,  BALTIMORE  CO  PD 
102  tt   MESSINA,  FRANK  G,  COL,  BALTIMORE  CO  PD 
188   MOXLEY,  DAVID  PATRICK,  LT,  BALTIMORE  CO  PD 
74  tt   NEEB,  GEORGE  F.,  JR.,  MAJOR,  BALTIMORE  COUNTY  PD 

107  tt   OAKMAN,  VERNON  C,  LT,  BALTIMORE  CO  PD 

122  tt   OATMAN,  ROBERT  LYMAN,  MAJ,  BALTIMORE  CO  PD 
190   P1AN0WSKI,  JAMES  JOSEPH,  SGT,  BALTIMORE  CO  PD 

92  tt   ROGERS,  HILLIAM  F,  COL,  BALTIMORE  CO  PD 
160   RUSSIN,  RANDALL  BRENT,  CPT,  BALTIMORE  CO  PD 

137  tt   RYAN,  WILLIAM  EDWARD,  CPT,  BALTIMORE  CO  PD 

133   SHERIDAN,  TERRENCE  BAILEY,  CHF,  BALTIMORE  CO  PD 
81  It   SHINNAMON,  E.  DONALD,  CAPTAIN,  BALTIMORE  COUNTY  PD 
125  tt   SKINNER,  RICHARD  GORDON,  CPT,  BALTIMORE  CO  PD 
164   SUTHER,  LAWRENCE  RAY,  LT,  BALTIMORE  CO  PD 

97  tt   TALLEY,  JOIE  A,  MAJ,  BALTIMORE  CO  PD 

108  #  TURNER,  WILLIAM  L,  LT,  BALTIMORE  COUNTY  PD 

155  WARD,  MARY  KIM,  COL,  BALTIMORE  CO  PD 

185   WARREN,  MARK  JOSEPH,  LT,  BALTIMORE  CO  PD 
110  tt   WATTS,  GEORGE  D,  CPT,  BALTIMORE  CO  PD 
151  tt   WHITEHEAD,  JOHNNY  COLEY,  SR,  COL,  BALTIMORE  CO  PD 
116  It   ZAHNER,  FRANCIS  J.,  LIEUTENANT,  BALTIMORE  CO.  PD 
UNIVERSITY  PARK 

93  ASHTON,  RICHARD  J.,  COP 
UPPER  MARLBORO 

91  tt   ZACCANELLI,  ERNEST  J.,  LTC,  PRINCE  GEORGES  CO  SD 
WOODSTOCK 

114  BRADLEY,  PATRICK  L,  DEP  DIR,  CORRECTIONAL  TNG  COMM 

MASSACHUSETTS 
ABINGTON 

194   MAJENSKI,  DAVID  GERARD,  DEP  CHF,  PD 
ACTON 

110   MCNIFF,  JOHN  T.,  LT,  PD 
ADAMS 

133   MCLAREN,  BRUCE  ALAN,  COP 
AMHERST 

138  JANKOHSKI,  DAVID  PAUL,  CPT,  PD 

129  tt   KLINKHAMER-DUMAS,  MARY  E,  STAFF  ASST,  DPS  UNIV  OF  MA 
187   ROY,  JEFFREY  JOSEPH,  DET  LT,  PD 
150   SCHERPA,  CHARLES  LOUIS,  CPT,  PD 
ANDOVER 
135   HOULIHAN,  JOHN  PAUL,  DET  SGT,  PD 
110   JOHNSON,  JAMES  F,  COP 

156  #  MOOERS,  DONALD  GEORGE,  JR,  LT,  PD 
61  tt   NICOLL,  DAVID  L,  COP 

104  tt   PATTULLO,  HECTOR  G.,  LT,  PD 
ARLINGTON 
183   COUGHLIN,  PAUL  JOHN,  CPT,  PD 
96  It   OLEARY,  HALTER  H,  CPT,  PD 
29  tt   RYAN,  ALBERT  E.,  CHIEF  OF  POLICE,  PD 
ATTLEBORO 

98  tt   DION,  ROBERT  E,  SGT,  PD 
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1 

J 


AUBURN 

112  I  JOHNSON,  ROBERT  F,  COP 
BARNSTABLE 

129   DEBOER,  RICHARD,  JR,  DEP,  BARNSTABLE  CO  SO 
43  tt   FLETCHER,  KENNITH  JAY,  DIR,  BARNSTABLE  CO  BU  OF  CRIM 
BEDFORD 

107  tt   SULLIVAN,  FRANCIS  J.,  LIEUTENANT  DETECTIVE,  PD 
BELMONT 


BLANCHETTE,  RONALD  JAMES,  COP 
CASSIDY,  JOHN  RENHICK,  CPT,  PD 
WILLIAM  J,  LT,  PD 
DONALD  B.,  LT,  PD 
ANDREH  EDHARD,  CPT,  PD 


167 
119 
113 
91 
192 
BEVERLY 
111    CASSOLA,  JOHN  A, 


CHEMELLI, 
FOURNIER, 
OMALLEY, 


193    RAY, 
BILLERICA 

116   BARRETTO, 

187 

123 

130  tt 
BOSTON 


MARK  ALLAN, 


CPT,  PD 
LT,  PD 


JOHN  M. ,  COP 
BURKE,  EDHIN  JOSEPH,  JR,  SGT,  MIDDLESEX  CO  SO 
LEE,  ROBERT  GENE,  DEP  CHF,  PD 
STEELE,  EMILE  FRANCIS,  CPT,  PD 


134 
142 
126 

34 
151 
154 

80 
164 

36 
118 
114 
152 
160 

70 

92 
140 
180 

82 
126 
168 
138 
149 
157 
103 
130 

99 
121 
154 
124 
162 
127 
170 
107 

42 
137 
121 
193 
103 

90 
174 
116 
123 
123 
165 

93 
115 

85 
150 

99 

78 
174 
124 

96 
173 
125 
106 
101 
148 
155 

83 

90 
111 
182 

96 

176 

2 

96 
143 
144 
111 
146 
110 
141 
128 

87 
HI 
185 
140 


APPLETON,  CHARLES  NORMAN,  J,  MAJ,  MA  SPOL 

ASHMAN,  LAHRENCE  STANLEY,  LT,  MA  SPOL 

ASSAD,  MICHAEL  ANTHONY,  INSPR,  USMS 

AVERY,  LEONARD  V,  CHF  INVSTGR,  MA  YOUTH  SERV  BD 

BAIMA,  DONALD  EDHARD,  CPT,  MA  SPOL 

BANKOHSKI,  PAUL  FRANCIS,  DEP  SUPT,  PD 

BARRY,  CHARLES  V.,  SECRETARY  OF  PUB  SFTY,  COMMONH 

BERNARD,  CHRISTINE  MARIE,  LT,  MA  SPOL 

BLAKE,  EDHARD  F.(  DEP  SUPT,  PD 

BOYAJIAN,  ALFRED  PIERRE,  DET/LT,  MA  SPOL 

BRADLEY,  BRENDAN  J,  CPT,  PD 

BROOKS,  JAMES  FRANCIS,  LT,  MA  SPOL 

BURKE,  GERALD  FRANCIS,  MAJ,  MA  SPOL 

CALHOUN,  GILBERT  H,  ASSOC  DIR,  OPRATNS,  N  ATLNTC  R 

CARPENTER,  LAURENCE  J,  SUPT,  MDP 

CARTER,  JOSEPH  CONRAD,  COP,  PD 

CHADBOURNE,  BRUCE  EDHARD,  ASST  DIST  DIR,  INS 

COBB,  CHARLES  T,  SUPT,  PD 

COCHRANE,  ROBERT  RAYMOND,  LT,  MA  BAY  TRANSPORTATION  AUT 

CONDON,  ELAINE  MARIE,  SGT,  MA  SPOL 

COULTER,  WILLIAM  JAMES,  LT,  MA  SPOL 

CUHMINGS,  JOSEPH  JAMES,  JR,  LT,  PD 

CUNNINGHAM,  ROBERT,  CPT,  PD 

CURLEY,  JOHN  T,  PTLM,  METRO  PD 

CURRAN,  JAMES  THOMAS,  LT,  PD 

DALEY,  JOHN  J,  CPT,  PD 

DELEVA,  JOSEPH  ANTHONY,  LT,  MA  SPOL 

DEVLIN,  STEVEN  MARK,  CHF,  BOSTON  UNIV  PD 

DIBARTOLOMEO,  CARMINE  A,  STAFF  SGT,  MA  SPOL 

DORIS,  STEPHEN  MICHAEL,  CPT,  PD 

DOWNEY,  RICHARD  E,  CPT,  MA  SPOL 

FARRAHAR,  PAUL  JOSEPH,  LT  DET,  PD 

FAY,  LAWRENCE  P,  LT,  MA  SPOL 

FITZPATRICK,  JAMES  M. ,  CPT,  MA  SPOL 

FLAHERTY,  JOHN  FRANCIS,  LT,  MA  SPOL 

FORD,  WILLIAM  FRANCIS,  SGT,  MA  CAPITOL  POL 

GALLAGHER,  JOHN  FRANCIS,  JR,  LT,  PD 

GEAGAN,  JOHN  F,  SUPT,  PD 

GILLIGAN,  CHARLES  W. ,  LTC,  MA  SPOL 

GOSSELIN,  DONALD  STEPHEN,  DET  SGT,  PD 

GREANEY,  PAUL  G,  MAJ,  MA  SPOL 

HAMILTON,  JAMES  FRANCIS,  DET  LT,  DPS 

HAYES,  JAMES  MICHAEL,  DET  SGT,  PD 

HOLLOHAY,  BRUCE  ANTHONY,  SGT  DET,  PD 

HUNT,  ROBERT  E,  LTC,  MA  SPOL 

HUYLER,  JOHN  C,  SA,  FBI,  (INVSTGR,  CHEMUNG  CO 

JORDAN,  JOSEPH  M,  COMR  OF  POL 

KELLEY,  WILLIAM  EDWARD,  LTC,  MA  SPOL 

KEOUGH,  THOMAS  E,  SUPT,  MA  SPOL 

KRECKLER,  JOHN  F,  SUPT,  PD 

LEE,  THOMAS  FRANCIS,  JR,  LT  DET,  PD 

LEETS,  ARTHUR  MIKEL,  SGT,  PD 

LEONE,  ANTHONY  J,  SUPT,  PD 

LOCHRIE,  WILLIAM,  III,  LT,  MA  DEPT  OF  CORRECTIONS 

LONERGAN,  WILLIAM  MILES,  JR,  CPT,  MA  SPOL 

LOVETT,  JAMES  JOSEPH,  CHF,  UNIV  OF  MA  AT  BOSTON  PD 

LOYND,  RICHARD  N,  MAJ,  MA  SPOL 

MACDOUGALL,  GEORGE  DANIEL,  LT,  MA  SPOL 

MCCARTHY,  ROBERT  NORMAN,  STAFF  SGT,  MA  DPS 

MCCORMACK,  JOSEPH  V.,  CPT,  PD 

CAPTAIN,  PD 

SUPT,  MDC 

A,  LT,  MA  BAY  TRANS  AUTH  PD 

DET  LT  INSPR,  MA  SPOL 
MA  BAY  TRANSP  AUTH  POL 

CPT  OF  DET,    MA  SPOL 


tt 
I 

tt 

tt 

tt 

it 

tt   MCDONALD,  JAMES  M 

tt   MCDONOUGH,  JOHN  D, 
MCDONOUGH,  MICHAEL 
MILLER,  WILLIAM  A, 
MULHERN,  JAMES,  LT, 
MURPHY,  DANIEL  A., 


MURPHY,  DANIEL  P.,  CPT,  MA  SPOL 
MURPHY,  KEVIN  MATTHEW,  TPR,  MA  SPOL 
ODONOVAN,  JAMES  HAROLD,  SGT,  MA  SPOL 
tt   ODONOVAN,  JOHN  R.,  CHF,  MA  BAY  TRANSIT 

OMALLEY,  MARGARET  SHEILA,  CPT,  PD 
tt   ONEILL,  FRANCIS  G,  LT,  PD 
It   PATNODE,  ERNEST  HENRY,  LT,  MA  SPOL 
tt   ROACHE,  FRANCIS  MICHAEL,  COMMISSIONER, 
tt   RUSSELL,  PAUL  J,  SUPERINTENDENT,  PD 
tt   RYAN,  ROBERT  F,  SERGEANT  DETECTIVE,  PD 
RYANS,  PERVIS  J,  JR,  DEP  SUPT,  PD 
SHEEHAN,  JAMES  MICHAEL,  CPT,  MA  SPOL 


AUTH 


PD 


SIMMONS,  EDHARD  DANIEL,  LT,  PD 
SKELLY,  DANIEL  LEO,  CHF,  MA  SPOL 
SMITH,  RICHARD  MICHAEL,  JR,  LT,  MA  SPOL 
SPIRLET,  RAYMOND  JOHN,  LT,  MA  SPOL 
THOMPSON,  ROBERT  J,  LT,  PD 
TOURIGNY,  CLEMENT  GERARD,  LT,  MA  SPOL 
HALSH,  DAVID  IGNATIUS,  CPT,  PD 
WHITE,  PAUL  JOSEPH,  SGT,  MA  SPOL 
WILLIAMS,  JOSEPH  M. ,  JR.,  SUPV,  MA  PAROLE  BD 
BRAINTREE 

74  #  POLIO,  JOHN  V.,  COP 
163   SULLIVAN,  JAMES  RICHARD,  DEP  CHF,  PD 
BRIDGEHATER 

91  tt   ARNOLD,  EDWARD  E,  COP 
BROCKTON 
199   CUDWORTH,  RICHARD  MICHAEL,  LT,  PD 
DENNEHY,  DAVID  H.  ,  CPT,  PD 
KELLEY,  ROBERT  EDWARD,  CPT,  PD 
SULLIVAN,  ARTHUR  EDWARD,  SGT,  PD 
tt   SULLIVAN,  D.  EDWARD,  CAPTAIN,  PD 
tt   WRIGHT,  JOSEPH  C.  ,  CHIEF  OF  POLICE 
BROOKLINE 

33  tt   CARROLL,  JAMES  GERARD,  CPT,  PD 
KELLIHER,  PAUL  JOSEPH,  DET,  PD 
MCDERMOTT,  WILLIAM  H. ,  LT,  PD 
MCHUGH,  KENNETH  WILLIAM,  DET,  PD 
MORGAN,  MARK  PATRICK,  LT,  PD 
MURPHY,  ARTHUR  P.,  LT,  PD 
OLEARY,  DANIEL  CHARLES,  COP 
OLEARY,  JOHN  DENNIS,  LT,  PD 

SIMMONS,  CHARLES  PHILLIPS,  SPECIAL  OFFICER,  PD 
CAMBRIDGE 
186   AMES,  ROBERT  FRANCIS,  SGT,  PD 
BONGIORNO,  RICHARD  C,  CPT,  PD 
CORCORAN,  PATRICK  G,  CPT,  PD 
CUMMINGS,  WILLIAM  DAMIEN,  LT,  PD 
DEGOU,  DAVID  JOSEPH,  DEP  SUPT,  PD 
GIACOPPO,  MICHAEL  DOMINIC,  DEP  SUPT,  PD 
JOHNSON,  PAUL  EDWIN,  DIR  OF  SEC,  HARVARD  UNIV  POL 
LANE,  TIMOTHY  J,  LT,  PD 
MORSE,  JACK  W,  DEP  CHF,  HARVARD  UNIV  PD 
MURPHY,  HAROLD  FRANCIS,  SUPT,  PD 
MURPHY,  LAWRENCE  JOSEPH,  LT,  HARVARD  UNIV  PD 
PATTEN,  RAYMOND  L.,  LIEUTENANT,  PD 
72  tt   REAGAN,  JAMES  FRANCIS,  CHIEF  OF  POLICE 
33  tt   WALSH,  LEONARD  F.,  DETECTIVE,  PD 


131 
141 
172 
147 
180 
145 
136 
162 
111 


114 

177 

172 

37 

45 


162 
114 
149 
183 

35 
136 
192 

44 


153 

95 

119 

174 

163 

119 

112 

96 

142 

119 

12 


CANTON 
197 
108  # 


MCDONNELL,  THOMAS  HUGH,  JR,  LT,  PD 
RUANE,  JOHN  F.,  JR.,  COP 
CARLISLE 

135   GALVIN,  DAVID  TIMOTHY,  COP 
CHATHAM 

120   LOVE,  WAYNE  VERNON,  DEP  CHF,  PD 
CHELMSFORD 

128   FITTS,  PENNRYN  DANA,  DEP  CHF,  PD 
CHELSEA 

157  FLYNN,  EDWARD  ANTHONY,  COP 
197   GARVIN,  FRANCIS  JOHN,  CPT,  PD 
162   HERNANDEZ,  RAFAEL  PEDRO,  COP 
137   MCKENZIE,  LOUIS  JOHN,  LT,  PD, 

42  tt   RENFREW,  ROBERT,  CAPTAIN,  PD 
CHICOPEE 

34  tt   FISHER,  THEODORE  A.,  CHIEF  OF  POLICE,  PD 
97  tt   ROJOWSKI,  EDWARD  J,  CAPTAIN,  PD, 

COHASSET 

104  *  DEBASSIO,  JOHN  A,  COP 
CONCORD 

73  tt   COSTELLO,  WILLIAM  J,  COP 

135  tt   JOHNSON,  CARL  HAROLD,  COP 
95  *  LANDINI,  PAUL  A.,  SERGEANT,  PD 

104  tt   LEARMONTH,  ROBERT  B,  DEP  CHF,  PD 

119  tt   MELISI,  DONALD  JOSEPH,  LT,  PD 

186   RYAN,  FREDERICK,  LT,  PD 

113  tt   SILVIO,  SALVATORE,  LT,  PD 

166   HETHERBEE,  LEONARD  JAMES,  COP 
DARTMOUTH 

146   SOARES,  STEPHEN  JOSEPH,  COP 
DENNIS 
64  * 
DOVER 

152 
DUXBURY 

137   MAZZONE,  CHARLES  RICHARD,  COP 
EVERETT 

36  It   PERKINS,  EVERETT  CUSHMAN,  LIEUTENANT,  PD 

35  It   TOBIN,  EUGENE  0.,  LIEUTENANT,  PD 
EXETER 

148  MACKINNON,  STEPHEN  BRUCE,  COP 
FALL  RIVER 

158  COSTA,  JOHN  ROBERT,  SGT,  PD 

9  It   COUTURE,  ROSSA  E.,  POL  COMR,  PD 
106  #  GONCALO,  ROBERT  JAMES,  DET.  SERGEANT,  PD 
112   MCDONALD,  FRANCIS  J.,  COP 
39  tt   TOULAN,  JOHN  W. ,  JR.(SA,,  FBI-RETIRED),  INSPECTOR,  PD 
FALMOUTH 

149  DEMELLO,  RONALD  EDDY,  SGT,  PD 
68  tt   FERREIRA,  JOHN  L,  COP 

108   PRICE,  DON  L,  CPT,  PD 
FITCHBURG 
128   GALLANT,  EDWARD  JOSEPH,  JR,  COP 


CATALDO,  LOUIS,  COP 
GRIFFIN,  JOSEPH  GERALD,  COP 
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166  LOUNEY,  MARK  WARREN,  CPT,  PD 
177   MORAND,  GARY  ROGER,  LT,  PD 

101  It   PELLETIER,  GEORGE  J,  SERGEANT,  PD 
79  tt   RODDY,  FRANCIS  R,  COP 
44  It   WILLIAMS,  RALPH  E.,  CAPTAIN,  PD 
FORT  DEVENS 

190  HALTER,  MICHAEL  WILLIAM,  CWO  II,  USA 
147   PAGEAU,  JOHN  ROLLAND,  CWO  III,  USA 

FOXBOROUGH 

188   KOZAK,  JAMES  C,  SGT,  PD 

160   OLEARY,  EDHARD  THOMAS,  COP 
FRAMINGHAM 

162  CARL,  STEVEN  BRUCE,  LT,  PD 

198  DEL  NEGRO,  STEVEN  JON,  DET,  MA  SPOL 
93  It   FERRAZZI,  DOMINIC  A,  LIEUTENANT,  PD 

196  FRAELICK,  RICHARD  LEE,  DET  LT,  MA  SPOL 

199  GIBBONS,  JOHN,  SGT,  MA  SPOL 

197  HEATON,  CHARLES  DEAN,  III,  LT,  MA  SPOL 

185  HILL,  MICHAEL  FRANCIS,  DET,  PD 

192  MARTIN,  KENNETH  FRANCIS,  LT,  MA  SPOL 
74  #  MARTINS,  ARTHUR  F,  COP 

195  MATTHEWS,  STEPHEN  GERARD,  SGT,  MA  SPOL 
156   NARDINI,  ALLAN  NAZARENO,  CPT,  PD 

181   POWERS,  WILLIAM  JOSEPH,  JR,  LT  DET,  MA  SPOL 
175   SALTZMAN,  MICHAEL  JOHN,  CPT,  MA  SPOL 

191  SMITH,  ROBERT  GERARD,  LT,  MA  SPOL 
175   STONE,  PAUL  ANDREW,  LT  DET,  MA  SPOL 
168   MUORIO,  STEVEN,  SGT,  PD 

FRANKLIN 
118   BENEDETTO,  LAWRENCE  PETER,  COP 
139   DELUCIA,  RALPH  ALBERT,  LT,  PD 
171   WILLIAMS,  STEPHEN  THOMAS,  LT,  PD 
GARDNER 
109   HORRIGAN,  PAUL  H.,  LIEUTENANT,  PD 
57  tt   RENES,  JOSEPH  J.,  CHIEF  OF  POLICE 
GREENFIELD 

52  It   GROGAN,  DONALD  L.,  CHIEF  OF  POLICE 
HANSON 

145   BERRY,  EUGENE  GERARD,  COP 
HAVERHILL 

92  tt   ROGERS,  FRANCIS  C,  DET  PTLM,  PD 
HOLYOKE 

193  DINAPOLI,  RALPH  EDHARD,  CPT,  PD 
HUDSON 

96  tt   CABRAL,  ALFRED  T,  COP 
HYANNIS 

97  tt   COUGHLIN,  GEORGE  I,  SGT,  BARNSTABLE  PD 

163  HUDICK,  JOSEPH  ANDREW,  SGT,  BARNSTABLE  PD 

167  SWEENEY,  JOHN  EDHARD,  SGT,  BARNSTABLE  PD 
LAWRENCE 

134   BAKER,  HERBERT  GEORGE,  JR,  LT,  PD 
155  tt   COLE,  ALLEN  WARD,  III,  COP 
171   MOLCHAN,  MICHAEL  STANLEY,  LT,  PD 
190   MURPHY,  THOMAS  JOHN,  DET,  PD 
108  *  SCHIAVONE,  PATRICK  A,  COP 
LEOMINSTER 

196  BISOL,  THOMAS  JAMES,  CPT,  PD 
LEXINGTON 

186  CASEY,  CHRISTOPHER,  COP 

63  tt   CORR,  JAMES  FRANCIS,  JR,  COP 
155   CORR,  STEVEN  ARTHUR,  LT,  PD 

71  tt   FURDON,  PAUL  E,  COP 
122   HICKEY,  ROBERT  FRANCIS,  SGT,  PD 
130   KILMARTIN,  JAMES  M,  JR,  CPT,  PD 

90  tt   LIMA,  JAMES  J,  JR,  CPT,  PD 
142   TAYLOR,  PHILIP  STUART,  CPT,  PD 
LONGMEADOW 

28  #  YARSLEY,  GEORGE  A.,  JR.,  CHIEF  OF  POLICE,  PD 


LOWELL 

181 

158 

192 

137 

161 
LUDLOW 

190 

125 


BURNS,  PATRICK  BARRY,  LT,  LOWELL  PD 
RYAN,  ARTHUR  HUDSON,  CPT,  PD 
RYAN,  ARTHUR  HUDSON,  JR,  CPT,  PD 
SHEEHAN,  GARRETT  MICHAEL,  CPT,  PD 
TOUSIGNANT,  DAVID  PAUL,  INSPR,  PD 


THOMAS  FRANCIS,  CHIEF  OF  POLICE, 
PAUL  A.,  SERGEANT,  PD 

PD 


MADERA,  PABLO  PAUL,  SGT,  PD 
WILCOX,  EDWARD  MARVIN,  SGT,  PD 
LYNNFIELD 
64  #  GANLEY, 

101  *  MADDEN, 
MALDEN 

30  tt   SANFORD,  CURTIS  G. ,  SERGEANT, 
MANSFIELD 

102  *  JONES,  ROBERT  K,  SGT,  PD 
195   ONEILL,  ARTHUR  MICHAEL,  COP 

MARLBORO 

188   LEONARD,  MARK  FRANCIS,  SGT,  PD 
MASHPEE 

148   COOPER,  MAURICE  ALINE,  JR,  DEP  CHF,  PD 
MEDFORD 

78  It   HANLON,  WILLIAM  R.  ,  CPT,  PD 
MURPHY,  PAUL  R,  CPT,  PD 
OBRIEN,  ROBERT  P.,  LT,  PD 
WHITE,  HAROLD  E.,  LIEUTENANT 


PD 


PD 


108  It 
97  It 

103  It 
MEDHAY 

168 
MELROSE 

176   SMITH,  RICHARD  ERNEST,  LT,  PD 
MILFORD 

185   BERTULLI,  ALLEN  WAYNE,  SGT  DET,  PD 


SALESKI,  ROBERT  STEPHEN,  SGT,  PD 


164   LIBERTO,  VINCENT  HILLIAM,  COP 

146   VEILLEUX,  PETER  BRIAN,  LT,  PD 
MILLBURY 

166    STOKOWSKI,  RONALD  R,  SGT,  PD 
MILTON 

189   WELLS,  RICHARD  G,  JR,  LT,  PD 
59  It   WHEARTY,  JOHN  EDMUND,  CHIEF  OF  POLICE,  PD 
NANTUCKET 

140   NORRIS,  RANDOLPH  PAUL,  COP 

SMITH,  PAUL  F.,  SERGEANT,  PD 


100  It 
NATICK 

81  tt 
145 
194 
132 

39  tt 


GARVIN,  EDWARD  C,  LT,  PD 
LONGTINE,  JEFFREY  EDWARD,  SGT,  PD 
MABARDY,  NICHOLAS  SOBHY,  LI,  PD 
OCALLAGHAN,  DANIEL  LEO,  SGT,  PD 
SHEA,  W.  JOSEPH,  CHIEF  OF  POLICE 
NEEDHAM 
154   HUNT,  JOHN  RICHARD,  LT,  PD 
92  tt   ROMAN,  LOUIS,  COP 
120   SLOWE,  HILLIAM  GERARD,  COP 
NEW  BEDFORD 
114  tt   BLOUIN,  GODFREY  L.,  LT,  PD 

67  tt   CLARKSON,  GORDON  S,  DET,  MA  SPOL 
182   DESROSIERS,  PAUL  MATTHEW,  LT,  PD 
94  tt   EUGENIO,  RAYMOND,  LT,  PD 
#  OLIVEIRA,  GUY,  POL  LT,  PD 

TEACHMAN,  RONALD  EDWARD,  CPT,  PD 
VINCENT,  JOSEPH  J.,  LIEUTENANT,  PD 


AUCOIN,  EDHARD  JOSEPH,  DET,  PD 
CURRY,  CAROLYN,  DET,  PD 
DUFFY,  RICHARD  E,  CPT,  PD 
MARCHAND,  GERALD  A,  CPT,  PD 
ODONNELL,  JAMES  MICHAEL,  CPT,  PD 
SALEMME,  JOHN  ALBERT,  CPT,  PD 

PD 


108 

198 

98 

NEWTON 

161 

167 
92 

107 

131 

126 
NORFOLK 

165   STONE,  CHARLES  HENRY,  JR,  CHF, 
NORTH  ADAMS 

30  tt   FLAHERTY;  JOHN  F.,  CHIEF  OF  POLICE,  PD 
NORTH  ATTLEBORO 

108  #  GOOKIN,  FRANK  M. ,  JR.,  LT,  PD 

117  It   NOONAN,  WILLIAM  FRANCIS,  SERGEANT,  PD 
NORTH  DARTMOUTH 

143   MCKEARNEY,  RAYMOND  CLARK,  CHF,  SOUTHEASTERN  MA  UNIV  PD 
NORTH  READING 

90  #  BERRIDGE,  GORDON  F,  COP 
NORTHAMPTON 

184   KONCAS,  JOSEPH  HILLIAM,  CPT,  PD 
NORTHBORO 

158  It   LAPOMARDO,  ROCKY  JOSEPH,  SGT,  MA  SPOL 
NORTHBOROUGH 

141   HUTCHINS,  KENNETH  GORDON,  COP 
NORTON 

125   KEENE,  BENTON  W,  JR,  COP 
NORWOOD 

175   BROOKS,  WILLIAM  GERAD,  III,  DET  SGT,  PD 
PEABODY 

169   BELLEW,  GERALD  PHILIP,  CPT,  PD 

164   CHAMPAGNE,  ROBERT  LAWRENCE,  COP 

122  It   DONLON,  JOSEPH  MICHAEL,  COP 
PEMBROKE 

172   WRIGHT,  GREGORY,  COP 
PITTSFIELD 

88  tt   ALMSTEAD,  EDGAR  D.  ,  OFCR,  ORDNANCE  DIV 

180  BOYER,  DAVID  RICHARD,  LT,  PD 
21  tt  COAKLEY,  RAYMOND  F.,  CPT,  PD 
65  *  COURTNEY,  JOHN  DENNIS,  JR.,  SHF  OF  BERKSHIRE  CO 

138   HENAULT,  RICHARD  ANTHONY,  DET  SGT,  PD 

111    PIRES,  ANTHONY  J.,  CAPTAIN,  PD 

183   RIELLO,  ANTHONY  JOSEPH,  CPT,  PD 

101  #  STANKIEWICZ,  STANLEY,  COP 
PLAINVILLE 

104  *  FAILLE,  ROBERT  R. 
PLYMOUTH 

171   BOTIERI,  MICHAEL  ERNEST,  SGT,  PD 

MUSCATO,  JAMES  PATRICK,  DEP  CHF,  PLYMOUTH  CO  SD 
OMEARA,  HILLIAM  ALEXANDER,  CPT,  PD 
POMEROY,  ROBERT  JUDE,  COP 


CHIEF  OF  POLICE 


196 
188 
159 
QUINCY 
178 


CURRAN, 
60  tt   LAHIVE, 

102  tt   MULLEN, 
115  tt   MURPHY, 

103  #  NESTOR, 


PD 


WILLIAM  THOMAS,  LT, 

PAUL  A,  CPT,  PD 

FRANCIS  E.,  COP 

WILLIAM  F.,  LT,  PD 

PAUL  P.,  CPT,  PD 
101  tt   UPHAM,  KENNETH  H,  DEP  CHF,  NORFOLK  CO  SD 
RANDOLPH 

181   PORTER,  PAUL,  DET  SGT,  PD 
READING 
176   CLOONAN,  MICHAEL  PAUL,  LT, 
109   MARCHAND,  EDHARD  H,  COP 
144   PATTERSON,  NORMAN  KEVIN,  LT, 
136   SILVA,  ROBERT  JOHN,  LT,  PD 
REVERE 
179 
173 


PD 


PD 


CHAULK,  GERALD  FRANCIS,  CPT,  PD 

FOSTER,  BERNARD  ROBERT,  LT,  PD 

33  It   GANNON,  HILLIAM  FRANCIS,  CHIEF  OF  POLICE 

184   MURPHY,  MICHAEL  JOHN,  LT,  PD 
ROCKLAND 

169   DONOVAN,  KEVIN  MATTHEW,  COP 
SALEM 
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t 

J 

i 


152 
32 

124 
198 
189 
SHARON 
94  f 
117 


GARRETTE,  WILFRED  FRANCIS,  DET  LT,  PD 

MOYNIHAN,  LAHRENCE  J.,  CAPTAIN,  PD 

MURPHY,  PAUL  RICHARD,  CPT,  PD 

PRAY,  BRIAN  CANDAGE,  CHF,  SALEH  ST  COLLEGE  PD 

TUCKER,  PAUL  FRANCIS,  CPT,  PD 


HORAN,  ALBERT  R,  COP 
KEATING,  JAMES  M. ,  DETECTIVE,  PD 
SHREHSBURY 

156   SAMPSON,  ARTHUR  HAYNE,  LT,  PD 
SOMERSET 

106  I  MEDEIROS,  ALFRED  V,  LT,  PD 
SOMERVILLE 

138  BRADLEY,  ROBERT  RAE,  CPT,  PD 

112  I  CARROLL,  ROBERT  E,  COP 

132   CHRISTENSEN,  JOHN  THOMAS,  SGT,  PD 

105  I  MCCUNE,  JOHN  J,  JR,  CPT,  PD 
32  It   PIERCE,  LEROY  V.,  CAPTAIN,  PD 

170   STORY,  MELVIN  JOROY,  CPT,  PD 

182   UPTON,  PAUL  J,  LT,  PD 
SOUTH  BOSTON 

170   HARTINO,  JOHN  ANTHONY,  CPT,  MA  BAY  TRANSIT  AUTH  P 
SOUTH  HADLEY 

93   SCHENKER,  HILLIAM  L.,  SERGEANT,  PD 
SPRINGFIELD 

115   ARPIN,  CHARLES  ALEXANDER,  DPT,  PD 

127   COLLINS,  THOMAS  FRANCIS,  LT,  PD 

134  DILLON,  PETER  JAMES,  CPT,  PD 
118   FINN,  MICHAEL  JOHN,  LT,  PD 

113  f  FITZGERALD,  THOMAS  F.,  LT,  PD 

83  tt   JAKUS,  JOHN  J.,  REG  SUPV,  MA  BU  OF  WELFARE  AUD 
34  tt   MURPHY,  J.  ALBERT,  SERGEANT,  PD 

106  OBRIEN,  JOSEPH  P.,  PATROLMAN,  PD 
151   PARYLAK,  JOSEPH  HALTER,  JR,  CPT,  PD 
130   WHITNEY,  RAYMOND  EDWARD,  LT,  PD 

STERLING 

195  CONSTANTINO,  PAUL  CAMERON,  COP 
STONEHAM 

135  DELROSSI,  JOSEPH  HARRY,  MAJ  LT,  PD 

155  OKEEFE,  GREGORY  MARK,  DET  SGT,  PD 
STOUGHTON 

110  tt   CROGAN,  THOMAS  F.,  JR.,  SGT,  PD 

117   HUNNEHELL,  WILLIAM  HOWARD,  DETECTIVE,  PD 
SUDBURY 

161   NIX,  RONALD  JOSEPH,  LT,  PD 
SUNDERLAND 

174   HEIM,  KENNETH  JOSEPH,  COP 
SUTTON 

129  tt   BAKER,  HILLIAM  DAVID,  COP 

134  tt   SHAH,  ALFRED  ROBERT,  JR,  COP 
SWANSEA 

193   BLAKEY,  THOMAS,  SGT,  PD 
TAUNTON 

91  tt   RENAUD,  ROGER  J.,  CPT,  PD 

95  tt   RICKETTS,  JOSEPH  F.,  CPT,  PD 
TEHKSBURY 

151   JAMIESON,  HALTER  DAVID,  DEP  CHF,  PD 

139  MACKEY,  JOHN  RICHARD,  COP 

156  ROSEN,  DENISE  LAURIE,  DEP  CHF,  PD 
TOPSFIELD 

123  tt   KEELING,  CLIFFORD  LLOYD,  COP 
VINEYARD  HAVEN 

96  HELCH,  JUSTIN,  SERGEANT,  PD 
HAKEFIELD 

77  tt   CONNORS,  HILLIAM  R.  ,  COP 
153   DOHERTY,  STEPHEN,  COP 

179  MACKAY,  JOHN  JOSEPH,  JR,  LT,  PD 
187   THISTLE,  ROBERT  B,  LT,  PD 

HALPOLE 

180  STILLMAN,  RICHARD  BATTELLE,  LT,  PD 
HALTHAM 

191   MANNING,  RICHARD  LAHRENCE,  SGT,  PD 
169   MCDONALD,  EDHARD  JOHN,  LT,  PD 

84  tt   ROONEY,  JOHN  F,  JR,  COP 

153   UNSHORTH,  STEPHEN  HARRY,  COP 
HATERTOHN 

196  DEVEAU,  EDHARD  PAUL,  CPT,  PD 
164   JACKSON,  JOHN  DAVID,  COP 

143  It   KELLY,  RICHARD  JOHN,  CPT,  PD 

115  tt   KELLY,  ROBERT  M,  COP 

159  It    SEMINARA,  PETER  JOSEPH,  DET,  PD 
HAYLAND 

190   SAURO,  DANIEL  A,  SGT,  PD 
HELLESLEY 

181  CUNNINGHAM,  TERRENCE  MICHAEL,  DEP  CHF,  PD 
CUNNINGHAM,  HAYNE  ALVAH,  JR,  LT,  PD 
MACBEY,  ROBERT  P.,  COP 


191 
33  tt 
HELLS 
113 

HENHAM 
99  It 


HITHROH,  CHARLES  A.,  JR.,  CPT,  PD 


HARADEN,  EDHARD  A,  COP 
HEST  SPRINGFIELD 
132   BURKE,  THOMAS  EDHARD,  COP 
195   CAMPURCIANI,  RONALD  PAUL,  SGT,  PD 
124   CESTARI,  ANTHONY,  CPT,  PD 
91  tt   KULIG,  RICHARD  E.,  CAPTAIN,  PD 
82  tt   MCNAMARA,  THOMAS  P.,  JR,  COP 
140  tt   MORIN,  ALBERT  HALTER,  CPT,  PD 
HESTFIELD 
172   AVONTI,  MICHAEL  CHARLES,  CPT,  PD 


92  tt   OCONNOR,  GERALD  G. ,  COP 
114  tt   SURPRISE,  BENJAMIN  F,  COP 
HESTFORD 

198   MCENANEY,  THOMAS  MICHAEL,  CPT,  PD 
WESTMINSTER 

109   CUDAK,  ROBERT  R.,  COP 
MILBRAHAM 

120   BOUCHARD,  PAUL  A.,  JR.,  CPT,  PD 
WINCHESTER 

48  tt   BOHLER,  EDHARD  F.,  COP 
MCHUGH,  JOHN  P.,  COP 
PIERCE,  JAMES  RICHARD,  DET  LT,  PD 
PIGOTT,  DONALD  E,  LT,  PD 


97  tt 

161 

116  tt 

HOBURN 

89  tt 


PD 


59 

179 

99 

91 

94 

147 

122 

133 

165 

66 

56 

105 


PD 

■.  C 

PD 


CAPTAIN,  PD 


PD 


MURPHY,  KENNETH  R.,  CPT, 
HORCESTER 
110  tt   ASHE,  EDHARD  D,  DEP  CHF, 

FERRIS,  JOHN  PATRICK,  JR. 

GEMME,  GARY  JOSEPH,  CPT, 

KILLORAN,  JOHN  J,  SGT,  PD 

LEAHY,  THOMAS  L,  COP 

MCKIERNAN,  JOHN  J,  JR,  LT,  PD 

NEEDHAM,  REGINALD  HILLIAM,  CPT, 

PARADIS,  JAMES  ANTHONY,  CPT,  PD 

RICH,  ROBERT  FRANCIS,  LT,  PD 

STEELE,  ROGER  LANGTON,  LT,  PD 

TAYLOR,  HALSTEAD,  COP 

HADE,  HARREN  A,  CHF  COURT  OFCR,  HORCESTER  CO  S 

HALSH,  JOHN  J,  DEP  CHF,  PD 
HRENTHAM 
194   ANDERSON,  JAMES  EMANUAL,  SGT,  PD 
100  tt   SCHHALBE,  PAUL  A.,  CHIEF  OF  POLICE 


ADRIAN 

127  tt 

156 
ALBION 

130 

114 

159 


MICHIGAN 

COLLINS,  TERRENCE  BRYNING,  COP 
EMERSON,  DAVID  LINDSEY,  COP 


BAKER,  JERRY  HESTLEY,  DIR,  DPS 
HOAGLIN,  HAROLD  L,  COP 
THOMAS,  JOSEPH  EDHARD,  JR,  CHF,  DPS 
ALLEN  PARK 
187   DOBSON,  KENNETH  SHERMAN,  JR,  DEP  CHF,  PD 
HYDER,  RAYMOND  E,  INSPR,  PD 
LANCTOT,  LEO  JAMES,  COP 
LEBLANC,  LEO  G,  DEP  CHF,  PD 
MCKEEVER,  JOHN  P,  COP 
STODDARD,  HILLIAM  LAHRENCE,  DEP  CHF,  PD 


98 

167 

113  tt 
91  tt 

133 
ALMA 

100 

109 
ALMONT 

110 
ALPENA 

149 

187 


GOUGH,  MICHAEL  J,  COP, 
LOMBARDI,  ROBERT  L.,  COP 

EVERITT,  LEONARD  C,  COP 


KRAFFT,  ROBERT  THOMAS,  LT,  MI  SPOL 
MILLER,  KIM  MICHAEL,  DEP  CHF,  PD 
ANN  ARBOR 
118   ANDERSON,  CHARLES  J,  MAJ,  HASHTENAH  CO  SD 
146  tt   ATKINSON,  JOHN  H,  LT,  PD 
38  tt   ENKEMANN,  CASPER  M. ,  COP 

tt   GILBERT,  GEORGE  S.,  CHF  OF  DPS,  UNIV  OF  MI 

HOOVER,  HILLIAM  J,  EXEC  DEP  CHF,  PD 
tt   JOHNSON,  DONALD  LAHRENCE,  DEP  CHF,  PD 

KISTKA,  GARY  FRANCIS,  CPT,  PD 
tt   KRASNY,  HALTER  E,  COP 

*  LITTLE,  PATRICK  JOHN,  LT,  HASHTENAH  CO  SD 
LUNSFORD,  HALTER  CALVIN,  DEP  CHF,  PD 
MCGUIRE,  ELIZABETH  HOPP,  LT,  PITTSFIELD  THP  DPS 
MCNULTY,  OHEN  KEVIN,  SGT,  UNIV  OF  MI  DPS 
79  tt   OLSON,  HAROLD  E.,  DEPUTY  CHIEF,  PD 

112  tt   ORSINGER,  CURTIS  F,  USHF,  HASHTENAH  CO  SD 
165   PHILLIPS,  JOHN  HARREN,  CPT,  PITTSFIELD  THP  DPS 

PIERSANTE,  JOSEPH  GORDON,  LT,  UNIV  OF  MI  DPS 
RINNA,  CARL  GILBERT,  CMDR,  HASHTENAH  CO  SD 
RODERICK,  CRAIG  BYRON,  DEP  CHF,  PD 
SMILEY,  JAMES  R,  CPT,  UNIV  OF  MI 
SHIX,  DOUGLAS  DUANE,  LT,  UNIV  OF  MI  DPS 
TIEMAN,  JAMES  RICHARD,  LT,  PD 
HOODS,  SHERRY  ELAINE,  LT,  PD 
AUBURN  HILLS 
188   MYNSBERGE,  JAMES  HAROLD,  LT,  PD 
175   STEVENS,  JOHN  LOUIS,  LT,  PD 
BATTLE  CREEK 

72  It   BISHOP,  BRUCE  L,  REG  DIR,  DEFENSE  CIVIL  PREPARD 
183   DEBOER,  MICHAEL  HILLIAM,  LT,  PD 
97  tt   KEETON,  CHESTER,  CPT,  PD 
165   KRUITHOFF,  JEFFREY  PAUL,  DEP  CHF,  PD 
107  It   MCLAUGHLIN,  JAMES  G,  JR,  LT,  PD 
195   SHEPPERLY,  JACK  RICHARD,  LT,  PD 

100  tt   SHOLES,  RUSSELL  R,  CAPTAIN,  PD 
BAY  CITY 

99  tt   CARDINAL,  GEORGE  C,  DEP  CHF,  PD 

69  tt   CARDINAL,  LEO  EDHARD,  COP 
172   COLLIER,  LINDA  MARIE,  DEP  CHF,  PD 
102  *  HARMS,  RICHARD  S.,  DET  SGT,  MI  SPOL 

101  *  HAUSTEIN,  ELMER  A.,  DET  SGT,  MI  SPOL 
101  *  HAYES,  EDHARD  H. ,  LT,  PD 

111  tt   HUDDY,  ROBERT  S,  DET  LT,  MI  SPOL 

109   JANISKEE,  MICHAEL  T,  CPT,  BAY  CO  SHF  DEPT 

113  KACZMAREK,  PETER  J.,  PATROLMAN,  PD 


74 
124 
128 
182 

67 
124 
134 
192 
170 


186 
152 
172 
112 
123 
199 
189 
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133   KRUEGER,  HILLIAM  KENNETH,  LT  IV,  MI  SPOL 
75  tt   MILLER,  LAHRENCE  E,  LTC,  MI  SPOL 
184   PHELPS,  PENNY  MARIE,  LT,  PD 

173  RUNDE,  GERALD  JOSEPH,  CPT,  BAY  CO  SD 
103   RUSSELL,  REGINALD  A. ,  PATROLMAN,  PD 
111   TOBER,  THOMAS  C,  PATROLMAN,  PD 

98  tt   VANALST,  GERALD  P.,  COP 
BEDFORD  THP 

94  tt   HOUGHTALING,  ROBERT  L,  DIR  OF  PUB  SAFETY 
BELDING 

153   MASON,  DONALD  ROGER,  DIR,  DPS 

176   HOELKERS,  TIMOTHY  MICHAEL,  COP 
BENTON  HARBOR 

109  tt   RODEZ,  ANDREH  L,  COP 
BERKLEY 

180  HENDERLIGHT,  BRUCE  L,  LT,  BERKLEY  DPS 
BEULAH 

158   BLANK,  ROBERT  ALLEN,  USHF,  BENZIE  CO  SD 
BEVERLY  HILLS 

98  tt   GOOD,  THOMAS  A,  DIR,  DPS 

168   OTTNEY,  ERIC  GERARD,  LT,  BEVERLY  HILLS  DPS 

178   STANDFEST,  STEVEN  RAE,  LT,  DPS 
BIG  RAPIDS 

181  COURTNEY,  KEVIN  MICHAEL,  DIR,  DPS 
35  tt   HARROUN,  MAX  E.,  COP 

BIRMINGHAM 

125  tt   DIMOCK,  RICHARD  FRANK,  CMDR,  PD 
82  tt   KALBFLEISCH,  JACK  C,  DET  LT,  PD 

184   SCHETTENHELM,  STEVEN  JOHN,  SGT,  PD 
BLOOMFIELD  HILLS 

95  SNELL,  ROBERT  L.,  CHF,  BLOOMFIELD  TOWNSHIP  POLIC 

121  ZIMMERMAN,  DONALD  EDHARD,  COP,  BLOOMFIELD  THP  PD 
BLOOMFIELD  THP 

135  MCGEE,  DENNIS  MICHAEL,  PUB  SAFETY  DIR,  PD 
BRIDGEPORT 

193   MARTIN,  MICHAEL  S,  COP 
BROHNSTOHN 

190   SCLATER,  JAMES  STRAITON,  III,  DEP  CHF,  BROWNSTOWN  TWP  P 
BUCHANAN 

116  YERRICK,  DONALD  P,  COP 
BURTON 

144   BRAWNER,  LARRY  HAYNE,  LT,  PD 
176   CUNNINGHAM,  MARK  HILSON,  LT,  BURTON  CITY  PD 
CADILLAC 
176   FINSTROM,  GARY  ARTHUR,  SHF  OF  HEXFORD  CO 

189  HARRIS,  FREDERICK  ARTHUR,  USHF,  HEXFORD  CO  SD 
119   REDDY,  LYLE  HOHARD,  CHF,  PD 

53  *  HEBER,  FREDERICK  N.,  CHIEF  OF  POLICE,  PD 
CANTON 

164   SANTOMAURO,  JOHN  ROLAND,  DIR,  CANTON  DPS 

128   STEHART,  LARRY  ELDON,  LT,  PD 

171   HILSON,  ALEXANDER,  CPT,  PD 
CARO 

162  FYVIE,  JAMES  KOHEN,  USHF,  TUSCOLA  CO  SD 
186   LAUTNER,  DOUGLAS  CHARLES,  1LT,  MI  SPOL 

CASSOPOLIS 

136  ATKINSON,  THOMAS  ARTHUR,  SHF  OF  CASS  CO 
149   UNDERWOOD,  JOSEPH  MORRIS,  J,  SHF  OF  CASS  CO 

CENTREVILLE 

156   LORI,  MATTHEW  JAMES,  SHF  OF  ST  JOSEPH  CO 
CHARLEVOIX 

160   HALVERSON,  DENNIS  SCOTT,  COP 
CHARLOTTE 

155   DEER,  RICHARD  BOYD,  LT,  EATON  CO  SD 

195  HUTTING,  PATRICK  DENNIS,  USHF,  EATON  CO  SD 

96  KENNEDY,  CHARLES  M. ,  USHF,  EATON  CO  SD 
141   RUESCH,  KENT  EUGENE,  DET  SGT,  EATON  CO  SD 
133   SCHAEFER,  WADE  EDWARD,  LT,  MI  SPOL 

CHELSEA 

197   FOSTER,  MICHAEL  ROBERT,  SGT,  PD 
CLAHSON 

67   CRIBB,  FRANK  THOMAS,  COP 

101  tt   MILLER,  RAYMOND  C,  COP 

163  WALSH,  MICHAEL  TERRANCE,  COP 
CLINTON  TOWNSHIP 

196  MERTES,  JOSEPH  ROY,  LT,  PD 
CLINTON  THP 

190  WHITE,  THOMAS  CLIFFORD,  CPT,  PD 
CLIO 

168   MOORE,  DALE  WILLARD,  COP 
COLDWATER 

160   CHESTER,  GARY  MICHAEL,  DIR,  DPS 

133   HEINEMANN,  NORMAN  LEE,  SHF  OF  BRANCH  CO 
55  *  PFOST,  NEIL  E.,  SHERIFF  OF  BRANCH  COUNTY 
CORUNNA 

191  PAINE,  ROBERT  LOUIS,  DET  LT,  SHIAWASSEE  CO  SO 

174  PORTER,  DEAN  FREDRICK,  SHF  OF  SHIAHASSEE  CO 
155   POWERS,  MICHAEL  JOHN,  LT,  SHIAHASSEE  CO  SD 

122  SHENK,  DAVID  LEE,  USHF,  SHIAHASSEE  CO  SO 
138   WILCOX,  LINDALL  ALLEN,  LT,  SHIAHASSEE  CO  SD 

DEARBORN 

121   BRASSELL,  ROBERT  ISBELL,  LT,  PD 

146   DONELSON,  RICHARD  KEITH,  LT,  PD 

180   GUIBORD,  GREGORY  PAUL,  LT,  PD 

115  #  KLUESNER,  EDHARD  A,  LT,  PD 

151  tt   KNOTT,  DAVID  EDWIN,  INSPR,  PD 

132   PETERSON,  DAVID  CLARENCE,  LT,  PD 

138   SLIGAY,  JOHN  PAUL,  LT,  PD 
DEARBORN  HEIGHTS 

117  tt   ACKLING,  RODNEY  JESS,  SGT,  PD 


105  tt   BROWN,  DONALD  R,  CPT,  PD 
92  «   LOOSE,  DONALD  R,  COP 

130  tt   MCCAULEY,  MARTIN  BERNARD,  LT,  PD 
DETROIT 

116   ABAIR,  EDWARD  W. ,  LT,  PD 
171   ANDREWS,  BRENDA  GOSS,  LT,  PD 
167   AUTREY,  JOHN  HENRY,  LT,  PD 
164   BANKS,  JESSE  LEE,  JR,  LT,  PD 

194  BARREN,  JAMES  RONALD,  LT,  PD 
102   BENSMILLER,  ALFRED  R.,  CMDR,  PD 

15  tt   BERG,  JAMES  C,  DEP  SUPT,  PD 
109  tt   BRANDIMORE,  HILLIAM  B,  JR,  COP 
183   BRANTLEY,  DEHAYNE  PRESTON,  1LT,  MI  SPOL 

114  BROOKS,  JOSEPH,  INSPR,  PD 

109  BROWN,  JOSEPH  C. ,  INSPR,  PD 

195  BROWN,  MORRIS  LEE,  F/LT,  MI  SPOL 

142  tt   BROWN,  RONALD  EUGENE,  CMDR,  WAYNE  CO  SD 

52  tt   BROWNFIELD,  HAROLD  A.,  DET  LT,  PD 

30  tt   BULLACH,  MELVILLE  E.,  INSPR,  PD 
134   BURROWS,  THEODORE  MILTON,  J,  LT,  PD 

91  tt   CASEY,  CLIFTON  G. ,  CMDR,  PD 

104  CATTANEO,  GERALD  L.,  LT,  PD 

105  tt   COULTER,  JESSE  Z,  CMDR,  PD 
154   COURIE,  JOHN  JOSEPH,  CMDR,  PD 
160   COURT,  RICHARD  HENRY,  LT,  PD 

174   CRANFORD,  JIMMIE,  JR,  LT,  WAYNE  CO  SD 
132   CRONIN,  RONALD  DAVID,  INSPR,  PD 
149   CUMMINGS,  BILLY  GENE,  INSPR,  PD 
179   CURRY,  HERMAN,  JR,  INSPR,  PD 

110  DABROWSKI,  ALFRED  J,  CMDR,  PD 
96  #  DARIN,  DENNIS  A.,  INSPR,  PD 

115  DAVIS,  PAUL  L,  INSPR,  PD 

194   DEBEAU,  MARK  LAWRENCE,  DEP  DIR,  WAYNE  CO  AIRPORT  POL 
199   DEBIASI,  DAVID  ALBERT,  LT,  WAYNE  CO  SD 
138   DONALDSON,  CLINTON  LAVONNE,  CMDR,  PD 
127   DOUGLAS,  MACK  EDWARD,  CMDR,  PD 
98   DUNGY,  RICHARD  L,  DEP  CHF,  PD 

131  EDMOND,  VIVIAN  JUANITA,  CMDR,  PD 

127   EVANS,  WARREN  CLEAGE,  USHF,  WAYNE  CO  SD 

151   FARRIS,  LINNON  CLAY,  CHF  OF  LAW  ENFC,  DOD  POL  SELFR 

112  #  FIERIMONTI,  ANTHONY  L,  COMMANDER,  PD 


FODERA,  ROSE  ANN,  CMDR,  PD 
FORTIER,  PIERRE  ARMAND,  LT,  PD 

#  GERDS,  CHARLES  F.,  LIEUTENANT,  PD 
GIGANTI,  ANTHONY  DAVID,  LT,  PD 
GILLIAM,  JOEL  T.,  LIEUTENANT,  PD 
GORALSKI,  WAYNE  ROGER,  INSPR,  PD 
GORDON,  RICHARD  FLEMING,  LT,  PD 
GREEN,  RONALD  A.,  COMMANDER,  PD 

#  GREENE,  AUBREY  E. ,  LIEUTENANT,  PD 
HARRIS,  KRYSTAL  ANN,  LT,  PD 
HART,  HARRISON  DANIEL,  LT,  PD 

#  HART,  WILLIAM  L.,  COP 
tt   HEHN,  ALICE  M,  INSP,  PD 
tt   HENAHAN,  WILLIAM  J,  DET  SGT,  PD 

HENRY,  CHARLES  E.,  COMMANDER,  PD 
tt   HUMPHREY,  JAMES  L,  INSPR,  PD 
102  tt   JACKSON,  BENJAMIN  F,  INSPR,  PD 
84  tt   JOABAR,  JOSEPH  A.,  INSPECTOR,  PD 
136   JOHNSON,  KENNETH  MCNEAL,  LT,  PD 

JONES,  DAN,  INSPR,  PD, 

JORDAN,  PATRICK  JOSEPH,  LIEUTENANT,  PD 

KECK,  JIMMY  HAYNE,  LT,  PD 

KERWOOD,  RONALD  K.,  INSPECTOR,  PD 

KNOX,  DOROTHY  DEAN,  CHF  INVSTGR,  WAYNE  CO  PROS  OFC 
118  tt   KOZLOWSKI,  NORBERT  ALOYSUIS,  LT,  PD 
145   LAMBRECHT,  TERRY  ALLEN,  LT,  PD 

LANDEROS,  LONNIE  BASILIO,  INSPR,  PD 

MATTHES,  CHARLES  B.,  INSPR,  WAYNE  CO  SO 

MAY,  STANLEY  MCDOWELL,  LT,  PD 

MCBRIDE,  PRESTON,  LT,  PD 

MCCARROLL,  JOSEPH  PATRICK,  LT,  PD 

MCCARTHY,  PATRICK  MICHAEL,  LT,  PD 

MCKANE,  DANIEL  J,  CMDR,  PD 

MCKINNON,  ISAIAH,  COP 

HERTZ,  HAROLD  EDHARD,  LT,  PD 

MITCHELL,  CREAR  S.,  CMDR,  PD 

MITCHELL,  FRANK  EDWARD,  LT,  PD 

MITCHELL,  JOHN  ALBERT,  LT,  WAYNE  CO  SD 

MOTLEY,  JOYCE  ANN,  INSPR,  PD 

MUSCAT,  PATRICK  HENRY,  INSPR,  PD 

NAPOLEON,  BENNY  NELSON,  INSPR,  PD 

NAPOLEON,  HILTON,  LT,  PD 

ONEILL,  PATRICIA  ANN,  LIEUTENANT,  PD 

PARSHALL,  DONALD  CHARLES,  JR,  LT,  PD 

PETERSON,  THOMAS  FRANCIS,  LT,  PD 

PITTMAN,  LOREN  M. ,  UNDERSHERIFF,  WAYNE  COUNTY  SO 

POST,  JOANNE  LEE,  INSPR,  PD 

POWERS,  LEO  OTIS,  INSPR,  PD 

POWERS,  ROBERT  ROY,  JR,  LT  IV,  MI  SPOL 
55  tt   OUAID,  ROBERT  S.,  DIR  OF  PERSONNEL,  PD 
199   RAKOWSKI,  MADELYN  TERESA,  INSPR,  PD 

RESTAURI,  DONALD  A.,  INSPECTOR,  PD 

RHODES,  EUGENE  EDWARD,  LT,  PD 

RICE,  WILLIAM  RODNEY,  LT,  PD 

RICHARDSON,  DENNIS  MICHAEL,  INSPR,  PD 

RUHANA,  GEORGE  MICHAEL,  INSPR,  PD 

SCOTT,  HAROLD  CALVIN,  INSPR,  PD, 

SEWELL,  BRUCE  B.,  LIEUTENANT,  PD 


170 

169 

96 

142 

115 

150 

132 

105 

85 

186 

161 

89 

92 

94 

103 

114 


126 
117 
155 
111 
119 


118 
36 
120 
148 
148 
185 
101 
110 
129 
113 
124 
185 
182 
121 
152 
197 
93 
141 
139 
76 
157 
198 
134 


103 
133 
190 
183 
144 
146 
116 


33  It   SHELBY,  GILBERT  J.,  INSPECTOR,  PD 
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161 
113 
137 
106 
130 

95 
125 
123 
147 
101 
147 
128 
119 
178 
106 
121 
144 
170 
112 

94 
181 
142 
117 
173 
140 
153 
137 

95 
DRAYTON  PLAINS 

139 

EAST 

172 

192 

EAST 

59 
132 
116 
180 
122 
144 
139 
113 
152 
168 
171 
181 
110 
145 

73 
101 
139 
107 

55 
137 
125 
190 
134 


SHELDON,  MARGIE  KATHLEEN,  LT,  HAYNE  CO  SD 

SHELL,  HILLIAM  E.,  LIEUTENANT,  PD 

SIHMONS,  DAVID  LEROY,  CMDR,  PD 

SIMPSON,  LUCIA  H.,  LT,  PD 

SHITH,  GEORGE,  JR,  LT,  PD 

SMITH,  HAROLD  E,  INSPECTOR,  PD 

SPIGHT,  VIRGIL  LEE,  LT,  PD 

STOVER,  RICHARD  LEO,  CMDR,  HAYNE  CO  SD 

TOPP,  NATHANIEL,  INSPR,  PD 

TSAMPIKOU,  JOHN  M,  CMDR,  PD 

TURNER,  MELVIN  EUGENE,  DEP  CHF  CMDR,  HAYNE  CO  SD 

THARDZIK,  JOSEPH  JOHN,  LT,  PD 

VASILOFF,  RONALD  DAVID,  INSPR,  PD 

VERTIN,  HILLIAM  JOHN,  JR,  LT,  PD 

HATKINS,  CARL  M,  CMDR,  PD 

HILLIAMS,  AMOS  EDWARD,  LT,  PD 

HILLIAMS,  BRODERICK  THADDEUS,  CMDR,  PD 

HILLIAMS,  DONALD  RUSSELL,  LT,  PD 

HILLIAMS,  MELVIN,  LT,  PD 

HILLIS,  BILLIE  ANN,  PRECINCT  CMDR,  PD 

HILSON,  CHARLES  EUGENE,  CMDR,  PD 

HORTHINGTON,  IRIS  KAY,  INSPR,  PD 

HRIGHT,  0  NEAL,  LIEUTENANT,  PD 

HYLIE,  HILLIAM  KIMBALL,  LT,  PD 

YOUNGER,  JAMES  ROBERT,  CMDR,  PD 

ZACHARY,  JAMES  BARCLAY,  INSPECTOR,  PD 

ZADOROZNY,  PATRICIA  JEAN,  INSPR,  PD 

ZARRA,  JOSEPH  J,  LT,  PD 


92 
186 
170 
194 
159 
106 
196 
113 
10 
194 
140 
156 
198 
163 
182 
132 
129 
103 
145 
135 
174 
196 
176 
187 
69 
43 
12 
198 
174 
110 
178 
166 
104 
162 
165 
173 
193 
184 
152 
28 
151 
130 
108 


REYNOLDS,  ROBERT  LEIGH,  CHF,  HATERFORD  THP  PD 
GRAND  RAPIDS 

GALLAGHER,  PETER  JAMES,  COP 

SPENCER,  CHARLES  DEETON,  DEP  CHF,  DPS 
LANSING 
§   AGAR,  HILSON  G.,  LT,  MI  SPOL 

ALLAIRE,  JEROME  BRIAN,  LT  IV,  VT  SPOL 

BEAUCHINE,  RONALD  L,  LT,  MI  SPOL 

BENNETT,  KENNETH  GEORGE,  DET  1LT,  MI  SPOL 

BENSON,  BRUCE  LEE,  DIR  OF  PUB  SFTY,  MI  ST  UNIV 

BERTEE,  ROBERT  JAMES,  INSPR,  MI  SPOL 

BOLGER,  JAMES  BERT,  1LT,  MI  SPOL 

BOLT,  JERRY  D,  INSPR,  MI  SPOL 

BURKE,  EDMUND  KERKER,  JR,  INSPR,  MI  SPOL 

BURNS,  BERNARD  FRANCIS,  LT,  MI  STATE  UNIV  DPS 

BUSH,  JAMES  NORRIS,  LT,  MI  SPOL 

CALDER,  GARY  LEE,  LT,  MI  SPOL 

CARTER,  JAMES  A,  CPT,  MI  SPOL 

CHUBB,  STEPHEN  LOYD,  SGT,  PD 

COOK,  RAYMOND  A,  INSPTR,  MI  SPOL 

DAVIS,  RITCHIE,  T,  COL,  MI  SPOL 

DEBOER,  STEPHEN  PAUL,  INSPR,  MI  SPOL 
tt   DOUBLEDAY,  STANLEY  H,  LT,  MI  SPOL 
ft   FOSTER,  JACK  P,  CPT,  MICHIGAN  SPOL 
tt   GAHIDE,  BENJAMIN  PAUL,  DET  LT,  MI  SPOL 
ft   GRACE,  HILLIAM  JOSEPH,  LT,  MI  SPOL 

HALL,  KENNETH  BERNARD,  LT,  MI  ST  UNIV  POL 

HAMPTON,  STUART  LEE,  DET  LT,  MI  SPOL 

HASSINGER,  HILLIAM  D,  JR,  LTC,  CHF  DEP  DIR,  MI  SPOL 

HERNER,  STEVEN  RAY,  INSPR,  MI  SPOL 

HUGHES,  FRANK  VINCENT,  LT,  MI  SPOL 

HUNT-GIBSON,  ANNEMARIE,  1LT,  MI  SPOL 

HUNTLEY,  RICHARD  KING,  LT,  PD 
SPOL 
PD 

MI  SPOL 
SPOL 


JAMES,  EARL  H. ,  LT,  MI 
JOHNSON,  KIM  PAUL,  LT, 

ft   KLOOSTRA,  JAMES  N,  LT, 

ft   KNOX,  OKLA  H.,  CPT,  MI 

KRUSINGA,  GREGORY  ALLEN,  LT,  MI  SPOL 
KUKALIS,  JUSTIN  JOSEPH,  DET  LT,  MI  SPOL 
LAPP,  RONALD  JOHN,  DET  ILT,  MI  SPOL 
LIEBLER,  JULI  KRISHNA,  LT,  PD 
LOVEALL,  DALE  OHEN,  DET  LT,  MI  SPOL 
MACDONELL,  DENNIS  DANIEL,  DET  LT,  MI  SPOL 
MACIEJEHSKI,  KENNETH  ALVIN,  LT  VI,  MI  SPOL 
MARKHAM,  MAYNARD  KEITH,  LT,  PD 
MCDOWELL,  LEE  E,  LT,  MI  SPOL 
MCPHERSON,  STEPHEN  DAVID,  LT,  MI  SPOL 
MELOCHE,  RICHARD  CLARENCE,  INSPR,  MI  SPOL 
MENGHINI,  MARK  JOSEPH,  DET  ILT,  MI  SPOL 
MORANTY,  BETH  LOUISE,  LT,  MI  SPOL 
MULADORE,  ROBERT  GENE,  DET  1ST  LT,  MI  SPOL 
MUNOZ,  PETER  CHRISTOPHER,  INSPR,  MI  SPOL 

ft   MURPHY,  LAWRENCE  W.  ,  DIR  OF  PROGRAM  SER,  OFC  OF  CRI 

ft   MURRAY,  ROBERT  E.,  CPT,  MI  SPOL 

*  NELSON,  JOSEPH  R.,  IDENT  OFFICER,  MI  SPOL 
NIX,  GARY  KEITH,  LT,  MI  SPOL 
NUTTER,  ALAN  WILLIAM,  DET  LT,  Mi  SPOL 
PARVIAINEN,  WILLIAM  J.,  JR.,  LT,  MI  SPOL 
PATRICK,  JIMMY  GLEN,  DET  ILT,  MI  SPOL 
PAYNE,  DANIEL  JOSEPH,  ILT,  MI  SPOL 

tt   PAYNE,  DENNIS  M,  LTC,  MI  SPOL 

POST,  GARY  MICHAEL,  INSPR,  MI  SPOL 
POWERS,  HOHARD  L,  LT,  MI  SPOL 
RANKENS,  STEVEN,  DET  LT,  MI  SPOL 
RAY,  BRIAN  EUGENE,  F/LT,  MI  SPOL 
RAZMUS,  SHIRLEY  JEAN,  ILT,  MI  SPOL 
RICE,  MICHAEL  ALLAN,  LT,  MI  ST  UNIV  DPS 

ft    ROBERTSON,  CARL  H.  ,  CAPTAIN,  MICHIGAN  STATE  POLICE 
RODRIGUEZ,  LAWRENCE  RODOLFO,  DET  LT ,  MI  SPOL 
SCHOENBERGER,  RICHARD  WARREN,  LT,  MI  SPOL 
SMITH,  LEWIS  G.,  MAJOR,  MICHIGAN  STATE  POLICE 


SMITH,  NORMAN  K.,  DET  LT,  MI  SPOL 

SNODY,  JAMES  R.,  JR.,  LT  COL,  MICHIGAN  ST  POL 

STEFFEL,  JEFFREY  JOHN,  INSPR,  MI  SPOL 

STINEBOWER,  KELLEY  M,  CPT,  MI  SPOL 

TOLSMA,  JAMES  L.,  DET  LT,  MICHIGAN  STATE  POLICE 

TUCKER,  GEORGE  D. ,  DET  LT,  PD 

TUTTLE,  JAMES  PAUL,  LT,  MI  SPOL 

VAN  TIL,  CARL  JAMES,  ILT,  MI  SPOL 

VANBEVEREN,  LESLIE,  EX  SEC,  MI  LAW  ENF  OFFICERS  TN 

VANDENBERG,  CURTIS  LEE,  LT,  MI  SPOL 

MAALKES,  MARIE  LOUISE,  ILT,  MI  SPOL 

WARDWELL,  WILLIAM  THADDEUS,  LT,  MI  STATE  UNIV  DPS 

WARNER,  ROGER  L,  CPT,  MI  SPOL 

WILSON,  DARLENE  IRENE,  LT,  MI  SPOL 


115  ft 
105  tt 
164 
125 
116 

94  ft 
148 
154 

84  tt 
131 
182 
166 
104 
161 
ECORSE 

43  ft   ROYAL,  ALVIN,  COP 
ESCANABA 

60  *  FINMAN,  HAROLD  0.,  SHERIFF,  DELTA  COUNTY 

83  *  FREDERICK,  RICHARD  J,  DEP  DIR  OF  SFTY,  ESCANABA  PUB 

162  ODELL,  ALAN  LEE,  SGT,  DPS 

112   ROBITAILLE,  JOHN  J,  SHF  OF  DELTA  CO 
ESSEXVILLE 
119   HUGO,  TERRENCE  EUGENE,  COP 
49  tt   KAAKE,  EDWARD  J.,  COP 

163  SNELLING,  WILLIAM  THOMAS,  II,  SGT,  DPS 
FARMINGTON 

84  *  HOLKO,  RONALD  N.,  DIR,  DPS,  FARMINGTON  TSP 
FARMINGTON  HILLS 

166   BLEDSOE,  MARTIN  JOSEPH,  ASST  CHF,  PD 
97   DWYER,  WILLIAM  J,  COP 

192  HAWALD,  GARY  HENRY,  LT,  PD 
156  tt   KILMER,  NORMAN  RAY,  LT,  PD 

129  ft   MILLER,  ERNEST  A,  JR,  INSPR,  PD 
143   MURPHY,  RICHARD  DENNIS,  INSPT,  PD 
175   NEBUS,  CHARLES  ALLEN,  ASST  CHF,  PD 
114   NIEMISTO,  RICHARD  M,  INSPR,  PD 
177   ROCHFORD,  DENNIS  EDWARD,  CMDR,  PD 
FERNDALE 

193  COLLINS,  TIMOTHY  DANIEL,  LT,  PD 
169   KITCHEN,  MICHAEL  PAUL,  COP 

141  tt   SULLIVAN,  STANLEY  JOSEPH,  II,  CPT,  PD 
153   SWIERCZ,  JOSEPH  WILLIAM,  LT,  PD 
FLAT  ROCK 

BOLLING,  DENNIS  LEE,  LT,  MI  SPOL 

BUSICK,  ARTHUR  A.,  COP 

CRUCHFIELD,  TILMAN  LEE,  LT,  MI  SPOL 


189 

12  * 
137 
FLINT 
102  tt 
166 
151  ft 
120 
194 


ADCOCK,  CLIFFORD  C. ,  LT,  MI  SPOL 
AGUIRRE,  ROBERT  STANLEY,  MAJ,  GENESEE  CO  SD 
BENTHALL,  JOHN  DAVID,  DEP  CHF,  PD 

CHRISTMAN,  CHARLES  LEONARD,  DET  SGT,  GENESEE  THP  PD 
COMPEAU,  MICHAEL  THOMAS,  LT,  GENESEE  CO  SD 
33  tt   COOPER,  CLAYTON  EARL,  DET  LT,  PD 
134   DEKATCH,  JOSEPH  DOUGLAS,  LT,  PD 

DRISKELL,  GARLAND  A.,  INSTRUCTOR  OF  POL,  PD 
DURBIN,  MAX  ARTHUR,  COP 
DYE,  HILLIAM  C,  LT,  PD 
FERNELIUS,  RONALD  G,  DEP  CHF,  PD 
FOTENAKES,  GREGG  ALAN,  CPT,  GENESEE  CO  SD 
GILMORE,  CHARLES  H,  EXECUTIVE  DEP  CHF,  PD 
HANNA,  MICHAEL  JOSEPH,  DIR,  LE  OFFICERS  TNG  COMM 
HEIDENBERGER,  GODFREY  L.,  CAPTAIN,  PD 
IACOVACCI,  JAMES  RYAN,  SGT,  FLINT  TWP  PD 
JOHNSON,  LEO  M. ,  DET  SGT,  PD 
KING,  VANE  RAY,  LT,  PD 


7 

63 

117 

102 

178 

97 

159 

75 

198 

92 

157 

136 

129 

99 

36 

132 

176 

108 

184 

78 

23 

195 

181 

88 

158 


FLINT  THP  PD 


PD 


KOGER,  JEROME,  SGT,  PD 

MCFADDEN,  ROBERT  BOYD,  LT,  PD 

PARRISH,  GERALD  J,  CHF  INVSTGR, 

PAUL,  GEORGE  B.,  COP 

PEEK,  FAY  EDWARD,  III,  LT,  PD 

PEEK,  THOMAS  LYNN,  CPT,  PD 

SCHECTER,  CHARLES  W,  JR,  DEP  CHF, 

SHUKER,  TIMOTHY  PATRICK,  CPT,  PD 

SMITH,  VICTOR  H. ,  JR.,  COORDINATOR,  GENESEE  COUNTY  ME 

SPENCER,  GERALD  WILLIAM,  DETECTIVE,  PD 

STEELE,  JOHN  RICHARD,  CPT,  PD 

STEPHENS-LOCK,  THERESA  ANN,  SGT,  PD 

SZABO,  LOUIS  S,  JR,  DET,  CCIO-VIENNA  PD 

HILSON,  JOSEPH  LARRY,  SHF  OF  GENESEE  CO 
FLUSHING 

91   PATTERSON,  DAVID  E,  COP 
193   SABIN,  LINWOOD  LEE,  LT,  PD 
FRANKFORT 
108  tt   KIMPEL,  RAYMOND  A.,  CHIEF  RANGER,  US  NATIONAL  PARK 


FRASER 
120  tt 
134 


CRIDER,  ROBERT  JACKSON,  PUB  SAFETY  DIR,  DPS 
KING,  ELDRIDGE  JOSEPH,  DET  SGT,  DPS 
GARDEN  CITY 
188   BERTHA,  MICHAEL  JOSEPH,  DEP  CHF,  PD 
FRANK,  JAMES  REDFORD,  CPT,  PD 
SALTER,  JACK  PERRY,  CPT,  PD 


124 

139 
GENESEE 

50   BURTON,  JOHN,  DIR,  POL  TNG,  GENESEE  COMMUNIT 
GOODRICH 

100   HATCHEW,  DON  W,  TNG  OFCR,  ATLAS  TWP  PD 
GRAND  BLANC 

119   AHEARNE,  MICHAEL  VICTOR,  DEP  CHF,  GRAND  BLANC  THP 

177   BAKER,  DENNIS  WALTER,  DET  SGT,  PD 

131   CLARK,  HERMAN  MARK,  LT,  GRAND  BLANC  CITY  PD 

162   HEIDEL,  MARK  DAVID,  COP 
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94   HOHE,  BRUCE  C,  CHF,  GRAND  BLANC  TWP  PD 
GRAND  HAVEN 

72  tt   GOLDMAN,  AUBREY  L.,  LIEUTENANT,  PD 
57  tt   KLEMPEL,  RICHARD  E,  COP 

139  POSMA,  LEE  ALLYN,  LT,  OTTAHA  CO  SD 

173  RISHER,  BRADLEY  PAUL,  INVSTGR,  PD 
151   ROSEMA,  GARY  ALAN,  SHF  OF  OTTAHA  CO 
169   SOUTH,  DELHIN  JAY,  LT,  OTTAHA  CO  SD 

GRAND  LEDGE 

107  BURTCH,  MANUEL  D. ,  JR.,  COP 

174  tt   FLITTON,  RONALD  ERHIN,  COP 
GRAND  RAPIDS 

193   BELK,  KEVIN  RICKY,  CPT,  PD 

135  BERG,  ROBERT  JAMES,  DET  SGT,  KENT  CO  SD 

34  tt   CHURCHILL,  WINSTON  T.,  (SA,  FBI)  SPEC  INVSTGR,  ST  LIQ 
109   DOUGAN,  JAMES  R. ,  SHF  OF  KENT  CO 
169   DURKEE,  DANIEL  KAYE,  LT,  KENT  CO  SD 

39  tt   FABER,  HARRY,  DIR  OF  SEC,  CALVIN  COLLEGE 
199   GETZEN,  PETER  BARRY,  DET  1LT,  MI  SPOL 

92   GILLIS,  VICTOR  E.,  CHF  OF  PTL  UNIT,  PD 
184   GOETHAL,  ROBERT  VALJEAN,  LT,  PD 
113   GOODWIN,  CHARLES  L,  (CHF  DEP, DOUGLAS  CO  SD)SA,  FBI 

50  tt   HENDRICKS,  JAMES  F.,  CAPTAIN,  PD 
117   HUDENKO,  HALTER,  CPT,  KENT  CO.  SD 

176   KENNELL,  CINDY  CRUMPTON,  DIR  OF  SAFETY,  COMMUNITY  COLLE 
157   NICHOLSON,  THOMAS  WILLIAM,  LT,  PD 

140  OCONNOR,  BRUCE  HILLIAMS,  CPT,  PD 

145  OSTAPOMICZ,  DANIEL  JOHN,  CPT,  PD 
121   SCHUTTER,  LEON  JON,  LT,  PD 

153   SEVERANCE,  HAROLD  DEAN,  DET  LT,  MI  SPOL 

34  tt   SKUZINSKI,  STANLEY  J.,  LIEUTENANT,  PD 

96   STEELE,  GERALD  H,  DEP  CHF,  PD 
147   STELMA,  LAHRENCE  ALAN,  LT,  KENT  CO  SO 
143   STONE,  MARVIN  CLIFFORD,  LT,  KENT  CO  SD 

196  VANDERKOOI,  CURTIS  ALAN,  CPT,  PD 
GROSSE  ILE 

156   FAISTENHAMMER,  GEORGE  MARK,  SGT,  GROSSE  ILE  TWP  PD 
GROSSE  POINTE 

197  FOX,  JAMES  PATRICK,  CMDR,  DPS 
GROSSE  POINTE  CITY 

164   FINCHAM,  ALFRED  JOHN,  III,  LT,  DPS 
GROSSE  POINTE  FARMS 

171  BRECHT,  MARK  JOSEPH,  LT,  DPS 
GROSSE  POINTE  PARK 

159  FURTAW,  WILLIAM  MELVILLE,  CPT,  DPS 
GROSSE  POINTE  HOODS 

108  CLARKE,  RICHARD  P,  DEP  DIR  OF  PUB  SFTY,  PD 

106  COONCE,  HENRY  0,  COP 

82   KENNEDY,  BRUCE  D,  DIR  OF  PUBLIC  SAFETY 

51  tt   LOUHERS,  ARTHUR  E,  COP 

91   MARCHAND,  HENRY  W,  SECURITY,  COTTAGE  HOSPITAL 

90  tt   VITALE,  JOSEPH,  CHIEF  OF  POLICE 
HANCOCK 

108  *  BATES,  FRANCIS  N,  COP 
HARPER  WOODS 

94  It   MAYER,  NICKOLAUS  J,  COP 

62  tt   MIGLIO,  ALLEN  MARTIN,  COP 

175  SEMPLE,  LAWRENCE  WAYNE,  JR,  COP, 
183   SKOTARCZYK,  RANDOLPH  ALLEN,  LT,  PD 

HARRISON 

146  GOYT,  JEFFERY  VINCENT,  SHF  OF  CLARE  CO 
HASTINGS 

160  DEBOER,  STEPHEN  HAROLD,  SHF  OF  BARRY  COUNTY 

136  WOOD,  DAVID  ONNIE,  SHF  OF  BARRY  CO 
HAZEL  PARK 

153  MARCHLONES,  MELVIN  STANLEY,  EX  CMDR,  PD 
183   SMICK,  DANIEL  STANLEY,  LT,  PD 

HIGHLAND 

90   SELKE,  RONALD  H,  SUPERVISOR,  HIGHLAND  TWP  PD 
HIGHLAND  PARK 

11  tt   ALLEN,  JOHN  D. ,  LT,  PD 

172  MATTOX,  JOHN  FRANKLIN,  DIR,  DPS 
HILLSDALE 

134   GUTOWSKI,  CHRISTOPHER  GENE,  COP 
146   KALUSNIAK,  JOHN  JASON,  COP 
HOLLAND 

107  HARDENBERG,  MARTIN  J,  DET  LT,  PD 

198  HEINS,  LAWRENCE  EDWARD,  DET  LT,  MI  SPOL 
175   KOOPS,  BLAINE  ARLYN,  CPT,  PD 

112  tt   LINDSTROM,  CHARLES  L.,  COP 

194   MASCORRO,  RUDY,  DET  SGT,  PD 

140  tt   SMITH,  WILLIAM  WESLEY,  LT,  MI  SPOL 
HOUGHTON 

11  *  KLINGBEIL,  ERNEST  R.,  COP 
HOUGHTON  LAKE 

117  tt   HOUSENGA,  RICHARD  D. ,  LT,  MI  SPOL 

142   MUELLER,  JAMES  FREDERICK,  LT  V,  MI  SPOL 
HOHELL 

154  DEERING,  IVAN  GERALD,  JR,  DET  LT,  LIVINGSTON  CO  SD 

186  DOMBROWSKI,  ROBERT  ALAN,  DET,  LIVINGSTON  CO  SD 
133   GRIFFIS,  KENNETH  RAYMOND,  CPT,  LIVINGSTON  CO  SD 
130  It   OYLER,  MICHAEL  RANDOLPH,  COP 

122   WINSETT,  RICHARD  LEE,  USHF,  LIVINGSTON  CO  SD 
HUNTINGTON  HOODS 

170   DANAHER,  DAVID  JOHN,  DIR,  DPS 
IMLAY  CITY 

187  WINSLOW,  ARLAN  KEITH,  COP,  DPS 
INKSTER 

103   KADOURA,  MICHAEL,  DEP  CHF,  PD 
IONIA 


CHARON,  WILLIAM  LOUIS,  CPT,  MI  SPOL 
DENNIS,  DWAIN  LEE,  DET  LT,  IONIA  CO  SD 
JUNGEL,  TERRENCE  LEE,  SHF  OF  IONIA  CO, 

SCHERTZING,  PHILLIP  DANIEL,  LT,  MI  SPOL 
VETTER,  MICHAEL  THOMAS,  SHF  OF  GRATIOT  CO  SD 


169 
188 
179 
116 


172 

127 

73 

97 

95 

137 

198 


171 
199 

14 
190 
128 

92 
110 
179 
142 
163 


120 

127 

177 
ITHACA 

191 

158 
JACKSON 

136   AMPEY,  SHERMAN  LEWIS,  INSPR,  MI  SPOL 
ANKROM,  KARL  REECE,  LT,  PD 
BACHMAN,  DAVID  MICHAEL,  SGT,  PD 
BURNETTE,  CRAIG  MICHAEL,  SGT,  JACKSON  CO  SD 
CHRISTNER,  JERRY  M. ,  LT,  PD 

124  tt   DRAKE,  DENNIS  MICHAEL,  LT,  PD 

140   HEYNS,  DANIEL  H,  CPT,  JACKSON  CO  SD 

JOHNSON,  MICHAEL  EUGENE,  SGT,  JACKSON  CO  SO 

JOHNSON,  ROBERT  LEE,  COP, 

MILLER,  DARYL  S.,  COP 

NICKOLAI,  ALLEN  H,  USHF,  JACKSON  CO  SO 

ROWLISON,  DENNIS  L.,  CAPTAIN,  PD 

SOUTHWORTH,  JOHN  RAE,  SGT,  JACKSON  CO  SD 

STRESSMAN,  JOHN  WILLIAM,  SGT,  PD 

104  #  WATSON,  CALVIN  C,  CPT,  PD 

149   ZOMER,  DAVID  ALAN,  LT,  PD 
JONESVILLE 

190   DOTSON,  GAIL  DAWN,  1LT,  MI  SPOL 
K  I  SAWYER  AFB 

119   BURBEY,  MICHAEL  PROSPER,  SUPT  OF  LAW  ENF,  USAF 

154   MULLIGAN,  THOMAS  MICHAEL,  J,  MSGT,  USAF 

111   NEWSHAM,  KENNETH  J,  MAJ,  USAF 
KALAMAZOO 

187   BOURGEOIS,  TIMOTHY  SCOTT,  DET  LT,  PD 

BROWN,  ROBERT  JAMES,  DEP  CHF,  WESTERN  MI  UNIV  PD 
COLBY,  KENNETH  L,  JR,  DET  SGT,  KALAMAZOO  CO  SD 
JACKSON,  CARLTON  A.,  SERGEANT,  PD 
JOHNSON,  MARTY  ALLEN,  SGT,  KALAMAZOO  CO  SD 
NEVELLE,  GLENN  JAMES,  CPT,  PD 

SARQUIZ,  ALFRED  A.,  CAPTAIN,  KALAMAZOO  COUNTY  SO 
SLATER,  ROBERT  J,  JR,  CPT,  WESTERN  MI  UNIV  DPS 
VAN  STREAIN,  TERRY  IVAN,  LT,  KALAMAZOO  CO  SD 
VANDYKEN,  JAMES  FRANCIS,  USHF,  KALAMAZOO  CO  SO 
WESTON,  DANIEL,  CPT,  DPS 
KALKASKA 

132   CANNON,  NELSON  JEROME,  USHF,  KALKASKA  CO  SD 
KENTWOOD 

164   HOLLINRAKE,  MICHAEL  JOHN,  SGT,  PD 

123   MATTICE,  RICHARD  ALBERT,  CPT,  PD 

148   TOBIAS,  TERRY  EUGENE,  COP 

189   WILLIAMSON,  RANDALL  LEE,  SGT,  PD 
LAKEVIEW 

115  H   JARMAN,  RICHARD  C,  1LT,  MI  SPOL 
LANSING 

131   ANDERSON,  ALAN  KARL,  LT,  MI  SPOL 

121   ASHLEY,  JEFFREY  JIM,  CHF,  LANSING  TWP  PD 

100   BAKER,  TIMOTHY  J,  INSPR,  MI  SPOL 

BAUER,  LAWRENCE  JOSEPH,  CPT,  PD 

BAYLIS,  JOHN  JOSEPH,  DEP  CHF,  PD 

BOLES,  JEROME  GAYLORD,  II,  CPT,  PD 

BUIKEMA,  EDWARD  G,  INSPR,  MI  SPOL 

CAMPBELL,  MARTIN  F,  LT,  PD 

CAVANAUGH,  WILLIAM  J,  DEP  CHF,  PD 

CHARNEY,  PHILLIP  DAVID,  CPT,  MI  SPOL 

COCHRAN,  WILLIAM  J,  CPT,  PD 

COOK,  JAMES  RICHARD,  LT,  PD 

COOK,  RICHARD  FRANKLIN,  JR,  LT,  PD 

DAWSON,  DONALD  CHARLES,  LT,  PD 

FERGUSON,  JOHN  AARON,  DET  LT,  MI  SPOL 

FOWLER,  WILLIAM  D. ,  INVSTGR,  ST  OF  MI,  DEPT  OF  LIC 

FOX,  RICHARD  L.,  CPT,  PD 

GEORGE,  ANDREW  JAMES,  ASST  CHF, 

GESHEL,  JOSEPH  JOHN,  JR,  LT,  MI 

GLEASON,  RICHARD  A,  COP, 

HALL,  JACK  L.,  INSPR, MI  SPOL 

HEYDEN,  JAMES  VICTOR,  CPT,  PD 

KAPELANSKI,  DENNIS  GERALD,  SA,  MI  DEPT  OF  ATTY  GEN 

KOPACZ,  JOHN  R.,  JR,  INSPR,  MI  SPOL 

LAHORE,  RODERICK  J.,  LT,  MI  SPOL 
114  tt   LEE,  CARROLL  D,  CPT,  PD 
114   MACDONALD,  MICHAEL  S,  LT,  MI  SPOL 

MILLS,  JERRY  DOUGLAS,  CPT,  PD 

MIRES,  JERRY  LEE,  LT  V,  PD 

MONTGOMERY,  ORIS  A.,  INVSTGR,  INGHAM  COUNTY  PROS  OF 

OSTROM,  DANIEL  EDWARD,  LT  IV,  MI  SPOL 

PERRY-BUSE,  HELEN  LOUISE,  CPT,  PD 

RAPP,  JAMES  ALLEN,  LT  II,  PD 

REIFSNYDER,  CHARLES  E,  COP 

ROBINSON,  MICHAEL  DEAN,  MAJ,  MI  SPOL 

ROGERS,  DOUGLAS  D,  CHF,  DEWITT  TWP  PD 

ROUSH,  FREDERICK  LOUIS,  LT  V,  PD 

RYAN,  WILLIAM  H. ,  CAPTAIN,  PD 

SINCLAIR,  DAVID  E,  ASST  CHF,  PD 

TAYLOR,  KENNETH  R,  CPT,  MI  SPOL 

TESZLEWICZ,  PAUL  S,  CPT,  PD 
96  tt   TUCKER,  ROBERT  W. ,  ASSISTANT  CHIEF  OF  POLICE 
188   YOUNG,  ROBERT  DAVID,  LT,  MI  SPOL 
155   YOVANOVICH,  NADEAN,  LT  IV,  MI  DEPT  OF  SPOL 
LAPEER 
188   CRICHTON,  JAMES  ALLEN,  DIR,  LAPEER  CO  E911  DISPATCH 

116  FISCHHABER,  THOMAS  J,  SGT,  PD 
125   FISK,  TERRY  LEE,  COP 

182   MCLAIN,  JAMES  HARRY,  SGT,  LAPEER  CO  SD 
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MICHIGAN  -  MICHIGAN 

172  MILLER,  DANIEL  JOHN,  LT,  MI  SPOL 

122   PARKS,  GARY  ALDON,  DET  LT,  LAPEER  CO  SD 
130   THICK,  PHILLIP  KENNETH,  DET  SGT,  LAPEER  CO  SD 
135   YUNGFER,  TIMOTHY  JOSEPH,  LT,  MI  SPOL 
LINCOLN  PARK 

101  I  ANDERSON,  RICHARD  H,  LT,  PD 

13*  *  BRANCHEAU,  JOHN  ROBERT,  CMDR,  PD 

99  tt   DUNCAN,  ROBERT  J.,  COP 
107  tt   HEYER,  ROBERT  C,  JR,  COP 
191   KARNES,  THOMAS  EDMUND,  LT,  PD 
148  0  KAZENSKY,  ERNEST  THEODORE,  DEP  CHF,  PD 

173  I  LEHIS,  GLENN  GEORGE,  LT,  PD 

104  I  ROSELLE,  DOMINICK  D,  CMDR,  PD 
LIVONIA 

109  I  ASIALA,  PHILIP  L,  CPT,  MI  SPOL 
86  #  BUTCHER,  RONALD  E,  SGT,  PD 

106  tt   CAROTHERS,  THOMAS  B,  SGT,  PD, 

185   CLARK,  ROBERT  EUGENE,  DET  LT,  MI  SPOL 

98  tt   COLLINS,  HILLIAM  R,  CPT,  PD 

114  CORCORAN,  HILLIAM  H,  DEP  CHF,  PD 

99  tt   GRODE,  JAMES  A,  SGT,  PD, 

148   HNILICA,  RONALD  D,  LT,  MI  SPOL 
127  tt   HOFF,  HILLIAM  ROBERT,  DEP  CHF,  PD, 

107  *  HEADERS,  NORMAN  E.,  SGT,  PD 

167   MILLER,  SANDRA  SUZETTE,  DET  ILT,  MI  SPOL 

95  tt   MITCHELL,  ROBERT  L.,  LT,  PD 
118   SKOHRON,  HESLEY  HAROLD,  DET  LT,  MI  SPOL 
158   TURBETT,  ROY  HILLIAM,  DET  1ST  LT,  MI  SPOL 

63  tt   TURNER,  ROBERT  J,  DIR,  DPS 
MADISON  HEIGHTS 
160   HARRIES,  MICHAEL  BRUCE,  DEP  CHF,  PD 
117   KEARY,  JAMES  L,  COP 

190  ROESKE,  DONALD  ANTHONY,  SGT,  PD 
MANISTEE 

197   KOHALKOHSKI,  DALE  GORDON,  USHF,  MANISTEE  CO  SO 
MARQUETTE 

174  ANGELI,  LEONARD  MICHAEL,  DET  SGT,  PD 

126   BACON,  CURTIS  MORGAN,  CPT,  MI  DEPT  OF  NTRL  RESRCES 

145  DISHNO,  ORVILLE  PETER,  JR,  CPT,  PD 

146  GOAD,  RICHARD  LEO,  DET  LT,  MI  SPOL 

54   HERMANSON,  DONALD  C,  LT  MARQUETTE  CO  SD 
197   KILGREN,  RUSSELL  GEORGE,  LT,  PD 

125  SARVELLO,  SALVATORE  DOMINIC,  COP 
MARSHALL 

160   STADTFELD,  JAMES  ARTHUR,  DET,  CALHOUN  CO  SO 
MASON 

110  BALDHIN,  ROBERT  L,  LT,  INGHAM  CO  SO 

134   BENNEHOFF,  EVAN  RUSSELL,  SR,  DET  CPT,  INGHAM  CO  SD 

163   BOYD,  RICK  L,  USHF,  INGHAM  CO  SD 

185   CARNEGIE,  COLIN  DOUGLAS,  CPT,  INGHAM  CO  SD 

134   CURTIS,  JAMES  EDMUND,  JR,  DEP  SHF,  INGHAM  CO  SD 

126  DROPPING,  RODNEY  MERLE,  LT,  INGHAM  CO  SD 

105  tt   DUMENEY,  LAHRENCE  LYNN,  DET,  INGHAM  CO  SD 

196  HARRISON,  VICKI  LYNN,  CHF  DEP,  INGHAH  CO  SO 
166   MYERS,  MATTHEH  JAMES,  USHF,  INGHAM  CO  SD 

115  NYE,  EDWARD  M.,  SERGEANT,  INGHAM  CO.  SD 

177   HRIGGELSHORTH,  GENE  LEROY,  SHF  OF  INGHAM  CO, 
MELVINDALE 

108  BROPHY,  JAHES  J,  COP 
MEMPHIS 

152   GARBER,  CHARLES  MARION,  COP 
MENOMINEE 

9  »  REINDL,  JOHN  H. ,  CHF  DEP  SHF,  MENOMINEE  CO  SO 
MIDLAND 

44  tt   CRAIG,  DOUGLAS  F.,  COP 
129  tt   GOOD,  FRANK  LEROY,  LT,  MI  SPOL 

102  tt   KOLEVAR,  MICHAEL  A,  DET  LT,  PD 

191  MAULT,  KENNETH  DOSSIE,  LT,  MIDLAND  CO  SO 
97  tt   NEHTON,  JAMES  C,  LT,  PD 

10  *  PENNER,  BEN,  ASST  CHF,  PD 

197  PONTE,  TODD  RICHARD,  CPT,  PD 
188    ST  LOUIS,  JAMES  QUINN,  COP 

94   HHIPPLE,  MYRON  J.,  LT,  MIDLAND  CO  PROS  OFC 
MILFORD 

175  CALLAHAN,  THOMAS  MICHAEL,  LT,  PD 
LAURIDSEN,  MICHAEL  ROBERT,  SGT,  PD 
MALLETT,  DALE  JOHN,  LT,  PD 
HALLI,  HAYNE  FRANCIS,  COP 


191 

126  tt 

173 

MONROE 

91 

126 

150 
59  tt 
70  tt 

118 


ARNOLD,  DALVIN  C,  CHF,  PD 

BENORE,  RONALD  JAMES,  DEP  CHF,  PD 

DAVISON,  MICHAEL  BARRY,  LT,  MONROE  CO  SD 

LAPP,  HARRIS  H,  DET,  MONROE  CO  SO 

PETERS,  PAUL  E,  COP 

VANHERT,  CARL  EUGENE,  LT,  MI  SPOL 
MOUNT  CLEMENS 

187   CONVERY,  MICHAEL  JAMES,  LT,  PD 
MT  CLEMENS 
133  tt   BOMBER,  JERRY  FRANK,  LT,  MACOMB  CO  SD 

182  ERNST,  ALEXANDER,  LT,  CLINTON  THP  PD 

184    ESCHENBURG,  CALLAN  ERNEST,  LT,  MACOMB  CO  SD 
179   HACKEL,  MARK  ALLEN,  INSPR,  MACOMB  CO  SD 
168   JOHNSON,  HILLIAM  DAVID,  DEP  CHF,  CLINTON  THP  PD 
172   KALM,  RICHARD  STEVEN,  INSPR,  MACOMB  CO  SD 
199   KRUEGER,  RONALD  DAVID,  LT,  MACOMB  CO  SO 
139    STACER,  GERALD  EDHARD,  INSPR,  MACOMB  CO  SD 
120   TUSCANY,  RONALD  PAUL,  USHF,  MACOMB  CO  SD 
MT  MORRIS 

183  BECKER,  MICHAEL  EDHARD,  LT,  GENESEE  CO  SD 
189   DUNKLEE,  MICHAEL  LEE,  CHF,  MT  MORRIS  THP  PD 

PAGE 


MT.  PLEASANT 
128   HYLAND,  JERRY  RAY,  LT,  MI  SPOL 

MARTIN,  THOMAS  H,  DIRECTOR  OF  PUBLIC  SAFETY 
SHELL,  JEFFRY  ALLEN,  SGT,  PD 
STAUFFER,  ROYAL  L,  PATROLMAN,  PD 
TROMBLEY,  MARTIN  EARL,  DIR,  DPS 
YEAGLEY,  HILLIAM  EARNEST,  J,  SGT,  PD 
MUSKEGON 

93   GARDNER,  BEN  H. ,  CAPTAIN,  PD 
ORTQUIST,  ALAN  J.,  LIEUTENANT, 
RAKOHSKI,  DONALD  P.,  SERGEANT, 
STOUT,  DANIEL  ALAN,  CPT,  PD 
#  VEITENHEIMER,  DON,  DIR,  MUSKEGON  CO  JUVENILE  COUR 
tt   HENK,  JOHN  C,  COP 
MUSKEGON  HEIGHTS 
141   MCMURRAY,  SAMUEL,  LT,  PD 
106  tt   THOMPSON,  JOHN  R,  CPT,  PD 
NEGAUNEE 
197   MCCORMACK,  MYLES  BRIAN,  INSPR, 
136  tt   SHEENEY,  EUGENE  DAVID,  CPT,  MI 
177   VAN  OOSTERHOUT,  JOSEPH  HALTER, 
NEHAYGO 

97   HORVATH,  GEOFFREY  A.,  SR,  F/LT,  MI  SPOL 
NEWBERRY 
149    ERICKSON,  KEVIN  RODMAN,  SHF  OF  LUCE  CO 
KENT,  THOMAS  LEE,  LT,  MI  SPOL 
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DRAGOMER,  RICHARD  E,  CPT,  MI  SPOL 
KING,  BILLY  LEE,  ILT,  MI  SPOL 
ROGERS,  CHARLES  F,  SR,  COP 
VANTUYL,  RICHARD  F 
NORTHVILLE 
107  tt   BELLAIRE,  ROBERT  J 
CANNON,  RODNEY  A 


COURT  OFCR,  BERRIEN  CO  SD 


CPT,  MI  SPOL 
93   CANNON,  RODNEY  A.,  COP 
146   GARVALE,  THOMAS  ANTHONY,  LT,  MI  SPOL 
140   HARDESTY,  KENNETH  DALE,  CHF,  NORTHVILLE  THP  PD 
122   JOHNSON,  GERALD  LESLIE,  LT  VI,  MI  SPOL 
122   KOENIG,  JOSEPH  ALBERT,  INSPR,  MI  SPOL 
150   KUBITSKEY,  NORMAN  PAUL,  SGT,  PD 
170   MCALLEN,  DOROTHY  KAY,  LT,  MI  SPOL 
189   PETRES,  JAMES  LESLIE,  CPT,  PD 
188   SHERMAN,  JOHN  MICHAEL,  LT,  NORTHVILLE  THP  DPS 
179   SLATER,  SHELBY  L,  ILT,  MI  SPOL 
167   SNIDER,  MARVIN  ASA,  CHF,  NORTHVILLE  THP  PD 
114   SHOPE,  MICHAEL  R,  ILT,  MI  SPOL 
NORTON  SHORES 
165   DOCTOR,  ROGER  DALE,  COP 

#  NALLEY,  LAMAR  0.,  LT,  PD 

tt   REED,  HILLIAM  CARLTON,  LT,  PD 


116 
152 
NOVI 
133 
185 
167 
177 


FAULKNER,  RICHARD  ANTHONY,  CPT,  PD 
MCNAMARA,  TIMOTHY  ALOYSIUS,  LT,  PD 
RASMUSSEN,  ROBERT  ALFRED,  DEP  CHF,  PD 
SHAEFFER,  DOUGLAS  FLOYD,  COP, 
OAK  PARK 
176   BAUER,  ROBERT  ALLAN,  LT,  DPS 
103  #  HEATLEY,  LEO  J.,  CPT,  MI  SPOL 
138   HURT,  EMORY  CLINTON,  JR,  LT,  DPS 
168    RANCE,  RANDALL  GENE,  LT,  DPS 
OFFUTT  AFB 
123   CUNNINGHAM,  RONNIE  HAYNE,  FIRST  LT,  USAF 


OKEMOS 
180 
174 
199 


DUTCHER,  ROBERT  GEORGE,  CPT,  MERIDIAN  THP  PD 
GIBBONS,  GARY  FRANK,  CHF,  MERIDIAN  THP  PD 
HALL,  DAVID  DEWAINE,  CPT,  MERIDIAN  THP  PD 
112  tt   NELSON,  ROBERT  L,  DET  SGT,  MERIDIAN  TWP  PD 
126  tt   SHELTON,  HILLIAM  CLARK,  LT,  MERIDIAN  TWP  PD 
OSCODA 

167   MACGREGOR,  ALLAN  LEE,  DET  SGT,  OSCODA  THP  PD 
PAW  PAW 

117  tt   NOLAN,  WILLIAM  GLEN,  POST  CMDR,  MI  SPOL 
158   POLLOCK,  BRUCE  STEVEN,  LT,  MI  SPOL 

PETOSKEY 

95  tt   KRAUS,  ERNEST  H,  COP 
193   VARGO,  G  MICHAEL,  CPT,  DPS 
PLAINHELL 

114  tt   DUNCAN,  NATHAN  A,  DEP  CHF,  PD 
PLYMOUTH 
195   CARROLL,  HAYNE  DOUGLAS,  LT,  PD 

4  *  SMITH,  VAUGHAN  R. ,  CHIEF  OF  POLICE,  PD 

118  WHITE,  RALPH  EUGENE,  CMDR,  PD 

181   AHEARN,  JAMES  BRIAN,  CHF  INVSTGR,  OAKLAND  CO  PROS  A 

BATES,  ROBERT  JR,  COP 

CARLIN,  GERARD  LEO,  LT,  OAKLAND  CO  SD 

CURTIS,  JAMES  H,  CPT,  OAKLAND  CO  SD 

EADER,  DOUGLAS  DALE,  LT,  OAKLAND  CO  SD 

FORTIN,  DOUGLAS  TERRY,  CPT,  PD 

GOEBEL,  ROBERT  E.,  DET  SGT,  PD 

HANGER,  HILLIAM  K,  COP 

HOGAN,  MATTHEW  EDWARD,  LT,  MI  SPOL 

HUMMEL,  DOUGLAS  HARREN,  SGT,  OAKLAND  CO  SD 
146  tt   JOHNSON,  RICHARD  LOUIS,  LT,  OAKLAND  CO  SO 
164   JONES,  W  BARNETT,  LT,  OAKLAND  CO  SD 

KLINE,  DENNIS  KEITH,  CPT,  PD 

MCFALDA,  PATRICK  ALAN,  CPT,  PD 

MCLELLAN,  DONALD  RAY,  LT,  OAKLAND  CO  SD 

MCNEARY,  LARRY,  SGT,  PD 

MILES,  MICHAEL  EARL,  CPT,  PD 

OZDYCH,  VALENTINE  JOSEPH,  LT,  MI  SPOL 


158 
161 
112 
187 
134 
29 
79 
141 
173 


128 
184 
151 
144 
153 
130 
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179   OUISENBERRY,  THOMAS  EOHARO,  MAJ,  OAKLAND  CO  SD 
145   REEVES,  GERALD  NORMAN,  CPT,  OAKLAND  CO  SD 
169   SMITH,  ROBERT  HILLIAM,  LT,  OAKLAND  CO  SO 
157   TAYLOR,  JOHN  FREDERICK,  LT,  OAKLAND  CO  SD 

143  HATSON,  GLENN  RAY,  LT,  OAKLAND  CO  SO 
PORT  HURON 

129  tt   AMON,  DAVID  HAROLD,  LT,  PD 

191  BROCKDORFF,  BARRY  LAHRENCE,  CPT,  ST  CLAIR  CO  SD 
169   CARMODY,  JAMES  EDHARD,  CPT,  PD 

87   CORBETT,  HILLIAM  J,  COP 
104  tt   DUSELLIER,  HERMAN  L,  COP 
22  *  LUCAS,  FERRIS  E.,  SHF  OF  ST.  CLAIR  CO 

178  MOELLER,  BRIAN  JAMES,  CPT,  PD 

110   RUSSEL,  RICHARD  J.,  DET,  ST.  CLAIR  COUNTY  SHERIFFS 
64  tt   SLOAT,  DONALD  E.,  CAPTAIN,  PD 

147   THOMPSON,  NORMAN  PHILLIP,  LT,  PD 

142   TORREY,  THOMAS  EARL,  LT,  ST  CLAIR  CO  SD 
PORTAGE 

155   JUNGEL,  MICHAEL  JAMES,  DEP  CHF,  PD 

172   LIROT,  KIT  IRVING,  DEP  CHF,  PD 
REDFORD 

192  ANDERSON,  KENNETH  PAUL,  LT,  REDFORD  THP  PD 
124  It   BARCLAY,  JAMES  ROBERT,  COP 

166   BUCK,  JOHN  THOMAS,  DEP  CHF,  REDFORD  THP  PD 
123  tt   FLEMING,  JAMES  JOSEPH,  LT,  REDFORD  THP  PD 
29  tt   NIELSEN,  CHRIS,  COP 
165   PARKER,  DAVID  ALLAN,  DIR,  REDFORD  THP  PD 
106  tt   ROBERTS,  LIONEL  F,  DEP  CHF,  PD 

110  tt   SHAH,  CHARLES  D,  DET  LT,  PD 

154  tt   STREET,  THOMAS  EDHARD,  LT,  REDFORD  THP  PD 
RICHMOND 

189   HATKINS,  DENNIS  MICHAEL,  COP, 
RIVER  ROUGE 

144  MAY,  KENNETH  BYRON,  DET  INSPR,  PD 
RIVERVIEH 

162   BARTUS,  JAMES  ANDREH,  COP 
ROCHESTER  HILLS 

131  DALTON,  JOHN  LOUIS,  CHIEF,  PD 
ROCKFORD 

142  MADDEN,  STEPHEN  DOUGLAS,  CPT,  PD 
ROMULUS 

155  EARLY,  DAVID  ANDREH,  LT,  PD 

179  FENTON,  RICHARD  ALAN,  CHF,  DETROIT  METRO  AIRPORT  PD 

178  PAINTER,  ERIC  DOUGLAS,  LT,  PD 
ROSEVILLE 

150   LUCAS,  HILLIAM,  JR,  COP 
ROYAL  OAK 

80  #  BESANSON,  CLAYTON  J,  COP 
196   BRIGGS,  BILL,  ASST  CHF,  PD 

132  KEMP,  RICHARD  GEORGE,  COP 

94  tt   MAIN,  ROBERT  P,  INSPECTOR,  PD 

127  SMITH,  RONALD  ARTHUR,  LT,  PD 
SAGINAH 

102  tt   ADAMS,  ALVIN  S.,  SGT,  PD 

168   BURNS,  ARNOLD  JAMES,  ASST  CHF,  SAGINAH  CITY  PD 
72  tt   COATS,  FREEMAN  H. ,  COP 
176   COURTNEY,  CHERYL  ELAINE,  SGT,  SAGINAH  THP  PD 
168   DEHITT,  DIANE  KAY,  INSPR,  MI  SPOL 

111  DINNINGER,  DONALD  H. ,  SGT,  PD 
98   EISCH,  EDHARD  J,  LT,  PD 

179  tt   GOLDEN,  JAMES  BAYLOR,  COP 

181   JEROME,  RANDY  LEE,  SGT,  SAGINAH  CO  SD 

68  tt   MCGILLEN,  FRANK  B.  ,  CAPTAIN,  PD 
119   MCINTYRE,  THOMAS  EDHARD,  SHF  OF  SAGINAH  CO 

54  tt   MUELLER,  HILLIAM  C,  LIEUTENANT,  PD 
137   NEHVINE,  JAMES  FRANKLIN,  LT,  PD 
196   ONEAL,  ARTHUR  HILLIAM,  JR,  DEP  CHF,  PD 
199   PUSSEHL,  DONALD  F,  JR,  DEP  CHF,  PD 

178  RAE,  ROBERT  EARL,  CAPT,  SAGINAH  CO  SD 

152   RENICO,  STEPHEN  CHARLES,  USHF,  SAGINAH  CO  SD 

105  tt   RUONAVAARA,  KENNETH  C,  LT,  MI  SPOL 

186   THOMPSON,  HILLIAM  ARTHUR,  JR,  SGT,  SAGINAH  CO  SD 

112  HEILER,  EUGENE  R,  INSPR,  MI  SPOL 
SALINE 

161  BUNTEN,  PAUL  LOWELL,  COP 

128  DOUGLAS,  JAMES,  COP 

101  *  LEVLEIT,  JAMES  L,  CITY  ADMIN 
SANDUSKY 
154   BUSH,  CHARLES  EDHARD,  ILT,  MI  SPOL 
198   FERRIBY,  GREGORY,  USHF,  SANILAC  CO  SD 

162  GRAY,  HILLIAM  HERMAN,  ADMIN,  SANILAC  CO  DRUG  TASK  FO 
SAULT  SAINTE  MARIE 

131   BUSH,  PETER  HILLIAM,  DET,  PD 
159   HOLMES,  DENNIS  KEITH,  ILT,  MI  SPOL 
60  tt   SHUNK,  HILLIAM  D. ,  CAPTAIN,  PD 
13  tt   WELSH,  J.  HILLARD,  COP 
SIGINAH 

143  tt   PEARSON,  ROBERT  HAYNE,  CPT  ,MI  SPOL 
SOUTH  LYON 

159  tt   COLLINS,  LLOYD  TINSLEY,  DEP  CHF,  PD 
SOUTHFIELD 

113  FASBINDER,  RONALD  A,  COP 

149   HOOD,  JOHN  MARQUIS,  JR,  CPT,  PD 

142   MARTIN,  MICHAEL  LEE,  CPT/DEP  CHF,  PD 

179  OUISENBERRY,  THEODORE  HUGH,  LT,  PD 
193   ROHLEY,  SHAHN  EDHARD,  LT,  PD 

68  tt   SACKETT,  MILTON  G.,  COP 
115  tt   SIMMONS,  RICHARD  J,  CPT,  PD 
154   ULMAN,  HILLIAM  DUANE,  DEP  CHF,  PD 
172   HALCH,  MICHAEL  ALLAN,  DEP  CHF,  PD 


SOUTHGATE 
110   ATNIP,  HILLIAM  B,  DEP  CHF,  PD, 
171   HOLMES,  IAN  STUART,  SR,  COP 
175   OLSZEHSKI,  PAUL  ALBERT,  DET  LT,  PD 
62  tt   SHAFFER,  HILLIAM  BERT,  CHIEF  OF  POLICE 
125   TERBRACK,  JOHN  ANTHONY,  COP 

SPRING  LAKE 

99   LANGELAND,  LEON  J.,  COP 

ST  JOHNS 
143  tt   HANECKOW,  TERRY  ROBIN,  SHF  OF  CLINTON  CO 
101  tt   HUFNAGEL,  ANTHONY  A,  SHF  OF  CLINTON  CO 

ST.  CLAIR  SHORES 
163   GERMAIN,  LAHRENCE  JOHN,  COP 
173   GOOSSENS,  CHARLES  PAUL,  LT,  PD 
193   OLEKSYK,  BARRY,  LT,  PD 
71  tt   STARR,  LEON,  CAPTAIN,  PD 

ST.  JOSEPH 


COOPER, 
JEHELL, 
JEHELL, 
KELLEY, 


BALE,  JAMES  HILLIAM,  SGT,  BERRIEN  CO  SD 

BRINEY,  JOHN  HILLIAM,  DET  SGT,  BERRIEN  CO  SD 
LOHELL  T,  COP 

DONALD  E.,  CHF  DEP,  BERRIEN  CO  SO 
FORREST  L.,  SHF  OF  BERRIEN  CO 
OTTIS  V.,  IDENT  OFCR,  BERRIEN  CO  SO 

NOLAN,  JOHN  HUGH,  LT,  PD 

RUHL,  GARY  LEE,  USHF,  BERRIEN  CO  SD 

SOUCEK,  DENNIS  DEAN,  DET,  PD 


PD 


129 

192 
93 
92 

100 
7 

171 

182 

144 
STANTON 

104  tt   BOGART,  LARRY  L,  CPT,  MONTCALM  CO  SD 
STERLING  HEIGHTS 

188   BYRD,  ALAN  ARTHUR,  LT,  PD 

171   CLELAND,  FREDERICK  JAMES,  CPT, 

156   DEROCHA,  THOMAS  R,  CPT,  PD 

131  tt   NALEPA,  ALLAN  ARTHUR,  COP 

163   NOWAK,  NORMAN  FRANCIS,  CPT,  PD 

183   OHENS,  JAMES  ALAN,  CPT,  PD 

137  #  SAVELA,  ALAN  HALTER,  CPT,  PD 
STURGIS 

135   ALLI,  EUGENE,  COP 
SHARTZ  CREEK 

69  tt   LYONS,  GERALD  R.,  COP 
TAYLOR 

151 

157 

143 

166 

196 

120 

174 

109 

135 


CMDR,  PD 
CMDR,  PD 
COP 


MORTENSEN,  ROBERT  H. ,  CAPTAIN,  PD 


BELANGER,  JON  CHARLES, 
BONDY,  GLENN  KENNETH, 
BONNER,  THOMAS  WAYNE, 
CYBERT,  STANLEY  JOSEPH,  CMDR,  PD 
DESROSIERS,  JACQUES  PAUL,  CMDR,  PD 
FORGAYS,  JOSEPH  CALVIN,  DEP  CHF,  PD 
HAYNES,  GERALD  HALTER,  LT,  PD 
LAURIE,  HALTER  D,  COP 
TERRY,  DONALD  ALBERT,  CPT,  PD 
TECHUMSEH 

77  tt   HALTON,  RAY  H,  COP 
TRAVERSE  CITY 
139   BARR,  HAROLD  KING,  SHF  OF  TRAVERSE  CO 
151   HINDS,  RALPH  PATRICK,  CPT,  PD 
183   MONROE,  ROBERT  GLEN,  SGT,  GRAND  TRAVERSE  CO  SD 
150   ROD,  TIM  C,  INSPR,  MI  SPOL 
99   SMITH,  JOSEPH  D,  LT,  USHF,  GRAND  TRAVERSE  CO  SO 

164  SOFFREDINE,  RALPH  LEONARD,  COP 
190   STEWART,  MARK  EDHARD,  LT,  MI  SPOL 
181   WARREN,  MICHAEL  KEITH,  CPT,  PD 

55  tt   WEILER,  RICHARD  P,  SHERIFF,  GRAND  TRAVERSE  COUNTY 
TRENTON 
159  tt   BROWN,  GERALD  RAYMOND,  SGT,  PD 

179  GRANT,  DANIEL  JOHN,  CHF,  BROHNSTOHN  TWP  POL 
177   MESCHKE,  MARK  GLENN,  COP 

195   PLAGENS,  GREGORY  ROBERT,  DEP  CHF,  PD 

141   RAYMOND,  RALPH  EDWIN,  LT,  PD, 
TROY 
97 
UTICA 

123  tt   PATRICK,  MAX,  COP 
WALKER 

108  tt   VANDER  MEULEN,  JAMES  F.,  LIEUTENANT,  PD 
WARREN 

103  tt   BAHORSKI,  JOHN  E,  SR  INSPR,  PD 

161   BARNETT,  ROGER  STEVENSON,  LT,  PD 
91  tt   BULGER,  EDHARD  J,  INSPR,  PD 

180  CLARK,  DANNY  MARK,  LT,  PD 
107  tt   DELUCA,  ANTHONY  F,  LT,  PD 
113   DOLSEN,  GERALD  A,  LT,  PD 
192    FULTON-SMITH,  DONNA  MARIE,  LT,  PD 

70  tt   GALEENER,  HOHARD  RODNEY,  INSPECTOR,  PD 

98  tt   GARCIA,  EDHARD  R,  DET  SGT,  PD 
117  tt   GRAHAM,  ROBERT  WILLIAM,  ASST  CHF,  PD 

65   GROESBECK,  CHARLES  L.,  COMR  OF  POL 
106    INGLES,  ALBERT  M,  DEP  CHF,  PD 
126  tt   KAUFFMAN,  HERBERT  JERRY,  SR,  INSPR,  PD 
185   MATERNA,  STEPHEN  JOEL,  LT,  PD 

165  tt   MUSCHONG,  CARL  JAMES,  DEP  CHF,  PD 

155  tt   RICHARDSON,  WILLIAM  DONALD,  DEP  CHF,  PD 
100  tt    SIKORSKI,  LEONARD  A.,  INSPR,  PD 

99  tt   SUHY,  THOMAS  A,  INSPR,  PD 

194  VOHS,  JAMES  PETER,  LT,  PD 
175   VOSTORIS,  JOHN  P,  LT,  PD 

95  tt   WILKIE,  HARRY  G,  DET  SGT,  PD 
HATERFORD 
167   DEAN,  JOHN  BERNARD,  JR,  LT,  HATERFORD  TWP  PD 

195  LACROIX,  DALE  DAVID,  LT,  WATERFORD  THP  PD 

156  VALLAD,  PAUL  DOUGLAS,  COP 


PAGE 
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H  A  Y  N  F 

127  I  GRABOHSKI,  LEONARD,  JR,  LT,  DPS 
90  tt   LECORNU,  L  RAY,  DIR,  DPS 
93  tt   MELDRUH,  HAROLD  N,  LT,  PD 
120  tt   STAFFORD,  FREDERICK  LEE,  DIR,  DPS 
181    SUMERACKI,  MICHAEL,  SGT,  PD 
170   THOMAS,  KEITH  ALLAN,  LT,  PD 
107  f  HRIGHT,  JOHN  T,  SGT,  PD 
HEST  BLOOMFIELD 

192    FUHS,  CARL  JOSEPH,  JR,  LT,  PD 
HEST  BRANCH 
150   ANTCLIFF,  MONTY  KELLY,  SHF  OF  OGEMAH  CO 
178   CHAPMAN,  MARK  DAVID,  1ST  LT,  MI  SPOL 
HESTLAND 
145  tt   CANTRELL,  HUBERT,  JR,  LT,  PD 

NOHACZCK,  RUSSELL  ALAN,  SGT,  PD 
STOBBE,  MARCELLE  HENRY,  LT,  PD 


153 

180 
HILSON 

193 
HIXOM 

185 

136 

169 


MADALINSKI,  BRADLEY  JOSEPH,  DIR,  HANNAHVILLE  TRIBAL  DPS 


GOODLEIN,  CLARENCE  E,  COP,  PD 
HOLLAND,  LAHRENCE  HOHARD,  COP 
KIRBY,  BRUCE  ALLEN,  SGT,  PD 
HOODHAVEN 
136    BERRY,  ERNEST,  DEP  CHF,  PD 
157   HESBURN,  DAVID  CHARLES,  CMDR,  PD 
178    ROOK,  ROY  EDHARD,  COP 
HYANDOTTE 
119  9    EASTMAN,  DEAN  LEHIS,  INSPR,  PD 
56  tt    EASTMAN,  LAHRENCE  A.,  COP 
186   GREENE,  LANCE  RAY,  DET  SGT,  PD 
66  tt   JEZEHSKI,  MARION  T.,  CHIEF  OF  POLICE 
71    LILIENTHAL,  HILLIAM  J,  COP 
168    LILIENTHAL,  HILLIAM  JOHN,  JR,  COP 
140   MILOT,  BERNARD  NORRIS,  LT,  PD 
126    SCHRADER,  ROBERT  HILLIAM,  DEP  CHF,  PD 
HYOHING 
118    BEUKEMA,  DARRELL  CLIFFORD,  LT,  PD 
105   BOYD,  DONALD  H. ,  LT,  PD 
131   CHENIER,  PHILIP  OLIVER,  LT,  PD 
185   GRUNEHALD,  STEVEN  FREDERICK,  SGT,  PD 
143   MEINES,  JAMES  HENRY,  CPT,  PD 
YPSILANTI 

98   HAYES,  JOHN  E.,  CHF,  EASTERN  MI  UNIV  PD 
157   KREGELKA,  GARRY  JAMES,  1LT,  MI  SPOL 
100   PIFER,  ROBERT  L.,  LT,  MI  SPOL 
ZEELAND 
165   CASHMORE,  HILLIAM  DALE,  LT,  PD 
180   METZGER,  ROBERT  HILLIAM,  JR,  COP 
93  tt   VELDHEER,  LAHRENCE,  COP 


MINNESOTA 


AITKIN 
156  * 
104  tt 


PASSER,  RICKY  JOHN,  SHF  OF  AITKIN  CO 
SOBEY,  HILLIAM  J.,  SHF  OF  AITKIN  CO 
ALBERT  LEA 
150   MENNING,  THOMAS  DALE,  ASST  CHF,  PD 
130   TRONTVET,  PAUL  STANLEY,  DET,  PD 
ALEXANDRIA 


139 
182  * 
138  tt 
ANOKA 
178 
140  tt 
145 
107  tt 
134  tt 
90  tt 

100  * 
190 
161 

101  * 
155 
109  tt 
114  It 


NETTESTAD,  CHARLES  RICHARD,  COP 

NIELSON,  BRIAN  DONNELLY,  DET  SGT,  DOUGLAS  CO  SD 

HERNER,  GERALD  LEROY,  CHF  INVSTGR,  DOUGLAS  CO  SD 


ANDERSOHN,  BRUCE  BYRON,  CPT,  ANOKA  CO  SD 
BREHM,  DAVID  ALBERT,  CPT,  ANOKA  CO  SO 
CHRIST,  LEONARD  GUSTAVE,  JR,  CPT,  ANOKA  CO  SO 
HOOGESTRAAT,  HILLIAM  H. ,  USHF,  ANOKA  CO  SO 
KREYER,  GARY  RICHARD,  LT,  ANOKA  CO  SO 
LATUFF,  EDHARD  F,  SUPT,  ANOKA  CO  PARK  RANGES 
OLSON,  GLEN  A,  USHF,  ANOKA  CO  SO 
PAYNE,  ALONA  LUCILLE,  CPT,  ANOKA  CO  SO 
POIRIER,  RICHARD  PAUL,  LT,  ANOKA  CO  SD 
REVERING,  ANDREH  C,  COP 
HILBERG,  EDHARD  RALPH,  CPT,  PD 
HILKINSON,  KENNETH  G,  SHF  OF  ANOKA  CO 
HOJACK,  BRUCE  E.,  TRAINING  OFFICER,  ANOKA  CO.  SO 
APPLE  VALLEY 
174   COOK,  TERRENCE  LEE,  CPT,  PD 

ERICKSON,  BRUCE  ALLEN,  CPT,  PD 


GOODNATURE,  HAYNE  PAUL,  SHF  OF  MOHER  CO 
HOFFMAN,  DONALD  R,  COP 
NELSON,  ROBERT  L,  COP 
PHILIPP,  PAUL  MARK,  COP 
RUDE,  CURTIS  EDHARD,  SGT,  PD 


165 
AUSTIN 
144 
75 
50 
162 
184 
BEMIDJI 

155    BARKER,  BRADLEY  L,  SA,  BU  OF  CRIM  APPREHENSION 
20  *  HALL,  HALTER  H. ,  CAPTAIN,  PD 
85   KECKLER,  RICHARD  S,  SGT,  PD 

94  tt   KOSKI,  DONALD  E.,  SA,  MN  BU  OF  CRIM  APPREHENSION 
155  *  OTTERSTAD,  RONALD  JOHN,  USHF,  BELTRAMI  CO  SD 
87    TOLMAN,  THOMAS  F,  COUNTY  COMMISSIONER  OF  BELTRAM 
BIG  LAKE 

162    GERLACH,  NORMAN  HAROLD,  JR,  COP 
BLAINE 

166  tt   NICHOLAS,  RONALD  LAHRENCE,  COP 
BLOOMINGTON 
129  It   CARLSON,  JOHN  ROY,  LT,  PD 
178   HELES,  PHILLIP  PERRY,  SGT,  PD 
169   MCCOMB,  DOUGLAS  PAUL,  LT,  PD 


LARRY  PAUL,  CPT,  PD 
DAVID  ALLAN,  DIR  OF  SERV, 
HADE  RONALD,  COP 


117  tt   SCHMIDT,  ROGER  DEAN,  LT,  PD 
123  tt   SCHMITZ,  RONALD  FRANCIS,  LT,  PD 

152  tt   STONE,  KEITH  HARREN,  LT,  PD 

139  tt   SHEENEY,  THOMAS  JOHN,  LT,  PD 

198   THERKELSEN,  KENT  STEVEN,  DEP  CHF,  PD 
134   HILLOH,  ROGER  BRADFORD,  COP 

115  tt   ZUEHLSDORFF,  KENNETH  L.,  CPT,  PD 
BLUE  EARTH 

141  BOLSTER,  RICHARD  DENNIS,  INVSTGR,  FARIBAULT  CO  SO 
BRAINERD 

140  BALL,  FRANK  RUSSELL,  COP 

153  DAHL,  LYMAN  DUANE,  CPT,  PD 

171  GOTTSCH,  DANIEL  DUANE,  CPT,  CROH  HING  CO  SD 

116  ROSS,  RICHARD  0.,  SHF  OF  CROH  HING  CO 
BRECKENRIDGE 

137   HORNER,  JAMES  CARLTON,  COP 
BROOKLYN  CENTER 
137  *  HAMPTON,  TREVOR  ALLAN,  COP 
76  tt   OHEHIR,  THOMAS  G.  ,  COP 
190   ROBINSON,  STUART  DEPYSTER,  SGT,  PD 

132  tt   HERNER,  DAVID  MICHAEL,  SGT,  PD 
BROOKLYN  PARK 

193    ECKMAN 

142  HUGHES)  DAVID  ALLAN.  DIR  OF  SERV,  PD 
185   SETTER, 

BUFFALO 

90  tt   POHERS,  JAMES  F.,  CHF  DEP,  HRIGHT  CO  SD 
BURNSVILLE 

140  tt   DUMOULIN,  MICHAEL  LAHRENCE,  COP 

158   FARRINGTON,  DAVID  GUY,  COP 

188  RAU,  FREDDIE  OTTO,  CPT,  PD 
CALEDONIA 

122  tt   SHEDBERG,  DENNIS  LEE,  SHF  OF  HOUSTON  CO 
CARLTON 

58  *  JUNTUNEN,  OSCAR  F.,  SHF  OF  CARLTON  CO 
CENTER  CITY 

151   SAMPSON,  DOUGLAS  JAMES,  LT,  CHISAGO  CO  SD 
CHASKA 

176  KNIGHT,  SCOTT  MORRIS,  COP,  PD 
157   SCHOL,  GREGORY  EDHARD,  COP 

CHISHOLM 

105  *  SHANKS,  DARRELL  E,  CHF,  DPS 
CI RCLE  PINES 

168   MAKELA,  ROBERT  ALLEN,  SGT,  PD 
CLOQUET 

197  LAMIRANDE,  HADE  JOSEPH,  DET,  PD 

112  tt   ROGINSKI,  BENNETT  L.,  DIRECTOR  OF  PUBLIC  SAFETY 
COON  RAPIDS 

154  HAASE,  LONNIE  GEORGE,  CPT,  PD 
108  tt   MORRIS,  HILLIAM  J,  CPT,  PD 

189  SNELL,  TIMOTHY  JOSEPH,  SGT,  PD 

177  HELLS,  STEVEN  ALAN,  COP 
COTTAGE  GROVE 

108   CUSICK,  DENNIS  S,  COP 

175   KINSEY,  JAMES  EARLY,  CPT,  PD 

156   ZURBEY,  MICHAEL  DAVID,  CPT,  PD 
DEEPHAVEN 

196   JOHNSON,  HARLAN  EMMET,  COP 
DULUTH 

63  tt   BARBER,  RUSSELL  H. ,  INSPR  OF  DET,  PD 

198  BRASEL,  ROBERT  MELVIN,  LT,  PD 

172  GRAMS,  JEFFREY  ALAN,  LT,  PD 

129  tt   GUNDERSON,  ERIC  PAUL,  DIS  CMDR,  MN  SPTL 
165   HALL,  JOHN  EDHARD,  LT,  PD 

12  *  PERRAULT,  THEODORE  0.,  CHF  CRIM  INVSTGN,  ST. 
128  tt   SISTO,  EUGENE  PATRICK,  DEP  CHF,  PD 

133  tt   SOHL,  FRED  FORREST,  INSPR,  PD 
69  tt   TASKY,  MILO  STEPHEN,  COP 

173  HAHLBERG,  RICHARD  LEE,  USHF,  ST  LOUIS  CO  SD 
HALLER,  GARY  LEE,  SHF  OF  ST  LOUIS  CO 
HISKI,  HALTER  L.,  CHIEF  OF  POLICE,  PD 


LOUIS  CO 


141 
55 
EAGAN 
148 
193 
169 


GEAGAN,  PATRICK  JAMES,  COP 
MCDONALD,  JAMES  SCOTT,  DET  SGT,  PD 
SHANSON,  RICHARD  ALLEN,  CPT,  PD 
EAST  GRAND  FORKS 

105  *  SUNDIN,  KERMIT  H,  COP 
EDEN  PRAIRIE 
195   BOSACKER,  MICHAEL  THEODORE,  LT,  PD 
CARLSON,  DANIEL  JOHN,  LT,  PD 


170 

EDINA 

171 

54 
152 
178 
106 

64 


BERNHJELM,  HILLIAM  CHARLES,  COP 
*  GILLETTE,  EVERETT  E.,  OFFICER,  PD 
tt   KLEVEN,  LEONARD  REINDERD,  CPT,  PD 

SIITARI,  MICHAEL  JAMES,  DEP  CHF,  PD 
tt   SHANSON,  CRAIG  G.,  COP 
tt   HROBLESKI,  HENRY  MYRUM,  CAPTAIN,  PD 
ELK  RIVER 
199   GUDMUNDSON,  SCOTT  DOUGLAS,  SGT,  SHERBURNE  CO  SD 
124  *  HOFSTAD,  DAVID  REUBEN,  CHF  DEP,  SHERBURNE  CO  SD 
119   HITSCHEN,  RICHARD  CLARENCE,  SHF  OF  SHERBURNE  CO 
EXCELSIOR 
172   LITSEY,  BRYAN  TIMOTHY,  SGT,  SOUTH  LAKE  MINNETONKA  DPS 
117   YOUNG,  RICHARD  ALAN,  CHF,  SO  LAKE  MINNETONKA  PUBLIC 
FAIRMONT 

36  tt   CAVERS,  GEORGE  R.,  COP 
FARIBAULT 
109  tt   COLE,  LEROY  G,  CPT,  PD 
48  tt   OBRIEN,  EDHARD  D.  ,  COP 
50  tt   PYKLES,  ARTHUR  L.,  ASST  CHF,  PD 
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120  tt   REUVERS,  GERALD  HILLIAM,  COP 
FARMINGTON 

119  It   METCALF,  ROBERT  EMMETT,  COP 
FERGUS  FALLS 
118   HALVORSON,  JOHN  BYRON,  LT,  OTTER  TAIL  CO  SO 

91  tt   MELBY,  GLEN  M.,  SHF  OF  OTTERTAIL  CO 

82   NELSON,  GARY  A,  SHF  OF  OTTERTAIL  CO 
103   POLENSKY,  RAYMOND,  PTL  LT,  OTTER  TAIL  CO  SD 

169  TAMKE,  RICHARD  LEROY,  INVSTGR,  OTTER  TAIL  CO  SD 

187  HAGNER,  JOHN  RICHARD,  COP 
FOLEY 

183   BENNETT,  BRADLEY  JOHN,  SGT,  BENTON  CO  SD 

138  BOELZ,  ARTHUR  HILLARD,  CHF  DEP,  BENTON  CO  SD 
150   WIPPLER,  FRANK  FREDERICK,  SHF  OF  BENTON  CO 

FOREST  LAKE 

153  SCHHARTZ,  DAVID  MICHAEL,  COP 
FRIDLEY 

164   FRIIS,  ROBERT  GLENN,  SGT,  PD 
66  It   MCCARTHY,  EVERETT  W. ,  COP 

141   SALLMAN,  DAVID  HARRIS,  DIR,  PD 

197   TELLERS,  LYNNE  MARGARET,  SGT,  PD 
GOLDEN  VALLEY 

111  #  CRAHFORD,  JAMES  H,  DIR,  DPS 

175   ESENSTEN,  RICHARD  ALLAN,  LT,  HENNEPIN  CO  SD 

149   JOHNSON,  ROGER  HERMAN,  CPT,  DPS 

131   MOONEY,  DEAN  LOHELL,  DIR,  DPS 

179   SMITH,  DENNIS  HOHARD,  SGT,  PD 
GRAND  RAPIDS 

177   MEDURE,  PATRICK  JOSEPH,  SHF  OF  ITASCA  CO  SD 
31  It   OCLOCK,  GEORGE  D. ,  (SA,  FBI-RETIRED),  PATROLMAN, 
HASTINGS 

122  tt   ALTENDORFER,  ALFRED  ALLAN,  SGT,  PD 
76  It   PLATH,  DARYL  A.,  COP 

191  SCHHARTZ,  JEFFREY  THOMAS,  LT,  DAKOTA  CO  SD 
144   WASYLIK,  NICHOLAS  J,  COP 

HIBBING 

8  tt   ODEGARD,  FRED,  CAPTAIN,  PD 
HOPKINS 

94   JOHNSON,  EARL  L,  COP 
164   LIDDY,  JAMES  PATRICK,  CPT,  PD 

116  NEFF,  HARREN  R.,  SGT,  PD 

58  *  PROETZ,  HILLIAM  F.,  SUPT  OF  POLICE,  PD 
107   TAYLOR,  ROBERT  G. ,  PATROLMAN,  PD 

HUTCHINSON 
164   MADSON,  STEVEN  CRAIG,  COP 

188  MOGARD,  STEVEN  MICHAEL,  INVSTGR,  PD 
134  *  OBORSKY,  DEAN  MATTHEH,  COP 

121  HAAGE,  RICHARD  DUANE,  INVSTGR,  PD 
INVER  GROVE  HEIGHTS 

133  FRANSON,  HOHARD  DONALD,  SGT,  PD 
183   NELSON,  THOMAS  ADAM,  LT,  PD 

117  STAHL,  FREDERICK  E,  COP 
LAKEVILLE 

192  BELLOHS,  DAVID  DOLAN,  LT,  PD 

163   SCHHARTZ,  RICHARD  KELDUN,  CPT,  PD 
LE  CENTER 

189  DOHERTY,  THOMAS  PAUL,  INVSTGR,  LE  SUEUR  CO  SD 
LINO  LAKES 

194   MORTENSON,  STEVEN  JOHN,  SGT,  PD 
159   PECCHIA,  DAVID  JAMES,  COP 
LITCHFIELD 

154  RICHARDS,  ROBERT  ALAN,  INVSTGR,  MEEKER  CO  SO 
LITTLE  FALLS 

192  MOTES,  BRUCE  JAMES,  LT,  MORRISON  CO  SD 
93  It   OLSON,  CLAYTON  H,  COP  ' 

179   PENDER,  MICHAEL  JOHN,  COP, 

139  TSCHIDA,  PAUL  MICHAEL,  SHF  OF  MORRISON  CO 
MANKATO 

188   ASLESON,  MICHAEL  LEE,  CPT,  MN  SPTL 

102  *  BLANSHAN,  HARVEY  D. ,  CPT,  PD 

124  ft   HODAPP,  PHILIP  HENRY,  LT,  MN  SPTL 

157  KROHLING,  LUCIAN  RAY,  CMDR,  DPS 

146   SORENSON,  DARHIN  ALLEN,  CPT,  BLUE  EARTH  CO  SD 
191   VOKAL,  CHARLES  HILLIAM,  CMDR,  MANKATO  DPS 
MAPLE  GROVE 

193  DOHMAN,  RAMONA  LYNN,  SGT,  PD 
168   RANDALL,  JAY  HALLACE,  CPT,  PD 

MAPLE  PLAIN 

115  tt   LINDGREN,  CARL  W. ,  CHF  RGR,  HENNEPIN  CO  PARK  DIST 
MAPLEHOOD 

173  H   ARNOLD,  DAVID  LEE,  SGT,  PD 
146  tt   COLLINS,  KENNETH  VICTOR,  COP 

194  THOMALLA,  DAVID  JAMES,  CPT,  PD 

158  HINGER,  DONALD  STUART,  COP 
MENDOTA  HEIGHTS 

146  tt   DELMONT,  DENNIS  JOHN,  COP 
173   JOHNSON,  SCOTT  ANTHONY,  COP 

170  It   WICKS,  DORANCE  HILLIAM,  DET  SGT,  PD 
MINNEAPOLIS 

127   ADLER,  RONALD  LARRY,  INVSTGR,  HENNEPIN  CO  ATTY  OFC 

118  tt   ANDERSON,  VERNON  ROGER,  LT,  HENNEPIN  CO  SD 
193   ARNESON,  KRISTINE  MARIE,  LT,  PD 

44  tt   ARNOLD,  EUGENE  C. ,  INSPR,  HENNEPIN  CO  PROS  ATTY  0 

140  BALL,  MICHAEL  JOHN,  DEP  MARSHAL,  USMS 

28  #  BERGLUND,  HARRY,  (SA,  FBI),  MARSHAL,  USMS 
140   BLOEDOH,  LYNUS  LELAND,  CPT,  HENNEPIN  CO  SD 

116  BURKE,  THOMAS  G. ,  CPT,  METRO  TRANSIT  PD 
181   COOK,  THOMAS  CHARLES,  CPT,  HENNEPIN  CO  SD 

59  It   DAHL,  JAMES  R,  CHF  DEP,  HENNEPIN  CO  SO 

134  tt   DECOWSKI,  JAMES,  LT,  HENNEPIN  CO  SD 


181   DELUGO,  ISAAC  SANTIAGO,  II,  SGT,  PD 

177   DOLAN,  TIMOTHY  JOHN,  LT,  PD 

166   FONTANA,  ELDON  MARSHALL,  CPT,  HENNEPIN  CO  SD 

186   FOSSUM,  MICHAEL  ANGELO,  LT,  PD 

166  tt   GERNANDT,  FRANCIS  JOHN,  CPT,  UNIV  OF  MN  PD 
114  tt   GLODEK,  JAMES  L.,  INSPR,  PD 

73  It   HASSELSTROM,  ROBERT  C,  DIR  OF  SEC,  NORTH  MEMORIAL  HOS 
174   HESTNESS,  GREGORY  SCOTT,  DEP  CHF,  PD 
190   HILDRETH,  CHRISTOPHER  DAVID,  LT,  PD 
127   HILE,  DAVID  THOMAS,  INSPR,  HENNEPIN  CO  SD 

97  It   HOUSE,  HILLIAM  A.,  CPT,  UNIV  OF  MN  PD 
104  It   HUSS,  RICHARD  D. ,  LT,  PD 

165   INDREHUS,  DAVID  HARLAN,  INSPR,  PD 

98  tt   JABLONSKI,  BERNARD  A,  CPT,  PD 
193   JOHNSON,  BRIAN  LEE,  SGT,  HENNEPIN  CO  SO 

JOHNSON,  STEVEN  HAROLD,  LT,  UNIV  OF  MN  PD 

JONES,  THOMAS  R. ,  SUPERINTENDENT,  PD 
149  tt   LAUX,  JOHN  THOMAS,  COP 
197   LEAF,  CONSTANCE  CLAIRE,  LT,  PD 

LINDNER,  THOMAS  B.,  DET,  HENNEPIN  CO  SD 

MCLANE,  ROBERT  HENRY,  CPT,  HENNEPIN  CO  SO 

MORAN,  ALLAN  A.,  CHF  DEP,  HENNEPIN  CO  SO 
72  tt   NELSON,  DONALD  ARTHUR,  DEPUTY  INSPECTOR,  PD 
136  tt   NORDINE,  HARVEY  ELLSHORTH,  SGT,  PD 
147   OSHEA,  JAMES  B,  INSPR,  HENNEPIN  CO  SD 
104  tt   POSTLE,  MICHAEL  S,  INSPR,  HENNEPIN  CO  SO 
130   RUNNING,  BRENT  CHARLES,  CPT,  HENNEPIN  CO  SO 

RYAN,  HILLIAM  EDHIN,  SHERIFF,  HENNEPIN  COUNTY 

SCHULTZ,  RICHARD  BRUCE,  DEP  CHF,  PD 

SCOTT,  EDHARD  DENNIS,  LT,  PD 

SHERMAN,  HAYNE  L.,  DETECTIVE,  PD 

SMOLLEY,  MICHELE  MARIE,  INSPR,  HENNEPIN  CO  SO 

STREHLOH,  STEPHEN  LESLIE,  CPT,  PD 

TURNER,  ALFRED  A.,  CRIMINAL  INVESTIGATOR,  HENNEPI 

VERNES,  ANDREH  R. ,  CHF,  UNIV  OF  MN  DEPT  OF  POL 

VODEGEL,  DONALD  HENRY,  CPT,  HENNEPIN  CO  SO 

WALLING,  ELDRED  I.,  SUPERINTENDENT  OF  POLICE,  PD 

HARD,  LAWRENCE  J,  LT,  PD 

WILKENS,  LARRY  LEE,  LT,  PD 

WILL,  LAURENCE  EDWARD,  SGT,  PD 

YERXA,  DENNIS  JOHN,  SGT,  PD 

ZENTZIS,  LANCE  JOHN,  SGT,  PD 
MINNETONKA 
143   BALFANZ,  TERRY  CHARLES,  LT,  PD 
86  It   CARLSON,  JAMES  E.,  SGT,  PD 
100  tt   DROBNY,  HOHARD,  COP 
165   OLSON,  MICHAEL  ROBERT,  CPT,  PD 

167  RIKALA,  JOY  MICHELLE,  COP 
195   SETTER,  LORA  LEE,  SGT,  PD 

95  tt   SETTER,  RICHARD  W,  COP 
MONTEVIDEO 

102  #  FOLKESTAD,  EARL  G,  CAPTAIN,  PD 
MOORHEAD 
174   ARNOLD,  WAYNE  LESLIE,  SGT,  PD 
HUNT,  DANIEL  GREGORY,  LT,  PD 
LANDSEM,  GARY  JULIAN,  DEP  CHF,  PD 


191 

46  tt 


114 
54  tt 
103 


19 
126 
118 

75 
190 
131 

49 

79 
160 

58 
115 
170 
130 
141 
118 


152 

125 
MORA 

199 
MORRIS 

163 
MOUND 

180 

120  * 


BOLDUC,  JOHN  ANDREW,  COP 
WILLIS,  RANDAL  RAY,  INVSTGR,  PD 


HARRELL,  LEONARD  OLANDER,  JR,  COP 
JOHNSON,  CHARLES  MERRILL,  COP 
NEW  BRIGHTON 
164   BORNUS,  STEVEN  GREG,  DET,  PD 
127   KELLEY,  JOHN  CECIL,  COP 
NEW  HOPE 
171  tt   HOGENSON,  ARTHUR  LOLAND,  SGT,  PD 
78  *  MCLEAN,  ALVIN  D. ,  COP 

190  OMEARA,  JAMES  DOWNEY,  SGT,  PD 
NEW  ULM 

198   WEINKAUF,  ERVIN  RICHARD,  CMDR,  PD 

108   WIESNER,  DOUGLAS  E.,  SPECIALIST  INVSTGR,  PD 
NORTH  MANKATO 

142   ENNIS,  LESLIE  EDWARD,  COP 

182   PULIS,  MICHAEL  ROY,  CPT,  PD 
NORTHFIELD 

166   BARLAU,  MARK  CALVIN,  INVSTGR,  PD 
OAKDALE 

189   HUTTON,  HILLIAM  MICHAEL,  SGT,  PD 
OLATHE 

137   MAJOR,  PHILIP  JAMES,  COP 
OWATONNA 

120  DEGE,  JAMES  CARROLL,  CHF  DEP,  STEELE  CO  SO 
133   FINNE,  DANA  CURTIS,  SGT,  PD 

123   FISHER,  EUGENE  CALVIN,  COP 

111  tt   WILKER,  WESLEY  E,  DEP,  STEELE  CO  SD 
PARK  RAPIDS 

151   JOHNSON,  DAVID  LAWRENCE,  SHF  OF  HUBBARD  CO 
PLYMOUTH 

191  FRANZ,  JOEL  SCOTT,  SGT,  PD 
65  tt   HAWKINSON,  CALVIN  F.,  COP 

151   RIDGLEY,  MICHAEL  THEODORE,  SUPR,  HENNEPIN  CO  MEDICAL  EX 

121  ROGERS,  LAWRENCE  EDWARD,  DET  SGT,  PD 
114   SABA,  THOMAS  C. ,  LT,  PD 

168   WARD,  JOHN  MICHAEL,  LT,  DPS 
PRESTON 

187   CONNOLLY,  JAMES  LEE,  SHF  OF  FILLMORE  CO, 
PRI NCETON 

136  *  MCCARTHY,  THOMAS  FRANK,  COP 
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PRIOR  LAKE 

158    OROURKE, 
RED  HING 


HILLIAM  JAMES,  COP 


J 


ALBERS,  DEAN  VERNON,  CHF  DEP,  GOODHUE  CO  SO 

HAND,  ROGER  MARTIN,  CPT,  PD 

KLATT,  DOUGLAS  ROBERT,  CPT,  GOODHUE  CO  SD 

KRAUSE,  EDHARD  HILLIAM,  COP 

METTLING,  HILLIAM  PETER,  JUVENILE  OFCR,  PD 

RABENORT,  RICHARD  RAY,  SR,  COP 

SLETTEN,  TIMOTHY  JOHN,  LT,  PD 

HIPPERLING,  FOREST  M,  SHF  OF  GOODHUE  CO 


168 

162 

185 

138 

179 

180 

199 

113 
REDLAKE 

111   ROY,  JOYCE  A,  SPC  OFCR,  BIA 
RICHFIELD 

97    ERSKINE,  JOHN  D,  DIR,  DPS 

156   LAMBERT,  VAUGHN  KENNETH,  CPT,  DPS 

92  tt   MORGAN,  THOMAS  A,  JR,  DIR,  DPS 

145   SCOTT,  DANNY  DEAN,  SR,  DIR,  DEPT  OF  PUBLIC  SAFETY 
ROBBINSDALE 
154   MANNING,  EDHARD  PETER,  SGT,  PD 
41  It   ROOPE,  GEORGE  N.,  CHIEF  OF  POLICE 

93  tt   THURMAN,  ROLAND  D,  COP 
ROCHESTER 

176  BORCHARDT,  STEVEN  CRAIG,  SHF  OF  OLMSTEAD  CO 
DALE,  RICHARD  LAUREN,  CPT,  PD 
FITZPATRICK,  HAROLD  M. ,  DET  CPT,  PD 
GRAHAM,  LEE  E.,  ASST  CHF,  PD 
JOHNSTON,  RONALD  EDHARD,  CPT,  PD 
JOHNSTON,  STEVEN  JAMES,  CPT,  PD 
KINGSLEY,  GERALD  A.,  CAPTAIN,  PD 
KRUEGER,  RICKEY  GENE,  LT,  PD 
MACKEN,  JAMES  J,  JR,  COP 
SIBLEY,  JOHN  PATRICK,  ASST  CHF,  PD 
THOMPSON,  RONALD  RICHARD,  CPT,  PD 
VON  HALD,  CHARLES  R. ,  SHERIFF,  OLMSTED  COUNTY 
VONHALD,  STEVEN  CHARLES,  CPT,  OLMSTED  CO  SD 

ROCKFORD 

135   COOPER,  ALLEN  BOYD,  SGT,  HENNEPIN  CO  PARK  RESERVE 
ROSEMOUNT 

184   KALSTABAKKEN,  GARY  DEAN,  COP 
ROSEVILLE 
162   ALLEVA,  THOMAS  JOSEPH,  DEP  CHF,  PD 
SALVERDA,  RICHARD  HENRY,  SGT,  PD 
SLETNER,  CAROL  MARIE,  LT,  PD 
HOOD,  PAUL  L,  JR,  COP 
ZELINSKY,  JAMES  D,  COP 
SARTELL 

181    RINGSTROM,  ROBERT  JAMES,  COP 
SAVAGE 

188   VLASAK,  GORDON  JAMES,  COP 
SHAKOPEE 
175   HUGHES,  DANIEL  THOMAS,  COP 
119  tt   STEININGER,  THOMAS  LOUIS,  COP 
128  *  TIETZ,  DOUGLAS  LEE,  SHF  OF  SCOTT  CO  SD 
SOUTH  ST.  PAUL 

17  It   GLEHHE,  HESLEY  PAUL,  SUPT  OF  IDENT,  PD 
131   KINNEY,  CRAIG  RALPH,  COP 
159   VUJOVICH,  DANIEL  SAM,  SGT,  PD 
SPRING  LAKE  PARK 

177  *  DALE,  KEVIN  HILLIAM,  SGT,  PD 
ST  B0NIFAC1US-MINNETRISTA 

127   ANDERSON,  CRAIG  ARTHUR,  COP 
ST.  CLOUD 
167   ANHORN,  ROGER  ALBERT,  LT,  MN  SPOL 
It   BISSETT,  ELHOOD  R,  COP 

»  HIMSL,  JOSEPH  G.,  IDENT  OFCR,  STEARNS  CO  SO 
tt   LOCH,  LESLIE  J,  AGENT,  MN  BU  OF  CRIM  APPREHENS 
tt   MOLINE,  JAMES  J.,  ASST  CHF-OPERATIONS 
ROME,  NEAL  HAROLD,  SGT,  PD 
SMITH,  JAMES  EDHARD,  SGT,  PD 
LOUIS  PARK 


186 

32 

70 

126 

148 

81 

194 

52 

135 

173 

104 

148 


121 

189 

99 

115 


99 

6 

67 

109 

160 

180 

ST, 


117  tt   LANDGREN,  ROGER  L.,  LT,  PD 

65  tt   SORENSEN,  CLYDE  A.,  CHIEF  OF  POLICE 
178   HALKER,  RODNEY  PARKE,  CPT,  PD 
ST.  PAUL 
183   ALTENDORFER,  GEORGE  L,  JR,  SGT,  RAMSEY  CO  SD 
tt   ARMSTRONG,  HAYNE  K.,  SA,  MN  BU  OF  CRIM  APRHNSN 
tt   BACON,  RICHARD  J,  SAC,  MN  BU  CRIM  APP 

BROHNELL,  THOMAS  G. ,  DIR  OF  GAMBLING  ENF,  MN  PSD 
BURGRAFF,  BRADLEY  BERNARD,  LTC,  DEPT  OF  NATURAL  RESOURC 
tt   CARLQUIST,  RICHARD  J.,  DEP  COMMISSIONER,  MN  DPS 

*  CRAHFORD,  JAMES  C,  COL,  CHF,  MN  SPTL 
DIPERNA,  NANCY  ELIZABETH,  CMDR,  PD 

DOOLITTLE,  EVERETT  ORVILLE,  SA,  BU  OF  CRIM  APPREHENSION 
DORNBUSCH,  RICHARD  HARRY,  CHF  DEP,  RAMSEY  CO  SD 

*  FAHEY,  JOHN  H.  ,  DEP  SHF,  RAMSEY  CO  SO 
FAHEY,  THOMAS  THERON,  CRIM  INVSTGR,  MN  AG  OFC 
FECKEY,  JAMES  JOHN,  SGT,  PD 

FIER,  DENNIS  JOHN,  INVSTGR,  MN  BU  CRIM  APPREHENSI 
FINNEY,  HILLIAM  KELSO,  COP 

112  It    FOLEY,  THOMAS  M,  LT,  MINN  ST  PAUL  INTERNATL  AIR 
141    FRANKLIN,  JAMES  DEHAYNE,  DIR,  DEPT  OF  PUBLIC  SAFETY 

GOOD,  STEPHANY  REBECCA,  SA,  MN  BU  OF  CRIM  APPREHENSION 

GRAHSE,  GLENN  EDHARD,  MAJ,  MN  SPOL 

GUNDERSEN,  JOHN  DANIEL,  SAC,  MN  BU  OF  CRIM  APPREHENSIO 

HAINES,  MICHAEL  DOYLE,  CPT,  MN  SPTL 

HALDEN,  HAROLD  BLAINE,  SAC,  BU  OF  CRIM  APPREHENSION 

HALL,  BEVERLY  JOY,  LT,  PD 

HENDRICKSON,  CRAIG  DARRELL,  CPT,  MN  SPTL 

JENSEN,  DENNIS  LYNN,  LT,  PD 


66 
112 

98 
167 
106 

97 
179 
125 
172 
9 
125 
128 
148 
123 


191 
157 
131 
195 
137 
173 
177 
196 


MN  BU  OF  CRIM  APPREHENSI 
RAMSEY  CO  SO 


132   KATSERES,  GEORGE  HILLIAM,  CHF  DEP,  RAMSEY  CO  SD 
102  *  LARSON,  MERTON  H. ,  INVSTGR,  MN  BU  OF  CRIM  APPRE 

84  #  LENZ,  ROGER  H,  CPT,  MN  HIGHHAY  PATROL 
188   MARTINEZ,  HILLIAM,  SGT,  PD 

32  #  MATTSON,  EDHARD  T.,  PLANNING  DIR,  MN  GOVERNORS  COM 
107  #  MCCABE,  JOHN  C,  JR.,  LT,  PD 

MCCUTCHEON,  HILLIAM  H. ,  COP 

MELCHERT,  LESTER  H. ,  MEMBER,  MINNESOTA  BOARD  OF  COR 

NORD,  JOHN  C,  DEP  CHF,  PD 

OLSON,  DARYL  EDHARD,  LT,  PD 

PASKETT,  ROBERT  JOHN,  SGT,  PD 

PEARSON,  CARL  V.,  EXEC  DIR,  MN  POLICE  TRAINING  B 

PETERSON,  DONALD  STANLEY,  SAC, 

PHILLIPS,  VERNON  RUSSELL,  CPT, 

REDING,  THOMAS  LLOYD,  CPT,  PD 

REITER,  CHARLES  J.,  ASST  SUPT,  MN  BU  OF  CRIM  APREH 

ROESER,  MICHAEL  RAYMOND,  LT,  RAMSEY  CO  SD 

ROSENOH,  MARK  LEE,  LT,  MINNEAPOLIS-ST  PAUL  INTL 

ROWAN,  RICHARD  H. ,  COP 

SHANLEY,  TIMOTHY  JOHN,  SSA,  MN  BUR  OF  CRIM  APPREHENSI 

SMITH,  MICHAEL  TERRANCE,  CMDR,  PD 

SMITH,  THOMAS  EDHARD,  SGT,  PD 

SOMMERHAUSE,  DALE  ARNOLD,  INSPR,  RAMSEY  CO  SD 

SPENCER,  FREDERICK  R,  DIV  CMDR,  RAMSEY  CO  SHERIFF 

STEENBERG,  EDWARD  J,  DEP  CHF,  PD 

STOVERN,  ELMER  OTTO,  SUPT,  MN  BU  OF  CRIMINAL  APPREH 

STURNER,  JOHN,  CPT,  PD 

THIELEN,  LE  ROY,  LT,  PD 

VOTEL,  DANIEL  JOSEPH,  LT,  RAMSEY  CO  SD 

WELNA,  JAMES  JONATHON,  CHF,  MINNEAPOLIS-ST.  PAUL  AIRP 

WILSKE,  THOMAS  ALLEN,  LT,  MINNEAPOLIS/ST  PAUL  INTL  A 

WUORINEN,  KATHLEEN  ANNE,  INSPR,  PD 
PETER 


73 

53 
100 
166 
135 

63 
125 

69 
149 

47 
144 
185 

83 
185 
184 
186 
196 
110 
113 

12 
105 

88 
159 
126 
165 
192 
ST 


176   PETERS,  MATTHEW  ARNOLD,  COP 

161   WERSAL,  DONALD  EDHARD,  INVSTGR,  NICOLLET  CO  SD 
STILLWATER 

160   BELL,  TIMOTHY  JON,  CPT,  PD 

122   BOYDEN,  KENNETH  GEORGE,  USHF,  WASHINGTON  CO  SO 
92  *  KOTASEK,  RICHARD  J,  POL  CRISES  TNG  CORD,  WASHINGTO 

137   TRUDEAU,  JAMES  ROBERT,  SHF  OF  WASHINGTON  CO 
THIEF  RIVER  FALLS 

111    FROSCHHEISER,  KENNETH  A.,  CHIEF  OF  POLICE 
54  tt   GRAHAM,  LOGAN  M,  JR,  INVSTGR,  MN  BU  OF  CRIM  APPREHE 

143  #  KOZOJED,  ANTHONY  EDWARD,  COL/CHF,  MN  SPTL 

130   MELBYE,  ALLEN  RALPH,  SGT,  PD 

150   HOLD,  ROBERT  ALLAN,  SHF  OF  PENNINGTON  CO 
THO  HARBORS 

175   MICKELSON,  RICHARD  ALLAN,  OFCR,  PD 

160   PAULSETH,  HAROLD  ROBERT,  USHF,  LAKE  CO  SO 
VIRGINIA 

110  tt   SUMMERS,  LYLE  R.  ,  JR.,  DET,  PD 

YOST,  JACK  LAMBERT,  SUPV  DEP,  ST  LOUIS  CO  SD 


155 
WADENA 

136 
WALKER 

181 
91 


CARR,  HENRY  MICHAEL,  SHF  OF  WADENA  CO 


DIEKMANN,  MICHAEL  LAMBERT,  CRIM  INVSTGR,  CASS  CO  SD 
STEIN,  ROBERT  D.  ,  DEPUTY  SHERIFF,  CASS  CO  SD 
HAUKESHA 

113   SHARROCK,  LESLIE  A.,  COP 
WEST  ST  PAUL 

174   BATZEL,  JEFFREY  ROLLAND,  SGT,  PD 
WHITE  BEAR  LAKE 

169   MEREDITH,  CECIL  JAMES,  SGT,  PD 

184   MILLER,  TODD  ALLAN,  COP, 

155  tt   MOELLER,  JAMES  MICHAEL,  SR,  LT,  PD 

174   SCHMAHL,  HORACE  WILLIAM,  JR,  DIR  OF  SUPPORT  SERV,  PD 
WINONA 

15  tt   BINGOLD,  AUGUST  J.,  COP 

182   GADDIS,  PHILIP  RANDALL,  SGT,  PD 
38  tt   LAAK,  EVERETT  R.  ,  DETECTIVE,  PD 

163   WALSKI,  DONALD  R,  SGT,  PD 
WOODBURY 

187   ALBERIO,  JAY  ANDREW,  SGT,  PD 
WORTHINGTON 

186   BERGER,  SCOTT  DONALD,  DET,  PD 

MISSISSIPPI 
BALDWYN 

168  tt   WILLIAMS,  SIDNEY  STEVEN,  DIR  OF  SEC,  MS  BAND  OF  CHO  IN 
BATESVILLE 
129   HAYS,  CARLTON  C,  JR,  CPT,  MS  HSP 
JONES,  WILLIAM  ANTHONY,  MAJ,  PD 
ROGERS,  CHARLES  T,  LT/CRIM  INVSTGR,  MS  HSP 
VANLANDINGHAM,  ROGER  DALE,  COP 


139 

104  tt 

173 
BILOXI 

120  * 
99  tt 

181 

106  tt 

189 
75 

117  * 

194 
74  tt 
84  tt 
94  tt 


BUTLER,  DONALD  ROY,  SR,  CPT,  HARRISON  CO  SO 

CVITANOVICH,  DARRELL  D,  COP 

DUNAGAN,  BRUCE  CAMPBELL,  ASST  CHF,  PD 

KRISS,  CHARLES  A.,  SR.,  MAJ,  PD 

MOFFETT,  TOMMY  LEE,  COP 

MONTGOMERY,  LESLIE  F.,  PROBATION  OFCR,  2ND  CIRCUIT  DI 

PAYNE,  ROBERT  A,  PROS,  HARRISON  CO 

PETERSON,  DARRIN  RAY,  LT,  PD 

SAXON,  GEORGE  W,  DIR,  DPS 

THOMPSON,  LESTER  J,  JR,  COP 

WESCOVICH,  WALLACE  W,  CONSTABLE,  HARRISON  CO 
BRANDON 
195   HOLLOHAY,  ROY  DOUGLAS,  LT,  RANKIN  CO  SD 
163  tt   MAGEE,  EZRA  LAVON,  ASST  CHF,  PD 
BROOKHAVEN 


PAGE 
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MISSISSIPPI  -  MISSISSIPPI 


123   AUSTIN,  GARRY  ALBERT,  CPT,  MS  HPTL 
132   BOYTE,  LYNN  EDHARD,  SHF  OF  LINCOLN  CO 
CLARKSDALE 

95  tt   CARSLEY,  JIMMY  L,  ASST  CHF,  PD 

97  COKER,  GLENN  0.,  Ill,  DEP  CHF,  PD 

63  #  KEENUM,  CHARLES  LESLIE,  SUPR,  ABC  DIV,  MS  TAX  COMM 
99   VICK,  DANNY  L,  COP 

CLEVELAND 

94  BALDHIN,  ROBERT  D.  ,  ASST  SHF,  BOLIVAR  CO  SD 

112  *  HARPER,  JAMES  H,  INVSTGR,  BOLIVAR  CO  SD 
136   QUINTON,  HILLIAM  TRUMAN,  CRIM  INVSTGR,  PD 
153   SERIO,  GEORGE  LACY,  INVSTGR,  PD 

123   TAYLOR,  THOMAS  GORDON,  INVSTGR,  BOLIVAR  CO  DA  OFC 
103  *  HOOD,  ROBERT  A.,  INVSTGR,  PD 
CLINTON 

163  BYINGTON,  DON  MERLE,  JR,  COP 

132  REEVES,  HESLEY  LEE,  JR,  CPT,  PD 
COLUMBUS 

82  tt   DOHDLE,  HARRY,  JR,  LT,  LOHNDES  CO  SO 

134  FENDLEY,  GEORGE  HAYMON,  LT,  PD 

64  #  HARPER,  LOUIS  HALTER,  SHF  OF  LOHNDES  CO 
92  tt   JAYNES,  GRADY  B. ,  SGT,  LOHNDES  CO  SO 

128  *  MEADOHS,  THOMAS  JOEL,  CHF  DEP,  LOHNDES  CO  SO 

48  tt   PALMER,  GARTH  M,  INSPR,  MS  PUBLIC  SERVICE 
142  *  SMITH,  JOHNNY,  JR,  CPT,  LOHNDES  CO  SD 

107  THOMAS,  JOHN  M. ,  LT,  PD 

100  tt   HATKINS,  CHARLIE,  COP 
CORINTH 

96  *  COLEMAN,  EDHIN  B,  SHF  OF  ALCORN  CO 

127  *  DOLES,  TERRY  HAYNE,  CHF  DEP,  ALCORN  CO  SD 
CRYSTAL  SPRINGS 

128  HOODARD,  JAMES  EDHARD,  COP 
EUPORA 

44   SNYDER,  D.H.,  CHAIRMAN/COMMISSIONER,  PUBLIC 
FLOHOOD 

187  HOUSTON,  JIMMY  R,  SR,  COP 
GAUTIER 

196   BYRD,  JAMES  MICHAEL,  CPT,  PD 
179   STEHART,  DON  MONROE,  CPT,  PD 
GREENVILLE 

42  tt   BURNLEY,  HILLIAM  C,  JR,  MAYOR 

98  tt   COCHRAN,  CHARLES  H,  COP 

113  JENNINGS,  ROBERT  C,  INVSTGR,  GRENADA  CO  DA'S  OFC 
57  U   LONG,  H.  ROY,  PROBATION  OFCR,  MS  PAROLE  AND 

73  tt   MCCLENDON,  EARL  J.,  DIR  OF  SEC,  DELTA  MEDICAL  CENT 

144  MINOR,  MARVIN,  COP 

85  #  NANCE,  THOMAS  H,  CRIM  INVSTGR,  DA  S  OFC 
182   PEPPER,  LON  DEAN,  CPT,  PD 

168   PROVIS,  HAZEL  RUTH,  ASST  CHF,  PD 
118  #  RANKINS,  ALFRED,  MAJ,  PD 
90  tt   SKINNER,  ROBERT  C,  DIR  OF  PUBLIC  SAFETY 

95  *  SHEEDEN,  EMMETT  C,  CLERK,  MUNICIPAL  COURT 

67   TACKETT,  ALBERT  HARVEY,  SHF  OF  HASHINGTON  CO 
50   HILKINSON,  MARL,  CPT,  HASHINGTON  CO  SO 

135  HILLIAMS,  RODGER  DALE,  SEC  OFCR,  US  DISTRICT  COURT 
109  *  HYNN,  MALCOLM,  BAILIFF,  MUNICIPAL  COURT 

GREENHOOD 

164  ANDERSON,  SHIRLENE,  CPT,  MS  BU  OF  NARCOTICS 

188  CADE,  RONALD  JACKSON,  LT,  PD 
106  tt   FLOYD,  ARTHUR  A,  MAJ,  PD 

83  *  HILL,  JOE  F.,  JR.,  IDENT  OFCR,  PD 
126  tt   HODGE,  SAM  KITTRELL,  JR,  CPT,  PD 
174   MARTIN,  LESTER  LEE,  DET  LT,  PD 
102  *  MCDANIEL,  CHARLES  E,  MAJ,  PD 

90  *  PEEPLES,  FLOYD  H. ,  JR.,  DEP,  LEFLORE  CO  SD 
113  *  PITTMAN,  ROBERT  H,  DEP,  LEFLORE  CO  SD 

98  tt   STEVENS,  JAMES  R. ,  COP 
177   STUART,  ELLIS  AINSHORTH,  COP 

120  HHITE,  RONNIE  LOHELL,  COP 
11  *  HIER,  LEON  H.,  ASST  CHF,  PD 

193   HILLIAMS,  LAHRENCE  EUGENE,  DET  LT,  PD 
GRENADA 

95  tt   ADAMS,  CHARLES  H,  COP 

146  tt   DOHNS,  CHARLES  RICKY,  SHF  OF  CARROLL  CO 
22  *  ODOM,  MILLIARD  H. ,  MARSHAL 
GULF PORT 

133  BAILEY,  ROBERT  GUILLEMET,  J,  CPT,  PD 
190   BARNES,  STEPHEN  THOMAS,  CPT,  PD 

18  *  BLUE,  EDHARD  L.,  ASST  CHF,  PD 
152   COOK,  ERNEST  RANDALL,  MAJ,  HARRISON  CO  SO 
199   DANIELS,  KENNETH  CLAY,  CPT,  HARRRISON  CO  SD 
118  tt   EVERETT,  DONALD  OLIVER,  DET  LT,  PD 
122  *  FORD,  STEPHEN  PRESTON,  CPT,  HARRISON  CO  SD 
174   GASTON,  JAMES  RICKY,  CPT,  HARRISON  CO  SD 

101  tt   HARGROVE,  HAYHARD  T,  CHF  INVSTGR,  HARRISON  CO  DA  OF 

86  *  HOBBS,  HOHARD  LEROY,  SHF  OF  HARRISON  CO 

139   JOHNSON,  JAMES  DALE,  CPT  CHF  INVTGR  HARRISON  CO  SO 

96  LADNER,  PHILIP  M,  MAJ,  HARRISON  CO  SO 
98  tt   LAMEY,  PAUL  K,  PTLM,  MS  HSP 

65  tt   OBRIEN,  THOMAS  V.,  CPT,  PD 

108  PAYNE,  GEORGE  H,  JR,  COP 

145  PAYNE,  HAYNE  HAMILTON,  MAJ,  PD 

74  PRICE,  JOE  H,  SHF  OF  HARRISON  CO 
161   SCHULTZ,  ROBERT  RAY,  CPT,  PD 

165  SIBLEY,  BUFORD  RANDOLPH,  CPT,  MS  HHP  SAFETY  PTL 
92  *  SMITH,  GEORGE  P,  CHF  DEP,  HARRISON  CO  SO 

157   SMITH,  RICHARD  LAVELAH,  CPT,  MS  HPTL 

121  UNDERHOOD,  ROBERT  GLENN,  LT,  MS  HPTL 
HATTIESBURG 

125  tt   ADAMS,  ALAN  FULTON,  CPT,  PD 


104  tt   ADAMS,  JOHN  0,  COP 

162   DALE,  JAMES  LEHIS,  JR,  CPT,  ABC  DIV,  MS  ST  TAX  COMM 

194  EZELL,  DAVID  RAYMOND,  LT,  PD 

191   KEITH,  DONALD  VINCENT,  ASST  DIR,  MS  POLICE  CORPS 

150  tt   KELLY,  JAMES  RONALD,  CPT,  MS  BU  OF  NARC 
180   KNIGHT,  DOUGLAS  ALTON,  CPT,  PD 

74  MOULDS,  EARNEST  A.,  INVSTGR,  DAS  OFC 

117   OUBRE,  HILLIAM  K,  DIR  OF  SEC,  UNIV  OF  S.  MS 
180   PICKENS,  TROY  SAMUEL,  JR,  LT,  MS  HPTL 

75  tt   RICHARDSON,  HERNDON  T,  CONSV  OFCR,  MI  GAME  AND  FISH  C 
165   SIMS,  CHARLES  MITCHELL,  ASST  CHF,  PD 

93  It   SMITH,  JAMES  D,  HITNESS  COORDINATOR,  US  ATTY  0 
144   TYSON,  CHARLES  MICHAEL,  AGENT,  US  CUSTOMS 
148   HILSON,  CECIL  BENSON,  JR,  LT,  UNIV  OF  SOUTHERN  MS 
172   HYNN,  DAVID  CHARLES,  MAJ,  MS  HPTL 

HERNANDO 
197   SHELEY,  RILEY  CHRISTOPHER,  INVSTGR,  MS  DA  OFC 

HOLLY  SPRINGS 
137   DICKERSON,  KENNETH  ALLEN,  SHF  OF  MARSHALL  CO 

HORN  LAKE 

151  *  PHILLEY,  MICHAEL  PITTMAN,  CPT,  PD 
196   HHALEY,  TRAVIS  DARRYL,  COP 

INDIANOLA 

75  tt   HOLLOHELL,  HILLIAM  I,  JR,  INVSTGR,  MS  PUB  SERV  COM 
RANDLE,  CARVER  ANDREH,  JR,  COP 
SCRIVNER,  TAMI  CARL,  COP 
tt   SULLIVAN,  ROBERT  K,  COP 
ITTA  BENA 

150  BANKS,  JOEL  DANIEL,  INVSTGR,  MS  AUDITORS  OFC 
JACKSON 

195  ALDRIDGE,  SAMMY  HAYNE,  MSGT,  MS  HHY  SAFETY  PATROL 
BARTLETT,  DAVID  D,  CRIM  INVSTGR  MS  ATTY  GEN  OFC 
BENNETT,  HILLIAM  E,  CPT,  PD 

BERRY,  ALVIN  EDHARD,  JR,  OFCR,  MS  BU  OF  NARCOTICS 
BETHEA,  DAVID  P.,  AGENT,  MS  GAMING  COMMISSION 
BINGHAM,  JESSE  MONROE,  DIR,  SPC  OPERATIONS,  MS  HPTL 
BLAIN,  HILLIAM  THOMAS,  LT,  MS  BU  OF  NARC 
BOOTH,  JOHNNY  H,  CPT,  PD 
BOXX,  JIMMY  DOUGLAS,  CPT,  MS  HPTL 
BURTON,  ROBERT  E,  CPT,  MS  HPTL 
BUTLER,  DONALD,  DIR,  MS  BU  OF  NARC 
COLE,  GHIN,  ASST  CHF,  ALCOHOLIC  BEV  CNTRL 
COLEMAN,  BRACY  HARRIS,  COP 

COVINGTON,  JOHNNY  OHEN,  INV,  MS  DEPT  OF  CORR 
CRISLER,  GILES  H. ,  COMM  OF  PUB  SFTY,  ST  OF  MS 
CROCKETT,  D.  B.,  DEP  ST  FIRE  MARSHAL,  INSURANCE 
CRONIN,  GEORGE  PAUL,  CPT,  MS  HPTL 
CUMBERLAND,  GLYNN  B.,  DEP  CHF,  PD 

CURTIS,  MARVIN  ELBERT,  JR,  CPT,  MS  HHY  SAFETY  PATROL 
DICKSON,  DANA  DEAN,  CHF  DEP,  USMS 
ELLIS,  HILLIAM  CARL,  CPT,  MS  HPTL 
ERBY,  DENNIS  JUNIOR,  LT,  HS  HPTL 

101  tt   FISHER,  LARRY  J,  DEP  CHF,  PD 
75  tt   GARDNER,  JAMES  D,  CHF  INVSTGR,  MS  ATT  GEN  OFC 

GONCE,  JOSEPH  SAMUEL,  DIR,  AGRI  CRIMES  BU 

HANNA,  RUSSELL  JAMES,  LT,  MS  ABC  BUR 

HARRELL,  BENNIE  D,  JR,  INVSTGR,  ST  ATTY  GEN  OFC 

HETHERINGTON,  JOHN  BRADFORD,  INVSTGR,  MS  GAMING  COMMISS 

HILL,  DONALD  P,  LEGAL  AFFAIRS,  MS  BU  OF  NARC 

HOLLINGSHORTH,  ROBERT  EUGENE,  SR  INVSTGR,  LDDS  HORLD  CO 

JENKINS,  ALAN  LANE,  MSGT,  MS  DPS 

JONES,  HILLIAM  M,  CPT,  MS  HPTL 

LUKE,  VIRGLE,  INVSTGR,  MS  HPTL 

MAGEE,  MILTON  S,  DIST  INVSTGR,  MS  HHY  SAFETY  PT 

MALLORY,  STEPHEN  LEE,  LTC  DD,  MS  BU  OF  NARC 

MAXHELL,  MELVIN,  CPT,  MS  HHY  SAFETY  PTL 

MCGEE,  JAMES  G. ,  CHF  OF  INVSTGNS,  MS  GAMING  COM 

MOON,  HILLIAM  RICHARD,  LT,  PD 

NICKS,  GHENDOLYN  ELOIS,  LT,  PD 

102  tt   PACE,  HALLACE  G,  SGT,  MS  HPTL 

151  REED,  RAYMOND  BILLY,  JR,  AGENT,  MS  GAMING  COMMISSION 
87  tt   REEVES,  HESLEY  L.,  DEP  CHF,  PD 

134  tt   RIEVES,  JOSEPH  HILLIAM,  MSGT,  MS  HSP 
194   SHAH,  DAVID  ALAN,  LT,  MS  HHY  SAFETY  PATROL 
SHEARER,  BENJAMIN  H. ,  DEP  CHF,  PD 
SHELBOURN,  LEE  CONRICK,  JR,  CPT,  MS  HPTL 
SIMMONS,  JIMMY  TED,  LT,  MS  HPTL 
SMITH,  LOUIS  C,  COP 

SPEIGHTS,  HALTON  A.,  CHF  INVSTGR,  STATE  AG  OFC 
STEHART,  DOUGLAS,  JR,  MAJ,  MS  HHY  SAFETY  PTL 
STOCKTON,  JAMES  M. ,  (SA,  FBI),  CHF  OF  DET,  PD 
STRINGER,  HOOD,  JR,  DIR,  MS  ABC  TAX  COMMISSION 
SULLIVAN,  JAMES  KENNETH,  DIR,  MS  STATE  ABC  TAX  COMM 
TATE,  NELSON,  LT,  MS  HPTL 

TAYLOR,  HILLIAM  GUY,  JR,  LTC,  MS  BU  OF  NARC 
TISDALE,  JOHN  ALAN,  CMDR,  PD 

TUCKER,  HALTER  R,  DIR  OF  SEC,  MS  STATE  CAPITOL  P 
TURCOTTE,  HILLIAM  SCOTT,  DEP,  HINDS  CO  SO 
VITT,  MICHAEL  ARTHUR,  DEP  CHF,  PD 

HAGGONER,  JOHN  LARRY,  INVSTGR,  MS  HHY  SAFETY  PATROL 
HALKER,  DAVID  L,  COP 

HALTERS,  JAMES  E,  CHF,  JACKSON  AIRPORT  AUTH  PD 
HARD,  RICKY  HAYNE,  INVTGR,  MS  STATE  ATT  GEN  OFF 
HATSON,  BILLY  B.,  SEC  OFCR,  ROSS  BARNETT  RESERVO 
HILLIAMS,  A.  HUDSON,  ASST  CHF,  PD 


198 
124 
111 


115 

99 

154 

80 

149 

171 

92 

155 

76 

78 

50 

183 

131 

74 

45 

187 

100 

185 

132 

175 

183 


148 

195 

67 

184 

115 

140 

169 

83 

93 

78 

155 

173 

107 

124 

196 


92 

182 

166 

96 

109 

160 

16 

76 

133 

195 

141 

190 

116 

119 

164 

190 

150 

114 

171 

93 

74 

127 

176 

147 


HILLIAMS,  HUBERT  EARL,  LT,  PD 

HOOD,  JOHN  DENNIS,  CPT,  MS  BU  OF  NARCOTICS 

HRIGHT,  CREEKMORE  BRUNNER,  OFCR,  MS  DEPT  OF  CORRECTIONS 


162  tt   YOUNGER,  LEHIS  TRUMAN,  JR,  MAJ,  MS  HHY  SAFETY  PTL 
KESSLER  AFB 
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MISSISSIPPI  -  HISSOURI 

175  BRODER,  BRUCE  BRYAN,  SR  MSGT,  USAF 
109  K   CAMPBELL,  JOHN  S,  LTC,  USAF 

KOSCIUSKO 

186    THAYER,  DIRK  LINDSEY,  COP 
LAUREL 

94   HOOKS,  HARLEY  M,  SHF  OF  JONES  CO 

189    SMITH,  MARVIN  CECIL,  CHF  DEP,  JONES  CO  SD 
LEAKESVILLE 

133    SAUNDERS,  JAMES  MICHAEL,  MS  DEPT  OF  CORR 
LELAND 

157  tt   DEES,  HERMAN  MICHAEL,  COP 

112  tt   MCMASTER,  ROBERT  H,  COP 
LONG  BEACH 

191    DUNSTON,  MARK  STEVEN,  COP 

121  *  LORIMER,  ROBERT  GILL,  LT,  PD 
LOUISVILLE 

60  #  HOODHARD,  GEORGE  N,  INVSTGR,  MS  HHY  SAFETY  PTL 
HADISON 

176  HART,  MARION  MAURICE,  ASST  CHF,  PD 
199   MIKULA,  THOMAS  GREGORY,  LT,  PD 

189    PALMER,  ERIC  CHARLES,  LT,  PD 
129   HALDROP,  MALCOLM  EUGENE,  COP 
MAGNOLIA 

112   KENNEDY,  JERRY  L,  ASST  DIR,  DEPT  OF  CORRECTIONS 
MARKS 

92 

MCCOMB 

188 

107  tt 

97 

97 

160  * 

175 

131  tt 


GATEHOOD,  ALBERT  D,  COP 


ASHLEY,  PERRY  ORUSTES,  DET  SUPVR,  PD 
BARKDULL,  LEE  E,  COP 
CARRUTH,  JAMES  B,  JR,  DET,  PD 
HUGHES,  BILLIE  T,  COP 

NEHMAN,  JULE  DEMPSEY,  JR,  LT,  MS  BU  OF  NARC 
OSTER,  CRIEG  ALAN,  DEP  CMDR,  MS  BU  OF  NARCOTICS 
SIMMONS,  BILLY  SMITH,  SHF  OF  PIKE  CO 
MERIDIAN 

95  tt   BRAND,  ROBERT  F,  ASST  CHF,  PD 
137    BUSH,  JAMES  EDHARD,  LAT  PRINT  EX,  MS  CRIME  LAB 
93  tt   DANDRIDGE,  JAMES  E,  ASST  CHF,  PD 
78    EDHARDS,  JAMES  S,  JUSTICE  COURT  JUDGE,  LAUDERDAL 
92  tt   HATCHER,  JOSEPH  M,  CHF  OF  DET,  PD 
143   HOUSE,  BOBBY  VERMONT,  DET,  PD 
159   LEHIS,  JAMES  GREGORY,  COP 

103   MARLON,  JERRY  P,  CHF  OF  SEC,  MERIDIAN  COMM  COLL 
152   MCALISTER,  JOHN  BRYAN,  SGT,  PD 

186   MITCHELL,  CHARLES  MICHAEL,  III,  CHF  DEP,  LAUDERDALE  CO 
158    PIERCE,  ROBERT  EARL,  MAJ,  MS  BU  OF  NARCOTICS 
167    SOLLIE,  HILLIAM  DUANE,  SHF  OF  LAUDERDALE  CO  SD 
135  tt   THOMAS,  STEPHEN  ANTHONY,  COP 


MOORHEAD 

153  HINTER 
MOSS  POINT 

105  tt   BARBER 

171  MAGEE, 
NATCHEZ 

129    EASTON 


KENNETH  RAY,  DIR,  MS  DELT  LE  TNG  ACADEMY 

CHARLES  D.,  COP 
GUY  LYNN,  COP 


EDHARD  GENE,  CPT,  CMDR,  PD 
102  tt   HUDE,  JOHN,  III,  CHF  OF  DET,  PD 
167    JAMES,  HILLIAM  LEE,  CMDR,  PD 


OCEAN  SPRINGS 
138  *  ALVES, 


161 

175 

OXFORD 

154 

94 

88 
100  tt 
156 

92  tt 


EZELL, 
LEHIS, 


KEVIN  VINCENT,  SR,  COP 

HALTER  MICHAEL,  COP 

MARK  HARRY,  DISTRICT  RANGER,  NPS 


BRAMLETT,  STEPHEN  DUNCAN,  COP 
LILES,  GEORGE  A,  MAJ,  PD 
POPERNIK,  RICHARD  M,  LT,  PD 
REDPATH,  JAMES  H.  ,  CHF  DEP,  USMS 

MICHAEL  HUGH,  CHF,  UNIV  OF  MS  PD 
JOHN  M,  CHF,  UNIV  OF  MS  PD 
PASCAGOULA 
181 
116 

49  tt 
156 
130  * 

91  It 
98  tt 
97  tt 

126 

92  tt 
169 
197 

81  tt 

143 

101  tt 
PEARL 

172 
PELAHATCHIE 

101  *  MCKAY 
PHILADELPHIA 

105   GIBSON,  MELVIN,  DIR  OF  CHOCTAW  LAH  ENF  SERV,  B 
PICAYUNE 

102  *  MARTIN,  RICHARD  B,  COP 
138    SMITH,  BRENDA  GAIL,  COP 

PONTOTOC 

87  tt   HAYCASTER,  HERMAN  H,  MAJ,  MS  HHY  SAFETY  PTL 


STEHART, 
TIDHELL, 

BOSARGE,  KATHILEE  MARY,  LT,  PD 

BYRD,  CECIL  E,  MAJ,  PD 

DAVIS,  ALBERT  OHEN,  COP 

JENNE,  FEARON  HENRY,  III,  CHF  DEP  SHF,  JACKSON  CO  SD 

LEE,  LARRY  0,  CPT,  PD 

MAXHELL,  ROBERT  H,  MAJ,  PD 

MCILRATH,  ROBERT  R,  MAJ,  JACKSON  CO  SO 

MUNN,  TED,  DEP  CHF,  PD 

POPE,  DONALD  BUFORD,  SHF  OF  JACKSON  CO 

POPE,  HILLIAM  H,  JR,  COP 

ROBICHAUX,  MICHAEL  PAUL,  MAJ,  JN  CO  SD 

STEHART,  EDHARD  EUGENE,  SGT,  PD 

THOMPSON,  G  R,  CHF  INVSTGR,  JACKSON  CO  SO 

HHITMORE,  MICHAEL  RICHARD,  COP 

HILLIS,  ANTHONY  G. ,  CPT,  PD 

SLADE,  HILLIAM  EARNEST,  COP 

GEORGE  H,  DEP  FIRE  MARSHAL,  RANKIN  CO 


PURVIS 

125 

193 

159 
QUITMAN 


BREAZEALE,  MARVIN  E,  SHF  OF  LAMAR  CO 

BULLOCK,  FLOYD  DAVID,  JR,  INVSTGR,  LAMAR  CO  SO 

RAHLS,  RICKEY  JOE,  INVSTGR,  LAMAR  CO  DA'S  OFC 


114   BECKMAN,  TERRY  E.,  JR,  CONSV  OFCR,  DEPT  OF  HILDLIFE  C 
RAYMOND 

184  tt   GIROD,  ARTY  EMILE,  MAJ,  HINDS  CO  SO 
RIDGELAND 

110  NEHELL,  CHARLES  H,  COP 
SENATOBIA 

144  FREEMAN,  DAVID  DERMONT,  SR  AGENT,  ABC  DIVISION 

185  HADSKEY,  EDHARD  LEE,  CHF  DEP,  TATE  CO  SD 
146   HEBB,  SAMMY  GENE,  COP 

SOUTHAVEN 
193   COX,  JOHNNY  MACK,  LT,  PD 
108  tt   HERRON,  BILLY  A,  INVSTGR,  MS  HHY  SAFETY  PTL 

141  LONG,  HILLIAM  THOMAS,  COP 

178   PIRTLE,  STEVEN  EDWARD,  LT,  PD 
STARKVILLE 

178  BRYAN,  HOMER  DOLPHIN,  JR,  SHF  OF  OKTIBBEHA  CO, 

145  COLE,  HILLIAM  ALLEN,  CPT,  MS  STATE  UNIV  PD 

142  LINDLEY,  DAVID  BERKLEY,  CPT,  PD 

128  tt   LOYD,  JAMES  KARRON,  MAJ/REG  CMDR,  MS  HHY  SAFETY  PT 

124  tt   MAXEY,  H  B,  JR,  COP 

102  tt   MOORE,  JOHN  C,  SR,  CHF,  MS  STATE  UNIV  PD 

111  SISK,  JAMES  L,  COP 

101  tt   SPADONI,  STANLEY  G,  COP 
TUNICA 

179  SMITH,  CHARLES  HILLIAM,  JR,  LT,  MS  HPTL 
TUPELO 

26  * 
192 
100  tt 
130 
123 
170 

98 
166 


CARR,  OSCAR  THOMAS,  ASST  CHF,  PD 
CLAYTON,  JACKIE  MADISON,  CPT,  PD 
CRIDER,  EDHARD  L. ,  COP 
CROCKER,  JERRY  DENSON,  DEP  CHF,  PD 
LODEN,  MICKEY  LEE,  DET  SGT,  PD 
SUMNER,  CHARLES  AUSTON,  TNG  COORDINATOR,  MS  ABC 
TOMLINSON,  DAVID  L.,  CHF  RANGER,  NATIONAL  PARK  SERV 
HHITE,  BILLY  V,  JR,  COP 
VICKSBURG 
198   DENT,  MITCHELL  LEROY,  DEP  CHF,  PD 

76  tt   SILLS,  MURRAY  L.,  SUPR,  SOUTHERN  DIV  OF  MS  PAROL 
140   HILLIAMS,  JAMES  KENNETH,  SA,  US  CUSTOMS 
WAYNESBORO 

158   DENHAM,  JAMES  COLON,  COP 
WIGGINS 

61  #  ONEAL,  FORD,  INVSTGR,  MS  FORESTY  COMM 
WOODVILLE 

138   VINES,  JAMES  DENNIS,  JR,  LT,  MS  HWY  SAFETY  PTL 
YAZOO  CITY 

93  *  COULTER,  ORVAL  F,  COP 
119  *  RUSSELL,  SOMME,  INVSTGR,  PD 

MISSOURI 
ARNOLD 

103  tt   CURTIS,  JAMES  T.,  COP 

115   FREDEKING,  DALE  R,  COP 

126   NELSON,  BILLIE  JOE,  COP 
BALLWIN 

192   BAUMGARTH,  BOBBIE  J,  CPT,  PD 

165   BIEDERMAN,  JAMES  BRIAN,  LT,  PD 

153  *  RAY,  DAVID  JOHN,  CPT,  CHESTERFIELD  PD 

132   WISE,  RICHARD  GILLILAND,  CPT,  PD 
BEL-NOR 

136   HARRIS,  JOHN  WILLIAM,  COP 
BEL-RIDGE 


191 
BELTON 
113  * 
172 
197 


BOGAN,  GERTRUDE,  COP 


175 
165 
107 
189 


BRESHEARS,  STEVEN  T.,  CPT,  PD 
CHANDLER,  DENNIS  LEROY,  CPT,  PD 
KOHLER,  DONALD  DOUGLAS,  CPT,  PD 
BERKELEY 
103  tt   CHARBONEAU,  LOUIS  E.,  MAJ/ASST  CHF,  PD 
115   NELSON,  JERRY  L,  SGT,  PD 
128  tt   SNELSON,  JOHN  LAWRENCE,  MAJ/ASST  CHF,  PD 
68  tt   STAFF,  WILLIAM  DOUGLAS,  CHIEF  DISPATCHER,  PD 
94  tt   WOERTHER,  ROBERT  E,  COP 
BLUE  SPRINGS 

AHERN,  GARY  WAYNE,  CPT,  PD 
AHRING,  ROBERT  CURTIS,  MAJ,  PD 
BROWN,  HOWARD  L.,  COP 
SNYDER,  JAMES  ROBERT,  SGT,  PD 
BOLIVAR 

198   BOWERS,  TONY  ARTHUR,  USHF,  POLK  CO  SO 
BRANSON 
191   HAUPT,  GARY  THOMAS,  CPT,  MO  ST  HATER  PATROL 
183   MEFFORD,  STEPHEN  WAYNE,  COP 
BRENTWOOD 

90  tt   GIACOPELLI,  PETE,  COP 
114  *  HOHERTON,  JAMES  V.,  SGT,  PD 
112   KARABAS,  WILLIAM  G,  COP 
151   ZINN,  JOHN  STANLEY,  LT,  PD 
BRIDGETON 
173   LEWIS,  JAMES  CLAYTON,  LT,  PD 
MUTERT,  WALTER  H. ,  CHIEF,  PD 
QUIGLEY,  ROBERT  VINCENT,  CPT, 
RUNGE,  WARREN  SLATER,  COP 
STEINMAN,  DONALD  CECIL,  CPT, 
WOODLAND,  JAMES  ALVIE,  LT,  PD 
BRIDGETON  TERRACE 

126  *  CIARAMITARO,  ROSALIE  ANNTONE,  OFCR,  PD 
BROOKFIELD 

157   HANE,  DAVID  HILLIAM,  COP 
BUCKNER 
132   SEIBERT,  CHARLES  MICHAEL,  COP 


104 
123 
131 
129 
155 


PD 
PD 
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CAMDENTON 

159   BLECK,  HILLIAM  RICHARD,  CHF  DEP,  CAMDEN  CO  SD 
99   MEYER,  ELMER,  COP 

120   HHITTEN,  LARRY  T.,  COL,  CAMDEN  CO  SO 
CANTON 

108   SCHROEDER,  ERNEST  H,  SGT,  MO  SHP 
CAPE  GIRARDEAU 

102  #  BOYD,  HOHARD  H. ,  JR,  COP 

105   BROHN,  JOHN  B,  DET  LT,  PD 

120  DOLAN,  DENNIS  REID,  CPT,  PD 

118  *  GREGORY,  JAMES  EDWARD,  CHF,  SE  MO  STATE  UNIV 
182   LEMONDS,  ALVIS  TRACY,  LT,  PD 

112  RATLIFF,  LEONARD  D. ,  LIEUTENANT,  PD 

174  RODDY,  RANDALL  EDHARD,  LT,  PD 
117   ROSS,  ROBERT  F.,  LIEUTENANT,  PD 

42  It   SCHNEIDER,  FREDERICK  L.,  CAPTAIN,  PD 
133   STRONG,  STEPHEN  CHARLES,  CPT,  PD 
CARROLLTON 

98  U   JOHNSON,  PAUL  M. ,  SHF  OF  CARROLL  CO 
CARTHAGE 
158  ft   COOK,  DAVID  LOREN,  CPT,  MO  SHP 

136  ELLEFSEN,  EDHARD  ALFRED,  COP 
CHARLACK 

175  HANSHEH,  KENT  HILLIAM,  COP, 
CHARLESTON 

89   RAPERT,  BENNIE  L.,  SGT,  MO  STATE  HIGHHAY  PATROL 
CHESTERFIELD 
145   BURNLEY,  HILFORD  GRAHAM,  JR,  CPT,  PD 

94   DANIEL,  DON  L,  DIR,  ST  LOUIS  CO  POL  ACDMY 
154   DILLENDER,  PAUL  KENNETH,  CPT,  CHESTERFIELD  PD 

186  HUFFORD,  DENNIS  GARVER,  LT,  PD 

113  JOHNSON,  DORTHEL  R,  COP 
CLAYTON 

114  ADAMS,  JERRY  E.,  MAJ,  ST  LOUIS  CO  PD 

94  #   ARMFIELD,  LLOYD  D. ,  CPT,  ST  LOUIS  CO  PD 
107   BATTELLE,  RONALD  A.,  COL/SUPT,  ST  LOUIS  CO  PD 

115  ft   BEEN,  RUSSEL  H,  LT,  ST  LOUIS  CO  PD 

131   BLAKE,  HILLIAM  JOSEPH,  JR,  CPT,  ST  LOUIS  CO  PD 
71  #  BRADBURY,  ROBERT  N.,  LT,  ST  LOUIS  CO  PD 

181  BYRNE,  THOMAS  JEFFREY,  CPT,  PD 

121  #  CARSON,  HILLIAM  EDHIN,  JR,  CPT,  ST  LOUIS  CO  PD 
174   COOK,  LAWRENCE  JOSPEH,  LT,  ST  LOUIS  CO  PD 

170   CORLESS,  GEORGE  HENRY,  LT,  ST  LOUIS  CO  PD 

138  tt   CRAHFORD,  FREDERICK  THOMAS,  CPT,  ST  LOUIS  CO  PD 
154   DAVENPORT,  DENNIS  LYNN,  LT,  PD 

125  *  DELLING,  PAUL  ARTHUR,  CPT,  PD 

116  it   DIXON,  EUGENE  P.,  JR.,  LT,  ST  LOUIS  CO  PD 
75  tt   FINK,  JOHN  S,  MAJ,  ST  LOUIS  CO  PD 

144   GOLDEN,  CYNTHIA  SMALLHOOD,  SGT,  ST  LOUIS  CO  PD 
112  tt   HUMPHREY,  JAMES  R. ,  CAPTAIN,  PD 

187  HYLLA,  THEODORE  LEO,  JR,  CPT,  ST.  LOUIS  CO  PD 
150   KITREL,  DARRELL  MARTIN,  CPT,  ST  LOUIS  CO  PD 

84  tt   KLEINKNECHT,  G.  H. ,  SUPT,  ST.  LOUIS  CO  PD 

120  It   LONG,  DENNIS  ROY,  MAJ,  ST.  LOUIS  CO  PD 
101   MANNING,  VINCENT  J.,  CPT,  ST.  LOUIS  CO  PD 
168   MCCRADY,  JOHN  FRANCIS,  LT,  ST.  LOUIS  CO  PD 

74  tt   MIZELL,  GERALD  0,  MAJ,  ST.  LOUIS  CO  PD 
97   MOONIER,  THOMAS  P.,  MAJ,  ST.  LOUIS  CO  PD 
82  tt   MORGENTHALER,  EDWARD  A.,  CAPTAIN,  PD 
107   MORRIS,  RICHARD  T,  COP 
88  tt   MORRISSEY,  EDWARD  F,  CPT,  PD 

163  PIERCE,  THOMAS  MICHAEL,  LT,  PD 

165   PUDLOWSKI,  DAVID  THOMAS,  LT,  ST  LOUIS  CO  PD 

124  RIPPETO,  ARCHIE  LEE,  LT,  ST  LOUIS  CO  PD 

189  ROACH,  JOHN  KEVIN,  LT,  ST  LOUIS  CO  PD 

190  ROBERDS,  TERRY  LAWRENCE,  CPT,  ST.  LOUIS  CO  PD 
130   ROSENTHAL,  JOHN  LIGHTHOLDER,  CPT,  ST  LOUIS  CO  PD 
105   SLATER,  LAWRENCE  RAY,  CAPTAIN,  PD 

125  WADSACK,  LAWRENCE  JOSEPH,  CPT,  ST  LOUIS  CO  PD 

182  WEBB,  JACK  J,  CPT,  ST  LOUIS  CO  PD 

137  tt   WILDE,  HARRY  ROBERT,  JR,  LT,  ST  LOUIS  CO  PD 

178  YOUNG,  ROBERT  C,  LT,  ST.  LOUIS  CO  PD 
COLUMBIA 

181   ANDERSON,  DALE  JAMES,  LT,  BOONE  CO  SD 
137   BARBEE,  ERNEST  JAMES,  COP 

25  *  BLACKBURN,  GEORGE,  COP 
150   BOEHM,  THEODORE  PAUL,  SHF  OF  BOONE  CO 
137  *  BRUNING,  LESLIE  BERNARD,  SGT,  MO  SHP 

56  tt   CHEAVENS,  PAUL  B.,  COP 

179  COVINGTON,  MICHAEL  RAY,  CPT,  PD 

139  ISAACSON,  CHARLES  PORTER,  CPT,  UNIV  OF  MO  PD 

94  MASON,  RONALD  E,  CHF,  UNIV  OF  MO  PD 
91   MCNEAR,  OSCAR  W. ,  CPT,  BOONE  CO  SO 

121  D   MORGAN,  WILLIAM  THEODORE,  MAJ,  PD 

178   OTTO,  FRED  HENRY,  III,  CHF,  UNIV  OF  MO  AT  COLUMBIA  PD 

194   SCHWANDT,  ROBERT  DOUGLAS,  CPT,  PD 

147   SHELTON,  JEFFREY  SCOTT,  CPT,  UNIV  OF  MO  PD 

167    VEACH,  DENNIS  RAY,  DEP  CHF,  PD 

122  WATRING,  JACK  WILLIAM,  MAJ,  UNIV  OF  MO  PD 

141  It   WONNEMAN,  FORREST  AUDRAIN,  COURT  SEC  SUPV,  BOONE  CO 
CRESTHOOD 
139  tt   BREKEL,  JOSEPH  EDWARD,  SGT,  PD 

176  GREER,  DONALD  EDWARD,  COP 
152  H   JONES,  THOMAS  MICHAEL,  LT,  PD 

CREVE  COEUR 

164  BAILEY,  DALE  EDHARD,  CPT,  PD 
181   BEARDSLEE,  JOHN  THOMAS,  LT,  PD 

78  It   GOOCH,  THOMAS  0.,  CPT,  PD 

123  It   HARRIS,  FRANKLIN  DELANO,  MAJ,  PD 

95  RAINS,  GILBERT  E.,  CPT,  PD 


133  ft   SCHNARR,  RICHARD  ERNST,  COP 
CRYSTAL  CITY 

184   BUSKEN,  DANIEL  JOHN,  COL,  PD 
DELLHOOD 

JOHN  DANIEL,  CPT,  PD 


137   CHAPMAN, 
DES  PERES 


BRIDGES, 
HASKINS, 


HILLIAM  ALFRED,  COP 
EDHARD  LYNN,  CPT,  DPS 


COMFORT,  STEVEN  LEE,  LT,  PD 

FISH,  FREDRIC  STEPHEN,  SHF  OF  STODDARD  CO 


COP 


195 
124 
DEXTER 
135 
119 
EDINA 

106  *  HAYES,  JERRY  L,  SHERIFF  OF  KNOX  CO 
EL  DORADO  SPRINGS 

91   LUSTER,  JIMMY  B. 
ELLISVILLE 
139   DAUGHERTY,  DOUGLAS  LEE,  LT,  PD 
118   STARCK,  JAMES  JOSEPH,  COP 
152   WENGERT,  DENNIS  JOHN,  LT,  PD 
EUGENE 

45  It   HESCOTT,  ARNOLD  B.,  SGT,  PD 
EUREKA 

195   HIEGAND,  MICHAEL  ANDREW,  COP 
FARMINGTON 
190   BAKER,  RICHARD  TODD,  COP 

BUCKLEY,  KENNETH  E,  SHF  OF  ST  FRANCOIS  CO 
DAILEY,  DANNY  JOSEPH,  COP 
ODER,  ROBERT  EUGENE,  COP 


96 

124  It 

165  tt 

FENTON 

171 

92  » 


DUQUESNE,  GILBERT  HENRY,  LT,  PD 
HANNEKEN,  EDWIN  J,  CPT,  PD 
FERGUSON 
159  *  CARTER,  JAMES  EDWARD,  COP 
DAVIS,  JAMES  H,  COP 
DECARLI,  DANNY  H  H,  LT,  PD 
HACKETT,  ALBERT  PATRICK,  JR,  SGT,  PD 
HENKE,  RICHARD  JOSEPH,  MAJ,  PD 
PASCHALL,  SYLVESTER  R,  LIEUTENANT,  PD 


101 
184 
124  B 
187 
90  tt 
FESTUS 
186 
172 


LEWIS,  TIMOTHY  BRUCE,  CPT,  PD 
SCAGGS,  RONALD  JOSEPH,  COP 
FLORISSANT 

98  tt   BOEDEKER,  CLARENCE  J.,  MAJ,  PD 

187  BURKE,  JEROME  THOMAS,  JR,  SGT,  PD 
113  #  DEMURI,  MARION  L.,  LT,  PD 

199   FODDE,  TIMOTHY  JOHN,  LT,  PD 

174  HOUSE,  JOHN,  LT,  PD 

78  *  LECHNER,  CARL  J.,  MAJOR,  PD 
100   LOWERY,  ROBERT  GLENNON,  COP, (COL)  PD 

177  LOWERY,  ROBERT  GLENNON,  JR,  SGT,  PD 
122  *  MAHONEY,  TIMOTHY  WALTER,  LT,  PD 

108  tt   TREUTKEN,  ROBERT  C,  COP 

141  II   VELASCO,  ANDREW,  LT,  PD 
FORSYTH 

130   MASON,  ALAN  EDWARD,  CRIM  INVSTGR,  TANEY  CO  PROS  OF 
FORT  LEONARD  MOOD 

130  PRATER,  TIMOTHY  DAVID,  CPT,  USA 

113   SNYDER,  ALBERT  D.,  CHIEF  WARRANT  OFFICER  III,  U. 
FRONTENAC 

140   BRANCH,  BENJAMIN  JOHN,  COP 

163   SEAL,  RICHARD  JAMES,  LT 
FULTON 

142  HERBERT,  PHILLIP  MICHAEL,  COP 
GALENA 

109  WEBER,  RONALD  F.,  DEP,  STONE  CO  SD 
GLADSTONE 

131  ADAMO,  WILLIAM  PAT,  DIR,  DPS 

173   SCHEFFNER,  DOUGLAS  WARREN,  CPT,  DPS 
GLENDALE 
149   BLACK,  RICHARD  HENRY,  COP 

183  HOEPKE,  GARY  STEVEN,  LT,  PD 
GRANDVIEW 

170   ANGELL,  DONALD  KEITH,  SGT,  PD 
154   BECKERS,  ROBERT  MATTHEW,  COP 
180   MOSER,  ROBERT  EUGENE,  CPT,  PD 
HANNIBAL 

63  *  BRINK,  CARL  E.,  PTLM,  PD 

188  LIPP,  GARY  WAYNE,  LT,  PD 

92  *  NEFF,  J  FRANKLIN,  CHIEF  OF  POLICE 

173   RUNYON,  JOEY  EUGENE,  DET,  PD 

146  It   WALDSCHLAGER,  JOHN  EDWARD,  COP 
HAZELHOOD 

122   CIRA,  JOHN  EDHARD,  MAJ,  PD 

198   JEHSON,  KENNETH  ROBERT,  SGT,  PD 

163   ROESSLER,  EUGENE  LOUIS,  LT,  PD 

106  #  SCHWARTZ,  GEORGE  V.,  CPT,  PD 
HIGGINSVILLE 

184  ALUMBAUGH,  KERRICK  LYNN,  COP, 
HILLSBORO 

175  BOYER,  OLIVER  GLENN,  SHF  OF  JEFFERSON  CO 

185  It   MARBERRY,  RICHARD  LEE,  MAJ,  JEFFERSON  CO  SD 

178  MEINBERG,  STEVEN  EDWARD,  LTC,  JEFFERSON  CO  SD 
198   STEVENS,  RICHARD  LYLE,  CPT,  JEFFERSON  CO  SD 

59   VASEL,  FREDERICK  J.,  CHF  DEP,  JEFFERSON  CO  SO 
INDEPENDENCE 
103  *  COOK,  LAHRENCE  L.,  COP 
134  n   DOUGHERTY,  DAVID  ALLEN,  CPT,  PD 
140   EICHLER,  DONALD  EUGENE,  DET,  PD 
115   EMMONS,  DAVID  E,  MAJ,  PD 
112  *  GAISER,  ROBERT  S.,  JR,  SGT,  PD 
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169  GEORGE,  GARY  DHIGHT,  ASST  CHF,  PD 
93   HUNTSINGER,  DONALD  R,  CPT,  PD 

187    MAIN,  JOHN  MASON,  LT,  PD 

126  It   MAUER,  JAMES  MICHAEL,  DET,  PD 

74  U   RINEHART,  ROBERT  E,  COP 

77    STEWART,  RONDELL  F,  CPT,  PD 
107    VAUGHN,  JOHN  C,  MA J,  PD 
157   HHITE,  EDDIE  RAY,  SGT,  PD 
JEFFERSON  CITY 

82  BERGMAN,  ROY  R.,  CPT,  MO  HPTL 

92  BILBREY,  RAYMOND  P,  DIR,  ADMIN  SER  BU,  MO  SHPTL 
168    BREWER,  KIH  TYLER,  COP 

167  BUSCHJOST,  LAWRENCE  LOUIS,  LT,  MO  SHP 

3  U  CLARK,  E.  P.,  (SA.FBI)  SGT-MAJ,  MO  HPTL 

97  DARNELL,  WILLIAM  B,  DIR  OF  TNG,  MO  HPTL  ACADEMY 
15*  I  DAYRINGER,  EDGAR  JOE,  LT,  MO  HPTL 

93  DICKSON,  JAMES  H. ,  CPT,  MI  ST  HPTL 
113  I  DUCKWORTH,  MELVIN  E,  MAJ,  MO  HPTL 

171  ELLIS,  VINCENT  JAY,  LT,  MO  SHP 

92    FISHER,  CLARENCE  E,  DEP  DIR,  MO  GAMING  COMM 
105    FLUEGEL,  ROY  A.,  LT,  MO  HPTL 

117  FOSS,  ROY  G,  MAJ,  MO  HPTL 

111   GAINES,  JIMMIE  F,  CPT,  MO  HPTL 

170  GLOVER,  JAMES  LYNN,  MAJ,  MO  STATE  WATER  PTL 
151   HARTUNG,  EVERETT  DWIGHT,  CPT,  MO  SHP 

24  #  HOCKADAY,  EDMUND  I.,  SUPT,  MO  HPTL 

98  tt   HOFFMAN,  HOHARD  J,  SUPT,  MO  SPOL 

128  HOFFMANN,  THOMAS  WALTER,  SGT,  MO  SHP 

195  HOOVER,  JOHN  PATRICK,  CPT,  MO  ST  PARK  RANGERS 

144  JACKSON,  CHARLES  RAY,  LT,  MO  SHP 

148  JOHNSON,  STEPHEN  R,  JR,  MAJ,  MO  HPTL 

172  JONES,  BRADLEY  HADE,  SGT,  MO  SHP 

164   KEMPKER,  GARY  BERNARD,  DIRECTOR,  MO  DPS 

121  It   KERNS,  LOYD  ALLEN,  SGT,  MO  HPTL 

195   KOLILIS,  GUS  HILL,  CHF,  MO  CAPITOL  POL 

168  LACY,  LAFAYETTE  EUGENE,  LT,  MO  HWY  PTL 
176   LEDBETTER,  KENNETH  RAY,  LT,  MO  SHP 

86  0  MADDOX,  C  C,  CPT,  MO  SHP 

129  HCCUTCHEN,  ERNEST  G,  ASST  CHF,  MO  HPTL 

83  tt   PATTON,  LAHRENCE  C,  COLONEL,  COP 

115  PAYNE,  GEORGE  F.,  SGT,  MO  STATE  HIGHWAY  PATROL 

127  PLUNKETT,  CARROLL  LEE,  CPT,  MO  HPTL 
191   ROTHROCK,  ROBERT  HAINES,  LT,  MO  SPTL 

160  SCOTT,  DAVID  EDWARD,  LTC,  MO  STATE  WATER  PATROL 

130  It   SHELTON,  DONALD  RAY,  MAJ,  MOS  SHP 

118  SMITH,  BILL  DAMRON,  LTC,  MO  HPTL 

163  STANFIELD,  HAROLD  HARREN,  LT,  MO  SHP 
189   STRUTTMAN,  MICHAEL  ALFRED,  SGT,  PD 

148  SHINEBURG,  WILLIAM  STEWART,  CPT,  MO  STATE  WATER  PATROL 

135  TEDESCHI,  LOUIS  DAVID,  LT,  CAPITOL  POL 

113  VAUGHN,  GENE  T,  CPT,  MO  HPTL 

164  HILHOIT,  HELDON  LEE,  CPT,  MO  HPTL 

141   HORSHAM,  RONALD  ORIS,  ASST  DIR,  MO  DPS 

116  YORK,  ROBERT  L,  JR,  INVSTGR  III,  MO  SOCIAL  SERV 
JENNINGS 

104 

83  It 
JOPLIN 

42  » 

95  tt 
185 
176 

161  It 

109  n 

KANSAS  CITY 
152 
178 
147 

75  It 
tt 


JUDD,  JOHN  J.,  COP 

ZLOTOPOLSKI,  ALFRED  T,  SR,  COL,  COP 

MASTERSON,  ARCHIE  CLINTON,  DEP  SHF,  JASPER  CO  SO 

MCAFEE,  DONALD  A.,  CPT,  PD 

NICHOLS,  LANCE  WILLIAM,  LT,  PD 

NIEBUR,  DAVID  RALPH,  COP 

OWEN,  DALE  WARREN,  LT,  PD 

TENNIS,  LARRY  D. ,  COP 


BARBEE,  JAMES  FLOYD,  CPT,  PD 
BARTON,  DAVID  MICHAEL,  MAJ,  PD 
BISHOP,  STEVEN  CHARLES,  COP 
BRADY,  JACK  L.,  CPT,  PD 

142  tt  BRAUNINGER,  MARYLYN  DEAN,  MAJ,  PD 
177  BUSH,  JULIA  ANN,  MAJ,  PD 

81  tt  CAMPBELL,  JAMES  F,  DIR  OF  SEC,  MENORAH  MEDCL  CNTR 

71  tt  CARON,  NORMAN  A.,  COP 

5  *  CHILES,  DARREL  H. ,  DIR  OF  PERSONNEL,  PD 

127  CHRISTIAN,  JULIE  LYNNE,  SA,  FBI 

102  COLE,  JAMES  N. ,  SAC,  VA  OFC  OF  INSPTR  GEN 

72  *  COOLEY,  MARION  LEE,  JR.,  CPT,  PD 
192  CORWIN,  JAMES  DUDLEY,  MAJ,  PD 

171  DAILEY,  THOMAS  JOSEPH,  III,  CPT,  PD 

104  DALTON,  JUDITH  E.,  DET,  PD 

10  It  DAVIS,  E.  M.,  JR  INSPR,  PD 

91  FLOYD,  LEE  T.,  MAJOR,  PD 

197  FORTE,  DARRYL  LEE,  CPT,  PD 

159  FRANCIS,  BILLY  KEITH,  CPT,  PD 

144  FRAZIER,  WILLIAM  EDHARD,  MAJ,  PD 

79  HARLOW,  SIDNEY  A.,  MAJOR,  PD 

76  KASH,  REIS  R.,  REGIONAL  DIR,  MARSHALS  SERVICE 

5  *  KEARNEY,  THOMAS  FRANCIS,  SUPT  OF  RECORDS,  PD 

143  KNOUSE,  CRAIG  LEE,  CPT,  PD 

195  LAUGHLIN,  CHRISTINE  LYNN,  CPT,  PD 

115  It  LAYMAN,  CHARLES  E,  SGT,  PD 

114  LOMAX,  ALFRED  C,  SGT,  PD 

191  MAJORS,  GARY  R,  CPT,  PD 

57  MATHESON,  JOHN  R.,  LTC,  USMC 

151  MATHIS,  ROBERT  CHARLES,  CPT,  PD 

179  MCHALE,  JOSEPH  PATRICK,  MAJ,  PD 

173  MCINERNEY,  VINCENT  PAUL,  CPT,  PD 

187  MCOUILLEN,  MICHAEL  CRAIG,  CPT,  PD 

175  MILLS,  GREGORY  PAUL,  MAJ,  PD 

128  MITCHELL,  DAVID  BRUCE,  INVSTGR,  US  DEPT  OF  LABOR 


73  tt   NEHMAN,  JAMES  R.,  ASSISTANT  CHIEF  OF  POLICE,  PD 
185   NUNN,  JAMES  PRENTICE,  DEP  CHF,  PD 

39  It   PARKER,  HILLIAM  E.,  SEC  OFCR,  UNIVERSITY  OF  MISSOU 

84  It   PONESSA,  HILLIAM  V.,  SPECIALIST,  CITY  OF  KANSAS  CIT 
168   QUIJAS,  LOUIS  FRANCES,  JR,  MAJ,  PD 

96  #  REED,  ROBERT  D,  MAJ,  USAF 
139   REYNOLDS,  DANNY  LEE,  SGT,  PD 
199   RITTER,  CYRIL  KENNEY,  CPT,  PD 
193   ROBERTS,  GEORGE  FREDERICK,  MAJ,  PD 
133   SANFORD,  BRENDA  KAY,  INVSTGR,  PD 
163   SCHERER,  GARY  ALAN,  CPT,  PD 

158   SCHMITZ,  DONALD  ANTHONY,  DIR  OF  SEC,  MO  LOTTERY  COMM 
183   SHREVE,  DENNIS  RAY,  MAJ,  PD 
174   STUART,  EMILY  JEAN,  CPT,  PD 

116  THOMSON,  JACK  L.,  MARSHAL, H.  DIST  MO  STATE 
44   VICE,  PAUL  H.,  CAPTAIN,  PD 

101  tt   WILSON,  DONALD  K.,  SGT,  PD 
111   WINSTON,  SYLVESTER  H. ,  MAJ,  PD 

36  tt   HYATT,  LEWIS  E.,  MAJOR,  PD 
181   ZIMMERMAN,  JAN  MICHELE,  CPT,  PD 
KENNETT 

117  tt   DEARING,  HALTER  S,  INVSTGR,  DUNKLIN  CO  PROS  OFC 
KI RKSVILLE 

145   FORQUER,  RANDALL  RAY,  SHF  OF  ADAIR  CO 
KIRKWOOD 
100  tt   AUSTIN,  RUSSELL  L.,  CPT,  PD 
132   BASLER,  GEORGE  FRANKLIN,  CPT,  PD 
138   BECK,  RONNIE  LEE,  SGT,  MO  SHP 
136  tt   BIZELLI,  DONALD  RICHARD,  SGT,  MO  SHP 
111   BROWN,  GRAHAM  D. ,  SGT,  PD 
196    FOLLUO,  JOHN  DAVID,  LT,  PD 
116  tt   GERINGER,  JAMES  L,  CPT,  PD 
122   HAMILTON,  BRUCE  ANDREH,  SGT,  MO  SHP 
93   KOENEMANN,  HARRY  G,  CHF,  MERAMEC  COMM  COLLEGE  PD 
71   LINZA,  DANIEL  B.,  COP 
121  tt   OKEEFE,  JEROME  CHARLES,  LT,  PD 
183   POPE,  CLIFFORD  GERALD,  LT,  PD 

PRICE,  KENNETH  WAYNE,  LT,  PD 

RICKS,  CAPPY,  DETECTIVE,  PD 

SCANGA,  DIANE  MARIE,  LT,  PD 

SCHNEEDLE,  JACK  WAYNE,  LT,  PD 

VITT,  LLOYD  ARTHUR,  CPL,  MO  SHP 

HERNER,  WAYNE  LEE,  CPT,  PD 

HILSON,  JOSEPH  HENRY,  JR,  SGT,  MO  HPTL 


141 
103 
154 
168 
124 
125 
120 
LADUE 
134 
169 
92 
125 
149 


PD 


PD 


BALDWIN,  HILLIAM  BERNARD,  J,  LT, 

HODGES,  DANIEL  RICHMOND,  LT,  PD 

STAFFORD,  DALE  K,  COP 

WICKENHAUSER,  DONALD  JOSEPH,  COP 

HOOLDRIDGE,  MICHAEL  HILLIAM,  LT, 
LAKE  ST.  LOUIS 
152   FORCE,  MICHAEL  THOMAS,  COP 
139   PHELAN,  JOSEPH  GLENNON,  LT,  PD 
124  tt   SELBY,  JOHN  BERT,  COP 
LEE'S  SUMMIT 

97  ANDERSON,  JAMES  D. ,  SHF  OF  JACKSON  CO 

113  BELL,  HILLIAM  L.,  SGT,  MO  SPTL 

190  BENITZ,  WESLEY  EUGENE,  LT,  MO  SHP 

191  BIDWELL,  JOHN  DAVID,  LT,  PD 

96   BUESING,  MERLE  D. ,  SGT,  MI  ST  HPTL 
167   CONLEE,  KENNETH  TOWSE,  COP 
90   FOSTER,  CARL  M. ,  CPT,  JACKSON  CO  SD 

114  KEMPSTER,  GRAHAM  B,  DET,  JACKSON  CO  SD 
178   KUNARD,  DARRELL,  SGT,  PD 

104   LAPOUR,  THOMAS  J,  CPT,  JACKSON  CO  SO 
127   MINCEY,  HENRY  RAY,  SGT,  JACKSON  CO  SD 
161    PHILLIPS,  GARY  HILLIAM,  CPT,  MO  SHPTL 
188   PHILLIPS,  THOMAS  FRANKLIN,  CPT,  JACKSON  CO  SD 
132   TRUELOVE,  JAMES  CONNIE,  SGT,  JACKSON  CO  SD 
194   HALKER,  GARY  WAYNE,  LT,  MO  SHP 
LEXINGTON 
107    BAHL,  RONALD  J.,  COP 

98  DARNELL,  GENE  C,  SHF  OF  LAFAYETTE  CO 
198   DUVALL,  HILLIAM  MICHAEL,  COP 

150   GINOH,  CHARLES  DANIEL,  II,  CHF  DEP,  LAFEYETTE  CO  SD 
LIBERTY 
106   CHEVALIER,  ARTHUR  J,  III,  COP 
145   ENDERSON,  EDHARD  C,  USHF,  CLAY  CO  SD 

GANT,  ROBERT  WALLER,  DET,  PD 

HOUSE,  EDHARD  T.,  CHF  DEP  SHF,  CLAY  CO  SD 

RIDGEHAY,  LYMAN  I.,  SGT,  PD 

SAYRE,  JAMES  A.,  MAJOR,  CLAY  CO.  SD 

SIMPSON,  JAMES  RUSSELL,  CPT,  PD 


130 

96  * 
113  tt 
110 
188 
MACON 

95 
109  It 


ALLINSON,  BOBBY  G. ,  SGT,  MO  SHP 
MEYER,  C.  LLOYD,  CPT,  MO  HPTL 
MANCHESTER 
166    FITZPATRICK,  COLLEEN  ANN,  LT,  PD 
99   QUINN,  JOHN  T,  COP 
MAPLEHOOD 
143   BIGGERSTAFF,  ROBERT  EUGENE,  COP 
170   HOLLAND,  THOMAS  HAYNE,  LT,  PD 
85  tt   PORTER,  CARL  E.,  COP 
MARYLAND  HEIGHTS 
159   KURLANDER,  NEIL  FRED,  COP 
199   HILL,  SCOTT  ROBERT,  LT,  PD 
MARYVILLE 
136   JACKSON,  LARRY  HAYNE,  DIR,  DPS 
169   HOOD,  ROBERT  KEITH,  DIR,  DPS 
MEXICO 
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115  »  DUFFNER,  RICHARD  A,  SGT,  DPS 

194   KNIPFEL,  BARRY  BOB,  LT,  PUBLIC  SAFETY  DEPT 

107  *  MACPHERSON,  MICHAEL  K.,  SGT,  MEXICO  DPS 

144   MILLER,  CHARLES  GREGORY,  CHF,  DPS 
49  *  REHMERT,  CHARLES  H.  ,  CHIEF  OF  POLICE,  PD 
43  *  SULLIVAN,  HILLIAM  B.,  ASST.  CHIEF  OF  POLICE,  PD 
MOBERLY 

162   GARBULSKI,  MICHAEL  L,  COP 

113  *  LINK,  JAMES  A,  CPT,  PD 

132  SIMS,  GEORGE  THOMAS,  SGT,  MO  SHP 
MONETT 

192  REYES,  JAY  ANTHONY,  COP 
NEOSHO 

89  tt   KELLY,  GEORGE  T.,  JR.,  COP 

126  MCCRACKEN,  DAVID  LEE,  COP 

153  HILLIAMS,  BOBBY  RAY,  SR,  INVSTGR,  NEHTON  CO  PROS  ATTY  0 
NIXA 

193  BURDICK,  JONATHAN  JAY,  COP 
NORTH  KANSAS  CITY 

184   BEAMER,  STEVEN  EUGENE,  CPT,  PD 

110  BIGGERSTAFF,  HILLIAM  H. ,  COP 
70  tt   HOFFMAN,  CLARENCE  H. ,  COP 

55  tt   LIVINGSTON,  GERALD  H. ,  COP 

49  *  MALOTT,  DONALD  L.,  COP 
174   MCLENDON,  JESSE  LAWRENCE,  DEP  CHF,   PD 
162   HELLS,  GARY  FRANKLIN,  CPT,  PD 
OFALLON 
113   KERNAN,  MICHAEL  L,  COP 

169  SCHULTE,  GERALD  PAUL,  CPT,  PD 

194  TALBOTT,  STEVEN  DOUGLAS,  COP 
OLIVETTE 

166  DAVENPORT,  HENRY  IVAN,  COP 

189   KNOX,  RICHARD  FREEMAN,  SGT,  PD 
118  tt   TERRY,  CHARLES  ROBERT,  LT,  PD 
OVERLAND 
115  tt   BEELER,  TED  R,  CPT,  PD 

127  HERRON,  JAMES  EDHARD,  LT,  PD 
102  #  POESCHEL,  RAYMOND  F,  MAJ,  PD 
160   TURNER,  HILLIAM  ROBERT,  MAJOR 

OHENSVILLE 

97  tt   CALDWELL,  DUANE  E,  COP 
OZARK 

178  WHITNEY,  JOHN  STEPHEN,  SHF  OF  CHRISTIAN  CO, 
PARKVILLE 

107   HUDSON,  WILLIAM  T.,  MAJ,  PD 
PLATTE  CITY 

111  tt   CANADAY,  RONALD  C,  COP 

183  CRADER,  GREGORY  K,  MAJ/CHF  DEP,  PLATTE  CO  SD 
196   JOHNSON,  STEVEN  PAUL,  CPT,  PLATTE  CO  SO 

199   TAYLOR,  WILLIAM  JOSEPH,  CPT,  PLATTE  CO  SO 
POMONA 

100  tt   CRAFTON,  HAROLD  E.,  LT,  MS  HPTL 
POPLAR  BLUFF 

110   ADAMS,  BILLY  J.,  COP 

148   ALMOND,  THURMAN  MICHAEL,  SGT,  MO  HPTL 

160   BAIRD,  PATRICK  CHARLES,  CPT,  MO  SHP 

188   BAXTER,  LARRY  DALE,  LT,  PD 

165   HART,  DAVID  BENTON,  LT,  MO  SPTL 

106   HODGE,  CLIFFORD  A,  DET,  PD 

134  tt  JONES,  RONALD  WAYNE,  SGT,  MO  SHP 
177   LOWE,  ROY  DALE,  LT,  PD 

14  tt   PORTER,  EARL  C. ,  COP 
RAYTOWN 

64  tt   BEELER,  MARION  PAUL,  COP 

129  FIDLER,  TIMOTHY  DEAN,  DET  SGT,  PD 

154  FOX,  JOHN  LYNN,  CPT,  PD 
87  tt   HARRIS,  JAMES  E.,  LT,  PD 

135  KEITH,  DONALD  GENE,  MAJ,  PD 
99  tt  MAGELSSEN,  NILS  M.,  CPT,  PD 
93   MCCORMICK,  JOSEPH  R,  CPT,  PD 

120   MULHEARN,  ROBERT  EDHARD,  CPT,  PD 

123   OVERFIELD,  LARRY  ALAN,  COP 

139   TURNBOW,  KRISTOFER  PAUL,  COP 
REPUBLIC 

172   HARTSELL,  SAMUEL  WAYNE,  COP 
RICHMOND 

118   PORTER,  DOUGLAS  DON,  COP 
RICHMOND  HEIGHTS 

77  tt   ANDERSON,  RALPH  R,  COP, 

180   CONNOLLY,  JOHN  CHARLES,  ASST  CHF,  PD 
86  tt   LANKFORD,  LEMUEL  L,  COP 

167  PFEIFFER,  RONALD  FRANK,  COP 
99   WILD,  CURTIS  J.,  CAPTAIN,  PD 

130  HILD,  JEROME  JACOB,  CPT,  PD 
199   WRIGHT,  ROY  DANIEL,  CPT,  PD 

RIVERSIDE 

155  PALMER,  HILLIAM  BRANSFORD,  DEP,  DPS 
ROCK  HILL 

170  GOOD,  TERRY  RAY,  COP 
109  tt   MCDONALD,  DONALD  A,  COP 

142  ZIMMER,  MILTON  JOSEPH,  ASST  CHF,  PD 
ROGERSVILLE 

129   PAUDERT,  ROBERT  H,  JR,  COP 
ROLLA 

16  *  AYERS,  OSCAR  S.,  DEP  MARSHAL,  PD 

179  BECKER,  RANDY  LEE,  SR,  LT,  MO  SHP 
118  MERTENS,  PAUL  JOSEPH,  SGT,  MO  SHP 
104  tt   NORTH,  ROBERT  A,  SGT,  MO  HPTL 

143  PARKER,  TERRY  WILLIAM,  SGT,  MO  SHP 

184  PIKKA,  DAVID  HERBERT,  COP 


161  tt   SNAVELY,  MICHAEL  HILLIAM,  COP 
110  tt   VIESSMAN,  ANTHONY  J,  LT,  MO  SHPTL 

126  HIEDEMANN,  RONALD  P,  LT,  MO  SPOL 

93  tt   WILSON,  DONALD  L.,  SGT,  MISSOURI  STATE  HIGHHAY  PA 
SEDALIA 

152  tt   BOLAR,  DOUGLAS  LYLE,  COP 

180   GAERTNER,  HAROLD  JAMES,  CPT,  PD 

156  STARKE,  GARY  ROBERT,  SHF  OF  PETTIS  CO 
SHREHSBURY 

153  KRUSE,  STEPHEN  MICHAEL,  COP 
SIKESTON 

128  HINTON,  DAN  HILLIAM,  CPT,  DPS 

127  POSEY,  THOMAS  EDWIN,  DIR,  DPS 
SMITHVILLE 

185  VESCOVO,  PAUL  CLEMENT,  III,  COP 
SPRINGFIELD 

164  BURK,  RODNEY  GERALD,  LT,  PD 
166   CRICK,  DARRELL  EUGENE,  MAJ,  PD 
177   DONNELL,  CHARLES  FREDERICK,  LT,  PD 
161   GLENN,  FRED  ANTHONY,  CPT,  PD 

99   HENSLEY,  WILLIAM  J.,  MAJ,  PD 

186  IJAMES,  STEPHEN  BRADFORD,  CPT,  PD 

94  MURPHY,  WAYNE  A.,  SGT,  MS  SHPTL 
105   ROWE,  LYNN  S,  COP 

168   SHAFER,  VICKY  LYNN,  LT,  PD 
ST.  CHARLES 
188   BANAS,  JOHN  PAUL,  CPT,  PD 

129  BENTON,  THOMAS  HARLIN,  JR,  LT,  PD 

148   BOERDING,  ROBERT  ANTHONY,  LT,  ST  CHARLES  CO  SO 
98  #  DANIEL,  EDWARD  D,  DIR,  MO  DPS 
193   GRAVEMANN,  MICHAEL  ARTHUR,  SGT,  PD 
136   KING,  DAVID  ARTHUR,  COP 
136   MCCARRICK,  PATRICK  DANIEL,  COP 
177   MYERS,  SCOTT  MARSHALL,  LT,  ST  CHARLES  CO  SD 
179   NEER,  PEGGY  INEZ,  LT,  ST  CHARLES  CO  SD 

157  NEER,  THOMAS  WADE,  CPT,  ST  CHARLES  CO  SD 

171   POWELL,  MICHAEL  STEPHEN,  LT,  ST  CHARLES  CITY  PD 
192   SAULTERS,  HAROLD  DOUGLAS,  SHF  OF  ST  CHARLES  CO, 
179   SIMPSON,  LESLIE  DAVID,  LT,  PD 
93  tt   THEBEAU,  EVAN  G,  SHF  OF  ST  CHARLES  CO 
127  *  UEBINGER,  EDWARD  JOHN,  SHF  OF  ST.  CHARLES  CO 
ST.  CHARLES  CITY 

118  GOOCH,  JAMES  EVERETT,  CPT-DEP  CHF,  PD 
ST.  GEORGE 

119  *  SCHEPP,  MILTON  RUSSELL,  COL,  PD 
ST.  JOHN 

115   MILAM,  TERRY  D,  COP 
196   MORRIS,  JOHN  RUSSELL,  CPT,  PD 
ST.  JOSEPH 

52  tt   CROWELL,  HARRY  W.,  COP 
134  tt   GARRETT,  MYRON  CECIL,  SGT,  MO  SHP 

73   HAYES,  JAMES  R. ,  COP 
103   HIBBS,  GERALD  R.,  SGT,  PD 

165  HIRTER,  GOTTFRIED  MICHAEL,  CMDR,  PD 
92  tt   PASLEY,  LLOYD  W. ,  ASST  CHF,  PD 

90   RHOADES,  JAMES  C. ,  SGT.  MO  HPTL 
182   ROBISON,  CHARLES  RAYMOND,  CMDR,  PD 
100   SMITH,  ROBERT  C,  CPT,  PD 
ST.  LOUIS 

97  tt   AKLEY,  LAWRENCE  E,  CPT,  METRO  PD 
97   ATKINS,  RALPH  H. ,  LT,  METRO  PD 
33  tt   AYLWARD,  ANDREW  T.,  LTC,  PD 
110   BAUMAN,  ROBERT  J,  CPT,  PD 
125   BETLACH,  ROBERT  JAMES,  OFCR,  METRO  PD 
114  tt   BOHNERT,  DONALD  L,  SGT,  ST  LOUIS  METRO  PD 
22  tt   BOSCH,  NICK,  JR.,  LT,  PD 

BROADERS,  EUGENE  T,  LT,  PD 
tt   BROCATO,  WAYNE  ERNEST,  CPT,  PD 

BUCHMANN,  ANDREW  NICHOLAS,  DET,  METRO  PD 
BURKE,  JOHN  MICHAEL,  LT,  METRO,  PD 
tt   BURKS,  SHADRACH  JOHN,  LT,  METRO  PD 
tt   CLIFFORD,  WILLIAM  M.  ,  LT,  PD 
COFFEY,  ARTHUR  R,  CPT,  PD 
EDWARDS-FEARS,  MARY  E,  SGT,  METRO  PD 
FASSLER,  THOMAS  J.,  LT,  METRO  PD 
*  FERGUSON,  RENYOLD  RAY,  PATROLMAN,  PD 
tt   GEORGE,  DENNIS  ANTHONY,  CPT,  ST  LOUIS  CO  PD 

GODFREY,  THOMAS  FRANCIS,  SGT,  METERO  PD 
tt   GRAB,  WALTER  W,  SGT,  PD 
tt   GRIESHABER,  STEPHEN  H,  DET,  METRO  PD 

GROVE,  WILBERN  H. ,  SGT,  ST  LOUIS  METRO  PD 
tt   HACKETT,  JAMES  J,  LTC,  METRO  PD 

HALL,  CALZONA  J,  LTC,  PD 
tt   HALL,  DAVID  L.,  SGT,  METRO  PD 
tt   HAMILTON,  LAWRENCE  A,  CPT,  METRO  PD 
HARMON,  CLARENCE,  JR,  MAYOR 

HARMON,  STEVEN  LAMONT,  DET  SGT,  ST.  LOUIS  METRO  PD 
HARRIS,  REGGIE  LEE,  LT,  METRO  PD 
tt   HAUG,  ROBERT  BURKS,  LT,  METRO  PD 
HEATH,  DAVID  RICHARD,  CPT,  METRO  PD 
HEGGER,  HARRY  B,  JR,  CPT,  METRO  PD 
HENDERSON,  RONALD  LLOYD,  LT,  METRO  PD 
122  tt   JACOBSMEYER,  STEPHEN  WILBUR,  CPT,  METRO  PD 
114  *  JONES,  WILLIAM  H. ,  JR.,  SGT,  ST  LOUIS  METRO  PD 
KASLICK,  HILLIAM  F.,  LT,  METRO  PD 
KING,  DENNIS  WOODROW,  SGT,  PD 
LANGSTON,  ALLEN,  JR,  LTC,  USAF 
LAUER,  MICHAEL  RAYMOND,  SGT,  ST  LOUIS  METRO  PD 
LAUER,  RAYMOND  B,  LTC,  METRO  PD 
LEE,  JEROME  DANIEL,  MAJ,  ST  LOUIS  CO  PD 


94 
131 
123 
156 
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59 
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189 

99 

48 
158 
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42 
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111 
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98 
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181 
194 
126 
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198 


107 
130 
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134 
107 
173 
81 
92 
197 
180 
84 
147 
146 
196 
176 
141 
133 
167 
162 
195 
73 
91 
193 
124 
104 
175 
113 
118 
134 
148 
100 
111 
166 
135 
117 
185 
152 
ST 


HALECEK,  THOMAS  GEORGE,  LT,  PD 
MCCRARY.  CHARLES  E,  LTC/ASST  CHF,  METRO  PD 
METZNER,  CHARLES  PHILLIP,  DET  SGT,  METRO  PD 
MILLER,  ROY  G.  ,  LT,  PD 
NINTEMANN,  GEORGE  J.,  CPT,  PD 
OTOOLE,  LAHRENCE,  LT,  ST.  LOUIS  METRO  PD 
PARMENTER,  PAUL  DAVID,  LT,  MO  SHP 
PAULY,  GLENN,  CPT,  METROPOLITAN  PD 
PERKINS,  GARY  HOHARD,  CPT,  METRO  PD 
PICKENS,  JOHN  LOUIS,  DIR,  UNIV  OF  MISSOURI  AT  ST  LO 
PLUMHER,  JACK  RICHARD,  MAJ,  ST  LOUIS  CO  PD 
REAGAN,  TIMOTHY  EDHARD,  CPT,  PD 
REYNOLDS,  RAYMOND  HILLIAM,  LT,  METRO  PD 
RIZZUTI,  LOUIS  HENRY,  JR,  SGT,  METRO  PD 
SCEGO,  JAMES  LEE,  LT,  PD 

SCHEETZ,  ROBERT  EMMETT,  JR,  DET  SGT,  ST  LOUIS  METRO  PD 
SCHMIDT,  DALE  ALLEN,  LT,  MO  SHP 

SCHNEIDER,  NORMAN  0.,  JR.,  DIR  OF  SEC,  HASHINGTON  UNIV 
SIEBENMAN,  JOHN  M,  CPT,  METRO  PD 
SIMON,  SAMUEL  JOSEPH,  LT,  ST  LOUIS  METRO  PD 
SISCO,  RICHARD  JERRY,  DET,  PD 
SPICER,  DONALD  N. ,  LIEUTENANT,  PD 
SPICER,  GHEN  MARIE,  LT,  ST  LOUIS  METRO  PD 
STIKA,  JAMES  J.,  SERGEANT,  METROPOLITAN  PD 
STRATE,  DONALD  EUGENE,  LT,  METRO  PD 
TAYLOR,  HILLIAM  FRANCIS,  DIR,  HASHINGTON  UNIV  DPS 
TULLY,  DUNCAN  MICHAEL,  CHF  INV,  ST  LOUIS  CIRCUIT  ATTY 
UBBEN,  HERMAN  J.,  SGT,  PD 
VAUGHN,  HILLIAM  S,  MARSHAL,  USMS 
HILLIAMS,  GLEN  EVERETT,  LT,  METRO  PD 
HILLIAMS,  HARREN  REGINAL,  SGT,  METRO  PD 
HITTMAN,  EMIL  T.,  SERGEANT,  METROPOLITAN  PD 
HOLF,  ROBERT  FRANK,  SGT,  MO  HPTL 
YOUNG,  KIRHAN  HENRY,  CPT,  METRO  PD 
PETERS 


BISHOP,  THOMAS  ALAN,  DEP  CHF,  PD 
CHAPMAN,  ELHYN  L.,  COP 
NEUBAUER,  RONALD  S,  COP 
NORTH,  BRADLEY  DEAN,  LT,  PD 
RUEBLING,  GARY  L,  CPT,  PD 
SUGAR  CREEK 

118   CONNER,  LESLIE  EARLE,  COP 
SUNRISE  BEACH 

124  ft   BOYER,  FLOYD  TERRANCE,  DET  LT,  PD 
SUNSET  HILLS 
142   DUNLAP,  FLOYD  CARL,  COP 
150   SHOFFORD,  MICHAEL  RAYMOND,  LT,  PD 
TOHN  AND  COUNTRY 
171   COPELAND,  JOHN  RICHARD,  CPT,  PD 
110  ft   DELMAR,  SALVADOR,  JR,  COP 
TRENTON 
165   KOENIG,  EDDIE  BILL,  COP 


169 
95 
102 
197 
162 


UNION 
193 
191 
163 
164 


ANDERSON,  KEVIN  SCOTT,  SGT,  PD 
COPELAND,  MICHAEL  FLAY,  MAJ,  FRANKLIN  CO  SD 
FOHLER,  DONALD,  COP 

TOELKE,  GARY  FRANK,  SHF  OF  FRANKLIN  CO 
UNIVERSITY  CITY 
176    ADAMS,  CHARLES  EDHIN,  CPT,  PD 
90   ANTONACCI,  JAMES  C,  SGT,  PD 
8  *  CONROY,  HARRY  HILLIAM,  SERGEANT,  PD 

83  It   DAMOS,  JAMES  P.,  COP 

156  #  DENNIS,  JOHN  ROBERT,  CPT,  PD 

101  It   GREEN,  DA  'D  P,  CPT,  PD 

186   KELLER,  JEFFREY  ALAN,  CPT,  PD 
137    PAYNE,  LEi  J.  COP 

197  SPEARMAN,  ROGER,  DET  SGT,  PD 
73  U   TOPPER,  STANLEY  M. ,  COP 

HARRENSBURG 
119    BURDEN,  GENE  LEE,  COP 

102  *  GILLESPIE,  RICHARD  G. ,  OPER  CMDR,  CMSU  DPS 

181  HOHEY,  BRUCE,  MAJ,  PD 

157  HUFF,  JAMES  ARTHUR,  DIR  OF  PUB  SFTY,  CNTRL  MO  ST  U 
106  *  MCBROOM,  GEORGE  P.,  CHIEF,  CENTRAL  MO  UNIV  POL 

HARRENTON 

190   BAKER,  MICHAEL  DEAN,  SHF  OF  HARREN  CO, 
HARSON  HOODS 

180   HILLENBRINK,  MARK  HENRY,  COP 
HASHINGTON 

192    KRAHER,  DONALD  EUGENE,  JR,  LT,  PD 
HEBSTER  GROVES 

198  CURTIS,  DALE  EUGENE,  COP 

182  JACOBS,  DOUGLAS  ALLEN,  CPT,  PD 

167    LOOSMORE,  GERALD  RONALD,  SR,  LT,  PD 

93   OTTE,  RONALD  C. ,  LIEUTENANT,  PD 

87  II   SMALL,  RICHARD  T.,  MAJ/ASST  CHF,  PD 

79  It   HALLACE,  CLYDE,  JR,  COL,  COP 
128   HUNDERLICH,  ROBERT  HESLEY,  SGT,  PD 

84  YOUNG,  GENE  A,  COP 
HELLSTON 

96  II   ALPHIN,  HILLIAM  J,  JR,  CITY  MARSHAL 
HHITEMAN  AFB 
116    FRASER,  DAVID  J.,  MAJ,  USAF  SEC  POL 


HILLOH  SPRINGS 
123    ZORSCH, 


GEORGE  MICHAEL,  SGT,  MO  SHP 


MONTANA 
ANACONDA 
113   CONNORS,  JAMES  P,  COP 
105  I  HILKINSON,  TERRY  DENNIS,  CPT,  ANACONDA-DEER  LODGE  CO  LA 


BAKER 

192   KETTERLING,  RANDALL  RAY,  COP 
BILLINGS 
199   ADAMS,  ROSS  EDHARD,  SGT,  PD 

BELL,  DARRELL  JAMES,  CPT,  PD 

BENTZ,  AUGUST,  JR,  ASST  COP 

BLANKENSHIP,  THOMAS  JAMES,  AGENT,  MT  DOJ 

BOHMAN,  JAMES  A.,  DEP  SHF,  YELLOHSTONE  CO  SO 

DAMON,  SAMUEL  REED,  DET,  YELLOHSTONE  CO  SO 

DELL,  GERALD  H. ,  USHF,  YELLOHSTONE  CO  SO 

DOVE,  KENNETH  LEE,  SGT,  PD 

EVANS,  DAVID  HOOSTER,  III,  LT,  YELLOHSTONE  CO  SD 

FOX,  NEIL,  DETECTIVE,  PD 

HOEFNER,  KENNETH  ALDON,  CPT,  MT  HPTL 

LITTLEHHITEMAN,  EVERETT,  SPC  OFC,  BIA,  INDIAN  POL  ACADE 

MANESS,  CHARLES  E.,  COP 

MARTIN,  EDHARD  DEAN,  CRIM  INVSTGR,  ATTORNEY  GENERAL 
63  tt   MASSEY,  GEORGE  F.,  DEP  SHF,  YELLOHSTONE  CO  SO 
99   MAXHELL,  CHARLES  H,  JR,  CHF  OF  DET,  YELLOHSTONE  CO  SO 

MILLARD,  RICHARD  GEORGE,  SGT,  PD 

OBRIEN,  THOMAS  J,  SUPV,  MT  CRIM  INVSTGN  DIV 

RAUSCH,  KEITH  ARNOLD,  LT,  PD 

ROSS,  RICKARD  ANTHONY,  LT,  YELLOHSTONE  CO  SO 

SKILLEN,  CHARLES  R,  CHF  DEP,  YELLOHSTONE  CO  SO 

ST  JOHN,  RICHARD  HESLEY,  LT,  PD 

HAMSLEY,  JERE'  EDHARD,  CPT,  PD 

HARD,  DAVID  CHARLES,  COP 

HILSON,  RICHARD  T.,  HEARINGS  OFFICER,  YELLOHSTONE 

HILSON,  RONALD  LEHIS,  SGT,  YELLOHSTONE  CO  SD 


167 
137 
127 

21 
133 
103 
189 
158 

78 
122 
115 

44 

69 


141 
106 
174 
120 

83 
176 
119 
155 

82 
177 


BOZEMAN 
140  #  BOYER,  CHARLES  RICHARD,  JR,  ASST  CHF,  PD 

CASHELL,  JAMES  RAYMOND,  II,  CPT,  GALLATIN  CO  SO 

CHRISTIE,  ROBERT  CHARLES,  CPT,  GALLATIN  CO  SD 

CUTTING,  C.  RON,  SHF  OF  GALLATIN  CO 

DUNN,  DAVID  ALFRED,  USHF,  GALLATIN  CO  SD 

FURU,  ROBERT  LLAIRD,  LT,  PD 

HUBER,  THEODORE  H,  JR,  CRIM  JUSTICE  PRGRMS  MGR,  LAH  E 

ONSTAD,  L.,  JOHN,  SHF  OF  GALLATIN  CO 

SLAUGHTER,  BILL  L.,  SHF  OF  GALLATIN  CO 

TENNEY,  STANLEY  PRESTON,  SGT,  PD 

HISEMAN,  JACK  EDHARD,  ACTING  ADMIN,  MT  LAH  ENF  ACADE 


190 
183 

64 
147 
143 

96 
105  tt 
117 
152 
135 
BUTTE 

15  tt 

61  tt 
107  * 
117 


CLARK,  JAMES  A.,  COP 

EVANS,  GEORGE  G. ,  DIR  OF  SEC,  ANACONDA  CO 
HAGEL,  GEORGE  P.,  SHF  OF  BUTTE-SILVER  BOH  LAH  EN 
LEE,  JOSEPH  EMMETT,  USHF,  BUTTE-SILVER  BOH  CO  SO 

179  tt   MARTENSON,  BLAIR  LEE,  AGT,  MT  DEPT  OF  JUSTICE 

168   SKULETICH,  GEORGE  THOMAS,  PTLM,  BUTTE-SILVER  BOH  LAH  EN 
COLUMBIA  FALLS 

97  #  SIGLER,  CHARLES  B.,  JR.,  MGR  ASST,  NPS 
COLUMBUS 

185   BROPHY,  CLIFFORD  DALE,  SHF  OF  STILLHATER  CO 
CONRAD 

85  tt   HAMMERMEISTER,  HALTER  L.,  SHF  OF  PONDERA  CO 
CUT  BANK 

164  BARRON,  HILLIAM  DOUGLAS,  USHF,  GLACIER  CO  SO 
DILLON 

116   LATER,  RICHARD  E,  SHF  OF  BEAVERHEAD  CO 
198   REEDER,  KEITH  GORDON,  SHF  OF  BEAVERHEAD  CO 
FORSYTH 
149   ASH,  ROBERT  FRANK,  SHF  OF  ROSEBUD  CO 

111  *  SCHIFFER,  JAMES  V.,  SHERIFF,  ROSEBUD  CO.  PD 
GLASGOH 

123  tt   GREHE,  THOMAS  LEE,  COP  ,..,,-„  ,. 

43  tt   MELVIN,  J.  MASON,   FBI-RETIRED),  SHF  OF  VALLEY  C 
160   HEST,  ROBERT  MICHAEL,  COP 
GLENDIVE 
194   GAUB,  MICHAEL  JAY,  COP 

165  HILLIAMSON,  GLEN  EDHARD,  COP 
GREAT  FALLS 

180  ADCOX,  KATHRYN  ANN,  CPT,  PD 
52  tt   ANDERSON,  JACK  H. ,  COP 

80  *  CINKER,  JAMES  R. ,  DEP  SHF,  CASCADE  CO  SO 

112  DONOVAN,  RICHARD  H. ,  SGT,  CASCADE  CO  SO 

97  It   DUNCAN,  RICHARD  C. ,  LT,  CASCADE  CO  SO 

91  If   FARAGO,  HILLIAM  J.,  SGT,  CASCADE  CO  SO 

FORSLUND,  EDHARD  H. ,  CAPTAIN,  PD 
FUNYAK,  KENT  THEODORE,  DET,  CASCADE  CO  SD 
GROVE,  CLOYD  AUDLEY,  LT,  PD 
HALL,  GERALD  B.,  LT,  PD 
JONES,  ROBERT  GERARD,  COP 
MICHELOTTI,  BARRY  CARL,  SHF  OF  CASCADE  CO 
75  tt   OSBORNE,  GLENN  G.,  SHF  OF  CASCADE  CO 
172   RENMAN,  LAHRENCE  RICHARD,  SGT,  PD 
SINNOTT,  EDHARD  JOHN,  LT,  PD 
SMITH,  DAVID  LADHIC,  SGT,  PD 
STEELE,  HILLIAM  G,  ASST  COP 
STRANDELL,  JOHN  LESLIE,  USHF,  CASCADE  CO  SO 
THOMAS,  ROBERT  MELTON,  CAPTAIN,  PD 
HAMILTON 
193   BAILEY,  ALVIN  J,  JR,  DET,  RAVALLI  CO  SD 
DYE,  DALE  E.,  SHF  OF  RAVALLI  CO 
JOHNSON,  PERRY  LEE,  DET,  PD 
LEETE,  ROBERT  SCOTT,  DET,  RAVALLI  CO  SO 


100 
170 
190 
97 
145 
150 


195 
161 
107 
162 
46 


76  It 

187 

128  * 

HARDIN 

57  It 

HAVRE 

189 

HELENA 

91 


CUNNINGHAM,  GEORGE  ALBERT,  DEP  SHF,  BIG  HORN  CO  SO 

OLSON,  KEVIN  SCOTT,  ASST  CHF,  PD 

BEHR,  FRITZ  0.,  ADMIN  ASST,  GOVERNOR  OFC 
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173   BRIDGES,  MARCUS  DAVID,  ASST  ADMIN,  MT  STATE  DEPT  OF  L 
151  It   BRYSON,  JEFFREY  GEARY,  CPT,  PD 

154   CARRELL,  GARY  JOE,  ADMIN  OF  LAN  ENF  SERV,  MT  DOJ 
139   CLOUSE,  DAVID  LEWIS,  CPT,  LEWIS  &  CLARK  CO  SD 

194  CORNELL,  LEE  ANDREW,  SA,  MT  NARCOTICS  INVSTGN  BU 
124   DAVIS,  MICHAEL  GARDNER,  CPT,  MT  HPTL  BU 

56  »   FRED,  JOHN  E.,  COP 
153   GADD,  PHILLIP  MAYNARD,  SA,  FBI.(LT,  KILLEN,  TX  PD) 
108   HARRINGTON,  WILLIAM  S.,  CHF,  BU  OF  INVSTGN  AND  ENF 

195  HEIGH,  BILLI  GRACE,  CPT,  PD 

193   LERUM,  MARK  LESLIE,  ASST  CHF,  PD 
175   MCGEE,  TROY  WILLIAM,  JR,  COP 
169  It   OLSON,  GEORGE  EDWARD,  CPT,  PD 

86   OREILLY,  CHARLES  M. ,  SHERIFF  OF  LEWIS  AND  CLARK  CO 

40  tt   ROSENCRANS,  HARVEY  W.,  JR.,   FBI-RETIRED),  CHIEF  OF  POL 
117  It   SOL,  JOEL  R,  COL,  MT  HIGHWAY  PTL 
198   THOMAS,  JAMES  ALLEN,  LT,  PD 

67  #   WILLIAMS,  JACK  L,  JR,  COP 
KALISPELL 

30  It   CHRISTOPHERSON,  PALMER  L.,  JUSTICE  OF  THE  PEACE 
181   CLARK,  ADDISON  HODGES,  JR,  COP 
157   LAMB,  MAXINE  HELEN,  LT,  FLATHEAD  CO  SO 

89   SEVIER,  ROBERT  L.,  SEC  OFFICER,  GLACIER  INTERNATI 

95   SNYDER,  CURTIS  J.,  SEC  OFFICER,  GLACIER  INTERNATI 

84  tt   WAGGENER,  TED  W. ,  CHIEF  OF  POLICE 

36  *  WALSH,  RICHARD  P.,  SHERIFF,  FLATHEAD  COUNTY  SO 
LEWISTOWN 

58  It   GREEN,  ROBERT  HARRISON,  CHIEF  OF  POLICE 
102  *  MCNEES,  DONALD  G. ,  COP 

54  tt   SINGLEY,  KENNETH  CHARLES,  CHIEF  OF  POLICE 
LIBBY 

159   BERNALL,  DONALD  HOWARD,  LT,  LINCOLN  CO  SD 
LIVINGSTON 

26  tt   BASSETT,  FRED  J.,  (SA,  FBI),  COP 
142   BRYCE,  GEORGE  ALEX,  COP 

34  tt   PATERSON,  WALLACE  W. ,  PATROLMAN,  PD 
124  *  WARREN,  MACKEY  LEE,  CPT,  PD 
MALMSTROM  AFB 

99   BOWLES,  DAVID  S,  MAJ,  USAF 
163   LAYNG,  RICHARD  ALLEN,  MSGT,  USAF 

93   SMITH,  LESLIE  L,  COL,  USAF 
MILES  CITY 

60  tt   BARTELS,  ALVIN  E.,  COP 

81  #  DERENBURGER,  JOHN  L.,  ASST  CHF,  PD 

66  tt   FULKS,  ROBERT  J.,  CHIEF  OF  POLICE 

130  UDEN,  JOHN  KIENAST,  PROBATION  &  PAROLE  OFCR 
MISSOULA 

188   BRANNIN,  EDWIN  RICHARD,  LT,  MISSOULA  CO  SD 

93   CHASE,  DOUGLAS  W. ,  SHF  OF  MISSOULA  CO 
171   CLADER,  KEVIN  RALPH,  CPT  OF  DET 
146   CREGO,  GERALD  BRUCE,  CPT,  MISSOULA  CO  SD 

90  #  HAMILTON,  MARVIN  D,  COP 
132   HINTZ,  THOMAS  GREGORY,  DEP  CHF,  MISSOULA  CO  SO 

114  tt   HUGHES,  ROY  0.,  ASST  CHF,  PD 

115  LANCASTER,  GARY  R.,  LT,  PD 
166   LAWRENSON,  LARRY  GEORGE,  COP 

191  LEMCKE,  JAMES  ROBERT,  SGT,  PD 

106   MAGONE,  DANIEL  L.,  SHF  OF  MISSOULA  CO 
155   MELTZER,  GEORGE  LEE,  CPT,  PD 

131  MILLHOUSE,  DONALD  GLENN,  SR,  COP 

153   MORMAN,  DONALD  JOSEPH,  LT,  MISSOULA  CO  SO 
197   NEUMAYER,  JAMES  ARTHUR,  LT,  PD 
122  tt   OBERHOFER,  JAMES  LEE,  COP 
178   OHARA,  JOHN  MICHAEL,  CPT,  MISSOULA  CO  SD 
184   ROSS,  STEVEN  RAY,  LT,  PD 
53  It   RUSS,  EDWIN  C. ,  CHF  SEC  OFFICER,  UNIV  OF  MONTA 
121   WEATHERMAN,  LARRY  CLARK,  CPT,  MISSOULA  CO  SO 
109  n   WOLF,  ROBERT  D. ,  MT  COORDINATOR,  ROCKY  MOUNTAIN 

88  U   WOOLSEY,  HERBERT  L.,  CAPTAIN  OF  DETECTIVES,  PD 

92  *  ZAHARKO,  ROBERT  L.,  UNDERSHERIFF,  MISSOULA  CO.  SO 
MONETT 

157  #  ZIMMERMAN,  LARRY  EUGENE,  CPT,  USMC 
POL SON 

148   GELDRICH,  JOSEPH  FRANCIS,  SHERIFF  OF  LAKE  CO 

192  GILL,  PAULA  CHAPMAN,  DET  SGT,  LAKE  CO  SO 
SHELBY 

186   ROBINS,  DAVID  SEWELL,  USHF,  TOOLE  CO  SD 
SIDNEY 

144   DIFONZO,  FRANK,  COP 
iELLSTON 

119   HOLLOWAY,  LAWRENCE,  COP 
WEST  GLACIER 

56  tt   REYNOLDS,  HARRY  V.,  JR.,  ASST  CHF  RANGER,  GLACIER  NATIO 
HEST  YELLOWSTONE 

191   WILSON,  JERRY  ELDON,  COP, 
HHITEFISH 

115  tt   DOLSON,  DAVID  H,  COP 
HOLF  POINT 

182   BUZZELL,  WILLIAM  JAY,  LT,  ROOSEVELT  CO  SD 

NEBRASKA 
ILLIANCE 
109  *  BURROUGHS,  WALTER  R,  JR,  COP 

57  tt   HUTTON,  VERLIN  R.,  CHIEF  OF  POLICE,  PD 
170   KEES,  TIMOTHY  FRANCIS,  LT,  PD 

178   KISS,  ELMER  JOHN,  LT,  PD 

89  #   LONG,  JAMES  A,  CRIM  INVSTGR,  NB  BRAND  COMMITT 
99  It   REED,  MELVIN  M. ,  LT,  PD 

34  #   THOMAS,  DOUGLAS  A.,  LIEUTENANT,  PD 
SEATRICE 


56  *  BRYANT,  NORMAN  L.,  COP 
131   WIEBE,  GARY  LEE,  LT,  PD 
BELLEVUE 
157   CARLSON,  DONALD  JAMES,  CPT,  PD 
188    EVERS,  HERBERT  LEE,  LT,  PD 
154   STACEY,  JOHN  WESLEY,  CPT,  PD 
BROKEN  BOW 

184   PATRICK,  DENNIS  ROYCE,  COP, 
CHADRON 
187   DAMOUDE,  DENNIS,  SGT,  PD 

110   VASTINE,  THEODORE  Y.,  JR.,  CHIEF  OF  POLICE 
COLUMBUS 

91  tt   BAXA,  WESLEY  J,  COP 
164   GUMM,  WILLIAM  HENRY,  COP 
94  tt   MORRIS,  DONALD  L,  SGT,  NB  SPTL 
187   THALKEN,  TODD  DOUGLAS,  SGT,  PD 
172   ZAVADIL,  JONATHAN  JAMES,  CPL,  PLATTE  CO  SD 
FALLS  CITY 

125   HEMMERLING,  NORMAN  EDWARD,  COP 
FREMONT 
100   CASSIDY,  HAROLD  T.,  SGT,  PD 
110  *  DAVIS,  WILLIAM  B,  SGT,  DODGE  CO  SHF 
195   GIESSELMANN,  RONALD  RAY,  SGT,  PD 
75  it   HURT,  FRANCIS  L,  COP 
144   MULLEN,  TIMOTHY  STEVEN,  COP 

RIGGLE,  GEORGE  V,  JR,  DET,  PD 

SPES,  LEO  J.,  CAPTAIN,  PD 

TAMKE,  THOMAS  GREGG,  CHF  DEP,  DODGE  CO  SO 

TELLATIN,  STEPHEN  FROST,  DET  SGT,  PD 

WHITT,  FREDERICK  W,  COP 


95  * 

93 
155 
127 

80  # 

GERING 

107 

180 

172 


GASKILL,  KELLY  E.,  COP 

HOLTHUS,  GEORGE  DEVERE,  LT,  PD 

MORENO,  ALEXANDER  BRAVO,  SGT,  SCOTTS  BLUFF  CO  SD 


GRAND  ISLAND 

168  AHLERS,  GREGG  JOSEPH,  LT,  HALL  CO  SD 
198   CHURCH,  CLYDE  LAVERN,  SGT,  PD 

66  It   CLINCHARD,  EDWARD  F,  JR,  ASST  DIR,  NB  LAW  ENF  TRNG  CTR 
174   HETRICK,  KYLE  L,  CPT,  PD 

169  MEHLIN,  KERRY  SCOTT,  SGT,  PD 

36   SPENCER,  RALPH  F.,  HALL  COUNTY  SHERIFF  S  OFFICE 

189   WILLIAMS,  RODGER  LEE,  LT,  HALL  CO  SO 

116   ZURCHER,  CLARENCE  L,  LIEUTENANT,  NB  SPTL 
HASTINGS 

12  *  KOBER,  CARVEL,  PATROLMAN,  PD 

174   MCCORD,  DELMAR  MONTGOMERY,  LT,  PD 

162   MURPHY,  STEVEN  DANIEL,  CPT,  PD 

124  *  SHAH,  RUSSEL  DUANE,  SGT,  PD 
HOLDREGE 

142   NUTT,  THOMAS  LYN,  SGT,  NB  SPTL 
IMPERIAL 

115   GLEASON,  WILLIAM  J,  COP 
KEARNEY 

20  tt   FRANK,  LLOYD  L.,  SHF,  BUFFALO  CO 

150   HUNGERFORD,  DALE  RICHARD,  DET  SGT,  PD 

113  tt   KOTSCHWAR,  HAROLD  J,  INVSTGR,  NB  SPTL 

141   LYNCH,  DANIEL  LEROY,  CPT,  PD 
KIMBALL 

47  *  DODSON,  CHESTER  H. ,  DEP  SHF,  KIMBALL  CO  SO 
LA  VISTA 

96  tt   DAVENPORT,  H  C,  COP 
LEXINGTON 

63  tt   RATH,  HUGH  J.,  ASST  CHF,  PD 

91   THOMPSON,  ROBERT  J.,  SERGEANT,  NEBRASKA  STATE  PATRO 
LINCOLN 

68   ADAMS,  DALE  A.,  SHF  OF  LANCASTER  CO 
132   AHLBERG,  DOUGLAS  ALLEN,  CPT,  PD 
136   BAIRD,  JAMES  ALTON,  ASST  CHF,  PD 

120  It   BALL,  LARRY  DEWAYNE,  LT,  NB  SPTL 

53  It   BEAVE,  WILLIAM  PAUL,  CHF  PROBATION  OFCR,  LANCASTER 
170   BECKER,  JOHN  JEFFREY,  CPT,  PD 
196   BLAUSEY,  DONALD  WAYNE,  LT,  NE  SPTL 
188   BRIGGS,  JONATHAN  T,  CPT,  PD 
103  It   BUI  ST,  JOHN  E,  LT  COL,  ASST  SUPT,  NB  SPTL 
110  tt   BURNETT,  JAMES  E,  CPT,  NB  SPTL 
154   BUTLER,  LARRY  DEAN,  CPT,  NB  SPTL 
107   CLINKENBEARD,  BOBBY  C,  SUPR,  NB  DEPT  OF  REVENUE 
106   COLEMAN,  WILLIAM  H. ,  LT,  LANCASTER  CO  SD 

160  ENGEL,  GARY  LYNN,  LT,  PD 

102  It   FAUVER,  GEORGE,  A.,  INVSTGR,  NEBRASKA  SPTL 
99  *  FRAKES,  LELAND  W. ,  LIEUTENANT,  PD 

132   GALLARDO,  MANUEL  SAVALA,  CPT,  NB  SPTL 
130  tt   GATES,  DAVID  RICHARD,  LT,  NB  SPOL 
125   GATES,  STEPHEN  KENT,  LT,  LANCASTER  CO  SO 
165   GROSHANS,  STEVEN  ALLEN,  CPT,  NE  SPTL 
35  tt   HAASE,  WALTER  C. ,  SECRTRY,  NB  ST  LIQ  COMM 

97  HALVERSTADT,  DAVID  L.,  SGT,  LANCASTER  CO  SD 

64  tt   HENNINGER,  EUGENE  ROBERT,  INSPECTOR,  PD 
112   HEWITT,  JOHN  J,  CPT,  PD 

186   HOBBS,  BILLY  LELAND,  CPT,  NE  SPTL 

103  *  HOWE,  MERLIN  E.,  SGT,  CAMPUS  PD,  UNIV  OF  NB 

121  JONESON,  JAMES  EDWARD,  EXEC  DIR,  NB  CRIME  COMM 
194   KOLUCH,  KORIN  KIM,  CPT,  PD 

88   KRINGEL,  EDWIN  H. ,  SUPV,  CORRECTIONS  DIV 
135  tt   LANGLOSS,  CHARLES  WILLIAM,  CPT,  NB  SPTL 

90  tt   LAPAGE,  ROGER  K,  ASST  CHF,  PD 
118   LEGRANDE,  HAROLD  WAYNE,  COL,  NB  SPTL, 
106  It   MANNING,  FRANKLYN  L.,  LT,  NB  SPTL 

161  MARKER,  ROBERT  ALBERT,  SGT,  LANCASTER  CO  SO 

28  tt   MASTERS,  EUGENE  H.  ,  DIR  OF  SEC,  UNIV  OF  NEBRASKA 


PAGE 


239 


NEBRASKA  -  NEVADA 


I 

J 


\ 


HAXEY,  ALBERT  H. ,  SR.,  LIEUTENANT,  PD 

HERRITT,  PAUL  D. ,  LT,  PD 

MOON,  HAROLD  H,  LT,  NB  SPTL 

NICKOLITE,  ED  J.,  CHF  ENF  OFCR,  NB  STATE  LIQUOR 

NIEMANN,  DONALD  HALTER,  MAJ,  NB  SPTL 

OHER,  VERNON  C,  LT,  NBA  SPTL 

PEARSON,  JAHES  ARTHUR,  LTC,  NB  SPTL, 

PESCHONG,  JAHES  HILLIAH,  ASST  CHF,  PD 

RAGATZ,  EDHARD  H. ,  CAPTAIN,  PD 

REITZ,  RICHARD  ALLEN,  LT,  NB  SPTL 

ROHE,  FRANK  MELVIN,  CPT,  PD 

RUSSELL,  JAHES  L.,  SGT,  LANCASTER  CO  SD 

SAHDON,  ROBERT  J.,  INSPECTOR,  PD 

SHITH,  HAROLD  D. ,  HEHBER,  BOARD  OF  PAROLE,  STATE 

SPLICHAL,  JOSEPH  HILLIAH,  DET  SGT,  LANCASTER  CO  SD 

STUKENHOLTZ,  KEVIN  LYNN,  CPT,  NE  SPTL 

THOHPSON,  JOHN  E,  HAJ,  NB  SPTL, 

THOMSON,  ROBERT  EUGENE,  CPT,  NE  SPTL 

TUHA,  BRYAN  JEROHE,  HAJ,  NE  STPL 

HAGNER,  ARTHUR  L.,  LT,  PD 

HAGNER,  TERRY  TOH,  SHF  OF  LANCASTER  CO, 

HILKINS,  DON  LEHIS,  LT,  PD 

HOLBERT,  DAVID  E,  MAJ,  NB  SPTL 


SHF  OF  MADISON  CO 

CHF  DEP,  MADISON  CO  SD 


PD 


PD 


SHF  OF  LINCOLN  CO 
INVSTGR  II,  NB  SPTL 


93 

85 

92 
9 
148 
114 
123 
196 

95 
128 
177 
113 

61 

27 
134 
190 
100 
199 
175 

98 
183 
120 
111 
HADISON 
109   HJORTH,  VERNON  J, 
164    PRATHER,  HICHAEL, 
HC  COOK 

174  BROHN,  ISAAC  SPERRY,  DET,  PD 
HILFORD 

72  9   SELLHEYER,  LOHELL  E.,  COP 
NEBRASKA  CITY 

177  LACY,  DAVID  SCOTT,  SGT,  PD 
NORFOLK 

86  BRENNEHAN,  JAHES  D. ,  COP 
HOLTER,  RICHARD  HAYNE,  CPT,  PD 
HIZNER,  HILLIAH  LEE,  COP 
HINKLER,  DAVID  LEE,  CPT,  NB  SPTL 

NORTH  PLATTE 
115   CARHAN,  JAHES  P,  LT, 

COLE,  CARL  HILLIAM,  CPT  OF  DET, 
CORNS,  HARRY  S,  CPT,  NB  SPTL 
DETERDING,  DUANE  K, 
DIRKS,  JOHN  EDHARD, 
IBACH,  HAX  BRIAN,  LT,  NB  SPTL 
LIVINGSTON,  DHIGHT  LELAND,  LT,  PD 
HASON,  ERNEST  J.,  INSPR,  NB  STATE  LIQUOR  COMMISS 
PARISH,  JAHES  JOHN,  CPT,  NE  SPTL 
SHAIN,  HICHAEL  DAVID,  LT,  PD 
HEBB,  ELDON  H,  SA,  UNION  PACIFIC  RAILROAD 
HITKOHSKI,  RONALD  D,  MAJ,  NB  SPTL 
OFFUTT  AFB 

93   MCINERNEY,  MICHAEL  B,  COL,  USAF 
129   HOLF,  RICHARD  ERHIN,  ILT,  USAF 
OGALLALA 

142   HUHPHREY,  JOSEPH  KENT,  COP 
OHAHA 

37  tt   BARNES,  JOHN  F.,  INSPR  OF  DET,  PD 
133   BECERRA,  GARY  LYNN,  DET  SGT,  PD 
162   BEHM,  MICHAEL  EUGENE,  CPT,  NB  SPTL 
133   BOLTER,  JACK  LEROY,  PTL,  PD 
68  tt   BUCHTA,  RAYHOND  B.,  CPT,  PD 

121  CONNOR,  CLAYTON  ALEX,  CPT,  USPP 
2  It   DENNISON,  JOHN  D.,  CPT,  PD 

180   DORCEY,  HAUREEN  K,  SGT,  DOUGLAS  CO  SD 

152   DUNNING,  TIHOTHY  FRANCIS,  SHF  OF  DOUGLAS  CO 

186    FOXALL,  PITHON,  III,  CPT,  PD 

133  FREESE,  STEPHEN  ALAN,  SGT,  DOUGLAS  CO  SD 
171    FROCK,  ROBERT  EVAN,  SGT,  PD 

26  It   GREEN,  HARRY  H.  ,  CAPTAIN,  PD 
137   GUTCHEHSKY,  THOHAS  DANIEL,  LT,  PD 

97  It   HALPIN,  STEHART  E.,  INVSTGR  III,  NB  SPTL 
109   HARTLEY,  FRANK  JR.,  DHF  DEP,  USMS 
166   HAUPTHAN,  BARBARA  JEAN,  LT,  PD 
126   HEARN,  RONALD  JOHN,  SGT,  DOUGLAS  CO  SD 
179    INFANTINO,  ANTHONY  LEE,  CPT,  PD 
140   KRECKLOH,  DAVID  DEAN,  SGT,  DOUGLAS  CO  SD 
159   LARSON,  RONALD  AHANDUS,  SGT,  DOUGLAS  CO  SD 

36  #  LOFTUS,  HICHAEL  THOMAS,  DIR,  DOUGLAS  CO  JUVENILE  CT  PR 

134  LONGSTRETH,  CARL  EVANS,  SGT,  PD, 

190   MASON,  LYNN  MARION,  LT,  DOUGLAS  CO  SD 

173   MCAULIFFE,  RICHARD  JAMES,  DIR,  CREIGHTEN  UNIV  DPS 

198   HCGOVERN,  DANIEL  EDHARD,  CPT,  DOUGLAS  CO  SD 

135  HORACZEHSKI,  HARK  STEVEN,  POL  OFCR,  PD 

135  MORFORD,  ROBERT  ALLEN,  POL  OFCR,  PD 

87  NOVESKI,  TED  L,  CPT,  DOUGLAS  CO  SO 
193   OLSON,  DEAN  THOHAS,  LT,  DOUGLAS  CO  SD 

35  It   OSTLER,  CHARLES  HAROLD,  COP 

122  PERRY,  BRUNO  FRANK,  CPT,  USHC 

119   PITTENGER,  GURNEY  KEVIN,  SGT,  NB  SPTL 
162   POINTS,  DAVE  ALLEN,  SGT,  PD 

175  POLK,  BOBBY  BARRI,  SGT,  PD 

132   ROBERTS,  LARRY  LEE,  DEP  CHF,  PD 

139   ROCKHELL,  ROBERT  JOHN,  LT,  PD 

109   SCHENK,  HILLIAM  H. ,  CHF  PARK  RGR,  DEPT  OF  INTERIOR 

136  SHAFFER,  THOHAS  EUGENE,  PTLM,  PD 

137  STONE,  EARL  PAUL,  CHF,  BOYS  TOHN  PD 

146   TRAHP,  ROBERT  JEROHE,  CPT,  DOUGLAS  CO  SD, 

178  TRUAX,  GLEN  RANDOLPH,  SGT,  PD 
108   VANGENT,  DALE  A,  CPT,  NB  SPTL 

102  *  HINTLE,  JAMES  P.,  CAPTAIN,  DOUGLAS  COUNTY  SO 


151   YOUNG, 
PAPILLION 


JOHN  HENRY,  JR,  PTLM,  PD 


191 
176 
159 


65 
105 
107 
134 
124 
143 

44 
194 
149 
111 
109 


155 

193 

114 

167 

108 

135 

192 
RALSTON 

181   HHITE, 
SCOTTSBLUFF 


DAVIS,  JEFFREY  LYNN,  CHF  DEP,  SARPY  CP  SD 

HOULOOSE,  LEONARD  ANTHONY,  LT,  PD 

JACKSON,  DANNY  G. ,  CPT,  SARPY  CO  SO 

KUCER,  JOHN  ANDREW,  LT,  SARPY  CO  SO 

THOHAS,  PATRICK  J.,  SHERIFF,  SARPY  COUNTY  SHERIFFS 

WILLIAMSON,  DANIEL  DWIGHT,  CPT,  SARPY  CO  SD 

YOST,  ROLAND  F,  LT,  SARPY  CO  SD 

WILLIAM  DANIEL,  DEP  CHF,  PD 


197 

130 
82  tt 
96 
98  tt 

181 

117  tt 

126  * 
SEWARD 

182 
SIDNEY 
67  tt 

123 

105 
WILBER 

192 
YORK 

145 

167 

101 


BRETTHAUER,  JERRY  RUE,  LT,  PD 

GASPERS,  JAMES  MICHAEL,  CPT,  PD 

LACY,  ROBERT  A.,  DEP  CHF,  PD 

LIVINGSTON,  JAMES  R.,  COP 

OLIVER,  JOHN  J,  INVSTGR,  NE  SPTL 

OVERMAN,  MARK  LEWIS,  DET,  PD 

REECE,  DANNY  LEE,  LT,  NB  SPTL 

SUPRANO,  BERNARD  LEO,  ASST  CHF,  DEPT  OF  REVENUE 

STURGIS,  CHARLES  MARLIN,  COP 

BRUMBAUGH,  KERMIT  G,  PRBTN  OFCR,  CHEYENNE  CO 
JOHNSON,  DARRELL  JAY,  SHF  OF  CHEYENNE  CO 
WILLIS,  RICHARD  T.,  DETECTIVE  LIEUTENANT,  PD 

MOORE,  ALAN  JEROME,  LT,  SALINE  CO  SO 

PD 


COBB,  NORMAN  KELLY,  SGT, 
KLUG,  DONALD  DUANE,  COP 
SIKES,  JACK  D.,  LIEUTENANT, 


PD 


BATTLE 

138 
BOULDER 
137  tt 
144 
174 

42  tt 
166 
104 

68  tt 
116  # 

83 

106  # 
CARSON 

89  * 
155 
184 
125  tt 
142 
185 
163  tt 
172 
167 
171 
132  # 
158 
120  * 
108  tt 

67  * 
111  tt 
6  * 
149 

79  ♦ 
196 
142 
179 
123  It 
ELKO 
122 
138 
110 

81  * 
169 
196 

99  It 
182 
173 
154 
113 
146 
185 

71  tt 
ELY 
153 
143 
189 
177 
101 

107  tt 
94  It 

EUREKA 

193 
FALLON 

185 

113 

113  tt 


INV 


NEVADA 
MOUNTAIN 
BISHOP,  STEPHEN  MICHAEL,  SHF  OF  LANDER  CO 

CITY 
ARMSTRONG,  ROBERT  RAYMOND,  LT,  PD 
BASINGER,  THOHAS  CLIFFORD,  LT,  PD 
BAYER,  RONALD  EUGENE,  CHF,  US  BU  OF  RECLAMATION 
BENNETT,  WAYNE  WILSON,  COP 
CREATHBAUH,  MICHAEL  ALLAN,  DEP  CHF,  PD 
INMAN,  ALSEN  E.,  JR.,  ASST  CHF  RNGR,  NPS 
JACOBSEN,  LEROY  ARNOLD,  CHF  OF  SEC,  HOOVER  DAM 
LOWRIE,  ROBERT  T,  COP 

MCLEAN,  DAVID  J.,  ASST  CHF  RNGR,  NATIONAL  PARK  S 
TINDALL,  HOWARD  W,  CAPTAIN,  PD 
CITY 

AIAZZI,  GARY  R.,  CHF,  ENF  DIV,  GAMING  CTL  BD 
BETTER,  JAMES  MICHAEL,  SGT,  CARSON  CITY  SO 
CALLAHAN,  WILLIAM  JOSEPH,  USHF,  CARSON  CITY  SD 
CORNISH,  RICHARD  ALAN,  CRIM  INVSTGR,  NV  DIV  OF 
COUNTRYMAN,  RODNEY  LYNN,  INSPR  GEN,  NV  DEPT  OF  PRISONS 
CRAIL,  HANS  HALLECK,  LT,  NV  DIV  OF  INVSTGN 
CURTIS,  JOSEPH  LEE,  ASST  SHF,  CARSON  CITY  SD 
CYPHER,  FREDRICK  LOUIS,  DEP  CHF,  NV  DIV  OF  INVSTGN 
DREW,  JOHN  EGAN,  DEP  CHF,  NV  DIV  OF  INVSTGN 
ERARDY,  SUSAN  LEIGH,  CRIM  INV,  NV  DIV  OF  INV 
FREEMAN,  VICTOR  RAY,  USHF,  CARSON  CITY  SD 
HANELINE,  DAVID  ARTHUR,  DEP  DIR,  DMV  &  PUBLIC  SAFETY 
HATCH,  ERIC  JOSEPH,  LT,  NV  HIGHWAY  PTL 
HINES,  HALTER  T,  MAJ,  NV  HPTL 
HUHPHREY,  ROBERT  RAYMOND,  SHERIFF 
LUNT,  NEIL  R,  CPT,  NV  HIGHWAY  PATROL 
MCMILLIN,  GROVE  W. ,  INSPR,  NV  PUBLIC  SERVICE  COMMI 
PAOLELLA,  TOMMY  ANDREW,  SUPR,  GAMING  CTL  BOARD 
PEEVERS,  JOHN  W,  CHF,  LE  OF  NV 
RONZONE,  CRAIG  ANTHONY,  LT,  NV  DIV  OF  INVSTGN 
SPARKS,  RAYMOND  LEE,  CHF,  DMV/PUBLIC  SAFETY 
VARNER,  RICHARD  DEWAYNE,  SUPRV,  NV  DIV  OF  INVSTGN 
WENDELL,  GEORGE  DONALD,  DEP  CHF,  NV  (DMV) 

BOGUE,  WILLIAM  EUGENE,  LT,  PD 

FISHER,  KENNETH  CHARLES,  SPEC  OFCR,  BIA 

FOBES,  GORDON  L,  COP 

GIELOW,  CHARLES  P.,  ASST  CHF,  PD 

JEWETT,  GLENN  ARTHUR,  CPT,  NV  HPTL 

JOHNSON,  THOMAS  CALE,  LT,  NV  HPTL 

JOHNSTON,  JAMES  H,  COP 

KOLSCH,  MICHAEL  CHARLES,  DET  SGT,  ELKO  CO  SO 

LOTSPEICH,  DALE  F,  LT,  ELKO  CO  SO 

MORRIS,  CLAIR  ALLEN,  USHF,  ELKO  CO  SO 

NEVIN,  STEPHEN  D,  SUPR,  NV  DIV  OF  INVSTGN 

PETERSON,  ROGER  LEE,  OFC,  PD 

SMITH,  MICHAEL  ROBERT,  SGT,  PD 

TAELOUR,  FRANCIS  D.,  CHIEF  OF  POLICE 

COLLINS,  HARRY  ALAN,  USHF,  WHITE  PINE  CO  SD 
FRANCONE,  MICHAEL  COSTANTINO,  CPT,  WHITE  PINE  CO  SD 
HENRIOD,  MARVIN  SCOTT,  SGT,  WHITE  PINE  CO  SO 
ROBISON,  ARCHIE  LESTER,  SGT,  WHITE  PINE  CO  SO 
ROMERO,  BERNARDINO,  SHF  OF  WHITE  PINE  CO 
SADERUP,  DEAN  E,  SHF,  WHITE  PINE  CO  SO 
SAMPSON,  ROBERT  M,  SHF  OF  WHITE  PINE  CO 

HOEHNE,  KEITH  D,  SGT,  EUREKA  CO  SO 

INGRAM,  RICHARD  LEE,  CPT,  CHURCHILL  CO  SD 
LAWRY,  WILLIAM  L.,  JR.,  SHF  OF  CHURCHILL  CO 
HOOD,  DANNY  J.,  COP 
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HENDERSON 

175  AVERETT,  RONALD  CAMERON,  DET  SGT,  PD 
145   BOTKIN,  DONALD  ERNEST,  ASST  CHF,  PD 

159  BURNS,  TOMMY  JOSEPH,  CPT,  PD 

191   CHAMBERS,  JUTTA  GABRIELLE,  LT,  PD 
130   DELIA,  RONALD  JASON,  LT,  PD 
136  tt   ECKELS,  EDHARD  ALLEN,  SGT,  PD 

91  GOFF,  JAMES  E.,  COP 

180  MAYBERRY,  MICHAEL  DONOVAN,  LT,  PD 
183   PERKINS,  RICHARD  DALE,  CPT,  PD 

181  SPARKS,  MONTY  GENE,  LT,  PD 
102   THOMPSON,  TOMMY  H. ,  LT,  PD 

97   ZAHROTNY,  HALTER  L.,  CPT,  PD 
LAS  VEGAS 
110   AHL,  DONALD  T,  CHF  OF  SEC,  CONVENTION  AND  VIS 
183   AULT,  MICHAEL  ALLEN,  CPT,  METRO  PD 

94   AVANCE,  JAMES  J,  ADMIN,  NV  GAMING  CNTRL  BD 

102  tt   AVANTS,  BEECHER  E.,  LT,  METRO  PD 
110   BARKER,  FRANK  A.,  CPT,  PD 

186  BARRY,  DANIEL  PATRICK,  LT,  LAS  VEGAS  METRO  PD 

160  tt   BAZAR,  EDHARD  JOHN,  JR,  CPT,  METRO  PD 
61  *  BELL,  H.  LLOYD,  ASST  SHF,  METRO  PD 

90  tt   BIGGS,  THOMAS  H,  SR,  CMDR,  METRO  PD 
101  #  BOLDEN,  LARRY  C. ,  DEP  CHF,  METRO  PD 

113  CALLO,  JOSEPH  R,  JR,  SA,  NV  GAMING  CONTROL  BD 
106  tt   CARLTON,  CLERGIE  D,  DEP  CHF,  LAS  VEGAS  METRO  PD 

176  CASSELL,  MICHAEL  ANTHONY,  SUPVR,  NV  GAMING  CONTROL  BOAR 

177  CAVAGNARO,  WILLIAM  HENRY,  JR,  LT,  METRO  PD 
168   CHANEY,  JAMES  ALLEN,  LT,  METRO  PD 

13  *  CLARK,  JAMES  J.,  CPT,  PD 

178  COLEMAN,  CLARK  HILLIAM,  JR,  LT,  LAS  VEGAS  METRO  PD 

199   CONBOY,  ELIZABETH  BRADY,  CRIM  INVSTGR,  NV  DIV  OF  INVSTG 

96  #  CONGER,  HILLIAM  0.,  CMDR,  METRO  PD 
139   CONNER,  PAUL  NEHTON,  DEP  CHF,  METRO  PD 
109   COOPER,  ERIC  S,  USHF,  LAS  VEGAS  METRO  POL 
191   CORDEIRO,  CARLOS  ALBERTO,  LT,  METRO  PD 

114  tt   CRAWFORD,  TOMMY  C,  DEP  CHF,  METRO  PD 
16  *  CROSTHHAIT,  L.  L.,  INSPR  OF  POL,  PD 

97  tt   CUNNINGHAM,  GERALD  H,  CMDR,  METRO  PD 

179  DAVIDAITIS,  CHARLES  FRANCIS,  CPT,  LAS  VEGAS  METRO  PD 

197  DILLON,  JAMES  JOSEPH,  JR,  LT,  METRO  PD 
71  tt   DUNN,  RICHARD  J,  MARSHAL,  USMS 

80  tt   EARP,  HALTER  R.  ,  JR.,  DEP  COP,  METRO  PD 
165   EDWARDS,  KYLE  LEE,  CPT,  METRO  PD 

92  tt   ELLIOTT,  AMOS  A,  JR,  DEP  CHF,  METRO  PD 

187  FLYNN,  RAYMOND  JOSEPH,  III,  CPT,  METRO  PD 

81  tt   FOGARTY,  THOMAS  E.,  CHF  INVSTGR,  TAXICAB  AUTH,  ST 

180  FRANKS,  STEVEN  LEE,  CPT,  METRO  PD 

104  GOODYEAR,  CHESLEY  M,  CHF  DEP,  USMS 

78  tt   GUBSER,  RAY  B.,  JR.,  DEP  CHF,  METRO  PD 
167   GUERRA,  MICHAEL  RICHARD,  SUPR,  NV  GAMING  CONTROL  BOARD 
94  tt   HAMILTON,  DOYLE  R.,  DEP  COP,  LAS  VEGAS  METRO  POL 

122  HAMPTON,  STEPHEN  MICHAEL,  FIRE  INVSTGR,  LAS  VEGAS  FIRE 

103  tt   HANIEF,  HASHIM  B.,  LT,  METRO  LAS  VEGAS  PD 

123  HEATON,  RANDALL  EUGENE,  SR  AGT,  NV  GAMING  COMM 
163   HITT,  BOBBY  LEE,  LT,  METRO  PD 

189  HOLLENBECK,  DAVID  BRUCE,  CHF,  UNIV  OF  NV-LAS  VEGAS  PD 

198  HOLLENBECK,  DORINDA  ANN,  DEP  CHF,  NV  AG'S  OFC 
180   HOOD,  MICHAEL  EUGENE,  CPT,  NV  HPTL 

75  tt   JACKA,  S.  BARTON,  ASST  SHF,  METRO  PD 
158   KELLER,  JERRY  RAY,  DEP  CHF,  METRO  PD 

88  tt   KETZENBERGER,  LARRY  L.,  ASST  SHF,  METROPOLITAN  PD 
148  It   KREILICK,  WILLIAM  HOWARD,  CHF  OF  TNG,  DEPT  CORRECTION  S 

105  tt   LANDRETH,  CLARENCE  E,  CMDR,  METRO  PD 
172   LANGE,  RICKEY  DEE,  LT,NV  HPTL-DMV 
195   LEHTINEN,  MARTIN  AUGUST,  LT,  METRO  PD 
178   LEVINE,  RONALD  STANLEY,  CPT,  NV  HPTL 

190  LOMBARDO,  NICHOLAS  VINCENT,  SUPVR,  NV  DIV  OF  INVSTGN 
174   MAC  LEOD,  RICHARD  EDWARD,  LT,  METRO  PD 

145   MAHONY,  DANIEL  ROBERT,  LT,  METRO  PD 
129  #  MANNING,  ROBERT  MICHAEL,  LT,  METRO  PD 

92  tt   MARTIN,  CHARLES  J.,  SR.,  LT,  METROPOLITAN  PD 

99  tt   MCCARTHY,  JOHN  D,  SHF,  METRO  PD 
100  tt   MCCULLOUGH,  EDWIN  L.,  CPT,  METROPOLITAN  PD 
197   MCCURDY,  GREGORY,  LT,  METRO  PD 
125   MCGOWAN,  PAUL  FRANCIS,  MAJ,  NV  HPTL 

104  It   MESSINGER,  GARY  B,  LT,  METRO  PD 

138  MILLER,  WILLIAM  HERMAN,  DEP  CHF,  ENF  DIV,  GAMING  CTL  B 

86  MORAN,  JOHN  T,  SHERIFF  OF  METROPOLITAN  PD 

49   MOXLEY,  DALE  P.,  CHIEF  OF  SECURITY,  CALIFORNIA 
148   MYERS,  WALTER  EUGENE,  DEP  CHF,  PD 

139  NIEMANN,  RONALD  GEORGE,  CPT,  METRO  PD 

157   ORTON,  GARY  D,  DEP  CHF,  GAMING  CONTROL  BD 

124  tt   PARK,  THOMAS  EDWARD,  SGT,  METRO  PD 
190   PETERSEN,  WAYNE  DOUGLAS,  LT,  METRO  PD 
178   RAEDER,  STEVE  RAYMOND,  LT,  METRO  PD 

87  tt   RAY,  PAUL  M,  CPT,  METRO  PD 

112   REED,  GEORGE  H. ,  CAPTAIN,  METRO  PD 
111  tt   ROMANSKI,  STANLEY  A,  CHF,  METRO  PD 

98  tt   RUNKLE,  ROBERT  J,  LT,  METRO  PD 

195   SALAS,  DAVID  JAMES,  SA,  NV  GAMING  CONTROL  BOARO 
156   SIMMONS,  LESTER  MONDELL,  CPT,  METRO  PD 
177   SIMPSON,  BRAD  KENDALL,  LT,  METRO  PD 
108  #  SMITH,  JAMES  0,  LT,  METRO  PD 
141   SORTE,  GLENN  EUGENE,  CPT,  USAF 
118  It   STEELE,  ORMOND  ANDRE,  LT,  LAS  VEGAS  METRO  PD 
121   STOPKA,  DANIEL  JOSEPH,  ASST  SHF,  METRO  PD 
127   SULLIVAN,  JOHN  LEE,  DEP  CHF,  METRO  PD 
29  tt   THOMPSON,  GEORGE  N. ,  INSPECTOR,  PD 
167   TRONCOSO,  JOSE  G,  MARSHAL,  USMS 


132   VOGEL,  ELTON  JAMES,  AGENT,  NV  GAMING  CONTROL  BD 
119   WAUGH,  ROY  STEVEN,  AST  SHF,  METRO  PD 
93  It   WELLINGTON,  DONALD  F.,  LT,  METROPOLITAN  PD 
170   WHITNEY,  RANDALL  DALTON,  LT,  LAS  VEGAS  METRO  PD 
96  tt   WILLIAMS,  T.  J.,  CPT,  METROPOLITAN  PD 
109  It   WILLIS,  ODIS  R.,  LT,  METRO  PD 
141   WINGET,  RICHARD  ZENOS,  USHF,  METRO  PD 
164   ZAGORSKI,  MICHAEL  J,  CPT,  PD 
LOVELOCK 

33   MCINTOSH,  JAMES  K,  SHF  OF  PERSHING  CO 
188   SKINNER,  RONALD  VERNON,  SHF  OF  PERSHING  CO 
MERCURY 

35   WINCHESTER,  DON,  CHF,  NV  TEST  SITE  SEC  BRANCH, 
MESQUITE 
155   MURPHY,  PATRICK  MICHAEL,  COP 

NORTON,  BRYAN  DARRELL,  SGT,  PD 
SZALAY,  JOSEPH  RONALD,  SGT,  PD 


193 
182 
MINDEN 
188 
194 
151 
130 
93  * 
152 
117 
176 
144 
169 
160 
131 


BIAGGINI,  MICHAEL  DAVID,  SGT,  DOUGLAS  CO  SD 
BRITTON,  DANIEL  PATRICK,  SGT,  DOUGLAS  CO  SD 
CHICHESTER,  ROSS  JEFFREY,  LT,  DOUGLAS  CO  SO 
ENEARL,  JIM  ARNOLD,  CPT,  DOUGLAS  CO  SD 
HARPER,  MICHAEL  J,  INVSTGR,  NV  ATTORNEY  GENERALS 
LAMB,  STANTON  RAY,  DET  SGT,  DOUGLAS  CO  SD 
MAPLE,  JERRY,  SHF  OF  DOUGLAS  CO 
ORR,  STEVEN  WESLEY,  SGT,  DOUGLAS  CO  SO 
POPE,  STANLEY  DAVID,  LT,  DOUGLAS  CO  SD 
RUDNICK,  ROBERT  R,  LT,  DOUGLAS  CO  SD 
TADICH,  KATHLEEN,  SGT,  DOUGLAS  CO  SO 
WENNER,  ROBERT  LEWIS,  LT,  DOUGLAS  CO  SO 
NELLIS  AFB 

125   ALLEN,  RICHARD  KENNETH,  COL,  USAF 

185   MISMER,  MICHAEL  EDHARD,  CPT,  USAF 

131   ZARRELLI,  VINCENT  MICHAEL,  MSGT,  USAF 
NORTH  LAS  VEGAS 

194   BROWN,  EDWARD  JOHN,  DEP  CHF,  N  LAS  VEGAS  DETENTION 
DUNN,  VICTOR  LAVELLE,  SGT,  PD 
FORTI,  JOSEPH  KEVIN,  LT,  PD 
LAROTONDA,  CHRISTOPHER  JOSEPH,  LT,  PD 
LUSCH,  RONALD  ELMER,  COP 
PITTS,  GILBERT  LEE,  LT,  PD 
RAINEY,  GARY  CHARLES,  SR,  LT,  PD 
RYAN,  TIMOTHY  GEORGE,  DEP  CHF,  PD 
VARDIMAN,  BERNARD  DOUGLAS,  CPT,  PD 


192 

186 

179 

153 

187 

173 

161 

162  tt 
PIOCHE 

152 

111 
RENO 

133  It 

185 

126 
90  tt 

132 

182 

131 

175 

116 

103 
99 


TRIPLETT,  RICHARD  GENE,  LT,  LINCOLN  CO  SO 
WOODWORTH,  HAROLD  J.,  SHERIFF,  LINCOLN  CO. 


SHERIFFS 


ANGELLO,  LENNY  JAMES,  SGT,  WASHOE  CO  SO 
ARMSTRONG,  WENDY  JO,  LT,  NV  DIV  OF  INVSTGN 
BALAAM,  DENNIS  AUSTIN,  CPT,  WASHOE  CO  SD 
BENHAM,  THOMAS  F,  CHF  DEP,  WASHOE  CO  SD 
BERGEVIN,  LEE  WILSON,  CHF  DEP,  WASHOE  CO  SO 
BERRY,  ONDRA  LAMON,  LT,  PD 
BLOOMSTER,  NICK  PAUL,  LT,  PD 
BUNKER,  KENNETH  BOYD,  LT,  PD 
CARSON,  NILE  D,  JR,  DEP  CHF,  PD 
COPPA,  GARY  D,  USHF,  WASHOE  CO  SO 
DEHL,  BERNARD  R,  CHF  DEP,  WASHOE  CO  SD 
115  tt   DENNISON,  LAWRENCE  C,  CPT,  PD 
184   FOWLER,  MARC  JAY,  CPT,  WASHOE  CO  SO 
184   GALEOTO,  PHILLIP  ALEXANDER,  LT,  PD 
60  tt   GALLI,  ROBERT  J,  SHF  OF  WASHOE  CO 

149  GALLI,  ROBERT  MICHAEL,  DEP  CHF,  PD 

9  *  GAMMELL,  LOU  W. ,  CHIEF  OF  POLICE,  PD 

170  GLENSOR,  RONALD  WILLIAM,  DEP  CHF,  PD 
41  *  GOSS,  JACK  R.,  DEP  SHF,  WASHOE  CO  SO 

114   HARTSHORNE,  JAMES,  LIEUTENANT,  PD 

151   HILL,  RICHARD  WILLIAM,  DET,  WASHOE  CO  SD 

123  tt   JACKSON,  LONNIE,  JR,  DEP  CHF,  PD 

164  JESCH,  ERNEST  PAUL,  CPT,  WASHOE  CO  SO 
199   JOHNS,  JAMES  FOREST,  DEP  CHF,  PD 

156  KIECKBUSCH,  DAVID  ARTHUR,  LT,  PD 

118  KIRKLAND,  RICHARD  CALVIN,  COP 

192   LOPEY,  JAMES  EDWARD,  CPT,  WASHOE  CO  SO 

119  tt   LUCIA,  WAYNE  BENJAMEN,  LT,  PD 

135  MARTIN,  JOSEPH  EDWARD,  LT,  WASHOE  CO  SO 

171  NADEAU,  JAMES  FRANCIS,  LT,  WASHOE  CO  SO 

126  *  NEARPASS,  CHARLES  BRUCE,  LT,  PD 

85  *  PAULSON,  PAUL  S.,  DEPUTY  CHIEF,  PD 

137  tt   PEARSON,  CECIL,  CPT,  WASHOE  CO  SD 
105  *  PULVER,  KEN  B,  CAPTAIN,  PD 

165  ROBINSON,  THOMAS  WILLIAM,  IV,  DEP  CHF,  PD 
134  It   SAULNIER,  CHARLES  NORMAN,  LT,  PD 

146   SCHORLE,  JON  DAVID,  CHF,  RENO/TAHOE  AIRPORT  POL 

77   SCHWARZ,  ERNEST,  LIEUTENANT,  WASHOE  COUNTY  SO 
128   SIMS,  LEONARD  LEE,  SAC,  BU  OF  LAND  MANAGEMENT 
100   SWINNEY,  VINCENT  G,  SHF  OF  WASHOE  COUNTY  SO 
128   TOGNERI,  ENRICO  NATOLE,  DIR,  WASHOE  CO  LAB 

150  tt   WESTWOOD,  JOHN  TRIPP,  CPT,  WASHOE  CO  SO 
168   WILLIAMS,  RODNEY  LYNN,  CPT,  WASHOE  CO  SD 

SPARKS 

136  BROWN,  TERRY  L,  LT,  PD 

150   COWMAN,  ROBERT  ALAN,  CPT,  PD 

127  *  COXEY,  GEORGE  HENRY,  COP 

138  DOTSON,  JOHN  COMLEY,  COP 
194   EVANS,  TAMARA  R,  LT,  PD 
198   LEE,  WILLIAM  BRENT,  LT,  PD 

157  LIGHTFOOT,  DONALD  KENNETH,  LT,  PD 
181   MORROW,  JONATHAN  GEORGE,  SGT,  PD 
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OCHS,  PAUL  NICKOLAS,  SGT ,  PD 
PAGNI,  ROBIN  KERRY,  SGT,  PD 
SAVILLE,  DAVID  DERONE,  LT,  PD 
HIKE,  JERRY  LEE,  CPT,  PD 
ZAHBONI,  TONY  EDHARD,  CPT,  PD 
ZARUBI ,  DAVID  LYNN,  LT,  PD 


166 

171 

133 

128 

1*0 

162 
TONOPAH 

159   DECRONA,  ANTHONY  ALAN,  SUPV,  NV  DEPT  OF  PAROLE  &  PROB 

143   ZANE,  HARK  ANTHONY,  SGT,  NYE  CO  SD 
HINNEHUCCA 

159   BAGHELL,  JAMES  L,  DEP,  DOUGLAS  CO  SO 

199   JONAS,  JAMES  BRIAN,  LT,  HUMBOLDT  CO  SO 

17*   ROSS,  DAVID  CLARK,  USHF,  HUMBOLDT  CO  SO 

146  WATSON,  CURTIS  DEAN,  LT,  HUMBOLDT  CO  SO 
173   HRIGHT,  DONNELL  H,  JR,  COP 

YERINGTON 
190   ARNDELL,  JOHN  RICHARD,  SGT,  LYON  CO  SO 
181    BARNES,  KENNETH  HARNER,  LT,  LYON  CO  SD 
127  tt   BENTLEY,  JOHN  RICHARD,  INVSTGR,  LYON  CO  DA  OFC 
HO  *  MIKUDIK,  JAMES  FREDRICK,  USHF,  LYON  CO  SO 
161    SMITH,  SIDNEY  DENNIS,  SHF  OF  LYON  CO 
135   THOMPSON,  LONNIE  OTHOLA,  COP 
107  tt   TRACY,  LYNN  A,  UNDERSHERIFF,  LYON  COUNTY  SO 

NEH  HAMPSHIRE 
ALTON 

117   MYNCZYHOR,  THOMAS  J,  COP 
BELMONT 

147  BOYD,  DOUGLAS  ANDREH,  COP 
BRISTOL 

137   HINGATE,  BARRY  HALTER,  COP 
CLAREMONT 

99   BASTIAN,  ARTHUR  G,  COP 
32  tt   LYNCH,  HILLIAM  J.,  COP 
114   PROZZO,  MICHAEL  L.,  JR.,  LIEUTENANT,  PD 
177   HILMOT,  HILLIAM  THEODORE,  DEP  CHF,  PD 
CONCORD 
126  It   ANDERSON,  DONAL  CALVIN,  MAJ,  NH  SPOL 

BARTHELMES,  JOHN  J,  LT,  NH  SPOL 

BASTIAN,  DAVID  H,  ASST  DIR,  NH  POL  STNDRDS  AND  T 

BEAN,  HERBERT  H. ,  JR.,  MAJ,  SPOL 

BENINCASA,  VINCENT  F,  DIR  OF  PTL  SERVICES,  PD 

BERTOLAMI,  RICHARD  PAUL,  LT,  PD 

BRODERICK,  JOSEPH  EDHARD,  CPT,  NHSPOL 

BUXTON,  DONALD  ROY,  DET  LT,  NH  SPOL 

CAMPBELL,  RICHARD  J,  JR,  MAJ,  NH  SPOL 

CHRISTIANO,  HILLIAM  ANTHONY,  LT,  PD 

COPPO,  DOMINIC  EDWARD,  INSPR,  USMS 

CRAY,  WILLIAM  R.,  JR.,  CPT,  NH  SPOL 

CROSS,  JAMES  ARNOLD,  LT,  PD 

DEGREENIA,  LEO  F.,  JR,  DIR  OF  PATROL  SERV 

DEMPSEY,  DANIEL  L,  CPT,  NH  SPOL 

DODGE,  HILLARD  0,  CPT,  NH  SPOL 

DUCHESNEAU,  DAVID  GEORGE,  SGT,  NH  SPOL 

FLETCHER,  JAMES  ARTHUR,  LT,  PD 

FLYNN,  RICHARD  M. ,  COMR,  DPS,  ST  OF  NH 

FOOTE,  RICHARD  ALLEN,  LT,  NH  SPOL 

FURLONE,  MARK  EDWARD,  LT,  NH  SPOL 

GOULD,  RALPH  V.,  DIR  OF  MTR  VEHCLS,  NH  MTR  VEHC 

HARRINGTON,  DALE  THOMAS,  LT,  PD 

HEON,  MARTIN  RAYMOND,  JR,  LT,  NH  SPOL 

HESTER,  GEORGE  J.,  JR.,  SGT,  NH  SPOL 

HINES,  JASON  DAVID,  DEP  CHF,  PD 

KENNEDY,  THOMAS  FRANCIS,  JR,  EXEC  MAJ,  NH  SPOL 

LOCKWOOD,  JOHN  F.,  LT,  NH  SPOL 

LOOMIS,  ERNEST  F,  CPT,  NH  SPOL 

HANNING,  EDHARD  J.,  CAPTAIN,  PD 

MAXFIELD,  WILBUR  SCALES,  LT,  PD 

MOORE,  AIDAN  JOSEPH,  ASST  CHF,  NH  LIQUOR  COMMISSION 

MORSE,  WALTER  A.,  CPT,  NH  SPOL 

MURPHY,  PAUL  FRANCIS,  JR,  LT,  PD 

NYLEN,  GARY  D. ,  COORDINATOR,  NH  FISH  AND  GAME 

OLEARY,  PAUL  F,  (COL),  DIR  NH  SPOL 

ROBICHAUD,  HAROLD  J.,  MAJ,  NH  SPOL 

RUSSELL,  BRUCE  A.,  DIRECTOR  OF  INVESTIGATIVE  SERV 

RUSSELL,  NELSON  MONROE,  LT,  NH  SPOL 

SLOPER,  GARY  MICHAEL,  SR,  LT,  NH  SPOL 

SNOH,  JOHN  E.,  COURT  OFFICER,  DISTRICT  COURT 

STEVENS,  JOHN  THOMAS,  LT,  NH  SPOL 

TUCK,  RICHARD  GEORGE,  MAJ,  NH  SPOL 

HALCHAK,  DAVID  G. ,  CHIEF  OF  POLICE 


173 

95 

72 
113 
185 
133 
118 
105 
162 
125 

90 
192 

98 

92 
110 
151 
136 

65 
143 
157 
6 
127 
131 

77 

33 

150 

7 

116 

73 
119 
159 
100 
154 

94 

74 
102 

88 

121  n 
180 

38  # 
191  tt 
125  tt 
109  tt 
DERRY 
190 
135 
156 
DOVER 
136 
120  * 
161 
153 
128  * 
DURHAM 
186 
130 
108 
189 
ENFIELD 

146   GIESE, 
EPPING 
176   DODGE, 


FEOLE,  GEORGE  ROLAND,  LT,  PD 
MACIVER,  MALCOLM  PATTERSON,  CPT, 
STEELE,  CHARLES  EDHARD,  CPT,  PD 


PO 


DECOLFMACKER,  GARY  JOHN,  CPT,  PD 
DEMERS,  ROGER  JOSEPH,  CPT,  PD 
FENNIMAN,  HILLIAM  WILLETT,  JR,  CPT, 
MITCHELL,  DANA  CHARLES,  CPT,  PD 
SHAH,  ROBERT  BERNARD,  SGT,  PD 

DEAN,  PAUL  HAROLD,  LT,  UNIV  OF  NH  PD 

GOWEN,  PAUL  WESLEY,  COP 

LESLIE  J.,  LIEUTENANT, 
RENE  HJULMAR,  SGT,  PD 


PETER  HERMAN,  COP 
GREGORY  CHARLES,  COP 


PO 


JEWELL 
KELLEY 


PD 


EXETER 
155   BERNSTEIN,  JOSEPH  SAMUEL,  LT,  PD 
103  tt   CARACCIOLO,  FRANK  S,  COP 

182  KANE,  RICHARD,  LT,  PD 

56  tt   VETTER,  CHARLES  F,  HIGH  SHF,  ROCKINGHAM  CO  SO 
FARMINGTON 
133   CARR,  BARRY  JAMES,  COP 

197  ROBERGE,  SCOTT  RICHARD,  COP 
FRANKLIN 

128  GRONDIN,  RICHARD  MICHAEL,  DET,  PD 
160   RYBA,  JAMES  RICHARD,  LT,  PD 

GILFORD 

93  tt   BLAKE,  EUGENE  L,  COP 

183  COWING,  EDISON  RICHARD,  LT,  PD 
142   JURIS,  EVANS  ENGELOS,  COP 

199   MARKLAND,  JOHN  EDHARD,  LT,  PD 

170   SCHILLINGER,  JOSEPH  JOHN,  LT,  PD 
GRANTHAM 

187    LARY,  RUSSELL  EDHIN,  COP 
HAMPTON 

105  *  BOUSQUIN,  CLAYTON  E.,  JR.,  COP 

127  tt   MARK,  ROBERT  EDHARD,  COP 

198  SULLIVAN,  JAMES  BARRY,  CPT,  PD 

139   WRENN,  WILLIAM  LAWRENCE,  JR,  COP,  PD 
HANOVER 

103  tt   MOORE,  WILLIAM  A,  DET  CPT,  PD 
HINSDALE 

129  GROVER,  CLAYTON  W,  JR,  COP 
HUDSON 

199 
49  # 
KEENE 
19  * 
122 
LACONIA 

87  tt   ABBOTT,  ROBERT  C,  CPT,  PD 
96   DAIGNEAULT,  PHILIP  P.,  USHF, 
101  *  GILBERT,  ROBERT  F.,  LT,  BELKNAP  CO  SD 

75  tt   KNOWLTON,  HAROLD  E.,  JR.,  COL,  DIR  NH  SPOL 
LEBANON 

166    BEGIN,  GREGORY  CARL,  LT,  PD 
148    LAURIE,  EDWARD  ALLEN,  COP 
LONDONDERRY 

130  BANNON,  RICHARD  JOSEPH,  COP 
137    LYNCH,  KENNETH  EUGENE,  CPT,  PD 
179   MELNICK,  ROY  E,  CPT,  PD 

MANCHESTER 
141    ALEXAKOS,  PHILIP,  LT,  PD 

174  tt   AUCIELLO,  SAVINO  MICHAEL,  DEP  CHF,  PD 
91  tt   BRODEUR,  PAUL  E.,  DEP  CHF,  PD 

76  tt   BULCOCK,  THOMAS  A.,  DEP  CHF,  PD 
47  tt   CURRAN,  WILLIAM  T.,  CPT,  PD 

130   DRISCOLL,  MARK  LESTER,  COP 

175  DUFFEY,  ROBERT  MICHAEL,  DEP  CHF,  PD 
134  tt    FAVREAU,  PETER  RAYMOND,  COP 
193   JASKOLKA,  JOHN  ANTHONY,  LT,  PD 

57  tt   LEAVITT,  NORMAN  W. ,  ASST  CHF,  PD 

95  tt   LEBOEUF,  EDMUND  M,  DEP  CHF,  PD 
171    ROBINSON,  DALE  KIMBALL,  DEP  CHF 
195    SIMMONS,  GARY  THOMAS,  CPT,  PD 

53  tt   STIPS,  JOHN  A.,  CHIEF  OF  POLICE 
MERRIMACK 
144   MILLER,  WILLIAM  CHARLES,  LT,  PD 


GENDRON,  RICHARD  EDWARD,  COP 
POLAK,  ANDREW  JOSEPH,  COP 

JENNISON,  ARTHUR  N.,  SHF  OF  CHESHIRE  CO 
POHERS,  THOMAS  FRANCIS,  III,  COP 


BALKNAP  CO  SD 


NASHUA 

98  it 
191 
123  tt 
135 
196 
137 
151 

89  tt 
101  tt 
129 
118  tt 

47  tt 
184 

92 


ANCTIL,  ROLAND  E,  CPT,  PD 
BAILEY,  RICHARD  BRUCE,  CPT,  PD 
BOUDREAU,  NORMAN  ROBERT,  LT,  PD 
CABANA,  RAYMOND  WILLIAM,  CPT,  PD 
CONLEY,  DONALD  FRANCIS,  JR,  CPT,  PD 
GAGNON,  RICHARD  ROLAND,  DEP,  PD 
GROSS,  DONALD  JOHN,  CPT,  PD 
GUTHERZ,  FREDERICK  G,  CAPTAIN,  PD 
LANDRY,  RAYMOND  J,  COP 
LARGY,  CLIFTON  DOUGLAS,  COP 
LAVOIE,  ROBERT  PAUL,  CPT,  PD 
MCLAUGHLIN,  PHILIP  JOSEPH,  CAPTAIN,  PD 
MULLIGAN,  JAMES  EDWARD,  CPT,  PD 
QUIGLEY,  WILLIAM  H,  JR,  COP 
104  tt   SLATTERY,  JAMES  J,  MAJ,  PD 
68  It   TAFE,  EUGENE  E.,  DEPUTY  CHIEF  OF  POLICE,  PD 
141    WATSON,  GARY  HAROLD,  CPT,  PD 
58  *  WESSON,  RAY  ERNEST,  INSPECTOR,  PD 

53  tt   ZAPENAS,  ALPHONSE  ANDREW,  DEPUTY  SHERIFF,  HILLSBOROUGH 
NEWINGTON 

139    STIMSON,  JOHN  KEITH,  COP 
PEASE  AFB  „„.„ 

122    FERRELL,  EDDIE  JOE,  SECOND  LT,  USAF 
128   GLASS,  CARL  LAWRENCE,  1LT,  USAF 
PELHAM 

131  tt   COLLIS,  WILLIAM  GERARD,  COP 
PETERBOROUGH 
169    ESTEY,  QUENTIN  R,  JR,  COP 
84  It   MCCARTHY,  JOSEPH  V,  COP 
PLYMOUTH  ,  „„ 

194   TEMPERINO,  STEVEN  HOWARD,  CPT,  PD 
PORTSMOUTH 
138    BOYLE,  PATRICK  FRANCIS,  LT,  PD 
99  tt   BURKE,  WILLIAM  T,  SR,  COP 
158   CLARK,  DON  WALTER,  CMDR,  PD 
106  It   FERGUSON,  W  RICHARD,  CPT,  PD 
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152 
129 
111 
168 

97 

82 
115 

63 
178 
163 

68  tt 


HINTON,  JERRY  ALLEN,  CMDR,  PD 

KROOK,  GEORGE,  CPT,  PD 

LABRIE,  RAYMOND  H,  COP 

MAGNANT,  MICHAEL  JOSEPH,  CMDR,  PD 

MORTIMER,  WILLIAM  D,  DIR,  PD 

PATRIKUS,  JOHN  A,  DEP  CITY  MARSHAL,  PD 

PLAISTED,  KERRY  P,  DIR,  PD, 

REMICK,  STANTON  GEORGE,  CITY  MARSHAL,  PD 

RUBINO,  FREDERICK  MICHAEL,  COP,  BERHICK  PD 

RUSS,  BRADLEY  JAY,  CMDR,  PD 

SCARPONI,  E.  EDHARD,  DEPUTY  CITY  MARSHAL,  PD 


RAYMOND 

184   MURPHY,  JAMES  C,  COP, 
ROCHESTER 

188   ALLEN,  MICHAEL  JOSEPH,  LT,  PD 

165   AUGER,  DANIEL  PETER,  CPT,  PD 

177   DUBOIS,  DAVID  GEORGE,  CPT,  PD 
94   NEHHALL,  JOHN  G,  COMMISSIONER 

139   VITTUM,  DONALD  LAHRENCE,  COP 

145   HINSHIP,  DAVID  EARLE,  SR,  CPT,  PD 
SALEM 

124  BOUDREAU,  JOHN  PETER,  SGT,  PD 
100  tt   KOHLER,  ROBERT  E,  LIEUTENANT,  PD 
111   ROSS,  JAMES  E,  CMDR,  PD 

SOMERSHORTH 
107  *  BOLDUC,  ANDRE  J,  COP 
149   PERREAULT,  MARC  ROLAND,  LT,  PD 

123  *  PERRON,  RONALD  H,  COP 
HAKEFIELD 

167  MERRILL,  TIMOTHY  JAMES,  COP 
HATERVILLE  VALLEY 

79  tt   LEAVITT,  PAUL  C.  ,  COP 
HOODSVILLE 

125  CHASE,  PAUL  KENNETH,  JR,  DEP  SHF,  GRAFTON  CO  SO 

NEH  JERSEY 
ABERDEEN  TOHNSHIP 

124  LEFKOHICH,  THEODORE  NICHOLAS,  SGT,  PD 
ABSECON 

174   MULVIHILL,  RICHARD  FRANCIS,  COP 

125  STEINER,  HILLIAM  CHRISTIAN,  DEP  CHF,  PD 
ALLENDALE 

91   TALLIA,  JAMES  H. ,  CAPTAIN,  PD 
103   TELLEFSEN,  EDHARD  G,  LT,  PD 
ATLANTIC  CITY 

19  tt   BUTCHER,  EARL  W. ,  COP 

91  It   CLIFTON,  ROBERT  F,  CPT,  PD 
152   ERSKINE,  MICHAEL  J,  CPT,  PD 
180   FAIR,  JOSEPH  HILLIAM,  JR,  CPT,  PD 
142   GRIGG,  MICHAEL  BEN,  DET,  PD 

156  HEENAN,  JOHN  JOSEPH,  SR,  DET,  PD 
185   JASIECKI,  JOSEPH  FRANCIS,  CPT,  PD 

168  JUBILEE,  ERNEST  C,  II,  SGT,  PD 
162   MCKNIGHT,  WILLIAM  J,  DET  SGT,  PD 
193   MOONEY,  JOHN  JOSEPH,  CPT,  PD 

98  tt   PUGH,  GEORGE  D.  ,  COP 

190  ROSS,  LARRY  JOHN,  CPT,  PD 

177  SNELLBAKER,  ARTHUR  CHARLES,  INSPR,  PD 
AUDUBON 

157  ECKERT,  STEPHEN  WAYNE,  DET  SGT,  PD 
141  KNICELEY,  LAWRENCE  WELDON,  LT,  PD 
131  TAULANE,  WILLIAM  V,  COP 

BARRINGTON 

154   ZACAMY,  LEONARD  JOSEPH,  COP 
BASKING  RIDGE 

106   FORTENBACKER,  CHARLES  J.,  CHF,  BERNARDS  TSP  PD 

147   STRODT,  JEFFREY  ROBIN,  SGT,  BERNARDS  THP  PD 

115   WOLSKY,  FRANK  A.,  LIEUTENANT,  BERNARDS  TOWNSHIP 
BAY  HEAD 

188   DIKUN,  WILLIAM  JOHN,  LT,  PD 
BAYONNE 

77  tt   ADAMSKI,  EDWARD  S,  COP 
93   FAHRINGER,  ROBERT  H,  LTC,  USA 
BEACHWOOD 

97   MOODY,  JOHN  C. ,  COP 
BEDMINSTER 

118   CUMMINGS,  GARY  HARDING,  CHF,  BEDMINSTER  THP  PD 

156   KAVANAUGH,  DUANE  THOMAS,  SGT,  BEDMINSTER  TWP  PD 

140   MORGAN,  CASPER  WILLIAM,  III,  DET  SGT,  PD 
BELLE  MEAD 

154   BEACHELL,  WILLIAM  ALLAN,  CHF,  MONTGOMERY  TWP  PD 
BELLEVILLE 

123   BERRIGAN,  CORNELIUS  NICHOLAS,  SGT,  PD 
91   HAIGHT,  FRANK  D. ,  DEP  CHF,  PD 

112   LISTER,  GEORGE  J.,  DEPUTY  CHIEF,  PD 
BELLMAHR 

161   WALSH,  WILLIAM  PATRICK,  SGT,  BOROUGH  OF  BELLMAWR  DPS 
BERGENFIELD 

175   CARROLL,  EDWARD  WILLIAM,  CPT,  PD 

109  It   JACOBSEN,  EUGENE  C,  CPT,  PD 
44   LAWLOR,  JOSEPH  J.,  LIEUTENANT,  PD 
BERKELEY  HEIGHTS 

105  tt   DELDUCA,  RALPH  M. ,  COP 
BERNARDSVILLE 

138   BOARDMAN,  RICHARD  JOSEPH,  DET,  PD 

126   USSERY,  WILLIAM  JACKSON,  LT,  PD 
BLACKWOOD 

169   STOLLSTEIMER,  JOHN  CHRISTOPHER,  CHF,  GLOUCESTER  TWP  PD 
BLOOMFIELD 

75   DOUGHERTY,  JOHN  R.,  DEP  CHF,  PD 


15  tt   HESS,  FRED,  CHIEF  OF  POLICE,  PD 
BLOOMINGDALE 

171   MULLER,  RAYMOND,  LT,  PD 
BOONTON 

149   DEPALMA,  PASCAL  ANTHONY,  COP 
BOUND  BROOK 

110   CIMINO,  ANTHONY  M,  COP 

136   DALESSANDRO,  THOMAS  VICTOR,  DET  LT,  PD 

120   KINGSLAND,  JAMES  EDGAR,  LT,  PD 
BRADLEY  BEACH 

183  DENARDO,  ROBERT,  COP 

40  tt   RILEY,  LEONARD  WALTER,  DEPUTY  CHIEF  OF  POLICE,  PD 
BRANT  BEACH 
132  tt   BERKHEISER,  ROBERT  FRANK,  LT,  LONG  BEACH  TWP  POL 
199   BRADLEY,  MICHAEL,  CHF  LONG  BEACH  TWP  PD 

92  It   HARTMANN,  JAMES,  CHF,  LONG  BEACH  TSP 
119  #  JEFFREY,  JAMES  WARREN,  DET  LT,  LONG  BEACH  TWP  PD 

103  KIRCHER,  ROBERT  R. ,  CHF,  LONG  BEACH  TOHNSHIP  PD 
157   SNYDER,  ROBERT  EMERSON,  CPT,  LONG  BEACH  TWP  PD 

BRICK 

156  FORRESTER,  ROBERT  DANIEL,  CPT,  BRICK  TWP  PD 
BRIDGETON 

139  BONDI,  JOHN  EDWARD,  LT,  PD 

106   GAUNTT,  RICHARD  H. ,  CHIEF  OF  POLICE 

182   SHONTZ,  CHARLES  DANIEL,  SGT,  CUMBERLAND  CO  PROS  OFC 

160  TURNER,  COURTLANDT  ARTHUR,  LT,  PD 
BRIDGEHATER 

102   DILEO,  MARIO  A.,  CPT,  PD 
134   OBAL,  STEPHEN  WILLIAM,  DEP  CHF,  PD 
174   SZKODNY,  ROBERT,  LT,  PD 

119   VANDERGOOT,  GEORG  C,  DET  LT,  BRIDGEWATER  TWP  PD 
BRIELLE 
178   PALMER,  MICHAEL  WILLIAM,  CPT,  PD 

152  WHELAN,  HARRY  MICHAEL,  CPT,  PD 
BRIGANTINE 

184  FERRIS,  WILLIAM  MICHAEL,  DEP  CHF,  PD 

161  STANLEY,  STEVEN  THOMAS,  LT,  PD 
BURLINGTON 

191   BELLAMY,  TOMMIE  ONEAL,  LT,  BURLINGTON  TWP  PD 
136   BREECE,  LEROY  EVERETT,  LT,  BURLINGTON  CITY  PD 
96   CLAYTON,  GEORGE  L.,  COP 

157  CORTER,  WALTER  JAY,  CHF,  BURLINGTON  CO  DETECTIVES 
169   EDWARDSON,  PATRICK  JOSEPH,  LT,  PD 

110  It   LOWDEN,  RAYMOND  F,  LIEUTENANT,  PD 

184   MARSHALL,  BRYON  KEVIN,  COP, 

122   MASSIMI,  GENE  ARTHUR,  LT,  PD 
61  It   RENCEVICZ,  CHESTER  J.,  SERGEANT,  PD 
BURLINGTON  TWP 

166   NIPPINS,  LLOYD  EDWARD,  III,  LT,  PD 
BUTLER 

153  tt   NAPOLEONE,  GERALD  JOSEPH,  S,  COP 
BYRAM  TOWNSHIP 

104  DANIELSON,  ESKIL  S.,  COP 
148   GUTHERK,  JOHN  M,  COP 

CALDWELL 

140  COLLIS,  JAMES  MICHAEL,  CPT,  PD 
EBNER,  KENNETH  CHARLES,  COP 
GILTZOW,  FREDERIC  WILLIAM,  DET  SGT,  PD 
PENKOSKI,  LEONARD  L.,  LIEUTENANT,  PD 
TEMPLE,  FREDERICK  VINCENT,  DET,  PD 


70 
155 
101 
122 
CAMDEN 
199 
149 
185 
116 
176 


ALLENBACH,  ROBERT  EDWARD,  COP 

BYRD,  ANDERSON  DOUGLAS,  CHF,  RUTGERS  UNIV  POL 

CHIUMENTO,  CURTIS  JOSEPH,  SGT,  CAMDEN  CO  SO 

CROSS,  WILLIAM  E,  USHF,  SD 

FIGUEROA,  EDWIN  JAVIER,  CPT,  PD 

156  It   GRADY,  JOHN  JOSEPH,  CHF,  CAMDEN  CO  PROS  OFC 

184   HILL,  JAMES  EDWARD,  CHF,  PORT  AUTH  TRANSIT  PD 

JORDAN,  JANET  ELIZABETH,  SGT,  CAMDEN  CO  PROS  OFC 
KANTNER,  MICHAEL,  SGT,  CAMDEN  CO  PROSECUTOR 'SOFC 
KEEGAN,  DENNIS  EDWARD,  INSPR,  PD 
KELLY,  THOMAS  PETER,  CPT,  CAMDEN  CO  PROS  OFC 
LEE,  JESSIE,  JR,  LT,  DELAWARE  RIVER  PORT  AUTH  P 
LOCANTORE,  FRANK  C,  JR,  DET,  CAMDEN  CO  PROS  OFC 
MCCLINTOCK,  DAVID  JOSEPH,  INSPR,  DE  RIVER  PORT  AUTH  POL 
MCLAUGHLIN,  JAMES  FRANCIS,  CPT,  CAMDEN  CO  PROS  OFFICE 
MICHALAK,  EDWARD  V,  JR,  LT,  PD 
57  tt   OROURKE,  THOMAS  J,,  SHF 
93   PHOENIX,  JOHN  N.,  DETECTIVE-SERGEANT,  PD 

167   STILL,  GUY  MICHAEL,  LT,  RUTGERS  UNIV  PD 
30  #  WATSON,  DONALD,  INSPECTOR  OF  POLICE 
CAPE  MAY  COURT  HOUSE 

169   BARNETT,  CHARLES  ALLEN,  LT,  CAPE  MAY  CO  PROS  OFC 
DONOHUE,  WILLIAM  B,  USHF,  CAPE  MAY  CO  SD 
ELWELL,  ROBERT  W. ,  CPT,  CAPE  MAY  CO  PROS  OFC 
EVANGELISTA,  JOSEPH  MICHAEL,  CPT,  MIDDLE  TWP  PD 
HAYES,  EDITH  MARIE,  DET,  CAPE  MAY  CO  PROS  OFC 
HICKMAN,  KENNEDY  A.,  CHF,  CAPE  MAY  CO  PROS  OFC 
LETTS,  EDWARD  JOSEPH,  LT,  CAPE  MAY  CO  SD 
MATTHEWS,  WILLIAM  B.,  CHF  DET,  CAPE  MAY  CO  PROS  OFC 
PIERCE,  TODD  ROBERT,  INVSTGR,  CAPE  MAY  COURT  HOUSE 
RYBICKI,  JAMES  EDWARD,  SR,  CPT,  CAPE  MAY  CO  PROS  OFC 
SAUNDERS,  RAYMOND  D. ,  CAPTAIN,  MIDDLE  TOWNSHIP  PD 
SHAGREN,  THOMAS  JOHN,  LT,  CAPE  MAY  CO  SD 
VADEN,  ANDREW  ROBERT,  DET,  CAPE  MAY  CO  PROSECUTOR  S 
WEBSTER,  WILLIAM  SCOTT,  DET  SGT,  MIDDLE  TWP  PD 
CARLSTADT 

151  tt   FLEMING,  GEORGE,  JR,  DEP  CHF,  PD 

107   LOWN,  WILLIAM  J.,  LIEUTENANT,  PD 

112   OCCHIUZZO,  JOHN,  JR,  CPT,  PD 


196 
182 
144 
190 
195 
134 
181 
49 
130 


91 
108 
199 
186 

57 
161 

92 
144 
153 
114 
172 
120 
187 
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90    HINDFUHR,  ERNEST  0.,  COP 
CEDAR  GROVE 
175   KATTAS,  ROBERT  JOSEPH,  LT,  PD 
131  «   VAN  ZILE,  RUSSELL  HENRY,  LT,  PD 
CHRISTIAN  G,  COP 


79  HERNDLY, 
CHATHAH  BOROUGH 

94  FILIPOH, 
CHATHAM  THP 


135 
160 


CONRADS 
RAMSEY, 


JOHN,  JR. ,  DET  SGT,  PD 

,  GEORGE  DAVIDSON,  CHF,  PD 
THOMAS  EDHARD,  COP 


CHERRY  HILL 

191  MALLOY,  BRIAN  0,  LT,  PD 

124  tt   MATHIESEN,  HAROLD,  DEP  CHF,  BU  OF  POL 
157   MELSON,  ROBERT  DONALD,  JR,  CPT,  PD 
159   MOFFETT,  HILLIAM  A,  III,  COP 
140  tt   SAHYER,  ROBERT  RICHARD,  CPT,  PD 
173   STEIN,  GEORGE  KENNETH,  LT,  PD 
100  U   TONCZYCZYN,  ROBERT  J.,  COP 
CHESILHURST 

194  FORTUNE,  SHELDON  LORENZO,  LT,  PD 
CHEST  ER 

114  tt   COX,  HANDELL  R. ,  DET  SGT,  CHESTER  TNSHP  PD 
154   SMITH,  JEFFREY  DOUGLAS,  SR,  COP 
90   STRAIT,  EDHARD  M. ,  CHF,  CHESTER  TOHNSHIP  PD 
CINNAMINSON 

112  DELUSSEY,  EDMUND  B.,  CPT,  THP  PD 
178    PEREDA,  JAMES  RAYMOND,  SGT,  PD 

CLARK 
152   DANCO,  ANTON  HESLEY,  CPT,  PD 

164  ZIZZA,  JAMES  MICHAEL,  LT,  PD 
CLARKSBORO 

193   GIORDANO,  HILLIAM  ERIC.  CHF,  THP  OF  E  GREENHICH  PD 
CLIFTON 

192  BERDNIK,  RICHARD  HENRY,  DET  SGT,  PD 

157  FERRERI,  ROBERT  FRANCIS,  LT,  PD 
99   KELLY,  ROBERT  E.,  LT,  PD 

107    LOGIOCO,  FRANK  J,  COP 

67  tt   TENCZA,  ADAM  S.,  CAPTAIN,  PD 
CLINTON 

90   RUNYON,  HOWARD,  L.,,  COP 
COLLINGSHOOD 

69  tt   CRANE,  J.  KENNETH,  COP 

195  GARRITY,  THOMAS  JOHN,  JR,  COP 
COLTS  NECK 

165  LAMBERT,  MARC  HENRY,  1LT,  USMC 

170   SAUTER,  KEVIN  ALAN,  SGT,  COLTS  NECK  THP  PD 
CRANFORD 

77  It   BONNELL,  LAWRENCE  T,  LT,  PD 
99  *  DEANE,  MICHAEL  A.,  DET  SGT,  PD 
172   MASON,  ERIC  GRANT,  DET  LT,  PD 
CRESSKILL 

39  *  SCHWEIKART,  EDWIN  M. , 
DEMAREST 

95   HEIGHTON,  EDHARD  H. ,  CAPTAIN,  PD 
DENVILLE 

76  tt   KING,  DONALD  J.,  COP 
105    ROONEY,  GARVIN  JOHN, 
100   STRUNGIS,  ANTHONY  P, 
DEPTFORD 

183  BURKHARDT,  RICHARD  EDHARD,  LT, 

113  tt   EK,  LAWRENCE  W.  ,  LT,  PD 

123  UNDERWOOD,  WILLIAM  BLAINE,  LT,  DEPTFORD  TWP  PD 
DEPTFORD  TWP 

136   MILLIGAN,  RAYMOND  ALBERT,  COP 
DOVER 

184  KELLY,  BRIAN  ROBERT,  COP, 
143  It   SHIFT,  RUSSELL  ERNEST,  CHO  II, 

EAST  BRUNSWICK 

185  FINN,  THOMAS  HILLIAM,  DEP  CHF, 
84  tt    FLOY,  ROBERT  E.,  CAPTAIN,  PD 

158  HENSCHEL,  DONALD  HOHARD,  LT,  PD 

124  #  KECK,  WILLIAM,  JR,  LT,  PD 

95  tt   NEWMEYER,  JAMES  E,  DEP  DIR,  EAST  BRUNSWICK  TOWNSH 

113  tt   RUOTOLO,  LOUIS  W.  ,  CPT,  DPS 
138  tt    SCHORPP,  OTTO  HAYNE,  CPT,  PD 

175  It   SOKE,  JOHN  JOSEPH,  JR,  DEP  CHF,  PD 
EAST  ORANGE 
109    BROHN,  CLARENCE  J.,  LT,  PD 

70  tt   DAHER,  GEORGE  JOSEPH,  COP 

114  GEORGE,  JOSEPH  A.,  CAPTAIN,  PD 

11  It   PATTERSON,  HAROLD  F.,  LIEUTENANT,  PD 
131    ROBERTS,  ROBERT  LEE,  JR,  LT,  PD 
EAST  RUTHERFORD 

89    LOKAY,  GEORGE  C,  CAPTAIN,  PD 
EAST  HINDSOR 
187    SPAIN,  HILLIAM  HALTER,  LT,  PD 

159  VAN  HISE,  ROBERT  DONALD,  JR,  LT,  PD 
169   WOOD,  HOHARD  GRAY,  JR,  DET 

EATONTOHN 

174   JACKSON,  GEORGE  SMITH,  LT, 
EDGEHATER  PARK 


PATROLMAN,  PD 


LIEUTENANT,  PD 

JR,  CHF,  DENVILLE  THP  PD 

PD 


USA 
PD 


SGT,  EAST  WINDSOR  THP  PD 
PD 


115    BARANOSKI,  JOSEPH  F.,  CHF,  EDGEHATER  PARK  THP  PD 

139    FRANCESCO,  ANTHONY  JOSEPH,  CPT,  PD 
EDISON 

171    MIECZKOHSKI,  GEORGE  HALTER,  LT,  EDISON  THP  PD 
82  tt   MILLER,  GEORGE  V,  CPT,  EDISON  TOWNSHIP  PD 

192   PALKO,  MICHAEL  GEORGE,  LT,  PD 
70  tt   PINTER,  HILLIAM  E,  DEP  CHF,  EDISON  TOHNSHIP  PD 
91    SHIRLEY,  JOSEPH  N,  CPT,  EDISON  TOWNSHIP  PD 

168   HELGOS,  JOHN,  SR,  SGT,  PD 
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EGG  HARBOR 

179   COYLE,  JOHN  JOSEPH,  CPT,  EGG  HARBOR  TWP  PD 
EGG  HARBOR  THP 

165   COOK,  FREDERICK  CHARLES,  CPT,  PD 

154   LISICKI,  ALFRED  GABRIEL,  JR,  COP 
ELIZABETH 

91  BRENNAN,  JOSEPH,  DIR  OF  POL 

66  tt   CAHILL,  HILLIAM  J,  JR,  CPT,  UNION  CO  PROS  OFC 

191  CHISHOLM,  JON  MARSHALL,  CPT,  PD 

167   DURKIN,  JAMES  JOSEPH,  LT,  UNION  CO  PROS  OFC 

107   EARLMAN,  ROY  H. ,  CHF  OF  CO  DET,  UNION  CO  PROS  0 

132   HILONGOS,  JULIAN  AURELIO,  LT,  PD 

109   KELLY,  WILLIAM  M. ,  CAPTAIN,  PD 

187   KOURY,  JOSEPH  RALPH,  DET,  UNION  CO  PROS  OFC 

158   KUCAB,  MICHAEL  FRANCIS,  CPT,  PD 

148   LERMAN,  PAULA,  SGT,  UNION  CO  PROS  OFC 

181   MANNING,  VINCENT,  SGT,  UNION  CO  SD 

141   MANNIX,  DONALD  PATRICK,  SGT,  PD 

138   MANNIX,  RICHARD  RYAN,  CPT,  UNION  CO  DPS 

103   MASON,  RICHARD  J.,  DET  LT,  UNION  CO  PROS  OFC 

192  MOYLAN,  HILLIAM  THOMAS,  LT,  UNION  CO  PROS  OFC 

1  U   NAUGHT,  MORGAN  J.,  SR  PROBATION  OFFICER,  UNION  CO 
83   PIETRZAK,  EDHARD  J.,  LT,  UNION  CO  PROSECUTORS  OFFIC 
96   PISANE,  RANDOLPH,  DIR  OF  PUBLIC  SAFETY,  UNION  CO 
131  tt   RODMAN,  EDHARD  JOSEPH,  CPT,  UNION  CO  PROS  OFC 
176   SIEGEL,  STEVEN  HAYNE,  DET,  UNION  CO  PROS  OFC 

92  STIVALA,  SEBASTIAN  J.,  JR.,  SA,  WATERFRONT  COMMISSION  0 
68  tt   TRUZACK,  HALTER  S.,  CAPTAIN,  PD 

119   ZALINSKY,  MATTHEW  THEODORE,  CPT,  PD 
ELMWOOD  PARK 

171   MORGAN,  GEORGE  BYRON,  II,  COP 
EMERSON 
115   MAZZEO,  PETER  A,  COP 
102   SCHANEEN,  PETER,  JR,  CPT,  PD 
92  tt   SOLIMANDO,  MICHAEL  J,  COP 
ENGLEHOOD 

98  #  BALDHIN,  THOMAS  T.,  LT,  PD, 

125  GREELEY,  RAYMOND  JOSEPH,  JR,  SGT,  PD 
ENGLEHOOD  CLIFFS 

107  It   FARLEY,  PATRICK  F,  COP 

126  WHITING,  LAWRENCE  RAYMOND,  DEP  CHF,  PD 
ENGLISHTOHN 

105   DEGULIS,  VINCENT  P.,  CPT,  MANALAPAN  TSP  PD 

96  WALLACE,  THOMAS  E.,  CHIEF  OF  POLICE,  MANALAPAN  TOW 

155   JANUARY,  CONRAD  ANTHONY,  JR,  LT,  THP  OF  ESSEX  FELLS  PD 
EHING  THP 

165   WURPEL,  RICHARD  E,  DET  SGT,  EHING  THP  PD 
FAIR  HAVEN 

122  TOHLER,  RICHARD  DEAN,  SGT,  PD 
FAIR  LAHN 

107  tt   DIPENTIMA,  VINCENT  J.,  DEP  CHF,  PD 

100  tt   GAJARSKY,  ROBERT  F,  CPT,  PD 
73  tt   RISACHER,  LOUIS  J.,  COP 

FAIRFIELD 
148   FACAS,  EDWARD  C,  COP 

101  *  FILIPOH,  STEPHEN  J,  COP 
FAIRFIELD  TWP 

130   VANDERHOOF,  WILLIAM  H,  JR,  CPT,  PD 
FAR  HILLS 

129   DUDAS,  KALMAN  S,  III,  COP 
FLANDERS 

123  BELL,  DOUGLAS  LEE,  COL,  PD 
FLORHAM  PARK 

133   ARNOLD,  THOMAS  LAWRENCE,  DET  SGT,  PD 
117   TREIBER,  JOHN  R,  COP 
FORKED  RIVER 

97  DARMODY,  THOMAS  R. ,  3RD,  COP 

135  tt   MCNEIL,  SAMUEL  ALFRED,  LT,  LACEY  TWP  POL 
197   NALLY,  WILLIAM  ALOYSIUS,  LT,  LACEY  TWP  PD 

107  tt   SMITH,  GARY  C,  CPT,  LACEY  TOWNSHIP  PD 
FORT  DIX 

ANDERSON,  JAMES,  JR,  CHO  IV,  USA 
HENDERSON,  AUBREY  EDWARD,  MAJ,  USA 
RICHERT,  RANDALL  JAMES,  CPT,  USAF 
TARR,  CHARLES  ROBERT,  CHO,  USA  (CID) 
FORT  LEE 
186   CULLEN,  WILLIAM  F,  LT,  PD 
164   HART,  BERNARD  MARTIN,  LT,  PD 
129   PIERSON,  THOMAS  R,  JR,  CPT,  PD 
FORT  MONMOUTH 
153   HEWITT,  GEORGE  WALTER,  CHO  II,  USA 
129   WORTHINGTON,  CALVIN  RAY,  CHO  IV,  USA 
FRANKLIN  LAKES 

91   BOCKHORN,  JOHN  E.,  CPT,  PD 
104   HOLLAND,  WILLIAM  R.,  Ill,  PATROLMAN,  PD 
185   SELTENRICH,  JOSEPH  ROBERT,  LT,  PD 

FRANKLINVILLE  ,  „ 

153   BARNUM,  JAMES  LYNN,  CHF,  TWP  OF  FRANKLIN  PD 

108  HOGAN,  JAMES  N.,  SHF  OF  GLOUCESTER  CO 

178   ROSIELLO,  ROBERT  MATTHEW,  LT,  FRANKLIN  TWP  PD 
FREEHOLD 

111  ^N0v5JN,HMICH^LRWirr!AS!PJR,  INVSTGR,  MONMOUTH  CO  PROS 

116  FALDUTI,  JOHN  J,  INVSTGR,  MONMOUTH  CO  PROS  OFC 

176  FREEMAN!  THEOADORE  FREDERICK,  JR,  USHF,  MONMOUTH  CO  SD 

103  HIBBS,  RICHARD  M. ,  CAPTAIN,  PD  „_„ 

191  KIRSCHENBAUM,  EDHARD  DOUGLAS,  DET  SGT,  MONMOUTH  CO  PROS 

143  MCCORMICK,  GUY  GORDON,  INVSTGR,  MONMOUTH  CO  PROS  OFC 

94  VALENTINE,  JOHN  J,  CPT,  MONMOUTH  CO  PROS  OFC 


145 
125 
186 
118 
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114   HILLIS,  JOHN  D. ,  CHIEF,  FREEHOLD  TOHNSHIP  PD 
GALLOHAY  TOHNSHIP 

175   HAMILTON.  ANDREH  MARTIN,  COP, 
GARFIELD 

162   AMOS,  KEVIN  SCOTT,  LT,  PD 
GLEN  RIDGE 

73  tt   ROBICHAUD,  ARTHUR  A,  COP 

117   SHAIN,  KENNETH  R,  DIR  OF  PUB  SAFETY,  PD 
GLEN  ROCK 

147  CHERRY,  STEVEN  DAVID,  COP 

54   FINN,  NEIL,  CHIEF  OF  POLICE,  PD 

129  KERRIGAN,  BERTRAM  WILLIAM,  CHF  POL  INSTR,  BERGEN  CO  POL 
GLOUCESTER 

175   HOHARTH,  THEODORE  JOHN,  JR,  COP, 
178   SMITH,  EDWARD  STEPHEN,  CPT,  GLOUCESTER  TWP  PD 
HACKENSACK 

32   ABRAMS,  ARTHUR,  COP,  BERGEN  CO 
105   ALLMERS,  HERBERT  H. ,  CPT,  BERGEN  CO  PROS  OFC 

148  BENEDETTO,  FRANK  M,  LT,  BERGEN  CO  SO 

102   DELIA,  CONO  J,  CHF  OF  DET,  BERGEN  CO  PROS  OFC 

178   DEMBOWSKI,  STEPHEN  GERARD,  SGT,  BERGEN  CO  PROS  OFC 

117   ENGLISH,  JOHN  J,  SGT,  BERGEN  CO  SD 

94   GANCARZ,  HENRY  L,  CHF,  BERGEN  CO  PROS  (OFC) 

23  tt   HARDY,  CARY  LINCOLN,  LT  OF  DET,  PD 

133  HYNES,  ALBERT  GEORGE,  CPT,  BERGEN  CO  PROS  OFC 

72   KIKKERT,  RICHARD  J.,  CHF  OF  DET,  BERGEN  CO  PROS  OFC 

130  MIDDLETON,  THOMAS  JOSEPH,  DET,  BERGEN  CO  PD 
93   NEILLANDS,  PETER  T.,  LT,  BERGEN  COUNTY  PD 

169   ORTENZIO,  PAUL  ROBERT,  LT,  BERGEN  CO  PD 
64  tt   REW,  HAROLD  CONRAD,  DIR/ASSISTANCE  UNIT,  BERGEN  CO 

131  RUFFINO,  RICHARD  THOMAS,  SGT,  BERGEN  CO  SD 
142   SCHMALZ,  EDWARD  AUGUST,  III,  SGT,  BERGEN  CO  PD 
160   SCHMIDIG,  JOHN  MICHAEL,  LT,  BERGEN  CO  PD 

147  tt   THORNE,  WILLIAM  G,  LT,  BERGEN  CO  PROS  OFC 
156   TOBIN,  JAMES  PATRICK,  CPT,  BERGEN  CO  PROS. OFC 
193   TRAHEY,  MICHAEL  JOHN,  CPT,  BERGEN  CO  PROS  OFC 

183  TRELLA,  JOEL  GREGORY,  CHF,  BERGEN  CO  PD 
168   VOLPE,  JOHN  LOUIS,  CPT,  BERGEN  CO  PROS  OFC 

HADDON  HEIGHTS 

99   BATTERSBY,  ROBERT  J.,  COP 
152   EVANS,  KENNETH  EDWARD,  DET  SGT,  PD 
138  #  SPEIGEL,  JOHN  HARTLEY,  COP 
192   TAYLOR,  THEODORE  SCOTT,  SR,  COP 
168  tt   WILSON,  DONALD  GEORGE,  COP 
HADDONFIELD 

7  tt   QUINN,  CHARLES  B.,  SERGEANT,  PD 

91  #  SHAUGHNESSY,  EDWARD  A,  CHIEF  OF  POLICE 
HAMILTON 

145  CIPRIANO,  ARTHUR,  CPT,  PD 

189   COLLINS,  JAMES  WILLIAM,  DEP  CHF,  HAMILTON  TWP  PD 
196   MCDOUGALL,  WILLIAM  M,  CPT,  HAMILTON  TWP  PD 

163  POLLARD,  KEVIN  PETER,  CPT,  PD 

180   RICIGLIANO,  DONALD  RICHARD,  JR,  CPT,  MERCER  CO  PROS  OFC 

121  TAYLOR,  RICHARD  LEWIS,  CHF,  HAMILTON  TWP  PD 

134  VARGA,  ALBERT  JOSEPH,  DEP  CHF,  PD 

174   ZIMMER,  GEORGE  JAMES,  JR,  CPT,  HAMILTON  TWP  PD 
HAZLET 

184  BRODERICK,  JAMES  ANDREW,  III,  CPT,  PD 
136   EMERY,  FRANCIS  CHARLES,  DEP  CHF,  PD 

155   FETHERSTON,  JOHN  JOSEPH,  II,  CPT,  HAZLET  TWP  PD 
108   GORMERLEY,  HOLMES  J,  CHF,  HAZLET  TOWNSHIP  PD 
114   JOHNSON,  THOMAS  J.,  LT,  HAZLET  TWP  PD 
125  tt   MCCABE,  JOHN  GREGORY,  LT,  PD 
HIGHLAND  PARK 
51  It   CUDDY,  WILLIAM  CHARLES,'  COP 

122  HANDERHAN,  GARY  FRANCIS,  SR,  COP, 
103   HASKINS,  RONALD  L,  LT,  PD 

112   REFF,  FRANK  P.,  JR.,  DETECTIVE  LIEUTENANT,  PD 

94   TUNISON,  JACK  E.,  CAPTAIN,  PD 
HILLSBOROUGH 

188  ROSCOE,  ROBERT  FRANCIS,  CPT,  PD 
HILLSDALE 

102  *  MCCARTHY,  VINCENT  R.,  LIEUTENANT,  PD 

87   VARISCO,  PHILIP  J.,  CHIEF  OF  POLICE 
HILLSIDE 

146  CENKNER,  HENRY  CHARLES,  CPT,  PD 

92  DAVIES,  GEORGE  W. ,  CPT,  PD 

135  DESANTO,  FRANK  GEORGE,  DEP  CHF,  PD 
120   HACH,  ROBERT  PAUL,  SR.,  DEP  CHF,  PD 

164  SILVA,  JAMES  JESSE,  CPT,  PD 
94   SMITH,  JOSEPH  R.,  CAPTAIN,  PD 

(0  HO  KUS 

118   PATTMAN,  JOHN  HENRY,  COP 
107   RE,  ROBERT,  COP 
IOBOKEN 

17  ♦  MCFEELY,  DENNIS  E.,  COP 

47  tt   SHEEHY,  EDWARD  J.,  CPT,  PD 
IOLMDEL 

92   PHILLIPS,  R.  BRUCE,  CHF,  HOLMDEL  TOWNSHIP  PD 
135   WILSON,  RAYMOND  PAUL,  LT,  TWP  POL 
160   WITTING,  WILLIAM  STEPHEN,  LT,  PD 
IOPATCONG 

144  tt   CARNEGIE,  JOHN  WILSON,  CPT,  HOPATCONG  BORO  PD 
192   CHARALAMBOUS,  MARK,  COP 
128  tt   DIMARCO,  DAVID,  COP 
IOWELL 

189  CARTER,  RONALD  TERRY,  CHF,  HOWELL  TWP  PD 

116   MORRELL,  HARVEY  F.,  JR.,  CHIEF,  HOWELL  TWP  PD 
127   WULFEKOTTE,  PETER  EDWARD,  CPT,  PD 
IOWELL  TWP 


JACKSON  TWP  P 


139   COHEN,  MICHAEL  HERBERT,  CPT,  PD 
IRVINGTON 
108   DELUCIA,  BERNARD  E,  COP 

130  GALFY,  JAMES  TIMOTHY,  DEP  CHF,  PD 
21  tt   MORGAN,  EARL  W. ,  SERGEANT,  PD 

175  WILLIAMS,  SAMUEL  GORDON,  DIR,  PD 
JACKSON 

116    INDIERO,  JOSEPH  C,  DIR  OF  PUB  SFTY, 

131  REAGAN,  WILLIAM  JOHN,  CPT,  PD 
JERSEY  CITY 

192  ALBIN,  GEORGE  M,  JR,  CPT,  PORT  AUTHORITY  PD 

197  BELFIORE,  ROBERT  HENRY,  INSPR,  PORT  AUTHORITY  PD 

176  BERMUDEZ,  WILKE  PEDRO,  CPT,  PORT  AUTH  POL  OF  NY/NJ 
53   BLASCZAK,  RAYMOND  V.,  CPT,  PD 

21  It   BREWSTER,  JOHN  F.,  DEP  CHF,  PD 
116   CARON,  ROBERT  M,  LT,  PORT  AUTH  OF  NY  AND  NJ  POL 

198  CECCARELLI,  GENE  RALPH,  INSPR,  PORT  AUTH  OF  NY  &  NJ  PD 
151  tt   DOHERTY,  DANIEL  JAMES,  CPT,  HUDSON  CO  PROS  OFC 

171   FARRELL,  THOMAS  JOHN,  CPT,  PORT  AUTH  OF  NY  &  NJ  PD 
113   FOX,  FRANK  V,  CPT,  PORT  AUTH  OF  NY  AND  NJ 
120   FOX,  STEPHEN,  LT,  PORT  AUTH  POL  OF  NY  AND  NJ 
20  tt   HAYES,  JOSEPH  A.,  CPT  OF  POLICE,  PD 

93  HERMAN,  ALBIN  A,  DEP  CHF,  PD 

179    INFANTE,  ANTHONY  PETER,  CPT,  PORT  AUTH  OF  NY  &  NJ 

199  KORMASH,  NICHOLAS  P,  CPT,  PORT  AUTH  OF  NY  &  NJ  POL 
105   KRAFT,  FRANK  X,  LT,  NY  NJ  PORT  AUTH 

188   MACKESY,  LEONARD  JOSEPH,  CPT,  PORT  AUTH  OF  NY  &  NJ 

145   MARTIN,  ROBERT  BRUCE,  LT,  PD 

183   MCCLANCY,  BARBARA  JEAN,  CPT,  PORT  AUTH  NY  &  NJ  PD 

177  NALBACH,  PETER  PAUL,  LT,  PD 
49  #  NESTOR,  STEPHEN  T.,  COP 

118   ONEILL,  JAMES,  JR,  DET  SGT,  PORT  AUTH  POL  OF  NY  A 
141   ROMITO,  JAMES  A,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

193  SHARROCK,  JAMES  ANDREW,  LT,  PD 

100   SMITH,  BENJAMIN  C,  CPT,  PORT  AUTHORITY  OF  NY  AND 
135  tt   STINNER,  FREDERICK  A,  CPT,  THE  PORT  AUTHORITY  OF  NY 
190   TAMBURELLI,  JOSEPH  GERARD,  SGT,  PD 
110   TOMASZEWSKI,  JOHN  M. ,  DETECTIVE,  PD 
182   WILLIAMS,  JOHN  JOSEPH,  DEP  INSPR,  PORT  AUTH  NY  &  NJ 
KEYPORT 
124   LAWSON,  JAMES  DONNELL,  SGT,  PD 

112  RUTH,  HOWARD  J,  COP 

94  WUESTEFELD,  ALBERT  E.,  DETECTIVE,  PD 
LAKE  HOPATCONG 

113  LEACH,  JAMES  M.,  JR.,  CPT,  JEFFERSON  TWP  PD 
LAKEWOOD 

167  #  GASSERT,  GARY  LEE,  LT,  PD 

120   MARSHALL,  JOHN  ENGLISH,  DEP  CHF,  PD 

95  PRISCO,  MICHAEL  F,  DEP  CHF,  PD 
LAWRENCEVILLE 

167   KELLY,  JAMES  JOSEPH,  LT,  LAWRENCE  TWP  PD 

198   POSLUSZNY,  DANIEL  ANTHONY,  CPT,  LAWRENCE  TWP  PD 

185  WEBER,  THOMAS  EDWARD,  CPT,  LAWRENCE  TWP  PD 
LEONIA 

144  tt   KLINGNER,  WALTER  GEORGE,  DET  SGT,  PD 
174   VODDE,  ROBERT  FRANCIS,  COP 
LINDEN 
160   MILIANO,  JOHN  EDWARD,  COP 

171  SCHULHAFER,  JAMES  MICHAEL,  CPT,  PD 
LINDENWOLD 

160   MCCARTHY,  MICHAEL  PATRICK,  LT,  PD 

137   MCHENRY,  FRANCIS  ANTHONY,  J,  DEP  CHF,  PD 
LINWOOD 

103   WITTENWILER,  JOHN  J.,  JR.,  CHIEF  OF  POLICE 
LITTLE  FALLS 

113   OSWALD,  EDWARD  T,  CPT,  TWP  OF  LITTLE  FALLS  PD 
LITTLE  FERRY 

106   RICCIARDI,  JOHN  L.,  LT,  PD 
LITTLE  SILVER 

186  WIKOFF,  WILLIAM  HENRY,  III,  COP 
LIVINGSTON 

70  tt   KNUTH,  ERNEST,  DETECTIVE  LIEUTENANT,  PD 

172  STEHLGENS,  SCOTT  DOUGLAS,  CPT,  PD 
LONG  BRANCH 

37  tt   PURCFLL,  JOSEPH  D.  ,  JR.,  COP 
195   WALKER,  KENNETH  PATRICK,  CPT,  PD 
LYNDHURST 
197   CRUPI,  PAUL  LOUIS,  CPT,  PD 
133   MCSWEENEY,  FRANCIS  PATRICK,  CPT,  PD 
166   OCONNOR,  JAMES  BERNARD,  SGT,  PD 
99   SCALESE,  JOHN  A,  CPT,  PD 
MADISON 

98   CAPEN,  DONALD  R.,  COP 
95   DASCOLL,  FRANK  G. ,  COP 
131   GRANATO,  CARMEN  GERARD,  LT,  PD 
118   KLUCK,  EDWARD  PAUL,  DEP  CHF,  PD 
102  #  SMITH,  ROBERT  G.  ,  CPT,  PD 
MAGNOLIA 
128   JEFFERSON,  HENRY  GEORGE,  COP 
141   SHEILDS,  LEROY  CLIFFORD,  SR,  SGT,  PD 
MAHWAH 
109 
157 
129 
194 
81 


PD 


BRENNAN,  THOMAS  M. ,  DET  CPT, 
LAVIGNA,  FRANK,  CPT,  PD 
MACFARRAN,  ROBERT  HAROLD,  SGT,  PD 
MCGILL,  RAYMOND  ROBERT,  CPT,  PD 
RUSSO,  WILLIAM,  SR. ,  CHIEF  OF  POLICE 
MANAHAWKIN 
177   MCNALLY,  GREGORY  JUDE,  CPT,  STAFFORD  TWP  PD 
117   MURPHY,  ROBERT  J,  SGT,  STAFFORD  TWP.  PD 
97   PARKER,  LARRY  D. ,  CHF,  STAFFORD  TOWNSHIP 
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HO   SCHHEIGART,  CHARLES  ALBERT,  CPT,  STAFFORD  THP  PD 
HANALAPAN  THP 

136    HCCORHACK,  JOHN  GILLISPIE,  COP 
HANASQUAN 

128  tt   ROHAN,  HILLIAH  JAHES,  COP 

187    SCIHECA,  DANIEL,  CPT,  PD 

140   TRENGROVE,  JOHN  THOMAS,  JR,  COP 
MANVILLE 

172   HERASYHCHUCK,  JOHN,  DET,  PD 

142   KURDYLA,  DANIEL  DAVID,  SGT ,  PD 

100  tt   MAX,  STEVEN  G,  COP 

111   PETROVIC,  JOHN  E,  CHF,  PD 
36  tt   SHUTACK,  ANDREH,  CHIEF  OF  POLICE 
MAPLEHOOD 

36  tt   HALDY,  DAVID,  LIEUTENANT,  PD 

108   KAUFMANN,  STEPHEN  C,  CPT,  PD 

121   LYNCH,  PETER  HILLIAM,  DET  LT,  PD 
MARLBORO  _  „, 

168  tt   HARDY,  THOMAS  HARREN,  CPT,  MARLBORO  TWP  PD 

MAPI  TON 

134  tt   CAFARO,  GLENN  CHARLES,  SR,  LT,  EVESHAM  THP  POL 
115   HAINWRIGHT,  JONATHAN  D.,  SR,  SERGEANT,  EVESHAM  TOWNSHIP 
MATAHAN 
103   DICKEY,  DANIEL  G.,  DET,  MATAHAN  TSP  PD 

158  tt   ALLEGRETTO,  ANDREH  RALPH,  JR,  CPT,  ATLANTIC  CO  PROS  OFC 
171   BROOME,  EDHARD  DEXTER,  LT,  ATLANTIC  CO  PROS  OFC 
183   CONNELLY,  JOSEPH  CHRISTOPHER,  COL,  ATLANTIC  CO  SO 
176   MARTELLA,  RAYMOND,  CPT,  ATLANTIC  CO  SD 
195   MCGETTIGAN,  JAMES,  SHF  OF  ATLANTIC  CO, 
166   PETRINI,  EDHARD  KEITH,  CPT,  ATLANTIC  CO  PROS  OFC 
MAYHOOD 
128  tt   COSTA,  ANDREH  LOUIS,  COP 
149   REYNOLDS,  PATRICK  JOSEPH,  DET  SGT,  PD 
MCGUIRE  AFB 

193   TURNEY,  JEFFERY  JAMES,  MSGT,  USAF 
HCOUIRE  AFB 

113   MCGREGOR,  LORNE,  JR,  LT  COL,  USAF 
MEDFORD 
164   ADDEZIO,  STEPHEN  ANTHONY,  CPT,  MEDFORD  THP  PD 
195   CANALE,  ANTHONY  JAMES,  DET  SGT,  PD 
181   MCGARVEY,  STEVEN  HILLIAM,  COP 
MEDFORD  LAKES 

199   SCOTT,  ROBERT  L,  COP 
MENDHAM 

125   CILLO,  JAMES  JOSEPH,  COP 
METUCHEN 
101   CANARY,  CHARLES  H. ,  SGT,  PD 
193   KEANE,  JAMES  THOMAS,  LT,  PD 
71   PERRINO,  JOSEPH  J.,  COP 
152   HEINGART,  GARY  FRANCIS,  SGT,  PD 
MIDDLESEX 
146   BENSON,  JAMES  LEONARD,  LT,  PD 
106   CONRAD,  SYLVESTER,  COP 
HIDDLETOHN 
146    FOHLIE,  HILLIAM,  CPT,  MIDDLETOHN  THP  PD 
GLEASON,  FRANK  H,  CPT,  MIDDLETOHN  THP  PD 
LETTS,  ROBERT  M,  DEP  CHF,  MIDDLETOHN  TOHNSHIP  P 
OCHES,  ROBERT,  DEP  CHF,  MIDDLETOHN  THP  PD 
SHAFFERY,  JOSEPH  THOMAS,  CPT,  PD 
HIDDLETOHN  THP 

110   HALLIDAY,  HILLIAM  J.,  DET  CPT,  PD 
MILLBURN 
132   BEYER,  HANS  RUDOLPH,  DET  SGT,  PD 
CROWELL,  ROBERT  NEIL,  DET,  PD   , 
EBERT,  FREDERICK  HARREN,  CPT,  PD 
MANIS,  RICHARD  VICTOR,  CPT,  PD 

HALLACE,  LEO  R,  CPT,  PD  , 

HILLVILLE 
101  It   COSSABOON,  RICHARD  H.,  LT,  PD 

FRANCKLE,  NORMAN,  JR,  DET  SGT,  PD 
HERHAN,  HILLIAM  J,  COP 
LOKEY,  PAUL  EDHARD,  SGT,  PD 
PANGBURN,  CHARLES  H.,  COP 
PORCH,  CHARLES  ANTHONY,  LT,  PD 
SANTIAGO,  MICHAEL,  DET  SGT,  PD 
VELTMAN,  JAY  A,  CPT,  PD 
MONMOUTH  JUNCTION 

98  tt   COLLEGE,  FRANKLIN  H,  JR,  CPT,  SOUTH  BRUNSWICK  TWP  PD 
DUCA,  JOSEPH  ANDREH,  SGT,  SOUTH  BRUNSWICK  PD 
HAROSY,  MICHAEL  JOHN,  CPT,  S  BRUNSWICK  PD 
PAOUETTE,  MICHAEL  DENNIS,  CHF,  SOUTH  BRUNSHICK  PD 
SIMMONS,  FRANK  E.,  CHF,  SOUTH  BRUNSWICK  TOWNSHIP 
FREDERICK  ABNER,  CPT,  S  BRUNSHICK  PD 


76  tt 

90 
182 
164 


118  * 
142 
170 
106 


168 
111 
119 
75 
136 
198 
106 


144 
194 
173 
91 
186    THOMPSON 
MONTCLAIR 
116   CORCORAN 
DEMPSEY, 


JOHN  P.,  CPT,  PD 
21  tt   DEMPSEY,  PETER  A.,  CPT,  PD 
29  tt   DUGAN,  EDHIN  T.,  OFCR,  PD 
26  tt   FOLEY,  KIEARN  T.,  DEPUTY  CHIEF,  PD 
180   MISCIA,  ROCCO  LAHRENCE,  JR,  CPT,  PD 
167   RUSSO,  THOMAS  JOSEPH,  COP 
MONTVALE 

94    HANNA,  JOHN  H,  COP 
HONTVILLE 

146  tt   GORMLEY,  JAMES  ALBERT,  CHF,  HONTVILLE  THP  PD 
HOORESTOWN 

97  *  BARRENTINE,  LOYD  A.,  DIR,  PD 
109  It   BELL,  THOMAS  M.  ,  LT,  PD 
MORRISTOHN 

21  tt   BAUER,  EUGENE,  COP 


189 
109 
177 
188 
169 

90 
141 
155 
130 
138 
120 
158 

76 
150 
127 
149 

52 
132 
173 


188 
113 
186 
162 


BAXTER,  THOHAS  G,  DEP  CHF,  MORRIS  CO  SD 

DEMPSEY,  JOHN  F,  USHF,  MORRIS  CO  SO 

DOIG,  BRIAN  FRANCIS,  DET  SGT,  MORRIS  CO  PROS  OFC 

FACAS,  EDHARD  CHRISTOPHER,  DEP  CHF,  MORRIS  CO  PROS  OFC 

GANNON,  JAMES  MICHAEL,  SGT,  MORRIS  CO  PROS  OFC 

tt   HYDE,  CARL  E,  DEP  CHF,  MORRIS  THP  PD 

It   KEYES,  GERALD  PATRICK,  LT,  PD 

KINNECOH,  JOHN  ROBERT,  USHF,  MORRIS  CO  SO 

tt   KRANZ,  CHARLES  WARREN,  COL,  MORRIS  CO  SD 
OCONNOR,  ROBERT  MICHAEL,  CHF,  MORRIS  TWP  PD 
PIERSON,  WILLIAM  ELIAS,  SR. ,  COP 
PRACH,  MARK  THOMAS,  LT,  MORRIS  CO  PROS  OFC 

tt   RIDEOUT,  BENJAMIN  P.,  SR,  USHF,  MORRIS  CO  SD 
RIKER,  JOHN  MARTIN,  SGT,  BU  POL 
ROCHFORD,  EDWARD  VINCENT,  SHF  OF  MORRIS  CO 
SIMS,  ELIE,  DEP  CHF,  MORRIS  TWP  PD 

tt   SWEEDY,  EDWARD,  JR.,  CHF  OF  DET,  MORRIS  CO  PROSECUT 
VARRO,  JOSEPH  ANTHONY,  DET  LT,  BU  OF  POL 
WILLIAMS,  CAROL  ALICE,  CPT,  PD 
MOUNT  ARLINGTON 
143   HICOK,  GEORGE  KENNETH,  LT,  PD 

122  MORGAN,  WILLIAM,  COP 
MOUNT  HOLLY 

123  CRAIG,  CHARLES  MELVIN,  LT,  BURLINGTON  CO  PROS  OFC 
FITZPATRICK,  MICHAEL  SCOTT,  CPT,  BURLINGTON  CO  PROS  OFC 
FORTE,  NEIL  M. ,  DEP  CHF,  BURLINGTON  CO  PROS  OF 
KING,  MICHAEL  PATRICK,  CPT,  BURLINGTON  CO  PROS  OFC 
LEMYRE,  DAVID  JOSEPH,  SGT,  BURLINGTON  CO  PROS  OFC 

68  #  MCCONNELL,  HARRY  E.,  CHF  OF  DET,  BURLINGTON  CO  PROS 

110  SCARA,  ROBERT  V,  INVESTIGATOR,  BURLINGTON  CO  PR 
MOUNT  LAUREL 

174   LETCHFORD,  JAMES  EDHIN,  DET,  PD 
MOUNT  OLIVE  ,„  „ 

167  KANE,  EDWARD  ANTHONY,  CHF,  MT  OLIVE  THP  PD 
MOUNTAINSIDE 

98   RICE,  JEROME  M. ,  DETECTIVE  SERGEANT,  PD 

N166°NACoK  LIN  THOMAS,  SR,  CHF,  BOR  OF  NATIONAL  PARK  PD 
NEPTUNE 

190   ZAGURY,  MICHAEL  EDWARD,  LT,  NEPTUNE  TWP  PD 
NEPTUNE  CITY 

107   COTTRELL,  RICHARD  F.,  COP 

128   JOHNSON,  JAMES  BURRIS,  DET  LT,  PD 
NFPTUNE  THP 

153   ADAMS,  ROBERT  HOLMES,  LT,  NEPTUNE  TWP  PD 

137   WARD,  JAMES  ARTHUR,  DEP  CHF,  PD 
13  *  WARDELL,  JOSEPH,  DEPUTY  CHIEF  OF  POLICE,  PD 
NESHANIC 

97  DOWCHES,  DONALD  A.,  COP 
NFM  RRUNSWICK 

111  BANDICS,  GEORGE  R,  CPT,  MIDDLESEX  CO  PROSECUTOR'S 
156   BELTRANENA,  MICHAEL  ANGEL,  DIR,  PD 

126  BOTTOMLY,  EDHARD  JOHN,  CPT,  RUTGERS  UNIV  PD 

168  DEFELICE,  BRIAN  MICHAEL,  CPT,  PD 

113   DELIMAN,  JOHN  M,  CHF  OF  DET,  MIDDLESEX  CO  PROS 
148   DIXON,  RONALD  DAVID,  DET,  MIDDLESEX  CO  PROS  OFC 

81   DONATELLI,  SILVIO  J.,  CHF  OF  DET,  MIDDLESEX  CO  PROS 

65  tt   EGAN,  JOHN  A.,  ASST  CHF,  PD 
197    EVANS,  LAWRENCE  JAMES,  CPT,  PD 

137  FENKEL,  ROBERT  IRVING,  CPT,  PD 

179  GIORDANO,  THOMAS  ERNEST,  DEP  CHF,  RUTGERS  UNIV  PD 

199  GRECZYN,  JEFFREY  ALAN,  CPT,  MIDDLESEX  CO  PROS  OFC 

138  JANOHIAK,  JOHN  RAY,  INVSTGR,  RUTGERS  UNIV  PD 

127  MALTESE,  THOMAS  ROBERT,  DEP  CHF,  MIDDLESEX  CO  PROS  OFC 
162  MURPHY,  ANTHONY,  LT,  RUTGERS  UNIV  PD 

179   RIZZO,  THOMAS  DOMINICK,  CPT,  MIDDLESEX  CO  PROS  OFC 
105   SMERECKI,  CASIMER  J.,  DETECTIVE,  MIDDLESEX  COUNTY  PR 
113   THOMPSON,  THOMAS  M,  MAJ,  RUTGERS  UNIV  PD 

98  #  HYZYKOWSKI,  ROBERT  C,  CPT,  RUTGERS  UNIVERSITY  PD 
NEW  PROVIDENCE  „„   „ 

194   BUCCELLI,  ANTHONY  DANIEL,  JR,  SGT,  PD 
57  tt   EHNIS,  CARL  J.,  COP 
166   MARVIN,  DOUGLAS  ROYCE,  LT,  PD 

SNYDER,  WILLIAM  ALOYSIUS,  LT,  PD 

VENEZIA,  JAMES  JOHN,  JR,  COP 


147 
134 
NEWARK 
179  It 
196 

72 
174 
172 

33  tt 
2  It 
101  It 
115 


ADELMAN,  EDWARD  JOHN,  LT,  PD 
AMBROSE,  ANTHONY  FRANCIS,  III,  LT,  PD 
ANDERSON,  HILLIAM  D.,  CHF,  ESSEX  CO  PROS  OFC 
BOBER,  JOSEPH  CHARLES,  DEP  CHF,  NJ  TRANSIT  PD 
BORINSKY,  ARTHUR  DAVID,  MARSHAL,  USMS 
CAFFREY,  PAUL  V.,  DEP  CHF,  PD 
CALLAN,  GEORGE  D. ,  CPT,  PD 

CASTELLANO,  BARRON  J,  USHF,  ESSEX  CO  PROS  OFC 
COLEMAN,  CLAUDE  M.,  LT,  PD 
78  tt   CONNELL,  PETER  G,  PROGRAM  SUPV,  POL  TNG  COMM 

117   DIORIO;  FREDELAWRENCE?  ARSON  PROJECT  SPEC,  NT  DIV  OF 

57  It   DUGHI,  CHARLES  A,  JR,  DEP  CHF  OF  DET,  ESSEX  CO  PROS 

93    EVANS,  ARNOLD  J.,  INSPR,  PD 

36  #  FOLEY,  RICHARD  J.,  DEPUTY  CHIEF,  PD 
112    FONTOURA,  ARMANDO  B.,  LIEUTENANT,  PD 

98   GEARTY,  TIMOTHY  A.,  CPT,  ESSEX  CO  SO 
114   GOURLEY,  ALEXANDER  J,  SA,  DEA 
150   JULIANO,  ALFONSO  ANTHONY,  LT,  ESSEX  CO  SO 

110  KNOX,  CHARLES,  LIEUTENANT,  PD 

36  *  KOSLOSKI,  MICHAEL  J.,  INVSTGR,  ESSEX  CO  PROS  OFC 

111  KOWALEWSKI,  LEONARD  F.,  LIEUTENANT,  PD 
96   KUTA,  ROBERT  P.,  CPT,  ESSEX  CO  SO 

176   LUCAS,  EDWARD  JACK,  JR,  LT,  PD 
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59   MARKS,  JOHN  M,  PROGRAM  SUPV,  NJ  POLICE  TNG 

153  MCCARTHY,  BRIAN  TIMOTHY,  INVSTGR,  ESSEX  CO  PROS  OFC 
46   MCGONIGEL,  ROBERT  J.,  BALLISTICS  EXPERT,  ESSEX  CO  SO 
22  tt   MERRELL,  CLARENCE  W. ,  CHF  OF  DET,  ESSEX  CO  PROS  OFFI 

101  tt   MICHEL,  ROLAND,  CAPTAIN,  PD 
93   MILES,  EVAN  E.,  CPT,  ESSEX  CO  PROS  OFFICE 
162   MORRIS,  BRYAN  HUNTER,  LT,  PD 
125   OFSAK,  CHARLES  GERARD,  LT,  ESSEX  CO  PD 

198  ROBERTS,  SYDNEY  RENA,  LT,  ESSEX  CO  PROS  OFC 
136   SCHAFER,  FRANK  GEORGE,  JR,  CPT,  ESSEX  CO  POL 

56   SCHNORBUS,  JOSEPH  A.,  POL  MGT  CONSULTANT,  NJ  POLICE 
193   SHANE,  JON  MICHAEL,  SGT,  PD 
112  tt   STANGO,  RALPH  P,  CPT,  PD 
161   STEVENS,  WILLIAM  LEHIS,  LT,  ESSEX  CO  PROS  OFC 

35   THOMPSON,  ELMER  J,  CHF  ANAYLIST,  NEH  JERSEY  POLIC 

49   HEBER,  EDHARD  VINCENT,  CPT,  PD 

199  WILSON,  NILES  ROBERT,  SGT,  PD 
NEWTON 

154  ROMYNS,  LARRY  EDSON,  COP 
NORTH  ARLINGTON 

130   CALABRESE,  DANIEL  J,  DET  SGT,  PD 

154  HEALEY,  FRANCIS  JAMES,  CPT,  PD 
95  #  WOODS,  JOHN  M. ,  CPT,  PD 

143   ZADROGA,  JOSEPH,  COP 
NORTH  BERGEN 

62  tt   KLUEGL,  MICHAEL  VALENTINE,  LIEUTENANT,  PD 
NORTH  BRUNSWICK 

191  KARBOWSKI,  STANLEY  PETER,  LT,  PD 

164  STANKE,  JAMES,  CPT,  PD 
NORTH  CALDWELL 

145   RUSH,  JAMES  CRAIG,  COP 

92  tt   SHERIDAN,  JAMES  R,  CPT,  GLEN  RIDGE  PD 
NORTH  PLAINFIELD 

189   DAVIES,  STEVEN  JOSEPH,  COP 
NORTH  WILDWOOD 

83  tt   BAKER,  LEROY  J.,  COP 
197   STEVENSON,  JOSEPH  FRANCIS,  LT,  PD 

93  WIZST,  WILLIAM  J,  SR,  CHF,  PD 
NORTHFIELD 

165  SURACE,  JOHN  ANTHONY,  COP 
NUTLEY 

163   HOLLAND,  JOHN  UHL,  DEP  CHF,  PD 
181   MASCOLO,  PAUL,  CPT,  PD 
OAKHURST 

155  KOCH,  WILLIAM  ELWOOD,  CHF,  TWP  OF  OCEAN  PD 

166  SWANNACK,  ROBERT  EUGENE,  DEP  CHF,  OCEAN  TWP  PD 
OAKLAND 

180   HAEMMERLE,  ROBERT  CHARLES,  SGT,  OAKLAND  BORO  PD 

100   HASENBALG,  DONALD  F.,  COP 
OAKLYN 

106   HOUSER,  DANIEL  N.,  DET  SGT,  PD 
OCEAN  CITY 

162   BLEVIN,  ROBERT  EUGENE,  JR,  COP 
57  It   GRAHAM,  LEWIS  A.,  CAPTAIN,  PD 

111  tt   LORD,  HARRY  V.,  CPT,  PD 

131   MCGUIRL,  ROBERT  DANIEL,  LT,  PD 

103  tt   NICKLES,  JAMES  L,  COP 

139   PARRIS,  STEPHEN  GARY,  CPT,  PD 

114  tt   POWELL,  MICHAEL  W. ,  LT,  PD 

192  SCHAFFER,  GARY  GERARD,  LT,  PD 
OLD  BRIDGE 

80  tt   BOICE,  CHARLES  H. ,  COP 

91  It   GILLARD,  GEORGE  E,  CHF,  MADISON  TOWNSHIP 
121   YOUNG,  THEODORE  PRESTON,  JR,  LT,  PD 

ORADELL 

93   ENNIS,  WILLIAM  R.,  COP 
117  tt   MCHALE,  PETER  JAMES,  LT,  PD 
106   PROSCIA,  DONALD  G.,  DETECTIVE,  PD 
PALMYRA 
172   DREBY,  RICHARD  KENNETH,  LT,  BOROUGH  OF  PALMYRA  PD 
151   FOW,  ROBERT  ALLEN,  SR,  COP 
PARAMUS 

93  #  BELLEW,  M.  DONALD,  DET  LT,  PD 
98  tt   DAVID,  JOSEPH  E.,  LT,  PD 
PARSIPPANY-TROY  HILLS 

196  DEZENZO,  ANTHONY  GEORGE,  CPT,  PD 
PASSAIC 

123   FAILLA,  WILLIAM  GERALD,  LT,  PD 
190   SIMBOL,  HOWARD  MARK,  LT,  PD 
PATERSON 
151   AMORESANO,  VINCENT,  INSPR,  PD 

175  BRADY,  FRANK,  SR,  DET  SGT,  PASSAIC  CO  SD 

92  tt   COUNCIL,  CHARLES  E.,  DET,  PD 
182   DEOLD,  GEORGE  ROBERT,  SGT,  PD 

197  GALLAGHER,  LARRY  WAYNE,  LT,  PD 

195   HERNANDEZ,  HECTOR,  SGT,  PASSAIC  CO  SD 

125   LYONS,  ROBERT  ALOYSIUS,  INVSTGR,  PASSAIC  CO  PROS  OFC 

165   MCELRATH,  WILLIAM  PATRICK,  DET  CPT,  PD 

141   MUNSEY,  RICHARD  WILLIAM,  COP 

129   RAFFERTY,  JOSEPH  A,  JR,  LT,  PD 

176  RODRIGUEZ,  CARLOS  RAUL,  SGT,  PASSAIC  CO  PROS  OFC 
170   WALKER,  MICHAEL  CHARLES,  SGT,  PD 

PEMBERTON  TOWNSHIP 

176   TULIANO,  PAUL  JAMES,  JR,  COP 
PENNS  GROVE 

138   DILLON,  JOHN  HENRY,  LT,  PD 
PENNSAUKEN 

125   BRANDT,  ROBERT  JOSEPH,  CPT,  PD 

114   UNDERCUFFLER,  DAVID  C,  CAPTAIN,  PD 
PENNSVILLE 


180   ELLER,  ROBERT  WAYNE,  COP 

165   HERZ,  THOMAS  ALBERT,  SR,  LT,  TWP  OF  PENNSVILLE  PD 
187   MCCAFFERY,  PATRICK  MICHAEL,  SR,  LT,  PENNSVILLE  TWP  PD 
PERTH  AMBOY 

92   BREEF,  JAMES  J,  DEP  COP 

132  FOX,  PATRICK  EUGENE,  DEP  CHF,  PD 
28  tt   HANSEN,  PETER  T.,  CAPTAIN,  PD 

70  It   JANKOVICH,  PAUL  J,  COP,  PD 
178   KOHUT,  MICHAEL  FRANCIS,  LT,  PD 

94  MARCINKOWSKI,  L  R,  CPT,  PD 
157   MOORE,  ROBERT  ADAM,  CPT,  PD 

82   MULLEN,  EDWARD  J,  COP 

116   SIMON,  ELMER  R,  CPT,  PD 

141   VOLOSIN,  JAMES  EDWARD,  CPT,  PD, 
PHILLIPSBURG 

46  *  GAMMINO,  JACINTO  F.,  LIEUTENANT,  PD 

115   RUSH,  JAMES  F.,  LT,  LOPATCONG  TWP.  PD 
PINE  HILL 

130   BOOKER,  OTIS  JUDSON,  DET  CHF,  PD 

163   GREER,  JOHN  FRANCIS,  DET,  PD 
PISCATAHAY 

184   HARRIS,  KEVIN  BARTON,  SUPT,  PD 

176   IVONE,  RICHARD  LAWRENCE,  DET  SGT,  PD 

109   JERZAK,  PAUL,  JR.,  CAPTAIN,  PD 

163   LAROCCA,  PASQUALE,  CHF,  PISCATAHAY  TWP  PD 

119   MAJERSKI,  WALTER  STANLEY,  DET  SGT,  PD 

95  PETRUZZIELLO,  JAMES  V.,  LIEUTENANT,  PD 
173   WILSON,  WILLIAM  BARRY,  SGT,  PD 

PLAINFIELD 
153   BERMAN,  RICHARD  DAVID,  CPT,  PD 
159   DRISCOLL,  JOHN  FRANCIS,  III,  CPT,  PD 

133  TRAUTWEIN,  THOMAS  EDWARD,  SGT,  PD 
PLAINSBORO 

180  LYON,  DAVID,  COP 

167   MATHENY,  TIMOTHY  LEE,  CPT,  PLAINSBORO  TWP  PD 
127  #  MAURER,  CLIFFORD  JOSEPH,  COP 
PLEASANTVILLE 

188   GRAY,  RICHARD  LEE,  SGT,  PD 
POINT  PLEASANT 
107   COOPER,  ROBERT  A,  COP 

FENNESSY,  RICHARD  LEE,  LT,  PD 
ONEILL,  RICHARD  A,  DET  SGT,  PD 
POINT  PLEASANT  BEACH 

181  DEPOLO,  DANIEL  JOSEPH,  LT,  PD 
POMPTON  PLAINS 

90   ARTHUR,  LEWIS  E.,  LT,  PEQUANNOCK  TWP  PD 
187   MONTANO,  WILLIAM  ANTHONY,  CHF,  PEQUANNOCK  TWP  PD 
PRINCETON 

93   CARNEVALE,  MICHAEL  F.,  COP 

DAVALL,  CHARLES  WILLIAM,  JR,  LT,  PRINCETON  BOROUGH  PD 
DOTOLI,  NICHOLAS  ANTHONY,  CHF  INVSTGR,  NJ  DIV  OF  CRIM  J 
ELDRIDGE,  GREGORY  B,  LT,  WEST  WINDSOR  TNSHP  PD 
FEDERICO,  ANTHONY  VINCENT,  LT,  PRINCETON  BOROUGH  PD 
KOPLINER,  JAMES  M,  ASST  DIR,  PRINCETON  UNIV  SEC 
MICHAUD,  THOMAS  BERNARD,  DET  SGT,  PRINCETON  BOR  PD 
NOUVEL,  CHARLES  JOSEPH,  ASSOCIATE  DIR,  PRINCETON  UNIV 
PINELLI,  ANTHONY  MARIO,  CHF,  PRINCETON  TWP  PD 
ROBERSON,  BARRY  WAYNE,  MAJ,  NJ  SPOL 
TERRY,  ALFRED  G.,  ASSOCIATE  DIRECTOR,  PRINCETOWN 
WITSIL,  JERROLD  L,  CHF,  PRINCETON  UNIVERSITY 
PRINCETON  BOROUGH 

149   HANLEY,  PETER  JOHN,  LT,  PD 
PRINCETON  JUNCTION 
109   COX,  FRANK  J,  CHF,  WEST  WINDSOR  TWP  PD 
139   DAVIS,  EDWARD  WILLIAM,  JR,  CPT,  WEST  WINDSOR  TWP  PD 
171   PICA,  JOSEPH  MICHAEL,  JR,  LT,  WEST  WINDSOR  TWP  PD 
RAHWAY 

95  It   GIFFORD,  CHARLES  B.,  SERGEANT,  PD 
195   HUDAK,  EDWARD  MICHAEL,  LT,  PD 
RODGER,  JOHN  M,  DET  SGT,  PD 
TILTON,  EDWARD  WOLCOTT,  SR,  CPT,  PD 


132 
116 


175 
124 
148 
184 
108 
118 
127 
145 
163 
116 
91 


186 
161 
RAMSEY 
199 
126  tt 


GURNEY,  BRYAN  HENRY,  LT,  PD 
PICARIELLO,  RICHARD  GABRIEL,  COP 
RED  BANK 

69   CLAYTON,  GEORGE,  JR.,  COP 
96   CLAYTON,  ROBERT  M,  DET  CPT,  PD 
RIDGEFIELD 

191   OBRIEN,  ANDREW  JOHN,  LT,  PD 
RIDGEFIELD  PARK 

10  ♦  BENSON,  ROBERT  J.,  COP 
RIDGEWOOD 

30  It   JANAS,  STEPHEN  G.  ,  CHIEF  OF  POLICE,  PD 
143   MILLIKEN,  FRANK  CLARENCE,  COP 
RIVER  EDGE 

113   BAKER,  BRUCE  G. ,  DET  SGT,  PD 
RIVERDALE 

95   BEATRICE,  GERALD  R.,  COP 
ROCKAWAY 
198   DEVINE,  JOSEPH  ALOYSIUS,  CHF,  ROCKAWAY  TWP  PD 
166   SISTO,  JOHN  JOSEPH,  DET  LT,  ROCKAWAY  TWP  PD 
ROCKAWAY  TWP 
178   LIVELY,  DANIEL  JOSEPH,  LT,  PD 
126   MATYOLA,  WILLIAM  GEORGE,  DET  CPT,  PD 
ROSELLE 

182   DEROSE,  PETER  ROCCO,  LT,  PD 
ROSELLE  PARK 

137   CHRISTEN,  ARTHUR  STEVEN,  SGT,  PD 
RUMSON 

75   SHEA,  JAMES  K.,  CHF,  BOROUGH  OF  RUMSON 
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RUTHERFORD 

92  I  ARNOLD,  LOUIS  J.,  CPT,  PD 
118  I  ARNOLD,  THOMAS  EDHARD,  LT,  PD 
13*   CAUGHEY,  EDHARD  PATRICK,  LT,  PD 

96  n   GARABEDIAN,  CHARLES,  CAPTAIN,  PD 

77  It   KRAUS,  HILLIAM  F. ,  COP 
104   HAZZARO,  MICHAEL  J.,  LIEUTENANT,  PD 
146    PARISI,  PETER  ROBERT,  DET,  PD 
160   HALKER,  HENRY  HOHARD,  III,  LT,  PD 
SADDLE  BROOK 


173 
SADDLE 

111 
SALEM 

189 

186 

170 

155 


KUGLER 

RIVER 

SMITH, 


ROBERT  JAMES,  CPT,  PD 
HILLIAM  J.,  CHIEF  OF  POLICE 


MCCANN,  GAIL  GOTCHEL,  LT,  SALEM  CO  PROS  OFC 
MILLER,  CHARLES  M,  III,  SGT,  SALEM  CO  PROS  OFC 
SAHPLE,  DENNIS  ALLEN,  LT,  SALEM  CO  PROS  OFC 
VENGENOCK,  THEODORE  DAVID,  CHF,  SALEM  CO  PROS  OFC 
SAYREVILLE 

151    SLOAN,  RICHARD  GRAY,  SGT,  PD 
SCOTCH  PLAINS 
173   DENITZIO,  THOMAS  JOSEPH,  LT,  PD 
116    LUCE,  ROBERT  A.,  DIR,  UNION  CO  POL  ACADEMY 
151    OBRIEN,  THOMAS  FRANCIS,  COP 

142    REGAL,  DAVID  FRANKLIN,  DEP  CHF,  UNION  CO  PROS  OFC 
SEA  GIRT 

199   CASTILLO,  BENNY,  SGT  1CL,  NJ  SPOL 
SEASIDE  HEIGHTS 

123    SCHREMMER,  ANTHONY  LEAR,  COP 
SEASIDE  PARK 
180    BEINING,  HILLIAM  AUGUST,  III,  COP 
150   DISHON,  CHARLES  MATTHEH,  LT,  PD 
SECAUCUS 

64  #  HOECKENER,  AUGUST  F.,  CAPTAIN,  PD 
SHIP  BOTTOM 

196    SHARKEY,  PAUL  F,  COP 
SHREHSBURY 

73   MASS,  RAYMOND,  COP 
SOMERDALE 

194   HALSH,  JAMES  JOSEPH,  LT,  PD 
SOHERSET 
166    FERGUSON,  JAMES  LEONARD,  DET  SGT,  FRANKLIN  THP  PD 
190    NOVICK,  CRAIG  ROBERT,  DET  LT,  FRANKLIN  THP  PD 
SOMERVILLE 

68    BELLOCCHIO,  PAUL  LOUIS,  CHF  OF  DET,  SOMERSET  CO  PROS  0 
198    CULLEN,  NORMAN  JAMES,  JR,  DET  LT,  SOMERSET  CO  PROS  OFC 
163   DUNNE,  THOMAS  HILLIAM,  MAJ,  SOMERSET  CO  PROS  OFC 
177    FABIANO,  SCOTT  JOSEPH,  CPT,  SOMERSET  CO  PROS  OFC 

187  LAHLER,  HILLIAM  FRANCIS,  DEP  CHF,  SOMERSET  CO  PROS  OFC 
170   METZLER,  VINCENT  ELLSHORTH,  SGT,  PD 

133   QUINN,  JOSEPH  BERNARD,  LT,  PD 

150   ROSE,  RICHARD  ANTHONY,  LT,  PD 

183    SCHRADE,  DOUGLAS  MARK,  SGT,  PD 

122    SKOBO,  RONALD  MATTHEH,  INVSTGR,  SOMERSET  CO  PROSECUTO 

112  *  SPINDLER,  EDHARD  C,  DET  SGT,  SOMERSET  CO  PROSECUTO 

196    VAIL,  ROBERT  THOMAS,  SGT,  PD 
SOUTH  AMBOY 

100   KURTZ,  LE  ROY,  CAPTAIN,  PD 
SOUTH  ORANGE 

188  CHELEL,  JAMES  MICHAEL,  SGT,  PD 
111    GAYDER,  FREDRICK  E,  COP 

196    VENEZIO,  FRANK  JOSEPH,  SGT,  PD 
SOUTH  PLAINFIELD 
141    BOYLE,  THOMAS  AUSTIN,  JR,  COP 

MERKLER,  STEVEN  ALLEN,  COP 

RICCARDI,  LEONARD  J.,  CAPTAIN,  PD 


195 

54  tt 

SPARTA 

90 

115 


GEFFKEN,  FREDERICK  R.,  ACTING  COP,  SPARTA  TSP 
SMITH,  RUSSELL  G. ,  CHIEF  OF  POLICE,  SPARTA  THP. 
SPRING  LAKE 

193   DAHSON,  ROBERT  JOSEPH,  JR,  COP 
SPRINGFIELD 

99   CALABRESE,  SAMUEL  A.,  DET  LT,  PD 
165   CHISHOLM,  HILLIAM  ELLIS,  COP 
STIRLING 

140    FALZARANO,  ROBERT  JOHN,  CHF,  PASSAIC  THP  PD 
STONE  HARBOR 
167    SOLIS,  ANTHONY  ETTORE,  JR,  CPT,  PD 
HILSON,  LAHRENCE  TATEM,  CPT,  PD 


FORMICHELLA,  ANTHONY  J,  SR,  LT,  PD 
MARTIN,  ROBERT  J.,  LIEUTENANT,  PD 


191 

SUMMIT 
137  tt 

88  tt 
TEANECK 

89  tt    ERRICK,  ROBERT  F,  CPT,  PD 

137    GIANNONE,  DONALD  CHARLES,  LT,  PD 
146    TERHUNE,  JOHN  SPENCER,  DET  LT,  PD 
TENAFLY 

THOMAS  J.,  CPT,  PD 


100  It  SMITH, 
TENNENT 

121  POTTS, 
THOROFARE 

148    BUTTS, 

127  tt   HIRES, 


JIMMIE  RAND,  SR,  CPT,  MANALAPAN  THP  PD 


JOSEPH  THOMAS,  JR,  COP 

HAYNE  DENNIS,  CHF,  HEST  DEPTFORD  THP  PD 
134  It   KESEL,  RUSSEL  F,  JR,  COP 
179    MEHAFFEY,  JAMES  PATRICK,  DEP  CHF,  H  DEPTFORD  THP  PD 
TINTON  FALLS 

117    SEUFERT,  HILLIAM  A.,  SERGEANT,  PD 
TITUSVILLE 
194   CARNALL,  BRUCE  MICHAEL,  LT,  HOPEHELL  THP  PD 
157    CHIPOHSKY,  MICHAEL  ANDREH,  LT,  HOPEHELL  THP  PD 


129   FERRARIN,  ROBERT  JULIUS,  LT,  HOPEHELL  THP  PD 

TOMS  RIVER 
198   CAHILL,  LAURIE  BETH,  DET,  OCEAN  CO  SD 

CHURCHILL,  JAMES  A,  LT,  OCEAN  CO  PROS  OFC 

CLEMENT,  RICHARD  C. ,  COP,  DOVER  THP  PD 

DENNIS,  HENRY  E,  III,  DEP  CHF,  DOVER  TNSHP  PD 

DONOHUE,  CHRISTOPHER  ANTHONY,  DET,  OCEAN  CITY  PROS.  OFF 

FELTRI,  DION,  DET,  OCEAN  CO  PROS  OFC 

GALLANT,  HILLIAM  A.,  CPT,  OCEAN  CO  PROS  OFC 

GUDGEON,  LAURENCE,  CPT,  OCEAN  CO  PROS  OFC 

HAGGAS,  HILLIAM  GILBERT,  LT,  OCEAN  CO  SD 

HERBERT,  P.  JEROME,  CHF  OF  CO  DET,  OCEAN  CO  PROS  0 

HUTLER,  THEODORE  J,  JR,  HARDEN,  OCEAN  CO  DEPT  OF  CORCT 

KRINEY,  ROGER  DOUGLAS,  DET,  DOVER  THP  PD 

MURPHY,  EDHARD  FRANCIS,  LT,  OCEAN  CO  PROS  OFC 

NYCZ,  BONNIE  LEA,  INVSTGR,  OCEAN  CO  PROS  OFC 

PECK,  ROBERT  JOSEPH,  LT,  OCEAN  CO  PROS  OFC 

ROSE,  FREDERICK  SYLVESTER,  DET,  DOVER  THP  PD 

SADOHSKI,  JOHN  EDHARD,  LT,  OCEAN  CO  SD 

SOMMELING,  HILLIAM  T,  SGT,  DOVER  TOHNSHIP  PD 

THOMPSON,  JEFFREY  PETER,  SR,  DET  LT,  OCEAN  CO  SD 

HALTON,  THOMAS  E,  COP,  DOVER  TOHNSHIP  PD 

YETMAN,  GEORGE  R,  DEPUTY  CHIEF,  DOVER  TOHNSHIP  P 

TRENTON 
148  tt   ARENA,  JAMES  A,  LT,  NJ  SPOL 
138   BARCLAY,  KEITH  GERARD,  STATE  INVSTGR,  NJ  DIV  OF  CRIM 

138  BRESCIA,  ROBERT  FRANCIS,  DEP  CHF  INVSTGR,  NJ  DIV  OF  CRI 
19  tt   CAMPBELL,  CLINTON  J.,  LT,  NJ  SPOL 
48  It   CARROLL,  EDHARD  M.,  SGT,  NJ  SPOL 

CONVERY,  JAMES  HYLAND,  CHF  INVSTGR,  NJ  DIV  OF  CRIM  JU 
COPPOCK,  DURHIN  LINDSEY,  SGT,  NJ  SPOL 
COULTON,  ROBERT  ALAN,  LT,  EHING  THP  PD 
DENSON,  ROY  F.,  SR.,  LT,  PD 
DREHER,  KEITH  DANIEL,  SGT  1CL,  NJ  SPOL 
FITZSIMMONS,  JOHN  A,  ANALYST,  ST  LAH  ENF  PLANNING  A 
FUSCHETTO,  STEPHEN  P,  INVSTGR,  ATTY  GEN  OFC 
GREENHOOD,  LOIS  MARY,  SUPV  INVSTGR,  NJ  DIV  OF  CRIM  J 
95  tt   GUGLIELMO,  ANDREH  M. ,  LT,  DIV  CRIM  JUSTICE 
197   HUNT,  JOHN  DAVID,  SGT,  NJ  SPOL 

LIMONE,  DOMINICK  A,  AGENT,  MERCER  CO  PROS  OFC 

LUGOSSY,  GILBERT  HILLIAM,  SHF  OF  MERCER  CO 

MANETTO,  PETER  LOUIS,  LT,  PD 

MATULEHICH,  VINCENT  A,  JR,  INVSTGR,  NJ  DIV  OF  CRIM  JUST 

NAYLOR,  JEAN  FRANCES,  LT,  MERCER  CO  PROS  OFC 

NELSON,  JOHN  TERRANCE,  CPT,  PD 

PLAAG,  ROBERT  G.,  CAPTAIN,  EHING  THP.  PD 

*  SITER,  GEORGE  R. ,  JR.,  ANALYST,  STATE  LAH  ENF  PLANNIN 

#  SKOBO,  RICHARD  EDHARD,  INVSTGR,  NJ  DIV  OF  CRIM  JUSTIC 
tt   SMALLEY,  DONALD  L.,  MAJ,  NEH  JERSEY  STATE  POLICE 

STEEPY,  CALVIN  R.,  CHIEF  OF  POLICE,  EHING  TOHNSHI 
60  It   TUTTLE,  EDHARD  V.,  DET  2ND  CL,  NJ  SPOL 
TURNERSVILLE 

139  tt   REEVE,  FREDERICK  HILLIAM,  CHF,  HASHINGTON  THP  PD 
UNION 

105   DONNELLY,  HILLIAM  P.,  DET  SGT,  PD 
UNION  CITY 

71  tt   ROMANO,  GEORGE  PETER,  DEPUTY  CHIEF  OF  POLICE,  PD 
UPPER  SADDLE  RIVER 
102  tt   LEONARD,  GEORGE  F,  SGT,  PD 

MILLER,  KENNETH  FREDERICK,  LT,  PD 
OTENS,  ANDREH  J.,  COP 
PREUSCH,  THEODORE  FRANCIS,  COP 
SANTUCCI,  FRANK  MICHAEL,  DET  SGT,  PD 


121 

93 

104 

169 

111 

94 

90 

165 

74 

147 

159 

161 

144 

185 

135 

120 

108 

194 

92 

86 


158 

196 

177 

41 

198 

58 

97 

165 


91 
134 
182 
152 
190 
149 
100 

76 
142 

62 

74 


140  tt 
97  tt 
126 
149 
VERNON 

189 

VERONA 

94  tt 

30  tt 

120 

80 

183 

VILLAS 

110 

170 


KUZICKI,  KENNETH,  LT,  VERNON  THP  PD 

CHEATLE,  HALTER  J,  CPT,  PD 
COFFIN,  EDGAR  D. ,  COP 
HELLHIG,  MARTIN  ROBERT,  LT,  PD 
ROCK,  THOMAS  J.,  CHIEF  OF  POLICE 
HOJTAL,  PETER  ANTHONY,  LT,  PD 


DALTON,  LARRY  J.,  CPT,  LOHER  TNSHP  POL 
TROMBETTA,  GIACOMO  JOSEPH,  DET  SGT,  LOHER  THP  PD 
VINELAND 
101   BRUNETTA,  MARIO  R. ,  CPT,  PD 

FORCINITO,  JAMES  ARTHUR,  CPT,  PD 
GIOIELLI,  ANTHONY  JOSEPH,  LT,  PD 
LETIZIA,  PAUL  DANIEL,  LT,  PD 
SCHIAPELLI,  CHARLES  STEVEN,  SGT,  PD 
TIRELLI,  MICHAEL  J.,  LIEUTENANT,  PD 
HALDHICK 
173   BRADY,  RICHARD  JOSEPH,  LT,  PD 
79  *  LITCHULT,  RUSSELL  J.,  LT,  PD 
99   LUPO,  DANIEL,  COP 
128  tt   SCHUST,  HILLIAM  E,  CPT,  PD 
MAI  1 

163   HALL,  FRANCIS  ROY,  II,  CHF,  HALL  THP  PD 
HALL  TOHNSHIP 
132  tt   GLASSFORD,  JOHN  JAMES,  SR,  LT,  PD 
105  It   HERBERT,  VICTOR  E.,  LT,  PD 
HALL  THP 

145  It   CLAHSON,  ROBERT  BRUCE,  CPT,  PD 
HARREN 

113   KANE,  MARTIN  J.,  LIEUTENANT,  PD 
HATCHUNG 

61  tt   HRIGHT,  FRANK  H.,  CHIEF  OF  POLICE 
uayMF 
136   ALVINO,  JOSEPH  PELLEGRINO,  CHF,  HAYNE  THP  PD, 
97   DALY,  PETER  T.,  DEP  CHF,  HAYNE  TNSHP  PD 


127 
178 
197 
164 
90 


PAGE 
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156   GALACIO,  SANDY  LOUIS,  SR,  LT,  WAYNE  TWP  PD 
106   HAZELWOOD,  ALFRED  J,  CHF,  PD 
112  tt   PRINGLE,  ROBERT  H,  COP 
179   STOUTHAMER,  DONALD  CRAIG,  CPT,  PD 
WEST  CALDWELL 
110  tt   BELL,  DAVID  R,  COP 

121  DEVANEY,  GEORGE  EDWARD,  COP 

185   HEINIS,  ROBERT  PAUL,  JR,  DET  SGT,  PD 
99   KRUESER,  CHARLES,  DET  LT,  PD 

141   TUBBS,  CHARLES  BRADFORD,  CPT,  PD 

133   VALENTINE,  RICHARD  FRANCIS,  LT,  PD 
WEST  DEPTFORD 

104  *  BRINKMAN,  ANTHONY  R.,  DET,  WEST  DEPTFORD  TWP  PD 
HEST  LONG  BRANCH 

98  VANNOTE,  HERBERT  A.,  JR.,  LIEUTENANT,  PD 
HEST  MILFORD 

108  BRESLIN,  JAMES  E. ,  COP 
HEST  NEH  YORK 

138   KARCICH,  MARIO  LOUIS,  DEP  CHF,  PD 

122  tt   KELLY,  PATRICK  FRED,  CPT,  PD 
179   ODONNELL,  THOMAS  PATRICK,  LT,  PD 

WEST  ORANGE 

59  It   EHLERT,  GEORGE  E. ,  DEP  CHF,  PD 
96   HANLEY,  EDMUND  J.,  SERGEANT,  PD 
103   ISAKSON,  ROY  N.,  DETECTIVE,  PD 
130   ROGERS,  JAMES  H,  JR,  SGT,  PD 
WEST  TRENTON 
155  tt   BAUERS,  ROBERT  WILLIAM,  SR,  CPT,  NJ  SPOL 
188   CAFFREY,  BRIAN  CHARLES,  SFC,  NJ  SPOL 

158  It   CALOIARO,  JOSEPH,  LT,  NJ  SPOL 
184  tt   CANNAVO,  THOMAS  N,  DSFC,  NJ  SPOL 

109  It   CARNEY,  JOHN  J.,  LTC,  NJ  SPOL 

195   CIMORELLI,  GARY  HENRY,  LT,  NJ  SPOL 

192  DELVENTO,  ALLEN  LOUIS,  SGT  1CL,  NJ  SPOL 

99  It   DEMASI,  ANTHONY  J,  MAJ,  NJ  SPOL 

178   FARHAT,  MANSOUR  ANTHONY,  SFC,  NJ  SPOL 

184  GALLANT,  DAVID  PAUL,  DET  SFC,  NJ  SPOL 
199  GILBERT,  THOMAS  RICHARD,  SFC,  NJ  SPOL 
183   GRANT,  JAMES  JOHN,  LT,  NJ  SPOL 

145  tt   INNOCENTE,  THOMAS  JOSEPH,  SFC,  NJ  SPOL 
168   JOO,  GEORGE  THOMAS,  LT,  NJ  SPOL 

188  KOSHLAND,  BRADFORD  DONALD,  DET  SGT,  NJ  SPOL 
135  U   KRATT,  CHARLES  FREDERICK,  J,  SFC,  NJ  SPOL 
187   LAMB,  JOHN  LAWRENCE,  SGT,  NJ  SPOL 

180  LIEB,  DREW  FRANK,  LT,  NJ  SPOL 

189  LILLEY,  BRIAN  ALAN,  SFC,  NJ  SPOL 

193  LOUFIK,  RICHARD  ALLEN,  DET  SGT,  NJ  SPOL 
171   MADDEN,  FREDERICK  HILARY,  JR,  CAPT,  NJ  SPOL 
191   MANGHISI,  ROSANNE,  DET  SGT,  NJ  SPOL 

194  MASTELLA,  ANDREW  PETER,  SGT  1CL,  NJ  SPOL 

190  MCNULTY,  DENNIS  PATRICK,  SGT,  NJ  SPOL 

185  MILLER,  GLENN  MICHAEL,  LT,  NJ  SPOL 

159  MULHOLLAND,  JAMES  JOSEPH,  DET  SGT,  NJ  SPOL 
173   NEHSOME,  WILLIAM  JOHN,  LT,  NJ  SPOL 

181  QUIRK,  EDWARD  PATRICK,  DSFC,  NJ  SPOL 

186  RICKER,  ROBERT  C,  SFC,  NJ  SPOL 
151   RIVERA,  RALPH,  DSFC,  NJ  SPOL 
139  #  ROMONOWSKI,  FRED,  CPT,  NJ  SPOL 

183   SABATINO,  FRANK  GEORGE,  LT,  EWING  TWP  PD 
197   SCHAIRER,  KENNETH  CHARLES,  DET  SGT,  NJ  SPOL 
161   SCHROTH,  JOHN,  JR,  CPT,  NJ  SPOL 

182  SORCHIK,  ERIC  ALFRED,  LT,  NJ  SPOL 
104  tt  SPEDDING,  HAROLD  E.,  MAJ,  NJ  SPOL 
104  tt   TARANTO,  LOUIS  H,  LTC,  NJ  SPOL 

194   TARANTO,  LOUIS  HECTOR,  DET  SGT  1CL,  NJ  SPOL 
99  tt   VANDEN  BERGHE,  RAYMOND  J.,  SR.,  CPT,  NJ  SPOL 
137  tt   VONA,  PATRICK  DANIEL,  MAJ,  NJ  SPOL 
141  tt   WILLIAMS,  CARL  AUGUST,  JR,  COL,  NJ  SPOL 
133  tt   WRZESINSKY,  ERNEST  ROBERT,  MAJ,  NJ  SPOL 
WESTFIELD 

63  *  DUELKS,  JOHN  L.,  LT,  PD 

129  tt   EDZEK,  RONALD,  CHF,  UNION  CO  PD 
78  tt   GOETTEL,  DONALD,  LIEUTENANT,  PD 

WESTWOOD 

118   GEORGETTI,  JUSTIN,  CHF,  TWP  OF  WASHINGTON  PD 
WHIPPANY 

130  SHERIDAN,  JOHN  THOMAS,  LT,  TWP  OF  HANOVER  PD 
WILDWOOD 

163   ARAGON,  ALLAN  ROBERT,  JR,  CPT,  PD 

153  tt   DAVENPORT,  ROBERT  H,  COP 

189   DISILVESTRO,  ROCCO  ANDREW,  LT,  PD 

177   FISHER,  WILLIAM  MITCHELL,  III,  CPT,  PD 
WILDWOOD  CREST 

104  tt   FREDERICK,  ROBERT  J,  JR,  COP 

159   SHEEHAN,  DONALD  JAMES,  COP 
91  tt   UNRUH,  IRVIN  M. ,  JR.,  CHIEF  OF  POLICE 

128  tt   YOUNG,  JOHN  FRANCIS,  COP 
WILLINGBORO 

192   RUCKER,  GREGORY,  CPT,  PD 
WOOD-RIDGE 

99   HAEBLER,  PAUL  G. ,  CAPTAIN,  PD 
WOODBRIDGE 

114   CAVALLERO,  DOMINICK  J.,  SGT,  WOODBRIDGE  TNSHP  PD 

144   DONOGHUE,  PATRICK  JOSEPH,  LT,  PD 
97   OBRIEN,  ANTHONY  W. ,  COP 

154  ROWINSKI,  CHARLES  SYLVESTER,  CPT,  PD 

95   THOMPSON,  ROBERT  J.,  DEPUTY  CHIEF  OF  POLICE,  PD 
WOODBURY 
189   ALVARADO,  ANGELO,  SGT,  GLOUCESTER  CO  PROS  OFC 
94  It   DISIMONE,  SAMUEL  JR.,  CPT,  GLOUCESTER  CO  PROS  OFC 
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102  *  HARRELL,  DAVIS  B.,  JR.,  DET,  GLOUCESTER  CO  PROS  OFC 

164  tt   HENRY,  RICHARD  CHARLES,  CHF,  GLOUCESTER  CO  PROS  OFC 

126  tt   HOELBINGER,  CRAIG  WAYNE,  COP 
34  *  HUNT,  JOHN  E.,  SHF  OF  GLOUCESTER  CO 
73  tt   KIMMEL,  F  DEAN,  COP 

104  tt   KIMMEL,  IRVIN  L,  JR,  DETECTIVE,  PD 

172   MCGOUGH,  WILLIAM  JOSEPH,  LT,  GLOUCESTER  CO  PROS  OFC 
WOODBURY  HEIGHTS 

151  tt   REILLY,  THOMAS  PATRICK,  SR,  COP 
WOODLYNNE 

171    RAGAN,  JOHN  WILLIAM,  COP 
WOODSTOWN 

132    SIMPKINS,  WALTER  JOSEPH,  COP 

NEW  MEXICO 
ACOHA 

122  tt   JOHNSON,  WILLIAM  HUGH,  COP 
ALAMOGORDO 

180  ANDERSON,  JON  R,  AGT,  OTERO  CO  SO 
130   BAILEY,  RAY  LOYED,  DEP,  OTERO  CO  SD 
176   CALDWELL,  HAL  BURTON,  AGT,  OTERO  CO  SO 

79  tt   CARRELL,  REX  MARION,  DEP  SHF,  OTERO  CO  SO 

146  LEE,  STEVEN  OWEN,  DD,  DPS 

147  SALLEY,  JOHN  THOMAS,  LTC,  USAF 

110   SPERE,  LOUIS  W.,  LT,  DEPT  OF  PUBLIC  SAFETY 

92  #  TIPPIN,  SCOTT  M,  COLONEL,  USA, 
195   TRUJILLO,  SAMUEL  ALBERT,  LT,  DPS 
ALBUQUERQUE 

92   ADAKAI,  FRANK,  OFCR,  BIA 

49  *  ALEXANDER,  JACK  R.  ,  SGT,  PD 

12  *  BACA,  CLEO  EUGENE,  SGT,  PD 
112  tt   BACA,  ROBERT  G,  SGT,  PD 
191    BAKAS,  NICHOLAS  STEVEN,  CMDR,  PD 
169   BARAGIOLA,  SALVATORE  THOMAS,  CPT,  PD 

83  #  BESERRA,  ROY,  LT,  PD 

181  BOURGOINE,  TIMOTHY,  DEP  CHF,  PD 

89  BOWDICH,  JOE  H,  SHF  OF  BERNALILLO  CO 

161  BRADLEY,  WILLIAM  KEITH,  LT,  BERNALILLO  CO  SO 

103  tt  BUSSE,  JAMES  W,  CPT,  PD 

75  It  BUTSCHER,  HENRY  P,  CPT,  PD 

66  It  CAIRNS,  JACK  A,  LT,  PD 

117  If  CAMPBELL,  ALVIN  J,  SHF  OF  BERNALILLO  CO 

172   CANDELARIA,  ROBERT  PAUL,  SGT,  ALBUQUERQUE  PUB  SCHOOLS  P 

141  CHEWIWI,  ANTONIO,  JR,  CRIM  INVSTGR,  BIA 

142  It   COLLINS,  ROBERT  MAHAN,  MAJ,  USAF 
184   CORDOVA,  JULIAN,  CPT,  PD 

194   DANIELS,  JAMES  THADDEUS,  LT,  UNIV  OF  NEW  MEXICO  PD 
163  tt    EVERTSEN,  RICHARD  DAVID,  CPT,  PD 

73  H   FARRIS,  RICHARD,  SERGEANT,  PD 

137  #  GALLEGOS,  GILBERT  GUADALUPE,  DEP  CHF,  PD 

198   HANNIGAN,  CATHY  JO,  CPT,  PD 

153   HARPSTER,  MICHAEL  ALAN,  CPT,  BERNALILLO  CO  SD 

159  tt   HARRIS,  LOWELL  SCOTT,  CPT,  PD 

167   HOLGUIN,  ARTHUR  BENJAMIN,  III,  CPT,  PD 

109  It   HOSTETTER,  RICHARD  G,  LT,  PD 

130   JEANNOTTE,  BENNETT  E,  ASST  CHF,  BIA 

165  It   JENKINS,  CLIFFORD  Y,  DEP  CHF,  PD 

147   JOHNS,  NOEL  GLENN,  SA,  US  FOREST  SERVICE 

189  KUIDIS,  DEBORAH  LYNN,  DEP  CHF,  PD 

169  tt   LAURO,  SALVATORE  ROBERT,  CPT,  USPP 

170  LEFTAULT,  JOHN  RAYMOND,  CWO  III,  USA 

118  tt   LEHMANN,  MICHAEL  ROBERT,  DEP  CHF,  USMS 
141  #  LEHNER,  JAMES  LEE,  CPT,  PD 

74  LINDAMOOD,  CHESLEY  R.,  INVSTGR,  US  DEPT  OF  AGRI 

174  LINTHICUM,  DAVID  ARTHUR,  LT,  BERNALILLO  CO  SD 
155  LOVATO,  GILBERT,  CHF  OF  SEC,  PUBLIC  SCHOOLS 

166  MAES,  CHRIS  DELFINO,  LT,  NM  SPOL 
109  MCDONALD,  BILLY  W,  CPT,  USPP 

90  tt   MILLER,  GARY  L,  ASST  CHF,  PD 
145   MONTOYA,  NORBERT  RANDOLPH,  CHF, BERNALILLO  CO  SD 
145  tt   MONTOYA,  RICHARD,  DEP  CHF,  PD 

190  NASCI,  DENNIS  LEE,  LT,  BERNALILLO  CO  SD 

176  NICHOLSON,  LARRY  GENE,  SA,  DOE 

128  tt   OSBORN,  ALLEN  MARSHAL,  CPT,  US  DEPT  OF  ENERGY 
188   PADILLA,  CHRISTOPHER  JOHN,  CPT,  PD 

175  tt   POLISAR,  JOSEPH  MICHAEL,  COP 

137  tt  POWELL,  JERRY  THOMAS,  DEP  CHF,  PD 

104  tt  RAY,  BEN  E,  CPT,  PD 

183  REHM,  WILLIAM  ROBERT,  LT,  BERNALILLO  CO  SO 

123  RIVERA,  RAYNALDO  VICTOR,  SHF  OF  SANDOVAL  CO 

116  tt  ROHLFS,  ROBERT  H,  DEP  CHF,  BERNALILLO  CO  SD 

77  tt  ROMERO,  SAM  B,  CPT,  PD 

173  ROSS,  CARL,  CPT,  PD 

144  It  ROYBAL,  DAVID  BENNIE,  LE  SPEC,  NM  DEPT  OF  GAME  AND  F 

197  SCHULTZ,  RAYMOND  DANIEL,  LT,  PD 

127  tt  SEDILLO,  MELECIO,  JR,  CHF  INVSTGR,  NM  LIVESTOCK  BOAR 

143  tt  SEIFERT,  JAMES  EDWARD,  CPT,  PD 

54  It  SHAVER,  PAUL  A.,  CHIEF  OF  POLICE 

198  SHEA,  MARK  RANDALL,  AD,  AQ  PUBLIC  SCHOOLS  PD 
116  It  SPICHER,  CHARLES  R,  LTC,  USAF 

157  STANLEY,  SYLVESTER,  CPT, BERNALILLO  CO  SD 

129  STEBLETON,  LARRY  RALPH,  LT,  BERNALILLO  CO  SD 
197  STELZER,  ROBERT  LESLIE,  LT,  BERNALILLO  CO  SO 
172  TAFOYA,  BENJAMIN  VENCESLADO,  SA,  US  FOREST  SER 

113  TEGTMEYER,  GLENN  H,  SEC  MGR,  DEPT  OF  ENERGY,  WIPP 

114  tt   THOMPSON,  DONALD  G,  DEP  CHF,  PD 

177  TORBETT,  CAROL  LEE,  CPT,  PD 

72  tt   TORREZ,  FILIMON,  SPEC  INVSTGR,  NM  STATE  ATTY  GE 
98  tt   VANCE,  LANE  W,  CPT,  PD 
114  tt   WASETA,  VICTOR,  AGENCY  SPC  OFCR,  SOUTHERN  PUEB 


NEH  MEXICO  -  NEH  MEXICO 

171   HEIDNER,  GARY  WAYNE,  CPT,  PD 

194    HEILAND,  HILLIAM  EDHARD,  CPT,  PD 

153  •  HILLIAHS,  PAUL  THOMAS,  II,  CPT,  PD 
ARTESIA 

188   GLENN,  CLARENCE  LEON,  DIV  CHF,  BIA 
AZTEC 
61  * 
96  * 
14  tt 

132 

108  f 

151  I 

199 
BELEN 

156 


BOYCE,  LELAND  C. ,  LT,  SAN  JUAN  CO  SO 
BROHN,  DOUGLAS  H. ,  JR,  SHF  OF  SAN  JUAN  CO 
DURRETT,  JAMES  M. ,  CO  COMR,  SAN  JUAN  CO 
LANE,  TIMOTHY  HILLIAM,  CPT,  PD 
SMITH,  THOMAS  F,  DET  LT ,  PD 
HILLIAHS,  JERRY  HAYNE,  SGT,  NM  SPOL 
HOHBLE,  THOHAS  HENRY,  USHF,  SAN  JUAN  CO  SO 

RAYMOND  MOSES,  COP 


JARAMILLO, 
BERNALILLO 

186  TRUJILLO,  JOHN  PAUL,  LT,  SANDOVAL  CO  SD 
CANNON  AFB 

139    EASTHOOD,  JAMES  CLAIBORNE,  MAJ,  USAF 
CARLSBAD 

187  JORDAN,  LOUIS  HILLARD,  JR,  LT,  PD 
KOCH,  JAMES  CARL,  JR,  COP 

RILEY,  CONNIE  MACK,  ASST  CHF,  CARLSBAD  MUNICIPAL  P 
HESTFALL,  EARL  DEAN,  CHIEF  OF  POLICE,  PD 


142 
169 

37  * 
CLOVIS 

97  If 
187 
166 
135  * 
148 
176 


CHANDLER,  CALEB  J.,  COP 
INGRAM,  MICHELE  JOE,  SGT,  PD 
JACKSON,  JAMES  M,  SHF  OF  CURRY  CO 
JACOUEZ,  RAMON  HILARIO,  CPT,  PD 
MONDRAGON,  RAYMOND,  COP 
MORGAN,  ROBERT  RAY,  LT,  PD 
CROHNPOINT 
181   COHBOY,  SAMSON,  CRIM  INVSTGR  II,  NAVAJO  DEPT  0 
107  «  LARGO,  JOHN  E,  AGENCY  SPECIAL  OFFICER,  BIA 
DULCE 

137   CHERINO,  JOSE  LUPE,  JR,  AREA  SP  OFC,  BIA 
ESPANOLA 

111  tt   FILIP,  CLARENCE  H,  LT,  NM  SPOL 
109  tt   TARAZON,  JOE  JR,  CPT,  NM  SPOL 

FARHINGTON 

83  *  DAVIS,  H  WINSTON,  DEP  SHF,  SAN  JUAN  CO  SD 
185   HEAL,  MICHAEL  JAMES,  DEP  CHF,  PD 

92  tt   HOUSER,  ROBERT  P,  LT,  PD 
107  tt   JOHNSTON,  HAROLD  D,  CPT,  NM  SPOL 

96  tt   MARKLE,  JESS  H,  LT,  PD 
174   MCCLOSKEY,  MARK  EDWARD,  COP 
193   MCKIH,  DOUG,  LT,  PD 
152   MELTON,  RICHARD  GENE,  COP 

112  tt   NOURSE,  JOHN  H,  SGT,  PD 

164   OTERO,  ANNE  KATHLEEN,  LT,  PD 
121  tt   STOCK,  DONALD  EARL,  SGT,  PD 
FT.  HINGATE 

58  #  GONZALES,  MANUEL,  CHF  OF  SEC,  USA  DEPOT 
GALLUP 
141  tt   CUELLAR,  DAVID,  SR,  LT,  PD 
103  #  DEARHOND,  EDWARD,  LT,  PD 
85   GONZALES,  FRANK,  SHF  OF  MCKINLEY  CO  SO 
GONZALES,  JOHN,  CPT,  PD 
GONZALES,  RONALD,  LT,  PD 
SANCHEZ,  TONY  S,  SHF  OF  MCKINLEY  CO 
SHINGLE,  BRUCE  CARLTON,  USHF,  MCKINLEY  CO  SO 


160 

197 
93  # 

149  * 
GRANTS 

143 

191 
HOBBS 
60  tt 

101  tt 

199 

168  tt 

185 

135 

120 

173  tt 

158  tt 

142  tt 

194 


RADOSEVICH,  FRED  KARL,  COP, 
RODRIGUEZ,  RICHARD  EMANUEL,  SGT,  PD 


BARKLEY,  GIVENS  H. ,  COP 

CHENEY,  ROBERT  D,  COP 

GRAHAH,  DONALD  CLYDE,  JR,  LT,  PD 

KILMAN,  RONALD  EUGENE,  CPT,  LEA  CO  SO 

KNOTT,  TONY  GLENN,  COP 

LANE,  BILL  PERK,  SHF  OF  LEA  CO 

LASATER,  STEVEN  DOUGLAS,  COORDINATOR,  DRUG  ENF  COUNCIL 

MORRILL,  BILLY  CLINTON,  COP 

MORRISON,  JAMES  MARTIN,  CPT,  PD 

NEWMAN,  MARSHALL  RICHARD,  COP 

SMITH,  DONNIE  KIM,  CPT,  PD 
KIRTLAND  AFB 
161    BARKER,  BETH  ALISON,  CPT,  USAF 
134   BARRETT,  THOMAS  ALLAN,  CPT,  USAF 
138   CUNNINGHAM,  ROBERT  DANIEL,  TECHNICAL  SGT,  USAF 

86  tt   FICINUS,  ROBERT  F,  LTC,  USAF 
170   HUTCHENS,  STEPHEN  L,  MAJ,  USAF 
108   KARST,  JOSEPH  P.,  JR.,  MAJ,  USAF 
168   LEIFHEIT,  KEVIN  REED,  MSGT,  USAF 
100   MCDONALD,  BURCH  H,  LTC,  USAF 

161   MONTEITH,  CLADA  ANN,  CPT,  USAF 

96   PRESCOTT,  DENNIS  G,  COL,  USAF 

99   RUTLAND,  CHARLES  M,  MAJ,  USAF 
144   SAVARESE,  JAMES  GORDON,  CMSGT,  USAF 
155   SELLERS,  HILLIAM  DUREL,  CPT,  USAF 

87  tt   SPRUNK,  CHARLES,  CPT,  USAF 

165  *  TEN  HAKEN,  RONALD  DIRK,  MSGT,  USAF 

123   WILLIAMS,  HOWARD,  CPT,  USAF 
LAGUNA 

189   MONTOYA,  PAUL  THOMAS,  CHF,  PUEBLO/LAGUNA  TRIBAL  PD 
LAS  CRUCES 

160  tt   ARCHULETA,  BENJAMIN  RUBEN,  CPT,  DONA  ANA  CO  SO 

150  tt   AUSTIN,  ANSEL  ALGENON,  CPT,  PD 

100  tt   AXTELL,  RONALD  J.,  COP 

195   BAUGHMAN,  TIMOTHY  ROBERT,  LT,  NM  SPOL 

PAGE    250 


152   CABOT,  LOUIS  HINKLE,  CHF,  NM  STATE  UNIV  PD 

198   CHAVEZ,  JAIME  GUTIERREZ,  CPT,  NM  ST  UNIV  PD 

186   COLE,  ROBERT  MICHAEL,  LT,  PD 

124  tt   COTTON,  JOE  LARRY,  CPT,  NM  SPOL 

167   FULLER,  KATHY  KAY,  CPT,  DONA  ANA  CO  SD 

GILBREATH,  WEST  C,  LT,  DONA  ANA  CO  SD 

GONZALES,  DANIEL  J,  LT,  PD 

JARAMILLO,  EDWARD  A,  MAJ,  NM  SPOL 

LITTLE,  JERALD  CLARK,  CPT,  DONA  ANA  CO  SD 

NIVER,  DAVID  A.,  LT,  NM  STATE  UNIV.  PD 

PEREA,  CONRAD  FREDERICK,  LT,  PD 

ROBLES,  JAMES  FLORES,  ASST  CHF,  PD 

ROMERO,  JUAN  D. ,  LT,  PD 

HELLS,  JIM  L,  CPT,  PD 

YBARRA,  RICHARD,  LT,  DONA  ANA  CO  SD 
LOS  ALAMOS 
190   BROWNLEE,  HAYNE  RODRICK,  CPT,  PD 

CRISHELL,  LEMUEL  D. ,  SEC  INSPR,  US  ATOMIC  ENERGY  CO 

FISHER,  ROBERT  K,  COP 

MARET,  DEAN  F.,  CAPTAIN,  PD 

REPASS,  ROBERT  GLENN,  SGT,  PD 

SEELEY,  NEIL  G. ,  CAPTAIN,  PD 

TALLEY,  GREGORY  BRENT,  DEP  CHF,  PD 

ULLRICH,  ROBERT  J,  SEC  INSPR,  ENERGY  RESEARCH  &  D 

UMBERHIND,  LLOYD  K.,  CHIEF  OF  POLICE 
LOVINGTON 

184   MARTIN,  RUSSELL  DERWIN,  USHF,  LEA  CO  SO 
PORTALES 
182   CHAMBERS,  RAYMOND  SCOTT,  CPT,  PD 

WALKER,  RONALD  DARRELL,  COP 


192 
88 
87 
189 
111 
168 
139 
108 
104 
155 


40 

86 

102 

180 

71 

136 

77 

62 


131  tt 
RATON 
179 
196 
150  * 


170 
182 
154 
165 
190 
128 
196 
138 
119 


142 
191 
94 
97 
74 
55 
193 


MARES,  VINCENT  SALOMON,  COP 

NEWMAN,  JOHN  GABRIEL,  CPT,  PD 

PACHECO,  JUAN  FRANCISCO,  CPT,  PD 
RIO  RANCHO 
164   BAKER,  MICHAEL  CLARK,  CPT,  DPS 
193   MANIACI,  SALVATORE  JOSEPH,  SGT,  RIO  RANCHO  DPS 
171   TATUM,  LARRY  WAYNE,  LT,  DPS 

183  WIESE,  KARL  RAUL,  LT,  DPS 
ROSWELL 

161  CAMPBELL,  RICHARD  SIMON,  COP 
JENNINGS,  PATRICK  RICHARD,  USHF,  CHAVES  CO  SO 
JURECEK,  JOHN  MICHAEL,  DEP  CHF,  PD 
LOY,  LARRY  GLEN,  DIR  OF  PUBLIC  SAFETY,  PD 
MOUNTS,  RAYMOND  HILLIAM,  COP 
OBRYON,  DAVID  NEAL,  DEP  CHF,  PD 

PORTER,  RONNEY  RAY,  ENF  SPEC,  NM  DEPT  OF  GAME  4  FI 
SHARP,  DONALD  WILLIAM,  DEP  CHF,  PD 
HORLEY,  DHAYNE  NELSON,  INVSTGR,  DA  OFC 
WYATT,  ELZY  CHRIS,  JR,  MAJ,  PD 

RUIDOSO 

176   MADDOX,  LANNY  GHINN,  COP 
SANTA  FE 

59  tt   ALEXANDER,  MONROE  K,  CPT,  NM  SPOL 
105  It   ARTECHE,  RAUL,  CPT,  NM  SPOL 
92  It   BIRD,  JESSIE  C,  HILDLIFE  ENF  OFCR,  DEPT  OF  GAM 
142   BLACK,  JAMES  HALTER,  ADMIN,  SANTA  FE  CO  DETENTION  C 
tt   BOYNTON,  GREGORY  HILLIAM,  CPT,  PD 

BRANCH,  THEODORE  ALFRED,  LT,  NM  SPOL 
#  BRIGGS,  ALBERT  B,  CPT,  NM  SPOL 
CANTOU,  TOMMY  A.,  CPT,  NM  SPOL 
tt   CORDOVA,  MAURICE  L,  CHF,  NM  SPOL 
tt   CRAIG,  GEORGE  M.  ,  CPT,  PD 

DELGADO,  TERRENCE  MICHAEL,  CPT,  SANTA  FE  CO  SO 
115  tt   ELDRIDGE,  JACKIE  T,  CPT,  NM  SPOL 
113  tt   GARCIA,  JUAN  M,  ASST  CHF,  PD 
78  It   GONZALES,  DAVID  R.,  CAPTAIN,  PD 
134  It   GONZALES,  ROBERT  LUCIANO,  DEP  CHF,  DPS 
159  tt   GUILLEN,  ROBERT  ANTHONY,  CPT,  PD 

184  HILL,  MICHAEL  STEVEN,  LT,  NM  SPOL 

53  tt   KOWSKI,  FRANK  F.,  REG  DIR,  SW  REGION  NPS 

84  tt   LAGOMARSINO,  STEPHEN  F.,  DEP  CHF,  NM  SPOL 
113  It   LITTLEBIRD,  GLENN,  SR.  ,  SPEC  OFCR,  BIA 

95  tt   LUCERO,  ALFRED  J,  CPT,  PD 
128   MAAG,  RICHARD  STEVEN,  UNSPR  GEN,  TAX  &  REVENUE  DEPT 
178   MADRID,  RONALD  EDHARD,  CPT,  SANTA  FE  CO  SO 

81  It   MAES,  J.  D.,  JR.,  MAJ,  NM  SPOL 
175   MALDONADO,  CARLOS  R,  LT,  NM  SPOL 

97  #  MCCOTTER,  ORSON  L.,  SEC,  DEPT  OF  CORRECTIONS 
170   MILLER,  RICHARD  HAYNE,  CPT,  NM  SPOL 

74  tt   MILLER,  RUDOLPH  G,  US  MARSHAL,  DISTRICT  OF  NEH  ME 

148  PAYNE,  ROGER  LEE,  DEP  CHF,  NM  SPOL 
155  RADOSEVICH,  MARK  ALAN,  CPT,  NM  DPS 
139  It   RING,  CHARLES  EUGENE,  CPT,  NM  SPOL 

99  *  RIVERA,  FERNANDO  F,  INSTRUCTOR,  NM  LAW  ENF  ACADEMY 
118  It   SAIS,  NICK  J,  CPT,  NM  SPOL 

149  #   SALAZAR,  JIMMY  RUSSELL,  LT,  PD 
186   SMITH,  FORREST  LEE,  LT,  NM  SPOL 

76  #  SOSA,  JESUS  B,  COP 
144   VIRDEN,  RICHARD  EUGENE,  PTLM,  NM  SPTL 
91  tt   WEST,  MELVIN  L,  CPT,  NM  SPOL 
SANTE  FE 

150  RASCON,  ALEX,  JR,  CHF,  SANTA  FE  PUBLIC  SCHOOL 
163   SILVA,  HERMAN  DANIEL,  DEP  CHF,  NM  SPOL 

SHI PROCK 

199   JOHN,  RANDY  HAYNE,  SR,  CPT,  NAVAJO  DPS 
SILVER  CITY 

110   AGUIRRE,  STEVE  R.,  JR.,  CPT,  PD 

162  *  BRUCE,  VIRGIL  LEE,  LT,  PD 

134   CHAVEZ,  HENRY  RICHARD,  ASST  CHF,  PD 


NEH  MEXICO  -  NEH  YORK 


105  It   HALL,  RONALD  M,  CPT,  PD 
188   REYNOLDS,  EDHARD  DOUGLAS,  CPT,  PD 
82  tt   RYAN,  THOMAS  J,  COP 
SOCORRO 
192   HALEY,  JOEL  GARRETT,  DEP  CHF,  PD 

HAHKES,  MICHAEL  ANTHONY,  SGT,  NM  SPOL 

ZIMMERMAN,  THOMAS  EUGENE,  DIR,  NM  INSTITUTE  OF  MT  CAMPU 


179 
140 
TAOS 
162 
126 
181 
138 


KYEA,  DAVID  JOHN,  INVSTGR,  8TH  DISTRICT  DA  OFC 

LUCERO,  JOSE  GUADALUPE,  COP 

MONTEZ,  RONALD  GABRIEL,  LT,  PD 

VIDAURRE,  ALBERTO  T,  CPT,  PD 
TRUTH  OR  CONSEQUENCE 

173  *  HALSMITH,  BEATRICE  BUSTAMANTE,  COP 
TUCUMCARI 

177  MAESTAS,  LLOYD,  LT,  PD 
HHITE  SANDS 

154   BURGESS,  RONALD  GERALD,  DEP  CHF,  PD 
136   HAMPTON,  HILLIAM  PETE,  COP 
ZUNI 

79  It   LEYBA,  ROBERT  H,  COP 

178  ZUNIE,  CLYBERT,  SR,  CRIM  INVSTGR,  PD 


ALBANY 
117  # 
162 
174 
178 
17  # 
99 

76  # 
177 
156 
179 
190 

77  # 
183 
101 
197 
159 
193 
187 
130 
182 
188 
132 
177 
112  tt 
199 

26 
139  # 
189 
103  tt 
157 
171 

55  * 

91  tt 
114 
173 
180 
153 

62  tt 

168 

181 

191 

174 
98  tt 
97  tt 

74  # 
111  tt 
170 
101  tt 
176 

62  U 

78  tt 
195 
184 
158 
164 

91 

75  tt 
199 

71  tt 
144 
165 

92  # 
116 
162 
188 
169 
125  It 

73  If 

79  n 
172 
194 
129 
100  tt 
196 
152 


NEH  YORK 

AUSTIN,  GERALD  ALLEN,  COL,  NY  DEPT  OF  ENVN  CONSVTN 

BAKER,  DAVID  HARDING,  LT,  NY  ENVIRONMENTAL  CONSERVAT 

BEACH,  GEORGE  PARKER,  II,  LT,  NY  SPOL 

BENZIGER,  ROBIN  HOUSER,  LT,  NY  SPOL 

BIDHELL,  LOREN  E.,  SR  INVSTGR,  NY  SPOL 

BOBER,  ROBERT  S.,  TECHNICAL  SGT,  NY  STATE  POL 

BRANDON,  DONALD  G,  CHF  INSPR,  NY  SPOL 

BREHER,  DONALD  WAYNE,  COL,  NY  ENVIRON  CONSERVATION 

BRITT,  LAWRENCE  RICHARD,  LT,  NY  SPOL 

CAREY,  WILLIAM  THOMAS,  LT,  NY  SPOL 

CERRETTO,  MICHAEL  JOSEPH,  LT,  NY  SPOL 

CHIECO,  SAVERIO  A,  DEP  SUPT,  NY  SPOL 

CHRISTENSEN,  FRANCIS  PETER,  LT,  NY  SPOL 

CLARK,  EDWIN  L.,  SGT,  NY  ST  OFC  OF  PARKS  AND  RE 

COOTS,  FRANCIS  SHEA,  LT,  NY  SPOL 

COPP,  RAYMOND  WALTER,  LT,  NY  SPOL 

COWPER,  THOMAS  JAMES,  LT,  NY  SPOL 

CROSIER,  SCOTT  MICHAEL,  LT,  NY  SPOL 

DAMINO,  H  JOHN,  CPT,  PD 

DINOVO,  JOHN  ANTHONY,  DET  LT,  PD 

ELLISON,  RICHARD  ALAN,  LT,  PD 

ENGEL,  RAYMOND  WILLIAM,  TRAFFIC  SUPR,  NYS  AUTH 

FELTON,  PRESTON  LEROY,  LT,  NY  SPOL 

FIRTH,  GEORGE  G,  DIR,  DIV  OF  LAW  ENF,  NYS  DEPT 

FLAGLER,  JOSEPH  CHRISTOPHER  G,  LT,  NY  SPOL 

FRITTS,  GORDON  S.,  HHWY  SFTY  PROGRAM  REP  GOV  TRAF 

FULTON,  ROGER  VERNON,  CPT,  NY  SPOL 

GALLETTO,  ROBERT  LESTER,  JR,  LT,  NY  SPOL 

GILLESPIE,  JOSEPH  E,  DEP  SUPT,  NY  SPOL 

GREBERT,  ROBERT  CHARLES,  DET  LT,  PD 

GRETSCHEL,  ROBERT  EDWARD,  JR,  LT,  NY  SPOL 

HAMBRECHT,  WILLIAM  M,  ASSOC  COMR,  NY  NARC  CNTRL  COMM 

HELD,  GLEN  E,  LT,  NY  SPOL 

HOLDRIDGE,  DONALD  J,  CHF  DEP,  ALBANY  CO  SD 

HOOVER,  ROBERT  JOSEPH,  JR,  SUPVY  INVSTGR,  NY  STATE  DMV 

JACKMIN,  LAWRENCE  MICHAEL,  LT,  NY  SPOL 

JONES,  ROBERT  ALLEN,  LT,  NY  SPOL 

KEELEY,  WILLIAM  CHARLES,  ASST  SUPT  OF  ADMIN,  NY  SPOL 

KLUSACEK,  MICHAEL  ANTHONY,  CPT,  NY  SPOL 

KOEHLER,  FRANK  H,  LT,  NY  SPOL 

KOSS,  MARK  ANDREW,  LT,  NY  SPOL 

KROLL,  ROBERT  JOHN,  JR,  INVSTGR,  NYS  DEPT  OF  CORRECTIO 

LAFONTAINE,  JOSEPH  A,  CPT,  PD 

LAPLANTE,  VICTOR  L,  SGT,  NY  SPOL, 

LEARY,  JAMES  J.,  DEP  CHF  INSPR,  NY  SPOL 

LYNCH,  JOSEPH  T,  ASST  DIR,  NYS  DIV  OF  LAW  ENF 

MAHER,  STEPHEN  JOSEPH,  MAJ,  NY  SPOL 

MAHONEY,  WILLIAM  T.,  USHF,  ALBANY  CO  SO 

MALEY,  JAMES  FRANCIS,  LT,  NY  SPOL 

MCCARTHY,  JOHN  J.,  INSPR  GEN,  NY  DEPT  OF  CORRECTI 

MCCARTHY,  JOHN  W. ,  MAJ,  NY  SPOL 

MCCARTHY,  JOHN  WILLIAM,  JR,  LT,  NY  SPOL 

MCDONNELL,  PATRICK  JOSEPH,  LT,  NY  SPOL 

MCMANUS,  MICHAEL  FRANCIS,  LT,  NY  SPOL 

MELVILLE,  JOHN  PAUL,  LT,  NY  SPOL 

MOHR,  HILLIAM  M. ,  TNG  TECH,  NY  BU  FOR  MUNICIPAL 

MONAHAN,  JOHN  W. ,  MAJ,  NY  SPOL 

NARVAEZ,  DEWELL,  INSVTGR,  NY  STATE  UNIV  POL 

NELSON,  HARRY  B.,  MAJOR,  NY  SPOL 

NIELSEN,  JOHN  CHRISTIAN,  SGT,  PD 

OCONNELL,  DENNIS  PATRICK,  LT,  NY  SPOL 

OGRADY,  JEROME  L,  DEP  SUPT,  NY  SPOL 

ONEILL,  ALFRED  P,  ASST  COMM,  DEPT  OF  CORRECTIONA 

OTTERSTEDT,  RICHARD  MICHAEL,  CPT,  NY  DEPT  OF  ENVIRN  CON 

PATNAUDE,  ROBERT  EARL,  LT,  NY  SPOL 

PERSON,  PETER  WAYNE,  CPT,  NY  SPOL 

PIERCE,  ARTHUR  FRANCIS,  CPT,  NY  SPOL 

QUICK,  ROBERT  D,  FIRST  DEP  SUPT,  NY  SPOL 

RASMUSSEN,  RAYMOND  M,  DEP  SUPT,  NY  SPOL, 

RASO,  EDWARD,  LT,  NY  SPOL 

REGAN,  PATRICK  JOSEPH,  LT,  NY  SPOL 

REICHELT,  RUDOLF  HERBERT,  CPT,  NY  SPOL 

ROBERTS,  VICTOR  M. ,  SGT,  NY  OFFICE  OF  PARKS  &  RECR 

ROONEY,  EVELYN  PATRICIA,  LT,  NY  SPOL 

SANTOR,  RONNIE  LEE,  SGT,  NY  STATE  PARK  POL 


124   SAUNDERS,  REGINALD  STUART,  INSPR,  ALBANY  CO  SO 
138   SITLER,  GREGORY  CHARLES,  CPT,  NY  SPOL 

57  It   SMITH,  FREDERIC  W,  JR,  ASST  DIR,  NY  BU  FOR  MUNICIPAL 
192   SMITH,  RICHARD  CLIFFORD,  JR,  LT,  NY  SPOL 

66  It   SPELMAN,  WALLACE  R.  ,  CAPTAIN,  NEW  YORK  STATE  POLICE 

68  tt   STECKEL,  WELLS  SAFFORD,  CAPTAIN,  NEW  YORK  STATE  POLICE 
136   STEVENS,  MARK  PATRICK,  CPT,  ALBANY  CO  SO 

64  tt   SWEENEY,  ROBERT  E,  JR,  ASST  DEP  SUPT,  NY  SPOL 
128   SZARY,  GEORGE  JOSEPH,  SR,  DET  SGT,  PD 

81  tt   THUMHART,  FREDERICK  D,  SR,  STAFF  INSPR,  NY  SPOL 
185   VANCE,  HENRY  MAHLON,  III,  LT,  NY  SPOL 

63  tt   VIEHL,  LOUIS  C,  DEP  SUPT,  NY  SPOL 
171   WAYMAN,  DAVID  CARL,  LT,  NY  ENVIRONMENTAL  CONSERVAT 
WEBER,  LOUIS  JOSEPH,  JR,  LT,  NY  SPOL 
HILLIAMS,  JAMES  RAY,  DIR,  DPS,  STATE  UNIV  OF  NY  AT 
WINCH,  CHRIS  MICHAEL,  CHO  III,  USA 


198 

121  # 

138 
ALBION 

135  tt 

188 
65  tt 
ALFRED 

118 

171 
92 
AMHERST 

121 

181 
93 

193 

131 

176 

136 

138 

153 

111 
ANGOLA 

177 
AUBURN 
88 
64  tt 

149 


MURPHY,  COLIN  PETER,  CRIM  INVSTGR,  ORLEANS  CO  SO 

PROIETTY,  JAMES  A,  COP 

WILLIAMS,  JOHN  R.,  SHERIFF,  OREEANS  COUNTY  SO 

BARRETT,  WILLIAM  GERARD,  DIR,  DPS,  NY  ST  UNIV  COLLEGE  0 
BELMONT,  RANDAL  JAMES,  SGT,  PD 
JAMISON,  LLDON  E.,  JR.,  CHIEF  OF  POLICE 

BOLAND,  JOHN  WAYNE,  LT,  ST  UNIV  OF  NY  AT  BUFFALO  P 

HOFFMAN,  KEVIN  JOHN,  LT,  PD 

KLAFFKA,  CHARLES  G,  CAPTAIN,  TOWN  OF  AMHERST  PD 

MAIER,  THOMAS  J,  CPT,  PD 

MELTON,  MICHAEL  JOSEPH,  LT,  PD 

MOSLOH,  JOHN  JOSEPH,  JR,  CPT,  PD 

SCIOLI,  JOSEPH  BRIAN,  CPT,  PD 

SUMMERS,  MICHAEL  RAYMOND,  INVSTGR,  ERIE  CO  DA  OFC 

TORRILLO,  MICHAEL  NICOLA,  DET,  PD 

ZYMANEK,  CAESAR  FRANCIS,  CPT,  TN  OF  AMHERST  PD 

EPPOLITO,  DANIEL,  DET,  TOWN  OF  EVANS  PD 

PD 


BURKHARDT,  EDWARD  L.,  CPT, 
COSTELLO,  JOHN  T,  COP 
ECKLUND,  JOHN  ANDREW,  COP 
40  It   FLUMMERFELT,  BEECHER  D. ,  CAPTAIN,  PD 
165   NEAGLE,  BRIAN  A,  SGT,  PD 

PISCIOTTI,  THOMAS  ANTHONY,  CPT,  PD 
WALTER,  JOHN  CARTER,  COP 


120 
121  tt 
BABYLON 

164   LAMMENS,  DANIEL  ANTHONY,  SGT,  NY  PARK  POL 
195   MARX,  BRUCE  CHARLES,  LT,  NY  STATE  PARK  POL 
144   ODONNELL,  RICHARD  KEVIN,  CPT,  NY  STATE  PARK  POL 
113   SMITH,  LAWRENCE,  LT,  LONG  ISLAND  STATE  PARKWAY 
99   SPRINGER,  HENRY  F.,  CPT,  LONG  ISLAND  STATE  PARK  PO 
BALDWINSVILLE 
168   BALLONI,  JOHN  MARINO,  JR,  COP 
134  #  PAUL,  TIMOTHY  DEAN,  COP 
BALLSTON  SPA 

90   BOWEN,  JAMES  D. ,  SHF  OF  SARATOGA  CO 

COOPER,  KENNETH  D,  USHF,  SARATOGA  CO  SD 
DEMARTINO,  JOHN  R.,  INVSTGR,  SARATOGA  CO  SD 
HOPKINS,  HOWARD  E,  JR,  INVSTGR,  SARATOGA  CO  SD 
TOWNE,  DAVID  ROBLEE,  SGT,  SARATOGA  CO  SD 


104 

117 

105 

166 
BATAVIA 

186   DEVRIES,  HENRY,  LT,  NY  SPOL 

GLEASON,  JOHN  NORMAN,  MAJ,  NY  SPOL 

JANKOWSKI,  EUGENE  ANTHONY,  JR,  LT,  PD 

MAHA,  GARY  T,  SHF  OF  GENESEE  CO 

MICHALAK,  JOHN  ANDREW,  SGT,  PD 

MULLEN,  SCOTT  DAVID,  SGT,  PD 

ORR,  JAMES  DRAKE,  CPT,  GENESEE  CO  SD 

ROBINSON,  MARK  LUTTRELL,  COP 

ROLOFF,  BRUCE  ARTHUR,  MAJ,  NY  SPOL 

SHELDON,  ROBERT  J,  USHF,  GENESEE  CO  SD 

SHERON,  WILLIAM  ALOYSIUS,  JR,  USHF,  GENESEE  CO  SO 

STEVENS,  ROBERT  G. ,  CHIEF  DEPUTY,  GENESEE  CO.  SHER 


133 
198 

91 
171 
166 
155 
192 
152 

94 
196 

98 

BATH 

152 

91 


BARNES,  LARRY  EMMETT,  COP 

BULKLEY,  HARRY  E,  COP 
116  It   MATTICE,  GARY  J.,  USHF,  STEUBEN  CO  SD 
86  tt   ORDWAY,  JOE  D. ,  USHF,  STEUBEN  CO  SD 
102  *  SECONDO,  KARL  W. ,  USHF,  STEUBEN  CO  SD 


BEACON 
189 
135 
194 
169 
188 


FINN,  RENEE  PAULA,  DET  SGT,  PD 
HERRING,  JOHN  JOSEPH,  JR,  LT,  PD 
LATTANZIO,  ANTHONY  ANDRE,  LT,  PD 
SASSI,  RICHARD  JOSEPH,  COP 
SCHETTINO,  PAUL  JOSEPH,  LT,  PD 
BEAR  MOUNTAIN 

75  tt   SANDSTROM,  ERLING  W. ,  LT,  PALISADES  PARK  POL 
BEDFORD  HILLS 

115   RONDINI,  JOSEPH  J.,  DETECTIVE,  PD 
BINGHAMTON 
123   BENJAMIN,  IRVIN  FRANCIS,  SGT,  PD 
175   CAHILL,  WILLIAM  ROBERT,  ASST  CHF,  PD 
99  tt   COREA,  ANDREW  J.,  SGT,  PD 
24  *  DANIELS,  EARL  J.,  SHF  OF  BROOME  CO 
134   DUNN,  WILLIAM  CARRINGTON,  J,  ASST  DIR,  STATE  UNIV  OF  NY 
93  #  DYER,  JUSTIN  L,  ASST  CHF,  PD 
112   INGRAHAM,  ROBERT  F,  LT,  BROOME  CO  SD 
136   MCKEON,  DAVID  MICHAEL,  LT,  PD 

100  tt   MCLAUGHLIN,  JAMES  M,  DIR  OF  TRAFFIC  SAFETY,  BU  OF  P 
93  It   MILKS,  HARLEY  G,  MAJ,  BROOME  CO  SO 
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1+5   MINOR,  ALEX  JOHN,  SGT,  PD 

U4    RHINEHART,  NORMAN  LEE,  DET,  BROOME  CO  SD 

134  tt   RYAN,  JOSEPH  F,  SGT,  PD 

122    SCHHARTZ,  JOHN  RUSSELL,  DIR  OF  UNIV  LAN  ErtF,  STATE  UNI 

131    SMITH,  JAMES  ANDREH,  SGT,  PD 

159    TRONOVITCH,  STEVEN  RICHARD,  II,  SGT,  PD 

184   HALLIKAS,  RICHARD  CHARLES,  CPT,  BROOME  CO  SO 
BLOOMING  GROVE 

117   HINTER,  ROBERT  CORNELIUS,  COP 
BOLIVAR 

193   WHITNEY,  RICKY  LYNN,  COP 
BRIARCLIFF  HANOR 

145   TRAINHAM,  RONALD  NELSON,  COP 

168  tt   HEBER,  ROBERT  DAVIS,  JR,  LT,  PD 
BRIGHTON 

166    VOELKL,  THOMAS  MICHAEL,  CPT,  PD 
BROCKPORT 

123 

114 
73 

109 

130  * 

134 

117 
BRONX 

150 

183 


UNIV  COLLEGE 
ST  UNIV  COL 


AT  BROCK 


DOVOLOS,  THOMAS  NICHOLAS,  SGT,  ST 

GAYLORD,  DAVID  J.,  ASST  DIR,  DPS, 

HARE,  DONALD  M,  PTLM,  PD 

HOY,  PAUL  E.,  PATROLMAN,  PD 

MOGAVERO,  CHARLES  MATTHEH,  INVSTGR,  UNIV  COLLEGE  AT  BRO 

QUINN,  MARTIN  EDHARD,  SGT,  DPS 

TRYKA,  GREGORY  H. ,  INVESTIGATOR,  DPS  UNIV/COLLEGE 


PD 


BARRY,  PATRICK  THOMAS,  LT,  PD 
SHEEHAN,  LAHRENCE  GERARD,  SGT, 
BRONXVILLE 

74  tt   COLE,  ROBERT  L.,  CPT,  PD 
166   DIVERNIERI,  ALEXANDER  WILLIAM,  DET  SGT,  PD 
BROOKLYN 
177    BARCLAY,  DONALD  NEIL,  JR,  SGT,  NYC  TRANSIT  PD 
153   BEIRNE,  GERARD  JOSEPH,  SGT,  NYC  TRANSIT  PD 
158    BIANCO,  MICHAEL,  SGT,  NYC  TRANSIT  PD 
156    BIRMINGHAM,  ROBERT  LEWIS,  LT,  NYC  TRANSIT  POL 
146    BOOTLE,  DENNIS  ERIC,  DET  SGT,  NYC  TRANSIT  PD 

97  #  DILENA,  PAUL,  INSPR,  NYC  TRANSIT  PD 
142    DONOVAN,  GERALD  J,  CPT,  NYC  TRANSIT  PD 
109   DOYLE,  JOHN,  CPT,  NEW  YORK  CITY  TRANSIT  PD 

93  tt   FORD,  EILEEN  M.  ,  LT,  NEH  YORK  CITY  TRANSIT  PD 
171    GALFANO,  BARRY,  CPT,  NYC  TRANSIT  PD 
65  tt   GARELIK,  SANFORD  D,  CHIEF,  NYC  TRANSIT  AUTH  PD 
96    JACKSON,  JERRY  E.,  HAJ,  USA 
197    JAMES,  KEVIN,  SUPVR  FIRE  MARSHAL,  BU  OF  FIRE 
118  #  LANDSBERG,  BARRY,  LT,  NYC  TRANSIT  POL 
116  tt   LESLIE,  ALFRED  L.,  JR.,  DET,  NYC  TRANSIT  PD 
181    LOMBARDO,  ALFONSE  ALLAN,  DET  INVSTGR,  KINGS  CO  DA  OFC 
LYNCH,  KATHLEEN  FRANCES,  DET,  NYC  TRANSIT  PD 
MALLORY,  BRUCE  JAMES,  INSPR,  NYC  TRANSIT  PD 
MASTERSON,  JOHN  THOMAS,  SUPV  FIRE  MARSHAL,  NYC  FIRE  DE 
MATHIS,  CALIPH  TANU,  LT,  NYC  TRANSIT  PD 
PELLINGER,  THOMAS  GARY,  MAJ/CMDR,  USPP 
ROMERO,  JOHN  JOSEPH,  LT,  NYC  TRANSIT  PD 
SCIANNAMEO,  CAROL,  SGT,  NYC  TRANSIT  PD 
WALSH,  JOHN  PATRICK,  LT,  PD 

WEINBERG,  FREDERICK,  INVSTGR,  KINGS  CO  DA'S  OFC 
WEISS,  RUDOLF,  LIEUTENANT,  NEW  YORK  CITY  TRAN 


175 
120 
185 
154 
167 
170 
158 
178 

93 

115 

BUFFALO 

126 

106 

90 
179 
175 

86 
190 
160 
163 
161 

70 

35 

61 
116 
137 
124 
159 
129 
188 

90 
122 
123 
151 

15 
197 
125 
153 
184 
123 
135 

91 

84 

43 
162 
158 
192 
110 
140 
170 
128 
119 
145 


ANDERSON,  LAVERNE  BERNARD,  DIR,  BUFFALO  ST  COLLEGE  DPS 

ANDOLINA,  VINCENT  R,  DET  SGT,  PD 

BARRETT,  PATRICK  H. ,  DET,  PD 

BATTLE,  JOHN  ROBERT,  DEP  COMM,  PD 

BLANKENBERG,  MARK  EDHARD,  LT,  PD 

BRAUN,  KENNETH  J,  SHF  OF  ERIE  CO 

BRAXTON,  CLIFFORD  F,  CRIM  INVSTGR,  ERIE  CO  DA  OFC 

CALABRESE,  ROBERT  LOUIS,  LT,  PD 

CATANZARO,  JOSEPH  JOHN,  OFCR,  NIAGARA  FRONTIER  TRANS  A 

CLARK,  CHRISTOPHER  CANISIUS,  DIR,  ERIE  CO  PROBATION 

CONNORS,  KEVIN  R. ,  INSPR,  PD 

CURRY,  AUSTIN  J.,  DET,  PD 

DEVOE,  CHARLES  E.,  CPT,  PD 

DILLON,  RICHARD  T,  CPT,  ERIE  CO  SD 

DUBIEL,  PETER  MICHAEL,  JR,  LT,  PD 

FIERAMUSCA,  CHARLES  THOMAS,  CPT,  PD 

FLAHERTY,  THOMAS  PATRICK,  JR,  SGT,  ERIE  CO  SD 

FOREMAN,  JOE  C,  JR,  SUPT,  ERIE  CO  SO 

GIARDINA,  LOUIS  RUSSELL,  CHF,  ERIE  CO  SO 

GLASCOTT,  THOMAS  M. ,  CRIM  INVSTGR,  ERIE  CO  DA  OFC 

GOSPODARSKI,  CONRAD  JAMES,  CHF  DEP,  ERIE  CO  SO 

GOURLAY,  JOHN  PORTER,  CPT,  ERIE  CO  SO 

HEMPLING,  EDHARD  CHRISOPHER,  CPT,  PD 

JANTZEN,  ROBERT  J.,  PATROLMAN,  PD 

KARASZEHSKI,  PHILIP  JAMES,  SGT,  NIAGARA  FRONTIER  TRANSI 

KELLY,  JOHN  E,  JR,  LT,  PD 

KOHALSKI,  CARL  MELVIN,  SGT,  ERIE  CO  SD 

LITHIN,  HAROLD,  JR,  CPT,  PD 

LONCAR,  GEORGE  MICHAEL,  CPT,  PD 

LUSTAN,  FRANK  WALTER,  CPT,  PD 

MCDONALD,  ALFRED  F.,  LT,  PD 

MCQUEEN,  FRANCIS  W.,  DET  SGT,  PD 

MOULIN,  ELMER  F.,  JR.,  (SA,  FBI),  PATROLMAN,  PD 

NIGRO,  RICHARD  JOSEPH,  LT,  PD 

PENDERS,  ROBERT  JOSEPH,  LT,  PD 

PLISZKA,  MICHAEL,  DET,  ERIE  CO  SO 

PULKOHNIK,  ROBERT  H,  SPC  INVSTGR,  NY  STATE  DPT  OF  L 

RALICKI,  JOHN  FRANCIS,  LT,  PD 

RANKIN,  DENNIS  MICHAEL,  DET,  ERIE  CO  SO 

REPEC,  JOSEPH  ANTHONY,  LT,  PD 

ROBINSON,  WAYNE  ARTHUR,  ASST  DIR,  UNIV  OF  NY  AT  BUFFAL 

RONEY,  STEVEN  KENNETH,  CHF  INVSTGR,  ERIE  CO  DA  OFC 


91  tt   RUDOLPH,  GEORGE  H.  ,  LT,  PD 
168   SANTUCCI,  RICHARD  ANGELO,  DET,  PD 
55  tt   SCHMIT,  RAYMOND  JOSEPH,  PTLM,  PD 
189   SCHOENLE,  GERALD  WILLIAM,  JR,  CPT,  PD 
99   SCHULTZ,  DAVID  J,  CPT,  NY  DEP  OF  ENV  CONSV 
164   SCHWINDLER,  LAWRENCE  JOSEPH,  LT,  ERIE  CO  SO 
121   SCIOLI,  TIMOTHY  JACK,  LT,  PD 
117  tt   SKVAREK,  FRANK  J.,  DET,  PD 
60  tt   SMITH,  MERRELL  C,  INSPECTOR,  ERIE  CO.  SO 
113   STAEBELL,  THOMAS  R,  CHF  OF  PTL,  ERIE  CO  SD 
167   WALKER,  ARNOLD  GEORGE,  LT,  PD 
138   WILLIAMS,  ALOIS  GALAENDO,  DET  SGT,  PD 
141   WOODS,  JOHN  CURTIN,  JR,  LT,  ST  UNIV  OF  NY  AT  BU  DPS 
CAMILLUS 

70  #  POWERS,  ROBERT  E,  COP 
CANANDAIGUA 

BARDEEN,  CHARLES  STEVEN,  SGT,  PD 

DESMITH,  DONALD  ELMER,  CHF  DEP,  ONTARIO  CO  SD 

EMERSON,  ALLEN  JAMES,  LT,  NY  SPOL 

HOFFMAN,  JAMES  DOUGLAS,  CPT,  SPOL 

LEO,  EDWARD  P,  USHF,  ONTARIO  CO  SD 

MCQUEENEY,  JOHN  J,  MAJ,  NY  SPOL 

POISSON,  MICHAEL  GLENN,  LT,  NY  SPOL 

STEWART,  GARY  A.,  SHERIFF  OF  ONTARIO  CO. 


184 
152 
148 
137 
124 
113 
151 
116 
CANTON 

52  # 
114 
123 

93 
CARMEL 
120 
150 
106 
183 
161 

90  tt 
171 
193 
166 
119 
159 
166 
198 
152 
164 
174 
162 


CUNNINGHAM,  JAMES  A,  COP 

HOULE,  RONALD  A.,  SERGEANT,  PD 

JARVIS,  GARY  JUDE,  USHF,  ST  LAWRENCE  CO  SD 

KNOWLTON,  KEITH  K,  SHF  OF  ST  LAWRENCE  CO 

BALZANO,  WILLIAM  CHARLES,  CHF,  TN  OF  KENT 

BRANDT,  WAYNE  JAY,  SGT,  PUTMAN  CO  SD 

CONNOLLY,  LAWRENCE  M. ,  CPT,  PUTMAN  CO  SD 

CORRIGAN,  MICHAEL  FRANCIS,  SGT,  PUTNAM  CO  SD 

FISHER,  TODD  THOMAS,  SGT,  PUTNAM  CO  SD 

GRENIER,  GEORGE  A,  JR,  USHF,  PUTNAM  CO  SD 

LINDERT,  THOMAS  HENRY,  SR,  SGT,  PUTNAM  CO  SD 

MCNAMARA,  WILLIAM  JOSEPH,  CPT,  PUTNAM  CO  SD 

QUICK,  WILLIAM  CRAIG,  CRIM  INVSTGR,  PUTNAM  CO  SO 

RESTIVO,  CARMINE,  JR,  CPT,  PUTNAM  CO  SD 

SCHALLOCK,  WILLIAM  HENRY,  LT,  PUTNAM  CO  SD 

SMITH,  DONALD  LEROY,  CHF,  KENT  TOWN  PD 

STELLACCI,  RICHARD  MICHAEL,  SGT,  PUTNAM  CO  SD 

STEPHENS,  DANIEL  MALLORY,  I,  SR  INVSTGR,  PUTNAM  CO  SD 

TRAVIS,  BRION  DEREK,  DIR,  PUTNAM  CO  PROBATION  DEPT 

VALENTINE,  DANIEL  JOHN,  SGT,  PUTNAM  CO  SD 

WATKINS,  GARY  GROVE,  INVSTGR,  PUTNAM  CO  SD 


STEUBEN  CO  SD 
PD 


CASTILE 

89  tt   MUNGER,  SEWARD  K.,  LT,  LETCHWORTH  STATE  PARK  POL 
192   PAGE,  DAVID  ARTHUR,  CHF,  NY  STATE  PARKS  POL 

CATTARAUGUS 

131   WELKA,  BRUCE  RICHARD,  COP 
CHAPPAQUA 

179  BAYNES,  JAMES  MICHAEL,  LT,  NEW  CASTLE  PD 
146   LOWERY,  GEORGE  ALVIN,  LT,  TOWN  OF  NEW  CASTLE  PD 

CHEEKTOWAGA 
119   CHAMBERLIN,  BRUCE  DUANE,  COP 

90  tt   GRUBER,  JOHN  B,  ASST  CHF,  PD 
104   KEMPSKI,  HENRY,  CAPTAIN,  PD 
165   ROLL,  FREDERICK  RONALD,  LT,  PD 
137   ROWAN,  THOMAS  EDHARD,  LT,  PD 
129   SCHALLER,  JOHN  FRANCIS,  ASST  CHF,  PD 

CHEMUNG 

131   OBRIEN,  WILLIAM  BERNARD,  USHF,  CHEMUNG  CO  SO 
CLARENCE 

175  GALLIVAN,  PATRICK  MICHAEL,  CPT,  NY  SPOL 
CLARKSTOHN 

183   KILDUFF,  KEVIN  ANDREW,  LT,  PD 
CORNING 
157   DAVIES,  TERRANCE  ALLAN,  LT,  PD 
157   DELL,  RAYMOND  CRONIN,  JR,  SR  INVSTGR, 

180  GOETSCHIUS,  WILLIAM  FRANCIS,  INVSTGR, 
170   SIMMONS,  HUGH  JUSTIN,  LT,  PD 

CORNHALL 

176  HARMKE,  JOHN,  COP 

186   ODELL,  RUSSELL  ALEXANDER,  SGT,  TOWN  OF  CORNWALL  PD 
CORTLAND 

195   CATALANO,  FRANK  MICHAEL,  LT,  PD 

126   CHURCHILL,  ROBERT  LOUIS,  LT,  CORTLAND  CO  SD 
CORTLANDT  MANOR 

175   MACALUSO,  PETER  JOSEPH,  SGT,  PD 
fROMPOND 

165   PAVONE,  ROBERT  LOUIS,  CHF,  TN  OF  CORTLANDT  PD 
CROTON-ON-HUDSON  „  «.„»,,»,  „ 

136  tt   SARCONE,  RICHARD  NICHOLAS,  DET  SGT,  VILLAGE  OF  CROTON-0 
DELMAR 

194   BEEBE,  TIMOTHY  KYLE,  SGT,  TN  OF  BETHLEHEM  PD 

100  tt   CURRIE,  PAUL  E,  CHF  TN  OF  BETHLEHEM  PD 
98  tt   DORSEY,  LEO  E.,  JR.,  DET  SGT,  BETHLEHEM  PD 

136   HOLLIGAN,  FREDERICK  JEROME,  LT,  TN  OF  BETHLEHEM  PD 

167   VANDERBILT,  RICHARD  LEROY,  LT,  BETHLEHEM  PD 
DEWITT 

93  *  KORYCINSKI,  MICHAEL  G,  SERGEANT,  TOWN  OF  DEHITT  PD 

160   WAHL,  BRUCE  PATRICK,  CPT,  PD 
DOBBS  FERRY 

180   LONGHORTH,  GEORGE  N,  COP 
DUNKIRK 

100   BALZER,  ANDREW  J.,  JR.,  COP 
97  tt   BIELASZKA,  NORMAN  T.,  LT,  PD 

122   LEVANDOSKI,  FRANK  JOSEPH,  J,  LT,  PD 
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EAST  AURORA 
120   MILLER,  ALLEN  ROY,  SEC  INVSTGR,  NY  STATE  ELEC  &  G 
92  tt   SHALLBACK,  M  RAYMOND,  COP,  EAST  AURORA-TOWN  OF  AUROR 
EAST  FARMINGDALE 

160  FAZIO,  THOMAS  LEONARD,  LT,  NY  SPOL 
EAST  HAMPTON 

177   BROWN,  KENNETH  DANIEL,  SGT,  PD 

135  CLAFLIN,  JOHN  BRIGHAM,  LT,  PD 

186  DOANE,  STEVEN  MARK,  DET,  TOWN  OF  EAST  HAMPTON  PD 
70  tt   DORDELMAN,  CARL  JOSEPH,  COP 

132   DUNN,  DENIS  PATRICK,  POL  OFCR,  PD 

169  ECKER,  EDWARD  VINCENT,  JR,  SGT,  EAST  HAMPTON  TOWN  PD 

187  FAULHABER,  RICHARD  SCOTT,  SGT,  EAST  HAMPTON  TOWN  PD 

90  FITHIAN,  DAVID  H. ,  CAPTAIN,  PD 

176   GILES,  TINA  MARIE,  DET,  TOHN  OF  EAST  HAMPTON  PD 

151  LIA,  RICHARD  FRANCIS,  SGT,  PD 

46  tt   LORIS,  JOSEPH  H. ,  SGT,  VILLAGE  OF  EAST  HAMPTON  P 
167   MCGINTEE,  WILLIAM  EDWARD,  SGT,  EAST  HAMPTON  TN  PD 
172  tt   MCMAHON,  KEITH  EDWARD,  SGT,  TOWN  OF  EAST  HAMPTON  PD 

161  MOTT,  FRANCIS  BRADLEY,  SGT,  PD 
124  tt   NEUHAUS,  KENNETH  R,  SGT,  PD 

199   PAYNE,  WESLEY  BENNETT,  SGT,  TN  OF  EAST  HAMPTON  PD 
139   QUICK,  VAN  K,  LT,  PD 

189  REICH,  ROBERT  ANTON,  DET  SGT,  TOWN  OF  EAST  HAMPTON 
191   SARLO,  KEVIN  ANTHONY,  SGT,  EAST  HAMPTON  TOWN  PD 
143   SARRIS,  TODD  HOLM,  DET  LT,  PD 

117   SCOTT,  THOMAS  LEONARD,  COP 

129   SEGELKEN,  WILLIAM  E,  CPT,  PD 
EAST  MORICHES 

149   OKULA,  WILLIAM,  INSPR,  SUFFOLK  CO  PD 
EAST  SYRACUSE 

132  PEVERLY,  WILLIAM  JOHN,  COP 
EASTCHESTER 

31  tt   SODEN,  KENNETH  E.,  CHIEF  OF  POLICE,  PD 
ELLENVILLE 

63  *  MANTONE,  ARTHUR  JOSEPH,  ASST  CH,  PD 
ELMIRA 

115  tt   BAILEY,  JOHN  A.,  LT,  PD 

139  BERRY,  MICHAEL  FREDERICK,  INVSTGR,  CHEMUNG  CO  DA  OFC 
154   CAVALUZZI,  JAMES  MICHAEL,  SGT,  CHEMUNG  CO  SD 

176   COOVER,  RAYMOND  L,  SGT,  PD 

134  tt   CORTRIGHT,  CHARLES  KEENER,  LT,  PD 

78  tt   DEMEMBER,  BERNARD  P.,  COP 

80  tt   DONNELLS,  THOMAS  J,  COP 
195   DRAKE,  WINFIELD  SCOTT,  III,  LT,  PD 
171   ELLISON,  WAYNE  HARKER,  INVSTGR,  CHEMUNG  CO  SD 

190  GARDNER,  DAVID  CLINTON,  LT,  PD 

140  GIAMMICHELE,  JOSEPH  RALPH,  PAROLE  OFCR,  NY  DIV  OF  PAROL 

129  HOUPER,  CHARLES  DOUGLAS,  SHF  OF  CHEMUNG  CO 
126  tt   HUTCHESON,  LARRY  NEIL,  INVSTGR,  CHEMUNG  CO  SD 

130  JOHNSON,  LONELL  BROCK,  PRLE  OFCR,  NY  ST  EXECUTIVE  DEP 
120   LUNNEY,  RICHARD  JOHN,  PAROLE  OFCR,  NY  DIV  OF  PAROLE 

91  It   MICHALKO,  JOSEPH,  COP 

152  MUCCI,  J  MICHAEL,  INVSTGR,  CHEMUNG  CO  SD 

136  tt   OBRIEN,  DANIEL  FRANCIS,  INVSTGR,  CHEMUNG  CO  SO 

110  OLSZOWY,  DAVID  G. ,  DEP  CHF,  PD 

137  tt   PARISO,  PATRICK  JOSEPH,  CPT,  PD 
164   PATTERSON,  CHARLES  FRANCIS,  LT,  PD 

92  PIROZZOLO,  JAMES  A,  LT,  WEST  ELMIRA  PD 

140  ROSS,  MICHAEL  JAMES,  CPT,  PD 

156  SADLER,  DAVID  WILLIAM,  DET  LT,  PD 

186  SCHROM,  WILLIAM  ANDREW,  INVSTGR,  CHEMUNG  CO  SO 
146  tt   SNYDER,  WAYNE  ROY,  SGT,  PD 

162  SULLIVAN,  JOHN  MICHAEL,  SGT,  CHEMUNG  CO  SD 
105  tt   TOWNSEND,  HOWARD  F.,  CPT,  PD 

112  tt   WANDELL,  RICHARD  C,  COP 
ENDICOTT 

96  tt   BIDWELL,  KENNETH  W,  SR,  CPT,  PD 

102  *  GAUL,  WOODRUFF  A.,  JR.,  LIEUTENANT,  PD 

67  tt   NORTON,  WILLIAM  JAMES,  CAPTAIN,  PD 
151   ONEILL,  GARY  FRANCIS,  LT,  PD 
180   RICHARDS,  THOMAS  SCOTT,  CPT,  PD 

60  tt   WHITMAN,  RUSSELL  D. ,  ASST  CHF,  POLICE  BUREAU 

111  tt   WILLIAMS,  PHILIP  M,  CPT,  PD 
FARMINGDALE 

97  HENNESSY,  JAMES  H. ,  DEP  INSPR,  PD 

157  WEBER,  THOMAS  FRANCIS,  MAJ 
FLUSHING 

141  CRUZ,  ANGEL,  DIR  OF  SEC,  QUEENS  COLLEGE 
FONDA 

139  *  ARTHURS,  ROBERT  YOUNG,  USHF,  MONTGOMERY  CO  SD 

133  tt   EMERY,  RONALD  RUSH,  SHF  OF  MONTGOMERY  CO 
FORT  TOTTEN 

170  DIER,  DENNIS  MICHAEL,  CPT,  PD 
FREDONIA 

138  BURNS,  ANNMCCARRON,  DIR,  UNIV  AT  FREDONIA  DPS 
FREEPORT 

183  BURDETTE,  ARTHUR,  JR,  ASST  CHF,  PD 
156   KING,  JOSEPH  WESLEY,  JR,  COP 

184  LOCKE,  EDWARD  J,  INSPR,  PD 
89  tt   MEEHAN,  DAVID  J.,  CPT,  PD 

187  WOODWARD,  MICHAEL  EDWARD,  DEP  INSPR,  PD 
FULTON 

116  tt   HANLON,  WALTER  J.,  JR.,  COP 

169   JOHNSON,  RUSS  WILLIAM,  INVSTGR,  PD 
180   SPAWN,  MARK  ALAN,  COP 

31  It   STEWART,  KARL  FREDERICK,  CHIEF  OF  POLICE 

57  tt   THOMPSON,  EUGENE  FRANCIS,  DET,  PD 
FULTONVILLE 
189   AMATO,  MICHAEL  JOHN,  SHF  OF  FULTONVILLE 


GARDEN  CITY 

110   RYAN,  CHARLES  J.,  LIEUTENANT,  PD 
GARNERVILLE 

190   ROGERS,  RICHARD  CHARLES,  LT,  TN  OF  HAVERSTRAW  PD 
GENESEO 
193   KENNEY,  SCOTT  KARSON,  ASST  DIR,  UNIV  POL  ST  UNIV  OF 
MANN,  JAMES  R,  SR,  SGT,  LIVINGSTON  CO  SD 
POWELL,  WILLIAM  V,  CPT,  NY  STATE  DEPT  OF  ENVIR  CO 


115  tt 

115 
GENEVA 

131 
69  tt 
92  tt 


CRING,  RICHARD  SLOAN,  CPT,  PD 
DEMEO,  ANTHONY  J.,  CPT,  PD 
DEVANEY,  THOMAS  P,  DET,  PD 
GLEN  COVE 

92  tt   OBRIEN,  MAURICE  J.,  CPT,  PD 
GLENS  FALLS 

186   CAREY,  RICHARD  PAUL,  COP 
GLOVERSVILLE 

143  tt   GANCARZ,  MICHAEL  JAMES,  COP 
GOSHEN 

109   EGBERTSON,  JOHN  H. ,  COP 

181   WATT,  JAMES  CRAIG,  SGT,  VILLAGE  OF  GOSHEN  PD 
GOUVERNEUR 

108  tt   GRIFFITH,  JAMES  F,  COP 

168   YOUNG,  STANLEY  HARRY,  JR,  SGT,  PD 
GOWANDA 

108  tt   STITZEL,  RICHARD  A.,  COP 
GREAT  NECK 

117   MONAHAN,  THOMAS  JAMES,  CHIEF,  GREAT  NECK  ESTATES  PD 
GREECE 

173 

121 

128 

128 
79 

112 

132 

110 

118 

142 

124 

155 


PD 
PD 


182 
186 
172 
178 
199 
174 


180 
179 
167 
151 
101 
91 
188 


BOCKA,  PAUL  EUGENE,  SGT,  PD 

CONNOR,  JAMES  HENRY,  LT,  PD 

DWYER,  DEBRA  MEATH,  DET  CMDR, 

GENDRON,  JOSEPH  WILLIAM,  CMDR, 

GOODNO,  GLENN  R,  LT,  PD 

KNOPE,  JAMES  E,  JR,  SGT,  PD 

MURRAY,  MICHAEL  DAVID,  CMDR,  PD 

NEARY,  WILLIAM  E,  LIEUTENANT,  PD 

PHILIPPS,  DAVID  KLINE,  CMDR,  PD 

SULLIVAN,  ROBERT  MICHAEL,  LT,  PD 

WHYTE,  NORMAN  LOUIS,  JR,  SGT,  PD 

WIDEMAN,  JAMES  STUART,  SGT,  TWN  OF  GREECE  PD 
GREENBURGH 
129  tt   BOYLE,  JOHN  JOSEPH,  DET  LT,  PD 
128  tt   CALANDRO,  JOHN  ANTHONY,  SGT,  PD 
119  tt   MCDONALD,  WILLIAM  B,  CPT,  PD 

124  tt   WALSH,  DENNIS  WILLIAM,  LT,  PD 
HAMBURG 

142   BEST,  THOMAS  MICHAEL,  LT,  PD 

194   BEST,  THOMAS  MICHAEL,  JR,  LT,  PD 

GLEASON,  DENNIS  GERARD,  LT,  TOWN  OF  HAMBURG  PD 
KOCH,  JAMES  JOHN,  DET,  PD 

MACH,  HENRY  JOHN,  JR,  DET,  TN  OF  HAMBURG  PD 
SAUER,  MICHAEL,  OFCR,  TOWN  OF  HAMBURG  PD 
WILLIAMS,  MICHAEL  KEVIN,  LT,  PD 
WILLIAMS,  ROBERT  GEORGE,  JR,  DET,  PD 
HAMPTON  BAYS 

172   FLOOD,  ROBERT  CHRISTOPHER,  D/SGT,  TOWN  OF  SOUTHAMPTON  P 
GORBERG,  JAY  RICHARD,  SGT,  SOUTHAMPTON  TOWN  PD 
HUGHES,  WILLIAM  MICHAEL,  JR,  SGT,  SOUTHAMPTON  TOWN  PD 
IBERGER,  ROBERT  PETER,  LT,  TN  OF  SOUTHAMPTON  PD 
JAMES,  JOHN  JOSEPH,  SGT,  SOUTHAMPTON  TOWN  PD 
TELLER,  CONRAD  W. ,  CHIEF  OF  POLICE,  SOUTHAMPTON  T 
VANSCOY,  DAVID  G. ,  SR. ,  SERGEANT,  SOUTHAMPTON  TOWN  PD 
WINKLER,  BARRY  THOMAS,  SGT,  SOUTHAMPTON  TOWN  PD 
HARRISON 

125  FLICK,  BRIAN  CHRISTOPHER,  LT,  PD 
94   HARRIS,  WILLIAM  P.,  COP 

111  tt   MARSICO,  ROCCO,  CAPTAIN,  PD 
121   PASCALE,  DOMINICK  ANTHONY,  LT,  PD 
HASTINGS  ON  HUDSON 
116   KNAPP,  JOHN  A.,  DET,  PD 
105   MARSIC,  JOSEPH  M. ,  COP 
HAUPPAUGE 
169   BARRA,  MICHAEL  IGNAZIO,  DET  INVSTGR,  SUFFOLK  CO  DA  OFC 
FINTER,  FREDERICK  EDWARD,  DET  CPT,  SUFFOLK  CO  DAS  OFFIC 
GRATTAN,  HENRY  E.,  DEP  INSPR,  SUFFOLK  CO  PD 
91  tt   JAMESON,  ROBERT  G. ,  DET  LT,  SUFFOLK  CO  DAS  OFC 
139   MURPHY,  THOMAS  L,  ASST  CHF,  SUFFOLK  CO  PD 

SHIELDS,  FRANCIS  MARTIN,  DEP  CHF  INVSTGR,  SUFFOLK  CO  DA 
SULLIVAN,  FRANCIS  XAVIER,  SGT,  NASSAU  CO  PD 
HAWTHORNE 
192   CALABRESE,  CHRISTOPHER  MICHAEL,  LT,  WESTCHESTER  CO  PD 
CROFT,  WILLIS,  JR,  LT,  WESTCHESTER  CO  DPS 
DEVITO,  MICHAEL  JOHN,  III,  LT,  WESTCHESTER  CO  DPS 
ERICSON,  MARVIN  FREDERICK,  COP 
FISCHER,  STEPHEN  F,  SHF  OF  WESTCHESTER  CO, 
HAYES,  GILBERT  B,  LT,  WESTCHESTER  CO  DPS 
HODGES,  JOHN  JOSEPH,  JR,  LT,  WESTCHESTER  CO  PD 
LIBERATORE,  LOUIS  JOHN,  CHF  INSPR,  WESTCHESTER  CO  PD 
74  It   MANISCALCO,  NICHOLAS  A.,  INSPR,  WESTCHESTER  CO  PKWY  POL 
180   MCGLYNN,  MARTIN  JOHN,  LT,  WESTCHESTER  CO  DPS 
144   ROKICKI,  ROGER  ROBERT,  CPT,  WESTCHESTER  CO  DPS 
165   STASAITIS,  PAUL  ANTHONY,  LT,  WESTCHESTER  CO  POL 
187   TIEDEMANN,  JAMES  RICHARD,  LT,  WESTCHESTER  CO  POL 
100  tt   WILSON,  ROBERT  T.,  INSPR,  WESTCHESTER  CO  PARKWAY 
HEMPSTEAD 

119  tt   GRAHAM,  EDWARD  ROBERT,  COP 
HIGHLAND  FALLS 

182   STONE,  WILLIAM  ERNEST,  COP 
HOLLIS 


117 
96 


158 
158  It 


173 
154 
62 
110 
132 
196 
128 


PAGE 
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167   LOVERSO,  PETER  JOSEPH,  JR,  CPT,  LONG  ISLAND  RAILROAD  PD 

180  HASCIANA,  RONALD  JOSEPH,  CPT,  LONG  ISLAND  R/R  POLICE 
145   OCONNOR,  JOHN  JOSEPH,  CPT,  LONG  ISLAND  RAILROAD  PD 

163  SIMMONS,  JAMES  ALFRED,  JR,  CPT,  LONG  ISLAND  RAILROAD  PD 

186  URQUHART,  DONALD  VINCENT,  INSPR,  LONG  ISLAND  RAILROAD  P 
HOPEHELL  JUNCTION 

189  ALBERTI,  MARC  J,  DET,  EAST  FISHKILL  PD 

181  KEEFE,  KEVIN  DAVID,  SGT,  TOHN  OF  EAST  FISHKILL  PD 
19*  MARTINO,  ROBERT  ANTHONY,  DET,  EAST  FISHKILL  PD 
165  NICHOLS,  BRIAN  CROSBY,  LT,  EAST  FISHKILL  PD 

185   RIECK,  ROLAND  THOMAS,  OFCR,  EAST  FISHKILL  PD 
177   STEELE,  JOHN  PERSHING,  LT,  TOHN  OF  EAST  FISHKILL  PD 
HORNELL 
143   CROHE,  PAUL  KENNETH,  CPT,  PD 

150  VANKEUREN,  MICHAEL  PAUL,  SGT,  PD 

165  HHITMAN,  MARK  LEE,  COP 
HORSEHEADS 

151  BANFIELD,  ROGER  CRAIG,  SGT,  PD 
177   KOLE,  DAVID  MAYNARD,  SGT,  PD 

182  ROGERS,  GUY  ALEXANDER,  SGT,  PD 

190  STICKLER,  THOMAS  JAY,  SGT,  PD 
HUDSON 

140   BERTRAM,  JAMES  EDHARD,  SHF  OF  COLUMBIA  CO 
127   SHOOK,  HALTER  KALLIN,  INVSTGR,  COLUMBIA  CO  SD 

HUNTINGTON 
129   MICHEL,  EDHIN  JAMES,  PTL  CHF,  SUFFOLK  CO  PD 
170   THUMM,  DOROTHY  ELLEN,  LT,  NY  ENVIRONMENTAL  CONSERVAT 

HURLEY 

166  BOCKELMANN,  JOHN  F,  SHF  OF  ULSTER  CO 
HYDE  PARK 

149   VALHOS,  NICHOLAS  JAMES,  CRIM  INVSTGR,  NPS 
IRONDEQUOIT 
116   BOYAN,  RICHARD  J.,  CPT,  PD 
120  #  GROSSI,  DAVID  MICHAEL,  LT,  PD 
114   LONGDUE,  ROBERT  L,  COP 

191  MIGLIORATTI,  PHILIP,  SGT,  PD 
118   RACE,  RICHARD  CHARLES,  LT,  PD 
176   TANTALO,  RICHARD  VICTOR,  SGT,  PD 
122   HEHBRING,  RICHARD  PAUL,  SGT,  PD 

ISLIP  TERRACE 

161   HILLIAMS,  MICHAEL  LESLIE,  LT,  NY  SPOL 
ITHACA 
146 
150 
186 

86  tt 
188 
172 
158 

95  # 

38  n 

53  It 


BARNES,  DAVID  PERRY,  CPT,  PD 
FOLEY,  HILLIAM  JOSEPH,  LT,  NY  SPOL 
HAUS,  RANDOLPH  HALTER,  CPT,  PD 
HERSON,  JAMES  M,  COP 
MONTICELLO,  VINCENT  PAUL,  LT,  PD 
NAZER,  DAVID  JAMES,  LT,  PD 
OSTRANDER,  CURTIS  SIDNEY,  LT,  PD 
PAGLIARO,  HALTER,  DEP  CHF,  PD 
SIMMERS,  HILLIAM  C. ,  CHIEF  OF  POLICE,  PD 
VANOSTRAND,  HERBERT  L.,  CHIEF  OF  POLICE 
JAMAICA 

189  FINNERAN,  KATHLEEN  MARIE,  CPT,  LONG  ISLAND  RAILROAD  PD 
177   KRUTYS,  EDHARD  JOSEPH,  CPT,  LONG  ISLAND  RAILROAD  PD 
139   OBREMSKI,  FRANK  LEO,  SGT,  LONG  ISLAND  RAILROAD  POL 

136   RAFFERTY,  KEVIN  MICHAEL,  CPT,  LONG  ISLAND  RAILROAD  PD 
115   RICHARDSON,  HENRY  N,  DEP  CHF,  LONG  ISLAND  RAILROAD 
121   SCHAEFER,  EDHARD  ALEXANDER,  CPT,  LONG  ISLAND  RAILROAD  P 
191   SPAHR,  LAURENCE  CHARLES,  CPT,  LONG  ISLAND  RAILROAD  PD 
JAMESTOHN 
177   CONTI,  JOHN  ANTHONY,  LT,  PD 

111  tt   JOHNSON,  GARY  A.,  SR.,  LT,  PD 

139   MACLAUGHLIN,  HILLIAM  RONALD,  CPT,  PD 

105  tt   MANZI,  JAMES  M,  CPT,  PD 

191   MEYERS,  BRADLEY  CRAIGH,  SGT,  PD 
28  tt   PALADINO,  JOHN,  COP 

166   PRESENT,  RANDALL  LEE,  LT,  PD 

172   SHAVER,  CHARLES  HALLACE,  LT,  PD 

158   STEHART,  HAYNE  ARTHUR,  DET  SGT,  PD 
58  *  THOREN,  RICHARD  FLOYD,  LIEUTENANT,  PD 

119   HALLACE,  LAHRENCE  ALLAN,  CHF  OF  DET,  PD 
JAMESVILLE 

138   ADAMS,  JACK  FREDERICK,  PTLM,  PARKS  &  REC 
JOHNSON  CITY 

113   ADAMS,  DONALD  F,  ASST  CHF,  PD 

135  »  BIDHELL,  CLIFFORD  BRUCE,  SGT,  PD 

190  BRENNER,  DAVID  EDHARD,  LT,  PD 
102  It   CLARK,  ROBERT  L,  DET  SGT,  PD 
158   HANNON,  DENNIS  FRANK,  DET  LT,  PD 

112  tt   HENNE,  ROBERT  L,  JR,  LT,  PD 
164  tt   JEHETT,  RODNEY  J,  COP 

44  tt   LAMPHERE,  ALFRED  J.,  ASST  CHF,  PD 
123   MCCOY,  RICHARD  HILLIAM,  DET,  PD 
107  It   MCMANAMON,  FRANCIS  I,  CPT,  PD 
199   POTTS,  DOUGLAS  PAUL,  ASST  CHF,  PD 
JOHNSTOHN 
129   DAGGETT,  THOMAS  L,  USHF,  FULTON  CO  SD 

99  tt   KANE,  EDHARD  J,  COP 

97   HANDEL,  ROBERT  M. ,  SHF,  FULTON  CO  SD 
KENMORE 
181   CARUANA,  STEPHEN  CHARLES,  LT,  TOHN  OF  TONAHANDA 

97  It   JEHELL,  THEODORE  P,  CHF,  TOHN  OF  TONAHANDA 

191  KLIPFEL,  PETER  FRANCIS,  CPT,  TOHN  OF  TONAHANDA  PD 
31  #  PRINDIVILLE,  GEORGE  H,  LT ,  PD 

KINGSTON 
101  *  BASCHNAGEL,  HALTER  T,  SHF  OF  ULSTER  CO 
34  *  KRUH,  HILLIAM  A.,  DETECTIVE,  PD 
166   MCDOHELL,  JAMES  MICHAEL,  LT,  NY  SPOL 
131  *  POST,  KENNETH  HAYNE,  INSPR,  ULSTER  CO  SO 
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192  SCHATZEL,  JOHN  FRANCIS,  LT,  PD 
178   HALLACE,  JOHN  HILLIAM,  DET  LT,  PD 

LACKAHANNA 
106   KUNA,  JAMES  T.,  LT,  PD 

98  STARTEK,  RICHARD  L,  DIR,  CRIME  PREVENTION  BU 
LAKE  GEORGE 

139   PARENT,  BRUCE  FORREST,  LT,  HARREN  CO  SD 
LAKE  KATRINE 

193  TURNER,  GEORGE  BRIAN,  CPT,  ULSTER  PD 
LAKEHOOD 

183   BENTLEY,  JOHN  ROGER,  II,  LT,  LAKEHOOD-BUSTI  PD 
LANCASTER 

99  HASTRICH,  HILLIAM  E.,  DET  LT,  PD 
SZUMINSKI,  JEROME  LESLIE,  DET  SGT,  VILLAGE  OF  LANCASTER 
TRZEHIECZYNSKI,  LEON,  CPT,  PD 


151 

196 

LATHAM 

174 


BRESLIN,  THOMAS  JOSEPH,  JR,  LT,  TOHN  OF  COLONIE  PD 
145  #  FIALKA,  DONALD  JOSEPH,  LT,  TOHN  OF  COLONIE  PD 
187   GERACI,  MICHAEL  NICHOLAS,  LT,  TOHN  OF  COLONIE  PD 
GREBERT,  JOHN  PATRICK,  CHF  OF  TN  OF  COLONIE 
HEISS,  RICHARD  HOHARD,  SGT,  TOHN  OF  COLONIE  PD 


161 

198 

LEROY 

139 


STEFFENILLA,  SAMUEL  CHARLES,  COP 
LEHISTON 

168   HINKLEY,  RONALD  ROBERT,  COP 
LIBERTY 

96   BITJEMAN,  HILBERT  H. ,  COP 
128   EISLEY,  EDHARD  ALBERT,  COP 
LITTLE  NECK 

149   MULHALL,  HILLIAM  PATRICK,  FIRE  MARSHALL,  BU  OF  FIRE  INV 
LITTLE  VALLEY 
183   DUSTMAN,  ERNEST  JAY,  USHF,  CATTARAUGUS  CO  SD 

GRUBE,  JOSEPH  CLIFFORD,  DET  SGT,  CATTARAUGUS  CO  SO 
JOHN,  DENNIS  BERNARD,  SGT,  CATTARAUGUS  CO  SO 
MALAK,  MICHAEL  JOSEPH,  INVSTGR,  CATTARAUGUS  CO  DA  OFC 
TRAVIS,  ERNEST  R,  DET  LT,  CATTARAUGUS  CO  SD 
51  #  UHL,  ROBERT  DAY,  DET  SGT.  CATTARAUGUS  CO  SO 
LOCKPORT 
170   CARLIN,  CHRISTOPHER  JAMES,  SGT,  NIAGARA  CO  SD 
FIEGL,  THOMAS  H. ,  CAPTAIN,  PD 
LEYDEN,  J.  PAUL,  COP 
MERRITT,  NEIL  BRIAN,  CPT,  PD 
NEHMAN,  HENRY  B,  III,  CPT,  PD 
ST  ONGE,  JEFFREY  LYNN,  CPT,  PD 
HALE,  GEORGE  V.,  LIEUTENANT,  PD 

HESOLOHSKI,  JAMES  ANTHONY,  INVSTGR,  NIAGARA  CO  SO 
HRIGHT,  BRUCE  ROBERT,  CPT,  PD 
LONG  BEACH 

80  tt   LANE,  JOSEPH  F.,  DEPUTY  INSPECTOR,  PD 
199   RADIN,  JOHN  ROBERT,  JR,  LT,  PD 
LONG  ISLAND 

166   PRIAL,  MARY  THERESE,  OFCR,  NASSAU  CO  PD 
LYNBROOK 
114  tt   KEHR,  FRANK  F.,  COP 


199 
188 
178 
112 


113 
87 
169 
107 
142 
72 
149 
135 


LYONS 

64 

112 

83 

117 

155 


BURNS,  ROBERT  H. ,  SHF  OF  HAYNE  CO 
HEROLD,  RAYMOND  H,  CHF  DEP,  HAYNE  CO  SD 
HURLEY,  JAMES  F.,  SHF  OF  HAYNE  CO 
PISCIOTTI,  RICHARD  J,  SHF  OF  HAYNE  CO  SD 
PULVER,  HILLIAM  EDHARD,  USHF,  HAYNE  CO  SD 
MA  HO  PAC 

141  It   PEASE,  HILLIAM  ANTHONY,  POLICE  COMMISSIONER 
MAHOPAC 

24  *  BARRETT,  HALLACE  C. ,  PTLM,  TN  OF  CARMEL,  PD 
157   EVANS,  RUSSELL  COLERIDGE,  COP 
MAMARONECK 
178   KOZIAK,  ROBERT  ZYGMONT,  LT,  MAMARONECK  TOHN  PD 
170  #  MUNCH,  PAUL  ALAN,  COP 
MANLIUS 
193   BARRY,  KEVIN  HILLIAM,  LT,  PD 

183   BLEYLE,  HILLIAM  ROBERT,  CPT,  TOHN  OF  MANLIUS  PD 
109   CAPRIA,  LEO  N,  COP 


89   CARBERY,  RICHARD  E, 
MASSAPEQUA  PARK 

180   HHITE,  MARK  EDHARD, 
MASSENA 

16  tt   SHATRAH,  DARHIN  D.  , 
MAYVILLE 
127   ADAMS,  JEROME  G,  LT 
ANDERSON,  R.  HAYNE, 


COP 

LT,  SUFFOLK  CO  PD 

CHIEF  OF  POLICE,  PD 


CHAUTAUQUA  CO  SD 
SGT,  CHAUTAUQUA  CO  SD 
BEHM,  CARL  EUGENE,  SGT,  CHAUT  AUQUA  CO  SD 
DRAKE,  THOMAS  E,  LT,  CHAUTAUQUA  CO  SD 
ERNEHEIN,  JEROME  C. ,  USHF,  CHAUTAUQUA  CO  SD 
FROST,  DANNY  ERNEST,  SGT,  CHAUTAUQUA  CO  SD 
SALETTA,  RICHARD  JOSEPH,  SGT,  CHAUTAUQUA  CO  SO 
SIRIANNO,  JOHN  LEROY,  CPT,  CHAUTAUQUA  CO  SD 
TORNSTROM,  HILLIAM  A.,  SERGEANT,  CHAUTAUQUA  CO.  SD 
VANVLACK,  DALE  H. ,  CPT,  CHAUTAUQUA  CO  SD 


102  n 

106  # 

187 
98 

167 

145  tt 

120 

114 

110 
MEDINA 

149   MORGAN,  RAYMOND  PETER,  ASST  CHF,  PD 
MIDDLETOHN 

144   DEBLOCK,  HILLIAM  JOHN,  MAJ,  NY  SPOL 
98  It   HALLINAN,  HILLIAM  R,  LT,  PD 

155   HAHKER,  ARTHUR  JOSEPH,  LT,  NY  SPOL 
53  It   HILL,  RAYMOND  J.,  DET  LT,  PD 

105   KOHALIK,  STANLEY  M. ,  CPT,  NY  SPOL 

142   ODONNELL,  JAMES  DESMOND,  MAJ,  NY  SPOL 
MINEOLA 

190   ALLEYNE,  CLARENCE  C,  JR,  DET,  NASSAU  CO  PD 

178   ANDERSON,  VASHTI  TRUMELIA,  DET,  NASSAU  CO  PD 
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197 
137 
170 

101  tt 
177  tt 
130 
141 
159 
141 
131  tt 
154 
133  tt 
148 

96  tt 
114  tt 
1B2 
143 
129 

70  tt 
134 
112 
198 
163 
173 
188 
172 

71  tt 
120 
169 
132 
128 
126 
125  tt 
193 
139 
142 
120 
195 
104 
146 

76  tt 
127 

72  tt 
151 

95 
156 
149 
194 
174 
130  tt 
121 

69  tt 
190 

4  tt 
167 
144 
162 

99 
136 
191 
118 
186 
168 

97 
160 
165 

91 
189 
187 
119 
153 

92  tt 

102  * 
150 
171 
161 
181 
128  tt 

73  tt 

122  tt 
185 
164 

90  tt 
137 

123  tt 
152 
196 

78  tt 
180 
115 
106 
199 

40  tt 
124 

94 
140 

103  tt 
176 
184 
179 


NASSAU  CO  PD 
DET  SGT,  NASSAU  CO  PD 
NASSAU  CO  PD 
NASSAU  CO  PD 
INSPR,  NASSAU  CO  PD 


DAVIS, 
DURYEE 
ESSEX, 
FALLON 


AZZATA,  JOHN  JOSEPH,  DET  SGT,  NASSAU  CO  PD 
BARRY,  DENNIS  ROBERT,  SGT,  NASSAU  CO  PD 
BEACH,  SEAN  CHARLES,  LT,  NASSAU  CO  PD 
BEACH,  WILLIAM  J.,  DET  LT,  NASSAU  CO  PD 
BECKLEY,  MICHAEL  PAUL,  LT,  NASSAU  CO  PD 
BEHRENS,  LENORA  ELLEN,  SGT,  NASSAU  CO  PD 
BLAZEJEHSKI,  CARL,  LT,  NASSAU  CO  PD 
BLESSINGER,  PHILIP  THOMAS,  SGT,  NASSAU  CO  PD 
BRADY,  MATTHEH  PATRICK,  JR,  LT,  NASSAU  CO  PD 
BUCKLEY,  HILLIAM  D,  LT, 
CALLAHAN,  HENRY  JOSEPH, 
CAMPANELLA,  CARL  A,  LT, 
CAPUTO,  JAY  SCOTT,  CPT, 
CHAMBERS,  JOSEPH  P,  DEP 
CLARK,  JOSEPH  J,  DET,  NASSAU  CO  PD 
COMEAU,  LAHRENCE,  LT,  NASSAU  CO  PD 
COSTELLO,  JOHN  L,  DEP  CHF,  NASSAU  CO  PD 
CRAHFORD,  RAYMOND  LEROY,  DEP  CHF,  NASSAU  CO  PD 
CUMMINGS,  JOHN  J.,  ASST  CHF  INSPR,  NASSAU  CO  PD 
DALEY,  CLIFF  DENNIS,  INSPR,  NASSAU  CO  PD 

GEORGE  L,  III,  CHF  OF  DET,  NASSAU  CO  PD 
BRUCE  HILLIAM,  DET  SGT,  NASSAU  CO  PD 

THOMAS  JOSEPH,  LT,  NASSAU  CO  PD 
JOHN  GERARD,  LT,  NASSAU  CO  PD 
FARRELL,  DENNIS  HILLIAM,  DET  SGT,  NASSAU  CO  PD 
FAUST,  HERBERT  RONALD,  ASST  CHF,  NASSAU  CO  PD 
FRANK,  LOUIS  J.,  COMR,  NASSAU  CO  PD 
GALANTI,  VINCENT  ARMAND,  INSPR,  NASSAU  CO  PD 
GAMBINO,  ANTHONY  ALBERT,  SGT,  NASSAU  CO  PD 
GARSIDE,  JAMES  FRANCIS,  INSPR,  NASSAU  CO  PD 
GATTA,  ROCCO  J,  CHF  OF  DET,  NASSAU  CO  PD 
GEIGER,  OTTO,  DEP  CHF,  NASSAU  CO  PD 
GLOCK,  BRIAN  NICHOLAS,  SGT,  NASSAU  CO  PD 
GOULD,  MICHAEL  S,  LT,  NASSAU  CO  PD 
GRANELLE,  JAMES  DANIEL,  DET  LT,  NASSAU  CO  PD 
GROSS,  HAROLD  DENNIS,  SGT,  NASSAU  CO  PD 
GUTERSLOH,  HILLIAM  FREDERICK,  DEP  INSPR,  NASSAU  CO  PD 
HALBOHN,  DONALD  FRANCIS,  CPT,  NASSAU  CO  PD 
HAMMERSMITH,  GUY  C. ,  INSPR,  NASSAU  CO  PD 
HANLEY,  RICHARD  MICHAEL,  LT,  NASSAU  CO  PD 
HEUERMANN,  GEORGE  H. ,  ASST  CHF  INSPR,  NASSAU  CO  PD 
JENKINS,  ERIC,  LT,  NASSAU  CO  PD 
KING,  HILLIAM  F,  CHF  OF  OPERATIONS,  NASSAU  CO  P 
KINIRONS,  THOMAS  CHRISTOPHER,  DET  SGT,  NASSAU  CO  PD 
KRAMER,  CHARLES  H,  INSPR,  NASSAU  CO  PD 
KRETZ,  RAYMOND  AUGUST,  JR,  SGT,  NASSAU  CO  PD 
KUNDA,  NICHOLAS  JOSEPH,  LT,  NASSAU  CO  PD 
LAIBACH,  CAROLYN,  CPT,  NASSAU  CO  PD 
LAURSEN,  RICHARD  THOMAS,  DET  SGT,  NASSAU  CO  PD 
LAYDEN,  JOHN  JOSEPH,  LT,  NASSAU  CO  PD 
LOONEY,  PATRICK  GERALD,  DEP  CHF,  NASSAU  CO  PD 
LOONEY,  WALTER  ADAMS,  ASST  CHF  INSPR,  NASSAU  CO  PD 
MARRERO,  WILSON,  DET,  NASSAU  CO  PD 
MAYFORTH,  JESSE,  ACTING  LT,  NASSAU  CO  PD 
MCCARRICK,  RICHARD  CHARLES,  CPT,  NASSAU  CO  PD 
MCGOFF,  KENNETH,  INSPR,  NASSAU  CO  PD 
MCGOVERN,  ALLEN  PAUL,  LT,  NASSAU  CO  PD 
MCGOVERN,  FRANCIS  R,  INSPR,  NASSAU  CO  PD 
MCHALE,  WILLIAM  JOSEPH,  INSPR,  NASSAU  CO  PD 
MCINTYRE,  LORRAINE,  POL  OFCR,  NASSAU  CO  PD 
MCKEON,  JOHN  PETER,  LT,  NASSAU  CO  PD 

LT,  NASSAU  CO  PD 
JR,  CPT,  NASSAU  CO  PD 
RICHARD  K,  DET  LT,  NASSAU  CO  PD 
RONALD  CHARLES,  DET  LT,  NASSAU  CO  PD 

LT,  NASSAU  CO  PD 
ANDREH  W,  DEP  CHF,  NASSAU  CO  PD 
MULVEY,  LAWRENCE  WILLIAM,  DEP  INSPR,  NASSAU  CO  PD 
MUSCARNERA,  VINCENT  JOSEPH,  INSPR,  NASSAU  CO  PD 
MYERS,  WILLIAM  THOMAS,  DET  SGT,  NASSAU  CO  PD 
NEHBERT,  ROBERT  MICHAEL,  SGT,  NASSAU  CO  PD 
NEHMAN,  LOIS  H,  DET  SGT,  NASSAU  CO  PD 
NOLAN,  JOHN  F.,  DET  LT,  NASSAU  CO  PD 
NUZZI,  ANTHONY,  JR,  OFCR,  NASSAU  CO  PD 
OCALLAGHAN,  KAREN  EDNA,  SGT,  NASSAU  CO  PD 
OCONNOR,  PATRICK  THOMAS,  LT,  NASSAU  CO  PD 
ODONNELL,  RICHARD  JOHN,  CPT,  NASSAU  CO  PD 
OLEARY,  HAROLD  RICHARD,  DET  SGT,  NASSAU  CO  PD 
ORTICELLE,  ANTHONY  A.,  DEP  COMMISSIONER,  NASSAU  CO  PD 
PETZ,  DENNIS  ALBERT,  DET  SGT,  NASSAU  CO  PD 
POZUN,  ANTHONY  LOUIS,  SGT,  NASSAU  CO  PD 
QUINN,  GREGORY  THOMAS,  DET  SGT,  NASSAU  CO  PD 
REDICAN,  VINCENT  J.,  DEPUTY  CHIEF  INSPECTOR,  NASSAU 
REITTINGER,  RICHARD  BARTON,  DET  SGT,  NASSAU  CO  PD 
REPETTI,  GARY  JOSEPH,  DET  LT,  NASSAU  CO  PD 
ROCCO,  ANTHONY  WILLIAM,  INSPR,  NASSAU  CO  PD 
SALZ,  STEVEN  ANDREW,  LT,  NASSAU  CO  PD 
SANDIE,  ROBERT  F.,  DEPUTY  INSPECTOR,  NASSAU  COUNT 
SCHEINER,  ADAM,  SGT,  NASSAU  CO  PD 
SEAY,  WAYNE  T,  CHF  OF  DET,  NASSAU  CO  PD 
SEFTON,  ROBERT  S,  DEP  CHF,  NASSAU  CO  PD 
SHAPIRO,  GARY  STUART,  DET  SGT,  NASSAU  CO  PD 
SHEEHAN,  JOHN  B.,  CPT,  NASSAU  CO  PD 
SINCLAIR,  THOMAS  EDWARD,  LT,  NASSAU  CO  PD 
SMITH,  TRACY  L,  CHF,  NASSAU  COUNTY  PD 
SOLDO,  SAVERIO,  LT,  NASSAU  CO  PD 
SONDERGAARD,  DONALD  L.,  DET  SGT,  NASSAU  CO  PD 
TAGLE,  PALMER  GEORGE,  DEP  INSPR,  NASSAU  CO  PD 
TORRES,  JOSEPH  MICHAEL,  DET  SGT,  NASSAU  CO  PD 
TULLY,  PAUL  ANTHONY,  DEP  INSPR,  NASSAU  CO  PD 


MITCHELL,  EDWARD  JAMES, 

MONAHAN,  RICHARD  PHILIP, 

MUELLER, 

MUELLER, 

MULRAIN,  ANDREW  MICHAEL, 

MULRAIN, 


TURK,  ROBERT  MICHAEL,  LT,  NASSAU  CO  PD 

VAN  WALLENDAEL,  WESLEY  E,  JR,  LT,  NASSAU  CO  PD 

VARNEY,  FRANCIS  J,  LT,  NASSAU  CO  PD 

WALSH,  GARRETT  DAVID,  SGT,  NASSAU  CO  PD 

HEBER,  BRIAN  A,  SGT,  NASSAU  CO  PD 

WEINGARTEN,  ROBERT  H,  CHF  OF  DET,  NASSAU  CO  PD 

WHITE,  GEORGE  DONALD,  INSPTR,  NASSAU  CO  PD 

WIGNES,  HAROLD  J,  ASST  CHF,  NASSAU  CO  PD 

HILLETT,  WILLIAM  J,  CHF  OF  SUPPORT,  NASSAU  CO  PD 

YACCARINO,  ROBERT  P,  ASST  CHF,  NASSAU  CO  PD 

YALE,  JOAN  P,  CPT,  NASSAU  CO  PD 


192 
175 
105  tt 
145 
135  tt 

91  tt 
118 
100  tt 

84 

93 

113 

MONROE 

178  GIUDICE,  DOMINIC  WILLIAM,  JR,  COP, 
MONTICELLO 

108  tt   BALBIRER,  RALPH,  CHF  DEP,  SULLIVAN  CO  SD 

191   BRENNAN,  MICHAEL  EUGENE,  COP 

103  tt   RAMSAY,  WALTER  J,  COP 
MOUNT  KISCO 

177   DAGOSTINO,  ROBERT  JOSEPH,  LT,  PD 
MOUNT  VERNON 

151   DUNCAN,  RICHARD  EDGAR,  III,  LT,  PD 

164   MOSCA,  MICHAEL  F,  CPT,  PD 
46  tt   REZZA,  THOMAS  E.,  LIEUTENANT,  PD 

185  ROLAND,  JOHN  WILLIAM,  JR,  LT,  PD 
163   TRIPPODO,  JOSEPH  MICHAEL,  JR,  LT,  PD 

NEPONSIT 

163   FELLNER,  MICHAEL,  LT,  USPP 
NEH  CITY 

98  tt   AMBROSE,  JOHN  J.,  CHF,  TN  OF  CLARKSTOWN 

191   COLANTONIO,  STEPHEN  JOSEPH,  DET,  ROCKLAND  CO  DA  OFC 

196  COONEY,  PATRICK  JOSEPH,  SGT,  ROCKLAND  CO  SO 
181   DELO,  CHARLES  THOMAS,  LT,  TN  OF  CLARKSTOWN  PD 

70  tt   EISGRAU,  DHIGHT  M.  ,  CPT,  CLARKSTOWN  PD 

194  FALCO,  LOUIS,  III,  SGT,  ROCKLAND  CO  SD 

197  MAHON,  ROBERT  GERARD,  LT,  CLARKSTOWN  PD 
191   NOONAN,  PETER  THOMAS,  LT,  CLARKSTOWN  PD 

198  ONEILL,  TIMOTHY  BERNARD,  SGT,  CLARKSTOWN  PD 

195  PRENDERGAST,  THOMAS  JOSEPH,  LT,  CLARKSTOWN  PD 

140  RYAN,  MARY  ELIZABETH,  CRIM  INVSTGR,  ROCKLAND  CO  DA  0 
95   SHEA,  DAVID,  CRIM  INVSTGR,  ROCKLAND  CO  SD 

172   SHERWOOD,  WILLIAM  THOMAS,  LT,  TOWN  OF  CLARKSTOWN  PD 
190   WHITE,  VINCENT  ANDREW,  LT,  CLARKSTOWN  PD 

NEH  HARTFORD 

87  *  ROMAN,  MAYNARD  T,  ZONE  SGT,  NY  SPOL 

NEW  PALTZ 

196  FANELLI,  PETER  GEORGE,  CPT,  NYS  ENVIRONMENTAL  CONSERV 

141  WASHBURN,  EARL  T,  CPT,  NY  DEPT  OF  ENVIRONMENTAL 
NEW  ROCHELLE 

108   CARBONI,  JOHN  J,  CPT,  PD 

148  tt   COYNE,  JAMES  C,  CPT,  PD 
116  tt   DRAGONE,  GAETON  J,  CPT,  PD 
162  tt   GARCIA,  LUIS  ALBERTO,  LT,  PD 

166   GARDY,  FREDERICK  LAWRENCE,  LT,  PD 

129   HALBEKATH,  ERIC,  LT,  PD 

151   HURLEY,  MICHAEL  JOSEPH,  SGT,  PD 

114  JOHNSON,  DELORES,  LT,  PD 

157   MCLOUGHLIN,  THOMAS  AUGUSTINE,  DET  LT,  PD 
53  tt   MEEHAN,  JOHN  J.,  CAPTAIN,  PD 

132  MERGENTHALER,  JAMES  PATRICK,  SGT,  PD 

139  tt   PADRUCCO,  DENNIS  J,  LT,  PD 

127  SCHALLER,  JOSEPH  F,  CPT,  PD 

122  SPEARE,  CHARLES  DAVID,  SGT,  PD 

91  tt   TOONE,  ALEX  S,  DEP  COMMISSIONER,  PD 
121   ZUMMO,  LOUIS  MICHAEL,  CPT,  PD 
NEH  WINDSOR 

186  BIASOTTI,  MICHAEL  CHARLES,  LT,  PD 
125   GREEN,  GEORGE  ALAN,  SGT,  PD 

183   KOURY,  WALTER  CHARLES,  COP 
NEH  YORK 
195   ACERBO,  CHRISTOPHER,  LT,  PD 

105  ADAMS,  CHARLES  J,  EXEC  DIR,  NYS  OFC  OF  PROF  DSCP 
153   ADAMS,  CORNELL  THOMAS,  DET,  PD 

115  tt   ALBERTS,  FRANCIS  J.,  LT,  PD 

106  tt   ALIFANO,  CHARLES  H,  DEP  INSPR,  PD 
185   ALVAREZ,  RONALD  JAY,  LT,  PD 

128  AMODEO,  JOSEPH  DENNIS,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

149  ANGLADA,  RAUL,  DET,  PD 

153   APONTE,  CESAR  L,  INV,  NY  CO  DA'S  OFC 

133  ARAKEL,  ROBERT  RICHARD,  LT,  PD 
147  tt   ARROYO,  RICHARD  L,  JR,  DET,  PD 

125  ASHWOOD,  CARLOS  ANTONIO,  DET,  NYC  DEPT  OF  INVSTG 

199  BAGGS,  RICHARD  THOMAS,  LT,  PD 

190  BALDINO,  ALFRED  ACHILLES,  JR,  SGT,  PD 

161  BANKS,  PHILIP,  JR,  SGT.PD 
94  tt   BARTOSZEK,  PETER  C,  LT,  PD 

162  BAUZA,  LUIS  NOEL,  JR,  DET,  PD 

126  BEATTIE,  HENRY  JOSEPH,  LT,  PD 

140  tt   BECACCIO,  JACK  J,  LT,  PD 
146   BERGER,  DARRYL  N,  LT,  PD 

73  tt   BERRYMAN,  JOHN  H,  DEP  INSPR,  PD 

127  tt   BEST,  GEORGE  MCLEARY,  SGT,  PD 

197  BIEGEL,  STEPHEN  WILLIAM,  LT,  PD 
157   BILLS,  SYLVESTER,  SGT,  NYC  PD 

191  BLANCHARD,  GEORGE  CHRISTOPHER,  LT,  PD 

179  BLOZIS,  JOSEPH,  SGT,  PD 

123  BOCCONE,  JOHN  COSMO,  DET,  PD 

91   BOLAND,  JOHN  P.,  INSPR,  PORT  OF  NY  AND  NJ  PD 

81  tt   BOLAND,  MARVIN,  INSPR,  PD 
194   BOLOGNA,  ANTHONY  VITO,  LT,  PD 
191   BONANNO,  STEPHEN,  CPT,  PD 


PAGE 
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NEH  YORK  -  NEH  YORK 


180 
187 
141 
170 
136 
133 
179 
108 

9* 
1*7 
139  * 
127 

98  tt 
1*0 
183 
139 
19* 
136 
137 
111  I 
158 
108  # 
173 
1*9  # 

69  f 
1*0 
131 
132 
11* 
151 

95  i 

92  tt 
165 
111 
18* 
132 
127 
198 
150  tt 
1*9 
1*9 
111  tt 
131 

i**  tt 

98  tt 
1*5 
103  tt 
106  tt 
181 

93  # 
93 

116 

152 

131 

198 

1*2  tt 

150 

11* 

95  tt 
157 
13* 
118 
1*0  tt 
1*8 
1*1  tt 

95 
192 
186 
117 
139  tt 
196 
133 
130 
185 
187 
1*8 
159 
1** 
153 
19* 

96 
186 
177 
138 
130  tt 
187 
138 
126 
18* 
192 
185 
180 

98 
129 

96 
165 
1** 
166 
1*2  tt 

96  It 


BOOOY,  LEE  CRENSHAH,  LT,  PD 

BOUGHTON,  PATRICK  SIMON,  SGT,  PD 

BOWMAN,  HILLIAM  NICK,  SA,  NY  COMH  OF  INVSTGN 

BRAOY,  JOHN  JAMES,  LT,  PD 
It   BRANDT,  ROBERT  JOHN,  DET,  PD 

BRENNAN,  JOHN  P,  LT,  PD 

BROHN,  ALBERT  JOSEPH,  CPT,  NYC  HOUSING  PD 

BUCKLEY,  MAURICE,  INSPR,  PD 
It   BURKE,  EUGENE  J.,  CPT,  PD 

BURKE,  JAMES  KIERAN,  DET,  PD 
tt   BURKE,  KATHLEEN  MARIE,  DET,  PD 

BURKE,  ROBERT  FRANCIS,  ASST  CHF,  PD 
tt   BURKE,  HILLIAM  M.  ,  INSPR,  PD 

BURKHALTER,  GERALD,  SGT,  PD 

BYRNE,  JAMES  F,  LT,  PD 

CACHIE,  ALBERT  EDHARD,  DET,  PD 

CAMPBELL,  DAVID  MICHAEL,  LT,  PD 

CAMPISI,  CHARLES  VINCENT,  CHF  INTERNAL  AFFAIRS  BU,  PD 

CANNON,  JOSEPH  DANIEL,  LT,  NYC  TRANSIT  PD 
It   CANTHELL,  ROBERT  H,  CPT,  PD 

CARACAPPA,  DOMENICK,  LT,  NYC  HOUSING  AUTH 

#  CARACCI,  JOSEPH  J,  SGT,  PD 
CARCATERRA,  SALVATORE  FRANK,  LT,  PD 

tt   CARLIN,  JAMES  CHARLES,  LT,  PD 

It   CARON,  JOSEPH  HILLIAM,  DEP  INSPR,  PORT  OF  NY  AUTH  POL 

CASEY,  BERNARD  THOMAS,  FIRE  MARSHAL,  NYC  FIRE  DEPT 

CASEY,  HILLIAM  MICHAEL,  DEP  CHF,  PD 

CEDENO,  JAIME,  SA,  FBI  (US  FED  PROTECTIVE  SER 

CESARETTI,  RENATO  C,  SGT,  PD 

CHIARINI,  STEPHEN  PHILIP,  SGT,  PD 
tt  CHRISTIAN,  JOSEPH  H.  ,  JR.,  LT,  PD 
It   CHRISTY,  ARTHUR  F.,  DEP  CHF  INSPR,  NY  TRANSIT  PD 

CHU,  DOUGLAS,  DET,  PD 

CIACCIO,  JAMES  T.,  DET  SGT,  PORT  AUTH  PD 

CLANCY,  CORNELIUS  PATRICK,  JR,  SGT,  PD 

CLARKE,  JAMES  GARRISON,  LT,  PD 

CLARKE,  THOMAS  JOSEPH,  DEP  CHF  FIRE  MARSHAL,  NYC  FIRE 

CLIFFORD,  RICHARD  J,  LT,  PD 
tt   COAKLEY,  ROY  WILLIAM,  SGT,  PD 

CODIGLIA,  JOHN  PAUL,  LT,  PD 

COLE,  LESLIE  C,  DEP  CHF  INVSTGR,  NY  CO  DA  OFC 
It   COLEMAN,  CHARLES  E.,  LT,  PD 

COLEMAN,  GREGORY  PAUL,  SGT,  PD 

#  COLON,  ANTONIO,  INVSTGR,  US  EPA 

#  COMISKEY,  JOHN  P.,  SGT,  PD 
COMPARETTO,  JOHN  MARIO,  LT,  PD 

tt   COMPERIATI,  JOSEPH  A.,  DEP  INSPR,  PD 
tt   CONDIOTTI,  IRVING,  LT,  PD 

CONDON,  GLENN  STEVEN,  CPT,  PD 

CONNERY,  HALTER  P,  DEP  INSPR,  PD 

CONNOLLY,  CHARLES  P,  ASST  VP,  NYC  HEALTH  &  HOSPITAL 

CONROY,  HILLIAM  P.,  DEP  CHF,  PD 

CORCHADO,  DIANA  AHILDA,  DET,  PD 

CORDERO,  ROBERT,  FIRE  MARSHALL,  NYC  FIRE  DEPT 

CORDES,  JOSEPH  MICHAEL,  CPT,  PD 

CORDOVA,  ALFRED,  CPT,  PD 

COUGHLAN,  DOUGLAS,  JR,  LT,  PD 

COUSAR,  JOHNNY,  DET,  PD 

COX,  HILLIAM  J,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

CRAHFORD,  ARTHUR  JAMES,  FIRE  MARSHAL,  NYC  FIRE  DEPT 

CRAHLEY,  HILLIAM  JOSEPH,  JR,  LT,  PD 

CREAN,  JAMES  RAYMOND,  CPT,  PD 

CRUZ,  VICTOR  RAFAEL,  SGT,  PD 

CUFF,  ELLIOTT  LORENZO,  SGT,  PD 

CULLEN,  JOHN  JOSEPH,  DEP  INSPR,  NYC  TRANSIT  PD 

CULLEY,  JOHN  A.,  LT,  PD 

CULLY,  KENNETH  M,  CPT,  PD 

CUHMINGS,  MICHAEL  ANDREH,  SGT,  PD 

CUNNINGHAM,  DENNIS  J.,  DEP  INSPR,  PD 

CUOCOLO,  ROBERT  VINCENT,  DET,  PD 

CURRY,  HARREN  PAUL,  CPT,  PD 

DADAMO,  JOHN,  INSPR,  NYC  HOUSING  AUTH  PD 

DAMICO,  JOSEPH  FRANK,  CHF  INVSTGR,  NASSAU  CS  COMM 

DANDY,  CREOLA  CORNELIA,  LT,  PD 

DATO,  STEVEN  THOMAS,  SGT,  PD 

DAVIS,  GRANVILLE  ROSENTHAL,  SGT  INVSTGR,  PD 

DAVIS,  JAMES  JOSEPH,  LT,  PD 

DAVIS,  STEPHEN  PAUL,  CPT,  PD 

DEACY,  EDHARD  PATRICK,  DET,  PD 

DEAN,  JAMES  CARL,  CPT,  PD 

DECKER,  JOHN,  CMDR,  PD 

DEFRANCO,  STEVEN  A,  LT,  PD 

DEL  ROSARIO,  GONZALO  KUIZON,  LT,  PD 

DESTEFANO,  NICHOLAS  ANTHONY,  CPT,  NYC  HOUSING  AUTH  PD 

DETTMANN,  EDMUND  PAUL,  DET  LT,  NYC  TRANSIT  POL 

DICE,  JEANETTE  PATRICIA,  SGT,  PD 

DICHIARO,  ANTHONY  PETER,  EXEC  OFCR,  MANHATTAN  DAS  OFC 

DIMATTINA,  JOSEPH  B,  SGT,  PD 

DITRANI,  MICHAEL  JOSEPH,  LT,  PD 

DOLAN,  BRENDAN,  CPT,  PD 

DONOVAN,  TIMOTHY  PATRICK,  LT,  PD 

DOOLEY,  JOAN  THERESE,  SGT,  PD 

DOUGHERTY,  VINCENT  J.,  CPT,  PD 

DOWNWARD,  JOHN  HERBERT,  LT,  PD 

DOYLE,  EDHARD  J. ,  LT,  PD 

DRISCOLL,  DAVID  TRACY,  SGT,  PD 

DUFFY,  GARY,  LT,  PD 

DUFFY,  PHILIP  JAMES,  CPT,  NYC  HOUSING  AUTH  PD 

DUREN,  HOBART  THEODORE,  LT ,  NYC  HOUSING  AUTH  PD 

DURKIN,  MARTIN  E.,  LT,  PD 


165 
109 

57  tt 
15* 

86  * 
150 
17* 
112 
185 

9*  tt 
1*8 
159 
197 

58  * 
1*6 
189 
118 

92 

153  It 
159 
158  tt 
163 
10* 

75  tt 
120 
182 
1*1 
151 
108 
195 
126 
119 
128  # 
13*  # 
119  # 
198 
188 
132  * 
165 
128 
107  # 
1*3 
157 
189 
17* 
112 
119 
177 
100 
127  tt 
120 
119 
118  tt 
179 
1*3 
116  tt 
117 
135 
19* 
110 
1** 
123  tt 
193 
16*  It 
136  tt 
169 
173 
1*2 
125 
138 
11* 

70  tt 
197 
158 
166 
175 
182 
16* 
1*6 

93 
199 
181 
113  It 
178 
151 
116  It 
167 
118 
158 
1*5 
190 
156 
117 
172 
116  # 
100 
137 
12* 
165 
102  * 


EASON,  LINDSAY  EARL,  SGT,  PD 

EATON,  DESMOND  B.,  INSPR,  HOUSING  AUTH  PD 

ELTON,  THEODORE  HILLIAM,  DET  LT,  PORT  OF  NY  AUTH,  PD 

ESTAVILLO,  NICHOLAS,  CPT,  PD 

EYMER,  JOHN  A.,  DIR,  FED  PROTECTIVE  SERV  DIV, 

FALCONETTI,  THOMAS  JOSEPH,  CPT,  NYC  HOUSING  AUTH  PD 

FALZARANO,  MICHAEL,  LT,  PD 

FARALDO,  ANTHONY  M,  DEP  INSPR,  NYC  TRANSIT  PD 

FARRELL,  TIMOTHY  PATRICK,  SGT,  PD 

FENRICH,  RONALD  J.,  DEP  CHF,  PD 

FERGUSON,  GEORGE  ALOYSIUS,  SGT,  PD 

FIELDS,  LAHRENCE,  LT,  PORT  AUTH  OF  NY  &  NJ 

FINNEGAN,  KEVIN  FRANCIS,  LT,  PD 

FINNEY,  HOHARD  E.,  EXECUTIVE  DIR,  HATERFRONT  COMM 

FINUCANE,  KEVIN  PATRICK,  CPT,  NYC  HOUSING  AUTH  PD 

FITZGERALD,  KEVIN,  LT,  PD 

FITZGERALD,  HALTER  EDHARD,  CPT,  PD 

FOGARTY,  JAMES  P.,  INSPR,  PD 

FOGARTY,  KATHLEEN  ANNE,  LT,  PD 

FOLEY,  ELIZABETH  ANN,  DET,  PD 

FOLEY,  MICHAEL  OLIVER,  LT,  PD 

FONG,  DEHEY,  DEP  CHF,  PD 

FORKER,  EDWARD  C,  DEP  INSPR,  PORT  AUTH  OF  NY  AND 

FREDERICKS,  OLIVER  F.,  DEP  CHF  INSPR,  PD 

FREDERICKSEN,  ROBERT  EDWARD,  LT,  PD 

FREEMAN,  WILLIE  HERBERT,  LT,  PD 

FUCITO,  MICHAEL  JOSEPH,  CPT,  NYC  HOUSING  AUTH  PD 

GALEA,  JOHN  ALFERDIA,  SGT,  PD 

GALLAGHER,  THOMAS,  ASST  CHF,  PD 

GALLUCCI,  JOSEPH  ANTHONY,  CPT,  PD 

GANNON,  JOSEPH  JUDE,  DET,  PD 

GARDNER,  ROBERT  HARRY,  ASST  COMR,  NYC  DEPT  OF  FINANCE 

GARGAN,  JOSEPH  PATRICK,  LT,  PD 

GAUL,  CAROLE,  SR  INVSTGR,  DEPT  OF  INVSTGN 

GEBERTH,  VERNON  JAMES,  LT,  PD 

GENTILE,  DOMINIC  ANTHONY,  LT,  PD 

GERAGHTY,  MICHAEL  JAMES,  LT,  PD 

GERCHAK,  RALPH  EDHARD,  SGT,  PD 

GIANNETTO,  JOSEPH,  CPT,  NYC  TRANSIT  PD 

GILL,  ROBERT  FRANCIS,  SGT,  PD 

GILMARTIN,  JAMES  J,  LT,  PD 

GILMARTIN,  JOHN  FRANCIS,  DEP  INSPR,  PD 

GILPIN,  EDHARD  CHARLES,  LT,  NYC  HOUSING  AUTH  PD 

GIORGIO,  TONY,  LT,  PD 

GLOVER,  HARREN  JEFFREY,  SGT,  PD 

GLYNN,  ARLENE  J.,  SERGEANT,  PD 

GODINO,  JOSEPH,  INSPR,  NYC  PD 

GOMULA,  GARY  ROBERT,  LT,  PD 

GORDON,  ROBERT  T,  CPT,  PD 

GRANT,  MICHAEL  GERALD,  LT,  PD 

GRAZIANO,  JOHN  ANTHONY,  SGT,  PD 

GREENE,  JOE  LEE,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

GRENNAN,  SEAN  ANTHONY,  DET,  PD 

GRINAGE,  DAVID  FRANCIS,  SGT,  PD 

HALL,  LUDHICK  STIRLING,  LT,  PD 

HALLINAN,  KEVIN  M,  SERGEANT,  PD 

HALLINAN,  THOMAS  AUGUSTINE,  CHF  INVSTGR,  NYS  INVSTGN  CO 

HARDIMAN,  JOSEPH  FRANCIS,  LT,  PD 

HARDIMAN,  TIMOTHY  JAMES,  LT,  PD 

HARGROVE,  JAMES,  ASST  POL  COMR,  PD 

HARKINS,  THOMAS  FRANCIS,  DET,  PD 

HARNETT,  PATRICK  JOHN,  DEP  INSPR,  PD 

HARRINGTON,  MICHAEL,  CPT,  PD 

HARRIS,  JONAS  RUDOLPH,  LT,  PD 

HARRIS,  ROBERT  W,  LT,  NASSAU  CO  PAROLE  BOARD 

HARTNETT,  EDMUND  PHILIP,  CPT,  PD 

HARVEY,  WILLIAM  ANTHONY,  SGT,  PD 

HAUGHIE,  JOHN  THOMAS,  DET,  PD 

HAYNES,  CLAUDE  DORIEN,  LT,  PORT  AUTH  OF  NY  AND  NJ  PD 

HAZEL,  MELFORD  JOSEPH,  FIRE  MARSHAL,  SU  OF  FIRE  INVST 

HELBOCK,  JAMES  W,  DEP  CHF,  PD 

HERLIHY,  JAMES  W. ,  CAPTAIN,  PD 

HERLIHY,  HILLIAM  DENNIS,  CPT,  METRO  TRANSIT  AUTH  PD 

HERMAN,  HAROLD  MICHAEL,  DET,  PD 

HERTEL,  TIMOTHY  PATRICK,  LT,  PD 

HIGDON,  THOMAS  WESLEY,  LT,  PD 

HIGGINS,  CHRISTOPHER  SIMON,  SGT,  PD 

HIGGINS,  JOHN  PATRICK,  LT,  PD 

HIGGINSON,  MICHAEL  HUGH,  CPT,  PD 

HILL,  JOHN  J,  DEP  CHF,  PD 

HORNER,  TIMOTHY  VALENTINE,  CPT,  PD 

HOTHAN,  ERIC  DOUGLAS,  SGT,  PD 

HOHELL,  GROVER  D,  SGT,  PD 

HUGHES,  ROBERT  FRANCIS,  DEP  INSPR,  NYC  HOUSING  PD 

HUNT,  JOHN  PATRICK,  LT,  PD 

HUNT,  MARVIN  S,  INSPR,  NYC  HOUSING  AUTH  PD 

IOVINO,  ROBERT  ANTHONY,  LT,  PD 

IRIZARRY,  JOSEPH,  DEP  CHF,  NYC  HOUSING  AUTH 

JAFFE,  JOANNE,  INSPR,  PD 

JEFFERSON,  OUBEY  LANTER,  LT,  NYC  HOUSING  AUTH  PD 

JIRAK,  DONALD  JOSEPH,  LT,  PD 

JOHNSON,  ANTHONY  LEANDER,  DET,  PD 

JOHNSON,  JAMES  LEONARD,  DETECTIVE,  PD 

JONES,  DONNA  GAIL,  SGT,  PD 

JONES,  KENNETH  A.,  LT,  PD 

JONES,  ROBERT  J.,  DIR  OF  SEC,  QUEENS  COLLEGE 

JONES,  SEYMOUR  ANTHONY,  LT,  PD 

KAFKA,  RICHARD  JOHN,  LT,  PD 

KAMMERDENER,  CHARLES  STEPHEN,  INSPR,  NYC  HOUSING  AUTH  P 

KARCHIN,  SAMUEL  B,  LT,  PD 
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169  tt 
78  tt 
137 
160 
140 
128 

115  tt 
113  tt 
182 
168 
105  # 
139 
190 
199 
153 
196 
111  tt 
136  tt 
113 
119 
112 
120 

129  tt 
124 
193 
138 

91 

97 
138 

81  tt 
123 
171 
169 
143 
105 

116  tt 
192 
163 
167 
196 
151  # 
157 

97 
138 
170 
125 
137 

68 
121  tt 

90 
125 
126  tt 
119  tt 
130 
156 

62  tt 
162 
168 
131 

77  tt 

91  tt 
172 

92  tt 

130  tt 
189 
162  tt 
107  tt 
107  tt 
195 
135  tt 
196 
131 
103  tt 
184 
122 
171 
154 
133  tt 
181 
136 
154 
187 
110  tt 
180 
121  It 
135 
143 
184 
119 
124 
101  tt 
141  tt 
160 
133 
193 
125 
160 
150 
143 
191 


KAVANAGH,  JOHN  JAMES,  JR,  LT,  PD 

KEENAN,  JOHN  L.,  CHF  DET,  PD 

KEENEY,  JOSEPH,  CHF  OF  PTL,  NYC  HOUSING  PD 

KEESHAN,  EDHARD  JAMES,  JR,  ASST  CHF  INVSTGR,  NY  CO  DA 

KEHOE,  PATRICIA  ANN,  DET,  PD 

KELLEBREH,  IDA  LIN,  DET,  DEPT  OF  INVSTGN 

KELLY,  JOHN  J,  INSPR,  PD 

KELLY,  KENNETH  M,  SGT,  PD 

KELLY,  KIERAN  KEVIN,  LT,  PD 

KELLY,  TIMOTHY  PETER,  SGT,  PD 

KELLY,  HILLIAM  J,  INSPR,  PD 

KEMPF,  GERALD  A,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

KENNEDY,  LORETTA  MARY,  SGT,  PD 

KIKEL,  ROBERT  R,  LT,  PD 

KING,  RAYMOND  FRANCIS,  INSPR,  NYC  HOUSING  PD 

KLEIN,  THOMAS  NOEL,  LT,  PD 

KLINKENBERG,  KENNETH  J.,  DETECTIVE,  PD 

KNOBLICH,  HILLIAM  MARTIN,  FIRE  MARSHAL,  FIRE  DEPT 

KRIVITZKY,  MARVIN  H,  CHIEF,  NEH  YORK  CITY  HOUSING  A 

KUHN,  DONALD  AUGUST,  INSPR,  PD 

KUSS,  RUDOLF  L.,  SERGEANT,  PD 

LAFORGIA,  GERTRUDE,  CPT,  PD 

LAGANO,  FRANK  THOMAS,  LT,  PD 

LANDA,  MARTIN  LEONARD,  SGT,  PD 

LANDIN,  RUDOLPH,  INSPR,  PD 

LARSEN,  ARTHUR  JOHN,  ASST  DIR  OF  SEC,  BROOKLYN  COLL 

LAVIN,  BRIAN  F,  DEP  CHF,  PD 

LAWLESS,  THOMAS  P,  JR,  DEP  INSPR,  PD 

LEBRON,  RICHARD,  LT,  PD 

LEDEE,  ROBERT,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

LEKOS,  RONALD  NICHOLAS,  CPT,  PD 

LEMELLE,  KAREN  PATRICIA,  SGT,  PD 

LEMONS,  HENRY,  JR,  SGT,  PD 

LENNON,  HUGH  P,  SGT,  NYC  TRANSIT  PD 

LETTIERI,  JOHN  N.,  LT,  PD 

LIGHTFOOT,  JEROME,  DEP  CHF  INVSTGR,  NY  COMM  OF  IN 

LINDAHL,  KENNETH  F,  CPT,  PD 

LING,  KENNETH  WARREN,  LT,  PD 

LONGWORTH,  GREGORY  MICHAEL,  LT,  PD 

LOTTI,  TED  JEROME,  CPT,  PD 

LOUGHRAN,  JOHN  MICHAEL,  LT,  PD 

LUBOMSKI,  JOSEPH  EUGENE,  CPT,  PD 

LUISI,  CHARLES  A,  DEP  INSPR,  PD 

LYNCH,  JOHN  JOSEPH,  ASST  CHF,  METRO  COMMUTER  RR 

LYONS,  JOHN  ROBERT,  CPT,  NYC  HOUSING  AUTH  PD 

MADDEN,  THOMAS  LEO,  LT,  PD 

MADIGAN,  JOHN  FRANCIS,  LT,  PD 

MAHONEY,  CORNELIUS  J.,  LIEUTENANT,  PD 

MAJESKI,  WILLIAM  JOHN,  DET,  PD 

MALONEY,  JAMES  E.,  CAPTAIN,  PD 

MANDZIK,  PHILIP  JOSEPH,  INSPR,  PD 

MARCUS,  JAMES  ARTHUR,  ASST  CHF,  NYC  HOUSING  AUTH  PD 

MARI,  DANIEL  JOSEPH,  SGT,  PD 

MARINI,  ARTHUR  EDWARD,  SGT,  PD 

MARRERO,  JOSEPH  RONALD,  OFCR,  PD 

MARTIN,  RAYMOND  V.,  ASST  CHF  INSPR,  PD 

MARTIN,  VERTEL  TERESE,  LT,  NYC  TRANSIT  PD 

MARTINEZ,  CARLOS  ENRIQUE,  SGT,  PD 

MARTIR,  MIGUEL  ANGEL,  JR,  LT,  PD 

MASONSON,  IRVING,  INSPR,  NYC  TRANSIT  PD 

MASS,  DAVID  A.,  DEP  INSPR,  NYC  HOUSING  AUTH  PO 

MCALLISTER,  STEPHEN  GERARD,  SGT,  PD 

MCANDREWS,  THOMAS  G. ,  DEP  INSPR,  NYC  HOUSING  AUTH  PO 

MCCABE,  HUGH  PATRICK,  SGT,  PD 

MCCABE,  JAMES  EDWARD,  LT,  PD 

MCCANN,  KENNETH,  LT,  PD 

MCCARTHY,  GERALD  E,  DET,  PD 

MCCARTHY,  JOHN  P,  LIEUTENANT,  PD 

MCCARTHY,  KEVIN  MICHAEL,  CPT,  PD 

MCCARTHY,  WILLIAM  FRANCIS,  SGT,  PD 

MCCORMACK,  PAUL  GERARD,  LT,  PD 

MCDONALD,  CLARENCE,  LT.  NYC  HOUSING  AUTH  PD 

MCFADDEN,  JAMES  D,  CPT,  PD 

MCGOVERN,  TERRANCE  GILBERT,  LT,  PD 

MCGOWAN,  CHARLES  JOHN,  DEP  INSPR,  PD 

MCGRATH,  KENNETH  FRANCIS,  CPT,  PD 

MCGUIRE,  WILLIAM  PATRICK,  DET  LT,  NYC  HOUSING  AUTH 

MCINERNEY,  ROBERT,  LT,  PD 

MCLAUGHLIN,  NANCY,  LT,  PD 

MCLAUGHLIN,  ROBERT  HOWARD,  LT,  PD 

MCLEAN,  JOHN  PATRICK,  LT,  NYC  HOUSING  AUTH 

MCNAMARA,  THOMAS  STEPHEN,  LT,  PD 

MCNICHOLAS,  JAMES  F.,  LT,  PD 

MCNULTY,  DANIEL  JOSEPH,  LT,  PD 

MCVEETY,  JAMES  ALLAN,  DET  SGT,  NY  CO  DA  OFC 

MELENDEZ,  DAVID,  SGT,  PD 

MELILLO,  ANDREW,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

MENDEZ,  OMAR  ALBERTO,  LT,  PD 

MERCADO,  AMERICO  HECTOR,  DET,  PD 

MILLER,  JAMES  LUKE,  DET,  PD 

MINARDI,  ROCCO  N.,  LIEUTENANT,  PD 

MINOGUE,  EDWARD  THOMAS,  CPT,  PD 

MITCHELL,  YVONNE  MARIE,  SGT,  PD 

MODAFFERI,  PETER  A,  CHF  OF  DET,  ROCKLAND  CO  DA  OFC 

MOLLOY,  JAMES  G,  CPT,  PD 

MONAHAN,  CHARLES  EDWARD,  LT,  PD 

MONAHAN,  FRANCIS  EDWARD,  DET  SGT,  PD 

MOOREHEAD,  GUSTAVE,  JR,  CPT,  NYC  HOUSING  AUTH  PD 

MORENO,  GEORGE,  DET,  PD 

MORLEY,  SUSAN,  LT,  PD 


62  tt 
168 

117  tt 
176 

60  tt 
146 
129 
197 
170 
172 
181 
154 
170 
126 
122 
195 
126 
121 
164 
124  tt 
192 

100  tt 
128  tt 
188 
198 
134 
197 
166 
130 
159 
150  tt 
178 

98  It 
158 
157 
175 

99 
177 

132  tt 

63  tt 
163 
125 
128 

80 
144 
122  tt 
122  tt 
147 
109 

92  tt 

101  tt 
97 

111 

91  tt 
99 

151 

91 
146 
135 
104  tt 
120  tt 
115 
161 
175 
112 
189 

57  tt 
160 
193 
120 
104 
148  tt 
147 
122 
194 

92  tt 
162 

118  tt 
109 
163 

95 
176 
145 
153 

133  tt 
142 
132  tt 
109  tt 
148 
149 
138  tt 
198 
127  tt 

64  tt 
179 
137  tt 
152 
199 

82  tt 
171 


PORT  AUTH  OF  NY  AND  N 
PD 


PD 


MORRIS,  BERNARD  J.,  DEP  CHF,  NYC  TRANSIT  POLICE 

MULDERRIG,  TERENCE  MARK,  SUPV  INVSTGR,  NY  CO  DA  OFC 

MULLIN,  THOMAS  P.,  CPT,  PD 

MURPHY,  DANIEL  THOMAS,  JR,  LT,  PD 

MURPHY,  PATRICK  V.,  COMMISSIONER  OF  POLICE 

MURPHY,  TIMOTHY  IGNATIUS,  SGT,  PD 

MURRAY,  THOMAS  JOSEPH,  SGT,  PD 

MURTHA,  PAUL  ANTHONY,  CPT,  PD 

NASPRETTO,  ERNEST  JAMES,  LT,  PD 

NELSON,  GERALD,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

NEVILLE,  GERARD  PATRICK,  SGT,  PD 

NICASTRO,  STEPHEN  JAMES,  DET,  PD 

NIEVES,  EVELYN,  SGT,  PD 

NORRIS,  EDWARD  THOMAS,  LT,  PD 

OBRIEN,  JOHN  THOMAS,  LT,  PD 

OBRIEN,  STEPHEN  PAUL,  LT,  PD 

OCONNOR,  MICHAEL  FRANCIS,  CHF,  NYC  TRANSIT  PD 

ODACHOWSKI,  DOUGLAS,  DET  INVSTGR,  PD 

ODONNELL,  DONALD  PATRICK,  LT,  PD 

ODONNELL,  RICHARD  THOMAS,  SGT,  PD 

OGALLAGHER,  JEAN  M,  CPT,  PD 

OLIVET,  GEORGE  D. ,  DETECTIVE,  PD 

OREILLY,  THOMAS  JAMES,  DET  SGT, 

ORLANDO,  JAMES  CHRISTOPHER,  LT, 

OROURKE,  HUGH  EMMET,  JR,  LT,  PD 

OROURKE,  HUGH  EMMETT,  CPT,  PD 

ORSKI,  EDWARD  JOHN,  LT,  PD 

ORTIZ,  ANTONIO,  DET,  PD 

OSTROFSKY,  BERNARD  RICHARD,  SGT, 

PACINELLA,  EUGENE  VINCENT,  LT,  NYC  HOUSING  AUTH  PD 

PARKER,  TERENCE,  LT,  PD 

PATTON,  BRIAN  VINCENT,  LT,  PD 

PEARSON,  JOAN  E,  SERGEANT,  PD 

PENNISI,  JOSEPH  ANTHONY,  SUPV  INVSTGR,  NY  CO  DA  OFC 

PERHAM,  KEVIN  JOSEPH,  LT,  NYC  PD 

PERRY,  SHARON  A,  CHF  OF  PTL,  PD 

PERRY,  WILLIAM  E.,  DEP  COMMISSIONER,  PD 

PHILBIN,  JOHN  FRANCIS,  LT,  PD 

PIEL,  BRUCE,  LT,  PD 

PIGOTT,  HENRY  M. ,  JR.,  ASST  CHIEF  INSPECTOR,  PD 

PIRAINO,  JOSEPH  ARTHUR,  DET  SGT,  PD 

PIZZO,  VINCENT  ANTHONY,  DEP  CHF,  NYC  HOUSING  AUTH  PD 

PRATHER,  RAYMOND  BERNARD,  LT,  PD 

PREISS,  JOSEPH  A.,  ASST  CHF,  PD 

PRESOTTO,  GEORGE  JOSEPH,  PAROLE  OFCR,  NY  STATE  DIV  OF 

PRESTIA,  CHARLES  R,  INSPR,  PD 

PROTO,  NICHOLAS  LOUIS,  DET,  NYC  DEPT  OF  INVSTGN 

RAGUSO,  JOSEPH  PAUL,  DEP  CHF,  PD 

RAINES,  JONATHAN  E.,  CPT,  PD 

RAMIREZ,  VINCENT  P.,  CPT,  PD 

RAMOS,  ANTHONY  J,  SGT,  PD 

REGAN,  ALAN,  DEP  INSPR,  NYC  HOUSING  AUTH  PD 

RENTZ,  EILEEN  A.,  SERGEANT,  PD 

RENZULLO,  VITTORIA,  DEP  INSPR,  PD 

RICCA,  RICHARD  M. ,  SERGEANT,  PD 

RINGWALD,  CARL  GERARD,  LT,  PD 

RISING,  EDWARD  L.,  DEP  CHF  INSPR,  NYC  TRANSIT  PD 

RIVERA,  RUBEN,  JR,  DET,  PD 

ROBINSON,  EUGENE,  SGT,  NYC  TRANSIT  POL 

ROBINSON,  HAMILTON,  CHF  OF  PATROL,  PD 

RODRIGUEZ,  ANTONIO,  DET,  PD 

RODRIGUEZ,  JAMES,  DETECTIVE,  PD 

RODRIGUEZ,  JUAN  MANUEL,  DET,  PD 

RODRIGUEZ,  NELSON,  SGT,  PD 

RODRIGUEZ,  SAUL,  DETECTIVE,  PD 

ROGERS,  JAMES  KENNETH,  LT,  PD 

RONAYNE,  JOHN  A.,  INSPECTOR,  PD 

ROSADO,  MARIO,  LT,  NYC  HOUSING  PD 

ROSE,  RONALD  MARTIN,  LT,  PD 

ROSENTHAL,  AARON  HARRY,  ASST  CHF,  PD 

ROSENZHEIG,  ANDREH  R,  CHF  INVSTGR,  PD 

ROSS,  JAMES  DAVID,  INSPR,  NYC  HOUSING  AUTH  PD 

ROWLAND,  RONALD  RANDOLPH,  DEP  INSPR,  NYC  TRANSIT  PD 

RUSSO,  ROBERT,  SGT,  PD 

RUSSO,  THOMAS,  CPT,  PD 

RUTH,  WILLIAM  V.,  CPT,  PD 

RYAN,  JOHN  FARRELL,  LT,  PD 

RYAN,  MAUREEN  CATHERINE,  DET,  PD 

RYAN,  THOMAS  G,  LT,  PD 

RYAN,  THOMAS  JOHN,  LT,  PD 

RYAN,  WILLIAM  G. ,  LT,  PD 

SAITTA,  JAMES  JOSEPH,  SGT,  PD 

SAMMON,  KATHLEEN  MARIE,  SGT,  PD 

SANSEVERINO,  VINCENT,  DET,  PD 

SARNO,  HENRY  CHARLES,  LT,  PD 

SAVAGE,  WILLIAM  HENRY,  JR,  DET,  PD 

SCALLEY,  THOMAS  EDWARD,  DEP  CHF,  PD 

SCHAUFFERT,  RICHARD  C,  CAPTAIN,  PD 

SCHROEDER,  FREDERIC  GEORGE,  LT,  PD 

SCIANIMANICO,  JOHN  TIMOTHY,  DET,  NEW  YORK  CITY  PD 

SCLAFANI,  LEONARD  A,  SGT,  PD 

SEDA,  SANDY  A,  LT,  CITY  UNIV  OF  NY  PUB  SAFETY 

SELE,  KENNETH  ROGERS,  DET,  PD 

SHANLEY,  JOHN  F.,  CHIEF  INSPECTOR,  PD 

SHEA,  MICHAEL  EDWARD,  CPT,  PD 

SHEEHAN,  MICHAEL  EUGENE,  LT,  PD 

SHEPARD,  MARVIN  RICHARD,  SGT,  PD 

SHORTELL,  THERESA  JEAN,  LT,  PD 

SILVER,  SEYMOUR,  ASST  CHF  INSPR,  PD 

SINGLETON,  DENNIS  JOSEPH,  SGT,  PD 
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65  tt  SJOBLOH,  HALFRID  JOHN,  LT,  PD 
157  SMITH,  FRANCIS  EDHARD,  LT,  PD 
172    SMITH,  JOANNE  MARIE,  SGT,  PD 

90  SMITH,  KEVIN  M. ,  INSPECTOR,  PORT  OF  NEH  YORK  AU 

147  SNELL,  KENNETH  AUGUST,  LT,  NYC  TRANSIT  PD 
154    SORRENTINO,  THOMAS  RALPH,  DET,  PD 

161    SOHINSKI,  ANNE  REGINA,  DET,  PD 

164   SPELLEN,  ANNETTE  LOUISE,  DET,  NY  DEPT  OF  INVSfGN 

91  *  STACKOHITZ,  JOHN  R.,  CAPTAIN,  NEH  YORK  CITY  TRANSIT 

148  I  STATEN,  CHARLES  ALASKAS,  PAROLE  OFCR,  NY  STATE  DIV  OF  P 
91  It   SULLIVAN,  DANIEL  F,  ASST  CHF,  PD 

106    SULLIVAN,  GERARD  C. ,  SGT,  PD 
102  *  SULLIVAN,  JAMES  J.,  LIEUTENANT,  PD 
104  tt   SULZER,  ALBERT  J.,  CAPTAIN,  PD 
84  *  TANGE,  DANIEL  E.,  CAPTAIN,  PD 

102  *  TAYLOR,  DE  FORREST,  ASST  CHF,  PD 
142    TAYLOR,  JOHN  DEMPSEY,  DET,  PD 
141    THOMPSON,  JULIA  EILEEN,  LT,  PD 
189   TOBIN,  THERESA  CLAIRE,  SGT,  PD 

139  tt   TORO,  ELMER,  SGT,  PD 

103  It   TORRES,  HENRY  M,  LIEUTENANT,  PD 

178  TORRES,  NELLIE,  LT,  PD 
175  TRUTA,  JEANMARIE,  LT,  PD 

179  TSO,  YEE  BONG,  SGT,  NYC  TRANSIT  PD 
152  TULLER,  JAMES,  CPT,  HOUSING  PD 
145  TUOMEY,  GERARD  EUGENE,  CPT,  PD 

163  VALDEZ,  RAFAELA  AMELIA,  DET,  PD 

91  VALENTINE,  HILLEL  J.,  DEPUTY  INSPECTOR,  N.  Y.  C.  TRA 

134  VAUGHAN,  JOHN  KEVIN,  LT,  PD 

128  VEGA,  LOUIS  ARSENIO,  SGT,  PD 

174  VILA,  GUSTAVO  LUIS,  LT,  PD 

134  VILLADA,  ARTURO,  DET,  PD 

136  It   VOLBERG,  PETER  HENRY,  JR,  LT,  PD 

164  VOLPE,  CATHERINE  MARY,  CPT,  PD 

121  HALSH,  WILLIAM  FRANCIS,  SGT,  PD 
186   HASSERMAN,  IRA  ANDREH,  SGT,  PD 

161  HEEKES,  CHESTER  ALLEN,  LT,  PORT  AUTH  OF  NY  &  NJ 

168  WELSH,  RONALD  ISRAEL,  CPT,  NYC  HOUSING  PD 

168  WEST,  EUGENE  JOSEPH,  FIRE  MARSHALL,  NYC  FIRE  DEPT 
174  WHEELER,  ROBERT  LEE,  III,  DEP  INSP,  PD 

145  WILLIAMS,  ARTHUR,  SGT,  PD 

166  WILLIAMS,  SAUNDRA  LEE,  DET,  PD 

157  WILLIAMS,  STEVEN  ROGER,  SGT,  PD 

183  WILLIAMSON,  JOHN  T,  SGT,  PD 

94  HILSON,  JOHN  J,  JR,  CHF  OF  PTL,  NYC  TRANSIT  PD 

135  HIPPER,  JAMES,  LT,  PD 

130  tt   WOOD,  RAYMOND  ADOLPHUS,  SGT,  PD 

140  HOODS,  MATTHEW  JOHN,  DEP  INSPR,  PD 

132  tt   HYCHE,  HARVEY  LARRY,  LT,  PD 
188   YEE,  DHIGHT  G,  LT,  PD 

169  ZALESKI,  MARY  FRANCES,  LT,  PD 

131  ZANCOLA,  EMIL  J,  LT,  PD 

133  It  ZAREK,  EDHARD  THOMAS,  CPT,  NYC  TRANSIT  PD 
145  ZEIGLER,  DOUGLAS,  LT,  NYC  HOUSING  AUTH  PD 
152    ZEINS,  HALLACE  ROBERT,  SGT,  PD 

NEH  YORK  CITY 

122  tt   MEHDI,  NADIR,  DEP  INSPR,  NYC  TRANSIT  PD 
NEWARK 

133  It   GRIEPSMA,  ALBERT  JOHN,  DEP  CHF,  PD 
108  tt   HETHCOAT,  EDWARD,  COP 

88  tt   KRUEGER,  EDWIN  R.,  CHIEF  OF  POLICE 
166    VANDEMORTEL,  ROGER  JAMES,  CPT,  PD 
NEWBURGH 

54  tt   MASLAND,  HOMER  D. ,  ACTING  CHF,  PD 
103  tt   SPANGENBURG,  WILLIAM  M,  COP 
NEWTONVILLE 
124  It    FRANK,  EDWARD  ROBERT,  DEP  CHF,  COLONIE  PD 
103  It   HAHN,  RAYMOND  G. ,  CPT,  TN  OF  COLONIE  PD 
128  tt   TAYLOR,  RICHARD  MILLETT,  LT,  COLONIE  PD 
NIAGARA  FALLS 
150   CHELLA,  JOHN  RICHARD,  DET,  PD 

CLARK,  HILLIAM  MICHAEL,  DET,  PD 
CONEY,  FRANCIS  J.,  JR.,  DET,  PD 
CRUICKSHANK,  GEORGE  M.,  CPT,  PD 
CURCIONE,  LOUIS  FRED,  DET  CPT,  PD 
GADACZ,  STEPHEN  JOSEPH,  DET  CPT,  PD 
GALIE,  JAMES  C. ,  INSPR,  PD 
GRAY,  JAMES  ALBERT,  LT,  PD 

GRAY,  JAMES  EDWIN,  CPT,  PD  

IACOVITTI,  VINCENT  SALVATORE,  CHF,  NYS  PARK  POL  -  NIAGA 
LEGAULT,  DAVID  HENRY,  LT,  PD 
MILLS,  KEITH  G,  STAFF  CMDR,  PD 
MORIARTY,  PATRICK  BRIAN,  SGT,  NY  STATE  PARK  POL 
PALMER,  ERNEST  COOPER,  LT,  PD 
SWAIN,  DONALD  THOMAS,  LT,  NY  SPOL 
ZHELLING,  THOMAS  CHARLES,  COP 
MI SKAYUNA 
191    CONSTANTINE,  THOMAS  PATRICK,  LT,  TOWN  OF  NISKAYUNA  PD 
MOSKOWITZ,  LEWIS  JOSEPH,  LT,  PD 
STICKNEY,  HERBERT  EUGENE,  DET  SGT,  PD 
NORTH  TONAHANDA 
132    NERI,  JOSEPH  MICHAEL,  LT,  PD 
108  It   SCRIVO,  JOSEPH  A,  CPT,  PD 
NORHI CH 

102  It   KASMARCIK,  HALTER,  USHF,  CHENANGO  CO  SO 
NYACK 

24  It   GARRABRANT,  ROYDEN,  CHIEF  OF  POLICE 
OCEAN  BEACH 

124  LEIGH,  ROGER  JOSEPH,  SGT,  PD 
OGDENSBURG 


140 
114 
47 
134 
128 
109 
130 
126 
141 
194 
108 
197 
173 
167 
138 


196 
141 


130 
98 
92 
125 
105 
115 


BELL,  JACK  ALAN,  CPT,  PD 
CYZESKI,  JOHN  LEWIS,  SGT,  PD 
DONNELLY,  BRIAN  JON,  COP 
LUTY,  MICHAEL  S.,  COP 

ALLEN,  HOWARD  EDWARD,  MAJ,  NY  SPOL 
BUTTON,  THOMAS  RAYMOND,  CPT,  NY  SPOL 
HANOVER,  EDHARD  FREDERICK,  LT,  NY  SPOL 
LOSZYNSKI,  JOSEPH  FRANCIS,  CPT,  NY  SPOL 
PYLMAN,  CLARENCE  ALLEN,  LT,  NY  SPOL 


ASHLEY,  TIMOTHY  MICHAEL,  DIR,  NY  ST  UNIV  DPS 

#  CUMMINGS,  ROBERT  A,  SGT,  PD 
It   HEAGLE,  EDHARD  G,  COP 
tt   LAFLAIR,  RICHARD  ABNER,  SGT,  PD 

#  MURDOCK,  HUBERT  P,  LT,  PD 
It   HARREN,  KEITH  J,  SGT,  PD 

OLD  BROOKVILLE 

175   SULLIVAN,  MAURICE  THOMAS,  LT,  PD 
OLD  HESTBURY 

183   MCQUADE,  TIMOTHY  BRIAN,  LT,  PD 
OLEAN 

198 

141 

194 

68 

ONEIDA 

140  tt 

141 

146 

143 

145 

58  #  CHURCH,  C.  KENNETH,  DIR,  CAMPUS  SEC,  HARTHICK  COLL 
DESALVATORE,  JOSEPH  F,  COP 
DONADIO,  JOHN  JOSEPH,  COP 
FREDENBURG,  DONALD  ORIN,  SGT,  PD 
JOHNSON,  JAMES  W. ,  LT,  DPS,  ST  UNIV  COL 
REDMOND,  JOSEPH  VINCENT,  DET  SGT,  PD 
ORANGEBURG 

87  tt   CRABLE,  HILLIAM  A.,  CHF,  TN  OF  ORANGETOWN  PD    ,ftilTUAC 
CRAPANZANO,  JOHN  JOSEPH,  DIR  OF  SEC,  ST  THOMAS  AQUINAS 
HUTMACHER,  TERENCE  JOSEPH,  DET  SGT,  ORANGETOHN  PD 
MCANDREH,  JOHN  JOSEPH,  LT,  PD 
MCGOVERN,  FRANCIS  J.,  LT,  ORANGETOHN  PD 
It   MEYER,  ROBERT  GEORGE,  SGT,  ORANGETOWN  PD 
NULTY,  KEVIN  ARTHUR,  CPT,  ORANGETOHN  PD 
SCHNAKENBERG,  WILLIAM  E.,  J,  LT,  ORANGETOWN  PD 

#  SHORTER,  ROBERT  J.,  DET  SGT,  ORANGETOWN  PD 
tt   SMITH,  RICHARD  EDHIN,  SGT,  ORANGETOHN  PD 

TURI,  RICHARD  JOHN,  LT,  PD 

*  VENTRIGLIA,  ANTHONY  C. ,  DET  LT,  ORANGETOHN  PD 
HANAMAKER,  HOMER,  CHF,  ORANGETOWN  PD 

tt   YOUNGMAN,  FRANK  D.,  DET  LT,  ORANGETOWN  PD 
ZIMMERMAN,  ROBERT  PETER,  LT,  ORANGETOHN  PD 
ORISKANY 
163   ALLEN,  JOHN  LEWIS,  LT,  ONEIDA  CO  SD 
170   DALESSANDRO,  ENRICO  LUCIAN,  CPT,  ONEIDA  CO  SO 
125  tt   INGALLS,  ROBERT  HOOD,  USHF,  ONEIDA  CO  SD 
OSSINING 
134   BURTON,  JOSEPH,  JR,  LT,  PD 

CRAVEN   SCOTT  ALLEN,  SGT,  VILLAGE  OF  OSSINING  PD 
HACKERT,  PAUL  HENRY,  SGT,  VILLAGE  OF  OSSINING  PD 
MCELROY,  MICHAEL  JOSEPH,  LT,  VILLAGE  OF  OSSINING  PD 
PEFFERS,  ALBERT  N. ,  DETECTIVE,  PD 

STEVENS,  RAYMOND  A,  DET  LT,  PD  «„,-,.«  on 

SULLIVAN,  HILLIAM  VINCENT,  LT,  VILLAGE  OF  OSSINING  PD 
WALL,  JAMES  GERALD,  SGT,  VILLAGE  OF  OSSINING  PD 


90 
125 
142 
114 
194 


129 
156 
142 
115 
137 
171 
118 

91 
127 
192 
102 

97 
108 
193 


182 
178 
173 

25 
117 
138 
159 
OSWEGO 
163 

91 
171 
101 
155 


GRIMSHAH,  JEFFREY  MICHAEL,  SGT,  OSWEGO  CO  SD 
LATULIP,  ROBERT  N,  CPT,  PD 
TODD,  REUEL  ALBERT,  USHF,  OSWEGO  CO  SO 
HHEELER,  ROBERT  L,  INVSTGR,  OWSEGO  CO  SD 
YERDON,  HERBERT  GENE,  INVSTGR,  OSWEGO  CO  SD 


,  SHF  OF  TIOGA  CO 
PATROLMAN,  PD 


OWEGO 

91  »   BEAUTER,  RUTON  E. 
49  *  ROOT,  RICHARD  E., 

0Y*1TFR  RAY 
123  K   OSTASESKI,  JOSEPH  J,  JR,  CHF,  CENTRE  ISLAND  PD 

PATCHOGUE 
140   HOWELL,  NANCY  LYNN,  SUPVY  PRK  RNGR,  NPS      .__„„ 
136   WEIR,  DONALD  HAMILTON,  CHF  RANGER,  NATL  PARK  SERVICE 

^l^MARKs/RICHARD  W.,  SUPT,  FIRE  ISLAND  NATL  SEASHOR 
PECONIC 

195   FLATLEY,  MARTIN,  DET  SGT,  TN  OF  SOUTHOLD  PD 
PEEKSKILL 

31  tt   HAYES,  JOHN  E.,  PATROLMAN,  PD 

126   HOFFMAN,  KARL  EDHIN,  MAJ,  PD 

122   HOHATT,  ROBERT  LAWRENCE,  SGT,  PD 
PENN  YAN 

172   CHRISTENSEN,  MICHAEL  JOHN,  INVSTGR,  YATES  CO  SO 

132   SCOFIELD,  JAN  STEPHEN,  SHF  OF  YATES  CO 

144   SPIKE,  RONALD  GEORGE,  CHF  DEP,  YATES  CO  SD 
PLATTSBURGH 

189   BOOTH,  MATTHEW  TOWNSEND,  CPT,  PD 

170   DROLLETTE,  JOHN  JOSEPH,  DET,  PD 
29  *  FLEMING,  CLIFFORD  L.,  CHIEF  OF  POLICE,  PD 

103  tt   FLEURY,  JAMES  L,  SGT,  PD 

181   HALLETT,  WALTER  EUGENE,  CPT,  PD 

92  tt  MITCHELL,  STEWART  A,  DET  SGT,  PD 
199  RACICOT,  DESMOND  JOSEPH,  DET,  PD 
116   REID,  DENNIS  R. ,  SERGEANT,  PD 

PORT  CHESTER  ,  „ 

125   GENDALIA,  FRANK,  CHF,  TOWN  OF  RYE  PD 
58  #  PONTY,  FRED  C,  COP 
PORT  JERVIS 

131   WILLIAMS,  JOHN  JOSEPH,  DET,  PD 
PORT  HASHINGTON 
195   MINEO,  RANDOLPH,  CPT,  PD 
49  tt   RANKIN,  JAMES,  CHIEF  OF  POLICE 
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POTSDAM 

59  *  FAUBERT,  JOHN  JOSEPH,  SERGEANT,  PD 
POUGHKEEPSIE 

110  ANDERSON,  ADRIAN  H. ,  USHF,  DUTCHESS  CO  SO 

126  tt  BOYCE,  ROBERT  LEHIS,  ASST  CHF,  VASSAR  COLLEGE 

121  CHICKERING,  JULIAN  J,  JR,  CHF  INVSTGR,  DUTCHESS  CO  DA  0 
99  tt  CUNDY,  DAVID  H.  ,  USHF,  DUTCHESS  CO. SO 

63  tt  DAKIN,  HUGH  F.,  CPT,  TN  OF  POUGHKEEPSIE  PD 

140  DAVIES,  CHRISTOPHER  TRUAX,  LT,  PD 

94  DEHATTIO,  ROBERT  J.,  SR,  DET,  PD 

134  MARSALA,  DONALD  CARLTON,  ASST  CHF,  VASSAR  COLLEGE 

124  MITTELSTAEDT,  CHARLES  VICTOR,  CPT,  PD 

129   OKEEFFE,  DENNIS  ROBERT,  CPT,  DUTCHESS  CO  SD 

162  PI ASTRO,  PAUL  RUPERT,  DET  SGT,  DUTCHESS  CO  SD 

28   QUINLAN,  LAHRENCE  M.,  SHERIFF,  DUTCHESS  COUNTY  SO 
101  *  QUINLAN,  ROLAND,  LIEUTENANT,  PD 

122  tt   RESCH,  JOHN  CHARLES,  LT,  PD 

126  #  RYMPH,  GEORGE  LEWIS,  JR,  DET,  DUTCHESS  CO  SD 

133  THOMPSON,  JAMES  J,  DET  LT,  DUTCHESS  CO  SO 

143   WILKINSON,  PETER  THOMAS,  CPT,  TOWN  OF  POUGHKEEPSIE  PD 

106  WINTENBURG,  JOHN  H. ,  TRAINING  OFCR,  DUTCHESS  CO  SD 

153  HOODS,  MICHAEL  JOSEPH,  LT,  PD 
QUEENS 

110  tt   CAMERA,  ANDREW  M. ,  DET,  NYC  PD 
QUOGUE 

163  COUGHLAN,  ROBERT  BRUCE,  SGT,  PD 
RAY  BROOK 

185   WILSON,  LESLIE  HAYES,  CPT,  NYS  DEPT  ENVNTAL  CONSERVA 
RAYBROOK 
149   COOK,  KENNETH  THOMAS,  MAJ,  NY  SPOL 

154  DELAP,  WALTER  MERTON,  CPT,  NY  SPOL 
91  #  SCHNEEMAN,  ROBERT  E,  MAJ,  NY  SPOL 

104  tt   SMITH,  ALFRED  E,  CPT,  NY  SPOL 
RIVERHEAD 

192   BODEN,  RICHARD  K,  LT,  PD 

164  BROTSCHUL,  FREDERICK,  LT,  SUFFOLK  CO  SD 

127  tt   CANAL,  EUGENE  FRANCIS,  JR,  INVSTGR,  SUFFOLK  CO  DA  OFC 

184  CHESHIRE,  DAVID  GEORGE,  SGT,  TOWN  OF  RIVERHEAD  PD 

123  CROCE,  ALAN  COSEPH,  COMMISSIONER,  NYS  COMM  OF  CORR 
176  FOOTE,  FREDERICK  RAYMOND,  LT,  TOWN  OF  RIVERHEAD  PD 
174  GILBRIDE,  HOLLYE  CHAMPION,  DET  LT,  SUFFOLK  CO  DA  OFC 

120  GRATTAN,  LAWRENCE  JAMES,  COP 

169   GROSSMAN,  AUGUST  MICHAEL,  LT,  RIVERHEAD  TN  PD 
180   HEGERMILLER,  DAVID  JOHN,  LT,  PD 
24  *  HULSEN,  JOHN,  CHF  CRIM  INVSTGR,  SUFFOLK  CO  D 

115  JOHN,  ROBERT  E.,  DET  INVSTGR,  SUFFOLK  CO  DA  S  0 

134  MCCABE,  TERENCE,  DET  LT,  SUFFOLK  CO  DA  OFC 
190   OTTO,  ALAN  R,  LT,  SUFFOLK  CO  SD 

116  tt   PALMER,  ROSCOE  C,  JR,  COP 

117  ROBINSON,  DONALD  J.,  LIEUTENANT,  PD 

121  UNDERWOOD,  REGINALD  GEORGE,  DET  SGT,  PD 
51  tt   WOLINSKI,  EDWARD  P.,  DIR,  SUFFOLK  CO  SO 

ROCHESTER 
173   BERKOW,  MICHAEL,  LT,  PD 
136   BONACCI,  JOSEPH  JOHN,  SGT,  MONROE  CO  SO 
109  tt   BONNELL,  C.  JAMES,  JR.,  LT,  PD 
172   BONSIGNORE,  MARK  STEPHEN,  SGT,  IRONDEQUOIT  PD 
168   CAVALLARO,  JAMES  RICHARD,  CPT,  TOWN  OF  BRIGHTON  PD 

67  tt   CAVOTI,  JAMES  JOHN,  COP 

143   CIACCIA,  ANTHONY  MICHAEL,  J,  CHF  DEP,  MONROE  CO  SO 
121  tt   COTSWORTH,  ANTHONY  MILES,  SGT,  PD 
142  tt   CRAIG,  ROBERT  EUGENE,  JR,  CPT,  PD 
101   CUPINI,  ALBERT  P.,  CPT,  MONROE  CO  SO 
161   D'ANGELO,  LOUIS  STEPHEN.  SGT,  PD 

49  tt   DEPREZ,  CLARENCE  G. ,  INSPR,  PD 

153  DUFFY,  ROBERT  JOHN,  DEP  CHF,  PD 

196  FLOOD,  WILLIAM  PATRICK,  LT,  BRIGHTON  PD 
4  *  FORD,  BRYAN  E.,  LT  DET,  PD 

115  tt   FOX,  LOUIS  G.,  LT,  PD 

91  FUNK,  DANIEL  J.,  USHF,  MONROE  CO  SO 

131   GENIER,  JOSEPH  THOMAS,  SGT,  MONROE  CO  SO 
113   GRANDE,  JOHN  A.,  INVSTGR,  US  DEPT  OF  LABOR 

80  tt   HANSEN,  CARL  S.,  LT,  POL  BU 

161   HANSEN,  PAUL  THEODORE,  SGT,  IRONDEQUOIT  PD 
104   IRVING,  ROY  A.,  DEP  CHF,  PD 
42  tt   JENSEN,  HENRY  H. ,  INSPECTOR,  PD 
127   JOHNSTON,  LYNDE  MORFORD,  CPT,  PD 
103   JONES,  J.  THOMAS,  LIEUTENANT,  PD 

125  KARNES,  MICHAEL  STUART,  CPT,  PD 

165  KNAAK,  EDWARD  F,  JR,  LT,  PD 

92  tt   KNAPP,  NORMAN  R.,  LT,  PD 

145   LEACH,  MICHAEL  JOSEPH,  CPT,  PD 

107  tt   LESZCZYNSKI,  JOHN  P,  MAJ,  MONROE  CO  SD 

154  MALEY,  JAMES  EDWARD,  JR,  SGT,  IRONDEQUOIT  PD 

197  MARKERT,  GEORGE  EDWIN,  LT,  PD 

160   MARTIN,  MICHAEL  JOHN,  SGT,  MONROE  CO  SO 

111  tt   MAYER,  HILLIAM  D,  MAJ,  PD 

127   MCCARTHY,  MICHAEL  GEORGE,  INVSTGR  SGT,  MONROE  CO  SD 

81  tt   NEARY,  JOHN  M.  ,  DEP  CHF,  POLICE  BUREAU 
133  tt   OBRIEN,  JAMES  WILLIAM,  CPT,  PD 

124  PERRONE,  JOHN  JOSEPH,  JR,  MAJ,  MONROE  CO  SD 

178  PHILPOTT,  BRUCE  GARDINER,  CPT,  PD 

185  PRATE,  RONALD  FRANCIS,  SGT,  TOWN  OF  GREECE  PD 

179  PRINCIPE,  WILLIAM  JOSEPH,  CPT,  BRIGHTON  PD 

28  tt   RAYCROFT,  VICTOR,  DEP  COMMISSIONER  OF  PUBLIC  SAF 
74  tt   REISS,  GEORGE  P.,  CPT,  POL  BU 

60  tt   SHARPE,  DANIEL  J.,  INSPECTOR,  POLICE  BUREAU 
188   SHEPPARD,  JAMES  MITCHELL,  SGT,  PD 

96  tt   SPERANZA,  JAMES  P.,  LT,  PD 
183   VARRENTI,  DANIEL  PATRICK,  SGT,  IRONDEQUOIT  PD 


56  tt   YOCKEL,  RAYMOND  C,  MAJOR,  POLICE  BUREAU 
ROCKVILLE  CENTRE 

132   KRAEMER,  JAMES  EDWARD,  LT, 
ROTTERDAM 

140   SURIANO,  LOUIS  EDWARD,  ASST  CHF, 


PD 


PD 


RYE 
107 
168 
136 
172 
93 
129 


PD 


BUDNIK,  GEORGE  H. ,  DET  SGT, 
FALK,  ROBERT  JAMES,  LT,  PD 
GENDRON,  FRED  LEE,  LT,  PD 
MCCARTHY,  JOHN  MICHAEL,  SGT,  PD 
SCHEMBRI,  ANTHONY  J,  POLICE  COMMISSIONER 
SELLSTROM,  LOUIS  SVEN,  LT,  PD 
SALAMANCA 
104   BOZARD,  PAUL  E.,  LT,  ALLEGANY  STATE  PARK  POL 

DEBOY,  LEONARD  CHARLES,  SGT,  NY  STATE  PARK  POL 

GRIFFITH,  JAMES  D. ,  PATROLMAN,  PD 

PASCARELLA,  DANIEL  ANTHONY,  SGT,  NY  STATE  PARK  POL 


137 

45 

184 

SALEM 

177 


176 
131 
154 
185 
107 


118 
183 

16 
102 

91 

23 
197 
165 

96 


164 
176 


HOWARD,  CLIFTON  FLOYD,  JR,  USHF,  WASHINGTON  CO  SD 
SARANAC  LAKE 
106    FINA,  DONALD  K,  COP 
109  tt   MIRON,  GILLES  J,  COP 
SARATOGA  SPRINGS 

26  tt   AHEARN,  WALTER  F.  ,  DET,  PD 
164   BRAIM,  DONALD  JOSEPH,  INVSTGR,  PD 
CORNICK,  JAMES  DOUGLAS,  LT,  PD 
MITCHELL,  THOMAS  WILLIAM,  LT  OF  INVSTGNS,  PD 
MOORE,  EDWARD  FRANCIS,  SGT,  PD 
PERKINS,  GARY  EDWARD,  SGT,  PD 
POWERS,  RODNEY  J.,  LT,  PD,  DPS 
SAYVILLE 

162   CORCORAN,  EUGENE  JAMES,  CPT,  NY  SPOL 
SCARSDALE 

195   BROGAN,  JOHN  ANDREW,  LT,  PD 
SCHENECTADY 
113  tt   FRAME,  DONALD  E,  SR,  INVSTGR,  PD 
HAMILTON,  JOHN  THOMAS,  LT,  PD 

LUBRANT,  JOHN  JOSEPH,  DET  SGT,  TOHN  OF  NISKAYUNA  PD 
MCNEARNEY,  WILLIAM  E.,  SERGEANT,  PD 
OCONNOR,  RICHARD,  ASST  CHF,  PD 
PETERS,  JOSEPH  A,  III,  CPT,  PD 
PETERS,  JOSEPH  ADAM,  JR,  COP 
SEBER,  MICHAEL  J,  ASST  CHF,  PD 
SOLLOHUB,  MARK  RAYMOND,  CHF,  TN  OF  NISKAYUNA  PD 
HOOD,  CLIFFORD,  DIRECTOR  OF  SECURITY  AND  SAFET 
SENECA  FALLS 

96  #  BORTZ,  GERALD  W,  DEP  CHF,  PD 

CAPOZZI,  FREDERICK  VINCENT,  COP 
PORRETTA,  VITTORIO,  SGT,  PD 
SHERRILL 

94   BROSKI,  FRANCIS  S,  COP 
SIDNEY 

106  tt   FARRAND,  ROBERT  J.,  MAJ,  NY  SPOL 
SOLVAY 

31  It   VALLETTA,  BASIL,  CHIEF  OF  POLICE,  PD 
SOUTH  FALLSBURG 

115   GREEN,  JAMES  K.,  SGT,  TN  OF  FALLSBURG  PD 
SOUTH  SCHROON 

121   KARAKA,  HAROLD  EDWARD,  LT,  NY  DEPT  OF  ENVIRON  CONSV 
SOUTHAMPTON 
173   BETTS,  DAVID  ANDERSON,  LT,  SOUTHAMPTON  VLG  PD 
167   SHERRY,  JAMES  JOHN,  CHF,  SOUTHAMPTON  VI L  PD 
SOUTHHAMPTON 

156   TENAGLIA,  ANTHONY  PETER,  CPT,  PD 
SPENCER 

129   STRACK,  WILLIAM  EDWARD,  LT,  NY  DEPT  OF  ENV  CONSV 
SPENCERPORT 
187   BARTON,  DALE  ROBERT,  LT,  PD 
150   SCHRANK,  CHRISTIAN  LEON,  CHF,  TOWN  OF  OGDEN 
STATEN  ISLAND 

176   BALDASSARRI,  JOYCE  ANN,  SGT,  PD 
STONY  POINT 
143  U   FITZPATRICK,  ROBERT  JOHN,  INSPR,  U.S.  DHHS 
FRANKS,  HILLIAM  FREDERICK,  COP 
JACKSON,  DAVID,  COP 
RICCI,  DANIEL  M,  LT,  PD 
SCURTI,  STEPHEN  G. ,  COP 
SUFFERN 
199   BROWER,  PETER  FRANCIS,  CPT,  RAMAPO  PD 
MIELE,  JOSEPH,  CHF,  TOHN  OF  RAMAPO 
MORRIS,  JOHN  EDWARD,  COP 
PUGLIESE,  THOMAS,  CPT,  RAMAPO  TOHN  POLICE  DEPART 


136 
135 
185 
107 


80 
142 

68 

SYDNEY 

182 


ELLIS,  ANTHONY  GEORGE,  LT,  NY  SPOL 
SYRACUSE 
153   BAILEY,  PETER  LEE,  LT,  ONONDAGA  CO  SD 
128   BARRETT,  G  KEVIN,  CPT,  ONONDAGA  CO  SD 
167   BOYLE,  DANIEL  BRIAN,  DEP  CHF,  PD 
176   CARLSON,  PAUL  STEVEN,  CPT,  ONONDAGA  CO  SO 
149  *  COHIN,  TIMOTHY  HAROLD,  COP 

172  DAILEY,  KIEREN  W,  CPT,  ONONDAGA  CO  SO 

65  *  DAY,  HOWARD  D. ,  DIR  OF  POL  TNG,  SYRACUSE  UNIV 

118  *  DONOVAN,  JOHN  JOSEPH,  SUPV  OF  SECOND  INVSTGN,  GE  COM 

119  tt   FINNIE,  WILLIAM  ARTHUR,  LT,  PD 
109   GALVIN,  JAMES  J,  CPT,  PD 

103  tt   HAUMANN,  RICHARD  L,  DEP  CHF,  PD 
187   HEENAN,  MICHAEL  JOSEPH,  LT,  PD 
20  tt   KELLY,  HAROLD  F.,  COP 

173  KERWIN,  JOHN  FRANCIS,  SGT,  PD 
94  tt   MCCARTHY,  ROBERT  F,  CPT,  PD 
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115  tt   MEHLEK,  JOSEPH  A,  JR,  HAJ,  ONONDAGA  CO  SD 

107  HUMFORD,  TIMOTHY  D,  LT,  PD 

198  RATHBUN,  MICHAEL  GERARD,  LT,  PD 

99  SARDINO,  FRANK,  COP 

15  *  SAVAGE,  DONALD  T. ,  PATROLMAN,  PD 

61  tt   SHERIDAN,  DONALD  F.,  CAPTAIN,  PD 

110  tt   SHERHIN,  ROBERT  L,  SR,  INVST,  ONONDAGA  CO  DA 

162  SOLAN,  GERARD  JOHN,  LT,  ONONDAGA  CO  SD 

126  SPEER,  BRIAN  MATHIAS,  DIR  OF  PUBLIC  SAFETY,  STATE  UN 

135  HALL,  DAVID  MARTIN,  ADMIN  CHF,  ONONDAGA  CO  SD 

192  HITTER,  LAHRENCE  DENNIS,  LT,  ONONDAGA  CO  SD 
TARRYTOHN 

126  BUONANNO,  EUGENE  JOSEPH,  DET  SGT,  PD 

163  MARTIN,  ALAN  GEOFFREY,  JR,  LT,  NY  SPOL 
132  MCGEE,  DONALD  FRANCIS,  SGT,  PD 

96   PARRA,  BALTASAR,  DETECTIVE  SERGEANT,  PD 
130   HEAVER,  JAMES  HILLIAM,  COP 
TOMKINS  COVE 

112  tt   TINELLI,  FRANK  J,  LT,  PD 
TOHN  OF  POUGHKEEPSIE 

130   STILL,  STANLEY  G,  JR,  COP 
TOHN  OF  TONAHANDA 

99  tt   ABT,  JOHN  E,  DET,  PD 

CZUBAJ,  KENNETH  FRANCIS,  CPT,  TN  OF  TONAHANDA  PD 
DEPASOUALE,  JOHN  ANGELO,  CPT,  PD 
tt    FILL,  DAVID  MATTHEH,  CPT,  PD 
tt   GEERKIN,  THOMAS  CHARLES,  DET, 
tt   HOFFMAN,  LAHRENCE  A,  COP 
HOFFMAN,  LAHRENCE  A,  III, 
tt   KORODI,  ALEX,  DET  LT,  PD 
tt   LITTLE,  ROBERT  JAMES,  LT, 
PALMIERE,  SAMUEL  MICHAEL, 
SHIELDS,  BRIAN  PAUL,  ASST  CHF,  PD 
STAUFFIGER,  JAMES  DAVID,  LT,  PD 
It   HINK,  ROBERT  H,  CAPTAIN,  PD 


163 
H6 
130 
141 

78 
165 
101 
127 
148 
118 
169 

94 

TROY 

159 

150 

97 
182 
137 

47 
192 


PD 


CPT,  TN  OF  TONAHANDA  PD 

PD 

COP 


ILER,  RALPH  MARVIN,  CPT,  PD 
KAISER,  NICHOLAS  FRANCIS,  ASST  CHF,  PD 
KANE,  ROBERT  E.,  CPT,  PD 
MAHAR,  JOHN  THOMAS,  CPT,  PD 
MILLER,  HILLIAM  PAUL,  COP 
SALO,  MICHAEL  VICTOR,  DETECTIVE,  PD 
HALRAED,  LAHRENCE  MICHAEL,  CPT,  RENSSELAER  CO  SD 
TUCKAHOE 

15  tt   SPENCER,  ALBERT,  CHIEF  OF  POLICE,  PD 


UTICA 

190 

179 
95  tt 
VESTAL 
90  tt 

101  * 

122 

184 

169 
HALDEN 

192 


BENZO,  PASQUALE  COSMO,  CPT,  PD 
DODGE,  JOHN  DEAN,  SGT,  PD 
GALLE,  HILLIAM  G,  JR,  CPT,  PD 

CROOM,  FRANCIS  J. ,  COP 

JONES,  JOHN  L,  LT,  PD 

KELLEY,  DENNIS  PATRICK,  SGT,  PD 

ROUNDS,  KENNETH  MICHAEL,  COP,  PD 

STICA,  KENNETH  FRANK,  COP 


HOLMES,  JEFFRY  ROBERT,  COP 
HALLSVILLE 

173   PEREZ,  PEDRO  JUAN,  MAJ,  NY  SPOL 
HAPPINGERS  FALLS 

79  tt   BERBERICK,  ROBERT  F,  COP 

FLEMING,  JAMES,  CPT,  HEST  CHESTER  CO  DPS 


CAPHELL,  ALLEN  L.,  SHF  OF  HYOMING  CO 
ELY,  RONALD  B.,  USHF,  HYOMING  CO  SD 


149  tt 

HARSAH 

97 

111 

HARHICK 

199   MCGOVERN,  THOMAS  FRANCIS,  JR,  LT,  TN  OF  HARHICK  PD 
HATERLOO 
180   CLEERE,  MICHAEL  KEVIN,  LT,  SENECA  CO  SD 
33  tt   MCKEON,  MATTHEH  J.,  SHF  OF  SENECA  CO 
HATERTOHN  „.  . 

119  *  ADAMS,  RICHARD  JAMES,  CHF  INVSTGR,  JEFFERSON  CO  DA  0 
ANGEL,  IRVING  P.,  SHF  OF  JEFFERSON  CO 
BROTHERS,  STEPHEN  RANDY,  LT,  PD 
CASCANETTE,  JOHN  R,  DEP  CHF,  PD 
COLE,  RONALD  HENRY,  LT,  PD 

DEVITO,  MARK  DAVID,  SR  DET,  JEFFERSON  CO  SD 
GOSS,  JOSEPH  JOHN,  LT,  PD 
HENNEGAN,  MICHAEL  JOSEPH, 
MONTROIS,  RAYMOND  GEORGE, 
REARDON,  CHARLES  ELLIOTT, 
SCOTT,  DALE  GRANT,  LT,  PD 
SIMSER,  EDHARD  VAN,  LT,  JEFFERSON  CO  SD 
HILLIAMS,  CLAUDE  C,  JR,  LT,  JEFFERSON  CO  SO 
HATKINS  GLEN 

67  tt   DEAN,  MAURICE  F.,  SHF  OF  SCHUYLER  CO 
112   STAYER,  KENNETH  J.,  UNDERSHERIFF,  SCHUYLER  CO.  SD 
198   HOOD,  MICHAEL  HILLIAM,  SR  INVSTGR,  SCHUYLER  CO  SO 
HELLSVILLE 
139   MARGESON,  STEPHEN  LEO,  COP 
tt   MCKINLEY,  JAMES  M. ,  COP 
POINT 

PARRY,  JAMES  MICHAEL,  LTC,  USA 
PATRICK,  DELROY  AMANDO,  CHO  III,  USA 
SHAH,  PATRICK  MICHAEL,  MAJ,  USA 
HEST  SAYVILLE 
179   TARBET,  JOHN  SHAH,  LT,  SUFFOLK  CO  DEPT  OF  PARKS 
SENECA 

DEPPELER,  JOHN  JOSEPH,  CPT,  PD 
FALLON,  LARRY  STEVEN,  LT,  PD 


74 
175 

98 
130 
156 
191 
148 
161 
137 
135 
127 
195 


96 

HEST 

184 

152 

156 


HEST 
132 
167 


COP 

LT,  PD 

SGT,  JEFFERSON  CO  SD 


178 
143 
148 
96 
159 
100 
185 


84 
95 

182 
50 
16 

142 
58 


144 

60 

141 

147 

92 

13 

146 

111 


PD 


PD 


70 
191 
162 


134 
188 

49 
182 
118 
127 

59 
179 
145 
197 
194 
159 
121 
110 
132 
177 

98 
169 
187 

91 
108 
119 
117 

93 

52 
120 

96 
122 
190 
104 
172 
173 
144 
178 
101 

49 
137 
171 
106 
168 
113 
138 
116 
133 
130 
146 
158 
154 
160 
184 
174 
152 


SUFFOLK  CO  PD 
SUFFOLK  CO  PD 


GEHEN,  EDHARD  FRANCIS,  JR,  CPT,  PD 

JABLONSKI,  FLORIAN  F,  JR,  CPT,  PD 

LANDAHL,  IRHIN  EDHARD,  LT,  PD 

MANNING,  BRUCE  H. ,  COP 

SCIOLI,  ALLEN  FELIX,  LT,  PD 

TAYLOR,  GEORGE  H. ,  LIEUTENANT, 

URBANSKI,  JOHN  DANIEL,  LT,  PD 
HESTHAMPTON  BEACH 
171   DOYLE,  DAVID  HILLIAM,  LT,  PD 
104   MCCREEDY,  BRIAN  K,  LT,  PD 
127   OVERTON,  HILLIAM  JOSEPH,  SGT, 
135  tt   RINGEN,  JOHN,  SGT,  PD 
HHITE  PLAINS 

47  tt   BRETT,  EUGENE  C,  CPT,  TN  OF  GREENBURGH  PD 

BUNHORTH,  THOMAS  M,  CRIM  INVSTGR,  HESTCHESTER  CO  D 

CONKLIN,  FRANCIS  B.,  CRIM  INVSTGR,  HESTCHESTER  CO  S 

DEVLIN,  HILLIAM  PATRICK,  LT,  TOHN  OF  GREENBURGH  PD 

DUFF,  JAMES  F.,  DEP  CHF,  PD 

GATES,  GEORGE  S.,  INSPR,  HESTCHESTER  CO  PARKHAY 

HARDING,  JAMES,  CPT,  PD 

HENRY,  J  STEHART,  CHIEF  OF  POLICE,  PD 
86  tt   JACKSON,  CHARLES  R.  ,  JR.,  CHF  CRIM  INVSTGR,  HESTCHESTER 

114  JORDAN,  RONALD  R.,  SR  CRIM  INVSTGR,  HESTCHESTER  C 
KARDAUSKAS,  EDMUND  GEORGE,  CPT,  PD 
KENNEDY,  MICHAEL  A,  JR,  SERGEANT,  PD 

LAMPERT,  MITCHELL  EUGENE,  CHF  INVSTGR,  NY  ORG  CRIME  TF 
MURRAY,  JOHN  MICHAEL,  MAJ,  NY  DIV  OF  LAW  ENF 
NAULT,  JOHN  T,  SR,  LT,  HESTCHESTER  CO  SD 
NELSON,  C.  W.,  SERGEANT,  HESTCHESTER  COUNTY  P 
SCHNEIDER,  JOSEPH  EDWARD,  J,  INVSTGR,  NY  STATE  ORGANIZE 
SHELDONE,  MICHAEL,  LT,  HESTCHESTER  CO  SHERIFFS  DE 

140  tt   STEAD,  JAMES  FREDERICK,  CPT,  PD 
93  tt   HESTLAKE,  DONALD  R,  CAPTAIN,  PD 
WOODHAVEN 

115  MICKULAS,  HALTER  D,  DEP  CHF,  NYC  TRANSIT  POL 
YAPHANK 

175   ALBANESE,  JOSEPH  GEORGE,  CPT, 
ANDRYSIK,  STANLEY  A.,  INSPR, 
ARMET,  HAROLD  R08ERT,  LT,  SUFFOLK  CO  PD 
ASH,  JOHN  ALBERT,  DEP  INSPR,  SUFFOLK  CO  PD 
99  tt   BARRY,  RICHARD  P,  LT,  SUFFOLK  CO  PD 
138   BIENZ,  EDHARD  J,  JR,  DEP  INSPR,  SUFFOLK  CO  PD 
BLACK,  HAROLD  MICHAEL,  DET  LT,  SUFFOLK  CO  PD 
BLAETTLER,  JOSEPH,  CPT,  SUFFOLK  CO  PD 
BORDEN,  MILES  S.,  CPT,  SUFFOLK  CO  PD 
BRANDON,  THOMAS  ROBERT,  LT,  SUFFOLK  CO  PD 
BRENNAN,  JAMES  EDHARD,  LT,  SUFFOLK  CO  PD 
BRENNAN,  HALTON  EDHARD,  JR,  LT,  SUFFOLK  CO  PD 
BUCKLEY,  DAVID  J.,  CHF  OF  DET,  SUFFOLK  CO  PD 
BYRNES,  JOHN  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 
CAINE,  DENNIS  JAMES,  LT,  SUFFOLK  CO  PD 
CASSAGNE,  ROBERT  GERARD,  DEP  INSPR,  SUFFOLK  CO  PD 
COLE,  DAVID  KIERON,  LT,  SUFFOLK  CO  PD 
COLEMAN,  HALL  DAVIS,  DET  LT,  SUFFOLK  CO  PD 
COLUMBIA,  JOHN  ANTHONY,  SGT,  SUFFOLK  CO  PD 
COMPITELLO,  THOMAS  P.,  INSPR,  SUFFOLK  CO  PD 
COSGROVE,  PETER  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 
COSTELLO,  HILLIAM,  LT,  SUFFOLK  CO  PD 
CREIGHTON,  ROBERT  J.,  CHF  INVSTGR,  SUFFOLK  CO  DA  OFC 
CROKE,  ROBERT  GEORGE,  DEP  INSPR,  SUFFOLK  CO  PD 
CRONIN,  KEVIN  MICHAEL,  DET  SGT,  SUFFOLK  CO  PD 
DAHILL,  JAMES  P.,  DEP  CHF  OF  DET,  SUFFOLK  CO  PD 
DANIEL,  DAVID  H. ,  DEP  INSPR,  SUFFOLK  CO  PD 
DARA,  HANS  PETER,  DET  LT,  SUFFOLK  CO  PD 
DORMER,  RICHARD,  CHF,  SUFFOLK  CO  PD 
DHYER,  EDHARD  J.,  DET  SGT,  SUFFOLK  CO  PD 
EDHARDS,  ORAY  L.,  DEP  CHF  INSPR,  SUFFOLK  CO  PD 
ESTELLE,  PATRICK,  DET  SGT,  SUFFOLK  CO  PD 
FAKLER,  JOHN  L,  LT,  SUFFOLK  CO  PD 
FARNITANO,  JOSEPH  THOMAS,  DET  INSPR,  SUFFOLK  CO  PD 
FEENEY,  ROBERT  FRANCIS,  DET  SGT,  SUFFOLK  CO  PD 
FELDMAN,  ARTHUR  R,  ASST  CHF,  SUFFOLK  CO  PD 
FITZGERALD,  VINCENT  JOSEPH,  CPT,  SUFFOLK  CO  PD 
FITZPATRICK,  JOHN  NEIL,  DET  LT,  SUFFOLK  CO  PD 
FRANZESE,  RICHARD  ALLEN,  LT,  PD 
GABRIEL,  ROBERT  CHRISTIAN,  CPT,  SUFFOLK  CO  PD 
GALLAGHER,  JAMES  J.,  DET  LT,  SUFFOLK  CO  PD 
GARDINER,  HILLIAM  H. ,  INSPR,  SUFFOLK  CO  PD 
GRUND,  HALTER  DANIEL,  INSPR,  SUFFOLK  CO  PD 
HAMANN,  THOMAS  LOUIS,  JR,  CPT,  SUFFOLK  CO  PD 
HEFFERNAN,  FRANCIS  M. ,  INSPECTOR,  SUFFOLK  COUNTY  PD 
HOUGH,  JOHN  JOSEPH,  DEP  INSPR,  SUFFOLK  CO  PD 
JEFFERS,  DONALD  J,  INSPR,  SUFFOLK  CO  PD 
JEHLE,  STEPHEN  THOMAS,  LT,  SUFFOLK  CO  PD 
JENSEN,  RICHARD  A.,  DET  SGT,  SUFFOLK  CO  PD 
JENSEN,  ROBERT  S,  LT,  SUFFOLK  CO  PD 
JOYCE,  MARTIN  JOSEPH,  LT,  SUFFOLK  CO  PD 
KILEY,  HILLIAM  PATRICK,  DET  CPT,  SUFFOLK  CO  PD 
KISTINGER,  JOSEPH  DANIEL,  DET  LT,  SUFFOLK  CO  PD 
LOUGHLIN,  THOMAS  JOSEPH,  CPT,  SUFFOLK  CO  PD 
MAHER,  JAMES  RICHARD,  LT,  SUFFOLK  CO  PD 
MANGO,  NICHOLAS  FRANCIS,  DEP  INSPR,  SUFFOLK  CO  PD 
MANNO,  SALVATORE  ANTHONY,  CPT,  SUFFOLK  CO  PD 
MARCOE,  GERALD  STEPHEN,  DEP  CHF,  SUFFOLK  CO  PD 
143  tt   MARTINELL,  EDHARD  J,  DET  SGT,  SUFFOLK  CO  PD 
105  tt   MCBRIDE,  HILLIAM  L,  DEP  COMMISSIONER,  SUFFOLK  CO  P 
83  tt   MCCLEARY,  ROBERT  A.,  DET  LT,  SUFFOLK  COUNTY  PD 
102  tt   MCCORMICK,  HAROLD  J.,  INSPR,  SUFFOLK  CO  PD 
124  tt   MCCOY,  HOHARD  HENRY,  CPT,  SUFFOLK  CO  PD 
151   MCELHONE,  JOHN  JAMES,  DEP  CHF,  SUFFOLK  CO  PD 
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198  MEEHAN,  OENNIS  JAMES,  LT,  SUFFOLK  CO  PD 

199  MtEHAN,  JOHN  EDHARD,  CPT,  SUFFOLK  CO  PD 
109  tt   MEYERS,  JOSEPH  F,  INSPR,  SUFFOLK  CO  PD 

100   MONTEITH,  JOSEPH  L,  CHF  OF  DEPT,  SUFFOLK  CO  PD 
161   MOORE,  ROBERT  ANTHONY,  CPT,  SUFFOLK  CO  PD 
18*   MORGAN,  FRANK  C,  CPT,  SUFFOLK  CO  PD 

94  »   MUELLER,  DANIEL  H,  INSPR,  SUFFOLK  CO  PD 

157  tt   NAPOLITANO,  JOSEPH  THOMAS,  DET  LT,  SUFFOLK  CO  PD 

193   OBRIEN,  JOHN  MATHEH,  LT,  SUFFOLK  CO  PD 

193   ODONNELL,  HILLIAM  BRYAN,  SGT,  SUFFOLK  CO  PD 

140  OHEIR,  THOMAS  LUDHIG,  LT,  SUFFOLK  CO  PD 

190  OSHALD,  ROBERT  THOMAS,  LT,  SUFFOLK  CO  PD 

183   PELKOFSKY,  GERARD  VINCENT,  DET  LT,  SUFFOLK  CO  PD 

165  tt   PURITIS,  MICHAEL  DENNIS,  CPT,  SUFFOLK  CO  PD 
164   RAU,  KENNETH  RANDALL,  DET  INSPR,  SUFFOLK  CO  PD 

173  REISINGER,  CHARLES  LYNN,  INSPR,  SUFFOLK  CO  PD 

185  RHOADS,  JAMES  PATRICK,  CPT,  SUFFOLK  CO  PD 

33  tt   RICHARDS,  A.  RUSSELL,  INSPECTOR,  SUFFOLK  COUNTY  PD 

186  RIOS,  JAN  LARRY,  DET  LT,  SUFFOLK  CO  PD 

90  tt   ROBERTS,  RICHARD  C,  DEP  CHF,  SUFFOLK  CO  PD 
125  tt   ROMAN,  LEE  MARTIN,  DET  SGT,  SUFFOLK  CO  PD 
115  tt   ROMANO,  JOHN,  ASST  CHF  OF  PTL,  SUFFOLK  CO  PD 
142   RONAYNE,  JOHN  KEVIN,  LT,  SUFFOLK  CO  PD 

128  tt   RONDINELLI,  JOHN  JOSEPH,  INSPR,  SUFFOLK  CO  PD 

195  ROONEY,  JAMES  PATRICK,  JR,  DET  SGT,  SUFFOLK  CO  PD 
150   ROONEY,  LAHRENCE  PETER,  SR,  SGT,  SUFFOLK  CO  PD 

135  tt   SAVARESE,  ROBERT,  DEP  INSPR,  SUFFOLK  CO  PD 
176   SCHAARSCHMIDT,  GAIL,  DET  SGT,  SUFFOLK  CO  PD 

95  tt   SIEE,  RICHARD  J.,  LT,  SUFFOLK  CO  PD 

166  tt   SIEVERS,  ROBERT  LOUIS,  DET  LT,  SUFFOLK  CO  PD 

111  tt   SLOANE,  GEORGE  R,  DET  LT,  SUFFOLK  CO  PD 
148  tt   SMITH,  RONALD  A,  LT,  SUFFOLK  CO  PD 

114  #  SMITH,  STEPHEN  A.,  LIEUTENANT,  SUFFOLK  COUNTY  PD 
131  tt   SNOH,  ROBERT  A,  DEP  INSPR,  SUFFOLK  CO  PD 

112  tt   SOMMER,  ROBERT  J.,  DEPUTY  INSPECTOR,  SUFFOLK  CO. 
192   STALLONE,  FRANK  MARTIN,  DET  LT,  SUFFOLK  CO  PD 

141  tt   STEIDEL,  STEPHEN  EDHARD,  LT,  SUFFOLK  CO  PD 

163   STEO,  DOMINICK  VINCENT,  DEP  INSPR,  SUFFOLK  CO  PD 
140  tt   STREETER,  JOHN  WILLIAM,  JR,  CPT,  SUFFOLK  CO  PD 

196  SULLIVAN,  JAMES  MATTHEH,  LT,  SUFFOLK  CO  PD 

167  TRIANDAFILS,  JOHN,  INSPR,  SUFFOLK  CO  PD 

107  tt   TURANO,  MICHAEL  J.,  JR.,  INSPR,  SUFFOLK  CO.  PD 
189   VARRONE,  DOMINICK,  DEP  INSPR,  SUFFOLK  CO  PD 

123  tt   HELLBROCK,  GEORGE  ALBERT,  DET  LT,  SUFFOLK  CO  PD 

181  HILLIAMS,  KENNETH  L,  SGT,  SUFFOLK  CO  PD 

129  HOODS,  THOMAS  JOSEPH,  LT,  SUFFOLK  CO  PD 
YONKERS 

76  tt   ANDERSON,  VINCENT  J.,  CPT,  PD 

119  CASSINO,  JOSEPH  PAUL,  LT,  PD 

26  tt   CILIBERTI,  FRANK  ANTHONY,  DET  SGT,  PD 

174  DALY,  DANIEL  STEVEN,  LT,  PD 

142  DALY,  EDHARD  ALBERT,  CPT,  PD 

92   DEDIVITIS,  RUDOLPH  M. ,  DEP  CHF,  PD 

120  DUFFY,  JOHN  PATRICK,  CPT,  PD 

121  ERMINI,  BENEDETTO  JOSEPH,  LT,  PD 

117  HARDING,  MARTIN  JOSEPH,  LIEUTENANT,  PD 

191  ITZLA,  ROBERT  ANDREW,  SGT,  PD 

182  JOHNSTON,  ROBERT  ANTHONY,  CPT,  PD 

124  KRESSMAN,  THOMAS  ANTHONY,  CPT,  PD, 

118  MCCUE,  TERENCE  MICHAEL,  LT,  PD 
139   MCEVOY,  ALBERT  RAYMOND,  CPT,  PD 
152   MCLAUGHLIN,  ROY  CHARLES,  CPT,  PD 
170   MCMAHON,  PATRICK  JOSEPH,  CPT,  PD 

123  NOVOTNY,  MICHAEL  STEPHEN,  DET  LT,  PD 

99   POJER,  GEORGE  R. ,  CPT,  DPS,  POLICE  BUREAU 
17  tt   SHEA,  LAWRENCE  P.,  LIEUTENANT,  PD 
133   TAGGART,  ROBERT,  DEP  INSPR,  PD 

91  TAYLOR,  CHARLES  R.,  SR. ,  DETECTIVE,  SERGEANT,  PD 

197  WILCHA,  GEORGE  PETER,  LT,  PD 
YORKTOHN 

138   ARRUDA,  ROBERT  ANTHONY,  LT,  PD 

115  MASI,  ANTHONY,  LT,  PD 

124  SELLICK,  ROBERT  A,  JR,  DET,  PD 
YORKTOWN  HEIGHTS 

104   FERRARA,  PAUL,  COP 
98   SANDERS,  JOHN  C. ,  LIEUTENANT,  YORKTOWN  PD 

NORTH  CAROLINA 
ASHEBORO 

68  tt   BULLA,  JOSEPH  DALE,  COP 
150   FINCH,  JAMES  CLARENCE,  JR,  COP 
118   TROGDON,  DEXTER  LEE,  DET  SGT,  PD 
194   YORK,  ANTHONY  CLARK,  LT,  PD 
ASHEVILLE 
128   ANNARINO,  HILL  RAY,  COP 

185   BARNES,  DAVID  BRUCE,  CRIM  SPEC,  NC  ST  BU  OF  INVSTGN 
121  tt   BEAVER,  CLYDE  RAY,  MAJ,  PD 
49  tt   BROWNLEE,  HAROLD  F.,  CPT,  CHF  OF  DET,  PD 

175  CARVER,  RONALD  LEE,  CPT,  PD 

110   GOFORTH,  JOHN  L.,  ASST  CHF,  CRIM  INV  BU,  BUNCOMB 

94  tt   HENSLEY,  FRED  W,  COP, 

80  tt   JARVIS,  JOSEPH  E,  ASST  COP 
182   LAMBERT,  TED  WAYNE,  CPT,  PD 

22   LILES,  GRANVILLE  B.,  SUPT,  NPS 

90  tt   NAIL,  WILLIAM  M.  ,  JR.,  CPT,  PD 

136  ROBERTSON,  WALTER  EVANS,  SGT,  PD 
194   ROBINSON,  ROSS  ROBERT,  DEP  CHF,  PD 
166   RUTLEDGE,  DAVID  PHILIP,  LT,  PD 

166  tt   THOMAS,  HILLIAM  PAUL,  LT,  NC  SHP 

104   HARD,  WILLIAM  M. ,  CHIEF  DEPUTY,  U.  S.  MARSHALS  S 


BESSEMER  CITY 

189   BEAVER,  RICHARD  HAYNE,  LT,  PO 
BOONE 

168   KENNEDY,  ROBERT  STEPHEN,  ADMINTR,  PD 
BREVARD 

192   WILDE,  DENNIS  CORNELL,  COP 
BURGAH 

38  tt   BRADSHAH,  JAMES  F,  JR,  SHF  OF  PENDER  CO 
192   THOMAS,  CHRISTOPHER  DAVID,  CPT,  PENDER  CO  SD 
153   WHITE,  RICHARD  DEAN,  CPT,  PD 
BURLINGTON 
176   CONKLIN,  JAMES  ELBIE,  CMDR,  PD 
187   CROWDER,  KEVIN  LEE,  LT,  PD 
167   FELTS,  BENNIE  LEE,  MAJ.  PD 
59  It   GARNER,  ALFRED  HUME,  CHIEF  OF  POLICE,  PD 
130   GARNER,  JERRY  DEAN,  CPT,  PD, 
143   GLENN,  JOHN  MORTON,  JR,  COP 
126  tt   JONES,  EUGENE,  MAJ,  USAF 
BURNSVILLE 

108   BANKS,  DONALD  K.  ,  SHF  OF  YANCEY  CO 
CAMP  LEJEUNE 
138   ANDERSON,  DONALD  JAMES,  1LT,  USMC 

BAKER,  JEFFREY  WARREN,  GUNNERY  SGT,  USMC 

BELL,  HENRY  JOSEPH,  WO,  USMC 

BUTLER,  JOHN  GREGORY,  MAJ,  USMC 

CUMMINGS,  JAMES  ALOYSIOUS,  CPT,  USMC 

DUNKELBERGER,  DAVID  CHARLES,  SGT,  USMC 

EMERSON,  JAMES  JUDE,  MAJ,  USMC 

GLESNER,  JEROME  RUSSELL,  GUNNERY  SGT, 

GOODROW,  JOSEPH  HILLIAM,  CPT,  USMC 

HOLLIFIELD,  CARLOS  RAY,  CPT,  USMC 

KING,  MICHAEL  RAY,  MAJ,  USMC 

MCCASLIN,  JAMES  HELVIN,  CWO  II,  USMC 

MILLER,  DANNIE  ALLEN,  CWO  III,  USMC 

PARIS,  ROBERT  T.,  CWO  IV,  USMC 

PENA,  JOSE  LUIS,  CPT, 

SCHALK,  KATHLEEN  ANN, 

SCHMIDT,  GARY  JOSEPH, 

SHOEMAKER,  BRADLEY,  CPT,  USMC 

THANARS,  DON  MICHEAL,  CPT,  USMC 

TIPTON,  EURA  VERNON,  SERGEANT  MAJOR,  U.  S.  MARINE  C 

WINSTON,  HERBERT  THOMAS,  LTC,  USMC 


USMC 


USMC 

GUNNERY  SGT,  USMC 

WO,  USMC 


185 
123 
147 
150 
162 
151 
179 
141 
137 
181 
149 
143 
101 
140 
166 
188 
146 
174 
66 
118 
CANTON 

131   CALLOWAY,  CHARLES  EUGENE,  COP 
CARTHAGE 
143   HHITAKER,  RICKY  TYSON,  INSPR,  STATE  OF  NC 
77   WISE,  JAMES  W. ,  SHF  OF  MOORE  CO 
CARY 
102  tt   BOLES,  JOHN  W. ,  COP 
193   CORR,  DONALD  EDWARD,  LT,  PD 
184   GUTHRIE,  MYRON  WAYNE,  DET  SGT,  PD 
165   HUNTER,  HINFIELD  JOHN,  CPT,  PD 
186   SCARINGELLI,  PATRICIA  HOLLAND,  LT,  PD 
CHAPEL  HILL 

51  tt   HILLIARD,  SIDNEY  M. ,  CHIEF  OF  POLICE 
170   PORRECA,  ROBERT  LYSLE,  MAJ,  UNIV  OF  NC  DPS 
99   SNIPES,  THOMAS  H,  CPT,  PD 
126   SUMMEY,  ARTHUR  HOLTON,  LT,  PD 
CHARLOTTE 
113  tt   ABERCROMBIE,  BRUCE  C,  COP 

ADAMS,  MICHAEL  VICTOR,  SGT,  CHARLOTTE-MECKLENBURG  PD 
BARNES,  MITCHELL  F.,  CPT,  MECKLENBURG  CO  PD 
CANIPE,  HENDELL  E.,  LTC,  HECKLENBURG  CO  PD 
CARTER,  RONNIE  ANDRA,  SA,  BU  OF  ATF 
CASH,  PAUL  AARON,  CPT,  MECKLENBURG  CO  PD 
CHAMBERS,  CHARLES  DELAIN,  DIST  SUPV,  NC  ST  BU  OF  INVSTG 
CHANDLER,  RICHARD  REID,  CPT,  MECKLENBURG  CO  SO 
CHERRY,  JOHN  M,  CPT,  PD 

DEATON,  STEPHEN  CURTIS,  CPT,  MECKLENBURG  CO  SD 
DETOMMASO,  MICHAEL  FRANK,  CPT,  MECKLENBURG  CO  SO 
EARLS,  PAUL  E,  CPT,  PD 
EDWARDS,  WILLIAM  J.,  JR.,  SGT,  PD 
ENSLEY,  B,  CPT,  PD 
GOODMAN,  JACOB  CLYDE,  COP 

HEAFNER,  TERRY  LYNN,  ASST  CHF,  AIRPORT  POL  DIV 
110  tt   HELMS,  JOHNNIE  N.  ,  FIELD  SGT,  PD 
148   HILDERMAN,  HALTER  CARRINGTON,  CPT,  PD 
HUNEYCUTT,  HAWELL  CRAIG,  CPT,  PD 
HUNTER,  MADISON  MARCELLIS,  CPT,  PD, 
JOHNSTON,  BENJAMIN  M. ,  LT,  MECKLENBURG  CO  PD 
JONES,  LEONARD  R,  CMDR,  PD 
102  It   MARTIN,  JAMES  A,  CPT,  PD 
104  It   MCGRAW,  LACY  L.,  MAJ,  PD 

161   MCINTOSH,  TED  VANCE,  CPT,  MECKLENBURG  CO  PD 
197   MEDLOCK,  HAROLD  EVERETT,  JR,  SGT,  CHARLOTTE  MECKLENBURG 
94  It   MOORE,  MARSHALL  C,  CAPTAIN,  PD, 
193   MULHALL,  SEAN  THOMAS,  CPT,  PD 

It   MULLIS,  ROBERT  ROGER,  SUPV  DEP,  USMS 

NICHOLS,  EDNA  KATHY,  CPT,  MECKLENBURG  CO  PD 
tt   OWENS,  CRISTA  L.,  ASST  CHF,  MECKLENBURG  CO  PD 
*  PAYNE,  JOHN  HOWARD,  LT,  PD,  MECKLENBURG  COUNTY 
PENDERGRAPH,  JAMES  IRVING,  SHF  OF  MECKLENBURG  CO 
PLUMMER,  THOMAS  MICHAEL,  CPT,  MECKLENBURG  CO  SO 
RIVERS,  ROY  JEROME,  LT,  MECKLENBURG  CO  SO 
SCHURMEIER,  R08ERT  LINDEKE,  JR,  CMDR,  PD 
SHIRLEY,  WAYNE  HERBERT,  MAJ,  MECKLENBURG  CO  SO 
tt   STEPHENS,  GEORGE  A.,  CHIEF  OF  POLICE,  MECKLENBURG  C 
tt   TREADAWAY,  BRUCE  S,  COMMANDER,  PD 
tt   WALLACE,  LARRY  BEN,  SGT,  PD 
It   WHITLEY,  JOE  D. ,  CHF,  MECKLENBURG  COUNTY  PD 


196 
107 

93 
177 
131 
124 
197 

93 
183 
192 

92 
117 
101 

70 
128 


179 
139 
100 
113 


118 
174 
104 

48 
149 
199 
188 
159 
185 

55 

97 
123 

25 
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190   HILLIAMS,  KENNETH  DALE,  CPT,  CHARLOTTE-MECKLENBURG  PD 
99  tt   HILLIAMS,  THOMAS  H.  ,  CPT,  PD 
17  tt   YANDLE,  JOHN  H.  ,  CAPTAIN,  PD 


CHEROKEE 

123        MARTIN, 
CHERRY   POINT 
82   I   BENTON, 


BRUCE   DAVID,    DIR,    PD 


P.    THOMAS,    CHF   INVSTGR,    MARINE  CORPS  AIR 
CARTER,    MICHAEL   DON,    CHO   II,    USMC 
COX,    JACK   RANDOLPH,    MSGT,    USMC 
ELDREDGE,    FREDERICK  R.,    JR.,    CPT,    USMC 
HORNER,    ROGER   LEE,    SR,    MSGT,    USMC 
LEHIS,    GREGORY  DALE,    MSGT,    USMC 
LOVE,    HILLIAM  ROY,    JR,    GUNNERY  SGT,    USMC 
MCALEXANDER,    BOYD  STOUT,    CHO   III,    USMC 
MEYER,    VERNON   J.,    CHIEF  WARRANT  OFFICER,    USMC 
SIMMONS,    STEVEN  ALLAN,    MAJ,    USMC 
STEHARD,    JOHN  A,    JR,    MAJ,    USMC 

CHERRYVI LLE 
199        BURGIN,    JOHN   LABAN,    JR,    DET   SGT, 

CONCORD 
154        ANDRADE,    DENNIS,    JR,    CPT,    PD 

ARTHUR,    HILLIAM  LANE,    DET   SGT,    PD 
COLEY,    ROY   LEE,    CPT,    PD 
OVERCASH,    HILLIAM  ALLEN,    LT,    PD 
TAYLOR,    DAVID  J,    DETECTIVE   SERGEANT,    PD 

CULLOHHEE 

72   SMITH,  PRITCHARD  C. 


129 
70 
118 
182 
177 
172 
192 
110 
199 
100 


125 
173 
189 
108 


PD 


JR.,  DIR  OF  SECURITY,  WESTERN  CARO 


DURHAM 
101  * 
186 
195 
103  tt 
196 

78 
162 
197 

95  tt 
122 


ARLINGTON,  JERRY  M,  LT,  IN  SPOL 
BOND,  HILLIAM  EARL,  JR,  CPT,  PD 
CHALMERS,  STEVEN  HAYNE,  CPT,  PD 
CLAYTON,  CHARLES  H. ,  MAJ,  PD 
CRABTREE,  CARLTON  WESLEY,  MAJ,  DURHAM  CO  SO 
DUMAS,  PAUL  J.,  JR.,  DIR  OF  PUB  SFTY,  DUKE  UNIV 
FLETCHER,  HAROLD  KENT,  LTC,  PD 
HARE,  GEORGE  BRANDON,  MAJ,  PD 
HILL,  HORTH  L.,  SHF,   DURHAM  CO  SHF  OFC 
MARTIN,  WYATT  TYSON,  SGT,  PD 
139  tt   MITCHELL,  MICHAEL  HAYNE,  MAJ,  PD 
49  tt   PLEASANTS,  HILLIAM  HALTON,  COP 
SHERRON,  SPURGEON  E,  MAJ,  PD 
TAYLOR,  REGINALD  STANTON,  CPT,  PD 


BENTHIN,  GARY  CARL,  COP 
PYRTLE,  ARMOR  REECE,  JR,  SGT, 


111 

176 
EDEN 

167 

186   PYRTLE,  ARMOR  REECE,  JR,  SGT,  PD 
EDENTON 

130   WILLIAMS,  HILLIAM  BEAMON,  SUPV,  NC  ALCOHOL  LAH  ENF 
ELIZABETH  CITY 

142   DAVENPORT,  JENNINGS  M,  JR,  CPT,  USMC 

177   KOCH,  GEORGE  FRANK,  III,  LT,  PD 
39  It   OHENS,  HILLIAM  CLARENCE,  COP 

189   TADE,  JOSEPH  PHILLIP,  LT,  PD 
EMERALD  ISLE 

160   WILSON,  MARK  DANA,  COP 
ENFIELD 

111   MAYER,  THEODORE  H,  JR,  COP 
FARMVILLE 

135   SMITH,  ROBERT  ALLEN,  COP 
FAYETTEVILLE 

164   CANNADY,  PHILIP,  MAJ,  PD 

188   CHANDLER,  BRADLEY  RENA,  CPT,  PD 
49  *  FAIRCLOTH,  DAVID  THOMAS,  CAPTAIN,  PD 

106   HANSEN,  RONALD  E,  COP 

198  MILAZZO,  CARL  JAMES,  POL  ATTY,  PD 
141   MOYD,  GEORGE  EDWARD,  CPT,  PD 

138  tt   REGISTER,  HILLIAM  PURVIS,  1LT,  NC  HPTL 
146   SESSOMS,  SAMUEL  CLAUDE,  JR,  CPT,  PD 
FORT  BRAGG 

91   ARNZEN,  CHESTER  L.,  COL,  USA 

79   ELDER,  PERRY  B.,  JR.,  COL,  USA 
150   GREEN,  DAN  ALLEN,  CHO  II,  USA 
175   HOLT,  TIMOTHY  OLEN,  CHO  II,  USA 
191   HUMBERT,  HARRY  LEROY,  JR,  CHO  III,  USACIDC 
173   LAMB,  TIMOTHY  JOHN,  MAJ,  USA 

199  LAUZON,  BRYAN  PAUL,  CHO  4,  USA 

191  ORLANDO,  KIM  SALVATORE,  MAJ,  USA 

192  PADILLA,  NICHOLAS,  JR,  CHO  III,  USA 
98    PALMER,  RICHARD  H.,  LTC,  USA 

195   PAULY,  DAVID  GERHARD,  CHO  II,  USA 

132  RITTER,  HAYNE  ALLEN,  CHO  III,  USACIDC 
154   RODRIGUEZ,  VENANCIO,  JR,  SA,  USACIDC 
198   SOLDANO,  DAVID  JOSEPH,  CH3,  USA 

177   HATKIN,  PAUL  RICHARD,  SGT  1CL,  USA 
FORT  RICHARDSON 

197  BIRT,  ANGELA  GAIL,  CHO,  USA 
FRANKLIN 

194   SHIELDS,  GEORGE  ANDREH,  LT,  MACON  CO  SD 
GARNER 

179  FORD,  RONALD  JAY,  CPT,  PD 
GASTONIA 

191   ADAMS,  TIMOTHY  LEE,  SGT,  PD 

182   ATKINSON,  EDWARD  FERN,  JR,  DET  SGT,  PD 

198  BESS,  GALE  TERESA,  CPT,  GASTON  CO  PD 

199  BUIE,  JAMES  WELDON,  JR,  CPT,  GASTON  CO  PD 
198   CONLEY,  STACY  ERNEST,  CPT,  PD 

68  *  DAVIS,  JAMES  KENNETH,  ASST  CHF,  PD,  GASTON  CO  RURAL 
82  tt   ELMORE,  CHARLES  C,  JR,  COP 

180  FARLEY,  HILLIAM  JOSEPH,  JR,  CPT,  PD 

133  FULLER,  CHARLES  THOMAS,  ASST  CHF,  GASTON  CO  PD 
153   HARVELL,  GARY  MICHAEL,  CPT,  PD 


141  tt   HARHELL,  HAROLD  DEAN,  ASST  CHF,  GASTON  CO  PD 

92  tt   HOMESLEY,  ALBERT  B,  CHF,  GASTON  CO  RURAL  PD 
199   ISENHOUR,  CYNTHIA  MAXHELL,  CPT,  PD 

185  ISENHOUR,  JEFFREY  LYNN,  SR,  SGT,  GASTON  CO  PD 
124   LYNCH,  STEPHEN  LOYD,  COP 

162  tt   STAMEY,  DOUGLAS  LEE,  CPT,  GASTON  CO  PD 

121  tt   STARNES,  JOHN  PATRICK,  ASST  CHF,  GASTON  CO  PD 
GOLDSBORO 

82   ADAMS,  WILL  I.,  SHF,  HAYNE  CO 

122  CLOUTIER,  DAVE  FREDERICK,  JR,  CPT,  SALEMBURG  JUSTICE  AC 
112   FORSYTHE,  JAMES  R. ,  MSGT,  USAF 

95  tt   HARVELL,  DAVIS  L.,  ASST  CHF,  PD 
117   HILL,  CHESTER,  COP 

164   HOBBS,  FLOYD,  MAJ,  PD 
192   HOPPER,  MICHAEL  DOUGLAS,  CPT,  PD 
94   KREIS,  JOHN  F.,  MAJ,  USAF 
127  tt   SPAIN,  GEORGE  ASA,  MAJ,  PD 
184   SZATKOHSKI,  LEONORE,  MAJ,  PD 

177  WARRICK,  JASPER  MORRIS,  JR,  COP,  PD 
105  tt   WEAVER,  OHEN  N.,  DET  LT,  PD 

GREENSBORO 
134  tt   ALLEN,  CHARLES  FRANKLIN,  CPT,  PD 
164   BATEMAN,  ROBERT  GALE,  SR,  ASST  CHF,  PD 
62   BURCH,  HALTER  A,  SHF  OF  GUILFORD  CO 

50  #  CALHOUN,  PAUL  B. ,  COP 

98  tt   COLVARD,  PHILLIP  J.,  ASST  CHF,  PD 
145  tt   DAUGHTRY,  SYLVESTER,  JR,  COP 
172   FORREST,  ROY  THOMAS,  JR,  CPT,  GUILFORD  CO  SD 

178  GIBSON,  ROBERT  HAYNE,  CPT,  PD 
108  tt   GIBSON,  WADE  J.,  CAPTAIN,  PD 
117   HILLIARD,  JAMES  H,  ASST  CHF,  PD 
183   HUNDLEY,  FRANK  FLOYD,  JR,  CPT,  PD 

69  tt   JACKSON,  HILLIAM  HILL,  CPT  OF  DET,  PD 

51  tt   LEVERETT,  GEORGE  T.,  JR.,  CPT,  PD 
172   LUMAN,  JAMES  THARROL,  ASST  CHF,  PD 

123  ODOM,  ANTHONY  CARL,  CHF  OF  THREAT  ANALYSIS  DIV,  US 
162   RIVENBARK,  TED  MARTIN,  CHF,  UNC  AT  GREENSBORO 

186  SCALES,  ANTHONY  LORRE,  MAJ,  PD 

152   SHEPPARD,  JAMES  THOMAS,  SR,  LT,  GUILFORD  CO  SD 

112  tt   SIMPSON,  SONNIE  B,  CPT,  PD 

195   STAFFORD,  HILLIE  RANSOME,  III,  CPT,  PD 

96  STEELE,  ROBERT  H. ,  CAPTAIN,  PD 

194   STEHART,  ALFRED  CHARLES,  JR,  CPT,  PD 
88  tt   SWING,  WILLIAM  E,  (LTC)  COP 

93  THOMAS,  BYRON  L.,  CAPTAIN,  PD 
102  *  WADE,  CONRAD  D,  COP 

105   WALKER,  W.  EARNEY,  CAPTAIN,  PD 
197   WATTERSON,  WILLIAM  DAVID,  CPT,  PD 
126   WILLIAMS,  DAVID  CURRY,  ASST  CHF,  PD 
119  tt   WOOD,  DANIEL  EARL,  ASST  CHF,  PD, 
53  tt   HOOTERS,  HOWARD  L.,  LT.  COL.,  PD 
76  tt   HYNN,  EDMUND  R,  MAJ,  PD 
GREENVILLE 

98   AVERY,  RONNIE  E.,  DIR,  E.  CAROLINA  UNIV  DPS 
182   BARTLETT,  JOSEPH  ALAN,  LT,  PD 
131   BULLOCK,  DAVID  RODRICK,  LT,  PD 

78  tt   EDDINGS,  FRANCIS  M,  CHF,  EAST  CAROLINA  UNIV  DPS 
171   ENNIS,  JOHN  EDHARD,  CPT,  PD 

FORREST,  THOMAS  LAWRENCE,  LT,  PD 

GIBBS,  SULLIVAN  GRANT,  CHIEF  OF  POLICE,  PD 

HINMAN,  CHARLES  E.,  COP 

NICHOLS,  RANDY  MICHAEL,  CPT,  PD 

STATON,  NELSON,  CPT,  PD 

TAYLOR,  DENNIS  WAYNE,  CPT,  NC  SHP 

TEEL,  JOHN  RICHARD,  LT,  PD 


198 
53  * 

94 

147 

157 

199 

188 
HAMLET 

156   MOORE,  TERRY  GILBERT,  COP 
HAVELOCK 

104  tt   CLIFTON,  RAYBORN  S,  JR,  MAJ,  USMC 
HENDERSON 

129   GRISSOM,  MICHAEL  DEAN,  SUPR,  PD 

107  *  LONG,  THOMAS  J,  CHAIRMAN,  VANCE-GRANVILLE  COMM 

136   ROBINSON,  RONNIE  TIMOTHY,  DET  LT,  PD 
49  *  HATKINS,  HAROLD  UPCHURCH,  CHIEF  OF  POLICE,  PD 
HENDERSONVILLE 

112   HESSER,  LARRY  M,  COP 

132   NICHOLSON,  JOHN  CARL,  CPT,  PD 

139   PARKS,  DONNIE  RAY,  LT,  PD 

189   SUMMEY,  ERIK  BRIAN,  LT,  HENDERSON  CO  SD 
HICKORY 

195   DEAL,  CLYDE  JUNIOR,  LT,  PD 

178   HAMILTON,  MERLYN  CHARLES,  CPT,  PD 

116   HURLEY,  MICHAEL  H. ,  CAPTAIN,  PD 

142   LUCAS,  FLOYD  HOODROH,  JR,  COP 

104  tt   MCGUIRE,  OHEN  M,  MAJ,  PD 

167   POST,  HILLIAM  HOLMAN,  CPT,  PD 

159   SUMPTER,  JIMMY  WAYNE,  MAJ,  PD 
47   VANDERFORD,  JOHN  R. ,  SUPERVISING  AGENT,  STATE  BUREA 

185   HRIGHT,  STEVEN  CHESLEY,  LT,  PD 
HIGH  POINT 

58  »  ANDREHS,  CLAY,  DET,  PD 

195  CUTRELL,  MARC  LARUE,  CPT,  PD 
188   DUNCAN,  DEBRA  CORINNE,  LT,  PD 

170   HONEYCUTT,  JAMES  HAROLD,  CMDR  II,  PD 

73   MCSHAIN,  VAN  HAYWOOD,  CAPTAIN,  PD 
106  tt   MYERS,  STEELE  T,  MAJ,  PD 

56  *  PRITCHETT,  LAURIE,  COP 
158   RANKIN,  ROBERT  BLAIR,  JR,  ASST  CHF,  PD 
115  tt   RICH,  JERRY  T,  MAJ,  PD 

196  STOHE,  RONALD  MELVIN,  LT,  PD 
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56  *  HADE,  JOSEPH  DONALD,  PATROLMAN,  PD 
HILLSBOROUGH 
178   COLLINS,  BOBBY  JOEL,  LT,  ORANGE  CO  SO 

107  PENDERGRASS,  ALBERT  L,  SHF  OF  ORANGE  CO, 
HO   TRUELOVE,  DONALD  RAY,  MAJ,  ORANGE  CO  SD 

HUDSON 

163  tt   COLVARD,  TONY  DIXON,  COP 
JACKSONVILLE 

96   CLARKE,  MICHAEL  J.,  CPT,  PD 

134   COLLINS,  DELMA  GRADY,  DEP  CHF,  PD 

109  tt   DINOTA,  DENNIS  T,  DET  SGT,  PD 

130  DORRIETY,  JAMES  MELVIN,  CHO  II,  USMC 
100   HALBERT,  ROGER  E.,  CHIEF  OF  POLICE 
161   HESTER,  TOMMY  LANE,  CPT,  USMC 

171  tt   LYNCH,  ERNEST  EDGAR,  DEP  CHF,  PD 

165   MILLER,  HANS  JOHN,  MAJ,  USMC 

193   PHILLIPS,  JOHN  SAMUEL,  DEP  CHF,  PD 

108  SMITH,  STEPHEN  K.  ,  SGT,  PD 

168   SPANGLER,  SCOTT  ALAN,  MSGT,  USMC 

154  SPRADLEY,  JESSE  RALPH,  ILT,  USMC 

153  STALLBAUMER,  LYNN  EDHARD,  MSGT,  USMC 

176   STEVENS,  ALAN  ROBERTS,  SAC,  NC  STATE  BU  OF  INVSTGN 
125   TURNER,  ARTHUR  RICHARD,  DEP  CHF,  PD 
KANNAPOLIS 

152  BROHN,  PAUL  DOUGLAS,  COP 

182  CHAVIS,  JAMES  HOODROH,  SGT,  PD 
119  tt   NICKOLS,  GARY,  TECHNICAL  SGT,  USAF 

KENLEY 

127  LEE,  RONALD  HENDELL,  COP 
KING  MOUNTAIN 

155  GOFORTH,  CHARLES  HARREN,  COP 
KINSTON 

100  tt   BROADHELL,  GUERRY  B,  COP 

187  INGRAM,  WILBURN  LESTER,  III,  ASST  CHF,  PD 
151   MOSS,  THOMAS  MILTON,  COP 

86  *  THOMAS,  HALTER  M. ,  ASSISTANT  CHIEF,  PD 

131  tt   NIGHTMAN,  MICHAEL  J,  COP 
KITTY  HAHK 

193   CARVER,  MICHAEL  GLENN,  LT,  PD 
140   MORRIS,  ROBERT  KEITH,  COP 
LAURINBURG 

73  tt   QUICK,  N.  H.,  COP 
LENOIR 

23  tt   BUSH,  J.  GORDON,  PRLE  SUPV,  NC  BD  OF  PRLES 
98   CRISP   TERRY  A  COP 
184   REYNOLDS,  JOSEPH  MILTON,  JR,  DIS  SPVR,  NC  ALCOHOL  LAN  E 
92   TRIPLETT,  R.  DEHEY,  CAPTAIN,  PD 
LEXINGTON 
163   BARBER,  JIMMY  WADE,  CPT,  PD 

183  KEPLEY,  TAD  WILLIAM,  SGT,  PD 
LINCOLNTON 

180  ABERNATHY,  HAROLD  DEAN,  LT,  PD 
138   BURGIN,  TERRY  JOHNSON,  COP 

188  LUKACH,  ROBERT  KENT,  JR,  SGT,  PD 
LUMBERTON 

109  tt   FREEMAN,  BERNICE  L.,  SR.,  CHF  DEP  SHF,  ROBESON  CO  SD 
55   LOVETTE,  WILBUR  C,  DEP  SHF,  ROBESON  CO  SO 

116   TAYLOR,  JACKIE  E.,  MAJ,  PD 
MANTEO 

181  ETHERIDGE,  PHILLIP  GLENN,  SGT,  DARE  CO  SD 
187   GRAY,  ALMEY  JOSEPH,  LT,  DARE  CO  SO 

91   HARTMAN,  THOMAS  L,  SUPT,  CAPE  HATTERAS  NATL  SEASH 
157   MIDGETT,  RODNEY  WAYNE,  CHF  DEP,  DARE  CO  SD 
MAYODAN 

183  ANDERSON,  RICHARD  ALAN,  CPT,  PD 
163   SHELTON,  LAWRENCE  EDWIN,  COP 

MONROE 
186   BAILEY,  BEN  DUANE,  JR,  LT,  UNION  CO  SD 

181  HAULK,  ROBERT  RAY,  ASST  CHF,  PD 

182  OSBORNE,  CHARLES  EDWARD,  CPT,  NC  SHP 
35   PAGE,  NORWOOD  S.,  DETECTIVE,  PD 

197   SIMPSON,  STEVEN  MICHAEL,  LT,  UNION  CO  SD 
MOORESVILLE 

191   GIBSON,  GREGORY  LEWIS,  CPT,  PD 

125   PUETT,  JOSEPH  JENNINGS,  COP 
MOREHEAD  CITY 

128  tt   CAYADO,  PEDRO  PABLO,  JR,  COP 
MORGANTON 

100  tt   BARRIER,  ALLEN  L. ,  MAJ,  PD 

144  BUCHANAN,  JAMES  JOSEPH,  LT,  PD 

154  COBB,  YATES  ALEXANDER,  SGT,  DPS 

19  *  CRAWLEY,  CLYDE  W. ,  DEP  SHF,  BURKE  CO  SO 
90  tt   HAMRICK,  BILLY  J,  COP, 

184  TOLBERT,  RANDALL  MARK,  CPT,  MORGANTON  DPS 

114  WARREN,  STEVE  R.,  CPT,  PD 

119   WHISNANT,  JOSEPH  LARRY,  MAJ,  PD 

136  WILLIAMS,  ROBERT  WAYNE,  CHF,  DPS 
MOUNT  AIRY 

35  tt   BOONE,  MONTE  WILSON,  SGT,  PD 
MOUNT  HOLLY 

191   SHERRILL,  JOHN  WAYNE,  SGT,  PD 
MURFREESBORO  \ 

115  HARRIS,  ROBERT  E,  JR,  COP 
NAGS  HEAD 

153  CAMERON,  CHARLES  LESLIE,  COP 
NASHVILLE 

145  JENKINS,  RICHARD  CEWEY,  LT,  NASH  CO  SO 
NEW  BERN 

137  BLAND,  CALTON  WINDLEY,  SHF  OF  CRAVEN  CO 
140   BUMGARNER,  KENNETH  HADE,  COP 


110  tt 
179 
136  tt 
NEWTON 
195 
178 
54  * 
169 


GRENIER,  THOMAS  M.,  LT,  USMC 
MCALEXANDER,  JOHNNY  RAY,  CPT,  PD 
MURELLO,  LAWRENCE  JAIME,  CWO  II,  USMC 


BULLOCK,  WILLIAM  BRUCE,  LT,  NC  SHP 
COOPER,  GEORGE  WESLEY,  CPT,  NC  HPTL 
HARVELL,  THURMOND  A.,  COP 
MCGUIRE,  PHILIP  OWEN,  SGT,  CATAWBA  CO  SO 
NORTH  HILKESBORO 

111    FELTS,  DAVID  T.,  CHIEF  OF  POLICE 
PINEHURST 

166   HOOKER,  ERNEST  GEORGE,  COP 
POPE  AFB 
158    BURAN,  FRED  ALBERT,  III,  LTC,  USAF 
120   GRUNNAGLE,  HARRY  JOHN,  SR  MSGT,  USAF 
RALEIGH 


135 

97 

71 

57 

151 

65 

110 

24 

117 

193 

168 

38 


ALLEN,  ROGER  DALE,  ASST  SUPV,  NC  BU  OF  INVSTGN 

ALMOND,  FRED  D,  SGT,  NC  HPTL 

ATKINS,  CHARLES  J.,  CPT,  PD 

BAILEY,  HERMAN  T.,  MAJ,  PD 

BROHN,  MITCHELL  WATT,  MAJ,  PD 

CAMPBELL,  WARREN  W. ,  JR.,  SA,  ST  BU  OF  INVSTGN 

CAMPBELL,  WINTON  G,  JR,  COL,  USA 

CANADY,  GEORGE  E.,  SA,  ST  BU  OF  INVSTGN 

CARDWELL,  JACK  F,  COL,  COMMANDER,  NC  STATE  HPTL 

CARPENTER,  SCOTTIE  DEAN,  SAC  OF  INSP,  NC  BU  OF  INVSTGNS 

CHAPIN,  JOSEPH  MICHAEL,  CHF,  STATE  CAPITOL  POL 

DAVIS,  CLAUDE  D. ,  SA,  ST  BU  OF  INVSTGN 
78  tt   DUKE,  EDGAR  C,  MAJ,  PD 
31  tt   EDWARDS,  JOHN  B.,  SA,  ST  BU  OF  INVSTGN 

FORD,  DENNIS  CARLTON,  LT,  PD 

GASKINS,  EUGENE  BROOKS,  JR,  LT,  PD 
tt   GAY,  R.  L.,  ST  PROBATION  OFCR 
tt   GILBERT,  DANIEL  E.,  SA,  ST  BU  OF  INVSTGN 

GODLEY,  WILLIAM  EARL,  JR,  SAC,  NC  ST  BU  OF  INVSTGN 
tt   GOODWIN,  ROBERT  E.,  CHIEF  OF  POLICE 

GREEN,  BILLY  GORDON,  JR,  SA,  NC  STATE  BU  OF  INVSTGN 

GREEN,  EARL  T,  MAJ,  NC  HPTL 
*  GREGORY,  FRED  C,  CAPTAIN,  PD 
tt   HALEY,  JOHNNY  V.,  CPT,  PD 
tt   HARGROVE,  RALPH  R.,  CPT,  PD 
tt   HARRIS,  WILLIAM  TALMAGE,  CPT.  NC  HPTL 

HATCHER,  JAMIE  JACKSON,  1SGT,  NC  SHP 

HAWLEY,  LLOYD  RONDEL,  LT,  NC  HPTL 

HECKENDORN,  MILES  J,  III,  DEP  DIR,  NC  STATE  UNIV  DPS 

HOKE,  MICHAEL  DAVID,  CHF,  MEREDITH  COLLEGE  POL 

INGOLD,  LOY  CURTIS,  ASST  SUPT,  STATE  BU  OF  INVSTGN 
tt   JESSUP,  J.  W.,  SA,  ST  BU  OF  INVSTGN 
tt   JONES,  EDWARD  WHITE,  COL,  NC  ST  HPTL 

KELLY,  LESTER  W. ,  CHF  DEP  SHF,  HAKE  CO  SD 


171 

198 

6 

92 

181 

45 

119 

104 

91 

90 

40 

120 

196 

124 

116 

169 

132 

9 

61 

84 


101  tt   LANCE,  LEE  J.,  MAJ,  NC  HPTL 

199   LANE,  DENNIS  ROBERT,  LT,  PD 

113   LASSITER,  ERNEST  0,  CPT,  PD 

190   LEWIS,  CLARENCE  EDWARD,  CPT,  PD 

158  tt   LONG,  WILLIAM  HENRY,  MAJ,  NC  HPTL 

110   MARSHBURN,  CHARLES  K.,  DEP  SHF,  HAKE  CO  SD 

181  MASSEY,  JOHNNY  BRUCE,  MAJ,  NC  ST  CAPITOL  POL 
106  tt   MATTHEWS,  DAVID  L,  COL,  NC  STATE  HIGHWAY  PTL 

91   MAXEY,  JAMES  T.,  ASST  SUPR  AGENT,  STATE  BU  OF  I 

55  tt   MCKINNEY,  WILLIAM  S.  ,  CPT,  NC  HPTL 

56  MINTER,  J.  N.,  JR.,  DIST  SUPR  AGENT,  STATE  BU  OF  I 
95   MUNN,  MELVIN  T.,  INVSTGR,  HAKE  CO  SD 

98  tt   NIPPER,  WILLIAM  C,  MAJ,  PD 

134  tt   ODOM,  HERBERT  JULIOUS,  DEP  INSPR,  PD 

149   PATTERSON,  WILLIAM  BURRELL,  DEP  DIR,  NC  ALCOHOL  LAW  ENF 
22  tt   PAVLOVSKY,  ANDREW  J.,  CAPTAIN,  PD 

118   PEOPLES,  BRANTLEY  WADE,  SGT,  PD 
33  *  PHILLIPS,  LEE  P.,  DIR  OF  ENF,  NC  BOARD  OF  ALCOHO 
33   PLEASANTS,  ROBERT  J.,  SHF  OF  WAKE  CO 
97    POOLE,  HENRY  L.,  AGENT,  NC  STATE  BU  OF  INVSTGN 
91    REGISTER,  CURTIS  L.,  SPECIAL  AGENT,  STATE  BUREAU  OF 

149    REYNOLDS,  MYRON  EUGENE,  FIRST  SGT,  NC  HPTL 

190   ROBERTSON,  MICHAEL  DAVID,  SAC,  NC  ST  BU  OF  INVSTGN 

127   RUSS,  GEORGE  BENNETT,  JR,  MAJ,  NC  SHP 

103  tt   RUSSELL,  GLENN  D. ,  MAJ,  NC  HPTL 

60  tt   SALTER,  HUGH,  US  MARSHAL,  EASTERN  DISTRICT  0 
101  *  SIGMON,  EDDIE  R.,  CHF  DEP,  USMS 

192    SIMMONS,  JOHN  JOSEPH,  SUPVR,  NC  ALCOHOL  LAW  ENF  DIV 
134   SPAINHOUR,  TONY  HENRY,  MAJ,  NC  SHP 
27  *  SPENCE,  WALTER  W. ,  SA,  STATE  BU  OF  INVESTIGATION 

61  STARLING,  HAYHOOD  R. ,  DIRECTOR,  STATE  BUREAU  OF  INVE 

172  STEPHENS,  MICHAEL  HAMPTON,  SR,  CPT,  NC  HPTL 

182  STRICKLAND,  RALPH  HERBERT,  SR,  LT,  PD 
187    TEEM,  MICHAEL  ROY,  LT,  PD 

112   WEATHERSBEE,  ROBERT  I.,  LT,  NC  STATE  HIGHWAY  PATROL 

197   WEST,  KEVIN  REX,  SAC,  NC  STATE  BU  OF  INVSTGN 

194   WHITE,  ALPHONSA,  LT,  PD 

105   WILLIAMS,  GILBERT  WINSTEAD,  MAJ,  PD 

5  tt   WILLIAMS,  LEWIS  E.,  SPEC  AGENT,  STATE  BU  OF  INVSTG 
130   WILLIAMS,  RUFUS  DELRO,  SGT,  PD 
190   WILSON,  WALTER  JACOB,  JR,  LT,  NC  SHP 
REIDSVILLE 
181   DATTERO,  GUILIO  HALTER,  CPT,  PD 
109  tt   FESTERMAN,  JAMES  K,  COP 

173  HAIRSTON,  WILLIAM  CORNELIUS,  SGT,  PD 
33  *  LOFTIS,  MAURY  F.,  COP 

187   LOJKO,  MATTHEW  ALBERT,  JR,  COP 
161    PHILLIPS,  CHARLES  BROADUS,  SR,  CPT,  PD 
ROANOKE  RAPIDS 

89   BEALE,  DREHERY  NORMAN,  COP 
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BOBBINS 

17*    BROHN,  DANIEL  LOUIS,  COP 
ROCKY  HOUNT 

148  GRIHES,  JAMES  BENJAMIN,  SHF  OF  NASH  CO 
195   MANLEY,  JOHN  HENRY,  JR,  SGT,  PD 

160   MCCOY,  MARTIN  VICTOR,  SR,  SGT,  PD 

138   PATTERSON,  HILLIE  EUGENE,  LT,  PD 
75   RICHARDSON,  BEN  C,  CAPTAIN,  PD 

186   SEARS,  JEFFREY  HAYNE,  LT,  PD 
RUTHERFORDTON 

175   GREENHAY,  RANDALL  MERRILL,  COP, 
SALEMSBURG 

54   FORNEY,  NEAL  MILLS,  OPRTNS  OFCR,  NC  JSTCE  ACDMY 
SALISBURY 

6  *  LINEBACK,  C.  L.,  CITY  MANAGER 

109   RICHARDSON,  HAYLON  B.,  CPT,  NC  HPTL 
SANFORD 

142   COLE,  MARTIN  RUSSELL, 

114   YARBOROUGH,  RONALD  V. 
SEYMOUR  JOHNSON  AFB 

149  LAKE,  JAMES  HAROLD,  LTC,  USAF 
SHELBY 

165  # 

111  * 

94  tt 


JR,  DET  CPT,  PD 
,  CHIEF  OF  POLICE 


146 
121 
135 
184 


PD 


COP 


PD 


193 
67 


COCHRAN,  CHARLES  DHIGHT,  COP 
FISH,  JAMES  D.,  COP 
SMITH,  HAROLD  E,  CPT,  PD 
SMITHFIELD 
177   GILLIKIN,  STEVEN  HAROLD,  COP 

JONES,  RAYMOND  LEONARD,  JR,  LT,  PD 
PEARCE,  JOSEPH  NEAL,  MAGISTRATE,  JOHNSTON  CO 
PETERSON,  JAMES  RAYMOND,  COP 
STANLEY,  HALTER  CLIFTON,  LT, 
SOUTHERN  PINES 

156   GALLOWAY,  GERALD  LEE,  COP 
SPRAY 

13  *  CARTER,  SHANSON  L.,  DEP  SHF,  ROCKINGHAM  CO  SO 
SPRING  LAKE 
170   CAMPBELL,  WORTH  GILMORE,  III, 

190  HART,  TONY  STEVEN,  DET,  PD 
STATESVILLE 

183  CHEEK,  JEFFREY  CLINTON,  SGT, 
HALLIBURTON,  WILLIAM  IDEN,  SGT,  PD 
PEARSON,  CHARLES  L.,  DET  LT,  PD 

SURF  CITY 

143   PEROZZI,  RONALD  JOHN,  CHF,  N  TOPSAIL  BEACH  PD 
TARBORO 

93   JOYNER,  RAYMOND  E.,  SERGEANT,  PD 

87   HARD,  ERNEST  E.,  CAPTAIN,  PD 
THOMASVILLE 

191  PHILLIPS,  RONNIE  DEAN,  CPT, 
TRYON 

191   COOK,  BENNY  WAYNE,  JR, 
WADESBORO 

167    ALLEN,  THOMAS  WADDELL,  JR,  SHF  OF  ANSON  CO 
HAKE  FOREST 

184  DIXON,  GREGORY  WAYNE,  MAJ, 
WASHINGTON 

114   SHEPPARD,  NELSON  L,  SHF  OF  BEAUFORT  CO 
HAYNESVILLE 

80  tt    EVANS,  ARTHUR  P,  COP 

185  JONES,  BLAINE  THOMAS,  CPT, 
HELDON 

169   HARRINGTON,  MARK  GREGORY,  COP 
HHITEVILLE 

RANDALL, 
GEORGE  W 
ROY,  LT, 


PD 


COP, 


PD 


PD 


168    ARAGON, 
106   DUDLEY, 
190   NORRIS, 
WILKESBORO 
189   COTTON, 


COP 

. ,  LT,  COLUMBUS  CO  POL 
COLUMBUS  CO  SD 


MICHAEL  DOUGLAS,  CPT,  WILKES  CO  SD 
91   GENTRY,  KYLE  M. ,  SHF  OF  WILKES  CO 

150   MASTIN,  DANE  CLARK,  SHF  OF  WILKES  CO 

169   PARSONS,  GARY  LEE,  COP 

196   WALSH,  BOBBY  DEAN,  CPT,  WILKES  CO  SD 
WILMINGTON 

180   BENSON,  MARCUS  TEER,  LT,  NEW  HANOVER  CO  SD 
BRADSHAH,  HOODROW  WILSON,  JR,  CPT,  PD 
BROHN,  WILLIAM  CLIFFORD,  SGT,  PD 
BRUESTLE,  DARRYL  L.,  COP 
FLOWERS,  B.  A.,  LIEUTENANT,  PD 
HAYES,  LAWRENCE  P.,  MAJ,  NEW  HANOVER  CO  SD 
HENDERSON,  ROBERT  CLAUDE,  LT,  PD 

KNIGHT,  CHARLES  RANDY,  SUPV,  NC  ALCOHOL  LAW  ENF  DIV 
MEEK,  PHILIP,  JR,  DIR  OF  SEC,  NEW  HANOVER  MEML  H 
MONROE,  DONALD  L.,  CHF  OF  SEC,  NC  STATE  PORTS  PD 
PADRICK,  JOHN  J. ,  COP 

PARKER,  HILLIAM  THOMAS,  III,  DET,  NEW  HANOVER  CO  SO 
PRICE,  JAMES  BRECKINRIDGE,  CHF,  NEW  HANOVER  INTL  AIRPOR 
ROPER,  RALPH  W. ,  CAPTAIN,  PD 
SMITH,  JOEL  STEVEN,  CPT,  NEW  HANOVER  CO  SD 
SPELL,  ROBERT  E.,  MAJ,  NEW  HANOVER  CO  SD 
WIGGS,  W.  R.,  JR.,  PRIVATE,  NORTH  CAROLINA  STATE 


175  tt 
120 

86  # 

79  tt 
106  tt 
141 
137 
114 
112 

42  tt 
124 
174 

59  tt 
191 
101 

44 
116  tt 
WILSON 
187 

65  tt 
165 
132  It 
120  tt 
196 
129 


HORSHAM,  THOMAS  S. ,  SGT,  PD 

FARMER,  JOHN  HOHARD,  LT,  HILSON  CO  SD 
JOHNSTON,  ROBERT  THOMAS,  CPT,  PD 
LAMH,  JOHN  HAYNE,  MAJ,  PD 
PAGE,  OLLEN  HARVEY,  CPT,  PD 
PITTMAN,  ROYCE  JOHNSON,  CPT,  PD 
WHITE,  BILLY  RAY,  JR,  CPT,  PD 
WILLIAMS,  WILLIE  RUSSELL,  COP 


181   CARDEN,  STEVEN  GLENN,  SGT,  FORSYTH  CO  PD 
38  It   CARTER,  HENRY  C,  MAJ,  PD 

122  GENTRY,  ALLEN  GRAY,  ASST  SHF,  FORSYTH  CO  SO 
194   HERRON,  JERRY  HAYNE,  LT,  FORSYTH  CO  SD 

192   HINSON,  WILLIAM  EDGAR,  LT,  PD 

123  HOLMAN,  FRANKLIN  ALFONSO,  LT,  PD 
155   JONES,  FREDERICK  HILLIAM,  SGT,  PD 
129   MOREAU, 'EDWIN  LOUIS,  CPT,  PD 

115   OLDHAM,  ERNEST  P,  SHF  OF  FORSYTH  CO 
189   TESH,  JAMES  LEE,  LT,  PD 
183   THOMPSON,  ALONZO,  LT,  PD 

29  tt   TUCKER,  JUSTUS  M.  ,  PUBLIC  SAFETY  DIRECTOR 
185   VUNCANNON,  EDWARD  EVERETTE,  III,  1SGT,  NC  SHP 
WI NTON 
142   LIVERMAN,  JAMES  WESLEY,  LT,  BERTIE-HERTFORD  NARC  TASK 

NORTH  DAKOTA 
BISMARCK 
115   BROER,  WILLIAM  H,  JR,  DIR,  ND  BU  OF  CRIM  INVSTGN 
DAHL,  THOMAS  JUDE,  SA,  ND  BU  OF  CRIM  INVSTGN 
DUMP,  ELMER  FREMONT,  REP,  MID-STATES  ORG  CRIME  CNTR 
GOETZ,  RAYMOND,  CHF  GAME  HARDEN,  ND  GAME  &  FIS 
HARVEY,  FRE  iRICK  R.,  SHF  OF  BURLEIGH  CO 
HEINLE,  MYRON  MICHAEL,  LT,  PD 

HILDE,  RICHARD  S.,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
HOLDEN,  RONALD  SIDNEY,  SGT,  ND  HPTL 

KEMMET,  JERALD  CLIFFORD,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
61  tt   KERN,  GORDON  HILLIAM,  COP 
88  *  KISSE,  DUANE  D.,  CPT,  PD 
151   KLIPFEL,  BRYAN  RAYMOND,  TNG  DIR,  ND  LAW  ENF  TNG  ACADEM 
93  tt   KREBSACH,  BERNARD  R,  INSPR,  PD 
103  tt   LENNICK,  MILTON  G.,  SA,  ND  BU  OF  CRIM  INVSTGN 
105   MACK,  LEE  J.,  LIEUTENANT,  PD 
MATZKE,  ROBERT  RICHARD,  COP 

MEHLHOFF,  MYLO  J,  DIR,  DEPT  OF  TRANSPORTATION 
29  tt   MOSKAU.  MILTON,  ASSISTANT  ATTORNEY  GENERAL,  ST 
173   NESS,  DEBORAH  KATHRYN,  CPT,  PD 

OLSON,  RICHARD  G. ,  CHF  AGENT,  ND  BU  OF  CRIM  INVST 
POPPE,  RICHARD  R.,  LIEUTENANT,  PD 
PROCHNIAK,  JAMES  JOSEPH,  SGT,  ND  SHP 
RIXEN,  COLLIN  MARK,  CPT,  BURLEIGH  CO  SD 
SCHIMKE,  ARNOLD  R,  DIR  OF  FIELD  TNG,  TNG  ACADEMY 
SEVART,  NICHOLAS  RAYMOND,  LT,  PD 
TERNES,  PIUS,  CPT,  ND  HPTL 
HEISBECK,  JOSEPH  ANTON,  DEP,  PD 
HENTZ,  LEONARD  R,  ASST  SUPT,  ND  HIGHHAY  PTL 
WITKOWSKI,  LESLIE  CHARLES,  LT,  BURLEIGH  CO  SD 
WITT,  KEITH  ALLEN,  LT,  PD 

WOOD,  RALPH  M.,  COL/SUPT,  ND  HIGHWAY  PATROL 
COOPERSTOHN 

144   HENDRICKSON,  PAUL  WYDELL,  SHF  OF  GRIGGS  CO 
DEVILS  LAKE 

BILLEHUS,  ALAN  DAVID,  SGT,  ND  HPTL 
BYRAM,  WILLIAM  H. ,  CPT,  ND  HPTL 
HENKE,  MERLE  E.,  SA,  ND  BU  OF  CRIM  INVSTGN 
KEMMET,  BRUCE  WAYNE,  COP 
DICKINSON 

79  tt   BARNHART,  GERALD  D,  COP 
138   BAZZANO,  PAUL  JOHN,  COP 

RUMMEL,  CHARLES  ARNOLD,  SGT,  PD 
SICKLER,  NORBERT  V,  ADMIN,  DICKINSON  CORR  CENTER 
THEISEN,  GERALD  M,  SA,  BU  OF  CRIM  INVSTGN 
HILLENBRING,  ROBERT  M. ,  SGT,  ND  HPTL 


196 
164 
161 

81 
172 

96 
175 
153 


132  tt 
92 


109 
113 
195 
145 

97 
194 
127 
118 

83 
170 
186 

76 


187 
103  tt 
101  tt 
153 


167 

85 
113 
112  tt 
FARGO 

92  tt 
174 
133 

60  tt 
176 
143  tt 
158 
126 
112 

33  tt 

95  tt 
123 
169 


HINSTON-SALEM 


EGGERS,  CALVIN  M. ,  LT,  PD 

FUGLEBERG,  JOHN  BURNELL,  SA,  ND  BU  OF  CRIM  INVSTGN 

GILMAN,  SCOTT  MALCOLM,  LT,  PD 

GHYNN,  WALLACE  W,  ASST  COP 

KALSOW,  LUKE  SETH,  OFCR,  PD 

KUCHERA,  JAMES  DAVID,  CPT,  PD 

LINDGREN,  RANDY  JOHN,  PTLM,  PD 

LYBECK,  DAVID  EARL,  SA,  ND  BU  OF  CRIM  INVSTG 

MIKULA,  KENNETH  H. ,  DETECTIVE,  PD 

NELSON,  EDWARD  C,  COP 

PAULSON,  ROBERT  J.,  LIEUTENANT,  PD 

RAFTEVOLD,  RONALD  RICHARD,  COP 

RASMUSSEN,  ARLAND  HANS,  LT,  CASS  CO  SD 
114  tt   ROLLE,  RICHARD  L.,  SA,  ND  BU  OF  CRIM  INVSTGN 
106  tt   ROSCOE,  ROBERT  J.,  CPT,  PD 
190   TERNES,  KEITH  ALLAN,  LT,  PD 
112   VOKES,  THOMAS  R,  DEP  MARSHAL,  USMS 
FORT  YATES 

134   BLUE  EARTH,  ALFRED  VIRGIL,  CRIM  INVSTGR,  BIA 
GRAFTON 
101  tt   REMUS,  DALE  F,  SA,  ND  BU  OF  CRIM  INVSTGN 

98  *  SHOULTS,  ERNEST  S.,  SHF  OF  WALSH  CO 
GRAND  FORKS 

80  It   BERGAN,  DUANE  S,  CPT,  ND  HPTL 
91  It   BROWN,  DEAN  L.,  CPT,  PD 

99  It   BYE,  FLOYD  S.,  LT,  PD 
84  II   CLAGUE,  JAMES  0,  COP 

163  U   DUNN,  DENNIS  RAE,  LT,  PD 

119  It   ELLINGSON,  ODNEY  WILLIS,  LT,  PD 

129  It   HINSZ,  NORMAN,  CPT,  PD 

111  It   JOHNSON,  WALLACE  M.,  LT,  PD 

183   KJELSTROM,  KERMIN  JEROME,  CPT,  PD 

72  *  KNUTSON,  STANTON  DUANE,  COP 
136   LOBSINGER,  JAMES  JOSEPH,  SA,  ND  BU  OF  CRIM  INVSTGN 
147   MACCARTHY,  RONALD  F,  CPT,  PD 

94  It   PASCHKE,  CHESTER  J,  COP 
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134  ROST,  ROBERT  HALLACE,  CPT,  GRAND  FORKS  CO  SD 

121  *  SCHROEDER,  JOHN  OREN,  SHF  OF  GRAND  FORKS  CO 

107  It   TAYLOR,  GORDON  J,  SHERIFF  OF  GRAND  FORKS  COUNTY 
87  tt   HAITH,  ROGER  E.,  CPT,  PD 

GRAND  FORKS  AFB 

178   BALTZLEY,  EDWIN  HAYNE,  SR,  HSGT,  USAF 
JAMESTOHN 

116   HUNGNESS,  DAVID  J,  CMDR,  ND  HPTL 

124  tt   JENSEN,  THOMAS  HILFRED,  COP 
LAKOTA 

129  VARTY,  ARTHUR  FORREST,  SHF  OF  NELSON  CO 
MANDAN 

192   BULLINGER,  DENNIS  A,  DEP  CHF,  PD 

168   ROHR,  DENNIS  RICHARD,  COP 
HINNEHAUKAN 

139   MITZEL,  NED  JOHN,  SHF  OF  BENSON  CO 
MI  NOT 

199   BALENTINE,  JEFF  ALAN,  CPT,  PD 

197  BANKES,  ROBERT  EARL,  MAJ,  HARD  CO  SD 

198  CARLSON,  DALLAS  LESLIE,  SA,  ND  BU  CRIM  INVSTGN 

122  DRAOVITCH,  DANIEL  JOSEPH,  COP 

156  ERCK,  VERN  MILO,  SHF  OF  HARD  CO 
90  »   ERICKSON,  CARROLL  H. ,  COP 

189   HANSON,  ALLAN  MORTEN,  CPT,  PD 

182   MAIXNER,  DALE  DONALD,  SA,  ND  BU  OF  CRIM  INVSTGN 

135  ODEGARD,  GARY  GUSTAVE,  SGT,  ND  HPTL 
146  *  SCHNEIDER,  DONALD  WILLIAM,  CPT,  PD 

130  tt   SMETANA,  DENNIS  LEROY,  LT,  PD 

96  tt   HESTPHAL,  JACK  A.,  SA,  ND  BU  OF  CRIM  INVSTGN 

191  WHITE,  JEFFREY  LEE,  SA,  ND  BU  OF  CRIME  INVSTGN 
MINOT  AFB 

195  SCOTT,  TIMOTHY  ALAN,  CHF  MSGT,  USAF 

128  HILSON,  LARRY  DAVID,  MSGT,  USAF 
MOTT 

185   NORTON,  ROBERT  DENNIS,  SHF  OF  HETTINGER  CO 
PAPILLION 

184   HOINS,  DANIEL  ELDON,  LT,  PD 
STANLEY 

192  HALVORSON,  KENNETH  GENE,  SHF  OF  MOUNTRAIL  CO, 
VALLEY  CITY 

180   FIEBIGER,  DONALD  VERNON,  LT,  BARNES  CO  SO 
100   LADBURY,  JACK  F.,  COP 
WAHPETON 

120  HICKMAN,  RICHARD  WARREN,  SA,  ND  BU  OF  CRIM  INVSTGN 
178   LESHOVSKY,  LARRY  LOUIS,  CHF  DEP,  RICHLAND  CO  SD 

110  MUEHLER,  HARLAN  C,  SHF  OF  RICHLAND  CO 
WATFORD  CITY 

114   BOWEN,  DOUGLAS  M,  FOREST  OFCR,  US  FOREST  SERV 
WEST  FARGO 

102  *  LARSON,  EARL  L,  JR,  PTLM,  PD 
WILLISTON 

188   BUSCHING,  SCOTT  WILLIAM,  MAJ,  WILLIAMS  CO  SD 

125  LADWIG,  THOMAS  LAWRENCE,  SGT,  PD 
137   LOKKEN,  JAMES  LEE,  SGT,  PD 

95   LYSON,  STANLEY  W,  SHF  OF  WILLIAMS  CO 
184   OWENS,  KENNETH  BRENT,  SGT,  PD 

142  *  SANDERS,  MYRON  BERNARD,  DET  SGT,  WILLIAMS  CO  SD 
171   STANCEL,  ROBERT  JOHN,  DET,  WILLIAMS  CO  SD 

108  HENTZ,  DONALD  J.,  COP 

OHIO 
AKRON 
167   BAILEY,  DAVID  CHARLES,  SR,  USHF,  SUMMIT  CO  SO 
67  tt   BARNES,  PHILIP  G,  COP 

157  BLACK,  RONALD  LEE,  CPT',  PD 

150  It   BOSKO,  JOSEPH  STEVEN,  JR,  LT,  PD 
163   CALLAHAN,  PAUL  JENS,  DEP  CHF,  PD 

35  ft   CAMPBELL,  ROBERT  D. ,  SHF  OF  SUMMIT  CO  SO 

143  CRAIG,  HAROLD  JOSEPH,  LT,  PD 
86  tt   CUNNINGHAM,  JOHN  T.,  CPT,  PD 

127  tt   FOYS,  JERRY  EDWARD,  CPT,  PD 

126  HANLEY,  THOMAS  HILLIAM,  III,  DET  LT,  PD 

129  HUBBELL,  JOHN,  JR,  LT,  PD 

57  tt   HUMPHREY,  ROBERT  J.,  LIEUTENANT,  PD 
134   IRVINE,  EDWARD  DONAL,  MAJ/DEP  CHF,  PD 
15  tt   KINNEY,  VINCENT  R.  ,  (SA,  FBI),  DEP  SHF,  SUMMITT  CO 

113  LEWIS,  JERRY  A.,  CAPTAIN,  SUMMIT  CO  SO 

139   MATULAVICH,  MICHAEL  THEODORE,  MAJ/DEP  CHF,  PD 

111  MOMCHILOV,  LAWRENCE  J.,  CPT,  SUMMIT  CO  SD 

123  MULLINS,  RICHARD  LEW,  CPT,  PD 

182   MYERS,  MARY  ELIZABETH  ANNE,  SGT,  PD 

102   PONGRACZ,  CHARLES  III,  CPT,  SUMMIT  CO  SO 

122  *  RILEY,  WILLIAM  FREDERICK,  J,  DEP,  SUMMIT  CO  SO 

136  tt   SMITH,  BRYAN  DWIGHT,  LT,  PD 

121  It   STEMPLE,  FRANK  DEHAYNE,  LT,  PD 

71  H   STRAWDERMAN,  LEONARD  L.,  MAJOR,  PD 

36  It   WHIDDON,  HARRY,  CHIEF  OF  POLICE,  PD 
142   WYKOFF,  EARL  RICHARD,  SGT,  PD 

114  It   YOCUM,  JAMES  R,  CPT,  PD 

85  It   ZARLE,  ROBERT  D. ,  LT,  SUMMIT  CO  SO 
ALLIANCE 

64   ZIGA,  GEORGE  DON,  COP 
ARCHBOLD 

196  SCHMIDT,  MARTIN  ALEXANDER,  COP 
ASHLAND 

123  LARUE,  WILLIAM  CLARK,  LT,  PD 
162   MIRACLE,  WILLIAM  ROYAL,  COP 
174   THOMAS,  GEOFFREY  KELLUM,  LT,  PD 

ASHTABULA 
184   DIANGELO,  PASQUALE  FRANCIS,  CPT,  PD 


DIEFFENBACHER,  ROBERT  W. ,  CPT,  PD 
SHADY,  ROLLIE  I.,  PATROLMAN,  PD 

BEASLEY,  CLYDE  C. ,  CPT,  PD 
BURNETTE,  DAVID  DALE,  CPT,  PD 
COGAR,  DAVID  LEWIS,  LT,  PD 
MAYER,  RICHARD  LEON,  COP 
WILLIAMS,  DAVID  DWIGHT,  LT,  PD 


PD 


92 

22 

ATHENS 

108  It 
172 
132 
142 
198 

AURORA 

75  tt   DIETRICH,  GERALD  R.  ,  COP 

109  tt   GEORGE,  THEODORE,  COP 
132  II   METZ,  DANNY  LEE,  LT,  PD 
149  *  POLING,  STEPHEN  EUGENE,  COP 

AVON  LAKE 

147   BRITTON,  JEFFREY  LYNN,  LT,  PD 

101   GIRARD,  FRANCIS  E.,  LIEUTENANT, 

164  It   HUNT,  RICHARD  GORDON,  COP 

185   JINDRA,  WILLIAM  JAMES,  LT,  PD 

124   PETTYS,  CHARLES  MERRITT,  SGT,  PD 
BAINBRIDGE 

95  tt   HOLT,  THEODORE  E.,  JR.,  CHIEF  OF  POLICE 

144   TEMPLE,  KENNETH  STEVEN,  PARK  MGR,  OH  DEPT  OF  NATURAL  R 
BAINBRIDGE  TOWNSHIP 

129   JIMISON,  JAMES  PHILIP,  COP 
BARBERTON 
152   BOAL,  JOHN  MICHAEL,  LT,  PD 
119  tt   CAUDILL,  DAVID  WATSON,  LT,  PD 
124  #  COLLINS,  CLAUDE,  COP 
68  tt   GASCOYNE,  JACK  W,  CHIEF  OF  POLICE 
91  tt   PRAMIK,  RUDOLPH  P.,  LIEUTENANT,  PD 
63  tt   SERYAK,  MARTIN  A.,  CHIEF  OF  POLICE 
BATAVIA 
121  tt   PENNINGTON,  CLARENCE,  DEP  INSPR,  CLERMONT  CO  SD, 

132  TODD,  THOROLD  EDSEL,  CHF,  SW  OH  DEVELOPMENT  CENTER 
88   VAN  CAMP,  JOHN  R,  SHF  OF  CLERMONT  CO 

BATH 

133  MUNSEY,  RICHARD  WILLIAM,  DET  LT,  PD 

166   WISEMAN,  WOODROW  EUGENE,  SGT,  BATH  TWP  PD 
BAY  VILLAGE 

76  tt   DRENKHAN,  FRED  F.,  COP 

155  tt   GAREAU,  WILLIAM  EDWARD,  COP 
135  tt   GRAY,  PETER  JAMES,  COP 

56  *  HUBACH,  JAY  H. ,  COP 
177   SLEPECKY,  BARBARA  LYNN,  LT,  PD 
163  #  TOMPKINS,  JAMES  ROY,  LT,  PD 
191   WRIGHT,  DAVID  MICHAEL,  COP 
BEACHHOOD 

94  tt   CUNNINGHAM,  DONALD  E,  ASST  CHF,  PD 
BEAVERCREEK 

94  tt   HUSTON,  WARNER  T.,  COP 
187   RICHARDSON,  MARK  E,  CPT,  PD 

179  SAMPSON,  ROBERT  DAVID,  CPT,  PD 
129   SCOTT,  ARTHUR  MORONI,  COP 

BEDFORD 

119  tt   COOPER,  JAMES  DOUGLAS,  COP 

171   REID,  ROBERT  RICHARD,  JR,  COP 
BEDFORD  HEIGHTS 

96  tt   CANCASCI,  LOUIS,  CPT,  PD 

180  KWIATKOWSKI,  MARK  ALAN,  LT,  PD 
BELLEFONTAINE 

101   ANDERSON,  JOHN  M,  COL, 
138   HENRY,  MICHAEL  EUGENE, 
119   SKIDMORE,  STEVEN  LYNN, 
BEREA 

BERNHARDT,  HARRY,  COP 


PD 

SHF  OF  LOGAN  CO 

SPC  INVSTGR,  LOGAN  CO  PROSECUT 


165 
BEXLEY 
131  tt 
91  tt 


PD 


182 
133 
101 
143 
113 


CPT,  PD 

LT,  PD 

PD 


PD 


DAVIS,  DONALD  GENE,  LT, 

TOBIN,  THOMAS  H. ,  CHFF,  DIVISION  OF  POLICE 
BLUE  ASH 
160  tt   NIEHAUS,  GREGORY  ROBERT, 

POHLMAN,  JOHN  HENRY,  II, 

SHELANDER,  JERRY  RAE,  CPT, 

STURGILL,  ELISHA  N.,  COP 

WALLACE,  CHRIS  DIANGELO,  LT, 

WILDER,  PAUL,  LT,  PD 
BOARDMAN 
137   BALOG,  STEPHEN  ROBERT,  CPT,  PD 
124   BOWERS,  GLENN  EDWIN,  COP 
174   NICHOLS,  JOHN  GILBERT,  LT,  PD 
132   SELL,  RICHARD  ALLEN,  CPT,  PD 
BOSTON  HEIGHTS 

197   VARGA,  JOSEPH  ANDREW,  III,  COP 
BOWLING  GREEN 
112  tt   ASH,  GALEN  L.,  COP 

BROKAMP,  THOMAS  ROBERT,  LT,  PD 

CONNER,  BRADFORD  MICHAEL,  LT,  PD 


182 
197 
133 
144 
192 
158 
162 
112 


DENNERLL,  ROGER  JAMES, 
GOEBEL,  RODNEY  G,  MAJ, 
SPENCER,  GARY  LEE,  LT, 
VOTAVA,  THOMAS  EDWARD, 
HEEKLEY,  DAVID  RAMOND, 
WIEGAND,  JAMES  W. ,  CHF, 
BRATENAHL 

91  #  BALMAT,  JOHN  R. , 
BROOK  PARK 

97   DEPIERO,  RAYMOND 
BROOKLYN 

112   MURPHY,  THOMAS  C 
BROOKVILLE 

97   PAPANEK,  ANDREW  J,  JR,  COP 


UNIV 


DIR,  BOWLING  GREEN  STATE 
WOOD  CO  SD 
PD 
COP 

LT,  BOWLING  GREEN  STATE  UNIV 
BOWLING  GREEN  ST  UNIV  PD 


COP 


,  CPT,  PD 

JR.,  SERGEANT,  PD 
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EDGAR,  III,  SGT,  PD 

ROBERT  JOHN,  COP 

TERRY  LEE,  CHF  DEP,  HILLIAMS  CO  SO 


OHIO  -  OHIO 

168   PRESTON, 
BRUNSHICK  HILLS 

190   OSIECKI, 
BRYAN 

189    JOHNSON, 

175   HORD,  ALAN  LEE,  SHF  OF  HILLIAMS  CO 
BUCYRUS 

172   SHAHBER,  RONNY  JOEL,  SHF  OF  CRAHFORD  CO 

135  #  HELSH,  ROBERT  FRANCIS,  CPT,  OH  SHP 
CAMBRIDGE 

148  tt   LANNING,  HILLIAM  EDHARD,  CPT,  OH  SHP 
196   MCCAULEY,  MICHAEL  RAY,  CPT,  GUERNSEY  CO  SO 
94  *  MCENDREE,  RONALD  E.,  SGT,  GUERNSEY  CO  SD 
189   NEFF,  BRIAN  DANA,  LT,  PD 
159   NEHBANKS,  REX  ANTHONY,  LT,  OH  HPTL 

140  STROUD,  FRANK  HESLEY,  COP 
CANAL  FULTON 

118  #  MOSLEY,  ROY  EDHARD,  CHF,  LAHRENCE  TOWNSHIP  PD 
CANFIELD 

187 
CANTON 

176 

136  It 
189 
182 

27  tt 
187 
181 
193 
168 
176 

141  tt 


BRADY,  CHARLES  DENNIS,  III,  SGT,  PD 


GOE,  GLENN  BRADLEY,  SGT,  JACKSON  TWP  PD 

HUBRICH,  SAMUEL  DOMINICK,  DET  CPT,  PD 

MCKIMM,  DEAN  LEHIS,  CPT,  PD 

PEREZ,  RICK  ALLEN,  CPT,  STARK  CO  SO 

PFISTERER,  VIRGIL  L.,  CAPTAIN,  PD 

REAM,  THOMAS  ERIC,  CPT,  PD 

RUBIS,  JOHN  CHARLES,  LT,  PD 

SHANKLE,  GARY  JOHN,  SGT,  STARK  CO  SO 

STEINER,  JERRY  LEE,  LT,  PD 

SHANSON,  TIMOTHY  ALLAN,  SHF  OF  STARK  CO 

HITHER,  CHARLES  FRANK,  MAJ,  PD 
CARROLLTON 

140   TAFF,  RICHARD  LYNN,  INVSTGR,  CARROLL  CO  PROS  OFC 
CELINA 

97   GILMORF   . LMER  J.,  SHF  OF  MERCER  CO 
130   PUTHOFF.  RONALD  J,  CHF  DEP,  MERCER  CO  SO 
CHAGRIN  FALLS 

194   HENDRICKS,  BARRY  JOHN,  SGT,  HUNTING  VALLEY 
CHARDON 
122   BITNER,  LEONARD  FRANKLIN,  CHF  INVSTGR,  GEAUGA  CO  CRNRS 
118   HYSLOP,  DAVID  JOHN,  COP 

167   MCCLELLAND,  DANIEL  CLAIRE,  LT,  GEAUGA  CO  SD 
142   TODD,  JAMES  CLAIR,  SHF  OF  GEAUGA  CO 
CHESTERLAND 

114   SMITH,  RONALD  E,  COP 
CHILLICOTHE 

125   HAMMAN,  THOMAS  LESTER,  SHF  OF  ROSS  CO 
CINCINNATI 

60  tt   ACITO,  FRANK  J.,  LT,  PD 

ANDERSON,  ANNE  CARROLL,  SGT,  PD 

ARKENAU,  DANIEL  LEE,  LT,  POL  DIV, 

BARESHILT,  DANIEL  ROBERT,  SGT,  PD 

BAUER,  THOMAS  RAYMOND,  CHF,  DELHI  THP  POL  DISTRICT 

BEPLER,  THOMAS  B.,  SGT,  PD 

BEYER,  RICHARD  K.,  LT,  PD 

BIDDLE,  ROBERT  HOODALL,  CPT,  PD 

BIRD,  THEODORE  CALVIN,  POL  CPT,  PD 

BODE,  HARRY  T,  III,  CHF  DEP,  HAMILTON  CO  SD 

BORNHOFFER,  FRANK  G. ,  CPT,  PD 

BRACKE,  HILLIAM  R,  LTC,  PD 

BREIG,  HOODROH  H. ,  TNG  COORD,  HAMILTON  CO  POL  ASS 

BRIDGEMAN,  EDHARD  R.,  PROF  OF  CRIM  JUSTICE,  UNIV  OF 

BURDICK,  HARRY  RICHARD,  LT,  BLUE  ASH  PD 

CASH,  DANIEL  A,  LT,  PD 

CHADHELL,  LARRY  HURSCHELL,  CHF,  INDIAN  HILL  PD 

CLIFT,  RAYMOND  ESTEL,  DIR,  CINCINNATI  SFTY  CNCL 

COLETTA,  JOHN  DANIEL,  III,  LT,  DELHI  THP  PD 

CRESIE,  JOHNNY  LOUIS,  JR,  CPT,  PD 

DIEKMAN,  EDHARD  E.,  CPT,  CINCINNATI  POL  DIV 

EDHARDS,  JOHN  B,  LT,  PD 

ENDRES,  PHILLIP  ANTHONY,  CPT,  SO 

ESCHENBACH,  JOHN  C. ,  LT,  DELHI  THP  POL  DIS 

FERRARA,  EUGENE  R,  SFTY  DIR,  UNIV  OF  CINCINNATI  D 

FINN,  ROBERT  J,  SGT,  PD 

FLETCHER,  HILLIAM  D,  LT,  PD 

FLYNN,  MICHAEL  THOMAS,  LT,  UNIV  OF  CINCINNATI  PD 

FRANKENBERG,  DOUGLAS  HENRY,  CPT,  SPRINGFIELD  THP  PD 

FREELAND,  PAUL  H,  LT,  POL  DIV 

GARDNER,  CLARENCE  T,  LT,  PD 

GLAZIER,  GARY  LEE,  CPT,  PD 

GOODIN,  CARL  V.,  COL,  COP 

GREER,  RICHARD  ALLEN,  CHF  OF  RNGRS,  HAMILTON  CO  PRK 

GREGORY,  DAVID  STEVEN,  CPT,  PD 

GUHM,  HUBERT,  CAPTAIN,  PD 

HARRIS,  EDHARD  BERTEL,  JR,  LT,  PD 

HEIMPOLD,  DAVID  JOHN,  COP 

HENKE,  BERNERD  HILLIAM,  CPT,  HAMILTON  CO  SO 

HILDEBRAND,  ROGER  NELSON,  LT,  DIV  OF  POL 

HUFFMAN,  PAUL  M,  COL,  CHF,  SPRINGFIELD  THP  PD 

HULGIN,  RAYMOND  H,  CHF  OF  DET,  HAMILTON  CO  SD 

HUNGLER,  ROBERT  J,  LT,  PD 

IDEKER,  RICHARD  LEE,  LT,  DELHI  THP  PD 

JOHNSON,  JEROME  ALLEN,  SGT,  PD 

JONES,  KENNETH  STEVEN,  CPT,  PD 

JONES,  MICHAEL  ROBERT,  LT,  PD 

JONES,  TIMOTHY  R,  SGT,  CINCINNATI  POLICE  DIV 

KLINE,  CHARLES  HARRY,  CAPTAIN,  PD 

LONG,  CALVIN  F.,  JR. ,  SGT,  PD 

HAKIN,  HOWARD  R.,  CHF,  DELHI  THP  POL  DISTRICT 


176 
130 
134 
135 
104 

87 
167 

53 
111 

31 

68 

63 
106 
177 

96 
141 

47 
187 
197 

82 

95 
150 
116 
107 

69 
106 
123 
191 

75 
112 
148 

72 
156 
184 

73 
159 
133 
122 
139 
106 
114 
101 
198 
171 
180 
189 

91 

49 
111 

91 


tt   MARTINO,  ANTHONY  J,  LT,  INDIAN  HILL  RANGERS 
tt   MCNAIR,  GEORGE  E,  LT,  PD 

MCQUEEN,  WILLIS  GENE,  ASST  CHF,  INDIAN  HILL  PD 
MESCHER,  JEROME  L.,  LIEUTENANT,  INDIAN  HILL  RANGER 
MOONITZ,  DAVID  LEE,  LT,  HAMILTON  CO  SO 
tt   MORGAN,  PAUL  J,  SGT,  PD 

MURRAY,  CHARLES  EDHARD,  SGT,  PD 

OBERSCHMIDT,  THOMAS  R,  ASST  CHF,  UNIV  OF  CINCINNATI  P 

PATTERSON,  FREDERICK  MICHAEL,  PTL  SGT,  HAMILTON  CO  SD 

RAABE,  ANDREH  GEORGE,  CPT,  PD 

REID,  DANIEL  PATRICK,  SGT,  HAMILTON  CO  SD 
tt  RITTER,  DONALD  W,  SGT,  CINCINNATI  POL  DIV 
It   ROBERTSON,  CHRISTOPHER  MARK,  CPT,  POL  DIV 

ROGERS,  MARK  STEVEN,  (DET,  PD)  SA,  FBI 

ROHRBACH,  ROBERT  HESLEY,  JR,  ASST  CHF,  UNIV  OF  CINN.  PD 

SCHNEIDER,  KENNETH  R,  CPT,  PD 
tt   SCHOCH,  THEODORE  J,  III,  LTC,  CINCINNATI  POL  DIV 
tt   SCHROTEL,  STANLEY  R.,  COLONEL,  CHIEF  OF  POLICE,  PD 

SCHULTZ,  DAVID  WAYNE,  POL  OFCR 

SMITH,  TERRY  CORNELL,  INVSTGR,  PD 

SMITH,  WILLIAM  H,  SERGEANT,  PD 

SNOWDEN,  MICHAEL  CHARLES,  COP 

STAFT,  JOSEPH  J.,  JR.,  LTC,  PD 

STEERS,  DANIEL  HARLAN,  LT,  PD 

STRATER,  STUART  ALLEN,  LT,  UNIV  OF  CINCINNATI  PD 

TAYLOR,  ERNEST  H. ,  CHF  PROB  OFCR,  HAMILTON  CO  COU 

TESSENDORF,  RICHARD  G,  SGT,  CINCINNATI  POL  DIV 

TRAINOR,  FRANK  LOUIS,  LT,  HAMILTON  CO  SO 

HEST,  BART  HILLIAM,  LTC,  GREEN  TWP  PD 

WHALEN,  JAMES  LAWRENCE,  LT,  PD 

WHALEN,  LAHRENCE  E,  COP 

HIEBOLD,  HILLIAM  C,  CHF,  INDIAN  HILL  RANGERS 

HILLIAMS,  BURNETT  E,  JR,  CPT,  PD 

HILLIS,  RUSSELL  ERVIN,  COP 

HINALL,  BRADFORD  WILLIAM,  SGT,  HAMILTON  CO  SD 

YETTER,  GORDON  CHARLES,  JR,  CPT,  PD 
CIRCLEVILLE 
109  tt   PONTIOUS,  LARRY  G. ,  LT,  PD 
79   RADCLIFF,  DWIGHT  E.,  SHF  OF  PICKAWAY  CO 
CLEVELAND 
189   ACKLIN,  THOMAS  JUSTIN,  SGT,  PD 

BAEPPLER,  GREGORY  MICHAEL,  CMDR,  PD 

BARTLEY,  HILLIAM  THOMAS,  SGT,  PD 

BISTRICKY,  JAMES  ROBERT,  SGT,  PD 

BODDY,  CHARLES,  SR,  SGT,  PD 

BOTTONE,  RALPH  JAMES,  SGT,  CUYAHOGA  CO  SO 

BOUNDS,  MARY  GENE,  CMDR,  PD 
tt   CARNEY,  JAMES  P.,  LT,  PD 

CASH,  RONALD  EUGENE,  CPT,  CLEVELAND  ST  UNIV  PD 

CERMAK,  ROBERT  J.,  CMDR,  PD 

CHECK,  PATRICK  A.,  CPT,  PD 

CHRIST,  JACQUELINE  MARIE,  SGT,  PD 

CRAWFORD,  DANIEL  CLEMENT,  SGT,  PD 

CROSS,  MARVIN  RAY,  SR,  SGT,  PD 

CUEVAS,  HECTOR  LUIS,  LT,  PD 

CUNNINGHAM,  WILLIAM  ALVIN,  SGT,  PD 

DAVIDSON,  JAMES,  SGT,  PD 

DEJESUS,  CARLOS,  JR,  SGT,  PD 
U  DIERKER,  RICHARD  A.,  SGT,  PD 
tt   DODGE,  JAMES  K.,  DEP  CHF  IDENT  OFCR,  CUYAHOGA  C 

DOWNING,  MARGARET  ANN,  CMDR,  PD 

DUMAN,  DONALD  JAMES,  SGT,  PD 

DUNN,  JAMES  JOSEPH,  SGT,  PD 
tt   DUVALL,  LUCIE  JAYNE,  LT,  PD 

FOLEY,  MARGARET  ANN,  SGT,  PD 

FRANSEN,  JOHN  E. ,  SERGEANT,  PD 
tt   GAUL,  THOMAS  ROBERT,  SGT,  PD 
tt   GIBB,  WILLIAM  ROSS,  SGT,  PD 

GINGELL,  GARY  KINGSLEY,  CPT,  PD 

GONZALEZ,  ANDRES,  SR,  SGT,  PD 

HARRIS,  CLAYTON  ALAN,  CHF,  CUYAHOGA  COMM  COLLEGE  PD 

HIER,  DALE  VERNON,  LT,  PD 
tt   HOCEVAR,  EDWARD,  LT,  PD 
tt   HORRIGAN,  WILLIAM  C.  ,  GRAND  JURY  BAILIFF,  CUYAHOGA  C 

HOWELL,  ROBERT  FRED,  LT,  PD 

HUNT,  ROBERT  WILLIAM,  SGT,  PD 

ISHERWOOD,  GEORGE,  DETECTIVE  SGT.,  PD 

JACKSON,  ANTHONY  HAROLD,  CMDR,  PD 

JAMES,  RONALD  RICHARD,  SGT,  PD 
tt   JANERO,  MICHAEL  A.,  DEP  CHF,  PD 

JOHNSON,  ELLIS,  JR,  SGT,  PD 

JOYCE,  JEROME  M. ,  CPT,  PD 

JOYCE,  JOHN  K. ,  COP 

KASPAR,  LINDA  MARIE,  LT,  PD 
tt   KAZMIR,  RICHARD  G,  DEP  CHF,  PD 

KOVACIC,  EDWARD  P.,  COP 

LAGATTA,  LESTER  R.,  CHF,  DEPT  OF  HUMAN  SERVICES 

LAVELLE,  JOHN  THOMAS,  LT,  PD 

LENTZ,  EDWARD  J.,  LT,  PD 

MANOCCHIO,  WILLIAM  JOHN,  SGT,  PD 

MCCOMB,  KATHLEEN  COLETTA,  EXEC  ASST  TO  CHF 
tt   MCNAMARA,  EDWARD  A.,  CPT,  PD 
tt   MENGEL,  KATHRYN,  DEP  CHF,  PD 
tt   MORALES,  ANGEL  JOSE,  DEP  CHF,  PD 

ODONNELL,  NEAL  JOSEPH,  CPT,  PD  „„„„„-  A 

tt   OGLETREE,  DARLICE  STUART,  CHF,  CUYAHOGA  METRO  HOUSING  A 
tt   PATTERSON,  LLOYD,  DEP  CHF,  PD 

PEPPARD,  TIMOTHY  JAMES,  CHF,  UNIV  CIRCLE  PD 

PETRENCSIK,  RICHARD  ALLEN,  LT,  PD 

POLLUTRO,  ROCCO  MICHAEL,  COP 


107 

64 

181 

105 

121 

103 

122 

98 

168 

193 

176 

77 

163 

150 

166 

102 

99 

23 

123 

118 

117 

119 

89 

132 

195 

57 

100 

138 

183 

197 

92 

92 

121 

136 

157 

126 


153 
140 
139 
160 
149 
170 
113 
137 
111 
108 
118 
164 
195 
199 
180 
191 
185 

95 

43 
184 
146 
137 
136 
148 
109 
143 
144 
179 
193 
170 
154 
115 

46 
132 
134 
107 
165 
135 

99 
188 
104 
117 
189 

97 

93 
102 
161 

92 
163 
184 

98 
118 
151 
175 
118 
102 
186 
150 
156 
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155   PUKACH,  DANIEL  WILLIAM,  CHF  DEP,  CUYAHOGA  CO  SD 
18  H   RADEMAKER,  GERALD  J.,  CHIEF  OF  POLICE 

105  RICKETTI,  GUY  V.,  1ST  DIST  CMDR,  PD 

110  tt   RUDOLPH,  HOHARD  E.,  COP 

148  tt   RUSINKO,  KENNETH  JOHN,  SGT,  CUYAHOGA  CO  SD 
123   SEALS,  THOMAS  CARL,  DIR  OF  SEC,  CLEVELAND  CLINIC 
123   SEKERAK,  GEORGE  DANIEL,  CHF  OF  INVSTGNS 
151   SIDELL,  JOSEPH  PAUL,  JR,  LT,  PD 

129  SKORICH,  MICHAEL  JOHN,  SGT,  PD 
171   STEPHENS,  PATRICK  LEE,  LT,  PD 
192   SHAN,  DAVID  JOHN,  CMDR,  PD 

159   TOROK,  HAYNE  CHARLES,  LT,  PD 
113   TURNER,  REGINALD  M,  DIR,  DPS 
96  tt   VANYO,  ANDREH  S,  LT,  PD 
100   VARGO,  WILLIAM  F.,  LIEUTENANT,  PD 

181  VISGAK,  LAWRENCE  ANDREW,  LT,  REGIONAL  TRANSIT  AUTH  PD 

166  VOTYPKA,  JAMES  CHARLES,  SGT,  PD 

36  *  WAGNER,  RICHARD  R. ,  CHIEF  OF  POLICE 

79  tt   HAGNER,  ROBERT  G. ,  U.  S.  MARSHAL,  NORTHERN  DISTRI 
120   WALTON,  ALFRED  LEONARD,  COP 

112  tt   WANDRA,  JAMES  F.,  LIEUTENANT,  PD 
158   WASHINGTON,  DEBORAH  ANN,  LT,  PD 

106  tt   WHITE,  JAMES  E.,  DET  SGT,  P.D. 

157  WOODSON,  JOHN  SCOTT,  CMDR,  PD 

146  *  ZAMBETTI,  RONALD  RUSSELL,  DIR,  CUYAHOGA  COMMUNITY  COLLE 

135  ZINDROSKI,  JAMES  EDHARD,  SR  SA,  US  COAST  GUARD 
CLEVELAND  HEIGHTS 

100   DIVIS,  JAMES  J.,  LT,  PD 
59  tt   GORDON,  EARL  JAMES,  DEPUTY  CHIEF,  PD 
7  It   GRIEBEL,  EDWARD  H. ,  CHIEF  OF  POLICE,  PD 

111  KAMINSKY,  ALBERT  F.,  DET  SGT,  PD 
105  M   MCKEAN,  MARTIN  D,  COMMANDER,  PD 
128   WILSON,  ROBERT  DEANEL,  DET  SGT,  PD 

CLYDE 

175   GOWER,  BRUCE  ALLEN,  COP 
COLUMBUS 

190   BLACK,  MICHAEL  DURRELL,  SGT,  OH  SHP 
91  tt   BORN,  RICHARD  L,  CPT,  PD 

110   BOXERBAUM,  ELLIOT  A,  DIR,  PROTECTIVE  SERV  OF  RIVERS 

190   BRINK,  JAMES  DUANE,  LT,  OH  SHP 

194   CAMPBELL,  KERRIE  KIM,  SGT,  OH  SHP 

148   CASTO,  RALPH  ELLIS,  LT,  PD 

186   CHARLES,  BRIGETTE  ELAINE,  LT,  OH  SHP 

164  COSTAS,  WILLIAM,  CPT,  OH  SHP 

123  tt   DAILEY,  DAVID  ALLEN,  CPT,  PD 
120  tt   DAVIS,  CLIFFORD  EDWARD,  SGT,  PD 
194   DENTON,  PAUL  STEPHEN,  CMDR,  PD 

69  tt   DEVOLL,  JAMES  F.,  CPT,  OH  SHP 
175   DTSTELZHEIG,  WALTER  LEE,  DEP  CHF,  PD 

124  FERRARA,  PAUL  ANTHONY,  CHF  DEP,  FRANKLIN  CO  SO 

167  #  FREDENDALL,  HALTER  JACOB,  LT,  OH  SHP 
171   GAMMILL,  STEPHEN  PAUL,  CMDR,  PD 

66  tt   GEORGE,  WILLIAM  C,  ASST  DIR,  DEPT  OF  LIQ  CNTRL 

153  It   GLENN,  DALE  MYRON,  LT,  PD 

185  HANES,  THOMAS  LEE,  LT,  FRANKLIN  CO  SO 
138   HAWKINS,  THOMAS  EDWARD,  LT,  PD 

177  tt   HILTON,  JAMES  EDWARD,  LT,  FRANKLIN  CO  SO 

182  HOLTZ,  DONALD  RAY,  STAFF  LT,  OH  SHP 
68  tt   KARK,  JOHN  G. ,  LT,  OH  HPTL 

100   KARNES,  JAMES  A,  SHF  OF  FRANKLIN  CO 

132   LANATA,  ANTONE  PETER,  CPT,  COLUMBUS  DIV  OF  POL 

130  LANTER,  RALPH  EUGENE,  PTLM,  PD 
134  tt   LASHLEY,  ALAN  JERRY,  LT,  PD 

61  tt   LIMBER,  JAMES  M.  ,  POL  SPEC,  STATE  OF  OH 
190   MANLEY,  MICHAEL  JAMES,  CMDR,  DIV  OF  POL 

136  MARCUM,  CURTIS  KENNETH,  CPT,  PD 

131  MARTIN,  STEPHEN  LINN,  CHF  DEP,  FRANKLIN  CO  SD 
104  tt   MCDEVITT,  EDWARD  F,  SGT,  PD, 

192   MCLOUGHLIN,  DOUGLAS  KERRY,  LT,  FRANKLIN  CO  SO 
144  tt   PENNINGTON,  HERMAN  DARREL,  CPT,  DIV  OF  POL 

80  tt   PETERFY,  FRANK  A.,  LIEUTENANT  COLONEL,  PD 
174   POHLMAN,  SCOTT  ALAN,  ASST  DEP  DIR,  OH  DPS 
196   POWELL,  MICHAEL  NORMAN,  SGT,  FRANKLIN  CO  SO 
182   PULS,  JEFFREY  LAWRENCE,  LT,  PD 

62  tt   RICE,  GEORGE  W,  CHF,  OHIO  PEACE  OFFICER  TRAINI 

81  tt   ROBISON,  CHARLES  W.  ,  LIEUTENANT,  OHIO  STATE  HIGHWAY 

158  ROCKWELL,  JOHN  MICHAEL,  EXEC  DEP  CHF,  PD 

186  ROD,  LARRY  MICHAEL,  CMDR,  PD 
171  tt   ROOT,  JAMES  ALAN,  LT,  OH  SHP 

58  tt   SERYAK,  JOSEPH  V.,  CAPTAIN,  OHIO  STATE  HIGHWAY  PA 
179   SHAFER,  KENT  H,  CMDR,  DIV  OF  POL 
188   SMITH,  EARL  OSCAR,  JR,  LT,  FRANKLIN  CO  SO 

15  *  SOMMERS,  RAY  T.,  LT,  OHIO  STATE  HIGHWAY  PATROL 
198   SPERRY,  BRYAN  ALBERT,  JR,  CMDR,  PD 

44  tt   ST.  PIERRE,  LESLIE  F.,  ASST  DIR,  OHIO  PEACE  OFCRS  TRA 

165  STRATTON,  JAMES  PAUL,  CMDR,  PD 

73  *  SWARTZ,  DONALD  W. ,  AGENT,  OH  BU  OF  CRIM  IDENT 
64  tt   TAKACS,  ROBERT  S,  CONSULTANT,  OHIO  DEPT  OF  EDUCA 

160  tt   TAYLOR,  GARY  LEE,  LT,  OH  SHP 

162   THATCHER,  GARY  JUDSON,  DEP  CHF,  PD 

147  tt   VANSCOY,  THEODORE  HAYNE,  LT,  OH  SHP 

128  It   WEBB,  WENDELL  WAYNE,  CPT,  OH  SHP 

181   WISE,  JERRY  LEE,  LT,  FRANKLIN  CO  SO 
COPLEY 

188   SATTLER,  DAVID  EDWARD,  SGT,  PD 
CORTLAND 

169   MINK,  GARY  MICHAEL,  COP 
CRESTLINE 

154  tt   DOWELL,  GERALD,  COP 
DAYTON 


48  It   ALTMAN,  CLARENCE  L.,  SGT,  DIV  OF  POL 
137   BETZ,  KENNETH  MICHAEL,  DIR,  MIAMI  VALLEY  REG  CRIME  LA 
184   COMPSTON,  JOHN  JACOB,  JR,  LTC,  PD 
136  H   COX,  ROLAND  DAWAYNE,  MAJ,  MONTGOMERY  CO  SO 

187  DANIEL,  BRUCE  ALAN,  CPT,  USMC 

94  tt   DEAL,  RICHARD  B.,  INSPR,  MONTGOMERY  CO  SO 
151   FRESHWATER,  DONALD  LEE,  LT,  OH  SHP 
169  tt   GROSSNICKLE,  LARRY  LYLE,  SGT,  PD 

59  tt   GROSSNICKLE,  LYLE  E.  ,  LT,  DEPT  OF  POL 
121   HAINES,  GARY  ROBERT,  SHF  OF  MONTGOMERY  CO 

3  tt   KIRKPATRICK,  MATTHEH  C,  COL,  COP,  DIV  OF  POLICE 
153   LOWE,  RONALD,  SR,  COP 

129  #  MAAS,  ELLIS  RUSSELL,  LT,  MONTGOMERY  CO  SO 
115   MAINS,  SAMUEL  0,  III,  MAJ,  MONTGOMERY  CO  SD 
127  *  MARLIN,  NICHOLAS  CHARLES,  SGT,  PD 
158   MATTHEWS,  DAVID  HARLEY,  CPT,  USMC 
102  tt   MCFARLAND,  JON  H,  COL,  USA 
192   MORRIS,  PHILLIP  WAYNE,  LT,  PD 
106   MORRONE,  FREDERICK  M,  CPT,  USMC 
139  tt   NEWBY,  JAMES  EDWIN,  COP 
111   OLIN,  JAMES  H,  MAJ,  MONTGOMERY  CO  SO 
117   PIERRON,  PETER  LEE,  CPT,  MONTGOMERY  CO  SD 
178   SPITLER,  ROBERT  JOSEPH,  MAJ,  MONTGOMERY  CO  SO 

54  tt   STEVENS,  WILLIAM  C,  LIEUTENANT,  DEPARTMENT  OF  POLI 
161  tt   THOMAS,  JOHN  ROBERT,  MAJ,  PD 
184   VORE,  DAVID  ANDREW,  CPT,  MONTGOMERY  CO  SO 

56  tt   WILSON,  L  THOMAS,  SHF  OF  MONTGOMERY  CO 
DEFIANCE 
113   CABRAL,  SAMUEL  A.,  DET  SGT,  PD 
143   COMBS,  PAUL  HAYNE,  LT,  OH  SHP 
157   HANENKRATH,  ELWOOD  CLAUDE,  III,  CHF  DEP,  DEFIANCE  CO  SD 

96   JOHNSON,  JERRY  L.,  CHF  DEP,  DEFIANCE  CO  SO 

188  TOBIAS,  TIMOTHY  ALAN,  ASST  CHF,  PD 
DELAWARE 

99  tt   BROHNING,  RICHARD  R,  COP 

FINAMORE,  MICHAEL  WILLIAM,  LT,  OH  SHP 
LIESKE,  KATHY  LYNN,  COP 
MARTZ,  RANDALL  GENE,  COP 
POULTON,  RONALD  LOY,  COP 
YANKIE,  PATRICK  JON,  CPT,  PD 


155 
164 
142  It 
123  tt 
191 
DUBLIN 
154 
108  tt 
194 
173  tt 


BEAUDRY,  DANNY  WILLIAM,  DET  SGT,  PD 
CHAMP,  HOHARD  H,  CHF,  PERRY  TWP  PD 
POTTS,  GREG  ARLEN,  SGT,  PD 
ROEDERER,  DWIGHT  ALLEN,  SGT,  PD 
EAST  CLEVELAND 

41  tt   POLK,  EDWIN  M. ,  CAPTAIN,  PD 
128   WILLIAMS,  GEORGE  CROWL,  CPT,  PD 
EAST  LIVERPOOL 
111   COEN,  CHARLES  B.,  DET  LT,  PD 
172   MCVAY,  MICHAEL  WAYNE,  COP 
74   TICE,  CHARLES  E.,  CAPTAIN,  PD 
EASTLAKE 
144   DOYLE,  THOMAS  CHARLES,  LT,  PD 

ROBERTS,  THOMAS  M,  EXEC  OFCR,  PD 
RUTH,  JOHN  RUSSELL,  COP 


167 
158 
ELYRIA 
121 
114 
120 

19  * 
171 
193 
103 


ADKINS,  MICHAEL,  LT,  PD 
BOWEN,  THOMAS  C,  CPT,  PD 

EBEL,  MARTIN  HENRY,  JR.,  CPT,  LORAIN  CO  SD 
FINEGAN,  EUGENE  E.,  DEP  SHF,  LORAIN  CO  SO 
GURICH,  MICHAEL,  JAIL  ADMIN,  PD 
JAYKEL,  DANIEL  PAUL,  LT,  PD 
OSTER,  JAMES  R.,  LIEUTENANT,  PD 
ENGLEWOOD 
137   DICKEY,  MICHAEL  JOHN,  DIR  OF  POL 
HOWE,  KENNETH  CALVIN,  LT,  PD 


120  It 
ERIE 

141  tt 
EUCLID 

131 

172 
51  tt 

151  tt 

198 

183 

115  tt 


HOVEY,  GEORGE  DICKSON,  DEP,  ERIE  CO  SD 


BAUHGART,  WAYNE  CARL,  COP 

DOLES,  RALPH  JOSEPH,  JR,  CPT,  PD 

KNOP,  ELMER  H. ,  CAPTAIN,  PD 

KORDET,  PATRICK  MILFORD,  CPT,  PD 

PESTAK,  ROBERT  MATTHEW,  DET  SGT,  PD 

REPICKY,  JAMES  GERARD,  CPT,  PD 

SAVAGE,  JAMES  A.,  LIEUTENANT,  PD 
FAIRBORN 
149   LIEBHERR,  RAYMOND  EDHARD,  J,  COP 
178   LOPER,  RANDY  LEE,  SGT,  PD 
154   SLIFKA,  ANTHONY  ANDREW,  COP 
FAIRLAWN 
129  tt   BOSLEY,  ROBERT  HAROLD,  COP 
158   BUZA,  ROBERT  ANDREW,  JR,  PTLM,  PD 
113  #  LAMONICA,  MICHAEL  J,  COP 
162   MASON,  DAVID  BRENT,  SGT,  PD 
99  tt   PIETRO,  LEO  A,  COP 

196  SLONAKER,  KENNETH  HAROLD,  SGT,  PD 
FAIRVIEH  PARK 

197  BURGER,  JAMES  DOUGLAS,  LT,  PD 
187   NEALON,  PATRICK  JOSEPH,  COP 

FINDLAY 
109  #  ALTMAN,  ROGER  D.,  SGT,  PD 
128  It   CLARK,  DAVID  BAIRD,  COP 

32  If   ETHELL,  WAYNE  F.,  COP 
139   IRELAND,  CHARLES  EDHARD,  CPT,  OH  SHP 

198  LUCAS,  PHILIP  WILLIAM,  SA  SUPVR,  OH  BU  OF  CRIM  IDENT 
138   NEFF,  HARRY  HELDIN,  JR,  DEP,  HANCOCK  CO  SD 

94  It   THOMAS,  JOE  DAVID,  CHF  PROBATION  OFCR,  HANCOCK  CO 
FOREST  PARK 
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143   HUGHES,  KENNETH  DARVIN,  COP 
128   MCHUGH,  ROGER  GROTE,  LT,  PD 
173   TERRELL,  GARY  BLAINE,  LT,  PD 
134  »  HHITAKER,  JAHES  EDHARD,  LT,  PD 
FOSTORIA 

195   DAY,  DENNIS  GILBERT,  COP 
FRANKLIN  FURNANCE 

128   HIERONIHUS,  DANIEL  RICHARD, 
FREHONT 
122   GANGHER,  DAVID  GENE,  SHF  OF  SANDUSKY  CO 
HUSS,  MONTE  LEE,  COP 

KINDRED,  JOSEPH  C. ,  JR.,  SHF  OF  SANDUSKY  CO 
RATHBUN,  THOHAS  MICHAEL,  CPT,  SANDUSKY  CO  SO 
SHARTZ,  LEE  ALLAN,  DET  SGT,  SANDUSKY  CO  SO 


DET,  OH  DEPT  OF  YOUTH  SERV 


168 
103 
181 
160 
GAHANNA 
188   SHEPHERD,  ANTHONY  HAYNE,  LT, 


PD 


GALENA 

127  tt 

136 
GALION 

189 
94  8 

141  n 


KELLER,  LEONARD  PAUL, 
TAYLOR,  ROBERT  EMMETT 


CHF,  GENOA  TOHNSHIP  PD 
CHF,  GENOA  TSP  PD 

COP 


SHIFLEY,  RICKY  ALLEN, 
SHAIN.  JOHN  L.,  COP 
YOUNG,  VAL  L,  COP 
GALLIPOLIS 

174   TUCKER,  MICHEAL  DEAN,  DET  LT,  PD 
GARFIELO  HEIGHTS 

105  It   ELCHLINGER,  JOHN,  CPT,  PD 
GATES  MILLS 

191   SZEREDY,  STEVEN  CHARLES,  JR,  LT,  PD 
GEORGETOHN 

146  U   HISE,  GARRETT  PAUL,  CMDR,  BROHN  CO  LAH  ENF  ACADEMY 
GERMANTOHN 

179   HILCOX,  HILLIAM  LEWIS,  CHF,  GERMAN  TWP  PD 
GLENDALE 

162  *  LEWTON,  GREGORY  DAVID,  COP 
GOLF  MANOR 

138   MCDANIEL,  JACKIE  RAY,  COP 
GRANDVIEH  HEIGHTS 

67  tt   MILLER,  DAVID  L.,  COP 
GREENVILLE 

138   DOYLE,  THOMAS  EDWARD,  COP 

102  tt   VANCE,  MICHAEL  L,  DET  SGT,  DARKE  CO  SO 
GROVE  CITY 

174   MCKEAN,  JAMES  RUSSEL,  COP 
GROVEPORT 

176   ADAHS,  ROGER  HILLIAM,  COP 
HAMILTON 

157   COLLETT,  ASHER,  JR,  LT,  PD 

199   DININGER,  GREGORY  EDWIN,  SGT,  PD 

91  #  DULEY,  SAMUEL  P.,  LT,  PD 
151  tt   FLUCKIGER,  SIMON  A,  JR,  COP 
187  #  GOOSEY,  ROBERT  H,  SGT,  PD 
135  H   KNOX,  CHARLES  THOMAS,  COP 

131   MARTIN,  RALPH  EDGAR,  MAJ,  BUTLER  CO  SD 
99  tt   MAY,  HAROLD  W,  CHF,  FAIRFIELD  TWP  PD 
96  tt   REECE,  JOHN  F.,  JR.,  MAJOR,  PD 

92  tt   ROST,  GERALD,  MAJOR,  PD 

149   SIZEMORE,  RICHARD  D,  DET  CPT,  BUTLER  CO  SO 
HARRISON 
151    FOUST,  GARY  RICHARD,  COP 

LINDSEY,  CHARLES  RAYMOND,  COP 
MCDANIEL,  THOMAS  RONALD,  COP 


COP 


194 

125 
HF  RRON 

191   CRITTENDON,  MICHAEL  STEVEN,  SGT,  CI/NORTHERN  KY  INTL  AI 
HIGHLAND  HEIGHTS 

169   COOK,  JAMES  JOSEPH, 
MILLIARD 

186   GARNETT,  RODNEY  DAY,  JR,  COP 
HILLSBORO 

131  *  TROUT,  DOUGLAS  PARSHALL,  COP 
HUBER  HEIGHTS 

148   DAMICO,  MICHAEL  ANTHONY,  CHF, 

135  tt   FENLON,  TIMOTHY  PATRICK,^  COP 

197 
HUDSON 

185 

138 

161 


PD 


MAY,  RICHARD  LEE,  DET  SGT,  PD 


BROHN,  JAMES  NORMAN,  COP 
HOFFER,  JAMES  ALAN,  PTLM,  PD 
SINE,  RICHARD  ALBERT,  CPT,  PD 

HUNTING  VALLEY 

98   CALDWELL,  CHARLES  H. ,  COP 
180   STANKO,  ARNOLD  EDWARD,  SGT,  HUNTING  VALLEY  PD 

HURON 
178   GLOVINSKY,  RANDY  LEO,  COP, 

INDEPENDENCE 
168   DUGAN,  MICHAEL  THOMAS,  JR,  COP 

I  RONTON 
119  tt   BUTLER,  PHILLIP  GENE,  CPT,  PD 

JACKSON 
156   CUSICK,  JAMES  FRANCIS,  DIS  CMDR,  OH  HPTL 
196   RUDY,  CHRISTOPHER  ALBERT,  LT,  JACKSON  TWP  PD 

JACKSON  THP 
142    PAAR,  PHILIP  WADE,  COP 

KENT 
190   BUCKBEE,  WILLIAM  WESLEY,  JR,  LT,  KENT  STATE  UNIV  PD 
162    FITZPATRICK,  DANIEL  PETER,  DEP  CHF,  KENT  STATE  UNIV  PD 
116  tt   HEINEKING,  RONALD  F.,  CHF,  UNIV  OF  AKRON  PD 
146   PATTERSON,  RICHARD  M,  JR,  MANAGER,  KENT  STATE  UNIV  PD 
122   PEACH,  JOHN  ANDREH,  DIR,  KENT  STATE  UNIV  PD 
178   TONDIGLIA,  DEAN  PHILIP,  LT,  KENT  STATE  UNIV  POLICE 

KETTERING 


146  tt   CASTOR,  KENNETH  RILEN,  LT,  PD 
112  tt   COCHRAN,  GEORGE  W. ,  LT,  PD 
182  tt   DRERUP,  THOMAS  E,  LT,  PD 
120  tt   HAGGERTY,  EDHARD  THOMAS,  CPT,  PD 
127   HENDERSHOT,  GARY  PAUL,  CPT,  PD 
91  tt   HORN,  ALBERT  J.,  SR.,  LTC,  ASST  CHF,  PD 
172   KEMPER,  MICHAEL  JOSEPH,  CPT,  PD 
164   KEMPER,  ROBERT  JEFFERSON,  LT,  PD 
129   ODELL,  JAMES  M,  COP 
87  *  OWENS,  ROBERT  R.,  LIEUTENANT,  PD 
97  #  SMITH,  GERALD  L,  (LTC),  ASST  CHF,  PD 
93  tt   THOMPSON,  KEITH,  ASST  CHF,  POL  DIV 
101  #  TOBIAS,  JAMES  L,  LIEUTENANT,  PD 
193   WOOLF,  DAVID  WAYNE  HAUOLI,  LT,  PD 
116  tt   YOUNG,  WILLIAM  A,  CPT,  PD 
KIRTLAND  HILLS 

195   SMITH,  GERALD  JOHN,  JR,  COP 
LAKEMORE 

176   SANDS,  RODNEY  JOSEPH,  JR,  COP 
LAKEWOOD 
139   BRINDZA,  JOHN  PAUL,  SGT,  PD 
CLARK,  ALAN  RAY,  CPT,  PD 
HARTSEL,  MARTIN  RICHARD,  LT,  PD 
HOYT,  JOHN  LLEWELLYN,  LT,  PD 
MACKENZIE,  JAMES  W. ,  JR.,  DETECTIVE  LIEUTENANT,  PD 


142  It 

173  It 

163  tt 
87  U 
LIMA 

191 

121 

116 

132  # 

117 

134 

175 
6  tt 
LISBON 

181 


BECK,  DANIEL  WARREN,  SHF  OF  ALLEN  CO 

DAILEY,  WILLIAM  HENRY,  JR,  CHF,  SHAWNEE  TWNSHP  PD 

DEPALMA,  ANTHONY  J.,  INSPR,  PD 

GROSS,  CHARLES  EDWARD,  LT,  STATE  HPTL 

PROTSMAN,  DANIEL  N. ,  LIEUTENANT,  ALLEN  CO.  SD 

VAN  HORN,  LARRY  ALLEN,  MAJ,  ALLEN  CO  SD 

WATTS,  PEYTON  LAWRENCE,  CPT,  OH  SHP 

WESTBAY,  KERMIT,  CHIEF  OF  POLICE,  PD 


SMITH,  DAVID  LEWIS,  LT,  COLUMBIANA  CO  SO 
LOCKLAND 

28  *  CLARK,  LEROY,  PTLM,  PD 
LONDON 
110  #  LENHART,  JOHN  R. ,  SUPT,  OH  BU  OF  CRIM  IDENT 


MARTINA,  JOSEPH  M. ,  ASST  SUPT,  OH  BU  OF  CRIM  IDENT 
MROCZKOHSKI,  GERALD  LYNN,  SA,  OH  BU  OF  CRIM  IDENT  &  INV 
NEELY,  TERRENCE  DOUGLAS,  CRIM  INVSTGR  ADMINISTRATOR,  OH 
ONAN,  JOHN  EDWARD,  DEP  SUPT,  BU  OF  CRIM  IDENT 
SABIN,  JAMES  PREN,  DET  LT,  MADISON  CO  SO 


70 

195 

172 

133 

186 
LORAIN 

138   DANIEL,  JACK  DAVID,  LT,  PD 

107  H   EDWARDS,  ROBERT  L.,  LT,  PD 

194   RESENDEZ,  RICHARD.  LT,  PD 
LOUISVILLE 

178   MILLER,  JAMES  PAT   ',  COP 

152  tt   RIGGS,  ROSS  LELA-     OP 
LYNDHURST 

169   ELDREDGE,  SHERHOOD  SETH,  JR,  COP 
81  tt   SMYTH,  ROGER  M,  COP 
MADEIRA 

164  BECKMAN,  GERALD  LEE,  COP 
100  II   HUDSON,  PHILLIP  R,  COL,  COP 

MANSFIELD 

165  ARCUDI,  JOHN  HOWARD,  CPT,  PD 
161   BOYER,  JAMES  JOSEPH,  ASST  CHF, 

98  It   CAIRNS,  WAYNE  L.,  CPT,  PD 

174   DAUGHERTY,  JOSEPH  WILLIAM,  CPT, 

197   FORTNEY,  DALE  THOMAS,  LT,  PD 

180   GROGOZA,  MARIJAN  ELIZABETH,  LT, 

188   KRAUSMAN,  RICHARD  CHRISTOPHER,  SGT,  RICHLAND  CO  SO 

143   MESSER,  PHILIP,  LT,  PD 

114   POPP,  STANLEY  W. ,  CAPTAIN,  RICHLAND  CO.  SD 

194   RHOADS,  DALE  MARTIN,  LT,  RICHLAND  CO  SO 

161  It   SHETLER,  HOWARD  DALE,  SHF  OF  RICHLAND  CO 
91  tt   SPOGNARDI,  BILL  N.,  MAJ,  PD 
MAPLE  HEIGHTS 

148   CANTER,  MERLIN  DALE,  COP 

102  *  TERRION,  DANIEL  C,  CAPTAIN,  PD 
MARIETTA 

109  tt   MCCAULEY,  MICHAEL  M.  ,  SGT,  PD 
WAITE,  JEFFREY  ALLEN,  SGT,  PD 


PD 
RICHLAND  CO  SD 
PD 


173 
MARION 
171 
49  * 


ARNOLD,  FRANK  L,  COP 

COON,  THOMAS  B.,  COP 
97  tt    EXLEY,  ROBERT  L. ,  COP 
25  tt   MCCLENATHAN,  ZENAS  G. 
199   ROBBINS,  THOMAS  MARK, 

SNYDER,  WILLIAM  D. ,  SERGEANT, 

YOUNG,  KERMIT  STEVEN,  SGT,  PD 


CAPTAIN, 
MAJ,  PD 


PD 


103 

185 

MASON 

108 


OHIO  STATE  HIGHWAY  P 


FERRELL,  RONALD  G,  COP 
MASSILLON 

96  It   BRYAN,  RICHARD  J,  COP 

HARHIG,  DENNIS  DUANE,  COP 

MCKIMM,  DANIEL  LAWRENCE,  CPT,  JACKSON  TWP  PD 

MINER,  CHARLES  RUSSELL,  CPT,  OH  SHP 

MOHR,  JOHN  ARTHUR,  CAPTAIN,  PD 

SPICOCCHI,  SAMUEL  ROBERT,  CPT,  PD 

WELDON,  MARK  DAVID,  COP 

WILSON,  BRUCE  ALLEN,  DET,  PD 


150  # 

119 

144 

33  # 
137  M 
173 
126 
MAUMEE 

79  n 
127 


MAYFIELD 


BAGGETT,  NEWELL,  COP 
BODI,  THOMAS  EDWIN,  COP 
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73  tt   SHORTLE,  WILLIAM,  CHIEF  OF  POLICE 
MAYFIELD  HEIGHTS 

145  tt   CAPRARA,  DOMINIC  MICHAEL,  COP 

167  tt   DEBOE,  HAROLD,  DET  LT,  PD 

181   ODONNELL,  JOHN  FRANCES,  LT,  PD 
MAYFIELD  VILLAGE 

177  tt   LIGGETT,  DAVID  MICHAEL,  LT,  PD 

119  STEVENS,  DONALD  HARVEY,  COP 
MCDONALD 

49  *  RUDGE,  HARPER  R. ,  COP 
MEDINA 
140   BIGAM,  JAMES  ROBERT,  SGT,  MEDINA  CITY  PD 
153   BURZA,  GEORGE  HILLIAM,  CHF  DEP,  MEDINA  CO  SD 
125  *  HANSHUE,  DAVID  RICHARD,  DET  SGT,  PD 

149  tt   NORTON,  DAN  LEROY,  CHF  DEP,  MEDINA  CO  SO 

120  tt   SCHUCK,  MELVIN  LEE,  DET  SGT,  MEDINA  CO  SD 
134   SHOHS,  DAVID  GLENN,  LT,  PD 

178  STEYER,  THOMAS  GERARD,  COP, 
MENTOR 

90   AMIOTT,  RICHARD  A,  COP 
86  tt   FAY,  ROBERT  S.,  SGT,  PD 
138   JAMES,  JOHN  CLINTON,  TNG/RESEARCH  COORD,  PD 
187   LLEHELLYN,  DANIEL  HAYNE,  LT,  PD 
123   REESE,  JEFFREY  ALAN,  CPT,  PD 
MIAMI SBURG 
170   BAKER,  AUBREY  ALAN,  CPT,  PD 
128  *  EMMONS,  RICHARD  LEE,  LT,  PD 
118  *  GOENNER,  ROBERT  FREDERICK,  CHF,  PD 

150  KRUG,  JOHN  CHRISTOPHER,  CHF,  MIAMI  TUP  PD 
140   SCHENCK,  THOMAS  ROY,  COP 

MIDDLEFIELD 

131    EASTHON,  DAVID  ALLEN,  COP 
MIDDLETOWN 

114  tt   VAN  ARSDALE,  RONALD  G,  MAJ,  PD 
168   HATSON,  GARRY  LEE,  DET  SGT,  PD 

MILFORD 

137  tt   CHILTON,  DANIEL  LEE,  COP 

136  tt   SMITH,  DAVID  ARNOLD,  COP 
MOGADORE 

192   QUILLEN,  DAVID  NEAL,  COP 

125  tt   WILMOTH,  MARVIN  GLEN,  JR,  COP 
MONTGOMERY 

165   MCGLOTHLIN,  DONALD  GILBERT,  ASST  CHF,  PD 

191   NORDBLOOM,  KIRK  NELSON,  LT,  PD 
MORAINE 

197    IMLER,  RUSSELL  S,  SGT,  PD 
MT  HEALTHY 

142   SCHAEFER,  ALBERT  P,  JR,  COP 
NAPOLEON 

70  *  STARKEY,  ROBERT  DALE,  DEPUTY  SHERIFF,  HENRY  COUNTY  S 
NEH  BREMEN 

133   HARROD,  DOUGLAS  FRANCIS,  COP 
NEH  LEBANON 

165   CARBAUGH,  RONALD  JOSEPH,  COP 
NEH  PHILADELPHIA 

61   CLARK,  LOUIS  J.,  SHF  OF  TUSCARAHAS  CO 
36  *  HENDERSON,  BRYDEN  E.,  DEP  SHF,  TUSCARAHAS  CO  SD 
NEH ARK 

180   STOLLARD,  ROGER  ALLEN,  DEP  CHF,  PD 
NORTH  CANTON 

140  tt   HENLEY,  CHARLES  DALE,  SR,  COP 

144   LINDOWER,  DAVID  EUGENE,  COP 
NORTH  KINGSVILLE 

178  HITZEL,  CHARLES  FRANK,  IV,  COP, 

115  tt   WALKER,  NICHOLAS  H. ,  COP 
NORTH  OLMSTED 

99  #  GANNON,  MICHAEL  J.,  LIEUTENANT,  PD 
52  tt   HIRD,  HARRY  W. ,  CHIEF  OF  POLICE 
82  #  TAYLOR,  MARION  R.,  COP 
112   WESTON,  THOMAS  E.,  SERGEANT,  PD 
NORTH  RIDGEVILLE 
199   ACCORTI,  BARRY  R,  LT,  PD 
171   THOMAS,  RICHARD  DALE,  COP 
NORTH  ROYALTON 

179  BICAN,  PAUL  M,  COP 

117  KREJCI,  DALE  JAMES,  JUVENILE  OFFICER,  PD 
NORTON 

186   CARRIS,  JOHN  GREGORY,  COP 
NORWALK 

195  CASHEN,  KEVIN  MARION,  CPT,  PD 
40  tt   PICKETT,  PHIL  L.,  CAPTAIN,  PD 

124   RUGGLES,  MICHAEL  GENE,  COP 

118  STRIMPLE,  CHARLES  DEAN,  SGT,  HURON  CO  PROSECUTOR  S  OFC 
OAKWOOD 

78  tt   PORTER,  DONALD  E,  COP 
OAKWOOD  VILLAGE 

179  tt   ZACCARO,  JOHN  THOMAS,  LT,  PD 
OBERLIN 

105   JONES,  ROBERT  K.,  SERGEANT,  PD 

196  MILLER,  THOMAS  ALLEN,  CPT,  PD 
ORANGE  VILLAGE 

165   KOSTURA,  CHRISTOPHER  JAMES,  LT,  PD 
OREGON 

132   GULCH,  THOMAS  L,  COP 
ORRVILLE 
149   MORRIS,  WESLEY  DUANE,  COP 
90  tt   STOCKER,  WILLIAM  E,  COP 
OXFORD 
158   HOLZHORTH,  ROBERT  BIERY,  LT,  PD 
31  tt   JAMES,  VIRGIL  L.,  CHIEF  OF  POLICE 


141   MCVEY,  HARRY  RICHARD,  LT,  PD 
193   SCHWEIN,  STEPHAN  DOUGLAS,  COP 
90  tt   STATUM,  JOSEPH  L.,  COP 
PAINESVILLE 
156   DUNLAP,  DANIEL  ALBERT,  CHF  INVSTGR,  LAKE  CO  SO 
125  tt   FLOOD,  DALE  S,  SGT,  LAKE  CO  SD 
83   GOODWIN,  WARREN  H,  CHF  DEP,  LAKE  CO  SO 
190   SPARKMAN,  LONNIE  R,  LT,  LAKE  CO  SO 
112   STRAYER,  KENNETH  R. ,  LIEUTENANT,  PD 
PARMA  HEIGHTS 

165   CRIVEL,  JOHN  ALBERT,  SGT,  PD 
PAULDING 

122   FLAUGH,  JERRY  JOE,  CHF  DEP,  PAULDING  CO  SD 
PEPPER  PIKE 
176   MATOUSEK,  LOUIS  EDWARD,  DET,  PD 
58  *  MULLANEY,  JOHN  EDWARD,  COP 
80  tt   TOTH,  STEPHEN  A.,  COP 
PERRYSBURG 
192   EVANS,  NELSON  DAVID,  LT,  PD 
197   GILTS,  RICHARD  ALAN,  LT,  PD 
92   HOOD,  MALCOLM  G. ,  PTLM,  PD 
77  #  STEINLINE,  ROBERT  D. ,  COP 
PICKERINGTON 
169   FULLER,  JOHN  THOMAS,  COP 
192   TAYLOR,  MICHAEL,  CMDR,  PD 
PIKETON 
121  tt   BARNES,  SIDNEY  LEIGH,  MAJ,  USA 


PI  QUA 

177 

145 

117  tt 

127 
POLAND 

156  tt 


KING,  MICHAEL  ARTHUR,  S/LT,  OH  SHP 

POTTER,  PHILIP  KEITH,  COP 

WHITE,  DONALD  A,  COP 

WILLCOX,  WAYNE  RICHARD,  DEP  CHF,  PD 


ANDERSON,  RICHARD  CHARLES,  CHF,  POLAND  TWP  PD 
PORT  CLINTON 

135   CROSSER,  JOHN  ROBERT,  SHF  OF  OTTAWA  CO 
PORTSMOUTH 

132  BIHL,  THOMAS  FRANKLIN,  COP 

30  ♦  PYLES,  CARROLL  E.,  DETECTIVE,  PD 
77  tt   THOMPSON,  RAY  W,  COP 

72  *  WILBURN,  THEODORE,  JR.,  CHIEF  OF  POLICE 
READING 

126  tt   CRAGWALL,  ROBERT  GEORGE,  JR,  LT,  PD 

133  tt   DENNEY,  CARL,  LT,  PD 

118  tt   HOSTIUCK,  RICHARD  GREGORY,  COL,  COP 
REYNOLDSBURG 

118  tt   KESSLER,  THOMAS  DENNIS,  LT,  PD 

107  tt   KROUSE,  CHARLES  J.,  LT,  PD 
81   MOORE,  JESS  E.,  COP 
RICHARD  HEIGHTS 

145  ROWE,  GENE  PATRICK,  COP 
RICHFIELD 

106  tt   FISHER,  THOMAS  S.,  COP 

166   JONES,  FRANK  ANDERSON,  III,  LT,  PD 

101   WALSH,  JOHN  E.,  COP 
RICHMOND  HEIGHTS 

110   COLLINS,  JOSEPH  J.,  COP 
RITTMAN 

127  BOGGS,  LARRY  ALLEN,  COP 

168   BURG,  MICHAEL  THOMAS,  SGT,  PD 
ROCKY  RIVER 

146  tt   STIMSON,  RICHARD  FRANCIS,  SA-IN-CHARGE,  WESTSHORE  ENF  B 
ROSSFORD 

130  tt   BIELSKI,  RONALD  EDWARD,  COP 
SAGAMORE  HILLS 

152  *  MIEZIN,  DONALD  JOSEPH,  CHF,  OH  DEPT  OF  MENTAL  HEALTH 
SANDUSKY 

196   LYONS,  TERRY  MICHAEL,  CPT,  ERIE  CO  SO 

176   MCCLUNG,  TIMOTHY  RAY,  CHF,  PERKINS  TWP  PD 

189   MUEHLING,  CURTIS  CLAYTON,  TASK  CMDR,  ERIE  CO  DRUG  TF 

199   SAMS,  CHARLES  WILLIAM,  III,  LT,  PD 
SEVEN  HILLS 

154   FECHKO,  JOHN  RICHARD,  COP 
99   RESEK,  THOMAS  M. ,  CHIEF  OF  POLICE 
SHAKER  HEIGHTS 

193   LEE,  DOYLE  SCOTT,  LT,  PD 

100  tt   NOWAK,  CHESTER  S.,  LT,  PD 
45  tt   OBST,  ARTHUR  H.  ,  CAPTAIN  OF  DETECTIVES,  PD 

185   SCHWARBER,  MICHAEL  ALLEN,  LT,  PD 
SHARONVILLE 

199   HAYES,  ALAN  ANDREW,  LT,  PD 

HOMER,  GREGORY  CLEMENS,  LT,  PD 
SCHAPPA,  MICHAEL  GERARD,  COP 


184  tt 
170 
SIDNEY 
178 
141 
181 


AUSTIN,  RODNEY  DEE,  LT,  PD 

MARTZ,  MICHAEL  EDWARD,  CPT,  PD 

SCHEMMEL,  MARK  HENRY,  SHF  OF  SHELBY  CO, 
152  tt   SMITH,  RENNY  JAY,  LT,  PD 
124   THOMPSON,  JAMES  WILLARD,  CHF  INVSTGR,  OH  VETERINARY  MED 

WEARLY,  STEVEN  BRENT,  COP 
JACK  L.,  COP 


129 
91  tt   WILSON, 
SILVER  LAKE 

187   DEMOSS, 
SMITHVILLE 


GARY  WILLIAM,  COP 


177 
SOLON 
140  tt 
151 
178 


SULLIVAN,  CLARENCE  SNYDER,  III,  COP, 


SOUTH  EUCLID 


BRUCKNER,  ROBERT  WALTER,  COP 
DOBERSTYN,  WAYNE  FRANK,  ASST  CHF, 
TITTL,  RAYMOND  JAMES,  SGT,  PD 


PD 
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198    CAPADONA,  MATTHEH  TIMOTHY,  LT,  PD 
172    LUCHA,  THOMAS  HILLIAM,  COP 
71   VANVEGHEL,  HILLIAM,  CHIEF  OF  POLICE 
SOUTH  LEBANON 

98   KILBURN,  LESTER  R,  COP 
SPRINGBORO 
105   HOCHSTRASSER,  ROBIN  H,  COP 
145   MCDONALD,  DANIEL  J,  COP 
SPRINGDALE 
128  I  FRELAND,  JAMES  ISAAC,  COP 
167   LAAGE,  MICHAEL  EDHARD,  COP 
SPRINGFIELD 
170  I  AYERS,  HOHARD  HAYNE,  LT,  PD 
113   BEEDY,  ROBERT  M,  LT,  PD 

93  tt    EVANS,  ROGER  L,  COP 
152   MCCLELLAN,  PAUL  DOUGLAS,  LT,  OH  SHP 
46  #  MILLER,  BENJAMIN  L.,  LIEUTENANT,  PD 
93  *  MILLS,  HAROLD  M. ,  SHF  OF  CLARK  COUNTY 
195   MOODY,  STEPHEN  PATRICK,  LT,  PD 
109  tt   NEHELL,  ROBERT  E,  DET  SGT,  PD 
122  *  PICKARSKI,  JOHN  EDHARD,  SGT,  PD 
149   HALTERS,  DAVID  LEE,  COP 
SPRINGFIELD  TOHNSHIP 

159   BLASDEL,  CARL  FRANK,  JR,  CHF,  SPRINGFIELD  TSP  PD 
ST.  BERNARD 
108  tt   HELLER,  ROBERT  F.,  CHIEF  OF  POLICE 
113  It   REBHOLZ,  HILLIAM  J,  SGT,  PD 
104  tt   SCHINDLER,  JOSEPH  H.  ,  SERGEANT,  PD 
ST.  CLAIRSVILLE 

163   KLIER,  RONALD  LOUIS,  LT,  OH  SHP 
STEUBENVILLE 

30  tt   DURBIN,  HALTER  M,  CPT,  PD 

HITT,  RICHARD  L.,  LT,  JEFFERSON  COUNTY  SO 


102 
STOH 
121 
108 
194 
153 


GAUTHIER,  RONALD  JOHN,  LT,  PD 
KLINE,  HILLIAM  E.,  PTLN,  PD 
MYERS,  RICHARD  GLENN,  LT,  PD 
TILTON,  ROBERT  EVAN,  COP 
STREETSBORO 

172  tt   BROHN,  JAMES  DAVID,  COP 
STRONGSVILLE 
170   GOSS,  CHARLES  HILLARD,  COP 
116  tt   HAHK,  DONALD  H. ,  CPT,  PD 
95   JENNRICH,  MILTON  E,  SAFETY  DIR 
95   JENNRICH,  MILTON  E,  SAFETY  DIR 
126  #  LEHNECKER,  MAX  LOUIS,  CPT,  PD 
183   STEPANOVICH,  MARK,  SGT,  PD 
TALLMADGE 
134   GAULT,  GALE  G,  COP 


TIFFIN 
184 
167 
157  tt 
94 
107  tt 
126  tt 


GRAY,  RICHARD  ALLAN,  LT,  PD 
HARTSEL,  DAVID  GERARD,  LT,  PD 
HOHARD,  DANA  JOE,  LT,  PD 
MARTIEN,  DAVID  A.,  MAYOR 
OHEN,  KEITH  B.,  CPT,  PD 

STEPHENS,  HAYNE  ALLAN,  CITY  ADMINISTRATOR 
TIPP  CITY 
126   DAVIDSON,  THOMAS  NICHOLAS,  COP 
RE,  RONALD  RICHARD,  SGT,  PD 


133 
TOLEDO 
151  tt 
108 

30  tt 
129 
159 
101  tt 
121  It 

115  tt 
107  tt 
142 
198 
105 

28  tt 
99  tt 
11  tt 

118 

139 

125 

104  tt 

127 
97  It 

110  tt 
114 

95 
188 

111  tt 
166 
169 
163 

116  tt 
170 
120 

98 

93  It 
103 
100  tt 
173 

77  tt 
117 
109  tt 


ANDERSON,  CARL  THOMAS,  SGT,  PD 

ARMSTRONG,  LARRY  D,  CPT,  PD 

BARTKOHIAK,  ALFRED  F.,  CPT  OF  DET,  LUCAS  CO  SO 

BIEGALA,  HALTER  GERALD,  SGT,  PD 

BOMBRYS,  HESLEY  JOSEPH,  SR,  SGT,  PD 

BORKOHSKI,  TIMOTHY  L.,  LT,  PD 

BRYAN,  JAMES  PAUL,  SGT,  PD 

BURPEE,  HILLIAM  L.,  SGT,  PD 

COOLEY,  BENJAMIN  L.,  LT,  PD 

DIETRICH,  ROBERT  LYNN,  SGT,  PD 

DIGGS,  DERRICK  HILLARD,  CPT,  PD 

DYAL,  LAHRENCE  H,  CPT,  PD 

FAUBLE,  HAROLD  H. ,  LIEUTENANT,  PD 

GERDING,  GERALD  H.,  SGT,  PD 

GLADIEUX,  MERL  A.,  CAPTAIN,  PD 

HEIL,  BONNIE  SUE,  DEP  SHF,  LUCAS  CO  SD 

HEYNEMAN,  JAMES  PAUL,  SGT,  PD 

HUNT,  CHARLES  ALBERT,  LT,  PD 

KAZMIERSKI,  RONALD  A.,  SR.,  SGT,  PD 

KERSCHBAUM,  PAUL  ALBERT,  SGT,  PD 

KOLINSKI,  HILLIAM  J.,  LT,  PD 

LANGENDERFER,  GERALD  J.,  DET  SGT,  PD 

MASON,  ROBERT  S.,  LT,  PD 

MCATEE,  RICHARD  A.,  CAPTAIN,  PD 

MCGEE,  MICHAEL  EDHARD,  SGT,  PD 

MOORE,  JAMES  B.,  CPT.PD 

MOTON,  HILLIAM  HENRY,  LT,  PD 

MURPHY,  MICHAEL  DALE,  CPT,  PD 

NAVARRE,  MICHAEL  JAMES,  COP 

NOGGLE,  DAVID  L.,  SGT,  PD 

PILAT,  BETH  ANN,  SGT,  LUCAS  CO  SD 

PILAT,  VALENTINE,  DEP  SHF,  LUCAS  CO  SD 

PRZESLAHSKI,  LAHRENCE  E.,  SERGEANT,  PD 

REBENSAL,  KENNETH  C. ,  DEP  CHF,  PD 

RITCHIE,  JAMES  L.,  LIEUTENANT,  PD 

ROBERTS,  DAVID  0.,  LT,  PD 

SEKELA,  GREGORY  ANDREH,  LT  ADMIN  ASST,  PD 

SOBCZAK,  EDHARD  C,  CPT,  PD 

SPANN,  RONALD  LEE,  CPT,  PD 

HAGNER,  DALE  A,  LT,  PD 
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31  tt   HIENER,  HILLIAM  GEORGE,  DEPUTY  CHIEF,  PD 
179   ZAHODNY,  JAMES  LOUIS,  SGT,  PD 
TROTHOOD 

175   ETTER,  MICHAEL  EVERETT,  COP, 
TROY 

110  ft   HUFFMAN,  JAMES  H,  CHF  DEP,  MIAMI  CO  SO 
THINSBURG 
181    FRANK,  ANTHONY  JOSEPH,  COP 
98  tt   PRANGE,  DONALD  H,  COP 
UNIONTOHN 

153   HENSLEY,  DONALD  CURTIS,  SGT,  PD 
UNIVERSITY  HEIGHTS 
173   BRADY,  DALE  EDHARD,  DET  LT,  PD 
119  tt   LOBELLO,  CHARLES  THOMAS,  COP 

139   MCCAFFREY,  J  FRANCIS,  DIR  OF  SEC,  JOHN  CARROLL  UNIV 
155   SCHMIDT,  EDHARD  JOHN,  III,  LT,  PD 
UPPER  ARLINGTON 

97  tt   BORROR,  KENNETH  H.  ,  COP 
181   BRINING,  MICHAEL  SHAHN,  LT,  UPPER  ARLINGTON  DIV  OF  POL 
92  tt   BROHN,  PHILLIP  D,  LT,  PD 
163   HOLCOMB,  DHIGHT  ALLEN,  COP 
94  tt   LINDSAY,  RICHARD  A.,  LT,  PD 
UPPER  SANDUSKY 
175   HETZEL,  MICHAEL  RICHARD,  SHF  OF  HYANDOT  CO, 


63  * 

URBANA 
177 
115  tt 
150  * 

93  tt 

185 
129 


MCALLISTER,  V.  DEAN,  SHF  OF  HYANDOT  CO 


DESKINS,  DAVID  LEE,  SHF  OF  CHAMPAIGN  CO 
HOLLAND,  JOHN  F.,  LT,  PD 

KEITH,  MICHAEL  LEE,  CHF  DEP,  CHAMPAIGN  CO  SO 
STILLINGS,  ROGER  D. ,  SHERIFF  OF  CHAMPAIGN  COUNTY 
HAGNER,  PAT  R,  LT,  PD 

HILLIAMS,  PAUL  HENDELL,  DEP  DIR,  OH  BCII 
VANDALIA 
188   BABER, 
161   KNIGHT, 
VERMILION 
173   BARCK,  FREDRIC  A,  LT,  PD 

NICHOLAS  JOHN,  JR,  LT, 


CLARENCE  DANIEL,  III,  LT,  PD 
DOUGLAS  LYNN,  COP 


PD 


147  tt   MAYER, 

HADSHORTH 

35  tt   LONIER,  RODERIC  STEVENS,  COP 
180   SINGLETON,  DAVID  GARY,  LT,  PD 

HALTON  HILLS 
103   AHRENS,  MICHAEL  P.,  SR.,  COP 
123   MOODY,  ELMER  EUGENE,  SGT,  PD 
175   THELLMANN,  KENN  LOUIS,  SGT,  PD 

WAPAKONETA 
125  tt   KNOCH,  JAMES  MORGAN,  SHF  OF  AUGLAIZE  CO 


HARREN 

93 
179  tt 

64 
136 
183 

36 


DUBASIK,  MATHEH  S.,  SGT,  PD 
FISHER,  HILLIAM  EDHARD,  CPT,  PD 
JAKMAS,  RICHARD  A.,  SHF  OF  TRUMBULL  CO 
LAMANTIA,  STEPHEN  ANTHONY,  CHF,  HOHLAND  TSP  PD 
PHILLIPS,  JAMES  RAYMOND,  SGT,  TRUMBULL  CO  SO 
RIFFLE,  JOSEPH  J.,  SERGEANT,  PD 
HARRENSVILLE  HEIGHTS 

59  It   BURGESS,  HERBERT  T.,  COP 
164   KALAVSKY,  JOHN  LAHRENCE,  COP 
96  tt   MERCHANT,  CRAIG  H. ,  COP 
HASHINGTON  COURT  HOUSE 
140   CROOKS,  HILLIAM  ROBERT,  SHF  OF  FAYETTE  CO 
133  tt   ROBINSON,  HILLIAM  EDHARD,  COP 
72  *  SCOTT,  A  RODMAN,  COP 
156   HALKER,  LARRY  EUGENE,  COP 
HASHINGTON  COURTHOUSE 

195   STRITENBERGER,  MICHAEL  LEE,  CPT,  PD 
HATERVILLE 

174   MARTIN,  LANCE  HESLEY,  COP 
HAUSEON 

108  BUCHS,  RICHARD  L.,  CHF  DEP,  FULTON  CO  SO 
131   MERILLAT,  DARRELL  EDHARD,  DEP,  FULTON  CO  SD 

HAVERLY 

144  tt   DIXON,  JAMFS  GERALD,  SHF  OF  PIKE  CO 
HEST  CARROLLTON 

185   BARNHART,  hlCHARD  RANDALL,  DEP  CHF,  PD 

155  #  SCHACHERER,  FRANK  EDHARD,  J,  LT,  PD 

133  #  SPENCER,  KENNETH  MASON,  COP 
HESTERVILLE 

75  #  SCHUTTE,  HARRY  A,  COP 

105  tt   SHAH,  RONALD  A,  COP 
HESTLAKE 

174   ESCHENFELDER,  WILLIAM  JOHN,  LT,  PD 

159   HECKELMOSER,  DONALD  JOSEPH,  LT,  PD 

191   HALLING,  RICHARD  ALAN,  COP 
HHITEHALL 

126   MEADE,  LARRY  JAMES,  LT,  PD 

189  NEHCOMB,  MARK  DANIEL,  SGT,  PD 
117   STACY,  JAMES  E,  COP 

166   ZITZKE,  RICHARD  RAY,  LT,  PD 
HICKLIFFE 

145  tt   DION,  ROBERT  FRANCIS,  COP 

190  FOX,  JAMES  STEVEN,  COP 
HILLARD 

110  #  SATTIG,  DAVID  B.,  COP 
HILLOUGHBY 

109  tt   CROSIER,  HILLIAM  E.,  COP 
182   STRAUBE,  CONRAD  ARTHUR,  COP 

HILLOHICK 

92   DOPIRAK,  RONALD  F.,  COP 
HILMINGTON 
131  tt   VERMILLION,  PHILLIP  LEE,  CPT,  OH  SHP 
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90  tt   HHITE,  THOMAS  E,  COP 
HINTERSVILLE 

95   CALABRESE,  VICTOR,  JR.,  COP 
HOOSTER 
183   FERRELL,  GREGORY  KEITH,  CHF,  OH  ST  UNIV  POL 
186   GARRISON,  KURT  ALAN,  DET,  HAYNE  CO  SO 

130  HOLT,  CHARLES  A,  JR,  LT,  PD 
166   MERILLAT,  ROBERT  P,  COP 

168  NEUHAUSER,  RAYMOND  EMIL,  DET,  HAYNE  CO  SO 

91  tt   PEARCE,  JAMES  H.,  COP 
HORTHINGTON 

166   MAUGER,  MICHAEL  EUGENE,  CPT,  PD 
160   MCCOY,  HAYNE  IRVIN,  COP 
102  tt   MILLER,  DANIEL  H. ,  LT,  PD 
183   MOSIC,  JAMES  RAYMOND,  SGT,  PD 
HRIGHT  PATTERSON  AFB 

198  LUCAS,  STEVEN  VICTOR,  GUNNERY  SGT,  USMC 
HRIGHT-PATTERSON  AFB 

111  *  COOPER,  FRANCIS,  CHF,  USAF 

169  FISHER,  THOMAS  HILLIAM,  CHF  MSGT,  USAF 
178   FRONCZAK,  LINDA  KAY,  CPT,  USAF 

127   GOHIN,  HALLACE  CURRY,  CPT,  USAF 

129  HOH,  JOHN  CHRISTOPHER,  CPT,  USAF 

194   LICKTEIG,  DANIEL  ALLEN,  SR  MSGT,  USAF 

189   MOAKE,  RANDALL  LARRY,  CHF  MSGT,  USAF 
HYOMI NG 

65  U   COMMINS,  LESTER  J.,  SGT,  PD 
XENIA 

131  ERHIN,  JERRY  HALLACE,  SHF  OF  GREENE  CO 

114  tt   LYONS,  CLAUDE  N. ,  COP 

199  PRINDLE,  ERIC  JAMES,  COP 
YELLOH  SPRINGS 

196   MILLER,  JAMES  ELMER,  COP, 
YORKVILLE 

31  tt   LANDER,  GEORGE  E.,  SERGEANT,  PD 
YOUNGSTOHN 

90   BAKER,  DONALD  G. ,  CPT,  PD 

115  DAPOLITO,  ANTHONY  J.,  SGT,  PD 

141   GOCALA,  JOHN  JOSEPH,  CHF,  YOUNGSTOHN  STATE  UNIV  PD 
193   HUGHES,  JIMMY  FRANKLIN,  LT,  PD 

92  KOMARA,  DONALD  F.,  CAPTAIN,  PD 
198   LEES,  ROBIN  R,  LT,  PD 

107  SABATINO,  EUGENE  J.,  LIEUTENANT,  PD 
186   VODILKO,  MICHAEL  JOSEPH,  JR,  CPT,  PD 

108  tt   HELLINGTON,  RANDALL  A.,  COP 
ZANESVILLE 

130  GIBSON,  BERNARD  HAYNE,  SHF  OF  MUSKINGUM  CO 

OKLAHOMA 
ADA 

183  CORVIN,  DENNIS  EDMOND,  CPT,  PD 
99  tt   GRAY,  RICHARD  L,  COP 

107  tt   HENDERSON,  H  DON,  ASST  COP 
118   MCELHANNON,  WAYNE  WESLEY,  COP 
168   MILLER,  MICHAEL  DAVID,  COP 

153   NEMECEK,  DARRELL  EUGENE,  CPT,  PD 
113  tt   SMITH,  BILLY  G,  CAPTAIN,  PD 
ALTUS 
178   BENNETT,  MICHAEL  DALE,  LT,  PD 

193  SPOONER,  KEITH  ANTHONY,  LT,  PD 

93  SUNDERLAND,  JERRY  M,  AGENT,  OK  BU  OF  INVSTGN 
ALTUS  AFB 

122   URANGA,  CLIFFORD  GREGORY,  MSGT,  USAF 
ANADARKO 

102  *  SPENCER,  CHARLES  R,  INVSTGR,  BU  OF  INDIAN  AFFAIRS 
ANTLERS 

75   SMITH,  LILE  R.,  INVESTIGATOR,  OK  DEPARTMENT  OF 
ARAPAHO 

74   COOKERLY,  SID  P.,  USHF,  CUSTER  CO  SO 
ARDMORE 

108  tt   CULLEY,  BILLY  H. ,  COP 

139  GARRETT,  ANTHONY  DAVID,  COP 

108  HATCH,  MICHAEL  L,  AGENT  III,  OK  BU  OF  INVSTGN 

44  JOHNSON,  HOHARD,  SHF  OF  CARTER  CO 

184  JOHNSON,  LEROY  SCOTT,  CPT,  PD 
122  SNELSON,  JOHN  WAYNE,  COP 

79  *  WARTHEN,  WAYNE  A.,  INVSTGR,  DA  S  OFC 
129   WILLINGHAM,  DAVID  JOE,  ASST  CHF,  PD 
ARNETT 

194  BURGTORF,  RICHARD  ROBERT,  SHF  OF  ELLIS  CO 
BARTLESVILLE 

131  BROWN,  STEVEN  LEROY,  COP 
102  tt   DAVIS,  RALPH  J.,  CPT,  PD 

177   SHIVELY,  TIMOTHY  ERIC,  SGT,  PD 
87  tt   SPENCER,  CHARLES  A,  COP 
BETHANY 

167   SHIRLEY,  EARL  PALMER,  JR,  CPT,  PD 
BLACKWELL 

4  *  GILLESPIE,  E.  M. ,  PATROLMAN,  PD 
182   SMITH,  EDWARD  LEONARD,  COP 
BRISTOW 

140  NEWELL,  MICHAEL,  CHF  CRIM  DEP,  CREEK  CO  SO 
127   NICHOLS,  DOUGLAS  A,  SHF  OF  CREEK  CO 

BROKEN  ARROW 

171   ADAIR,  DAVID  REX,  LT,  PD 

145   COLLIER,  JOHNNY  FRANKLIN,  ASST  CHF,  PD 

159   ROSS,  RICKEY  MONROE,  ASST  CHF,  PD 

191   STEPHENS,  NORMAN  FRED,  LT,  PD 
73   STOVER,  JAMES  R,  COP 
CALUMET 
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108   ERVIN,  JERRY  L,  COP 
CHANDLER 
134   KINCADE,  RAYMOND  LAWRENCE,  CWO  III,  USA 

192  WREN,  MATTHEH  DAVID,  INVSTGR,  PD 
CHICKASHA 

86  tt   CALHOUN,  BOB  L,  DEP  SHF,  GRADY  CO  SO 
114  *  LINVILLE,  ARTHUR  D,  AGENT,  OK  STATE  BU  OF  INVSTGN 

193  SPRINGSTEAD,  KEITH  KENNETH,  LT,  PD 
148   STERLING,  DANY  EARL,  COP 

170   WILLIAMS,  RILEY  LYNN,  LT,  PD 
CHOCTAW 

198   CARTER,  WILLIAM  LEROY,  COP 
CLAREMORE 

185   BARLOW,  JEFFERY  LEN,  DET,  PD 
CUSHING 

187   GILLELAND,  DENNIS  JAY,  CPT,  PD 

167   RIPPEE,  ALVIN  LEON,  COP 
DEL  CITY 

187   SMITH,  JOHNIE  ALLEN,  LT,  PD 
DUNCAN 
81 
64 

152 


ANDERSON,  DALE  H. ,  COP 

DEAN,  LEONARD,  CPT,  PD 

FORD,  DANIEL  PAUL,  MAJ,  PD 

109  tt   FOSTER,  PLEASANT  B.,  CPT,  PD 

174   JOHNSON,  JEFFERY  RAY,  CPT,  PD 

RICHEY,  JIMMIE  DEE,  INVSTGR  III, 
ZACHARY,  W.  V.,  CHIEF  OF  POLICE 


189 
61  tt 
DURANT 
188 
59  tt 
173 
EDMOND 
128 
154 
195 
163 
181  tt 
117 
120 
112 
EL  RENO 

198   BROWN,  KENDALL  WAYNE,  LT 
180   STANLEY,  JOSEPH  RICHARD, 
ELK  CITY 

173   SMITH,  RANDY  DUANE,  COP 
ENID 
61  tt 
178 
83  * 
94  * 
91  tt 
GUTHRIE 
118   LAND,  HENRY  PROCTOR,  JR 
152   RUEB,  GUY  HILLIAM,  SGT, 
KINGFISHER 

189   BAKER,  DENNIS  JOHN,  LT, 

LAWTON 

132 

137 

124 

163 

158 

88 

169 

92 

95 

184 


PD 


COOK,  DURWARD  AUSTIN,  CPT,  PD 
DURANT,  ELMER  L,  FED  PROTECTION  OFCR 
STIEFER,  CHARLES  CLAYTON,  LT,  PD 

BRUCE,  ROY  JOE,  JR,  LT,  PD 

DAVES,  BENJAMIN  FRANKLIN,  J,  CPT,  PD 

DORSEY,  TIMOTHY  DAVID,  SGT,  PD 

HOLMES,  ROBERT  HILLIAM,  SGT,  PD 

MEADOR,  GEORGE  MICHAEL,  COP 

PAGE,  RAYMOND  C,  INVSTGR,  STATE  OF  OK 

PRESTON,  DAVID  JOHN,  DEP  CHF,  PD 

VETTER,  BILLY  R,  COP 


PD 
LT,  PD 


BEARDSLEE,  EDHARD  D. ,  CPT,  PD 

BUSH,  MARTIN  CHARLES,  SGT,  PD 

MCFADDEN,  PATRICK  M,  DEP  SHF,  GARFIELD  CO  SD 

POLHORT,  ERNEST  N.,  CAPTAIN,  PD 

SPARKS,  KENNETH  R,  CPT,  PD 


COP 
PD 


PD 


ADAMSON,  BILLY  WAYNE,  CPT,  PD 

DOUGLASS,  HERSCHELL  EUGENE,  MAJ,  PD 

FORGUSON,  ANDY  A,  MAJ,  PD 

JACOBSMA,  LARRY  STEVEN,  CPT,  PD 

JOHNSON,  LARRY  RALPH,  LT,  PD 

PARTIN,  JACK,  ASST  PROVOST  MARSHAL 

RIGHTMER,  THOMAS  LIDDELL,  CPT,  PD 

ROUTH,  DARRELL,  MAJ,  PD 

SEESARAN,  BERTRAM  N,  SGT,  PD 

SMITH,  RONALD  CLIFTON,  CPT,  PD 
97  tt   SZATKOWSKI,  BERNARD  J.,  CPT,  PD 
172   THORNE,  HAROLD  WILLIAM,  CPT,  PD 
119   WARD,  RONALD  KENT,  ASST  CHF,  PD 
MARLOH 

53  tt   WATSON,  HAROLD,  TPR,  OK  HPTL 
MC  ALESTER 

175   HOGAN,  JOE  RAY,  DEP  INSPR,  OK  STATE  BU  OF  INVS 

54  tt   JONES,  BELVANY  GENE,  INSPR,  OK  ST  BU  OF  INVSTGN 
175   LYLES,  JIMMIE  LEE,  CPT,  PD 

PARTAIN,  FRED  L,  LT,  PD 
SPARKS,  BILLY  E.,  DEP  INSPR, 


104 
103  tt 
MIAMI 
197 
109  tt 


OK  BU  OF  INVSTGN 


ANDERSON,  GARY  LEE,  COP, 
ICE,  GARY  C,  ASST  CHF,  PD 
MIDHEST  CITY 
130   ANDERSON,  PHILIP  HAYNE,  CPT,  PD 
125   BLAINE,  LLOYD  DOUGLAS,  COP 
174   CLABES,  ROBERT  BRANDON,  MAJ,  PD 
188   COLLINS,  JAY  DEE,  LT,  PD 
150  tt   DAVIS,  CLOVIS  GLENN,  JR,  COP 
115  tt   FERGUSON,  JAMES  D,  CPT,  PD 

LIGHT,  ERNEST  CLIFTON,  JR,  MAJ,  PD 
SWEARINGEN,  GEORGE  ERNEST,  LT,  PD 


136  tt 
140 
MOORE 
151 
133 
129 
177 
145 
165 


ABER,  HAL  WINTON,  CPT,  PD 
MITCHELL,  LYNDELL  VON,  LT,  PD 
STANLEY,  LEIGHTON  HANSEN,  LT,  PD 
TIPPS,  GARY  W,  SGT,  PD 
WILLIAMS,  KIRK  OWEN,  CPT,  PD 
WILLIAMS,  TED  DEREK,  LT,  PD 
MUSKOGEE 

80   ANDERSON,  HUBERT  C,  SUPT,  OK  DEPT  OF  CORR 
186   CAYHOOD,  STEPHEN  WESLEY,  SGT,  PD 


OKLAHOMA  -  OKLAHOMA 

23  *  JONES,  CHARLEY  M. ,  DEP  SHF,  MUSKOGEE  CO  SO 

91  JORDAN,  BILL,  SEC,  US  COURT  HOUSE 

123  MILLER,  CLAY  COY,  LT,  OK  HPTL 

116  HEBB,  JAMES  L,  US  MARSHALL,  USMS 
MUSTANG 

183  COCKRELL,  DAVID  MICHAEL,  CPT,  PD 

197  DAVIS,  JAMES  DOUGLAS,  LT,  PD 

166  LEHIS,  RONALD  GENE,  COP 

138  THOMPSON,  MICHAEL  HAROLD,  MAJ,  PD 

130   BURGETT,  ALMER  HARRISON,  NARC  AGENT,  OK  BU  OF  DANGEROUS 
NEHCASTLE 

103   NEAL,  RAE  D,  COP 
NICHOLS  HILLS 

43  H   CLARK,  ED  J. ,  COP 

MASK,  RICHARD  LEE,  SR,  MAJ,  PD 


167 
NORMAN 
120  I 
191 
165 
136 
134 
183 
114 
184 

84  tt 
135  * 

77  § 
176 
170 
193 
143 

79  * 
126  tt 
169 

93 


CARY, 
CHAN, 


DANIEL  ELTON,  COP 

RONALD  BRUCE,  SGT,  UNIV  OF  OK  PD 
COTTEN,  MARSHALL  PHIL,  CPT,  PD 
DEBOLT,  DARIAN  CLARKE,  CPT,  PD 
DILL,  CLAUD  RUSSELL,  LT,  PD 
FOX,  DENNIS  GENE,  LT,  PD 
GRISSOM,  ROYCE  L.,  ADMN  DEP,  SO 
HARP,  JEFFREY  PRESTON,  SGT,  UNIV  OK  DPS 
HOLYFIELD,  DON  P,  DIR,  COUNCIL  OF  LAH  ENF  TNG 
IVY,  LEE  FRANK,  JR,  DIR,  UNIV  OF  OK  PD 
KENNEDY,  THOMAS  G,  SHF  OF  CLEVELAND  CO 
LESTER,  JOSEPH  KIMBALL,  DIR,  UNIV  OF  OK  DPS 
MARQUIS,  ROGER  JACKSON,  LT,  PD 
MEGET,  CRAIG  HILTON,  LT,  PD 

PENDERGRAFT,  HILLIAM  RILEY,  CPT,  COUNCIL  OF  LE  TNG 
ROBERSON,  GARY,  USHF,  CLEVELAND  CO  SO 
SUGG,  CARL  LEON,  MAJ,  PD  nrr, 

VAUGHN,  MICHAEL  WESLEY,  INVSTGR,  CLEVELAND  CO  DA  OFC 
HEDDLE,  ROYCE  0,  LIEUTENANT,  PD 

128  tt   ABERNATHY,  ALBERT  BRADLEY,  JR,  CHF  INSPR,  OK  ST  BU  OF  I 
ADAMS,  GARY  DON,  CPT,  OK  HPTL 
ALLEN,  CHARLES  LEE,  CPT,  PD 
ANDERSON,  BILLY  J.,  MAJ,  PD 
BALDHIN,  LARRY  DAVID,  LT,  PD 
BARRY,  JOHN  KEVIN,  CHF  AGENT,  OK  LAH  ENF  COMM 
BARTGIS,  EDITH  ELAINE,  DEP  INSPR,  OK  BU  OF  INVSTGN 
BERGLAN,  DENNIS  L,  CPT,  PD 
BERRY,  MAJOR  TALLY,  JR,  DEP  CHF,  PD 
BEVEL,  VIRGIL  THOMAS,  CPT,  PD 
BIGGERS,  JERRY  R,  USHF,  OKLAHOMA  CO  SO 
BROHN,  ROY  JAMES,  LT,  OK  HPTL 
BURNS,  A.  NEHTON,  SHF  OF  OKLAHOMA  CO 
BURRIS,  RODNEY  URON,  CPT,  OK  HPTL 
CALVERY,  RONALD  G,  CPT,  PD 
CARLTON,  TED  GARLON,  CPT,  PD 
CASON,  JERRY  NEAL,  1LT,  OK  HPTL 
CITTY,  HILLIAM  JOEL,  CPT,  PD 
CLARK,  JOHN  CARL,  LT,  PD 

CLOUD,  CARL  HARRISON,  ASST  TO  DIR,  COUNCIL  LAH  ENF  T 
COCHRAN,  DANNY  LEE,  CPT,  PD 
COLLINS,  ALLEN  JOE,  INSPR,  OK  BU  OF  INVSTGN 
COOK,  NORMAN  KEITH,  LT,  PD 
CUNNINGHAM,  HILLIAM  A,  CHF  DEP,  USMS 
DAILEY,  JACK  WARREN,  INSPR,  OK  ST  BU  OF  INVSTGN 
DELAUGHTER,  RICHARD  B,  ASST  CHF,  PD 
DIRCK,  JOHNNY  FLOYD,  DIR,  COUNCIL  LW  ENF  TNG 
EDWARDS,  ADAM  S,  JR,  CPT,  PD 
ELAM,  JOSEPH  D,  DIR,  PSYCH  SERV,  DPS 
FITZPATRICK,  JAMES  JOHN,  CPT,  PD 
FITZPATRICK,  RUSSELL  EUGENE,  MAJ,  OK  HPTL 
FRAZIER,  DENNIS  RANDELL,  LT,  PD 
GONZALES,  SAM  C. ,  COP 
GRAMLING,  LARRY  D,  MAJ,  PD 
GRIFFITH,  JEFFREY  LANE,  2LT,  DPS 
GRIFFITH,  R.  NEILL,  DEP  CHF,  PD 
GRIMES,  JOHN  MICHAEL,  CPT,  OK  HPTL 
GUYTON,  JOHN  GLENN,  SR  AGENT,  OK  STATE  BU  OF  NARC 
HARKRIDER,  WALTER  PERRY,  JR,  AGENT,  OK  NARC  BU 
HARRIS,  JERRY  LEE,  AGENT,  OK  BU  OF  NARC  AND  DANGR 
HARRIS,  JOHN  ARTHUR,  CPT,  OK  HPTL 
HEATH,  MICHAEL  CHARLES,  MAJ,  PD 
HEGGY,  TOM  L,  DIR,  OK  BU  OF  NARCOTICS 
HENDERSON,  LARRY  H,  MAJ,  PD 
HICKS,  ROBERT  J,  DIR,  OK  BU  OF  INVSTGN 
HIGDON,  LAHRENCE  JOSEPH,  CPT,  DPS 
HILL,  CHARLES  EDWARD,  JR,  CPT,  PD 
HOLT,  BRADFORD  CLEVELAND,  CPT,  PD 
HOLT,  J.  H.,  SA,  OK  ST  BU  OF  INVSTGN 
HOLYFIELD,  BILL  F,  ASST  CHF,  OK  HPTL 
HOMER,  RAYMOND  EUGENE,  JR,  TNG  COOR,  CLEET 
HUGHES,  WILLIAM  JOHN,  JR,  CPT,  OK  HPTL 
HYDE,  ANTHONY  H,  DEP  CHF,  COUNCIL  LAW  ENF  TNG 
JACKSON,  ROBERT  D,  SERGEANT,  PD 
JANTZ,  STEPHEN  JOHN,  1LT,  OK  HPTL 
JOHNSON,  LAHRENCE,  JR,  MAJ,  PD 
JONES,  ROBERT  ALAN,  DEP  CHF,  PD 
JURCZEWSKY,  LARRY  LEO,  CPT,  OKLAHOMA  CO  SD 
KING,  RONALD  S,  LT,  PD 

KOESTER,  GERALD  R,  CHF  INSPR,  OK  STATE  BD  OF  PHAR 
KUHLMAN,  JOHNNY  LEE,  CPT,  PD 

LAPUZZA,  MICHAEL  JOHN,  ASST  COMMISSIONER,  DPS  TNG  CEN 
LESTER,  ROBERT  REX,  DIR,  ABC  BOARD 


131 
198 
78 
131 
166 
120 
107 
123 
129 
110 
160 

17 
192 
114 
172 
180 
165 
161 
123 
170 
134 
133 

98 
186 

98 
138 
113 

96 
178 
123 
153 
116 
116 
169 
101 
126 
162 
142 
154 
184 
163 

85 
102 

90 
119 
186 
119 

47 

85 
121 
197 

89 
116 
136 
155 
140 
179 
100 

95 
194 
121 

33 


181   MANN,  KEITH,  MAJ,  PD 
104   MARTIN,  THEOPHILUS,  CPT,  PD 

181   MARVELL,  THOMAS  ELDON,  AGENT  SUPVR,  ALCOHOL  BEV  LAW  E 
90  tt   MATHESON,  JERRY  V,  DIR,  OK  ORGANIZED  CCPC 
81  tt   MAXWELL,  MARVIN  A,  DEP  CHF,  PD 

MCBRIDE,  DAVID  RONALD,  COP 

MCCRITE,  JAMES  C. ,  MAJOR,  PD 

MCDONALD,  KENNETH  SAMUEL,  JR,  CPT,  PD 

MCNAIR,  KENNETH  R,  CHF,  PUTNAM  CITY  SCHOOLS 

MCPHERREN,  PHILIP  WAYNE,  INVSTGR,  STATE  BOARD  OF  MEDICA 

MULLENIX,  JACK  L,  USHF,  OK  CO  SO 

MYATT,  M.  W.,  INVSTGR,  CRIME  BU,  DPS 

NEAVES,  RICHARD  ENGLAND,  LT,  PD 

NUTTER,  JIM  C,  SEC  SUPV,  OK  GAS  AND  ELEC  COMP 

OWEN,  LARRY  P.,  CPT,  OK  HPTL 

OWSLEY,  SETH  CHRISTOPHER,  LT,  PD 

PRATT,  HARVEY  PHILLIP,  INSPR,  OK  STATE  BU  OF  INVSTGN 

PURSER,  I.  G.,  COP 

RALEY,  C.  T.,  SUPERVISOR,  OKLAHOMA  HIGHWAY  P 

RANDALL,  JOE  ANN,  LT,  PD 

READING,  JAMES  H.,  CAPTAIN,  PD 

REYNOLDS,  DONITA  B,  PATROLMAN,  PD 

RODGERS,  LARRY  DON,  LT,  PD 

ROPER,  JAMES  CARLTON,  CPT,  OK  DPS 

RYAN,  CHARLES  V,  CHF  AGENT,  OK  BU  OF  NARC 

SCHIMMELS,  DONALD  R,  CPT,  PD 

SCULLY,  JOHN  MICHAEL,  LT,  PD 

SEAMAN,  LONNIE  L,  INVESTIGATOR,  INTERNAL  REVENUE 

SHUPE,  DAVID  LESLIE,  CPT,  PD 

SMITH,  KENNETH  R,  MAJ,  PD 

SMITH,  SYLVESTER  P.,  PATROLMAN,  OKLAHOMA  HIGHWAY  PA 

SPENCER,  GAROLD  LLOYD,  MAJ,  PD 

STOUT,  JOHN  MARK,  LT,  PUTNAM  CITY  CAMPUS  POL 

TATUM,  L  G,  DIR  OF  SEC,  OK  UNIV  CAMPUS  POL 

TAYLOR,  JOHN  STEVEN,  LT,  OK  MEDICAL  CENTER  PD 

TAYLOR,  ROBERT  HOWARD,  MAJ,  PD 

TENNERY,  THOMAS  JESSE,  CPT,  OK  HPTL 

THOMAS,  GARRY  DON,  CPT,  OK  HPTL 

TREIB,  FREDDIE  DAVID,  FIRST  LT,  OK  HPTL 

UPCHURCH,  LARRY  K,  LT,  PD 

UPCHURCH,  STEPHEN  RALPH,  MAJ,  PD 

WARD,  KEVIN,  1ST  LT,  OK  HPTL 

WATKINS,  SCOTT  EDWARD,  ASST  COMM,  OK  HPTL 

WEAVER,  RONALD  DARRELL,  AGENT,  OK  BU  OF  NARC  &  DANG  DR 

WILDER,  ROBERT  V,  COP 

WILHELM,  WALTER,  DEP  CHF,  PD 

WILKINS,  DARREL  WAYNE,  CHF  INSPR,  OK  STATE  BU  OF  INVS 

HINBORN,  ROGER  LEE,  LT,  PD 

HOODIE,  JIMMIE  DELBERT,  CPT,  PD 

WRIGHT,  LONNIE  GENE,  AGENT  IN  CHARGE,  OK  BU  OF  NARC 


144 

100 

190 

117 

126 
71  tt 
29  » 

139 

101  * 

117 

156 

126 

75  # 
52  tt 

123 

68  tt 
117  * 
127 
196 

82  tt 

93  tt 
179 

56  tt 
174 

95 

8 

135 

196 

76  tt 
133 
148 
143 
188 
132 

92  tt 
142 
176 
172 
199 
106  # 

96  tt 
158 
125 
122  tt 
142 
OHASSO 
171 


LAFLIN,  TERRY  LEE,  ASST  CHF,  PD 
PAULS  VALLEY 

56   ALLEN,  HERMAN  W. ,  INVTGR,  OK  CORP  COMM 
PAWHUSKA 

182   YANCEY,  DANIEL  MARK,  SGT,  PD 
PONCA  CITY 


125 
103  tt 
113 
180 
135 
195 
POTEAU 
199 
144 
182 


BOESE,  BILLY  DEAN,  MAJ,  PD 
COFFELT,  NORMAN  L,  DIR  OF  PUB  SFTY, 
HAM,  RAYMOND  E,  COP 
JOHNSON,  CLAYTON  DAVID,  DEP  CHF,  PD 
SINCLAIR,  CHARLES  ERVIN,  MAJ,  PD 
VINCENT,  DELBERT  DWAINE,  CPT,  PD 


PD 


BALLEH,  KENDALL  RAY,  SHF  OF  LEFLORE  CO 
HENDRICKS,  ROBERT  JOSEPH,  ASST  CHF,  PD 
SMITH,  BILLY  JACK,  JR,  COP 
SAND  SPRINGS 
168   BRADLEY,  DANIEL  LEE,  ASST  CHF,  PD 

109  LEWALLEN,  TOM,  COP 
SAPULPA 

112   MOORE,  JOHNNY  K. ,  CHIEF  OF  DETECTIVES,  PD 

139   ABRAHAMSON,  GARRY  DUANE,  CRIM  INVSTGR,  BIA 
44  tt   COLEMAN,  ERNEST  G.  ,  COP 
192   CRALL,  WAYNE  MICHAEL,  LT,  PD 

110  *  JAMES,  LARY  G,  LT,  PD 

105  #  KNOX,  CHARLES  B,  CPT,  PD 
146   LAHUE,  JOSEPH  HOWARD,  CPT,  PD 

SPENCER 

77   HENSLEE,  HILLIAM  M,  COP 

164   ALTMAN,  DAVID  FRANKLIN,  LT,  OK  STATE  UNIV  POL 
176   ATKINS,  RICHARD  HORACE,  LT,  OK  STATE  UNIV  PD 
122  tt   BASTION,  ROGER  DEAN,  LT,  STILLWATER  POL  SERV 
104   EATON,  EVERETT  H. ,  DIR,  OK  ST  UNIV,  PUB  SFTY 

106  #  ELY,  RAYMOND  L,  CPT,  STILLWATER  POL  SERV 
194   GAHAGANS,  BENNIE  STEPHEN,  SGT,  OK  ST  UNIV  PD 
137   MCNICKLE,  NORMAN  ARTHUR,  COP 

179   ROMINE,  LOYD  RUSSELL,  SGT,  PD 

141  *  TAYLOR,  JEFFREY  LYNN,  LT,  PD 

160   THRASHER,  RONALD  RAY,  LT,  PD 

149   TYE,  ERNEST  BOYD,  CPT,  OK  STATE  UNIV  PD 

190   VOGT,  ROBERT  DON,  SGT,  PD 

157   HAREN,  CHARLES  RAY,  CPT,  PD 

TA72ESUFRUSHER,  ROBERT  E,  SFTY  AND  SEC  DIR,  NORTHEASTERN 
THE  VILLAGE 

48  tt   BUMPASS,  EUGENE  L.,  CITY  MANAGER 
164   ROBINSON,  MICHAEL  WAYNE,  LT,  PD 


AND 
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OKLAHOMA  -  OREGON 


TULSA 
159   ALLEN,  WAYNE  EDWARD,  SGT,  PD 
110  tt   ANDERSON,  DONALD  E,  SGT,  PD 
138   ANDRUS,  MARK  ANDREW,  MAJ,  PD 

99   BAYLES,  LARRY  J,  DEP,  TULSA  CO  SO 
175   BISHOP,  RICHARD  LOREN,  CPT,  TULSA  CO  SD 
105  *  BOWLES,  LARRY  H,  DEP  INSPR,  OK  BU  OF  INVSTGN 
147  *  BUCKENDORF,  GEORGE  MICHAEL,  CHF  DEP,  TULSA  CO  SO 
130   BUSBY,  BOBBY  LEE,  DEP  CHF,  PD 
166   BUSBY,  WALTER  EVERETT,  JR,  SGT,  PD 

70  It   CAMP,  JAMES  E.,  MAJ,  PD 
118   CHANCE,  ROBERT  ALAN,  MAJ,  PD 

91  #  CLUGSTON,  ROY  L,  JR,  DEP  SHF,  TULSA  CO  SO 
116   DIAMOND,  DREW,  COP 
101  tt   DICK,  ROBERT  N,  POL  AND  FIRE  COMR 

91  tt   EDMUNDS,  WAYNE  0.,  MAJ,  PD 

49  tt   FAULKNER,  DAVE  T,  SHF  OF  TULSA  CO 
97   GLANZ,  STANLEY  D,  SHF  OF  TULSA  CO 

134  GREENE,  JIMMY  WAYNE,  LT,  PD 
141   GROTTS,  BILLY  CLYDE,  LT,  PD 

127  HICKEY,  JOHN,  JR,  SGT,  PD 
112  tt   HILL,  JACK  L,  MAJ,  PD 

120   JACKSON,  CHARLES  FRANKLIN,  MAJ,  PD 
168   JOLLIFF,  REGENA  ANN,  SGT,  PD 

172  JONES,  LYNN  LOUISE,  LT,  PD 
195   JONES,  TIMOTHY  GLENN,  CPT,  PD 

3  *  KELLY,  H.  M. ,  DETECTIVE,  PD 

150  KONKLER,  GERALD  WAYNE,  LT,  PD 
115  tt   LADD,  HAROLD  R,  LT,  PD 

185   LARSEN,  DENNIS  L,  SGT,  PD 

151  LAHSON,  RICHARD  LYNN,  LT,  PD 

103  tt   LEE,  ARTHUR  E,  JR,  SHF  OF  TULSA  CO 

50  *  LIVINGSTON,  PAUL  J.,  COP 

191   MACDONNELL,  DENNIS  MICHAEL,  CPT,  PD 

118  tt   MCCUTCHEN,  ADELENE  DEBORAH,  CPL,  PD 
177   MERCHANT,  S  LARRY,  MAJ,  PD 

139   NELSON,  RAY  DALE,  LT,  PD 
146   PALMER,  RONALD  DALE,  COP 
189   PATRICK,  GREGORY  JUAN,  LT,  TULSA  CO  SD 
44   PRUITT,  RAYMOND  E.,  DEP  SHF,  TULSA  COUNTY  SO 
157   RAKE,  MICHAEL  PATRICK,  LT,  PD 
124   ROBINSON,  CAROLYN  MAXINE,  MAJ,  PD 
179   ROGERS,  TROY  LAMAR,  SGT,  PD 
100  tt   SECRIST,  DAVID  E,  DEP  CHF,  PD 

128  SHERL,  JIMMIE  DEE,  DEP  CHF,  PD 

145  SMITH,  STEPHEN  WINN,  LT,  PD 
162  STEELE,  STEVEN  REID,  LT,  PD 
122   TAYLOR,  FREDDIE  RAY,  MAJ,  PD 

64  tt   THURMAN,  ANDREW  FRANK,  SHF  OF  TULSA  CO 

173  TURNER,  ROBBY  LOY,  SGT,  PD 

111  #  WALL,  ROBERT  D,  LIEUTENANT,  PD 

146  WEBB,  DONALD  REX,  SGT,  PD 

132   WELLS,  LYLE  WILLIAM,  JR,  LT,  PD 

155  WILLIAMSON,  MARK  ARNOLD,  SGT,  TULSA  CO  SO 
VINITA 

149   BURR,  ED  C,  LT,  OK  HPTL 

141   EVERETT,  FRANKLIN  D,  CPT,  OK  HPTL 

156  GREEN,  BOBBIE  ALLEN,  ILT,  OK  HPTL 
WARR  ACRES 

105  tt   LUTTRELL,  BILL  J.,  SR.,  COP 
185   SAVAGE,  RAYMOND  FREDRICK,  LT,  PD 
WATONGA 
196   AINSWORTH,  RICKY  GENE,  SHF  OF  BLAINE  CO 

119  RICKEY,  LONNIE  RAY,  AGENT,  OK  BU  OF  INVSTGN 
WOODWARD 

164   CRAIN,  DONALD  GENE,  JR,  INSPR,  OK  STATE  BU  OF  INVSTGN 
94  tt   WELLMAN,  CHARLIE  R,  DEP  INSPR,  OK  BU  OF  INVSTGN 
YUKON 
187   CORN,  JOHN  DAVID,  SGT,  PD 
131   HUFFMAN,  JAMES  LEE,  COP 


ALBANY 
196 
156 
132  tt 

50  * 
108  tt 

99  tt 
190 


OREGON 


BARNES,  GORDON  SCOTT,  LT,  LINN  CO  SD 
BURRIGHT,  DAVID  KENNETH,  SHF  OF  LINN  CO 
JAMES,  DARRELL  LYNN,  LT,  LINN  CO  SO 
MADDY,  RAY  H. ,  COUNTY  JUDGE,  LINN  COUNTY 
MARTINAK,  ARTHUR  J,  SHF  OF  LINN  CO 
MCLAIN,  CLYDE  R,  SR,  LT,  LINN  CO  SD 
MCLAIN,  PHILIP  LEE,  CPT,  PD 
94  tt   SIMS,  LEE  R. ,  JR.,  LT,  PD 
75  It   SPIRUTA,  EDWARD  J,  USHF,  LINN  COUNTY  SO 
128  tt   VANNICE,  RICHARD  LEE,  LT,  PD 
ASHLAND 
137   BARNARD,  DAYMON  ORVAL,  CPT,  PD 
160   CLEMENTS,  MELVIN  NEWELL,  CPT,  PD 
140   DECAPUA,  MICHAEL  LOUIS,  COP 
106  It   LIVELY,  S  VICTOR,  COP 
124  *  SELBY,  DEFOREST  LLOYD,  LT,  PD 
10  *  THOMAS,  CLARK,  ASST  CHF,  PD 
ASTORIA 
137   DEUPREE,  ROBERT  EARL,  COP 

139  It   EASTMAN,  ALMOND  CAVYRNE,  SHF  OF  CLATSOP  CO 
70  H   JOHNSON,  ROBERT  W,  COP, 
BAKER 
157   BENNETT,  MARK  EDWARD,  LT,  BAKER  CO  SO 
135  tt   HAYS,  MICHAEL  EDWARD,  LT,  OR  SPOL 
BAKER  CITY 

84  It   GIBSON,  NEWSOM  J,  JR,  COP 
BEAVERTON 


113  tt   ALLISON,  CHARLES  G. ,  SGT,  PD 
105  tt   DANKO,  PAUL  C,  CMDR,  PD 

DEHAAN,  RICHARD  HENRY,  CPT,  PD 

DUGAN,  JAMES  K.,  CPT,  PD 

EIESLAND,  KRISTINE  LYN,  LT,  DEP  PUB  SFTY  STDS  &  TRAIN 

ERVIN,  WESLEY  WAYNE,  CPT,  PD 

KIRSCH,  EDWARD  ROBERT,  SGT,  PD 

WILSON,  STEVEN  GARY,  SGT,  PD 


135 
111 
132 
159 
193 
122 
BEND 
193 
188 


DIEHL,  JOHN  CONRAD,  V,  SGT,  DESCHUTES  CO  SD 

FINE,  MATTHEW  ROE,  LT,  PD 
128  tt   FRANCE,  JAMES  LEROY,  SHF  OF  DESCHUTES  CO 
180   JORDAN,  ANDREW,  COP..PD 
107   MALKIN,  ROBERT  D. ,  DIR.  PUB  SFTY 
125  tt   MEIER,  DAVID  HAROLD,  DIV  CMDR,  PD 
73  tt   MOEN,  EMIL  K.,  COP 

102  *  PARR,  RICHARD  L.,  CORPORAL,  PD 
169  SMIT,  ROBERT  JOE,  CPT,  OR  SPOL 
128    STILES,  LESTER  WHITNEY,  LT,  PD 

CANBY 

173   GIGER,  GERALD  DEE,  COP 
CLATSKANIE 

130  tt   NELSON,  DAVID  JAMES,  COP 
CONDON 

191   DIRKS,  ANTHONY  LAWRENCE,  USHF,  GILLIAM  CO  SO 
COOS  BAY 

172   ADAMS,  HARLAN  MARCUS,  COP,  KEIZER  PD 

123   BUSHMAKER,  JOHN  ALBERT,  CPT,  PD 

114  #  GILFILLAN,  CLAUDE  M,  CPT,  PD 

133   KNIGHT,  CHARLES  RAY,  COP,  PD 

150   NINK,  ROBERT  DONALD,  SR  SA,  USCG 
87  #  UNDERDAHL,  HOBART  R.,  ASST  COP 
COQUILLE 

168  tt   HALL,  RALLS  LANCE,  LT,  COOS  CO  SO 

186   LEADER,  LARRY  DOUGLAS,  SGT,  COOS  CO  SD 

104   TARNO,  VERAL  E,  SHERIFF  OF  COOS  CO  SO 
CORVALLIS 

162   ALTISHIN,  BERNARD  JOSEPH,  SGT,  BENTON  CO  SO 
67  It   BURRIGHT,  KENNETH  RICHARD,  ASST  CHF,  PD 

103  It   CONLEE,  CHARLES  L.,  SGT,  PD 

107  tt   DOLAN,  JAMES  W,  CHF  DEP,  BENTON  CO  SO 

51  tt   GOODMAN,  JAMES  A.,  COP 

76  n   HOCKEMA,  WILBUR  L,  COP 
130   MCCOLLUM,  DANIEL  LAWRENCE,  COP 
194   MOLLAHAN,  ROBERT  PATRICK,  JR,  LT,  PD 

57  *  MURDOCH,  VERNON  M.,  JR.,  DEP  SHF,  BENTON  CO  SO 
142  tt   READER,  CARL  RAYMOND,  SGT,  PD 
127  tt   WOODS,  MERLE  EUGENE,  SGT,  PD 
COTTAGE  GROVE 
162   GROVER,  MICHAEL  GORDON,  COP 
175   WORSHAM,  LARRY  STEVE,  CMDR,  PD 
DALLAS 

78  tt   DOUGHERTY,  HENRY  A,  CO  COMM,  COMMUNITY  CORCTNS  CNT 


148 
EUGENE 
68  U 


HARPER,  JAMES  MICHAEL,  COP 


ALLEN,  DALE  E.,  COP 
45  #  BROWN,  TED  D. ,  COP 
189   BUCHANAN,  THAD  ALLEN,  CPT,  EUGENE  PD 
163   CLAGUE,  JOHN  D,  CHF  DEP,  LANE  CO  SO 
144   CLEMENTS,  JAN  EVAN,  SHF,  LANE  CO  SO 
159   COOKE,  LEONARD  GREEN,  COP 
159   DRAYTON,  CAREY  MICHAEL,  CHF,  FL  ST  UNIV  PD 

92  tt   EGGLESTON,  RONALD  D,  CPT,  LANE  CO  SO 
60  *  ELDER,  EDWARD  W. ,  SHF  OF  LANE  CO 

199   GRAHAM,  MARK  JOHN,  LT,  LANE  CO  SO 
182   HACKETT,  DELL  PAUL,  LT,  LANE  CO  SD 
172   HEUVEL,  DANIEL  PATRICK,  CPT,  LANE  CO  SD 
176   HILL,  JAMES  RALPH,  COP,  PD 
15  *  KEARNEY,  LEONARD  H. ,  SGT,  PD 

100  *  KEEP,  ARCHIE  L,  SA,  BU  OF  LAND  MGT 

151    LANGFORD,  ERIC  RANNEY,  CPT,  LANE  CO  DPS 

94  tt   LILLY,  DENNIS  W,  DET,  LANE  CO  SO 
137  #  MCMANUS,  ROBERT  LIEF,  SHF  OF  LANE  CO 
188   MCMULLEN,  EARL  DAVID,  JR,  SGT,  LANE  CO  SO 
142    ROWLAND,  PATRICK  MICHAEL,  ASST  SAC,  US  COAST  GUARD 

36  tt   SMITH,  WILLIAM  HOBART,  CPT,  PD 
166   WIGHT,  RANDALL  GREENE,  LT,  OR  DPS 
FAIRVIEW 

93  tt   RODGERS,  GERALD  F,  CRIM  INVSTGR,  BIA 
FLORENCE 

101  It   SHAW,  MELVIN  J,  COP 
FOREST  GROVE 

193    FARRIS,  ROBERT  KENNETH,  SGT,  PD 
176   LOWTHER,  THOMAS  DAVID,  COP 
GLADSTONE 
184   JOHNSON,  WAYNE  FREDERICK,  SGT,  PD 

110  KING,  ROBERT  M. ,  COP 

155   RYE,  RICHARD  EVERETT,  SGT,  PD 
GOLD  BEACH 

97  *  BOICE,  ALLEN  H. ,  SHF  OF  CURRY  CO 

127   DENNEY,  CHARLES  LEROY,  SHF  OF  CURRY  CO 
GRANTS  PASS 

141  tt   ALBERT,  BRUCE  MORGAN,  OFCR,  JOSEPHINE  CO  COMM  CORR 

168  It   CALVERT,  DANIEL  BERRY,  SHF  OF  JOSEPHINE  CO 
84  tt   HEDGEPETH,  NORMAN  L,  DIR  OF  PUBLIC  SAFETY 

178  tt   PENDERGRASS,  ALAN  FRANK,  USHF,  JOSEPHINE  CO  SO 

187    SCHWARTZ,  RONALD  GEORGE,  LT,  DPS 

111  #  TAUS,  FRANK  A.,  SGT,  JOSEPHINE  CO  SO 
101  #  WOOLF,  ERNEST  G,  CPT,  PD 

106    YAKEL,  JERREL  C,  ORDINANCE  ADMIN,  JOSEPHINE  CO 
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OREGON  -  OREGON 

GRESHAM 

139  *  GRUETZKE,  JAMES  EUGENE,  LT,  PD 

160   JOHNSON,  GERALD  B,  CPT,  PO 

106  U   KNORI,  ARTHUR  J,  COP 

123  tt   VICARS,  DHIGHT  ELSHORTH,  CPT,  CLACKAMAS  CO  SO 
HERMISTON 

119  tt   ASHER,  GRANT  EDHIN,  COP 

195    ROBERTS,  JERRY  SHERMAN,  LT,  PD 
HILLSBORO 


ASHENBRENNER,  LILA  LEE,  CPT,  PD 
tt   BARNES,  HARREN  B.,  JR,  SHF  OF  WASHINGTON  CO 

BERRIGAN,  HILLIAM  MICHAEL,  LT,  WASHINGTON  CO  SO 
tt   CONLEY,  HICHAEL  THOMAS,  CHF  DEP,  WASHINGTON  CO  SO 
tt    FRIESE,  STANLEY  HILSON,  CPT,  WASHINGTON  CO  SO 
GORDON,  ROBERT  MYLES,  CMDR,  WASHINGTON  CO  SO 
HEPP,  DAVID  ROBERT,  LT,  WASHINGTON  CO  SO 
HOHELL,  CLARENCE  WILLIAM,  CMDR,  WASHINGTON  CO  SD 
It   JONES,  NANCY  SUZANNE,  SGT,  PD 
tt   KLEVE,  HAROLD  T,  CPT,  WASHINGTON  CO  SD 
LOUIE,  RONALD  JAY,  COP 

PROBSTFIELD,  WILLIAM  R,  SHF  OF  WASHINGTON  CO 
REIMANN,  HENRY  FELIX,  CMDR,  PD 
tt   SALISBURY,  WAYNE  LYLE,  DET,  WASHINGTON  CO  SD 
tt    SANDERS,  EDWARD  L,  LT,  WASHINGTON  CO  SO 
tt    SARGEANT,  ROBERT  G,  USHF,  WASHINGTON  CO  SD 
SPINDEN,  JAMES  STUART,  SHF  OF  WASHINGTON  CO 
STRAUGHAN,  CHARLES  DOUGLAS,  CMDR,  WASHINGTON  CO  SO 
tt   UNDERWOOD,  RICHARD  LEE,  SR,  CPT,  WASHINGTON  CO  SO 
tt   HOLL,  HERMAN,  COP 
HOOD  RIVER 
117  tt   KELLY,  RICHARD  J,  SHF  OF  HOOD  RIVER  CO 

MOORE,  DAVID  PAUL,  CHF  DEP,  HOOD  RIVER  CO  SD 
YOUNKINS,  RICHARD  CLARK,  COP 
INDEPENDENCE 
145   DAVIDSON,  JANET  EILEEN,  SGT,  PD 
96  tt   HEAVER,  GEORGE  E,  COP 
JUNCTION  CITY 

141  *  PETERSON,  JOHN  WILLIAM,  III,  COP 
KEIZER 

198   MIRANDA,  MARK  JAMES,  LT,  PD 
KLAHATH  FALLS 

98  *  DURYEE,  THOMAS  H. ,  SHF  OF  KLAMATH  CO 
63  tt   HOWARD,  CHARLES  A.,  CHIEF  OF  POLICE,  PD 
66  It   HUFF,  ARCHIE  W.  ,  COP 
LA  GRANDE 
149   COURTNEY,  JOHN  CARLTON,  COP 

39  *  FORREST,  NORMAN  W. ,  CHIEF  OF  POLICE 
173   MYER,  PHILIP  GORDON,  DET  SGT,  PD 
LAKE  OSWEGO 
168   FOSTER,  HELEN  EILEEN,  CPT,  PD 
GALLOWAY,  MARC  LAWRENCE,  CPT, 
WALKER,  JAMES  L,  SGT,  PD 
YOUNGBAR,  LESLIE  GENE,  COP 


181 
95 
182 
142 
129 
177 
185 
197 
136 
82 
179 
113 
199 
120 
103 
110 
165 
171 
153 
117 


163 
166 


PD 


DANNY  OWEN,  SGT,  PD 
MICHAEL  WAYNE,  SGT,  PD 


181 

113 

161 
LEBANON 

141  tt   CHILSON, 

169   SCHULTE, 
LINCOLN  CITY 

179   CONLEY,  DORIS  MARGARET,  COP 
MADRAS 

106  KLEIN,  HILLIAM  G. ,  COP 
MCMINNVILLE 

188    BROWN,  DANIEL  JOHN,  SGT,  PD 

132   CARELLE,  JAMES  NEAL,  SGT,  YAMHILL  CO  SO 

69  tt   DICKINSON,  LYLE  C,  LT,  YAMHILL  CO  SO 
131   HAILEY,  LARRY  LEE,  DEP,  YAMHILL  CO  SO 
138   HAND,  NORMAN  MICHAEL,  SHF,  YAMHILL  CO  SO 
138  *  LAW,  CRAIG  ALLEN,  CPT,  YAMHILL  CO  SO 

64  It   MCCONNEL,  ROBERT  IRA,  SGT,  YAMHILL  CO  SO 
162   NOU,  ROBERT  PETER,  SGT,  YAMHILL  CO  SO 

83  tt   SHIPMAN,  GLENN  A,  SHF  OF  YAMHILL  CO 
109  #  VASOUEZ,  LIONEL,  SHF  OF  YAMHILL  CO 
HEDFORD 
114  tt   BJORNSEN,  BJARNE  A,  DEP,  JACKSON  CO  SD 
164  It   BRUCHMAN,  WILLIAM  LOUIS,  III,  DEP  CHF,  PD 
108  tt   BUNDY,  GLEN  S,  DEP  CHF,  PD 
119  tt   BURCHFIEL,  JOE  RAYMOND,  DET,  JACKSON  CO  SD 

107  tt   CRUTCHFIELD,  FLOYD  H,  CHF  DEP,  JACKSON  CO  SD 
192   GEORGE,  TIMOTHY  JAMES,  LT,  PD 

102  It   GILDESGARD,  KEITH  M,  DEP  CHF,  PD 

131  tt   GYLLENSKOG,  JERRY  READ,  CMDR,  OR  SPOL 
172   LAVINE,  THOMAS  EARL,  LT,  PD 

144  tt   LIVINGOOD,  DONALD  CRAIG,  DEP  CHF,  PD 

145  *  MALDONADO,  JEFFREY  VINCENT,  CHF  DEP,  JACKSON  CO  SD 
196   MAYER,  EDHIN  CHARLES,  CPT,  JACKSON  CO  SD 

89  tt   MCGEE,  ORLO  W,  COP 
179   NORRIS,  RONALD  EDWARD,  LT,  PD 
107  It   SHIPLEY,  OSCAR  R.,  COP 
136  tt    SMITH,  DENNIS  C,  SHF  OF  JACKSON  CO 
135  It   STEDHAN,  ROBERT  PAUL,  SGT,  PD 
HILHAUKIE 
164  It   COLLIER,  BRENT  HILLIAM,  COP 
199   COLT,  JAMES  MICHAEL,  CMDR,  PD 

103  It    EASTERDAY,  GAYLE  G,  DEP  CHF,  PD 
187    LOUDENBACK,  LON  R,  DET  SGT,  PD 

105  tt   SCHANAKER,  RONALD  C,  COP 
MOLALLA 

177    ELKINS,  ROBERT  DEWEY,  COP, 
HOMOUTH 

106  tt   VALBURG,  MARION  D,  TNG  CR,  BD  ON  POL  STANDARDS  & 
HONMOUTH 
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103 
171 
160 
128 


116 
167 
152 
165 
130 
157 
140 
178 
121 
100 
166 
189 
140 


163   OSBORN,  RALPH  STEPHEN,  LT,  BD  OF  PUBLIC  SAFETY  TNG 
MORO 

102  *  LOHREY,  GERALD  A,  SHERIFF  OF  SHERMAN  COUNTY 
NEWBERG 
185   NEHLAND,  STANLEY  KEITH,  CPT,  BEAVERTON  PD 
156   TARDIFF,  ROBERT  IVAN,  JR,  COP 
NEWPORT 

119   BROSSOW,  DONALD  WILLIAM,  DEP,  LINCOLN  CO  SO 
NORTH  BEND 
190   AKERS,  RONALD  LEROY,  LT,  PD 
BOORAS,  GEORGE  P,  COP 
SANDBERG,  KENT  RANDALL,  SGT,  PD 
YOUNG,  EVERETT  JOHN,  JR,  LT,  PD 
ZACCARO,  GILBERT  ANTHONY,  COP, 
OREGON  CITY 

31  *  BIRCH,  ALLEN  E,  DEP  SHF,  CLACKAMAS  CO  SO 
BRADSHAH,  WINSTON  R,  SHF  OF  CLACKAMAS  CO 
BUTLER,  NEAL  LOYD,  JR,  LT,  CLACKAMAS  CO  SO 
DETLOFF,  HENRY  PATRICK,  CHF  DEP,  CLACKAMAS  CO  SO 
ESTES,  LYNDA  THERESA,  DET,  CLACKMAS  CO  SD 
GROLBERT,  JAMES  TIMOTHY,  CPT,  CLACKAMAS  CO  SO 
tt   HANNERS,  GENE  WILLIAM,  LT,  CLACKAMAS  CO  SD 
tt   KITZMILLER,  ALLAN  EDRIC,  SGT,  PD 

MACHADO,  MICHAEL  JOHN,  LT,  CLACKAMAS  CO  SD 
tt   MCQUAY,  JAMES  MICHAEL,  CPT,  CLACKAMAS  CO  SO 
tt   RYAN,  LLOYD  L,  CPT,  CLACKAMAS  CO  SO 
STEWART,  JOHN  DAVID,  LT,  PD 
TULEY,  PATRICK  FRANCIS,  LT,  CLACKAMAS  CO  SO 
VICARS,  DONALD  ARMOND,  LT,  CLACKAMAS  CO  SO 
PENDLETON 

87  tt   GALLAHER,  ERNEST  E,  COP 
158   TABER,  EDHIN  SHANNON,  COP 
PHILOMATH 

118   SYTSMA,  RAY  CHARLES,  JR,  SGT,  PD 
PORT  OF  PORTLAND 

166  BRANT,  MICHAEL  DUANE,  COP 
PORTLAND 

105  tt   AICHELE,  ROB  H,  DEP  CHF,  PORTLAND  POL  BU 

114  tt   AMUNDSON,  RANDOLPH  E,  CHF  SERV  DIV,  MULTNOMAH  CO  DPS 

61  tt   AUBORN,  GORDON  0.,  CHF,  MULTNOMAH  CO  DPS 

92  tt   BARNHILL,  ROBERT  A,  LT,  MULTNOMAH  CO  SO 
174  tt   BENNINGTON,  WILLIAM  HOWARD,  CPT,  POLICE  BU 

97  *  BRAND,  DENNIS  S,  LT,  MULTNOMAH  CO  DPS 
100  tt   BROCK,  FRED  E.,  SGT,  POL  BU 
126  tt   BROOKS,  ROBERT  GLENN,  CPT,  POL  BU 

167  #  BUNNELL,  JOHN  EDHIN,  CHF  DEP,  MULTNOMAH  CO  SO 
142   CLARK,  GREGORY  EUGENE,  CMDR,  POL  BU 

122  tt   CULLIVAN,  MICHAEL  FRANCIS,  LT,  BU  OF  POL 
110  #  DAGGETT,  FRANK  E,  LT,  PD 
126  tt   DAVENPORT,  HILLIAM  RODNEY,  MAJ,  OR  SPOL 
tt   DAVIS,  EDHARD  PATRICK,  CPT,  POL  BU 

DAVIS,  JAMES  ARTHUR,  SGT,  MULTNOMAH  CO  DIV  OF  PUB  S 
tt   DOH,  JOHN  P.,  CPT,  MULTNOMAH  CO  SO 
DOWNEY,  JOHN  ELDON,  CPT,  OR  SPOL 

#  ENGLERT,  RODNEY  DALE,  CHF  DEP,  MULTNOMAH  CO  SO 
tt   FESSLER,  CHARLES  HOCH,  JR,  USHF,  MULTNOMAH  CO  SO 
It   FORBES,  CORKY  KAY,  CPT,  OR  SPOL 
tt   GRIFFITTS,  GLEN  LEROY,  SGT,  PD 

HEDGPETH,  MELVIN  LEE,  CMDR,  MULTNOMAH  CO  SO 

INMAN,  WAYNE  RAY,  COP 
tt   JOHNSON,  RICHARD  N,  CRIM  INVSTGR,  BU  OF  LAND  MGT 
tt   JONES,  KEITH  L.,  SEC  DIR,  HOUSING  AUTH 

JONES,  TERRY  FORREST,  LT,  MULTNOMAH  CO  SO 

KANZLER,  CHERYL  ANN,  DET  SGT,  PD 

*  KEPFER,  PETER  LUDHIG,  LT,  PD 
KINDRICK,  ROY  ELDON,  USHF,  YAMHILL  CO  SO 

tt   LAMBERT,  DANIEL  LEE,  LT,  PORTLAND  POL  BUREAU 

#  LINHARES,  MICHAEL  CHARLES,  CPT,  PORTLAND  POL  BUREAU 

*  MCCALL,  DONALD  F.,  SERGEANT,  PD 
tt   MITCHELL,  ROBERT  C.  ,  CPT,  MULTNOMAH  CO  DPS 

MOOSE,  CHARLES  ALEXANDER,  DEP  CHF,  POL  BU 
tt   NELSON,  DUDLEY  WENDELL,  LT,  OR  SPOL 

NELSON,  PATRICK  HENRY,  CPT,  POL  BU 

OBRIEN,  MICHAEL  A.,  CHF  DEP,  USMS 

ORR,  ALAN  FRANCIS,  CMDR,  PD 
93  It   OSBOURN,  ERVIN  T.,  LT,  PD 
156   PARESI,  MARK  SCOTT,  ASST  CHF,  POL  BU 

PERKINS,  LYLE  C. ,  DIR  OF  SEC  AND  SAFETY,  PORT  OF 

PHELAN,  ERNEST  CHARLES,  SGT,  PORT  OF  PORTLAND  PD 

PRUNK,  BRUCE  HILLIAM,  ASST  CHF,  POL  BU 

RATCLIFF,  LARRY  JAY,  CPT,  PORTLAND  POL  BU 
.  REITER,  NORMAN  F,  CPT,  PORTLAND  POLICE  BUREAU 
107  tt   RICHARDSON,  HILLIAM  E,  CMDR,  PORTLAND  POL  BU 
127   SCHULZ,  MARILYN  R,  DET,  POL  BU 
180   SIZER,  ROSANNE  MARGARET,  LT,  PORTLAND  POL  BU 
105  tt   STAPLE,  DENZIL  NELSON,  CHIEF  DEPUTY,  USMS 

86  tt   STILL,  RONALD  R,  COP 
151  tt   STITES,  CLYDE  MICHAEL,  LT,  MULTNAMAH  CO  SO 

64  tt   STRUDGEON,  JOHN  CHRISTIAN,  LIEUTENANT,  PD 

29  tt   SHANK,  BEN  I.,  SEC  MGR,  PACIFIC  NORTHWEST  BEL 

87  *  TAYLOR,  DOUGLAS  C,  SA,  DEA 

110   TILLINGHAST,  STEVEN  C. ,  LIEUTENANT,  MULTNOMAH  CO.,  DIV 
115  tt   TOBIN,  ROBERT  M,  CPT,  POL  BUR 
100  tt   WALPOLE,  DELBERT  H,  INVSTGR,  DEPT  OF  HUMAN  RESOURC 

tt   HARREN,  MYRON  ALFRED,  LT,  PORTLAND  POL  BU 

tt   HEBBER,  RONALD  LEHIS,  CPT,  PORTLAND  POL  BUREAU 

tt   HELLS,  STUART  LEE,  SGT,  MULTNOMAH  CO  DPS 

tt   WITT,  DAVID  L,  MAJ,  OR  SPOL 

tt   WOIDYLA,  MARVIN  VINCENT,  SGT,  MULTNOMAH  CO  SO 


131 
125 
82 
165 
159 
134 
161 
118 
185 
146 
99 
33 
192 
192 
150 
180 
118 
165 
19 
74 
154 
148 
134 
117 
138 


71 
186 
170 
197 

74 


37 
177 
130 
106 
121 


PRAIRIE  CITY 
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158    FRAZIER,  SHELBY  ALLAN,  COP 
PRINEVILLE 

198   BUSH,  ERIC  CHRISTOPHER,  LT,  PD 

167   SOULES,  JAMES  HERBERT,  COP 
RAINIER 

124   DERBY,  PHILIP  HAYNE,  SHF,  COLUMBIA  CO  SO 
REDMOND 

150  It   DOWNS,  GARY  HILLIAM,  SGT,  PD 
REEDSPORT 

143   CHUDY,  PAUL  EDWARD,  LT,  DOUGLAS  CO  SO 
ROSEBURG 

132  tt   DUNCAN,  RAYMOND  GEORGE,  USHF,  DOUGLAS  CO  SO 

109  tt   LADD,  CLAYTON  D,  USHF,  DOUGLAS  CO  SO 

179   MCGREH,  RONALD  FREDERIC,  SGT,  PD 
99  tt   MICAN,  CHARLES  L,  CPT,  DOUGLAS  CO  SD 

175  MULLINS,  HARRY  JOHN,  MAJ,  DOUGLAS  CO  SD 

197   ROBESON,  V  TIMOTHY,  DET  CMDR,  DOUGLAS  CO  SD 

140  tt   ROSEBRAUGH,  CHARLES  EDGAR,  LT,  OR  SPOL 

183   STRATTON,  ROBERT  GREGORY,  CPT,  DOUGLAS  CO  SO 

49  tt   TRUETT,  JOHN  TAYLOR,  CO  COMMISSIONER,  DOUGLAS  CO 
122  It   WUERGLER,  CHARLES  FRED,  COP 
SALEM 

96  tt   ALLEN,  ALVIN  A,  USHF,  MARION  CO  SO 

176  #  BAKER,  CHARLES  FRANKLIN,  CPT,  PD 

80  tt   BELL,  WILLIAM  L,  ASST  DIR,  BD  ON  POL  STNDRDS  AN 

99  tt   BENNETT,  CHARLES  S.,  EXEC  DIR,  BD  OF  POL  STNDRDS 

95  #  BRANDAW,  EMIL  E,  SUPT,  OR  SPOL 
117  #  CROUCHER,  EDWARD  GENE,  LT,  OR  SPOL 

72  *  DODD,  WAYNE  C. ,  CNSLR  SUPV  FOR  OR  POL  ACDMY,  B 
127  #  DUMAN,  JOHN  CLIFFORD,  MAJ,  OR  SPOL 
157   ERICKSON,  LEE  CHARLES,  MAJ,  OR  SPOL 
112   FICKLIN,  JOHN  T,  SGT,  PD 
117   FINCH,  GEORGE  RAYMOND,  INVSTGR,  PD 
178   GEISTWHITE,  RICHARD  SIMON,  LT,  OR  SPOL 
150  tt   HINGSTON,  WILFORD  EVERT,  CPT,  MARION  CO  SO 
152  tt   HOWLAND,  LERON  ROY,  SUPT,  OR  SPOL 
120  tt   HYDER,  LEE  ROY,  MAJ,  OR  SPOL 

71  It   HYER,  CLEMENT  KAREL,  DEP  DIR,  BD  ON  POL  STNDRDS  AND 
189   KING,  ROBERT  KEITH,  LT,  MARION  CO  SO 

119  It   MADSEN,  REGINALD  BERNARD,  SUPT,  OR  SPOL 

120  MARTIN,  BRIAN  RAY,  INVSTGR,  OR  DOJ 

116  It   MARTINAK,  RANDY  C,  ASST  CHF  INVSTGR,  PD 
164   MCFARLIN,  RICHARD  WAYNE,  LT,  PD 
198   MCLAIN,  TIMOTHY  FAY,  CPT,  OR  SPOL 
76  It   MCNEW,  C  J,  CHF,  BOARD  ON  POL  STANDARDS  A& 

186  MICHEL,  GARY  DEAN,  CPT,  PD 

129  tt   MOINE,  ROBERT  ROWEN,  MAJ,  OR  SPOL 

196   MOORE,  GERALD  FRANCIS,  CPT,  PD 

174  #  ODONNELL,  DENNIS  JAMES,  DEP  SUPT,  OR  SPOL 

90  tt   OLSON,  OTHO  D,  SGT,  PD 

99  #  PANKRATZ,  DUANE  A,  LTC,  OR  SPOL 

90  tt   POWELL,  WILLIAM  M. ,  LT,  OR  SPOL 

133   QUILLIN,  DAVID  FRANKLIN,  MAJ,  OR  SPOL 

191   REED,  JAMES  BOYD,  CPT,  OR  SPOL 

137   RENFROW,  DEAN  LEE,  MAJ,  OR  SPOL 

104   RILEY,  BRIAN  A,  COP 

154  It   RITTER,  JOHN  RICHARD,  CPT,  OR  SPOL 

187  RODRIGUEZ,  ERIC  JASON,  CPT,  OR  SPOL 

186   RUECKER,  RONALD  CURTIS,  DEP  SUPT,  OR  SPOL 

125  tt   RUNYON,  MICHAEL  THOMAS,  CPT,  PD 

181   SALLE,  JOHN  PARK,  LT,  OR  SPOL 

101  #  SAPPINGFIELD,  ROBERT  C„  LIEUTENANT,  PD 

111  It   WATSON,  HOLLIS  D,  MAJ,  OREGON  SPOL 

91  #  WHITE,  ROBERT  C,  MAJ,  OR  SPOL 

85  It   WILKINSON,  HUGH  H,  CRIM  PREV  COORDINATOR,  BD  ON  P 
194   WILLEFORD,  GREGORY  MORTON,  CPT,  OR  SPOL 

121  WILLIS,  MILLARD  JAMES,  BU  DIR  OF  SERVS,  OR  SPOL 
SCAPPOOSE 

179   DEW,  MARGO  ROSE,  COP 
SEASIDE 

144   JONES,  JAN  S,  SR  SUPV 
SHERWOOD 

168  #  JORDAN,  MICHAEL  EDWARD,  LT,  PD 
149  tt   LAWS,  LARRY  ARNOLD,  COP 

142  MIDDLETON,  WILLIAM  DOUGLAS,  COP 
SISTERS 

116   HAYNES,  DAVID  T,  COP 
SPRINGFIELD 

80  #  BAKER,  FELIX  T,  LT,  PD 
128  It   DEFORREST,  BILL  LEROY,  COP 
152  tt   GOLDEN,  RICHARD  JOSEPH,  CPT,  PD 

52  *  REDFEARN,  MARION  J.,  CAPTAIN,  PD 
162   SMITH,  GERALD  DEAN,  CPT,  PD 
184   SWENSON,  STEVEN  PAUL,  SGT,  PD 

62  *  TROUT,  WILLIAM  L.,  CHIEF  OF  POLICE 
113  #  WEITZEL,  EDWARD  N.,  CAPTAIN,  PD 

143  WIESE,  RICHARD  LEE,  LT,  OR  SPOL 
ST  HELENS 

155   COCKLIN,  MICHAEL  LEWIS,  COP,  PD 

158  #  HULIT,  GEORGE  RALPH,  USHF,  COLUMBIA  CO  SD 
95  tt   ROTH,  ROGER  L.,  COP 

184   SALLE,  STEVEN  KIRTLEY,  SGT,  PD 
STANFIELD 

123   RIOS,  PANFILO,  COP 
STAYTON 

190   CONRAD,  MICHAEL  KENT,  SGT,  PD 

169  HEALY,  MICHAEL  DUANE,  COP 
SUNRIVER 

98  *  MERRILL,  HILLIAM  P,  COP 
SUTHERLIN 


153  tt   BENSON,  LELAND  DALE,  SGT,  PD 
SWEET  HOME 

173   BURFORD,  ROBERT  HOWARD,  COP 

112  n   DAVID,  GARY  K,  COP 
THE  DALLES 

61  tt   BROWER,  ROBERT  W.  ,  COP 

134   GOODMAN,  EDWARD  LEONARD,  CPT,  PD 

104   HILL,  DARRELL  J,  CHF,  DPS 

194  LENNOX,  WILLIAM  GORDON,  CHF  DEP,  WASCO  CO  SD 
TIGARD 

98  tt   ADAMS,  ROBERT  B,  COP 

129  #  BRANSTETTER,  LONNIE  JAMES,  DET  LT,  PD 

142   GOODPASTER,  RONALD  DIXON,  COP 

133  #  JENNINGS,  KELLEY  DON,  CPT,  PD 

188   SCHRADER,  GARY  LYNN,  CPT,  PD 

170   WHEELER,  ROBERT  JOE,  CPT,  PD 
TUALATIN 

167  #  MIHM,  FREDERIC  LEO,  JR,  LT,  PD 

141   WINEGAR,  STEVEN  JOEL,  COP 
TURNER 

126  #  SAVIERS,  DONALD  LEE,  CPT,  PD 
VALE 

170   DE  PAUW,  PETER  ALBERT,  USHF,  MALHEUR  CO  SO 
46  *  ELFERING,  FRANK  W. ,  DEP  SHF,  MALHEUR  CO  SO 
WARM  SPRINGS 

195  SMITH,  CARMEN  DEWAYNE,  SUPVR  CRIM  INVSTGR,  PD 
HARRENTON 

182   KNEALE,  DANIEL  LOUIS,  CHF,  CONF  TRIBES  OF  WARM  SPGS 
WEST  LINN 

80  *  BARBARICK,  FRANK  L.,  COP 

108   HART,  TERRY  E.,  JR.,  DIR,  DPS 
HOODBURN 

145   EUBANK,  DONALD  LEE,  LT,  PD 

163  NULL,  PAUL  EDWIN,  LT,  PD 

174  OLSON,  GREGORY  GENE,  USHF,  MARION  CO  SO 

175  TENNANT,  THOMAS  PAUL,  SGT,  PD 

PENNSYLVANIA 
ABINGTON 
128  tt   CORCORAN,  WILLIAM  FRANCIS,  CHF,  ABINGTON  TWP  PD 
187   MCNAMARA,  THOMAS  MICHAEL,  LT,  ABINGTON  TWP  PD 
197   MEGELSH,  GEORGE  MICHAEL,  LT,  ABINGTON  TWP  PD 
ALDAN  BOROUGH 

156   COPPOLA,  KENNETH  JAMES,  SGT,  PD 
ALIQUIPPA 

98   COLALUCA,  DANTE  G. ,  COP 
ALLENTOWN 

61  tt   GALLAGHER,  EUGENE  J.,  CAPTAIN,  PD 
175   HANNA,  JOSEPH  NORMAN,  DET  SGT,  PD 

138   HAUSMAN,  JOAN  KATHLEEN,  DISTRICT  JUSTICE,  CITY  OF  ALLE 
153   HOWELLS,  DAVID  M,  JR,  SGT,  PD 
108  tt   HOWELLS,  DAVID  M,  SR,  COP 
90  #  LUHMAN,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  PD 
140   MACCONNELL,  DONALD  KEITH,  CHF,  SOUTH  WHITEHALL  TWP  PD 
96  #  MCCARTHY,  JAMES  D,  DET  SGT,  PD 
155   MITCHELL,  SCOTT,  CPT,  PD 

120  MONAHAN,  GERALD  MICHAEL,  JR,  COP,  PD 

107  NEIMEYER,  RONALD  L,  SHERIFF  OF  LEHIGH  CO 
103  It   ROBERTS,  ALLEN  T,  JR,  DETECTIVE  SERGEANT,  PD 

92  It   SCHAFFER,  CHARLES  B.  ,  DETECTIVE  LIEUTENANT,  PD 
70  It   SNYDER,  THEODORE  P.,  DEPUTY  CHIEF,  PD 

195   STAUFFER,  JOSEPH  PAUL,  CPT,  PD 
124   STEPHENS,  WAYNE  TIMOTHY,  LT,  PD 

164  TONKIN,  WILLIAM  JOHN,  IV,  LT,  SOUTH  WHITEHALL  TWP  PD 
159  It   TROCCOLA,  DENNIS  JOSEPH,  SGT,  PD 

ALTOONA 
119   COOLEY,  RANDALL  DOUGLAS,  CHF,  PRTCTN  AND  VISTR  SERV,  NP 

93  #  DIONIS,  PETER  P,  DET  SGT,  PD 

137    ELLICK,  WILLIAM  JOHN,  CPL,  BU  OF  POL 
98  It   REEDER,  JOHN  A.,  CHF,  LOGAN  TOWNSHIP  PD 
47  #  ROUZER,  VAUL  E.,  COMMISSIONER  LOGAN  TOWNSHIP 
AMBLER 

37  It   CARPENTER,  LESTER  J.,  COP 
166   HACK,  ROCCO,  SGT,  AMBLER  BOR  PD 
ARDMORE 
137   DALY,  JOSEPH  JAMES,  LT,  LOWER  MERION  TWP  PD 
66  #  GROSS,  HARRY  J.,  LT  OF  DET,  LOWER  MERION  TSP  PD 

108  It   HASSON,  HENRY  E,  SUPT,  LOWER  MERION  TWP  PD 

192  MCGRATH,  MICHAEL  JOHN,  CPT,  LOWER  MERION  TWP  PD 

163  RAQUET,  WILLIAM  JAMESON,  CPT,  TWP  OF  LOWER  MERION  PD 

8  #  ROBB,  CLARENCE  E. ,  CAPTAIN,  LOWER  MERION  TOWNSHIP 
ASTON 

136  DANGELO,  DAVID  STEVEN,  SGT,  PD 

121  MARCONI,  DONALD  JOHN,  SGT,  ASTON  TWP  PD 
114  MCCARTHY,  JAMES  C. ,  CHF,  ASTON  TOWNSHIP  PD 

122  OBERG,  JOSEPH  PATRICK,  SGT,  ASTON  TWP  POL 
AVONDALE 

130   CAPRIOTTI,  JOHN  ROBERT,  MAJ,  PA  SPOL 

165  CONNON,  CHARLES  DAVID,  LT,  PA  SPOL 
BATH 

199   SEIPLE,  ROY  DEAN,  SGT,  COLONIAL  REG  PD 
BEAVER 

97    FLASKOS,  HAROLAMPOS,  COP,  VANPORT  TSP 
159   HOVANEC,  ANTHONY  FRANCIS,  COP 
178   HURST,  CHARLES  MICHAEL,  CPT,  BEAVER  CO  SD 

34  #  KIMPLE,  LYLE  C. ,  COP 

95  #  KREPPS,  CHARLES  T,  JR,  COP 
112  tt   MAHONEY,  DONALD  W.  ,  LT,  PA  SPOL 

123  POLICARO,  FRANK,  JR,  SHF  OF  BEAVER  CO 
BEAVER  FALLS 
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64  *  BREIT,  MARTIN  EMIL,  COP 
46  *  FEENEY,  HILLIAM  H. ,  CHIEF  OF  POLICE,  PD 
34   MESKOH,  RUSSELL,  COUNTY  PROBATION  OFFICER 
BEDFORD 
126  tt   CLEMENS,  TERRY  DUANE,  MAJ,  PA  SPOL 

R  F I  I  F  VFRNON 

61   SCHAUER,  HILLARD,  DEP  DIR,  REG  POLICE  SUPPORT  SE 

B186   DIXON,  DUANE  LLOYD,  SGT ,  BELLEFONTE  BORO  PD 
BELLEVUE 
135   BOOKSER,  MICHAEL  CHARLES,  COP, 

R FN^  Al  FM 

162   DECHANT,  ROBERT  GORMAN,  CPT,  BENSALEM  TWP  PD 
LILL,  JAMES  JOSEPH,  LT,  PA  SPOL 
MICHAELS.  LAHRENCE  R,  SHF  OF  BUCKS  CO 
ROBINSON,  JOHN  RAYMOND,  CPT,  PD 
ZAJAC,  THEODORE  R,  JR,  COP 


140 

107 

133 

112 
BERHYN 

173 
91  tt 
97  tt 
95  tt 

130 

182 

118 

170 

136 

121 

142 

102 

153 


TREDYFFRIN  TWP  PD 


ASST  SUPT,  ALLEGHENY  CO  P 
PD 


ARHSTRONG,  THOMAS  CHARLES,  SGT,  EASTTOHN  TWP  PD 
BAYNARD,  THOMAS  H. ,  TRNG/CONSLT,  PENN  COP'S  ASSOC 
BRENNAN,  DONALD  G. ,  LT,  TREDYFFRIN  TNSHP  PD 
BROHN,  CARL  P.,  JR.,  LT,  TREDYFFRIN  TNSHP  PD 
CAR80,  JOSEPH  A,  JR,  SGT,  TREDYFFRIN  THO  PD 
CHAMBERS,  ANDREW  WARNER,  LT,  TREDYFFRIN  PD 
DEHAVEN,  WILLIAH  THOMAS,  SGT,  TREDYFFRIN  TWP  PD 
DINTINO,  STEPHEN,  SGT,  TREDYFFRIN  TWP  PD 
GANGL,  PETER  HANS,  DET,  TREDYFFRIN  POL 
KESLICK,  WILLIAM  CHARLES,  SGT,  TREDYFFRIN  TWP  PD 
LANYON,  ROBERT  FRANCIS,  LT,  TREDYFFRIN  TWP  PD 
PENNYPACKER,  PAUL  L.,  SUPT  OF  POL,  PD 
SPIRITO,  MICHAEL  JOSEPH,  SGT, 
BETHEL  PARK 

164   DEREMER,  DAVID  HENRY,  SGT,  PD 

150   KOHALSKI,  NORBERT  JEROME,  JR, 

146  tt   LEE,  JOHN  ROBERT,  DET  SGT,  BETHEL  PARK 

115   LITZENBURGER,  RALPH  V.,  LT,  PD 
31   PLATZ,  OTTO  P.,  PATROLMAN,  PD 

180   ROGAN,  DAVID  EDWARD,  DET  SGT,  PD 
RFTHI  FHEH 

155   BARNER,  JOSEPH  KENNETH,  CHF,  BETHLEHEM  TWP  PD 

92  MOYER,  JOSEPH  F.,  CAPTAIN,  POLICE  BUREAU 
36  H   PACKARD,  MELVIN  L.,  COP 

139  WERTS,  ROBERT  GEORGE,  MAJ,  PA  SPOL 
BLOOMSBURG 

68  *  COLLINS,  CLAIR  R.,  COP 

B133  BEBLAKE,  JOHN  JACOB,  SGT,  WHITPAIN  TWP  POL 

189  FOSTER,  HARVEY  DAVID,  SGT,  WHITPAIN  TWP  PD 

124  tt   HICKEY,  JOSEPH  LEO,  SGT,  WHITPAIN  TWP  PD 

152  PISTILLI,  WILLIAM  ROBERT,  DET,  WHITPAIN  TWP  PD 

177  ROSKO,  JOSEPH  PETER,  JR,  LT,  HHITPAIN  TWP  PD 
117   STEMPLE,  JOSEPH  C,  CHF,  WHITPAIN  TWP  PD 

BOOTHWYN 

161   ROBINSON,  WILLIAM  THOMAS,  COP 
BRADFORD 

105   BOYER,  DONALD  E.,  CHF,  FOSTER  TSP 
BRENTWOOD 

93  HARTSHORN,  ROBERT  L,  COP,  BRENTHOOD  BOROUGH  PD 
BRIDGEPORT 

171   MARTYNIUK,  ZENNY  E,  COP 
BRIDGEVILLE 

178  MCLEOD,  RUSSELL  EDHARD,  COP, 

96   VILLANI,  LEONARD  J.,  CHIEF  OF  POLICE 

B170   STEINGRABE,  GLENN  RAYMOND,  SGT,  PA  SPOL 
RROOKHAVEN 

140  ELLER,  JOHN  MATTHIAS,  CHF,  BROOKHAVEN  BOR  POL 
BROOK VI I  LE 

117   MCGAUGHEY,  WILLIAM  ARTHUR,  SERGEANT,  BROOKVILLE  BOROUGH 

188   BENNETT,  JOHN  J,  DEP  CHF,  MARPLE  TWP  PD 
BRYN  ATHYN 

116   ADAMS,  FERRIS  M,  JR,  CHF,  PD 
RPYN  MAHR 

153  MALONEY,  JOHN  JOSEPH,  DIR  OF  DPS,  BRYN  MAWR  COLLEGE 

11  tt   MCLAUGHLIN,  GEORGE  ANDREW,  VP  SEC  DIV,  PHILADELPHIA  WAT 
BUCKINGHAM 
169   DANIELS,  STEVEN  PAUL,  COP 
199   LANDIS,  JOHN  ROBERT,  SGT, 
BUENA  VISTA 
112  It   BRKOVICH,  GEORGE  R.,  SR.  , 

TENNANT,  CHARLES  RUSSELL,  JR,  CHF,  ELIZABETH  TWP  PD 


BUCKINGHAM  TWP  PD 
COP 


193 
BUTLER 
140 
133 
139 
165 
177 
114 


GARMAN,  GARY  DENZIL,  COP, 
JUNGLING,  DAVID  ROBERT,  LT,  PA  SPOL 
MAHOLTZ,  CHESTER  LYNN,  LT,  PA  SPOL 
PATTERSON,  GREGORY  NELSON,  LT,  PA  SPOL 
SIMPSON,  BRIAN,  LT,  PA  SPOL 

WALTON,  FRANCIS  W. ,  LIEUTENANT,  PENNSYLVANIA  STATE 
TAMP  HILL 
137  *  FETZER,  JAMES  HARVEY,  III,  CPL,  LOWER  ALLEN  TWP  PD 
189   HOPE,  MICHAEL  LADD,  SGT,  PD 
133   RHODES,  RAYMOND  EUGENE,  CHF,  LOWER  ALLEN  PD 
CARBONDALE  .„   „ 

44  #  JUDGE,  FRANCIS  PAUL,  CHIEF  OF  POLICE,  PD 
CARLISLE 
181   GEIGER,  DEBORAH  LOUISE,  CPT,  USA 
185   KISER,  LAHRENCE  DAVID,  LT,  CARLISLE  BOROUGH  PD 

75  tt   LAMASON,  WILLIAM  E,  DET  SGT,  PD 
108   RAAB,  LARRY  L,  LTC,  USA 
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169   HALTERS,  BARRY  EUGENE,  LT,  PD 
CARLISLE  BARRACKS 

178   KAPRAL,  GREGORY  GERARD,  MAJ,  USA 
CARNEGIE  _   „,  „„, 

138   CONLEY,  HAHTHORNE  NATHANIEL,  CPT,  PA  SPOL 

MALZI,  WILLIAM  J,  SGT,  PA  SPOL 

NEVILLE,  JAMES  RICHARD,  LT,  PA  SPOL 

WINTERS^  RICHARD  KENT,  ASST  SUPT,  ALLEGHENY  CO  PD 

SHANNON 

LANE,  HAROLD  CHARLES,  COP 


110  tt 
130  tt 
134  tt 

CASTLE 
186 

CECIL 
148 


PUSHAK,  JOHN  THOMAS,  CHF,  CECIL  TNSHP  PD 

CE55E*  ROSSITER,  LOUIS  F.,  PATROLMAN,  HHITPAIN  TOWNSHIP  P 

C172F0NSCAFIDI,  ROBERT,  DET  SGT,  NEW  BRITAIN  THP  PD 
CHAMBERSBURG 

94   JOHNSTON,  WILLIAM  N.,  CHIEF  OF  POLICE 

167  JOYCE,  VINCENT  WILLIAM,  JR,  LT,  PA  SPOL 
65  #  SCHLICHTER,  J.  BYERS,  CHIEF  OF  POLICE 

CHARLEROI 

101   CELASCHI,  LAWRENCE  P.,  COP 
CHESTER 

147    EASTON,  JOHN  R,  DET  SGT,  TWP  OF  CHESTER  PD 
91  tt   GILL,  TIMOTHY  D,  INSPR,  PD 

120   SOUDER,  GEORGE  ELBERT,  SGT,  HEST  CHESTER  STATE  COLLEG 
CHURCHVILLE 

136   SCHULTZ,  DAVID  CHARLES,  COP 
PI  A  T  RTON 

98   MAPLE,  JOHN  L,  CHF,  JEFFERSON  BOROUGH  PD 

C103TpOSTLEWAIT,  JOHN  W,  DIR  OF  DRUG  TNG,  CLARION  UNIV 
CLARKS  SUMMIT 

142  tt   STOUT,  WILLIAM  GEORGE,  JR,  COP 
CLIFTON  HEIGHTS 

129   BERRY,  RONALD  ASHTON,  COP 

152   KEATES,  ROBERT  L,  CPL,  PD 

168  SENKOW,  WALTER  JOSEPH,  CPL,  PD 
CLINTON 

184   GERLACH,  CHARLES,  LT,  FINDLAY  TWP  PD 
176   WILKS,  PAUL  CARL,  CHF,  FINDLAY  TWP  PD 
COATESVILLE 
129   WELSH, 

51  *  MOYER,  GEORGE  HAUSMAN,  CHIEF  OF  POLICE,  PD 
136   THOMAS,  ROBERT  A,  SGT,  PA  SPOL 

C C\\   t  IMR  T  A 

140   GREENYA,  JOSEPH  FRANCIS,  SGT,  COLO  BOR  PD 
COLWYN 

119   GARRITY,  WILLIAM  JOSEPH,  COP 
CONNELLSVILLE  „  „ 

195   PARFITT,  RICHARD  ALAN,  CPT,  PD 
CONSHOHOCKEN  „n  ^n 

164   DOUGHERTY,  JAMES  HAMPTON,  SR,  COP 

C104   HOOVER,  DAVID  M. ,  PTLM,  MOON  TSP  PD 

KRANCE,  HAROLD  THOMAS,  CHF,  MOON  TWP  PD 
MCCARTHY,  LEO  PATRICK,  CPT,  MOON  TWP  PD 


MICHAEL  W,  CHF,  WEST  BRANDYWINE  TWP  PD 


140 
198 
CORRY 
156 
102 


LYNN,  THOMAS  EUGENE,  SGT,  PA  SPOL 
NICHOLS,  KENNETH  G.,  COP 

D175RLBERTHELSEN,  JAY  MARTIN,  CHF,  MAHONING  TWP  PD 

D169Y  GERIOT,  ROBERT  FRANCIS,  LT,  DARBY  BOROUGH  PD 

riARRV  RORO 

192   DELLA  VECCHIO,  MARK,  SGT,  DARBY  BORO  PD 

27  tt   MATHUES,  THEODORE  F.,  PATROLMAN,  PD 
DORMONT 
138   MELIS,  CONSTANTINE,  SGT,  DORMONT  BORO  PD 


DOVER 
177 
158 
142 
133 
198 


BENTZEL.  MARK  LESTER,  CPL,  NORTHERN  YORK  CO  REG  PD 
BOLLINGER,  JOSEPH  FRANKLIN,  CPL,  NORTHERN  YORK  CO  REGIO 
JOHNSON,  RODGER  DALE,  SGT,  NORTHERN  YORK  CO  REG  PD 
SMEAL,  WILLIAM  RONALD,  COP,  NORTHERN  YORK  CO  REGIONAL 
WASILKO,  GEORGE,  JR,  SGT,  NORTHERN  YORK  CO  REG  PD 
nowN I NCTOHN 
155  »   BROWN,  ARTHUR,  CHF,  EAST  BRANDYWINE  PD 
13  *  GLISSON,  CHESTER  F.,  CHIEF  OF  POLICE,  PD 

D?38ESTARMITAGE,  HARRY  JOSEPH,  DET,  BUCKS  CO  DA  OFC 
52  #  BATEMAN,  EDWARD  H. ,  DEP,  BUCKS  CO  SO 
135   CUMMINGS,  MICHAEL  VINCENT,  SGT,  DOYLESTOWN  BOR  PD 
159   DUNLAP,  FRANK  BOWERS,  JR,  LT,  DOYLESTOWN  TWP  PD 
144   GERHART,  JOHN  ALFRED,  SGT,  DOYLESTOWN  BOROUGH  POL 
132   GOURLEY   PAUL  KENT,  DET,  BUCKS  CO  DA  OFC 
188   JOHNSON  MICHAEL  JAMES,  SGT,  DOYLESTOWN  TWP  PD 

129  KISSEL,  JOSEPH  RAYMOND,  SGT,  PD 

194  LACHMAN,  TERRY  JOSEPH,  DET,  BUCKS  CO  DA  OFC 

135  MATHER,  DONALD  GOVE,  CO  DET   BUCKS  CO  DA  OFC 

153  STILES,  DAVID  PAUL,  DEP  CHF,  BUCKS  CO  DA  OFC 

178  TEGGE,  ROBERT  ALLAN,  JR,  DET,  BUCKS  COUNTY  DA  S  OFFICE 

116  WAGNER,  JOHN  A.,  JR.,  DETECTIVE,  BUCKS  CO.  DA'S  OFFI 

117  WHITE,  STEPHEN  J,  COP 
nilM  MO  RE 

174   HAYES,  RAYMOND  THOMAS,  JR,  SGT,  PA  SPOL 

E135EVIMCCABE,  DANIEL  FRANCIS,  SGT,  LOHER  PROVIDENCE  TWP  POL 

130  ROGERS,  THOMAS  PATRICK,  COP 
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181   SIUCHTA,  STANLEY  JOHN,  SGT,  LOHER  PROVIDENCE  THP  PD 
EAST  HEMPFIELO 

121   RICHARDS,  EDGAR,  COP 
EAST  LANSDOHNE 

163   EGAN,  JOHN  MARTIN,  CPT,  PD 
EAST  NORRITON 

146   MCGOHAN,  JOHN  JAMES,  DIR  OF  PUBLIC  SAFETY,  DPS 
EAST  STROUDSBURG 

110   MCDONALD,  CHARLES  L.,  COP 
EASTON 

135   BEERS,  CARL  CLIFFORD,  COP 

148   BORDER,  JOHN  WILLIAM,  JR,  COP 
93  tt   CUNNINGHAM,  HILLIAM  L,  COP 

131   FAIRCHILD,  ALVIN  LOUIS,  JR,  DIR  OF  PUBLIC  SAFETY 

167  tt   HESS,  THOMAS  ALLEN,  CPT,  PD 
63  tt   MAZZEO,  JOHN  JAMES,  DIRECTOR  OF  PUBLIC  SERVICES 

192   MAZZEO,  JOHN  JOSEPH,  LT,  PD 

154   REILLY,  JAMES  ROBERT,  JR,  LT,  PD 
85  #  YOUNG,  JOHN  M. ,  CHIEF  OF  POLICE 
EBENSBURG 

184   EDHARDS,  MICHAEL  PAUL,  SGT,  PA  SPOL 
15  #   HUGG,  ALFRED,  DEP  SHF,  CAMBRIA  CO 
EDINBORO 

139   VARNER,  DAVID  WARREN,  CHF,  EDINBORO  UNIVERSITY  PD 
ELIZABETHTOWN 

174   ARDNER,  ROBERT  MAX,  JR,  COP 
ELKINS  PARK 

180   BLACK,  EDWARD  FRANCIS,  JR,  LT,  CHELTENHAM  TWP  PD 

133   FARLEY,  ANDREW  JOHN,  DEP  CHF,  CHELTENHAM  TWP  PD 
92  tt   KESSLING,  R.  GLENN,  LT,  CHELTENHAM  TOHNSHIP  PD 

122  tt   KRAUSER,  ROBERT  CHARLES,  LT,  CHELTENHAM  THP  PD 

109   MCGLYNN,  CHARLES  J,  CPT,  CHELTENHAM  TOWNSHIP  PD 

195  OBRIEN,  KEVIN  ANTHONY,  SGT,  CHELTENHAM  TWP  PD 
101   OTT,  STEPHEN  W,  CHF,  CHELTENHAM  TWP  PD 

167   SCHOLLY,  JOHN  PATRICK,  LT,  CHELTENHAM  TWP  PD 

142   WESTERMAN,  WARREN  BRUCE,  SGT,  CHELTENHAM  THP  PD 
ELKLAND  BORO 

157   GAUSLINE,  RAYMOND  CHARLES,  CHF,  PD 
EMMAUS 

183   TAYLOR,  FRANK  JOSEPH,  COP 
EPHRATA 

131  SZMURLO,  GERALD  THEODORE,  SGT,  PA  SPOL 
101  tt   WILLWERTH,  JENE  A,  COP 

ERIE 

60   CHIMENTI,  ARMAND  J.,  CHF  OF  DET,  ERIE  CO  DA  OFC 
155   CONLEY,  ERBY  LEE,  CPT,  PA  SPOL 

106  DEDIONISIO,  PAUL  J,  JR,  COP 

94  tt   DEVER,  MERRILL  T,  COP,  MILLCREEK  TSP  PD 
152   DYJACK,  GARY  JOSEPH,  LT,  PA  SPOL 

196  FIGASKI,  RICHARD  PAUL,  LT,  MILLCREEK  TWP  PD 
46  #  FOSTER,  HERBERT  T.,  INSPR,  BU  OF  POL 

107  GREENFIELD,  DOUGLAS  L,  CPT,  PA  SPOL, 
149  tt   GREGORICH,  RODGER  JOSEPH,  CPT,  PA  SPOL 
101  tt   GRYNCEHICZ,  EDWARD  L.,  LT,  PD 

57  tt   HETICO,  RICHARD  JACOB,  DIR  OF  PUB  SFTY 

67  tt   JALOSZYNSKI,  JOHN  STEPHEN,  CPT,  PD, 
188   JARUSZEWICZ,  JOSEPH  MICHAEL,  SGT,  PD 

76   KALINOWSKI,  CARL  M,  LT,  PD 
103   KLODELL,  CHARLES  T.,  LT,  PA  SPOL 

97   LEVIS,  DONALD  J,  LT,  PD 
123  tt   LOFTUS,  JOHN  PATRICK,  SGT,  PA  SPOL 

79  tt   MARSHALL,  JOSEPH,  COP,  MILLCREEK  TOWNSHIP  PD 

15  tt   MONG,  ROY  B.  ,  CHF  CO  DET,  ERIE  CO  SO 

132  NAGOSKY,  RICHARD  EDMUND,  LT,  PD 

155   ORR,  DENNIS  ALAN,  LT,  MILLCREEK  TWP  PD 

185  SCHAU,  MARK  E,  SGT,  PA  SPOL 
9  *  SHEA,  MICHAEL,  PATROLMAN,  PD 

119   STORTEN,  WILLIAM  ANTON,  CHF,  MILLCREEK  TWP  PD 

100   SZYCHOWSKI,  RICHARD  T,  DET  SGT,  PD 

105   TREJCHEL,  BERNARD  J.,  INVSTGR,  ERIE  CO  DA  S  OFC 

127  WEINDORF,  ARTHUR  JOSEPH,  DISTRICT  JUSTICE,  STATE  OF  PA, 

83  tt   BITTER,  ROBERT  P.,  COP 
117   BURTON,  RALPH  JAMES,  JR.,  SGT,  WEST  WHITELAND  TWP  PD 
178   MCALLISTER,  SCOTT  FRANCIS,  DET,  WEST  WHITELAND  TWP  PD 
184   PONTARELLI,  JOSEPH  ROBERT,  LT,  UWCHLAN  TWP  PD 

FALLSINGTON 
177   SCHAFFNER,  CHARLES  E,  II,  LT,  FALLS  TWP  PD 

FARRELL 
113   TIMKO,  JOSEPH  R,  DIR  OF  PUB  SFTY,  PD 

FEASTERVILLE 

131  DONNELLY,  EDHARD  JOHN,  CHF,  LOWER  SOUTHHAMPTON  TWP  PD 

186  WELDIE,  RAYMOND  HENRY,  III,  SGT,  LOWER  SOUTHAMPTON  TWP 
167   WIEGMAN,  WILLIAM  FREDERICK,  JR,  SGT,  LOWER  SOUTHAMPTON 

60  tt   WUNSCH,  EDWARD  F.,  CHF,  LOWER  SOUTHAMPTON  TOHNSHI 
FOGELSVILLE 

169   TRANSUE,  CYNTHIA  LEE,  CPT,  PA  SPOL 
FOLSOM 

143   DRIADON,  WILLIAM  MICHAEL,  PTLM,  RIDLEY  THP  PD 

132  HERRON,  RICHARD  JOHN,  SR,  LT,  RIDLEY  THP  PD 

128  OETTEL,  ROBERT  LOUIS,  SGT,  RIDLEY  PD 
98   RANDELL,  CHARLES  C,  CHF,  RIDLEY  THP  PD 

FORD  CITY 
38  tt   NELSON,  PATRICK  E,  COP 

FORT  WASHINGTON 

197   D'ARCY,  WILLIAM  ANTHONY,  JR,  SGT,  UPPER  DUBLIN  TWP  PD 
128   KANIEWSKI,  JAMES  RICHARD,  SGT,  UPPER  DUBLIN  TWP  POL 
183   MURPHY,  S  MICHAEL,  CMDR,  UPPER  DUBLIN  PD 

FRACKVILLE 
110  tt   GRICOSKI,  ALBERT  G,  SGT,  SPOL 


FRANCONIA 

192   KOZENIEWSKI,  JOSEPH  SAMUEL,  CHF,  FRANCONIA  THP  PD 
FRANKLIN 

118  tt   BAJOREK,  ROBERT  VICTOR,  LT,  PD 

142   BAKER,  RICK  LEE,  CHF,  SUGARCREEK  BOROUGH  PD 
99  tt   HELLER,  ROBERT  E.,  LT,  PD 

161   MCMASTERS,  LYNN  DOYLE,  COP 

199   MILLER,  JOHN  VINCENT,  LT,  PD 

121   SHAYKA,  ANDREH,  LT,  PA  SPOL 
FREELAND 

163   PALKO,  JOSEPH  LAWRENCE,  COP 
47   WATAHOVICH,  JOHN  M. ,  MAYOR 
FURLONG 

101  tt   COBB,  ROBERT  T.,  CHF,  DOYLESTOHN  TWP  PD 
GIBSONIA 

154   LOFGREN,  DONALD  GLENN,  CHF,  RICHLAND  TWP  OEPT  OF  POL 
GLENOLDEN 

178   COOKE,  EDWARD  F,  COP, 
GLENSHAW 

175   BOYLE,  KEVIN  PATRICK,  INVSTGR,  SHALER  TWP  PD 
GREENSBURG 

91  tt   GORDON,  ROBERT  G. ,  LT,  PD 

160  HORAN,  THOMAS  DOUGLAS,  DET,  WESTMORLAND  CO  DET  BU 

144  tt   KUTE,  WILLIAM  JOSEPH,  LT,  PA  SPOL 

124  It  LIGHTNER,  CLIFFORD  DEAN,  LT,  PA  SPOL 
192  MILLER,  DANIEL  THOMAS,  SA,  PA  AG  OFC 
174   PERRY,  JOHN  SERGE,  LT,  PA  SPOL 

125  RUPERT,  HAROLD  DONALD,  LT,  PA  SPOL 
97   SWISTOCK,  BLAIR  E,  MAJ,  PA  SPOL 

86  ft   TRIDICO,  THOMAS  J,  COP 
157   ZELLIE,  JACOB  PAUL,  LT,  PA  SPOL 
GREENTREE 

173   WATERS,  ROGER  NELSON,  LT,  PA  SPOL 
GREENVILLE 

73  tt   REINHART,  DONALD  F,  COP 
96   SHERBONDY,  RONALD  J.,  SERGEANT,  PD 
173   STRAHLER,  THOMAS  CHARLES,  SGT,  GREENVILLE-WEST  SALEM  PD 
109   WILLIAMS,  BARRY  W.,  SGT,  PD 
HAMPTON 

52  tt   SCHORNER,  HILLIAM  C,  SUPERINTENDENT  OF  POLICE,  PD 
HANOVER 

145  LIPPY,  GERALD  MURRAY,  CHF,  BOROUGH  OF  HANOVER  PD 

161  MADDOX,  JOSEPH  HENRY,  CHF,  PENN  TWP  PD 
72  tt   MARGELOT,  ERNEST  G,  JR,  COP 

189   WHITSON,  RANDY  SCOTT,  LT,  HANOVER  BORO  PD 
HARRISBURG 

137  AMOS,  JAMES  ROBERT,  MAJ,  PA  SPOL 
ANERSON,  RUSSELL  E,  MAJ,  PA  SPOL 
BAIR,  DANIEL  ALLEN,  SGT,  LOHER  PAXTON  TWP  PD 
BARRON,  GEORGE  J.,  SGT,  PA  SPOL 
BELL,  THOMAS  GEORGE,  CHF,  SUSQUEHANNA  THP  PD 
BIRO,  JOSEPH  JOHN,  MAJ,  PA  SPOL 
BLACKBURN,  JOSEPH  CHARLES,  MAJ,  PA  SPOL 
BROOKS,  BENJAMIN  FRANKLIN,  MAJ,  PA  SPOL 
BROOKS,  PETER  JOSEPH,  SGT,  PD 
BURKHART,  NANCY  RENEE,  LT,  PA  SPOL 

CAGGIANO,  JAMES  ANTHONY,  ASST  DEP  DIR,  PA  OFC  OF  ATTY  G 
CARROLL,  FRANCIS  X.,  LT,  PA  SPOL 

106  tt   CHYLAK,  PAUL  J,  MAJ,  COMR  OF  PA  SPOL 

149   COLGAN,  KEVIN  JOSEPH,  ASST  SAC,  PA  OFC  OF  ATTY  GEN 
166  It   CORCORAN,  JAMES  PATRICK,  CPT,  PA  SPOL 
193   COURY,  THOMAS  KEITH,  LTC,  PA  SPOL 
116  tt   CRYTZER,  HARRY  A,  MAJ,  PA  SPOL 

138  It   DADIGAN,  LEO  SIMON,  LT,  PA  SPOL 
DAVIS,  JEFFREY  RAY,  CPT,  PA  SPOL 
DEYO,  SIDNEY  C,  JR,  MAJ,  PA  SPOL 

112  tt   DIXON,  RONALD  J,  LT,  PA  SPOL 

107  DUIGNAN,  JOHN  F,  MAJ,  PA  SPOL 
DUIGNAN,  JOHN  FRANCIS,  JR,  CPT,  PA  SPOL 
EVAN,  GEORGE,  MAJ,  PA  SPOL 
EVANKO,  PAUL  JOSEPH,  COL,  PA  SPOL 
FAGNANI,  EDWARD  A.,  MAJOR,  PA  SPOL 
FISHER,  LEE  ELMER,  LT,  PA  SPOL 
FLEISHER,  DONALD  LARRY,  LT,  SUSQUEHANNA  THP  PD 
FRASER,  ARNOLD  EDHARD,  CPT,  PA  SPOL 
GAMBLES,  SAMUEL  W,  CPT,  PD 
GARCIA,  RONALD  ANTHONY,  MAJ,  PA  SPOL 
GREBAS,  ROBERT  STEPHEN,  LT,  PA  SPOL 
GROLEMUND,  FRANCIS  HENRY,  JR,  LT,  PA  SPOL 
HACKENBERG,  RONALD  JOHN,  JR,  MAJ,  PA  SPOL 
HAMILTON,  WILLIAM  G. ,  POL  ADMIN  CNSLTNT,  DEPT  OF  CMM 
HANULA,  ROBERT  JOHN,  CPT,  PA  SPOL 
HAZEN,  JAMES  BYERS,  MAJ,  PA  SPOL 
HICKES,  ROBERT  CLAIR,  MAJ,  PA  SPOL 
HICKS,  CHERYL  ANN,  LT,  PA  SPOL 
HILEMAN,  JAY  C. ,  MAJ,  PA  SPOL 
HUNSICKER,  DENNIS,  LT,  PA  SPOL 

124  ft   HUNTER,  HILLIAM  LINWOOD,  MAJ,  PA  SPOL 

142   HUTCHERSON,  LOUIS,  LT,  BU  OF  COMMUNITY  SERV 

105   JONES,  BENJAMIN  R.,  MAJ,  PA  SPOL 

142  tt   JONES,  LESLIE  ROLAND,  LT,  PA  SPOL 

143  KAMINSKY,  GEORGE  JOSEPH,  SGT,  PA  SPOL 
184   KOHUTH,  THEODORE,  CPT,  PA  SPOL 

101  tt   KORDILLA,  NICHOLAS,  CAPTAIN,  PA  SPOL 

156  tt   KOTRAN,  JOHN  STEPHEN,  CPT,  PA  SPOL 

113   LANGFORD,  STERLING,  POSTAL  INSPR,  US  POSTAL  INSPEC 

100   LEITER,  LEON  D. ,  MAJ,  PA  SPOL 

104   LESCH,  FRANK  W,  CPT,  PA  SPOL 

134   LUCAS,  LEROY  PAUL,  CHF,  PA  DEPT  OF  REVENUE 

198   MARTIN,  ROBERT  ALLEN,  CHF,  SUSQUEHANNA  TWP  PD 
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146  I  HAUGANS,  MICHAEL  PHILLIP,  SGT ,  LOHER  PAXTON  THP  POL 
114   HCDOHELL,  RICHARD,  LT,  PA  SPOL 
172  tt   HCGEEHAN,  JOHN  JAMES,  CPT,  PA  SPOL 
122   MERICLE,  HILLIAM  ARTHUR,  MAJ,  PA  SPOL 

177  HERRYMAN,  ROBERT  DANE,  MAJ,  PA  SPOL 
145  f  MILLER,  DAVID  GOODMAN,  MAJ,  PA  SPOL 

194  MILLER,  JEFFREY  BRIAN,  CPT,  PA  SPOL 

104  MILLER,  RICHARD  P.,  DIR,  CRIM  ENF  DIV,  PA.  DOJ 

188  MONACO,  FRANK  HAROLD,  CPT,  PA  SPOL 
153  MOONEY,  RICHARD  CARL,  MAJ,  PA  SPOL 

178  MORRIS,  RICHARD  DAVID  ALAN,  MAJ,  PA  SPOL 

195  NAGURNY,  MICHAEL  RONALD,  CPT,  PA  SPOL 
192   OLEYNICZAK,  HENRY  DALE,  CPT,  PA  SPOL 

85   ORNDORF,  DOMER  G. ,  POL  ADMIN  CONSULTANT,  PA  DEPT 

179  PAINTER,  GEORGE  ROBERT,  SGT,  PA  SPOL 
126    PANUCCIO,  FRANK  PATRICK,  CPT,. PA  SPOL 

90  PARR,  D.  GEORGE,  SAC,  PA  DEPT  OF  TRANSPORTATION 

198  PAHLOHSKI,  FRANK  EDHARD,  CPT,  PA  SPOL 

106  PUCHNICK,  LOUIS  F.,  SERGEANT,  PA  SPOL 

182  RAPAK,  ROBERT  JOHN,  LT,  BU  OF  POL 
131  REICHHEIN,  HILLIAM  CHARLES,  DET,  PD 
155  tt  REIS,  ROGER  CHARLES,  CPT,  PA  SPOL 
101  tt  ROBBINS,  NEHTON  C,  CPT,  PA  SPOL 
113  tt  SABOL,  MICHAEL  A,  LT ,  PA  SPOL 

103  SAGANS,  JAMES,  CAPTAIN,  PENNSYLVANIA  STATE  PO 

108  SASALA,  JOSEPH  A.,  LIEUTENANT,  PA  SPOL 

109  SECOTT,  EDHIN  V.,  LIEUTENANT,  PENNSYLVANIA  STATE 
171  SHAFFER,  RICHARD  SCOTT,  CHF,  HARRISBURG  POL  BUR 
141  SHAMBACH,  JOHN  HILLIAM,  SGT,  PA  SPOL 

150   SHEAFFER,  PAUL  LEROY,  CPL,  SUSQUEHANNA  TWP  POL 

150  SHEDLOCK,  ANDREH  EMERY,  CPT,  PA  SPOL       „„uuir 

64  #  SHULENBERGER,  ARTHUR  W.  ,  MAJ,  PENNSYLVANIA  CRIME  COMMIS 

161  SIMMERS,  MICHAEL  DENNIS,  CPT,  PA  SPOL 

108  SKAPIK,  JOSEPH  P.,  LIEUTENANT,  PENNSYLVANIA  STATE 

113  STILHELL,  LESLIE  E.,  LIEUTENANT,  PENNSYLVANIA  STATE 
135  tt   STURKEY,  LYNN  THOMAS,  MUNICIPAL  POL  CONSULTANT,  DEPT 

187  THIERHECHTER,  JOHN  KREIDER,  CPT,  PA  SPOL 

76  TITLER,  ROY  L.,  MAJOR,  PENNSYLVANIA  STATE  POLI 

189  TORKAR,  JAMES  EDWARD,  CPT,  PA  SPOL 

151  TRUSCOTT,  STEVEN  THOMAS,  CPT,  PD 

99    TURISSINI,  JOHN  J.,  CAPTAIN,  PENNSYLVANIA  STATE  PO 

106  tt   VAJDA,  RICHARD  J,  COP 

176    HILLIAMS,  HUSTON,  JR,  LT,  PA  SPOL 

183  HILLIAMS,  LARRY,  CPT,  PA  SPOL 

169  HOODRING,  PAUL  JOSEPH,  MAJ,  PA  SPOL 

105    ZIMMERMAN,  HILLIAM  H. ,  POLICE  COMMISSIONER,  LOHER  PAX 
115  tt    ZUBER,  JOSEPH  P.,  CPT.L  PA  SPOL 
HARRISON  CITY  „_  nr> 

49  *  HECKEL,  RICHARD  JOSEPH,  CHF,  PENN  TSP  PD 
HARRISONBURG 

82  tt   ANGELL,  JOHN  H. ,  MAJ,  PA  SPOL 
HATBORO 

170  BEADLING,  STEVEN  HENRY,  SGT,  PD 
151    CAMPBELL,  FRANK  LESLIE,  COP 

189  GALLEN,  SAMUEL  JOHN,  SGT,  PD 
HATFIELD 

53  tt   KRIDER,  HERBERT  S.,  COP 
165    STANLEY,  HILLIAM  ROBERT,  COP 
191    TOOMEY,  MARK  A,  DET  SGT,  PD 
HAVERTOHN 

190  BROOKS,  CHARLES  THOMAS,  DEP  CHF,  HAVERFORD  TWP  PD 

172  HOOVER,  GARY  EUGENE,  SR,  CHF,  HAVERFORD  TWP  PD 
33   MCFADDEN,  NEIL  M. ,  LT,  HAVERFORD  TOWNSHIP  PD 

HAZLETON 

173  JOSEPH,  JAMES  RALPH,  COP 

182   HAUGH,  WESLEY  REED,  MAJ,  PA  SPOL 
HERMITAGE 
100   DUNKERLEY,  RICHARD  C,  PTLM,  PD 
136    HARRIOTT,  JOHN  A,  COP 

107  NOVOTNY,  JOSEPH  E,  CPL,  PD 
HERSHEY 

187  GALLAHER,  JOHN  MICHAEL,  CPT,  PA  SPOL 
149   MARCH,  GEORGE  PHILLIP,  LTC,  PA  SPOL 

145   MARTIN,  GOVAN  ANTHONY,  JR,  SGT,  PA  SPOL 
175    SPITTLER,  ERNEST  RICHARD,  CPT,  PA  SPOL 

115  HARLOW,  ROY  0.,  JR.,  SERGEANT,  DERRY  TWP.  PD 
HOLLIDAYSBURG 

119    ALLEN,  ROBERT  JAMES,  SGT,  PA  SPOL 

189    HAMPLE,  MICHAEL  J,  LT,  PA  SPOL 

161    HOLMBERG,  JOSEPH  ANTHONY,  CPT,  PA  SPOL 

116  SEMELSBERGER,  THOMAS  P.,  SERGEANT,  PENNSYLVANIA  STATE  P 
HUNTINGDON 

121    VARNER,  DANIEL  LEE,  CHF,  HUNTINGDON  BOROUGH  PD 
HUNTINGDON  VALLEY  _  „_ 

126    CUMMINGS,  JAMES  NORMAN,  SGT,  LOWER  MORELAND  TWP  PD 

119   HUNTER,  JAMES  BRUCE,  DISTRICT  JUDGE 

128   MCMASTER,  RICHARD  LOUIS,  SGT,  LOWER  MORELAND  TWP  PD 
IMPERIAL 

179   HARBIN,  JEFFERY  C,  CHF,  CARNEGIE  PD 
INDIANA 

188  HABERL,  GUY  BARTOLOMEO,  SGT,  PD 

179  KULESKI,  VINCENT  MARK,  SGT,  PA  SPOL 

199    LINGENFELTER,  RICHARD  HILLIAM,  LT,  PA  SPOL 
58  tt   SANFORD,  HOHARD  T.,  SERGEANT,  PD 

193    SIMON,  SIDNEY  ARNOLD,  LT,  PA  SPOL 
JEANNETTE 

164   DEMARCHIS,  JOSEPH  ROBERT,  LT,  PD 
JENK I NTOHN 

180  RICKARD,  CRAIG  CHARLES,  SGT,  PD 
JERSEY  SHORE 


165   LEPLEY,  JERRY  CLINTON,  SGT,  PD 
JOHNSTOHN 

112   CLITES,  THEODORE  E.,  CHF,  UPPER  YODER  TNSHP  PD 

141   PUDLINER,  WILFRED  JOHN,  CPT,  PA  SPOL 
JONESTOHN 

146   MUNGER,  HENRY  ERNEST,  LT,  PA  SPOL 

170   HESTCOTT,  JOSEPH  HENRY,  LTC,  PA  SPOL 
KENNETT  SQUARE 

133  DUGAN,  GEORGE  WILLIAM,  COP 
KING  OF  PRUSSIA 

169   DEUBER,  ROBERT  DANIEL,  SGT,  UPPER  MERION  THP  PD 

139  FONOCK,  RONALD  MICHAEL,  CRIM  INVSTGR,  UPPER  MERION  TWP 
158   LAWLER,  THOMAS  FRANCIS,  JR,  LT,  UPPER  MERION  TWP  POL 

KINGSTON 

190   BEKY,  DANIEL  JOHN,  ASST  CHF,  PD 

144  tt   GILHOOLEY,  WILLIAM  MICHAEL,  LT,  PA  SPOL 

176  tt   ODONNELL,  GERALD  LAWRENCE,  COP 
KITTANNING 

167   MCMASTER,  TERRY  EUGENE,  LT,  PA  SPOL 
KULPSVILLE 

174   BALDOVSKY,  JAMES  MARK,  SGT,  TOHAMENCIN  THP  PD 

154   GILLETTE,  ALFRED  MICHAEL,  SGT,  TOHAMENCIN  TWP  PD 

140  KIRSCHNER,  JOSEPH  LOUIS,  CHF,  TOHAMENCIN  TWP  PD 
LAFAYETTE  HILL 

86  tt   BLEWITT,  JOSEPH  K,  CHF,  HHITEMARSH  TSP  PD 
198   BOWERS,  DONALD  L,  JR,  SGT,  WHITEMARSH  TWP  PD 
183   MCELREE,  SCOTT  CALDHELL,  DET,  WHITEMARSH  TWP  PD 
117    ZOLKO,  RICHARD  A,  CHF,  WHITEMARSH  TWP  PD 
LANCASTER 
157   BLOCKER,  TYREE  CORNELIUS,  MAJ,  PA  SPOL 

134  CONWAY,  WILLIAM  ERVIN,  JR,  CPT,  PA  SPOL 

185   FIORILL,  JOHN  ANTHONY,  LT,  LANCASTER  CITY  PD 

110  #  GLICK,  JACOB  A.,  COP,  EAST  LAMPETER  TSP 
89   GOEKE,  WALTER  T.,  COP 

9*5  tf  HENRY   LUTHER  L    CPT   PD 
162   HOCKER,  ELHOOD  CARLTON,  JR,  CHF,  WEST  HEMPFIELD  TWP  PD 

136  JERCHAU,  DALE  E,  COP 

130   LANDIS,  MICHAEL  LEE,  CPT,  PD 
119  #  LYNCH,  FRANCIS  THOMAS,  MAJ,  PA  SPOL 
114   MCCUE,  RICHARD  L,  DIR  OF  SEC,  FRANKLIN  &  MARSHAL 
99   PLOHFIELD,  FREDERICK  B. ,  SHF  OF  LANCASTER  CO 

141  tt   RAASCH,  GARY  LEE,  LT,  PD  „m„  ,  nr 

(9  #  RINEER,  DAVID  MARTIN,  SEC  MANAGER,  GIMBELS  OF  LANCAS 
156  It   SAVAGE,  RONALD  HILLIAM,  DET,  EAST  LAMPETER  TWP  PD 
182   SCHULER,  RENEE,  LT,  EAST  LAMPETER  TWP  PD 
100   SHEELEr!  DONALD  H. ,  CHIEF  OF  POLICE,  MANOR  TWP.  PD 
122  tt   SKILES,  RUSSEL  HAWTHORNE,  SGT,  BU  OF  POL 

4  tt   SULLENBERGER,  WILLIAM  H. ,  CAPTAIN  OF  DETECTIVES,  PD 
74  tt   HILLIAMS,  RUFUS  G.  ,  SUPV,  PLANT  PROTECTION,  ARMSTR 
170   WORK,  KENNETH  CHARLES,  LT,  PD 
LANCASTER  CITY 

109  It   BENEDICT,  JAMES  L.  ,  CPT,  PD 
LANSDALE 

122  tt   HEINZE,  FRANK  HENRY,  COP 

111  HEMMERLE,  RICHARD  B.,  SERGEANT,  PD 
196   MCGURIMAN,  JOSEPH  STEPHEN,  COP 

137  MEYERS,  LLOYD  THOMAS,  SGT,  PD 

92  tt   GAAB,  HARRY  J,  (COP)  EXEC  DIR,  PA  CHFS  OF  POL 
187   KORTAN,  DANIEL  JOSEPH,  JR,  SGT,  PD 

141   LAUSCH,  CHARLES  LAMAR,  COP 
156   MURPHY,  JOHN  H,  DET,  PD 

105  NERO,  JOSEPH  A.,  SERGEANT,  PD 
LEBANON 

148   DELEO,  MICHAEL  J,  SHF  OF  LEBANON  CO 

11A    k'FRN   KARL  LEE   LT   PD 

126   WAHMANN,  MICHAEL  FREDERICK,  CHF  CO  DET,  LEBANON  CO  DA  0 
LEHIGHTON 

44  tt   WALSH,  LEE  A.,  CHIEF  OF  POLICE 
LEMOYNE 

54  It   CLARK,  JAMES  L.,  COP 
1 FVTTTOHN 

172   ALEXANDER,  LEROY  GEORGE,  JR,  LT,  MIDDLETOHN  TWP  PD 

102  It   ARLEN,  MICHAEL  D. ,  LT,  MIDDLETOHN  TWP  PD 

110  #  DUNCAN,  JAMES  SR.,  LT,  MIDDLETOWN  TWP  PD 

122   HEIERLING,  RUDOLPH  KARL,  SGT,  BRISTOL  THP  PD 
193   MCGINTY,  PATRICK  FRANCIS,  LT,  MIDDLETOHN  TWP  PD 

106  MCKENNA  FRANCIS  X.,  LT.,  MIDDLETOHN  TWP  PD 

72  It  SHOOK,  HOHARD  CHARLES,  COP,  MIDDLETOHN  TOWNSHIP  PD 

118  SUTTON,  MORTON  LAHSON,  LT,  MIDDLETOWN  TWP  PD 

147  SWOPE,  JAMES  CLARENCE,  LT,  BRISTOL  TWP  PD 

93  tt  TEMPLETON.  RICHARD  S,  CHF,  BRISTOL  TWP  PD 

96  ZALOT,  JOSEPH  A.,  Jr! ,  DET  LT,  MIDDLETOWN  TOWNSHIP  PD 
LEHISBURG 

97  HEITER,  DONALD  L.,  COP 
LEWI STOHN 

182   BELL,  JAMES  R,  LT,  MIFFLIN  CO  REGIONAL  POL 
38  tt   LANDIS,  HOHARD  0.,  DEP  SHF,  MIFFLIN  CO  SO 
LIMERICK 
162   HAGUE,  ROBERT  PAUL,  CPT,  PA  SPOL 
162   HEAVER,  H  DOUGLAS,  COP 

L152VILDAVIS,  JOHN  PATRICK,  LT,  UHCHLAN  TWP  PD 
LITITZ 

84  It   HICKS,  GEORGE  C,  COP 

171   OLSEN,  ALFRED  OLIVER,  CHF,  HARWICK  THP  PD 
LOCK  HAVEN 

48  It   MERRITTS,  RAY  E.,  COP 
LOWER  PROVIDENCE 

148  MCDADE,  EDWARD  P,  COP 
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MALVERN 
165   BOYLE,  DAVID  JOHN,  DET  SGT,  HILLISTOHN  THP  PD 
107   MILES,  HILLIAM  H. ,  SGT,  HILLISTOHN  TOHNSHIP  PD 

MC  KEESPORT 

138  FELTZ,  JOSEPH,  INVSTGR,  PD 
97  tt   HANNA,  THOMAS  P,  COP 

116   HOLMES,  SYLVESTER  A.,  ASST  CHF,  PD 

32  tt   KENNEY,  EDHARD  H. ,  PATROLMAN,  PD 
118   LUNDIE,  JAMES  GEORGE,  COP 

89   RYBAR,  JOHN  A,  CHF  OF  SEC,  MCKEESPORT  HOSPITA 
104   SOLOMON,  LEO,  JAIL  HARDEN 

42  tt   VADAS,  STEPHEN,  ASSISTANT  CHIEF  OF  POLICE 
MCMURRAY 

179  CARSO,  MICHAEL  JAMES,  SGT,  PETERS  THP  PD 
167   EMERICK,  JAMES  ROBERT,  CPT,  PETERS  THP  PD 
145   FRUECHT,  HARRY  JOSEPH,  CHF,  PETERS  THP  PD 

MEADVILLE 
174   ACKER,  DAVID  LYLE,  ASST  CHF,  PD 

54   BALES,  HOHARD  E.,  PTLM,  PD 
190   BRETH,  JAMES  DUAYNE,  LT,  PA  SPOL 
163   BUNYAK,  JAMES  MICHAEL,  LT,  PA  SPOL 

29  tt   GIBSON,  EDHARD  C. ,  CHIEF  OF  POLICE,  PD 
134   MCHENRY,  PATRICK  WILLIAM,  CPT,  PA  SPOL 

180  TUBBS,  HAROLD  C,  JR,  COP 
MECHANICSBURG 

173  ADAMS,  JAMES  WILLIAM,  SGT,  UPPER  ALLEN  THP  PO 

139  HAMMON,  RICHARD  EARL,  CHF,  UPPER  ALLEN  THP  POL 

196  SPOTTS,  DAVID  JONATHAN,  COP,  PD 
MEDIA 

138   CRAIG,  RANDALL  THOMAS,  DET,  UPPER  PROVIDENCE  THP  POL 
136   DAVIDSON,  JOHN  JOSEPH,  DET,  DE  CO  CRIM  INVSTGN  DIV 
123   DAVIS,  THOMAS  JAMES,  DEP  CHF,  UPPER  PROVIDENCE  THP 
165   FITZPATRICK,  WILLIAM  GERALD,  LT,  DELAWARE  CO  CRIM  INVST 

32  *  LAUGHEAD,  MALCOM  H. ,  COP 

144   MINSHALL,  CLIFTON  STEVE,  DET  SGT,  DE  CO  CRIM  INVSTGN  DI 

174  PEIFER,  DAVID  C,  DET  SGT,  DELAWARE  CO  CRIM  INVS 
134   SAVITSKY,  FRANK  ANDREW,  JR,  LT,  PD 

170   SELTZER,  GREG  ALAN,  DET  SGT,  DELAWARE  CO  DA  OFC 

134  SHULL,  MICHAEL  C,  LT,  DELAWARE  CO  DA  OFC 
152  SPIGARELLI,  DOMINICK  FELIX,  CPT,  PA  SPOL 
160   WUSINICH,  MARTIN  JOSEPH,  COP,  MEDIA  BOR  POL 

MERCER 

159  LANCASTER,  EDWARD  ELLIOTT,  SGT,  PA  SPOL 
92   MARENCHIN,  DONALD  A.,  SHF  OF  MERCER  CO 

128   MIFSUD,  HILLIAM  CHARLES,  SGT,  PA  SPOL 
MILESBURG 

122  tt   BERRYHILL,  THOMAS  REA,  CPT,  PA  SPOL 

160  CRAMER,  DOROTHY  BEATRICE,  CPT,  PA  SPOL 
MILLERSBURG 

179   DILLING,  H  RANDALL,  COP, 
HILTON 

33  tt   GOLDEN,  JOHN  B.  ,  CHIEF  OF  POLICE 

123  tt   NOBLE,  THOMAS  EVANS,  LT,  PA  SPOL 
MONESSEN 

95  tt   PEZZELLE,  BRUCE  B,  COP 
MONROEVILLE 
179   COLE,  KENNETH  DOUGLAS,  ASST  CHF,  PD 
69   MOORE,  PATRICK  J.,  ASSOC  PROF,  ALLEGHENY  COMM  COL 

190  POLNAR,  GEORGE  WALTER,  COP 
MONTGOMERY  COUNTY 

163  OBRIEN,  DAVID  JOSEPH,  PTLM,  HHITPAIN  THP  PD 
MONTGOMERYVILLE 

95  #  BAILEY,  BRUCE  H,  JR,  CHF,  MONTGOMERY  THP 
162   BENNIS,  JOSEPH  CORR,  SGT,  MONTGOMERY  THP  PD 
117   BRADY,  RICHARD  J,  CHF,  MONTGOMERY  THP 
150   SIMES,  GORDON  LOUIS,  LT,  MONTGOMERY  THP  PD 
104  *  STEVER,  LESLIE  J,  DET  SGT,  MONTGOMERY  TOWNSHIP  P 

MONTOURSVILLE 
133   WHIPPLE,  LELAND  ARTHUR,  LT,  PA  SPOL 
132   WILLIAMS,  THOMAS  FRANKLIN,  MAJ,  PA  SPOL 

MORGAN 
152   MACKEY,  JOHN  HILLIAM,  LT,  S  FAYETTE  TWP  PD 
116   VILLANI,  THEODORE  R.,  CHIEF,  SOUTH  FAYETTE  TWP.  PD 

MORRISVILLE 

58   MERKER,  HARRY  G. ,  COP 

MOSCOH 
159   KOSCELNAK,  FRANCIS  EDHARD,  CPT,  PA  SPOL 

MOUNT  LEBANON 
107   BROWN,  FRANK  M,  CMDR,  PD 

181  OGDEN,  THOMAS  ASHTON,  JR,  LT,  MT  LEBANON  PD 
100   RIEG,  HILLIAM  L.,  SGT,  MOUNT  LEBANON  TWP  PD 

197  ROONEY,  PATRICK  JOSEPH,  LT,  PD 
88   RUSH,  CLARENCE  H,  CMDR,  PD 

30  tt   SENN,  CHARLES  W,  COP 

172   STOEHR,  KEVIN  JOHN,  DEP  CHF,  PD 
MOUNTVILLE 

191  STACKHOUSE,  DIANE  MARIE,  LT,  PA  SPOL 
NATRONA  HEIGHTS 

125   COE,  HILLIAM,  CHF  LAH  CORD  FOR  HEST  PA 
NAZARETH 

119  tt   ROCCOSANTO,  JOSEPH,  COP 
NEW  BLOOMFIELD 

111  tt   KRAMMES,  STANLEY  R.,  SGT,  PA  SPOL 
NEW  CASTLE 

144   FREED,  GEORGE  MICHAEL,  SGT,  PD 

136   MARQUIS,  WILLIAM  VANCE,  SGT,  PA  SPOL 

135  PANDOS,  JOSEPH  GEORGE,  SGT,  PA  SPOL 
NEH  CUMBERLAND 

164  BISTLINE,  ERIC  ALAN,  CHF,  FAIRVIEH  THP  PD 
127   OILLER,  RONALD  LEE,  INVSTGR,  PA  ATTY  GEN  OFC 


139  tt   HALLER,  JAMES  DOUGLAS,  PTLM,  FAIRVIEH  THP  PD 

106  *  TEMPLE,  JERRY  A.,  SGT,  FAIRVIEH  THP  PD 
NEH  HOLLAND 

112  tt   TROUPE,  DONALD  J,  COP 
NEH  KENSINGTON 

137  OLIVER,  EDHARD  D,  LT,  PA  SPOL 
NEH  STANTON 

183   KEY,  BRYAN  LINHOOD,  SGT,  PA  SPOL 

NEH  WILMINGTON 

84   HANNA,  RICHARD  E,  COP 

NEHTOWN 
150   DUFFY,  MARTIN  CLEMENT,  CHF,  NEHTOHN  THP  PD 
188   MEYERS,  STEPHEN  JEROME,  CPL,  NEHTOHN  THP  PD 
162   PATTON,  CHARLES  ALBERT,  SGT,  NEHTOHN  THP  PD 

NORRISTOHN 

181  BONO,  RUSSELL  JOSEPH,  SGT,  PD 

127   CARBO,  RICHARD  DAVID,  CRIM  INVSTGR,  PLYMOUTH  THP  PD 
148   CROSS,  JOSEPH  RALPH,  CHF,  PLYMOUTH  THP  PD 
17  *  ENNIS,  DAVID  S.,  CHF  CO  DET,  MONTGOMERY  CO 

60  tt   FUSCO,  VITO  J,  COP,  PLYMOUTH  THP  PD 

164   GALETTI,  CHRISTOPHER  LINN,  DET,  PLYMOUTH  THP  PD 
178   KERSTETTER,  ROBERT  JAMES,  JR,  LT,  PLYMOUTH  THP  PD 
193   KOCSI,  MARK  DANA,  LT,  E  NORRITON  TWP  PD 

82  tt   OLIVER,  JAMES  A.,  CHF,  EAST  NORRITON  TOWNSHIP 
135   PETTINE,  CARMEN  DANIEL,  CPT,  PLYMOUTH  THP  PD 
177   VANCE,  OSCAR  PALMER,  JR,  CHF  DET,  MONTGOMERY  CO  DA  OFC 

NORTH  VERSAILLES 
195   MADDOX,  KEVIN  HESLEY,  MAJ,  USMC 

OAKDALE 

123  STURGEON,  THOMAS  KAY,  CHF,  NORTH  FAYETTE  THP  PD 
OIL  CITY 

115  #  BUCHOLZ,  RICHARD  A,  COP 

90  CAVANAUGH,  ROBERT  J.,  CPT,  PD 
77  tt   KONETSKY,  EDHARD  J.,  COP 

185  MOYER,  ROBERT  B,  JR,  COP 

168  HEAVER,  FREDRICK  ROMAIN,  COP 

91  tt   HYGANT,  ROBERT  H,  COP 
OLD  FORGE 

57  tt   KRAJEWSKI,  WALTER  M.,  COP 
PAOLI 

69  tt   TARR,  WILLIAM  L,  TOWNSHIP  MANAGER,  WILLISTOWN  T 
PECKVILLE 

125  DUBAS,  THOMAS  KENNETH,  CHF  OF  BLAKELY  BOR  PD 
PENN  HILLS 

124  tt   MACK,  ROBERT  GEORGE,  LT,  PD 
99  tt   SECHOKA,  KENNETH  J,  COP 

PERKASIE 

175   DICKINSON,  PAUL  TIMOTHY,  COP, 
PHILADELPHIA 

109   ANSEL,  HILLIAM  E,  STAFF  INSPR,  PD 

104  tt   ARCHER,  JAMES  R,  STAFF  INSPR,  PD 

162  BARCLIFF,  CLIFFORD  H,  CPT,  PD 

159  BARRON,  THOMAS  HENRY,  CPT,  PD 

61  tt   BELL,  EDHARD  J.,  COMR,  PD 
197    BIDEY,  JOHN  JOSEPH,  CPT,  PD 

192   BLACKBURN,  HILLIAM  CHARLES,  INSPR,  PD 

103   BRANCHE,  GILBERT  M,  DET,  DEPT  OF  PUB  HELFARE 

156  BRENNAN,  CHARLES  JOSEPH,  INSPR,  PD 
101    BRENTON,  JOHN,  CPT,  PD 

51  tt   BRITTON,  WILLIAM  P.,  DEP  INSPR,  PD 
72  tt   BROPHY,  JOSEPH  M. ,  CHF,  DA  DET  OFC 

126  BROHN,  THOMAS  JAMES,  TNG  OFCR,  SEPTA  PD 

94  tt   BROHNE,  JOSEPH  M,  INSPR,  PD 

116  BUCK,  FREDERICK  G,  STAFF  INSPR,  PD 

182  BULLICK,  RICHARD,  INSPR,  PD 

138  BURNS,  ALBERT  VINCENT,  CPT,  PD 

143  tt   CANDELORE,  JOSEPH  FRANCIS,  CPT,  PD 
109   CANNON,  CHICO  M,  INSPR,  PD 

119  tt   CARLINI,  JAMES  ALECK,  INSPR,  PD 
108  tt   CLARK,  JOHN  J,  JR,  INSPR,  PD 
181   CLEARY,  EDHARD  GEORGE,  CPT,  PD 

195  COLARULO,  HILLIAM  ANTHONY,  CPT,  PD 

50   COLLINS,  DANIEL  J.,  ASST  DIS  SUPV,  PA  BD  OF  PRLE 

127  COUSINS,  DOROTHY  FRANCES,  DIR  OF  SEC,  PHILADELPHIA  HOUS 

144  CUNNINGHAM,  JOSEPH  ROBERT,  CPT,  PD 
191   DALEY,  JEREMIAH  ARTHUR,  INSPR,  PD 
180   DAVIS,  ROBERT  MICHAEL,  INSPR,  PD 

150  DELISE,  RICHARD,  CPT,  PD 

196  DEMPSEY,  PATRICK  DENNIS,  CPT,  PD 
132   DEMSKI,  HILLIAM  STEPHEN,  JR,  CPT,  PD 

71  tt   DEVLIN,  HILLIAM  PAUL,  CHF  INSPR,  PD 

186  DIGIACOMO,  ALBERT  LOUIS,  CPT,  PD 

99  tt   DITTMER,  CHARLES  P,  STAFF  INSPR,  PD 

157  DONNELLY,  JAMES  CHARLES,  JR,  CPT,  PD 
93   DONNELLY,  JOHN  P.,  CPT,  PD 

169  DOYLE,  THOMAS  JOHN,  CPT,  PD 

137   DURKIN,  THOMAS  JOSEPH,  CPT,  AMTRACK  PD 

163  FEENEY,  MICHAEL  JAMES,  CPT,  PD 

160  FORSTATER,  BRUCE  J,  SR,  INSPR,  PD 
54  tt   FOX,  HARRY  G,  DEP  COMR,  PD 

95  FRANKENFIELD,  PAUL  T.,  JR.,  STAFF  INSPECTOR,  PD 

151  tt   FRIEL,  FRANCIS  PATRICK,  CPT,  PD 
196   GAITTENS,  JOHN  JOSEPH,  CPT,  PD 
175   GALLAGHER,  GERARD  JAMES,  CPT,  PD 

121   GALLAGHER,  JAMES  RICHARD,  CHF  INSPR,  PD 
107   GINALDI,  ANTHONY  D. ,  CPT,  PD 

97  tt   GIORDANO,  ALFONZO  J,  INSPECTOR,  PD 
172   GIORGIO  FOX,  PATRICIA  ELLEN,  CPT,  PD 
103  tt   GOLDBERG,  FRANKLIN,  CHF  INSPR,  PD 

67  tt   GOLDEN,  JOSEPH  F,  CHF  INSPR,  PD 
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PD 

US  MINT 


GRAY,  ROBIN  KENT,  CHF  INSPR,  PD 
GREEN,  DEXTER,  CPT,  PD 
*  GREEN,  HOOREY  D,  CPT,  PD 

GREENE,  JEFFREY  SCOTT,  CPT,  PD 
HALLMAN,  RAYMOND  EDHARD,  LT,  PD 
0  HANTHERKER,  ANDREAS  E,  STAFF  INSPR,  PD 

HAROLD,  STEVEN  DAVID,  CPT,  SEPTA  TRANSIT  PD 
HARRIS,  ALBERT  RUSSELL,  CPT,  PD 
JANKAUSKY,  CARL  EDHARD,  INSPR,  PD 
JOHNSON,  STEPHEN  THOMAS,  SR,  CPT,  PD 
JOHNSON,  SYLVESTER  MASON,  INSPR,  PD 
JONES,  MARK  ALAN,  INSPR,  PD 
KALBACH,  JOSEPH  RUSHTON,  CPT,  PD 

KAY,  FOREST  EARL,  JR,  CHF,  US  DEFENSE  LOGISTICS  AGEN 
n   KELLY,  JOHN  J.,  CHIEF  INSPECTOR,  PD 

KIRCHNER,  RICHARD  FRANK,  INSPR,  PD 
tt   KOLMETZKY,  STANLEY  ALLEN,  INSPR,  PD 
tt   LATCHFORD,  RAYMOND  F.,  DETECTIVE,  PD 

LEDERER,  FRANCIS  J.,  EXEC  DIR,  CO  DET  ASSOC  OF  PA 
tt   LEE,  JOHN  P,  STAFF  INSPR,  PD 

LEE,  MICHAEL  JAMES,  STAFF  INSPR,  PD 
LEVINS,  GERARD  FRANCIS,  CPT,  PD 
LEVINS,  ROBERT  JOSEPH,  INSPR,  PD 
LINSO,  DENNIS  CHARLES,  CPT,  PD 
§   LOVE,  LAHRENCE  H. ,  JR,  INSPR,  PD 

LYDON,  CHARLES  M,  STAFF  INSPECTOR,  PD 
MARKERT,  HILLIAM  D,  CPT,  PD 
tt   MASON,  CHARLES  A.,  CHF  RANGER,  INDEPENDENCE  HALL 
MAURI,  ANGELO  ANTHONY,  INSPR,  PD 
MAXHELL,  JOHN  THOMAS,  INSPR,  PD 
MCCARRIE,  JOSEPH  T,  CAPTAIN,  PD 
MCDONOUGH,  HILLIAM  C. ,  CHF  INSPR,  PD 
MCGINNIS,  JOHN  FRANCIS,  CPT,  PD 
MCLEES,  JOHN  JOSEPH,  CHF  INSPR,  PD 
MCMAHON,  MICHAEL  JOSEPH,  CPT,  PD 
MCNAMEE,  JAMES  J.,  CHIEF  INSPECTOR,  PD 
MCSHANE,  LAHRENCE  JOSPEH,  INSPR,  PD 
MEERS,  MILLARD  T,  CHF,  FACILITIES  SEC  SCHOOL  DIS 
MELCHIORRE,  ANTHONY  C,  CAPTAIN,  AIRPORTS-POLICE 
MESSNER,  THOMAS  CHARLES,  SGT,  UNIV  OF  PA  PD 
MILLER,  ROBERT  C,  INSPECTOR,  PD 
MISNER,  PAUL  RICHARD,  INSPR,  PD 
MITCHELL,  THEODORE  D. ,  STAFF  INSTR, 
MORRIS,  ROBERT  HILLIAM,  DIR  OF  SEC, 
MUHLY,  ROBERT  PATRICK,  CPT,  PD 
MURPHY,  JAMES  DENNIS,  CPT,  PD 

NESTEL,  THOMAS  J,  DEP  COMM,  PD 

NESTEL,  THOMAS  JOSEPH,  III,  CPT,  PD 

NOLAN,  FRANCIS  GERARD,  LT,  PD 

NORRIS,  JOHN  JOSEPH,  CPT,  PD 

NORTON,  LAHRENCE  HARRY,  CPT,  PD 
OCONNOR,  JOSEPH  EDHARD,  INSPR,  PD 

ODONNELL,  JOSEPH  JEFFREY  THOMAS,  CPT,  PD 

ONEILL,  JOSEPH  F.,  COMMISSIONER  OF  POLICE 

ORBELL,  JOSEPH  H,  CHF  INSPR,  PD, 

OSHEA,  PETER  J.,  INSPR,  PD 

PAHLEY,  HILLIAM  J.,  INSPR,  PD 

PRYOR,  FRANCIS  MICHAEL,  CPT,  PD 

OUIRK,  HILLIAM  F.,  SUPT  OF  POLICE  ACADEMY,  PD 

RAPONE,  GENE  ANTHONY,  CPT,  PD 

RAPONE,  JOSEPH  A.,  INSPECTOR,  PD 

READ,  PAUL,  CPT,  PD 

RENZI,  ANTHONY  PETER,  INSPECTOR,  PD 

RICH,  HENDELL  A,  INSPR,  PD 

RITCHIE,  ROBERT  JOSEPH,  INSPR,  PD 

RODGERS,  CHARLES,  SGT,  PA  SPOL 

ROHELL,  VANDYKE  D,  CPT,  SEPTA  PD 

SAMBOR,  GREGORE  J,  COMMISSIONER 

SBARRA,  ANTHONY  F,  JR,  CPT,  PD 

SCOTT,  DAVIO,  DEPUTY  CHIEF,  SEPTA  PD 

SEAMON,  THOMAS  MARK,  DIR  OF  PUB  SAFTY,  UNIV  OF  PA 

SHANAHAN,  JAMES  JOSEPH,  INSPR,  PD 

SMITH,  GEORGE  A.,  LT,  PD 

SNYDER,  HUGH  ROBERT,  CPT,  PD 

SOLOMON,  MORTON  BERNARD,  COMMISSIONER  OF  POLICE 

SPIEHAK,  FERDINAND  J,  CHF  INSPR,  PD 

STANKIEHICZ,  THOMAS  LAHRENCE,  SA,  BU  OF  AT  &  F 

STINE,  JOSEPH  JAMES,  INSPR,  PD 

STINSON,  EDHARD  FRANCIS,  CPT,  PD 

STONER,  ROY  DANIEL,  INSPR,  PD 

SUTOR,  ANDREH  P,  STAFF  INSPR,  PD 

SYKES,  DONNA  RAE,  CPT,  PD 

TAYLOR,  RALPH  JOHN,  CPT,  PD 

TESTA,  DAVID  VINCENT,  CPT,  PD 

THRASHER,  RON  H.,  POSTAL  INSPECTOR,  U.  S.  POSTAL 

TIERS,  JOHN  JOSEPH,  INSPR,  PD 

VEASEY,  MATTHEH  JOSEPH,  CPT,  PD 

HHALEN,  MICHAEL  FRANCIS  XAVIER,  CPT,  PD 

HOLFINGER,  ROBERT  A.,  CHIEF  INSPECTOR,  PD 

HOODY,  ARTHUR  BRENT,  CPT,  PD 

YANAK,  MITCHELL  JOSEPH,  CPT,  PD 

ZAPPILE,  RICHARD  ALFRED,  INSPR,  PD 
PHOENIXVILLE 

114   VILLANOVA,  EDHARD  R.,  DETECTIVE,  PD 
PITTSBURGH 

92   BRUSCO,  DOHENIC  J.,  LT,  FOREST  HILLS  PD 
176   BURTON,  HOHARD  LESLIE,  JR,  CHF,  PENN  HILLS  PD 
195   CARNAHAN,  DONALD  TYLER,  LT,  PA  SPOL 

CLINE,  HAROLD  J,  SR,  LT,  ALLEGHENY  CO  PD 

CORCORAN,  JAMES  E.,  POL  INSTRUCTOR,  ALLEGHENY  CO  P 


136 

162 

97 

193 

198 

102 

187 

167 

171 

187 

172 

152 

142 

123 

52 

134 

118 

6 

67 

98 

129 

183 

173 

125 

101 

98 

189 

51 

127 

140 

81 

96 

190 

141 

184 

71 

176 

62 

79 

190 

100 

123 

57 

133 

139 

146 

108 

198 

199 

165 

154 

174 

185 

79 

89 

70 

73 

149 

46 

158 

99 

178 

124 

107 

175 

175 

197 

96 

91 

154 

151 

145 

91 

197 

68 

104 

175 

147 

194 

148 

93 

199 

120 

170 

109 

128 

130 

176 

103 

168 

188 

155 


192 

60  tt 


91 

117 
170 
181 

44 
147 
165 
126 
169 

78 

30 
128 
154 
152 
153 

82 
194 
196 
120 

99 
189 
191 
172 
180 
141 

85 
166 
124 
163 
104 
194 
178 
133 

51 
8 
153 
156 
110 
135 

49 

62 

90 
127 

80 
187 
110 

65 

44 
158 
194 
168 
172 

90 
129 


COTTER,  JAMES  H.,  DET,  PD 

CUPPLES,  JOHN  MARSHALL,  JR,  CRIM  INVSTGR,  DEF  LOGISTICS 

DACEY,  PHILIP  JOHN,  LT,  PD 

DEPALMA,  DIANE  L  R,  LT,  PD 

DIXON,  VINCENT  H. ,  INSPR,  BU  OF  POL 

DIXON,  HILLIAM  EARNEST,  MAJ,  PD 

DHYER,  RICHARD  M,  LT,  PD 

DZVONICK,  ROBERT  PAUL,  DEP,  ALLEGHENY  CO  SD 

EDHARDS,  CRAIG  BALDHIN,  ASST  CHF,  PD 

FADZEN,  ROBERT  S,  CHF  CAMPUS  SEC,  CARNEGIE-MELLO 

FLYNN,  JOSEPH  S.,  CPTN  OF  DET,  BU  OF  POL 

GUTHRIE,  DHIGHT  JUNIOR,  CHF,  ROSS  THP  PD 

HAUGHT,  ROBERT  JAMES,  JR,  LT,  PA  SPOL 

HEALY,  JAMES  EDHARD,  LT,  MT  LEBANON  PD 

JARVIS,  ARTHUR  FRANCIS,  JR,  LT,  PD 

JOYCE,  STEPHEN  A.,  ASST  SUPT  OF  POL 

JOYCE,  HILLIAM  JOHN,  CMDR,  PITTSBURGH  BU  OF  POL 

KELLY,  EDHARD  PATRICK,  CMDR,  PITTSBURGH  BU  OF  POL 

KORDING,  BRIAN  SCOTT,  CHF,  OHIO  THP  PD 

LARGE,  LONNIE  A.,  PTLM,  BOROUGH  OF  PLEASANT  HILL 

LOGUE,  TIMOTHY  P,  CHF,  GREENTREE  BORO  PD 

MCNEILLY,  CATHERINE  ROSE,  CMDR,  PD 

MICKLOS,  NORBERT  MICHAEL,  CHF,  OHIO  THNSP  PD 

MITCHELL,  NELSON  EDDY,  JR,  SGT,  PD 

MOFFATT,  CHARLES  HILLIAM,  CMDR,  PD 

MOSES,  ALEX.  A.,  JR.,  INSPR/RGE  MSTR,  ALLEGHENY  CO  P 

MULLEN,  HILLIAM  PATRICK,  CMDR,  PD 

NYE,  KENNETH  ROY,  CRIM  INVSTGR,  PA  DOJ 

OHARA,  H  CLIFFORD,  SGT,  ALLEGHENY  CO  PD 

PAMPENA,  RALPH  D,  COP 

PATTERSON,  RODNEY  JOHN,  LT,  PA  SPOL 

PIASECKI,  JOHN  ANTHONY,  JR,  SA,  PA  OFC  OF  ATTY  GEN 

PRICE,  GERARD  E,  DET,  UNIV  OF  PITTSBURGH  PD 

REED,  HILLIAM  J.,  CHF,  BOROUGH  OF  GREEN  TREE  PD 

RIDDLE,  SAMUEL  JAMES,  SGT,  ALLEGHENY  CO  DETECTIVE  BU 

RILEY,  LARRY  HILLIAM,  CPT,  PA  SPOL 

ROST,  HAROLD  ALFRED,  JR,  CHF,  CRAFTON  BORO  PD 

SCHAFER,  RAYMOND  A.,  SUPT,  OHARA  THP 

SEAMAN,  EUGENE  THOMAS,  II,  SGT,  PLEASANT  HILLS  PD 

SHEARN,  JOHN  J.,  BURGESS,  BOROUGH  OF  CRAFTON 

SLENKAMP,  A.  H.,  CHF,  BOROUGH  OF  BRENTHOOD  PD 

SMITH,  STANLEY  A.,  CHF,  PLEASANT  HILLS  BOROUGH  PD 

TAYLOR,  RALPH  EDGAR,  LT,  PA  SPOL 

TOMER,  CLARK  A.,  INSPECTOR,  BUREAU  OF  POLICE 

VIETMEIER,  DALE  EDHARD,  CHF,  ROBINSON  THP  PD 

HALTERS,  RICHARD  J.,  SGT,  UNIVERSITY  OF  PITTSBURGH 

HARD,  HILLIAM  G. ,  JR.,  INSPECTOR,  BUREAU  OF  POLICE 

HEIR,  HALTER  F.,  EXTRADITION  OFCR,  PA  BD  OF  PAR 

HHERTHEY,  JOHN  PAUL,  SGT,  PA  SPOL 

HILLIAMS,  ROBERT  DONALD,  SGT,  UPPER  ST  CLAIR  THP  PD 

HOLFE,  FREDERICK  JOHN,  SGT,  PD 

HOODYARD,  EARL  DANIEL,  JR,  ASST  CHF,  PD 

YOUNG,  RALPH  J.,  SA,  FBI 

SGT,  ALLEGHENY  CO  SO 


ZIEGLER,  CLIFFORD  HENRY, 
PLEASANT  HILLS 

149   JUDD,  ERIC  GREGORY,  SGT,  PD 
PLUMBORO 

122  #  ALEXANDER,  ROBERT  ALLEN,  COP 
PLUMSTEADVILLE 

194   HASENAUER,  DUANE  EDHARD,  LT,  PLUHSTEAD  THP  PD 
PLYMOUTH  MEETING 

168   HILLIAMS,  ARTHUR  LEE,  LT,  PA  SPOL 
PLYMOUTH  TOHNSHIP  ,.„,.,,„  „„ 

104  tt   KNOEBEL,  HILLIAM  D,  DET  SGT,  PLYMOUTH  TOHNSHIP  PD 
POTTSTOHN 

185   BENYO,  MICHAEL  ALAN,  CHF,  N  COVENTRY  THP  PD 
POTTTSTOHN 

185   FLANDERS,  MARK  DAVID,  SGT,  PD 
PRESTO 

183   REARICK,  DANIEL  DAVID,  CHF,  COLLIER  THP  PD 
PROSPECT  PARK 

56  tt   HAHKE,  FRANKLIN  H. ,  COP 

114   MILLS,  RONALD  D. ,  COP 
PUNXSUTAHNEY 

166   LAVELLE,  PATRICK,  LT,  PA  SPOL 

148   MITARNOHSKI,  RAYMOND  JOSEPH,  CPT,  PA  SPOL 

162   RABER,  RONALD  ALLEN,  LT,  PA  SPOL 
39  tt   VOLPE,  JOSEPH  S,  COP 
PYMATUNING 

113   MILLER,  JOHN  R,  COP 
QUAKERTOHN 

161   MCFADDEN,  JAMES  FRANCIS, 
READING 

141   JARSOCRAK,  GERALD  HAYNE, 

178   POHELL,  MARY  L,  LT,  PA  SPOL 

176   ROTH,  THEODORE  RUSSELL,  SGT,  PD 

168   SANTORO,  PHILIP  LOUIS,  SR,  INSPR,  PD 

181   SMITH,  KEVIN  JOHN,  DET,  MUHLENBERG  THP  PD 

R111LI°SHENK,  EARLE  K.,  CHIEF  OF  POLICE,  HINDSOR  TOHNS 
R ICHRORO 

112   FEENEY,  HILLIAM  J.,  CHF,  NORTHAMPTON  TSP  PD 
ROCKLEDGE 

100   KATES,  GUY  G,  COP 
SCRANTON 

119   BALCRIUS,  MICHAEL  VINCENT,  CPT,  PD 

161   HALPIN,  GRACE  MARIE,  DET  SGT,  PD 

130   KUGLER,  EARL  J,  SR,  SGT,  PD 

141   MURPHY,  GEORGE  JOSEPH,  DET  IV,  PD 
91  tt   ROCHE,  FRANCIS  B.,  CPT,  PD 


CHF,  QUAKERTOHN  BOR  POL 
DEP  CHF,  BU  OF  POL 
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120   TOLAN,  THOMAS  PATRICK,  JR.,  DET,  PD 
SELLERSVILLE 

188   SUTTON,  HILLIAM  CARL,  LT,  PENNRIDGE  REGIONAL  PD 
SEHICKLEY 
169   DORSCH,  DONALD  REA,  CHF,  FRANKLIN  PARK  BOROUGH  PD 
55  tt   KORDING,  HILLIAM  G. ,  COP 
127   MOOK,  JOHN  FREDERICK,  COP 
25  tt   PRENDERGAST,  THOMAS,  COP 
187   TUITE,  THOMAS  HILLIAM,  SGT,  PD 
SHALER 

149   CHRISTY,  JAMES  H,  JR,  LT,  SHALER  THP  PD 
SHARON 

61  It   LAVIN,  HILLIAM  V,  SR,  COP 
48  *  MAXHELL,  HOHARD  C. ,  PATROLMAN,  PD 
SHARON  HILL 
106   HANNA,  HILLIAM  E.,  CHIEF  OF  POLICE 

173  HOFFNER,  JOHN  ALEXANDER,  PTLM,  SHARON  HILL  BOR  PD 
143   MONTEITH,  JAMES  WESLEY,  SGT,  PD 

SHIPPENSBURG 

118   MCMASTER,  DENNIS  HILLIAM,  F,  MID-CUMBERLAND  VALLEY  REG 
SINKING  SPRINGS 

76   HABECKER,  JOHN  H. ,  CHIEF  OF  POLICE,  PD 
SOMERSET 

191   BIVENS,  GEORGE  LENARD,  SGT,  PA  SPOL 
SOUTHAMPTON 

193   GROOME,  FRANK  DAVID,  DET,  UPPER  SOUTHAMPTON  THP  PD 

171   MILLER,  JONATHAN  DUANE,  LT,  UPPER  SOUTHAMPTON  THP  PD 

125  tt   STEVENS,  HALTER  CHARLES,  COP,  UPPER  SOUTHAMPTON  THP  PD 
SPRING  GROVE 

90  MYERS,  DALE  E.,  CHF,  HEIDELBERG  THNSHP  PD 
SPRING  HOUSE 

153   BRIGHT,  KENNETH  HALTER,  CHF,  LOHER  GHYNEDD  THP  PD 

105  #  HANCOCK,  EDHARD  H. ,  CHF,  LOHER  GHYNEDD  THP  PD 

190  LYNCH,  RONALD  JOHN,  DET,  LOHER  GHYNEDD  THP  PD 
143   HEST,  HALTER  G,  CPL,  LOHER  GHYNEDD  THP  PD 

SPRINGETTSBURY 

177   ESHBACH,  DAVID  CARLTON,  COP 
SPRINGFIELD 

166   CLARK,  WILLIAM  FRANCIS,  SGT,  SPRINGFIELD  THP  PD 

111  tt   DUKES,  ROBERT  E.,  LT,  SPRINGFIELD  TSP  PD 
12  tt   FERENTZ,  A.  F.,  CPT,  SPRINGFIELD  TSP  PD 

127   FRANCIS,  JOHN  HALLACE,  LT,  PD 

180   GALLAGHER,  JOHN  FRANCIS,  SGT,  PD 
ST  DAVIDS 

145  ADAMS,  ROBERT  EDHARD,  JUVENILE  DET,  RADNOR  THP  PD 
ST.  MARYS 

106  MILDREH,  BRUCE  P.,  CHIEF  OF  POLICE 
STATE  COLLEGE 

184   CLEMSON,  ANDREW  G,  LT,  FERGUSON  TWP  PD 

195   POLLICK,  RANDY  ALAN,  SUPVR  AGENT,  PA  ATTY  GEN  OFC 

168  tt   PRESTIA,  CARMINE  WILLIAM,  LT,  BU  OF  POL  SERV 
STRASBURG 

186   ECHTERNACH,  F  STEVEN,  JR,  SGT,  STRASBURG  BORO  PD 
SHARTHMORE 
166   CRAIG,  BRIAN  HENRY,  CHF,  SHARTHMORE  BOROUGH  PD 

116  DAVIS,  JAMES  H. ,  DET  SGT,  PD 
SWATARA 

157   SPICOCCHI,  CARL  LEE,  COP 
TELFORD 

191  FLOYD,  RANDALL  SCOTT,  DET,  TELFORD  BOROUGH  PD 
THORNDALE 

135  tt   CARY,  GREGORY  MICHAEL,  PTLM,  CALN  THP  PD 

126  FRANCISCUS,  JAMES  WALTER,  COP 
TIONESTA 

129   MCGRAW,  GARY  DAVID,  LT,  PA  SPOL 
TOWANDA 

41  tt   MEREDITH,  DEAN,  COP 
TYRONE 

18  *  MENCER,  A.  D. ,  COP 
UNIONTOHN 
197   COLE,  HARVEY,  JR,  LT,  PA  SPOL 

91  ZAHELENSKY,  ANDREH  C. ,  CHIEF  OF  POLICE 
UNIVERSITY  PARK 

146  HARMON,  THOMAS  RAY,  DIR,  PA  ST  UNIV  POL  SERV 
188   LUTZ,  CLIFFORD  EVANS,  LT,  PA  STATE  UNIV  POL 

UPPER  DARBY 

174  FICCHI,  VINCENT  JOHN,  SUPT  OF  POLICE 

197   GAMBER,  GLENN  THOMAS,  LT,  UPPER  DARBY  TWP  PD 

92  tt   GILL,  JOHN  J,  LT,  UPPER  DARBY  THP  PD 

184   KENNY,  MICHAEL  GERARD,  LT,  UPPER  DARBY  TWNSHP  PD 
99   MORRIS,  JOHN  K,  ACTING  CHF,  PD 
103  tt   PINNER,  ALBERT  J,  LT,  PD 
UPPER  ST  CLAIR 

147  BURKHOLDER,  DOUGLAS  H,  LT,  PD 

169  ENGLERT,  JAMES  EMMETT,  LT,  PD 
120  tt   LEE,  CHARLES  JAMES,  JR,  COP 

117  PARDINI,  RONALD  J,  COP 

157   PINTO,  DALE  PATRICK,  SR,  LT,  UPPER  ST  CLAIR  TWP  PD 
163   SAKOIAN,  JOHN  MICHAEL,  SGT,  PD 
VAN  PORT 

100  It   TRAPNELL,  HILLIAM  C,  COP 
VERONA 

87   DELELLIS,  CAMILLO  A.,  COP 
VERSAILLE  BOROUGH 

92   BRKOVICH,  HILLIAM  J,  DIR  OF  PUB  SFTY,  NORTH  HUNTING 
WALLINGFORD 
111   BAYLOR,  KENNETH  L.,  LT,  NETHER  PROVIDENCE  THP  PD 
183   ELMORE,  ROBERT  THOMAS,  SGT,  NETHER  PROVIDENCE  PD 
92  It   GULLA,  ROBERT  S,  LT,  NETHER  PROVIDENCE  TSP  PD 
105   PASCALE,  WILLIAM  JOHN,  COP,  NETHER  PROVIDENCE  TOHNSHI 


99   PLOTTS,  RAYMOND,  CHF,  NETHER  PROVIDENCE  THP. 
HARMINSTER 
123   CLAHGES,  ELMER  PAUL,  COP 
196   GORCZYNSKI,  JAMES  MICHAEL,  COP 

110  STUHLFAUTH,  HARRY  H. ,  LIEUTENANT,  TWP  PD 
WARREN 

108  tt   ALLEN,  DONNELL  E.,  JR.,  SHF  OF  WARREN  CO 
102  tt   NEALL,  JAMES  W. ,  LT,  PD 
WARRINGTON 

198   MILLER,  JAMES  J,  CHF,  WARRINGTON  TWP  PD 
WASHINGTON 

50  *  ABD,  GEORGE  M.,  DET,  WASHINGTON  CO  DA  OFC 

94   BAKER,  KENNETH  L,  COP 
119   BARR,  JOSEPH  WILLIAM,  JR,  LT,  PA  SPOL 

91   BELLHY,  THOMAS  J.,  COP 
157   BRYKER,  THOMAS  WILLIAM,  JR,  LT,  PD 
132  tt   COUGHANOUR,  DAVID  CLYDE,  CPT,  PA  SPOL 

111  CYKTOR,  GEORGE,  CPT,  PA  SPOL 

140   DAVIDSON,  JOHN  HENRY,  LT,  PA  SPOL 
131   DELONG,  HENRY  DUANE,  PTLM,  SOUTH  STRABANE  THP  POL 
102  *  MCCULLY,  KEITH  F.,  CPT,  PA  SPOL 
171   STREET,  FRED  WALTER,  JR,  LT,  PA  SPOL 
146   SZUPINKA,  LYLE  HAROLD,  MAJ,  PA  SPOL 
198   WILSON,  ROBERT  REED,  SGT,  PD 
WATSONTOHN 

149   CROFT,  JAMES  BLAIR,  JR,  COP 
WAYNE 
101  tt 
168 

84 

98 
131 
121 
105 

97 


CLAYTON,  ELVIN  D.,  SGT,  RADNOR  TWP  PD 
GREGORY,  JERRY  GEORGE,  LT,  RADNOR  TWP  PD 
HENNESSY,  MAURICE  L.,  CHF,  RADNOR  TSP  PD 
JANSEN,  HENRY  P.,  SUPT,  RADNOR  TWP  PD 
KELLY,  JOHN  EDWARD,  JR,  DET,  RADNOR  THP  PD 
LEIGHTON,  LUTHER  ELMER,  JR,  DEP  SUPT,  RADNOR  TWP  PD 
SYDNOR,  GEORGE  FREDRICK,  DET,  RADNOR  TWP  PD 
WILSON,  WILLIAM  H. ,  SERGEANT,  RADNOR  TWP.  PD 

WAYNESBURG 
186   SETHMAN,  RICHARD  GEORGE,  SGT,  PA  SPOL 

HEATHERLY 

131  tt  NEAPOLITAN,  MARK  MICHAEL,  LT,  PD 
HEST  CHESTER 

191   BARTON,  ROBERT  EDWARD,  SGT,  WESTTOWN-EAST  GOSHEN  PD 
113   BELL,  JAMES  N.,  ASST  CHF,  PD 

186  BOHN,  SCOTT  LLOYD,  SGT,  PD 
100  #  CONNOLLY,  JOHN  C,  COP 

138   DAMPMAN,  LARRY  EARL,  SGT,  CHESTER  CO  DET 
94  tt   DARLINGTON,  CHARLES  S,  LT,  HEST  GOSHEN  THP  PD 

175  DUMOND,  JOHN  MICHAEL,  COP 

115   FLICK,  THOMAS  W. ,  LT,  WEST  GOSHEN  TSP  PD 

160   GALLEN,  ROBERT  JOHN,  SGT,  PD 

196   GLEASON,  JOSEPH  J,  LT,  H  GOSHEN  THP  PD 

180   GORDON,  JEFFREY  SCANLAN,  DET,  CHESTER  CO  DA  OFC 

164   GRANDIZIO,  DAVID  JOHN,  DET,  DA'S  OFFICE 

100   GREEN,  JOHN  0.,  COP 

123  JOHNSON,  DAVID  JEFFREY,  LT,  PD 

176  LYNN,  SHARON,  DET,  W  GOSHEN  THP  PD 

132  MARTIN,  JOHN  DENNIS,  LT,  PD 

113   MILLER,  RICHARD  E,  CHF,  HEST  CHESTER  UNIV  POLICE 

150  *  SHELLER,  ROBERT  JOSEPH,  SGT,  PD 

167   SMITH,  MICHAEL  FRANCIS,  SGT,  CHESTER  CO  DET  OFC 

187  STORTI,  ANTHONY  ALBERT,  SGT,  HEST  GOSHEN  THP  PD 
HEST  GOSHEN 

109   CARROLL,  MICHAEL  J.,  COP 
HEST  HAVELTON 

164  SHOVLIN,  HILLIAM  ALBERT,  LT,  PA  SPOL 
WEST  HAZLETON 

120  PAHLOSKI,  ROMAN  JOSEPH,  LT,  SPOL 
WEST  HOMESTEAD 

14  *  MCMAHON,  WALTER  E.,  SERGEANT,  PD 
WEST  POINT 

57  tt   CAIRNS,  BENJAMIN  F.,  JR.,  COP 

96  tt   CASSEL,  WAYNE  A,  ASST  CHF,  UPPER  GWYNEDD  TWP  PD 

177  FORD,  STEVEN  ERIC,  PTLM,  UPPER  GWYNEDD  TWP  PD 

87  tt   HERR,  HILLIAM  E,  CHP,  UPPER  GHYNEDD  TWP  PD 

124  tt   KLEES,  RICHARD  GIBSON,  DET,  UPPER  GHYNEDD  TWP  PD 
106   MURRAY,  JOHN  S,  III,  DISTRICT  JUDGE 

137  tt   STACHELEK,  WALTER  ROBERT,  SGT,  UPPER  GWYNEDD  TWP  PD 
115   STEPHENSON,  ROBERT  L.,  JR.,  CORPORAL,  UPPER  GWYNEDD  TOW 
WESTTOWN 

88  CHARLEY,  JOSEPH  A,  CHF,  THORNBURY  TWP  PD 
WEXFORD 

143  AMANN,  THANE  ROBERT,  COP 
83  tt   BAER,  RICHARD  R.,  COP 

182   DISANTI,  DAVID  RICHARD,  DET,  TOWN  OF  MCCANDLESS  PD 
196   LOVE,  JOHN  SEGEWICK,  LT,  PINE-MARSHALL-BRADFORDHOOD 
131   VAN  LEER,  MICHAEL  G,  LT,  MCCANDLESS  PD 
WHITEHALL 

144  CONJOUR,  FREDERIC  ANDRE,  COP 

193   PETERS,  DENNIS  LEE,  CHF,  WHITEHALL  THP  PD 
158   HALSH,  JAMES  GARFIELD,  JR,  CHF,  HHITEHALL  THNSHP 
WHITEMARSH 
143   ANTAL,  PAUL  ROBERT,  SGT,  WHITEMARSH  THP  POL 

133  tt   MARCH,  CARL  IRVIN,  DET,  HHITEMARSH  TWP  PD 

155   STEMPLE,  JESSE  RICHARD,  LT,  HHITEMARSH  TNSHP  PD 
HILKES-BARRE 
191   BARRETT,  HILLIAM  CHARLES,  COP 

119  KRAWETZ,  JOSEPH,  CPT,  PD 

154   MCGLYNN,  WILLIAM  ANTHONY,  DIR,  DPS 

120  MITCHELL,  ROBERT  JAMES,  CPT,  PD 
WILLIAMSBURG 

165  EVERHART,  CURTIS  C,  COP 
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HILLOH  GROVE 
160   HEIM,  HILLIAH  H,  CHF,  PENNRIDGE  REG  PD 
179    LEVY,  ALEX  HARRY,  LT,  UPPER  MORELAND  THP  PD 
143    ROBINSON,  CARL  NORMAN 
HYNDMOOR 

95   HOPKINS,  EARL  M. ,  CHF 
90  tt   MACHALETTE,  LOUIS  A., 
WYOMING 
104   ANZELMI,  FRANCIS  J,  CPT,  PA  SPOL 

JORDAN,  MICHAEL  COYNE,  MAJ,  PA  SPOL 
TALERICO,  FRANCIS  JOSEPH,  LT,  PA  SPOL 


LT,  UPPER  MORELAND  THP 

SPRINGFIELD  THP  PD 
JR.,  CHF,  SPRINGFIELD  THP 


147  tt 

163 
YEADON 

151 

179 

142 
YORK 

179 

125 

123 

133 

111  tt 

137 
91  » 
93 

199 


MOLINEAUX,  DONALD  JOSEPH,  SR,  COP 
RICHARDS,  LAHRENCE  HILLIAM,  PTLM,  PD 
SOLTIS,  KENNETH  BERNARD,  SGT,  PD 


BOLTON,  TIMOTHY  CHARLES,  SGT,  H  MANCHESTER  THP  PD 
DOELP,  CHARLES  ELLSHORTH,  DET,  HELLAM  THP  PD 
GETTYS,  DONALD  EDHARD,  DET,  SPRING  GARDEN  THP  PD 
INGLE,  HILLIAM  KENNETH,  CHF  DET,  YORK  CO  DA  OFC 
KESSLER,  HAROLD  D,  CHF,  SPRINGETTSBURY  TOHNSHIP  P 
MARCH,  ROBERT  DAVID,  II,  SGT,  HEST  MANCHESTER  THP  PD 
POTTER,  ANTHONY  N,  JR,  DIR  OF  PUBLIC  SAFETY 
SHEHELL,  SCOTT  E.,  CHF  DEP,  PD 
TRATE,  KIRK  ROBERT,  POL  COMM,  SPRING  GARDEN  PD 

YORK  HAVEN 

72  tt   ROSER,  S.  MARSHALL,  JR.,  CHF,  HEST  YORK  BOROUGH  PD 

ZELIENOPLE 

148  MILLER,  JAMES  ALONZO,  JR,  COP 

RHODE  ISLAND 
BARRINGTON 

90  tt   OLIVER,  ALFRED  T,  JR,  COP 
BLOCK  ISLAND 

179  MCCOMBE,  HILLIAM  AARON,  COP 
BRISTOL 

156    SERPA,  RUSSELL  STEPHEN,  COP 
BURRILLVILLE 

198    SAN  ANTONIO,  KEVIN  STEVEN,  LT,  PD 
CENTRAL  FALLS 

180  DESMARAIS,  JOHN  RENE,  DET  SGT,  PD 
COVENTRY 

192    ANDRUKIEHICZ,  PAUL  JOHN,  CPT,  PD 

117  tt   BROWN,  CARL,  JR,  CPT,  PD 
CRANSTON 

194   ABBOTT,  JAMES  DAVID,  SR,  MAJ,  PD 

100  *  HARRINGTON,  THOMAS  M,  COP 

185    LANGLOIS,  RENALD  LUCIEN,  CHF  INSPR,  RI  DEPT  OF  CORRECTI 

166   MCATEER,  VINCENT  MALACHI ,  COL,  PD 
85  It   MORETTI,  ANTHONY,  COP 
CUMBERLAND 

95  #  HOBSON,  HILLIAM  F.,  DET  CPT,  PD 
EAST  GREENWICH 

150   DEPASQUALE,  LEONARD  JOHN,  SGT,  PD 
EAST  PROVIDENCE 

149  tt   ALLSHORTH,  DAVID  EDHARD,  LT,  PD 
196    ENOS,  STEPHEN  JOSEPH,  LT,  PD 
153  It   SLOYER,  HILLIAM  CLAYTON,  LT,  PD 

GLOCESTER 

182   HAINSHORTH,  JAMIE  ANTHONY,  LT,  PD 
HOPKINGTON 

66   WEEDEN,  GEORGE  H,  COP 
JOHNSTON 
121    PETROCCHI,  RONALD  DAVID,  SR,  CPT,  PD 
81  #  TOCCO,  HILLIAM  P.,  JR.,  COP 
94  tt   ZAMBARANO,  LOUIS  T.,  DEP  CHF,  PD 
LINCOLN 

89  tt   JOHANSON,  RICHARD  H,  COP 
HIDDLETOHN 

WILLIAM  JOSEPH,  III,  COP 
DONALD  L,  COP 


124   BURNS, 
76  tt   HOMEN, 
NARRAGANSETT 
134  tt   BLACK, 


JOHN  JOSEPH,  LT,  PD 
BROWNING,  GLENN  ALEXANDER,  LT, 
MARTIN,  JAMES  J,  COP 
MONGEAU,  THOMAS  HENRY,  LT,  PD 
ODONNELL,  JOHN  HINTHROP,  JR,  COP 


151  .  PD 

106 
193 
120 
NEWPORT 
103  tt   BEEBE,  JOHN  C,  III,  COP 

BRENNAN,  MICHAEL  JOSEPH,  LT,  PD 

COSTELLO,  WILLIAM,  CPT,  PD 

DUNBAR,  RONALD  HILLIAM,  CPT,  PD 

FARIS,  GEORGE  JOHN,  DEP  CHF,  NAVAL  EDCTNL  &  TNG  CN 

HUGHES,  THOMAS  EDWARD,  CPT,  PD 

KELLY,  DAVID  RAYMOND,  COP 

MANNING,  JAMES  J.,  JR.,  LIEUTENANT,  PD 

NEWTON,  FREDERICK  W,  JR,  COP,  NETC  POLICE,  US  NAVAL  BAS 

SUBIN,  JOSEPH  DONALD,  CPT,  PD 

SULLIVAN,  PAUL  JAMES,  CAPTAIN,  PD 

VON  VILLAS,  GEORGE  ANTHONY,  INSPECTOR  OF  POLICE,  PD 

WEAVER,  STEVEN  DENNIS,  COP 
NORTH  KINGSTON 

87  tt   LEYDEN,  JOHN  J,  COP 
NORTH  KINGSTOHN 
161    BUSSLER,  LAWRENCE  EDWARD,  LT,  PD 
173   FAGE,  STEVEN  BRUCE,  LT,  PD 
148   HEISE,  FREDERICK  JOHN,  JR,  DET  LT,  PD 
137   HYNNE,  JAMES  LESTER,  COP 
NORTH  PROVIDENCE 
184   ABBATEMATTEO,  HILLIAM  CARL,  CPT,  PD 


177 

91 

141 

130 

133 

172 

49 

108 

155 

71 

51 

123 


142   DICENZO,  JOSEPH  F,  CPT,  PD 
197   MARINO,  PAUL  ANTHONY,  CPT,  PD 

115  SERBST,  HENRY  F,  CHF  OF  DET,  RI  DIV  OF  FIRE  SAF 
NORTH  SCITUATE 

133  tt   ANDREWS,  BRIAN  ROBERT,  CPT,  RI  SPOL 
163   ARMOUR  COYNE,  CYNTHIA  ANN,  TPR,  RI  SPOL 

90  It   BENJAMIN,  LIONEL  J.,  MAJ,  RI  SPOL 
120   BOWIE,  BRUCE  ALEXANDER,  DET/TPR,  RI  SPOL 
101   DRISCOLL,  DAVID  M,  CPT,  RI  SPOL 

116  tt   FLYNN,  DONALD  P,  CPT,  RI  SPOL 

131   KENNEDY,  DONALD  FRANKLIN,  J,  DET/TPR,  RI  SPOL 
197   LACROSS,  JOHN  MICHAEL,  CPT,  RI  SPOL 

86  tt   MCGARRY,  FRANCIS  P.,  LT,  RI  SPOL 
158   MCGARRY,  HILLIAM  AUGUSTUS,  DET  SGT,  RI  SPOL 

93  tt   MOY,  JOHN  E,  SGT,  RI  SPOL 
176   MULLEN,  JAMES  PATRICK,  LT,  RI  SPOL 
167   MUZERALL,  FRANCIS  ROBERT,  JR,  CPT,  RI  SPOL 

53  tt   NADEAU,  CLARENCE  L.,  SUPV  TELETYPE  BU,  RI  SPOL 
126   NEWTON,  DAVID  ARTHUR,  CPL,  RI  SPOL 

88  tt   PARE,  EDWARD  D,  CPT,  RI  SPOL 
195   PARE,  STEVEN  MICHAEL,  MAJ,  RI  SPOL 

14  *  PENDLETON,  LEWIS  E.,  TROOPER,  RI  SPOL 

58  tt   PETERSON,  ALBERT  E.  ,  LT,  RI  SPOL 
170   REYNOLDS,  STEVEN  EDWARD,  DET  SGT,  RI  SPOL 
146  tt   ROWLEY,  JAMES  HENRY,  MAJ,  RI  SPOL 

80  tt   SHAH,  EDWARD  T.,  CPT,  RI  SPOL 

55  tt   STONE,  WALTER  E.,  (COL)  SUPT,  RI  SPOL 
105  tt   SULLIVAN,  RICHARD  P,  LT,  RHODE  ISLAND  STATE  POL 
123  #  URSO,  MICHAEL  JOSEPH,  JR,  CPT,  RI  SPOL 
NORTH  SMITHFIELD 

190  SMITH,  DENIS  LEE,  CPT,  PD 
PAWTUCKET 

92  It   COLLINS,  HERBERT  J,  LT,  PD 
104  tt   DOLAN,  CHARLES  F,  SGT,  PD 

186  MARTINS,  ARTHUR  JOHN,  LT,  PD 
PORTSMOUTH 

97  It   BAILEY,  MADISON  A,  JR,  COP 
PROVIDENCE 

192   AMICO,  DENIS,  SUPVY  INSPR,  USMS 

134  tt   AUBIN,  GERALD  SCOTT,  MAJ,  PD 

152  It   BALKUN,  ANTHONY  STANLEY,  SGT,  PD 
145   BENNETT,  ROBERT  ALLEN,  SGT,  PD 
99  tt   BRANDENBURG,  THOMAS  E,  LT,  PD 

164  BRUCKSHAH,  HALTER,  JR,  SGT,  PD 
92  #  CLARK,  WALTER  J,  COP 

95  It   COLLINS,  EDWARD  J.,  MAJ,  PD 
104  tt   COMERFORD,  RICHARD  M,  LT,  PD 

131  tt   COOKE,  JOHNNY,  SGT,  PD 
69  #  FRANKLIN,  HOWARD  A.,  COP 

107  tt   GANNON,  BERNARD  E,  (COL)  COP 

169   GERSTMEYER,  DENNIS  GERARD,  CPT,  PD 

197   HAMES,  MARTIN  FRANCIS,  CPT,  PD  

125  tt   LARSON,  JEAN  ROLF,  CONSV  OFCR,  DEPT  OF  ENVIRONMEN 

128  tt   LAURIE,  ROBERT  DAVID,  LT,  PD 
109  tt   MANCUSO,  ANTHONY  J,  COP 

24  tt   MCCARTHY,  KEVIN  P.,  LIEUTENANT,  PD 

129  MCCARTNEY,  STEPHEN  MICHAEL,  MAJ,  PD 
36  tt   ODOHD,  GEORGE  E.,  COMMANDER,  PD 

191  PANZARELLA,  MICHAEL  GERARD,  DET,  PD 

159  PEDCHENKO,  WILLIAM  JOHN,  JR,  SGT,  PD 
94  It   RICCI,  ERNEST  E,  COP 

139   SCHATZ,  KURT  ALLEN,  CONSERVATION  OFCR,  DEPT  OF  ENV 

160  *  SYLVIA,  ROBERT  JOSEPH,  CHF  OF  INVSTGN,  AG'S  OFC 
73  tt   TRAMBUKIS,  LEO  P,  COMMISSIONER  OF  PUBLIC  SAFETY 

SCITUATE 

99  tt   ELLINGWOOD,  GEORGE  A,  LT,  PD 
111  It   GAFFNEY,  WOODROW  T.  ,  LIEUTENANT,  PD 

187  MACK,  WILLIAM  FRANCIS,  COP,  PD 
SMITHFIELD 

107  tt   DEVINE,  JOHN  R,  COP 

189   SHEPARD,  HILLIAM  A,  LT,  PD 

98  It   WHEELER,  RICHARD  M,  CHF,  BRYANT  COLLEGE  DPS 
SOUTH  KINGSTOWN 

132  GEORGE,  KENNETH  BRIGHAM,  LT,  PD 
TIVERTON 

181   ARRUDA,  GEORGE,  LT,  PD 
WAKEFIELD 

42  tt   CONGDON,  JOSEPH  B.,  COP 
102  tt   ROBERTSON,  WILLIAM  J,  SGT,  S  KINGSTOWN  PD 
WARREN 

97  It   CORREIA,  SAMUEL  R,  COP 
WARWICK 
194   BENTSEN,  ROBERT  MICHAEL,  DET  SGT,  PD 
54  tt   BROWN,  ERNEST  T.,  CMDR,  PD 

165  tt   DUQUETTE,  JOSEPH  ANTHONY,  MAJ,  PD 
175   ELLINHOOD,  ELIZABETH  ANNE,  LT,  PD 

157  #  MCDONALD,  HILLIAM  JOSEPH,  DET  SGT,  PD 
127   MITCHELL,  STANLEY  WILLIAM,  CPT,  PD 
136  H   ROBITAILLE,  DAVID  JOSEPH,  DET  SGT,  PD 
144   SAVOIE,  RAYMOND  ALBERT,  LT,  PD 
113   WIGGINS,  BILLY  C,  SGT,  PD 
WEST  WARWICK 
154   CROWLEY,  JOSEPH  FREDRICK,  J,  COP 
143  tt   llll,    EDMUND  JOSEPH,  COP 

188  OCHS,  CATHERINE  TERESA,  LT,  PD 
WESTERLY 

135   GWALTNEY,  LAWRENCE  JAVIS,  SGT,  PD 
199   SMITH,  JAMES  DAVID,  CPT,  PD 
WOONSOCKET 
115   GOSSELIN,  DONALD  R.,  DET  SGT,  PD 
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93   GOULD,  GEORGE  H. ,  LIEUTENANT,  PD 
84   PARD,  ROBERT  E.,  COMMANDER,  PD 

SOUTH  CAROLINA 
AIKEN 
191   FROMMER,  PETER  NORMAN,  CPT,  DPS 
46  *  HANNA,  ELZAPHAN  M. ,  CHIEF  OF  POLICE 
138   HARDT,  ROBERT  EHALD,  LT,  DPS 
96   HEATH,  CARROL  G,  SHF  OF  AIKEN  CO 
176   ROWLAND,  JODY  PERRY,  MAJ,  AIKEN  CO  SD 

173  SHELLEY,  RONDOL  LANE,  CPT,  DPS 

23  tt   SPRAHLS,  J.  M. ,  ASST  SEC  DIR,  US  ATOMIC  ENERGY 
113  tt   VOIGT,  ROBERT  P,  LT,  PD, 
ANDERSON 
104  U   BANNISTER,  NORMAN  D,  CHF,  HARRIS  PSYCHIATRIC  HOSPIT 
103  tt   BURRISS,  JAMES  E,  COP 
129   GETSINGER,  JOHNNY  HILLIAM,  CPT,  PD 
120  It   MARETT,  HORACE  CLAYTON,  CPT,  PD 
145  tt   RICKER,  JOHN  MICHAEL,  DET  SGT,  PD 

174  SMITH,  GREGORY  KEITH,  CPT,  PD 

181  TAYLOR,  GORDON  EUGENE,  SHF  OF  ANDERSON  CO, 
178   HOOTEN,  VICK  GLENN,  CPT,  ANDERSON  CO  SD 

BATESBURG 

147   OSHALD,  HILLIAM  WALLACE,  COP 
BEAUFORT 

199   BOSCIA,  JOHN,  JR,  GUNNERY  SGT,  USMC 

188   BROHN,  DAVID  ALLEN,  MAJ,  BEAUFORT  CO  SO 

182  CHAPMAN,  FREDDIE  ADALBERT,  SGT,  BEAUFORT  CO  SD 
151   DOWLING,  JEFFERSON  PARDUE,  CPT,  PD 

118  IRBY,  JAMES  DANIEL,  SR,  SP  DEP,  US  MARSHAL 

125  tt  MERRIFIELD,  LARRY  GEORGE,  MAJ,  USMC 

168  NEILL,  HILLIAM  RHOADS,  COP 
135  OQUINN,  JOHN  PAUL,  MAJ,  PD 

155  PARKS,  TED  ALLEN,  CPT,  USMC 

166   ROBINSON,  RICHARD  LAMONT,  GUNNERY  SGT,  USMC 

107  *  SPAULDING,  HILLIAM  R,  LT,  BEAUFORT  CO  SD 
36  *  TRAMMELL,  M.  H. ,  CHIEF  OF  POLICE,  PD 

BENNETTSVILLE 

21  *  DAVIS,  FLOYD  E.,  COUNSELOR,  SC  CRIM  JUST  ACDMY 
BISHOPVILLE 
191   HUGGINS,  RUTHAN  DHAYNE,  MAJ,  LEE  CO  SD 

91  tt   TRUESDALE,  L.  LISTON,  SHF  OF  LEE  COUNTY 
CAMDEN 

108  ARLEDGE,  JOHN  T,  COP 

44  tt   CLYBURN,  LOUIS  S.,  PTLM,  PD 
69  *  DRAKEFORD,  RAYMOND  B.,  LT,  PD 
131   FLOYD,  JOSEPH  MICHAEL,  SR,  COP 

175  *  LYLES-GRAY,  HENRIETTA,  LT,  PD 

187  MCCASKILL,  STEPHEN  DEHEY,  SHF  OF  KERSHAH  CO, 
117   REYNOLDS,  JAMES  E.,  CAPTAIN,  PD 

CAYCE 
101  tt   DANTZLER,  ARTHUR  G. ,  DIR,  DPS 

169  JAMES,  TIMOTHY  MARK,  DIR,  DPS 
CHARLESTON 

143  CANNON,  JAMES  ALTON,  JR,  SHF  OF  CHARLES  CO 

156  CHIN,  EDHIN  JOSEPH,  SGT,  CHARLESTON  CITY  PD 

139  CONNOLLY,  MICHAEL  PATRICK,  LT,  PD 
133   GREENBERG,  REUBEN  MORRIS,  COP 

182   HAHKINS,  CHARLES  JOSEPH,  SGT,  PD 
198   HILL,  HAROLD  SEABROOK,  LT,  PD 

140  HOOD,  RICHARD  HAYNE,  MASTER  CHF,  USN 

40  *  KELLY,  HILLIAM  FRASER,  SHF  OF  CHARLESTON  CO 

55  *  LOUTHIAN,  LANDON  MCD. ,  JR.,  CPL,  CHARLESTON  CO  PD 
63  #  MCCLELLAN,  R.  P.,  SEC  OFCR,  SC  STATE  PORTS  AUTH 

169   MCHALE,  KEVIN  TIMOTHY,  LT,  CHARLESTON  CO  SD 

130   NEH,  HILLIAM  F,  JR,  CHF,  CHARLESTON  CO  AVIATION  AU 

84  tt   OLIVER,  TRACY  E,  MAJ,  PD 

62  *  PADGETT,  RICHARD  E.,  DEP  US  MARSHAL, USMS 
165  tt   ROBERTS,  ROBERT  HUGH,  CPT,  PD 
133   SCHLEIN,  HENRY  RICHARD,  DET  SGT,  PD 
189   SEARSON,  FRANCIS  MARION,  LT,  PD 
100  *  SHOKES,  E.  RAY,  LIEUTENANT,  POLICE  DEPARTMENT 
120  tt   SIGHALD,  CHARLES  EDHARD,  SGT,  PD 

188  SIMPSON,  JOHN  J,  JR,  LT,  CHARLESTON  CO  SD 
57  *  SMITH,  VICTOR  EUGENE,  SERGEANT,  PD 

77  H  STACKHOUSE,  GEORGE  B.,  Ill,  PROVOST  MARSHAL,  THE  CITADE 

126  TAYLOR,  JEROME,  LT,  PD 

96  It  TINDAL,  HILLIAM  J,  MAJ,  PD 

40  HELCH,  SILAS  B,  LT,  SC  LAH  ENF  DIV 

56  *  WHETSELL,  RUFUS  M. ,  CAPTAIN,  PD 

169  WILEY,  CHARLES  BARRETT,  MAJ,  PD 

179   HILLIAMS,  ABRAHAM  ARROYO,  LT,  SC  HPTL 

113   YOUNGBLOOD,  GLENN  S,  MAJ,  PD 
CHARLESTON  HEIGHTS 

115   BAXTER,  MAXCY  G. ,  LT,  CHARLESTON  CO  PD 
CHERAH 

163  GRAVES,  JAMES  ARCHIE,  JR,  COP 
CLEMSON 

170  MCCRARY,  MABRY  HYATT,  CPT,  CLEMSON  UNIV  PD 
CLINTON 

164  BARKER,  ARTHUR  CARROLL,  COP 
COLUMBIA 

41  *  ASHMORE,  V.  L.,  LT,  SC  LAH  ENF  DIV 

144  BARTON,  DURHOOD  JOSEPH,  CPT,  RICHLAND  CO  SD 
43  It   BECKMAN,  DAN  F,  CPT,  SC  LAH  ENF  DIV 

163   BRADOOCK,  JAMES  EARL,  SR,  CPT,  SC  SHP 

53  *  BROHN,  C.  KENNETH,  LT,  SC  LAH  ENF  DIV 
167   BROHN,  HILLIAM  HAROLD,  MAJ,  RICHLAND  CO  SD 
152   BURKE,  CARL  EASTON,  CPT,  PD 
158   BUTLER,  ROYSER  THOMAS,  SGT,  SC  HILDLIFE  &  MARINE  RESO 


170   CALDHELL,  NORMAN  LEVON,  LT,  PD 

60  tt   CANNON,  CLARENCE  E,  CPT,  PD 
132  tt   CARNAGGIO,  CHARLES  JOSEPH,  LT,  PD 
109   CASTLES,  JOE  B.,  JR.,  LT,  RICHLAND  CO  SD 

59  tt   CATE,  MILLARD  N.  ,  LT,  SC  LAH  ENF  DIV 

54  tt   CAUTHEN,  HILLIAM  R,  CPT,  PD 

120  tt   COLLINS,  CLYDE  FRANKLIN,  CPT,  SC  HPTL 

122   CORLEY,  RICHARD  KENDRICK,  LT,  SC  LAH  ENF  DIV 

121  DAHSON,  MARVIN  HENRY,  JR,  LT,  SC  LAH  ENF  DIV 
108   DEFREESE,  FRANK  D. ,  CPT,  SC  LAH  ENF 

88  *  DENNIS,  JOHN  E.,  CPT,  PD 
119   DORTON,  JOSEPH  WILLIS,  CHF  INVSTGR,  SC  ABC  COMM 

7  *  ELEAZER,  ROBERT  H. ,  CHF  OF  DET,  PD 
141    ELLIS,  ERNEST  LEAGUE,  ASSOC  SYSTEM  V-P,  LAH  ENF,  UNI 
129   FAULK,  GEORGE  CARROLL,  CPT,  SC  LAH  ENF  DIV 
85   GARNER,  GORDON  A,  FIREARMS  INSTRUCTOR,  SC  CRIM  J 
93   GIBSON,  WILLIAM  C,  DIR  OF  TNG,  SC  CRIM  JUSTICE  AC 
129   GLOVER,  LYDIA  ELISE,  CPT,  SC  LAW  ENF  DIV 
136   GRAHAM,  HILLIAM  FLOYD,  AGENT,  SC  ARSON  CNTRL  TEAM 

16  #  GRIFFITH,  SHEPPARD  A.,  SHF  OF  RICHLAND  CO 
177   HARRELL,  HUBERT  FRANKLIN,  CHF  DEP,  RICHLAND  CO  SD 
116  tt   HENDERSON,  THOMAS  H,  JR,  CPT,  SC  LAH  ENF  DIV, 
153   HICKS,  LENDOL  CRESPIN,  JR,  DIR  OF  TNG,  SC  CRIM  JUSTCE  A 
HUGULEY,  MARK  WHITE,  MAJ,  SC  LAW  ENF  DIV 
JOHNSON,  WALTER  JENNINGS,  J,  DIR  OF  LE,  SC  ETV 
KEEL,  MARK  ANTHONY,  CPT,  SC  LAW  ENF  DIV 
KEMP,  MITCHELL  GLENN,  PTLM,  PD 

KNOTTS,  JOHN  M. ,  JR.,  CHF  INVSTGR,  5TH  JUDICIAL  CIRC 
LANCASTER,  FRED  KENNETH,  LT,  SC  HPTL 
LOTT,  LEON  LAWSON,  JR,  SHF  OF  RICHLAND  CO 
MARTIN,  RICHARD  OWEN,  MAJ,  RICHLAND  CO  SD 
MCCARTY,  ROY  VAN,  MAJ,  SC  DEPT  OF  NATURAL  RESOUR 
MCCLARY,  JAMES  BARTLETT,  CPT,  SC  LAW  ENF  DIV 
MCGRAW,  WILBERT  S,  LT,  PD 
MIXSON,  LARRY  WAYNE,  SR,  MAJ,  SC  HPTL 
MOONEY,  KEVIN  JOHN,  LT,  PD 
MOORE,  ROBERT  S.,  LT,  SC  SHPTL 
PARNELL,  IRA  BYRD,  JR,  LT,  SC  LAW  ENF  DIV 
POWELL,  WALTER  G,  CPT,  SC  LAH  ENF  DIV, 
PRICE,  ALEXIS  BUNYAN,  CHF  DEP,  RICHLAND  COUNTY  SO 
PRIEST,  BILLY  RAY,  DEP  MARSHAL,  USMS 
REID,  HILLIAM  SHERMAN,  LT,  SC  HPTL 
RIDDLE,  GROVER  FRED,  DEP  CHF,  RICHLAND  CO  SD 
ROARK,  RUSSELL  F,  III,  LT,  SC  HPTL 
SCOTT,  JOHN  H.,  ASST.  IDENTIFICATION  OFFICER, 
SEALY,  MARION  EUGENE,  JR,  CHF,  FOREST  ACRES  PD 
SINCLAIR,  HENRY  HALLACE,  LT,  SC  LAH  ENF  DIV 
SLOAN,  ALLEN  FREDERICK,  SHF  OF  RICHLAND  CO 
SMITH,  STEVEN  ARNOLD,  SR,  CPT,  SC  LAH  ENF  DIV 
SPRINGS,  JAMES  ARNOLD,  JR,  LT,  SC  LAH  ENF  DIV 
STACKHOUSE,  CARLOTTA  CUNNINGHAM,  CPT,  SC  LAH  ENF  DIV 
STANLEY,  GEORGE  HILLIAM,  SA,  SC  LAW  ENF  DIV 
STEWART,  ROBERT  M,  SR,  CHIEF,  SC  LAW  ENF  DIV 
STOKES,  CARL  B,  SYSTEM  VP,  UNIV  OF  SC 
SWEATT,  CHARLES  K,  LT,  PD 

TALBERT,  C.  LANEY,  JR.,,  LT,  SC  LAW  ENF  DIV 
TATE,  JOHN  RANDOLPH,  CPT,  PD 

THOMAS,  BENJAMIN  FRANKLIN,  III,  CPT,  SC  LAW  ENF  DIV 
THOMAS,  JOHN  CASS,  TRNG  COORDINATOR,  SC  DPS 
VAUGHT,  JOSEPH  WENDELL,  AGENT,  SC  LAW  ENF  DIV 
WATSON,  JAMES  D. ,  JR.,  LT,  SC  LAW  ENF  DIV 
WHITWORTH,  WILLIAM  C,  MARSHAL,  USMS 
WILSON,  DAVID  YORK,  MAJ,  RICHLAND  CO  SD 
WILSON,  JAMES  KERMIT,  MAJ,  SC  LAW  ENF  DIV 
WRENN,  SIDNEY  R,  LT,  SC  LAW  ENF  DIV 
WRIGHT,  STEVE  BYRON,  INVSTGR,  USC  DIV  OF  LAW  ENF  & 
YOUNG,  CARL  EUGENE,  LT,  PD 


166 
127 
198 
136 
111 
159 
152 
170 
194 
192 
192 
128  tt 
182 
5 
127 
81  tt 

57  tt 
86  tt 

154 
175 
184 

34  * 
167 
142 
131  tt 
155 
180  tt 
185 
148 

97 

68  tt 
100  tt 

75  tt 
126 
174 
197 
124 

36  * 

92  It 
194 

58  H 
90  * 

192 

161 

CONWAY 

59  # 
132 
124  It 
165 

93 
166  tt 
132 
190 
115  * 
180 


BARKER,  HUBERT  T.,  COP 
BOYD,  DONALD  REE,  SR,  CPT,  PD 
HARRIS,  JAMES  GORDON,  CHF,  HORRY  CO  PD 
KNOWLES,  WILLIAM  SAMUEL,  LT,  HORRY  CO  PD 
LUKE,  ROY  F.,  SPC  INVSTGR,  15TH  JUDICIAL  DIS 
MICHELL,  GARY  CALVERT,  COP 
MORGAN,  JOHNNY  EVERETT,  MAJ,  HORRY  CO  PD 
SCHILLING,  LARRY  ALAN,  LT,  PD 
SHEELY,  FRANK  H,  JR,  COP 

WEST,  GEORGE  KIMBROUGH,  JR,  LT,  HORRY  CO  PD 
DARLINGTON 

90   CONNOR,  WILLIE  M,  CHF  DEP,  DARLINGTON  CO  SD 
45  tt   MILLER,  HARRY  L,  IDENT  OFCR,  DARLINGTON  CO  SO 
13  *  PETERSON,  JOHN  H. ,  JR.,  PATROLMAN,  PD 
EASLEY 

116   THOMAS,  LARRY  G. 
FLORENCE 

48  #  ADAMS,  MELVIN  D. 
112  tt   BARNES,  WILLIAM 

8  tt   BURCH,  MCLAURIN,  SGT,  PD 
70  tt   HODGE,  DAVID  D,  CPT,  PD 
135  It   HOLLOMAN,  HOWARD  GLENN,  CPT,  SC  HPTL 
133   JEFFORDS,  RICHARD  WAYNE,  LT,  FLORENCE  CO  SD 
65  It   LESSMEISTER,  EUGENE  J,  CPT,  PD 
133   MUMFORD,  WAYHON,  COP 

146  PORTER,  RALPH  RAYMOND,  JR,  COP 
60  It   POSTON,  ROGER  E,  COP 

172   PROPPS,  RILEY  RANDOLPH,  LT,  FLORENCE  CO  SD 
181   ROSS,  ROBERT  LEE,  JR,  MAJ,  PD 
68  It   STONE,  ANDREW  IRBY,  DEP  SHF,  FLORENCE  CO  SO 
FOLLY  BEACH 

147  TITTLE,  GEORGE  EDWARD,  JR,  DIR,  DPS 


COP 

COP 
. ,  SHF  OF  FLORENCE  CO 
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FORT  JACKSON 

1*2    BOATHRIGHT,  JOHN  KINLEY,  CHO  III,  USA 
FOUNTAIN  INN 

176    MORTON,  ANTHONY  KEITH,  COP 
GAFFNEY 

196    ODONALD,  JOHN  FRED,  COP 

150   HRIGHT,  PHILLIP  ERIC,  DET,  CHEROKEE  CO  SD 
GEORGETOHN 

149    ELDERS,  JAMES  FELTON,  JR,  COP 

186    FURR,  DANNY  LAMAR,  COP 

179   HADOIX,  ROGER  COLIN,  COP 

112  »  MCDONALD,  MICHAEL  H,  ASST  CHF,  PD 
56  *  RICHBURG,  EARL  ANSEL,  JR.,  LIEUTENANT,  PD 

98  tt   SHELLY,  FREDDIE  G.  ,  CHIEF  OF  POLICE 
GOOSE  CREEK 

153   BECKER,  HARVEY  MATTHEH,  COP 

99  OHINGS,  JOHN  D. ,  ASST  SEC  OFCR,  NAVAL  HEAPONS  S 
132  #  RUONALA,  RICHARD  PHILLIP,  COP 

GREENVILLE 
183   ATKINS,  HAROLD  LLOYD,  JR,  CPT,  PD 
130   BARNETT,  CHARLES  EARL,  CPT,  GREENVILLE  CO  SD 
175   BLACKBURN,  EDHARD  FORBES,  LT,  PD 

61  tt   BRAKE,  BENNIb  EUGENE,  SUPVY  DEP  US  MARSHAL,  EASTERN 
110   BRIDGES,  DAVID  M,  COP 

99   BUTLER,  HILLIAM  C,  LT,  GREENVILLE  CO  SD 
157   CANDLER,  PAUL  EDGAR,  JR,  CPT,  GREENVILLE  CO  SO 
118   CHRISTOPHER,  JAMES  QUENTIN,  AGENT,  SC  LAH  ENF  DIV 

92   DAVIS,  RICHARD  E.,  CPT,  PD 

95   DEES,  HILLIAM  C,  CPT,  PD 
140   ENTER,  THOMAS  DAVID,  CPT,  GREENVILLE  CO  SD 
130   GARRETT,  CHARLES  RALPH,  CPT,  GREENVILLE  CO  SD 
128   HARPER,  HILLIE  JAMES,  DET  SGT,  PD 
183   HASHE,  MILLIE  JEAN,  LT,  GREENVILLE  CO  SO 

53  tt   JENNINGS,  HAROLD  CHARLES,  COP 


138 

13 

171 

198 

82 

160 

64 

89 

195 

27 

125 

106 

171 


GREENHOOD 


JOHNSON,  HILLIE  LEE,  CPT,  PD 

KEMP,  E.  J.,  DEP,  USMS 

LOFTIS,  STEPHEN  DALE,  CPT,  GREENVILLE  CO  SO 

MCLAUGHLIN,  GARY  STEVEN,  LT,  PD 

MERCK,  J.  AUSTIN,  CAPTAIN,  PD 

NOLAN,  JERRY  KING,  DET  LT,  PD 

NORRIS,  ERNEST  N. ,  COP 

PARIS,  HARVEY  FURMAN,  CHF  OF  SEC,  SHRINERS  HOSPITAL 

REAMES,  RONALD  HENRY,  CPT,  GREENVILLE  CO  SO 

TURNER,  AVERY  ANSEL,  DETECTIVE,  PD 

VINSKUS,  JOHN  CASMERE,  CPT,  GREENVILLE  CO  SD 

HATSON,  EARL  H.  ,  CPT,  PD 

HEST,  THOMAS  HUNTER,  LT,  PD 


177 
184 
142 

74 
187 
134 

80 
GREER 

84 
172 
189 


BROOKS,  GERALD  LOUDON,  COP, 

BUTLER,  MICHAEL  ANGELO,  ASST  CHF,  PD 

tt   COURSEY,  JAMES  THOMAS,  COP 

#  DANIEL,  L.  GILES,  SHF  OF  GREENWOOD  CO 
DAVIS,  CARLTON  TONY,  MAJ,  GREENHOOD  CO  SD 
RILEY,  SAMUEL  PAUL,  SHF  OF  GREENHOOD  CO 
SAYLORS,  KENNETH  H,  DEP,  GREENHOOD  CO  SD 


BELCHER,  DAVID  L.,  COP 
CRISP,  HAROLD  DEAN,  JR,  COP 
SMITH,  GARY  FRANKLIN,  CPT,  PD 
HARTSVILLE 
144  tt   RITCH,  RICHARD  FREDRICK,  JR,  DIR,  DPS 
53  tt   HATSON,  FRED  E.,  ASSISTANT  CITY  MANAGER 
HOLLY  HILL 

69  tt   HILL,  I.  FOX,  JR.,  DIR  OF  SEC,  SC  SCHOOL  SYSTM 
HONEA  PATH 
197   HANKS,  HILLIAM  STEVEN,  COP 


IRMO 

155 

ISLE 

45 


CHIEF  OF  POLICE,  PD 


BYRD,  DAVID  HESLEY,  COP 
OF  PALMS 

tt   HHITE,  JAMES  BLAIR,  CHIEF  OF  POLICE 
KINGSTREE 

29  tt    FORBES,  CHARLES  E.,  SR. 
79  tt   SHORTER,  C  B,  JR,  COP 
LANCASTER 

148   SOHELL,  RONALD  EUGENE,  LT,  PD 
LAURENS 

29   KEEBLE,  LEROY,  MUNICIPAL  JUDGE,  CITY  OF  LAURE 
193   MOORE,  JAMES  HELLAMS,  SHF  OF  LAURENS  CO 
168   MORSE,  ROBIN  ERIC,  COP 
LEXINGTON 

71  *  BARNES,  CLARENCE  ALBERT,  INVSTGR,  LEXINGTON  CO  SO 
BOHDEN,  JACKSON  JARVIS,  JR,  MAJ,  LEXINGTON  CO  SD 
DAY,  ST ACE  BANKS,  LT,  PD 

FREEMAN,  JAMES  EDMON,  MAJ,  LEXINGTON  CO  SD 
MCCARTY,  ALFRED  L.,  CHF  DEP,  LEXINGTON  CO  SD 
MCNAIR,  CARLISLE  JAMES,  DET,  LEXINGTON  CO  SD 
METTS,  JAMES  R.,  SH  OF  LEXINGTON  CO 
NOCHER,  MICHAEL,  LT,  PD 

REYNOLDS,  LESTER  JORDAN,  COL,  LEXINGTON  CO  SD 
ROTH,  HILLIAM  MICHAEL,  COP 
SEBOE,  MELVIN  ARTHUR,  MAJ,  LEXINGTON  CO  SD 


143 

186 

134 

116 

184 

105 

199 

165 

173 

121 
MARION 
92 
75 
MAULDIN 

144   JOHNSON, 
MONCKS  CORNER 

196   PLITSCH,  JOHN  ANDREH,  DET  LT, 

149    SUMMER,  THOMAS  HARRISON,  CPT, 
HT  PLEASANT 


BALDHIN, 
SKIPPER, 


JOSEPH, 
CHARLES 


JR. 
M.  , 


,  LT,  PD 
CHIEF  OF  POLICE 


THOMAS  ALBERT,  COP, 


49 
85 
191 
160 
173 
119 


166   MEADOHS,  STEPHEN  DEHEY,  SGT,  PD 
185   RICCIO,  FRANK  LEWIS,  CPT,  PD 
179   SEHELL,  HARRY,  JR,  SGT,  PD 
MULL  INS 

105  tt   DEW,  JAMES  CARROLL,  COP 
MYRTLE  BEACH 

BELLAMY,  HOYT  C,  AGENT,  SC  LAW  ENF  DIV 
BIRD,  J.  STANLEY,  COP 
FRONTZ,  WILLIAM  EDWARD,  LT,  PD 
GALL,  WARREN  STEVEN,  COP 
HENDRICK,  SAMUEL  MC,  CHIEF 
PLAYER,  MICHAEL  WAYNE,  COP 
66  tt   RIDDLE,  ROBERT  BLAKE,  ASST  COP 
MYRTLE  BEACH  AFB 

110  tt   JACCUZZO,  KENNETH  P,  MAJ,  USAF 
NEHBERRY 

185  COUNTS,  CHARLES  EDHARD,  CPT,  PD 
87  tt   SHEALY,  ANDREH,  COP 

137   SWINDLER,  LEWIS  JASPER,  JR,  COP 
NORTH  AUGUSTA 

186  LUCKEY,  WILLIAM  CLIFFORD,  CPT,  DPS 

131  tt   NEWMAN,  WALTER  EARL,  DIRECTOR  OF  PUBLIC  SAFETY 
197   WILLIAMS,  CHARLES  HERBERT,  JR,  CPT,  DPS 
NORTH  CHARLESTON 
162   HARE,  KATHERINE  LYNN,  CPT,  CHARLESTON  CO  PD 

OLIVER,  LAWRENCE  BURTON,  CPT,  CHARLESTON  CO  SD 
PIERCE,  ROGER  FRANK,  LT,  PD 
SA8EN,  DAVID  GILBERT,  DET  SGT,  PD 
TOWNES,  RICHARD  EARLE,  COP 
93  tt   WHATLEY,  MICHAEL  S,  AGENT,  SC  LAW  ENF  DIV 
124  tt   WHITEHEAD,  LETTY  LEE,  LT,  PD 
NORTH  MYRTLE  BEACH 

64  tt   BELLAMY,  MERLIN  L,  DIR  OF  PUB  SFTY 
CAUSEY,  JOHNNY  L.,  DIR,  DPS 
FLOYD,  WALTER  EARL,  JR,  CHF  DET,  PD 
SENDLER,  CHARLES  C,  COP 
THOMPSON,  RONALD  RUSSELL,  SGT,  DPS 
ORANGEBURG 

95   BOLEN,  DAVID  N,  LT,  PD 

BOONE,  MARVIN  VANCE,  DET,  ORANGEBURG  CO  SD 
BOONE,  VANCE  L,  LT,  SC  LAW  ENF  DIV 
CARTER,  HAROLD  S,  CPT,  PD 
82  tt   COOK,  JOHN  H,  COP 
124   DAVIS,  CHARLES  DAVID,  I,  SGT,  SC  HPTL 

HEATON,  ROGER  SCOTT,  CPT,  ORANGEBURG  CO  SO 


168 
139 
156 
134 


83 

150 
102 
180 


142 
97 

88 


193 
118 
126 


PD 


114 
194 
146 


134 
186 
109 
101 


91 
164 
166 

36 

182 

9 


SGT,  USMC 

NAVAL  CRIM  INVSTGN  SERV 


KEITH,  ROBERT  LEE,  LT, 

MARTIN,  WILLIAM  ALLAN,  CPT,  ORANGEBURG  CO  SD 
PARRIS  ISLAND 
149   DIBIASE,  HARRY  DANIEL, 

FRESHLEY,  JAMES  S,  SA, 

HORINE,  PATRICK  EDWARD,  GUNNERY  SGT,  USMC 

TOLLISON,  DANIEL  NALLEY,  MAJ,  USMC 
PENDLETON 

138   CRENSHAW,  DAVID  LEE,  SUMMARY  JUDGE 
PICKENS 
141   CULBREATH,  RICHARD  ALLEN,  JR,  INVSTGR,  PICKENS  CO  SD 

MORGAN,  TIMOTHY  EUGENE,  ADMIN  ASST,  PICKENS  CO  SD 

SARGENT,  PHIL  SCOTT,  CPT,  PICKENS  CO  SO 

STEWART,  PAUL  R.,  CHF  DEP,  PICKENS  CO  SD 

STONE,  C.  DAVID,  SHF  OF  PICKENS  CO 
RIDGELAND 

164   BLACKMON,  RANDOLPH  MALLARD,  SHF  OF  JASPER  CO 
ROCK  HILL 
135   CABANISS,  CHARLES  TIMOTHY,  CPT,  PD 

DOVER,  HOWARD  J.,  CPT,  PD 

DUKE,  HAROLD  CALDWELL,  LT,  PD 

GILLESPIE,  DONALD  GUY,  ASST  DIR,  WINTHROP  UNIV  DPS 

RHODES,  WILLIAM  STEVENSON,  CHIEF  OF  POLICE 

THICKENS,  JOHN  WILLIAM,  LT,  PD 

WOLFE,  FRED  W.  ,  SUPT,  IDENTIFICATION  BUREAU,  P 


SALUDA 

154  tt   ROSS,  WILLIAM  EARL,  SHF  OF  SALUDA  CO 
189   RUSHTON,  OLIN  DUDLEY,  SHF  OF  SALUDA  CO, 

SENECA 
143   DENTON,  CHARLES  BURCHUM,  COP 

SHAW  AFB 
156   BINGHAM,  SHERMAN  MICHAEL,  MAJ,  USAF 
196   HARRIS,  KEITH  DARREN,  MAJ,  USAF 
130   TRASK,  DONALD  R,  JR,  MSGT,  USAF 

SIMPSONVILLE 
126   BOYES,  LARRY  RAY,  COP 

SPARTANBURG 

94   BAIN,  WILBUR  C. ,  JR., 
ENNIS,  JAMES  MICHAEL, 


BERKELEY  CO  SO 
DPS 


137 

56  tt 
128  tt 
159 
162 
199 
137  tt 

90 
192 

50  tt 

80  * 
175 
103  tt 
113 
SUMTER 
196 
110  tt 


COP 

CPT,  SPARTANBURG  CO  SD 
FOWLER,  JACK  B.,  CPT  OF  DET,  SPARTANBURG  CO  SO 
HILL,  THOMAS  HUGH,  CPT,  DPS 
HINES,  HAROLD  GLENN,  CPT,  SPARTANBURG  CO  SD 
HORTON,  DOUGLAS  WARREN,  CPT,  DPS 
LAMB,  STEPHEN  ROGER,  LT,  DPS 
LEE,  JOHN  BUNYAN,  CPT,  PD 
LEE,  RONNIE  D,  CPT,  PD 
LITTLEJOHN,  ARTHUR  DEANGELO,  LT,  DPS 
MCMILLAN  MARSHALL  F.,,  CAPTAIN,  PD 
SCRUGGS,  W.  GANTT,  CHF  OF  POL,  SPARTANBURG  CO  SD 
HELBORN,  ROBERT  MORRIS,  JR,  LT,  DPS 
WOLFE,  CHARLES  W. ,  LT,  PD 
WORTHY,  JAMES  L,  SGT,  SPARTANBURG  CO  SD 

BAKER,  ROBERT  MILTON,  JR,  LT,  SUMTER  CO  SO 
BRUNSON,  JOSEPH  H,  COP 
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102   COLLINS,  MAURICE  D,  MAJ,  PD 
187   DENNIS,  ANTHONY,  MAJ,  SUMTER  CO  SD 
94  *  DUBY,  ROBERT  L.,  LT,  PD 

177  GARRETT,  PATTY  JAYE,  MAJ,  PD 

171  GRAHAM,  JOE  ALVIN,  CPT,  PD 
61  tt   GRIFFIN,  LESLIE  W. ,  COP 

158   JOHNSON,  HAROLD  BLAKE,  COP 
37  It   MCINTOSH,  EDWARD  E.,  SC  PROBATION  OFFICER 
121  tt   POULOS,  WILLIAM  LAMBERT,  CPT,  SUMTER  CO  SD, 
148  H   SIMS,  WAYNE  TIMOTHY,  CHF  DEP,  SUMTER  CO  SD 
106  *  SPANN,  EUGENE  TIMOTHY,  INVSTGR,  PUBLIC  DEFENDERS  OFC 
UNION 
146   JOLLY,  WILLIAM  ARTHUR,  AGENT,  SC  LAW  ENF  DIV 

178  WELLS,  W  HOWARD,  SHF  OF  UNION  CO, 
199   WHITE,  SAMUEL  WATSON,  CPT,  DPS 

WALHALLA 

181   CRENSHAW,  MICHAEL  LEON,  LT,  OCONEE  CO  SD 
MALTERBORO 

178   AVANT,  TRAVIS  LEE,  SHF  OF  COLLETON  CO 

193   HARRIS,  JESSE  LLEWLLYWN,  JR,  LT,  PD 

115  It   MCJUNKIN,  THOMAS  L,  COP 

172  HEARS,  KENNETH  MARVIN,  DET  SGT,  PD 

190   ROBERTS,  JOHN  CHARLES,  LT,  COLLETON  CO  SO 
WEST  COLUMBIA 

98  *  FREEMAN,  JAMES  0,  JR,  CHF,  COLUMBIA  METRO  AIRPORT 
197   SANDERS,  JACK  DONALD,  MAJ,  PD 

183   TYNDALL,  DENNIS  KEITH,  ASST  CHF,  PD 
WINNSBORO 
157   BYRD,  ROBERT  KENNETH,  MAJ,  FAIRFIELD  CO  SD 
190   LEWIS,  DONALD  KEITH,  LT,  FAIRFIELD  CO  SO 
WOODRUFF 

145   CROMER,  MICHAEL  EDWIN,  COP 
YORK 

30  *  CHANDLER,  MARION  CECIL,  COP 
35  *  DERRICK,  TILLMAN  WINFIELD,  CHF,  YORK  CO  POL 
104  #  ERVIN,  W.  EUGENE,  CPT,  YORK  CO  SO 
176   HUDGINS,  ROBERT  JAMES,  CPT,  YORK  CO  SD 

92  *  JOHNSON,  JAMES  F.,  CPT,  YORK  CO  SO 
141  #  MORTON,  CLYDE  DAVID,  COP 

72  *  THOMAS  WILLIAM  D. , ,  CHIEF  DEPUTY,  YORK  COUNTY  SO 
195   WILLIAMS,  GLENN  PRESTON,  LT,  YORK  CO  SO 

SOUTH  DAKOTA 
ABERDEEN 

132  ADEN,  ALLEN  DELL,  COP 

178   HANSEN,  RICHARD  DAVID,  CPT,  PD 

135   HOLLAND,  DWAIN  0,  AREA  SPC  OFCR,  BIA 

100  *  MACK,  LE  ROY,  ASST  CHF,  PD 

169  MYHRE,  GARY  ALAN,  CPT,  PD 
78  tt   ROLLINS,  CHESTER  C,  COP 
89  tt   SAUER,  DAVID  D,  COP 

CUSTER 
120   ECOFFEY,  ROBERT  DALE,  SA,  US  FOREST  SERV 

141  FLESHER,  RICK  ALLEN,  SA,  USDA  FOREST  SERVICE 
123  *  FORS,  NEILL  WALLACE,  CHF  DEP,  CUSTER  CO  SO 

DEADWOOD 

183  TRIPLETT,  STANLEY  GLENN,  DIR,  SD  COMMISSION  OF  GAMING 
GRAND  FORKS 

195   SIEBER,  BYRON  PAUL,  LT,  PD 
HAYTI 

61  It   PETERSEN,  DELBERT  D.  ,  SA,  SD  DIV  OF  CRIMINAL  INVSTGN 
HOT  SPRINGS 

126  *  PRICE,  JOHN  DARRYL,  DEP  SHF,  FALL  RIVER  CO  SD 
HURON 

30  *  HUNTLEY,  HARVEY  R.,  CHIEF  OF  POLICE,  PD 
INTERIOR 

120  KORTGE,  LLOYD  PAUL,  RANGER,  NPS 
MADISON 

152   LAUCK,  RICHARD  DALE,  SA,  FBI  (DET,  PD) 
MITCHELL 

88  #  ADDY,  LAHRENCE  E.,  COP 
MOUNT  RUSHMORE 

112  #  MAYES,  LAWRENCE  R,  (COL,  USAF )  RANGER,  NPS 
PIERRE 

116  tt   BAUM,  JERALD  L,  DIR,  DIV  OF  CRIM  INVSTGN 
85  *  BRANCEL,  HOWARD  W. ,  CPT,  PD 

84  It   CHRISTENSON,  BERNARD  W,  ASST  DIR,  SD  DIV  OF  CRIM  INVST 
129   COMER,  ANDY  BRUCE,  DIR  OF  SEC,  SD  STATE  LOTTERY 

121  DELGROSSO,  THOMAS  JOSEPH,  JR,  SA,  SD  DIV  OF  CRIM  INVSTG 
6  *  EVANS,  ELLSWORTH  E.,  ASST  ATTY  GEN  IN  CRGE  OF  INVST 

184  GRANDPRE,  ROBERT  EARL,  SA,  SD  DIV  OF  CRIM  INVSTGN 

99  It   GROMER,  DONALD  E,  DIR,  GAMING  COMM 
109   HARMON,  JOSEPH  D. ,  LIEUTENANT,  PD 

59  tt   HILL,  CHARLES  J.,  IDENT  OFCR,  SD  DIV  OF  CRIM  INV 
57  tt   KEBACH,  ROLLAND,  ASST  DIR,  SD  DIV  OF  CRIM  INVST 
71  tt   LICHT,  DONALD  G,  DIR,  SD  DIV  OF  CRIM  INVSTGN 
192   SEMMLER,  RONALD  EUGENE,  LT,  PD 
63  H   SONNENFELD,  MELVIN  J.,  SA,  SD  DIV  OF  CRIMINAL  INVSTGN 

170  THOM,  KEVIN  LEE,  SA,  SD  DIV  OF  CRIM  INVSTGN 
RAPID  CITY 

122  *  ANDERSON,  PETER  JAMES,  COP 

87  tt   BOZE,  CARROLL  W,  ASST  CHF,  PD 

133  BROWN,  FREDERICK  WILLIAM,  LT,  PD 

142  FIELDS,  JAMES  LAWTON,  LT,  PD 

108   GLASSGOW,  DE  WAYNE,  CHF  DEP,  PENNINGTON  CO  SD 
181   GRANT,  CHRISTOPHER  MICHAEL,  CPT,  PD 
111   HENNIES,  THOMAS  L,  COP 

138   JENNIGES,  MICHAEL  LYNN,  AGNT,  ST  DEPT  OF  REV 

53  tt   JOHNSON,  RALPH  S.,  CHF  OF  DET,  PD 

108  It   KINNEY,  JACKSON  C,  CPT,  SD  HPTL 


136   MOORE,  JERALD  DUANE,  DEP,  PENNINGTON  CO  SO 
131  tt   MOORE,  ROB  E,  ASST  CHF,  PD 

171  *  NOYES,  DOUGLAS  CUSHMAN,  CPT,  PD 

159  OVERTURF,  ROBERT  LEE,  (SA,  DEA)SA,  SD  ATTY  GEN  OFC 

127  It   SCHMITZ,  ELMER  GEORGE,  LT,  PD 

92  #  SHEPPERSON,  MELVIN  W,  SA,  SD  DIV  OF  CRIM  INVSTGN 
157   TIESZEN,  CRAIG  JOHN,  CPT,  PD 

176   WALKER,  JOHN  KARL,  SA,  DIV  OF  CRIM  INVSTGN 
52  It   WITH,  CULLEN  P,  CPT,  SD  HPTL 

172  *  YELLOW  ROBE,  LUTHER  PHILIP,  CPL,  PENNINGTON  CO  SD 
96  #  ZAKINSKI,  STANLEY  B,  COP 

REDFIELD 

94  LINDBERG,  JERRY  L.,  SA,  SD  DIV  OF  CRIM  INVSTGN 
SIOUX  FALLS 

101  It   ANDERSON,  JOHN  A,  CPT,  SD  HPTL 

134  DAHL,  DUANE  LOWELL,  SA,  DIV  OF  CRIM  INVSTGN 

124   DEVANEY,  FREDRICK  MARIUS,  SA,  DIV  OF  CRIM  INVSTGN 

112   DUNKER,  WILLIAM  E.,  SGT,  PD 

107   ELSTON,  DAN  D.  ,  SHF  OF  MINNEHAHA  CO 

148  *  GIEGLING,  KENNETH  WAYNE,  SA,  DIV  OF  CRIM  INVSTGN 

90  It   GREEN,  DAVID  F,  COP 

119    IDEKER,  RICHARD  LOWELL,  LT,  PD 
117   KISECKER,  GERALD  R,  CPT,  PD 

179  KULL,  DAVID  WILLIAM,  CPT,  PD 

104  LARSON,  DUANE  M,  COORDINATOR,  SD  SAFETY  COUNCIL 

105  LUEBKE,  HENRY  W. ,  SERGEANT,  PD 

167  OLSEN,  THOMAS  SANFORD,  SGT,  PD 
144   SATTERLEE,  TERRANCE  LYNN,  COP 

128  SEVERSON,  WILLIAM  PAUL,  MAJ,  SD  ST  PENITENTIARY 
86  #  SKADSEN,  DON  W,  CPT,  PD 

196  TOFT,  PHILLIP  ALAN,  DET,  MINNEHAHA  CO  SO 
175   ZANFES,  JEFFREY  ARTHUR,  LT,  MINNEHAHA  CO  SD 

SPEARFISH 

91  It   LITSCHEWSKI,  GERALD  P,  SA,  SD  DIV  OF  CRIM  INVSTGN 
140   MOWELL,  RICHARD  ELLIOTT,  COP 

106  MULLER,  DAVID  J.,  SA,  SD  DIV  OF  CRIM  INVSTGN 
STURGIS 

180  DAVIS,  JAMES  WILLIAM,  DEP,  MEADE  CO  SD 

79  It   MEYER,  RICHARD,  SA,  DIV  OF  CRIMINAL  INVESTIGAT 
VERMILL ION 

114  *  EVERSON,  WAYNE  E,  SA,  SD  DIV  OF  CRIM  INVSTGN 
WATERTOWN 

187   LOHR,  TERRY  JOHN,  COP 

198   RESICK,  RANDALL  LEE,  ASST  CHF,  PD 
22  *  SEARS,  GLEN  F.,  PATROLMAN,  PD 
HINNER 

143   SCHUETH,  PAUL  JOHN,  COP 
YANKTON 

93  H   ARNESON,  FRANKLIN  A,  COP 
84  #  GIFFORD,  MARVIN  P,  COP 

14  *  GROVIJAHN,  GEORGE,  CHIEF  OF  POLICE,  PD 

149  *  MILLER,  WILLIAM  KENNETH,  LT,  PD 

189   VLAHAKIS,  JAMES  CHRIS,  SA,  SD  DIV  OF  CRIM  INVSTGN 

TENNESSEE 
ALCOA 

160  BEELER,  KENNETH  RAY,  MAJ,  PD 
192  BORING,  STEVEN  DALE,  SGT,  PD 
139   CHODAK,  WAYNE  MICHAEL,  COP 

136  *  COOPER,  KERMIT  EDWARD,  ASST  CHF,  PD 
185   DUNN,  PHILLIP  GRANT,  LT,  PD 

112  #  GAINES,  LEONARD,  LT,  PD 

95  tt   GENTRY,  HENRY  H.  ,  LT,  PD 
99  *  GREEN,  HORACE  W. ,  LT,  PD 

152  *  HICKS,  MICHAEL  LYNN,  DET  SGT,  PD 
142   RIDINGS,  LOWELL  HOWARD,  JR,  LT,  PD 
175   SELLERS,  RONALD  CRAIG,  LT,  PD 
ATHENS 
116   ALLEN,  JOHN  B,  SGT,  TN  HPTL 
47  *  ARMSTRONG,  REECE  L.,  CHF  DEP  SHF,  MCMINN  CO  SO 
157   BROGAN,  RICHARD  WILLIAM,  SA,  TN  BU  OF  INVSTGN 

92  It   MILLION,  JACKIE  E,  PTL  SGT,  MCMINN  CO  SO 
BARTLETT 

111  tt   CROSSNO,  WILLIAM  A,  COP 

131    FREDERICK,  GARY  ALLEN,  LT,  PD 

135  FREEMAN,  WILLIAM  PAUL,  CPT,  PD 
110  *  JOHNSON,  HENRY  L,  COP 

146   JOHNSON,  STEVEN  DUANE,  LT,  PD 
170   MACK,  RORY  ALAN,  CPT,  PD 
192   OWENS,  ROBERT  DAVID,  LT,  PD 
182   RIKARD,  GARY  LEE,  LT,  PD 
BLOUNTVILLE 
172   CARR,  DWAYNE  KEITH,  SHF  OF  SULLIVAN  CO 

137  *  GRIMES,  RANDALL  RICHARD,  CHF  DEP,  SULLIVAN  CO  SO 
101  tt   HODGE,  BOBBY  G,  DEP,  SULLIVAN  CO  SO 

129  KLEPPER,  DAVID  WINSTON,  PTLM,  SULLIVAN  CO  SD 
137   LAWSON,  BODA  LEE,  CPT,  SULLIVAN  CO  SO 

197  ROSE,  JOHN  DONALD,  WO,  SULLIVAN  CO  SD 

86  #  RUTLEDGE,  DONALD  R.,  CRIM  INVSTGR,  DA  GENERALS  OFFI 

162   TACKETT,  ROY  CURTIS,  MAJ,  SULLIVAN  CO  SD 
BRENTWOOD 

146   MCLOUTH,  PETER  M,  ASST  SAC,  ATF 
BRISTOL 

142  *  BROCKMAN,  GEORGE  THOMAS,  COP 

109  tt   GUINN,  ELBERT  L,  SGT,  PD 

185   NECESSARY,  JACKIE  LEE,  INVSTGR,  PD 

139   WAMPLER,  DAVID  EDWARD,  COP 

178   YANIERO,  MICHAEL  GEORGE,  MAJ,  PD 
BROWNSVILLE 

168  BLACKBURN,  JOHNNY  ONEAL,  JR,  LT,  PD 
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165 
139 
126 
106 

90 
176 
181 
HO 
130 
136 
105 

94 
151 

98 
168 
154 
111 
180 

91 
130 
187 


63 
156 

154 
134 
147 
126 


105 
103 
101 

88  tt 


HAMILTON  CO  SO 
CPT,  PD 
JR,  LT,  PD 

PD 
SA,  TVA 

POL 


PD 


118  I  ENGLISH,  LUCION  RICKS,  SA,  TN  BU  OF  INVESTIGATION 
159   KENDRICK,  JAMES  GILLIAND,  ASST  CHF,  PD 
CHARLOTTE 
192    PATTERSON,  JOHN  LYLE,  CHF  DEP,  DICKSON  CO  SD 
173   HALL,  LEON  THOMAS,  II,  SHF  OF  DICKSON  CO 
CHATTANOOGA 
194   APPUGLIESE,  JAMES  VINCENT,  JR,  SGT,  PD 

89  tt  BRALY,  HAYNE  D,  MAJ ,  PD 
103  #  BROHN,  MARTIN,  DEP  SHF, 
138   CONNER,  RONALD  PATRICK, 

COOPER,  FREEMAN  ELISHA, 

COOPER,  HELEN  ALLEN,  LT, 

DAVIS,  DOUGLAS  STEPHEN, 

DINSHORE,  ERVIN  L,  COMR  OF  FIRE  & 

DONALDSON,  HAROLD  L,  INSPR,  PD 

DUDLEY,  CHARLES  LAHRENCE,  JR,  SGT, 

EILDERS,  LON  LESTER,  SR,  LT,  PD 

FINNEY,  LARRY  ALLEN,  CPT,  PD 

GREGORY,  LARRY  EUGENE,  CPT,  PD 

HAYDEN,  JOHN  HANK,  LT,  PD 

HICKS,  LEE  J.,  JR.,  CAPTAIN,  PD 

KENNEDY,  LOYCE  T,  COMMISSIONER,  PD 

LYDA,  LARRY  JOE,  DEP  CHF,  PD 

MCCUTCHEON,  EUGENE  B,  DEP  CHF,  PD 

OTIS,  FRANKLIN  ROOSEVELT,  LT,  PD 

PHILLIPS,  ROY  GENE,  SGT,  TN  HPTL 

PRESLEY,  GERALD  F,  SA,  TN  BU  OF  INVSTGN 

ROGERS,  ALTON  DHAINE,  TPR,  TN  HPTL 

ROMINGER,  CHARLES  K,  DEP  CHF,  PD 

ST  CLAIR,  RICHARD  DEAN,  MAJ,  PD 

STUERMER,  JOHN  STANLEY,  LT,  PD 
88  tt   SULLIVAN,  JAMES  E.,  JR.,  CAPTAIN,  PD 
123   THURMAN,  RICHARD,  JR,  DEP  CHF,  HAMILTON  CO  SD 

UPCHURCH,  MALCOLM  H. ,  PAROLE  OFFICER,  STATE  OF  TENNE 

VAUGHN,  TRAMMELL  EDHARD,  CPT,  PD 

VINCENT,  HILLIAM  HARDIN,  CPT,  PD 

WHEELER,  THEODORE  ROOSEVELT,  ASST  CHF,  PD 

HILLHOIT,  CLYDE  L,  II,  LT,  PD 

HILLIAMS,  DONALD,  CPT,  PD 
CLARKSVILLE 
146  *  BAIZE,  DAVID  THOMAS,  LT,  PD 

BOHERS,  HILLIAM  M,  LT,  MONTGOMERY  CO  SD 

CUSHMAN,  BOBBY  G,  CPT,  PD 

HANCOCK,  ROYCE  G. ,  CHF  DEP,  MONTGOMERY  CO  SD 

NEBLETT,  PAUL  E,  COP 
CLEVELAND 
105  tt   ADKINS,  CHARLES  H,  DET,  PD 

BOTTS,  ARNOLD  EARL,  COP 

BOZZONE,  RICHARD  NOEL,  TNG  OFCR,  PD 

GOINS,  DENNIS  ARTHUR,  CPL,  BRADLEY  CO  SD 
GARY  MICHAEL,  SGT,  PD 
FRANK  STEVEN,  SUPV  CPL,  PD 

DENNIS  ACTON,  SGT,  PD 
LEE,  COP 

RENEGAR,  ROBERT  CARLTON,  CPT,  PD 

SCOGGINS,  EDDIE  LAVOY,  CPT,  PD 

SNYDER,  HESLEY  BERNARD,  JR,  LT,  PD 

STEELE,  KENNETH  RAYMOND,  PTLM,  PD 

HESTFIELD,  LUTHER  DANIEL,  SGT,  PD 


HICKS, 
HIXON, 
HADDUX , 
REESE, 


117 

141 

189 

170 

179 

188 

161 

146 

106 

156 

158 

192 
CLIFTON 

131  tt   BOATHRIGHT,  ALVA  EDHIN,  JR,  COP 
CLINTON 

181   MANNING,  CHARLES  SCOTT,  SHF  OF  ANDERSON  CO, 
SCARBROUGH,  RICHARD  DOUGLAS,  SGT,  PD 
SHULTZ,  ROBERT  DANIEL,  DIR,  7TH  JUDICIAL  DIST  DRUG  F 
TROTTER,  DENNIS  0,  SHERIFF  OF  ANDERSON  COUNTY 
HILLS,  MARK  ROGER,  CPT,  ANDERSON  CO  SD 
COLLIERVILLE 

197  ABELN,  JEFFERY  HILLIAM,  LT,  PD 
BEARD,  CHARLES  THOMAS,  JR,  LT,  PD 
BOLING,  DAVID  HALTON,  ASST  CHF,  PD 
BURGESS,  JEROME,  CPT,  PD 
COCHRAN,  TERRY  ALLEN,  CPT,  PD 
GOODHIN,  LAHRENCE  EDHARD,  COP 
HAMRIC,  HILLIAM  DAVID,  LT,  PD 
HOOD,  GEORGE  DHIGHT,  LT,  PD 
JOYNER,  DENNIS  EARLAND,  COP 
MCCASKILL,  THOMAS  EARL,  CPT,  PD 

COLUMBIA 
170   MATTHEHS,  JAMES  EDHARD,  III,  INVSTGR,  DA  OFC 
46  *  STOFEL,  BERNARD  0.,  DEPUTY  SHERIFF,  MAURY  COUNTY  S 
COOKEVILLE 
184    EVANS,  HENRY  RANDALL,  SGT,  PD 
FORD,  BILLY  H,  TPR,  TN  HPTL 

HEMBREE,  TERRY  LYNN,  CRIM  INVSTGR,  DA  GEN  OFC 
HOLT,  RICHARD  MICHAEL,  COP 
LANE,  JAMES  RAY,  DET  SGT,  PD 
OREAR,  LARRY  GREG,  SA,  TN  BU  OF  INVSTGN 
CROSSVILLE 

133   MOORE,  JAMES  DAVID,  SA,  TN  BU  OF  INVSTGN 
DANDRIDGE 
128   DAVENPORT,  DAVID  EUGENE,  SHF  OF  JEFFERSON  CO 

198  NEHPORT,  DEREK,  SGT,  JEFFERSON  CO  SD 
DAYTON 

104  tt   HARRISON,  ROLFE  B,  CRIM  INVSTGN,  DA  OFC 
DICKSON 

128  »  GRAY,  STEPHEN  ELBERT,  COP 
DONELSON 

110  »  FARLEY,  ROGER  H,  ADMIN,  TN  LAH  ENF  TNG  ACADEMY 
87  It   THOMAS,  HILLIAM  R,  DIR,  TN  LAH  ENF  TNG  ACADEMY 


197 

175 

60 

191 


186 
156 
134 
176 
167 
164 
137 
123 
149 


99 
188 
119 
196 
148 


196 
190 


199 
191 
167 
199 
161 

91 
178 
135 
130 
105 

95 


DYERSBURG 

159   HOLT,  JEFFREY  THOMAS,  SHF  OF  DYER  COUNTY 
EAST  RIDGE 

184  HEATH,  THOMAS  JAMES,  CPT,  PD 

100  tt   RICHARDS,  ALAN  R,  COP 

185  SEBENICK,  JOSEPH  URBAN,  COP 
ELIZABETHTON 

143  CROHE,  ROGER  BROWNING,  DET  SGT,  PD 
68  *  ODOM,  PAUL  HILLIAM,  CHF  DEP,  CARTER  CO  SO 

PARRISH,  JAMES  ALBERT,  CPT,  CARTER  CO  SD 
SHELL,  LARRY  C,  DEP  CHF,  PD 
FALL  BRANCH 

101  *  STROUD,  H  JENNINGS,  LT,  TN  HPTL 
FAYETTEVILLE 

125   PENCE,  DONNA  MARIE,  SA,  TN  BU  OF  INVSTGN 
FRANKLIN 

190   BATEMAN,  LARRY  BRUCE,  LT,  PD 

BROHN,  JOHN  EDHARD,  JR,  CRIM  INVSTGR,  DA  GEN  OFC 
CAGLE,  DERRELL  EVERETT,  LT,  WILLIAMSO  CO  SD 

*  COUSER,  ROBERT  HENRY,  LT,  WILLIAMSON  CO  SD 
GENTRY,  CHRIS  ROBERT,  SGT,  PD 
MOATES,  CRAIG  BRYAN,  LT,  PD 
MOORE,  JACKIE  R,  COP 
RHOADES,  ROBERT  MAURICE,  JR,  LT,  WILLIAMSON  CO  SD 

*  SAYLOR,  LAWRENCE  STUART,  JR,  SHF  OF  WILLIAMSON  CO 
tt   SMITH,  ARLIE  H,  JR.,  CPT,  PD, 

*  STAFFORD,  JAMES  T.,  JR,  ASSISTANT  CHIEF,  PD 
WISDOM,  MARION  F,  COP 

GALLATIN 

186  BEAN,  KEITH  ALAN,  DEP  SHF,  SUMNER  CO  SD 
85  *  BRAZIER,  JAMES  R,  DEP,  SUMNER  CO  SO 

112  *  BURTON,  JERRY  R,  CPT,  PD 

144  LAME,  CHARLES  DAVID,  CHF  OF  DET,  PD 

196   ROBERSON,  JOHNNY  LEONERD,  DEP,  SUMNER  CO  SD 
190   THRASHER,  DENNIS  ALAN,  LT,  PD 
GATLINBURG 
171   BRACKINS,  RANDALL  JAY,  CPT,  PD 

19  tt   MERNIN,  GERALD  EDWIN,  SPEC,  GREAT  SMOKEY  MOUNTAIN  NA 
109   TATUM,  JOHN  G,  CHF  DEP,  USMS 
177   WALDROUP,  GARY  GLENN,  CPT,  PD 
GERMANTOWN 
171  *  CLINTON,  RICHARD  DE,  LT,  PD 

FORTUNE,  JAMES  ALLEN,  COP 

HALL,  RICHARD  LEE,  DEP  CHF,  PD 

HAMBLEN,  PAUL  H,  CPT,  PD 

JOHNSON,  JAMES  PATRICK,  III,  LT,  PD 

MONTGOMERY,  JAMES  ALAN,  INSPR,  PD 

ROPER,  BRIAN  ROBERT,  DEP  CHF,  PD 

VOS,  LARRY  D,  LIEUTENANT,  PD 

WASHINGTON,  SARAH  ANN,  CPT,  PD 
GREENEVILLE 

37  tt   BEELER,  JAMES  R.,  SA,  AT&F  DIV,  US  TRESRY  DEPT 

CRUM,  DAVID  LOY,  PTL«,  PD 

KING,  PAUL  H,  CPT,  t  ' 

MORRELL,  RICHARD  LEE.  ASAC,  TN  BU  OF  INVSTGN 

SAULS,  MICHAEL  JAY,  SGT,  PD 

SELF,  HOWARD  R.,  DEPUTY  SHERIFF,  GREENE  COUNTY 

SOLOMON,  ROBERT  WILLIAM,  CHF  OF  DET,  GREENE  CO  SD 

WEBB,  TERRY  LEE,  DET  SGT,  PD 

WELLS,  HUGH  A.,  CHIEF  OF  POLICE 
HENDERSON 
153   DAVIS,  TOMMY  WAYNE,  COP 
143  tt   HEARN,  PERRY  MARVIN,  COP 
HENDERSONVILLE 
182   CLAYBON,  JOSEPH,  SGT,  PD 

CONNOLLY,  KEITH  E,  CPT,  PD 

FRIZZELL,  TERRY  SCOTT,  DET  LT,  PD 

HARBSMEIER,  PAUL  CLARKE,  DET  SGT,  PD 

HOLSBERRY,  RAYMOND  DALE,  CPT,  PD 

KEY,  DAVID  L.,  COP 

LAWSON,  JAMES  ROBERT,  JR,  SGT,  PD 

LOFTIS,  THEODORE  GIBSON,  SGT,  PD 

MEEKS,  GEORGE  THOMAS,  CPT,  PD 

RILEY,  BYRON  JOE,  LT,  PD 

WATSON,  JOHN  GLENN,  LT,  PD 
JACKSBORO 

146   SCOTT,  CHARLES  GLYNN,  SA,  TN  BU  OF  INVSTGN 
JACKSON 
142   ARNOLD,  JOHN  WILLIAM,  CPT,  MADISON  CO  SD 

BLACKWELL,  THOMAS  J,  SPC  AGT  IN  CHARGE,  TN  BU  OF  IN 

CEPPARULO,  EDMOND  COTTEN,  LT,  PD 

COLLINS,  RICKY  LEE,  LT,  PD 

CREWS,  BARNEY  E,  JR,  CPT,  PD 

DAILEY,  ROBERT  W,  CPT,  PD 

FITZGERALD,  JEFFERY  LEE,  SGT,  MADISON  CO  SD 

HIGGINS,  RICHARD  L,  CPT,  PD, 

JOLLEY,  DAVID  GLENN,  SA,  TN  BU  OF  INVSTGN 

LAWSON,  JAMES  WILLIAM,  AGENT  II,  STATE  ABC 

MARCOM,  THOMAS  E. ,  SERGEANT,  PD 

MEHR,  JOHN  ROBERT,  SAC,  TN  BU  OF  INVSTGN 

PHELPS,  JAMES  STEPHEN,  SA,  TN  BU  OF  INVSTGN 

PRIDDY,  JERRY  NEAL,  LT,  PD 

SHEPARD,  MICHAEL  GENE,  SGT,  PD 

WILSON,  JACK  ALLEN,  CRIM  INVSTGR,  DA  GEN  OFC 


188 
176 
114 
151 
163 
142 
109 
192 


182 

84 

151 

164 

36 

155 

169 

54 


115 
163 
171 
124 
111 
189 
198 
150 
177 
156 


103 
163 
157 
143 

79 
157 
112 
172 
133 

64 
139 
145 
193 
169 
152 
JASPER 
132 


WEBB,  JAMES  MILTON,  SHF  OF  MARION  CO 
JOHNSON  CITY 
132   DENNEY,  ROBERT  EDWARD,  SAC,  TN  BU  OF  INVSTGN 
173   FRANKS,  JAMES  WALTER,  CPT,  PD 
180   HARRIS,  HARRY  TRENT,  CPT,  PD 
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161   LOHRY,  JOHN  DAVIS,  JR,  DEP  CHF,  PD 
107   PHILLIPS,  FRED,  SHF  OF  HASHINGTON  CO 
66  It   SLOAN,  JOHN  C,  SA,  TN  BU  OF  INVSTGN 

191  SMITH,  STEPHEN  RAY,  CPT,  PD 
119   STREET,  RONALD  DALE,  COP 

155   TUNNELL,  JERRY  GLENN,  LT,  PD 
148   YOUNGER,  GARRY  ALLEN,  LT,  PD 
KINGSPORT 

93  *  COLLEY,  JOHNNY  M. ,  DET  SGT,  PD 
148  tt   EPPERSON,  RONALD  CHARLES,  CPL,  PD 

114  *  FLANARY,  GALE  K,  ASST  COP 

145   GILREATH,  HAROLD  EDWARD,  DET,  PD 
143   HAMPTON,  HILLIAM  DAVID,  LT,  TN  HPTL 
131   HULSEY,  CHARLES  NOLAN,  SGT,  PD 

96  tt   KEESLING,  JAMES  F,  COP 

193  LIGHT,  WILLIAM  FRANK,  DET,  PD 
166   OSBORNE,  GROVER  GALE,  DEP  CHF,  PD 
182   QUILLIN,  DAVID  ALAN,  SGT,  PD 

159   SHUMATE,  ROBERT  GLENN,  DEP  CHF,  PD 
18  tt   STILL,  J.  CHARLES,  COP 
KINGSTON 

127  #  DREW,  CHARLES  LEE,  INVSTGR,  ROANE  CO  SD 
KINGSTON  SPRINGS 

153   BREEDLOVE,  MICHAEL  ANTHONY,  SA,  TN  BU  OF  INVSTGN 
KNOXVILLE 

196   ALLEN,  NATHANIEL  JUNIOR,  LT,  PD 

198  BARNES,  ADRIAN  WALLACE  C,  JR,  LT,  KNOX  CO  SO 
135  tt   BOYD,  WILLIAM  MICHAEL,  CHF  DEP,  KNOX  CO  SO 

98  *  BRITT,  HAYNE  L,  SGT,  TN  HPTL 
196   BROOME,  R  DEWANE,  CMDR,  U.S.  TN  VALLEY  AUTH  PD 

171  CAMP,  KELLY  DARREN,  LT,  METRO  AIRPORT  SAFETY 

192  CARVER,  JAMES  EDWARD,  ASST  DIR,  TVA 
124   CHESTER,  RICKY  LYNN,  TPR,  TN  DPS 
184   CLIFT,  DONNA  MEREDITH,  SGT,  PD 

121   COFFEY,  JEFFREY  KEENER,  ASST  CHF,  KNOX  CO  SD 
112   COKER,  JAMES  R.,  DEP  CHF,  PD 

115  COLEMAN,  CHARLES  J.,  CPT,  PD 

199  DANIELS,  DENNIS  RAY,  JR,  SA,  TN  BU  OF  INVSTGN 

163  DAVIS,  DANIEL  THOMAS,  CPT,  PD 

140  DAY,  JERRY  WAYNE,  DEP  CHF,  PD 

172  FISH,  ARNOLD  PAUL,  JR,  CPT,  PD 

166  FLETCHER,  RAYMOND  MICHAEL,  SGT,  TN  DPS 
79   FOWLER,  JOSEPH  C,  MARSHAL,  USMS 

97  FOX,  WILLIAM  C,  JR,  SPEC  DEP,  USMC 

189   GASCHO,  ROGER  STEPHEN,  INVSTGR,  TN  HPTL 

164  GRISWOLD,  WILLIAM  DAVID,  SA,  TN  BU  OF  INVSTGN 
70  #  HAMMER,  THOMAS  P.,  ASST  CHF,  PD 

53  tt   HAMMONTREE,  HARRY  N,  LT, AIRPORT  PD 

26  tt   HARRIS,  JOSEPH  FRENCH,  COP 
134  tt   HAYNES,  ROSS  ELBERT,  INVSTGR,  KNOXVILLE  AG'S  OFC 
157   HUTCHISON,  TIMOTHY  RAY,  SHF  OF  KNOX  CO  SD 

45  tt   IRELAND,  GEORGE  E.,  INSPECTOR,  PD 
180   JINKS,  JACK  HUGH,  JR,  SGT,  PD 
102  tt   JONES,  JOHN  W,  MANAGER,  TN  VALLEY  AUTH 
110   KEITH,  PHILLIP  E,  COP 

116  KIDWELL,  JAMES  H,  CL  SP  INVSTGTR,  COL  INS  COMP 

95  #  KING,  GERALD  R,  CPT,  PD 

167  LOCKMILLER,  RANDAL  JAMES,  CPT,  PD 
164   LYON,  BERNIE  HAROLD,  LT,  KNOX  CO  SD 

77  tt   MAUPIN,  FELIX  C,  JR.,  CAPTAIN,  PD 
129   MCBEE,  HILLIAM  L,  III,  SA,  TVA 

178  MONROE,  GREGORY  CRAIG,  SA,  TN  BU  OF  INVSTGN 
104  tt   NORMAN,  ROBERT  D. ,  CAPTAIN,  PD 

191   PAIDOUSIS,  GUS  MICHAEL,  LT,  PD 
52  *  PATE,  CHARLES  E. ,  PATROLMAN,  PD 

96  PATTY,  CHARLES  E.,  CAPTAIN,  PD 

107   PRESSNELL,  RAY,  SA,  TN  BU  OF  INVSTGN 

94  tt   PRICE,  JOHN  D,  JR,  DEP  CHF,  PD 
32  tt   ROBERTS,  JOE  H.  ,  SERGEANT,  PD 

100   ROWAN,  JAMES  W. ,  CAPTAIN,  PD 

141  tt   SAMPLEY,  RAY  HOUSTON,  LT,  TN  HPTL 

145   SEXTON,  ROBERT  BERYLE,  JR,  CPT,  KNOX  CO  SD 

117  SHAFFER,  GARY  M,  SGT,  PD 

94  tt   SIRCY,  MAXEY  L,  CHF,  TN  VALLEY  AUTHORITY 
163   SMITH,  CHARLES  ROBIN,  REG  CMDR,  PD 

138  tt   STURGILL,  LUTHER  BRYAN,  ASST  CHF  DEP,  KNOX  CO  SD 
112   TAYLOR,  JAMES  T,  CPT,  US-TVA  PUBLIC  SAFETY  SERV 

47  tt   THOMPSON,  PAUL  L.,  INVESTIGATOR,  ALCOHOL  BEVERAGE 
131   WAGGONER,  JAMES  MICHAEL,  PTLM,  PD 
131   WEBB,  IDA  MAE,  LT,  PD 
184   WELKER,  MARK  ALLEN,  ASST  CHF,  UNIV  OF  TN  POL 

194  WHITEHURST,  SIDNEY  GENE,  ASST  DIR,  US  TVA 

139  YATES,  CRAIG  ALLEN,  SA,  US  TVA 
LAVERGNE 

179  BOWLING,  MILTON  BAILEY,  SGT,  PD 
175   DANIEL,  RAYMOND,  JR,  PTLM,  PD 

LAHRENCEBURG 

173  BENTLEY,  JIMMY  LLOYD,  JR,  SGT,  PD 

137  tt   COLEMAN,  WILLIAM  EDWARD,  III,  SA,  TN  BU  OF  INVSTGN 

155   FITE,  LOUIS  WAYNE,  COP 

139  tt   HOLDER,  NOLAN  DEMPSEY,  LT,  TN  SHP 
52  tt   LINDSEY,  WILLIAM  H.,  JR.,  COP 

115  *  SMITH,  DAVID  R,  CAPTAIN,  PD 
LEBANON 

96   FARMER,  ROGER  B,  LT,  TN  HPTL 
LEWISBURG 

115   GREEN,  RAY  0.,  CHIEF  OF  POLICE 
LEXINGTON 

118  *  MARTIN,  TEDDY  WARD,  INVSTGR,  PD 
MANCHESTER 


196 
174 
118  # 
124  tt 
MARTIN 
97  tt 
166 
181 
121 
120 
195 


ALEXANDER,  TRACY  WAYNE,  DET,  COFFEE  CO  SD 
BUTLER,  BILLY  ALEXANDER,  DET  SGT,  PD 
QUALLS,  FRANKLIN  D.,  COP 
WALKER,  HAROLD  GUINN,  COP 


COUNCIL,  TED  A.,  DIR,  UNIV  OF  TN  AT  MARTIN,  PD 
HARRIS,  DANNY  JOE,  INVSTGR,  PD 
HAZLEWOOD,  ALAN  DALE,  CPT,  PD 

JAHR,  STEVEN  ARLIE,  ASST  DIR,  DEPT  OF  SFTY  AND  SEC 
JOHNSON,  ROBERT  JOE,  CPT,  DEPT  OF  SFTY  AND  SEC 
MOORE,  DAVID  BURTON,  CPT,  PD 
144  #  RUSHING,  LEON,  ASST  CHF,  PD 

172  SANDERS,  JOSEPH  DAVID,  COP 
185   TEAL,  DONALD  WAYNE,  CPT,  PD 

MARYVILLE 

40  tt   BLUFORD,  JOHN  R,  COP 
89  tt   BORING,  DON  E,  DEP  CHF,  BLOUNT  CO  SD 
169   CRISP,  TONY  JAY,  CHIEF  DEPUTY,  PD 

181  DUNN,  RONALD  ANTHONY,  SGT,  BLOUNT  CO  SD 
144   GARNER,  ARCHIE  LEON,  ASST  CHF,  BLOUNT  CO  SD 
193   GRAVES,  DAVID  MICHAEL,  DET  LT,  PD 

165   JOHNSTON,  MICHAEL  DAVID,  LT,  PD 

121  *  KIDD,  RANDALL  LEON,  CHF  OF  DET,  BLOUNT  CO  SD 
195   MANUEL,  WILLIAM  JASPER,  DET  SGT,  PD 

103  #  MARCUM,  JOHN  A,  SA,  TN  BU  OF  INVSTGN 
149   MCCULLOCH,  JOHN  BRYAN,  LT,  PD 

152   NICHOLS,  TERRY  LEE,  COP 
199   TAYLOR,  MARCUS  RAY,  LT,  PD 
195   THOMAS,  SCOTT  EARL,  LT,  BLOUNT  CO  SO 
13  *  YOUNG,  DONALD  R. ,  PATROLMAN,  PD 
MCMINNVILLE 

116  *  MATHIAS,  DAN  R.,  CPT,  PD 

142   ROSS,  LARRY  GLENN,  ASST  DIST  AG, WARREN  CO  DA  OFC 
59  *  YAGER,  EDWARD  N. ,  III,  CHIEF  DEPUTY,  WARREN  COUNTY  SO 
MEMPHI S 
174   ALLEN,  WILLIAM  HENRY,  CPT,  SHELBY  CO  SD 

109  tt   ANDERTON,  ELVIS  W,  JR,  CPT,  SHELBY  CO  SD 
154   ANDREWS,  CARL  EUGENE,  INSPR,  SHELBY  CO  SD 
141   ARCHER,  BEVERLY  JEAN,  CPT,  SHELBY  CO  SD 

89  *  ARKIN,  ELI  H. ,  JR.,  LT,  PD 

130  tt   AYLOR,  JAMES  RAYMOND,  CHF  INSPR,  PD 
76  tt   BARKSDALE,  EUGENE  L,  SHF  OF  SHELBY  CO 

134  tt   BEASLEY,  TED  MITCHELL,  DEP  DIR,  PD 
195   BETTS,  DEWEY  ALLEN,  MAJ,  PD 

126  BOGGAN,  JOHN  EDGAR,  CPT,  SHELBY  CO  SD 
174   BOLDEN,  JAMES  HURLEN,  JR,  CHF  INSPR,  PD 
180  tt   BROWN,  AUGUSTUS  F,  JR,  DEP  CHF,  PD 

122  BROWN,  JOHN  WESLEY,  III,  (LT,  PD,  COLUMBIA,  SO  SA,  FBI 

141  tt   BURSI,  GERALD  HILLIAM,  INSPR,  PD 

59  It   CARLISLE,  JOHN  LEWIS,  CHF  CRIM  INVSTGR,  SHELBY  CO  DA 

173  CARR,  ELBERT  JEROME,  CPT,  SHELBY  CO  SD 

113  *  CLEAVES,  CHARLES  T,  SGT,  SHELBY  CO  SD 
97  #  COLE,  SIDNEY  L,  DEP  CHF,  PD 

125  tt   COLEMAN,  ROY  CLIFTON,  INSPR,  SHELBY  CO  SD 
105  tt   COLETTA,  JOHN  A,  CPT,  PD 

80  It   COX,  JOE  L,  ASST  CHF  DEP,  SHELBY  CO  SD 
86  tt   CRUMBY,  WILLIAM  0.,  JR.,  COP 

142  DAVIS,  HENRY  RUDY,  INSPR,  SHELBY  CO  SO 
122  tt   DAVIS,  RAMONA  CARROL,  INSPR,  SHELBY  CO  SD 

131  tt   DOLLAHITE,  VERNON  VERNARD,  ASST  CHF,  SHELBY  CO  SO 

182  DUCREST,  DAVID  JOHN,  LT,  SHELBY  CO  SD 

118  tt   DUNGAN,  JAMES  ALLEN,  CPT,  PD 

136   FLETCHER,  RICKY  TURNER,  CPT,  TN  HPTL 

140  #  FORBES,  WALTER  LEE,  CHF  OF  STAFF  SERV,  SHELBY  CO  S 
177   FRANKLIN,  OLANDER,  CHF  INSPT,  PD 

176  GATEWOOD,  RANDY,  LT,  SHELBY  CO  SD 
190   HARBER,  BRUCE  CLINTON,  MAJ,  PD 

104  tt   HENRY,  FORREST  K,  LT,  PD 

96  tt   HEWLETT,  ROBERT  N,  ASST  CHF  DEP,  SHELBY  CO  SD 
101  tt   HOLCOMB,  OWEN  B,  CPT,  PD 

114  tt   HUGHES,  WILLIAM,  DIR,  SHELBY  CO  FIRE  &  CORCTNS 

141  tt   HULTZ,  WILLIAM  DONALD,  INVSTGR,  SHELBY  CO  ATTY  GEN  OF 

81  tt   HUTCHINSON,  GEORGE  W,  INSPR,  PD 
197   JACKSON,  CAROLYN  WASHINGTON,  LT,  PD 

73  *  JONES,  DAN  LOWREY,  ASST  CHF  DEP,  SHELBY  CO  SD 

119  tt   JONES,  IRISH,  ASST  CHF  DEP,  SHELBY  CO  SO 
91  tt   JONES,  MILTON  S.,  DEP  POL  DIR  FOR  OPRTNS 

127  KEENAN,  CLYDE  WILLIAM,  MAJ,  PD 

134   KING,  GEORGE  ALVIN,  SR  INVSTGR,  SHELBY  CO  DA  GEN  0 
169   LASTER,  RALPH  EUGENE,  INVSTGR,  DA  GEN  OFC 

58  #  LAWO,  GEORGE  ANTHONY,  INSPECTOR,  PD 

64  tt   LEGG,  CLIFFORD,  INSPECTOR,  PD 

132  LEGGETT,  TERRY  LYLE,  ASST  CHF,  SHELBY  CO  SO 
162   LEVERNE,  GILBERT  EUGENE,  INSPR,  PD 

122  II   LEWIS,  DON  OWEN,  DEP  DIR,  PD 
185   LOVETT,  PATRICIA  ANN,  LT,  PD 
34  tt   MACDONALD,  JAMES  C,  ADM,  JUVENILE  COURT 

112  MARTIN,  ROBERT  G,  CHF,  VA  HOSPITAL 
108  tt   MARTZ,  SAMUEL  J,  CPT,  PD 

110  tt   MASSENGILL,  GERALD  E,  LT,  PD 

177  MCEACHRAN,  MICHAEL  THOMAS,  CPT,  SHELBY  CO  SD 

160   MCGRIFF,  DAVID  NEILL,  SR,  CRIM  INVSTGR,  DA  GEN  OFC 

95  It   MOLNAR,  JOHN  F,  DEP  CHF  OF  OPERATIONS,  PD 
168   MOORE,  ALVIN  E,  LT,  SHELBY  CO  SD 

117  #  MOORE,  BETTY  JOAN,  CPT,  PD 

113  It   MOSES,  JERRY  R,  CPT,  PD 

129   MUSIC,  JIMMY  DONALD,  INSPR,  PD 
107  tt   NELSON,  BILLY  W,  CPT,  PD 
116  It   OWENS,  DALLAS  W,  CPT,  UNIV  OF  TN  PD 
16  #  OWENS,  DON  G,  LIEUTENANT,  PD, 
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124  It   PAPIA,  JAMES  VINCENT,  JR,  DEP  MARSHALL,  USMS 

166  It   PETERSON,  GERALD  HAYNE,  LT,  SHELBY  CO  SD 
78  #  PRICE,  BILL  S,  DIR,  METRO  LAN  ENF  PLANNING  AG 
7*  I  PROCTOR,  GERALD  P.,  CHF  DEP,  SHELBY  CO  SD 

102  *  PUGH,  JAMES  F,  CPT,  PD 

1*9   OUINN,  JAMES  MICHAEL,  MAJ,  PD 

106  f  RAY,  JEHELL  G,  CHF  INSPR,  PD 

198   REESE,  RALPH  ARTHUR,  CPT,  MEMPHIS  INTL  AIPORT  PD 
171   ROBERTSON,  MARK  HILLIAM,  LT,  SHELBY  CO  SO 

90  0  ROSE,  LONNIE  M,  SR,  SGT,  SHELBY  CO  SD 
162   RUSSELL,  STEVEN  LEE,  SGT,  TN  HPTL 

99  I  RYALS,  ELMER  L,  INSPR,  PD 

83  *  SANSONE,  FRED  M. ,  LT,  SHELBY  CO  SD 

138  SEARS,  HILLIAM  AUSTIN,  LT,  SHELBY  CO  SD 
86  I  SMITH,  BILLY  J,  CHF  DEP,  SHELBY  CO  SD 

139  #  SMITH,  THOMAS  DHIGHT,  CPT,  PD 

107  tt   STONE,  J  T,  ASST  CHF,  SHELBY  CO  SD 
120  tt   STRAYHORN,  LARRY  LEE,  INSPR,  USMS 

161   SHAIN,  CHARLES  RICHARD,  INSPR,  SHELBY  CO  SD 
129   SHAIN,  PATRICIA  COOP,  CPT,  SHELBY  CO  SD 
72  tt   SHANN,  EDHARD  C.  ,  INSPECTOR,  PD 
187   TAYLOR,  ANNETTE,  MAJ,  PD 

THOMAS,  HILLIAM  HANK,  CPT,  PD 

TINES,  GRAYDON  P.,  CHIEF  INSPECTOR,  PD 

TUCKER,  JIMMY  PARVIN,  INSPR,  SHELBY  CO  SD 

TUSANT,  HARRY  JAMES,  JR,  MAJ,  PD 

VANDIVEER,  RODNEY  N. ,  DEP  SHF,  SHELBY  CO  SD 

VANHOOSER,  JACK  MARLER,  JR,  SA,  TN  BU  OF  INVSTGN 

VENSON,  CLYDE  R,  CRIM  INVSGR,  DA  OFFICE 

ROBERT,  CPT,  MEMPHIS  INTERNATL  AIRPORT 

JACK  F.,  DEPUTY  CHIEF  OF  POLICE,  PD 
BILLY  E,  CPT,  PD 
HILSON,  HILLIAM  A.,  CAPTAIN,  PD 
HINFREY,  HALTER  JAMES,  DEP  CHF,  PD 
HING,  DAVID  REED,  INSPR,  SHELBY  CO  SD 
HOOD,  HESLEY  J,  CHF  INSPR,  SHELBY  CO  SD 
HRIGHT,  DON  HAYNE,  ASST  CHF,  SHELBY  CO  SD 
HRIGHT,  MARY  JENKINS,  INSPR, 
YANCEY,  JOHN  THOMAS,  JR,  LT, 
YARBROUGH,  DENVER  TERRY,  LT, 
YORK,  MELVIN  T,  INSPR,  PD 

YOUNG,  FRANK  HARREN,  DIR  OF  BUDGT,  CRIMINAL  COURT 
ZACHARY,  JAMES  0.,  CRIMINAL  INVESTIGATOR,  DAS  OFF 


VESTER, 

WALLACE, 

HILKIE, 


PD 

SHELBY  CO  SD 

SHELBY  CO  SO 


120 

77 
155 
151 

78 
169 

88 
187 

84 

94 

38 
158 
135 
102 
119 
193 
180 
187 
100 
128 
117 
MILAN 

194   HRIGHT,  TIMOTHY  CHARLES,  LT,  PD 
HILLINGTON 

123  *  DINGMAN,  ANTHONY  THOMAS,  COP 

138   ORMAN,  HILLIAM  JERE,  ASST  CHF,  PD 
MORRISON 

109   HIX,  DANNY  H,  SA,  TN  BU  OF  INVSTGN 
MORRISTOHN 

153   JARNAGIN,  ESCO  RAY,  DET,  PD 

148   KILGORE,  GARY  CURTIS,  DET,  PD 

167   LIVESAY,  RANDALL  WAYNE,  DET,  PD 

194   LONG,  MICHAEL  SCOTT,  DET,  HAMBLEN  CO  SD 

179   MCGINNIS,  LARRY,  DET,  PD 

120   PENDLAND,  ROY  DALE,  DET,  PD 

102  tt   SEAL,  JOEL  K.  ,  CHIEF  OF  POLICE 
MURFREESBORO 

187   ASBURY,  ROBERT  BENTON,  CPT,  RUTHERFORD  CO  SD 

103  tt   BROWN,  EDMOND  N.,  COP 

175   BROWN,  JOHNNY  RAY,  MAJ,  RUTHERFORD  CO  SD 
170   CHRISMAN,  HILLIAM  GLENN,  DEP  COP 

164  DEAN,  AMY  LOUISE,  DET,  PD 

165  GAMMON,  VIRGIL  MARTIN,  COL,  RUTHERFORD  CO  SD 
191   GARRETT,  RANDY  TROY,  MAJ,  PD 

91  JONES,  BILLY  L,  COMR,  PD 

120  It   KINSER,  EDHARD  DAKIN,  SGT,  PD 

179   LEHEH,  RALPH  ALLEN,  MAJ,  RUTHERFORD  CO  SD 

124  LESTER,  HIRAM  HHROE,  SR,  MAJ,  PD 
119   LEHIS,  GLEN  ANTHONY,  SGT,  PD 

39  *  LYNCH,  BOB  B.,  COP 
108   MESSICK,  JAMES  L,  ASST  CHF,  PD 
197   MORTON,  PREBLE  ANNE,  LT,  RUTHERFORD  CO  SD 

126  I  OHEN,  JAMES  EUAL,  LT,  TN  HPTL 

167   STOUT,  RICHARD  NOEL,  SA,  TN  BU  OF  INVSTGN 
NASHVILLE 
102  tt   AKERS,  HINDELL  J,  SGT,  METRO  PD 
96  tt   ALLEN,  MATTHEH  J.,  LT,  METRO  PD 
115  *  BAIRD,  BOBBY  D,  SA,  TN  BU  OF  INVSTGN 
165   BEARD,  HAROLD  RUSSELL,  SGT,  TN  DPS 
123  tt   BIRDHELL,  DENNIS  WAYNE,  SGT,  HETRO  PD 

92  It   BLANKENSHIP,  JOE  L,  CPT,  TN  HPTL 

125  tt   BOLLINGER,  GILBERT  EUGENE,  CPT,  TN  HPTL 
80  tt   BRYMER,  NOBLE  L,  CPT,  METRO  PD 

136   CALAHAN,  MICHAEL  FRED,  SGT,  METRO  PD 

29  »  CASTLEMAN,  CLYDELL,  LT,  DEPT  OF  SFTY,  ST  OF  TN 
113  I  COLE,  EDDIE  S,  CPT,  TN  DPS 

53  It   COLEMAN,  HILLIAM  EDWARD,  JR.,  CRIM  INVSTR,  TN  BU  OF  CRI 

62  *  CROSS,  HAROLD  F.,  CPT,  TN  DEPT  OF  SFTY 

82  tt   CURREY,  GEORGE  H.  ,  MAJ,  METRO  PD 
174   DOTSON,  LEE  RIVERS,  SA,  USSS 
193   ECKERMAN,  ROBERT  CHARLES,  LT,  TN  HPTL 

104  tt   FAGAN,  LARRY  N,  CPT,  METRO  PD 

127  FAULKNER,  DEBORAH  YVONNE,  ASST  CHF,  METRO  PD 

128  FLOIED,  FRANK  GALE,  SR,  EXEC  OFCR,  TN  DEPT  OF  SFTY 

121  FRAZIER,  JACK  HILSON,  CPT,  TN  HIGHWAY  PTL 
108  tt   GALBAUGH,  FRANK  E,  MAJ,  METRO  PD 

150   GARNER,  WILLIAM  HICHAEL,  LT,  PD 

160   GILLELAND,  RICHARD  MAXHELL,  SSA,  TN  BU  OF  INVSTGN 


196 
133 

23 
110 
195 
173 
109 
179 
199 
132 

70 
107 
166 
177 
106 
154 
186 

59 

89 
186 
127 
133 
121 
194 
184 

83 
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173 
140 

92 
100 

71 

90 
125 

93 
180 
162 
110 
189 
117 
164 
158 

99 
113 


PENCE, 
REESE, 
REMKE, 


GOODHIN,  GARY  LAND,  LT,  METRO  NASHVILLE  PD 

GREEN,  BILLY  LADON,  LT,  TN  HPTL 

GRIFFIS,  B.  S.,  ACTING  SGT,  PD 

GUYET,  ALLAN  R,  DIR  OF  SEC,  VANDERBILT  UNIV 

GHYN,  MARK  RANDALL,  EXEC  OFCR,  TN  BU  OF  INVSTGN 

HALL,  DANNY  BLANTON,  TPR,  TN  HPTL 

HAMBLIN,  HILLIAM  D,  CPT,  METRO  PD 

HIGDON,  JIMMY  HAYNE,  ASST  SAC,  TN  ABC 

HILL,  RONNIE  ANTHONY,  LT,  METRO  NASHVILLE  AIRPORT  PD 

HOFFMAN,  JOHN  DALE,  CPT,  PD 

HUFFMAN,  NEVERETTE  L,  MAJOR,  TN  HPTL 

HUNLEY,  MILTON  W,  LT,  METRO  PD 

HUNTER,  JOHNNY  LARRIS,  SGT,  METRO  PD 

HUTCHENS,  MARK  THOMAS,  CHF  OFR,  ALCOHOLIC  BEV  COMM 

JACKSON,  ROBERT  C,  CPT,  METRO  PD 

JACOBS,  THOMAS  NEWMAN,  JR,  LT  DET,  METRO  PD 

JOHNSON,  DEHAYNE  EDWARD,  SA,  TN  BU  OF  INVSTGNS 

KERKELES,  JOHN  H. ,  CHF  INVSTGR,  DAVIDSON  CO  SD 

KIRCHNER,  ROBERT  E,  JR,  COP 

KLING,  JEFFREY  GEORGE,  SA,  USSS 

LANCASTER,  LEX  JERRY,  CHF  DEP,  USMS 

LEACH,  JIMMIE  VAN,  MAJ,  TN  DEPT  OF  SAFETY 

MANNING,  JOHN  ALLEN,  JR,  MAJ,  METRO  PD 

MASON,  EDHARD  CARMACK,  SGT,  METRO  PD 

MCBRIDE,  GEORGE  THOMAS,  LT,  NASHVILLE  METRO  PD 

MCDANIEL,  WILLIAM  A.,  JR,  INVSTGR,  DAVIDSON  CO  ATTY  GEN 

MEECE,  VALERIE  JEAN,  CPT,  METRO  PD 

MILLER,  LEONARD  MICHAEL,  CPT,  METRO  NASHVILLE  PD 

MILLIKEN,  JOHN  HAYNE,  SGT,  METRO  PD 

MITCHELL,  MICHAEL  D. ,  LIEUTENANT,  METROPOLITAN  PD 

OGG,  JOE  W,  CPT,  METRO  PD 

OWEN,  R.  B.,  JR.,  CAPTAIN,  METROPOLITAN  PD 

PEACH,  SAM  D,  CPT,  METRO  PD 

KENNETH  ROSSON,  LT,  METRO  PD 

BILLY  W,  LT,  METRO  PD 

DAVID  ALAN,  INVSTGR,  TN  DEPT  OF  REVENUE 
RUEFF,  DAVID  ANDREW,  SGT,  METRO  PD 
RUSSELL,  ROBERT  P,  MAJ,  METRO  PD 
RYAN,  DARRELL  EUGENE,  SGT,  PD 
SATTERFIELD,  DANNY  L.,  POL  OFCR  I,  METRO  PD 
SCHLAFLY,  ROBERT  KARL,  SA,  TN  BU  OF  INVSTGN 
SMITH,  CHARLES  VERNON,  ASST.  COP,  METRO  PD 
STOREY,  THOMAS  A,  CPT,  PD 
SUMMERS,  LUTHER  M.,  DETECTIVE  SERGEANT,  PD 

97  tt   TACKETT,  PAUL  D,  CPT,  TN  HIGHWAY  PATROL 

98  tt   THOMPSON,  DAVID  L,  LT,  METRO  PD 
TIDWELL,  NORMAN  WAYNE,  SA,  TN  BU  OF  INVSTGN 
TIPTON,  RUSSELL  L,  LT,  TN  DPS 

WALDROP,  JAMES  D,  ASST  DIR,  TN  BU  OF  CRIM  IDENT 
WARRICK,  FRED  ALLEN,  TRAINING  OFFICER,  TENNESSEE  ST 
WEST,  JOSEPH  E,  CPT,  TN  HIGHHAY  PATROL 
WHITE,  JOHN  RAYMOND,  LT,  TN  HPTL 
WHITE,  TERRY  ALAN,  LT,  PD 

HHITLATCH,  HAROLD  T.,  INSPR  IN  CHARGE,  ORGANIZED  CRI 
WILKINS,  GLENN  BROOKS,  SA,  TN  BU  OF  INVSTGN 
WIX,  GARY  LANE,  CPT,  TN  DPS 
WOODLEE,  DOUGLAS  D,  SAC,  TN  BU  OF  INVSTGN 
WYNN,  MARK  ALAN,  SGT,  METRO  PD 

77  tt   YORK,  JAMES  A.,  MAJOR,  METRO  PD 
NEWPORT 

123   DUNN,  JIMMY  BRUCE,  ASST  DA  GEN,  COCKE  CO 
OAK  RIDGE 

39  tt   ADDISON,  ARTIE  A.,  JR.,  CPT,  PD 

ANDERSON,  FRANKLIN  D,  DET  SGT,  PD 

BEAMS,  DAVID  HULL,  COP 

DAVIDSON,  JOHN  BOYD,  LT,  PD 

FEHR,  CHARLES  GUSTAV,  LIEUTENANT, 
111  tt   GALLAHER,  RICHARD  A,  CPT,  PD 
158   MANSFIELD,  JACK  DONALD,  LT,  PD 

MILLS,  GEORGE  A,  SR,  CHF  OF  DET, 

MONGER,  J.  L.,  SGT,  PD 

NALL,  PHILIP  MABRY,  SGT,  PD 

OGLE,  GARY  WENDELL,  LT,  PD 

78  tt   SMITH,  ROBERT  G,  COP 
192   STONE,  RICHARD  BRYAN,  LT,  PD 

75  tt   THOMAS,  HARRY  E,  CPT,  PD 
ONEIDA 

HIGGS,  ROBERT  JOE,  NAT  PARK  RANGER 
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70 
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93 
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49 

83 
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PD 
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150 
PARIS 
108  * 
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117  # 


BUSSEY,  HILLIAM  H,  PTLM,  PD 
JENKINS,  MICHAEL  LYNN,  PATROLMAN,  TVA  POL 
WILLIAMS,  LEON  VERNON,  SHF  OF  HENRY  COUNTY 
PIGEON  FORGE 
169   ADAMS,  JAMES  DENNIS,  CPT,  PD 
160   BALDWIN,  JACKIE  HAROLD,  COP 
190   TRENTHAM,  TIMOTHY  LEE,  CRIM  INVSTGR,  PD 
PIKEVILLE 

172   EMIREN,  DAVID  JENNINGS,  SA,  TN  BU  OF  INVSTGN 
POWELL 

122   WAMACK,  MICHAEL  ALAN,  SGT,  TN  HIGHWAY  PTL 
RIDGESIDE 

56  tt   LONG,  HILLIAM  A.,  CHF  OF  SEC,  TN  TEMPLE  UNIV 
RIPLEY 

183   SANDERS,  CHARLES  STEPHEN,  LT,  PD 
ROCKWOOD 

122   CISSON,  JAMES  WILLIAM,  COP 
ROGERSVILLE 

98   MOORE,  ROBERT  B,  DEP,  HAWKINS  CO  SO 
188   OVERHOLT,  ROGER  DALE,  COP,  MORISTOHN  PD 
SAVANNAH 
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94  #  HORTON,  JOHN  W,  LT,  TN  HPTL 
SELHER 
114  *  CAROTHERS,  JAMES  H,  CHF  DEP,  MCNAIRY  CO  SD 

145  HUGGINS,  DONALD  EUGENE,  DEP  SHF,  MCNAIRY  CO  SD 
SEVIERVILLE 

187  BRYAN,  TERRY  PAUL,  LT,  PD 
119   FOX,  ROBERT  HESLEY,  SR,  COP 

144   HUTCHISON,  HAROLD  DAVID,  CRIM  INVSTGR,  DA  GEN  OFC 

176  MCMAHAN,  LARRY  NEAL,  DET  CPT,  SEVIER  CO  SD 

177  MYERS,  DON  ROBIN,  CPT,  PD 

97   HATSON,  STEVE  0,  DEP  CHF,  SEVIER  CO  SD 
SEYMOUR 

167  HOLFE,  TERRY  DEAN,  DEP  INSPR,  TN  HPTL 
SHELBYVILLE 

188  SHING,  CLAUDE  AUSTIN,  JR,  COP 
SIGNAL  MOUNTAIN 

195   EDDINGS,  LARRY  PAUL,  COP 
161   ROACH,  DOUGLAS  GERALD,  CPT,  PD 
SMYRNA 

190  ARNOLD,  KEVIN  MICHAEL,  ASST  CHF,  PD 

181  BEACH,  MICHAEL  DALE,  ASST  CHF,  PD 
SOMERVILLE 

127   HHITAKER,  THOMAS  FORGEY..CRIM  INVSTGR,  DA  GENERALS  OFC 
SPRINGFIELD 
172   BENNETT,  DONALD  LYNN,  DET  SGT,  ROBERTSON  CO  SD 

182  GROGAN,  JIMMY  RAY,  LT,  PD 

138   HENDERSON,  STANLEY  ROYCE,  DEP  SHF,  ROBERTSON  CO  SD 
106   HOLT,  HILLIAM  C,  III,  INVSTGR,  DIST  DRUG  TASK  FORCE 

168  JOHNSON,  DANNY  EDWIN,  SR,  ASST  CHF,  PD 

183  PERRY,  RONNIE  DALE,  DET  SGT,  ROBERTSON  CO  SD 

191  RICHARDSON,  JESSE  IRA,  DET  SGT,  ROBERTSON  CO  SD 

189  WATKINS,  HILLIAM  EUGENE,  LT,  PD 
129  HILHOIT,  STEPHEN  MICHAEL,  COP 

SHEETHATER 
170   JENKINS,  JAMES  MICHAEL,  COP 

113  MOREE,  LLOYD  D,  JR,  SGT,  TN  DEPT  OF  SAFETY 
TAZEWELL 

111  tt   RAY,  DAVID  M,  JUDGE,  SESSIONS  COURT  OF  CLAIB 
TRENTON 

140  SANDERS,  WILLIAM  FRANK,  ASST  CHF,  PD 
TULLAHOMA 

149  CONN,  JIMMY  DALE,  PUB  DEFENDER,  COFFEE  CO 
UNION  CITY 

188   GARNER,  LAWRENCE  JOE,  COP 
9  *  PHILLIPS,  D.  P.,  OFFICER,  PD 
WARTBURG 

166  #  BEAN,  COLO  HOMER,  JR,  CHF  DEP,  MORGAN  CO  SO 
WINCHESTER 

127   DAVIS,  LARRY  BENTON,  SA,  TN  BU  OF  INVSTGN 

108   EARLE,  GEORGE  D,  ABC  AGENT 

186   FULLER,  TIMMY  GERALD,  CPT,  FRANKLIN  CO  SD 

178  #  HENSHAW,  RANDALL  KEITH,  SGT  INVSTGR,  FRANKLIN  CO  SD 

TEXAS 
ABILENE 
152   BERRY,  JAMES  NATHAN,  DEP  CHF,  PD 

141  *  DICKEY,  ROGER  PAUL,  DET  SGT,  PD 

121   DIEKEN,  JACK  WILLIS,  SHRF,  TAYLOR  CO  SO 

146  DYE,  EDWIN  MERLE,  DEP  CHF,  PD 
116  *  FAULKS,  LARRY  B.,  LT,  PD 

131  tt   JOHNSTON,  NOEL  GENE,  LT,  PD 
36  *  KELLEY,  ROYAL  HOBART,  COP 
87  tt   MERCHANT,  S.  C,  RGR,  TX  RANGERS,  TX  DPS 

178   MOORE,  MARK  WESLEY,  LT,  PD 

108  tt   PORTALATIN,  RAMON,  LT,  TAYLOR  CO  SO 
103  H   PYBURN,  DWAIN  T.,  COP 

ALAMO  HEIGHTS 

150  FORTSON,  GILES  MATTHEW,  LT,  PD 

167  PHELAN,  MARTIN  JOHN,  SGT,  PD 
140   TERRY,  ROGER  LEE,  COP 

ALICE 

109  *  RODRIQUEZ,  JUAN,  COP 
ALLEN 

152   CARROLL,  RICHARD  DOYLE,  COP 
178   RUSHING,  HILLIAM,  COP 
170   STEPHENS,  MICHAEL  ALAN,  LT,  PD 
ALPINE 

96  *  BROWNE,  MICHAEL  D,  ASST  CHF 

114  tt   JACKSON,  HAYNIE  J,  TX  RANGER,  TX  DPS 

168  tt   MAXWELL,  KENNETH  GRADY,  LT,  TX  DPS 
101  *  URQUIDI,  ANTONIO,  COP, 

ALVIN 

129   ADKINS,  JEFFERY  GENE,  DEP,  BRAZORIA  CO  AD 

137   CLAWSON,  MICHAEL  JOHN,  DIR  OF  PUBLIC  SAFETY,  CITY  OF 

170   CROUCH,  STUART  MARCUS,  CPT,  PD 

175   LANGSTON,  RANDAL  LEE,  MSGT,  PD 

195   LUCAS,  TERRENCE  LEE,  CPT,  PD 

157   MERKEL,  MICHAEL  DUANE,  COP 

152   HHITAKER,  HORACE  EDWIN,  JR,  MSGT,  PD 
AMARILLO 

59  tt   ALEXANDER,  WILEY  C. ,  COP 

184  AMOS,  MICHAEL  CHARLES,  LT,  PD 
56  *  BOWES,  JOE  D. ,  JR.,  SGT,  PD 

142  BOYDSTON,  JIMMY  DON,  SHF  OF  POTTER  CO 
194   BROWNING,  GREGORY  BRUCE,  CPT,  PD 

168   CHADWICK,  GARY  WILLIAM,  LT,  PD 
133  tt   CLOUETTE,  FORREST  EUGENE,  LT,  PD 
135   DIETERMAN,  ANDREW  EDWARD,  ASST  CHF,  PD 
182   DUKE,  CLAY  KENT,  LT,  POTTER  CO  SD 
114   FERGUSON,  FREDRICK  K.,  LIEUTENANT,  PD 


160   FRANCIS,  ROBERT  JOE,  ASST  CHF,  PD 
146   GARNER,  DERRELL  V,  LT,  PD 

120  tt   HILL,  HERBERT  EUGENE,  CPT,  PD 

86  tt  HOLLIS,  CHARLES  H. ,  COL,  ASST  CHF,  PD 
194  *  HORN,  DENNIS  WELDON,  LT,  POTTER  CO  SD 
128  tt   KEENEY,  DALE  CLENNON,  LT,  PD 

71  tt   KEITH,  JIM  W,  ASST  CHF,  PD 
189   KIRKPATRICK,  RUSSELL  KENT,  SA,  US  DEPT  OF  ENERGY 
126   KRAL,  WILLIAM  FRANKLIN,  LT,  PD 
111   NEAL,  JERRY  H,  COP 

68  ft   SIMMONS,  JAMES  OLIVER,  DEP  SHF,  POTTER  CO  SD 
152   STEPHENS,  CLAUDE  GORDON,  MGR,  SECURITY,  NH  TX  HOSPITAL 

140  STEVENS,  JIMMY  MURL,  SGT,  PD 

174   TUPIN,  ARTHUR  RAY,  CHF  DEP,  POTTER  CO  SD 

8  tt   USELDING,  LEO  W,  (SA,  FBI),  DEPUTY  SHERIFF,  POT 
103  tt   VANDEUSEN,  KENNETH  R.,  LT,  PD 
ANAHUAC 

121  *  COLE,  ROBERT  ALLEN,  INVSTGR,  CHAMBERS  CO  SO 
ANDREWS 

133   DOLGENER,  RICHARD  HOWARD,  CHF  DEP,  ANDREWS  DO  SD 
ANGLETON 
162   BULLARD,  LARRY  GENE,  INVSTGR,  BRAZORIA  CO  DA 
183   DEVENS,  JOHN  P,  CPT,  BRAZORIA  CO  SD 
145   KING,  EMORY  JOSEPH,  SHF  OF  BRAZORIA  CO 

30  #  KYLE,  K.  D.,  DEP  SHF,  BRAZORIA  CO  SO 
165   MCCALL,  REX  LAYNE,  CPT,  BRAZORIA  CO  SD 

141  WAGNER,  CHARLES  STAFFORD,  CHF  DEP,  BRZORIA  CO  SO 
132   WINGO,  STEWART  MATTHEW,  INVSTGR,  BRAZORIA  CO  DA 

ARANSAS  PASS 

194   JONES,  DARRELL  LEE,  LT,  PD 

169   THOMPSON,  MICHAEL  LEE,  CPT,  PD 
ARLINGTON 

186  BOWMAN,  THERON  LANEAL,  ASST  CHF,  PD 
84   EDMONDSON,  BERT  D,  LTC,  USA 

194   FISHER,  DELHIN  GLEN,  DEP  CHF,  PD 
143  tt   JOHNSTON,  MICHAEL  STEPHEN,  DEP  CHF,  PD 
179   KENDRICK,  JERRY  WAYNE,  DEP  CHF,  PD 
61  #  KLINE,  JAMES  S.,  DIR  OF  POL  TNG,  TX  COUNCIL  OF 

187  MORI ARTY,  JOHN  MICHAEL,  CHF,  TX  DEPT  OF  CRIM  JUSTICE 
83  tt   PARSONS,  ROBERT  L.,  CAPTAIN,  PD 

75  tt   PERRY,  HERMAN  C.  ,  COP 
151   PROVENCIO,  JOAQUIN  REYMUNDO,  SA,  FAA 
PUGH,  DAVID  LAMAR,  DEP  CHF,  PD 
RETTIG,  MARION  D. ,  DEPUTY  CHIEF,  PD 
SHIPP,  GARY  WAYNE,  DEP  CHF,  PD 
SUSTAIRE,  DANNY  MURNICE,  DEP  CHF,  PD 
TAYLOR,  RUFUS  L. ,  CHF  OF  SEC,  UNIVERSITY  OF  TEXA 
WATSON,  EDMON  WILMER,  CPT,  PD 
WHITTINGTON,  EDWARD  F,  III,  CMDR,  CID 
WIGGINS,  BOBBY  N.,  CAPTAIN,  PD 


170 
110 
175 
148 

34 
119  # 

99  tt 

95  tt 

ATHENS 

133  * 

77  * 
172 
AUSTIN 
146 
151 
126 


BREWER,  JAMES  ONEY,  CHF  DEP,  HENDERSON  CO  SD 
HALBROOK,  REGINALD  D. ,  CHIEF  OF  POLICE 
UNDERHILL,  THOMAS  COY,  LT,  PD 


AARON,  STEPHEN  CURTIS,  CPT,  TRAVIS  CO  SD 
ALEXANDER,  WILLIAM  EDWARD,  JR,  SR  SGT,  PD 
ALLEN,  JERRY  WAYNE,  CPT,  PD 
101  tt   BAKER,  JAMES  E,  LT,  PD 

97   BALDRIDGE,  ROY  R,  ASST  DIR  OF  POL,  UNIV  OF  TX  SY 
188   BALLARTA,  ERWIN  MANGONA,  LT,  TX  DPS 

77   BEAUCHAMP,  LARRY  L.,  SA  TO  COMM,  DEPT  OF  AG 
100  tt   BELVIN,  MICHAEL  T,  DEP  CHF,  PD 
105  tt   BLOCK,  H.  R.,  CPT,  TEXAS  RANGERS,  TX  DPS 
191   BOURLAND,  GREGORY  DAVID,  SGT,  TX  DPS 

96  tt   BRANNAN,  EDGAR,  ASST  AGENT  IN  CHARGE,  TX  DPS 
126   BRASWELL,  TROY  GENE,  INVSTGR,  TX  DPS 

155  tt   BURDETTE,  JAMES  DAVID,  JR,  CPT,  TX  DPS 

136  BURNS,  HAROLD  DURANT,  JR,  INVSTGR,  TX  REHAB  COMMISSION 

77  CANNON,  DONALD  R.,  CHF,  UNIV  OF  TX  POL 
190   CARY,  SCOTT  JAMES,  SGT,  PD 

125   CHRISTIAN,  BURTON  WAYNE,  ASST  CHF,  TX  DPS 

103  tt   COOK,  MAURICE  C.  ,  TX  RGR,  TX  DPS 

107  tt   COURT,  TED  B,  SGT,  DPS 

125  *  CROSHAW,  LINDA  MAf ,  SGT,  UNIV  OF  TX  AT  AUSTIN  PD 

198   DAVIS,  GARTH,  SGT,  TX  DPS 

197   DERRICK,  CHARLES  EDWARD,  LT,  TX  DPS 

174   DIXON,  CHESTER  LEONARD,  STAFF  LT,  TX  DPS 

159   DONELSON,  ROLLIN  ROY,  CPT,  UNIV  OF  TX  PD 

78  #  DYSON,  W  FRANK,  COP 

96  It   EASTMAN,  HARRY  J,  ASST  CHF,  UNIV  OF  TX  PD 
167   EWAN,  ROBERT  LEROY,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 
141    FEARN,  JERRY  BROOKS,  SR  SGT,  PD 

32  tt   FORESTER,  RUSSELL,  CAPTAIN,  PD 

18  *  FORT,  C.  FRANK,  CAPTAIN,  PD 

177  GARCIA,  ENRIQUE  VECCHIO,  CPT,  TX  DPS 
194   GILLESPIE,  JULIE  ANN,  LT,  UNIV  OF  TX  PD 
153  It   GOFORTH,  CHARLES  WESLEY,  CPT,  TX  DPS 

174   GRIGGS,  SILAS  STEPHEN,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 

149   GROSS,  ROBERT  ANTHONY,  LT,  PD 

162   HAILEY,  KENNETH  LYNN,  INSPR  II,  TX  DPS 

143  HALL,  FRANK  HAYES,  INSPR,  TX  DPS 

137  HALL,  JACKIE  DALE,  LT,  TRAVIS  CO  SO 
190   HARPER,  BOBBY  DONALD,  LT,  TX  DPS 

156  HART,  CECILIA  KLEVENHAGEN,  SR  SGT,  PD 

144  HART,  WILLIAM  LEROY,  LT,  TRAVIS  CO  DA  OFC 

50  It   HARTMAN,  LUTHER  E.,  PROG  DIR,  NARCOTICS  &  DRUG  ABU 
185   HARTSFIELD,  CONNIE  BARNETT,  LT,  TX  DPS 

178  HAWKINS,  WILBURN  GENE,  CPT,  DPS 

171   HILDEBRAND,  GERALD  WARREN,  INSPR  II,  TX  DPS 
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173 
101 
193 
169 
189 

92 
128 
124 
129 
117 
110 

17 
116 
152 

73 
175 
104 

33 
106 
160 
173 
153 
195 
133 

67 
132 
176 
170 
158 

65 
137 
124 

95 
136 
184 
147 
166 
168 
192 
122 
165 
198 

94 

85 

78 
107 
183 
146 
181 
135 

69 
119 
111 
130 
194 
157 
140 
114 
108 
197 

79 

71 

79 
113 

94 

134 

104 

195 

AZLE 


HOLMES, 
HOHELL, 
HUNTER, 
JORDAN, 
KNAUTH, 


HAXHELL, 
HAXHELL, 
MCDAVID, 
MCNEILL, 


PATRICIA  ANN,  INSP,  INSP  &  PLANNING  TX  DPS 

MARX  R,  INSPR,  TX  DPS 

FORREST  CRAIG,  CMOR,  TX  PARKS  &  HILDLIFE 

JAMES  EDHARD,  LT,  TX  DPS 

DANNY  HADE,  LT,  TX  DPS 
KRUMNOH,  JOHN  J.,  SERGEANT,  TEXAS  DEPARTMENT  OF 
LAND,  DENNIS  DALE,  INVSTGR,  TX  DPS 
LEHIS,  JOE  BETHELL,  MAJ,  TX  DEPT  OF  CRIM  JUSTICE 
LITTLETON,  CHARLES  RAYMOND,  CPT,  TRAVIS  CO  SO 
LIVINGSTON,  MICHAEL  KEITH,  SR  SGT,  PD 
LYON,  BUFORD  C. ,  INSPT  III,  TX  DPS 
MARSHALL,  E.  H.  ,  SR  INVSTGR,  TEXAS  RANGERS 
FREDDIE,  CPT,  PD 

JOHN  PATTERSON,  LT,  PER  BUR,  TX  DPS 
BENNY  D. ,  MAJOR,  PD 
G  DUANE,  CMDR,  PD 
MCHHORTER,  BOBBY  P.,  ASST  CMDR,  TX  DPS 
NAYLOR,  HALTER  E.,  CHF,  NARC  DIV,  TX  DPS 
NELSON,  RICHARD  H. ,  SGT,  TX  DPS 
OUTON,  DAVID  HOHARD,  CPT,  TX  DPS 
PAGE,  JAMIE  RILEY,  LT,  TRAVIS  CO  SD 
PANTERMUEHL,  JOHN  BOST,  CRIM  INVSTGR,  TX  AG  OFC 
PENA,  ANDRES,  JR,  LT,  TX  DPS 
PENCE,  BILLY  CHARLES,  SR  SGT,  PD 
PHIFER,  GEORGE  A.,  COP 
PITCOCK,  MICHAEL  GALE,  SGT,  DPS 
PITTMAN,  KENNETH  HAYNE,  LT,  DPS 

PLEMONS,  DONALD  RAY,  COMMD,  CRIM  INTEL  SER,  TX  DPS 
POLK,  LLOYD  CALVIN,  CPT,  PD 
PURSE,  HILLIAM  L,  ASST  CHF,  THE  UNIV  OF  TX 
PURTLE,  TED  LYNN,  CHF  INSPR,  TX  DPS 
PUTMAN,  LINDSEY  JOE,  CPT,  PD 

RENEAU,  BRUCE  A,  CPT,  UNIVERSITY  OF  TEXAS,  PD 
RICHARDS,  DANIEL  THOMAS,  CHF  DEP,  TRAVIS  CO  SD 
RIDDLE,  STARLANE  MARIE,  SGT,  TX  DPS 
RODRIGUEZ,  ALBERTO,  ST  COMMD,  TR  BUR,  TX  DPS 
SASSMAN,  RODGER  MARK,  LT,  TX  DPS 
SCHMIDT,  RUSSELL  LOUIS,  SR  SGT,  PD 
SCOTT,  MICHAEL  DEXTER,  INSP,  TX  DPS 
SEVERN,  HALTER  MICHAEL,  INVSTGR,  TX  DPS 
SHAH,  DELL  RAY,  LT,  PD 

SIHMONS,  CARY  MARK,  CPT,  TX  PARKS  &  HILDLIFE  DEPT 
SINGLETON,  JAMES  R.,  TX  RNGR,  TX  DEPT  OF  PUB  SFTY 
SMITH,  HOHARD  H. ,  DIR  OF  INVSTGN  DEPT  OF  PUBLIC 
SOLIS,  VICTOR  E.,  JR.,  PROG  COORDINATOR,  ORGANIZED  CR 
SPOHNHOLTZ,  GERALD  0.,  CAPTAIN,  PD 
STALDER,  RONALD  BRUCE,  LT,  UNIV  OF  TX  AT  AUSTIN  PD 
STAMPS,  JACK  HILSON,  CRIM  INVSTGR,  TX  DA'S  OFC 
STAN,  JOSEPH  RICHARD,  III,  SGT,  TRAVIS  CO  SD 
STEHLING,  VERNON  MICHAEL,  SGT,  TX  DPS 
SHINNEY,  HILFORD  REED,  CPT,  PD, 
TAYLOR,  JAMES  FRANCIS,  DIR  OF  TNG,  TX  DPS 


THOMAS,  ADOLPH,  CHF  OF  STAFF  SUP  SER,  TX  DPS 

HALKER,  CHRIS  BAILEY,  SR  SGT,  PD 

HALKER,  DANIEL  HAROLD,  LT,  TX  DPS 

HARREN,  JOHN  MARK,  CPT,  TX  DPS 

HATKINS,  GERALD  DEAN,  LT,  UNIV  OF  TX  PD 

HELCH,  HELDON  L,  CHF,  LOWER  CO  RIVER  AUTH, 

HHITE,  L.  C,  TX  RGR,  TX  DEPT  OF  PUB  SFTY 

HHITEHEAD,  RICHARD  LLOYD,  LT,  TRAVIS  CO  SD 

HHITLEY,  DONALD  B.,  TNG  CONSULTANT,  TRAFFIC  DIV,  T 

HILKES,  ROBERT  C,  CAPTAIN,  PD 

HILLIAMS,  0.  D.,  DIV  DIR,  TX  COMM  ON  LE  OFCRS  S 

HILLIAMS,  ROBERT  S.,  CHF,  STATE  CAPITOL  SEC  POL 

HILSON,  SAMUEL  B.,  JR.,  DEPUTY  CONSTABLE,  PRECINCT  NO 

HOMACK,  RICHARD  CLARK,  ARSON  INVSTGR  II,  STATE  FIRE  M 

YOUNG,  LEONARD  H. ,  LIEUTENANT,  THE  UNIVERSITY  OF 

ZIMMERMAN,  CARL  DAVID,  LT,  PD 

GUILLORY,  JERRY  HAYNE,  COP 


129 
BANDERA 

163   MACMILLAN,  JAMES  THOMAS,  JR,  INVSTGR,  BANDERA  CO  SD 
BAY  CITY 
111   HALE,  NICKIE  D,  HO,  MATAGORDA  CO  SD 
125   KEMP,  DONALD  LEE,  CHF  INVEST,  MATAGORDA  CO  DA  OF 
BAYTOHN 

AUSLEY,  BILLY  J,  LT,  PD 
COCHRAN,  GARY  PATRICK,  CPT,  PD 
DABNEY,  HILLIAM  ROBERT,  ASST  CHF,  PD 
ERIKSON,  JOHNNY  EDHARD,  CPT,  PD 
HENSCEY,  A  HAYNE,  COP 
JACKSON,  HILLIAM  C,  LT,  PD 
ASST  CHF, 


94 
149 
139 
166 
107 
105 
92 
17 


MERCHANT,  ROBERT  P,  ASST  CHF,  PD 
HILKINSON,  JOHN  B.,  CHIEF  OF  POLICE 
BEAUMONT 
102  It   BARTON,  JAMES  G,  US  MARSHAL, 
BRIDGES,  RUSSELL  H 


37 

100 

116 

97 

80 

97 

172 

108 

83 

180 

169 

115 

74 

113 


EASTERN  DISTRICT  0 
CPT,  JEFFERSON  CO  SO 
CASSELS,  HENRY  H,  CPT,  JEFFERSON  CO  SD 
CRUTCHFIELD,  JOE  H. ,  CPT,  PD 
ENGSTROM,  HAROLD  P,  JUSTICE  OF  PEACE 
FARROH,  L.  D.,  ASST  CHF  DEP,  JEFFERSON  CO  SO 
HAHTHORNE,  DAVID  C,  CHF  DEP,  JEFFERSON  CO  SD 
HOLST,  GILES  BULLOCH,  LT,  PD 
JONES,  THOMAS  J.,  LIEUTENANT,  PD 
KELLY,  CHARLES  D. ,  AGENT,  TX  BU  OF  NARC 
LITTLE,  CHARLES  HILLIAM,  MAJ,  JEFFERSON  CO  SO 
OHNBY,  NANCY  MELISSA,  CPT,  PD 
PADGETT,  HINSTON  C,  AGT  INVSTGR  I,  TX  DPS 
PARSONS,  JOHN  G. ,  MAJ,  PD 
PERRICONE,  CHARLES  A.,  MAJ,  PD 
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96 

70 

193 

102 

92 

99 

165 

166 

108 

111 


PD 


RUSH,  CECIL  F,  ASST  CHF, 

RUSH,  CLYDE  C,  ASST  COP 

SAMPLE,  DAVID  RANDOLPH,  LT,  PD 

SCHULDT,  GEORGE  D,  COP 

SEILEY,  JEFFERSON  D. ,  JR.,  CAPTAIN,  PD 

SMITH,  JAMES  C,  LT,  PD 

SMITH,  SIDNEY  BURTON,  JR,  LT,  PD 

THROHER,  STEVEN  VANDYKE,  INVSTGR,  JEFFERSON  CO  DA  OFC 

WALLACE,  EDHARD  H. ,  SR.,  INVSTGR,  JEFFERSON  CO  DA  OFC 

WHITE,  DENNIS  P.,  MAJ,  JEFFERSON  CO  SD 
88  tt   WILLIAMSON,  RAYMOND  D,  CAPTAIN,  PD 
104   HOODSMALL,  EDMUND  C,  CPT,  PD 
BEDFORD 
159   EUDY,  CHARLES  DAVID,  CPT,  PD 
186   FLORY,  DAVID  DODSON,  ASST  CHF,  BEDFORD  PD 

128  SIMPSON,  JIMMY  RAY,  COP 
BELLAIRE 

170   BRADY,  NEIL  PATRICK,  LT,  PD 

195   HOLLOHAY,  BYRON  ALLEN,  ASST  CHF, 

163   MACK,  RANDALL  CURTIS,  COP,  PD 

129  OGLESBY,  DURWIN  LEE,  OFCR,  PD 
BELLMEAD 


PD 


191 
BELTON 
78 
128 
172 
162 
186 
102 
108 
145 
133 
119 
109 


STOVALL,  WAYNE  EUGENE,  SGT,  PD 


ANDERSON,  RAY  L.,  CHF  INVSTGR,  BELL  CO  DA  OFC 
CONWAY,  BILLY  RAY,  CMDR,  TX  NARC  TASK  FRCE 
COX,  CHARLES  EARL,  LT,  BELL  CO  SD 
CROW,  TED  VINCENT,  INVSTGR,  BELL  CO  DA  OFC 
JACOBS,  RAYMOND  DURWOOD,  JR,  CRIM  INVSTGR,  BELL  CO  DA  0 
JONES,  BILLY  G.  ,  INVSTGR,  BELL  CO  DAS  OFC 
MILLSAP,  THELBERT,  INVSTGR,  BELL  CO  ATTORNEYS  OFF 
NARAMORE,  ROBERT  ALLEN,  CHF  CRIM  INVSTGR,  BELL  CO  ATTY 
NELSON,  STEPHEN  FRANKLIN,  CRIM  INVSTGR,  BELL  AND  LAMPAS 
SMITH,  DANIEL  JOSEPH,  INVSTGR,  BELL  CO  ATTY  S  OFC 
SMITH,  GARLAND  D. ,  INVSTGR,  BELL  CO  DA  OFFICE 
BENBROOK 
137   CARLBERG,  JAMES  ALLEN,  SGT,  PD 

70  tt   GILMORE,  JAMES  R. ,  COP 
162   HORAN,  SAMUEL  FREDERICK,  COP 
144   HUNN,  JIMMY  RAY,  SGT,  PD 
123  #  HALKER,  CURTIS  ELBERT,  JR,  CMDR,  PD 
BERTRAM 

180   CARAHAY,  CHARLES  EARNEST,  JR,  COP 
BIG  BEND 

34  tt   BROHN,  PERRY  E.,  SUPT,  BIG  BEND  NATL  PRK 
BIG  SPRING 

98   FARMER,  SHERRILL  R.,  CAPTAIN,  PD 

STAFFORD,  MILLARD  D. ,  JR.,  CAPTAIN,  U.  S.  AIR  FORCE 
STANDARD,  AUBREY  N.,  SHERIFF  OF  HOHARD  COUNTY 
YORK,  EVERETT  W. ,  CHIEF  OF  POLICE,  PD 


BANKSTON,  JAMES  MICHAEL,  COP 

BLACKMON,  ALONZA  T,  SHF  OF  HUCHINSON  CO 
HAIGHT,  ARTHUR  A,  JR,  COP 

PD 


104 
101  * 
53  * 
BONHAM 

152 

BORGER 

97 

73  tt 
BRENHAM 
180   JANECEK,  MICHAEL  HAYNE,  SGT, 

170  PETRASH,  JULIUS  ROY,  LT,  PD 
BRIDGE  CITY 

158   FAIRCLOTH,  STEPHEN  GARLAND,  COP 

134   TARVER,  JOHN  LOY,  CHF  DEP,  ORANGE  CO  SD 
BROOKSHIRE 

157   GARCIA,  JOHN  JOE,  COP 
BROHNSVILLE 

156   CABLER,  CHARLIE,  CMDR,  PD 

171  DUNN,  JOHN  RANDALL,  LT,  PD 
57  It   ESCOBEDO,  CARLOS  G. ,  DEP  SHF, 

190   ETHERIDGE,  HENRY  BURR,  JR,  LT 
GARCIA,  CARLOS  LUIS,  LT,  PD 
HOSKINS,  CHARLES  DAVID,  CPT,  PD 
INGRAM,  WILLIAM  BRYAN,  LT,  PD 
KINGSBURY,  HILLIAM  ROBERT,  LT,  PD 
KRAUSSE,  GUS  0.,  SHF  OF  CAMERON  CO 

LOPEZ,  RAUL  LOZANO,  JR,  CRIM  INVSTGR,  CAMERO  CO  DA  OFC 
LUCIO,  OMAR,  SHF  OF  CAMERON  CO 
PRICE,  HERSHEL  DEHAYNE,  SGT,  PD 
REYNA,  BENIGNO  GUADALUPE,  COP 
RIOS,  RUBEN  PEREZ,  LT,  PD 
RODRIGUEZ,  VICTOR,  SGT,  PD 
SAENZ,  HOMER  G. ,  SERGEANT-DIRECTOR,  PD 
SAUCEDA,  EZEQUIEL  D. ,  LIEUTENANT,  PD 
SOLIS,  GEORGE  R.,  DIR  OF  JUSTICE,  CAMERON  COUNTY 
TORRES,  TOMAS  MERCADO,  PTLM,  PD 
VEGA,  ANDRES,  JR.,  DIR,  DPS 


CAMERON  CO  SO 
,  PD 


173 
122 
178 
176 

42 
134 
196 
193 
165 
182 
143 
105 
103 
104  * 
124 

88 
BRYAN 
136 
124 
199 
133 
127 

95  » 
149 
194 

98 
146 

90  * 
180 
182 
153 


BURLESON 


BOYD,  JOHN  STANLEY,  LT,  PD 

CHAVARRIA,  OSCAR,  DET  SGT,  PD 

DICKY,  CARROLL  WAYNE,  CHF  DEP,  BRAZOS  CO  SO 

FORSTHOFF,  FREDDIE  CHARLES,  SGT,  TX  DPS 

FREEMAN,  LELAND  SAMUEL,  COP 

HILL,  HOHARD  W,  CPT,  PD 

KOMAR,  FREDDIE  HAYNE,  LT,  PD 

KYLE,  BRIAN  DOUGLAS,  LT,  PD 

MADDOX,  BOBBY  G,  ASST  COP 

MONTOYA,  ERNEST  JAMES,  SGT,  PD 

PHELPS,  CHARLES  W,  COP 

TUMLINSON,  TED  LAWRENCE,  DIST  CT  BLF,  361ST  DISTRICT  CT 

HATKINS,  RITA  JANE,  PROJ  COORD,  SHSU  CRIM  JUST  CTR 

WILLIS,  HERBERT  CLAUDE,  LT,  PD 
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139   CRAWFORD,  JOHN  BUREN,  JR,  SGT,  PD 

150  MARKUM,  DARYLL  DUANE,  LT,  PD 
136   RIPPY,  KEITH  MALCOLM,  COP 

BURNET 

186  SMITH,  HILLIAM  THOMAS,  CPT,  BURNET  CO  SD 

169   FEARY,  MICHAEL  JOSEPH,  INVSTGR,  TX  DEPT  OF  INSURANCE 
CAMP  BULLIS 

109  MATTHEHS,  EDHARD  G. ,  CPT,  USAF 
CANADIAN 

17  *  RATHJEN,  HARRY  C.  ,  SHERIFF,  HEMPHILL  COUNTY  SO 
CANYON 

162   GRIFFIN,  BOBBY  DEAN,  COP 
CARROLLTON 

122  tt   BOULDIN,  ROY  HAROLD,  LT,  PD 

172   GALLOHAY,  DANNY  FREMON,  LT,  PD 

175   JAMES,  DAVID  NEAL,  COP 

154   TRISTAN,  MACARIO,  JR,  ASST  CHF,  PD 
CARSHELL  AFB 

102  #  LAIRD,  NORMAN  S,  LTC,  USAF 
CASTROVILLE 

125  OLIVARES,  ANTONIO,  COP 
CEDAR  HILL 

124  tt   CAMPBELL,  WILLIAM  STEVEN,  CPT,  PD 
136  *  HAMBRICK,  PHILLIP  CHARLES,  COP 
138   HIGGINS,  HOHARD  STEVEN,  LT,  PD 

187  RHODES,  STEPHEN  LEE,  COP 

118   SULLIVAN,  RICHARD  SCOTT,  LT,  PD 
CEDAR  PARK 

169   DEMPSEY,  CHARLES  HILLIAM,  CHF  INVSTGR,  PD 
CLEBURNE 

124   ALFORD,  BOBBY  LEE,  SHF  OF  JOHNSON  COUNTY 

132   COHAN,  THOMAS  DALE,  COP 

189   HARGRAVE,  TOMMY  GRANT,  LT,  PD 

111   ROSIERE,  JACKIE  N.,  SR.,  INVSTGR,  PD 

104  tt   ZACHARY,  CLAUDE  G. ,  COP 
CLUTE 

179   WICKER,  MARK  STEVEN,  COP 
COLLEGE  STATION 

171   BISHOP,  GARY  LYNN,  SGT,  PD 

164  BUCKLEY,  MICHAEL  WAYNE,  LT,  TX  A&M  UNIV  PD 
122   FELDMAN,  EDGAR  RAY,  COP 

168  JOHNSON,  LARRY  JAMES,  SGT,  PD 

159  KAPELLA,  BERNARD  FRANCIS,  LT,  PD 

128  LEWIS,  GREGORY  ROY,  LT,  PD 
130  MATHEWS,  MICHAEL  REEDY,  LT,  PD 
136  PATTERSON,  MICHAEL  LEWIS,  MAJ,  PD 

141   RAGAN,  JAMES  MICHEAL,  ASST  CHF,  TX  A  AND  M  UNIV  POL 

138  tt   SCHNEIDER,  ELMER  EDWARD,  JR,  CHIEF,  TX  A  AND  M  UNIV  PD 

188  SEVERN,  DAN  HERBERT,  JR,  SGT,  PD 
145   TODD,  IRVIN  ELMER,  LT,  PD 

COLORADO  CITY 

116   MCWHORTER,  FRED  J.,  COP 
CONROE 

110  EASON,  WAYMAN  E.,  JR.,  CPT,  MONTGOMERY  CO  SO 
184   HANSEN,  MICHAEL  RAY,  LT,  PD 

130  *  KEATHLEY,  JAMES  MICHAEL,  SGT,  MONTGOMERY  CO  SO 
124   LINDON,  JOHN  THOMAS,  COP 
196   OHARE,  BRIAN,  LT,  PD 

167  *  PETERSON,  TRACY  EDWARD,  SGT,  MONTGOMERY  CO  SD 
115   SEXTON,  JOHN  F,  OFFICER,  PD 

134  tt   WALKER,  LEWIS  HAROLD,  JR,  LT,  MONTGOMERY  CO  SD 
CONVERSE 

191  RIFFE,  KIMBERLY  SUE,  LT,  PD 
COPPELL 

151  GRIFFIN,  TOMMY  WAYNE,  COP 

165  MILLER,  DAVID  CARL,  COP 
COPPERAS  COVE 

188  HEINTZELMAN,  MICHAEL  CHARLES,  LT,  PD 
161   HOWARD,  MILFORD  EUGENE,  LT,  PD 

182   HUCKABEE,  JEFFERY  SCOTT,  CPT,  PD 

126  JACOBS,  GERALD  EUGENE,  COP 
98   KLEMPA,  STEPHEN  J.,  COP 

110  tt   MCDONALD,  ROBERT  H. ,  SR. ,  COP 

150  MOLNES,  TIMOTHY  VICTOR,  DEP  CHF,  PD 
164   SHELTON,  DEBORAH  ANN,  LT,  PD 

166  WEST,  DOUGLAS  ALLEN,  LT,  PD 
CORPUS  CHRISTI 

55  tt   AVANT,  JAMES  H. ,  COP 
71  tt   BANNER,  WILLIAM  C,  COP 
98  tt   BELL,  OTIS  B.,  CMDR,  PD 
102   BYRD,  CAROLYN  A,  CPT,  PD 
53  *  CONNELL,  GEORGE  B.,  DET,  PD 

151  #  DIXON,  DONALD  LEE,  CMDR,  PD 

6  *  DUNN,  EARL  C. ,  DIR  OF  PUB  SFTY 

96  tt   FONTAINE,  BOB  L,  CPT,  PD 

178   GRANATO,  SAMUEL  CARMENO,  SR,  CPT,  PD 
95  #   HANCOCK,  MAXWELL  E.,  CHF  RNGR,  NPS 

139  KIM,  LUTHER  SUNIL,  CPT,  PD 

192  OLIVAREZ,  LARRY,  SR,  SHF  OF  NUECSS  CO, 

129  RANNALS,  LONNIE  JOE,  LT,  TX  DPS 

97  tt   RODRIGUEZ,  PERFECTO,  JR,  CPT,  PD 

138  tt  SMITH,  BYRON  DHIGHT,  AGENT  INVSTGR,  DPS 

93  tt  SMITH,  WINDELL  J,  COMMANDER,  PD 

101  tt  SOLIS,  JOE  M,  ASST  COP 

114  SULLIVAN,  ROBERT  J.,  COMMANDER,  PD 

171  TORRES,  DAVID,  CMDR,  PD 

189  UHLER,  BRIAN  THOMAS,  CMDR,  PD 

104   VILLAGOMEZ,  LUIS  A,  ASST.  COP,  PD 
CORSICANA 


191  BAGGETT,  LADENA  ALEXANDER,  SGT,  PD 

165  COX,  G  M,  COP 

112  TEETZ,  TERRY  F.,  SERGEANT,  PD 

109  TURNER,  RICHARD  A.,  CHF,  NAVARRO  CO  SD 
CRANE 

132  JONES,  THOMAS  LASTER,  DEP,  CRANE  CO  SO 
CROWLEY 

124  BARTLETT,  FRANK  LEON,  JR,  COP 


CUERO 

58  tt 
DALLAS 
195 
136  tt 
169 
71  * 
163 
136 

126  n 
63  n 
14  # 

151 

145 

123  tt 

149 

125 

164 

147 

144 

143 

57  tt 
157  # 

67  tt 
155 

47  tt 
188 

73 
183 
120 
118 
159 
155 
140 

84  ft 
100  tt 
185 
146 
184 

127  * 
190 
151 

65  tt 
180 
113  tt 
141 


ADAMS,  B  W,  JR,  COP 


ALEXIS,  ALVIN  ANTHONY,  II,  SGT,  TX  DPS 

BAKER,  TYRONE  WAYNE,  ASST  CHF,  DALLAS  CO  SO 

BELTON,  ZACKARY  NEAL,  CPT,  PD 

BENTLEY,  PAUL  L.,  DET,  PD 

BOLTON,  TERRELL  DANIEL,  COP 

BUCKMEYER,  BILLY  DON,  LT,  DALLAS/FORT  WORTH  AIRPORT 

BURKHART,  BOBBY  WORL,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 

BYRD,  DONALD  A.,  COP 

CANTRELL,  ALDON  C. ,  CPT,  PD 

CANTRELL,  JOHN  STEPHEN,  SUPV  INVSTGR,  RTC-FEDERAL  AGCY 

CHANDLER,  DANNY  JOE,  DEP  CHF,  DALLAS  CO  SD 

CLAYTON,  THOMAS  LEON,  CPT,  DALLAS/FORT  WORTH  AIRPORT 

COUTORIE,  LAWRENCE  EMIL,  CHF,  UNIV  OF  TX  S. WESTERN 

DAVIS,  DAVID  MCKINLEY,  JR,  LT,  PD 

DEEL,  STEVEN  MARK,  CPT,  DALLAS/FORT  WORTH  AIRPORT 

DENK,  JOHN  PATRICK,  LT,  PD 

DODSON,  ALVY  JOE,  DIR,  D/FT  WORTH  AIRPORT  DPS 

DUKESHIER,  MARK  STEVEN,  SA,  FBI. (CPT,  USMC) 

FANNIN,  WALTER  C. ,  DEP  CHF  OF  CRIM  INVSTGN  DIV,  P 

FERGUSON,  JOHN  EDHARD,  CPT,  PD 

FIELDS,  WAYLAND  EARL,  LIEUTENANT,  PD 

FUNDERBURK,  SHARON  MC,  LT,  DALLAS/FT  WORTH  DPS 

GANNAWAY,  WILLIAM  P.,  DIRECTOR  OF  INTERNAL  AFFAIRS, 

GOELDEN,  DAVID  LOUIS,  LT,  PD 

GOLDEN,  J.  W.,  CHF,  UNIV  OF  TX  AT  DALLAS 

GUEVARA,  MANUEL,  LT,  PD 

HAMPTON,  JAMES  CLAYTON,  LT,  DALLAS/FW  AIRPORT  DPS 

HARTGRAVES,  MICHAEL  LEE,  CPT,  DALLAS  CO  SD 

HATLER,  RICHARD  WAYNE,  DEP  CHF,  PD 

HAWKINS,  RAYMOND  HENDERSON,  DEP  CHF,  PD 

HEARRON,  FRANK  LAWSON,  DEP  CHF,  PD 

HEATH,  EDWIN  D,  JR,  DIR  OF  LEGAL  LIAISON,  PD 

HENSON,  MILTON  R,  COP,  DPS 

HERRERA,  JESSE,  LT,  DALLAS  CO  SO 

HOLT,  JOHN  CHRYSLER,  JR,  DEP  CHF,  PD 

HUNTER,  JERRY  MAURICE,  CPT,  DALLAS  CO  SD 

JOHNSON,  JAMES  CALVIN,  CPT,  DALLAS  CO  SO 

JONES,  SHELIA  CARTER,  LT,  DALLAS  CO  SO 

KELLEY,  KEITH  ALLEN,  REG  INTELLIGENCE  OFCR,  INS 

KING,  GLEN  D. ,  COP 

KOWALSKI,  DOUGLAS  ARTHUR,  DEP  CHF,  PD 

LANCASTER,  GERALD  L.,  CAPTAIN,  PD 

LAPPIN,  HERMAN  GRANT,  DEP  CHF,  PD 
59  #  LEONARD,  TYREE  B.,  LIEUTENANT,  PD 
81  #  LIMMER,  LEONARD  H. ,  JR.,  DEP  EX  DIR,  D/FW  INTN'L  ARPT 
175   LINDSEY,  GARY  MICHAEL,  CPT,  DALLAS  CO  SD 
179   LOCKE,  LARRY  KENNETH,  CPT,  DALLAS  CO  SD 

40  tt   LUMPKIN,  GEORGE  L.,  CAPTAIN,  PD 
161   MARTINEZ,  JOHN  CHARLES,  DEP  CHF,  PD 
139   MCCLAIN,  HILLIAM  TROY,  JR,  DEP  CHF,  PD 
198   MCDONALD,  JUDITH  CARMEN,  LT,  DALLAS  CO  SD 
142   MCDUFF,  JERRY  WAYNE,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 
155   MCKINNEY,  CHARLES  WELDON,  DEP  CHF,  DALLAS  CO  SO 
105  #  MILLIKEN,  DONALD  H. ,  CAPTAIN,  PD 
85   MONTGOMERY,  BILLY  J.,  CHIEF,  HIGHLAND  PARK  PD 
181   MUNCY,  JILL  SUSAN,  DEP  CHF,  PD 
50  tt   MUNDAY,  ERSKIN  LEWIS,  LT,  PD 
91  tt   MURPHY,  JOSEPH  G. ,  JR.,  DIST  SUPR,  TX  DPS 
66  tt   NICHOLS,  J.  C,  CAPTAIN,  PD 

NIXON,  NOBLE  LEE,  MAJ,  USA 

OBARA,  EDWARD  PAUL  JOSEPH,  LT,  PD 

OWENS,  ROBERT  FERRISS,  LT,  PD 

LT,  DALLAS/FT  WORTH  AIRPORT  DP 
ASST  CHF,  PD 


151 
199 
195 
182 
135 
100 
170 


PINKSTON,  GARY  WAYNE, 
PRICE,  MARLIN  ROBERT, 
PRINCE,  BILLY  D,  COP 
RANDALL,  TIMOTHY  JAY, 


CPT,  DALLAS  CO  SD 


149  #  RANDELL,  EUGENE  CLAYLAND,  DEP  CHF,  PD 
196   REYES,  JESS!!  S,  LT,  PD 

62  *  RIDDLE,  JAMES  L.,  LIEUTENANT,  PD 
185   RIZY,  JAMES  FRANCIS,  INVSTGR,  DALLAS  CO  DA  OFC 
120   RODRIGUEZ,  JUAN  MANUEL,  DIR  OF  SEC,  DART  POL 
142   ROLLINS,  WILLARD  ROY,  EXEC  ASST  CHF,  PD 
187   SANCHEZ,  PATRICIA  ANN,  LT,  PD 
102  *  SAVELL,  HILLIAM  L.,  JR.,  CAPTAIN,  PD 
173   SCOTT,  SHERRYL  LYNNE,  LT,  PD 
145  tt   SENTER,  BIRD  EUGENE,  CPT,  PD 

107    SHEHAN,  THOMAS  N,  ASSOC  DIR,  DALLAS/FT  WORTH  AIR 
148  tt   SHING,  MICHAEL  DOUGLAS,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 
176   SKINNER,  RAYMOND  OREN,  CRIM  INVSTGR,  DALLAS  CO  DA  OFC 
131    SLOAN,  CHARLES  ROBERT,  CPT,  DL/FT  WORTH  AIRPORT  DPS 
192   SMITH,  EMERSON  WAYNE,  LT,  PD 
192   SMITH,  RICHARD  WAYNE,  LT,  DALLAS/FT  WORTH  AIRPORT  DP 

53  tt   SOLOMON,  J  M,  CPT,  DALLAS  CO  SO 

58  tt   SOUTER,  JAMES  M.,  ASST  CHF,  PD 
128    SYMPSON,  MICHAEL  CLYDE,  CPT,  DL/FT  WORTH  AIRPORT  POL 
113  *  TILLER,  DANNY  H. ,  LT,  DPS 

75   TOLLETT,  HUBERT  WAYNE,  INVESTIGATOR,  CONSTABLES  OFFIC 
165  *  TOLLIVER,  GRANVER  LEE,  DEP  CHF,  PD 
194   VALENTINE,  JASON  MICHAEL,  LT,  DALLAS  CO  SD 
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171 

104 

184 

153 
68 

150 

151 
60 

167 
55 

135 

169 
0E  SOTA 

137  tt   HAYES, 
DECATUR 

199   HALKER,  THOMAS  DAVID,  CRT,  HISE  CO  SD 
DEER  PARK 


VASQUEZ,  MANUEL,  ASST  CHF,  PD 

VINEYARD,  JAMES  R..  PTLM,  PD 

HALDROP,  RON,  LT,  PD 

HALKER,  DHIGHT  LEE,  CPT,  PD 

HALLACE,  CECIL  C. ,  DEPUTY  CHIEF  OF  POLICE,  PD 

HALT,  EDDIE  RAYMOND,  CPT,  PD 

HALT,  PAMELA  GAYLE,  DEP  CHF,  PD 

HELLS,  TED  P.,  LIEUTENANT,  PD 

HHITTEN,  DONALD  ARTHUR,  DEP  CHF,  PD 

HILSON,  JOHN  CHARLES,  LIEUTENANT,  PD 

HIMPEE,  JERRY  MARTIN,  SUPT,  DALLAS  PARK  RECREATION  D 

HOODMAN,  JACK  DAVID,  CPT,  DALLAS/FT  WORTH  AIRPORT  D 

ROBERT  BERNARD,  COP 


LITTLE,  DONALD  LEROY,  COP 
PRICE,  RICHARD  HILLIAM,  CPT, 
VALDEZ,  JESSE  JAMES,  LT,  PD 


PD 


BECERRA,  ANTONIO,  JR,  LT,  PD 
BRUCE,  CHARLES  PERRY,  COP 
CRUZ,  DANIEL  LOUIS,  LT,  PD 
FAVELA,  EFRAIN  FLORES,  DET  LT,  PD 
KOOG,  JAMES  R.,  SHF  OF  VAL  VERDE  CO 


ALLEN,  HERMAN  RAY,  ASST  CHF, 
DEAN,  HILLIAM  R.,  LT,  PD 
LANCE,  GARY  H. ,  SERGEANT,  PD 
NAVE,  CLYDE  H. ,  LT,  PD 


PD 


ABBOTT,  PAUL  HAYNE,  CPT,  PD 

CUMMINGS,  BILLY  JOE,  ASST  CHF  DEP,  DENTON  CO  SD 

DAVENPORT,  ROY  GERARD,  CPT,  DENTON  CO  SD 

FRAZIER,  HILLIAM  B.,  CHF  OF  CAMPUS  POL,  TX  HOMENS  U 

GRAY,  STEVEN  R. ,  CPT,  ADMIN  ASST  TO  THE  DIR  OF 

HOUSEHRIGHT,  MATRICIA  JOAN,  CPT,  PD 

JEZ,  MICHAEL  HAYNE,  COP 

LEGGETT,  ZONA  RAY,  LT,  DENTON  CO  SO 

HACSAS,  STEVEN  JAMES,  SGT,  PD 

MARTIN,  DANIEL  RAY,  COP,  NO  TX  STATE  UNIV  PD 

MILLER,  RICHARD  J.,  COP 

RAY,  DANNY  LEE,  COP 


128 

169 

190 
DEL  RIO 

199 

137 

155 

176 
63 
DENISON 

153 

117  * 

117 

105  It 
DENTON 

163 
160 
191 

64 

98 
179 
124 
186 
196 
118 

90  n 
DIBOLL 

157 
DUMAS 

95  tt   HUDSON,  FRANK  E.,  CHIEF  OF  POLICE 
DUNCANVILLE 

178  LONG,  JACK  HILLIAM,  JR,  COP 

121  SPRADLIN,  HALTER  DANIEL,  LT,  PD 
EAGLE  PASS 

185  LOPEZ,  EDUARDO  ENRIQUE,  CRIM  INVSTGR,  PD 
EDINBURG 

163 

86 

25 

98 
164 

126   SALINAS, 
EL  CAMPO 
119    ELLIOTT,  JAMES  CHARLES,  CHF,  PD 

106  tt   HOFFMAN,  OTTO  J,  COP 

186  STANPHILL,  TERRY  RICHARD,  SGT,  PD 

117  TAYLOR,  ROBIN  H,  LT,  PD 
EL  PASO 

125  AGAN,  JAMES  EDHARD,  LT,  PD 

126  AGUILAR,  ANTONIO  GOMEZ,  CPT,  PD 

95  tt   AKERS,  HORACE  G,  LT,  PD 

196   APODACA,  SANTIAGO  JIMMY,  CHF  DEP,  EL  PASO  CO  SD 
152   AYALA,  JESUS  ARNULFO,  SGT,  PD 
170   BARE,  HOODROH  ALAN,  SGT,  PD 
102   BLANCO,  SERVANDO  M,  DEP  CHF,  PD 

127  BORUNDA,  ALFONSO,  SGT,  PD 

96  tt   BRETON,  RICHARD  F,  CPT,  PD 

128  BUTLER,  JOHN  DUKE,  DEP  US  MARSHAL 

125   CASTANEDA,  ARMANDO  ALFREDO,  ASST  DIR,  JUAREZ  MX  DPS 
148   CAVAZOS,  EDHARD  ARNOLD,  LT,  PD 
116   CHACON,  HENRY,  CPT,  PD 

118  tt   CHAVEZ,  ROBERT  ELI,  LT,  PD 

83  tt   CHRISTENSEN,  NICK  G.  ,  CPT,  PD 
113  tt   CLARK,  JOSEPH  V,  LT,  PD 
168   COLORADO,  ANGEL,  LT,  EL 

87  tt   COULTER,  RALPH  L.,  CHF, 
194   CROSS,  PAUL  EUGENE,  LT, 

93   CUELLAR,  RICARDO  F.,  LT, 

179  CZERHINSKY,  MICHAEL  RAYMOND,  LT,  PD 

139  DIMATTEO,  HENRY  JAMES,  SGT,  PD 

100   DOMINGUEZ,  GUADALUPE,  JR,  CHF  DEP,  EL  PASO  CO  SD 
174   DOMINGUEZ,  JESUS  MANUEL,  SGT,  EL  PASO  CO  SD 
110   DROLLINGER,  GREGORY  A,  DEP  CHF,  PD 

122  DUNCAN,  DAVID  KENT,  PTLM,  TX  DPS 
128   EDGAR,  THOMAS,  SGT,  PD 
112  tt   FLORES,  ALFONSO  S,  LT,  PD 

119  tt    FORTIN,  YVES  JACQUES,  LT,  PD 
190   GAILEY,  PATRICK  JON,  CPT,  PD 

68  tt   GARCIA,  I.  L.,  LIEUTENANT,  PD 

98   GILBERT,  DARREL  L.,  LIEUTENANT,  PD 

140  GOMEZ,  RAMIRO,  JR,  SGT,  PD 

187  GUZMAN,  RICARDO,  LT,  PD 
157   HERNANDEZ,  ALVINO,  SGT,  EL  PASO  CO  SD 


DE  LA  GARZA,  PETER  VANCE,  ASST  CHF,  PD 

#  GONZALEZ,  ALFREDO  C,  COP 

tt   JORDAN,  TRUETT,  ASST  CHF  OF  SEC,  PAN  AMERICAN 
REYNA,  RAUL  G. ,  CIVIL  PROCESS  OFFICER,  SO 
SALINAS,  MARIO,  CHF,  HIDALGO  CO  SD 
ROBERTO,  JR,  CPT,  PD 


PASO  CO  SD 
UNIV  OF  TX  PD 
PD 
PD 


103  tt   HERNANDEZ,  JORGE  E,  LT,  PD 
89  tt   HIJAR,  ALFONSO,  CAPTAIN,  PD 
198   JARVIS,  GEORGE  JEROME,  SGT,  EL  PASO  CO  SD 
131   JOHNSON,  DHAIN  LEON,  SGT,  PD 

120  LAFRANCE,  MARCEL  DENNIS,  SGT,  PD 

153   LECHUGA,  EDHARD  JOE,  LT,  EL  PASO  CO  SD 
97  tt   LIMAS,  RICARDO,  JR,  LT,  PD 

109  LONG,  HILLIAM  J,  DEP  CHF,  PD 

180  LOPEZ,  RUBEN,  SGT,  EL  PASO  CO  SO 

121  MAESTAS,  RICHARD,  SGT,  PD 

188   MANN,  SCOTT  CHRISTOPHER,  SGT,  EL  PASO  CO  SD 
151   MARTINEZ,  AVELINO  ADRIAN,  LT,  PD 
70  tt   MASSEY,  GUS  L.,  DEP  CHF,  PD 

122  MCCUTCHEN,  DAVID,  DET  SGT,  US  BORDER  PATROL 
185   MESSICK,  DOLORES  MARIE,  LT,  EL  PASO  SO 

121   NAUBERT,  THOMAS  HAROLD,  LT,  PD 

148   NAVA,  ARMANDO,  JR,  LT,  PD 

105   OLIVERI,  G.  C,  LIEUTENANT,  PD 

198  ORTEZ,  FRANK  JOSEPH,  JR,  SGT,  EL  PASO  CO  SD 
99   PACILLAS,  RAUL,  LIEUTENANT,  PD 

134   PEEVEY,  BRADLEY  HAYNE,  LT,  PD 

116  tt   PENA,  FERNANDO,  JR,  LT,  PD 
129  tt   PINON,  CARLOS,  LT,  PD 

165  POKLUDA,  VINCENT  STEVEN,  SGT,  PD 

192  PORTER,  CLINT  MATTHEH,  LT,  EL  PASO  CO  SD 

150  PRESTON,  DANIEL  LAUREN,  LT,  PD 

199  RODRIGUEZ,  RAYMUNDO,  LT,  PD 
159   ROMAINE,  CHARLES  LEO,  SGT,  PD 

169   RYALS,  MARVIN  URIEL,  SGT,  EL  PASO  CO  SD 
91   SAMANIEGO,  LEONARDO,  SHF  OF  EL  PASO  CO  SD 

166  SAUCEDO,  PAUL  G,  LT,  PD 

172   SKANSE,  RICHARD  CONSTANTINE,  LT,  PD 

144   SUBIA,  CARLOS  LORENZO,  LT,  PD 

164   TABBUTT,  RODOLFO  MANUEL,  SGT,  PD 

134   TOLBERT,  JERRY  EDMOND,  SR  INVSTGR,  OFF  ATT  GENERAL 

182  WAITE,  JACK  ROSS,  SGT,  EL  PASO  CO  SO 

117  tt   HERSICH,  DENNIS  P,  CPT,  PD 

183  HILES,  RICHARD  DAVID,  LT,  PD 
174   WILES,  ROBERT  LEE,  LT,  PD 

162   WILKINS,  LARRY  GLENN,  LT,  EL  PASO  CO  SD 
65  #  HILSON,  ANDREH  ROBERT,  DETECTIVE  LIEUTENANT,  PD 

151  HOODALL,  JAMES  FRANKLIN,  JR,  LT,  TX  DPS 
ELECTRA 

49  *  MILLER,  A.  K. ,  COP 
EULESS 
138  tt   CLARK,  RICHARD  EUGENE,  LT,  PD 

110  tt   FREE,  THOMAS  C,  LT,  PD 

157  tt   FULLER,  KENNETH  BOVEL,  COP 
147  tt   HAMM,  RICHARD  ALVIN,  CPT,  PD 

193  KOCKOS,  STEVEN  CHRIS.  LT,  PD 
138   KRAFT,  JOSEPH  RANDALL,  SGT,  PD 

131  tt   THOMPSON,  BILLY  WALTON,  DET  CHF,  PD 
166   ZIEMIAN,  JOSEPH  JOHN,  JR,  CPT,  PD 
FARMERS  BRANCH 

158  tt   CAMPBELL,  GEORGE  FRANCIS,  JR,  CPT,  PD 
192   DANIEL,  REECE,  CPT,  PD 

108  tt   WAGNER,  ALBERT  C,  SR,  CPT,  PD 
FLORESVILLE 

102  *  WITTEN,  ROY  A.,  CHIEF  OF  POLICE 
FLOWER  MOUND 

131   GRIFFITH,  GRADY  PAUL,  JR,  COP 

153  tt   HAZELWOOD,  DENNIS  WAYNE,  COP 
FOREST  HILL 

134  *  IRVIf!:  LESLIE  DAVID,  COP 
FORST  HILLS 

156   HILL,  SAMITH  CALVIN,  COP 
FORT  BLISS 

181  BERRY,  MICHAEL  DAVID,  CWO  II,  USA 
FORT  HOOD 

178   HALASZ,  SCOTT  ALAN,  MAJ,  USA 

HAMMELL,  JOHN  MATTHEW,  LTC,  USA, 

JACKSON,  DONALD  B.,  LTC,  USA 

KOSTA,  ANTONIO  L,  JR,  LTC,  USA 

MCNALLY,  EUGENE  H. ,  SA,  USACIDC 

SHARPE,  HAL  FRANKLIN,  SA,  USACIDC 

VERSEPUT,  GARY  W,  MAJ,  USA 

WILLIAMS,  WILLIAM  EARLE,  MAJ,  USA 
FORT  SAM  HOUSTON 

75  tt   BUCKLES,  ROBERT  L.,  CHF  WO-3,  USA 
FORT  STOCKTON 

COPE,  DALE  ASTON,  COP 


137 
83 
95 
108 
143 
103 
142 


131 


FORT  WORTH 

168  ADAMS,  ALICE,  LT,  PD 

167   ALLCON,  ALVIN  JAY,  LT,  PD 

116   BEALL,  FRED  C,  INTELLIGENCE  AGENT,  TX  DPS 

151   BEESON,  DONALD  HENRY,  SR,  CHF,  TX  COLLEGE  OF  OSTEOPATHI 

102   BLANCHARD,  C,  JR,  CHF  DEP,  JEFFERSON  CO  SO 

169  tt   BRADLEY,  GREGORY  SCOTT,  LT,  PD 
197   BURGESS,  DAVID  FREDERICK,  LT,  PD 
177   COOK,  CLIFFORD  RACINE,  LT,  PD 
193   CURTIS,  LARRY,  DEP  CHF,  PD 

163   ELY,  RANDY  PAUL,  DEP  CHF,  PD 

151  tt   FOLEY,  JOHN  PATRICK,  LT,  PD 
140   GERLAND,  DONALD  BRYAN,  DEP  CHF,  PD 
166   GILLINGER,  ROGER  WAYNE,  MSGT,  USAF 

72  tt   HOPKINS,  HERBERT  F.,  COP 
189   JHANOHSKI,  PAUL  NICHOLAS,  LT,  PD 

88  tt   KELLEY,  ROBERT  J,  LT,  PD 
181   KNEBLICK,  PATRICIA  JANE,  DEP  CHF,  PD 
185   KREY,  MARK  NORMAN,  LT,  PD 
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95  MARTIN,  COY  L,  COP 

52  It   MCHHORTER,  HILLIAM  T.,  DEP  CHF,  PD 
161   HENDOZA,  RALPH,  COP 

133  MOGAVERO,  CARL  HERMAN,  DIR  OF  SEC,  COOKS  CHILD  HOSP 

134  tt   REAGAN,  DAVID  LARNELL,  DEP  CHF,  PD 
173   RICH,  HAROLD  HAYNE,  CPT,  PD 

100   SLOVER,  JOHN  R,  SPECIAL  AGENT,  BU  OF  ATF, 
116  tt   SMITH,  JAMES  M. ,  MGR,  POL  &  SEC/TREASURY  DEPT 
43  *  SMITH,  THOMAS  J.,  SERGEANT,  PD 

113  STONE,  DENNIS  W. ,  SERGEANT,  TEXAS  DEPT.  OF  PUBLI 

155  SHEARINGIN,  RALPH  DONALD,  J,  LT,  PD 

57  tt   TUNAL,  JOE  R,  SGT,  PD 
109   HINDHAM,  THOMAS  R,  COP 

FREDERICKSBURG 

160  RHOTEN,  DENNIS  LEE,  COP 
FREEPORT 

176   BAKE,  GARY  FRANKLIN,  ASST  CHF,  PD 

62  *  GREEN,  KENNETH  B.,  PATROLMAN,  PD 
FRIENDSHOOD 

154  »  FIDELIBUS,  FRANK  JOHN,  SR  DET,  PD 
116  tt   PRENDERGAST,  CHARLES  F,  LTC,  USA 
GALENA  PARK 

63  *  COX,  E.  A.,  COP 
GALVESTON 

128   BENAVIDEZ,  EDHARD,  CPT,  PD 
163   BOYLE,  RICHARD  DENNIS,  CPT,  PD 
38  tt   BURNS,  HILLIAM  JOHN,  COP 

135  tt   DAGG,  HILLIAM  ANTHONY,  LT,  PD 

131   ENNIS,  BILLY  B,  DEP,  GALVESTON  CO  SD 

173  HOECKER,  TERRY  LYNN,  LT,  PD 

134   LAMB,  BRYAN  MACKIE,  CPT,  GALVESTON  CO  SO 

183   LEASE,  RAY  BUD,  MAJ,  GALVESTON  CO  SD 

168   LEONARD,  MARLEY  EUGENE,  JR,  CHF  DEP,  GALVESTON  CO  SD 

199   MACK,  KENNETH  EARL,  CPT,  PD 

195   NEVELOW,  ERIC,  MAJ,  GALVESTON  CO  SD 

107  tt   PICARD,  HOHARD  J,  CPT,  PD 

121   POOR,  FREDDIE  LEE,  MAJ,  GALVESTON  SD 

188   RIEDEL,  BRIAN  JAMES,  LT,  PD 

120   RODRIGUEZ,  ANTONIO,  JR.,  PTLM,  PD 

138  tt   SINGLETON,  BARBARA  ELIZABETH,  CPT,  UNIV  OF  TX  MEDICAL  B 

114  tt   SINGLETON,  LEO  E,  JR,  CPT,  PD 

131  SINGLETON,  RICHARD  LEE,  SGT,  PD 

90   STEGE,  HARRY  H,  CHF,  TX  A  &  M  UNIV  PD 
GARLAND 

175  BARBER,  ROBERT  RONALD,  CMDR,  PD 

156  BARNETT,  JAMES  H,  JR,  ASST  CHF,  PD 
198   BLAKE,  GREGORY  MICHAEL,  ASST  CHF,  PD 

136  BULLARD,  HAYLON  JASPER,  CRIM  INVSTGR,  TX  DPS 

161  tt   BYRNES,  DAVID  ALLEN,  CPT,  YX  DEPT  OF  PUB  SFTY 
112   EAVENSON,  HAROLD  H. ,  SGT,  TX  DPS 

186   GOLDSTON,  FOY  GENE,  LT,  TX  DPS 

98  tt   HEATHERLY,  TOMMY  G,  CHF  DEP,  USMS 

183  HENDLEY,  PAUL  RAY,  CMDR,  PD 
190   PLUMLEE,  REX  ANTHONY,  CMDR,  PD 
127  tt   RAHLINSON,  RONALD,  ASST  DIR,  PD 

165  SHING,  RICHARD  LINDSLEY,  SGT-TX  RANGER,  TX  DPS 
134   VANCE,  JIMMY  RAY,  ASST  CHF,  PD 

142   HILSON,  LARRY  RAY,  COP 
GILMER 
193   AKIN,  ALLEN  RAY,  SGT,  DPS 

96  tt   MCALLISTER,  ALVIS  L.,  COP 
GRANBURY 

193   BERRYMAN,  RONALD  LEE,  DEP  CHF,  PD 
180   JAQUESS,  RANDY  ALVIN,  COP 
GRAND  PRAIRIE 

176  *  BRADEN,  STEVEN  KENNETH,  LT,  PD 

137  tt   CRUM,  HARRY  LAHRENCE,  COP 
197   HILL,  GLENDON  LEROY,  COP 
154   LABBE,  MARK  DENNIS,  SGT,  PD 

132  MILLER,  CHARLES  LEE,  DEP  CHF,  PD 

166  tt   MORRIS,  HILLIAM  EDHARD,  LT,  PD 
141   SAGER,  CHARLES  RICHARD,  SGT,  PD 

GRAPEVINE 

133  tt   CAPERTON,  TOMMY  CAROL,  COP 

163  *  LEHIS,  HENRY  GRADY,  JR,  ASST  CHF,  PD 
185   SALAME,  EDHARD,  SGT,  PD 
130   HILKINS,  RICHARD  DALE,  COP 
GREENVILLE 

99  tt   MCGEE,  J.  D.,  COP 

162  PARIS,  BARRY  LENZEL,  COP 
69  tt   POWERS,  LEON  G,  COP 

188   ROSEBERRY,  HAROLD  EVERETT,  ASST  CHF,  PD 
HALTOM  CITY 
197   DENNEY,  CHRISTOPHER  DAVID,  ASST  CHF,  PD 
178   MACON,  ROGER  ALAN,  ASST  CHF,  PD 

163  *  MCQUEARY,  RONNIE  HAYNE,  ASST  CHF,  PD 
HARKER  HEIGHTS 

132   DRAKE,  JOHN  HALDEMAR,  COP 
HARLINGEN 

85  tt   ANDERSON,  GUY  Y.,  COP 

174  ARCHER,  ROBERT  SAMUEL,  ASST  CHF,  PD 

132   CANO,  ELOY,  JUSTCE  OF  THE  PEACE,  CAMERON  C 
61   LOZANO,  ABEL  M. ,  CAPTAIN,  PD 

184  MUNIZ,  ANDRES  OCTAVIO,  JR,  DET  SGT,  PD 
154   SCHEOPNER,  JAMES  JOSEPH,  LT,  PD 

58  tt   SHANNON,  RAY,  CPT,  PD 
HEATH 

140   HATSON,  DENNIS  RAY,  COP 
HEDHIG  VILLAGE 
173  *  RUSH,  HILLIAM  GEORGE,  COP 


HEMPSTEAD 

105  *  GAINES,  CHARLES  R,  CHF  DEP,  WALLER  CO  SO 
HENDERSON 

127   BROWN,  WILLIAM  HALE,  INVSTGR,  RUSK  CO  DA  OFC 
HEREFORD 

96  ft   MCPHERSON,  TRAVIS  D,  SHF  OF  DEAF  SMITH  CO 
HIGHLAND  PARK 

158  FANT,  DARRELL  LYNN,  DIR,  DPS 

72  tt   GARDNER,  WILLARD  H.  ,  DIR  OF  PUB  SFTY 
HILLSBORO 

119   WARDLOW,  HAROLD  EUGENE,  CRIM  INVSTGR,  HILL  CO  DA  S  OFC 
HONDO 

125   SMITH,  JERRY  WAT,  COP 
HOUSTON 
189   AKERS,  GARY  LYNN,  SGT,  MEMORIAL  VILLAGE  PD 

ALBERS,  JIMMY  LEE,  LT,  HARRIS  CO  SD 

ALEXANDER,  HAROLD,  SR,  SGT,  CONSTABLE  PCT  2 

ANGEL,  MIGUEL,  JR,  SGT,  PD 

ARGO,  MARK  EDWARD,  CPT,  HARRIS  CO  DA  OFC 

ARMSTRONG,  JAMES  ROBERT,  SGT,  PD 

BAIRD,  STEPHEN  EDWARD,  LT,  HARRIS  CO  SD 

BARBIER,  KEITH  PAUL,  SGT,  TX  DPS 

BAZAN,  RAMON  G,  SA,  ATF 

BERRY,  KENNETH  WAYNE,  MAJ,  HARRIS  CO  SD 

BICKERS,  THOMAS  EUGENE,  JR,  ASST  CHF,  RICE  UNIV  PD 

BINFORD,  JAMES  HAROLDE,  DET,  PD 

BLACKBURN,  JOHN  BENJAMIN,  ASST  CHF,  HOUSTON  INDEPENDENT 

BOY,  JAMES  ROBERT,  SGT,  PD 

BROWN,  MILTON  DALE,  CPT,  PD 

BUENIK,  GEORGE  THOMAS,  CPT,  PD 

BUJNOCH,  LISA  LOU,  LT,  PD 

CANTWELL,  JACKIE  LEE,  ASST  CHF,  VILLAGE  PD 

CASTEEL,  RANDALL  JOE,  LT,  HARRIS  CO  SD 

CEMPA,  FRANK,  ASST  CHF,  UNIV  OF  HOUSTON  UNIV 
64  #  CLARK,  THOMAS  F.,  CPT,  PD 
193   CLAWSON,  CYNTHIA  SULLIVAN,  SGT,  PD 

COHN,  RUTH  CATHERINE,  LT,  PD 

CONEY,  THEDDIS  R,  MAJ,  HARRIS  CO  SO 

CONROY,  STEVE  EVAN,  JR,  CPT,  HARRIS  CO  SD 

COPELAND,  STEPHEN  GAREY,  SGT,  PD 

CURRAN,  MARK  LEROY,  CPT,  PD 

CURRY,  DONALD  WINSTON,  LT,  PD 

DAVID,  RICHARD  RAY,  LT.PD 

DAVIS,  MALCOLM  CLIFFORD,  JR,  LT,  UNIV  OF  HOUSTON  PD 

DEHNERT,  LARRY  THOMAS,  ASST  CHF  INVSTGR,  HARRIS  CO  DA 

DIAZ,  ALBERT  RAY,  LT,  HARRIS  CO  SD 

DIAZ,  RUBEN,  SR,  LT,  HARRIS  CO  SD 

DISHMAN,  MICHAEL  WAYNE,  INVSTGR,  HOUSTON  ARSON  BU 

DURBIN,  WILLIAM  PATRICK,  CPT,  UNIV  OF  TX  PD 

EISENMAN,  MARK  ANTHONY,  LT,  PD 
103  tt   ELDRIDGE,  CLARENCE  E,  DET,  HARRIS  CO  SO 
151   ELLIOTT,  LOUIS  MARTIN,  JR,  SGT,  PD 

ENLOE,  TERRY  GEYE,  CPT,  HARRIS  CO  SO 

EPPLER,  WILLIAM  HENRY,  CPT,  HARRIS  CO  SD 

FENLEY,  JOE  A,  INVSTGR,  HOUSTON  ARSON  BU 

FISHER,  HARRY  DANIEL,  LT,  HARRIS  CO  DA  OFC 

FLOYD,  R.  E.,  DIR,  FIREMANS  AND  POLMNS  CIVIL 

FLUITT,  MARK  LYNN,  SA,  US  CUSTOMS  SERV 

FORD,  WILLIAM  K.,  SERGEANT,  PD 
136  tt   FOX,  JAMES  LARRY,  SGT,  HARRIS  CO  ATTY  OFC 
183   FREEZE,  JOHNNY  J,  LT,  HARRIS  CO  SD 
109  tt   GAMINO,  JOSEPH  A.,  LT,  PD 

159  GONZALES,  RALPH  DENNIS,  SGT,  HARRIS  CO  DA'S  OFC 
GOUDY,  JAMES  R,  CPT,  PD 

GRAETER,  STEPHEN  SHERIDAN,  DEP,  HARRIS  CO  SD 
GRIFFITH,  STEPHEN  MICHAEL,  COP,  SAN  MARCOS  PD 
HAMEL,  JACK  R.,  CPT,  PD 
HARPER,  CLYDE  JESS,  CPT,  HARRIS  CO  SD 
HART,  JOHN  THOMAS,  CPT,  HARRIS  CO  SD 
HAUN,  RICHARD  EUGENE,  CPT,  PD 

HAYNES,  DONALD  WAYNE,  ASST  CHF,  HOUSTON  ARSON  BU 
HEFNER,  GRACE  PATRICIA,  LT,  HARRIS  CO  SD 
HERON,  JOHN  DAVID,  LT,  UNIV  OF  HOUSTON  PD 
HESS,  GEORGE  R,  JR,  CHF,  UNIV  OF  HOUSTON  PD 
HILLMAN,  ERIC  DEWAYNE,  STAFF  ATTY,  PD 
HITCHCOCK,  LANNY  KIM,  LT,  HARRIS  CO  SD 
HODGES,  OLLIE  RAY,  DEP  CHF  INSPR,  USMS 
HOLDEN,  JOSEPH  GRANT,  LT,  HARRIS  CO  SD 
HORN,  VERTNA  L,  JR,  LT,  HARRIS  CO  SO 
HUGHES,  JOE  KEITH,  LT,  HARRIS  CO  SD 
JENSEN,  WILLIAM  CRAIG,  INVSTGR,  HOUSTON  FIRE  DEPT  ARS 

107  It   JOHNSON,  EDWARD  E,  MAN  DIR,  PINKERTON  INVSTGR  SER 
176   KALINOWSKI,  JAMES  THADDEUS,  LT,  PD 

KELLEY,  LLOYD  EARL,  LT,  PD 

KING,  CARL  E.,  CPT,  USMC 

KLECZYNSKI,  RICHARD  JOHN,  JR,  LT,  PD 

LAMPIGNANO,  JOSEPH  ANTHONY,  CPT,  PD 

LAWRENCE,  BERNARD  JOSEPH,  SA,  DEA,  (INSPR,  USMS) 

LAWRENCE,  WILLIAM  HENRY,  LT,  PD 

LYONS,  STEVE  THOMAS,  LT,  PD 

MANCUSO,  MARK  VINCENT,  CPT,  PD 

MARQUIS,  BRUCE  PRESTON,  CHF,  HOUSTON  IND  SCHOOL  DIST  P 

MARRIOTT,  NORMAN  KENNETH,  LT,  PD 

MCAFEE,  WILEY  B,  JR,  LT,  PD 

MCCLELLAND,  CHARLES  AARON,  ASST  COP,  PD 

MCCOMBS,  GEORGE  MICHAEL,  SGT,  PD 

MCKEOWN,  DIANNE  LOUISE,  LT,  HARRIS  CO  SD 

MCMILLIN,  JEFFERY  LYNNE,  CPT,  INDEPENDENT  SCHOOL  DIST  P 
101  tt   MEDLOCK,  MCLOY,  DET,  PD 
94  *  MILLER,  JOHN  L,  ASST  COP,  UNIV  OF  HOUSTON  PD 


146 
125 
161 
125 
183 
165 
158 
115 
139 
185 
123 
181 
142 
133 
195 
181 
168 
189 
147 


140 
106 
187 
172 
132 
167 
160 
167 
137 
193 
160 
127 
155 
189 


176 
199 
113 
188 
11 
149 
104 


103 
118 
140 
98 
143 
175 
132 
166 
126 
187 
130 
199 
195 
181 
191 
100 
169 
171 


157 
101 
173 
184 
137 
178 
169 
126 
194 
118 
129 
174 
196 
168 
198 


PAGE 
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TEXAS  -  TEXAS 


HARRIS  CO.  SHERIFF 


HOORE,  CEASER,  JR,  LT,  PD 

HORGAN,  DAVID  FRANKLIN,  LT,  HARRIS  CO  SD 

MOULTON,  MARK  STEVEN,  CHF ,  UNIV  OF  HOUSTON 

NIXON,  SUSAN  CAROLYN,  CPT,  HARRIS  CO  SD 

NUCHIA,  SAMUEL  M,  COURT  OF  APPEALS  JUSTICE 

PACE,  TAMMIE  YVONNE,  SGT,  PD 

PAGEL,  LEE  WAYNE,  INVSTGR,  TX  DPS 

PERALES,  DANIEL  SANCHEZ,  LT,  PD 

PETERS,  EDHIN  MORGAN,  CHF,  JERSEY  VILLAGE  PD 

PEYTON,  JESSE  D,  III,  CPT,  HARRIS  CO  SO 

PRICE,  CHRISTOPHER  L,  CHF,  MEMORIAL  VILLAGES  PD 

RABAGO,  JOE  FRANK,  SR,  INVSTGR,  TX  STATE  BAR 

READY,  DHAYNE  HILLIAM,  LT,  PD 

ROBICHAUX,  HALTER  F,  CAPTAIN,  HARRIS  CO  SD 

RODGERS,  KENNETH  KYLE,  CHF  INVSTGR,  HARRIS  CO  DA'S  OF 

ROUSSEAU,  MARSHALL  FOCH,  MARSHAL,  SOUTHERN  DISTRICT  OF 

SATCHER,  JERRY  DON,  CPT,  HARRIS  CO  SD 

SCHEIBE,  MICHELE  RANEY,  SGT,  PD 

SCHINDLER,  DARRELL  JAMES,  LT,  PD 

SCHLECHT,  JAMES  A,  CHF  DEP,  USMS 

SCHOTTIE,  MICHAEL  C. ,  LIEUTENANT, 

SCHULTEA,  JAMES  ROBERT,  SGT,  PD 

SILVA,  JOHN  JOSEPH,  LT,  PD 

SIMMONS,  CLIFFORD  EUGENE,  SGT,  PD 

SIMMONS,  MILTON  C,  ASST  CHF,  PD 

SMITH,  GRAY  DONOVON,  LT,  PD 

SMITH,  JAMES  D,  DEP,  HARRIS  CO  SO 

SMITH,  JAMES  E,  CPT,  HARRIS  CO  SO 

SMITH,  ODDIS  MONROE,  INVSTGR,  HOUSTON  ARSON  BU 

SMITH,  RALPH  EDHARD,  SR,  LT,  HARRIS  CO  SD 

SNITKIN,  HALTER  HYLIE,  DEP,  HARRIS  CO  SO 

SPENCER,  RICHARD  MARK,  LT,  PD 

STADLER,  KENNETH  EUGENE,  CPT,  HARRIS  CO  SD 

STEHART,  GERALDINE  SUE,  ASST  CHF,  PD 

TALTON,  MICHAEL  HOLMES,  CPT,  HARRIS  CO  SO 

TERRAL,  RICHARD  BOYD,  LT,  PD 

THORNTON,  JOHNNY  EDHIN,  INVSTGR,  HOUSTON  FIRE  DEPT 

TREVINO,  JOHN  PHILLIP,  LT,  PD 

VARA,  JOSEPH  RAY,  LT,  HARRIS  CO  DA  OFC 

HALKER,  RONALD  DEAN,  LT,  PD 

HARREN,  DREW  MICHAEL,  LT,  HARRIS  CO  SD 

WARREN,  GERALD  RAY,  LT,  HARRIS  CO  SD 

WEBER,  MICHAEL  SCOTT,  LT,  TX  DPS 

HEDEMEYER,  CHARLES  N,  JR,  COP,  JERSEY  VILLAGE  PD 

HHITCOMB,  CHARLES  R,  CPT,  TX  DPS 

WILLIAMS,  JOHN  DUNCAN,  III,  SGT,  PD 

WILLIAMSON,  KENNETH  RAY,  SGT,  PD 

WILSON,  TOMMY  GAIL,  CPT,  HARRIS  CO  SO 

MIZINSKY,  RONALD  EDWIN,  LT,  PD 

WOLFINGER,  DAVID  F,  LIEUTENANT, 

WOODRUFF,  WADE  STEVEN,  INVSTGR, 

WOODS,  ROBERT  EARL,  SGT,  PD 

WOODS,  ROBERT  LEROY,  LT,  PD 

YOUNG,  DIANNE,  SGT,  PD 

ZAMORA,  MANUEL  FLORES,  LT,  PD 


191 
162 
138 
173 
113 
164 
121 
197 
1*4  » 
98  * 
116  tt 

131  * 
190 
112  * 
158 

70  * 
152 
179 
186 

93  tt 

99 
185 
177 
124 
115 
175 

102  * 
95 

150 
197 
126 
194 
142 
170 
179 
148 

132  tt 
182 
174 
187 
156 
185 
199 

97 

100  tt 

145 

143 

181 

166 

115  * 

151 

171 

199 

188 

180 
HUMBLE 

174   HARMAN,  GARY  WAYNE,  LT,  PD 
HUNTSVILLE 

103  CARRUTHERS,  JOHN  J,  CPT,  TX  DEPT  OF  CRIM  JUSTICE 
FAWCETT,  LOUIS  TREPHLEY,  INVSTGR,  TX  DEPT  OF  CRIM  JUSTI 
LEONARD,  DEBORAH  JEANNE,  INVSTGR,  TX  DEPT  OF  CRIM  JUSTI 
MULLEN,  ELIZABETH  JANE,  DEP  CHF,  TX  DEPT  OF  CRIM  JUST 
OSHAUGNESSY,  PATRICK  W,  CHF  INVSTGR,  TX  DEPT  CRIM  JUST 
REEVES,  JACK  EDHARD,  DET,  TX  DEPT  OF  CORRECTIONS 
YARBROUGH,  JOHN  R,  JR,  MAJ,  TX  DEPT  OF  CORRECTIONS, 


103   EVANS,  LAWRENCE  S.,  JR.,  COP 
172   HIERHOLZER,  WILLIAM  RUSSELL,  LT,  KERR  CO  SD 
KILLEEN 


HARRIS  CO  SD 
HARRIS  CO  DA  OFFICE 


194 

190 

183 

109 

129 

108 
HURST 

171 

121 
IRVING 

118  tt 

129 

168 

150  tt 

125 

140  tt 

112  » 

186 

198 

111  It 

178  tt 

183 

191 


BELL,  ROY  LEE,  ASST  CHF,  PD 
GILBERT,  DALTON  LADELL,  MAJ, 


PD 


JACKSONVILLE 


BUSH,  TRACY  CONLEY,  JR,  ASST  CHF, 
CANNADAY,  HILLIAM  LOWELL,  COP 
CARMACK,  LEONARD  RUFUS,  ASST  CHF, 
COX,  HARDELL  LEROY,  CPT,  PD 
HALL,  TRAVIS  JAMES,  ASST  CHF,  PD 
HANKS,  DAVID  EUGENE,  LT,  PD 
LOWE,  JOE  R.,  CPT,  PD 
MCINTOSH,  DANNY  LEE,  SGT,  PD 
PERDUE,  JAMES  STEPHEN,  CPT,  PD 
RICHARD,  JOHN  L.,  ASST  CHF,  PD 
SIMON,  JAMES  SIDNEY,  ASST  CHF, 
STEPHENS,  DONALD  RAY,  CPT,  PD 
YEAKLEY,  MARK  RANDALL,  CPT,  PD 


PD 
PD 


PD 


STIEFER,  FLOYD  WAYNE,  COP 

MARTIN,  WILLIAM  T.,  CPT,  USAF 

ADAMS,  PAT  OMEN,  COP 
FRAZIER,  ROBERT  LOYD,  COP 
HASTINGS,  WILLIAM  MARSH,  CPT,  PD 
MCMILLAN,  MARK  HARRISON,  CPT,  PD 


138 
JOSHAU 
92  tt 
KATY 

133  It 

119 

196 

177 
KELLER 

176    FISCHER,  GARY  ALAN,  SGT,  PD 
KELLY  AFB 

102  tt   DOUGHERTY,  WILLIAM  T,  CHF  MSGT,  USAF 

121  tt   SMITH,  HILLIAM  EDWARD,  JR,  MSGT,  USAF 
KERRVILLE 

76   BRANDON,  BILLY  A.,  CHF  DEP,  KERR  CO  SD 
90  *  COOPER,  RONALD  H. ,  COP 

183   DICKERSON,  CHUCK,  COP 


121 
195 
115 
92 
126 
135 
164 
169 
190 
176 
125 
111 
149 
142 
120 


PD 


PD 


PD 
PD 


ANDERSON,  HUGH  CRITTENDEN,  LT, 
BALDHIN,  DENNIS  MARK,  LT,  PD 
CARLSON,  JOHN  A.,  LT,  PD 
GIACOMOZZI,  FRANCIS  L.,  COP 
GRIFFIN,  MICHAEL  SHAWN,  LT,  PD 
HODSON,  FREMONT  BYRON,  III,  LT, 
HOSKINS,  STEVEN  LEE,  SGT,  PD 
JENKS,  KELLEY  LEE,  LT,  PD 
JENKS,  KENNETH  LYLE,  SGT,  PD 
LONGHELL,  LARRY  DEAN,  LT,  PD 
MANSFIELD,  ROBERT,  LT,  PD 
MCCARROLL,  JAMES  L.,  CAPTAIN, 
REIDER,  CHARLES  MICHAEL,  SGT, 
ROGERS,  BRAD  ALAN,  DEP  CHF,  PD 
STEPHENS,  ROBERT  ALLEN,  LT,  PD 
KINGSVILLE 

127  tt   MAYS,  JOSEPH  FRANKLIN,  LT,  KLEBERG  CO  SD 
LA  GRANGE 

184   SCHMIDT,  KENNETH  MASON,  CHF  DEP,  FAYETTE  CO  SD 
LA  MARQUE 
155   BOSTICK,  FRANK,  JR,  DET  SGT,  PD 
91   GOAD,  EDHIN  L.,  COP 
199   HEAD,  DONALD  RAY,  LT,  PD 
LA  PORTE 

158  *  SMITH,  CHARLES  ELMER,  COP 
LACKLAND  AFB 
136  tt   AINSLIE,  ROBERT  STEPHEN,  LTC,  USAF 
CHRISTY,  ROBERT  RALPH,  LTC,  USAF 
DENISIO,  CARL  B,  COL,  USAF 
EASON,  JOHN  HYATT,  JR,  CPT,  USMC 
MCCOMB,  RICHARD  DAVID,  CPT,  USAF 
MCGOHAN,  EDWARD  JOSEPH,  MSGT,  USAF 
NALL,  MARK  ARNOLD,  MAJ,  USMC 
LAKE  JACKSON 
146  *  BENAVIDEZ,  RICKIE,  SGT,  PD 
DUNLAP,  JAMES  RAY,  LT,  PD 
FOLEY,  MILTON  MAURICE,  PTLMN,  PD 
HINTON,  JAMES  M,  CHIEF  OF  POLICE 
HROMADKA,  PAUL  ANTHONY,  COP,  PD 
JACKSON,  LUDWIG  WILLIAM,  CPT,  PD 
MILLER,  POWELL  CLAYTON,  CHF,  PD 
TURNER,  ROBERT  SOMERS,  DET  SGT, 
LAMPASAS 

110   HEEMS,  JERRY  W, 
LANCASTER 
173   FLATT,  LARRY  WAYNE,  LT,  PD 
114  tt   MILLER,  RICHARD  P.,  DET  SGT,  PD 
CHARLES  ELDRED,  CPT,  PD 
EVERETT  LEROY,  SGT,  PD 
DANIEL  LEE,  COP 


118 
83 
140 
195 
197 
134 


194 
141 
106 
170 
122 
117 
130 


PD 


COP 


143 
122  * 
122  tt 
LAREDO 

87 
178 

21  * 
192 
128 
180 


PINSON, 
POHELL, 
SHINER, 


DELACHICA,  ALBERTO  J.,  DEP  SHF,  WEBB  CO  SD 

DOVALINA,  AGUSTIN,  III,  CPT,  PD 

FLORES,  PORFIRIO  L.,  SHERIFF,  WEBB  COUNTY  SO 

NAVARRO,  GILBERTO  LUIS,  SGT,  PD 

SANTOS,  MARIO,  JR,  SHF  OF  WEBB  CO 

HALKER,  ALBINO  ALLEN,  CHF  CNSTBL,  WEBB  CO  CONSTBL  OF 
LEAGUE  CITY 

187   BITTNER,  PATRICK  EMMET,  ASST  COP,  PD 
LEON  VALLEY 

171  COLYER,  HOWARD  THOMAS,  JR,  CPT,  PD 
183   REYES,  VICTOR  BALDERRAMA,  JR,  SGT,  PD 
106   STANNARD,  HILLARD  E.,  COP 

LEVELLAND 

130   SPENCE,  DARRELL  VON,  CRIM  INVSTGR,  DA  S  OFC 
LEWISVILLE 

164  GALLER,  JERRY  RAY,  ASST  CHF,  PD 
197  KERBOH,  WILLIAM  RUSSELL,  LT,  PD 
106   MCFADDEN,  STEVE  H. ,  JR,  COP 

LIBERTY 

172  ARTHUR,  GREGORY  FLOYD,  SGT,  TX  DPS 
LINDEN 

118  GOZA,  JOHN  DENNIS,  JR,  CHF  PROBATION  OFCR  OF  CASS  CO 
LIVE  OAK 

146   HOPPER,  GARY  GENE,  ASST  CHF,  PD 

196   PUE,  WILLIAM  DANIEL,  ASST  CHF,  PD 
LIVINGSTON 

150   CLIFTON,  DENNIS  GENE,  COP 

143   EDMONDS,  RAYMOND  LEWIS,  LT,  POLK  CO  SD 
LONGVIEW 

99  *  ADAMS,  JOE  P.,  DET,  PD 

137   BURTON,  DARCY  URAIN,  CPT,  PD 

129   DINGLER,  DONALD  MILTON,  CPT,  PD 

145   HAMILTON,  ERNEST  LEROY,  COP 

165  HARSHAW,  ROBERT,  III,  CPT,  GREGG  CO  SD 
105  MAXEY,  MICHAEL,  DET,  GREGG  CO  DA'S  OFC 
199   MCCALEB,  JOE  BOB,  LT,  PD 

93  tt   QUERY,  HILLIAM  R.,  SGT,  PD 
168   SATTERWHITE,  MICHAEL  LEE,  LT,  PD 

60  tt   STONE,  HILLIAM  ROY,  COP 
139  tt   UPTON,  JOHNNY  HARREN,  COP 
LUBBOCK 

49  It   ALLEY,  J  T,  JR,  COP 

80  It   BARTLEY,  CARROL  G,  ASST  COP 

119  It   BRIDGERS,  DONALD  ROGER,  COP 
60  tt   COX,  HILLIAM  A,  CPT,  PD 

125   CREAGER,  JEFFREY  LEE,  INVSTGR,  LUBBOCK  CO  CRIM  DA  OF 
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32  tt   DAVIDSON,  PAT  N,  INVSTGR,  CRIM  DA  OFC 
196   ELLIS,  ROGER  LEON,  LT,  PD 
181   ESPARZA,  THOMAS,  JR,  CPT,  PD 

64  tt    FERGERSON,  JAMES  RAYMOND,  CPT,  PD 
164   FOSTER,  RICHARD  KEITH,  CPT,  PD 
125   HOLMES,  STEVE  SANFORD,  INVSTGR,  LUBBOCK  CO  CRIM  DA  OF 

99  tt   HUFFMAN,  L  RAY,  ASST  CHF,  PD 
102  *  KNOX,  BILLY  G. ,  CPT,  PD 

87  #  LONG,  RAYMON  L,  CPT,  PD 

190  MCGUIRE,  JOHN  RANDEL,  LT,  PD 

120   NICHOLS,  THOMAS  JAMES,  CHF,  SCHOOL  DIST  POLICE 
90  #  PROTHRO,  JAMES  M. ,  LT,  PD 

139  It   SUMMERLIN,  DEAN  PALMORE,  LT,  PD 

156  TREADHAY,  FRANK  DONOVAN,  CPT,  PD 
104  tt   HHITE,  DAVID  G.  ,  LT,  PD 

93  tt   HILEY,  FRANKLIN  R,  CPT,  PD 
LUFKIN 

90  tt   GOODHIN,  J.  B.,  DEP  CHF,  PD 

119  tt   KIRKLAND,  DAVID  EARL,  CPT,  PD 
92   LATHAM,  ALBERT  L.,  COP 

171  *  LAHRENCE,  MICHAEL  PAT,  SHF  OF  ANGELINA  CO 
99  tt   NEEL,  CHARLES  A.,  TX  RNG,  TX  DPS 

MANSFIELD 

170   SULLIVAN,  DANIEL  HILL,  LT,  PD 
MARBLE  FALLS 

164   CLARK,  GREGORY  HAYNE,  COP 
MARSHALL 

186   ARBUCKLE,  RODNEY  GEORGE,  CPT,  HARRISON  CO  SD 
81  tt   OLDHAM,  BILL,  SHF  OF  HARRISON  CO 

104  HILLIAMS,  CHARLES  H.,  COP 
MC  ALLEN 

157  COLHELL,  HARRY  CASH,  JR,  LT,  PD 

181  ESCANAME,  ROGELIO,  LT,  TX  DPS 
189   GONZALEZ,  RAUL,  LT,  PD 

133  LONGORIA,  ALEJANDRO  ROMEO,  CPT,  PD 

170  LUKE,  SCOTT  MATTHEH,  LT,  PD 

179  MILLER,  DHAYNE  LEE,  LT,  PD 

135  MILLER,  GARY  STEPHEN,  LT,  PD 

140  TORRES,  ROLANDO,  CPT,  PD 

152  TREVINO,  LUIS,  LT,  PD 

120  tt   YOUNG,  JOEL  WENDELL,  AGENT,  TX  DPS 
196   ZAMORA,  ANDRES,  SGT,  PD 

MC  KINNEY 

167  *  PULLIAM,  OHEN  PERRY,  LT,  COLLIN  CO  SO 

189   STONE,  KELLEY  EDMONDS,  CPT,  COLLIN  CO  SO 
MCALLEN 

115   BEAMAN,  HAYNE  D,  SAC,  OF  OF  INSP  GEN,  DOJ 
MCGREGOR 

177   STRAUB,  JEFFREY  JARED,  COP 
MEADOHS 

153  tt   HUGHES,  PAUL  FREDERICK,  COP 
175   PICKETT,  G  MICHAEL,  COP, 

MESQUITE 

72  tt   BUCKMEYER,  WILLIAM  EUGENE,  CPT,  PD 
144  *  BURNS,  MICHAEL  KENT,  COP 
173   COTTON,  MORELL  WHITT,  LT,  PD 

136  tt   EGAN,  WILLIAM,  JR,  ASST  CHF,  PD 
92  It   GRAYSON,  GLEN  W,  CHIEF  OF  POLICE 

107  tt   HALE,  KYLE  B.,  CAPTAIN,  PD 
89  tt   HASS,  TRAVIS  L,  COP 

114  *  HINKLE,  DARREL  R.,  SGT,  PD 

191  PICCIONI,  ROBERT  LOUIS,  CPT,  PD 

121  SMITH,  JIMMY  WAYNE,  SGT,  PD 
102   SPRAGUE,  LARRY  J.   ASST  CHF,  PD 
148   WOOD,  DONNA  MARIE,  SGT;  PD 

MIDLAND 

120  AARON,  RONALD  GENE,  DEP  CHF,  PD 
186   BENTON,  RONNIE  HOWARD,  SGT,  PD 

160  BLAIR,  HOWARD  LEE,  SGT,  MIDLAND  CO  SD 
123   BLEDSOE,  LARRY  LEE,  SGT,  PD 

119   COMPTON,  JERRY  DON,  LT,  PD 

86  tt   CORLEY,  JOHN  S.,  ASST  CHF,  PD 

130  CURETON,  BENNIE  DALE,  CPT,  MIDLAND  CO  SD 

131  CZECH,  RICHARD  LEO,  COP 

135   DECKER,  WILLIAM  SPRINGALL,  LT,  MIDLAND  CO  SD 
175   FAULKENBERRY,  RICHARD  LANCE,  SGT,  PD 

94  FINE,  LESLIE  R. ,  WO,  PD 

161  FOSTER,  GEORGE  ALLEN,  CPT,  MIDLAND  CO  SD 
77  tt   GIDEON,  V  WAYNE,  COP 

195   GILLEY,  RICKEY  DON,  SGT,  PD 
184   HAILE,  JEFFERY  L,  SGT,  PD 

47  *  HEMINGWAY,  CHARLES  R.,  DEP  SHF,  MIDLAND  CO  SO 

111  *  HILLIARD,  BARRY  V,  DET  SGT,  PD 

107  *  HYDE,  THOMAS  P,  DET  SGT,  PD 
191    INGRAM,  JOHN  HENRY,  SGT,  PD 

172  LAND,  DUSTY  RAY,  SGT,  PD 
98  *  LAY,  JACKIE  W,  PTLM,  PD 

87  tt   LUCKEY,  EARL,  LT,  PD 

110   LUCKIE,  JERROLD  D,  INVSTGR,  MIDLAND  CO  DA  OFC 

182  MARUGG,  JEFFERY  WAYNE,  LT,  PD 

115  MATLOCK,  JOE  L.,  DEP,  PD 
100   MCFADDEN,  JAMES  D.  ,  DEP,  PD 

110  tt   MITCHELL,  ASHBY  L.,  TEXAS  RANGER,  TX  DPS 

170  MOTEN,  KENNETH  GENE,  DET  SGT,  PD 

171  NICKS,  EDWARD  MERLE,  SGT,  PD 

105  NORTON,  HENRY  GEORGE,  LT,  PD 

121  PEETZ,  ROBERT  WILLIAM,  INVSTGR,  DA 

141  *  PETREE,  LINDA  KAY,  SGT,  MIDLAND  CO  SD 
89   RAY,  BILLY  D. ,  DEP  CHF,  PD 

138   REED,  MICHAEL  CHARLES,  SGT,  PD 


178 
198 
102 
155 
104 
167 
156 
185 
122 
129 
158 
102 
188 
154 
114 
136 


REYNOLDS,  JAMES  DAVID,  LT,  PD 

RIVERA,  VICTOR  MANUEL,  SGT,  PD 

ROBERTS,  DONALD  H,  CPT,  TX  DPS 

ROBINSON,  CARL  PRICE,  II,  SGT,  PD 

SHOEMAKE,  WILLIAM  R. ,  PATROLMAN,  PD 

SHUPP,  DAMON  WAYNE,  LT,  PD 

SMITH,  JOHN  RANDAL,  DEP  CHF,  PD 

THERWHANGER,  LINDSEY  KYLE,  SGT,  PD 

THOMPSON,  GEORGE  WILLIAM,  CHF  DEP,  MIDLAND  CO  SD 

THOMPSON,  JOHN  HAROLD,  LT,  PD 

URBY,  JOHN  ANTHONY,  SGT,  PD 


SGT, 
PD 


PD 


HAID,  GERALD  W. ,  SGT,  PD 

WAKEFIELD,  ERNEST  RALPH, 

WILKINS,  THOMAS  RAY,  LT, 

WILKS,  DAVID  J.,  LT,  PD 

WILSON,  RONNIE  RHEA,  DET  SGT,  PD 

MIDLOTHIAN 

162  HHITMIRE,  BOBBY  RANDAL,  COP 
MISSION 

62   CASTANEDA,  CLAUDIO,  DEP  SHF,  HIDALGO  CO  SO 
141   GARZA,  MARIA  CONCEPCION,  LT,  PD 
MISSOURI  CITY 
107  tt   CAMPOS,  THOMAS  DIAZ,  JR,  COP 
193   ECHOLS,  RONALD  RAY,  LT,  PD 
112  tt   GUILLOT,  LESLIE  C,  COP 

163  HOWELL,  HENRY  STOKES,  JR,  COP 
119   RACK,  ROBERT  NEIL,  ASST  CHF,  PD 
148   WORRELL,  PAT  MURPHY,  LT,  PD 

MT  PLEASANT 

199   BARNETT,  JEFFREY  BLAKE,  LT,  PD 
NACOGDOCHES 
166   DEMAREE,  JAMES  MICHAEL,  LT,  PD 

EVANS,  JOSEPH  WILLIAM,  SHF  OF  NACOGDOCHES  CO 

HILL,  WILLIAM  A.,  ASST  CHF,  STEPHEN  F  AUSTIN  UNI 

JAMES,  TIMOTHY,  ASST  DA 

KERSS,  THOMAS  CHARLES,  CHF  DEP,  NACOGDOCHES  CO  SD 

LUJAN,  WILLIAM  FRANK,  ASST  CHF,  PD 
NASSAU  BAY 

164  tt   HOLDEN,  RICHARD  ARLEN,  COP 
NASSAU  PAY 

141   HROBLESKI,  RONALD  JAMES,  COP,  PD 
NAVASOTA 

177   ASHBURN,  DAVID  LEWIS,  COP,  NAVASOTA  PD 
NEW  BRAUNFELS 
187   BOATRIGHT,  BASEL  BUTLER,  III,  DET  SGT, 
HOLDER,  JAMES  ROBERT,  SHF  OF  COMAL  CO 
KOEPP,  DENNIS  WAYNE,  LT,  COMAL  CO  SD 
MARTINEZ,  RAMIRO,  TX  RANGER,  TX  DPS 
LT,  PD 
DET  SGT,  PD 


161 
113 
109 
181 
174 


PD 


127 
192 
117 
145 
175 
NIXON 
100 


ROQUE,  FELIX,  JR, 
VILLARREAL,  JOHN, 


COP 


PD 


STEWART,  JAMES  W. 
NORTH  RICHLAND  HILLS 
174   KITCHEN,  RICHARD  STEPHEN,  CPT, 
LYNN,  JOHN  DAVID,  ASST  CHF,  PD 
SHIFLET,  RANDALL  CLARK,  ASST  CHF, 
SHOCKLEY,  THOMAS  RAY,  COP 


139 
134  * 
184 
ODESSA 
176 

90  tt 
173 
142 
183 
181 

85 
197 
111 

92 
143 
127 
137 
115 

93  tt 
130  * 
107 

124  * 
104  tt 
103 
132  * 
108  * 
177 
193 
113 

97  * 
186 
189 

74  * 
101  * 

88  * 

96 
109 

125  tt 
126 
117  * 

51  It 
112  tt 
118 

99  * 

94  It 


PD 


OLMOS  PARK 


ANDERSON,  BILL  RAY,  CHIEF  OF   POLICE 

BAKER,  RUSSELL  E,  LT,  PD 

BEGLEY,  KEVIN  JOSEPH,  LT,  PD 

BLALOCK,  LESLIE  CLARENCE,  LT,  PD 

BLANCO,  JOHN  ALBERT,  LT,  PD 

BRIGHT,  DAVID  LYNN,  LT,  ECTOR  CO  SO 

CALLENDAR,  TOMMY  G,  DEP,  ECTOR  CO  SO 

CLARK,  ZEARL  G,  CPT,  PD 

CRUMRINE,  MARVIN  L.,  DEP  CHF,  PD 

CRUMRINE,  VICTOR  L. ,  LT,  PD 

DAVIS,  MICHAEL  BRUCE,  LT,  PD 

DIAZ,  ROBERT  SERRATO,  DEP,  ECTOR  CO  SO 

DONALDSON,  MARK  ROBERT,  LT,  ECTOR  CO  SD 

EATON,  BOBBY  D,  CHF  DEP,  ECTOR  CO  SD 

F AUGHT,  ELTON  A,  SHF,  ECTOR  COUNTY 

GARRETT,  FLOYD  LEE,  DEP  CHF,  PD 

HALLMAN,  JAMES  M. ,  LIEUTENANT,  PD 

HARRISON,  MICHAEL  CHARLES,  CPT,  ECTOR  CO  SO 

HOWARD,  CLYDE,  A,  FIREARMS  INSTRUCTOR,  PD 

JACKSON,  GENE  0.,  SERGEANT,  PD 

JONES,  KENNETH  RAY,  DEP  CHF,  PD 

KEVIL,  ROBERT  L,  DET,  PD 

LANGE,  TERRY  GENE,  LT,  PD 

LUFFMAN,  BOBBY  DALE,  INVSTGR  II,  ECTOR  CO  SD 

MILES,  PHILIP  R,  DEP,  ECTOR  CO  SO 

NEALY,  EDDIE  J.,  DETECTIVE,  PD 

ORRAS,  LOUIS  PATSY,  LT,  PD 

ORREN,  DONALD  CURTIS,  LT,  PD 

REAVES,  DONALD  P.,  CHF  DEP,  ECTOR  CO  SD 

SCARPA,  GEORGE  J.,  ASST  CHF,  PD 

SNYDER,  LYNN  E,  SGT,  PD 

STEWART,  ALAN  R,  COP 

STRACKBEIN,  CHARLES  K,  SGT,  PD 

SUTTLE,  HALTER  TONY,  LT,  PD 

THARP,  MILTON  MAXEL,  SGT,  PD 

THONTON,  RONALD  E,  CPT,  ECTOR  CO  SD 

TOMLIN,  JACK,  CHIEF  OF  POLICE 

TURNER,  KENNETH  A,  CHIEF  DEPUTY,  ECTOR  CO.  SD 

TYREE,  TERRY  TUNSTALL,  SGT,  PD 

URANGA,  ERMINO,  DETECTIVE,  PD 

WALKER,  WENDELL  L,  DEP  CHF,  PD 
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145 
ORANGE 
112  tt 
144 

94  n 

85  * 

91  tt 

108  * 
120  I 

111  # 
11*  * 
190 


ULLEVIG,  MICHAEL  KENNETH,  COP 


ADAHS,  JAMES  C,  JR,  CHF  DEP,  ORANGE  CO  SD 
BOTTLEY,  VINCENT,  DA,  ORANGE  CO  INVSTGR 
DAVIS,  NICKY  D.,  MAJ,  PD 
HULSEY,  PAUL  D,  CHIEF  OF  POLICE 
JONES,  LESLIE  C,  MAJ,  ORANGE  CO  SD 
KENNON,  JERRY  L.,  CAPTAIN,  PD 
LATTA,  THOMAS  HUGH,  JR,  CPT,  ORANGE  CO  SD 
PARKER,  EDHARD  L,  SHF  OF  ORANGE  CO 
REED,  JAMES  A,  INVSTGR,  ORANGE  CO  SD 
STEPHENSON,  CHARLES  ALLEN,  CPT,  PD 
PALESTINE 

118  •  OLIPHINT,  CHARLES  RAYMOND,  COP 

109  *  SMITH,  JOHN  E.,  SGT,  PD 

124  *  THOMAS,  GARY  DHAYNE,  SGT,  PD 
PANTEGO 

112   SMITH,  LARRY  H.  ,  CHIEF  OF  POLICE 


PARIS 
164 
43 
180 
74 
94 
39 


GOLDEN,  JAMES  BURTON,  SGT,  PD 
I  HANES,  HESLEY  DODSON,  IDENT  OFCR,  PD 

LOUIS,  RODGER  KARL,  COP, 
9   MATHEHS,  LOYD  H.,  COP 
tt   HHITLEY,  CHARLES  G. ,  ADMIN  ASSISTANT  CHF,  PD 

HRIGHT,  JEROME  (SA,  FBI),  CHIEF  DEPUTY  SHERIFF,  LAMAR  C 
PASADENA 
108  tt   ALSPAH,  JERRY  A,  DEP  CHF,  PD 
174   BAIRD,  JAMES  MICHAEL,  SGT,  PD 

44  *  BERRY,  VARREECE,  POL  AND  FIRE  COMR 
191    ESPINOZA,  ALBERTO,  JR,  LT,  PD 

45  tt   MILLER,  EDD  L,  JUSTICE  OF  THE  PEACE 
198   PENNINGTON,  DANIEL  HADE,  LT,  PD 

93  tt   SMITH,  WILLIAM  H,  CPT,  PD 


PEARLAND 


123 

107 

139 

122 

69 

PECOS 

133 

119 

120 

52 

82 

PHARR 

120 


CHAPMAN,  EFFORD  JAY,  CPT,  PD 
COLEMAN,  RONALD  N,  ASST  CHF, 
GARNER,  RANDALL  LYNN,  COP 
LEE,  NANCY  CAROL,  OFCR,  PD 
STANFORD,  GLENN  S,  COP 


PD 


BARNETT,  ROBERT  ANDREH,  SGT,  PD 
BREHER,  JOHN  FRANK,  DEP,  REEVES  CO  SD 
COLLINS,  JAMES  ALLEN,  CHF  DEP,  REEVES  CO  SD 
FENTON,  ANDREH  E.,  CHIEF  OF  POLICE 
INGRAM,  GARY  N.,  CHF  DEP,  REEVES  CO  SO 


MARTINEZ,  ANACLETO,  CPT,  PD 
PLAINVIEH 
115  tt   AUSTIN,  CARLOS  J.,  ASST  CHF,  PD 
BARLOH,  DONALD  H.,  COP 
MULL,  WILLIAM  JACKSON,  COP 
SIMMONS,  CHARLIE  JOE,  SGT,  TX  DPS 


94 
122 
169 
PLANO 
129 
123 
174 
141 
123 
187 
195 
107 


PD 


118 

196 

112 

154 

106 

102 

80 

13 

43 

82 

184 


197 
110 
178 


PD 
PD 


PD 


ASHLEY,  TOMMY  LEE,  CPT,  PD 
BEASLEY,  HILLIAM  CHARLES,  ADMIN  MGR, 
BROCKMAN,  JOHN  WAYNE,  CPT,  PD 
COSPER,  GEORGE  SPURGEON,  LT,  PD 
HILLER,  KIRBY  CLINTON,  SGT,  PD 
NAGY,  STEPHEN  THOMAS,  LT,  PD 
RUSHIN,  GREGORY  HAYNE,  ASST  CHF, 
SMITHEART,  RONALD  L.,  SERGEANT, 
POINT  COMFORT 

123   BRUSH,  RICHARD  ALLEN,  COP 
PORT  ARTHUR 

ABATE,  LUTHER  ANTHONY,  SGT,  PD 
BRINSON,  STEPHEN  TROY,  LT,  PD 
BROHNING,  KENNETH  E.,  SGT,  PD 
EDMONDS,  HILLIAM  EARNEST,  J,  LT, 
GORRIS,  MELBOURNE  E.,  JR.,  COP 
LANDRY,  KENNETH  J.,  SERGEANT,  PD 
LYONS,  RAYMOND  L,  JR,  CPT,  PD 
MCVEETY,  J.  B.,  SUPT,  BU  OF  IDENTIFICATION  PD 
HOORE,  DAVID  P.,  ASST  CHF,  PD 
NEHSOM,  JAMES  R.,  COP 
OWENS,  JOHN  DELBERT,  DEP  CHF,  PD 
87  tt   SPRADLIN,  BOBBY  D.  ,  LT,  PD 
131    SHANN,  CHARLES  HILLIAM,  JR,  DEP  CHF,  PD 
97  tt   HILEY,  EVERETT  L.,  LT,  PD 
PORT  LAVACA 
105  #  HARGROVE,  THOMAS  B,  JR,  FIRE  MARSHAL 
MCKNIGHT,  MARK  SAMUEL,  DET  SGT,  PD 
PENA,  JOSE  R,  LT,  PD 

SHAN,  JAMES  EDHARD,  CHF  INVSTGR,  CALHOUN  CO  SD 
PORTLAND 
125  *  WHITE,  GEORGE  HARROLD,  COP 
142   HRIGHT,  RANDOLPH  LEE,  COP 
RANKIN 

21  *  SIMCO,  J.  E.,  SHERIFF,  UPTON  COUNTY  SO 
REESE  AFB 

171    JOLIVETTE,  GERARD,  CPT,  USAF 
REFUGIO 

71  *  GISLER,  ROBERT  L,  DEP  SHF,  REFUGIO  CO 
79   HODGES,  JAMES  D,  SHF  OF  REFUGIO  CO  SD 
RICHARDSON 

85  tt   BROWN,  WILLIAM  B.,  LT,  PD 
92  U   EADLER,  RONALD  L.,  LT,  PD 
158   GOLDEN,  DAVID  EARL,  CPT,  PD 
133   LEYMAN,  MICHAEL  DANIEL,  DEP  CHF,  PD 
123   MEYER,  SCHUYLER  MERRITT,  III,  CPT 
190   MOELLER,  DENNIS  ARNOLD,  DEP  CHF,  PD 
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PD 
COP 


172   ZACHARIAS,  DAVID  LAWRENCE,  III,  DEP  CHF 
RICHMOND 
192   BRADY,  KENNETH  CRAIG,  CHF  DEP,  FORT  BEND  CO  SO 
149  *  GORE,  CHARLES  EDHARD,  COP 

91  tt   GUBBELS,  HUBERT  E.,  CHF  INVSTGR,  FT  BEND  CO,  DA  OF 

94  *  JONES,  TREVOR  C,  CPT,  FT  BEND  CO  SO 
144   LORENZ,  MICHAEL  JOSEPH,  LT,  FORT  BEND  CO  SD 

191  PARUCH,  GEORGE  F,  CPT,  PD 

163   PATTON,  MICHAEL  AMMON,  LT,  FORT  BEND  CO  SD 

177    SLAVINSKI,  BOBBY  ALLEN,  CPT,  PD 
ROBINS  AFB 

152   MUNGAVIN,  FRANCIS  MICHAEL,  COL,  USAF 
ROBSTOHN 

46  *  BENNETT,  BEN  A. 
ROCKDALE 

84  *  WHITE,  THOMAS  B.,  CHIEF  OF  POLICE 
ROCKPORT 

198   CORY,  MARK  WILLIAM,  LT, 

123   JAYROE,  LOWELL  TIMOTHY, 
ROSENBERG 

152   GRACIA,  ROBERT,  COP 

111  tt   MATTINGLY,  GUY  G,  COP 

135  *  ONEAL,  WALTER  LYNN,  CPT,  PD 

128  *  PLUMMER,  JOHN  PAUL,  SGT,  PD 

122  tt   SPARKS,  CLIFTON  DWAYNE,  COP 

180   WARREN,  DALLIS  WALTER,  CPT,  PD 
SAN  ANGELO 

183   ALWINE,  BARRY  DUANE,  SGT,  PD 

188   CONNER,  GREGORY  VERNON,  SGT,  PD 

179   COSSICH,  MARC  LAINE,  CHF,  ANGELO  STATE  UNIV  DPS 
45  *  FARAR,  CLARK  E.,  CPT,  DA  OFC 
79  tt   HEARD,  JAMES  E.,  CHF  MSGT,  USAF 

192  JONES,  WILLIAM  MICHAEL,  SGT,  PD 
174   MARTINEZ,  ROBERT  PENILLA,  SGT,  PD 

78  *  MEADOR,  RAYMOND  C. ,  PATROL  CAPTAIN,  PD 
179   HILSON,  DONALD  WAYNE,  LT,  PD 
SAN  ANTONIO 
163   ADAMS,  KELLY  MCCOY,  CPT, 
ANDERS,  BILLY  DAVIS,  LT, 
BAILEY,  WILLIAM  COMPTON, 
BANALES,  JOSE  LUIS,  SGT, 
BAUM,  STEVEN  WAYNE,  CPT, 
BENFER,  ROBERT  A.,  SR. , 


157 
122 
179 
189 

68 
160 

66 
154 
140 
171 
173 
177 

73 

94 
194 
163 
138 
119 
119 
106 
186 
184 
162 
189 
193 
187 
199 

35 
118 
189 
148 
118 
192 

92 
152 
113 

75 
159 
151 
139 
167 
165 


USAF 
PD 

JR,  CPL,  LEON  VALLEY  PD 
PD 
PD 
CPT, 


PD 


BIRNEY,  LARRY  LEROY,  LT,  PD 
tt   BONNET,  ARTHUR  H. ,  CHF,  UNIV  OF  TX  MEDICAL  SCHOOL 

BONNETT,  RICHARD  TALAMANTEZ,  ARSON  INVSTGR,  SAN  ANTONIO 
BURRIER,  DOUGLAS  KIRK,  LT,  PD 

CARTER,  JAMES  RUSSELL,  SGT,  UNIV  OF  TX  AT  SAN  ANTONIO 
CAVAZOS,  EMILIO,  DEP  CHF,  BEXAR  CO  SD 
CELAYA,  ERNESTO,  SGT,  PD 
It   CHAVEZ,  MANUEL  CAMACHO,  CHF,  UNIV  OF  TX 
#   CRENHELGE,  ELROY  B.,  DEP  CHF,  PD 

DAVIS,  DONALD  FRANCIS,  LT,  TERRELL  HILLS  PD 
DELAGARZA,  FILOMENO  PHILLIP,  SGT,  PD 
DOYAL,  ODIS  HALTER,  JR,  LT,  PD 

ENGLAND,  DELBERT  MICHAEL,  SA,  US  ARMY  INTELLIGENCE 
FISKE,  CHARLES  ARTHUR,  CPT,  PD 
It   FLORES,  EDWARD  P.,  CPT,  PD 

FOWLER,  JOSHUA  DOUGLAS,  JR,  CPT,  USAF 
FRANCOIS,  GREGORY  ALLAN,  DET  SGT,  ALAMO  HGTS  PD 
FREESTONE,  JOHN  CHARLES,  SGT,  USMC 
GARCIA,  RUBEN  CORONADO,  SGT,  BEXAR  CO  SD 
GONZALES,  RUDY  ARELLANO,  CPT,  PD 
GONZALEZ,  LUIS  ALFONSO,  LT,  TX  DPS 
GRIFFIN,  HARRY,  CPT,  PD 
It   HUTTON,  JACK,  INSPECTOR,  PD 
JOHNSTON,  ROBERT  FLOYD,  CPT,  PD 
LAMBERT,  HENRI  CHRISTOPHER,  CPT,  USAF 
LEAL,  JOHN  JOSE,  SGT,  PD 

MACDIARMID,  DONALD  DEAN,  DET  SGT,  LEON  VALLEY  PD 
MAHYER,  KENT  HEIR,  CPT,  TX  DPS 
U   MCCORMICK,  GERALD,  MAJ,  USAF 
MOORE,  SAMUEL  ESTER,  JR,  SGT,  PD 
MUZQUIZ,  RAYMOND,  SUPR  DEP,  USMS 
NEAVES,  JOE,  JR.,  CAPTAIN,  PD 
OCONNOR,  THOMAS  CHARLES,  SA,  USA 
ORTIZ,  ALBERT  A,  LT,  PD 
ORTIZ,  AMADEO,  LT,  PD 
PAGE,  JEFFREY  EDHARD,  SGT,  PD 
PENA,  DANIEL  MARK,  LT,  UNIV  OF  TX  PD 
94  tt   POINIER,  DAVID  N.,  LTC,  USA 
185   PRENTISS,  ROBERT  H,  MAJ,  SHAVANO  PARK  PD 
183   PROBST,  JOHN  HILLIAM,  CPT,  USAF 
168   RITCHEY,  BRUCE  HAYNE,  SGT,  PD 
166   RITCHEY,  MICHAEL  ARTHUR,  LT,  PD 
23  It   ROBARDS,  JOHN  D.  ,  POLICE  INVESTIGATOR,  PD 
21  It   ROBBERTS,  D.  J.,  INVESTIGATOR,  BEXAR  COUNTY  SO 
139   ROBINSON,  ROBERT  DALE,  SR,  INVSTGR,  FIRE  DEPT 

TX  RGR,  TEXAS  DEPT  OF  PUBLIC  S 
INVSTGR,  PD 


96  It   RODRIGUEZ,  RUDOLFO  F 

146  ROHRER,  ROY  EDDIE,  DET 

144  RUIZ,  RAMON,  SGT,  PD 

197  SAUCEDO,  JOHN  VINCENT, 


,  LT,  PD 
144   SEACRIST,  RONALD  CLINTON,  CHF,  UNIV  OF  TX  AT  SAN  ANTONI 

93  It   STEVENS,  DONALD  K.  ,  SERGEANT,  TEXAS  DEPARTMENT  OF 

72   TALBERT,  MARION  A.,  INSPECTOR,  PD 
131   TANNEHILL,  THOMAS  ALBERT,  LT,  PD 
130   TENNIS,  ROBERT  L,  LT,  PD 
142   TORRES,  ALEXANDER  RODRIGUEZ,  CPT,  PD 
127   TOSCANO,  ALFRED  ALEX,  CPT,  PD 
127   TREVINO,  RAMON,  JR,  LT,  ARSON  BU 
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178   TREVINO,  RAMON,  JR,  SGT,  BEXAR  CO  SD 

137  TUCKER,  R  B,  JR,  LT,  PD 

197  TURNER,  JOHN  HENRY,  LT,  BEXAR  CO  SD 

154  VERNON,  RUDY  MATTHEH,  LT,  PD 

100  n   HEBER,  TIMOTHY  J,  CHO  IV,  USA 

127  HHITLOCK,  GREGORY  DALE,  PTL,  PD 

161  YBARBO,  RAYMOND,  SGT,  PD 

155  YOUNG,  GREGORY  JOSEPH,  SGT,  PD 
80   ZINSMEISTER,  HILLIAM  F.,  LT,  PD 

SAN  JUAN 

188  LOPEZ,  ARTURO,  INVSTGR,  PD 
SAN  MARCOS 

101  »  KESSELUS,  RICHARD  K.,  INSTR,  SOUTHWEST  TX  STAT  UNIV 
76   MINNIE,  ROBERT  E.,  DIRECTOR  OF  PUBLIC  SAFETY 

SANTA  FE 

181   BARRY,  MICHAEL  THOMAS,  COP 
SEABROOK 

135  KERBER,  ROBERT  HILLIAM,  JR,  COP 

162  MCLARTY,  GLEN  RAY,  LT,  PD 
SEALY 

192   NOVOSAD,  RONALD  ALLEN,  COP 
SEGUIN 

163  ALEX,  GEORGE,  JR,  SGT,  PD 

138  BOECK,  JAMES  KARL,  PTLM,  PD 

117  DELAGARZA,  JAMES  E,  INVSTGR,  PD 

168  GARCIA,  JUAN  GOYO,  DET,  PD 
120  REILEY,  RENO  WAYNE,  PTLM,  PD 
108  ROSAS,  MIGUEL  E.,  LT,  PD 

114  #  ZOBOROSKI,  MARK  A.,  DET  SGT,  PD 

99   ZOBOROSKI,  ROBERT  L.,  DETECTIVE  SERGEANT,  PD 
SELMA 

148  HOLFE,  BENJAMIN  F,  COP 
SHEPPARD  AFB 

192   ANGELOSANTE,  TALENTINO  CROCE,  MAJ,  USAF 
SHERMAN 

149  DRISCOLL,  LAURENCE  EUGENE,  SHF  OF  GRAYSON  CO 
38  #  HEARELL,  SEABRON  E.,  OFCR,  GRAYSON  SO  SD 

132  «  KING,  DAVID  MICHAEL,  SGT,  PD 

115  MILLER,  JERRY  D. ,  SGT,  PD 

126  *  PILANT,  STEPHEN  CHARLES,  COP 
SNYDER 

163   LEE,  LANNIE  EUGENE,  COP 

75  ROBBINS,  RAY  K.,  POLICE  SCIENCE  DEPT,  HESTERN  T 
SOUTH  PADRE  ISLAND 

158  STETAR,  JOHN  JAMES,  JR,  SGT,  PD 
SPLENDORA 

128  *  HIEGHAT,  WALLACE  HENRY,  COP 
STAFFORD 

136  CRUM,  LONNIE  FORREST,  SGT,  PD 

127  JONES,  JAN  WILSON,  ASST  COP,  PD 
113   KRAHN,  BONNY  R.,  COP 

SUGAR  LAND 
177   COOK,  ROBERT  WAYNE,  CONSTABLE,  FT  BEND  CO  CONSTABL 
166   JOYCE,  JUSTIN  MARTIN,  LT,  PD 

119  #  MCGUIRE,  MALCOLM  EARL,  JR,  ASST  CHF,  PD 

120  RAMOS,  A.  J.,  LT,  TX  DEPT  OF  CRIM  JUSTICE 

159  TAYLOR,  EARNEST  BARHAM,  COP 
SULPHUR  SPRINGS 

93   JONES,  CLARENCE  M. ,  DEP  SHF  OF  HOPKINS  CO 

159   LEHIS,  DONNIE  GENE,  COP 
SWEETWATER 

159   WILLINGHAM,  DONNIE  RAY,  SGT,  TX  DPS 
TEMPLE 

93  #  BARTEK,  WALLACE  J,  CPT,  PD 

136  CLINE,  JAMES  RONALD,  CMDR,  PD 
51  #  COOK,  TALMADGE,  LT,  PD 

123   CRUZ,  THEODORE  RIVAS,  SGT,  PD 

116  #  FLETCHER,  DALE  T.,  LT,  PD 
105  FLIPPO,  RONALD  D. ,  LT,  PD 
172   GANT,  RODGER  LEE,  LT,  PD 

70   GLOVER,  LAWRENCE  JACOB,  SA,  OFC  OF  THE  INSPR  GEN,  US  D 

90  n   HANCOCK,  LEONARD  M. ,  COP 

129  #  HENDERSON,  HILLIAM  LEE,  DET  SGT,  PD 
184  *  KELLEY,  TERRI  LEE,  SGT,  PD 

91  «   KIEFER,  JOSEPH  F.,  SR.,  CPT,  PD 

94  #  MCKENZIE,  VERNON  L.,  DET  SGT,  PD 

156  NICHOLS,  ALAN  DOUGLAS,  SGT,  PD 
190   PARSONS,  VERON  KING,  JR,  LT,  PD 

99  #  PITRUCHA,  WILLROY,  DETECTIVE  SERGEANT,  PD 

166  SMITH,  GARY  OTIS,  CMDR,  PD 
112  *  STEVENSON,  JACKSON  B.,  SGT,  PD 
107  H   THORBURN,  ROBERT  J.,  SGT,  PD 

198  TOBIN,  JAMES  EDWARD,  SGT,  PD 
TERRELL 

167  WHITT,  GEOFFREY  RICHMOND,  COP 
TEXARKANA 

169  ADAMS,  GARY  WAYNE,  COP 

101  #   CERRATO,  JOSEPH  A.,  CPT,  PD 

100   COWART,  JAMES  W,  CPT,  TX  DEPT  OF  CORRECTIONS 

132  *  HODGE,  THOMAS  RAY,  SHF  OF  BOWIE  CO 

130  n   MCCOMBS,  HOMER  ALTON,  LT,  PD, 

76  #  MCGEE,  WILLIAM  H,  COP, 

137  SHARP,  RONNY  JAMES,  CPT,  PD, 

135   STAGG,  LOUIS  ERVIN,  III,  INSPR,  USMS 

189  WHITE,  JAMES  HARMON,  LT,  PD 
TEXAS  CITY 

172   GOETSCHIUS,  BRIAN  TIMOTHY,  SGT,  PD 
126   LAND,  WILLIAM  MICHAEL,  DET,  PD 

190  LAROE,  RUSSELL  DON,  SGT,  PD 

130   MARTIN,  JOHNNY  MICHAEL,  INVSTGR,  TX  DPS 


111   OLIVER,  DERIL  T,  CONSTABLE,  GALVESTON  CO  PREC. 
117   PURDON,  JERRY  D,  COP 

91   SARAGOZA,  SAVAS,  CAPTAIN,  PD 
123   SCHOOLCRAFT,  RONALD  WAYNE,  CPT,  PD 

75   WILDEN,  MARCUS  P.,  JR.,  SUPR  OF  LAH  ENF  TNG,  COLLEGE  0 
148   YOUNG,  DRISCOLL  RALPH,  III,  SGT,  PD 
THE  COLONY 

110  *  PRICE,  CLARK  W,  TNG  DIR,  NAT'L  INST.  FOR  LE 
TOMBALL 

90  SCHULTEA,  JOSEPH  M,  SR,  COP 
TYLER 

195   ALEXANDER,  DANNY  RAY,  CPT,  PD 

111  ft   BENNINGFIELD,  ELDRIDGE  H.  ,  CHF  DEP  US  MARSHAL,  USMS 
141   CLARK,  STANLEY  EDWARD,  III,  LT,  TX  DPS 

165   FULFORD,  RICHARD  PARKER,  DEP  SHF,  SMITH  CO  SD 

188   GRIGG,  GREGORY  LEON,  LT,  PD 

153   LITTLE,  FREDERICK  RHEA,  CPT,  TX  HWY  PTRL 

115   SMITH,  JAMES  B.,  SHERIFF  OF  SMITH  COUNTY 

123   STRATTON,  RICHARD  ALLEN,  DET,  PD 

176   SWINDLE,  GARY  MICHAEL,  CPT,  PD 

134   YOUNG,  HILLIAM  ALLEN,  JR,  COP 
UNIVERSAL  CITY 

127   CANNON,  BRIAN  STEPHEN,  ILT,  USAF 

199   DEWEY,  CHARLES  BROWN  RIGG,  DET  LT,  PD 
UNIVERSITY  PARK 

91  tf   MALLICOTE,  CHARLES  D.  ,  LT,  PD 


UVALDE 

83 

170 

174 

VERNON 

135 

21  * 


CHISUM,  VANCE  L.,  COP 

GOMEZ,  ARNULFO  ARMANDO,  LT,  PD 

WATKINS,  BEAUMONT  HEIGHTMAN,  SHF  OF  UVALDE  CO 


BERNETHY,  JIM  F,  COP 
KEY,  ORAN,  SHF  OF  HILBARGER  CO 
VICTORIA 
103  #  ARMBRISTER,  KENNETH  L,  CPT,  PD 
95  #  BAYLOR,  JOHNNIE  F,  LT,  PD 
114  it   BELLIS,  CARL  L,  CPT,  PD 
157   BRAATEN,  TIMOTHY  ALLAN,  COP 
160   BRYANT,  JAMES  ROBERT,  LT,  PD 
185   BUCHANEK,  MICHAEL  BRUCE,  CPT,  VICTORIA  CO  SO 
81    FUTCH,  GLENN,  CPT,  PD 
151   JONES,  RICHARD  LEE,  SR,  DEP  CHF,  PD 
194   KASPAR,  JOHN  FRANK,  LT,  PD 
121  #  KUESTER,  ROY  ALLAN,  SUPV,  TDCJ 
147   LUNA,  CHARLES  LAWRENCE,  SGT,  PD 
89  #  MCALISTER,  0  T,  CPT,  PD 
126  #  PERKINS,  RONALD  GOREE,  COP 
84   PRATKA,  WILLIAM  M,  CPT,  PD 

RATCLIFF,  MICHAEL  LEWIS,  SHF  OF  VICTORIA  CO 
TALLEY,  MALCOLM  JERYL,  COP 
TUCKER,  HUBERT  CLIFTON,  JR,  LT,  PD 
VERMILLION,  JOHN  W,  III,  US  MARSHAL 
WILLIAMS,  ARTHUR  DOYLE,  CPT,  PD 


164 

121 

172 

101 

186 
VILLAGE 

118  #   WALLACE 
WACO 

84  tt   ALBERS, 

129  #  BARBER, 


JAMES  PATRICK,  POILICE  DEPARTMENT 


E.  G,  CPT,  TX  RANGERS,  TXDPS 
LOUIS  EUGENE,  LT,  MCLENNAN  CO  SO 

185   BEATTY,  STEPHEN  ROBERT,  SGT,  PD 

196   BUCKALOO,  CLEATIS  ROY,  LT,  TX  DPS 
48  #  CALVERT,  MILTON  MRUS,  COP 

165  CROOK,  CLARE  ELIZABETH,  SGT,  PD 
84  *  EDWARDS,  DWAIN,  DET  SGT,  PD 

90   HORTON,  MARVIN  L.,  INVSTGR  II,  TX  DCJ 

88   JANUARY,  EVERETT  E.,  JR.,  CAPTAIN,  PD 
124   KELINSKE,  MONROE  LEE,  JR,  SGT,  PD 
101   KIDWELL,  DENNIS  L.,  SERGEANT,  PD 
159   KIRK,  ALTON  KENNARD,  JR,  SGT,  PD 

80   LAWRENCE,  SMITH  H. ,  LAW  ENF  COORDINATOR,  COUNCIL  0 
182   LYNCH,  LARRY  JOE,  LT,  MCLENNAN  CO  SD 
111   MILLER,  GILBERT  E.,  COP 

98  #  MITCHELL,  ROBERT  K.,  CPT,  TX  DPS 
194   PLEMONS,  RANDALL  LYNN,  SGT,  MCLENNAN  CO  SD 
139   ROBERTSON,  ROBERT  DERRICK,  SGT,  PD 

82   RODRIGUEZ,  NIEVES  J.,  CAPTAIN,  PD 
118   ROYLE,  STUART  WALKER,  LT,  MCLENNAN  CO  SD 
198   SCARBOROUGH,  JOHNNY  GORDON,  SGT,  PD 
131   SMITH,  DEWAYNE  LEE,  LT,  PD 
175   STAPLETON,  DENNIS  ALLEN,  LT,  WOODWAY  DPS 
180   STEEN,  PHILIP  DUANE,  CPT,  NARC  SER  TX  DPS 

95   STIEG,  HAROLD  E.,  LIEUTENANT,  PD 
191    STROMAN,  BRENT  EUGENE,  ASST  CHF,  PD 
HAXAHACHIE 
180   COLSTON,  BRETT  WORLEY,  DEP  CHF,  PD 

7  *  ROGERS,  WILLIAM  G. ,  SUPT,  IDENT  BUREAU,  ELLIS  CO. 
MEATHERFORD 
117   BLAISDELL,  JERRY  LEE,  COP 
109   GALBREAITH,  ROBERT  T.,  LT,  PD 

175  PETERSON,  LARRY  JOE,  SGT,  TX  DPS 

166  PRITCHARD,  RAYMOND  FRANKLIN,  DEP  CHF,  PD 
WEBB  AFB 

107   RICCARDI,  FREDERICK  V.,  CAPTAIN,  U.  S.  AIR  FORCE 
HEBSTER 

176  KELLER,  MICHAEL  ALAN,  COP 

178   PROPST,  CHARLES  WINSTON,  DET  SGT,  PD 
126  *  SONORA,  REYES,  COP 

156   WORLEY,  DAVID  RANDOLPH,  DET  SGT,  PD 
WESLACO 
187   KELLEY,  MICHAEL  LEE,  SGT,  PD 
137   PAPE,  JOHNNY  LEE,  COP 


PAGE 


297 


TEXAS  -  UTAH 

HEST  ORANGE 

115    SIMPSON,  MARVIN  B,  COP 
HHARTON 

120   BOEHNKE,  DEVON  HENRY,  LT,  HHARTON  CO  SD 

133  »  GAITAN,  DAVID,  INVSTGR,  HHARTON  CO  SD 

117  *  KEMP,  JACK  0,  COP 

198    SPARKMAN,  THOMAS  JAMES,  JR,  CPT,  HHARTON  CO  SD 
HHITE  SETTLEMENT 

171    PLACE,  DAVID  THOMAS,  PTL  CMDR , 
HHITNEY 

112   RIGNEY 
HICHITA  FALLS 

144 


PD 


RONNY  A.,  COP 


PD 


BARHAM,  HARVEY  GLENN,  SGT, 
BORREGO,  MANUEL,  MAJ,  PD 
DANIEL,  C.  C,  COP 
DAVIS,  HILBURN  E. ,  MAJ,  PD 
HANAHAY,  L.  E.,  CHF  OF  DET,  PD 
HARRLESON,  CURTIS  R. ,  COP 
KNOHLES,  DEREK  LYNN,  MAJ,  PD 
PILCHER,  DON  M. ,  SERGEANT,  PD 
RAINS,  DONALD  D. ,  SGT,  PD 
RINCON,  VINCENT  RUBIO,  SGT,  PD 
SHELTON,  JAMES  ALBERT,  CPT,  PD 
TRAINHAM,  CHARLES  E.,  CPT,  PD 
HOODHAY 
167   BECKER,  MARGARET  CLARA,  CPT,  HOODHAY  DPS 

SMITH,  ROBERT  NEIL,  LT,  PUBLIC  SAFETY  DEPT 
ZAKHARY,  YOUSRY  AMIN,  DIR,  HOODHAY  DPS 


182 

48 

117 

10 

83 

196 

106 

97 

160 

138 

70 


195 

160 

YOAKUM 

182  LECK,  RONALD  LYNN,  COP 
YORKTOHN 

100  CARLILE,  DON  A,  COP 

UTAH 
AMERICAN  FORK 

138   DURRANT,  JOHN  D,  CPT,  PD 

160   FOX,  TERRY  VERNON,  COP 
BEAVER 

108  *  NELSON,  DALE  E.,  SHERIFF  OF  BEAVER  CO. 
BIA 

101  *  KING,  HILLIAM  L,  INSPECTOR,  SOUTHERN  PUEBLO  AGE 
BLANDING 

159   HALLIDAY,  MELVIN  MC,  ASST  CHF,  PD 
BOUNTIFUL 

150   BEAL,  IRA  CONRAD,  SGT,  PD 

118   COLLARD,  HILLIAM  0.,  LT,  PD 
86   HIGGINS,  LARRY  D. ,  CHIEF  OF  POLICE 

138   KILPACK,  LLOYD  ALAN,  SGT,  PD 
85  #  PORTER,  DONALD  H.,  PATROLMAN,  PD 

190   RAPP,  PAUL  CLINTON,  COP 
13  tt   RECORD,  ODES  B.,  CHIEF  OF  POLICE 

126   STEVENS,  DIANA  LEE,  BU  CHF,  UT  DPS 

130  tt   TAYLOR,  DONALD  LUCIEN,  LT,  PD 

113   HINTER,  DAVID  J.,  DIR,  TECHNICAL  SERV  DIV,  PD 
BRIGHAM  CITY 

97   ALLEN,  BILLIE  H. ,  CMDR,  UA  BIA 

159   BRENCHLEY,  CLARON  MAUGHAN,  LT,  UT  HPTL 
70   CHRISTENSEN,  JAY  H. ,  PTLM,  PD 

197   PAINE,  JAMES  FRANCIS,  COP 

4  *  SORENSON,  FRED  M. ,  SHERIFF,  BOX  ELDER  COUNTY  SO 
CASTLE  DALE 

169   EKKER,  KYLE  FRANKLIN,  DET,  EMERY  CO  SD 

126   GUYMON,  LAMAR  EDHARD,  SHF  OF  EMERY  CO 
CEDAR  CITY 

164   DAVIS,  LYNN  R,  CPL,  PD 
49   LAMBERT,  ANTON  HARDY,  CHF  OF  SEC,  COLLEGE  OF  SOUTHER 

142   MILLER,  GLEN  R,  SGT,  PD 
CLEARFIELD 

185   EDHARDS,  KEVIN  LEE,  LT,  PD 
99   GREEN,  0.  DAREN,  CHIEF  OF  POLICE 

125   HILL,  STEVEN  REX,  SGT,  PD 

137   LAYTON,  STEVEN  DARREL,  LT,  PD 

141   MECHAH,  REED  J,  SGT,  PD 
DRAPER 

153   FOHLKE,  HILLIAM  HACKING,  BU  CHF,  UT  ST  CORREC 
FARMINGTON 

145   COX,  BUD  EUGENE,  CPT,  DAVIS  CO  SD 

107   CUNNINGHAM,  JAN  C. ,  SGT,  DAVID  CO  SHF  DEPT 

157   HART,  ALFRED  COLIN,  LT,  DAVIS  CO  SD 

197   JOHNSON,  CURTIS  HEBB,  CPT,  DAVIS  CO  SO 

176   MCLEOD,  KEVIN  ALEXANDER,  LT,  DAVIS  CO  SD 

129   PETERS,  ROBERT  GORDON,  LT,  DAVIS  CO  SO 
81  *  PETERS,  HILLIAM  L.,  SHF  OF  DAVIS  CO 

124   STEHART,  JIMMIE  LEE,  SGT,  DAVIS  CO  SD 
FILLMORE 

172   DEKKER,  ROBERT  ARJAAN,  CPT,  MILLARD  CO  SD 

144   PHILLIPS,  EDGAR  LORN,  SHF  OF  MILLARD  CO 

115   STEHART,  CHARLES  E.,  DEP  SHF,  MILLARD  CO  SO 
FORT  DUCHESNE 

167   MERRICK,  NATHAN  CAREY,  INVSTGR,  BIA 
79  *  HARDLE,  RAYMOND  J.,  CHIEF  OF  POLICE,  UTE  INDIAN  TR 
HARRISVILLE 

175   JACKSON,  MAXHELL  VALTON,  COP 

ucpcp 

75   HITT,  FLOYD  L.,  SHF  PF  HASATCH  CO  SO 
HURRICANE 

183  EXCELL,  LYNN  L,  COP 
KANAB 

104  »  SHAPP,  NORMAN  S.,  SHERIFF,  KANE  COUNTY 
KAYSVILLE 


128 
LAYTON 
119 
194 
170 
123 
LOGAN 
149 
157 
155 

84 
109 
187 

97 
133 

36  tt 
171 
134 
177 
145 
188 
121 


HELOUIST,  DAVID  MAC,  SGT,  PD 

BRIMHALL,  GEORGE  REX,  SR,  PTL  SGT,  LAYTON  CITY  PD 
BROHN,  STEVEN  DOUGLAS,  SGT,  PD 
HESLOP,  REED  ALLEN,  PTL  OFCR  III,  PD 
TALBOT,  DOYLE  ELI,  COP 


ANDREHS,  CRAIG  RICHARD,  LT,  PD 
ARAVE,  LARRY  ELGIN,  CHF,  UT  ST  UNIV  PD 
BECKER,  GEORGE  ALBERT,  LT,  CACHE  CO  SO 
CARTER,  DARIUS  H. ,  SHF  OF  CACHE  CO 
FEHLMAN,  A.  GENE,  CPT,  PD 
GEIER,  JAMES  GARY,  LT,  PD 
GROLL,  FERRIS  E.,  COP 
GROLL,  SIDNEY  PAUL,  SHF  OF  CACHE  CO 
KNOHLES,  RUSSELL  CONRAD,  DIR  OF  SEC,  UT  STATE  UNIV 
MECHAM,  STEVEN  JAMES,  CHF,  UT  ST  UNIV  PD 
NELSON,  ALAN  LOHRY,  COP 
NELSON,  GERALD  LYNN,  SGT,  CACHE  CO  SD 
STAUFFER,  HENRY  MICHAEL,  CHF  DEP,  CACHE  CO  SO 
HILLIAMSON,  VON  B,  LT,  CACHE  CO  SO 
HRIGHT,  RICHARD  LELAND,  CHF  INVSTGR 
LOGAN  CTIY 

162   HENDRICKS,  RICHARD  HAYNE,  LT,  PD 
MESA 

110  tt   RICHENS,  SHIRLEY  DUANE,  CPT,  UTAH  HIGHHAY  PTL 
MIDVALE 
132   FETHEROLF,  LOUIS  HARHOOD,  COP 
148   START,  TIMOTHY  LEE,  SGT,  PD 
MIDVALE  CITY 

116   MAUGHAN,  GERALD  H,  COP 
MOAB 
152   NYLAND,  JAMES  DUANE,  SR, 
172   SQUIRE,  DOUGLAS  JERALD, 
MONTICELLO 

96   KIRBY,  JACK  H.,  CHF  DEP,  SAN  JUAN  CO  SO 
78   HRIGHT,  SETH  R.,  SHERIFF,  SAN  JUAN  COUNTY 


SHF  OF  GRAND  CO 
CHF  DEP,  GRAND  CO  SD 


MURRAY 
195 
169 
120 
196 
179 
NEPHI 
144 
OGDEN 

29  * 
110  tt 

71  tt 
120 
127 

56  tt 

80 
106  # 

58  * 

21  tt 
160 
134 
111 
106 

82 
196 
164 
149 
122 

77 
191 
OREM 
177 
198 
124 
161 


BURNETT,  CRAIG  DALE,  SGT,  PD 

ROHLAND,  FRANKLYN  DEE,  LT,  MURRAY  CITY  PD 

SCHHENDIMAN,  FRED  CHARLES, 

SUNDOUIST,  ROBERT  JEFFERY, 

HILLIAMS,  ROBYN  ANTIONETTE 


DIR,  UT  DIV  OF  INVSTGN 
CPT,  UT  STATE  DEPT  OF  CORREC 
SUPVR,  UT  DEPT  OF  CORRECTIO 


CARTER,  DAVID  HAL,  SHF  OF  JUAB  CO 

BURKE,  D.  THOMAS,  DET,  PD 

BUZICK,  CHARLES  E.,  LT,  PD 

CARVER,  ROBERTS  F.,  DIR,  UT  LIQ  LAH  ENF  AGY 

COMBE,  CLARK  HERALD,  SGT,  PD 

DAILY,  MIKE  HARREN,  CHF,  RIVERDALE  PD 

DEBOER,  DONALD,  INSPR  IN  CRGE,  INTRNL  REV  SERV 

GIBBS,  HAROLD  E.,  JR.,  CAPTAIN,  PD 

GREENHOOD,  ARDEN  K.,  ASST  CHF,  PD 

HADLEY,  LEROY,  SHF  OF  HEBER  CO 

KEETER,  CLIFFORD  K. ,  CAPTAIN,  PD 

LADD,  HILLIAM  MORGAN,  SGT,  PD 

PETERSON,  RICHARD  E,  LT,  PD 

REED,  DAVID  G.,  ASST  CHF,  PD 

RITCHIE,  JOSEPH  H. ,  CHIEF  OF  POLICE 

SCOTT,  LARRY  D. ,  SERGEANT,  PD 

SHAH,  TERRY  BLAIR,  CPT,  HEBER  CO  SD 

SMITH,  ARCHIE,  JR,  CPT,  HEBFR  CO  SD 

TURNER,  STEVEN  REX,  SGT,  PD 

VANDERHEIDE,  SAMUEL  LEHIS,  CPT,  HEBER  CO  SO 

HARREN,  ROBERT  G. ,  CAPTAIN  OF  PATROL,  PD 

HATT,  STEVEN  RANDALL,  LT,  PD 


FENTON,  MICHAEL  CORNELL,  CPT,  DPS 
HIRST,  KARL  RICHARD,  CPT,  OREM  DPS 
MOSHER,  BURNETT  RONALD,  LT,  PD 
TAYLOR,  TERRY  NORMAN,  LT,  DPS 
PARK  CITY 
116   BELL,  FRANCIS  M,  JR,  COP 


PRICE 

66 

183 

PROVO 

168 

110 

195 

64 

153 

113 

94 

194 

143 


PASSIC,  ALBERT,  SHF  OFG  CARBON  CO 
SHILAOS,  ALECK  K,  COP 


BAKER,  STEVEN  MICHAEL,  LT,  BRIGHAM  YOUNG  UNIV  PD 
BATEMAN,  DAVID  R,  SHF  OF  UTAH  CO 
BOLDA,  DAVID,  CPT,  PD 
EVANS,  JESSE  H. ,  COP 

FERNSTEDT,  RONALD  ROY,  SGT,  UTAH  CO  SO 
KELSHAH,  ROBERT  H. ,  CHF,  BRIGHAM  YOUNG  UNIV  PD 
LITTLEFIELD,  MAX,  CAPTAIN,  PD 
ROBINSON,  JEFFREY  LYNN,  SGT,  UTAH  CO  SD 
HITNEY,  DOUGLAS,  SGT,  UTAH  CO  SO 
RICHFIELD 

139   ROSS,  GRANT  DUANE,  COP 
RIVERTON 

101   BALLANTYNE,  RONALD  V.,  COP 
SALEM 

184   JAMES,  BRADLEY  S,  COP, 
SALT  LAKE  CITY 
166   ANDERSON,  RANDALL  DEAN,  U.S. 
129   ANJEHIERDEN,  BERNARD  GOVERT, 
80  tt   ATKINSON,  JOHN  M,  LT,  PD 

151  #  BAILESS,  GLEN  ALBERT,  LT,  SALT  LAKE  CO  SO 
91  tt   BARNES,  BLAINE  A,  DEP  SHF,  SALT  LAKE  CO  SO 
193   BECKSTEAD,  MITCHEL  QUINN,  LT,  UT  DPS 


MARSHALL  FOR  UTAH 
LT,  SALT  LAKE  CO  SO 
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166 

98 
186 
113  tt 
178  tt 
109 
150 

89 
192 
133 
182 
183 

59  tt 

83  tt 
161 

100  tt 
186 
154 

65  * 
130 
154 
178 
121  # 

61  It 
167 

92  tt 
26  tt 

171 

123 

152 

140 

142 
93 

182 

125 
92 

105 
63  # 
59  tt 
63  tt 

108 

62  tt 
174 
191 
143 
137  tt 

38 
170 

32  * 
139 
140 

72  tt 

96  tt 
115 
185 
115 
134 
184 

98  # 
103 
135 

95  # 
146 
142 

97 
119 

54  tt 

102  # 
86 

135  * 

103  tt 
177 

18  * 
78  tt 

179 

198 

127 

160 

167 

99  * 
126 
136 
193 
114 
131  tt 

83  tt 
197 

94  tt 
107 
130 
189 
136 

71  tt 
158 
192 
181 

60 

101  tt 
7  tt 

180 


BELL,  JAMES  E,  UNDERSHRF,  SL  CO  SD 

BERENSEN,  CARLYLE  C. ,  UT  PEACE  OFCRS  STNDRDS  AND  TNG 

BETTERTON,  KENNETH  AARON,  SGT,  UT  HPTL 

BINKERD,  RAYMOND  W. ,  DEP  SHF,  SALT  LAKE  CO  SO 

BISHOP,  DAVID  RALPH,  CPT,  SALT  LAKE  CO  SD 

BODRERO,  D  DOUGLAS,  DEP  COMR,  DPS 

BORG,  LYNN  BOYD,  CHF  ARSON  INVSTGR,  UT  FIRE  MAR 

BORICH,  JOE  M,  DIV,  LAH  ENF  SERV 

BRINGHURST,  LARRY  CROSBY,  LT,  SALT  LAKE  CO  SD 

BROPHY,  MAURICE  JOSEPH,  LT,  PD 

BUHLER,  MILAN  LEE,  LI,  SALT  LAKE  CO  SD 

BULLOCK,  DALE  E,  CPT,  SALT  LAKE  CO  SOF 

BUTCHER,  STANLEY  D. ,  LT,  PD 

CAHOON,  GLEN  S,  CPT,  PD 

CANDLAND,  SCOTT  DRAKE,  CHF  INVSTGR,  MOTOR  VEHICLE  ENF 

CANNON,  RILEY  B.,  LT,  SALT  LAKE  CO  SO 

CARR,  L  JEFF,  CPT,  SALT  LAKE  CITY  SD 

CARR,  LEONARD  DEAN,  CHF  DEP,  SALT  LAKE  CITY  CO  SO 

CEDERLOF,  EUGENE  GLEN,  ASST  CHF,  PD 

CHABRIES,  MICHAEL  PAUL,  MAJ,  UT  HPTL 

CHAPMAN,  STEPHEN  MORLEY,  CPT,  PD 

CHI  NO,  GEORGE  LEONARD,  JR,  CPT,  UT  DPS 

CHRISTENSEN,  CHARLES  RONALD,  LT,  SALT  LAKE  CO  SO 

CHRISTIANSEN,  FAROLD  B.,  LT,  PD 

CONNOLE,  ARTHUR  MCLAUGHLIN,  JR,  SGT,  PD 

CREBS,  LEE  F.,  CPT,  SALT  LAKE  CO  SO 

CROHTHER,  LEONARD  C. ,  CHF  OF  SEC,  SALT  LAKE  CITY  PRK 

CUNNINGHAM,  PAUL,  CPT,  SALT  LAKE  CO  SO 

DAVIS,  BRENT,  CPT,  PD 

DEMILLE,  STEVEN  DEE,  DEP  DIR,  UT  PEACE  OFCR  STANDAR 

DENCKER,  JUDY  ANN,  LT,  PD 

DIAMANT,  KATHRYN,  DEP,  SALT  LAKE  CO  SO 

DOTSON,  DANIEL  C. ,  UNITED  STATES  MARSHAL 

DUNCAN,  SCOTT  THOMAS,  CPT,  UT  HPTL 

DUNCAN,  HILLIAM  CARROLL,  CPT,  PD 

ELTON,  LEONARD  D,  MAJ,  PD 

EVANS,  CARL  0.,  CPT,  SALT  LAKE  CO  SO 

EVANS,  CLARENCE  D,  CPT,  SALT  LAKE  CO  SO 

EVANS,  HILLIAM  OCCIE,  CPT,  SALT  LAKE  CO  SO 

FERGUSON,  DON  G. ,  CPT,  PD 

FIELDS,  LOHELL  G.,  HLDLFE  ENFRCMNT  AGNT,  UT  DIV  0 

FILLIS,  DEHEY  J.,  CHIEF  OF  POLICE 

FLOHERS,  ROBERT  LEE,  LT,  UT  DPS 

GEORGE,  MICHAEL  PHILLIP,  ASST  CHF,  SALT  LAKE  CO  DA  OFC 

GILLESPIE,  JAMES  HARDING,  J,  ASST  BU  CHF,  UT  NARC  &  LIQ 

GLAD,  CLAUDE  DAVID,  CPT,  SALT  LAKE  CO  SO 

GRAHAM,  MARCELL,  WARDEN,  UTAH  STATE  PENITENTIAR 

GREENWOOD,  RICHARD  ALLEN,  LT,  UT  HPTL 

GREESON,  LORENZ  R. ,  ASST  CHF,  PD 

GUNRUD,  GARY  ELLSWORTH,  CPT,  UT  SHP 

HARKNESS,  DAVID  WILLIAM,  LT,  PD 

HAYHARD,  NORMAN  D.,  SHF  OF  SALT  LAKE  CO. 

HENDRIKSEN,  OSCAR  J,  LT,  PD 

HILL,  REX,  LT,  UT  HPTL 

HODSON,  JOHN  H,  LT,  PD 

HORLACHER,  RICHARD  R.,  CRIM  INFO  SPECLST,  UT  ST  BU  OF 

HOWARD,  GILBERT  IRWIN,  CPT,  SALT  LAKE  CO  SO 

INGERSOLL,  MITCHELL  N,  LT,  UT  DPS 

JACK,  ROBERT  M. ,  CPT,  SALT  LAKE  CO  SO 

JOHNSON,  BRANT  L.,  DIR  OF  LE,  DEPT  OF  NATURAL  RES 

JOHNSON,  GLEN  EDGAR,  JR,  COP 

JOHNSON,  NORRIS  K,  CPT,  PD 

KATZ,  HERBERT,  DIR,  DPS 

KENNARD,  AARON  DELL,  SHF  OF  SALT  LAKE  CO 

KINNERSLEY,  ROGER  K.,  LT,  PD 

KNIGHT,  NEWELL  G. ,  MAJ,  UT  HIGHWAY  PTL 

KNUDSON,  RALPH  C. ,  COP 

LANGFORD,  REED  M,  LT,  PD 

LARSEN,  GRANT  K,  BU  CHF,  UT  STATE  LIQUOR  LAW  EN 

LEAMONS,  TED  EARLE,  MGR  TRNG,  US  DEPT  OF  ENERGY 

LEDFORD,  FLOYD  W,  JR,  CPT,  PD 

LLEWELLYN,  DONALD  JOHN,  LT,  PD 

LLEWELLYN,  REES  F.,  CHF  INVSTGR,  SALT  LAKE  CO  SO 

LUNNEN,  LARRY  E.,  COMMISSIONER,  DPS 

LYNCH,  CATHERINE  SCOTT,  AGT,  ATTORNEY  GENERALS  OFFICE 

MARX,  LARRY  CHARLES,  CPT,  SALT  LAKE  CO  SO 

MAXWELL,  SHIRLEY  WHITWORTH,  LT,  PD 

MILES,  KENNETH  REED,  CHF  DEP,  SALT  LAKE  CO  SD 

MORRIS,  EARL  RAYMOND,  LT,  UT  DPS 

NAGEL,  JOHN  E.,  CHF,  UT  DIV  OF  HILDLIFE  RESOUR 

NIELSEN,  BOBBY  J,  LT,  UT  HPTL 

NIEVAARD,  ROBERT  HENDRIK,  ASST  CHF,  PD 

ORGILL,  DANA  EDWARD,  SGT,  PD 

ORR,  IVAN  C,  JR.,  DIR,  PEACE  OFCRS  &  STANDARDS  T 

PAHL,  ALEXANDER  LEON,  CPT,  PD 

PARRY,  MAX  W.,  LT,  SALT  LAKE  COUNTY  SO 

PEARCE,  KENNETH  WAYNE,  LT,  PD 

PEARCE,  RICHARD  B.,  LT,  SALT  LAKE  COUNTY  SO 

PECK,  ORAN  J.,  CPT,  PD 

PENROD,  ARTHUR  BYRON,  CHF,  BU  OF  CRIM  INDENT 

POTTER,  JAMES  MICHAEL,  SGT,  SALT  LAKE  CO  SO 

PROCTOR,  DONALD  KIDD,  LT,  UT  HPTL 

ROBERTS,  DONALD  D. ,  ASST  COP 

ROBERTS,  MICHAEL  BASSETT,  SGT,  PD 

ROBERTS,  NICHOLAS  JOHN,  JR,  RGE  MSTR,  SALT  LAKE  CO  SD 

ROBINSON,  SCOTT  LEE,  CPT,  SALT  LAKE  CO  SO 

ROGERS,  JOHN  D. ,  CPT,  UT  HPTL 

ROSE,  CHARLES  A.,  BU  CHF,  UT  PEACE  OFCR  STANDARD 

SCHEIB,  JOHN  EUGENE,  (SA,  FBI),  SPEC  INVSTGR  SALT  L 

SCHROEN,  JOHN  RICHARD,  LT,  PD 


136   SIMPSON,  KIETH  DALE,  DIR,  UT  DPS 
173   SMITH,  ROY  LEE,  CPT,  SALT  LAKE  CO  SO 
163   SMITH,  STUART  GREGORY,  CPT,  UT  DPS 
102  *  STIEL,  VERNON  J.,  BU  CHF,  ORGANIZED  CRIME  &  CRIM 
173   STOTT,  LARRY  ALAN,  CPT,  PD 
95  tt   STRONG,  DON  J.,  CHF  DEP,  SALT  LAKE  CO.  SO 
176   STRONG,  JAMES  RODGER,  CPT,  SALT  LAKE  CO  SD 
85  tt   SUNDQUIST,  H.  ROBERT,  CHF  DEP,  SALT  LAKE  COUNTY  SO 
146  tt   TAME,  CRAIG  WESLEY,  CPT,  SALT  LAKE  CO  SO 
105  tt   TAYLOR,  ROBERT  R.  ,  CPT,  SALT  LAKE  CO  SO 
118   THAYNE,  BRUCE  HENDELL,  CPT,  SALT  LAKE  CO  SO 

THOMPSON,  CLARENCE  L. ,  CHIEF  CRIMINAL  INVESTIGATOR,  8 
THOMPSON,  NORMAN  COULSON,  LT,  PD 
*  TURNER,  THOMAS  KENNETH,  TROOPER,  UTAH  STATE  HIGHWAY  PA 
URRY,  SANDRA  JEAN,  LT,  PD 
VUYK,  MARTINUS,  LT,  PD 

WATERS,  DANIEL  W. ,  ASST  CHF,  UNIVERSITY  OF  UTAH  P 
tt   WHITE,  ROBERT  D. ,  CRIM  INFO  SPC,  ORGANIZED  CRIME 
tt   WILKINSON,  MICHAEL  D,  CHF  DEP,  SALT  LAKE  CO.  SO 

WILSON,  ROBERT  BADGLEY,  JR,  CHF,  UNIV  OF  UTAH  POLICE 
WOODY,  WILLIAM  CHARLES,  SUPVR,  UT  DIV  OF  WILDLIFE  RESO 


77 
151 

52 
181 
163 

86 
105 
111 
156 
184 
SANDY 
132 
189 
158 
188 
112 
168 


BUTTERFIELD,  JACK  DOUGLAS,  LT,  PD 
JEFFERY,  WARREN  LEE,  CPT,  PD 
LANCASTER,  GARY  MELVIN,  CPT,  PD 
MOYER,  LEWIS  EDWARD,  CPT,  PD 
PALMER,  CLYDE  M. ,  TNG  SUPR,  PD 
WRIGHT,  ROBERT  WRENO,  CPT,  SANDY  CITY  PD 
SANDY  CITY 

122  tt   CHAMPNEYS,  WILLIAM  FREDERICK,  LT,  PD 
SOUTH  SALT  LAKE  CITY 
192   GARNER,  THERESA  ANN,  CPT,  PD 
174   GRAY,  ROBERT  DENNIS,  COP 
182   LONG,  MELVIN  DREWRY,  CPT,  S  SALT  LAKE  PD 
ST  GEORGE 
190   BAILEY,  DENNIS  MARK,  SGT,  PD 


73 
141 
156 

93 
175 


*  HOYT,  HENDELL,  CHIEF  OF  POLICE 


LARSON,  KELLY  JAMES,  DEP  CHF, 
LARSON,  KERRY  GAIL,  LT,  PD 
POLLEI,  JON  R,  COP 
RIGGS,  RUSSELL  ALBERT,  LT,  PD 
SHAN  QUARTER 

117   RABURN,  JAMES  M. 
TOOELE 
57  tt 
137 
176 
114 
140 


PD 


LT,  HYDE  CO  SO 


STEPHEN  WARREN,  COP 
RONALD  E.,  COP 


GILLETTE,  FAY,  SHF  TOOELE  CO 
JAMES,  DONALD  ALAN,  DET,  TOOELE  CO  SO 
PARK,  FRANK  JAMES,  USHF,  TOOELE  CO  SD 
PETERSEN,  JESSE  G. ,  COP 
SCHARMANN,  FRANCIS  ANDREH,  LT,  PD 
TREMONTON 

155  HODGES, 
112  tt   OGBORN, 

W  VALLEY  CITY 

165   SWEENY,  RICHARD,  LT,  PD 
HEST  BOUNTIFUL 

116   HANHAM,  JACK  D. ,  CHIEF  OF  POLICE 
HEST  JORDAN 

179  JEFFS,  GARY  THOMAS,  CPT,  DPS 

162   MCGUIRE,  KENNETH  EUGENE,  LT,  DPS 
HEST  VALLEY 

180  NIELSEN,  THAYLE  BUZZ,  CPT,  PD 
111   NORDFELT,  DENNIS  J.,  COP 

173   PALMER,  MICHAEL  BLAINE,  LT,  PD 
HEST  VALLEY  CITY 

88  CAMPBELL,  DAVID  C,  COP 

129   ESSEX,  HILLIAM  SHERMAN,  SGT,  PD 

139  KEEFE,  TERRY  MICHAEL,  ASST  CHF,  PD 

156  SHREEVE,  JOHN  STEPHEN,  ASST  CHF,  PD 
ZION  NATIONAL  PARK 

152   VANSLYKE,  LARRY  CHARLES,  CHF  RANGER,  NPS 

VERMONT 
BARRE 

176  WHIPPLE,  TREVOR  SCOTT,  CHF,  BARRE  CITY  PD 
BARRE  CITY 

167   MARCEAU,  ANDREW  WILLIAM,  SGT,  PD 
BELLOWS  FALLS 

47  *  BURKE,  EDWARD  A. ,  COP 
90  *  GOODNOW,  CHARLES  T.,  CHIEF  OF  POLICE 
95  tt   SPEAR,  RICHARD  A,  CPT,  VT  SPOL 
BENNINGTON 

6  *  AUBUCHON,  LOUIS  J.,  COP 
BERLIN 

133  tt   MCDONALD,  JAMES  BRUCE,  CPT,  VT  SPOL 
BETHEL 

191   DANFORTH,  GLORIA,  SGT,  VT  SPOL 
BRADFORD 

140  tt   KILLAY,  FRANCIS  JOHN,  LT,  VT  SPOL 
BRATTLEBORO 

159   COLE,  GARY  RUSSELL,  LT,  PD 

89  GRAHAM,  WILLIAM,  JR.,  SHF  OF  WINDHAM  CO 

101  *  JONES,  MALCOLM  S,  JR,  CHF  DEP,  WINDHAM  CO  SD 

19  tt   JONES,  RICHARD  J.,  SA,  FBI,  COP 
100  tt   LECLAIRE,  LEO  P,  CPT,  PD 

93  tt   LECLAIRE,  MARCEL  H,  SR,  COP 
149   MARTIN,  JOHN  THOMAS,  LT,  PD 

177  ROWELL,  STEVEN  RHOADES,  SGT,  PD 
81  tt   SMITH,  GORDON  E,  CAPTAIN,  PD 

BURLINGTON 
132   BUSH,  KENNETH  JOHN,  LT,  PD 
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DIR  OF  SEC,  MEDICAL  CNTR  HOSP 
DEP  SHF,  CHITTENDEN  CO  SO 


127    BUTTON,  GLENDON  HILSON,  CMDR,  PD 
58  tt   CARRON,  ARTHUR  J.,  COP 

138  CONRY,  JOHN  JOSEPH,  JR, 
41  *  CORBETT,  WILLIAM  HALTER 

108   DEMAG,  DAVID  E,  LT,  PD 

156    GARROH,  RICHARD,  LT,  PD 

112   GATES,  ROY  P.,  VP  OF  SEC,  HOHARD  BANK 

139  HEBERT,  RICHARD  ARNOLD,  SGT,  PD 

171  HELRICH,  EMMET  BOYLE,  LT,  PD 

172  KELLY,  JUNE  FRANCES,  SGT,  CHITTENDEN  CO  SO 

185   MAGNANT,  LAURENCE  CLAUDE,  CPT,  UNIV  OF  VT  POL  SER 

118  *  MCGRAH,  ROBERT  EMMETT,  INVSTGR,  STATE'S  ATTY  OFC 

60  tt   MCLAUGHLIN,  EARLE  B,  US  MARSHALL,  DISTRICT  OF  VT 

123  MCLAUGHLIN,  KEVIN  HICHAEL,  SHF  OF  CHITTENDEN  CO 
164   MEADE,  PAUL  JOSEPH,  JR,  CPT,  UNIV  OF  VT  POL  SERV 

124  RICHARD,  DAVID  NORMAN,  CHF,  UNIV  OF  VT  SEC  SERVICES 
114  *  ROLLINS,  TIMOTHY  J,  CORPORAL,  PD 

111    SCULLY,  KEVIN  P,  COP 

148   SONNICK,  JOHN  MICHAEL,  CMDR,  PD 

103  tt   THEAR,  THOMAS,  DEP  COP 

183   TREMBLAY,  THOMAS  RAYMOND,  SGT,  PD 

197   TUOMEY,  LIANNE  M,  LT,  PD 
COLCHESTER 

106   KIRKER,  CHARLES  A,  COP 

120  *  LAGROH,  ROBERT  HILSON,  SGT,  PD 

124   PARIZO,  BRUCE  ARNOLD,  LT,  PD 

143   STECH,  THOMAS  JOSEPH,  SGT,  PD 
ESSEX 

170   HOLLHEDEL,  ROBIN  JAY,  LT,  PD 

160   LAROSE,  BRADLEY  JAY,  LT,  PD 

141   NADEAU,  LEO,  LT,  PD 

130   TERRY,  JOHN  PATRICK,  COP 

120   YANDOH,  ROBERT  GARY,  LT,  PD 


MIDDLEBURY 


186 
MILTON 
134  * 
96  tt 
180 


CYR,  EDHARD  CHARLES,  SGT,  PD 

BEAM,  ERHIN  ALFRED,  COP 

JACKSON,  BOBBY  J.,  CHIEF  OF  POLICE 


51 

117 

107 

110 

126 

79 

36 

193 

85 

17 

150 

46 

88 

178 

80 

84 

23 

86 

82 


STAFFORD,  ROBERT  BARNARD,  JR,  COP 

MONTPELIER 

73  tt   DAVIS,  GLENN  E.,  MAJ,  VT  SPOL 
DEAN,  HAROLD  E.,  CPT,  VT  SPOL 

ELHELL,  ALBERT  R,  DIR  OF  L  ENF,  VT  DEPT  OF  LIQ  C 
GALVIN,  MICHAEL  S,  LT,  VT  SPOL 
HILL,  KENNETH  D,  JR,  LIQ  INSPR,  STATE  VT 
HOYT,  DOUGLAS  SNELL,  COP 
IVERSON,  ROBERT  H,  TRP  COMDR,  VT  SPOL 
JURRAS,  MAX  FOSTER,  DEP  SHF,  HASHINGTON  CO  SO 
KOSTELNIK,  CAROL  LOUISE,  SUPVR  INSPR,  VT  DMV 
LARAMIE,  ROBERT  L,  PLANNER,  GOVNR  COMM  ON  CRIME  C 
LAHSON,  H  CARLYLE,  JR,  INVSTGR,  VT  LIQ  CONTROL 
MARTIN,  JOHN  CHARLES,  SGT,  PD 
MONTI,  ANDREH  H. ,  STAFF  CAPTAIN,  VT  SPOL 
MOONEY,  GORDON  J,  LT,  VT  SPOL 
MORAN,  RANDALL  R,  CRIM  INVSTGR,  ATTNY  GEN  OFC 
NICKERSON,  GEORGE  C,  SGT,  VT  SPOL 
PATCH,  GEORGE  0,  COMM  OF  MOTOR  VEHICLES 
POTTER,  HAROLD  S.,  EXEC  DIR,  VT  LAH  ENF  TNG  COUNC 
PRESCOTT,  EDHARD  M,  LT,  VT  SPOL 
HOODHARD,  RONALD  J,  LT,  VT  SPOL 

NEHFANE 
154   FARNUM,  HENRY  LUCIA,  CPT,  HINDHAM  CO  SD 

187  MELVIN,  JOHN  FREDERICK,  SGT,  HINDHAM  CO  SD 
NEHPORT 

117   HARDY,  CURTIS  ALBERT,  CHIEF  OF  POLICE 
137    STUBBS,  DONALD  R,  CRIM  INVSTGR,  ORLEANS  CO  STATE 
NORTHFIELD 

111  tt   MCCLURE,  BRUCE  A,  COP 
PITTSFORD 

184   BULLARD,  GARY  LESLIE,  EXEC  DIR,  VT  CRIM  JUSTICE  TRNG 
RUTLAND 
198   BENARD,  STEPHEN  PATRICK,  SR,  SGT,  RUTLAND  CO  SD 
BOSSI,  ANTHONY  LOUIS,  COP 
ELRICK,  ROBERT  JAMES,  SHF  OF  RUTLAND  CO 
GENO,  KEVIN  EDHARD,  LT,  PD 
ROUSSE,  ALBERT  JOSEPH,  JR,  SGT,  VT  SPOL 
RUSSELL,  DONALD  PATRICK,  JR,  LT,  VT  SPOL 
SHERHIN,  BRUCE  HAYNE,  LT,  PD 
SLY,  JOHN  ROBERT,  SGT,  RUTLAND  CITY  PD 
TUCKER,  SCOTT  ALAN,  SGT,  PD 
SHAFTSBURY 

188  BAKER,  JAMES  HILLIAM,  LT,  VT  SPOL 
SHELBURNE 

122  tt   TATRO,  RONALD  FRANCIS,  COP 
SOUTH  BURLINGTON 

92  tt   CARTER,  RICHARD  G,  COP 

FISH,  JAMES  J,  DET  SGT,  PD 
GRAHAM,  LEALAND  H,  CPT,  PD 
HAHKE,  ROBERT  ANDREH,  JR,  SGT,  PD 
LAVALLEE,  PETER  ALLEN,  SGT,  PD 
SEARLES,  BRIAN  R,  COP 
SNYDER,  JAMES  JOHN,  SGT,  PD 
SPRINGFIELD 

190   JOHNSTON,  DOUGLAS  SCOTT,  SGT,  PD 
ST  ALBANS 
175   DATIG,  TIMOTHY  CHARLES,  COP, 

34  tt   HEBERT,  GEORGE  E.,  COP 
119  tt   HAY,  ABEL  TRUMAN,  III,  COP 
ST  JOHNSBURY 
115   BERGERON,  MICHAEL  H,  CPT,  PD 


135 
162 
196 
158 
122 
152 
168 
182 


113 
116 
165 
157 

109 
189 


BITCON,  JEFFREY  NORMAN,  SHF  OF  CALEDONIA  CO 
DEVENGER,  PAUL  SCOT,  SGT,  PD 
DEVINCENZI,  RONALD  ANTHONY,  CPT,  VT  SPOL 
FARMER,  EDHARD  EUGENE,  LT,  VT  SPOL 
KENNEY,  HAROLD  JOSEPH,  LT,  VT  SPOL 

LIBBY,  KENNETH  H,  COP 


142 
192 
161 

138  # 

133  tt 
STOHE 

87  tt 
VERNON 

173  JOHNSON,  DENNIS  BERNARD,  COP 
HATERBURY 

146  CANDON,  JAMES  MATTHEH,  JR,  CPT,  VT  SPOL 
125  tt   EDHARDS,  EUGENE  LEROY,  CPT,  VT  SPOL 
195   FIELDS,  THOMAS  EDHARD,  CPT,  VT  SPOL 

136  tt   HALL,  GLENN  EDHIN,  CPT,  SPOL 
110  #  MARSHALL,  LANE  F,  MAJ,  VT  SPOL 

169   METAYER,  ALBERT  MARCEL,  LT,  VT  SPOL 

97  #  NEHMAN,  HESLEY  E,  MAJ,  VT  SPOL 
155  tt   PRIOR,  LE  ROY,  LT,  VT  SPOL 

105  tt   RAMEY,  MILFORD  H,  CPT,  VT  SPOL 

174  STANTON,  DAVID  RAY,  LT,  VT  SPOL 

128  #  VINTON,  MICHAEL  CHARLES,  LT,  VT  SPOL 

92  #  HADE,  LAURENCE  A,  CPT,  VT  SPOL 
151  tt   YATES,  THOMAS  HILLIAM,  LT,  VT  SPOL 

HEBSTERVILLE 

104  *  EDHARDS,  ROBERT  E,  COP,  BARRE  TOHN  PD 
HHITE  RIVER  JUNCTION 

199   DONKA,  MARK  THOMAS,  SGT,  HARTFORD  PD 
166    ESTEY,  JOSEPH  G,  COP 
49  tt   JOHNSON,  F.  CONRAD,  COP 
HILLISTON 
194   DIMMICK,  JAMES  NEASON,  LT,  VT  SPOL 

179  POHLOVICH,  THOMAS  A,  CPT,  VT  SPOL 
HILMINGTON 

181  tt   DONNELLY,  THOMAS  CORNELIUS,  COP 

106  *  PRATT,  RICHARD  H,  COP 
HOODSTOCK 

112  BURKE,  JAMES  A,  COP 

46  *  KRUPINSKY,  HESLEY  P.,  CHIEF  OF  POLICE,  PD 
22  tt   MOORE,  M.  H.  ,  SHF  OF  HINDSOR  CO 
108  *  SCOTT-SMITH,  RICHARD,  COP 

VIRGINIA 
ABINGDON 

125   KELLY,  CECIL,  COP 

108  *  PRESTON,  BYRD  T,  JR,  SGT,  PD 
ALEXANDRIA 

174   ABNEY,  JAMES  CONROD,  MAJ,  USA 

141   ARMSTRONG,  BERTRAM  BENNIE,  CPT,  USA 

163   BAILEY,  CHARLES  EDHARD,  COMMUNICATIONS  SECTION,  APD 

139  BAKER,  DAVID  PAUL,  DEP  CHF,  PD 
138  tt   BROHARD,  LARRY  HAYNE,  CPT,  PD 
176   BUMGARNER,  MICHAEL  IRA,  MAJ,  USA 
189   CHENERY,  JOHN  TATE,  CPT,  USA 
124  #  COGSHELL,  CHARLES  HOYT,  MAJ,  USA 
194   CONYERS,  ALEXANDER,  CPT,  USA 
188   FESER,  BRIAN  ROLFE,  CPT,  USA 

84  *  GRIMM,  NORMAN  E,  SR,  CPT  OF  DET,  PD 
101  *  HALLIHAN,  JAMES  J.,  JR.,  LTC,  HQ  MILPERCEN 
166   HEATH,  AGNES  THERESE,  LT,  PD 
154   HILLEARY,  JOSEPH  RAYMOND,  J,  LT,  PD 

99  tt   HINES,  CHARLES  A,  BRIG  GEN,  USA 

77  tt   HOLIHAN,  JOHN  B.,  CHIEF  OF  POLICE 

141  HOHARD,  KENNETH  MARK,  CPT,  PD 

93  #  JOHNSON,  HALTER  LEE,  CAPTAIN,  PD 
121  #  JUSTICE,  ARLEN,  DEP  CHF,  PD 

188   KALUTA,  ROMAN  HILLIAM,  LT,  PD 

142  #  LEVESQUE,  ALFRED  JOHN,  ASST  CHF,  PD 

185  LIPKA,  DANIEL,  MAJ,  USA 

113  MAREK,  PAUL  M. ,  MAJ,  USA 

112   MEEKS,  CHARLES  B,  EXEC  DIR,  NATIONAL  SHERIFFS  AS 
99  tt   MENTOR,  JOHN  L.,  LIEUTENANT  COLONEL,  USA 

147  METRO,  RICHARD  ALLEN,  MAJ,  USA 

137  MOYER,  DALE  LEON,  MAJ,  USAF 

134  NEUBERT,  ROBERT  HILLIAM,  CPT,  USA 

186  NYE,  DAVID  HALTER,  CPT,  PD 

105  PIKE,  ROBERT  E,  LTC,  USAF 

124   RODGERS,  GORDON  LEE,  LT,  VA  SPOL 

95  SAMARRA,  CHARLES  E.,  COP 

88  tt   SCOTT,  CLYDE,  DEPUTY  CHIEF,  PD 
49  tt   SMITH,  JAMES  FRANK,  CAPTAIN,  PD 
99  #  STROBEL,  CHARLES  T.,  COP 

168   SHENGROS,  RICHARD  HILLIAM,  LTC,  USA 

187  TIERNEY,  ALBERT  GERARD,  CPT,  PD 

55  It   TOTHILL,  HILLIAM  G. ,  LIEUTENANT,  PD 

180  VANDERLINDEN,  RICHARD  SCOTT,  CPT,  USA 
172   HAGNER,  DHAYNE  KEITH,  MAJ,  USA 

133   HILLARD,  ROBERT  TYE,  JR,  MAJ,  USA 
35  It   HOODS,  THOMAS  EDHARD,  CAPTAIN,  PD 
ALTAVISTA 

118   NEAL,  THOMAS  LEE,  COP 
APPAL ACHI A 

4  tt   STILL,  FRANK  (SA,  FBI-RETIRED),  CHIEF  OF  POLICE 
APPOMATTOX 
166   CHUMNEY,  BERNARD  FURMAN,  SAC,  VA  SPOL 
158   GREGORY,  GEORGE  HOHARD,  CPT,  VA  SPOL 

140  tt   HANDY,  IRA  CECIL,  SA  IN  CHARGE,  VA  SPOL 

96  tt   JOHNSON,  CECIL  S,  JR,  CPT,  VA  SPOL 

121  tt   MORRIS,  GEORGE  MOORMAN,  JR,  CPT,  VA  SPOL 
ARLINGTON 

75  tt   ALLEN,  HILLIAM  A,  DEP  CHF,  ARLINGTON  CO  PD 
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190  ALT,  RICHARD  BRYAN,  LT,  ARLINGTON  CO  PD 
52  It   BAYLISS,  ANDREW  E.,  LT,  ARLINGTON  CO  PD 

150  tt   BORING,  DANIEL  VICTOR,  DEP  CHF,  PD 

147  BREWER,  GREGORY  PAUL,  DEP  CHF,  ARLINGTON  CO  PD 

131  It   CHRISTIANSEN,  ARTHUR  THOMAS,  DEP  CHF,  ARLINGTON  CO  PD 
58  It   COLE,  RAYMOND  S.,  ASST  CHF,  ARLINGTON  CO  PD 

198  COURT,  BONNIE  L,  LT,  ARLINGTON  CO  PD 

154   DEL  CORE,  ROBERT,  MGR,  NOTHERN  VA  CRIM  JUSTICE  A 
142   DOUGHERTY,  DONNA  KIMBERLY,  MAJ,  USAF  PENTAGON 

127  DREISCHER,  ROBERT  ALFRED,  DEP  CHF,  ARLINGTON  CO  PD 
176   FORTUNE,  MICHAEL,  SR,  LT,  ARLINGTON  CO  PD 

179   FREY,  JOSEPH  THOMAS,  JR,  SUPVY  CRIM  INVSTGR,  USMS 
85  tt   GENTLE,  GARY  S,  COL,  USA  INTELLIGENCE  CMMND 
162   HAAS,  JOHN  ROBERT,  LT,  PD 

194   HOFFMANN,  ARLEEN  MARIE,  CPT,  ARLINGTON  CO  PD 
166   HOLL,  STEPHEN  LEE,  LT,  ARLINGTON  CO  PD 
140   KARINSHAK,  JOHN  STEPHEN,  LT,  ARLINGTON  CO  PD 

191  KEEVILL,  RICHARD  STEPHEN,  1SGT,  VA  SPOL 

116  KELLEHER,  JOHN  J,  OFCR,  ARLINGTON  CO  PD 

91  #  MINNICH,  ROBERT  M,  LT,  ARLINGTON  CO  PD 
122   MUELLER,  LEONARD  ALLEN,  CPT,  USMC 

184   MURRAY,  DANIEL  J,  LT,  ARLINGTON  CO  PD 

94  tt   PACKETT,  WILLIAM  E,  DEP  CHF,  ARLINGTON  CO  PD 
174   PANTHER,  THOMAS  MIDDLETON,  LT,  ARLINGTON  CO  PD 

125  PRICE,  DALE  RONALD,  LT  COL,  USA 

105  tt   QUADE,  JOHN  BENNETT,  LT,  ARLINGTON  CO  PD 

148  SHANNON,  STEVEN  ROY,  CHO  II,  USA 

144  SINGLETARY,  BRUCE  WARREN,  CWO,  USA 

137   STARZYNSKI,  FLORENCE  ALFF,  LT,  ARLINGTON  CO  PD 
114   STOVER,  WILLIAM  K. ,  CHIEF,  ARLINGTON  CO.  PD 
110   THURBER,  ROGER  B,  CMDR,  INSCOM 

117  WEEKS,  CHARLES  EDWARD,  CHF,  US  DEFENSE  LOGISTICS  AGEN 
108  #  WICKSTRAND,  RAYMOND  D. ,  LT,  ARLINGTON  CP  PD 

ASHLAND 

153  JOHNSON,  RALPH  WALKER,  JR,  LT,  PD 
ATLANTA 

191  WASHINGTON,  FREDERICK  LEWIS,  MAJ,  USA 
AVIANO  AIR  BASE 

199  OMDAL,  TIMOTHY  MICHAEL,  C  MSGT,  USAF 
BEDFORD 

152   DAVIS,  GLEN  PAUL,  LT,  PD 
84  #  KING,  THEODORE  E,  COP 

154  RUSH,  STEPHEN  COLIN,  SGT,  BEDFORD  CO  SD 
150   RUSSELL,  FREDERICK  LEE,  COP 

BERRYVILLE 

192  ROPER,  ANTHONY  WAYNE,  INVSTGR,  CLARK  CO  SD 
BLACKSBURG 

142  BROWN,  WILLIAM  HENRY,  COP 

98   CALDWELL,  HANFORD  P.,  LT,  VA  POLYTCHNC  INSTUTE  &  ST 
190   CRANNIS,  KIMBERLEY  SCOTT,  LT,  PD 

104  #  DUNCAN,  ROGER  E.,  LT,  PD 

112  JONES,  MICHAEL  L,  LT,  VA  POLY  INSTIT  &  ST  UNIV 
102  *  LEWIS,  RAYMOND  C,  DIR  OF  SEC,  VPISU 

BLACKSTONE 

95  SHIELDS,  WAYNE  S,  COP 
BOYDTON 

156  SIMMONS,  WESLEY  GRAY,  INVSTGR,  MECKLENBURG  CO  SO 
BRISTOL 

94  tt   HELTON,  WILLIAM  H,  CPT,  PD 

58  #   KRISTOFEK,  ANDREW,  CAPTAIN,  PD 
161   KRISTOFEK,  ANDREW,  II,  LT,  PD 

20  *  LOWRY,  CHARLES  J.,  LIEUTENANT,  PD 

51  #  STIGALL,  JACK,  COP 
BUENA  VISTA 

94   CAMPBELL,  ERSKIN  K.,  COP 
CAPE  CHARLES 

96  tt   BARCROFT,  JAMES  M,  CHF,  CHESAPEAKE  BAY  BRIDGE-TUN 

157  PAYNE,  JOHN  EDWARD,  CPT,  CHESAPEAKE  BAY  BRDGE-TUNN 

128  PRUITT,  CLEMENT  MELVIN,  COP,  CHESAPEAKE  BAY  BRIDGE-TUN 

102  #  WARD,  ELMER  K,  SGT,  CHESAPEAKE  BAY  BRIDGE-TUN 
CARSON  CITY 

105  CHAPPELL,  ARTHUR  W. ,  JR.,  INVSTGR,  DEPT  OF  ABC 
CHARLOTTE  COURTHOUSE 

146   JONES,  THOMAS  DOTSON,  SHF  OF  CHARLOTTE  CO 
CHARLOTTESVILLE 
119   BAIRD,  GORDON  CARLTON,  SHF,  CITY  OF  CHARLOTTESVILLE 

103  CASON,  ELHOOD  T.,  LT,  PD 

92  DANIEL,  JIMMIE  F.,  US  PROBATION  OFC 
108   HADEN,  JAMES  M. ,  CPT,  PD 

176   HARDING,  JOHN  ELLIS,  DET  LT,  PD 

184   HAWKINS,  TERRY  WINN,  SHF  OF  ALBEMARLE  CO, 

113  JOHNSTONE,  FRANCIS  W,  CHF,  ALBEMARLE  CO  PD 
140   MILLER,  JOHN  FRANKLIN,  CHF,  ALBEMARLE  C.P.D 
154   MORRIS,  WILLIAM  JOSEPH,  LT,  UNIV  OF  VA  PD 
186   NEWTON,  SAMUEL  EARL,  LT,  ALBEMARLE  CO  PD 
152   PLEASANTS,  DAVID  LEE,  SGT,  PD 

126  RHODENIZER,  ALBERT  EUGENE,  CPT,  PD, 

84   SANDRIDGE,  MALCOLM  W. ,  JR.,  CHF  DEP,  ALBEMARLE  CO  SO 

106  SENNA,  HOWARD  B,  LT,  UNIV  OF  VA  PD 

135   SHEFFIELD,  MICHAEL,  CHIEF,  UNIV  OF  VA  PD 
198   TEIXEIRA,  JOHN  RAYMOND,  LT,  ALBEMARLE  CO  PD 
CHATHAM 

145  TAYLOR,  MICHAEL  WILSON,  INVSTGR,  PITTSYLVANIA  CO  SD 
CHESAPEAKE 

143  BRABSON,  WINDSOR  LEE,  SGT,  PD 

182   CASTELLOW,  ROBERT  CECIL,  JR,  SGT,  PD 
189   DOWNING,  ROBERT  GUTHRIE,  SGT,  PD 

121  FARLEY,  LLOYD  CLAYTON,  SGT,  PD 

122  FOREHAND,  ERIE  SANFORD,  MAJ,  SO 

104  GOODBRED,  LLOYD  M. ,  JR,  CPT,  CHESAPEAKE  POL  DIV 


161 
135 


GREGORY,  JOHN  CECIL,  LT,  CHESAPEAKE  SO 
HALL,  MELVIN  LEE,  SR,  MAJ,  PD 


127  tt   JOHNSON,  WILLIAM  HIRAM,  JR,  CPT,  VA  SPOL 


98 
181 
194 
166 

95 
169 
109 
154 
175 
114 
128 
162 
198 


PD 


JUSTICE,  RICHARD  A,  COP 

LANGHORNE,  JOSEPH  JEROME,  GUNNERY  SGT,  USMC 

LENNON,  BARBARA  DENISE,  LT,  CHESAPEAKE  SO 

LEWIS,  JAMES  THOMAS,  LT,  PD 

NEWHART,  JOHN  R.,  SHERIFF  OF  CHESAPEAKE 

OTOOLE,  SHIRLEY  THERESA,  SGT,  PD 

PIETRUCCI,  EMILIO  M,  JR,  LT,  PD 

POWERS,  ANDY  PARKER,  LT,  PD 

ROUTSON,  JEFFREY  LEON,  SGT,  PD 

SAWYER,  JENSON  J.,  JR.,  LIEUTENANT, 

SCHAFER,  CHARLES  RONALD,  SGT,  PD 

SPRUILL,  WILLIAM  LAWRENCE,  SGT,  PD 

STANEK,  ROBERT  WESLEY,  LT,  VA  SPOL 
103  tt   WALTERS,  ELMER  E,  INVSTGTR,  VA  SPOL 
175   WELLS,  JON  MICHAEL,  CPT,  USMC 
196   WOODWORTH,  JAMES  RAYMOND,  1SGT,  PD 
103   ZEAGLER,  DONALD  S,  CPT,  PD 
CHESTERFIELD 
158   FRENCH,  ROBERT  CECIL,  CPT,  CHESTERFIELD  CO  PD 

HOPE,  DAVID  PHILIP,  CPT,  CHESTERFIELD  CO  PD 

MADDRA,  ALLIE  VESTER,  III,  CPT,  CHESTERFIELD  CO  PD 

MUTISPAUGH,  JAMES  HYATT,  SHF  OF  CHESTERFIELD  CO 

NEACE,  RAYMOND  LEROY,  LT,  CHESTERFIELD  CO  PD 

PROFFITT,  DENNIS  STEWART,  LT,  PD 

CHARLIE  E,  MAJ,  CHESTERFIELD  COUNTY  PD 
MARVIN  LEWIS,  LT,  CHESTERFIELD  CO  PD 
CLARENCE  GUY,  JR,  SHF  OF  CHESTERFIELD  CO 


194 
166 
144 
139 
174 

74  tt   RICHTER, 
143   STARNES, 
135   WILLIAMS 
CHRISTIANSBURG 

93   HALE,  ALVIN  L 


CHIEF  OF  POLICE 


COLONIAL  BEACH 

120   ANDERSON,  JOHN  ALVAH,  COP 
COLONIAL  HEIGHTS 

149   SCHURMAN,  RICHARD  LEE,  COP 

125   SHEFFIELD,  STEVEN  OWEN,  COP 
COURTLAND 

69   CRUTCHFIELD,  LONNIE  L.,  DEP  SHF,  SOUTHAMPTON  CO  SD 

162   FRANCIS,  KENNETH  WOODROW,  CPT,  SOUTHAMPTON  CO  SD 

115   FRANCIS,  VERNIE  W,  JR,  SHF  OF  SOUTHAMPTON  CO 

184   STUTTS,  JOHN  BURNETT,  LT,  SOUTHAMPTON  CO  SO 
COVINGTON 

170   BROWN,  JEFFREY  SCOTT,  COP 
CULPEPER 

151   CLARKE,  THOMAS  PEIRCE,  SAC,  VA  SPOL 

134   HART,  HARLAN  LEE,  LT,  PD 

142   JONES,  CHARLES  BYRD,  COP 
DANVILLE 


BROWN,  JACKSON  H. ,  SGT,  PD 
BROWN,  TOM  ALLEN,  CPT,  PD 
ELLIOTT,  BEVERLY  C,  JR.,  ASST  CHF,  PD 
HOWERTON,  CHARLES  W. ,  CAPTAIN,  PD 
MORRIS,  THOMAS  N,  (COLONEL),  COP 
RIGNEY,  WILLIAM  D. ,  CPT,  PD 
SLAYTON,  CLAUDE  IRVIN,  JR,  CPT,  PD 
WATSON,  URAL  W. ,  CHIEF  OF  POLICE,  PD 
THOMAS  ELWOOD,  ASST  COP,  PD 


110 
172 

90 

97 

77 

96 
176 

17 

60  tt   YEAMAN, 
DUBLIN 

19  *  BROOKS,  LESLIE  H. ,  COP 

DUMFRIES 
125   MARTIN,  ROBERT  CLEVELAND,  SAC,  VA  SPOL 

ELKTON 
132   PENCE,  HARREN  ALLEN,  COP 

FAIRFAX 
163   AKERS,  THOMAS  NELSON,  CPT,  FAIRFAX  CITY  PD 
171  tt   ALLISON,  ROBERT  DAVIS,  CPT,  FAIRFAX  CO  PD 
177   BALL,  GARY  DWIGHT,  CPT,  FAIRFAX  CO  PD 
162   BARANYK,  WALTER  ALAN,  MAJ,  FAIRFAX  CO  PD 
125  tt   BARBEE,  ALAN  LEE,  LTC,  FAIRFAX  CO  PD 
189   BEACH,  ROBERT  RHUNDLES,  CPT,  FAIRFAX  CO  PD 
196   BERNAL,  TOMMY  FELEMON,  CPT,  FAIRFAX  CO  PD 
176   BLACKWELL,  PRESTON  CARVER,  CPT,  FAIRFAX  CO  PD 
130  tt   BOWEN,  THOMAS  GARY,  MAJ,  FAIRFAX  CO  PD 
167  tt   BOWEN,  TIMOTHY  JAMES,  CPT,  FAIRFAX  CO  PD 

181  BROWN,  WILLIAM  NOBLE,  MAJ,  FAIRFAX  CO  PD 

104  It   BURACKER,  CARROLL  D,  LT  COL,  CHF,  FAIRFAX  CO  PD 
156   CARLISLE,  ROBERT  ASHBY,  MAJ,  FAIRFAX  CO  PD 
CASSELL,  HELENE  MARIE,  MAJ,  FAIRFAX  CO  PD 
CHARRON,  JAMES  MICHAEL,  CPT,  FAIRFAX  CO  PD 
COFFELT,  KELLY  H. ,  MAJ,  FAIRFAX  CO  PD 
COVEL,  JAMES  ALONZO,  MAJ,  FAIRFAX  CO  PD 
58  tt   CROSEN,  ARTHUR  HARRY,  MAJ,  FAIRFAX  CO  PD 
188   DEVLIN,  SUZANNE,  CPT,  FAIRFAX  CO  PD 

JOHN  LAWRENCE,  CPT,  FAIRFAX  CO  PD 
NATHANIEL  CURTIS,  LT,  PD 
WILLIAM  L.,  COL,  CHF,  FAIRFAX  CO  PD 
159  tt   EDMONStON,  WILLIAM  RUSSELL,  MAJ,  FAIRFAX  CO  PD 

182  ELLIS,  FREDERICK,  MAJ,  FAIRFAX  CO  PD 

187    FITZPATRICK,  ROBERT  PAUL,  JR,  CPT,  FAIRFAX  CO  PD 
165   FRANKLIN,  DAVID  RICHARD,  DEP  CHF,  FAIRFAX  CO  PD 
180   GILBERTSON,  JAMES  CRAIG,  LT,  PD 
135  tt   GRANFIELD,  JOHN  EGAN,  CHF,  FAIRFAX  CO  PD 

61  tt   GREER,  LANCE,  CPT,  FAIRFAX  CO  PD 
HARTMAN,  THADEUS  L,  LTC,  FAIRFAX  CO  PD 
HORVATH,  JAMES  S.,  CPT,  FAIRFAX  CO  SO 
KING,  RICHARD  A,  CHF  COL,  FAIRFAX  CO  PD 
LIBBY,  DANA  SCOTT,  MAJ,  FAIRFAX  CO  PD 
LIPP,  MARCUS  MASON,  LT,  FAIRFAX  CITY  PD 
LIVELY,  PHILIP,  CPT,  FAIRFAX  CO  PD 


155 
185 
112 
148 


179   DOOLEY, 

132   DURHAM, 

56  tt   DURRER, 


116 
104 
85 
175 
168 
198 
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LOHONACO,  MICHAEL,  CPT,  FAIRFAX  CO  PD 
LUBAS,  DAVID  JOSEPH,  CPT,  FAIRFAX  CO  PD 
MABRY,  ARTHUR  L,  MAJ,  FAIRFAX  CO  PD 
MAHONEY,  JAMES  M. ,  DEP  SHERIFF,  FAIRFAX  CO  SO 
MANGER,  JOHN  THOMAS,  DEP  CHF,  FAIRFAX  CO  PD 
MINER,  RONALD  PAUL,  MAJ,  FAIRFAX  CO  PD 
MONROE,  CLARENCE  LEE,  JR,  LT,  FAIRFAX  CITY  PD 
MORROH,  TYRONE  RUSSELL,  CPT,  FAIRFAX  CO  PD 
MURPHY,  JUSTIN  BARRY,  MAJ,  FAIRFAX  CO  PD 
NOSSETT,  LUTHER  HARRIS,  JR,  MAJ,  FAIRFAX  CO  PD 
OKEEFE,  PAUL  DONOVAN,  CPT,  FAIRFAX  CO  PD 
PEED,  CARL  RAY,  CHF  DEP,  FAIRFAX  CO  SD 
RAPPOPORT,  RICHARD  JOHN,  MAJ,  FAIRFAX  CO  PD 
ROB,  JOHN  VINCENT,  LT  COL,  FAIRFAX  CO  PD 
ROHRER,  DAVID  MARK,  MAJ,  FAIRFAX  CO  PD 
RUDAT,  ARTHUR  THEODORE,  JR,  CPT,  FAIRFAX  CO  PD 
RUSSELL,  ROBERT  D,  CPT,  PD 
100  •  SANDERS,  ARTHUR  J.,  CHF,  GEORGE  MASON  UNIV  PD 
157    SCOTT,  MICHAEL  DOUGLAS,  CHF,  FAIRFAX  CO  PD 
SIDERS,  BURT  DARRELL,  CPT,  FAIRFAX  CO  PD 
SINES,  EARL  THOMAS,  LTC,  FAIRFAX  CO  PD 
SKINNER,  JOHN  JAMES,  CHF,  FAIRFAX  CITY  PD 
SLYMAN,  AUDREY  MARY,  CPT,  FAIRFAX  CO  PD 
SMITH,  JOHN  HALTER,  LT,  FAIRFAX  CITY  PD 
SMITH,  LOYD  H,  CHF,  FAIRFAX  CITY  PD 
SOMMERS,  HARRY  S,  JR,  MAJ,  FAIRFAX  CO  PD 
STEVENS,  EDWARD  ALLEN,  MAJ,  FAIRFAX  CO  PD 
TAYLOR,  DONALD  PAUL,  ASST  CHF,  PD 
THOMPSON,  ALVIN  STUART,  JR,  MAJ,  FAIRFAX  CO  PD 
VALENTINE,  MARSHAL  ANTHONY,  LT,  FAIRFAX  CO  SO 
140  tt   VARNER,  RONALD  CLAUD,  CPT,  FAIRFAX  CO  PD 
186    VICKERY,  JAMES,  CHF  DEP,  FAIRFAX  CO  SO 
VON  HERBULIS,  RICHARD  ARTHUR,  SGT,  PD 
HATTS,  RONALD  D.,  MAJ,  FAIRFAX  CO  PD 
HHALEN,  JOHN  JOSEPH,  MAJ,  FAIRFAX  CO  PD 
HILLIAMS,  LEONZO  GRANT,  MAJ,  FAIRFAX  CO  PD 
HILLIAMS,  ROBERT  EARL,  CPT,  FAIRFAX  CO  PD 
HILSON,  KENNETH  R.,  LT  COL,  DEP  CHF,  FAIRFAX  CO  PD 
HILT,  JAMES  L.,  CAPTAIN,  FAIRFAX  COUNTY  PD 
WINES,  LARRY  F,  MAJ,  CHF,  FAIRFAX  CITY  PD 
YOUNG,  MICHAEL  WAYNE,  CHF,  FAIRFAX  CO  PD 
ZELASKA,  JOHN  W,  CPT,  FAIRFAX  CO  PD 


192 
180 
168 

52 
158 
164 
196 
195 
173 
152 
188 
136 
169 
144 
197 
199 

97 


168 
160 
148 
193 
190 
90 
109 
147 
143 
172 
167 


126 

98 

150 

191 

183 

89 

94 

92 

138 

106 


FALLS  CHURCH 
129  BARTH,  BENNY  CECIL,  SA,  USA  CID 
124  BLACKSTONE,  SAMUEL,  II,  SA,  USA 
141  It   CRIBBS,  WAYNE  RANDALL,  MAJ,  USA 

91  tt   DAXE,  ARNOLD,  JR,  COL,  USA 

123  tt   DAY,  JESSE  EUGENE,  JR,  CMO  III,  USA 
131  It   DRAYTON,  LAWRENCE  HARRY,  CHO  IV,  USA 
133    ERNST,  JOSEPH  CHARLES,  JR,  CWO,  USA 

81   HUMBERT,  DAVID  H,  DEP  CMDR,  USACIDC 

119  HUTCHISON,  WILLIAM  DAVID,  SA,  USA 
105   JOHNSON,  STANLEY  K. ,  JR,  COP 

124  KING,  GREGORY  DONNELL,  LT,  PD 

122   MAXWELL,  AUDLEY  ALLEN,  CWO  II,  USA 

166   MCGUIRE,  PHILLIP  JAMES,  SA,  USACIDC 

115   MEYER,  JOHN  G. ,  JR.,  CPT,  USA 

158   MOSS,  CHARLES  THOMAS,  CHO  III,  USA 

151   MURRAY,  ROBERT  THOMAS,  COP 

140   NARDOLILLO,  WAYNE  THEODORE,  CWO  III,  USA 

121    NEEDELS,  DON  MICHAEL,  CHO  III,  USA 

193   REITZE,  HARRY  HILLIAM,  LT,  PD 

137    SMITH,  NEIL  DOUGLAS,  CWO  III,  USA 

114  TOUREAU,  TIMOTHY  M,  CPT,  PD 
129   TYO,  JOSEPH  M,  JR,  LTC,  USA 

128   UHLENHOPP,  LARRY  LEE,  CHO  II,  USA 
118  It   WARD,  ANTHONY,  CWO,  USA 

92  tt   WEST,  MELVIN  L.,  SGT,  PD 

157    WILLIAMS,  PHILLIP  DARNELL,  CWO  II,  USA 
156   WYNN,  CHARLES  BRUCE,  CWO  III,  USA 
FINCASTLE 

173  KELLY,  BURGER  REED,  SHF  OF  BOTETOURT  CO 

160  SPRINKLE,  RONALD  NEAL,  INVSTGR,  BOTETOURT  CO  SD 
FORT  BELVOIR 

105  tt   BERRY,  PETER  T,  MAJ  GEN,  USACIDC 
188    FRANKLIN,  WAYNE  HENRY,  CHO  III,  USA 
181    GEE,  JERRY  WILLARD,  SA,  USA 
179   HORMANN,  JEFFREY  SCOTT,  CHO  II,  USA 
183   HUBER,  JEFFRY  STEVEN,  MSGT,  USA 

161  INGOLD,  LAWRENCE  EUGENE,  JR,  SA,  USACIDC 
186    JACOBELLI,  JAMES  NICHOLAS,  SA,  USACIDC 

174  It   KANGAS,  RAYMOND  ROBERT,  SA,  USACIDC 

196  KETCHUM,  KERRILYNN  ANDERSON,  CPT,  USA 
88    LESON,  JOEL  L,  COL,  USA 

115  It   SULLIVAN,  MICHAEL  L,  COL/DEP  CMDR,  USACIDC 
186   TEMPLE,  PAUL  HARTLEY,  CWO  II,  USA 

197  THOMAS,  DONNIE  LEROY,  CPT,  USA 
199   WILSON,  JAMES  DAVID,  CPT,  USA 

FORT  EUSTIS 
117    ABRAHAM,  GEORGE,  JR.,  CPT,  USA 
160   ROCKHELL,  DOUGLAS  LEE,  SGT  1C,  USA 
160   RUSSELL,  SCOTT  DAVID,  CWO  III,  USA 

120  SUDNIK,  MICHAEL  PAUL,  MAJ,  USA 
FORT  MONROE 

126   MILLER, 
124   POMAGER, 
FRANKLIN 
109  It   BRITT,  JOHN  G,  COP 

32  It   BURROH,  HILLIE  L.  ,  COP 
156   KITCHEN,  MARK  REGINALD,  SGT, 
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DONALD  DELBERT,  MAJ,  USA 
RICHARD  ANTHONY,  J,  COL,  USA 


PD 


FREDERICKSBURG 
123   BUCHANAN,  CLYDE  NEAL,  FIRST  SGT,  VA  SPOL 
157   CARTER,  GEORGE  BENJAMIN,  JR,  CPT,  PD 
45  *  ESTES,  MASON  F.,  PTLM,  PD 

FRONT  ROYAL 
160   CHAPMAN,  BILLY  LANE,  LT,  WARREN  CO  SD 


PD 

CHIEF  OF  POLICE 


164   SCHIRO,  STEVEN  WAYNE,  CPT, 
59  *  THOMPSON,  DENNIS  CLIFFORD, 
GLOUCESTER 
180   DIGGS,  JOSEPH  DANIEL,  CPT,  GLOUCESTER  CO  SD 
126   MORRIS,  JACOB  HAHKE,  I  SGT,  VA  SPOL 
144   STANAHAY,  ROBIN  PRESTON,  SHF  OF  GLOUCESTER  CO 
HALIFAX 

113  *  MILLER,  JAMES  L,  SHF  OF  HALIFAX  CO 
HAMPTON 

31  *  ARMI STEAD,  JACK  L.,  VA  ABC  BD 

CASH,  PHILLIP  N,  DET  LT,  PD 

DAVIS,  JEFFREY  MARK,  MAJ,  USAF 

FULLMAN,  CHARLES  LEE,  CPT,  PD 

GODSEY,  FREDDIE  CLARKSTON,  CPT, 

HAYNES,  EARL  DYKE,  JR,  LT, 

HUNTER,  CHARLES  G,  JR,  MAJ, 

JONES,  JOHN  PAUL,  LT,  PD 

JORDAN,  CHARLES  RALPH,  JR,  LT,  PD 

MINETTI,  PAT  G. ,  COP 

ODOM,  B.  G.,  DETECTIVE  LIEUTENANT,  PD 

PARKER,  THOMAS  M.,  COP 

PIERCE,  BOBBY  GENE,  DET  LT,  PD 

PROSKEY,  L.  A.,  CPT,  HAMPTON  POL  DIV 

RICHARDSON,  EDWARD  L.,  CPT,  PD 

STAVELY,  JAMES  REYNER,  JR,  LT,  PD 

TOHNSEND,  THOMAS  HUDSON,  MAJ,  PD 

MYCHE,  CARL  JACKSON,  CPT,  PD 


113 
167 
159 
132 

140 
148 
181 
194 

92 

50 

12 
121 

84 

75 

187 

167 

174 

HANOVER 


PD 
PD 


PD 


CHENAULT,  WILLIAM  SHELBY,  III,  LT,  HANOVER  CO  SD 

COOK,  VERNON  S. ,  SHF  OF  HANOVER  CO 

FUTRELL,  CLYDE  BOZEMAN,  LT,  HANOVER  CO  SD 

HINES,  DAVID  REED,  CPT,  HANOVER  CO  SO 

PENNY,  WILLIAM  ALLISON,  CHF  INVSTGR,  HANOVER  CO  SO 

ROBERTSON,  JOHN  WINSTON,  LT,  HANOVER  CO  SD 

HRAY,  HOWARD  LEE,  JR,  CHF  INVSTGR,  HANOVER  CO  SD 

WRIGHT,  STEVEN  D. ,  SR.,  LT,  HANOVER  CO  SD 

HARRISONBURG 
133   CLAYTOR,  DANIEL  LEE,  DET,  PD 

COMER,  DANIEL  GAIL,  LT,  ROCKINGHAM  CO  SD 

FAIRWEATHER,  DUANE  EDWARD,  JR,  CPT,  PD 

KEAN,  WILLIAM  J.,  COP 

MCDORMAN,  EDMOND  ALFRED,  II,  SGT,  PD 

PRESGRAVE,  RICHARD  W. ,  COP 

RITCHIE,  JULIUS  F.,  CHIEF  OF  POLICE,  PD 

HEATHERHOLTZ,  GLENN  M. ,  SHERIFF  OF  ROCKINGHAM  COUNTY 

HAYMARKET 

91   SCHMIDT,  ROBERT  D,  ASST  INSPR  GEN,  INSPR  GEN'S  OF 

HERNDON 
123   ATKISSON,  DUANE  LEE,  LT,  PD 
BISHOP,  WALTER  R,  COP 
PRESGRAVE,  ROBERT  LAWRENCE,  CPT,  PD 
SHEFFER,  EARL  H,  JR,  LT,  PD 
SMITH,  DARRYL  CONRAD,  SR,  CPT,  PD 


168 
101 
123 
195 
130 
172 
151 
108 


158 
128 
18 
179 
92 
38 
97 


PD 


80 

183 

192 

161 
HILTONS 

150   MOFFITT,  JAMES  HOWARD,  JR,  SGT, 
HOPEWELL 

91   CLARKE,  WILBUR  R. ,  COP 

105   DAVIS,  RUDY  W. ,  LT,  BU  OF  POL 

186    ELLIS,  MELVYN  DOUGLAS,  CPT,  PD 

137  HOSTETTER,  DON  WAYNE,  CPT,  PD 
83  tt   MINTER,  EDWARD  B.,  COP 

188   WYATT,  PAULA  NICHOLSON,  CHF  DEP,  HOPEWELL  SO 
HURT 

102  *  TUCKER,  DANIEL  S,  LT,  PD 
ISLE  OF  WIGHT 

138  DIXON,  DREW  FRANKLIN,  CHF  DEP,  ISLE  OF  WIGHT,  CO  SO 
66  U   TAYLOR,  HAROLD  C. ,  SHF  OF  ISLE  OF  WIGHT  CO 

KING  GEORGE 

194   DEMPSEY,  STEVE  FRANKLIN,  CPT,  KING  GEORGE  CO  SO 
KING  HILLIAM 

111  tt   WOLFORD, 
LANGLEY  AFB 

133   BALDWIN, 
25  tt   BOSWELL, 

124 


JAMES  B,  SHF  OF  KING  WILLIAM  CO 
USAF 


TOMMY  LEONARD,  CHF  MSGT, 
EDHARD  B,  SEC  OFCR.NASA 
CHAVIS,  RICHARD  HESLEY,  1LT,  USAF 
141   COLLINS,  DONAL  JOSEPH,  CPT,  USAF 
145   CONNOR,  WILLIAM  BENJAMIN,  I,  CPT,  USAF 
172   FECHT,  KURT  CARLTON,  CPT,  USAF 
117   HALL,  JAMES  RUDOLPH,  CHF  MSGT,  USAF 
108   HAWKINS,  HERBERT  C,  III,  COL,  USAF 
184   KONTNY,  DAVID  RORY,  MSGT,  USAF 
177   LAZARUS,  STEVEN  JEFFREY,  CPT,  USAF 
191   MCMILLON,  BRYE,  MSGT,  USAF 
191   METZLER,  ALAN  RUSSELL,  CPT,  USAF 
198   PAGE,  ANDREA  DEE,  CPT,  USAF 
153   RYAN,  DENNIS  PATRICK,  MAJ,  USAF 
187   SUTTON,  PHILLIP  LEE,  SR,  SR  MSGT,  USAF 
179   WETTIG,  TERRY  LEE,  CHF  MSGT,  USAF 

94  *  YEAKEL,  RICHARD  E,  CAPTAIN,  USAF 
LEESBURG 

93   BEERS,  FRANK  S.,  INVSTGR,  CMMNWLTHS  ATTY  OF  LOU 
144   COOPER,  CHARLES  ARTHUR,  MAJ,  LOUDOUN  CO  SD 
191   GIBSON,  RONALD  JEROME,  CPT,  LOUDOUN  CO  SO 
131   KERRIGAN,  MICHAEL  JOSEPH,  DEP  SHF,  LOUDOUN  CO  SO 
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86  tt   LEGARD,  ROBERT  H. ,  SHF  OF  LOUDOUN  CO 
171   MCVEIGH,  MICHAEL  JAMES,  CPT,  PD 
152   SEALOCK,  JOHN  VELVIE,  CPT,  LOUDOUN  CO  SD 
196   SMITH,  JOHN  HUDSON,  DET  SGT,  PD 
175   STILES,  KEITH  ALISON,  COP 
170   STOCKS,  GREGORY  ALLEN,  CPT,  LOUDOUN  CO  SO 

184  VANGILDER,  JEFFREY  CHARLES,  CPT,  PD 
LEXINGTON 

127  SPENCE,  FREDDIE  MARSHALL,  SHF  OF  ROCKBRIDGE  CO 
146  tt   SUTTON,  LAWRENCE  OTHA,  COP 

LOUDOUN 

164  BEAMER,  VERNON  GRANT,  JR,  CPT,  LOUDOUN  CO  SD 
LOUISA 

148  BATEMAN,  DANIEL  LONG,  INVSTGR,  LOUISA  CO  SD 

77  *  ELLIOTT,  CARROLL  T.,  CRIM  INVSTGR,  LOUISA  CO  SD 
134   RIGSBY,  ROBERT  FREDERICK,  CHF  INVSTGR,  LOUISA  CO  SO 

LURAY 
124  *  SCHIRO,  JERRY  MICHAEL,  COP 

LYNCHBURG 

132  ARTHUR,  STEPHEN  CARROLL,  CMDR,  PD 
134   BENNETT,  CHARLES  HILFRED,  J,  COP 

149  CARTER,  CLAUDE  THOMAS,  CMDR  I,  PD 

165  COPES,  JESSE  DAVIDSON,  CMDR  I,  PD 
103   GLASS,  CHARLES  M. ,  COMMANDER  III,  PD 

106  HELLER,  HERBERT,  THOMAS,  CMDR  III,  PD 

93  LITTLE,  RAYMOND  A,  ASST  DIR,  VA  ABC  BOARD 

128  LUCAS,  HOHARD  CHAPMAN,  I SGT,  VA  SPOL 

128  NORBERG,  JERRY  WAYNE,  CMDR  I,  PD 
177  PILLOW,  RICKEY  ALLEN,  CMDR  I,  PD 
116   REXRODE,  RALPH  W. ,  CMDR  II,  PD 

94  tt   ROBERTSON,  CALVIN  E,  JR,  COP, 
1*1   SCALF,  DAVID  RICHARD,  CMDR  I,  PD 

129  SEIFFERT,  JOSEPH  MATTHEW,  COP 
90   STEELE,  JAMES  W.,  COMMANDER,  PD 

191   VEST,  ANDREW  LEE,  LT,  PD 

101  *  WEEKS,  DAVE  A.,  JR.,  CMDR  III,  PD 

122  WILLIAMS,  BOBBY  JACKSON,  CMDR  I,  PD 
195   WINGFIELD,  EUGENE  CLYDE,  CPT,  PD 

MANASSAS 
149   BELCHER,  TIMOTHY  DEWEY,  CPT,  PD 
174   CAHILL,  MICHAEL  EVANS,  LT,  PRINCE  WILLIAM  CO  PD 
103   CRISP,  BILLY  P.,  CPT,  PD 
191   DENNIS,  ARTHUR  ODELL,  JR,  LT,  PD 

107  ELLIS,  SAMUEL  S,  COP 

163  ENRIGHT,  MICHAEL  ROBERT,  SGT,  PD 

140   LESKO,  GERALD,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

106  tt   MCGUINN,  WILMER  F,  CPT,  PRINCE  WILLIAM  CO  PD 

156  MCKINNON,  DONALD  MYRTON,  JR,  SGT,  PD 
198   ODEND'HAL,  FORTUNE,  V,  LT,  PD 

133  tt   RYAN,  NELSON  EMMETT,  MAJ,  PRINCE  WILLIAM  CO  PD 
101  #  SINDLINGER,  JOHN  A,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

185  SMITH,  JEANETTE  JOYCE,  LT,  PRINCE  WILLIAM  CO  PD 

119  U  SULLIVAN,  JAMES  KIRBY,  JR,  LTC,  DEP  CHF,  PRINCE  WILLIAM 
181  SUMMERS,  TOUSSAINT  ELDRIDGE,  JR,  CPT,  PRINCE  WILLIAM  CO 
170   TABER,  DANIEL  EDWARD,  ASST  CHF,  PRINCE  WILLIAM  CO  PD 

110  TUTKO,  CHRISTOPHER  J.,  CPT,  PD 

165   WEBBER,  NELSON  OLEN,  JR,  CPT,  PRINCE  WILLIAM  CO  PD 
29  *  WHEELING,  TURNER  D. ,  SHF  OF  PRINCE  WILLIAM  CO  SO 
MARION 

107  OVERBAY,  ROY  B. ,  CPT,  PD 
MARTINSVILLE 

124   ASHELY,  WESLEY  GRAY,  CPT,  HENRY  CO  SD 

62  tt   BOLEJACK,  EMORY  J.,  COP 

99  *  DODSON,  WAYNE  H,  SGT,  PD 
144   EDWARDS,  DAVID  JAY,  SGT,  PD 

88  #  EMERSON,  ROY  0.,  SGT,  PD 

157  LONG,  CHARLES  EDWARD,  SR,  SGT,  PD 

164  MILLS,  TIMOTHY  WARD,  INVSTGR,  HENRY  CO  SD 
189   NESTER,  KIMMY  GARLAND,  LT,  HENRY  CO  SO 
181   ROGERS,  MICHAEL  EUGENE,  SGT,  PD 

9  *  SHUMATE,  STARLING  E.,  LIEUTENANT,  PD 
131   STRONG,  JOHN  OSCAR,  1SGT,  VA  SPOL 
65  tt   VENCILL,  JOHN  REX,  SGT,  VA  SPOL 
MATHEWS 

128  STONE,  LARRY  WAYNE,  DEP,  MATHEWS  CO  SD 
MCLEAN 

129  WASHINGTON,  JOHN  WESLEY,  INSPR,  USMS 
MONTROSS 

109   JACKSON,  CHARLES  W. ,  SHF  OF  WESTMORELAND  CO  SD 
NEWPORT  NEWS 
100  tt   BEALE,  JAMES  R.,  INVSTGR,  VA  DEPT  OF  ABC 
43  *  BLACKMON,  HOWARD  BENJAMIN,  COP 

123  BOYD,  DONALD  BRUCE,  CPT,  PD 

165  BURT,  CARL  DOUGLAS,  ASST  CHF,  PD 
136  tt   CAMPBELL,  BOBBY,  MAJ,  PD 

111  tt   FARMER,  MARVIN  B,  MAJ,  PD 

35  KENNEDY,  WALTER  R.,  JR.,  CAPTAIN,  PD 
155  It   LEDFORD,  JAMES  D,  MAJ,  PD 

53  *  LYON,  RUSSELL  W. ,  LT  OF  DET,  PD 
71  It   MAPES,  HERBERT  C,  DEP  CHF,  PD 
92  It   MEMORY,  HUBERT  A.,  CPT,  PD 

158  MOOK,  DENNIS  ALAN,  COP 

178   MOORE,  JOSEPH  ALDRIDGE,  LT,  PD 

172   NEWTON,  THOMAS  STEWART,  CPT,  NEWPORT  NEWS  SD 

193   NOLAN,  ARTHUR  DENNIS,  LT,  PD 

87   PAYNE,  BILLY,  DIR  OF  ADULT  CORR,  NEWPORT  NEW 
185   PEARSON,  LYNN  MARIE,  LT,  PD 
106   RAINES,  WOODROW  W. ,  JR.,  CPT,  PD 

79  *  SCHANZ,  DEWEY  C. ,  JR.,  CAPTAIN,  PD 

36  *  SPIVEY,  JOSEPH,  LIEUTENANT,  PD 


88 
174 
142 
168 
107 
189 
120 
110 


52  tt   TENCH,  CHARLES  LEE,  JR.,  CPT,  PD 
170   THURMAN,  JANICE  ELLEN,  CPT,  PD 

47  tt   HEAVER,  WILLIAM  BEVERLEY,  SHF  OF  NEWPORT  NEWS  CO 
101  tt   WRIGHT,  EMMETT  G,  LT,  PD 
NORFOLK 

83  tt   ANDREWS,  JOHN  L,  DEP  CHF,  NORFOLK  POL  DIV 
It   BAUM,  LOUIS  D.,  JR.,  MAJ,  PD 

BOONE,  JOSEPH  ANTHONY,  CPT,  PD 
tt   BURTON,  WAYNE  DEXTER,  CPT,  PD 

BURWELL,  RUDOLPH  LEE,  SR,  CPT,  PD 
tt   CALLIS,  ROBERT  F.,  LT,  PD 

CARROW,  WILLIAM  OSCAR,  CPT,  PD 

COLBERT,  EUGENE  WENDELL,  SEC  SPEC,  NAVAL  BASE,  NORFOLK 
DAVIS,  JAMES  W,  TNG  OFCR,  NAVAL  STATION 
58  tt   DECKER,  FRANK  E.,  DEP  CHF,  NORFOLK  PD 

33  tt   DRUMMOND,  HERMAN  F.,  JR.,  (SA,  FBI),  REG  REP  FOR  THE  CR 
GORNTO,  HARRY  C.  ,  JR.,  CPT,  NORFOLK  POL  DIV 
GRANT,  CHARLES  D. ,  COP 
GRIFFIN,  SHELTON  PERRY,  CPT,  PD 
GRIMES,  JAMES  LOGAN,  JR,  CHO  II,  USN 
HAZELETTE,  ROBERT  EVERETT,  JR,  CPT,  PD 
HENSON,  HENRY  P,  COP 
HIGH,  MELVIN  C,  COP 
JACKSON,  JOSEPH  HENRY,  ASST  CHF,  PD 
JONES,  LESTER  RAYMOND,  I  LT,  USMC 
LOONEY,  LOUIS  D. ,  JR.,  CLERK,  POLICE  COURT 
95  tt   MCGOWAN,  JOHN  F.,  LT,  PD 
108  tt   MCMANUS,  DON  A,  CAPTAIN,  PD 
134  tt   MORGANII,  CARMEL  JOSEPH,  CPT,  PD 
MORSE,  JOHN  MEREDITH,  MAJ,  PD 
ONEAL,  NATHAN,  JR,  DEP  CHF,  POL  DIV 
OWEN,  JAMES  F.,  DEP  CHF,  PD 
QUESINBERRY,  EUGENE  E.,  CAPTAIN,  PD 
REDFIELD,  HERBERT  CLEMENT,  CPT,  NORFOLK  FIRE  DEPT 
119  tt   RICHARDSON,  PORTER  LUTHER,  LT,  PD 
114  tt   SIMMONS,  VERNON  L,  CPT,  PD 

WATSON,  FREDERICK  E.,  CAPTAIN,  NORFOLK  POLICE  DIVISI 
WHITE,  CHARLES  NEEDHAM,  CHF  MSTR  AT  ARMS,  USN 
WILLIAMSON,  WINFRED  ATWELL,  MAJ,  PD 
WRIGHT,  RHON  NOEL,  CPT,  PD 


2 

56 

127 

164 

160 

91 

109 

182 

130 

51 


70  tt 

74  tt 

100  tt 

85  * 

126  tt 


PRYOR,  HARVEY  E.,  DIR  OF  UNIFORMED  SERV,  VANCE  I 
BISCOE,  WILLIAM  G. ,  CHF  DEP,  ORANGE  CO  SD 


22  * 
193 
105  tt 
195 
OAKTON 

101  * 
ORANGE 

117 
PALMYRA 

119   COATES,  JOSEPH  WILLIAM,  COP,  LAKE  MONTICELLO  PD 
PETERSBURG 

105  *  CORNWELL,  RONALD  J.,  LT,  PD 

187   CORRIGAN,  JOHN  WILLIAM,  LT,  PD 

143   EILERT,  STEPHEN  THOMAS,  COP 
PORTSMOUTH 

67  tt   ANDERSON,  CHARLES  P,  CHF  OF  SEC,  NVL  REG  MDICL  CNTR 

36  *  BARKLEY,  DURWARD  H. ,  PTLM,  NORFOLK  CO  PD 

102  *  BOONE,  ELBERT  R,  COP 

57  tt   BROUGHTON,  ROBERT  G,  CPT,  PD 
118  tt   CLARK,  PAUL  EDWIN,  SR,  CPT,  PD 
185   CONNALLY,  CHRISTOPHER  EDWARD,  LT,  PD 
170   FREMD,  HARRY  LEROY,  II,  LT,  PD 

177  HOLMES,  ALICE  MARIE,  CPT,  PD 

199   HUNDLEY,  DONALD  LYNN,  ASST  CHF,  PD 

165   LECOMPTE,  GUY  WHITNEY,  CPT,  PORTSMOUTH  SO 

125  LEWIS,  RONALD  WESLEY,  CPT,  PD 

42  *  LOWE,  CLIFFORD  M. ,  JR.,  SERGEANT,  PD 
151   MARTINEZ,  LESLIE  KAY,  COP 
164   MICHALSKI,  NOLAN  DAVID,  CPT,  PD 

178  NORRIS,  BENJAMIN  PAUL,  CHF  DEP,  PORTSMOUTH  SO 
59  *  PORTER,  RUSSELL  V.,  DETECTIVE,  PD 

192   SEGAL,  ALVIN  ALAN,  CPT,  PD 

46  tt   SIMPSON,  JAMES  HERBERT,  SAFETY  DIRECTOR,  CITY  OF  PORTS 
107  tt   THEREAULT,  ALBERT  A,  ASST  COP,  PD, 

150  THEREAULT,  CHARLES  PHILLIP,  SGT,  PORTSMOUTH  SD 
139   THOMAS,  RICHARD  LEE,  CPT,  PD 

37  #  WARREN,  CALVERT  LINTON,  CHIEF  OF  POLICE 
134   HATERS,  GARY  WAYNE,  SHF  OF  PORTSMOUTH  CITY 

PRINCE  GEORGE 
199   FRANKENSTEIN,  EDWARD,  LT,  PRINCE  GEORGE  CO  PD 
167   ROBERTSON,  WILLIAM  ABNER,  JR,  CHF,  PRINCE  GEORGE  CO  PD 

PRINCE  WILLIAM 
162   AHRENS,  RALPH  FREDERICK,  CPT,  PRINCE  WILLIAM  CO  PD 

179  BARNARD,  BARRY  MORRIS,  LT,  PRINCE  WILLIAM  CO  PD 

151  It   BOVE,  RONALD  JAMES,  LT,  PRINCE  WILLIAM  CO  PD 

197   CHRISTOFANO,  RONALD  STEWART,  LT,  PRINCE  WILLIAM  CO  PD 
190   COLGAN,  RAYMOND  THOMAS,  SR,  LT,  PRINCE  WILLIAM  CO  PD 
141   DEANE,  CHARLIE  TATUM,  COP 
90  It   GROVE,  ERNEST  A,  MAJ,  PRINCE  WILLIAM  CO  PD 
95  tt   HUNT,  WILLIAM  T,  LT,  PRINCE  WILLIAM  CO  PD 
146  tt   HUTCHENS,  JOHN  JEHU,  MAJ,  PRINCE  WILLIAM  CO  PD 
115  tt   LEMMERS,  CORNELIUS  A,  LT,  PRINCE  WILLIAM  CO  PD 

126  OSHIELDS,  CHARLES  EVERETT,  CPT,  PRINCE  WILLIAM  CO  PD 
87  tt   OWENS,  GEORGE  T,  COL,  COP,  PRINCE  WILLIAM  CO  PD 

199   RUDY,  TIMOTHY  ANTHONY,  CPT,  PRINCE  WILLIAM  CO  PD 

194   STOTT,  KENNETH  NELSON,  LT,  PRINCE  WILLIAM  CO  PD 
PULASKI 

133   COOLEY,  HERBERT  GRAY,  COP 

131   SHORT,  GEORGE  CLAYTON,  CPT,  PULASKI  CO  SD 
QUANTICO 

167   AHO,  JOHN  ANTHONY,  CPT,  USMC 

167   BERGER,  VONDA  LEE,  G/SGT,  USMC 

170   CLARK,  DENNIS  MICHAEL,  SA,  DEA 

173   COVINGTON,  JERRY  DEAN,  LT,  FBI 


PAGE 


303 


VIRGINIA  -  VIRGINIA 

183  CRECELIUS,  HIKIE  ONEAL,  MSGT,  USMC 

178  DOBBINS,  RICHARD  ELDEN,  JR,  MAJ,  USMC 

142  ELLSESSER,  FREDERICK  E,  CPT,  USMC 

186  HETHCOAT,  THOMAS  ALEXANDER,  MGYSGT,  USMC 

108  tt   HILL,  LLOYD  E.,  CPT,  USPP 

198  KVENLOG,  KEVAN  BEN,  MAJ,  USMC 

157  LABAR,  TERRY  DAVID,  TRNG  ASST,  FBI 

193  LAPP,  MICHAEL  ADAM,  MASTER  GUNNERY  SGT,  USMC 

147  HANGUM,  TRAVIS  ALLEN,  CHO  II,  USMC 

180  MARREN,  CHARLES  DAVID,  GUNNERY  SGT,  USMC 

139  HORRIS,  KENNETH  ALLEN,  CHO  II,  USMC 

172  OURSO,  FREDERICK  JOHN,  JR,  MAJ,  USMC 

159  SMITH,  RANDY  RICHARD,  MAJ,  USMC 

93  TAVARES,  EDHARD,  CAPTAIN,  USMC 

139  TURNER,  RICHARD  LEONARD,  CPT,  USMC 
159  HILKERSON,  PAUL  SHERMAN,  JR,  CPT,  USMC 

RADFORD 
121   BUTLER,  JONNY  HILLIAM,  JR,  CMDR,  PD 
182   HARMON,  JOHN  GARY,  CPT,  PD 
178    PHILLIPS,  TOBIAS  CLARENCE,  CHF,  RADFORD  UNIV  PD 

101  *  THOMAS,  GARY  L.,  PATROLMAN,  PD 
113   HILLIAMS,  GERALD  S.,  MAJ,  PD 

RESTON 

102  *  VELON,  ROBERT  C,  SA,  USAF 
RI CHHOND 

192   ALBERTA,  CHRISTOPHER  STEPHEN,  LT,  HENRICO  CO  PD 

129  BASS,  CLAUDE  ASHLEY,  JR,  CPT,  RICHMOND  BU  OF  POL 

177  BATTEN,  MICHAEL  ANDREH,  CPT,  HENRICO  CO  PD 

136  BEASLEY,  THOMAS  BENJAMIN,  ASST  DIR,  VA  SPOL 
120   BERNHARD,  LOTHAR  ARTHUR,  CPT,  BU  OF  POL 

189  BERO,  NEIL  ARTHUR,  CPT,  HENRICO  CO  PD 

100  #  BERRYMAN,  ROBERT  L,  DIR,  DIV  OF  INVSTGN,  VA  SPOL 
159    BISE,  DENNIS  GARY,  CPT,  HENRICO  CO  DIV  OF  POL 

190  BISHOP,  RICHARD  KYLE,  JR,  CPT,  PD 

61  tt  BOLDIN,  CHARLES  MAXHELL,  MAJ,  VA  SPOL 

43  tt  BORDHINE,  C  N,  DEP  US  MARSHAL,  EASTERN  DIS  OF 

171  BOHES,  TERRY  ALAN,  DEP  AD,  VA  SPOL 

163  I  BOHMAN,  HILLIAM  LARRY,  LT,  VA  SPOL 

185  BULLOCK,  HILLIAM  MURRAY,  JR,  CPT,  HENRICO  CO  PD 

180  BURCHETT,  LARRY  HAYNE,  LT,  VA  SPOL 

180  CARTER,  HILLIAM  MEREDITH,  LT,  HENRICO  CO  PD 

156  CHILDRESS,  ROBERT  EUGENE,  CPT,  PD 

117  CHISHOLM,  BERNIE  EDHARD,  JR,  CPT,  VA  SPOL 

82  tt  CLARK,  FLOYD  G.,  JR.,  MAJ,  RICHMOND  POL  BU 

68  tt  CLARK,  ROBERT  HILLIAM,  LT,  VA  SPOL 

130  tt  CLARK,  THOMAS  ALEXANDER,  CPT,  CO  OF  HENRICO  DIV  OF  POL 

47  tt   CLAYTOR,  RAYMOND  E.,  CPT  OF  POL,  RICHMOND  POL  BU 
88  tt   COBB,  DONALD  JR.,  CPT,  HENRICO  CO  DIV  OF  POL 

98  tt   CORVELLO,  HILLIAM  F,  COL,  SUPT,  VA  SPOL 

9  *  COHAN,  JAMES  R. ,  INSPR  AND  ASST  DIR,  VA  SPOL 
149   CRAIG,  LONNIE  EDHARD,  CHF,  VA  CAPITOL  POL 
98   CSAKY,  ATTILA  S.,  MAJ,  BU  OF  POL 

180  CURTIS,  SIDNEY  CHRISTOPHER,  ASST  DIR,  DEPT  OF  ABC 

178  DANIELS,  THOMAS  BAYNE,  JR,  DAD,  VA  SPOL 

120   DEAVERS,  CARL  RAYMOND,  JR,  ASST  DIR,  VA  SPOL 

112   DELP,  STEPHEN  C,  SAC,  VA  SPOL 

162    EADES,  ROBERT  CREHS,  LT,  BU  OF  POL 

105  tt   ENGELS,  RICHARD  G,  COL,  COP,  HENRICO  CO  PD 

137  EVANS,  JAMES  HOHARD,  ASAC,  VA  ABC  BD 

197  FAHED,  MARY  ELLEN,  CPT,  HENRICO  CO  PD 

148  FIELDS,  DONALD  RAY,  DEP  DIR,  ST  CORP  COMM 
151  FITZGERALD,  DAVID  MARION,  CPT,  HENRICO  CO  PD 
104  FLANARY,  JAMES  T,  CPT,  VA  SPOL 

116  tt   FORRESTER,  CAMERON  L,  ASST  DIR,  RICHMOND  REG  CRIM  JU 
159    FOSTER,  LESTER  CARL,  JR,  DEP  ASST  DIR,  VA  SPOL 

110  FOSTER,  ROGER  L,  MAJ,  HENRICO  CO  DIV  OF  POL, 
165  FOX,  JAMES  DOUGLAS,  MAJ,  HENRICO  CO  DIV  OF  POL 

140  GARNER,  STUART  CAMERON,  LT,  HENRICO  CO  DIV  OF  POL 
134  GARRETT,  HAYNE  ANDREH,  ASST  DIR,  BU  OF  CRIM  INVSTGN 

60   GEARY,  DAVID  PATRICK,  PROF,  VA  CMMNHLTH  UNIV 
132   GIBBS,  LANDON  SHERHOOD,  SUPV,  ST  CORP  COMM 

196  GOODALL,  DANIEL  ANTONIO,  CPT,  PD 
49  *  GOODE,  RICHARD  M. ,  DEP  CITY  SGT 

181  HEAD,  JAMES  MICHAEL,  CPT,  HENRICO  CO  SO 

43  It   HEDRICK,  HILMER  J.,  COLONEL,  COP,  HENRICO  CO  PD 

141  HOLLAND,  DAVID  HAYNE,  I  SGT,  VA  SPOL 

128  HUGGINS,  MICHAEL  HAYNE,  SUPT,  VA  STATE  POLICE 

68   HURST,  LEHIS  HILLARD,  EXECUTIVE  DIR,  VA  ST  CRIME  COM 
119   JOHNSON,  ROBERT  ARNOLD,  1SGT,  VA  SPOL 
136   JUSTICE,  ROBERT  HAYNE,  LT,  HENRICO  CO  DIV  OF  POL 

73  tt   KAY,  HALTER  F.,  MAJ,  RICHMOND  POL  BU 

198  KEMMLER,  ROBERT  GEORGE,  LT,  VA  SPOL 

48  It   KENT,  MARVIN  H.,  CPT,  VA  SPOL 
193   KINIRY,  PAUL  SCOTT,  LT,  PD 

114  KITCHEN,  CHESTER  H.,  CPT,  HENRICO  CO  DIV  OF  POL 

109  LETTNER,  JAMES  L,  ASST  DIR,  VA  SPOL 

93  It   LINDSEY,  JAMES  R,  MAJ,  HENRICO  CO  PD 

170  MCCRAY,  CHARLES  SAMUEL,  CPT,  HENRICO  CO  PD 

118  MILLNER,  MACON  GLENN,  LT,  VA  SPOL 

129  MITCHELL,  LARRY  BISMARK,  MAJ,  VA  SPOL 
195  MORYKON,  HANDA  GAIL,  DEP  DIR,  DMV 

117  MURPHY,  CHARLES  E.,  DIR  OF  INVSTGN,  VA  DMV 

103   NELSON,  HARRY  K.,  SUPV,  VA  DEPT  ALCOHOLIC  BEV  CO 
169  tt   NICHOLS,  JAMES  ALVIN,  LT,  VA  SPOL 

197  NORTHERN,  ROBERT  BENJAMIN,  1SGT,  VA  SPOL 

90   OLEARY,  JOHN  R. ,  MAJ,  DEFENSE  GENERAL  SUPPLY  CN 
80  tt   OLIVE,  CHARLES  E,  MAJ,  VA  STATE  POL 

111  PARKS,  JAMES  T.,  MAJOR,  PD 

181    PETERS,  JOE  ROY,  JR,  1SGT,  VA  SPOL 
36  *  READ,  HILLIAM  HENRY,  JR.,  MAJOR,  VIRGINIA  STATE  POLICE 


187   RECTOR,  HILLIAM  ROGER,  JR,  LT,  VA  SPOL 

122  ROSS,  JAMES  DAVID,  PTLM,  BU  OF  POLICE 
149   SCOTT,  ALBERT  JAMES,  JR,  LT,  BU  OF  POL 
173   SHAH,  LEHIS  EDHARD,  JR,  LT,  HENRICO  CO  PD 

67  #  SHEPPARD,  LESLIE  T,  SR,  COL,  COP,  HENRICO  COUNTY  PD, 

123  STANLEY,  HENRY  HINFRED,  JR,  MAJ,  HENRICO  CO  PD, 

144  STANLEY,  THOMAS  JOSEPH,  SAC,  VA  SPOL 

145  STAPLETON,  ROBERT  ANDON,  LT,  HENRICO  CO  PD 
155   STILHELL,  DARREL  EDSEL,  DEP  ASST  DIR,  VA  SPOL 

99   SUTHARD,  ROBERT  L,  SEC  OF  TRANS  AND  PUBLIC  SAFETY 

72  #  TERRY,  ROY  MADISON,  CPT,  VA  SPOL 

27  #  TROLAN,  DOUGLAS  MERCER,  ASST  DIR,  STATE  CORPORATION  CO 
182   UERZ,  JEFFREY  ALLEN,  COL,  VA  GAME  &  INLAND  FISHERIE 
URICK,  MEREDITH  S.,  CAPTAIN,  VIRGINIA  STATE  POLICE 
HILLIAMS,  FRANK  ALLEN,  JR,  ASST  DIR,  VA  SPOL 
HILSON,  CURTIS  L,  CAPTAIN,  VA  SPOL 
HILTSHIRE,  REUBEN  A.,  CPT,  HENRICO  CO  DIV  OF  POL 
HOODSON,  PHILLIP  P,  DIR,  VA  LAH  ENF  OF  TRAINING  CO 
HRIGHT,  JOHN  M. ,  DIRECTOR,  VIRGINIA  ABC  BOARD 


32 

146 

89 

83 

60 
112 
ROANOKE 
199   DAY, 
129 


JAMES  EMMETTE,  MAJ,  PD 
GASKINS,  ATLAS  LEROY,  COP 
51  #  GRIGGS,  ELMO  A.,  CAPTAIN,  PD 
193   HOLBROOK,  TERRELL  LEE,  ASST  CHF,  ROANOKE  CO  PD 
72   HOOPER,  MILTON  D. ,  CHIEF  OF  POLICE 
99  tt   HUBBARD,  GEORGE  A,  CAPTAIN,  PD 
79  tt   KISER,  HENRY  R,  SR,  CAPTAIN,  PD 

155  LAVINDER,  JAMES  RAY,  CPT,  ROANOKE  CO  PD 

131   MCMILLAN,  GEORGE  MICHAEL,  MAJ,  ROANOKE  CITY  SD 

124   METZGER,  JOHN  BERNARD,  III,  US  MARSHAL,  H.  DIST  OF  VA 
85  #  MUSSELHHITE,  ROSCOE  E.,  LIEUTENANT,  PD 

111   NEELY,  DOUGLAS  A,  OFCR,  USA,  CID 

126   POHELL,  JACK  ALLEN,  ASST  SUPV,  DIV  OF  ENF,  VA  DEPT 

153   PRITCHARD,  GARY  EVAN,  CMDR,  PD 

183   ROCHE,  GARY  HAYNE,  LT,  ROANOKE  CO  PD 

175   SHIELDS,  ROBERT  DONALD,  MAJ,  PD 

118   STONEMAN,  VIRGIL  KENNETH,  SUPV,  VA  ABC  BOARD 
92   VIAR,  JAMES  L,  CMDR,  PD 
ROANOKE  CITY 

139   REID,  THOMAS  MAYNARD,  CMDR,  PD 
ROCKY  MOUNT 

156  OVERTON,  HILLIAM  QUINTON,  J,  CPT,  FRANKLIN  CO  SD 
RUSTBURG 

111   HILLIAMSON,  JAMES  M. ,  LIEUTENANT,  CAMPBELL  CO.  SHERI 


SALEM 
134 
114 
184 
120 


BRYANT,  JAMES  RUBEN,  COP 
COMPTON,  CHARLES  R.,  JR,  CPT,  VA  SPOL 
DUDLEY,  JEFFERY  ALLEN,  CPT,  PD 
GHALTNEY,  RUSSELL  EUGENE,  LT,  PD 

104  tt   HASKINS,  HARRY  T.,  JR.,  SUPERINTENDENT  OF  POLICE 

122   JESSUP,  DELTON  RABON,  LT,  VA  SPOL 
MURPHY,  DENNIS,  LT,  PD 

OBENSHAIN,  EVERETTE  B.,  JR.,  SHERIFF  OF  SALEM  SD 
PENDLETON,  FRANK  L.,  LIEUTENANT,  PD 
RUHLAND,  JAMES  RANDOLPH,  JR,  ASAC,  VA  SPOL 


174 
115 
114 
161 
SALUDA 
161 


SHF  OF  STAFFORD  CO 
PD 


JONES,  LEHIS,  III,  SHF  OF  MIDDLESEX  CO 

SMITHFIELD 
196   MARSHALL,  MARK  ANDREH,  COP 

SOUTH  HILL 
152   HUDSON,  NORMAN  JACKSON,  COP 

SOUTH  NORFOLK 

35  *  FORD,  ALLEN  L.,  JR.,  CHIEF  OF  POLICE 

SPRINGFIELD 

92   HHEELER,  JAMES  E,  LT,  COL,  USA 

STAFFORD 
195   ASHBY,  JOHN  HILLIAM,  LT,  STAFFORD  CO  SD 
CORRELL,  CURTIS  E.,  DET,  STAFFORD  CO  SD 
HATCH,  DANNY  EDHARD,  CPT,  STAFFORD  CO  SO 
JETT,  CHARLES  EVERETT,  SHF  OF  STAFFORD  CO 
HILLIAMS,  RALPH  MASON, 

STAUNTON 

90   BOCOCK,  DAVIE  L.,  CPT, 
BOYERS,  JULIUS  M,  COP 

FISHER,  RANDALL  DUELL,  SHF  OF  AUGUSTA  CO 
FITZGERALD,  THOMAS  E. 
KING,  LACY  BERTRAND,  JR,  CPT-DEP  CHF, 
KISER,  ESTEL  REECE,  1ST  SGT,  VA  SPOL 
LLOYD,  GLENN  P,  SHF  OF  AUGUSTA  CO 
HELLS,  GRAFTON  LEE,  JR,  COP 
HILLIAMS,  JAMES  EVERETT,  SGT,  PD 
HOOD,  DHIGHT,  CPT,  AUGUSTA  CO  SD 

STRASBURG 
171   HALL,  JAMES  EARLY,  COP 

SUFFOLK 
141  It   CIPRA,  GEORGE  ALAN,  LT,  PD 

COCHRAN,  HILLIAM  RAYMOND,  LT, 

FREEMAN,  HILLIAM  ARTHUR,  SGT, 

HOHELL,  JAMES  MICHAEL,  LT,  PD 

HURD,  RICHARD  HOHARD,  CPT,  PD 

JACKSON,  GILBERT  F.,  COP 

LAH,  RICHARD  CHANEY,  LT,  PD 

MARX,  JOHN  JOSEPH,  SGT,  PD 

HOODIE,  JAMES  RODERICK,  LT,  SUFFOLK  CO  SO 

SMITH,  STEPHEN  HAYNE,  SGT,  PD 

HILSON,  LARRY  EDHARD,  CPT,  PD 


113 
160 
187 
160 


66 
169 

76 
136 
175 
107 
140 
183 
157 


PD 


158 

124 

179 

152 

90 

130 

173 

166 

186 

193 

SURRY 

98 


PD 
PD 


HUNTER,  CHARLES  N. ,  GAME  HARDEN,  SUPV,  COMM  OF  GAM 
TAPPAHANNOCK 
139    INSLEY,  DENHOOD  HILBERT,  SHF  OF  ESSEX  CO 
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VIENNA 
178   CHEYNE,  JOHN  HILLIAM,  CPT,  PD 
123   CHILDRESS,  ZED  LEHIS,  COP 
79   JONES,  VERNON  L.,  CHIEF  OF  POLICE 

161  KERR,  DANIEL  JOSEPH,  JR,  COP 

192  MILLER,  MICHAEL  RAY,  SGT,  PD 
173   PRICE,  JOHNNY  THELBERT,  CPT,  PD 
131  tt   TAVARES,  JOSEPH  RICHARD,  LT,  PD 

VINTON 
129   DOOLEY,  DANNY  DALE,  SGT,  PD 
147    FOUTZ,  RILEY  RICHARD,  COP 
69    IRBY,  CLARENCE  F.,  JR.,  CHIEF  OF  POLICE,  PD 
92   JONES,  CLARENCE  A.,  SERGEANT,  PD 
VIRGINIA  BEACH 
127   BARNES,  WILLIAM  HERBERT,  LT,  PD 
191   BAUM,  SANDRA  KAREN,  CPT,  PD 
91   BEANE,  MELTON  E.,  CPT,  VA  BEACH  POL  DIV 

96  tt   BELANGIA,  KENNETH  A.,  LT,  DIV  OF  POL 
176   BOSWELL,  HRAY  SAUNDERS,  LT,  PD 

156   BRAZIER,  JAMES  HILLIAM,  JR,  CPT,  PD 
58  #  BRYAN,  GEORGE  K,  LT,  NAVAL  AIR  STATION 
101   BUZZY,  ERNEST  F.,  DET  CPT,  PD 

110  tt   CARLSON,  CHARLES  E,  SR,  LT,  PD 

104   CARTHRIGHT,  WINFRED  H. ,  LT,  VA  BEACH  DIV  OF  FIRE 
171   CERVERA,  JAMES  ANTHONY,  LT,  PD 

72  tt   DAVIS,  WILLIAM  W,  COP 
163   DEANES,  WILLIAM  LEE,  CPT,  PD 
197    EISENBERG,  RAYMOND  VINCENT,  LT,  PD 
114   HADEN,  WILLIAM  D,  II,  LT,  PD 

108  HUNDLEY,  JAMES  E.,  CPT,  BU  OF  FIRE  INSPCTN  -  INVS 
131   JASINOWSKI,  JOHN  ROBERT,  SAC,  VA  SPOL 

34   JOHNSON,  REEVES  E.,  ASST  DIR  OF  COMMUNTY  SERV 

183  KAPPERS,  DANIEL  HAROLD,  LT,  PD 

190   LANTEIGNE,  PAUL  J,  USHF,  VIRGINIA  BEACH  SO 
40  tt   MAPP,  IVAN  D,  COMMISSIONER  OF  REVENUE 

131  MCCLOUD,  DOUGLAS  GENE,  MAJ,  PD 

83  #  MOORE,  WALTER  J.,  JR.,  CAPTAIN,  PD 
119    PRITCHARD,  JOHN  WILLIAM,  LT,  PD 
119   ROMEO,  DONALD  HENRY,  INVSTGR,  USN 
146   VANAUKEN,  GARY  MICHAEL,  LT,  PD 
HARRENTON 

101  COX,  DONALD  R. ,  CPT,  FAUQUIER  COUNTY  SD 

111  JENKINS,  WARREN  L.,  LT,  FAUQUIER  CO  SD 
153   OLINGER,  ASHBY  WEAVER,  SHF  OF  FAUQUIER  CO 

WARSAW 
138   DAVIS,  CLYDE  ELLIOTT,  1SGT,  VA  SPOL 

162  SYDNOR,  GENE  ELVIN,  SHF  OF  RICHMOND  CO 
WASHINGTON 

193  STOCKY,  ERIC  CHARLES,  SA,  DIPLOMATIC  SECURITY  SERV 

197  TATE,  JERRY  WAYNE,  ASAC,  ATF 
WAYNESBORO 

71  tt   BATEMAN,  DOYLE  0.,  ASST  CHF,  PD 
150   BROADFOOT,  PHILIP  ALAN,  COP 

97  #  GLEASON,  HORACE  L.,  JR.,  COP 
196   MAKI,  WILLIAM  ROGER,  CPT,  PD 

WILLIAMSBURG 
188   BRAMAN,  CHARLES  MICHAEL,  LT,  JAMES  CITY  CO  PD 

137  DAIGNEAULT,  DAVID  ARLEN,  MAJ,  JAMES  CITY  CO  PD 

198  DAVIS,  DOUGLAS  LEE,  MAJ,  PD 

169   FRAZIER,  FRANKLIN  EUGENE,  LT,  JAMES  CITY  CO  PD 
107   KEY,  ROBERT  C,  CHF,  JAMES  CITY  CO  PD 

132  POGGIONE,  WILLIAM  JOSEPH,  MAGISTRATE  FOR  9TH  DIST,  COMM 
78  *  RUTHERFORD,  ANDREW  L.,  CPT,  PD 

140   SLOGGIE,  DAVID  CAIRNES,  MAJ,  PD 
WINCHESTER 
117    BARLEY,  FLOYD  ALLEN,  COP 

138  JOLLEY,  PRESTON  OWEN,  CPT,  PD 

102  #  LIGGETT,  JOHN  E,  CPT,  FREDERICK  CO  SD 

109  *  MAUCK,  CARROLL  K,  SHF  OF  FREDERICK  CO 
188   MILLHOLLAND,  LEONARD  WILLIAM,  INVSTGR,  PD 

44  tt   RUDOLPH,  WARREN,  MAJ,  COP 
WISE 

163  BATES,  ANTHONY  DAVID,  COP 
148   DIXON,  RONALD  DAVID,  COP 

179   VANOVER,  GENE  WILLARD,  LT,  WISE  CO  SD 
WOODSTOCK 

160   RINKER,  RICHARD  RAY,  LT,  SHENANDOAH  CO  SD 
WYTHEVILLE 

126   DINGUS,  ROBERT  RICKIE,  1ST  SGT,  VA  SPOL 
YORKTOHN 

160   EDWARDS,  DANIEL  LEE,  SR  SA,  US  COAST  GUARD 

WASHINGTON 
ABERDEEN 

52  *  BUTLER,  KENNETH  P.,  COP 

112  U   CHANCELLOR,  GERALD  R,  ASST  CHF,  PD 
106  U   ELLIS,  WILLIAM  G,  COP 

160  tt   JOHNSON,  ROBERT  R,  SGT,  PD 
174   MAXFIELD,  ROBERT  LEONARD,  COP 
126  tt   SUNDSTROM,  NELS  ERIC,  CPT,  PD 

184  TIMMONS,  DAVID  FREDERICK,  DEP  CHF,  PD 
ANACORTES 

146   KING,  MICHAEL  LYNN,  COP 
ARLINGTON 

157   ROBINSON,  STEVEN  LEE,  COP 
AUBURN 

100  tt   BUNKER,  GORDON  B,  DIR  OF  POL  SERV,  PD 

130  ft   EVANS,  J  D,  COP 

196   KELLY,  JAMES  J,  ASST  CHF,  PD 

137  It   PITZL,  WILLIAM  MICHAEL,  CPT,  PD 


COP 
,  COP 

,  JR,  CHF  MSTR  AT  ARMS,  USN 


181   PURDY,  DAVID  WILSON,  COP 
166   SHERMAN,  RAYMOND  EUGENE,  CPT,  PD 
BAINBRIDGE  ISLAND 

193  COOPER,  WILLIAM  EUGENE, 
172   SUTTON,  JOHN  ROBERT,  JR 

BANGOR 

195   PHILLIPS,  DANIEL  WILSON 
BELLEVUE 

148   ARCAND,  GARNETT  G,  DEP  CHF,  PD 

186  BAKER,  WILLIAM  ROBERT,  CPT,  PD 
95  #  DAVIS,  ROGER  F.,  DEP  CHF,  PD 

170  EGAN,  JOHN  DILLON,  MAJ,  PD 
108  tt   FAY,  STEVEN  E.,  LT,  PD 
133   GANS,  DAVID  ALLEN,  MAJ,  PD 

70  It   GIARDINA,  NICHOLAS  JAMES,  CHIEF  OF  POLICE,  PD 
118   JOHNSON,  TIMOTHY  CLAYTON,  MAJ,  PD 
128  tt   JOHNSON,  WALLACE  WAINE,  CPT,  WA  SPTL 
101  tt   KELLUM,  JOHN  C,  DEP  CHF,  PD 
162   LORACK,  LARRY  LYNN,  DEP  CHF,  PD 
199   PENTONY,  MICHEL  JOHN,  MAJ,  PD 

77  tt   PERRY,  FRANK  E.,  CPT,  WA  SPTL 
146  #  RIECK,  ROX  ALVIN,  LT,  WA  SPTL 

95   SMITH,  JOSEPH  A,  COP 

156  tt   SMITH,  RICHARD  KENT,  LT,  WA  SPTL 
192   THOMAS,  WILLIAM  FRANKLIN,  CPT,  PD 
178   TURI,  CRAIG  ARMAS,  MAJ,  PD 

85  tt   VANBLARICOM,  DONALD  P,  COP 
191   VESTAL,  BRUCE  DAVID,  CPT,  PD 
127   WYATT,  DENNIS  MICHAEL,  DEP  CHF,  PD 
BELLINGHAM 

53  tt   BARTLESON,  EDWARD  H. ,  COP 
195   BRANDLAND,  DALE  EDWARD,  SHF  OF  WHATCOM  CO, 
160   CARROLL,  RANDALL  HOWARD,  CPT,  PD 

63  tt   ERICKSON,  DEHARDT  MARTIN,  CPT,  PD 

98  tt   FITZGERALD,  DANIEL  L.,  DEP  CHF,  PD 
122   GILL,  DOUGLAS  MORGAN,  COP 

187  GILL,  WILLIAM  MARK,  LT,  PD 

143  HALEY,  ROBERT  BRUCE,  DIR  LAW  AND  ORDER,  PD 
133   HANSON,  JACK  DAVID,  LT,  PD 

141   JARRATT,  CARLOTTA  DIANE,  DET,  PD 

174   MAC  DONALD,  DAVID  ROBERT,  DEP  CHF,  PD 

141  MOUNT,  LARRY  EDWIN,  SHF  OF  WHATCOM  CO 

144  PIERCE,  DONALD  GRANT,  COP 

93   SCHENCK,  DUANE  C,  DEP  CHF,  PD 
BLACK  DIAMOND 

144   LUTHER,  RICHARD  ALLEN,  COP 
BONNEY  LAKE 

101  tt   WEBB,  GEORGE  R,  COP 
BOTHELL 

104   COLLIGAN,  BERNARD  A,  COP 

171  ERICKS,  MARK  LLOYD,  COP 

194  GLEASON,  MICHAEL  LESTER,  CPT,  PD 
90  tt   MCMAHON,  JAMES  R,  COP 

183   WOOLVERTON,  ROBERT,  CPT,  PD 
BREMERTON 
168   COLTRAIN,  BILLY  JOE,  LT  CMDR,  USN 

102  tt   CUNDIFF,  DONALD  R,  COP 

172  FORBES,  ROBERT  DREW,  SGT,  PD 

142  HATFIELD,  JOSEPH  FRANKLIN,  CPT,  PD 

79  tt   HENRY,  R.  WES,  ASST  CHF,  PD 
BRIDGEPORT 

80  tt   PETERSON,  ALVIN  W.,  RANGER,  WA  STATE  PARKS 
BUCKLEY 

155   MCGEHEE,  ARTHUR  WESLEY,  COP 
BURLINGTON 

157  GOODMAN,  EDWARD  MURRAY,  COP 
CAMAS 

154   HILLGAERTNER,  WILLIAM  WIER,  DIR  OF  PUB  SFTY,  PD 
CENTRALIA 

126  tt   MASON,  DONALD  EDWARD,  CPT,  PD 

133  It   SMITH,  DONALD,  COP 
CHEHALIS 

165   DAWES,  DENNIS  LEE,  DEP  CHF,  PD 
HAMILTON,  RANDY  CURTIS,  COP 
LOGAN,  WILLIAM  ALFRED,  SHF  OF  LEWIS  CO 
MASON,  DONALD  G. ,  CPT,  WA  SPTL 
MCCROSKEY,  JOHN  PATRICK,  SHF  OF  LEWIS  CO 
ROBERTSON,  MELVIN  E.,  LAW  ENFORCEMENT  OFFICER,  WASHI 
SCHWARTZ,  DONALD  CONRAD,  CHF,  PD 
TUCKER,  ROLLYN  C. ,  CHIEF  OF  POLICE,  PD 


129 

154 

117 

183 
64 

119 

67 

CHENEY 

108  It   GARDNER,  JEROME  D,  COP 
CLARKSTON 

99   ANDERSON,  ROBERT  K. ,  COP 
CLYDE  HILL 

139   WEHMEYER,  WILLIAM  GEORGE,  COP 
COLFAX 

124  tt   HUNTER,  CLEVE  D,  SHF  OF  WHITMAN  CO 

150   TOMSON,  STEVEN  RALPH,  SHF  OF  WHITMAN  CO 
COLLEGE  PLACE 

193   LEPIANE,  DENNIS  LEROY,  COP 
COLVILLE 

106   ST.  CLAIR,  CHAN  J.,  SHF  OF  STEVENS  CO 
COUPEVILLE 

141  It   EDWARDS,  RONALD  LYNN,  CHF  CRIM  DEP,  ISLAND  CO  SO 

120  It   EELKEMA,  STANLEY  DEAN,  USHF,  ISLAND  CO  SO 

168   GARDNER,  ROBERT  PRESCOTT,  DEP  SHF,  ISLAND  CO  SD 
DES  MOINES 

186   OBERMILLER,  DONALD  RAY,  COP 
EAST  WENATCHEE 
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158  ADAHS,  RICHARD  HENRY,  DET  SGT ,  DOUGLAS  CO  SO 
177   CULP,  DON  EUGENE,  CPT,  DOUGLAS  CO  SD 

EDHONDS 

90  I  FOSTER,  MARLO  M,  COP 
140   HICKOK,  ROBIN  HOOD,  CPT,  PD 
111   PRINZ,  DANIEL  R,  COP 

159  TRIBUZIO,  HALLACE  CARLYLE,  ASST  CHF,  PD 
182   HE AN,  GREGORY  JOHN,  SGT,  PD 

ELLENSBURG 
165   HARRIS,  JOHN  PHILIP,  ASST  CHF,  PD 
93  It   LOVELESS,  LAHRENCE  M.,  COP 
111  #  MORRISON,  DONALD  G. ,  SGT,  PD 
92  *  PRATT,  THOMAS  H. ,  LT,  PD 

180  RICHEY,  ROBERT  JAMES,  SGT,  PD 

129  #  YOUNG,  THOMAS  RAY,  SHF  OF  KITTITAS  CO 
ENUMCLAH 

169   CHRNALOGAR,  CHARLES  EDHARD,  LT,  PD 

104  I  GUENTHER,  PHILLIP  B.,  COP 

152   WILLIAMS,  RICHARD  GENE,  COP 
EPHRATA 

155   CARPENTER,  LARRY  E,  COP 

98  I  HANSEN,  FLOYD,  JR,  COP 

176   JUROVICH,  JOHN  PETER,  CHF  DEP,  GRANT  CO  SD 

190   PRATT,  BRYAN  CLIFFORD,  CHF  CRIM  DEP,  GRANT  CO  SO 

162  SHAY,  MICHAEL  DAVID,  SGT,  GRANT  CO  SO 

62  *  SMELTZER,  ARNOLD  E.,  UNDERSHERIFF,  GRANT  COUNTY  SO 
EVERETT 
106  It   AARON,  GERALD  A,  DEP  CHF,  PD 
161    AMUNDSON,  LEONARD  GORDON,  CPT,  PD 
109  #  ANDERSON,  DANIEL  R.,  LT,  PD 

188  BART,  ROBERT  RICKY,  SHF  OF  SNOHOMISH  CO, 
123  tt   BEARDSLEY,  RONALD  LEE,  LT,  HA  SPTL 

114  tt   BILLESBACH,  JAMES  E.,  CPT,  PD 

175   BOYES,  STANLEY  HILLIAM,  LT,  SNOHOMISH  CO  SD 

127  tt   DAVIS,  CHARLES  GILBERT,  DEP  CHF,  PD 

184   FLIPPO,  GEORGE  MICHAEL,  CPT,  PD 

139   HAMMOND,  MICHAEL  LEE,  LT,  PD 

134    IVERSON,  ARTHUR  INGVAR,  LT,  SNOHOMISH  CO  SO 

181  LANG,  GARY  HALLACE,  USHF,  SNOHOMISH  CO  SO 

77  It   LARSEN,  JOHN  T,  INVSTGR,  STATE  GAMBLING  COMMIS 
187    LEE,  PATRICK  0,  LT,  PD 

99  tt   MANN,  GLENN  T.,  CPT,  SNOHOMISH  CO  SO 

189  MILLER,  TERRY  LEE,  LT,  PD 

199   NICHOLS,  RANDY  LEE,  USHF,  SNOHOMISH  CO  SO 

192  PRENTISS,  KEVIN  LEE,  LT,  SNOHOMISH  CO  SO 
92  tt   REYNOLDS,  STUART  C,  MAJ,  HA  SPTL 

118   SCHARF,  JAMES  IRVING,  COP 

193  SEAMAN,  JAMES  RAY,  LT,  PD 

152   STILES,  ROBERT  JOE,  DEP  CHF,  PD 

147  tt   TRIBUZIO,  PHILIP  HALLACE,  BU  CHF,  SNOHOMISH  CO  SO 

163  tt   ZITZER,  THOMAS  FREDERICK,  CPT,  SNOHOMISH  CO  SO 
FAIRCHILD  AFB 

103   CEJKA,  OLDRICH  F.,  MAJ,  USAF 
169   HALL,  GEORGE  RANDOLPH,  MAJ,  USAF 
187   SHELTON,  THEODORE  FRANKLIN,  CPT,  USAF 
FEDERAL  HAY 

196   HILSON,  BRIAN  JOSEPH,  DEP  CHF,  DPS 
FORT  LEHIS 

BOSSE,  MICHAEL  JOSEPH,  CHO  III,  USA 
BUTLER,  ODIE  LEE,  III,  MAJ,  USA 
COMPAIN,  DARIO  ANGEL,  MAJ,  USA 
HENDRIX,  CLYDE  DARHIN,  SA,  USA  CID 
SANDERS,  RICKEY  LE,  CHO  V,  USA 
ZELIFF,  DAVID  JAMES,  SA,  USACIDC 


BERNARD  WILLIAM,  DEP  SHF,  SAN  JUAN  CO  SD 
LARRY  MACKLIN,  USHF,  SKAGIT  CO  SO 


HA  ST  GMBLNG  COMM 


190 

189 

157 

163 

144 

169 
FRIDAY  HARBOR 

129  It   CURTIS, 

159   TALBOTT 
GIG  HARBOR 

64  tt   PHILLIPS,  DEAN  R.,  COP 

134   REED,  CYNTHIA  ELAINE,  INVSTGR, 

131    RICHARDS,  DENNIS  RAY,  COP 

125  *  SNIDER,  JEFFREY  ROALD,  COP 
GOLDENDALE 

156   GLEASON,  JAMES  CHARLES,  SHF  OF  KLICKITAT  CO 

114   HAUGE,  JACK  E.,  USHF,  KLICKITAT  CO  SO 
GRANDVIEH 

155   CHARVET,  DAVID  ROBERT,  COP 
HOOUIAM 

151   THOMAS,  RICKEY  DALE,  DEP  CHF, 

165   HHITTAKER,  MICHAEL  ROSS,  SGT, 
ISSAQUAH 

145   GARRISON,  DUAINE  ARMON,  COP 


PD 
PD 


KELSO 
113  tt 
138 
113  It 
198 


BULLOCK,  RICHARD  L.,  DEP  CHF,  WA  SPTL 
SCIBELLI,  STEPHEN  GARY,  LT,  PD 
TAYLOR,  JON  A,  CHF  CRIM  DEP,  COWLITZ  CO  SD 
THOMPSON,  VERN  WILLIAM,  JR,  LT,  PD 
K E  NN  F  H I CK 
176    FITZPATRICK,  MICHAEL  FRED,  CPT,  BENTON  CO  SO 
GROSS,  ROBERT  WALTER,  CPT,  PD 
HART,  PAUL  DORSEY,  LT,  BENTON  CO  SD 
MOREY,  HILLIAM  RUSSELL,  USHF,  BENTON  CO  SD 
TRIPP,  GREGORY  SCOTT,  SR,  CPT,  PD 


183 
166 
188 
193 
KENT 
132 
177 
195 
172 
163 
196 


CRAHFORD,  EDHARD  THOMAS,  COP 
EVERETT,  DAVID  ARNO,  LT,  PD 
HOLT,  ROBERT  MICHAEL,  LT,  PD 
MILLER,  CHARLES  EVANS,  CPT,  PD 
MILLER,  JAMES  MICHAEL,  CPT,  PD 
PAINTER,  MICHAEL  SCOTT,  LT,  PD 


184   RUFENER,  LORNA  KRIS,  LT,  PD 

112  *  SKEHES,  JAY  B,  COP 
KIRKLAND 

90  tt   ARMSTRONG,  JOHN  WILLIAM,  COP 

CLIFFORD,  ARTHUR  FRANKLIN,  CHF,  PD 
DOSS,  HAROLD  RAYMOND,  COP 
GREEN,  PLEAS  JUNIOR,  COP 
HEIMBIGNER,  CONSTANCE  C,  SGT,  PD 
OLSEN,  ERIC  WALTER,  LT,  PD 
REYNOLDS,  CLEM  J.,  COP 
SIMON,  JOSEPH  WALTER,  LT,  PD 


118 
59 
126 
135 
194 
46 
179 

LACEY 
151 
121 
160 
174 

LAKE 
143 


DICKERSON,  LAHRENCE  MYRAN,  DEP  CHF,  PD 
U   SMITH,  GARY  LEE,  CPT,  WA  SPTL 
SORGER,  EDWARD  MARTIN,  CMDR,  PD 
SUESSMAN,  JOHN  H,  LT,  PD 
FOREST 

ROGERS,  JOHN  JOSEPH,  COP 
LONGVIEW 
117  tt   BOURDAGE,  EDMUND  AMBROSE,  COP 
135  tt   COWAN,  LAWRENCE  PETER,  SGT,  PD 
128   MAHNKE,  HAROLD  LEROY,  III,  CPT,  PD 
197   MUNGER,  STANLEY  WARREN,  CPT,  PD 
112   PEDERSEN,  BRIAN  D,  SHF  OF  COWLITZ  CO 
82  tt   WHITE,  KERMIT  E,  COP 
LYNNWOOD 

188  MANSER,  KAREN  LINDA,  CMDR,  PD 
97  tt   PADDOCK,  JOHN  L,  COP 

153   SZALDA,  JOHN  PAUL,  CMDR,  PD 
MARYSVILLE 

148   DYER,  ROBERT  LECOCO,  COP 

184   PETERSON,  DENNIS  LEE,  LT,  PD 
MCCHORD  AFB 

184   CHRISTIAN,  JAMES  PRESTON,  SR,  MSGT,  USAF 
MEDINA 

138  RACE,  JOSEPH  HERBERT,  COP 
MERCER  ISLAND 

115  tt   LEE,  WALLACE  R.,  LT,  PD 

37  tt   SKAGGS,  JAMES  D. ,  CHIEF  OF  POLICE 
168    SMITH,  RICHARD  RENNIE,  LT,  PD 
75  n   TOOLEY,  NORMAN  F.,  CAPTAIN,  PD 
MILL  CREEK 

182   KLEI,  JOHN  ARTHUR,  COP 
MONROE 
172   WILSON,  COLLEEN  ELAINE,  COP 

119   DARROW,  NEAL  ERNEST,  CHF  CRIM  DEP,  GRAYS  HARBOR  CO 
181    SCOTT,  RICHARD  RAY,  CHF  CRIM  DEP,  GRAYS  HARBOR  CO 

137  #  SMITH,  HAROLD  LEE,  USHF,  GRAYS  HARBOR  CO  SO 
164   WHELAN,  MICHAEL  JAMES,  COP 
MOSES  LAKE 
103   BEAN,  ROGER  D,  REG  MGR,  HA  ST  GMBLNG  COMM 

40  tt   GILMAN,  CECIL  H.  ,  SEC  CHF,  GRANT  CO  AIRPORT 

139  tt   SCHUCHMAN,  CLEVE  ALLEN,  CPT,  GRANT  CO  SO 

116  HIESTER,  HILLIAM  A,  SHF  OF  GRANT  CO 
MOUNT  VERNON 

132    BARSNESS,  MICHAEL  STEVEN,  COP 

189  BERGSMA,  KENNETH  ARTHUR,  LT,  PD 
72  tt   BOYNTON,  JOHN  A,  SHF  OF  SKAGIT  CO 

162  DODD,  JERRY  LANE,  LT,  PD 

114  FRAZIER,  GARY  L,  SHF  OF  SKAGIT  CO 

186  HEMPHILL,  HAROLD  LEE,  DEP  CHF,  SKAGIT  CO  SD 

170  HUNTER,  JOHN  CHAPMAN,  CHF  DEP,  SKAGIT  CO  SO 
128  PANZERO,  RONALD  FRANKLIN,  USHF,  SKAGIT  CO  SO 
147  SASS,  STANLEY  WALTER,  COP 

94  tt   TARRY,  RONALD  C,  COP 
MOUNTLAKE 

107   TURNER,  JOHN  H,  COP 
MOUNTLAKE  TERRACE 

167   ANKRUM,  LAWRENCE  GRAHAM,  JR,  CMDR,  PD 

81  *  FOX,  ROBERT  C,  CHIEF  OF  POLICE 

171  SMITH,  SCOTT  GOODWIN,  CMDR,  PD 
MUKILTEO 

171   WALTERS,  JON  FREDERICK,  JR, 
NESPELEM 

117  GOSS,  JOHN  ABBOTT,  JR,  CHF, 
NORMANDY  PARK 

161   TEEPLES,  ALFRED  JAMES,  COP 
OAK  HARBOR 

144   BARGE,  TONY,  CPT,  PD 

167   MILLER,  THOMAS  ANDREW,  COP 

186   WALLACE,  RICHARD  WARREN,  CPT,  PD 
OKANOGAN 

97  *  BECK,  GERALD  A.,  SHF  OF  OKANOGAN  CO 

48  tt  BJORK,  WILLIAM  E,  DIR,  WA  STATE  GAMBLING  COMM 

169  BJORNSTAD,  TOR  ANDREAS,  LT,  PD 

164  tt  BRUETT,  ROGER  WILLIAM,  CHF,  WA  STATE  PATROL 

90  tt  CLOSNER,  HILLIAM  R,  ASST  DIR,  PD 

82  COTTON,  EUGENE  A,  EXEC  DIR,  WA  ASSOC  OF  SHFO  &  C 
153  EDHARDS,  GARY  PATRICK,  SHF  OF  THURSTON  CO 

114  U  FORTUNE,  CARL  D,  LT,  PD 

101  tt  GIOVANNINI,  JAMES  R,  SGT,  PD 

125  tt  HALLETT,  GARY  ROBERT,  LT,  WA  SPTL 

123  KOZAR,  JOHN  WILLIAM,  INVSTGR  III,  WA  CONSUMER  PROTE 

175  LEICHNER,  ROBERT  MICHAEL,  ASST  CHF,  WA  SPTL 

185  LOPEZ,  ROBERT  JOSEPH,  CMDR,  WA  SPTL 

179  MCCLANAHAN,  NEIL  ATTWOOD,  USHF,  THURSTON  CO  SD 

198  MCINTYRE,  COLLEEN  MARIE,  CPT,  WA  SPTL 

111  PATTERS,  ROBERT  W,  DIS  I  CMDR,  PD 
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195  PORTER,  LOHELL  MICHAEL,  CPT,  HA  SPTL 
199  ROBERTSON,  ERIC  EUGENE,  CPT,  HA  SPTL 
114  tt   THACKER,  HARVEY  G,  MAJ,  HA  SPTL 

196  URSINO,  BRIAN  ALAN,  CPT,  HA  SPTL 

60   HAGNER,  JOHN  PHILLIP,  USHF,  THURSTON  CO  SD 
97  tt   HARREN,  RONALD  R,  DEP  CHF,  HA  SPTL 

116  tt   HEHNES,  GEORGE  0.,  LT,  HA  SPTL 
194   HILSON,  HILLIAM  HOODROH,  LT,  PD 

93  It   HOODMANSEE,  LYNDEN  H,  MAJ,  HA  SPTL 

150  tt   YOUNG,  JOHN  DAVID,  LT,  HA  SPTL 
PASCO 

169  tt   ANDERSON,  FREDERIC  JOHN,  CPT,  PD 

145   KASPAREK,  DENNIS  LEE,  CMDR,  PD 

105  tt   SMATHERS,  LEHIS  H,  LT,  PD 

124   VANDIVER,  HUGH  MICHAEL,  CHF,  TUMHATER 
PORT  ANGELES 

134  ENGELBERTSON,  DANIEL  JOE,  USHF,  CLALLAM  CO  SO 
132  tt   FRAZIER,  BILLY  ROBERT,  LAH  ENF  SPEC,  NPS 

142   ILK,  STEPHEN  ANTHONY,  COP 

128  KERNES,  STEVEN  THOMAS,  SHF  OF  CLALLAM  CO 
56  tt   KOCHANEK,  HARRY,  COP 

129  MARTIN,  JOSEPH  AUGUST,  USHF,  CLALLUM  CO  SO 

102  *  MIESEL,  PHILIP  C. ,  JR.,  JUVENILE  OFFICER,  PD 
83  It   MORGAN,  ROY  M,  ASST  CHF,  PD 

135  PERRYMAN,  LAURA  ANN,  CHF  CIVIL  DEP,  CLALLAM  CO  SO 
161   RIEPE,  THOMAS  EDHARD,  CMDR,  PD 

169   SMITH,  RANDOLPH  LINTON,  USHF,  CLALLAM  CO  SD 
PORT  ORCHARD 

117  BERTHOLF,  LARRY  EUGENE,  CPT,  KITSAP  CO  SO 
191   DAVIS,  MICHAEL  LEE,  USHF,  KITSAP  CO  SD 
127  tt   JONES,  PATRICK  LEE,  SHF  OF  KITSAP  CO 

108  tt   MORGAN,  DAVID  D,  CPT,  KITSAP  CO  SD 
29  #  MORKEN,  ARTHUR  N.,  SHF  OF  KITSAP  CO 
179   PENDERGAST,  JAMES  NEYLON,  CHF  OF  DET,  KITSAP  CO  SD 

134  tt   TROTTER,  DARREL  HAYNE,  COP 

141  HHEELER,  CHARLES  ALVIS,  USHF,  KITSAP  CO  SO 
PORT  TOHNSEND 

178  NEHTON,  JIM  HURRY,  COP, 
PROSSER 

68  tt   HARRISON,  HERBERT  S.  ,  SHF,  BENTON  CO  SO 
108  tt   HOOD,  GERALD  M,  CPT,  BENTON  CO  SD 
PULLMAN 

157  HEATHERLY,  HILLIAM  T,  JR,  COP 
PUYALLUP 

120  CLARK,  RICHARD  RUSSELL,  LT,  PD 
177   COOL,  RODGER  REX,  CMDR,  PD 

103  #  LANE,  HILLIAM  J.,  SGT,  PD 

167   READER,  LOCKHEED  DOUGLAS,  COP 

139  tt   HHITE,  EDHIN  HORACE,  CPT,  PD 

189  HILLIAMSON,  GARY  ROSS,  CMDR,  PD 
REDMOND 

174   GAINER,  LARRY  HAYNE,  LT,  PD 

118  HARRIS,  STEVEN  RICHARD,  COP 

158  It   HEIMBIGNER,  CORHIN  TERRY,  CMDR,  PD 

190  MARSH,  GAIL  COLLEEN,  CMDR,  PD 

138   MORTON,  ROBERT  MARSHALL,  CMDR,  PD 
182   POTTS,  GEORGE  EDHARD,  LT,  PD 

136  It  SHEEHAN,  ROBERT  HILLIAM,  JR,  CMDR,  PD 
70  tt   SOLLITTO,  ROBERT  A.,  COP 

RENTON 
173   ANDERSON,  GARRY  CHARLES,  DEP  CHF,  PD 

88  It   BOURASA,  JAMES  H.  ,  CPT,  PD 

76  It   DARBY,  HUGH  R,  COP 
124   FILE,  HILLIAM  DOUGLAS,  DET  SGT,  PD 

179  GERBER,  DENNIS  E,  CMDR,  PD 

198   MILOSEVICH,  KEVIN  LEE,  CMDR,  PD 
106   PAVONE,  JOHN  C,  SERGEANT,  PD 
113   PERSSON,  DONALD  R.,  DEP  CHF,  PD 
94  tt   PHELAN,  JAMES,  CPT,  PD 

142  It   HALLIS,  ALAN  LEHIS,  COP 
RICHLAND 

119  It   BRUNSON,  DALE  ALLAN,  DEP  DIR,  PD 

171  CARPER,  RANDY  HAIN,  COP 

185   CASE,  MICHAEL  DEAN,  CPT,  PD 

121  It   HEIMAN,  VIRGIL  GEORGE,  JR,  MAJ,  USAF 

135  It   LEHIS,  DAVID  LEROY,  COP 

153   PANTHER,  MARK  LOUIS,  CPT,  PD 
RITZVILLE 

197   KLINE,  MICHAEL  LEE,  SHF  OF  ADAMS  CO 
SEATTLE 

93  ACTOR,  DONALD  R.,  CHF,  BU  OF  POL  OPRTNS,  KING  CO 

120  ADAMSON,  FRANK  HOHARD,  DEP  CHF,  KING  CO  DPS 

187  ALEXANDER,  GERALD  ALFRED,  JR,  LT,  PORT  OF  SEATTLE  PD 

188  AYCO,  GREGORY,  LT,  PD 

140  BEARD,  JACKSON  ALLAN,  II,  CPT,  KING  CO  DPS 
155   BLANKENSHIP,  MICHAEL  LEE,  CPT,  NPS 

180  BROOKS,  FABIENNE  LAVERNE,  LT,  KING  CO  PD 

165   BROUELETTE,  JON  A,  CPT,  UNIV  OF  HASHINGTON  PD 
185   BRYANT,  HILLIAM  DANIEL,  JR,  CPT,  PD 

98  It   BURK,  JERRY  L,  CHF,  KING  CO  DPS 

78  It   CARROLL,  RAYMOND  L.,  MAJ,  PD 

66   CORR,  EUGENE,  US  MARSHAL,  USMS 

94  ft   CRAINE,  CARROLL  F,  LT,  KING  CO  DPS 
98  It   CRATTY,  JO  ANN,  LT,  KING  CO  DPS 

113   DANIELS,  DONALD  G. ,  CPT,  PD 
135  It   DAVIS,  NANCY  LOVE,  CPT,  PD 

172  DIAZ,  JOHN  ANTHONY,  CPT,  PD 

184   DICKINSON,  HILLIAM,  CPT,  KING  CO  PD 

163   DILLS,  DOUGLAS  MACARTHUR,  CPT,  PD 

102  #  DOUGHERTY,  HILLIAM  J,  LT,  UNIV  OF  WASHINGTON  PD 


96  It   DRAGLAND,  DONALD  0.,  SGT,  PD 

94  EJDE,  KAREN  S,  DIR  OF  COMMUNICATIONS,  PD 

122  FERGUSON,  HARVEY  DELBERT,  II,  CPT,  PD 

114  It   FRANCKE,  ALTA  D.  ,  LT,  PORT  OF  SEATTLE  PD 
120  *  GILL,  SANDRA  JOAN,  SA,  FBI 

101  tt   HANNUM,  PHILIP  L,  LT,  PD 

117   HARMON,  MYRA  ELAINE,  LT,  PORT  OF  SEATTLE  PD 

32  It   HOFFMAN,  GARTH  L.,  DEP  SHF,  KING  CO  SO 
148   HOLMAN,  JOHN  HAYES,  CPT,  PORT  OF  SEATTLE  PD 

124  HUNT,  JOANNE  DUFFY,  LT,  PD 

109  It   INGRAM,  EDHARD  A,  CHF,  PORT  OF  SEATTLE  PD 

131  JENNE,  RAYMOND  HALTER,  MAJ,  KING  CO  DPS 

197  JENSEN,  ROBERT  ALAN,  LT,  PORT  OF  SEATTLE  PD 
72  It   JESSUP,  DAVID  H. ,  MAJOR,  PD 

137  JOINER,  EDHARD  HARRISON,  ASST  CHF,  PD 

126   KIMSEY,  TIMOTHY  MARTIN,  DEP  CHF,  PORT  OF  SEATTLE  PD 

198  KING,  DEBORAH  LYN,  LT,  PD 

107   KLEIVEN,  ROY  M,  CPT,  UNIVERSITY  OF  HASHINGTON 

55  *  KRETCHMAR,  A.  A.,  MAJOR,  PD 

59  tt   LAPOINTE,  LYLF  J.,  INSPECTOR,  PD 

125  MASON,  JOHN  L,  CPT,  PD 

166   MAYES,  LARRY  GENE,  MAJ,  KING  CO  DPS 

181   METZ,  NICHOLAS  JOHN,  CPT,  PD 

105   MONTGOMERY,  JAMES  E,  SHF  OF  SEATTLE  CO 

111   NICKLE,  JAMES  J,  CHF,  BU  OF  POL  OPERATIONS,  KIN 

123  NOLAN,  DONNA  RAE,  CPT,  KING  CO  DPS 

125  NORTON,  REBECCA  SUSAN,  LT,  KING  CO  PD 

86  #  OGDEN,  RAY  H. ,  POL  LIAISON  OFCR,  KING  CO  PROS 
145   OMAHONY,  MICHAEL  JOHN,  CPT,  PD 

151  OSBURN,  MAX  STEVEN,  LT,  KING  CO  DPS 
175   OVERMAN,  RICHARD  BRUCE,  LT,  KING  CO  PD 

110  tt   PARKES,  CARY  G,  LT,  PD 

117   PATERSON,  THEODORE  BRUCE,  COL,  USA 
129  tt   PEIRSOL,  VIC  ALLEN,  CPT,  UNIV  OF  HA  PD 

199  PENTONY,  DENISE  JAN,  MAJ,  KING  CO  SO 
188   PUGEL,  JAMES  VINCENT,  LT,  PD 

36  tt   RAMON,  FRANK  CURTIS,  CHIEF  OF  POLICE 
107   REBMAN,  RICHARD  A.,  MAJ,  KING  CO  DEPT  OF  PUBLIC  SA 
11  *  RICHARDSON,  ARCHIE  J.,  ASST  SHF,  KING  COUNTY  SO 

138  RICHMOND,  DANIEL  HARLAND,  CPT,  KING  CO  SD 

126  ROOK,  RONALD  PATRICK,  MAJ,  USMC 
192   ROSS,  JOHN  C,  SAC,  ATF 

53  tt   ROUSE,  CHARLES  A.,  DEP  CHF,  PD 
126   RUHL,  JEANETTE  KAY,  LT,  PD 

115  SERRA,  ROGELIO  C,  ASST  CHF,  PD 

98   SHANAHAN,  MICHAEL  G. ,  CHF,  UNIV  OF  HASHINGTON 

96  SKAGEN,  NOREEN  T,  ASST  COP,  PD 
90   SKAGEN,  ROY  C,  ASST  CHF,  PD 

132  STRINGFELLOH,  KEITH  HAYNE,  SGT,  PD 

152  SYLVE,  RONALD  STEPHEN,  LT,  PD 

31  tt   TAYLOR,  SETH  H. ,  DETECTIVE  LIEUTENANT,  PD 
135  tt   TERRY,  MARGOT  HADE,  SGT,  PD 

95  It   THOMPSON,  BERYL  A,  MAJ,  PD 

120  TOLLIVER,  JOE  H,  MAJ,  PD 

198   TOOKE,  ANDREH  THOMAS,  LT,  PD 

98  VAUGHAN,  JAMES  E.,  JR.,  LT,  PD 

173   HILKENSON,  THOMAS  HUDSON,  CPT,  PORT  OF  SEATTLE  PD 
107  It   HILLIAMS,  ELMO,  CPT,  PORT  OF  SEATTLE  PD 

94  YUMUL,  ROMERO  F.,  CAPTAIN,  PD 
SEDRO-WOOLLEY 

140   COOPER,  DAVID  ALAN,  COP 
SELAH 

56  tt   MCGUIRE,  E.  R.  ,  COP 
SHELTON 

183   CRANE,  GARY  JAMES,  USHF,  MASON  CO  SD 

121  JOHNSTON,  SAMUEL  RONALD,  COP 

150   SHEPHERD,  ROBERT  LAHRENCE,  CHF  DEP,  MASON  CO  SD 
SNOHOMISH 

92  tt   CHRISTMAN,  ROBERT  H.  ,  JR.,  CHF  DEP  MARSHAL,  USMS 

190  SOFIE,  JOHN  ROBERT,  COP 
SPOKANE 

122  ANDERSON,  DAVID  NORMAN,  CPT,  PD 

97  tt   ATHOOD,  JAMES  E,  CHF  DEP,  USMS 

166   AUBREY,  MICHAEL  JOSEPH,  USHF,  SPOKANE  CO  SD 

191  BAILEY,  CHANDLER  CHARLES,  LT,  SPOKANE  CO  SO 
170   BOHN,  CHARLES  DAVID,  CPT,  PD 

97   BOYD,  LARRY  G. ,  SA,  HA  GAMBLNG  COMM 
105  #  CARTER,  JOHN  D,  DEP  CHF,  PD 
110   DASHIELL,  GEORGE  R,  MARSHAL,  USMS 

86  ERICKSON,  LAHRENCE  V.,  CHF  DEP  CORONER 

192  FINKE,  JAMES  EUGENE,  LT,  SPOKANE  CO  SD 
121   GOLDMAN,  JOHN  ALDEN,  USHF,  SPOKANE  CO  SO 

83  #  HENDREN,  HAYNE  A,  COP, 
154   HERSOM,  LAHRENCE  LEE,  DEP  CHF,  PD 

97  It   HIVELY,  LARRY  G,  USHF,  GRANT  CO  SO 
162   JOHNSON,  SCOTT  ALLEN,  LT,  PD 
115  tt   JORGENSON,  RICHARD  A,  ASST  CHF,  PD 
149   LALIBERTE,  TERRY  JOSEPH,  LT,  PD 

47  tt   LENHART,  JOHN  J.,  ASST  CHF,  PD 

92   LYDIG,  DEAN  A.,  USHF,  SPOKANE  CO  SO 

123  MANGAN,  TERENCE  JOSEPH,  COP 

99  MANNING,  DONALD  R. ,  CPT,  SPOKANE  CO  SD 
123  tt   MILLER,  HILLIAM  HENRY,  INSPR,  USMS 

133  MORRIS,  JACK  HOMER,  LT,  SPOKANE  CO  SO 

95  tt   MYERS,  RICHARD  D,  CPT,  HA  SP 

177   MYHRE,  MICHAEL  D,  INSPR,  SPOKANE  CO  SD 
112   NICKERSON,  NORMAN  R.,  LT,  SPOKANE  CO  SD 

87  It   OBRIEN,  THOMAS  J.,  ASST  CHF,  PD 
101  *  OLBERDING,  RICHARD  R.,  CAPTAIN,  PD 

96  tt   PANTHER,  ROBERT  D,  COP 
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132    PEFFER,  DAVID  CORY,  ASST  CHF ,  PD 

29  tt   REILLY,  HILLIAH  J.,  SHERIFF  OF  SPOKANE  COUNTY 
178    ROBERTS,  BRUCE  ALAN,  LT,  PD 
104    SCHEE,  GEORGE  B.,  SGT,  SPOKEANE  CO  SO 
96  tt    SCHMICK,  JOAN  A.,  DETECTIVE,  PD 
91  tt   SMITH,  CALVIN  D.,  DEPUTY  CHIEF,  PD 
96  tt   SNEDDEN,  TERRY  D.  ,  USHF,  SPOKANE  CO  SO 
13  *  SHARTOUT,  GERALD  S.,  CHIEF  OF  POLICE,  PD 
STANHOOD 

156   KANE,  ROBERT  BRUCE,  COP 
SUHNER 

96   HYLAND,  RONALD  G.,  COP 
SUNNYSIDE 
130   ALVORD,  HICHAEL  GREGORY,  LT,  PD 

89  tt   TEBALDI,  ALBERT  M.  ,  COP 
117  *  HARD,  LAHRENCE  EUGENE,  CHIEF  OF  POLICE 
SUOUAMISH 
171    GOUIN,  ROBERT  LEROY,  CHF  OF  SUQUAMISH  TRIBAL  POL,  B 

ANDERSON,  JOHN  H,  DET,  PIERCE  CO  SO 

BARZAR,  LOUIS  W.  ,  LT,  PD 

BRAHE,  DAVID  ALLEN,  LT,  PD 

BUCHHOLZ,  MAURICE  J,  SEC  OFCR,  TACOMA  PUB  SCHOOLS 

DARLAND,  MICHAEL  JAMES,  CPT,  PD 

DAVELAAR,  JACK  D,  CRNR,  PIERCE  CO 

EDMUNDS,  JEFFREY  LANCE,  CPT,  PIERCE  CO  SD 

EDWARDS,  SHERMAN  L,  CPT,  PIERCE  CO  SO 

FJETLAND,  RAYMOND  A,  COP 

FRENCH,  MARK  PAUL,  CHF  OF  OPERATIONS,  PIERCE  CO  S 

GALLHAS,  JAMES  R,  CPT,  PD 

GILMORE,  HOLLAND  F,  CPT,  PD 

HAIRSTON,  JAMES  ODES,  ASST  CHF,  PD 

KNUTSEN,  JAMES  A,  ASST  CHF,  PD 

LINDSEY,  LUCIEN  BONAPARTE,  COP 

LUNSFORD,  DANIEL  L.,  ENF  OFCR,  HA  LIQUOR  CONTROL  BO 

MACE,  R.  R.,  DETECTIVE,  PD 

MASKO,  ROBERT  STEVEN,  LT,  PIERCE  CO  SD 

MEINEMA,  CHARLES  ROBERT,  ASST  CHF,  PD 

MIELBRECHT,  PAUL  DAVID,  CPT,  PD 

MOORHEAD,  MICHAEL  JOHN,  CPT,  PD 

MURPHY,  TERRENCE  HAYNE,  BU  CHF,  PIERCE  CO  SO 
63  tt   PASQUAN,  ALBERT  L.,  CHAIRMAN,  WA  UNIV  SCIENCE  DEPT 

POYTHRESS,  STEVE  ALGIN,  MAJ,  PIERCE  CO  SO 

RICHARDSON,  RUSSELL  R.,  JR.,  DEPUTY  CHIEF  OF  POLICE 

ROBBINS,  CHARLES  E,  SHF  OF  PIERCE  CO 

SEYMOUR,  HALLACE  A.,  CAPTAIN,  PD 

SHIELDS,  JOHN  H,  SHF  OF  PIERCE  CO 

SMITH,  EMIL  PAUL,  CAPTAIN,  PD 

SMITH,  GARY  LEO,  CPT,  PIERCE  CO  SO 

SMITH,  LYLE  E,  SHF  OF  PIERCE  CO 

SMITH,  MYRON  LEROY,  CPT,  PIERCE  CO  SD 

STROCK,  THOMAS  C,  ASST  CHF,  PD 

VAN  GIESON,  ROBERT  DUNCAN,  BU  CHF,  PIERCE  CO  SD 

HEST,  ANITA  D,  CPT,  PD 

HHITE,  HAROLD  T,  CPT,  PD 

HOODARD,  HILLIAM  RONALD,  CPT,  PD 
TOKELAND 

109    BROHN,  MARILYN,  LT,  PD 
TUKHILA 
176   HAINES,  KEITH  EDHARD,  COP 

MCQUEEN,  ROBERT  HOHARD,  ASST  CHF,  PD 

SHEETS,  JOHN  A,  CHIEF  OF  POLICE 

HALDNER,  RONALD  GRAY,  COP 

HESTBY,  CRAIG  ARNOLD,  LT,  PD 
TUMHATER 

63  tt   COUCH,  HILLARD  AUGUSTUS,  COP 
UNION  GAP 

178    ROBERTS,  LANE  JAY,  COP, 
VANCOUVER 
173   BROHN,  ROY  ALLEN,  LT,  PD 

CONN,  DALE  ALAN,  LT,  CLARK  CO  SD 

DAVIS,  ELIOT,  SUPT,  FT  VANCOUVER  NATL  HISTRC 

EPPERSON,  RONALD  CRAIG,  LT,  CLARK  CO  SO 

FREDERIKSEN,  RODNEY  HAROLD,  COP 

KANEKOA,  ROBERT  K.,  CPT,  PD 

LUCAS,  GARRY  E,  CHF  DEP,  CLARK  CO  SO 

HAAS,  DOUGLAS  HAYNE,  COP 

PHILLIPS,  RICHARD  JAY,  CPT,  HA  SPTL 

RAY,  DOUGLAS  SCOTT,  CHF  CRIM,  CLARK  CO  SD 

RAYBURN,  ROBERT  HAROLD,  SGT,  CLARK  CO  SD 

ROSENQUIST,  TERRY  ERIC,  CPT,  PD 

SONGER,  ROBERT  LEROY,  USHF,  CLARK  CO  SO 

THIESSEN,  JANET  MARIE,  LT,  PD 

HOODHARD,  DAVID  REX,  LT,  PD 
HALLA  HALLA 

18  n   DIETZ,  ALEX  N. ,  CPT,  PD 

FLOYD,  GENE  C,  DET  SGT,  PD 

HARTFORD,  JAMES  LELAND,  INVSTGR  III,  HA  DIV  OF  PRISONS 

HUMPHREYS,  JAMES  MICHAEL,  CPT,  HALLA  HALLA  CO  SD 

KESPOHL,  RONALD  E.,  SHF  OF  HALLA  HALLA  CO 
tt   KLUNDT,  ARTHUR,  SHF  OF  HALLA  WALLA  CO 

KLUNDT,  KENNETH  JAMES,  SHF  OF  WALLA  WALLA  CO 
tt   NEMEC,  FRANK  III,  DEP  SHF,  HALLA  HALLA  CO  SO 

*  RAY,  GEORGE  0.,  CHF  CRIM  DEP,  HALLA  HALLA  CO. 
tt   SILVA,  LOUIS  A.,  LIEUTENANT,  PD 

#  WATTS,  ALBERT  L,  COP 
tt   WOOD,  DON  W,  ASST  COP,  PD 

WENATCHEE 
104   BADGLEY,  KENNETH  C,  COP 
130   BOLES,  GREG  ANTHONY,  CPT,  PD 
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168   BREDA,  DANIEL  RODNEY,  SHF  OF  CHELAN  CO 
143   COLLINS,  JOE  MICHAEL,  SHF  OF  CHELAN  CO 
110  tt   GRUBB,  DALE  H. ,  USHF,  CHELAN  CO  SD 
136  tt   HAINES,  HILLIAM  MARCUS,  MAJ,  HA  SPTL 

69  #  HAYNES,  CLARENCE  L.,  JR.,  COP 

91  #  MARTIN,  JERRELL  D. ,  CPT,  PD 
174   MURRAY,  RICHARD  CHARLES,  CPT,  PD 

91  *  PAYNE,  DOSS  R.,  JR.,  CHF  CRIM  INVSTGR,  CHELAN  CO  SO 
192   PETERSON,  RICHARD  ALLEN,  CPT,  CHELAN  CO  SO 

62  *  REICH,  WILLIAM  0.,  OFCR,  TRI-COUNTY  LAW  AND  JUSTI 
122   THOMPSON,  CHARLES  HERBERT,  CPT,  PD 


WEST  RICHLAND 
140   NOSKI, 

WESTPORT 
165   GIBSON 

WOODINVILE 
133   BERRY, 

YAKIMA 


MICHAEL  HAYNE,  COP 

HILLIAM  CHALMER,  COP 
GLENN  CARRELL,  INSPR,  USMS 


ADDONE,  CHARLES  E,  CHF  CRIM  DEP,  YAKIMA  CO  SD 

ADKINS,  MARVIN  PETER,  LT,  PD 

BLAIR,  DOUG  DALE,  SHF  OF  YAKIMA  CO 

BLESIO,  DONALD  J,  COP 

BRONSON,  DOUGLAS  LEE,  CPT,  PD 

CAPEN,  ROY  J,  CPT,  PD 
149  #  FOLLANSBEE,  REID  JEFFREY,  CPT,  PD 
130  tt   HIGUERA,  FREDERICK  MARTIN,  SGT,  YAKIMA  CO  SO 
164   IRHIN,  KENNETH  WILLIAM,  LT,  YAKIMA  CO  SO 
84  #  LARUE,  H  J,  COP 
98  tt   MAY,  STANLEY  J,  LT,  PD 
100   MCKAY,  COLLEEN,  (SGT,  PD)  SA.FBI 
73  tt   NICKS,  RICHARD  G,  SA,  ST  GMBLNG  COMM 

SCHNEIDER,  JEFFREY  JOSEPH,  CPT,  PD 
65  tt   SODERSTROM,  OSCAR  N.,  CHIEF  OF  POLICE 
180   THOMPSON,  DAVID  WESLEY,  DEP  CHF,  YAKIMA  CO  SD 

THOMPSON,  JOHN  H. ,  SHERIFF  OF  YAKIMA  CO. 

THUERK,  THOMAS  CLYDE,  USHF,  YAKIMA  CO  SO 

VEREB,  NINA  A,  CPT,  PD 
136  tt   HENTZ,  ANTON,  CPT,  PD 
198   WILLSON,  ROY  CHARLES,  CPT,  PD 


105 
176 
143 
116 
163 
92 


189 


54  tt 
144 
97  tt 


139 

106 

198 

195 

196 

120 

178 

92 

10 

168 

136 

12 

85 


81 
36 
92 

165 
33 

142 


MAGISTRATE  OF  MORGAN  CO 


PD 


WEST  VIRGINIA 
BARBOURSVILLE 

167   SIMPSON,  FRANKLIN  JOSEPH,  COP 
BECKLEY 
185   BOOKER,  RONNIE  LEE,  DET,  RALEIGH  CO  SD 
BOYD,  FORREST  LESTER,  SGT,  PD 
COOK,  CHARLES  R.,  LT,  PD 
COOK,  DAVID  HARRISON,  II,  LT,  PD 

JOHNS,  JOHN  DANIEL,  LT,  HV  SPOL  „„,„, 

KAIZER,  BARRY  ALAN,  SGT,  WV  DIV  OF  NATURAL  RESOURC 
MCMILLION,  VICTOR  RAY,  LT,  PD 
PACK,  VERNON  FRANKLIN,  II,  SGT,  PD 
tt   PEELISH,  STEVE  J.,  CHIEF  OF  DETECTIVES 

*  ROBERTS,  WILLIAM  THOMAS,  CHIEF  OF  POLICE,  PD 
SMITHERS,  CARL  ROBERT,  JR,  SGT,  WV  SPOL 
VEST,  HOWARD  KESLER,  SGT,  RALEIGH  CO  SD 

*  WEBB,  W.  L.,  INVSTGN,  RALEIGH  CO  PROSECUTIN 
WIANT,  WILLIAM  F,  CHF  OF  SEC,  NATIONAL  MINE  AND 

BERKELEY  SPRINGS 

87    SHARP,  DONALD  J. 
BLUEFIELD 

94   DENT,  JAMES  E,  COP 

DODSON,  ANDREW  L.,  COP 
FRENCH,  LEON  B.,  LT  OF  DET,  PD 
MATHENA,  WILFRED  B.,  LIEUTENANT, 
POE,  RICHARD  MICHAEL,  SGT,  PD 
PORTERFIELD,  ARNOLD  G. ,  COP 
HALLS,  KELLY  GENE,  LT,  PD 
BRIDGEPORT 
156   BRAMBLE,  CHARLES  E,  III,  SGT,  WV  SPOL 
134   HOTSINPILLER,  JAMES  WILLIAM,  SGT,  PD 

BUCKHANNON  „ 

151   GAUDET,  FREDERIC  MATHEW,  SHF  OF  UPSHUR  CO 
CHARLES  TOHN 

125  STEVENS,  GREGORY  ALVIN,  SGT,  DPS, 
CHARLESTON 

68  tt   BOHLEY,  WALTER  FRANK,  JR.,  CPT,  WV  SPOL 

22  tt   BOYLES,  RAYMOND  W.  ,  COL,  SUPT,  WV  SPOL 
128   BREWER,  KENNETH  ARTHUR,  SGT,  WV  SPOL 

182  BURDETTE,  STEPHEN  MICHAEL,  CPL,  WV  SPOL 

194   CASE,  LAWRENCE  ORVILLE,  III,  SGT,  WV  DIV  OF  NATURAL  RES 

183  COLE,  JEROLD  OLEN,  MAJ,  WV  SPOL 

23  *  FIGGATT,  CARL  H. ,  CHF  FIELD  DEP,  KANAWHA  CO  SO 

24  tt   FILLINGER,  JAMES  H.  ,  CPT,  WV  SPOL 
170   FINK,  KATHRYN  SUSAN,  SGT,  PD 

110  GARNETT,  EDWARD  N,  JR,  MAJ,  PD 

130  GUNNO,  GARY  ARTHUR,  PTLM  I  CL,  PD 

11  *  HAMLIN,  VIRGIL  H. ,  ENF  OFCR,  ST  LIQ  CNTRL  COMM 
114   HAYNES,  RICHARD  A,  MAJ-DEP  CHF,  PD 

107   JONES,  ROBERT  L,  LT,  PD 

126  MARSHALL,  FREDERICK  LEO,  JR,  SGT,  PD  Mmv   rn 
18   MELTON,  HAROLD,  JR.,  DEP  SHF,  KANAWHA  COUNTY  SO 

12  *  MOALES,  HOMER  B. ,  SERGEANT,  PD 
122   MOORE,  BOBBY  EUGENE,  SGT,  PD 

131  NICHOLSON,  PHILLIP  LEE,  CPL,  HV  SPOL    UAT11DA1  DCt.nn0 

132  PAINTER,  KENNETH  LEROY,  SGT,  WV  DEPT  OF  NATURAL  RESOUR 
173   QUINLAN,  KEVIN  TERRANCE,  CHF  DEP,  WV  r 

111  ROLES,  LEWIS  E.,  LIEUTENANT,  PD 
90   SETTLE,  KENNETH  R.,  LIEUTENANT,  PD 
93   SUMMERFIELD,  HARVEY  W. ,  LT,  PD 


SPOL 
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HEST  VIRGINIA  -  WISCONSIN 

176   SUTTON,  PETER  JOSEPH,  TPR  1CL,  HV  SPOL 

153   SUTTON,  WILSON  PLANEY,  CPL,  HV  DPS 

193  tt   TAYLOR,  MICHAEL  MILTON,  MAJ,  HV  SPOL 

128   UTT,  STEPHEN  LEE,  SGT,  PD 

101  *  HALKER,  HAROLD  F.,  LIEUTENANT,  PD 

197   WALKER,  MICHAEL  EUGENE,  CPT,  HV  SPOL 

186   HALKER,  MICHAEL  RAY,  SGT,  PD 

140   HATKINS,  RICKY  VERNON,  SGT,  HV  SPOL, 

98   HILLIAMS,  ARNOLD  S.,  JR.,  SGT,  DEPT  OF  NATURAL  RESOURCE 
188   HOLFE,  DALLAS  DAYTON,  SGT,  HV  SPOL 

55  tt   HORKMAN,  JESSE  G.,  CAPTAIN,  PD 
CLARKSBURG 
190   BLASHER,  MICHAEL  B,  UNIT  CHF,  FBI 
171   BROADWATER,  RODNEY  ALAN,  LT,  HARRISON  CO  SO 

88  CHIPPS,  JACK  E.,  DET  SGT,  PD 

89  CONAWAY,  EUGENE  R.,  LT,  PD 
100  It   DURRETT,  THOMAS  C.  ,  COP 

184   FUSCALDO,  JOHN  MICHAEL,  SGT,  PD 

199   MCGAHAN,  JAMES  WILLIAM,  III,  SGT,  PD 

WICK,  GARY  A,  CPT,  FBI  POLICE 

WILLIAMS,  RONALD  EUGENE,  SGT,  PD 


115 
166 
ELKINS 
75 
187 
177 
165 
180 


CAMPBELL,  MAYNARD  A.,  LT,  PD 
GILLESPIE,  RICHARD  DALE,  CPT,  HV  SPOL 
HAINES,  WILLIAM  SPENCER,  CPT,  WV  SPOL 
SEE,  RONALD  LEE,  1SGT,  WV  SPOL 
SNODGRASS,  TERRANCE  MICHAEL,  LT,  HV  SPOL 
FAIRMONT 

175  FINKENBINDER,  MARK  ALAN,  CPL,  WV  SPOL 
45   NAPPLE,  LEONARD  L.,  SHF  OF  MARION  CO 

129   OFFUTT,  THEODORE  ALLEN,  DET,  PD 
142  tt   PROCTOR,  HAROLD  RANDAL,  SGT,  HV  SPOL 
GAULEY  BRIDGE 

136  KEATON,  ROGER  ALLEN,  SGT,  WV  SPOL, 
GRAFTON 

94   WAGNER,  GEORGE  R.,  CAPTAIN,  TAYLOR  COUNTY  SHERIFF 
HUNTINGTON 
108   ADKINS,  BENJAMIN  M.,  DEP  INVSTGR,  CABELL  CO  SD 
80   BARR,  TED  T.,  SHF  OF  CABELL  CO 

137  BERLIN,  CARL  EUGENE,  JR,  SGT,  HV  SPOL 

93  tt   COFFMAN,  CARL  L.,  SGT,  PD 

94  FERRELL,  GARY  0.,  SERGEANT,  PD 

40  *  GARTIN,  HERCIL  H. ,  SHF  OF  CABELL  CO 

176  HALL,  STEVEN  PATRICK,  LT,  PD 

105   MCCALLISTER,  JOHN  H. ,  DEP  SHF,  CABELL  CO  SD 
66   PADEN,  NELSON,  LIEUTENANT,  PD 
96   REGER,  HENRY  A.,  SERGEANT,  PD 
112   WALKER,  JOSEPH  E,  III,  LT,  PD 
190   WILDS,  EDDIE  LEE,  DET,  PD 
HURRICANE 

173   FOSTER,  LAWRENCE  DALE,  COP 
INSTITUTE 
120   GRAY,  THOMAS  MARSHALL,  MSGT,  WV  SPOL, 
114   ROGERS,  PAUL  E,  MAJ,  WV  SPOL 
JESSE 

171   DORSEY,  CHARLES  ELBERT,  III,  CPL,  WV  SPOL 
KEARNEYSVILLE 

141   CASTO,  JOHN  ARTHUR,  SGT,  WV  SPOL, 
KEYSER 
118  tt   RECTOR,  PAUL  WILLIAM,  CPL,  WV  SPOL 
118   STEWART,  GARY  SCOTT,  PTLM,  PD 
KINGWOOD 
116   CRITES,  RONALD  L,  SGT,  WV  DPS 
SMITH,  LARRY  GUY,  CPL,  WV  SPOL, 
SOVASTION,  ANNETTE  MARlE,  SGT,  WV  SPOL 
STILES,  JOSEPH  CARROLL,  INVSTGR,  PRESTON  CO  SD 


119 

196 

162 
LOGAN 

132 
MAC  ARTHUR 

103   FIELDS, 
MARTINSBURG 


BUTLER,  FREDERICK  HOWARD,  SGT,  WV  SPOL 


HARALD  L.,  LT,  HV  DEPT  OF  NATURAL  RESOURC 


182   BOHRER,  KIM  CARLTON,  SGT,  BERKELEY  CO  SD 

34  tt   CUSHHA,  HOWARD  K.  ,  COP 
149   DIFALCO,  DEBORAH  ELIZABETH,  SGT,  WV  SPOL 
135   GRIFFITH,  GARY  NORMAN,  SGT,  WV  SPOL, 
191   HAYES,  DONALD  LYNN,  LT,  PD 
102  *  MCLAUGHLIN,  MICHAEL  F.,  SERGEANT,  PD 
177   MCMILLEN,  JOHN  DAVID,  SGT,  PD 

160  SMITH,  KEVIN  SCOTT,  TPR,  WV  DPS 

137   SMITH,  WILLIAM  RANDY,  SGT,  BERKELEY  CO  SD 

109   STROBRIDGE,  JACK  L.,  JR.,  DETECTIVE,  PD 

168   SWARTHOOD,  GEORGE  BURTON,  DET  SGT,  PD 

145   SHARTWOOD,  RICKY  DEAN,  SGT,  PD 
MORGANTOWN 

184   GASKINS,  GARY  MICHAEL,  1SGT,  HV  SPOL 
95   MCCARTY,  KENNETH  P,  CPT,  PD 

170  tt   MCDOWELL,  ALTON  RICHARD,  LT,  PD 

151   PIERCE,  RONALD  HAYNE,  SGT,  WV  SPOL 

181   SNYDER,  RONALD  WAYNE,  DET,  PD 
66   STRADER,  WILLIAM  STEWART,  DIRECTOR  OF  SECURITY,  WEST  VI 
NEW  CUMBERLAND 

124   WILSON,  DENZEL  EDWIN,  CHF  DEP,  HANCOCK  CO  SD 
NITRO 

161  BLANKENSHIP,  GARY  HERBERT,  LT,  PD 
OAK  HILL 

133   ADKINS,  BRUCE  EDWARD,  TPR,  HV  SPOL 

154   MOORE,  DELMER  RAY,  CPL,  WV  SPOL 
PADEN  CITY 

190   SPANOVICH,  GEORGE  MICHAEL,  SGT,  WV  SPOL 
PARKERSBURG 


104  It   BARNETTE,  ALAN  M,  PTLM,  PD 
135   BODGE,  STEVEN  ALTON,  CPL,  PD 
164   DENT,  THOMAS  ARTHUR,  CPT,  PD 

188  GONZALES,  LEWIS  JOSEPH,  DET,  PD 

140  *  GREGG,  DELBERT,  III,  DET,  PD 
113   HALE,  DONALD  E.,  DETECTIVE,  PD 
193   HARVEY,  JERRY  RAY,  LT,  PD 

175   KING,  MARK  EDWARD,  SGT,  HOOD  CO  SD 

141  SPELLACY,  JOHN  MICHAEL,  DET,  NATL  AUTO  THEFT  BU 
183   HOODYARD,  RICKEY  LEE,  LT,  HOOD  CO  SD 

PETERSBURG 

126  SHARP,  LESLIE  DOUGLAS,  SGT,  HV  DPS, 
PRI NCETON 

11  *  MUSGRAVE,  CHARLES  E.,  COP 
PT.  PLEASANT 

86  tt   YOUNG,  GEORGE  R,  LTC,  SPOL 
RAINELLE 

129  KOCHENDERFER,  MILES  C,  JR,  II  LT,  WV  SPOL 
RANSON 

197  ROBERTS,  ROBBIE  ROBERT,  LT,  PD 
SOUTH  CHARLESTON 

71   ADKINS,  BILL  W. ,  LT,  WV  SPOL 

138  ARTHUR,  GARY  FRANKLIN,  LT,  WV  SPOL 
169   BAIN,  GARY  ALLEN,  SGT,  WV  SPOL 

143   BENNETT,  DONALD  EUGENE,  ILT,  WV  SPOL 

198  BLANKENSHIP,  CARL  RUSSELL,  1SGT,  WV  SPOL 

139  BLANKENSHIP,  ROBERT  DALE,  SGT,  WV  SPOL, 
123  DOTSON,  JOSEPH  LESLIE,  JR,  SGT,  WV  SPOL 
164   EADS,  HUSTON  MERLE,  SGT,  WV  SPOL 

159   EDGELL,  GARY  LEE,  LT,  DPS 

130  FACEMYER,  HAROLD  GAYLE,  SGT,  WV  DPS 

189  FARLEY,  LARRY,  SGT,  WV  SPOL 

158    FLANAGAN,  BENSON  BRANT,  JR,  SGT,  WV  SPOL 
90   FRYE,  SIDNEY  E,  POL  ADMIN,  PD 

199  INGOLD,  GORDON  ALAN,  SGT,  WV  SPOL 
174  KARASTURY,  GARY  LEE,  CPL,  WV  SPOL 
134   LEFLER,  JIMMIE  DALE,  SGT,  WV  SPOL, 

166  MARTIN,  CHARLES  RICHARD,  SGT,  WV  DPS 
158   MCCALLISTER,  ROY  LEE,  CPL,  WV  SPOL 
192   MORRISON,  JOHN  THOMAS,  1SGT,  WV  SPOL 

127  MULLENS,  THOMAS  KYLE,  JR,  SGT,  WV  DPS, 

171  PLANTZ,  WILLIAM  DAVID,  LT,  WV  SPOL 
155   SHAW,  WESLEY  JOHN,  III,  LT,  WV  SPOL 

191  SLOAN,  BRUCE  ARTHUR,  SGT,  WV  SPOL 
186   SMITH,  MARK  LEWIS,  CPT,  WV  SPOL 

162  SPONAUGLE,  SIDNEY  LEE,  TPR  1CL,  WV  SPOL 
181   STARCHER,  CHESTER  EUGENE,  MAJ,  WV  SPOL 

167  TOTTEN,  WILLIAM  DEMPSEY,  1ST  SGT,  WV  SPOL 
185   TUCKER,  STEPHEN  CHARLES,  1SGT,  WV  SPOL 
117   WHITTINGTON,  JACK  D.,  SERGEANT,  PD 

SPENCER 

150   STROBBE,  ROBERT  JAMES,  SGT,  WV  SPOL 
ST.  ALBANS 

192  CRAWFORD,  JOSEPH  H,  SGT,  PD 

163  RUTHERFORD,  JONATHAN  DEHEY,  SGT,  KANAWHA  CO  SD 
125   RUTHERFORD,  MICHAEL  YOUNG,  LT,  KANAWHA  CO  SD 

WEIRTON 

26  *  BYERS,  ROBERT  A.,  COP 

93   REDISH,  GEORGE,  CAPTAIN,  PD 
WELLSBURG 
174   FERDA,  BRIAN  THOMAS,  DET,  BROOKE  CO  SD 

34  *  HOGG,  RICHARD  L.,  SHF  OF  BROOKE  CO 

21  *  TRAUBERT,  HERBERT,  SHERIFF,  BROOKE  COUNTY  SO 
HHEELING 
189   BEAVER,  MICHAEL  EDHARD,  SGT,  PD 

34  *  EDDY,  DAVID  A.,  DET,  PD 

172  LONG,  EDWARD  DARRELL,  COP 

195  PETRI,  JOSEPH  LEO,  JR,  COP 
WILLIAMSTOWN 

99   HUGGINS,  LEWIS  D. ,  JR.,  ASST  ST  FIRE  MARSHALL,  ST  OF  W 

WISCONSIN 
ABBOTSFORD 

56   NELSON,  JOHN  JOSEPH,  CHF,  COLBY-ABBOTSFORD  PD 
ALGOMA 

69  tt   HOPPE,  MARK  PAUL,  COP 

92  tt   KRAUTKRAMMER,  SYLVESTER  C,  ASST  CHF,  PD 
ANT I GO 

111  tt   BREHM,  ROBERT  C. ,  LT,  PD 
165   HARDIN,  KENNETH  GEORGE,  COP 

APPLETON 

73  tt   KAVANEY,  JEROME  H,  INSPECTOR,  PD 

164  KOLPACK,  BRYCE  DANIEL,  DEP  CHF,  PD 
188   PETERSON,  GREG  IRWIN,  COP,  PD 

112  tt   THIEL,  CARL  H,  PATROL  INSPECTOR,  PD 
ASHLAND 

196  BEBEAU,  GREGORY  BERNARD,  SGT,  PD 
108  tt   KOVACH,  JOHN  J.,  PATROLMAN,  PD 

104   LEONARD,  RICHARD  M,  CRIMINAL  INVESTIGATOR,  BIA 
BAYSIDE 
172   RESNICK,  BRUCE  KENDALL,  COP 


BELOIT 
117 
143 
199 

32  It 
177 


FARMER,  EARL  P.,  DEP  CHF.PD 
FELL,  TERRY  LYNN,  COP 
JACOBS,  NORMAN  CHARLES,  CPT,  PD 
JONES,  CLAUDE  W. ,  CAPTAIN,  PD 
LATHROP,  SAM  WILLIAM,  CPT,  PD 
95  tt   MIZERKA,  JOHN  M,  COP 
129  tt   SMITH,  DAN,  JR,  DEP  CHF,  PD 
137   THOMAS,  RICHRD  PAUL,  DEP  CHF,  PD 
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108    YOUNG,  FRANKLIN  C. ,  INSPECTOR,  PD 

BERL I N 
125   MOREHOUSE,  MICHAEL  RAYHOND,  CPT,  PD 

BROOKFIELD 
128  tt   HODORSKI,  GARY  HAYNE,  LT,  PD 
181   JACOBS,  ROBERT  STEPHEN,  COP 
117  tt   LUND,  MICHAEL  H. ,  INSPECTOR,  PD 
191   TURNER,  DOUGLAS  VAN-DYKE,  CPT,  PD 
172   TUSHAUS,  DANIEL  KENNETH,  ASST  CHF,  PD 
104   HOLFF,  JEROME  R.,  CHIEF  OF  POLICE 

BROHN  DEER 
186   NOEL,  SHAHN  EDHARD,  LT,  PD 

BURLINGTON 

57  tt   GABRIEL,  HALTER  E.,  COP 

GOLDSCHMIDT,  HERBERT  A.,  COP 
PATLA,  RONALD  VINCENT,  COP 


83  tt 
146 
BUTLER 
104  tt 
156 


FISHER,  MARLYN  E,  LT,  PD 
ROSENTHAL,  ERNIE  LAWRENCE,  COP 
CALENDONIA 

92  tt   TOMACHEK,  FRANK  G.,  COP 
CHENEOUA 

188   DOUGLAS,  ROBERT  ALAN,  SGT,  PD 
CHIPPEHA  FALLS 
170   COUGHLIN,  JOSEPH  STEPHEN,  COP 

FOLSKA,  CURTIS  EDHARD,  CPT,  CHIPPEHA  CO  SD 
LECLEIR,  HILLIAM  A.,  CHF  INVSTGR,  CHIPPEHA  CO  SD 
LOHE,  LEONARD  L,  CPT,  PD 
MALONEY,  FLOYD  J.,  COP 


165 

111  tt 

126  tt 

29  tt 
CUDAHY 

96 
136 

167  tt 

108  tt 


CIURLIK,  THOMAS  P.,  LT,  PD 
HAYES,  MARK  FRANCIS,  COP 
HUGHES,  DANIEL  CLEARY,  SGT,  PD 
HITKOHSKI,  GERALD  A.,  LT,  PD 

°192   MCOUAID,  STEVEN  MARK,  CHIEF,  LAFAYETTE  CO  SD 
DELAVAN 

129   MALSCH,  LAHRENCE  HERMAN,  COP 
DEPERE 

139   SUTTNER,  TERENCE  LEE,  LT,  PD 

r  a  pi  p  D  T  VFR 

91  tt   BETTIN,  GERALD  D,  CHF  DEP,  VILAS  CO  SD 
115  tt   KUGLER,  JAMES  A,  CHF  DEP,  VILAS  CO  SD 
152   NIEBUHR,  JOHN  ALTON,  CPT,  VILAS  CO  SD 
190   SCHMIDT,  GARY  EDHARD,  CPT,  VILAS  CO  SD 

E122CLABACKSTR0M,  DAVID  ALLEN,  DIR  OF  PUB  SAFETY,  UNIV  OF  HI 
162   BERG,  KENNETH  EDHIN,  CPT.EAU  CLAIRE  CO  SO 

74   BJORNTON,  ARVID  H. ,  CRIME  CNTRL  AGT,  HI  COUNCIL  ON 
197   CRAMER,  RONALD  DEAN,  SHF  OF  EAU  CLAIRE  CO 
101  *  FESENMAIER,  HILLIAM  E.,  CAPTAIN,  PD. 
106  tt   FLYNN,  RICHARD  P.,  SR.  ,  CPT,  USA 
192   GORDEE,  HARRY  CALVIN,  SGT,  PD 
137  tt   HAHN,  STEPHEN  JOSEPH,  CPT,  PD 
114  #  HANSON,  NEIL  S.,  SERGEANT,  PD 

86  tt   JOHNSON,  DONALD  K.,  CHIEF  OF  POLICE 
194   LORENTZ,  JEFFREY  DUANE,  SGT,  HI  SPTL 

47  tt   MACLAUGHLIN,  HAROLD  L.,  SHF  OF  EAU  CLAIRE  CO 
104  It   MALONE,  DAVID  H. ,  COP 
101  tt   MAYER,  DAVID  J.,  LT,  EAU  CLAIRE  CO  SD 
174   MCNALLY,  PATRICK  CHARLES,  ASST  CHF,  PD 
170   MENDEZ,  BENJAMIN  HENRY,  JR,  LT,  HI  SPOL 
110  tt   MUELLER,  VERN  A.,  LT,  PD 
112   ONEILL,  HALLACE  R.,  DIR,  UH-EAU  CLAIRE,  OFC  OF  SAF 

92  tt   RING,  HENRY  D. ,  CAPTAIN  OF  POLICE,  PD 
110   SCHULTZ,  DAVID  A.,  CPT,  PD 

97  tt   SKAMFER,  CARL,  JR.,  CAPTAIN,  PD 
162   STREETS,  JUDY  ELIZABETH,  LT,  PD 
FLKHORN 
127   GIESE,  JOHN  THOMAS,  COP 

192   GRAVES,  DAVID  ALAN,  USHF,  HALHORTH  CO  SD 
177   HAUSNER,  THOMAS  ALLEN,  SGT,  HALHORTH  CO  SD 
120   REIFF,  JOHN  HILLIAM,  JR.,  CPT,  HALHORTH  CO  SD 
118  It   SMITH,  MARVIN  KENT,  COP 

132  tt   WATSON,  GERALD  ALLEN,  LT,  HALHORTH  CO  SD 
Fl  I  SHORTH 

133  SACIA,  THOMAS  MARK,  DEP  SHF,  PIERCE  CO  SD 
ELM  GROVE 

159   HAIG,  JEFFREY  HILLIAM,  COP 

153   MOULAS,  GUST  WILLIAM,  CPT,  VILLAGE  OF  ELM  GROVE  PD 
FOND  DU  LAC 
186   BARTHULY,  JOHN  ANTHONY,  CPT,  PD 
135   BORD,  DANIEL  JOSEPH,  COP 
130   CULHANE,  EDHARD  TIMOTHY,  SGT,  HI  SPTL 
173   GILMORE,  JAMES  MARVIN,  SHF  OF  FOND  DU  LAC  CO 

77  tt   HELLER,  MELVIN  E.,  COP  ...-.«,  ™ 

140   HENKE,  EDHARD  LEO,  CHF  DEP,  FOND  DU  LAC  CO  SO 
169   JOHNSON,  DUANE  ROBERT,  DEP  CHF,  PD 
180   PICHETTE,  DAVID  JOHN,  SGT,  HI  SPTL 

60  tt   RAUTENBERG,  HAROLD  J.,  CHIEF  OF  POLICE,  PD 
125   SHEPPARD,  EDHIN  MARK,  LT,  FOND  DU  LAC  CO  SD 

99  tt   TABBERT,  ROBERT  H.  ,  CPT,  PD 
112  tt   VENNE,  ROBERT  L,  DEP  CHF,  PD 
FORT  ATKINSON 

90  tt   CISKE,  HILLIAM  R.  ,  COP 
139   FROMADER,  DAVID  JOHN,  INVSTGR,  PD 
178   GILBERT,  GREGORY  ALAN,  COP, 

98  It   KEENE,  ROGER  H. ,  LT,   PD 
FOX  POINT 
168   CZAJA,  THOMAS  JOHN,  COP 
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127  *  HODERMANN,  GERD  JURGEN,  COP 
FRANKLIN 

141  #  HARENG,  DONALD  MARVIN,  LT,  PD 
GERHANTOHN 

187    VAN  MALE,  RAYMOND  PAUL,  COP 
GLENDALE 

54  tt   BREUL,  FRED  J.,  COP 

125  tt   COTTER,  JAMES  ANTHONY,  SR,  COP 

193    FERGUSON,  MARK  ALAN,  LT,  PD 
GRANTSBURG 

134    JOHNSON,  JAMES  LYLE,  USHF,  BURNETT  CO  SD 
GREEN  BAY 

153  tt   BAETSEN,  WAYNE  HARRY,  DEP  CHF,  PD 

100  tt   BERTRAND,  ROBERT  M,  LT,  BROHN  CO  SO 
122  tt   CLOVER,  PETER  JOHN,  CPT,  PD 

72  tt   COMPTON,  HAROLD  L,  DEP  CHF,  PD 

142  DONART,  MICHAEL  WAYNE,  SHF  OF  BROHN  CO 
112   DWYER,  PATRICK  F,  CHF  DEP,  BROHN  CO  SD 

99  #  ERICKSON,  HOHARD  L,  COP 
171    GILLE,  LARRY  JAMES,  DEP  CHF,  PD 
139   HINZ,  THOMAS  JOHN,  SHF  OF  BROHN  COUNTY 
199    JANKE,  EDHARD  STEVEN,  CHF  DEP,  BROHN  CO  SD 

101  #  LANGAN,  ROBERT  J,  COP 
174   MARTIN,  THOMAS  ROBERT,  CPT,  BROHN  CO  SD 

83  tt   MATHEHS,  FREDERICK  C,  CHIEF  DEPUTY,  PD 

181  MOLLOY,  JAMES  H,  CPT,  ASHHAUBENON  PUBLIC  SAFETY 
156    PIESCHEK,  GARY  FRANCIS,  CPT,  BROWN  CO  SD 
115  #  PIESCHEK,  LEON  R,  SHF  OF  BROHN  CO 
189    REVLING,  RANDALL  LYLE,  CPT,  BROHN  CO  SD 

94  #  RICE,  RICHARD  E,  DETECTIVE  SERGEANT,  PD 
91  tt   STEENO,  MILTON  G,  DEP  CHF,  PD 

182  TIMMERMAN,  ALAN  CHARLES,  LT,  PD 
PRFFN  LAKE 

91  tt   JOHNSON,  JEROME  P.,  CHF  DEP,  GREEN  LAKE  CO  SD 

183  JOHNSON,  JERRY  LEE,  USHF,  GREEN  LAKE  CO  SD 
GREENFIELD  ,  „„ 

173  tt   TIEGS,  HILLIAM  ARTHUR,  LT,  PD 
168   WILDISH,  MARK  LYLE,  LT,  PD 
HALES  CORNERS 
100  #  DZIBINSKI,  DU  WAYNE,  COP 
119  #  JUNGBLUTH,  CARL  HARMAN,  COP 
152  #  KRAHN,  MICHAEL  JOHN,  COP 
183   MANSKE,  RICHARD  A,  LT,  PD 
197    MURPHY,  STEVEN  JAMES,  SGT,  PD 

HART  FORD 

100  SCHRAUFNAGEL,  DEL  A.,  DETECTIVE,  PD 
HARTLAND 

137    HETZNECKER,  MORTON  A,  COP 
192    ROSCH,  ROBERT  JOHN,  LT,  PD 

HAYWARD 

136   DONOVAN,  TIMOTHY  PATRICK,  ASST  CHF,  PD 
HUDSON 
89  tt 
134 
149  # 
173 
JACKSON 

175   HABEL,  PETER  MATTHEW,  SGT,  PD 
91  tt   ROSENBAUER,  DONALD  E.,  COP 
JANESVILLE 
102    BLISS,  LYLE  R. ,  SGT,  WI  SPTL 
157    BRUNNER,  GEORGE  DAVID,  COP 
136  #  CALL,  LAWRENCE  D,  LT,  ROCK  CO  SD 
76  tt   EDMUNDSON,  JAMES  W.  ,  CPT,  PD 

168  HARPER,  HILLIAM  CLARENCE,  JR,  SGT,  ROCK  CO  SD 
66  #  JONES,  KENNETH  D,  COP 

194   KOPP,  STEVEN  JOHN,  LT,  PD 

186    MOORE,  DAVID  JAMES,  CPT,  PD 

166   MUGNANI,  MICHAEL  GILBERT,  SGT,  ROCK  CO  SD 

98  tt   OLEARY,  RICHARD  M. ,  LT,  PD 

91  #  VOELKER,  RAY  A,  COPT 

J13lTHEITZ,  KENNETH  GENE,  JUVENILE  D|T,  PD 
188   HENZE   ROBERT  KEITH,  CPT,  JEFFERSON  CO  SD 
161    MAXWELL,  ROBERT,  JR,  SGT,  JEFFERSON  CO  SD 
124  #   RENZ,  DALE  HERBERT,  CPT,  PD 
140    STEINHORST,  MICHAEL  EDWARD,  SGT,  PD 
148  tt   SULLIVAN,  MICHAEL  P,  CHF  DEP,  JEFFERSON  CO  SD 

169  WELLNER,  RICHARD  DUANE,  CPT,  JEFFERSON  CO  SD 

K120SHADEANE,  ROBERT  LOU,  CHF,  UNIV  POL  &  PUBLIC  SAFETY 

112  It    EKORNAAS,  FRED  R.,  CPT,  KENOSHA  CO  SD 

56  tt    FOX,  RALPH  V.,  CAPTAIN,  PD 

174  FULMER,  LELAND  TIMOTHY,  JR,  LT,  PD 

i05"  #  Sn^dI^ER  5&/&.F  DEP,  KENOSHA  CO  SD 
181    STEIN,  DOUGLAS  KURT,  LT,  PD 
163   VENA,  LOUIS  ANTHONY,  CPT,  KENOSHA  CO  SD 
115   YOUNG,  ROBERT  C. ,  CPT,  PD 
110  tt   ZEIHEN,  ROGER  C,  CPT,  KENOSHA  CO  SD 
LA  CROSSE  _  „_ 

190   BROHMER,  MICHAEL  DEAN,  LT,  PD 
114  It   MARCO,  BRUCE  M. ,  COP 

175  MARCOU,  DANIEL  JAMES,  LT,  PD 
179    TRUSCOTT,  ANDREW  LEE,  LT,  PD 

I ADY^MTTH 

175   MEYER,  DEAN  CURTIS,  SHF  OF  RUSK  CO, 
LAKE  GENEVA 

87  #  CLAPPER,  ROBERT  A.,  COP 
LITTLE  CHUTE 


BURKE,  DAVID  C. ,  COP 
IHRKE,  MAX  LEAR,  USHF,  ST  CROIX  CO  SD 
MORRISSETTE,  RANDOLPH  LEE,  SGT,  PD 
TRENDE,  RICHARD  HILLIAM,  DET  SGT,  PD 


HISCONSIN  -  WISCONSIN 


198  KOHL,  HARK  A,  ASST  CHF ,  FOX  VALLEY  HETRO  PD 
MADISON 

96  *  ANDERS,  IVAN  G,  CPT,  HI  SPTL 

101  tt   BANTA,  WILLIAM  J,  CHF  DEP,  USMS 

67  tt   BJORKLUND,  HOWARD  G. ,  ADMIN,  WI  DEPT  OF  JUS 
109  tt   BRIGGS,  JOHN  F.,  SGT,  WI  SPTL 

158   CHRISTENSEN,  RALPH  EDWARD,  BU  DIR,  DEPT  OF  NATURAL  RESO 
182   DANIEL,  JOHN  THOMAS,  DEP  CHF,  WI  DEPT  NAT  RESOURCES 
154  tt   DREIFKE,  ROBERT  JOHN,  LT,  DANE  CO  SD 
174   EGGUM,  GREGORY  JOHN,  SA,  WI  DCI 
130  tt   ENGELBART,  HAROLD  SIEGFRIED,  SA,  WI  DOJ 
189   FLAD,  CHARLES  PATRICK,  DET,  UNIV  WI-MADISON  POL  &  SEC 
103  tt   FREDRICK,  WILLIAM  C,  SGT,  WSPTL 
134   GILMORE,  STEVEN  JAY,  LT,  DANE  CO  SD 
116  tt   HALL,  PETER,  CHF  DEP,  USMS 
164   HAMBLIN,  GARY  HAROLD,  SHF  OF  DANE  CO 

74  HAMELE,  ROBERT  L.,  CHF,  ST  CAP  POL 

118  HANSON,  HERBERT  DUWAYNE,  LT,  UNIV  OF  WI  PD 
52  tt   HARRINGTON,  JOHN  H,  FIELD  REP,  WIS  DOJ 

102  tt   HARTWIG,  RICHARD  A.,  CPT,  UNIV  OF  WI  SEC  DEPT 

107  HENDRICKSON,  GARY  L.,  LT,  DANE  CO  SD 

65  tt   HETTRICK,  HAROLD  D,  ASST  DIR,  BU  OF  LAW  ENF 
124   HUGHES,  DANIEL  GEORGE,  SA,  WI  DOJ,  DIV  OF  CRIM  INVSTG 

96  tt   JOSEPHSON,  RICHARD  J.,  CPT,  DANE  CO  SD 
84  #  KENNELLY,  DONALD  J.,  CPT,  WI  SPTL 

119  KILLIAN,  JOHN  WILLIAM,  DIR,  DIV  OF  LAW  ENF  SERV 

184  KING,  ROXANN  LIND,  LT,  HI  SPTL 

199  KLYVE,  CRAIG  STANLEY,  DIR,  HI  DOJ 

185  LOHERY,  ROBBIE  RAY,  DIR,  ORGANIZED  CRIME  &  GEN  INV 
166   MAENNER,  THOMAS  ARTHUR,  LT,  DANE  CO  SD 

103  tt   MEEKMA,  THEODORE,  ADMIN,  HI  SPTL 

95   MEYERS,  FRANK  A,  ADMIN  DIV  OF  CRIM  INVSTGN,  HI 

75  MICHALSKI,  EUGENE  BERNARD,  FLD  REP,  CRIME  INFO  BU,  WI  D 
94  tt   MOORE,  GARY  A.,  LT,  U.  OF  WISCONSIN  PD 

170   NICKEL,  DEAN  HARVEY,  SAC,  WI  DIV  OF  NARC  ENF 

150  tt   NINNEMAN,  RONALD  HAROLD,  ADMIN,  DIV  OF  NARC  ENF 

128  tt   OSWALD,  GARNER  ARTHUR,  SA  SUPR,  DIV  OF  CRIM  INVSTGN 
28  tt   PETERSON,  THOMAS  A.,  OFCR,  HI  DOJ 

100  tt   PIGORSCH,  LINDA  L,  SPEC  INVSTGR,  DANE  CO  DA  OFF 

100  tt   PIGORSCH,  ROBERT  L.,  SGT,  PD 

106  tt   RYAN,  GEORGE  R.,  SGT,  HI  SPTL 

138  tt   SAINSBURY,  PAUL  ROBERT,  SA,  HI  DEPT  OF  JUSTICE 

147  SCHREIBER,  PETER  CAMERON,  SGT,  HI  DIV  OF  SPTL 

109   SCHWARTZ,  CLARENCE  A.,  ASST  ADMIN,  WI  GAMING  COMM 
71  tt   SORENSON,  EARL  E.,  CAPTAIN,  DANE  COUNTY  SHERIFFS 

101  *  SPRATZ,  GARLAND,  SGT,  WI  SPTL 

121  tt   STEINGRAEBER,  THOMAS  JACK,  DIR,  WI  DIV  OF  CRIM  INVSTGN 
77  H   STERBA,  JOHN  J,  MAJ,  WI  SPTL 
113   TERLIKOWSKI,  RICHARD  J.,  SERGEANT,  WISCONSIN  STATE  PATR 
118  tt   TEWS,  RONALD  LEE,  CPT,  DEPT  OF  PROT  &  SEC,  UNIV 

93  tt   THOMAS,  EMIL  S.,  DEP  CHF,  PD 

56  tt   THOMAS,  HERMAN  J.,  INSPECTOR  OF  POLICE,  PD 
40  *  WALKER,  JOSEPH  S.,  FIELD  REP,  HI  DOJ 

148  HERNER,  ELLEN  JEANINE,  LT,  PD 
105  tt   HIETERSEN,  FRANK  D,  OFCR,  HI  DOJ 

MANITOHOC 

129  tt   BREY,  RICHARD  HARRY,  COP 

181   HERMANN,  ROBERT,  LT,  MANITOHOC  CO  SD 
195   KINGSBURY,  PERRY  DAVID,  SGT,  PD 
129   KUSCHE,  EUGENE  LEE,  CHF  DEP,  MANITOHOC  CO  SD 
157   NELLIS,  FRANCIS  GERALD,  DEP  CHF,  PD 
MARINETTE 

22  *  BANACH,  JOSEPH  J.,  PTLM,  PD 
184   KANIKULA,  JAMES  JOHN,  SHF  OF  MARINETTE  CO, 

94  KREI,  JAMES  C,  COP 
MARSHFIELD 

120  *  BURGESS,  HAROLD  STEPHEN,  COP 
113  tt   HARALSON,  DONALD  R.,  JR.,  COP 
191   LAESSIG,  RANDY  KEITH,  LT,  PD 

151  tt   SPENCER,  CLEMENT  H,  COP 
176   STROIK,  JOSEPH  CARL,  COP 

28  tt   HOHLFAHRT,  HALTER,  CHIEF  OF  POLICE 
MAUSTON 

108  BOND,  GERALD  H. ,  USHF,  JUNEAU  CO  SD 
MENASHA 

193   BONNEVILLE,  LAHRENCE  GERARD,  SGT,  PD 
67  tt   CLARK,  LESTER  D. ,  COP 

97  It   FRITZ,  ROBERT  P.,  INVSTGR,  PD 

104  It   GRIES,  DANIEL  A.,  CAPTAIN,  PD 
MENOMONEE  FALLS 

190   HANSEN,  TERRY  SCOTT,  CPT,  PD 

131  #  OLSON,  ROGER  LEE,  LT,  PD 

163   OTTOH,  DARICK  KEITH,  CPT,  PD 

172   PLEDL,  JOHN  JOSEPH,  LT,  PD 
MENOMONIE 

144   BEETY,  DENNIS  HILLIAM,  COP 

188   EVERTS,  GAIL  LYNN,  LT,  PD 

113  *  SPAGNOLETTI,  DARYL  L,  SHERIFF  OF  DUNN  CO 
MEQUON 

124   BARKER,  E.  DOYLE,  COP 

107  It   CALL,  PATRICK  L,  COP 

104  tl   PERLEHITZ,  ROGER  R.  ,  LIEUTENANT,  PD 
159  tt   TIETYEN,  TERRY  LEE,  LT,  PD 
MERRILL 
133  #  JOHNSON,  CHARLES  HENRY,  COP 

109  KRUEGER,  RONALD  W. ,  SHERIFF  OF  LINCOLN  COUNTY 
179   STROBEL,  NEIL  CASPER,  COP 

MILWAUKEE 
111   ARREOLA,  PHILIP,  COP 
159   AUGER,  THOMAS  CHARLES,  LT,  PD 


194 
106 

95 
142 
121 
197 
134 

24 
148 

41 
185 
164 

14 
179 


BARBER,  LESLIE  THOMAS,  CPT,  PD 
tt   BAUER,  EDHARD  M,  LT,  PD 
tt   BIALK,  ROBERT  J,  CPT,  MILHAUKEE  CO  SD 

BOINSKI,  THOMAS  JOHN,  LT,  UNIV  OF  WI /MILWAUKEE  PD 
tt   BOLLHOFFER,  RONALD  AUGUST,  DEP  INSPR,  MILWAUKEE  CO  SD 

CLARKE,  DAVID  ALEXANDER,  JR,  CPT,  PD 
tt   COLLINS,  PAUL  FRANCIS,  DIR,  UNIV  OF  WI  AT  MILWAUKEE 
tt   COWELS,  AARON  F.,  CPT,  PD 

COX,  RICHARD  CLINTON,  BU  DIR,  MILWAUKEE  CO  SO 
#  DAHL,  RAYMOND  ALCOT,  ASST  CHF,  PD 

DAVIDOSKI,  DEBRA  SUE,  LT,  PD 

DITSCHEIT,  THOMAS  ANTHONY,  SGT,  PD 


DOYLE,  FRANK  W. ,  LT,  PD 

DRAZKOHSKI,  DENNIS  LEE,  LT,  PD 
109  tt   DUPIES,  DONALD  F.,  SGT,  PD 
167    EDMAN,  SUSAN  MARIE,  LT,  PD 
70  tt   ENGBRING,  MILTON  A.,  CPT,  PD 

tt   ENGEBRETSON,  FLOYD  C,  DEP  INSPR,  PD 

FILIPOWICZ,  JOHN  KENNETH,  CPT,  MILWAUKEE  CO  SD 

FLORES,  VINCENT  RAYMOND,  CPT,  PD 
tt   FRANKLIN,  WALTER  E.,  DEP  INSPR,  PD 

FRANKOVIS,  GLENN  DAVID,  SGT,  PD 
tt    FUHR,  GEORGE  HENRY,  DEP  INSPR  OF  POL,  PD 

GALAVIZ,  RAMON,  DEP  INSPR,  PD 

GIELOW,  WILLIAM  EARL,  DEP  CHF,  PD 

GONZALES,  LUIS  J,  JR,  SGT,  PD 

GRAHAM,  ALFONSO  JEROME,  ASST  CHF,  PD 
tt   HAGOPIAN,  KENNETH  J.,  INSPR,  PD 

HEGERTY,  NANNETTE  HOLLY,  LT,  PD 

101  tt   HENTZ,  ALBERT  P.,  CPT,  PD 

176   JOHNSON,  MICHAEL,  BU  DIR,  MILWAUKEE  CO  SD 
111  tt   KALIVODA,  JOSEPH  A,  INSPR,  PD 
173   KANE,  DAVID  JOHN,  LT,  PD 

KARFONTA,  JOHN  JOSEPH,  LT,  PD 
KLUGIEWICZ,  GARY  THOMAS,  LT,  MILWAUKEE  CO  SD 
tt   KOPROWSKI,  DANIEL  J.,  CPT,  PD 
tt   KOSALOS,  GEORGE  J.,  INSPR,  MILWAUKEE  CO  SO 
tt   KRUSCHE,  HERBERT  L,  SA,  WI  DIV  OF  CRIMINAL  INVSTGN 
tt   LABECKI,  MARVIN  STANLEY,  SGT,  PD 
tt   LAINE,  DALE  ALAN,  SA,  DIV  OF  CRIM  INVSTGN 
113  #  LARSEN,  RICHARD  H,  DIR,  DIV  OF  NARC  ENF 
182   LAYBER,  DANIEL  LYMAN,  SAC,  HI  DIV  OF  NARCOTICS  ENF 
LUCAS,  EARNELL  RUFUS,  LT,  PD 
MARSH,  JONATHON  HAYNE,  SAC,  US  FOREST  SERV 
MEULER,  KENNETH  JAMES,  LT,  PD 
OLIVA,  RICHARD,  LT,  PD 

PARAS,  GEORGE  ANTHONY,  LT,  MILHAUKEE  CO  SD 
PEREZ,  OSCAR  ORLANDO,  CPT,  PD 
PERLEHITZ,  THOMAS  A,  CPT,  PD 
tt   PETERSEN,  ALVIN  H,  CPT,  MILHAUKEE  CO  SD 
tt   POSHEPNY,  JOSEPH  CHARLES,  DEPUTY  INSPECTOR,  PD 
RAY,  MONICA  ELIZABETH,  DEP  CHF,  PD 

102  #  RICHARDSON,  DANIEL  G,  LT,  MILHAUKEE  CO  SD 
107  tt   RIECK,  DONALD  E.,  CPT,  PD 

198   ROBERSON,  ERIC  ELGIN,  SGT,  MILHAUKEE  CO  SD 

140  tt   RODGERS,  DARREL,  CPT,  PD 

175   RUZINSKI,  ANNA  MARIA,  SGT,  PD 

SCHUNK,  DALE  THOMAS,  DEP  INSPR,  PD 
#  SIMONSON,  CLAIRE  E.,  SERGEANT,  MILHAUKEE  COUNTY  SO 

SMITH,  JOHNNIE  LEE,  CPT,  PD 
tt   SROKA,  RICHARD  ANTHONY,  LT,  UNIV  OF  HI/MILHAUKEE  PD 

STUHMER,  PAUL  EVAN,  LT,  PD 
tt   TAUBEL,  RODNEY  J,  CHF  DEP,  USMS 
tt   THELEN,  THOMAS  G,  CPT,  PD 

TJAALAND,  AUGUST  JOHN,  CPT,  PD 
VAN  ROO,  MICHAEL  LEE,  LT,  MILHAUKEE  CO  SD 
VENUS,  VICTOR  ERNST,  LT,  PD 
VITALE,  VINCENT  JAMES,  CPT,  PD 
HARICHAK,  MARK  NEAL,  LT,  MILHAUKEE  CO  SD 
tt   HARREN,  EDGAR  L,  JR,  US  MARSHAL,  USMS 
HEBER,  SHERRY  ANN,  CPT,  MILHAUKEE  CO  SD 
HERRA,  DONALD  EDWARD,  CPT,  PD 
142  #  HIESMUELLER,  JERRY  EDHARD,  DET  LT,  PD 
95  tt   HILL,  RUDOLPH  R.  ,  DEP  INSPR,  PD 
136  tt   HINSLOH,  THOMAS  FRANK,  CHF,  HI  STATE  FAIR  PARK  PD 
HOGER,  HILLIAM  J,  LT,  MILHAUKEE  CO  SD 


79 
163 
182 

94 
155 

48 
166 
141 
189 
147 

93 
155 


175 
167 
98 
61 
100 
163 
126 


191 
139 
169 
187 
160 
199 
103 
98 
33 
178 


152 
49 
158 
126 
195 
108 
101 
144 
190 
161 
183 
183 
115 
199 
150 


HELCH,  PAUL  EDWARD,  COP 

BUSCH,  RICHARD  L.,  COP 
KOSEK,  JAMES  JOSEPH,  LT,  PD 
SAMELSTAD,  MARK  WALTER,  DET  SGT,  PD 


115  It 
MONONA 

130 

MONROE 

99 

151 

180 
MUSKEGO 

156   DALEY,  JOHN  JOSEPH,  CPT,  PD 

197  GEISZLER,  PAUL  PHILLOP,  LT,  PD 
135   GIFFORD,  FLOYD  RONALD,  LT,  PD 
113   JOHNSON,  JOHN  R,  COP 

96  *  SCHOLZ,  RICHARD  F,  COP 
NECEDAH 

195   MOOTZ,  FRANK  JOHN,  COP 
NEENAH 

108  #  PARROTT,  LESLIE  L,  CPT,  PD 

146   POHLMAN,  DONALD  ORIN,  SGT,  PD 
NEILLSVILLE 

95   PATEY,  DAN  J.,  CHF  DEP,  CLARK  CO  SD 

121  tt   SUNDERMEYER,  LEONARD  HARLAN,  SHF  OF  CLARK  CO 
NEOPIT 

133   HILL,  GERALD  L,  SR,  CRIM  INVSTGR,  BIA 
NEW  BERLIN 

198  ALF,  RANDY  LEE,  LT,  PD 
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HISCONSIN  -  HISCONSIN 


130  I  BALDRIDGE,  CHARLES  JOSEPH,  SGT,  PD 

102  I  HANRAHAN,  MICHAEL  R.,  COP 

123  tt   JACOMET,  THOHAS  GERALD,  LT,  PD 

116   MENDYK,  ROBERT  P.,  SR.,  LIEUTENANT,  PD 

147  tt   NEUENS,  MICHAEL  L,  COP 

178   SCHROEDER,  CHARLES  DONALD,  CPT,  PD 
NEH  LONDON 

92   ALGIERS,  JACK  V.,  COP 
OAK  CREEK 

177   HILSON,  HILLIAM  HHITSETT,  JR,  CPT,  PD 
OCONOHOHOC 

160   DODD,  MICHAEL  H,  DET,  PD 

154  MARTIN,  HUGH  JOHN,  COP 

128  tt   SCHACHT,  LEONARD  LORRAIN,  COP 
ONALASKA 

101  I  DLOUHY,  JOHN  C. ,  COP 

185   HILLIAMS,  RANDY  ALLAN,  COP, 
ONEIDA 

170   DANFORTH,  JAMES  LAWRENCE,  CHF,  PD 
OSHKOSH 

119  tt   8L0ECHL,  DONALD  DUANE,  ASST  CHF,  PD 

155  BROOKS,  MICHAEL  EDHARD,  DET  LT,  HINNEBAGO  CO  SD 

123  n   BURTON,  LEE  ALAN,  SHF  OF  HINNEBAGO  CO 

170  ERICKSON,  DAVID  HAYNE,  CPT,  PD 

171  GOGGINS,  JAMES  LEO,  CHF  DEP,  HINNEBAGO  CO  SD 
82  tt   GONYO,  HILLIAM  J,  COP 

119   GRAVES,  HAROLD  EDHARD,  CPT,  PD 
94   THOME,  JAMES  F,  COP 
PEHAUKEE 

144   BAUMANN,  EDHARD  MICHAEL,  COP 
PLATTEVILLE 

124  ENFELT,  JAMES  LEE,  COP 
PORT  HASHINGTON 

KELLER,  MICHAEL  HENRY,  CPT,  PD 

KNOHLES,  JAMES  MICHAEL,  CHF  DEP,  PD 

LAABS,  VERNON  C. ,  COP 

LAUBENSTEIN,  DON  COBERT,  SGT,  PD 

PEREZ,  FERNANDO  RODRIGUEZ,  SHF  OF  OZAUKEE  CO 

RUDOLPH,  EDHARD  A.,  JR.,  COP 


193 
138 

58  tt 
161 
124  tt 
101 
RACINE 
180 
103  tt 

98  tt 


BAKER,  ALAN  DONALD, 
BRINKMANN,  RONALD  D. 


CHRISTENSEN,  GEORGE  T,  COP 


ASST  CHF,  PD 

DIR  OF  DEPT  OF  SFTY,  UNIV  OF  H 


113  tt   CONHAY,  TERRENCE  R. 

171 

110 

153 

91 
109 
135 
165 

59 


LT,  PD 
COSTABILE,  JOHN  A,  INSPR,  PD 
DYESS,  JOHN,  JR,  INSPR,  PD 
ERNST,  JOHN  HOHARD,  ASST  CHF,  PD 
HAGMAN,  LAHRENCE  C,  INSPR  OF  POL 
HANSEN,  KARL  A,  CHF  OF  OPERATIONS,  PD 
HECK,  GARY  MICHAEL,  CPT,  RACINE  CO  SD 
IVANOSKI,  JAMES  PAUL,  LT,  RACINE  CO  SD 
KOETTING,  THOMAS  J.,  INSPECTOR,  PD 
127   LITHIN,  JAMES  STEVEN,  CHF  DEP,  RACINE  CO  SD 
136   POLZIN,  RICHARD  VERNON,  COP 
186   SCHERFF,  JAMES  EDHARD,  LT,  RACINE  CO  SD 

49  tt   SECANKY,  JOHN  STEVE,  INSPECTOR  OF  POLICE,  PD 
151   ULTSCH,  THOMAS  ROBERT,  LT,  RACINE  CO  SD 
120  #  VOSS,  HILLIAM  ROBERT,  LT,  RACINE  PD 
RHINELANDER 
105   JOSLIN,  DOUGLAS  N.,  CAPTAIN,  PD 
PARMETER,  GLENN  LEROY,  CPT,  PD 
PURDY,  JAMES  F.,  CPT,  ONEIDA  CO  SD 
SCHAEPE,  GLENN  STEPHEN,  DET  SGT,  ONEIDA  CO  SD 
ZASTROH,  RAYMOND  E.,  CPT,  ONEIDA  CO  SD 


196 
116 
179 
100 
RIPON 
116 
91 


JOHN  LAVERNE,  SGT, 
ROGER  DEAN,  COP 


DOERS,  DARRELL  G,  CPT,  PD 
JURSS,  MELVIN  0.,  CHIEF  OF  POLICE 
RIVER  FALLS 
133   DINKEL,  JOHN  LAVERNE,  SGT,  PD 
180   LEQUE, 
SHAHANO 

131   ROSENBERG,  MAYNARD  CHARLES,  SGT,  PD 
104  t   THAVES,  DONALD  L.,  COP 
SHEBOYGAN 

102  ACKLEY,  MICHAEL  J.,  LT,  PD 
120   DOTTAI,  RALPH  ALLEN,  COP 
198   EIRICH,  TIMOTHY  LEE,  LT,  PD 

58  tt   FRANK,  OAKLEY  0.,  CHIEF  OF  POLICE 
116   HARMELINK,  LARRY  J.,  LT,  SHEBOYGAN  CO  SD 
46  *  HEIMKE,  STEEN  H. ,  COP 

133  HOFFMANN,  JAMES  EDMUND,  DET  LT,  SHEBOYGAN  CO  SD 
158   HOFFMANN,  JON  VAL,  INSPR,  SHEBOYGAN  CO  SD 

81  It   KEITEL,  VICTOR  0.,  COP 
88  tt   KRAUSE,  LA  VERN,  LT,  PD 
118   MARCHESKE,  RALPH  ADOLPH,  DEP  CHF,  PD 
64  tt   MIKOLIC,  RONALD  C,  CPT,  SHEBOYGAN  CO  SD 

92  PAULSON,  EUGENE  L.,  INSPECTOR,  SHEBOYGAN  CO  SD 
135  It   RADTKE,  JAMES  DENNIS,  DEP  CHF,  PD 

179   SHERVEN,  ALLEN  JOHN,  CPT,  PD 

103  f  THURMAN,  ROBERT  R,  CPT,  SHEBOYGAN  CO  SD 
186   HANEK,  ALLEN  DOUGLAS,  CPT,  PD 

76  D   ZINDAR,  JOHN  H.  ,  INSPECTOR,  PD 
SHOREHOOD 

134  tt   COLE,  HARRY  PHILLIP,  DET  SGT,  PD 

93  tt  GROSS,  MICHAEL,  LIEUTENANT,  PD 
171  MEEHAN,  MICHAEL  DANIEL,  LT,  PD 
195   SURDYK,  ROBERT,  COP 

SOUTH  HILHAUKEE 

164   MCCARDLE,  PATRICK  DENNIS,  CPT,  PD 
SPARTA 


116  tt   HARRIS,  RAY  G.  ,  SHF  OF  MONROE  CO 
SPOONER 

122  tt    FANKHAUSER,  RICHARD  CHARLES,  CPT,  HI  SPOL 
STEVENS  POINT 

120  tt   THRUN,  PETER  HARRY,  JR.,  SHF  OF  PORTAGE  CO 
STURGEON  BAY 

25  *  CHURCHES,  MERRITT  E.,  TRAFFIC  OFCR,  DOOR  CO  HPTL 
187   GRONDIN,  JAMES  STANLEY,  SGT,  DOOR  CO  SD 
97   GULLEY,  CHARLES  R.,  CHF  DEP,  DOOR  CO  SD 
141   KLEIN,  LEROY  DALE,  DEP,  DOOR  CO  SD 
140   MCINTOSH,  DENNIS  DAVID,  CPT,  PD 
149   PORTER,  ARLEIGH  RAY,  JR,  CPT,  PD 
SUN  PRAIRIE 
105  tt   BOEHLERT,  RAYMOND  C,  COP 
173   HILL,  PETER  ANTHONY,  JR,  SGT,  HI  SPTL 
173   SLEETER,  FRANK  GERALD,  COP 
SUPERIOR 

35  tt   BARNARD,  CHARLES  MATHEH,  COP 
112   GUENARD,  GREGORY  V.,  USHF,  DOUGLAS  CO  SD 
99   LINDBERG,  RICHARD  A.,  SHF  OF  DOUGLAS  CO 
99   MERONEK,  THOMAS  L.,  CAPTAIN,  PD 

194  NYKANEN,  MICHAEL  DOUGLAS,  INSP-INSTR,  MP 

168  OSELL,  DOUGLAS  CARL,  CPT,  PD 

10  tt   OSTROM,  PETER  G.  ,  LIEUTENANT,  PD 
172   PUKEMA,  RICHARD  DAVID,  CPT,  PD 
114   REHL,  MICHAEL  R. ,  SOUADMAN,  PD 
THIENSVILLE 

132  tt   TUSHAUS,  KENNETH  ARTHUR,  COP 
TOMAH 

99  tt   SCHOOL,  ARTHUR  H,  LT,  HI  SPTL 
TOMAHAHK 

93   DUPLAYEE,  JOHN  H. ,  COP 
THIN  LAKES 

107  GRAM,  RAYMOND  H. ,  CHIEF  OF  POLICE 
TWO  RIVERS 

178   HARTMAN,  DAVID  JOHN,  ASST  CHF,  PD 

131  tt   JASMER,  JOSEPH  PETER,  CPT,  PD 
143   LIEN,  MICHAEL  JEFFREY,  COP 

VIROQUA 

132  LARSON,  DONALD  ROBERT,  COP 
WASHBURN 

102  *  MCALLISTER,  THOMAS  L,  LT,  BAYFIELD  CO  SO 
HATERTOHN 

122  tt   KUBE,  ROBERT  LEE,  LT,  PD 

153   MCGEE,  CHARLES  SHIREMAN,  I,  COP 
196   MEDDAUGH,  MARK  EDHARD,  SGT,  PD 
157   ROETS,  TIMOTHY  JOHN,  DEP  CHF,  PD 
138  tt   SCHUMANN,  LAVERN  EDHARD,  LT,  PD 
38  tt   VOIGT,  THEODORE  C.  ,  CHIEF  OF  POLICE,  PD 
HAUKESHA 

86  tt   CHASE,  JAMES  M.  ,  LT,  HAUKESHA  CO  SD 

195  DONOVAN,  KENNETH  JAMES,  LT,  HAUKESHA  CO  SD 
146   DUSSAULT,  HAYNE  EDHARD,  INSPR,  PD 

193   FULHILER,  JEFFREY  JOHN,  SGT,  PD 

166   HANSEN,  PATRICIA  MICHELE,  LT,  HI  SPTL 

140   IRELAND,  ROBERT  JOHN,  CPT,  HAUKESHA  CO  SO 

155   KNUDTEN,  JAN  GARRET,  CPT,  PD 

161   LENTZ,  THOMAS  HARVEY,  CPT,  HAUKESHA  CO  SO 

185   MARTORANO,  TERRY  JAMES,  CPT,  HAUKESHA  CO  SD 

108  PALUSZCYK,  GARY  H.  ,  INSPR,  HAUKESHA  COUNTY  SO 

169  PIAGENTINI,  RICHARD  JOE,  CPT,  PD 
137  tt   SADER,  RICHARD  DEAN,  LT,  PD 

132   STIGLER,  THOMAS  HENRY,  COP 

123  *  TETTING,  THOMAS  ALAN,  LAH  ENF  INSTRUCTOR,  WAUKESHA  C 
176   HARREN,  CHARLES  ALLEN,  SGT,  HI  SPTL 

HAUPACA 

25  *  ZIEBELL,  IRVIN  J.,  PTLMN,  HAUPACA  CO  TRAFFIC  PATR 


HAUPUN 

187 
HAUSAU 

97 
133  tt 

40  tt 
168 

65  tt 

49  tt 
117 
177 

93 
102  tt 
162 

81 
114  It 
184 


HINSCHER,  THOMAS  RICHARD,  COP 

BEAN,  HAROLD  L.,  DET,  MARATHON  CO  SD 

CLEMMENT,  DAVID  NORMAN,  DET,  MARATHON  CO  SD 

COLEMAN,  JACK,  DET,  PD 

FRENETTE,  JEFFREY  JOSEPH,  CPT,  HI  SPTL 

GAJEHSKI,  SYLVESTER  M. ,  COP 

GEHRKE,  CLARENCE  E.,  CAPTAIN,  PD 

JOHNSON,  PHILIP  R.,  DET,  MARATHON  CO  SD 

KUJAHA,  TOMAS  JOHN,  CPT,  MARATHON  CO  SD 

LEHITZKE,  HILLIAM  A,  INSPR,  PD 

MASON,  ELHOOD  C. ,  DET,  MARATHON  CO  SD 

NOTBOHM,  DOUGLAS  RICHARD,  LT  DEP  DIST  COMM,  HI  SPTL 

PAGEL,  ROBERT  C. ,  INSPR,  PD 

CPT,  PD 

LT,  PD 


PETERSON,  GARY  G, 
SPATZ,  GARY  JOHN, 
HAUHATOSA 

52  tt   BASTING,  ALVIN  J.,  CPT,  PD 
189   LEONE,  DOMINIC,  LT,  PD 
85  tt   MOORE,  WILLIAM  G,  DET  LT,  PD 
154   HEBER,  BARRY  MARTIN,  COP 
WEST  ALLIS 
154   BUTORAC,  JOHN  CHARLES,  COP 

DIETRICH,  GREGORY  STEPHEN,  CPT,  PD 
DUNBAR,  AUSTIN,  DEP  CHF,  PD 
PUSCHNIG,  DEAN,  LT,  PD 
YOCKEY,  DONALD  ERVIN,  LT,  PD 
WEST  BEND 

93  tt   HETEBRUEG,  PAUL  L,  CPT,  PD 

JOERS,  MARIE  ANNE,  DET,  WASHINGTON  CO  SD 
tt   JOHNSON,  KENNETH  LEE,  LT,  PD 


196 
160 
180 
167 


191 
139 


122  tt   LENTZ,  PHILIP  JEROME,  SGT,  PD 
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WISCONSIN  -  PUERTO  RICO 


176  NETKO,  TOBY  R,  CPT,  PD 

111  SKIDMORE,  JAMES  H. ,  COP 
103  It   THELEN,  IVAN  S,  CPT,  PD 

165  UELMEN,  LLOYD  RAYMOND,  CPT,  PD 
HEST  DE  PERE 

70  tt   AERTS,  R  JAMES,  SEC  DIR,  ST  NORBERT  COLLEGE 
HEST  MILWAUKEE 

69  K   EMANUELSON,  HILLIAM  E.,  LT,  PD 
164   OLDENBURG,  EUGENE  ROBERT,  COP 

97  tt   PLANT,  RICHARD  J.,  LT,  PD 
HHITEFISH  BAY 

116  tt   FELZER,  RICHARD  M. ,  INSPECTOR,  PD 
103  tt   SCHOEPKE,  ALTON  F.,  LT,  PD 

HHITEHATER 

189  GODER,  JANIS  KAY,  CHF,  UNIV  OF  HI/HHITEWATER  PD 
119  tt   GRANT,  JERRY  ALLEN,  SGT,  PD 

143  GUEQUIERRE,  THOMAS  ROBERT,  LT,  PD 

177  KEMPINSKI,  JAMES,  SGT,  PD 

98  tt   LYON,  BRUCE  R.,  COP 

62  tt   SIMON,  DONALD  RAY,  COP 
WISCONSIN  DELLS 

184   ANDERSON,  BRET  BRADLEY,  ASST  CHF,  PD 

108  tt   FISHER,  ELMER  E,  COP 
WISCONSIN  RAPIDS 

121   BODETTE,  ROBERT  WILLIAM,  SHF  OF  MOOD  CO 
26  tt   EXNER,  RUDOLPH  J.,  COP 

107   GARDNER,  JERE  D. ,  DETECTIVE,  PD 

145   IRONSIDE,  RICHARD  DEAN,  OFCR,  PD 

128   KRECKLER,  EDWARD  JOSEPH,  INSPR,  PD 

149  LAUDE,  DAVID  LYMAN,  INVSTGR,  SD 
89  tt   SPENCER,  ALLEN  L.,  COP 

150  tt   ZIEGERT,  ROBERT  ANTHONY,  COP 
ZION 

105  DETIENNE,  LLOYD,  JR,  COP 

WYOMING 
CASPER 
131  tt   ARNOLD,  JAMES  GARVIN,  LT,  WY  HPTL 

95  tt   CLARK,  RAYMOND  V.,  USHF,  NATRONA  CO  SO 
97  tt   CLAXTON,  WILLIAM  E.,  JR,  MASTER  LT,  PD 

139  CROFTS,  CHRISTOPHER  ARTHUR,  ASST  US  ATTY,  US  ATTORNEY'S 

186  DAUBIN,  MAURICE  MOORE,  LT,  PD 

91  tt  ESTES,  WILLIAM  A.,  JR,  SHF  OF  NATRONA  CO 

127  FIELDS,  RICHARD  MARK,  CMDR,  PD 

91  tt  HEDSTROM,  RALPH  L,  SGT,  PD, 

174  LAING,  WAYNE  LESTER,  DEP,  NATRONA  CO  SO 

106  *  LEWIS,  JOHN,  DEP  SHF,  NATRONA  CO  SO 
148  ROGERS,  RANARD  RICK,  SGT,  PD 

69  *  ROMER,  WILLIAM  S.,  SHERIFF,  NATRONA  COUNTY 
173   SANDFORT,  MICHAEL  FELIX,  SGT,  NATRONA  CO  SD 
CHEYENNE 

181  BASHFORD,  LINDON  LYLE,  INVSTGR,  WY  GAME  AND  FISH  DEPT 
58   BLACK,  JAMES  S.,  DEP  DIR,  WY  ST  DIV  OF  CRIM  IDE 

159  *  BOTTOMS,  RODNEY  VAN,  CPT,  LARAMIE  CO  SD 
188   BRANIGAN,  PATRICK  JOSEPH,  LT,  LARAMIE  CO  SD 
84  tt   BYRD,  JAMES  W,  COP 
194   BYRNE,  PATRICK  TIMOTHY,  LT,  PD 

96  *  COOPER,  JAMES  K.,  ASST  CHF  SA,  WY  ATTY  GEN  OFC 

166  COX,  JOHN  FREDERICK,  COL,  WY  HPTL 

112  tt   CROZIER,  LEONARD  L,  SGT,  PD 

123   GARMON,  ECIL  WILBURN,  JR,  DEP  DIR,  DIV  OF  CRIM  INVSTGN 
183   KORBER,  ROBERT  PETER,  LT,  PD 
96  tt   LINDLEY,  ALLAN  D. ,  CHF,  USMS 

150  LONG,  WILLIAM  JOSEPH,  JR,  CPT,  LARAMIE  CO  SD 

176  LUNA,  MARTIN  ALAN,  LT,  PD 

83   MALOVICH,  ANTHONY  T,  CORREC  ADMIN,  BD  OF  CHARITIES 

117  MARSDEN,  GARY  LEE,  MAJ,  WY  HPTL 

175  MILLER,  STEPHEN  JOSEPH,  DEP  DIR,  WY  DIV  OF  CRIM  INV 

144  tt   PACK,  ROY  EDWARD,  COP 

130   PAGEL,  THOMAS  JOHN,  DIR,  WY  DIV  OF  CRIM  INVSTGN 

118  PARKS,  BRYAN  DEAN,  INVSTGR,  DIV  OF  CRIM  INVSTGN 
125  tt   PATTERSON,  DONALD  IVAN,  CPT,  PD 

171  PENN,  WILLIAM  PHILLIP,  LT,  LARAMIE  CO  SD 

119  PIERSON,  DONALD  BERTIS,  EXEC  DIR,  PEACE  OFFICERS  STDS 
137  POLLARD,  RUSSELL  EDWIN,  ENF  SPECIALIST,  WY  GAME  AND  FI 
164  POWELL,  JOHN  ROBERTS,  COP 

177  POWELL,  SAMUEL  DALE,  LT,  WY  HPTL 

100  ROOKSTOOL,  BYRON,  COUNTY  COMM,  CHEYENNE 
133  tt   SEALS,  PATRICK  WILLIAM,  CPT,  WY  DCI 

60   SMITH,  FRANKLIN  JAMES,  ASST  CO  ATTY,  LARAMIE  CO  SO 
161   SNELL,  JOHN  MANNING,  JR,  SUPV,  WY  DIV  OF  CRIM  INVSTGN 
115  tt   SPENCER,  ROBERT  D,  LT,  PD 

93  tt   STRATTON,  RAYMOND  W,  CPT,  PD 

182  STUART,  DANIEL  E,  SUPV,  WY  DIV  OF  CRIM  INVSTGN 

190  ZIVKOVICH,  DANIEL  ROBERT,  LT,  WY  SHP 
CODY 

167  KELSEY,  DANIEL  FREDERICK,  COP 
197   LONGO,  MARK  ROBERT,  DET  SGT,  PD 
135  tt   WYATT,  FREDERICK  RUSSELL,  COP 

DOUGLAS 
154   HOOD,  TIMOTHY  THOMAS,  STAFF  SUPV,  WY  LAW  ENF  ACDMY 
102   JOHNSON,  ERNEST  L.,  DIR,  WY  LAW  ENF  ACDMY 

151  MAJERUS,  LAWRENCE  WILLIAM,  COP 

183  MOSIER,  JUDITH  ANN,  TRNG  SUPVR,  WY  LAW  ENF  ACADEMY 

101  *  THOMASON,  MORRIS  L.,  SHERIFF  OF  CONVERSE  COUNTY 
EVANSTON 

157   BRIGHT,  FORREST  CHARLES,  SHF  OF  UINTA  CO 

191  KING,  DAVID  OWEN,  SGT,  UINTA  CO  SO 
114  tt   MCCOY,  JOHNNY  D,  SGT,  WY  HPTL 

FT.  WASHAKIE 


112  tt   FERRIS,  RICHARD  D.  ,  SR.,  CRIM  INVSTGR,  BIA 
GILLETTE 
134   BENNICK,  GREGORY  ALAN,  CPT,  CAMPBELL  CO  SD 
87  tt   HLADKY,  DELANO  B,  SHERIFF  OF  CAMPBELL  CO 
123  *  MOONEY,  DANNY  MICHAEL,  USHF,  CAMPBELL  CO  SD 
165   OEDEKOVEN,  BYRON  FRANK,  SHF  OF  CAMPBELL  CO 

160  PAUL,  RICHARD  LEE,  COP 

196   PEACOCK,  NOLAND  RICHARD,  LT,  PD 

169  STUGART,  RONALD  NEIL,  CPT,  CAMPBELL  CO  SD 
153   WARNE,  RODNEY  WAYNE,  LT,  CAMPBELL  CO  SD 

GREEN  RIVER 

109  BAILIFF,  GARY  M,  SHF  OF  SWEETWATER  COUNTY 

128  KINNIBURGH,  MICHAEL  JOHN,  SGT,  PD 
98  tt   MIZEL,  ROBERT  W,  COP 

187   MIZEL,  ROBERT  WILLIAM,  JR,  CMDR,  SWEETWATER  CO  SO 
172   SHEPPARD,  MARY  LOUISE,  DIV  CMDR,  SWEETWATER  CO  SO 
JACKSON 
136   BART,  TERRY  MARVIN,  DEP,  TETON  CO  SO 

123  CAMERON,  DAVID  GLENN,  COP 

155  FERRIN,  EUGENE  BERRETT,  DEP,  TETON  CO  SD 
121  tt   HAYS,  RICHARD  WILLIAM,  COP 

105  LAKER,  LOYD  F. ,  SGT,  PD 

180  MOSS,  LINDSEY  K,  SGT,  TETON  CO  SD 

94  *  ROGERS,  STEVEN  W,  SHERIFF  OF  TETON  COUNTY 
KEMHERER 

136   VANATTA,  WALTER  KEITH,  COP 
LANDER 

152  *  COPPOCK,  JOHN  S,  USHF,  FREMONT  CO  SO 

191   KING,  DAVID  JOHN,  SHF  OF  FREMONT  CO 
LARAMIE 

143  tt   AIMS,  CLIFFORD  ARNOLD,  LT,  PD 

156  BENNETT,  CHARLES  GLEN,  SHF  OF  ALBANY  CO 
48  *  BUTLER,  BEN  K. ,  PTLM,  WY  HPTL 

179   FANNING,  JOHN  RICHARD,  USHF,  ALBANY  CO  SD 

129  *  HERDERICH,  LORENZ  DAVID,  LT,  PD 
90  *  KERSTING,  TEDDY  J,  COP 

108   LEAZENBY,  JOHN  W. ,  CPT,  ALBANY  CO  SO 

124  tt   NAGEL,  HAROLD  DANE,  LT,  PD 

103  tt   PARKER,  GEORGE  J,  COP 

110  PULS,  GARY  L.,  SHF  OF  ALBANY  CO 

164  SEXTON,  KENNETH  MICHAEL,  CMDR,  PD 
195   STALDER,  DALE  ALAN,  CMDR,  PD 

4  *  TERRY,  EUGENE  L.,  DEPUTY  SHERIFF,  ALBANY  CO.  SO 
134   WARE,  WILLIAM  JAMES,  COP 
116  tt   WIEGAND,  EUGENE  R,  JR,  LT,  PD 
PINEDALE 

170  tt   CAIN,  JACK  NELSON,  SHF  OF  SUBLETTE  CO 
POWELL 

86   COOROUGH,  ROBERT  D. ,  USHF,  PARK  CO  SO 

189  FEATHERS,  TIMOTHY  LEE,  COP 

115  tt   KOPRIVA,  JAMES  J,  DEP  SHF,  PARK  CO  SO 
RAWLINS 

107  tt   DEHERRERA,  JUAN,  COP 

6  tt   MILLER,  W.  C,  WARDEN,  WY  STATE  PIMITENTIARY 

193   REED,  JAMES  MICHAEL,  CPT,  PD 

162   ROSE,  JAMES  ANTONY,  COP 
RIVERTON 

98  DAVID,  LARRY  L.,  SGT,  PD 
ROCK  SPRINGS 

198  CHAPMAN,  CHARLES  ARTHUR,  LT,  WY  HPTL 
149    ELLIS,  SPENCER  MADISON,  LT,  PD 

184   HELM,  JOHN  WAYNE,  SGT,  PD 
168   KOURBELAS,  NEIL  STEVEN,  SGT,  PD 
132   KUDAR,  RONALD  FREDERICK,  LT,  SWEETWATER  CO  SO, 
126   OVERY,  ROBERT  CLARENCE,  LT,  PD 
146    SMALL,  HOMER  ROSCOE,  LT,  WY  HPTL 
SHERIDAN 
110   ARBOGAST,  DOUGLAS  R.,  LT,  PD 

83   FRITH,  WILLIAM  B,  LT,  PD, 

92   JOHNSON,  HILLIAM  H.  ,  SHF  OF  SHERIDAN  CO 

99  it   KROUT,  ROGER  F,  COP 

52  *  WILSON,  RANDALL  L.,  UNDERSHERIFF,  SHERIDAN  COUNTY 
TORRINGTON 

199  CURTIS,  LAWRENCE  PAUL,  DET  SGT,  PD 

125  JANES,  BILLY  JOE,  COP 
WORLAND 

104  *  GENTZLER,  KEITH  A.,  SGT,  PD 

30  *  NICOLA,  JOHN  S. ,  SHERIFF  OF  WASHAKIE  COUNTY 
YELLOWSTONE  NAT'L  PARK 

94  tt   MIHAN,  ROBERT  J.,  SUPR  PARK  RGR,  NPS 

165  OZMENT,  ROBERT  PAT,  SUPV  CRIM  INVSTGR,  NPS 

PUERTO  RICO 
ARECIBO 

190  CRUZ  GONZALEZ,  ISMAEL  A,  LT,  POLICE  OF  PR 

167  VELAZQUEZ,  MIGUEL  A,  LT,  PR  PD 

186   VELEZ  MONTANO,  JOSE  ALBERTO,  LT,  POL  OF  PR 
BAYAMON 

168  MARRERO,  JOSE  ANTONIO,  SGT,  POL  OF  PR 
CABO  ROJO 

181  GARCIA  ALICEA,  VICTOR  M,  LT,  POL  OF  PR 

106  MALDONADO,  JULIO,  LT,  PD 
CABO  RUSO 

177   ROSADO,  ANGEL  EFREN  MERCADO,  LT,  POL  OF  PR 
CAGUAS 
181   ALAMO  NIEVES,  VICTOR  MANUEL,  SGT,  POL  OF  PR 

105  tt   RUIZ  DE  JESUS,  PEDRO  J,  CPT,  POL  OF  PR 
CAQUAS 

161  DIAZ-PAGAN,  GILBERTO,  AIII,  CRIM  INVSTGN  CORP 
CEIBA 
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PUERTO  RICO  -  ARGENTINA 

174    VELAZQUEZ,  HECTOR  SANABRIA,  LT,  POL  OF  PR 
GUAYNABO 

116   CRUZ-IRIZARRY,  ROBERTO,  COMR,  PD 
GURABO 
193   ALOEA,  RICARDO,  LT,  POL  OF  PR 
170   GONZALEZ,  GUALBERTO,  INVSTGR,  POLICE  OF  PR 
HATO  REY 
190   ALVARADO,  ANGEL  CARTAGENA,  JR,  SGT ,  POLICE  OF  PR 
108   DONATO  HORALES,  BRAULIO,  AGENT  II,  POL  OF  PR 
113  I  GARCIA  ORTIZ,  CARLOS,  CPT,  POL  OF  PR 
127   PASTRANA-RIVERA,  JOSE  MANUEL,  CPT,  POL  OF  PR 
163   ROSAS-LOPEZ,  JORGE  CANCIO,  LT  II,  POL  OF  PR 
HUHACAO 

110  tt   ROSADO  TORRES,  FRANCISCO,  AGENT  V,  POLICE  OF  PUERTO  RIC 
HARICAO 
158  *  HERNANDEZ  MIRO,  DOMINGO,  SGT,  POL  OF  PR 
172   LABOY  CASTILLO,  EMIDIO,  SGT,  PD 
HAY AGUE Z 

87  tt   CAMACHO  ROSAS,  LUIS  D,  CPT,  POL  OF  PR 
COLLADO-NEGRON,  HANUEL,  SGT,  POL  OF  PR 
GONZALEZ,  JUAN  B.,  SGT,  POL  OF  PR 
PAGAN,  JUAN  G,  LT,  POL  OF  PR 

RIVERA-RIVERA,  JULIO,  AGENT  II,  POL  OF  PUERTO  RICO 
RIVERA,  LUIS  ARTURO,  LT,  POL  OF  PB 
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117 
171 
136 
117 
PONCE 
160 
130 
166 
172 
175 
177 
162 
177 
125 
118 


PD 


JU 


APONTE,  PEDRO  ANTONIO,  SGT,  GUARIDA  HUNICIPAL  POL 
BURGOS,  JOSEPH  ANTHONY,  AGENT  INVSTGR  II,  POL  OF  PR 
CINTRON,  DAVID,  SA,  SPC  INVSTGNS  BU 
CRUZ  CANDELARIO,  OCTAVIO,  SGT,  POL  OF  PR 
LOPEZ  PABON,  JORGE  L,  LT,  POL  OF  PUERTO  RICO 
HERCADO,  HIRAM  ZAYAS,  2LT,  POL  OF  PR 
MONTALVO,  ANGEL  DELOS,  OFFL  EXAM,  MUN.  POLICE 
NEGRON,  PEDRO,  SGT,  POLICIA  OF  PR 

RODRIGUEZ  RIVERA,  CARLOS  OCT,  INVSTGR  II,  POL  OF  PR 
RUTTELL-MEDINA,  JORGE  JUAN,  LT,  POL  OF  PR 
SAN  JUAN 
122  tt   ACOSTARAMIREZ,  CARLOS  RENE,  CPT, 
ADORNO,  ADAN  RIVERA,  LT,  PD 

ALEJANDRO-CRUZ,  CELESTINO,  AGNT  III,  POL  OF  PR 
ALVARADO  RIVERA,  HECTOR  F,  SGT,  POL  OF  PR 
APONTE  MARRERO,  ALVIN  G,  SA,  SPC  INVSTGNS  BU 
AOUINO-COTTO,  IRIS  ESTHER,  SGT,  MUNICIPAL  POL  OF  PR 
AROCHO-PEREZ,  HECTOR  A,  LT,  POL  OF  PR 
BAEZ,  ERNESTO,  SGT,  POL  OF  PR 
BERRIOS  PABON,  LEANDRO  A,  CPT,  POL  OF  PR 
BURGOS,  JOSE  0,  CPT,  POL  OF  PR 
CALDERO-LOPEZ,  JOSE  LUIS,  ILT,  POL  OF  PR 
CARABALLO  VILLALONGO,  MIGUEL  A,  SGT,  POL  OF  PR 
CARLO-REYES,  JOSE  A,  CPT,  SAN  JUAN  MUNICIPAL  POL 
CARTAGENA  ORTIZ,  DESIDERIO,  COL,  SUPT,  POL  OF  PR 
CASTRO-HARRERO,  ARNALDO,  SGT,  POL  OF  PR 
CINTRON-SANTANA,  JUAN  RAMON,  ILT,  POL  OF  PR 
COLLAZO  TORRES,  JORGE  L,  FIRE  CHF,  POL  OF  PR 
COLON,  CARMELO,  CPL,  PD 

COLON,  EDGAR  A,  INVSTGTVE  AGENT,  PR  DEPT  OF 
CORREA,  FERNANDO  LUIS,  SGT,  POL  OF  PR 
CORTES  SALAS,  REINALDO,  LT,  POL  OF  PR 
CORTES-DAVILA,  EMANUEL,  SGT,  POL  OF  PR 
CRESPO-REYES,  SALVADOR,  SGT,  MUNICIPAL  PD 
CRUZ-GONZALEZ,  REYES  DAVID,  ILT,  POL  OF  PR 
DAVIDSON,  HILLIAM,  2LT,  POL  OF  PR 
DELEON,  HUMBERTO  GARCED,  ILT,  POL  OF  PR 
DIAZ  TORRES,  VICTOR,  SGT,  POL  OF  PR 
DIAZ-RIVERA,  RUBEN,  MAJ,  POL  OF  PR 
FERNANDEZ  BERMUDEZ,  VILMA  H,  SGT,  POL  OF  PR 
FIGUEROA  FIGUEROA,  ORLANDO,  SGT,  POL  OF  PUERTO  RICO 
FIGUEROA,  FRANCISCO,  CMDR,   POL  OF  PR 
FRANCO-MOLINA,  ANTONIO,  SA,  DEPT  OF  JUSTICE 
FUENTES-SOSA,  ALFREDO,  CPT,  POL  OF  PR 
GARCIA  HERNANDEZ,  TEOFILO,  CPT,  POL  OF  PR 
GARCIA-AVILES,  JESUS  M. ,  AGENT  III,  POL  OF  PR 
GARCIA-GRAULAU,  MANUEL  A,  AGENT  II,  POLICE  OF  PR 
GARCIA,  JESUS  MANUEL,  LT,  POL  OF  PR 
GOMEZ  RODRIQUEZ,  CARLOS  HILSON,  LT,  POL  OF  PR 
GONZALEZ  FERNANDEZ,  RAUL,  COL,  POL  OF  PR 
GONZALEZ  RAMOS,  RAMON  JAIME,  LT,  POL  OF  PR 
GONZALEZ,  FRANCISCO  T,  CPT,  POL  OF  PR 
GREGORY,  IVAN  E,  LT,  POL  OF  PR 
HERNANDEZ  RODRIGUEZ,  JOSE  E.,  CPT,  POL  OF  PR 
HERNANDEZ,  ERIC  MARRERO,  SA,  SPEC  INVSTGN  BU 
HERNANDEZ,  JORGE  L,  CPT,  POL  OF  PR 
HERNANDEZRODRIOUEZ,  ANIBAL,  SGT,  POL  OF  PR 
IRIZARRY  VELEZ,  RAFAEL,  MAJ,  POL  OF  PR 
JIMENEZ-ROSA,  OCTAVIO,  CPT,  POL  OF  PR 
JIMENEZ,  RAUL  ENRIQUE,  SA,  SPC  INVSTGN  BU 
JUSINOROSARIO,  ONOFRE,  SGT,  POL  OF  PR 
LANZO  NUNEZ,  JOSE  0,  SGT,  POL  OF  PR 
LARRACUENTE  PACHECO,  LAUREAN,  2LT,  POL  OF  PR 
LOPEZ  TORRES,  SAMUEL,  COL,  POL  OF  PR 
LOPEZ-VIERA,  LEONARDO,  SA,  SPC  INVSTGNS 
LUGO-HENDEZ,  ERNESTO,  LTC,  POL  OF  PR 
MALDONADO  TRINIDAD,  LUIS,  SUPT  OF  POL,  POLICE  OF  PR 
MANGUAL,  HECTOR  MANUEL,  SGT,  POL  OF  PR 
MARI,  FRANCISCO,  SGT,  POL  OF  PR 
MARRERO  COLON,  FERNANDO,  COL,  POL  OF  PR 
MARTINEZ,  PAGAN  JUAN,  LT,  SJ  MUNICIPAL  POLICE 
HATOS  COLON,  MIGUEL,  CAPTAIN,  POLICE  OF  PR 
MATOSGARCIA,  JOSE  RAMON,  LT,  POL  OF  PR 
MAURAS  POVENTUD,  MANUEL,  LTC,  POLICE  OF  PR 
MELENDEZ  SANTIAGO,  JOSE,  LTC,  POLICE  OF  PUERTO  RICO 


192 

94 
132 
158 
133 
144 
178 
183 

89 
154 
187 
156 

81 
118 
187 

76 
160 
160 
179 
188 
114 
139 
119 

93 
180 
182 
102 
176 
175 
142 
141 
111 
167 
108 
100 
185 
188 

79 
140 

93 
196 

64 
169 
184 
120 

61 

49 
133 
101 
183 
139 

79 
166 

37 

68 
195 
199 

76 
157 

45 
120 

64 

74 


BU 


153   MERCADO-CUEVAS,  ADALBERTO,  LTC,  POL  OF  PR 

87  tt   HERCADO,  ISMAEL,  CPT,  POL  OF  PR 
159   MONTANEZ-SERRANO,  HECTOR  L,  LT,  POL  OF  PR 

85   MORALES  ORTIZ,  JOSE  R,  MAJ,  POL  OF  PUERTO  RICO 
101   MORALES-ORTIZ,  HIGBERTO,  CAPTAIN,  POLICE  OF  PUERTO  RICO 
176   MORALES,  NICOMEDES,  SGT,  POL  OF  PR 
199   MUNIZ,  FRANCISCO,  CPT,  POL  OF  PR 

98   MURPHY,  LUIS  M. ,  LEGAL  ADV,  POLICE  OF  PR 

43  tt   NAZARIO,  JOSE  A.,  2LT,  POLICE  OF  PR 

114  NEGRON,  ANGEL  J,  COL,  POL  OF  PR 

134   OCASIO-CLASS,  EMILIO,  CPT,  POL  OF  PUERTO  RICO 
161   ORTIZ-MALDONADO,  ORLANDO,  LT,  POL  OF  PR 
95  #  OSORIO-ROSARIO,  MARCIAL,  2LT,  POLICE  OF  PR 
170   PAGAN  REYES,  LUIS  ALBERTO,  SA,  SPEC  INVSTGN  BU 

115  tt   PEREZ-COLLAZO,  QUIRPA,  COL,  POL  OF  PR 
153   QUINONES-ROSADO,  ERASMO,  CPT,  POL  OF  PR 

60  #  QUINONES,  GUARDIOLA,  EMILIO,  MAJOR,  POLICE  OF  PUERTO  RI 
141    RIVERA  DIAZ,  JOSE  L,  CPT,  POL  OF  PR 

#  RIVERA  HERNANDEZ,  JOSE  A.,  LTC,  POLICE  OF  PUERTO  RICO 
tt   RIVERA  RODRIGUEZ,  LUIS,  DIR,  OFFICE  OF  THE  CONTROLLER 

RIVERA  SANTIAGO,  JUAN  E.,  LTC,  POLICE  OF  PUERTO  RICO 
RIVERA-NAZARIO,  DAVID,  AGENT  I,  POL  OF  PR 
RIVERA,  PABLO  FELIPE,  LT,  POL  OF  PR 

*  RIVERIA,  MIGUEL  A,  ASST.  DIR.  POLICE  OF  PUERTO  RI 
tt   ROBLES  CRUZ,  MARIO,  SERGEANT,  POLICE  OF  PUERTO  RIC 

RODRIGUEZ  ACOSTA,  DAVID,  ILT,  POL  OF  PR 
RODRIGUEZ-COLON,  MANUEL  E,  LT,  POL  OF  PR 
RODRIGUEZ-MALDONADO,  JORGE  M,  LT,  MUNICIPAL  POL 
RODRIGUEZ-RIVERA,  ABIMAEL,  SA,  POL  OF  PR 
RODRIGUEZ-SAMBOLIN,  VICTOR  M,  SECOND  LIEUTENANT,  PD 
RODRIGUEZ,  DULCIDIO  ANTONIO,  SA,  SPECIAL  INVSTGN  BU 
RODRIGUEZ,  MELVIN,  SGT,  POL  OF  PR 
95  tt   RODRUGUEZ-CRUZADO,  HECTOR  L,  AGENT  II,  POLICE  OF  PUERTO 
164   ROSARIO  DELACRUZ,  RAMON  L,  CRIM  INVSTGR,  PD 
ROSARIO-REYES,  VICTOR  L,  LT,  POL  OF  PR 
RUIZ,  ALBERTO,  CPT,  POL  OF  PR 
SANTIAGO  ECHEVARRIA,  EDDIE,  LT,  POL  OF  PR 
SANTIAGO,  MIGUEL  ANGEL,  LT ,  POL  OF  PR 
SANTOS  VELEZ,  ANIBAL,  DIR,  TECHNICAL  SERV,  C.I.C 
SANTOS,  HECTOR  M,  SGT,  SAN  JUAN  MUNICIPAL  POL 
SEGARRARODRIGUEZ,  LUIS  ANTON,  FIRST  LT,  POL  OF  PUERTO  R 
SILVA-VAZQUEZ,  DAVID,  SGT,  SAN  JUAN  MUNICIPAL  POL 
TAPIA-SUAREZ,  ARMANDO,  AGENT  IV,  POLICE  OF  PUERTO  RIC 
TORRES  NEGRON,  LUIS  ANTONIO,  CPT,  POL  OF  PR 
TORRES  RODRIGUEZ,  NESTOR,  LTC,  POL  OF  PR 
TORRES  SANTIAGO,  LUIS  R.,  2LT,  POLICE  OF  PUERTO  RICO 
TORRES-COLON,  LUIS  E.,  CAPTAIN,  POLICE  OF  PUERTO  RICO 
TORRES-LOPEZ,  ANGEL  L,  AGENT  III,  POLICE  OF  PUERTO  RI 
TORRES,  ANTONIO,  LT,  POL  OF  PR 
URBINA  FLORES,  DIEGO  A,  INSPR,  SPC  BU  INVSTGN 
VALLE,  RAFAEL  A,  SA,  SPEC  INVSTGN  BU 

VARELA  NEGRON,  ERNESTO,  FIRST  LIEUTENANT,  POLICE  OF  PU 
VARGAS-LEBRON,  LUIS  ANTONIO,  II  LT,  PR  PD 
VAZQUEZ  RODRIGUEZ,  ANTONIO,  LIEUTENANT,  POLICE  OF  PUERT 
VAZQUEZ  SANCHEZ,  JOSE  A.,  FIRST  LIEUTENANT,  POLICE  OF  P 
VAZQUEZ-LOZANO,  SAMUEL,  CMDR,  POL  OF  PR 
VELEZ-FELICIANO,  LUIS,  SPEC  ASST,  POLICE  OF  PR 
VELEZ,  BORGES,  SA,  SPC  INVSTGNS  BU 

JOSE  RAMON,  ILT,  POL  OF  PR 
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148 

135 

151 
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142 

163 


143 

174 

149 

195 

168 

198 

122 
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102 

128 

83 

72 

65 

94 

171 

150 
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89 

126 

78 

55 
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JULIO,  AGENT  III,  COMMONWEALTH  TREASU 


146 

119   ZAPATA-RIVERA, 
SANTA  ISABEL 

189   MORALES  ORTIZ,  JOSE  I,  LT,  POL  OF  PR 
SANTURCE 

47  #  OLIVIERI  MUNOZ, 
SATO  REY 

163   SIBERIO  RAMOS,  SERGIO,  LT,  POL  OF  PR 
UTUADO 

189   RAMIREZ,  JAIME  E,  LT,  POL  OF  PR 
VEGA  ALTA 

191    FIGUEROA,  JEDAN  0,  COP 
VILLABA 

180   ROSADO,  EDHIN  R  MORALES,  LT,  POL  OF  PR 

GRADUATES  FROM  UNITED  STATES  TERRITORIAL 
POSSESSIONS  AND  FORIEGN  COUNTRIES 

ALGERIA 
Al  n  FRS 
168   LARINOUNA,  YAZID,  SUPT,  DIRECTION  GENERALE  DE  LA 

AMERICAN  SAMOA 
PAGO  PAGO 

71   GUSTIN,  ANTON  C. ,  POL  SPECLST,  GOV  OF  SAMOA 
97   HUNKIN,  MALUA  M,  PUB  SFTY  CMDR,  DPS 
114   JESSOP,  FONOTI  D,  PUB  SFTY  CMDR,  TERRITORIAL  POL 
161    SEIGAFO,  IOELU,  SA,  DPS 

ANTIGUA 
ct  JOHNS 

193  BROHNE,  EUSTACE  CALBERT,  ASST  SUPT,  ROYAL  POLICE 

187   GOMES,  EPHRAIM  LEOPOLD,  ASST  SUPT,  ROYAL  ANTIGUA  &  BAR 
157    ISAAC!  PHILLIP  NEHEMIAH,  SR,  SR  SGT,  ROYAL  ANTG  &  BARBU 

ARGENTINA 

B196   ARIZMENDI,  CARLOS  PABLO,  INSPR,  ARGENTINA  FED  POL 

194  BARRIOS,  SERGIO  FABIAN,  INSPR,  ARGETINE  FED  POL 

71  *  BIANCARDI,  RAUL  JORGE,  OFFICIAL  PRINCIPAL,  ARGE  FED  P 
170   BIANCHI,  ROBERTO  MARIO,  PRINCIPAL,  ARGENTINE  FEDERAL  P 

75  tt   BLANCO.  MARIO  JUAN,  COMISARIO,  ARGE  FED  POL 
177   CZUBAJ;  CLAUDIO  HALTER  DANIEL,  SUB  INSPR,  ARGENTINE  FED 
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ARGENTINA  -  BAHAMAS 


142  D  AMICO,  ROBERTO  HUGO,  INSPR,  ARGE  FED  POL 

199  GALARCE,  MARCELO  JULIO,  INSPR,  ARGENTINE  FED  POL 

142  GUZMAN,  CARLOS  ALBERTO,  SUBCOMR  ARGE  FED  POL 

191  LEDESMA,  DANIEL  CARLOS,  OFCR,  ARGENTINE  FEDERAL  POL 
188  LOTOCKI,  GUSTAVO  GABRIEL,  INSPR,  ARGENTINE  FEDERAL  POL 
154  MARINO,  CARLOS  ALBERTO,  INSPR,  ARGENTINE  FED  POL 

103  PARRA,  EDUARDO  J.,  INSPECTOR,  FEDERAL  POLICE  OF  A 

197  PERRI,  MALVINA  RAQUEL,  OFICIAL  AYUDANTE,  ARGENTINA  FE 

187  POTOCAR,  JOSE  PEDRO,  PRINCIPAL,  ARGENTINE  FED  POL 
77  REY,  EMILIO  R. ,  COMISARIO  MAYOR,  ARGE  FED  POL 

162  RODRIGUEZ,  RUBEN,  INSPR,  ARGENTINE  FEDERAL  POL 

159  SAGOL,  RICARDO  ALBERTO,  OFICIAL  PRINCIPAL,  POLICIA  FED 

190  SCHULMEISTER,  BEATRIZ  REGINA,  SUBINSPR,  ARGENTINE  FED  P 
144  TRIPOLI,  MARTIN  HORACIO,  INSPR,  ARGENTINE  FED  POL 

NEUQUEN 

178  PEREZ  CALVO,  JAVIER  GONZALO,  OFICIAL  PRINCIPAL,  NEUQUEN 

SANTA  FE 

185  MORAN,  ANICETO  RAUL,  COMM,  POL  DE  LA  PROVINCIA 

ARUBA 
ORANJESTAD 
177   JEANDOR,  KAREL  CORNELIS,  SUB  INSPR,  ARUBA  POL  FORCE 
166   MARTUS,  RICHARD  MINGUELLTO,  SUB-INSPR,  ARUBAN  POL  FORCE 
149   PETERSON,  ROLAND  WILBERT,  COMM  OF  POL  PUB  SFTY 
153   RASMIJN,  LUCAS  EVARISTO,  CHF  INSPR,  COMM  OF  POL  ARUBAN 

AUSTRALIA 
ADELAIDE 

192  DAVIDSON,  IAIN  RANDALL,  INSPR,  SOUTH  AUSTRALIAN  POL 
196   MCCAFFREY,  JOHN  ALAN,  INSPR,  SOUTH  AUSTRALIA  POL 
181   RANKINE,  ANTHONY  ROBERT,  INSPR,  SOUTH  AUSTRALIA  POL 

PERTH 

198  KERR,  CAROLINE  ANN,  SR  CONSTABLE,  HESTERN  AUSTRALI 
AUSTRALIAN  CAPITAL 

CANBERRA 
127   BROHN,  PAUL  JOSEPH,  SUPT,  AUSL  FED  POL 
98   BUNT,  ALEX  R,  CMDR,  AUSL  FED  POL 
96  It   HASHELL,  DAVID  H,  DET  INSPTR,  AUSL  FED  POL 
109   LAMB,  PETER  J,  DET  SUPT,  AUSL  FED  POL 
149   MILNER,  JOHN,  DET  SGT,  AUSTRALIAN  FED  POL 

N  TERRITORY 

DARWIN 
158   GREEN,  TREVOR  LESLIE,  INSPR,  NRTHRN  TERTRY  POL 
166   HARDMAN,  COLIN  JAMES,  SUPT,  NORTHERN  TERRITORY  POL 

HINNELLIE 

173  DAULBY,  JOHN  ROBERT,  DET  SUPT,  NORTHERN  TERRITORY  P 

188  HOFER,  BERTRAM,  SR  SGT,  NORTHERN  TERRITORY  POL 
NEW  SOUTH  WALES 

DARLINGHURST 

174  SMITH,  GRAHAME  PHILLIP,  SUPT,  NEH  SOUTH  HALES  POL  SERV 
KINGS  CROSS 

191  HALSH,  TERENCE  MARK,  DET  INSPR,  NEH  SOUTH  HALES  POL 
PENRITH 

188  FESZCZUK,  ZENIO,  CMDR,  NEH  SOUTH  HALES  POL 
SYDNEY 
194 
186 
110 
163 
84 
169 
172 
183 
173 
141 


BULLOCK,  STEPHEN,  AGENT,  AUSTRALIAN  FEDERAL  POL 
BUSH,  MARK  HILLIAM,  CHF  INSPR,  AUSTRALIAN  CUSTOMS 
CHAD,  NELSON  R,  DET  SGT,  NEH  SOUTH  WALES  PD 
EBRILL,  MAX  LESLIE,  CHF  INSPR,  NEW  SOUTH  WALES  PD 
ELLIS,  KENNETH  G,  INSPR  1CL,  CMMNWLTH  POL  FRCE 
GRAHAM,  ANGUS,  INSPR,  NEW  SOUTH  WALES  POL  SER 
KEELTY,  MICHAEL  JOSEPH,  DET  SUPT,  AUSTRALIAN  FEDERAL  P 
LEEK,  ALAN,  SUPT,  NEH  SOUTH  WALES  POL 
LYSAUGHT,  ROBERT  JAMES,  DET  SUPT,  NEW  SOUTH  WALES  POL 
SHELLEY,  GEOFF,  EXEC  DIR,  INVST,  AUST  SEC  COMM 
91  #  SHEPHERD,  ROBERT  C,  ASST  COMM,  NEW  SOUTH  WALES  PD 
121  #  STANFORD,  NEVILLE  ARTHUR,  CHF  SUPT,  NEW  SOUTH  WALES  PD 
176   WAITES,  ROBERT  JAMES,  INSPR,  NEW  SOUTH  WALES  POL  SER 
106   WHEATLEY,  JOHN  FREDERICK,  DET  CHF  INSPTR,  AUSL  FED  POL 
QUEENSLAND 
BRISBANE 
130   ADAMS,  JOHN  WILLIAM,  DET  CHF  INSPR,  AUSL  FED  POL 
157   ATKINSON,  ROBERT,  DET  SGT  2CL,  QUEENSLAND  PD 
185   BARRON,  PETER  JOHN,  DET  INSPR,  QUEENSLAND  POL  SERV 
184   CRAIG,  MARK,  SGT,  QUEENSLAND  POLICE  SERV 
164   FENLON,  TIMOTHY  ROBERT,  DET  SGT,  QUEENSLAND  POL  SERV 
192   HATTWELL,  NOEL  GEORGE,  SR  SGT,  QUEENSLAND  POL  SERV 
134  tt   KING,  WAYNE  JOHN,  DET  CHF  SUPT,  QUEENSLAND  PD 
198   LACY,  DESMOND  JOHN,  INSPR,  QUEENSLAND  POL  SERV 

MANFIELD,  DAVID  MICHAEL,  DET  SR  SGT,  QUEENSLAND  POL  SER 
OBRIEN,  BARRIE  CORNELIUS,  SGT,  QUEENSLAND  PD 
OSULLIVAN,  BARRY  JAMES,  DET  SR  CONSTABLE,  PD 
PLATZ,  RAYMOND  FREDERICK,  DET  INSPR,  QUEENSLAND  POL  SER 
ROSIER,  LISA  TERESE,  SGT,  QUEENSLAND  POL  SERVICE 
SCANLAN,  PETER  CHARLES,  DET  SGT,  QUEENSLAND  PD 
SPARKE,  MICHAEL  ERNEST,  DET  SGT,  QUEENSLAND  PD 
THORNE,  COLIN  STANLEY,  SR  CONSTABLE,  QUEENSLAND  PD 


OWEN,  WARWICK  GEORGE,  SUPT,  NORTHERN  TERRITORY  POL 


171 

118  * 

149 

177 

183 

136 

140 

144 
DARWIN 

180 
S  AUSTRALIA 
ADELAIDE 

160   MCCARRON,  CORMAC,  SGT,  SOTH  AUSTRALIA  PD 

174   OBRIEN,  ROBERT  JOHN,  CHF  INSPR,  SOUTH  AUSTRALIA  PD 

167   STANDEN,  MICHAEL  ROBERT,  DET  SR  SGT,  SOUTH  AUSTRALIAN  P 

189   GLYNN,  MADELEINE  ELIZABETH,  INSPR,  SOUTH  AUSTRALIA  POL 
TASMANIA 
HOBART 

155   BENNETT,  BARRY  JOHN,  DET  SR  SGT,  TASMANIA  PD 

178   CHAMBERS,  DAVID  ARTHUR,  SR  SGT,  TASMANIA  POL 

187   MAXWELL,  JOHN  EDWIN,  INSPR,  TASMANIA  POL  FORCE 


133   PRINS,  LUPPO  REINT,  ASST  COMM,  TASMANIA  POL 
97   VINEY,  KEITH  H,  DEP  COMMISSIONER,  TASMANIA  PD 

193   WHITWAM,  KERRIE  ANNE,  SGT,  TASMANIA  POL 
VICTORIA 
GEELONG 

170   CRULCI,  FRANK,  DET  INSPR,  GEELONG  POL  HDQTRS 
MELBOURNE 

154   CASTLES,  SHANE  FRANCIS,  DET  SR  SGT,  AUST  FED  POL 

152  DAVIS,  GEORGE  DOUGLAS,  CHF  SUPT,  VICTORIA  POL  FRCE 
112  tt   DELIANIS,  PAUL,  ASST  COMR  (CRIME),  VICTORIA  PD 
159   DICKINSON,  ASHLEY  MICHAEL,  SUPT,  VICTORIA  PD 

184   DITCHBURN,  PAUL,  ACTING  CHF  INSPR,  VICTORIA  POL 

142  It   GREEN,  WILLIAM  FRANCIS,  ASST  COMM  (OPRATNS),  VICTORIA 

126   HALDANE,  ROBERT  KEITH,  DR/SUPT,  VICTORIA  POL  FORCE 

79  *  MILLER,  S  I,  CHF  COMMISSIONER,  VICTORIA  POL 
151   OLOUGHLIN,  NEIL  GRAEME,  ASST  COMM,  VICTORIA  POL  FORCE 
119  *  OLOUGHLIN,  ROBERT  IAN,  SUPT,  VICTORIA  POL  FORCE 

153  tt   PHELAN,  JOYCE  ANN,  SR  SGT,  AUSTRALIAN  FED  POL 

123  tt   PHELAN,  MICHAEL  HUGH,  DET  CHF  INSPR,  AUSL  FED  POL 

187  PURTON,  TERRY  FRANCIS,  CHF  INSPR,  VICTORIA  POL  FORCE 

161  REDMAN,  ANDREW  GORDON,  CUSTOMS  OFCR,  AUST  CUSTOMS  SER 
186   SCOBELL,  NOEL  DONALD,  DET  SGT,  AUSTRALIAN  FEDERAL  PO 
190   SHERIDAN,  PAUL,  DET  INSPR,  VICTORIA  POL  FORCE 

W  AUSTRALIA 

PERTH 
179   BUCKINGHAM,  TERRY  ALBERT,  FED  AGT,  AUSL  FEDERAL  POL 
156   BURLEY,  RAYMOND  ALAN,  DET  SR  CNSTBLE,  WESTERN  AUSL  P 
151  It   CAIRNIE,  DAVID  JOHN,  DET  SUPT,  WESTERN  AUST  POL 
111   EVANS,  MALCOLM  J,  SUPT,  WESTERN  AUSL  PD 
175   GREGSON,  KENNETH  JOHN,  DET  SR  SGT,  W.  AUSTRALIA  PD 
193   GREGSON,  WAYNE,  INSPR,  W  AUSTRALIAN  POL  SERV 

162  HIGGINS,  GARY  PATRICK,  DET  SR  SGT,  WESTERN  AUSL  PD 
182   JOHNSON,  IAN,  DET  SGT,  WESTERN  AUSL  POL  SERV 

169   MILLER,  MICHAEL  LINDSAY,  DET  SR  SGT,  HESTERN  AUSL  POL  F 
179   RUZICKIS,  CATHRYN,  1CL  CONSTABLE,  W  AUSL  POL  FORC 
197   WHITE,  NIGEL  HILLIAM,  INSPR,  WESTERN  AUSTRALIAN  POL 

AUSTRIA 
BREGENZ 

169   TSCHOFEN,  HARDY,  CPT,  GENDARMERIE  FOR  VORARLBER 
GRAZ 

188  FETZ,  RICHARD,  1LT,  AUSTRIAN  NATL  POL 
I NNSBRUCK 

181   DITZ,  GERHARD  ERHIN,  DR  COL,  AUSTRIAN  NATL  POL 
150   EBENBICHLER,  HANS,  MAJ,  AUSTRIAN  NATL  POL 

189  MAYERL,  ERWIN,  LTC,  AUSTRIAN  CRIMINAL  POL 
KRUMPENDORF 


162 
LINZ 
179 
159 
187 
195 


SCHUNN,  JOHANN,  CPT,  SPOL  OF  KAERNTEN 

BUCHEGGER,  WERNER  MAXIMILIAN,  MAJ,  AUSTRIAN  NATL  POL 
SIEGEL,  HEIMO,  OBERRAT,  AUSTRIAN  FED  POL 
TREIBENREIF,  BERNHARD,  CPT,  AUSTRIAN  CRIM  GENDARMERIE 
WACHSENEGGER,  ANTON,  BRIGADIER,  AUSTRIAN  FEDERAL  PO 


SALZBURG 

193  FEICHTINGER,  RUDOLF,  OBERRAT,  AUSTRIAN  NATL  POL 

196  STRUBER,  ALBERT  SEBASTIAN,  LTC,  AUSTRIAN  NATL  POL 
198  HOCHERMAYR,  KARL  HEINZ,  MAJ,  SALZBURG  POL 

TIROL 

186  SPOERR,  LUDHIG,  OBERKOMMISSAR,  AUST  NATL  POL 
VIENNA 

192  ASCHENBRENNER,  PETER,  MAJ,  AUSTRIAN  POL 

194  EBNER,  HANS,  CPT,  AUSTRIAN  FEDERAL  POL 
178  ESSL,  FRANZ,  LTC,  AUSTRIAN  NATL  POL 

182  GSCHWENDT,  JOHANNES,  LT,  AUSTRIAN  NATL  POL 
180  HAIMEDER,  GERHARD,  LT,  AUSTRIAN  NATL  POL 

197  HOFBAUER,  FRIEDRICH  WALTER,  MAJ,  AUSTRIAN  POL 

172  HORNGACHER,  ROLAND,  OBERKOMMISSAR,  BUNDESPOLIZEIDI 
142  KEUTH,  HERNER,  DEP  DIR,  MINISTRY  OF  INTERIOR 

185  LANG,  FRANZ,  CPT,  AUSTRIAN  NATL  POL 

173  MAIS,  GUENTER,  MAJ,  BUNDESPOLIZEIDIREKTION  WI 
190  PREINING,  KLAUS,  CPT,  AUSTRIAN  NATL  POL 

168  RUSO,  KARL  HEINZ,  KOMMISSAER,  BUNDESMINISTERIUM 

174  VOGL,  MATHIAS  OSKAR,  LT,  AUSTRIAN  NATL  POLICE 
166  WALDINGER,  PETER,  CPT,  LANDESGENDARMERIEKOMMANDO 
177  WEISS,  JOSEF,  MAJ,  AUSTRIAN  FEDERAL  POL 

164  ZINSBERGER,  JOSEF,  LT,  VIENNA  PD 

176  ZWETTLER,  ERICH,  KOMMISSAER,  AUSTRIAN  NATL  POL 

BAHAMAS 
FREEPORT 

165  CARTWRIGHT,  EUGENE  GARNET,  ASST  SUPT,  ROYAL  BHMA  POL  SE 
NASSAU 

88  BUTLER,  ALONZO  M,  COMPTROLLER,  DEPT  OF  ROAD  TRAF 
95  CLARKE,  JOSEPH  C,  DEP  SUPT  OF  PRISONS 

176  DAMES,  MARVIN  HANLON,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 

123  DEAN,  BASIL  ELISHA,  CHF  SUPT,  ROYAL  BHMA  POL  FRCE 

183  FERGUSON,  JOHN  WESLEY,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 
98  tt  HEPBURN,  KEMUEL  L,  CHF/SUPT,  ROYAL  BHMA  POL  FRCE 

135  ROLLE,  NATHANIEL  JULIAN,  ASST  COMM,  ROYAL  BAHAMAS  POL  F 

161  ROLLE,  ROOSEVELT  WINSTON,  ASST  SUPT,  ROYAL  BAHAMAS  POL 

182  SEYMOUR,  CALVIN  CHESTER,  INSPR,  ROYAL  BAHAMAS  POL  FORCE 

133  #  STUBBS,  EDMUND,  DEP  SUPT,  ROYAL  BAHAMAS  POL  FO 

111  It  BETHELL,  SIDNEY,  DEP  SUPT,  ROYAL  BHMA  POL  FRCE 

102  It  BRIGGS,  ORMOND  W. ,  SUPT,  ROYAL  BHMA  POL  FRCE 

115  It  FERNANDER,  CHARLES  R,  DEP  SUPT,  ROYAL  BHMA  POL  FRCE 

89  #  GITTENS,  MILAN  D,  SUPT,  ROYAL  BHMA  POL  FRCE 

90  It  MINUS,  NEVILLE,  ASST  SUPT,  ROYAL  BAHAMAS  POL  F 
110  tt  MONCUR,  DWIGHT  A.,  SUPT,  ROYAL  BAHAMAS  POL  FORCE 

95  STRACHAN,  HILTON  G,  ASST  COM,  ROYAL  BAHAMAS  POL  FO 

98  tt  YEARWOOD,  ARTHUR  B,  SUPT,  ROYAL  BAHAMAS  POL  FORCE 
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BAHAMAS  -  CANADA 


BAHRAIN 
MANAMA 
197    AL  HARAM,  MOHAMMED  ABDULLA,  2LT,  MINISTRY  OF  INTERIOR 
197    AL  NAHAH,  DAIJ  ABDULLA,  CPT ,  MINISTRY  OF  INTERIOR 


DACCA 

71 

74 

75 
DHAKA 

138 
SYLHET 

72 


BANGLADESH 

AHSAN,  SHAH  MOHAMMAD,  DEP  INSPR  GEN  OF  POL,  EAST 
ISLAM,  MAHMOOD  AMINUL,  SUPT  OF  POL,  EAST  PAK  POL 
MAHMUD,  MAMUN,  SUPT  OF  POL,  EAST  PAKISTAN  POL 

AL-FARID,  A  F,  SUPT,  BANG  POL  FORCE 

HUDA,  MUHAMMAD  NURUL,  SUPT  OF  POL,  EAST  PAK  POL 

BARBADOS 


PAK 


BRIDGETOHN 

151  BRATHHAITE,  COURTNEY  HARCLYD,  ASST  SUPT,  ROYAL  BARB  POL 

145  BRIDGEMAN,  GRANTLEY  LAHRENCE,  INSPR,  ROYAL  BARB  POL  FRC 
155  H   CARRINGTON,  PETER  D,  STATION  SGT,  ROYAL  BARB  POL  FR 

140  COLLYMORE,  JOHN  CAMERON,  INSPR,  ROYAL  BARB  POL  FRCE 

141  CUMBERBATCH,  SEYMOUR  DACOSTA,  ASUPT,  ROYAL  BARB  POL  FRC 
176  DOTTIN,  DARHIN  COLERIDGE,  ASUPT,  ROYAL  BARBADOS  POL  FOR 
168  GREAVES,  MORGAN  MCDONALD,  INSPR,  ROYAL  BARB  POL  FRC 
124  GREENIDGE,  ARINDALE,  ASST  COMM,  ROYAL  BARB  POL  FRCE 

142  GRIFFITH,  TYRONE  ANDERSON,  ASUPT,  ROYAL  BARB  POL  FRCE 
151  HINDS,  CARSON  ARLANDER,  INSPR,  ROYAL  BARB  POL  FRCE 

141  LAYNE,  BENTLEY  RUDOLPH,  INSPR,  ROYAL  BARB  POL  FRCE 

139  MAXHELL,  GORDON  CHESTERFIELD,  SUPT,  ROYAL  BARB  POL  FRCE 

142  #  MERRITT,  RANDALL  SYLVAN,  SGT,  ROYAL  BARBADOS  POL  FORCE 

139  MOORE,  EMMERSON  ADOLPHUS,  DEP  COMMANDANT,  BARB  POL  FRCE 
188  PHILLIPS,  GRAFTON,  INSPR,  ROYAL  BARBADOS  POL  FORC 

155  ROBINSON,  JEDDER  FERNEAUX,  INSPR,  ROYAL  BARB  POL  FRCE 

124  THOMPSON,  LIONEL  MORRISON,  ASST  COMM,  ROYAL  BARB  POL  FR 

140  TROTMAN,  ALBERT,  SUPT,  ROYAL  BARB  POL  FRCE 

144  HATSON,  GRANTLEY  SYLVESTER,  COMM,  ROYAL  BARB  POL  FORCE 

BELGIUM 
AALST 

163   JACOBS,  ALEX  MARC,  OFCR  JUDICIAIRE,  JUDICIARY  POL 
ANTWERP 

158  ENGELEN,  JOZEF  JACOB,  COMR,  ANTWERP  CITY  POL  FRCE 
ANTWERPEN 

191    CARTON,  CARLO,  COMM,  JUDICIAL  POL 

BRUGGE 
157    GOEGEBUER,  FRANK  EMIEL,  COMMISSARIS,  JUDICIAIRY  POL 
199    VERTE,  DANY  OSCAR,  JUDICIAL  COMMISSIONER,  BELGIUM 

BRUSSELS 

161  BAUDESSON,  CHRISTIAN  MARC,  COMR,  PRINCIPAL  POL  JUDICIAI 
166    BENEUX,  PHILIPPE  MARIE,  OFCR  JUDICIAIRE,  POL  JUDICIAIR 
187   DE  PROFT,  ALAIN,  COMMISSAIRE  PRINCIPAL,  BELGIAN 

151  DUCHI,  JOOS  ANDRE,  LT,  BELGIAN  GENDARMERIE 

99  LEPAGE,  CHRISTIAN  P,  CHF  COMM  OF  POL,  CITY  OF  UCCLE 

163  PERDU,  HERMAN  ARTHUR,  MAJ,  BELGIUM  GENDARMERIE 

175  SOBERON,  TONY,  LT,  ROYAL  BELGIAN  GENDARMERIE 

151  VAN  LAERE,  MARC,  COMMISSIONER,  POL  JUDICIAIRE 

165   VANTHIELEN,  PAUL  FERDINAND,  MAJ,  BELGIAN  GENDARMERIE 
CASTEAU 

162  FINLEY,  JOHN  GREY,  JR,  CPT,  USA 
CHARLEROI 

159  BERLIERE,  YVES  ANGELO,  INSPR  JUDICIAIRE,  POL  JUDICIAI 
GENK 

97   CRAEN,  ANDRE  E,  CHF  COMR  OF  POL 
GHENT 

152  DEWOLF,  PETER  A,  DEP  COMR,  GHENT  CITY  POL  FRCE 
KORTR I JK 

197    MAES,  FRANK  JACQUES  MICHEL,  ADJUNCT  COMMISSIONER,  KORTR 
LIEGE 

169 
SHAPE 

157 
UCCLE 

195 


SERON,  MICHEL,  COMMISSIONER,  BELGIAN  POL  JUDI 
SORENSEN,  BRADLEY  HAROLD,  SPECIAL  AGENT,  USA 
VANHEES,  PHILIP,  DEP  COMM,  POLICE  D'UCCLE 
BELIZE 


BELMOPAN 
140   BROOKS,  ORNEL  HORTON,  ASST  SUPT,  BELIZE  POL  FORCE 
187    LINO,  BERNARD  GREGORY,  SUPT,  BELIZE  POL  FORCE 
136    ROHLAND,  ALVAN  ALBERT,  ASST  SUPT,  BELIZE  POL  FORCE 
155   WILLIAMS,  HUGHINGTON  GUSTAVU,  ASST  SUPT,  BELIZE  POL  FOR 

DANGRIGA 
145    ZETINA,  CARMEN,  ASST  SUPT,  BELIZE  POL  FORCE 

BERMUDA 

HAMILTON 
139    PERINCHIEF,  WAYNE  N,  SUPT,  BERMUDA  PD 
161    RICHMOND,  VICTOR  GRAHAM,  DET  SUPT,  BERMUDA  PD 

PROSPECT 
130   ROSE,  GEORGE  FRANKLYN,  SUPT,  BERMUDA  PD 
189   WHITE,  SINCLAIR  HAROLD,  CHF  INSPR,  BERMUDA  POL  SERV 

BOLIVIA 
LA  PAZ 
115  #  QUIROGA-CUENCA,  VICTOR,  COMISARIO,  DEPT  NATL  INVSTGN 
72  It   TAPIA  PACHECO,  RODOLFO,  MAJOR,  BOLIVIAN  NATIONAL  POLIC 

BOTSWANA 
GABORONE 
197   KAPINGA,  KENNY,  ASST  COMM,  BOTSWANA  POL 


BRAZIL 
BRASILIA 
185   BARROS,  ADRIANA  RAMOS  DE  A,  AGENT,  BRAZILIAN  FEDERAL  PO 
180   CHAGAS,  WANDERLEY  LEAL,  DELEGADO,  CIV  POL  OF  BRASILIA 
171   ESPER,  JOAO  KLEIBER,  DET,  CIVIL  POL 
192   GOMES,  PAULO  TARSO  OLIVEIRA,  DELEGADO,  DEPARTAMENTO  POL 

160  LINHARES,  JOSE  DA,  ASST  DIR,  FEDERAL  POL  DEPT 

161  RIBEIRO,  VALDEMAR  GOMES,  GEN  DIR,  BRAZ  JUDICIARY  POL 
PARANA 

151   FAVETTI,  JOSE  MOACIR,  SUPT,  BRAZ  NATL  POL 
RIO  DE  JANEIRO 

177   PONTES,  JORGE  BARBOSA,  AGENT,  BRAZILIAN  FEDERAL  POL 

161   SOUZA,  ALVARO  LUIZ,  DIR,  CIVIL  POLICE  RIO  DE  JANEI 
SAO  PAULO 

183   IACOMINI,  MARCELLO  PIETRO,  ASST  CHF,  POL  OF  SAO  PAULO 

173   LIMA  E  SILVA,  MAURO  MARCELO,  DELEGADO,  SAO  PAULO  CIVIL 

106   SANTOS,  ZILDO  J.,  ASSISTANT  DIRECTOR 
DF 
BRASILIA 

85   BRUM,  PAULO  N. ,  CHF,  FED  POL  DEPT 
PARANA 
CURITIBA 

155   MONTEIRO,  ROBERTO  DAS,  ASST  SUPT,  FED  PD 
PORTOALGRE 
RIO  GRANDE  DO  SUL 

76  #  DOMINGOS  FERNANDES  DE,,  COP 

BRITISH  CROWN  COLONY 
NEWBURY 

103  MILLS,  DAVID  P,  LTC,  DPS 

BRITISH  VIRGIN  ISLANDS 
TORTOLA 
191    FRAZER,  REYNELL  VALENTINE,  SUPT,  ROYAL  VIRGIN  ISLANDS  P 

115  MALONE,  VERNON  E.,  COMMISSIONER  OF  POLICE 
TORTOLA 

ROAD  TOWN 

95   BLAIZE,  RUDOLPH  J.,  INSPR,  ROYAL  VIRGIN  ISLANDS  PO 

BRUNEI 

BANDAR  SERI 
113   JA'AFAR,  ABDUL  RAHIM,  ASST  SUPT  OF  POL,  ROYAL  BRUN  P 

BRUNEI 
105   BOYD,  WALTER  D.,  SR  INSPR,  ROYAL  BRUNEI  POL  FRC 
124   CHONG,  MOHAMMED  FREDDIE,  DEP  SUPT,  ROYAL  BRUN  POL 

104  HAJI  SALLEH,  HAMZAH,  INSPR,  ROYAL  BRVI  POL  FRCE 

116  SIM,  FREDERICK  B. ,  ASST  SUPT,  ROYAL  BRUNEI  POLICE 
DARUSSALAM 

190   HASSAN,  IBRAHIM,  ASST  SUPT,  ROYAL  BRUNEI  POL  FO 


GADONG 

134 

134 
NEGARA 

162 

153 

162 


SOFIA 
199 
183 


HIDUP,  HUSSAIN  BIN,  DEP  SUPT,  ROYAL  BRUN  POL  FORCE 
OSMAN,  MANAN  BIN,  DEP  SUPT,  ROYAL  BRUN  POL  FORCE 

AHMED,  PG  ZAMANI,  ASST  SUPT,  ROYAL  BRUNEI  POL  FR 
HARRIS,  HASNAN  BIN,  ASST  SUPT,  ROYAL  BRUNEI  POL 
PENG,  ENG  LEE,  DEP  SUPT,  ROYAL  BRUNEI  PD 

BULGARIA 

ANTONOV,  ILIA  STAVREV,  MAJ,  MINISTRY  OF  INTERIOR 
KOUPENOV,  ANGELOV  KOUPEN,  MAJ,  MINISTRY  OF  INTERNAL  AFF 


CAMBODIA 
PHNOM  PENH 
151   AL-HADID,  MAHMOOD  ABBAS,  C/SUPT,  UNTAC  CIVPOL 
185   KHIEU,  SOPHEAK,  GEN,  CAMBODIAN  NATL  POL 

CAMEROON 
YAOUNDE 
181    ELOKOBI,  DANIEL,  CPT,  GENDARMERIE  NATIONALE 
181   MASANGO,  CHRISTOPHER  NGANDA,  COMMISSAIRE,  CAMEROON  NATL 

CANADA 
ALBERTA 
CALGARY 

172  BEATON,  JACK  HOWARD,  INSPR,  CALGARY  POL  SERVICE 
122  U   BUZIAK,  AUGUST,  INSPR,  RCMP 

141  FISCHER,  ROBERT  GENE,  SUPT,  RCMP 

173  HADDOW,  RICHARD  STEPHEN,  INSPR,  CALGARY  POL  SERVICE 
154  MCFADDEN,  ROBERT  JOHN,  SSGT,  CALGARY  POL  SERVICE 
114  MCKAY,  ROBERT  A,  INSPR,  PD 

EDMONTON 

132   COOPER,  DONALD  CLEVE,  SUPT,  RCMP 

176   RICHARDS,  HUGH  RONALD,  INSPR,  EDMONTON  POL  SERVICE 

171   SPAANS,  ARIE  ABRAHAM,  INSPR,  RCMP 
LETHBRIDGE 

83  U   MICHELSON,  RALPH  D. ,  CHIEF  OF  POLICE 

134   PLOMP,  WILLIAM,  DET  SGT,  LETHBRIDGE  CITY  POL  F 
SHERWOOD  PARK 

191   HARRISON,  DONALD  JOSEPH,  INSPR,  RCMP 
B  C 
VANCOUVER 

197   TAYLOR,  ROBERT,  INSPR,  VANCOUVER  PD 
BC 
NEW  WESTMINISTER 

195   JUDD,  MICHAEL  DAVID,  INSPR,  PD 
WEST  VANCOUVER  ,„,„  „ 

194   ARMSTRONG,  SCOTT  MICHAEL,  STF  SGT,  WEST  VANCOUVER  PD 
BRITISH  COLUMBIA 
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CANADA  -  CANADA 

KAHLOOPS 

133   LINFIELD,  DOUGLAS  GEORGE,  SUPT,  RCMP 
MATSQUI 

162  DANIEL,  NORMAN  BARRY,  CHF  CONSTABLE,  PD 
NELSON 

131   DRUCHET,  GEORGE  JAMES,  SUPT,  RCMP 
NEW  HESTMINSTER 

27  #  MACKIE,  CHARLES  ARTHUR,  CHIEF  CONSTABLE,  PD 
PRINCE  GEORGE 

126  tt   BIELERT,  MELVIN  MORLEY,  SUPT,  RCMP 
SURREY 

119  RENDER,  DONALD  LOWELL,  SUPT,  RCMP 
VANCOUVER 

177  CHURCHILL,  EDMUND  GRANT,  INSPR,  WEST  VANCOUVER  PD 

124  tt   HOADLEY,  A  JOHN,  INSPR,  RCMP 
31  tt   HOARE,  PERCY  ALAN,  DET  SGT,  PD 

187   KILOH,  GORDON  JAMES,  INSPR,  WEST  VANCOUVER  PD 

163  MACAULAY,  ERNEST  CHARLES,  INSPR,  RCMP 
165   MACPHEE,  RICHARD  GEORGE,  INSPR,  RCMP 

173   MCGUINNESS,  BRIAN  JOHN,  DEP  CHF  CONSTABLE,  PD 

125  MCILVENNA,  JAMES  EDWARD,  SUPT,  RCMP 

175  RINN,  DONALD  GORDON,  STAFF  SGT,  RCMP 

120  SHARP,  ROBERT  ALEXANDER,  INSPR,  PORT  OF  VANCOUVER  PD 
129  It   STAREK,  HENRY,  DEP  CHF  CONSTABLE,  PD 

117  tt   ZIOLA,  STANLEY  ALLAN,  SUPT,  PD, 
VERNON 

107  #  JOHNSTON,  BARRY  G,  SUPT,  RCMP 
VICTORIA 

133   GREEN,  BLAKE  HAMILTON,  INSPR/EXEC  OFCR,  PD 

116  tt   MARKELL,  MERVYN  G,  INSPR,  RCMP 
MANITOBA 
ALTONA 

161  ROBINSON,  GLEN  FRASER,  COP 
BRANDON 

180   BERCIER,  DENNIS  ZACHARY,  SGT  I,  BRANDON  POL  SER 

149  SCOTT,  BEVERLY  RICHARD,  DEP  CHF,  PD 
WINNIPEG 

84  tt   BIGGS,  ALLAN  C,  DEP  COP 

37  tt   BLOW,  GEORGE  S.,  CHF  CNSTBLE,  PD 

118  #  DEPOURCO,  DESIRE,  SUPT,  PD 
107  tt   DOMARATZKI,  LUDWIK,  SUPT,  PD 
193   EWATSKI,  JACK  JOSEPH,  COP 

168   HALL,  ROBERT  GLENN,  INSPR,  WINNIPEG  PD 

159  tt   KLIPPENSTEIN,  LAWRENCE  HENRY,  DEP  CHF,  PD 

163   MCLEAN,  DONALD  EDWARD,  SUPT,  PD 

144   PIKE,  GEORGE  ROBERT,  SUPT,  PD 

111  tt   SCOTT-HERRIDGE,  DENNIS  V,  SUPT,  PD 

100  tt   STEPHEN,  HERBERT  B,  COP 
68  tt   STEWART,  NORMAN  M,  COP 

178  tt   STINSON,  JAMES  KEITH  GLENN,  SGT,  RCMP 

176  THOMPSON,  WILLIAM  JAMES,  SUPT,  WINNIPEG  PD 
60  tt   TOAL,  JAMES,  SUPERINTENDENT  OF  POLICE,  PD 

101  tt   TRONRUD,  JOSEPH  J,  DEP  CHF,  PD 
142  tt   WARDROP,  DONALD  ROGER,  INSPR,  PD 

96  tt   WILSON,  RAYMOND  A,  DEP  COP 
NEW  BRUNSWICK 
FREDERICTON 

179  LOCKHART,  DOUGLAS  JAMES,  SGT,  RCMP 
HONCTON 

177  CUNNINGHAM,  ALLISON  RANDALL,  STAFF  SUPT,  MONCTON  POL  FO 
ST  JOHN 

114  EPTON,  ROBERT  F.,  SGT,  ST  JOHN  CITY  PD 
NEWFOUNDLAND 

ST  JOHN'S 

185  GARVIE,  BRIAN  STEEL,  INSPR,  RCMP 
NOVA  SCOTIA 

DARTMOUTH 

115  tt   BUNGAY,  CALVIN  A,  SUPT,  RCMP 

127  tt   ZINCK,  RAYMOND  GEORGE,  INSPR,  RCMP 
HALIFAX 

172  BOUDREAU,  DONALD  AUGUSTINE,  DEP  CHF,  HALIFAX  PD 
127   CUTHBERT,  CHARLES  EVERETT,  DEP  CHF,  PD 

157   MACDONALD,  VINCENT  JAMES,  COP 

165   MCKINNON,  DAVID  PATRICK,  DEP  CHF,  HALIFAX  PD 
NW  TERRITORIES 
YELLOWKNIFE 

137   CALLENS,  LARRY  JEROME,  SUPT,  RCMP 
ONTARIO 
BARRIE 

189   ROGERS,  STEVEN  ERNEST,  DEP  CHF,  BARRIE  POL  SERV 
BELLEVILLE 

186  FOSTER,  MERLE  STEVEN,  INSPR,  BELLEVILLE  POL  SERV 
BRAMPTON 

182  BAIN,  RONALD  GRANT,  SUPT,  PEEL  REGIONAL  POL  FORCE 

150  CROWELL,  GARY  W,  DEP  CHF,  HALTON  REG  POL 

162  HONER,  DARCY  PEARCE,  INSPR,  PEEL  REG  POL  FRCE 
154  HUGHES,  LEONARD  JOHN,  SUPT,  PEEL  REG  POL 

125  tt   MACDONALD,  EWEN  ALEXANDER,  SUPT,  PEEL  REG  POL  FORCE 
106   OTOOLE,  CHRISTOPHER  NOEL,  SUPT,  PEEL  REGIONAL  POLICE  FO 

173  PIUKKALA,  RODDY  ALVER,  INSPR,  PEEL  REGIONAL  POL 

168  SIMPSON,  MELVILLE  JAMES,  INSPR,  PEEL  REG  POL  FORCE 
110   TERDIK,  JOSEPH,  SUPT,  PEEL  REGIONAL  POLICE 

161   THOMAS,  ALFRED  STUART,  INSPR,  PEEL  REGIONAL  POL  FORCE 

116  WINGATE,  JAMES  R,  DEP  CHF,  PEEL  REG  POL  FORCE 
BURLINGTON 

169  PITTMAN,  SIGNY  MAUREEN,  STAFF  SGT,  HALTON  REG  POL  FORC 
CAMBRIDGE 

195   MANN,  MICHAEL,  SUPT,  WATERLOO  REGIONAL  POL 

187  STEVENS,  GEORGE  WILLIAM,  INSPR,  WATERLOO  REGIONAL  POL 

180  WRIGHTSON,  WAYNE  HARVEY,  INSPR,  WATERLOO  REG  POL  SERV 


COBOURG 

191    FOSTER,  ALFRED  KYLE,  INSPR,  COBOURG  POL  SERV 
CORNWALL 

158   REPA,  ANTHONY,  COP 
CUMBERLAND 

129   BERNARD,  JACQUES  LEO,  CHF  SUPT,  RCMP 
DURHAM 

187   MCALPINE,  JOHN  KEVIN,  CHF,  DURHAM  REGIONAL  POLICE 
ESSEX 

191    SOUTHWARD,  CHRISTOPHER  ROBERT,  DEP  CHF,  ESSEX  POL  SERV 
GLOUCESTER 

164   CARON,  BART  PEXTON,  STAFF  INSPR,  GLOUCESTER  POL  FR 

151   GRANT,  DOUGLAS  WAYNE,  INSPR,  PD 

179  MOODIE,  KENNETH  DOUGLAS,  ACTING  INSPR,  GLOUCESTER  POL  S 
158   RENAUD,  RAYMOND  ANDRE,  COP 

104  tt   THOMPSON,  LESTER  N,  COP 
HAMILTON 

180  BOWEN,  LYNDA  ANNE,  SPT,  HAMILTON-WENTWORTH  REG  PL 
BUCK,  LEONARD  ROBERT,  INSPR,  HAMILTON-WENTWORTH  REG 
DAWSON,  LAURENCE  JOHN,  SUPT,  HAMILTON  HENTWORTH  REG  P 

117  tt   FARRAWAY,  GEORGE  K,  DEP  CHF,  HAMILTON-WENTWORTH  RE 
123   FRID,  GEORGE  THOMAS,  DEP  CHF,  HAMILTON-WENTWORTH  RE 
GRUHL,  JOHN  CHARLES,  STAFF  INSPR,  HAMILTON  WENTWORT 
tt   MALCOLMSON,  GERRARD  FRANCES,  SUPT,  HAMILTON-WENTWORTH  R 
#  MILLAR,  COLIN  T,  CHF,  HAMILTON-WENTWORTH  REG  PO 
MULLAN,  BRIAN  JOHN,  INSPR,  HAMILTON-WENTWORTH  REG 
ROBERTSON,  KENNETH  DANIEL,  SUPT,  HAMILTON-WENTWORTH  REG 
tt   TORRANCE,  GORDON  V,  CHF,  HAMILTON-WENTWORTH  REGION 
KITCHENER 
160   GRAVILL,  ROBERT  LARRY,  CHF,  WATERLOO  REG  POL  FRCE 


196 
162 


171 
161 
105 
192 
151 
80 


LONDON 
123 
188 
161 
198 
181 


BRUNTON,  GEORGE  THOMAS,  SUPT,  LONDON  POL  FRCE 
GOODALL,  ROBERT  JOSEPH,  INSPR,  ONTARIO  PROVINCIAL  POL 
ISBESTER,  WAYNE  DAVID,  OFCR-IN-CHARGE,  RCMP 
MCGOWAN,  ANTHONY  JOSEPH,  SUPT,  LONDON  POL  SERV 
SHEWCHUK,  DAVID  MARK,  INSPR,  RCMP 
MISSISSAUGA 

140   HALL,  LORNE  EDWARD,  INSPR,  RCMP 
NEPEAN 
139  It    FERMOYLE,  DEVON  LEONARD,  DEP  CHF,  NEPEAN  POL  FORCE 
168   GORDON,  MURRAY  THOMAS,  STAFF  SGT,  NEPEAN  POL  SERV 
NEWMARKET 

123  COUSINEAU,  BRYAN  DOUGLAS,  CHF,  YORK  REG  POL  FRCE 
162   GIRVAN,  JOHN,  INSPR,  YORK  REG  POL  FRCE 

199   JOLLIFFE,  DOUGLAS  ERIC,  INSPR,  YORK  REGIONAL  POL  SERV 

161  LABARGE,  ARMAND  PAUL,  INSPR,  YORK  REG  POL  FOR 
NIAGARA  FALLS 

124  DERBYSHIRE,  WILFRED  JOHN,  CHF,  NIAGARA  PARKS  PD 
156   HOLLIDGE,  FREDERICK  ALBERT,  SGT,  NIAGARA  PARKS  POL 

OAKVILLE 
133   ALGAR,  EAN  GEORGE,  COP,  HALTON  REGNL  POL  FRCE 

162  CORMIER,  PAUL  BASIL,  INSPR,  HALTON  REG  POL  FRCE 

184   EACRETT,  MICHAEL  ROY,  DET  SGT,  HALTON  REGIONAL  POL  F 
103   HARDING,  WILLIAM  I,  COP,  HALTON  REG  POL  FORCE 
153   KIVELL,  RICHARD  WELLS,  SUPT,  HALTON  REG  POL  FORCE 
113   MIDDAUGH,  ROBERT  B,  CHF,  HALTON  REG  POL  FORCE 
144   REID,  DANIEL  JOSEPH,  SUPT,  HALTON  REGIONAL  POL  FORC 
122   VANDERLELIE,  JOHANNES  GERARD,  INSPR,  HALTON  REG  POL  FOR 
174   WALLER,  ROBERT,  DET  SGT,  HALTON  REGIONAL  POL  S 
ORILLIA 
193   COUGHLIN,  MICHAEL  SHAUN,  DET  INSPR,  ONTARIO  PROVINCIAL 
CRANE,  STANLEY  DAVID,  DET  INSPR,  ONTARIO  PROVINCIAL 
GENTLE,  RONALD  JAMES,  DET  INSPR,  ONTARIO  PROVINCIAL 
LEWIS,  CHRISTOPHER  DORN,  SUPT,  ONTARIO  PROVINCIAL  POL 
OBRIEN,  PATRICK  JOHN,  DET  INSPR,  ONTARIO  PROVINCIAL 
VAN  ALLEN,  JAMES  ARTHUR,  DET  SGT,  ONT  PROVINCIAL  POL 


181 

196 

197 

189 

185 
OSGOODE 

120  If   MACLAUGHLAN,  JOHN  HARTLING,  SUPT,  RCMP 
OSHAHA 

179 
OTTAWA 

111 

162 

145 

192 
56 


TURNER,  ANTHONY  ROBERT,  INSPR,  DURHAM  REGIONAL  POL 


ALLEN,  GEORGE  H,  DEP  COMMISSIONER,  RCMP 

CARROLL,  JAMES  OWEN,  INSPR,  OTTAWA  POL  FORCE 

CHABOT,  RENE  JOSEPH,  INSPR,  RCMP 

DAVIDSON,  IAN  CRAIG,  INSPR,  OTTAWA-CARLETON  REG  POL 

ENGEL,  GERALD  ROBERT,  ASST  COMR,  ROYAL  CAN  MOUNTED  P 

110  It   FAVREAU,  GILLES  J,  DEP  COMR,  RCMP 

169   GIVOGUE,  LUC  LEO,  INSPR,  OTTAWA  PD 

GOULET,  JOSEPH  GEORGES,  CHF  SUPT,  RCMP 

HILL,  LAWRENCE,  INSPR,  OTTAWA  POL  SERVICE 

LAGASSE,  ANDRE  DENIS,  ASST  COMMISSIONER,  RCMP 

LEESON,  GOLDEN  R.,  STAFF  SERGEANT,  PD 

LIGHTLE,  GLENN  W. ,  SUPT,  RCMP 

LYON,  DONALD  GORDON,  DEP  CHF,  OTT  POL  FORCE 

MCCOMBIE,  JOHN  ANDREW,  SUPT,  OTTAWA  POL  FORCE 

MCCULLY,  GEORGE  L,  ASST  COMMISSIONER,  RCMP 

POTTIER,  PAUL  JOSEPH,  ASST  COMMISSIONER,  RCMP 

ST  PIERRE,  RICHARD  JOSEPH,  STAFF  INSPR,  OTT  POL  FORCE 

SUGRUE,  ROWLAND  DONALD,  INSPR,  RCMP 

THRASHER,  JOHN  F.,  SUPERINTENDENT,  OFFICER  COMMAN 


151 
180 
118 
108 

99  It 
128 
119 
103 
123 
146 
167 

19  It 
SARNIA 
161 


WEISS,  JOHN  WAYNE,  INSPR,  SARNIA  POL  FORCE 
SAULT  ST  MARIE 
174   DAVIES,  ROBERT  DAWSON,  INSPR,  SAULT  STE.  MARIE  PO 
163   KATES,  ROBERT  DAVID,  SUPT,  SAULT  STE  MARIE  POL  SERV 
128   KING,  BARRY  VINCENT,  COP 
79  #  MCEWEN,  ROBERT  T,  COP 
ST  CATHARINES 

36  It   ANDERSON,  JAMES  S,  CHF  CNSTBLE,  PD 
183   BEAULIEU,  GARY  WAYNE,  SGT,  NIAGARA  REGIONAL  POL  SERV 
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190   DAVIDSON,  K  R,  SR,  SUPT,  NIAGARA  REGIONAL  POL 
186    LILLICO,  LORNE  ALLAN,  DET  SGT,  NIAGARA  REGIONAL  POL 
175   MCDOWELL,  DONNA  LEIGH,  SGT,  NIAGARA  REGIONAL  POL  FORC 
167   NICHOLLS,  GARY  EDHARD,  INSPR,  NIAGARA  REG  POL  FORCE 
12*   PARKHOUSE,  FRANK  HENRY,  DEP  CHF,  NIAGARA  REG  POL  FORCE 
STRATFORD 

102   LAHSON,  LEHIS  C,  DEP  CHF,  POL  FORCE 
SUDBURY 

195   HARKIEHICH,  DANNY  MICHAEL,  INSPR,  SUDBURY  REGIONAL  POL 
THUNDER  BAY 
182   LAMERS,  JOHANN  HILLIAM,  SSGT,  PD 

198   LEVESQUE,  JEAN  PAUL,  STAFF  SGT,  THUNDER  BAY  POL  SER 
165   HOLNIK,  TERENCE  B,  SGT,  THUNDER  BAY  POL  FORCE 
TORONTO 

91  tt   BARBETTA,  FRANK  J,  SUPT,  METRO  TORONTO  POL 

BENNETT,  HILLIAM  R.,  SUPT,  ONTARIO  PROVINCIAL  POL 
BLAIR,  HILLIAM  STERLING,  INSPR,  METRO  POL  FORCE 
BOHLES,  HILLIAMS  C,  (SUPT)  DIR,  ONTARIO  PRVINCL  PO 
BOYD,  MARGO  ELIZABETH,  DET  SGT,  METRO  TORONTO  POL  FOR 
BOYD,  MICHAEL  JOHN,  DET  SGT,  METRO  TORONTO  POL  FOR 
BURKE,  HILLIAM  JOSEPH,  DET  INSPR,  ONTARIO  PROVINCIAL 
CHRISTOPHERSON,  KENNETH  M,  DET  INSPR,  ONTARIO  PROVINCIA 
COLLINS,  RONALD  EDHARD,  DET  INSPR,  ONTARIO  PROVINCIAL 
tt   CRAHFORD,  CECIL  R.,  INSPR,  PD 

DAVIS,  KARL  DESMOND,  STAFF  INSPR,  METRO  TORONTO  POL 
DERRY,  KIM  HALTER,  DET  SGT,  METROPOLITAN  TORONTO 
DICK,  JANE  ELIZABETH,  DET  SGT,  TORONTO  POL  SERV 
EDGAR,  LAHRENCE  IVAN,  DET  INSPR,  PROVINCIAL. POL 
tt   FLYNN,  JAMES  ERROL,  STAFF  SUPT,  METRO  TORONTO  POL 
GAUTHIER,  RICHARD  JOHN,  DET  SGT,  TORONTO  POL  SERVICE 
GHERASIM,  WILLIAM  STEVEN,  INSPR,  RCMP 
tt   GIBSON,  RICHARD  M.  ,  INSPR,  METRO  TORONTO  POL 

GROSVENOR,  SUSAN  STANLIEGH,  INSPR,  METRO  TORONTO  POL 
HOBSON,  NORMAN  HAROLD,  INSPR,  METRO  TORONTO  POL 
tt   KENDRICK,  RONALD  HAROLD,  SUPT,  ONTARIO  PROVINCIAL  POL 
tt   KERR,  HILLIAM  H,  DEP  CHF,  METRO  TORONTO  POL  FOR 
KOPINAK,  JOHN  P,  POL  SERV  ADVISOR,  MINISTRY  SOL 
LANDRY,  PAUL  DAVID,  DET  SGT,  METRO  TORONTO  POL 
tt   LAHSON,  ROY,  SSGT,  METRO  POL  FORCE 

LEYBOURNE,  JOHN  F.,  DEP  DIR,  ONTARIO  SECURITIES  CO 
tt   MAJURY,  JAMES  F.,  INSPR,  METRO  TORONTO  POL 
tt   MCNEELY,  HILLIAM,  INSPR,  METRO  TORONTO  POLICE 
MITCHELL,  JOHN  H. ,  INVSTGR,  ONTARIO  SECURITIES  CO 
MOUNCY,  JAMES  E.,  INSPECTOR,  METROPOLITAN  TORONT 
tt   NOBLE,  JAMES  M,  DEP  CHF,  METRO  TORONTO  POLICE 

OGRADY,  THOMAS  BERNARD,  COMMISSIONER,  ONTARIO  PROVINCI 
OLINYK,  DENNIS  JOHN,  DET  INSPR,  ONTARIO  PROVINCIAL 
OROURKE,  HILLIAM  B.,  DET  INSPR,  ONTARIO  PROVINCIAL 
PELISSERO,  LOUIS  J.,  DET  INSPR,  ONTARIO  PROVINCIAL 
tt   PERRIN,  HILLIAM  R,  CHF  SUPT,  ONTARIO  PROVINCIAL  P 
PERRY,  CHARLES  HILLIAM,  DET  SGT,  METRO  TORONTO  POL 
PIERS,  RONALD  EVERETT,  DEP  COMM,  ONTARIO  PROV  POL 
POTIER,  CHARLES  J.,  DET  INSPR,  ONTARIO  PROVINCIAL 
REYNOLDS,  DOUGLAS  H,  STAFF  INSPR,  METRO  TORONTO  POL 
SALE,  MICHAEL  ARTHUR,  ACTING  INSPR,  METRO  TORONTO  PO 
tt   SMITH,  HILLIAM  A,  SUPT,  ONTARIO  PROVINCIAL  POLIC 

HARD,  ROBERT  JOHN,  DET  SGT,  METRO  TORONTO  POL 
tt   HEBSTER,  JOHN  D,  STAFF  SUPT,  METRO  TORONTO  POL 
tt   HILLIAMSON,  DAVID  ALEXANDER,  SGT,  METROPOLITAN  TORONTO 
HITTY,  EARL  DOUGLAS,  DET  SGT,  TORONTO  POL  SERV 


85   GORDON,  MICHAEL  P.,  MAJ,  CZ  POL 


96   PORTER,  SAMUEL  G. , 

64  tt   SMITH,  CHARLES  S., 

103   THRIFT,  HILLIAM  R. 

92   HRIGHT,  ANDREH  M. , 

GAMBOA 

16  tt   BALDHIN,  CARL  0., 
29  *  TOHERY,  CLAUDE  E. 


SERGEANT,  CANAL  ZONE  POLICE 
CHIEF,  POLICE  DIVISION,  BALBOA 
,  DETECTIVE  SERGEANT,  CANAL  ZONE 
JR.,  DETECTIVE  SERGEANT,  CANAL  ZONE 

CPT,  PANAMA  CANAL  ZONE  PEN 
,  ASST  DEPUTY  HARDEN,  CANAL  ZONE 


96 
162 

95 
174 
159 
170 
163 
156 

19 
161 
177 
192 
175 
134 
195 
169 

57 
181 

65 
142 
HI 
182 
179 
148 

96 

76 

62 
107 

80 

84 
135 
161 
106 
107 

93 
189 
147 

99 
164 
169 

94 
174 
101 

68 


199 
HINDSOR 

122   BLAIR,  JOHN  DOUGLAS,  DEP  CHF,  PD 

BURROHS,  JOHN  CAMERON,  SUPT,  POL  FRCE 

GREENHAH,  BRIAN  DOUGLAS,  INSPR,  HINDSOR  POL  SERVICE 

POCOCK,  GERALD  ALBERT,  STAFF  SGT,  HINDSOR  POL  SERV 

SNYDER,  DARRYL  IRVIN,  INSPR,  HINDSOR  PD 

STANNARD,  GLENN  MICHAEL,  STAFF  INSPR  IN  CHARGE,  POL  FOR 


161 
169 
180 
161 
125 
QUEBEC 
MONTREAL 

81   BALLARD,  MICHAEL  E.,  DIR  OF  SEC,  CANADIAN  BANKERS  A 
117   CHARLAND,  JEAN  G. ,  LT,  QUEBEC  POL  FRCE 
172   LEBEUF,  CLAUDE  LEO,  SGT,  SURETE  DU  QUEBEC 
159   LENTON,  HILLIAM  ALEXANDER,  INSPR,  RCMP 

90   LEROUX,  ANDRE  J,  CPT,  MONTREAL  URBAN  COMMUNITY 

50   PLOUFFE,  LEO,  CHIEF  INSPECTOR,  PD 
121   PSENAK,  BENJAMIN  JOSEPH,  SGT,  QUEBEC  POL  FORCE 
113   QUINN,  CLAUDE  J,  ASST  DIR,  QUEBEC  POL  FORCE 
197   RABBAT,  CHARLES,  CMDR,  MONTREAL  URBAN  COMM  POL 

10   ROCHE,  J.  R.,  JUDGE,  COURT  OF  THE  SESSION  OF 
194   ST  DENIS,  RICHARD,  CHF  INSPR,  SURETE  DU  QUEBEC  PO 
QUEBEC  CITY 

125  tt   GOLANECK,  MICHAEL  GEORGES,  LT,  PD 
ST  LAHRENCE 

192   PARENT,  MARC,  CMDR,  MONTREAL  URBAN  COMM  POL 
SASKATCHEHAN 
NORTH  BATTLEFORD 

117  tt   HEAD,  ROBERT  HARVEY,  ASST  COMM,  RCMP 
REGINA 

113  tt   EGAN,  DOUGLAS  H,  CHF  SUPT,  RCMP 

126  ENGEL,  JERRY  ALEXANDER,  S/SGT,  PD 

183   MCFADYEN,  DARRELL  HESLEY,  INSPR,  RCMP 
SASKATOON 
175   DOELL,  NORMAN  VICTOR,  SUPT,  SASKATOON  POL  SERVICE 
180   RITCHIE,  DANIEL  HILLIAM,  SUPT,  CANADIAN  NATL  POL 

CANAL  ZONE 
BALBOA  HEIGHTS 

84   AMASON,  EDHARD  V.,  JR.,  LT,  CANAL  ZONE  POL 

6  *  COFIELD,  GENE,  OFCR,  PANA  CANAL  ZONE  POL 
92   FRENCH,  HILLARD  J.,  SGT,  CZ  POL 


CAYMAN  ISLANDS 
GEORGE  TOHN 

161   CLIFFORD,  CHARLES  EDISON,  INSPR,  ROYAL  CAYM  POL  FRCE 
GRAND  CAYMAN 

197  ENNIS,  CLIFTON  ANTHONY,  CHF  INSPR,  ROYAL  CAYMAN  ISLAND 

CHANNEL  ISLANDS 
GUERNSEY 

165   BURROHS,  MICHAEL  NEHELL,  INSPR,  GUERNSEY  POL 
JERSEY 
ST  HELIER 

194  BONJOUR,  ANDRE  PAOLO,  INSPR,  STATES  OF  JERSEY  POL 
161   JONES,  ROLAND  JOHN,  CHF  INSPR,  ST  OF  JERSEY  POL 

146   LEBROCQ,  MARTYN  LAURENCE,  DET  CHF  INSPR,  STATES  OF  JERS 

CHILE 
SANTIAGO 
183   ANSIETA  ANTIVILO,  JAIME  EDUARDO,  DET,  POLICIA  DE  INVSTG 
72  tt   BLAMEY  PIZARRO,  CLAUDIO  ENRIQUE,  LT,  CARABINEROS  DE  CHI 
153   BYHATERS,  FRANCISCO  E,  CPT,  CARABINEROS  DE  CHILE  PD 
168   CARRASCO,  CARLOS  GUSTAVO,  CPT,  CARABINEROS  DE  CHILE 

198  CASTILLO  ZUNIGA,  CLAUDIO,  MAJ,  CARABINEROS  DE  CHILE 

196  CASTRO  MIGUELES,  SEGUNDO  RUBEN,  INSPR,  POLICIA  DE  INVST 
137   CASTRO-MUNOZ,  JOSE,  INSPR,  INVSTGN  DE  CHILE 

193  CUBILLOS-RIVERA,  ANTONIO  H,  COMISARIO,  POLICIA  DE  INVST 

197  DIAZ-ROJAS,  RUDY  ORLANDO,  SUBCOMISARIO,  POLICIA  DE  INVS 

191  ESCARATE  ESCARATE,  MARIO,  SUBPREFECTO,  POLICIA  DE  INVST 
139    ESPINOZA,  CARLOS  EDUARDO,  INSPR,  POL  DE  INVSTGN  DE  CHIL 

195  FERNANDEZ  MONTECINOS,  PABLO,  CPT,  CARABINEROS  DE  CHILE 

165  GOMEZ  TABOADA,  MARIANELA  EMA,  DET,  POL  DE  INVSTGN  DE  CH 
163   GONZALEZ-HOFFENS,  CARLOS  R,  INSPR,  INVSTGTVE  POL  OF  CHI 

185  HERNANDEZ  CASTRO,  JOEL,  INSPR,  POLICIA  DE  INVSTGNS  DE 

182  HERNANDEZ-RIVERA,  JUAN  F,  INSPR,  POLICIA  DE  INVSTGNS  DE 
163   HERRERA-PINTOR,  VICTOR  HUGO,  TENIENTE,  CARABINEROS  DE  C 

187  JARA  LEAL,  ROXANA  IVONNE,  DET,  POLICIA  DE  INVSTGNS  DE  C 
77   LIRA,  LUIS,  MAJ,  CARABINEROS  DE  CHILE 

192  LOPEZ  BONILLA,  HUGO,  INSPR,  POLICIA  DE  INVSTGN  DE  C 

183  MANRIQUEZ  CARRASCO,  ROBERTO  A,  INSPR,  POLICIA  DE  INVSTG 

166  MEDINA  LEAL,  LORENZO  FERNANDO,  SUB  COMISARIO,  INVSTGNS 

188  MIRANDA  ALVAREZ,  OSCAR,  INSPR,  POLICIA  DE  INVSTGNS  DE 

198  MOLINA-ISLAS,  NELSON,  INSPR,  POLICIA  DE  INVSTGNS  DE 

190  PFEIFER  ROJAS,  GUSTAVO  ANDRES,  CPT,  CARABINEROS  DE  CHIL 

194  PINO  ESPINOZA,  MAX  H,  CPT,  CARABINEROS  DE  CHILE 

129   RIQUELME,  EDUARDO  HUMBERTO,  DEP  COMMISSIONER,  INVESTIGA 

186  ROJAS  SOTO,  PATRICIO,  INSPR,  POLICIA  DE  INVESTIGACIO 
77  tt   SALAS  HENZEL,  JUAN  C,  SEC  DIR,  BANCO  DEL  ESTADO  DE  C 

185  SALAZAR  GUTIERREZ,  MANUEL,  CPT,  CARABINEROS  DE  CHILE 

134  SALDIAS-ARTEAGA,  JOSE  ANTONI ,  DET,  INVESTIGACIONES  DE  C 

191  SALGADO,  JUAN  CARLOS,  MAJ,  CARABINEROS  DE  CHILE 

186  SEPULVEDA  CID,  IVAN  ALBERTO,  MAJ,  CARABINEROS  DE  CHILE 
72  tt   SMITH  IBARRA,  FEDERICO,  LT,  CARABINEROS  DE  CHILE 

145  SUAREZ  KALISE,  GUILLERMO  RAU,  DET,  INVESTIGACIONES  DE  C 
157  tt   TAPIA  ACEVEDO,  CARLOS  MANUEL,  INSPR,  CHILEAN  INVSTGNS  P 

192  TAPIA  GATICA,  ALEJANDRO  HORACIO,  CPT,  CARABINEROS  DE  CH 
75  THOMPSON  G.,  JORGE,  CAPTAIN,  CARABINEROS  DE  CHILE 

189  VALDERRAMA  ALARCON,  RAMON  CAMIL,  LTC,  CARABINEROS  DE  CH 
149  VILLANUEVA  VIVES,  ALDO,  DET  INSPR,  INVESTIGACIONES  DE 
182  YANEZ-AVILA,  ALEJANDRO  G,  CPT,  CARABINEROS  DE  CHILE 

VALPARAISO 

190  GONZALEZ  CABRERA,  HERNAN,  INSPR,  POLICIA  DE  INVSTGNS  DE 
188   LEMA  PENNA,  EDUARDO,  CPT,  CARABINEROS  DE  CHILE 

COLOMBIA 
BOGOTA 
182   ACEVEDO-OSSA,  JOSE  GERARDO,  CPT,  COLOMBIAN  NATL  POL 
181   ANZOLA  BARBOSA,  LUIS  FELIPE,  INSTR  ESCUELA,  FISCALIA  GE 

195  ATEHORTUA  DUQUE,  OSCAR,  MAJ,  COLOMBIAN  NATL  POL 

194  BARAJAS  BLANCO,  FELIX  ENRIQUE,  CRIM  INVSTGR,  COLOMBIA  B 

178  BUITRAGO  ARIAS,  JUAN  CARLOS,  LT,  COLOMBIAN  NATL  POL 
161  CASTANEDA,  JOSE  DE,  CHF,  DEPT  ADMIN  DE  SEGURIDAD 
192  DELGADO  MORA,  JAIRO  ROLANDO,  LTC,  COLOMBIAN  NATL  POL 
177  ESPINOSA  GARCES,  ANDRES  MARIO,  PROF'L.DEPT  ADMIN  DE  SEG 

141  GALVIS  GALVIS,  VENANCIO,  MAJ,  COLOMBIAN  NAT  POL 

179  GOMEZ  AREIZA,  GUSTAVO  A,  DIR  SECCIONAL,  FISCALIA  GEN 

195  GOMEZ  MENDEZ,  JESUS  ANTONIO,  LTC,  COLOMBIAN  NATIONAL  PO 
197  GOMEZ-DELGADO,  ALVARO  ENRIQUE,  MAJ,  COLOMBIAN  NATL  POL 
168  GONZALEZ  AGUILAR,  OMAR  H,  CPT,  COLOMBIAN  NATL  POL 

175  JAIMES  RICO,  LUIS  ARMANDO,  ASST  DIR,  DEPT  ADMIN  DE  SEGU 

79  tt   MATIZ,  ALVARO,  COL,  POLICE  ATTACHE 

82  tt   MOJICA,  AUGUSTO,  LTC,  NATL  POL  OF  COLOMBIA 

95  tt   MOLINARES-SARMIENTO,  LUIS  A,  CPT,  POLICIA  NACIONAL 

192  MORENO  RODRIGUEZ,  CLEOTILDE,  ASST  DIR,  DEPT  ADMIN  DE  SE 

142  MOW-ROBINSON,  CARLOS  ROGELIO,  CPT,  NATL  POL  OF  COLOMBIA 
151  tt   MURILLO-GELVEZ,  NORBERTO  A,  INSPR,  DEPARTMENTO  ADMINIST 

167  PAREDES  MUNOZ,  OSCAR  FREDY,  INSPR,  DEPT  ADMIN  DE  SIGURI 

135  PELAEZ  RESTREPO,  NORBERTO,  MAJ,  POLICIA  NACIONAL 

180  PENA-CASAS,  JAIME  ALBERTO,  CPT,  COLOMBIAN  NATL  POL 

175  PORTILLA  ROMO,  HILSON  OMAR,  LT,  COLOMBIAN  NATL  POL 

137   PULIDO-BARRANTES,  ISRAEL,  MAJ,   NATIONAL  POL  OF  COLUMBI 
180   RESTREPO,  LUZ  ELENA,  DET,  DEPT  ADMIN  DE  SEGURIDAD 

176  RODRIGUEZ  TORRES,  JOSE  MANUEL,  INVSTGR,  FISCAL  NACIONAL 
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COLOMBIA  -  ENGLAND 

145  RODRIGUEZ-GARCIA,  HOMERO,  LTC,  ADMIN  DEPT  OF  SEC 

182  ROMANOS-LINARES,  YESID,  LT,  COLOMBIAN  NATL  POL 

173  SANCHEZ  MORALES,  EDGAR,  CPT,  COLOMBIAN  NATL  POL 

176  TELLEZ  GOMEZ,  RICARDO,  SECT  CHF,  FISCAL  NACIONAL 

COSTA  RICA 
SAN  JOSE 
139   FERNANDEZ  GUILLEN,  EDGAR,  INVSTGR  I,  ORGANISMO  DE  INVST 
153   GAMBOA-CARTIN,  ARMANDO,  SUB-OFFICIAL,  ORGANIZATION  OF 
137   GRAHAM-FRANCIS,  CARLOS,  INVSTGR  I,  BU  OF  JUDICIAL  INVS 
184   MATAMOROS,  MARTIN,  INSPR,  ORGANISMO  DE  INVSTGN  JU 
115   SALAZAR-OCONITRILLO,  RAIMUND,  SECTION  CHIEF,  TECHNICAL 
159   SANCHEZ-FONSECA,  JORGE  ARNOLDO,  SUB  OFFICIAL,  ORGANISMO 
144   SPARKS-BARNES,  REINALDO  LUIS,  INVSTGR,  ORGANISMO  DE  INV 
164  *  TAYLOR,  ESTEBAN  ALLEN,  INVSTGR,  DE  INVESTIGACION  JUOI 

CUBA 
HAVANA 

47  *  DIAZ  ROJAS,  ANDRES,  MAJ,  CUBAN  NATL  POL 

48  tt   GARCIA  IGLESIAS,  ORLANDO,  CAPTAIN,  CUBAN  ARMY 


RIO  CANARIO 
196   SCHOOP, 

HILLEMSTAD 
182  ANTONIUS 
140  CANDELAR 
173  DAANTJE, 
145  DACOSTA 
34  *  GORSIRA, 
175  HOLIDAY, 
110  NISBETH, 
150   HILLEMS, 


CURACAO 

ALBERT  JOSE-RICARDO  A,  INSPR,  NETHERLANDS  ANTIL 

,  ROBERT  ALBERT  V,  SUPT,  POL  FORCE  NETHERLANDS 
IA,  ROBERT  MAX,  INSPR,  NETH  ANTILLES  POL  FRCE 

GEROLD  EUGENIO,  SUPT,  NETHERLANDS  ANTILLES  POL 
GOMEZ,  GABRIEL  PEDRO,  INSPR,  NETH  ANTILLES  POL 

MICHIEL  P.,  COP 

DERRICK  EDDISON,  INSPR,  CURACAO  POL 

DESTA  H.,  ASST.  SUP.  NETH.  ANTILLES  SEC. 

JULIAN  A,  SUPT,  NETH  ANTILLES  POL  FORCE 

CYPRUS 


NICOSIA 

97 
193 
196 

72  tt 

93 
168 
196 
108 

71  tt 
179 
PAPHOS 

71  tt 


KARAYIAS,  STELIOS  G,  SUPT,  CYPRUS  POL  FORCE 
KERIMIS,  COSTAS  PANAYIOTOU,  INSPR,  CYPRUS  POL  FORCE 
KOUSHIOUMIS,  ANDREAS  DEMETRIOS,  INSPR,  CYPRUS  POL 
MEZOS,  NICOLAS  MICHAEL,  CHF  SUPT,  CYPRUS  PORTS  AUTHORI 
MOUROUZIDES,  KYPROS  I,  CHF  SUPT,  MINISTRY  OF  THE  INTE 
PANAYIOTOU,  GEORGE,  CHF  INSPR,  CYPRUS  POL  FORCE 
PAPAGEORGHIOU,  MICHAEL  C,  CHF  INSPR,  CYPRUS  POL 
SHAILOS,  ANDREAS  T,  CHF  SUPT,  CYPRUS  POLICE  FORCE 
STOKKOS,  PAVLOS  ZENONOS,  MAJOR  GENERAL,  DEPUTY  CHIEF  OF 
THEODORIDES,  NICOS  K,  CHF  INSPR,  POLICE  OF  CYPRUS 

PAPAGEORGHIOU,  DEMETRIOS  M,  COP 


CZECH  REPUBLIC 
PRAGUE 
185   BURIL,  TOMAS,  CPT,  CZECH  REPUBLIC  PD 
195   KOZOJED,  ALEXEJ,  MAJ,  DIRECTORATE  OF  CRIM  POL 

DENMARK 
COPENHAGEN 
154   BIEHL,  PALLE,  CHF  SUPT,  DANISH  NATL  POL 
172   BONNICHSEN,  HANS  JORGEN,  DET  CHF  SUPT,  DANISH  NATL  POL 
134   BUKH,  POUL,  CHF  SUPT,  DANISH  NATL  POL 
166   ELIASEN,  WILLY  REINHOLD,  DET  CHF  SUPT,  DANISH  NATL  POL 
191   GRAVESEN,  JOERN,  DEP  CHF  SUPT,  DANISH  NATL  POL 
199   HOJ  TIPSMARK,  KLAUS,  DET  SUPT,  DANISH  POL 
151   LARSEN,  PER  CLAUS,  DET  CHF  SUPT,  DANISH  NATL  POL 
143   SEITNER,  MANFRED,  CMDR,  UNITED  NATIONS  IPTF 
183   SORENSEN,  MOGENS,  DET  CHF  SUPT,  DANISH  NATL  POL 
158   VITTRUP,  KAI,  CHF  SUPT,  DANISH  NATL  POL 

DOMINICA 
ROSEAU 
189   DARROUX,  EDMUND  CHRISTIE,  ASST  SUPT,  DOMC  POLICE 
160  tt   JOSEPH,  EVANDER  JAMES,  DEP  COMMISSIONER,  DOMC  POL  FOR 
175   SEVERIN,  MARK  DUKE,  INSPR,  DOMINICA  POL  FORCE 

DOMINICAN  REPUBLIC 
SANTO  DOMINGO 
181   ANTIGUA,  RADHAMES,  CPT,  DOMINICAN  REPUBLIC  NATL  P 
179   BAEZ  AYBAR,  MAXIMO  ARTURO,  1LT,  DOMINICAN  REPUBLIC  NATL 
109  tt   BERROA  CONTRERAS,  ELEODORO,  LTC,  SECRET  SERV,  DOM  NATL 
199   GOMEZ-CABRAL,  DAGOBERTO  ANTONIO,  LTC,  DOMINICAN  NATL  PO 

70  tt   MOREL-TINEO,  RAFAEL,  COLONEL,  NATIONAL  POLICE 

71  *  PERALTA,  R.  JOSE,  FIRST  LT,  NATIONAL  POLICE 

158  *  YUNES  MEDINA,  JOSE  ALTAGRACIA,  LT,  NATL  DRUG  CONTROL  DI 

EASTERN  IRELAND 
DUBLIN 
162   JENNINGS,  DERMOT  AUGUSTINE,  INSPR,  GARDA  SIOCHANA 


QUITO 
157 
135 
198 
171 
72 
70 
154 


ECUADOR 

CADENA-SALAZAR,  HUGO  MARCELO,  CPT,  NATL  POL  OF  ECUR 
CAICEDO,  EFREN  NORBERTO,  COL,  NAT  POL  OF  ECUR 
CORREA  ARMAS,  FRANCISCO  ULPIANO,  LT,  ECUADORIAN  NATL  PO 
PALACIOS  AREVALOO,  GUILLERMO  R,  MAJ,  ECUADORIAN  NATL  PO 
PLASENCIA,  GALO  M. ,  LTC,  NATIONAL  POLICE  OF  ECUADO 
REYES,  PACIFICO  DELOS,  MAJOR,  NATIONAL  POLICE  OF  ECUA 
SOSA-BARRENO,  JUAN  FRANCISCO,  CPT,  NATL  POL  OF  ECUADOR 

EGYPT 


INTERIOR 


CAIRO 
108  *  ABDEL  AZZIM,  A.M.E.,  LTC,  MINISTRY  OF  INTERIOR 


108  ABDEL  GHAFFAR,  M.M.E.,  COL,  MINISTRY  OF  INTERIOR 
199  ABDEL  MONEM,  AHMED  MOHAMED,  COL,  ADMIN  CONTROL  AUTH 
188  ABDELBARY,  AKRAM  ABD  AL  IZIZ,  MAJ,  STATE  SECURITY  INVST 

131  ABDUL  RAHMAN,  HAGDY  SALEH,  COL,  STATE  SECURITY  OF  INTER 

105  ABOU  SHELEIB,  HAZEM  H.  ,  LT  COL,  MINISTRY  OF  INTERIOR 

135  AHMED,  AHMED  GAAFAR,  COL,  MINISTRY  OF  INTERIOR 

198  ALY,  HOSSAM  SHAWKY,  COL,  EGYPTIAN  ADMIN  CONTROL  AU 

107  AZZAZY,  IBRAHIM  EL-SAYED,  COL,  POL  ACDMY,  MNSTRY  OF  INT 

190  BADAHY,  SHERIF  AHMED,  LTC,  ADMIN  CONTROL  AUTH 

192  EL  BEDAHY,  ESSAM  SALAH,  LTC,  STATE  SECURITY  INVSTGNS  S 

130  EL  GAMMAL,  HANNE  YOUSEF,  LT  COL,  MINISTRY  OF  INTERIOR 
192  EL  KATATNY,  MAMDOUH  MOHAMED,  LTC,  POLICE  ACADEMY 

195  EL  MOAZ,  ADEL  FATHALLA,  LTC,  STATE  SECURITY  DEPT 

132  EL  NAGAR,  KAMAL  MOHAMED,  BRIG  GEN,  MINISTRY  OF  INTERIOR 
186  EL  HATANY,  HALID  KARAM,  CPT,  ADMIN  CONTROL  AUTH 

107  EL-ALFY,  HASSAN  MOHAMED,  COL,  POL  ACADEMY,  MINISTRY  OF 

106  EL-MI NADY,  MOHAMED  MOHAMED,  BRIGADIER  GEN,  CAIRO  INTERP 

114  EL-TABEI,  MOHAMED  MOHAMED,  COL,  MINISTRY  OF  INTERIOR 

109  ELAGHORY,  HASSAN  MOHAMED,  GEN,  MINISTRY  OF  INTERIOR 

127  ELAZAB,  MOHAMED  ASHRAF,  COL,  MINISTRY  OF  INTERIOR 

109  ELBANNA,  MAHMOUD  YOUSRI,  GEN,  MINISTRY  OF  INTERIOR 

116  ELORDI,  HASSAN  AMIN,  GEN,  MINISTRY  OF  INTERIOR 

124  ELSHINNAHY,  MOHAMED  MOUSTAFA,  GEN,  MINISTRY  OF 

111  ELTOBGY,  MOHAMED  Z.,  GEN,  CIVIL  DEFENSE 

115  FARID,  ADEL  ABDEL,  COL,  MINISTRY  OF  INTERIOR 

117  GANIMA,  ALI  ABDEL,  COL,  MINISTRY  OF  INTERIOR 

139  HAFEZ,  ABDEL  AZIZ,  LTC,  MINISTRY  OF  INTERIOR 

128  *  HAMDY,  AMR  ABDEL-HAMID,  LT,  MINISTRY  OF  INTERIOR 

118  *  HANNA,  TAHFIK  WISSA,  COL,  MINISTRY  OF  INTERIOR 

105  *  HARMINA,  MONEER  FOUAD,  COL,  SECURITY  DIRECTORATE  OF  C 

196  HASIB,  HALID  MOHAMED  RASHAD,  MAJ,  ACA 

179  HEGAZY,  SALAH  EL  DIN  MOHAMED  F,  LTC,  EGYPTIAN  NATL  POL 
104  *  HUSSEIN,  ADEL  ISMAIL,  LTC,  MINISTRY  OF  INTERIOR 

133  *  IBRAHIM,  MOHSEN  MOHAMED,  LTC,  MINISTRY  OF  INTERIOR 

197  ILHABALL,  EL-SAYED  IBRAHIM,  LTC,  MINISTRY  OF  INTERIOR 

125  ISMAIL,  SEIDAWY  ALY,  BRIG,  MINISTRY  OF  INTERIOR 

186  KADOUS,  MOHAMED  ASHRAF  IBRAHIM,  MAJ,  STATE  SECURITY 
37  *  KAMEL,  AHMED  AHMED,  COL 

103  KAMEL,  RAAFAT,  LT  COL,  MINISTRY  OF  INTERIOR 

144  KASEM,  GALAL  AHMED,  BRIG,  STATE  SEC  DEPT 

123  KHALIFA,  MEDHAT  ABDEL,  BRIG  GEN,  CAIRO  AIRPORT  SEC  DE 

126  KHALIL,  MOHAMED  HUSSEIN,  GENERAL  DIR,  POLICE  ACADEMY 

141  LOTFI,  KASSEM  MAHMOUD,  COL,  EGYPTIAN  SPOL 

195  MEDHALI,  KHALED  MOHAMED,  LTC,  EGYPTIAN  POL  ACADEMY 

134  MOSTAFA,  AHMED-NASHAT  MOHAMM,  LTC,  MINISTERY  OF  INTERIO 
188  NASSER,  HESHAM  YEIHA,  LTC,  POL  ACADEMY 

106  NEGM-ELDIN,  HAZEM  ABD-EL,  LT  COL,  MINISTRY  OF  INTERIOR 
137  NOZAHI,  ADEL  ABDELFATAH,  COL,  MINISTRY  OF  INTERIOR 

77  OKEIL,  ABDEL  H. ,  INSPR,  MINISTRY  OF  INTERIOR 

110  RASSEM,  MOHAMED  M. ,  GEN,  MINISTRY  OF  INTERIOR 

104  REDA,  AALY  H. ,  LT  COL,  MINISTRY  OF  INTERIOR 

120  SALAH  EL-DIN,  MOHAMED  HAGIH,  COL,  STATE  SEC  DEPT 
113  SALEH,  ABDEL  RAOUF,  GENERAL,  MINISTRY  OF  INTERIOR 

196  SALEH,  ALAA  ELDIN  FEKRY,  LTC,  ACA 

170  SHAABAN,  MOATASEEM  MOHAMED,  BRIGADIER,  CAIRO  CRIMINAL  I 

190  SHARABY,  OSAMA  FAROUK,  COL,  MINISTRY  OF  INTERIOR 

77  SHAHKAT,  MAHMOUD  ALI,  LT  COL,  MINISTRY  OF  INTERIOR 

122  SOBEIH,  MOHAMED  MOSTAFA,  BRIGADIER,  MINSTRY  OF  INTERIOR 

176  YOUSSEF,  MOHAMED  ABDEL  HAMID,  COL,  EGYPTIAN  NATL  POL 

112  ZAKARIA,  MOHAMED  A.,  LIEUTENANT  COLONEL,  MINISTRY  0 
PORT  SAID 

103  KHODAIR,  MOHAMED  SAMY,  PORT  SAID  GOVERNOR 
CAIRO 
GIZA 

121  EZELDIN,  AHMED  GALAL,  COL,  MINISTRY  OF  INTERIOR  POL 

EL  SALVADOR 
SAN  SALVADOR 

131  LAINEZ  MENDOZA,  JULIO  ALBERT,  DET,  POLICIA  NACIONAL  DE 
154   LOPEZ  Y  LOPEZ,  NELSON  IVAN,  LTC,  NATL  POL  OF  EL  SALVADO 

ENGLAND 
AVON 

147  BROOK,  RICHARD  JOHN,  CHF  INSPR,  AVON  AND  SOMERSET  C 
BARNSLEY 

112   HATSON,  TERENCE,  DIV  CMDR,  SOUTH  YORKSHIRE  POL 
BIRMINGHAM 

148  COCKER,  DAVID  FRANK,  CHF  INSPR,  HEST  MIDLANDS  POL 
125   ROCHE,  CLIVE  JEREMY,  ASST  CHF  CONSTABLE,  HEST  MIDLA 

143  THURSFIELD,  DAVID  WILLIAM,  SUPT,  WEST  MIDLANDS  POL 

140  WILKINSON,  FRANCIS,  ASST  CHF  CONSTABLE,  WEST  MIDLA 
BRAMSHILL 

145  MEAD,  GEOFFREY  DOUGLAS,  CHF  SUPT,  POL  STAFF  COLLEGE 
BRISTOL 

136  HARLAND,  JOHN  HENRY,  DEP  CHF,  AVON  &  SOMERSET  CONST 
CHESHIRE 

146  JONES,  PETER  LINDEN,  CHF  SUPT,  CHESHIRE  CONSTABULAR 
CHESTER 

175   GERRARD,  GRAEME  EDWARD,  SUPT,  CHESHIRE  CONSTABULARY 

CLEVELAND 
134   HORNER,  JOHN  KENNETH,  ASST  CHF  CONSTABLE,  CLEVELAND 
190   MAXWELL,  GRAHAME  RONALD,  CHF  SUPT,  CLEVELAND  CONSTABULA 

COLWYN  BAY 

119  ODOWD,  DAVID  JOSEPH,  INSPECTOR  OF  CONSTABULARY,  UNI 
DURHAM 

142  It   MACKENZIE,  BRIAN,  CHF  SUPT,  DURHAM  CONSTABULARY 
ESSEX 

144  CLARK,  CHARLES  EDWARD,  CHF  SUPT,  POL 
164   PAYNE,  GEOFFREY  DAVID,  DET  SUPT,  PD 

EXETER 
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198   CLARKE,  ANDREW,  SUPT,  DEVON  &  CORNWALL  CONSTAB 

161  GRIMLEY.  PATRICK  JOSEPH,  SUPT,  DEVON  &  CORNWALL  CONSTAB 
107   ORHEROD,  CHARLES  R.,  ASST  CHF  CONSTABLE,  DEVON  CONS 

127   PHILLIPS,  JOHN  DAVID,  DEP  CHF  CONSTABLE,  DEVON  &  COR 
HERTFORDSHIRE 

159  THOHAS,  MICHAEL  FRANCIS,  CHF  SUPT,  STEVENAGE  PD 
HULL 

178  GRIFFIN,  DAVID  JOHN,  SUPT,  HUMBERSIDE  POL 
HUMBERSIDE 

130  POVEY,  KEITH,  ASST  CHF  CONSTABLE,  HUMBERSIDE 
KENT 

166  HORTON,  COLIN,  SUPT,  KENT  POL 
LEICESTER 

172   GHAFFUR,  TARIQUE  MOHAMMED,  CHF  SUPT,  LEICESTERSHIRE  CON 
LEICESTERSHIRE 

157  It   HALLACE,  P  JOHN,  EX  DET  CH  SUPT,  NON  SEC  MANGR 
LIVERPOOL 

117  ADAMS,  RICHARD,  ASST  CHF  CNSTBLE,  MERSEYSIDE  P 

122  It   LUPTON,  MARIE,  CHF  SUPT,  MERSEYSIDE  POL 
LLANGUNNOR 

118  WHITE,  RAYMOND,  CHF  CONSTABLE,  DYFED-POWYS  POL 
LONDON 

179  BAKER,  ANDRE,  CHF  SUPT,  METRO  POLICE 
165   DICKINSON,  THOMAS,  CHF  SUPT,  LONDON  POL 
198   DOUGLAS,  DAVID,  DET  CHF  INSPR,  METRO  POL 

162  GALE,  CHRISTOPHER,  ASST  CHF  CONSTABLE,  MERSEYSIDE 

137  HIGGINS,  STEWART  LAURANCE,  SUPT,  METRO  POL 

184  HOOLEY,  FRANK,  DET  CHF  INSPR,  CITY  OF  LONDON 

185  HUNT,  GEOFF,  DET  CHF  INSPR,  METRO  POL  SERV 

8  It   LESLIE,  HENRY  ARTHUR,  SUPT,  METRO  PD,  NEH  SCOTLAND  Y 
141   MONK,  RICHARD  GORDON,  CMDR,  METRO  POLICE,  NEH  SCOTLA 

194  OVERTON,  DAVID  HENRY,  DET  INSPR,  METROPOLITAN  POL 

151  RAMM,  ROY  ALFRED,  DET  CHF  SUPT,  METRO  POL 
189   RANDALL,  ROBERT  MICHAEL,  DET  SUPT,  METRO  PD 
103   RICHARDS,  MICHAEL  D. ,  DET  CHF  SUPT,  METRO  POL 

171   WEBB,  BARRY  WILLIAM,  DET  SUPT,  NATL  CRIM  INTELLIGEN 

123  WINSHIP,  PETER  JAMES,  DEP  ASST  COMMISSIONER,  METRO  P 
MAIDSTONE  KENT 

124  CAREY,  PHILIP  WALLACE,  SUPT,  KENT  CO  CNSTBLRY 
MANCHESTER 

155  DAVIES,  HARRY,  SUPT,  GREATER  MANCHESTER  POL 

182   PROVOOST,  ARTHUR  GILLES,  DET  SUPT,  GREATER  MANCHESTER  P 
193   ROSS,  JULIAN,  DET  INSPR,  GREATER  MANCHESTER 

163  SWEENEY,  VINCENT  ANTHONY,  ASST  CHF  CONSTABLE,  POLICE 
NORTH  YORKSHIRE 

131  SHAH,  BARRY  DENNIS,  ASST  CHF  INSPR,  NORTH  YORKSHIR 
NORTHAMPTON 

167  DITCHETT,  PETER  MICHAEL,  SUPT,  NORTHAMPTONSHIRE  POL 

156  WILLIS,  KENNETH  IAN,  CHF  INSPR,  NORTHAMPTONSHIRE  PO 
NORTHAMPTONSHIRE 

170   CLARKE,  NIGEL  TREVOR,  CHF  INSPR,  NORTHAMPTONSHIRE  PO 

139   WYRKO,  DAVID  JOHN,  CHF  SUPT,  NORTHAMPTONSHIRE  POL 
NORTHUMBRIA 

126   BANCROFT,  FREDERICK  BARRY,  ASST  CHF,  CONSTABULARY 
NOTTINGHAM 

117  tt   MCCLEAN,  ROY  H,  DET  SUPT,  NOTTINGHAMSHIRE  CONS 
OXFORD 

132 
OXON 

190 
PENRITH 

138  MORTON,  RENNIE  MUIR,  SUPT,  CUMBRIA  CONSTABULARY 
PLYMOUTH 

129  It   GORMAN,  LIONEL  PAUL,  DIV  CMDR,  CROHNHILL  PD 
RAF  ALCON  BURY 

132  FARRINGER,  DAVID  FRANK,  MAJ,  USAF 
RAF  BENTHATERS 

93   HARRELL,  FRANK  H. ,  MSGT,  USAF 
SOUTHAMPTON,  HAMPSHIRE 

188   STICKLER,  PAUL  ANDREW,  DET  CHF  INSPR,  HAMPSHIRE  CONST 
SULHAMSTEAD 

152  HOHLETT-BOLTON,  ANTHONY  C,  CHF  SUPT,  THAMES  VALLEY  POL 
SURREY 

169 

151 

180 

128 
SUSSEX 

153 
WARWICK 

120  tt   HALL,  GRAHAM  ROGER,  SUPT,  WARWICKSHIRE  CONSTABULAR 
WEST  YORKSHIRE 

174   BROWN,  ANDREW  FREDERICK,  DET  SUPT,  WEST  YORKSHIRE  POL 
HILTSHIRE 

133  GOLDIE,  IAN  DAVID,  CHF  SUPT,  HILTSHIRE  CONSTABULA 
WORCESTER 

160  BECKLEY,  ALAN,  CHF  INSPR,  WEST  MERCIA  CONSTAB 

ERITREA 
ASMARA 
193   MEBRAHTU,  KIDANE  TESFAY,  COL,  ERITREAN  POL 

ESTONIA 
TALLINN 
196   ANVELT,  ANDRES,  CHF  SUPT,  CENTRAL  CRIM  POL  OF 
196   ERIK,  MATI,  CHF  SUPT,  ESTONIAN  NATL  POL  BO 
182   LAANET,  KALLE,  SR  INSPR,  CENTRAL  CRIMINAL  POL 

195  RATASSEPP,  MEELIS,  DEP  DIR,  ESTONIAN  SECURITY  POL 
198   SAGRIS,  HELLE,  ASST  IN  CHARGE,  ESTONIA  SEC  PO 
192   VAIN,  AARE,  DIR,  ESTONIAN  SECURITY  POL  BOA 


TARTU 
188 


ROOD,  HEIKI,  VICE  DIR,  ESTONIAN  SPOL  BOARD 


ENGLEFIELD,  ALAN  JOHN,  CHF  SUPT,  THAMES  VALLEY  POL 
HAVERON,  STEWART,  INSPR,  THAMES  VALLEY  POL 


CROSSAN,  PATRICK  PETER,  DET  SUPT,  SURREY  CONSTABULARY 

POTTER,  ROBERT  SAMUEL,  COP 

HILCE,  JON,  SUPT,  SURREY  POL 

WILLIAMS,  DAVID  JOHN,  DEP  CHF  CONSTABLE,  SURREY  CONS 

FREEMAN,  DAVID  ROY,  CHF  SUPT,  SUSSEX  POL 


ENGLER,  RUEDIGER,  KRIMINALOBERRAT,  BERLIN  POL 
HAEBERER,  PETER  MICHAEL,  KRIMINALOBERRAT,  WEST  BERLIN  K 
REINHARDT,  ANDREAS  JURGEN,  KRIMINALRAT,  BERLIN  POL 
SCHLANGE-SCHOENINGEN,  STEPHAN,  KRIMINALOBERRAT,  LANDESK 
WENDT,  CARSTEN,  LTC,  BERLIN  SPOL 
ZUCH,  KLAUS  JUERGEN,  KRIMINALOBERRAT,  BERLIN  POL 


FEDERAL  REPUBLIC  OF  GERMANY 
BERLIN 

179 

156 

174 

185 

197 

170 
DRESDEN 

195   KILZ,  UHE,  LTC,  SACHSEN  SPOL 
DUESSELDORF 

179   MUELLER,  REINHARD,  KRIMINALOBERRAT,  LANDESKRIMINA 
ERFURT 

184   HEHNE,  PETER,  KRIMINALRAT,  POLIZEI  DIREKTION 
FRANKFURT 

93   WESTENDICK,  WILLIAM  A.,  MAJ/ASSISTANT  CHIEF  OF  STAFF, 
HAMBURG 

106  *  BERTLING,  MICHAEL  G. ,  LT,  POLIZEI  HAMBURG-KRIMINALAM 

158   DALEKI,  MICHAEL,  KRIMINALOBERRAT,  PD 

130   HAESSLER,  HANS  JOACHIM,  KRIMINALHAUPTKOMMISAR,  PD 
HANAU 

182   BELCHER,  ERIC  RAY,  MAJ,  USA 
HEIDELBURG 

125   COLLINS,  ELLIS  JAMES,  CWO  III,  USA 
HEILBRONN 

163   RITTENAUER,  VOLKER  EUGEN,  KRIMINALHAUPTKOMMISSAR,  POLIZ 
MANNHEIM 

119   HART,  WILLIAM  LOUIS,  LTC,  USA 

132   MUMMA,  JOHN  HARLAN,  LTC,  USA 

135  #  PITTMAN,  GARRY  LYN,  LTC,  OFC  OF  PROVOST  MARSHAL 
MECKENHEIM 

145   BERLIN,  REINHARD  KARL,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
DAMBIER,  WOLFGANG,  DET  CPT,  BUNDESKRIMINALAMT 
MORNING,  ANITA,  CPT,  GERMAN  FED  LAW  ENF  AGENCY 
ZAYC,  HANS  WOLFGANG,  KRIMINALHAUPTKOMMISSAR,  BUNDES 


BOXLEITNER,  HEINRICH,  KRIMINALOBERKOMMISSAR,  BAVARIA 
MARONEY,  MICHAEL  JOHN,  CWO  IV,  USA 
REITHUBER,  DIETRICH  HEINZ,  CAPTAIN,  MUNICH  PD 


132 

133 

153 
MUNICH 

167 

169 

189 
MUNSTER 

154   SCHMIDT,  KLAUS  E,  KRIMINALOBERRAT,  POLIZEI-FUEHR 

126   ZIMMERMANN,  HANS-MARTIN,  KRIMINALDIREKTOR,  POLIZEIFUEHR 
NUERNBERG 

114  #  EBERT,  MICHAEL  D,  CWO,  USA 
RAMSTEIN  AFB 

172   DIMITRATOS,  HARRY,  M/SGT,  USAF 
RAMSTEIN  AIR  BASE 

182   DITZLER,  GREGORY  EARL,  CPT,  USAF 

190   JACKSON,  ARNOLD  DEWAYNE,  CHF  MSGT,  USAF 

135   KENT,  STEPHEN  DONALD,  SR  MSGT,  USAF 

126   ROURK,  RAPHAEL  PATRICK,  SR  MSGT,  USAF 
STUHL 

95  tt   BRENZEL,  ROBERT  C,  LTC,  USA 
STUTTGART 

109   MCWILLIAMS,  PHIL  S,  DAC,  USA 

114  RICE,  DEHARD  B,  JR,  COL,  USA 
WEST  BERLIN 

96  MERRETTIG,  ROLF  K,  FIRST  KRIMIN  ALHAUPLKOMMISSAR 

115  SCHINZ,  WOLFGANG  B. ,  CHIEF  COMMISSIONER,  CRIMINAL  P 
WIESBADEN 

186  BANSCHBACH,  HELMUT,  CHF  CRIM  COMMISSAR,  GERMAN  FED 
BOLCK,  STEFAN,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
BORG,  GERD  VAN,  KRIMINALRAT,  BUNDESKRIMINALAMT 
BRAUNWART,  KLAUS  E,  KRIMINALHAUPTKOMISSAR,  BUNDESK 
FUNKE,  JOHANNES-MARIA,  CRIM  SUPT,  GERMAN  FEDERAL  CRIM 
GILLNER,  EWALD  GEORG,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
GRUMBACH,  GERD,  LT,  GERMAN  FEDERAL  INVESTIGATI 
HAUER,  PETER,  KRIMAHAUPTKOMMISSAR,  FED  POLIC 
HEIL,  KLAUS  HERMANN,  KRIMINALOBERKOMMISSAR,  BUNDESK 
HESSEL,  HANS  JUERGEN,  DET  SUPT,  WGER  FED  CRIM  POL 

tt   HOEVELER,  HANS  J,  ASST  DIR,  W  GERMAN  FED  CRIM  PO 

KLEINSCHMIDT,  CHRISTIANE  E,  KRIMINALHAUPTKOMMISSARIN,  B 
KRUEGER,  JENS,  CHF  CRIM  COMM,  BUNDESKRIMINALA 
MAKOWSKI,  JOACHIM  GERT,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
POSIEGE,  PETRA,  KRIMINALHAUPTKOMMISSARIN,  BUND 
RADKE,  SVEN,  KRIMINALOBERRAT,  BUNDESKRIMINA 
REINWARTH,  JUERGEN,  BUNDESKRIMINALAMT,  KRIMINALHAU 
RUSSART,  WERNER,  KRIMINALOBERRAT,  BUNDESKRIMINA 
SCHHANINGER,  ROLF  ALFRED,  KRIMINALHAUPTKOMMISSAR,  BUNDE 
VAHLENKAMP,  WERNER,  KRIMINALHAUPTKOMMISSAR,  BUNDES 
HACKER,  GERHARD,  KRIMINALOBERKOMMISSAR,  BUNDESK 
WOHLRATH,  VOLKER  ROBERT,  DET  SUPT,  WEST-GERMANY  FED  BU 
HUERZBURG 

187  BARNETT,  GARY  GENE,  CWO  III,  USA 
92  tt   LENHART,  MICHAEL  E,  II,  LTC,  USA 

FEDERATED  STATES  OF  MICRONESIA 
KWAJALEIN 

151   HARTER,  THOMAS  MELVIN,  DEP  CHF,  PD 
ECAROLINE 
KOSRAE 

SIGRAH,  CARSON  KUN,  LT,  DPS 
TOSIE,  WILLIAM  ORLANDO,  CPT,  DPS 


137 
131 
135 
194 
163 
174 
182 
166 
123 
88 
146 
198 
151 
162 
190 
134 
129 
141 
159 
139 
121 


159 
138 
PONAPE 
154 
150 
138 


ABRAHAM,  JOSEPH  ANDERLANS,  CPT,  DPS 

ANGEY,  KONRAD  SITOUPIS,  DEP  CHF,  DIV  OF  SEC  AND  INVSTG 

JACK,  JACK  JOSEPH,  CHF,  DIV  OF  SEC  AND  INVSTGN 
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FEDERATED  STATES  OF  MICRONESIA  -  HONG  KONG 

138   MARTIN,  BERNEY  J,  COURT  ADMN  OFCR,  JUDICIARY  BRA 
TRUK 
154   ESEMANAU,  SORSIOS  JONMARK,  DIR,  DPS 
159   KILLION,  TEICHY  P,  LT,  DPS 
138   RIZAL,  KERSON  CHIWI ,  CPT,  TRUK  DPS 
150   UEDA,  CHIRIKAR  NOBORU,  DET,  DPS 
MARSHALLISL 
MAJURO 
154   LANHI,  GEORGE  RAYMOND,  CPT,  DPS 
150   LOKEIJAK,  HILSON,  DET  LT,  DPS 
159   LEMARI,  RELLONG  DAVID,  CPT,  DPS 
NMARIANAS 
SAIPAN 

CAMACHO,  FRANCISCO  MUNA,  CPT,  DPS 

CAMACHO,  GREGORIO  M,  DIR,  DPS 

CASTRO,  JOSE  MUNDO,  CHF,  N  MARIANAS  DPS 

MANALILI,  EDHARD  HIGA,  LT,  DPS 

REYES,  ANTONIO  ALDAN,  ASST  CHF,  DPS 

SALAS,  JUAN  SABLAN,  CPT,  DPS 

SEMAN,  VICENTE  TAMAN,  CHF  OF  CORRECTIONS,  DPS 


GIBRALTAR 
GIBRALTAR 
173   GOMEZ,  JOSEPH  ANTHONY,  SGT,  ROYAL  GIBRALTAR  POL 


KIYOSHI,  ANTONIO  OGO,  MAJ,  TINIAN  DPS 


BRELL,  KAORU,  DIR,  BU  OF  PUB  SFTY 

KANAI,  BESURE  FISCHER,  CHF,  BU  OF  PUB  SAFETY 


159 

112 

131  # 

194 

138 

185 

150 
NMI 
TINIAN 

167 

REPOF 

KOROR 

138 

150 
HCAROLINE 
YAP 

138   MIREY,  LIYAB,  COP,  YAP  DPS 

154   TAMANKAMNANGED,  CHARLES  LEO,  CPT,  DPS 

FIJI 
SUVA 
194   MATAKIBAU,  SAMUELA  SILI,  ASST  SUPT,  FIJI  POL  FORCE 
174   SAVUA,  ISIKIA  RABICI,  DEP  COMMISSIONER,  ROYAL  FIJI  P 
182   HAQAVESI,  ISIKELI  VUNIHAQA,  INSPR,  FIJI  POL  FORCE 

FINLAND 
HELSI NKI 
176   KNAPE,  PETRI  HARRY  KAIUS,  DET  CHF  SUPT,  NATL  BU  OF  INVS 
161   RANTAMA,  KARI  ILMARI,  DEP  CHF,  CENTRAL  CRIMINAL  POL 
143   RANTANEN,  KARI  OLAVI ,  CHF  OF  BU,  CENTRAL  CRIM  POL 
151   RINNE,  URMA  TOIVO,  CHF  SUPT,  SEC  POL  OF  FIN 
187   SALO,  JOUKO  UOLEVI,  DET  CHF  SUPT,  HELSINKI  PD 
193   VALKKI,  JOUNI  TAPANI,  INSPR  GEN,  MINISTRY  OF  THE  INT 

FRANCE 
BIARRITZ 
163   BOURNIOUEL,  PIERRE  MARIE,  COMR  PRINCIPAL,  FRENCH  NATL  P 


GREECE 

KASTANIS,  GEORGE  N,  LT,  HELLENIC  POL 

KOSSIVAKIS,  ELIAS  XENOPHON,  LT,  HELLENIC  POL  OF  GREECE 

LORENGATOS,  VASSILIS,  1ST  LT,  GREEK  POL 

LOUKOUMIS,  EVANGELOS  ANASTASIOS,  LT,  HELLENIC  NATL  POL 

PANOUSSIS,  IOANNIS,  MAJ,  HELLENIC  POL 

PAPACHRISTOS,  SPRIRIDON,  CPT,  NATL  SEC  AGENCY 

SKANDALIS,  ACHILLEAS,  LT,  HELLENIC  POL 

SKLAVOS,  SPYRIDON,  1ST  LT,  ATTICA  SEC  DIRECTORATE 

VANIKIOTIS,  GEORGE  THANASIS,  LT,  HELLENIC  NATL  POL 


HAEM,  MARK  STEPHEN,  COMR  PRINCIPAL,  FRENCH  NATL  PO 


CALAIS 

155 
CHOLET 

157   PIERRE,  HERVE  ROLAND,  COMMISSAIRE  PRINCIPAL,  FRENCH 
DEN  HAAG 

179   LEVEQUE,  MARC  DENIS,  LTC,  GENDARMERIE  NATIONALE 
GUADELOUPE 

169  SALAGNAC,  PHILIPPE,  DEP  DIR,  FRENCH  NATL  POL 
LA  ROCHELLE 

152   BERLIOZ-CURLET,  JACQUES,  COMR  PRINCIPAL,  FRENCH  NATL  PO 
LE  RAINCY 

170  PLAISANT,  ERIC,  COMMISSAIRE,  FRENCH  NATL  POL 


LILLE 
170 

PARIS 
197 
193 
183 
187 
185 
141 
197 
195 
182 
191 
199 
166 
189 
171 
178 
193 
174 
151 
151 
177 
137 
165 
186 
185 
153 
164 


MULLER,  ROMUALD,  COMMISSAIRE,  FRENCH  NATL  POL 


ALEGRE,  FREDERIC  GUILLAUME,  COMMISSAIRE,  FRENCH  NATL  PO 
BILLA,  FRANK,  COMMISSAIRE,  POLICE  JUDICIAIRE 
BONNEFOND,  OLIVIER,  COMMISSAIRE,  FRENCH  NATL  POL 
CAILLET,  SERGE,  LTC,  FRENCH  GENDARMERIE 
CALLIES,  THIERRY,  COMMISSAIRE,  POL  OF  PARIS 
CHAU,  SIDNEY  FOO-CHEONG,  SUPT,  ROYAL  HK  POL  FRCE 
DUPOUY,  CHRISTIAN  GUY  SERGE,  LTC,  FRENCH  NATL  GENDARMER 
FRATI,  ERIC,  COMMANDANT,  FRENCH  NATL  POL 
FURIGO,  GILLES,  COMMISSAIRE  PRINCIPAL,  FRENCH 
GAUTHIER,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
HADJADJ,  JEAN  LUC,  CMDR,  PREFECTURE  DE  POL 
JEANVOINE,  GISELLE  CECILE,  COMMISSAIRE,  FRENCH  NATL  POL 
JUMEL,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
LAPPRAND,  DOMINIQUE  PAUL,  MAJ,  FRENCH  NATL  GENDARMERIE 
LEBORGNE,  GUY  JEAN,  COL,  FRENCH  GENDARMERIE 
LECALLONNEC,  ERIC,  MAJ,  FRENCH  GENDARMERIE  NATION 
LEONNET,  JEROME,  COMMISSAIRE  PRINCIPAL,  FRENCH 
MAFFRE,  JACQUES,  COMMISSAIRE,  DE  LA  POL  JUDICIA 
MALPEL,  JEAN  ANDRE,  COMMISSIONER,  FRENCH  NATL  POL 
MIGAUX,  PHILIPPE  FRANCOIS,  COMMISSAIRE,  FRENCH  NATL  POL 
RAGUIDEAU,  GILBERT  BENOIT,  COMM  DIV,  DIRECTION  CENTRALE 
REUNGOAT,  YVES  LOIC,  MAJ,  GENDARMERIE  NATIONALE 
ROLLAND,  LUCILE,  COMMISAIRE,  POL  OF  PARIS 
SIMEON-DREVON,  PHILIPPE,  COMMISSAIRE,  FRENCH  NATL  POL 
STEMMELEN,  ERIC  JEAN,  CHF  SUPT,  FRENCH  NATL  POL 
THEVENARD,  PHILIPPE,  COMMISSAIRE  PRINCIPAL,  FRENCH 

STRASBOURG 
183   CALAS,  JEAN  LUC,  COMM  DIV,  FRENCH  NATL  POL 

TOULOHE 
191   PAILLARD,  YVES,  COMMISSAIRE,  FRENCH  NATL  POL 

GEORGIA 
TBILISI 
197   DZAGNIDZE,  SERGO,  LTC,  GEN  PROCURATOR'S  OFC  GEOR 


ATHENS 

178 

180 

176 

180 

162 

157 

181 

198 

195 
RAFINA 

178  HABIPIS,  GEORGE,  LT,  HELLENIC  POL 
THESSALONIKI 

179  BAMIATZIS,  ANTONIOS,  CMDR,  1ST  POL  STA,  TRAF  POL 
179   GIAKOVIS,  IKAROS,  LT  COL,  HELLENIC  POL  OF  GREECE 

176  KARAVASSILIS,  ANTONIOS,  CMDR,  GREEK  POLICE 
198   TSAKIRIS,  THEOLOGOS,  1LT,  GREEK  NATL  POL 

THESSOLONIKI 
191   KATSARAS,  ATHANASI,  LTC,  HELLENIC  POL 

GRENADA 
ST  GEORGES 
160   BERNARD,  COSMOS  CLAUDIUS,  SUPT,  ROYAL  GRENADA  POL  FRCE 

177  JAMES,  HINSTON,  ASST  COMM'R,  ROYAL  GRENADA  POL 
186   THOMPSON,  HILLAN,  SUPT,  ROYAL  GRENADA  POL  FOR 

166   TOUSSAINT,  TED  ALBERT,  INSPR,  ROYAL  GRENADA  POL  FORCE 

GUADELOUPE 
ABYMES 
195   THIERRY,  FRANCOIS,  SUPT,  REGIONAL  CRIME  SQUAD 


GUAM 


AGANA 
168 
139 
175 
120 
188 

89 
181 

91 
116 
110 
101 
124 


DPS 


OFC 


AGUIGUI,  EARL  CRUZ,  CPT,  PD 
AGUIGUI,  FRANCISCO  TYQUIENGC,  MAJ, 
BLAS,  AGNES  MENDIOLA,  OFCR,  PD 
KLINGE,  RODNEY  GENE,  HEAD  OF  SEC,  ATTY  GEN  S 
LEON  GUERRERO,  FRANK  G,  CPT,  PD 
MARIANO,  JOSE  R,  MARSHAL,  USMS 
SABLAN,  FERNANDO  LEON  GUERRERO,  LT,  PD 
SGAMBELLURI,  ADOLFO  P.,  VP  OF  ADMIN,  GUAM  COMM  COLLEGE 
TAINATONGO,  FRANCISCO  T,  CPT,  DPS 
TERLAJE,  HENRY  S,  MAJ,  DPS 

TICKVITZA,  ANDREH,  CHIEF  INVESTIGATOR,  OFFICE  OF 
TORRE,  JOAQUIN  ALFAGUE,  MAJ,  DPS 
BARRIGADA 
165   MARQUES,  JAMES  MATTOES,  JR,  CPT,  GUAM  PD 


GUATEMALA 
GUATEMALA  CITY 
150   LOPEZ  PAZ,  EDMUNDO  REYNALDO,  2LT,  NATL  POL  OF  GUAT 
149   OLIVA  ARIAS,  FELICITO,  SUB-COMISARIO,  NATL  POL  OF  GUA 
146   QUINONEZ  ESCOBAR,  OSCAR  A,  LT,  NATL  POL  OF  GUATEMALA 

GUINEA 
CONAKRY 

182  BOUBACAR,  KOULIBALY,  CPT,  REPUBLIC  OF  GUINEA  POL 
174   TRAORE,  BABA,  CPT,  NATL  POL  OF  GUINEA 

GUYANA 
GEORGETOWN 
187   ADAMS,  PHILBERT  WILLIAM,  SUPT,  GUYANA  POL  FORCE 
176   CAESAR,  FREDERICK  FITZROY,  ASST  SUPT,  GUYANA  POL  FORCE 
199   CONWAY,  CLINTON  ANDREW,  SR  SUPT,  GUYANA  POL  FORCE 
176   FELIX,  WINSTON  GORDON,  DEP  CHF,  C.I.D.,  GUYANA  POL 
193   GEORGE,  DAVID  LORWYN,  ASST  COMM,  GUYANA  POL  FORCE 

183  HUTSON,  LLOYD,  SUPT,  GUYANA  POL  FORCE 

179  JOHNSON,  ANGELA  VANESSA,  CHF  OF  TRNG,  GUYANA  POLICE  FOR 

180  MAKHANLALL,  HEERALALL,  ASST  SUPT,  GUYANA  POL  FORCE 
167  *  MARKS,  MICHAEL  ALEXANDER,  SUPT,  GUYANA  POL  FORCE 
189   PERSAUD,  SEELALL,  DEP  SUPT,  GUYANA  POL  FORCE 

193   SLOWE,  PAUL  ESMOND,  SR  SUPT,  GUYANA  POL  FORCE 
172   TRIM,  LEON  EWART,  SR.  SUPT  GUYANA  POLICE  FORCE 
80  #  WASON,  C.  ROBERT,  SR  SUPT,  GUYANA  POLICE 

HONDURAS 
TEGUCIGALPA 
156  *  CARIAS-VELASQUEZ,  JORGE  A,  LT,  PUB  SEC  FRCE 
141  *  PINEL  CALIX,  GUILLERMO  JUSTINO,  LTC,  DIRECCION  NACIONAL 

HONG  KONG 
HONG  KONG 
159  #  BOOTH,  ROGER  JOHN,  SUPT,  ROYAL  HK  POL 
126   BRAITHWAITE,  KEITH,  SR,  SUPT,  ROYAL  HK  POL 
199   BROWN,  GAVIN  ANDREW,  SUPT,  HONG  KONG  POL  FORCE 

174  BUNNING,  PETER,  SUPT,  ROYAL  HONG  KONG  POL  FORC 
95  #  CHAN  HO-YIN,,  SR  SUPT  OF  POL,  ROYAL  HK  POL 

146  #   CHAN,  EDMUND  CHUN,  SUPT,  ROYAL  HK  POL 

175  CHAN,  HERMAN  YEE,  SUPT,  ROYAL  HONG  KONG  POL 
93  tt   CHAN,  PETER  YICK,  CHF  SUPT,  ROYAL  HK  POL 

101  CHAPMAN,  VINCENT  F,  CHF  SUPT,  ROYAL  HK  POL 

171  CHAU,  SIU  KEUNG,  SUPT,  ROYAL  HONG  KONG  POL 

155  CHENG,  ROBERT,  SUPT,  ROYAL  HK  POL 

180  CHIU,  HON  BUN,  SUPT,  ROYAL  HONG  KONG  POL 

191  CHU,  MAN-KIN,  CHF  INVSTGR,  COMM  AGAINST  CORR 
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177    FUNG,  KIN-MAN  STEPHEN,  SUPT,  ROYAL  HONG  KONG  POL 

167  #  HOLLOHAY,  DAVID  HILLIAH,  DET  SR  SUPT,  ROYAL  HK  POLICE 

112   HUI,  JOHN  CHIU-YIN,  CHF  SUPT,  ROYAL  HK  POL 

190  IP,  HAI-KEUNG,  SUPT,  HONG  KONG  POL 
100  n   JACK,  GORDON,  ASST  COMR,  ROYAL  HK  POL 
149    KAN,  KAM  TONG,  SUPT,  ROYAL  HONG  KONG  POL 
143   KHOK,  ALBERT,  SUPT,  ROYAL  HONG  KONG  POL 

163  LAM,  GREGORY  KHAI-BUN,  SUPT,  ROYAL  HONG  KONG  POL 

102    LAU,  DOUGLAS  YUK-KUEN,  CHF  SUPT,  ROYAL  HONG  KONG  POLI 

194  LAN,  PING  KUEN,  SUPT,  HONG  KONG  POL 

133  n   LEE,  ANTHONY  PETER,  SUPT,  ROYAL  HONG  KONG  POL  FORC 

97  *  LEE,  PHILIP  C,  SR  SUPT,  ROYAL  HONG  KONG  POL 

187  LI,  KING-SUI  ELLEN,  SUPT,  ROYAL  HONG  KONG  POL 

106  LIM,  BASIL  SAK-YEUNG,  CHF  SUPT,  ROYAL  HONG  KONG  POLI 

184  NG,  KAM-HING,  SUPT,  ROYAL  HONG  KONG  POL 

164  I  PIERCE,  RAYMOND  JOHN,  SUPT,  ROYAL  HONG  KONG  POL 

191  RIBEIRO,  JOHN  PAUL,  SUPT,  HONG  KONG  POL 

84  ft   RINGER,  MICHAEL  A.,  CHF  SUPT,  ROYAL  HONG  KONG  POL 

195  SHEUNG,  SIMON  CHI-KEUNG,  SUPT,  HONG  KONG  POL 

183    SO,  DANIEL  PING-HUNG,  CHF  INVSTGR,  INDEPENDENT  COMM 
151    STEVENS,  PETER  ROY,  SUPT,  ROYAL  HONG  KONG  POL 

185  TO,  HON-KI,  SUPT,  ROYAL  HONG  KONG  POL 

188  TSO,  HAI  YAN  KENNY,  INVSTGR,  COMM  AGAINST  CORRUPT 
86  f  U  TAT-MING,,  CHF  SUPT,  ROYAL  HONG  KONG  POLI 

107  HILLIAMSON,  RICHARD  A.,  SUPT,  ROYAL  HONG  KONG  POLICE  F 

189  HONG,  FOOK-CHUEN  VINCENT,  SUPT,  ROYAL  HONG  KONG  POL 
117    HONG,  TSAN-KHONG,  ASST  COMMISSIONER,  ROYAL  HONG 
198    YAU,  SHU  CHUN,  CHF  INVSTGR,  INDEP  COMM  AGAINS 

141   YIP,  KHOK-KEUNG,  SUPT,  ROYAL  HONG  KONG  POL 

165  YIP,  MICHAEL  SUEN,  SUPT,  ROYAL  HONG  KONG  POL 
170   YOUILL,  ROBERT  LOUIS,  SUPT,  ROYAL  HONG  KONG  POL 

KOHLOON 
179    LO,  VICTOR  YIK  KEE,  SUPT,  ROYAL  HONG  KONG  POL 


72   MADANI,  FERAIDOON,  MAJ,  GENERAL  POL  ADMIN  OF  IRAN 

74   NABIPOOR,  REZA,  CPT,  GENERAL  POLICE  ADMIN  OF  I 

92   SADEGHI-TEHRANI-MEHDI,,  COLONEL,  NATIONAL  POLICE  ADMIN 


HUNGARY 
BUDAPEST 
171   HIMA,  TAMAS  ISTVAN,  MAJ,  HUNGARIAN  NATL  POL 
PAUSZ,  FERENC,  LTC,  HUNGARIAN  NATL  POL 
SZABO,  ZSIGMOND,  CPT,  HUNGARIAN  NATL  POL 
SZEPLAKI,  VILMOS,  LT,  HUNGARIAN  NATL  POLICE 
SZUHAI,  ILONA,  CPT,  HUNGARIAN  NATL  POL 
URBAN,  TIBOR,  MAJ,  HUNGARIAN  NATL  POL 


179 
175 
178 
193 
191 
GYOR 
183 


DANI,  ZOLTAN  GABOR,  1LT,  HUNGARIAN  NATL  POL  FOR 


ICELAND 
AKUREYRI 

180   JOHANNSSON,  GUNNAR,  DET,  AKUREYRI  POL  FORCE 
KEFLAVIK 

143    TOTH,  MATHEH  STUART,  LTC,  USAF, 
REYKJAVIK 

143   ARMANNSSON,  OMAR  SMARI,  DET,  PD 

175  GUDJONSSON,  GUDMUNDUR,  CHF  SUPT,  REYKJAVIK  POL 

196  VALSSON,  KARL  STEINAR,  SUPT,  REYKJAVIK  POL 

INDIA 
BANGALORE 

186    REDDY,  PRABHU  RAJASHEKHAR,  SUPT,  CENTRAL  BU  OF  INVSTGN 
GOA 

197  MOHAN,  P  M,  SUPT,  CENTRAL  BU  INVSTGN 
HYDERABAD 

176  MISHRA,  PRAKASH,  DEP  INSPR  GEN,  INDIAN  CENTRAL 
NEH  DELHI 

180  ARORA,  RAMESH  CHANDER,  SUPT,  CENTRAL  BU  OF  INVSTGN 

178  CHOUDHURY,  JAYANTO  NARAYAN,  ASST  DIR,  INDIAN  INTELLIGEN 

173  GUPTA,  VINEET  KUMAR,  DEP  INSPR  GEN,  CENTRAL  B  OF  I 

194  KUMAR,  SHRI  KULDEEP,  ASST  DIR,  INTELLIGENCE  BU 

193  NAIR,  P  MADHUSOODANAN,  DEP  INSPR  GEN,  CENTRAL  BUR  OF 

169  PATNAIK,  ASHOK  KUMAR,  ASST  DIR,  INTELLIGENCE  BU 

173  SINHA,  MALAY  KUMAR,  ASST  DIRECTOR,  INDIAN  POL  SERV 


INDONESIA 
F.  FOMALHOUT  J,  MAJ,  INDONESIA  NATL  POL 


BALIKPAPAN 

184  MIRAH, 
JAKARTA 

94  AMAN,  MOHAMAD  MARSUDI ,  MAJ,  INDO  NAT  POL 

178  AZETH,  AMHAR,  CPT,  INDONESIAN  NATL  POL 

157  BAMBANG  RIATMODJO,  ALEXIUS,  MAJ,  INDONESIAN  NATL  POL 

190  DAHNIEL,  RYCKO  AMELZA,  CPT,  INDONESIA  NATL  POL 

197  GOLOSE,  PETRUS  REINHARD,  CPT,  INDONESIA  NATL  POL 

171  HASAN,  ISKANDAR,  MAJ,  INDONESIAN  NATL  POL 

114  MANU,  ZWINGLI,  CPT,  INDONESIAN  NATL  POL 

102  *  NASUTION,  IHA  Y. ,  CPT,  INDONESIAN  NATIONAL  POL 

192  NUGROHO,  SADONO  BUDI ,  MAJ,  INDONESIAN  NATL  POLICE 

94  PRINGGOSENTONO,  HITONO,  CPT,  INDONESIAN  NATIONAL  POL 

102  *  RASJID,  HERMAN,  CPT,  INDONESIAN  NATIONAL  POL 

167  SOEKARNA,  NANAN,  LTC,  METRO-REGIONAL  POLICE 

97  TANDIAMPA,  ADE,  LT,  INDONESIAN  NATIONAL  POL 

128  THANOS,  INDRADI  INDRA,  ILT,  INDO  NAT  POL 

121  ZAFRULLAH,  HARAB,  LT,  INDONESIAN  NATIONAL  POL 

IRAN 
TEHRAN 

70  AFSHAR,  MANOUCHEHR,  LTC,  GEN  POL  ADMIN  OF  IRAN 

75  BOROUMAND  RAD,  HOSSEIN,  CPT,  GEN  POL  ADMIN  OF  IRAN 

76  ESHGIPOOR,  GHOLAM-ALI,  MAJ,  GEN  POL  ADMIN  OF  IRAN 
75  FOROOHARI,  BAHRAM,  ILT,  GEN  POL  ADMIN  OF  IRAN 

78  GHODOUSSI,  SHAHROKH,  CPT,  GEN  POL  ADMIN  OF  IRAN 

74  HAJINABI,  HOSSAIN,  CPT,  GEN  POL  ADMIN  OF  IRAN 

78  JAHANTAB,  GHANBAR,  ILT,  GEN  POL  ADMIN  OF  IRAN 


COUNTY  TIPPERARY 


IRELAND 


186 
DUBLIN 
196 
151 
192 
181 
71 
169 
173 


DOYLE,  PATRICK,  SUPT,  GARDA  SIOCHANA  COL,  TEMP 


BYRNE,  DEREK  PATRICK,  DET  SUPT,  AN  GARDA  SIOCHANA 
BYRNE,  MICHAEL  PATRICK,  ASST  COMMISSIONER,  AN  GARDA  SI 
CADDEN,  GERARD  PAUL,  INSPR,  AN  GARDA  SIOCHANA 
CALLINAN,  MARTIN,  INSPR,  IRISH  NATL  POL  FORCE 
DOHERTY,  EDHARD  J.,  ASST  COMR,  IRISH  FED  POL 
RICE,  HALTER  IGNATIUS,  SUPT,  AN  GARDA  SIOCHANA 
ROCK,  EDHARD,  SUPT,  AN  GARDA  SIOCHANA 
LETTERKENNY 
177   FITZPATRICK,  DENIS  N,  DET  SUPT,  AN  GARDA  SIOCHANA 


BURGIO,  CARMELO,  MAJ,  ARMA  DE  CARABINIERI 
GUGLIELMINO,  SAL,  VICE  QUESTORE  AGGIUNTO,  POLIZI 
MOTT,  TULLIO,  CPT,  ARMA  DEI  CARABINIERI 
RONCONI,  RODOLFO,  UNIT  CHF,  ITALIAN  NATL  POL 
SALESE,  GIOVANNI,  MAJ,  ITALIAN  FINANCE  POL 
SAVIO,  ENRICO,  CPT,  ITALIAN  NATL  POL 
SCANDONE,  BRUNO,  LTC,  ARMA  DEI  CARABINIERI 
ZACCARIA,  FRANCESCO,  CPT,  ITALIAN  CARABINIERI 


ISRAEL 
JERUSALEM 

161   ELIYAHU,  CHAIM,  SUPT,  ISRAEL  POL 

153   SHACHAK,  YACOV,  SUPT,  ISRAELI  NATL  POL 

149   ZAMORY,  YOSEF,  CHF  SUPT,  ISRAELI  NATL  POL 
MISCHMAR  AYALON 

151   BOIMEESTER,  SHLOMO  AVRAHAM,  SUPT,  ISRAELI  NATL  POL 

151  #  PELED,  AVSHALOM,  CHF,  ISRAELI  NATL  POL 
PETACH  TIKOVAH 

186   CHEFETZ,  ZACHI ,  SUPT,  ISRAEL  NATL  POL 

ITALY 
CHIAVARI  GE 

166   PILLITTERI,  CORRADO,  CPT,  COMPAGNIA  GUARDIA  DI  FINA 
FLORENCE 

158   PERUGINI,  RUGGERO,  VICE  QUESTORE,  ITALIAN  NATL  PO 
MILAN 

151   MORINI,  EUGENIO,  CPT,  ARMA  DEI  CARABINIERI 
NAPLES 

192   EDGE,  CHARLES  EDHARD,  MAJ,  USA 

181  MAIORANO,  NICOLA  VITO,  LTC,  CARABINIERI  GRUPPO 

151  SAVIANO,  BIAGIO,  VICE  QUESTOR,  ITALIAN  NATL  POL 
NAPOLI 

182  GIULIANO,  ALESSANDRO,  COMMISSARIO  CAPO,  ITAL  NAT  POL 
PALERMO 

161  PECORARO,  MARCO  LUCA,  GENERAL,  GUARDIA  DI  FINANZA 
ROME 

180 
169 
194 
150 
140 
191 
142 
157 
SICILY 

162  DIPAULI,  GEORG,  LTC,  CARABINIERI  AGRIGENTO 
TURIN 

163  DI  GUIDA,  ROBERTO,  VICE  QUESTORE,  ITALIAN  NATL  PO 
VENEZIA  MESTRE 

152  VALVASON,  ALMERIS,  MAJ,  ITALIAN  FINANCE  POL 
VICENZA 

118   HACKETT,  JOHN  LENNON,  LTC,  USA 

JAMAICA 
KINGSTON 
134   DALEY,  GARNETT  FERDINAND,  DEP  SUPT,  JAMA  CONSTABULARY  F 

140  DYER,  OSBOURNE  NATHANIEL,  DET  ASST  SUPT,  JAMA  CONSTABUL 
132   HEHITT,  EVERAL  ANTHONY,  DEP  SUPT,  JAMA  CONSTABULARY  FR 

83  LEVY,  RICHARD  E.,  ASST  COMM,  JAMAICA  CONSTABULAR 

161  MARTIN,  ARTHUR  ROY,  DET  INSPR,  JAMAICA  CONSTABULAR 

169  *  MCKENZIE,  SYLVESTER  AUGUSTUS,  ASST  SUPT,  JAMAICA  CONSTA 
87  ROBERTSON,  REUBEN  H. ,  SUPT,  JAMAICA  CONSTABULARY  FOR 

ST  CATHERINE 

160  GRANT,  REGINALD  NATHANIEL,  ASST  SUPT,  JAMA  CONSTABULARY 

JAPAN 
CHIYODA-KU 

172   MURAKI,  HIDEHIKO,  SUB-SEC  CHIEF,  TOKYO  PROS  OFC 
GUNMA 

170  KOSHIBA,  KOHKI,  ASST  INSPR,  GUNMA  PREFECTURAL 
IHAKUNI 

156   DURDEN,  DONALD  LEE,  MAJ,  USMC 
NAGASAKI 

179   SHIRATAKE,  TATSUO,  SGT,  NAGASAKI  PREFECTURAL  POL 
NAGOYA 

168   ONO,  YUJI,  LT,  AICHI  PREFECTURAL  POL 

185   TAKAGI,  YUKA,  OFCR,  NAGOYA  DIST  PUBLIC  PROS 
OITA 

141  IMAYAMA,  NORIHISA,  ASST  INSPR,  OITA  PREFECTURAL  P 
OKINAWA 

196   ASATO,  HIROSHI,  INVSTGV  OFCR,  NAHA  DIST  PUBLIC 

161  BRINKMAN,  RAND  ALLEN,  CPT,  USMC 

86  U  MEAGHER,  GREGORY  F.,  JR.,  DEP  PROV  MARSHAL,  USMC 

107  SHIVERS,  STEPHEN  L,  CPT,  USMC 

128  WALKER,  MARTIN  WOODROW,  II,  LTC,  USMC 
OSAKA 

190  SAKAMOTO,  TOSHIKAZU,  CPT,  OSAKA  PREFECTURAL  POL 

164  TAKEDA,  SATORU,  ASST  INSPR,  OSAKA  PREFECTURAL 
SAGA 

181   NAKAO,  TERUO,  INVESTIGATIVE  OFCR,  SAGA  DIST 
SAITAMA 
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99 
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99 
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140 
199 

77 
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126 
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199 
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95 
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TODA,  TOMIO,  INSPR,  NATL  POL  AGENCY 


BANDO,  YOSHIKAZU,  SGT,  TOKYO  METRO  PD 
FUJINO,  HIDEHIKO,  INSPR,  NATL  POL  AGENCY 
FUKUSHIMA,  HITOSHI,  ASST  OFCR,  TOKYO  DISTRICT  PUBL 
FURUKAHA,  HIROYA,  INSPR,  NATL  POL  AGENCY 
FURUYA,  KAZUHISA,  SR  INVSTGR,  PUBLIC  SEC  INVSTGN 
HAMADA,  FUMIO,  INSPR,  NATL  POL  AGY 
HAMURA,  MAKOTO,  ASST  POL  INSPR,  METRO  PD 
HARADA,  HIROSHI,  SGT,  METRO  PD 
HARAKO,  TSUGUO,  SGT,  TOKYO  METRO  PD 
HASEGAHA,  KOJI,  SGT,  METRO  PD 
HONMA,  KENICHI,  POL  INSPR,  TOKYO  METRO  PD 
HOSODA,  TADASHI,  INPSR,  NATL  POL  AGENCY 
IMAMURA,  MASAMITSU,  LT,  METRO  PD 
INABA,  YASUYUKI,  INSPR,  NATL  POL  AGY 
ISHIKAWA,  SHIGEAKI,  SUPT,  NATL  POL  AGY 
IHANAGA,  YOSHIMOTO,  SR  POLMN,  METRO  PD 
KADOWAKI,  MASATO,  ASST  INSPR,  NATL  POL  AGENCY 
KAGA,  TSUYOSHI,  INVSTGR,  TOKYO  DIST  PUBLIC  PRO 
KAGEYAMA,  SATOSHI ,  ASST  INSPR,  TOKYO  METRO  PD 
KAI,  MITSUAKI,  SGT,  TOKYO  METRO  PD 
KANEKO,  JUN,  SGT,  TOKYO  METRO  PD 
KAYASHIMA,  MITSUHO,  SUPT,  NATIONAL  POLICE  AGENCY 
KONDO,  KAZUHITO,  ASST  INSPR,  TOKYO  METRO  PD 
KUBOKI,  NORIO,  LT,  TOK  METRO  PD 
KUME,  ICHIRO,  INSPR,  NATL  POL  AGENCY 
KUNIMATSU,  TAKAJI,  AMBASSADOR 
KURAKAMI,  KENICHI,  ASST  INSPR,  TOKYO  METRO  PD 
KURAMOCHI,  KENJI,  INSPR,  NATL  POL  AGENCY 
MARUYA,  AKIHIKO,  SR  INVSTGR,  PSI  AGENCY 
MARUYAMA,  AKIHISA,  INSPR,  NATL  POL  AGENCY 
MARUYAMA,  MIKIHARU,  INVESTIGATIVE  OFCR,  MINISTRY  0 
MATSUI,  TOSHIEI,  ASST  INSPR,  TOKYO  METRO  PD 
MIYAKE,  SHIGERU,  INSPR,  NATIONAL  POL  AGENCY 
MIYASAKO,  TOSHINOBU,  ASST  INSPR,  TOKYO  METRO  PD 
MIZUMACHI,  OSAMU,  PRESIDENT,  NAT'L  POLICE  ACADEM 
MURASHITA,  OSAMU,  INSPR,  NATIONAL  POLICE  AGENCY 
NAGAHAMA,  HIROSHI,  SGT,  METRO  PD 
NISHI,  HIROYUKI,  SGT,  TOKYO  METRO  PD 
NUMATA,  KAZUO,  SGT,  METRO  PD 
OKAMOTO,  TSUTOMU,  INSPR,  NATL  POL  AGENCY 
ONUMA,  TEIJI,  SGT,  METRO  PD 
OTA,  SHIGENORI,  POL  INSPR,  NATL  POL  AGENCY 
OTA,  YOSHIHARU,  INSPR,  NATL  POL  AGENCY 
OYAIZU,  AKIRA,  INSPR,  NATL  POL  AGENCY 
OZAHA,  TOSHIHIRO,  INSPR,  NATL  POL  AGENCY 
SAITO,  SHINICHI,  INSPR,  NATL  POL  AGENCY  OF  JAPA 
SATO,  KAZUO,  SGT,  TOKYO  METRO  PD 
SEYMOUR,  GEORGE  T,  JR,  LTC,  USA 
SHIBATA,  KAZUHIKO,  INSPR,  NATL  POL  AGENCY 
SHISHIKURA,  TAKAO,  CHF  INVSTGR,  SEC  INVSTGAGENCY 
SUMI,  HIROSHI,  INSPR,  NATL  POL  AGENCY 
SUZUKI,  MINORU,  POLICE  SERGEANT,  METROPOLITAN 
TAGAHA,  AKIRA,  ASST  INSPR,  TOKYO  METRO  PD 
TAJIRI,  YUKIO,  SGT,  TOKYO  METRO  POL 
TAKAHASHI,  KENZO,  SERGEANT,  METROPOLITAN  PD 
TAKEBUCHI,  YOSHIHIRO,  SERGEANT,  METROPOLITAN  PD 
TAKEDA,  SHIRO,  ASST  POL  INSPR,  METRO  PD 
TANIYAMA,  KEIICHI,  INSPR,  NATL  POL  AGENCY 
TOBA,  MASAHIRO,  SGT,  TOKYO  METRO  PD 
TOTOKAHA,  KANJI,  ASST  INSPR,  TOKYO  METRO  PD 
TSUNASHIMA,  EIICHIRD,  ASSISTANT  INSPECTOR,  TOKYO  MET 
TSUNODA,  HIDETO,  INSPR,  NATL  POL  AGENCY 
UCHIDA,  AKIO,  ASST  POL  INSPR,  METRO  PD 
UEHARA,  TAKASHI,  POLICEMAN,  NATIONAL  POLICE  AGE 
HAKASA,  NOBUYUKI,  SGT,  TOKYO  METRO  PD 
YAMANE,  SHINGO,  SERGEANT,  TOKYO  METROPOLITAN  P 
YAMATE,  YASUO,  INSPR,  NATL  POL  AGENCY 
YANO,  YOSHIAKI,  ASST  POL  INSPR,  TOKYO  METRO  PD 
YOKOTA,  NAOYUKI,  INSPR,  NATL  POL  AGENCY 
YOKOYAMA,  HARUMASA,  SGT,  METRO  PD 
YAMAGUCHI 
176   SUEDA,  KAZUNORI,  ASST  OFCR,  YAMAGUCHI  DIST  PUB 


JORDAN 
AMMAN 

172  ALSOUB,  SHAHKAT  YOUSEF,  CPT,  JORDANIAN  PUBLIC  SECURITY 

100  DMOUR,  AHMAD  S.,  BRIG  GEN,  PUB  SEC  FRCES 

100  DWAIRI,  AHMAD  MOHAMMED,  CPT,  PUB  SEC  FRCES 

184  EDHAN,  EDHAN  MOHAMMAD,  CPT,  PUB  SEC  DIRECTORATE  OF  JO 

184  FAOURI,  FATHI  TAHFEEQ,  MAJ,  SPECIAL  BRANCH 

190  HIJAZIN,  TAISIR  YOSEF,  CPT,  PUBLIC  SECURITY  DEPT 

171  JANBEK,  ZUHDI  ISMAILE,  CPT,  JORDANIAN  PUBLIC  SECURITY 

97  KHAIR,  NOUR  ADEEN,  BRIG  GEN,  PUBLIC  SECURITY  FORC 

98  MHEISEN,  IBRAHIM  H. ,  BRIG  GEN,  PUBLIC  SECURITY  FORC 
98  QABLAN,  FAYEZ  M. ,  COL,  DIR  OF  POLICE  ACADEMY 

97  SHARAYREH,  MUNZER  T.,  COL,  PUBLIC  SECURITY  FORCES 

KENYA 
NAIROBI 
188   BUSIEGA,  JOSEPH  NGAIRA,  CHF  INSPR,  KENYA  POL  FORCE 
187   HACHIRA,  FRANCIS  ELIUD,  SR  ASST  COMMISSIONER,  KENYA  PO 

KOREA 
BUSAN 

123   KIM,  KHANG  SIK,  COMM  GEN,  KOREA  NATL  POL 
CHON  JU 

190   KIM,  JIN-HYUNG,  INSPR,  KOREA  NATL  POL  AGENCY 
CHUNCHEON 


148 
INCHON 

115 
PUSAN 

170 
SEOUL 

131 

158 

167 

156 

176 

106 

151 

187 

198 

105 

143 

161 

170 

153 

151 

171 

163 

109 

166 

175 

181 

198 

139 
80  # 

139 

182 

131 

174 
89 

85  tt 

161 
184 
127  # 

76  * 
117 
134 
179 

88  # 
147 
180 


SUNG,  KHANG  HO,  INVSTGR,  MINISTRY  OF  JUSTICE 

LEE,  SANG  YANG,  CPT,  NATIONAL  POLICE  COLLEGE 

LEE,  HAN  MYEONG,  SUPT,  PUSAN  DISTRICT  POL 

AHN,  BYUNG  CHUL,  CPT,  KOREAN  NATIONAL  POL 
CHA,  GYUNG-TAEK,  SR,  INSPR,  KREA  NATL  POL  COLGE 
CHOI,  YUNG-SAM,  INVSTGR,  AGENCY  FOR  SECURITY  P 
CHUNG,  HYUNG-KEUN,  LT,  KREA  NATL  POL 
CHUNG,  IL  BIN,  INSPR,  AGY  FOR  NATL  SEC  PLAN 
HEATH,  WILLIAM  H. ,  JR.,  TECH  SGT,  USAF 
HUH,  JOON-YOUNG,  SUPT,  KOREAN  NATL  POL 
IM,  BYUNG-HO,  SR  INSPR,  KOREAN  NATL  POL  AGEN 
JANG,  SEOK-KHANG,  TEAM  LEADER,  NATL  INTELLIGENCE 
JONES,  JON  F,  CHO  II,  USA 
KANG,  CHANG-SEAK,  CPT,  KOREAN  NATL  POL 
KANG,  IL-SEUK,  SUPT,  KOREAN  NATL  POL 
KIM,  HO  JEONG,  OFCR,  AGENCY  FOR  NATL  SEC  PLAN 
MYUNG-HEUM,  INVSTGR,  MINISTRY  OF  JUSTICE 
SEOKSOON,  COUNTERTERRORISM  OFCR,  NATL  SE 
SOO  YOUN,  INVSTGR,  AGCY  FOR  NATL  SEC  PLA 
TAE  BONG,  INVSTGR,  AGENCY  FOR  NATL  SECUR 
YUNG-SHIK,  SUPT.,  KOREAN  NATIONAL  POL  HQT 
BONG  HAN,  INSPR,  KOREAN  NATL  POL 
LEE!  HEE  SUNG,  INSPR,  NATIONAL  POLICE  AGENCY 
LEE,  SUN-HYUNG,  INVSTGR,  AGENCY  FOR  NATL  SEC  P 
LEE,  YOUNG-HO,  INVSTGR,  SEOUL  DIST  PROS  OFC 
MCANALLY,  TONY  FRED,  CHO  III,  USA 
MYONG,  CHUNG-SOK,  SR  SUPT  OF  POL,  KOREAN  NATIONA 
NOH,  KYUNG-HHAN,  INVSTGR,  MINISTRY  OF  JUSTICE 
PARK,  BYUNG-KOOG,  SUPT,  KOREAN  NATL  POL 
JIN  SUK,  SUPT,  KOREAN  NATIONAL  POL 
SEI  KYU,  SECT  CHF,  AGENCY  FOR  NATL  SEC 
YANG-BAE,  SUPT,  KOREAN  NATIONAL  POLICE 
YONG-KYU,  CHIEF,  KOREAN  NATIONAL  POLICE 
SOO  CHUL,  INVSTGR,  SUPREME  PUBLIC  PROS  0 
DONG  YOUNG,  INSPR,  NATL  POL  AGENCY 
CHONG  SUP,  LT,  KOREAN  NAT  POL 
SUH,JAE  KUN,  DIRECTOR,  KOREAN  NATIONAL  POL 
YAE,  KYAE-HAE,  SR  SUPT,  KOREAN  NATIONAL  POLIC 
YANG,  BO-SANG,  LT,  KOREAN  NAT  POL 
YEO,  YUN-YONG,  INSPR,  NATL  POL  AGENCY 
YI  SUNG-HO,,  SUPERINTENDENT,  KOREAN  NATIONA 
YOON,  UNG-SUP,  SUPT,  KOREAN  NATL  POL 
YU,  HHAN  JIN,  INVSTGR,  AGENCY  FOR  NSP 


KIM, 
KIM, 
KIM, 
KIM, 
KIM, 
LEE, 


PARK, 
PARK, 
PARK, 
PARK, 
SHIN, 
SOHN, 
SONG, 


KUWAIT 

107   MA  RAFI,  HUSSAIN  EBRAHIM,  2ND  LT,  MINISTRY  OF  INTERIOR 
KUWAIT  CITY  „„„„ 

196  ALOBAID,  MOHAMMED  ABDALLAH,  CPT,  KUWAIT  SECURITY  SERV 

LAOS 
VIENTIANE 
100   KOMANY,  SPHAOTHONG,  INSPECTOR,  LAO  NATIONAL  POLICE 

LATVIA 
LIEPAJA 

195   VAITEIKS,  ARTURS,  MAJ,  SPOL  LIEPAJA  DIV 
RIGA 

197  LURIE,  VLADIMIRS,  CPT,  SECURITY  POL 


BEIRUT 
179 
133  # 

92 
181 
197 
101 
181 
129 
129 
197 

99 

92 

89  * 

88 
100 

88  # 
123 

98 
102  # 
102  # 
135 
132 

97  # 
122 
101 

97  # 
TRIPOLI 

89 
ZALEH 

96 


LEBANON 

ABDEL  MALAK,  OUSSAMA  NABIH,  MAJ,  ISF 

ABDELNOUR,  IBRAHIM  TOUFIC,  CPT,  INTERNAL  SEC  FRCES 

ABOUJAWDEH,  SAMIR,  CPT,  INTERNAL  SEC  FORCES 

BOU  SERHAL,  ELIE  HASSIB,  CPT,  INTERNAL  SECURITY  FORCES 

BOU-ZEID,  BASSAM  TANIOS,  LT,  INTERNAL  SECURITY  FORCES 

BOUSTANY,  GEORGES,  CHF  NCB  INTERPOL  BEIRUT,  ISF 

DAMAJ,  NAJI  MOHAMAD,  COL,  ISF 

EL-AWAR,  HISHAM,  COL,  ISF 

EL-HACHEM,  MALID  WADIH,  COLONEL,  INTERNAL  SECURITY  FOR 

EL-YAFAWI,  AMR  KHALED,  LT,  INTERNAL  SECURITY  FORCES 

HADDAD,  RAFIC  M. ,  CHF  OF  STAFF,  ISF 

HAJJAR,  GEORGE,  INSP  GEN,  ISF 

HASSAN,  RIAD,  CPT,  INTERNAL  SEC  FORCES 

IBRAHIM,  ABDEL  K. ,  DIR  GEN,  ISF 

KOLALAT,  WALID  A.,  CMDR  OF  POL  OF  BEIRUT,  ISF 

LTEIF,  NADIM,  COL,  INTERNAL  SECURITY  FORCES 

MOUGHABGHAB,  ELIAS  SEMAAN,  COL,  INTERNAL  SEC  FORCES 

MOURAD,  TOUFIC  E.,  COLONEL,  ISF 

NASSEREDINE,  ISSAM  MOHAMED,  COMMISSAIRE,  SURETE  GENERAL 

SABEH-AION,  MOHAMMAD  ALI,  COMMISSAIRE,  SURETE  GENERALE 

SEIF,  FAYEZ  MOHAMED,  COL,  ISFM 

SHAKKOUR,  MICHEL  JAMIL,  COL,  ISF 

TOHME,  MOUNIR  M. ,  BRIG  GEN,  SURETE  GENERALE 

YEHYA,  ANWAR  CHAFIC,  COL,  ISF 

ZEIN,  MARWAN  A.H. ,  GEN,  ISF 

ZOD,  SAMI  J.,  LIEUTENANT,  INTERNAL  SECURITY 

KALLAB,  RAMZI,  1DEP  CHIEF,  NSF 

MALLAK,  WALID  H. ,  GEN,  JUDICIARY  POLICE 


LIBERIA 
MONROVIA 

96  tt   COLEMAN,  ASTON  M.  ,  MAJ,  NATL  POL  FRCE 

94   KING,  CHARLES  E.,  DETECTIVE,  NATIONAL  POLICE  FOR 
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LIBERIA  -  NEH  ZEALAND 


71 

71 
96 
87 


HINIKON,  PATRICK  M 
NELSON,  GEORGE  D. , 
NYANTI,  GABRIEL  H. 


,  ASST  MIN  FOR  OPRS,  MINISTRY  OF 
DIR  OF  PERSONNEL,  LIBERIAN  NAT 
CHF,  NATL  BU  OF  INVSTGN 


PERRY,  RALPH  G. ,  JR.,  SAC,  NATIONAL  BU  OF  INVSTGN 


LITHUANIA 
VILNIUS 
198   CYPAS,  ANDRIUS,  SR  INSPR,  LITHUANIAN  PD 
193   GRABAUSKAS,  VIKTORAS,  COMMISSAR,  LITHUANIAN  NATL  POL 

LUXEMBOURG 
LUXEMBOURG 

150   CLEMENT,  JEAN  LEON,  MAJ,  PD 
LUXEMBOURG  VILLE 

136  tt   GEIBEN,  BERNARD  JOHN,  MAJ,  LUXEMBOURG  GENDARMERIE 

MACEDONIA 
SKOPJE 
187    STOJCEVSKI,  UROS  STOJAN,  CHF  INSPR,  MINISTRY  OF  INTERNA 

MALAYSIA 
KUALA  LUMPUR 

77  tt   ABDUL  MUTTALIB,,  ASST  COMM,  ROYAL  MSIA  POL 

ALMEIDA,  HENRY  B,  ASST  COMR,  ROYAL  MALAYSIA  POL 
ANG,  GILBERT  P.,  DEP  SUPT,  ROYAL  MSIA  POL 
AZIZ,  BIN  HUSSEIN,  ABDUL,  SUPT  OF  POL,  ROYAL  MSIA  POL 
BAHAROM,  MOHD.  ALI,  ASST  SUPT  OF  POL,  ROYAL  MSIA  P 
BIN  CHEK,  ZAKARIA,  ASST  COMR,  ROYAL  MSIA  POL 
CHAPHAN,  VINCENT  GEORGE,  SUPT,  ROYAL  MSIA  POL 
DOM,  M.  MOHD,  ASST  COMR,  ROYAL  MSIA  POL 
GHAZALI,  MOHD.,  SUPT  OF  POL,  ROYAL  MSIA  POL 
HANIFF  MOHAMED  BIN,,  INSPR  GEN,  ROYAL  MSIA  POL 
HANUDDIN,  MOHAMMAD  HANIFF  B,  DEP  SUPT,  ROYAL  MALAYSIA  P 
HASNAN  BIN  ABDUL,,  COMMISSIONER,  ROYAL  MALAYSIA  P 
HASSAN  MOHAMAD  JAMIL,,  ASST  COMMISSIONER,  ROYAL  MALAY 
HASSAN,  MOHAMED  FARID  BIN  ABU,  ASST  SUPT,  ROYAL  MALAYSI 
MOKHTAR  BIN,  ASSIST  COMMISSIONER,  ROYAL  MAL 
SULAIMAN  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POLIC 
ISMAIL  B.,  ASST  COMR,  ROYAL  MSIA  POL 
MOHD  SHAH,  ACTING  DEP  SUPT,  ROYAL  MSIA  PO 
ITAM,  KAMARULZAMAN  BIN,  DEP  SUPT,  ROYAL  MSIA  POL 
JADID,  AHALUDIN  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
JANI,  ABDUL  RAHIM  BIN,  SUPT,  ROYAL  MALAYSIA  POL 
KANDIAPPAN,  MUNIANDY,  SUPT,  ROYAL  MALAYSIA  POL 
KASSIM  ALI  BIN,,  SR  ASST  COMMISSIONER,  ROYAL  MA 
KHALID,  HASSAN,  ASST  COMM,  ROYAL  MALAYSIA  POLI 
LAIDIN,  ZAKIAH  BINTI,  ASST  COMM,  ROYAL  MSIA  POL 
LIEH,  ANTHONY,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
MAKINUDDIN,  MOHD  SOFIAN  BIN  MD,  ASST  SUPT,  ROYAL  MALAYS 
MANSOR  BIN  MOHD.,,  COMM,  ROYAL  MALAYSIA  POL 
MANSUR,  RAJA,  DEP  DIR  OF  OP,  NATL  BU  OF  INVS 
MUSTAKIM,  MUZLI  BINTI,  SUPT,  ROYAL  MSIA  POL 
MUTTIAH,  PERCY  N.,  ASST  COMMISSIONER,  ROYAL  MALAY 
NAINAPPAN,  S/0  SUPPIAH,  DIR,  ANTI  CORRUPTION  AGENCY 
NASIR  BIN  MOHAMED,,  COMM  OF  POL,  ROYAL  MALAYSIA  PO 
NIUH  SOON  HOCK,,  ASST  COMMISSIONER,  ROYAL  MALAY 
RAMALINGAM,  NADANARAJAH,  SUPT,  ROYAL  MALAYSIA  POL 
REJAB,  BAHARIN  BIN,  ASST  COM,  ROYAL  MALAYSIA  POL 
S.  ANTHONY  THANGARAJ,,  SUPT  OF  POL,  ROYAL  MALAYSIA 
SENG,  YEAP  KIM,  SUPT,  ROYAL  MALAYSIA  POL 
SININ,  ABDUL  SAMAT,  ASST  COMMISSIONER,  ROYAL  MALAY 
STEVENSON,  CHARLIE  C,  SR  ASST  COMMISSIONER,  ROYAL 
SULAIMAN,  BIN  MOHAMAD,  DEP  SUPT,  ROYAL  MALAYSIAN  POL 
YAHAYA  BIN  YEOP,,  COMMISSIONER,  ROYAL  MALAYSIA  P 
YAHYA,  ZAMRI  BIN,  DEP  SUPT,  ROYAL  MALAYSIA  POL 
YOKE  HENG,  NG,  SUPT  OF  POLICE,  ROYAL  MALAYSIA 
YUSOF,  OSMAN  BIN  MOHAMMAD,  SUPT,  ROYAL  MALAYSIA  POL 


HASSAN, 
HASSAN, 
IDRIS, 

IDRIS, 


81 

91 

81 

95 
113 
129 

96 

83 

79 
195 

85 

91 
187 
106 

82 

91 
161 
162 
191 
175 

91  tt 
74  tt 
99  tt 

123  tt 
129  tt 
187 

86   tt 

83  tt 
123 

80  tt 
120 

76  It 

88   tt 
170 
182 

77 

92 

92  # 
85  tt 

197 

79  tt 
191 

99  tt 
179 
PENANG 

96 

88 
PENINSULAR 

80  tt   OHEN, 


PO 


MA 


OSMAN,  MOHD  SAIRI,  ASST  COMMISSIONER,  OC  CRIM  INV 
RAJA  LOPE  RAZMAN,,  COMMISSIONER,  ROYAL  MALAYSIA  P 

MAYO  C,  SUPT,  POLICE  FIELD  FORCE 


FLORIANA 
160   BARTOLO, 


MALTA 
MARIO,  INSPR,  MALTA  POL  FRCE 


MAURITIUS 
PORT  LOUIS 

192  DAYAL,  NEMRAJ,  INSPR,  MAURITIUS  POL  FORCE 

MEXICO 
BAJA 

166    FRITZ,  EDGAR  FERNANDO,  DIR,  SPOL  ACADEMY  OF  BAJA 
CHIHUAHUA 

180   CISNEROS,  FRANCISCO  JAVIER,  LT,  DPS 

157   JIMENEZ,  ARTURO,  CMDR,  MEXICAN  FED  HHHAY  POL 
33  *  MARTINEZ,  N. ,  ROBERTO,  CHIEF,  CHIHUAHUA  STATE  POLICE 
ESENADA 

154   FILATOFF,  JOSE  ENCINAS,  AUTO  THEFT  SUPV,  JUDICIAL  DEL 
GUADALAJARA 

168   GODOY  PELAYO,  ALONSO,  SPECIAL  ASST,  PROCURADURIA  GEN 
GUANAJUATO 

194   VAZQUEZ  SOTELO,  JUAN  PABLO,  SUPVR,  STATE  JUDICIAL  POL 
HIDALGO 

193  GRANADOS-GONZALEZ,  FRANCISCO,  DIR  OF  TNG,  PRO  GEN  OF  JU 
LA  PAZ  BCS 

166   FISHER  MELGAR,  ALFREDO,  CHF,  DEPT  OF  CRIM  JUSTICE 
MEXICO  CITY 
184   GUTIERREZ  ZARAGOZA,  JUAN  RAUL,  CHF  OF  STAFF,  OFC  OF  THE 


168   KRUGER  VILLARREAL,  ROLF  ERICH,  CPT,  MEXICAN  FEDERAL  HHY 

183   RIOS  RIPPA,  ALEJANDRO,  ATTY  GEN  ASST,  OFC  OF  THE  ATTY 
QUERETARO 

199   MELENDEZ-FERNANDEZ,  JAVIER,  SUB-DIR,  DEPT  OF  PUB  SEC  & 
SALTILLO,  COAHUILA 

190   ABURTO-VERDUZCO,  EDUARDO  JOSE,  DIR,  SPEC  INVSTGNS  ATNY 
TLAXCALA 

186  GARCIA  ALCOCER,  PERLA,  AGENT,  MEXICAN  ATTY  GEN  OFC 
TOLUCA 

198   LUNA-ALATORRE,  BENJAMIN,  DIR  GEN,  STATE  JUDICAL  POL 
BCS 
LA  PAZ 

170  GERALDO,  RENE  GAUME,  COMANDANTE,  SPOL  OF  SOUTH  BAJA 
CHIKUAHU 

CHICHUAHUA 

116   SOTO-RASCON,  DOVER  JESUS,  ASST  CHF  DA,  CRIM  INVSTGN  OFC 
DISTRICTFEDERAL 
MEXICO 

72  *  GOMEZ  VILLASENOR,  ALBERTO,  SR  SUPV,  FED  FISCAL  POL  OF  M 
94   VILLARREAL,  HOMERO  J.,  INV.,  DEPT.  OF  INVESTIGATION 
JALISCO 
GUADALAJARA 

161   ALFARO-GONZALEZ,  RAMON  G,  ASST  DIR,  ATTY  GEN  OFC 
NUEVO  LEON 
MONTERREY 

176   BARRAGAN  CODINA,  MANUEL  R,  DIR,  PROC.  GEN  DE  JUSTICIA 

187  GONZALEZ  ABRAHAM,  OSCAR,  JR,  CMDR,  STATE  JUDICIAL  POL 
189   TAMARGO  SADA,  PABLO,  CMDR,  STATE  JUDICIAL  POL 

126   BENAVIDES  FLORES,  JUAN,  GROUP  CHF,  ST  JUDICIAL  POL 
99   CANIZALES,  PEDRO  S,  GRP  LEADER,  ST  JUDICL  POL 
99  *  HUERTA  REYES,  JOSE  L,  GRP  LEADER,  ST  JUDICIAL  POL 

171  TREVINO  HONG,  MANUEL  ALBERTO,  DIR,  STATE  POLICE  ACADEMY 

MONACO 
MONACO 
196   JUDE,  OLIVIER,  INSPR  PRINCIPAL,  POLICE  JUDICI 

MONGOLIA 
ULAANBAATAR 

196   BATZORIG,  BILEGT,  LTC,  MONGOLIAN  STATE  SEC  AGENC 
ULAN  BATAR 

185   OTGONBAYAR,  NADMID,  INSPR,  CIA  OF  MONGOLIA 

NEPAL 
KATHMANDU 
170   GURUNG,  AMOD  CHANDRA,  DEP  SUPT,  NEPAL  POL  FORCE 
192   KAYASTHA,  BIJAY  LAL,  DEP  SUPT,  NEPAL  POL 
187   RANA,  KUBER  SINGH,  DEP  SUPT,  NEPAL  POL 
175   SHAH,  SURENDRA  BAHADUR,  DEP  SUPT,  NEPALESE  POL 
185   SHAHI,  KESH  BAHADUR,  DEP  SUPT,  NEPAL  POL 
131   SINGHA,  RAJENDRA  BAHADUR,  INSPR,  NEPAL  POL  FORCE 


NETHERLANDS 
AMSTERDAM 
127   HUIJSER  VAN  REENEN,  GERARD,  INSPR,  MUNCIPAL  POL  OF  AMST 
SIETSMA,  KORNELIS  J.,  DET  SUPT,  MUNICIPAL  POLICE  AMS 
ZAAL,  LEENDERT  CORNELIS,  CHF  SUPT,  MUNICIPAL  POL  OF  AMS 


107 

154 

ASSEN 

142 


HORSTMANN,  GEERT,  CHF,  GEMEENTEPOLITIE  ASSEN 
GRONINGEN 

174  HOLTHOF,  LUBBERT  KORNELIS,  HOOFDAGENT,  GEMEENTEPOLITE  G 
HAARLEM 

189   MARCHAND,  MICHIEL  THEODORUS,  CPT,  KENNEMERLAND  POL  FORC 
LEIDERDORP 

198  BROUHER,  HANNEKE,  COMM,  HOLLANDS  MIDDEN  POL  FORC 
147   VAN  LEEUHEN,  MARIO  C,  SGT/MAJ,  DUTCH  SPOL 

ROTTERDAM 
173   BAAN,  GIJSBERTUS,  INSPR,  ROTTERDAM  POL 
87  tt   BLAAUH,  JOHN  A.,  COMR,  ROTTERDAM  MUNICIPAL  POL 

179  KNAPE,  CORNELIS  LEENDERT,  DET  SUPT,  ROTTERDAM  POL 
THE  HAGUE 

160   DEKKER,  ABRAHAM,  MAJ,  DUTCH  SPOL 

199  MOOY,  ERROLD  NICOLAAS,  SUPT,  HAAGLANDEN  POL 

111   PLATENKAMP,  TEUNIS,  CMDR,  MUNICIPAL  POLICE,  CID 

180  VAN  OPHUIZEN,  HENDRIKUS  H  J,  COMMISARIS,  POL  OF  PROS  GE 
95   VANSTRATEN,  JAN,  CHF,  MINISTRY  OF  JUSTICE 

HESTERVOORT 
180   BOUHMEISTER,  HENDRIKUS  F  M,  COMMISSIONER,  DOJ 

NEH  ZEALAND 
AUCKLAND 
165   EDHARDS,  ASHLEY  BROHN,  INSPR,  NEHZ  POL 

180  KEBER,  PHILIP  ARTHUR,  INSPR,  NEH  ZEALAND  POL 

194   SHORTLAND,  STEPHEN  JOHN,  DET  INSPR,  NEH  ZEALAND  POL 

168   HARD,  PETER  LUMSDEN,  DET  SUPT,  NEH  ZEALAND  POL 
AULKLAND 

185   MARSHALL,  PETER,  DET  SUPT,  NEH  ZEALAND  POL 
CHRISTCHURCH 

177   LAHRY,  DAVID  MICHAEL,  INSPR,  NEH  ZEALAND  POL 

184   STEVENS,  PAULA,  INSPR,  NEH  ZEALAND  POL 
DUNEDIN 

172   REILLY,  JOHN  DENIS,  SUPT,  NEH  ZEALAND  POLICE 
HELLINGTON 

85  U   CHURCHES,  MALCOLM  T,  COMR,  POL  NATL  HDQTRS 

102  tt   CUMMINGS,  MAURICE  D,  SUPT,  POL  NATL  HDQTRS 

181  DOIG,  QUENTIN  MAX,  DET  INSPR,  NEH  ZEALAND  POL 

75  tt   GIBSON,  BRYAN  HILLIAM,  DEP  COMR,  POL  NATL  HDQTRS 

175  PERRY,  NICHOLAS  GRAME,  INSPR,  NEH  ZEALAND  POL 
199   QUINN,  HARRY,  DET  INSPR,  NEH  ZEALAND  POL 

107   TRENDLE,  NEVILLE  B,  ASST  COMM,  POLICE  NATLHDQTRS 
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NEH  ZEALAND  -  PHILIPPINES 
195   HILLIAMS,  JOHN  MEIRION,  INSPR,  NEH  ZEALAND  POL 


LAGOS 
88  tt 
88  ft 
156 


NIGERIA 

AKAGBOSU,  CASIMIR  T.,  SUPT  OF  POL,  NGRA  POL  FRCE 
ONHUKA,  ANTHONY  A.,  DEP  SUPT,  NIGERIA  POL  FORCE 
SHAIBU,  YAKUBU,  ASST  COHMISSIONER,  NIGERIA  POL 


NORTHERN  IRELAND 
BELFAST 
121   BEANEY,  DARYELL,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 
192   BRANNIGAN,  JOHN  A,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

150  FLANAGAN,  RONALD,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

154   HALL,  ROBERT  FREDERICK,  SUPT,  ROYAL  ULSTER  CONSTABULAR 
186   LAMONT,  HILLIAM  JOHN,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 
173   LEIGHTON,  PAUL,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 
177   MCCANN,  HENRY  GERARD,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

151  MCCLURE,  JAMES  OLIVER,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 

170  MITCHELL,  CRAWFORD  JOHN,  DET  CHF  INSPR,  ROYAL  ULSTER  CO 

171  ODONNELL,  HUGH  P,  CHF  INSPR,  ROYAL  ULSTER  CONSTA 

135   WHITE,  RAYMOND  CARSON,  CHF  SUPT,  ROYAL  ULSTER  CONSTAB 
LONDONDERRY 
182   RUSSELL,  RICHARD  ADAM,  CHF  INSPR,  ROYAL  ULSTER  CONSTA 

196  SHERIDAN,  PETER,  SUPT,  ROYAL  ULSTER  CONSTABULAR 

NORTHERN  MARIANAS  ISLANDS 
SAIPAN 

197  CABRERA,  EDWARD  REYES,  JR,  IMMIGRATION  OFCR,  DEPT  OF  LA 

NORWAY 

ELVERUM 
188   LOKEN,  JOSTEIN,  ASST  CHF,  OSTERDAL  POLITIKAMME 
143   MARUM,  PER  MARTIN,  MAJ,  NORWEGIAN  NATL  POL 

LILLEHAMMER 
168   HENRIKSEN,  EINAR,  COP 


SORFLATEN,  ODD  MAGNE,  SUPT,  PD 

AASEBOE,  AUDUN  ZITZLAU,  ASST  CHF,  MINISTRY  OF  JUSTICE 

BREKKE,  EGIL  JUUL,  CHF  INSPR,  PD 

FLAATERUD,  KITTIL,  DEP  CHF,  NORWEIGIAN  POL  ACADEM 

FLOOD,  JORGEN,  COP 

FOLLESTAD,  IVAR,  CHF  SUPT,  NATL  BU  OF  CRIME  INV 

MYRIND,  ASBJORN  F.,  CHIEF  INSPECTOR,  PD 

TORDAL,  KAI  ERIK,  DEP  DIR,  NATL  BU  OF  CRIM  INVST 

VIKA,  TORLEIV,  DIV  SUPT,  OSLO  POLITISKOLEN 


MOLDE 

163 
OSLO 

171 

133 

174 

123 

154 

111 

131 
94 
SKI 

100   ULRICH,  STEIN,  CHF,  FOLLO  POLICE 
STAVANGER 

117   ROBBERSTAD,  KNUT  INGE,  SERGEANT,  STAVANGER  POLICE  HEA 
TRONDHE IM 

195  MOEN,  JON,  ASST  CHF,  TRONDHEIM  PD 

OMAN 
MUSCAT 

169  AL  SHANFARI,  JAMAL  NASEEB,  LTC,  ROYAL  OMAN  POL 
162   ALHADRAMI,  SALIM  BASHER,  COL,  ROYAL  OMAN  POL 

PAKISTAN 

ISALAMABAD 

76    ISA,  MOHAMMAD,  ASST  INSPTR  GEN  OF  POL,  FED  IN 

LAHORE 

76   AHMAD,  NISAR,  SUPT  OF  POL,  POL  SERV  OF  PAK 
74   ARIFF,  M.  A.,  DEP  INSPR,  POL  SERV  OF  PAK 

74  HUSSAIN,  ATA,  SUPT  OF  POL,  POL  SERV  OF  PAK 
QUETTA 

72   RAOOF  ALI,  SAHIBZADA,  SUPT,  POLICE  SERV  OF  PAKISTAN 

PANAMA 
HOWARD  AFB 

182  DIRITO,  STEPHEN  WILLIAM,  CPT,  USAF 
PANAMA 

197  BRADIEL,  ANEL  ARIEL,  INSPR  I,  POLICIA  TECNICA  JUDIC 

198  SOTO  VEGA,  CARLOS  ANTONIO,  MAJ,  POLICIA  NACIONAL  DE  PAN 
173  STANZIOLA  RODRIGUEZ,  JUAN  A,  CPL  1CL,  NATL  POL  OF  PANAM 
173  TREJOS  RIVERA,  LUIS  HUMBERTO,  SECOND  CPL,  NATL  POL  OF  P 

PANAMA  CITY 

72   ARAUZ,  V.  ALEJANDRO,  CPT,  NATL  GUARD  OF  PANA 

75  *  BOYD,  FEDERICO  OSVALDO,  CPT,  NATL  GUARD  OF  PANA 

138  CASSIDONE-JOHNSON,  VINCENTE,  CHF  INSPR,  NAT  DEPT  OF  INV 

191  CHONG-HON,  GUSTAVO  JOSE,  INSPR,  POLICIA  TECNICA  JUDICIA 

183  FONG  PIMENTEL,  TOMAS  GUILLERMO,  1LT,  PANAMA  NATL  POL 

170  GARCIA  TOVAR,  TOMAS  RICARDO,  CPT,  NATL  POL  OF  PANAMA 

167  GARCIA,  BERARDO  ENRIQUE,  LT,  POLICIA  NACIONAL 

135  HARRIS-CUMBERBATCH,  ROGELIO,  DET  I,  NATL  DEPT  OF  INVSTG 

89  HINKSON  JULIO,  ALFREDO,  INSPR,  NATL  DEPT  OF  INVSTGN 

171  JARVIS,  RAMIRO  GABRIEL,  INSPR,  POLICIA  TECNICA 
181  JOUDRY  MONTERO,  ROBERTO  ANTONIO,  LT,  NATL  POL 

98  LATINEZ,  JORGE,  1LT,  NATIONAL  GUARD  OF  PANAMA 

168  LAHSON  KNIGHT,  FRANKLIN,  DET,  POLICIA  TECNICA  JUDICIAL 
164  LEVY,  REINALDO  ALBERTO,  INSPR,  POLICIA  TECNICA  JUDICIA 
197  MARIN,  ABDIEL  ELIAS,  LT,  SERVICIO  MARITIMO  NACIONAL 
103  MARTIN,  RAMON  LUIS,  INSPR,  DEPT  OF  NATL  INVSTGNS 

151  PERRY,  LARIN  BENIGNO,  DET  SGT,  NATL  DEPT  OF  INVSTGN 

196  RAWLINS,  JUAN  ARTURO,  INSPR  I,  POLICIA  TECHNICA  JUDI 
143  RODRIGUEZ,  PABLO  FELIX,  DET  I,  DEPT  NACIONAL  DE  INVEST 
164  TEJEIRA  MEDINA,  ALVARO  MANUEL,  DET  III,  POLICIA  TECNICA 
114  WALKER,  JAMES  A.,  1LT,  NATIONAL  GUARD  OF  PANAMA 

PAPUA  NEW  GUINEA 


PORT  MORESBY 
195   AIGILO,  IAN  PETER,  COMM,  ROYAL  PAPUA  NEW. GUINEA 

PARAGUAY 
ASUNCION 

187  CONTRERA  CUBA,  PEDRO,  COMMISSIONER,  NATIONAL  POLICE 

173  LARROZA,  OSCAR  MIGUEL,  CPT,  CAPITAL  POLICE  OF  ASUNCIO 

PERU 

136   BERNAL-CAVERO,  JULIO  GUSTAVO,  CPT,  POLICIA  DE  INVSTGN  D 
130   CHAVEZ-NAVARRO,  TEODORO,  GENERAL,  POLICIA  NACIONAL  DEL 

74  #  MARIACA,  ALBERTO,  LTC,  PERUVIAN  INVSTGN  POL 

142   MENDOZA-SILVA,  JORGE,  LTC,  POLICIA  DE  INVESTIGACIONE 

71  #  RIVERA-SANTANDER,  ALFONSO,  CHIEF,  PERUVIAN  INVESTIGATE 

PHILIPPINES 
ANGELES  CITY 

166  YARCIA,  JULIUS  FELICANO,  SUPT,  PHILIPPINE  NATL  POL 
LAGUNA 

159  BAUN,  CECILIO  MANALOTO,  MAJ,  INTEGRATED  NATL  POL 
LUCENA  CITY 

32   JUAN,  CELESTINO  C,  DIS  JUDGE,  CRT  OF  1  INSTANCE  0 
MANILA 

150  ACOSTA,  MELCHOR  LORENZO,  AGENT,  NATL  BU  OF  INVSTGN 
199   ADRIATICO,  JUFEL  CORPUS,  SUPT,  PHILIPPINE  NATL  POL 

185  ALMENDARES,  MANUEL  ABULENCIA,  SUPRV  AGENT,  NATL  BU  OF  I 

99  AMANE,  JUAN  Y. ,  AGENT  III,  NATL  BU  OF  INVSTGN 

168  ANGCANAN,  AUGUSTO  PORTACIO,  JR,  CHF  INSPR,  PHILIPPINE  N 

188  ANTONIO,  JOB  NOLAN  DANCEL,  CHF  INSPR,  PHILIPPINE  NATL  P 
180  APLASCA,  MA  0  RANADA,  CPT,  DAVAO  NORTE  POL  PROV  COMM 

171  ARUGAY,  EDMUNDO  TEMPLO,  SR  AGENT,  NATL  BU  OF  INVSTGN 
94  *  BACOL,  DARIO  J,  AGENT  III,  NBI 

94  BAGUIDEN,  PABLO  D,  DEP  DIR,  NBI 

100  BALANCIO,  CRISOSTOMO  F,  SUPR  AGENT,  NBI 
116   BAUTISTA,  FILOMENO  SANCHEZ,  SA,  NBI 

93  BELASA,  NARCISO  G. ,  AGENT  III,  NATL  BU  OF  INVSTGN 

142  BIJASA,  ALEJANDRO  GARCIA,  JUDGE,  METRO  TRIAL  COURT 

160  BINALAY,  FLORENCIO  ALAY,  AGENT,  NATL  BU  OF  INVSTGN 
99  CAABAY,  CARLOS  S.,  AGENT,  NATL  BJ  OF  INVSTIGN 

184   CALLUENG,  MOREL  RUMUSUD,  SUPVR  AGENT,  NATL  BU  OF  INVSTG 

101  CAPULONG,  EFREN  S,  SA,  NBI 

98   CHAN,  SANCHO  K.,  JR.,  SUPVNG  AGENT,  NATL  BU  OF  INVST 

167  CHIONG,  RICKSON  LIM,  AGENT,  NATL  BU  OF  INVSTGN 

95  CINCHES,  SILVINO  N.,  AGENT  IN  CHARGE,  NATL  BU  OF  IN 
84   CORPUS,  ROSENDO  C,  SPEC  INVSTGR  "A",  LAND  BANK  OF 

106  COTACO,  LEOPOLDO  DACO,  AGENT  II,  NATL  BU  OF  INVSTGN 
176   CRUZ,  GILBERTO  CRUZ,  CHIEF,  PHILIPPINE  NATL  POL 

192   DE  LEMOS,  MEDARDO  GRASPARIL,  SUPVY  AGENT,  NATL  BUR  OF  I 

72  DEJESUS,  ANTONIO  REMIGIO,  REG  DIR,  NATL  BU  OF  INVSTGN 
113   DELEON,  CESAR  R.,  SUPV  AGENT,  NATL  BU  OF  INVSTGN 

69   DELEON,  LEONARDO  C. ,  REG  DIR,  NATL  BU  OF  INVSTGN 

96  DELEON,  SALVADOR  S,  ASST  REG  DIR,  NBI 

93  DELOS,  REYES  FERNANDO,  REG  DIR,  NBI 

92   DEMETRIA,  ELPIDIO,  AGENT  III,  NATL  BU  OF  INVSTGN 

198  DIAZ,  RICARDO  ABRAZALDO,  HEAD  AGENT,  NATL  BU  OF  INVSTGN 
140   DIMAGMALIW,  ALADDIN  MANALO,  MAJ,  METRO  POL  FORCE 

104  DIONISIO,  MANUEL  CANAPI,  AGENT  III,  NATL  BU  OF  INVSTGN 
120   DIZON,  ORLANDO  VER,  AGENT  III,  NATL  BU  OF  INVSTGN 

179   ENRILE,  TOMAS  C,  SUPV  AGT,  NATL  BU  OF  INVSTGN 
17  #  ENRIQUEZ,  ALBERTO,  LT,  PI  CONSTABULARY 

169  ESMERALDA,  REYNALDO  OFIALDA,  SR  AGENT,  NATL  BU  OF  INVST 

91  tt   ESTUAR,  LEOPOLDO  0.,  JR.,  AGENT  III,  NATL  BU  OF  INVSTGN 

188  EVANGELISTA,  LEONCIO  COMIA,  HEAD  AGENT,  NATL  BU  OF  INVS 

164  FLORES,  DANILO  G,  LTC,  PI  CONSTABULARY 

161  GATDULA,  MAGTANGGOL  BORCA,  CPT,  PI  CONSTABULARY 

75  *  GUTIERREZ,  EMERITO  ZARRAGA,  SR  AGNT,  NATL  BU  OF  INVSTGN 
103  HERNANDEZ,  EUFRONIO  REYES,  AGENT  III,  NATL  BU  OF  INVSTG 

84  JIMENEZ,  LEONARDO  B.,  JR.,  AGENT  III,  NATL  BU  OF  INVSTG 

72  *  JOCOM,  ANTONIO  M,  JR,  ASST  DIR,  NATL  BU  OF  INVSTGN 

194  JULARBAL,  GEORGE  ANACTA,  SUPVR  AGENT,  NATL  BU  OF  INVSTG 

197  KISON,  LEO  MENDOZA,  SUPT,  PHILIPPINE  NATL  POL 

125  LAIGO,  REYNALDO  MARTINEZ,  AGENT  III,  NATIONAL  BU  OF  INV 

97  LARA,  TEODORICO  F.,  SR  AGENT,  NATL  BU  OF  INVSTGN 

161   LAUDENCIA,  RIZALDE  FRIGILLANA,  AGENT  III,  NATL  BU  OF  IN 

92  LAZARO,  HERMOSO  T,  REG  DIR,  NBI 

78   LEMI,  EDUARDO  G.,  SR  AGENT,  NATIONAL  BU  OF  INVST 

165  LIMMAYOG,  JOSE  AYAO-AO,  JR,  SR  AGT,  NATL  BU  OF  INVSTGN 

174  LINGGON,  FRANCISCO  BUGNOSEN,  SUPERVISING  AGENT,  NATL  BU 

151  LIONGSON,  ANTHONY  BONIFE,  SR  AGENT,  NATL  BU  OF  INVSTGN 
35   LORENZO,  AMBROSIO  Z.,  CAPTAIN,  PD 

172  MAGPALI,  AMANTE  LUNA,  SUPERVISING  AGENT,  NATL  BUREAU 

107  MAMARIL,  ROGELIO  C,  AGENT  III,  NATIONAL  BU  OF  INVS 
87   MANALO,  EMETERIO  B.,  SR  AGENT,  NATL  BU  OF  INVSTGN 

199  MANDAWE,  RENATO  DIGNOS,  INVSTGN  AGENT,  NATL  BU  OF  INVS 
145   MANTARING,  NESTOR  MANRIQUE,  AGENT  III,  NATL  BU  OF  INVST 
124   MARISTELA,  DOMINGO  BARTOLABA,  AGENT  III,  NATL  BU  OF  INV 

101  MATEO,  CARMELITO  B. ,  AGENT  III,  NATL  BU  OF  INVSTGN 

94  MAYO,  JOB  A.,  JR.,  MAJOR,  PRESIDENTIAL  SECURITY  C 
97   MECANO,  ANTONIO  A,  REG  DIR,  NBI 

102  *  MENDOZA,  MANUEL  L,  SUPR  AGENT,  NBI 

87   NEPOMUCENO,  ENRICO  S.,  SR  AGENT,  NATIONAL  BU  OF  INVST 

105  OIDA,  OSCAR  ARDALES,  SR  AGENT,  NATL  BU  OF  INVSTGN 

96  *  PADUA,  APOLONIO  A,  JR,  SR  AGENT,  NATIONAL  BUREAU  OF  I 

100  *  PAJARITO,  FRANCISCO  T,  JR,  AGENT  III,  NATIONAL  BU  OF  IN 

194  PALAD,  PERFECTO  PONCE,  SUPT,  PHILIPPINE  NATL  POL 

189  PALMERA,  LUISITO  TINIO,  CHF  INSPR,  PHILIPPINE  NATL  POL 
183  PANGAN,  RICARDO  S,  JR,  HEAD  AGENT,  NATL  BU  OF  INVSTGN 
196  PANGANIBAN,  MARIANITO  ESTUARIA,  HEAD  AGENT,  NBI 

109   PANGILINAN,  TEODORO  B. ,  AGENT  III,  NATIONAL  BU  OF  INVS 
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151  PRING,  JOSE,  CPT,  INTERGRATED  NATL  POL 

102  »  RESOS,  ARSENIO  C. ,  AGENT  III,  NATIONAL  BU  OF  INVS 

67  *  REYES,  JOSE  F,  REG  DIR,  NATL  BU  OF  INVSTGN 

82  REYNOLDS,  EARL  H. ,  SR  AGENT,  NATIONAL  BU  OF  INVST 

158  SACAGUING,  ARTEMIO  HENDOZA,  SR  AGENT,  NATL  BU  OF  INVSTG 

190  SALVADOR,  MAX  BALAO,  SUPERVISING  AGENT,  NATL  BU  OF 
86  SAYO,  APOLLO  YUSON,  AGENT  III,  NATIONAL  BU  OF  INVE 

67  SOLIMAN,  CECILIO  SANTIAGO,  AGENT,  NATIONAL  BUREAU  OF  IN 

73  SUPNET,  MANUEL  MUNAR,  ASST  DIRECTOR,  NATIONAL  BU  OF 

91  TABALDO,  LEONARDO  J.,  SR  AGENT,  NATIONAL  BU  OF  INVES 

157  TENERIFE,  ALEJANDRO  RODULFO,  SR  AGENT,  NATL  BU  OF  INVST 

31  I  TENORIO,  TELESFORO,  COLONEL,  CHIEF  OF  POLICE,  PD 

95  TOBIAS,  MANUEL  A.,  AGENT  III,  NATIONAL  BUREAU  OF 
82  TOLEDO,  SANTIAGO  Y. ,  DIRECTOR,  NATL  BU  OF  INVSTGN 

163  TOMARONG,  OSCAR  DESTACAMENTO,  AGENT  II,  NATL  BU  OF  INVS 

98  UTITCO,  LOLITO  V.,  AGENT  III,  NATIONAL  BUREAU  OF 

181  VAFLOR,  RENATO  MIRANDA,  SUPV  AGENT,  NATL  BU  OF  INVSTGN 
187  VARGAS,  ALI  CORVERA,  SUPERVISING  AGENT,  NATL  BU  OF 

162  VELA,  ARLIS  EUSEBIO,  AGENT  IV,  NATL  BU  OF  INVSTGN 

195  VIGILIA,  RUSTICO  QUIBUYEN,  DIR  I,  NATL  BU  OF  INVSTGN 

86  VILLARIN,  FLORENCIO  0.,  SENIOR  AGENT,  NATIONAL  BUREAU 

177  VILLARTA,  EDHARD  AGUILAR,  SUPV  AGENT,  NATL  BU  OF  INVSTG 
129  VINARAO,  VICENTE  G,  COL,  METRO  POL  FORCE 

178  HONG,  NOE  ALBANO,  SUPT,  PHILIPPINE  NATL  POL 

191  YARRA,  ANTONIO  CANDIDO,  S/INSPR,  PHILIPPINE  NATL  POL 
PASAY  CITY 

62  VILLA,  FRANCISCO  AGRAVA,  CHIEF  OF  POLICE 

QUEZON  CITY 

195  BARGAMENTO,  RAUL  LOY,  SR  INSPR,  PHILIPPINE  NATL  POL 
100  BUSINE,  VICTORIO  F.,  LT  COLONEL,  PI  CONSTABULARY 

91  DAVID,  VIRGILIO  M,  COL,  PI  CONSTABULARY 

193  DORIA,  GERMAN  BARUT,  SUPT,  PHILIPPINE  NATL  POL 
166  GUTIERREZ,  JOSE  SALAS,  MAJ,  PHILIPPINE  NATL  POL 
184  LANADA,  REY  LAQUIHON,  SUPT,  PHILIPPINE  NATL  POL 

186  MAGALONG,  BENJAMIN  BANEZ,  CHF  INSPR,  PHILIPPINE  NATL  PO 

182  MALIGALIG,  DANILO  LAWAS,  SR  INSPR,  PHILIPPINE  NATL  POL 
176  NALANGAN,  ALFONSO  GARCIA,  SUPT,  PHILIPPINE  NATL  POL 
170  ONTOG,  AGER  POBLADOR,  JR,  SR  INSPR,  PHILIPPINE  NATL  POL 
180  PADUA,  RAYMUNDO  E,  JR,  SUPT,  PHILIPPINE  NATL  POL 

175  PAGDILAO,  SAMUEL  DULDULAO,  CHF  INSPR,  PHILIPPINE  NATL  P 

89  RUIZ,  ANDRES  M.,  COLONEL,  PHILIPPINE  CONSTABULA 

182  SINDAC,  REUBEN  THEODORE  CASENAS,  SR  INSPR,  PHILIPPINE  N 

187  SINTIN,  ALEX  BOTES,  P/SR  INSPR,  PHILIPPINE  NATL  PO 
174  TOR,  RODOLFO  ASEL,  SUPT, PHILIPPINE  NATL  POL 

197  U8ALDE,  HEROLD  GUERIBA,  SUPT,  PHILIPPINE  NATL  POL 

100  VALDERRAMA,  GERONIMO  G. ,  LT.  COLONEL,  PHILIPPINE  CONSTA 

POLAND 
CZESTOCHOHA 

196  HROBLEHSKI,  KRZYSZTOF  ZYGMUNT,  LT,  CZESTOCHOHA  DIST  POL 
KIELCE 

192  HASIK,  JACEK  LESZEK,  LT,  POLISH  POL  FORCE 
HARSAH 

173  KUMANEK,  MIROSLAH,  SGT,  POLISH  NATL  POL 

PORTUGAL 
LISBON 

174  ALEXANDRE,  VITOR  MANUEL,  INSPR,  PORTUGUESE  JUDICIAL  POL 

159  RAIMUNDO,  MARIANA  MARIA,  INSPR,  POLICIA  JUDICIARIA 

157   SOUSA  MARTINS,  JOSE  AUGUSTO,  GEN  DIR  ADJ,  POLICIA  JUDIC 
LOURES 
154   GOMES-SOARES,  TITO  ANTONIO,  INSTRUCTOR,  CRIM  POL  ACDMY 

REPUBLIC  OF  CHINA 
KAOHSIUNG  CITY 

199   TAI,  CHUN-CHENG,  SA,  MINISTRY  OF  INTERIOR  INVST 
PANCHIAO 

137   CHUANG,  ANDY  TSE-FENG,  MAJ,  TAIPEI  CO  PD 
PENGHU  CO 

182   1.0,  LI-FAN,  DIV  DIR,  PENGHU  CO  POL  BU 
SHANGHAI 

11  »  PARK,  GEORGE  R.,  SGT,  SHANGHAI  MUNICIPAL  POL 
TAICHUNG 

186   CHEN,  SHENG-SHIN,  LT,  TAIHAN  PROVINCIAL  POL  ADMI 

194  LIN,  HEN-HSIANG,  MAJ,  TAIWAN  PROVENCIAL  POL 
TAIPEI 

128  CHAI,  I-SHENG,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

96  CHANG,  MENG  LIN,  INVSTGR,  MINISTRY  OF  JUSTICE, 
122  CHANG,  MENGLIN,  INVSTGR,  MINISTRY  OF  JUSTICE 
141  CHANG,  RUBY  H,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

162   CHANG,  VENG-CHENG,  SECTN  CHF,  FOREIGN  AFFAIRS  POL 

197  CHANG,  HEN-JUI,  MAJ,  NATIONAL  POL  ADM 

160  CHEN,  TIEN-YU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

178  CHENG,  PETER  PO-JEN,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

85  CHIU  LO-CHUNG,,  DEP  SECTN  CHF,  MINISTRY  OF  JUS 

190  CHOU,  STEVEN  SHAH-NAN,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

126  CHOU,  TON-MING,  INVSTGR,  CRIM  INVSTGN  BU 

132  CHU,  JOHN  LAITSU,  MAJ,  NATL  POL  ADMIN 

162  HO,  KUANG  YU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

92  HHANG,  LIU,  INVSTGR,  INVSTGN  BU  MINISTRY  0 
105  IN,  YET,  MAJ,  TAIH  GARRISON  GEN  HO 

173   JUAN,  MING  KUANG,  SA,  MINISTRY  OF  JUSTICE  INVSTG 
166   KAO,  YUAN-HSING,  INSPR,  MINISTRY  OF  JUSTICE  INV 

129  KU,  HILLIAM  HAISHAN,  LTC,  NAT  POL  ADMIN 

88  *  KHAN  CHAO-I,  PETER,  INVSTGR,  MINISTRY  OF  JUSTICE 

97  KHEI,  CHING-SHAN,  DEP  COMMISSIONER,  NATIONAL  SEC 
102  *  LEE,  ROBERT  SHYANG-YU,  INVSTGR,  MINISTRY  OF  JUSTICE 

97   LI  CHUN-TIEN,,  LTC,  NATIONAL  SECURITY  BUREAU 
92   LI,  HENRY  L.,  INVSTGR,  MINISTRY  OF  JUSTICE 
70   LI,  TSAO-PU,  SECRETAROAT,  MINISTRY  OF  JUSTI 


150  LIAO,  PYNG  SHENG,  INVSTGR,  MINISTRY  OF  JUSTICE 

85  LIN  SHANG-CHIEN,,  DEP,  MINISTRY  OF  JUSTICE  BU  OF 

123  LIN,  I  MING,  DIR,  FOREIGN  AFFAIRS,  TAIHAN 

193  LIN,  JENG-FANG,  SA,  MINISTRY  OF  JUSTICE  INVSTG 

102  *  LIOU,  JOHN  K.,  TECH,  MINISTRY  OF  JUSTICE 

108  LIU,  YUAN  KUEI,  LTC,  NATL  SEC  BU 

96  LU  CHIA-CHIEH,,  INVSTGR,  MINISTRY  OF  JUSTICE 

167  LU,  HSIEN  CHE,  SECTION  CHF,  TAIWANESE  NATL  PO 

133  MO,  TIEN-HU,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

88  SHEN  CHENG-TSENG,,  INVESTIGATOR,  NATIONAL  SECURIT 
184  SU,  CHUNG-KAN,  SA,  MINISTRY  OF  JUSTICE 

137  SZUTU,  YUAN-YEN,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

132  TOU,  TE  KANG,  INVSTGR,  MINISTRY  OF  JUSTICE 

179  TSAI,  CHAO-SHENG,  SECT  CHF,  NATL  POL  ADMIN 

177  TSAI,  CHING-LUNG,  LTC,  NATL  POL  ADMINISTRATION 

174  TSAO,  TONY,  LTC,  NATL  POLICE  ACADEMY 

170  HANG,  JADE  HSI-KO,  INVSTGR,  MINISTRY  OF  JUSTICE  I 

110  HU  YING,,  INVSTGR,  MINISTRY  OF  JUSTICE 

89  YANG  HEI-TSU,,  INVESTIGATOR,  MINISTRY  OF  JUST 
114  YANG,  HSIN-CHUNG,  INVESTIGATOR,  MINISTRY  OF  JUST 

27  ZEE  SHENG-SHEE,,  CHF  SEC,  PUBLIC  PROCURATOR  GEN 

REPUBLIC  OF  VIETNAM 
HANOI 

195  CHU,  DUNG  VAN,  CPT,  MINISTRY  OF  INTERIOR 
SAIGON 

72  *  DOI,  DUONG  DINH,  CHF,  TECH  DIR,  NATL  POL  CMMD 

ROMANIA 
BUCHAREST 

196  BITLAN,  CONSTANTIN,  MAJ,  BUCHAREST  PD 

193  MOGILDEA,  VIRGIL,  COL,  ROMANIAN  CRIMINAL  POL 

182  SOTIRESCU,  ION  GABRIEL,  MAJ,  GENERAL  INSPECTORATE  OF  P 


RUSSIA 


MOSCOW 
192 
194 
189 
199 
189 


BASOV,  VLADIMIR  GEORGIEVITCH,  LTC,  NATL  CENTRAL  BUR  OF 
KURNOSENKO,  ANDREY  ANATOLYEVICH,  CPT,  MINISTRY  OF  INTER 
VASIN,  YURIY  GENNADYEVICH,  CPT,  RUSSIAN  MINISTRY/INTERN 
YAKSHIN,  ALEKSANDR  VICTOROVICH,  INVSTGR,  MINISTRY  OF  IN 
YERMACHENKO,  YURIY  ALEXEEVICH,  MAJ,  RUSSIAN  MINISTRY  OF 
ST  PETERSBURG 
197   ZHURAVLEV,  VADIM  ALEXANDROVICH,  MAJ,  RUSSIAN  MINISTRY  0 


SAUDI  ARABIA 

JEDDAH 
190   ZAQZOUQ,  FAWAZ  BIN  H  S,  LTC,  MINISTRY  OF  INTERIOR 

RIYADH 
189   AL  HETAIRSHI,  ALI  SAEED,  LTC,  MINISTRY  OF  INTERIOR 
102   AL-GHANNAM,  FAHAD  ABDUL,  MAJ,  ROYAL  ARAB  SEC  FRCES 

SCOTLAND 
ABERDEEN 

184  KELMAN,  MICHAEL,  CHF  INSPR,  GRAMPIAN  POL 
EDINBURGH 

185  BALD,  WILLIAM,  CHF  INSPR,  LOTHIAN  &  BORDERS  P 

167  WILSON,  PETER  MOWAT,  SUPT,  LOTHIAN  &  BORDERS  POL 
149   WOOD,  THOMAS  JAMES,  DET  SUPT,  LOTHIAN  AND  BORDERS 

GLASGOH 
187   HALPIN,  THOMAS,  CHF  INSPR,  STRATHCLYDE  POL 
195   MARSHALL,  JOHN  REID,  DET  CHF  INSPR,  STRATHCLYDE  POL 
178   STANNARD,  MICHAEL  JOHN,  SR  INVSTGN  OFCR,  H.M.  CUSTOMS 

I NVERNESS 

168  JOHNSTON,  JOHN,  SUPT,  NORTHERN  CONSTABULARY 
STRATHCLYDE 

97  #  ALLAN,  DAVID  L,  ASST  CHF,  SCOTTISH  POLICE 

SIERRA  LEONE 
FREETOWN 
158   AMEDOFU,  SETH  CYPRIAN,  DET  SUPT,  SIERRA  LEONE  POL  FOR 
175   WILLIAMS,  TEDDY  MUNDA,  INSPR  GEN,  POL  FORCE 

SINGAPORE 
SINGAPORE 
122   AIJUDDIN,  NOOR  MOHAMED,  INSPR,  SINGAPORE  POL  FRCE 
130   CHAN,  SOO-WAH,  DY  SUPT,  SING  POL  ACADEMY 

160  CHONG,  LIM  CHIN,  CHF  SPEC  INVSTGR,  CORRUPT  PRAC 
148   CHUA,  RICHARD  POO,  DEP  SUPT,  SING  POL  FRCE 

109   DEVARAJ,  HENRY  T. ,  INSPR,  SINGAPORE  POL  FRCE 
152   EIO,  HOCK  LIANG,  SR  SPC  INVSTGR,  CORRUP  PRACTIC 

82  *  HILL,  HUBERT,  ASST  SUPT  OF  POL,  REPUB  OF  SIN 
104  HONG,  NG  KIT,  INSP-INV  CORRUPT  PRACTICES  INV 
114  *  KRISHNA,  S/0  MAHENDAR,  INSPR,  SINGAPORE  POL  FORCE 

92  *  KUMAR,  SHYAM,  INSPECTOR,  REPUBLIC  OF  SINGAPO 

96   LEE,  AH-FONG,  DEP  SUPT,  SINGAPORE  POLICE  FOR 
136   LIM,  CHER-KWAN,  SUPT,  SINGAPORE  POL  FORCE 
193   LIM,  RICHARD  HOCK  ENG,  DEP  SUPT,  SINGAPORE  POL  FORCE 

89   LO  BOON  TECK,,  ASST  DIR,  CENTRAL  NARC  BU 
164   LOW,  HUI  HUI,  ACTING  SUPT,  SINGAPORE  POL  FOR 
172   MENG,  LIM  KWANG,  DEP  SUPT,  CENTRAL  INTELLIGENCE 

161  NAIR,  SUKUMARAN,  DEP  SUPT,  SINGAPORE  POL  FORCE 
168   NG,  KEE  HOE,  SUPT,  SINGAPORE  POL  FORCE 

136  NG,  SENG-LIANG,  DEP  SUPT,  SINGAPORE  POL  FORCE 

180  OH,  KAR  CHYE,  DEP  SUPT,  SINGAPORE  POL  FORCE 

76  *  PHANG  CHEOH  HOCK,,  ASST  SUPT,  POL  OF  REPUBLIC  OF 

161  SNG,  JIN  POH,  SPECIAL  INVSTGR,  CORRUPT  PRACT 

192  SOH,  ALLAN  CHEE-SENG,  DEP  SUPT,  SINGAPORE  POL  FORCE 

156  SOMO,  VENDESAN,  DEP  SUPT,  SINGAPORE  POL  FORCE 

75  TAN  KAH  HAN,,  ASST  COMMISSIONER,  POL  REPUBLI 

168  TAN,  KEE  MENG,  SR  SPEC  INVSTGR,  CORRUPT  PRACT 
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130  TAN,  NGO-CHEH,  ASST  SUPT,  SINGAPORE  POL  FORCE 

174  TAN,  SIANG  KHNG,  SR  SPC  INVSTGR,  CORRUPT  PRACTI 

118  TAY,  JOHNNY,  ASST  SUPT,  SINGAPORE  POL  FORCE 

181  TEO,  SENG  HUAT,  INVSTGR,  CORPT  PRACTICE  INVSGT 

103  *  WONG,  ERIC  ONG-MING,  INSPR,  POL  OF  SINGAPORE 

122  YEO,  PENG  SOON,  INVSTGR,  CORRUPT  PRACTICES  INV 

SLOVAKIA 
BRATISLAVA 
184   KASTLER,  VILIAM,  INSPR,  SLOVAK  POL  FORCE 
KOSTAL,  IGOR,  DR  MAJ,  SLOVAK  POL  FORCE 
VLCEK,  KAMIL,  CPT,  SLOVAK  POL 


181 

199 

NITRA 

194 


MATIASOVSKY,  IGOR,  MAJ,  SLOVAK  REPUBLIC  POL 


SLOVENIA 
LJUBLJANA 

197  FARIC,  MARJAN,  DIV  HEAD,  MINISTRY  OF  INTERIOR 
199   KOVSE,  ROBERT,  INSPR,  MINISTRY  OF  INTERIOR 

179  PODVRSIC,  ANDREJ,  INSPR,  MINISTRY  OF  INTERIOR 
184   RUPNIK,  ANDREJ,  CHF  INSPR,  CRIM  POL  DIRECTORAT 

SOUTH  AFRICA 
BELLVILLE 

193   MARAIS,  HENDRIK  PIETER  MACHIEL,  SUPT,  SOUTH  AFRICAN  POL 
DURBAN 

187  HANSRAJ,  SANJITH,  CPT,  SOUTH  AFRICAN  POL  SERV 
196   NAIDOO,  KARNA  KAY,  CHF  INSPR,  DURBAN  CITY  POL 

196   VAN  DER  MERHE,  HENDRIK  HILLEM,  CHF  INSPR,  DURBAN  CITY  P 
PIETERMARITZBURG 

192  TAKOORPARSADH,  JUGDHEESH,  SUPT,  SOUTH  AFRICAN  POL  SERV 
PRETORIA 

193  DE  BEER,  JOSEPH,  SUPT,  SOUTH  AFRICAN  POL  SERV 

199  GOVENDER,  DORAVAL,  ASST  COM,  SOUTH  AFRICAN  POL  SE 

192  JONES,  GIDEON,  SUPT,  SOUTH  AFRICAN  POL  SERV 

194  MAPYANE,  SIMON  LEROY,  CPT,  SOUTH  AFRICIAN  POL  SERV 
199  ROOS,  ANDRE,  DIR,  SOUTH  AFRICAN  POL  SERV 

ROODEPORT 

194  DAS  NEVES,  LOBO,  SUPT,  SOUTH  AFRICAN  POL  SERV 

SPAIN 
BARCELONA 
120   ARAGONPARDO,  JULIO,  INSPR  2CL,  CUERPO  SUPERIOR  DE 

180  BARO  CASANOVAS,  BERNAT,  INSPR,  POL  OF  CATALONA 

158  LOPEZ-FERNANDEZ,  JOSE,  INSPR,  SPANISH  NATL  POL 

195  SALOM-CLOTET,  D  MIGUEL,  CPT,  GUARDIA  CIVIL 

175   SARO  MONCLOA,  JUSTO  MANUEL,  INSPR,  SPANISH  NATL  POL 
MADRID 
160   ALVAREZ-GARCIA,  JULIO,  CHF  INSPR,  SPANISH  NATL  POL 

159  CABALLERO  FERNANDEZ,  GUZMAN,  CPT,  SPANISH  GUARDIA  CIVIL 
95   CHAMORRO-GARCIA,  MIGUEL  E,  DIR,  EXEC  OFC 

171   CORTES  MARQUEZ,  RAMON,  CPT,  GUARDIA  CIVIL 

163  CRIADO,  JOSE  IGNACIO,  CPT,  SPANISH  GUARDIA  CIVIL 

120  CRUZPALOMINO,  JOSE  ANTONIO,  INSPR  FIRST  CL,  CUERPO  SUPE 

165  GARRIDO,  PEDRO,  CPT,  SPANISH  GUARDIA  CIVIL 

159  HERAS  TOLEDANO,  JUAN  FRANCISCO,  INSPR,  SPANISH  NATL  POL 

164  IDANEZ-GOMEZ,  FELIPE  JUAN,  INSPR,  SPANISH  NATL  POL 
191  MALO  SANCHEZ,  ALICIA,  INSPR,  SPANISH  NATL  POL 

95  MARTIN  PASTOR,  JULIAN,  INSPR,  DIRECCION  GENERAL  DE  SE 

151  MARTIN-INURRIETA,  TOMAS,  INSPR,  SPANISH  NATL  POL 

191  NAVARRETE  PANIAGUA,  MANUEL,  CPT,  GUARDIA  CIVIL 
156  PEREZ  GARCIA,  JOSE,  INSPR,  SPANISH  NATL  POL 

160  PINDADO  MARTINEZ,  RAMON,  CPT,  GUARDIA  CIVIL 

78   PIQUERAS  DEL  RAY,  ANTONIO,  COMISARIO,  DIRECCION  GENERAL 
155   SUALDEA  MARTIN,  FRANCISCO  J,  CPT,  GUARDIA  CIVIL 
168   VILLANUEVA  MELERO,  JORGE  JOSE,  INSPR,  SPANISH  NATL  POL 

78   ZAMORA  MORENO,  JUAN,  COMISARIO  JEFE,  DIRECCION  GENE 
SAN  SEBASTIAN 

161  MARTINEZ-VAZQUEZ,  MIGUEL  LUIS,  INSPR,  CUERPO  NACIONAL  D 

SRI  LANKA 
COLOMBO 

192  JAYASINGHE,  LALITH  ANURUDDHA,  SUPT,  SRI  LANKA  PD 
GALLE 

189   HICKRAMASINGHE,  SENADIPATHI  M,  SR  SUPT,  SRI  LANKA  PD 

ST.  KITTS 
BASSETERRE 

188  BLAKE,  IVOR  WENTHORTH,  ASST  SUPT,  RST/NEVIS  PD 

198  WILLIAMS,  AUSTIN  ADLAI ,  INSPR,  ROYAL  ST  CHRISTOPHER/NE 

ST.  LUCIA 
CASTRIES 

170  BERNARD,  JULIAN  ERIC,  ASST  COHH,  SAINT  LUCIA  POL  FOR 
192   FRANCIS,  HERMANGILD  ASGILD,  INSPR,  ROYAL  ST  LUCIA  POL  F 

199  FREGIS,  ALBERT,  ACTING  SUPT,  ROYAL  ST  LUCIA  PO 

171  JAMES,  LINMALL  WINSBERT,  ASST  COMMISSIONER,  ROYAL  SAINT 

181  NELSON,  FRANCIS  AUGUSTUS,  DEP  COMM,  ROYAL  ST.  LUCIA  POL 

ST.  MAARTEN 
PHILLIPSBURG 

196  PANNEFLEK,  RICHARD  JOHAN  JULIO,  CHF  OF  STF,  KORPS  POL  N 

ST.  VINCENT  AND  THE  GRENADINES 
KINGSTOWN 

184  HACKSHAW,  ELLSWORTH  RANDOLPH,  ASST  SUPT,  POL  FORCE 

185  HARRY,  WILLIAM  J,  DEP  COMM,  POL  FORCE 

172  OUOW,  OSBORNE  BERTRAM,  SUPT,  ROYAL  ST.  VINCENT  &  THE 

SUDAN 


KHARTOUM 
164   AMAN,  MAMOUN  MUBARAK,  MAJ  GEN,  SUDAN  POL 
164   BADI,  ABUOBIEDA  ELKHAIR,  COL,  SUDN  POL 

SWEDEN 
KARLSTAD 

189    ESSEN,  AGNETA,  CHF  SUPT,  SWEDISH  NATL  POL 
LINKOPING 

81   LINGEMARK,  BENGT  Y.,  DET  CHF  INSPR,  PD 
MALMO 

94   STERNEUS,  LEIF  A.,  DISTRICT  ATTORNEY 
STOCKHOLM 

97  *  BLOMGREN,  LEIF  T.,  SUPR  INSPR,  NATL  SHED  POL  BD 
197   CHRISTENSEN,  SOPHIE  LISSELOTTE,  SUPT,  SWEDISH  NATL  POL 
175   KRONBERG,  LARS  JULIUS,  CHF  SUPT,  SECURITY  SERVICES 
183   NYGREN,  FREDRIK  ANDERS  SAMUEL,  CHF  SUPT,  NATL  CRIMINAL 
154   SJOBERG,  KARL  GUSTAF,  CHF  SUPT,  SWEDISH  NATL  POL  BOA 
163   STAHL,  ROLAND  BERTHOLD,  CHF  SUPT,  NATL  SWEDISH  POL  BOA 
TIERP 

143   NYLEN,  LARS  MAGNUS,  CHF,  NATL  SWEDISH  POL  BOARD 
UPPSALA 

175  DANIELSSON,  ANDERS  SVEN  HERMAN,  CHF  SUPT,  SWEDISH  NATL 

SWITZERLAND 
AARAU 

139  BORER,  LEON,  CHF,  CANTON  PD 

173  FURRER,  HANSPETER,  CPT,  AARGAU  CANTON  POL 
BASEL 

86  MOHLER,  MARKUS  H. ,  CHF  OF  THE  CANTONAL  POLICE 
BELLINZONA 

181  GNOSCA,  ORLANDO  CARLO,  COMMISSARY,  TICINO  CANTON  POL 
BERN 

161  NIEDERHAUSER,  KURT,  MAJ,  BERN  CANTONAL  POL 
177  NOTH,  JUERG,  MAJ,  BERN  STATE  POLICE 

BERNE 

176  HYSS,  RUDOLF,  CHF,  SWISS  CENTRAL  POL  BU 
KLOTEN 

171  HERREN,  BERNHARD,  CHF,  ZURICH  STATE  POLICE 
LAUSANNE 

158   AEPLI,  PIERRE,  CMDT,  VAUD' CANTONAL  POL 

180  DELAPLACE,  DANIEL,  INSPR,  VAUD  CANTON  PD 

140  MARGOT,  NICHOLAS,  INSPR  PRINCIPAL,  VAUD  CANTONAL 
LUCERNE 

119   GUTKNECHT,  BRUNO,  DET  CPL,  KANTONSPOLIZEI 
ZURICH 

160  BUERGISSER,  MARTIN,  LT,  ZURICH  CANTONAL  POL 
191   MULLER,  BASIL  ERNST,  MAJ,  ZURICH  CITY  POL 
150   PFEFFERLI,  PETER  W,  1LT,  ZURICH  CANTONAL  POL 

TANZANIA 
DAR  ES  SALAAM 

197  LAISSERI,  HUSSEIN  NASSORO,  ASST  SUPT,  TANZANIA  POL  FORC 

198  MANGU,  ERNEST  JUMBE,  ASST  SUPT,  TANZANIA  POL  FORCE 

THAILAND 
AMPHEU  MUANG 

189    PETCHPON,  KITTISAK,  LTC,  ROYAL  THAI  POL 
BANGKOK 

186  AMARUTHANON,  KITTISAK,  CPT,  ROYAL  THAI  PD 

94  *  AMORNVIVAT,  SAWASDI ,  MAJ  GEN,  THAI  NATL  POL 

95  AMORNVIVAT,  SOMBAT,  COL,  THAI  NATL  POL 

172  AMORNVIVAT,  VORAVAT,  CPT,  ROYAL  THAI  PD 

85  APAIWONGS,  VICHIAN,  COL,  COP,  THAI  NATL  POL 

181  BOONYAPATIPARK,  ANUCHIT,  MAJ,  ROYAL  THAI  POL 
169  BOONYOPASTHAM,  AKARAPOL,  CPT,  ROYAL  THAI  PD 
127  BRIKSAWAN,  SAHAS,  COL,  THAI  NATL  POL 

63  #  BRYANT,  ALBERT  L.,  CNSLR  OF  EMBSY,  FED  NARC  AFFRS 

198  BUNMEE,  CHACHVAN,  MAJ,  ROYAL  THAI  POL 
97    BUNYAVAN,  SANTIRAK,  LTC,  THAI  NATL  POL 
93   CHAIPANICH,  SOMCHAI ,  LTC,  THAI  NATL  POL 

187  CHAOSUAN,  SAOWAPAHK,  CPT,  ROYAL  THAI  POL 

179  CHAROEN-RAJAPARK,  NORAWAT,  CPT,  ROYAL  THAI  POL 
70  CHARURATANA,  SERM,  CHF  ROYAL  AIDE,  THAI  NATL  PD 

86  CHAVALITDHAMRONG,  MAITREE,  MAJ  GEN,  THAI  NATL  POL 
196  CHUNGSUVANICH,  APICHART,  DEP  SUPT,  ROYAL  THAI  PD 

75  #  DEJKUNJORN,  VASIT,  DEP  MINISTER  OF  INTERIOR  (GEN, 
101   DHARITHAI,  HEMARAJ,  COL,  THAI  NATL  POL 
176   GANJANARINTR,  PONPRASERT,  LTC,  ROYAL  THAI  PD 

180  HANSASUTA,  ANANTACHAI ,  CPT,  ROYAL  THAI  POL 

182  HASSIRI,  KHEMMARIN,  MAJ,  ROYAL  THAI  POL 

196   KANCHANA-ALONGKORN,  KRISDA,  CPT,  ROYAL  THAI  POL 
74  #  KANCHANAWAT,  BANRUNG,  MAJ  GEN,  THAI  NATL  POL 
72  #  KANCHANAWAT,  NIYOM,  LT  GEN,  THAI  NATL  POL 

158   KANJANA,  NARONG,  LTC,  ROYAL  THAI  PD 
91   KEAUSYANANDA  ANANDA,,  LTC,  THAI  NATL  POL 

162  KEMASINGKI,  POLAPAT,  LTC,  ROYAL  THAI  PD 

79  KIATTISAK,  PRABHAVAT,  COL,  METROPOLITAN  POL 

85  KITTIVATANA,  VISUT,  MAJ  GEN,  THAI  NATIONAL  POLICE 
93  KRUTCHAIYAN,  MANAT,  MAJ  GEN,  THAI  NATIONAL  POLICE 

86  KULLAMA,  WANICH,  MAJ  GEN,  THAI  NATIONAL  POL 

74  #  LIMPICHART,  KOSON,  MAJ  GEN,  THAI  NATIONAL  POLICE 

83  MEKAVICHAI,  CHARUK,  COL,  THAI  NATIONAL  POLICE 

199  NEATCHAOWALIT,  RUJ,  CPT,  ROYAL  THAI  POL 
115   NIEMSKUL,  AMARIN,  LTC,  THAI  NATIONAL  POL 
162   ONCHIT,  AREE,  LT  COL,  ROYAL  THAI  PD 

132   OPASNIPUTH,  SUKHUM,  INSPR,  OFC  OF  THE  NARC  CONTROL 

84  #  PALAKAVONGSE  NA  AYUDHYA,  CHAMNONG,  LTC,  THAI  NATIONAL  P 
119   PANKONGCHUEN,  KRISADA,  LT,  THE  ROYAL  THAI  PD 

100   PETBOROM,  VEJ,  MAJ  GEN,  THAI  NATIONAL  POLICE 

161  PHETSIRI,  AMNOUY,  COL,  ROYAL  THAI  PD 
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177    PHOONKEAO,  SAROJ,  LTC,  ROYAL  THAI  POL 

159    PHOSREE,  HICHEAN,  MAJ  GEN,  ROYAL  THAI  POLICE 

83  PHOTHA,  VICHIAN,  COLONEL,  THAI  NATIONAL  POLICE 
111   PHUNGSUNTHORN,  CHIRAPHAN,  LTC,  THAI  NATIONAL  PD 

82    PHUPANICH,  KOVID,  MAJ  GEN,  THAI  NATIONAL  POLICE 
176   PIMOLSIRI,  SENI,  LTC,  ROYAL  THAI  PD 
137   PIMOLSRI,  CHALERMCHAI,  MAJ,  ROYAL  THAI  PD 

87   PITRACHART,  SOMSAK,  COLONEL,  THAI  NATIONAL  POLICE 
166    PONGCHAREON,  PAIRAT,  LTC,  ROYAL  THAI  PD 
102  *  PRAJANURAKS,  THASANAI ,  COL,  THAI  NATIONAL  POLICE 
174   PRASATTONGOSOTH,  VISANU,  CPT,  ROYAL  THAI  PD 

97   PRASOMTHONG,  HINAI,  COL,  THAI  ARMY 

77  ft   PRATHNADI,  SOMPRASONGK,  MAJ  GEN,  THAI  NATIONAL  POLICE 

87    PRAYOONRAT,  SOMCHAI ,  COLONEL,  THAI  NATIONAL  POLICE 

185  PREMPOOTI,  PEERAPHAN,  COL,  ROYAL  THAI  POL 

163   PUKPRAYURA,  KRERKPHONG,  DEP  SUPT,  ROYAL  THAI  PD 

95  PURNABIMBA,  PRAMOD,  COLONEL,  THAI  NATIONAL  POLICE 

84  PURNASAMRIDDHI,  SATHAPHORN,  COLONEL,  THAI  NATIONAL  POLI 

81  I  RATANASIN,  OPAS,  MAJ  GEN,  THAI  NATIONAL  POLICE 

94   ROCHANAVEDYA,  SATHIT,  MAJ  GEN,  THAI  NATIONAL  POLICE 
190   ROMYANAN,  ANUCHA,  CPT,  ROYAL  THAI  POL 

186  SAJJAPHAN,  PARKPOOM,  MAJ,  ROYAL  THAI  POL 

77  SANGMITR,  KASEM,  MAJ  GEN,  THAI  NATIONAL  POLICE 

82  ft   SANGMITR,  PRAMOAT,  MAJ  GEN,  THAI  NATIONAL  POLICE 
183   SAPYEN,  NARONG,  LTC,  ROYAL  THAI  POL 

127    SATRULEE,  MANOCH,  LTC,  THAI  METRO  POL 

132   SINSOOK,  KRAISOOK,  DEP  DIR  GEN,  ROYAL  THAI  NATL  P 

173   SNIDVONGS,  NADHAPIT,  LTC,  ROYAL  THAI  PD 

151    SNITHONGSE,  ISARAPHAN,  COL,  ROYAL  THAI  POL 

144  SOMBOONSUB,  NOPADOL,  COL,  ROYAL  THAI  PD 

96  SRIJAIYANTA,  PRACHIT,  LTC,  THAI  NATIONAL  POL 
111    SUBARNBHESAJ,  AJIRAVID,  LTC,  THAI  NATIONAL  PD 

72  ft   SUKAVACHANA,  VAN,  MAJ  GEN,  THAI  NATL  POLICE 

137  SUKHAHUTA,  PONGCHA  I,  MAJ,  ROYAL  THAI  PD 

151    SUMBOONNANONDHA,  MONTRI ,  CPT,  ROYAL  THAI  POLICE 
194   SUNGKAHAPONG,  PAISITH,  POL  MAJ,  ROYAL  THAI  POL 
132   SUNGONG,  SUPAHUT,  MAJ,  ROYAL  THAI  NAT  POL 
183   SUTHAMBHITAK,  NATVINUTCH,  MAJ,  ROYAL  THAI  POL 

89    SUVANATAD,  NATTETHONG,  LTC,  THAI  NATIONAL  POLICE 
119   UTTASART,  CHOOMPOL ,  MAJ  GEN,  THE  ROYAL  THAI  PD 
79  ft   VARAMISRA,  PISAKDI,  LT  GEN,  THAI  NATIONAL  POLICE 
91   HASANASOMSITHI  PRAYOCH, ,  COL,  THAI  NATIONAL  POLICE 
188   HATTANAVRANGKUL,  CHONASIT,  MAJ,  ROYAL  THAI  POL 
147   HEERAPHAN,  PHANRAHEE,  LT,  ROYAL  THAI  PD 
89  ft   HITTAYAHUDTHIKUL,  NIRUN,  COL,  THAI  NATIONAL  POLICE 
93   YAMOKGUL,  ROONGROAJ,  COL,  THAI  NATIONAL  POLICE 
CHUHPHORN 

96    BOOTSTRIPOOM,  TEERAHOOT,  COL,  MUANG  DIS  POL  STATION 
LAMPANG 

161   CHAILANGKARN,  SUPARUK,  MAJ,  ROYAL  THAI  PD 
NAKORN  PATHOM 

105   RATTANAVADI,  KOSOL,  COL,  THAI  NATIONAL  POLICE 
NAKORNNAYOK  PROVINCE 

102   CHAROEN,  UDOM,  COL,  THAI  NATL  POL 
SAHUTPRAKAN 

193  NOIPRASERT,  ADISAK,  LTC,  ROYAL  THAI  POL 

TONGA 
NUKUALOFA 
176   KOLOKIHAKAUFISI,  SINILAU,  COMMANDER,  TONGA  POLICE  FORCE 

TRINIDAD 
PORT  OF  SPAIN 
165   PAUL,  TREVOR,  ASST  SUPT,  TRINIDAD  &  TOBAGO  P 
197    PHILBERT,  JAMES  ANTHONY,  SUPT,  TRINIDAD  &  TOBAGO  POL  SE 

194  RICHARDSON,  MERVYN  CECIL,  INSPR,  TRINIDAD  &  TOBAGO  POL 
165   ROACH,  GLEN  SEDLEY,  ASST  SUPT,  TRINIDAD  &  TOBAGO  P 

183  VIRGIL,  HELLINGTON  ARTHUR,  A/SUPT,  TRINIDAD  &  TOBAGO  PO 

TUNISIA 
MAHDIA 

181   HAMDI,  ABOUBAKER  ESSEDDIK,  PRINCIPAL,  SURETE  NATIONAL 
TUNIS 

78  GATAA,  SALEM  MOHAMED,  ADJUTANT,  NATL  GUARD 
72  *  GHODBANE,  SLAHEDDINE,  SGT,  NATL  GUARD 

163   MOUAFFAK,  HATEM,  COMMISSAIRE  PRINCIPAL,  MINISTR 

TURKEY 

ANKARA 

97 

96 

143 

136 

180 

168 

161 

182 

ERZURUM 

138  SENDAN,  HASMET,  ASST  DIR  OF  TRAINING,  TURKISH 
ISTANBUL 

184  AKTEPE,  BASRI ,  CPT,  TURKISH  NATL  POL 

85  AYTURAL,  AHMET  HASIM,  INSPR,  TURK  NATL  POL 
TUNCELI 

145  DORUK,  HIKMET,  DIR  OF  SMUGGLING,  TURK  NATL  PO 

U.S.  VIRGIN  ISLANDS 
CHARLOTTE  AMALIE 

87  It   CANCEL,  FELIX  S,  DEP  CHF ,  DPS 

91  ft   ENGLAND,  HUGO  0,  CPT,  DPS 

74   FELIX,  OTIS  L,  COMMISSIONER,  DPS 


96  ft 
87 


HODGE,  JENS  E,  LT,  DPS 
JAMES,  JOHN  L,  CPT,  DPS 


AYAZ,  SEVKET,  CHF  COMM,  TURK  NATL  POL 
BIYIKLI,  HUDAVERDI,  SUPT,  TURK  NATL  POL 
GOKCAY,  IDRIS,  CHF  SUPT,  INTERPOL 
HATIPOGLU,  ALI  METIN,  SUPT,  TURKISH  NATL  POL 
KULE,  AHMET,  ASST  COMM,  TURKISH  NATL  POL 
MERT,  ADNAN,  COMMISSIONER,  TURKISH  NATL  POL 
SAHIN,  HUSEYIN  GUNGOR,  SUPT,  TURKISH  NATL  POL 
YAMAN,  YASAR,  LT,  TURKISH  NATL  POL 


96  ft   LANG,  CALVIN  A.,  LT,  DPS 

77   LEERDAM,  ALVIN  I.,  CPT,  DPS 

95   PETERSEN,  ANDRE  D. ,  SERGEANT,  DEPT.  OF  PUBLIC  SAFE 
CHRISTIANSTED 

134   VASQUEZ-GONZALEZ,  FRANCISCO,  DET  II,  DPS 
ST  CROIX 

115  BRYAN,  ADELBERT  M,  CPT,  DPS 

130   CHRISTIAN,  ANTHON  LAMBERT,  ASST  COMM,  DPS 
179   DONAHUE,  JOSEPH  HALTER,  SGT,  USVI  PD 

103  ft   FREDERICKS,  CLAUDE  A,  SGT,  DPS 

145  ft   HARRIS,  OHANIO  ALFREDO,  CPT,  PD 
154   LEHIS,  ELTON,  COP 

123   PARRIS,  JAMES,  CPT,  DPS 

152  ROMAN-CRUZ,  SECUNDINO,  SGT,  DPS 

126  SHAN,  JEREMY  CANTEL,  CPT,  DPS 

162   URGENT,  RUBY  MARIA,  OFCR,  VIRGIN  ISLANDS  PD 

156  HILLIAMS,  ROCHELLE  ELAINE,  SGT,  PD 
ST  THOMAS 

127  BAILEY,  LISTON  HELLINGTON,  SGT,  DPS 

121   BALLENTINE,  KRIM  MENELIK,  ASST  COMMISSIONER,  USVI  PD 
186   CURTIS,  HILLIAM  ARTHUR,  JR,  SA,  USVI  DOJ 
137  ft   DAVIS,  TYRONE  ELESLIE,  DEP  COMR,  DPS 

110  DONASTORG-MORALES,  A,  SR,  COP 

105  *  FELIX,  ANDRES  NAVARRO,  SGT,  DPS 
196    FOY,  DARREN  MAURICE,  DET,  USVI  PD 

112   FRETT,  MILTON  A,  POL  COMR,  VIRGIN  ISLANDS  PD 
178   GRIFFIN,  CURTIS  ADRIAN,  OFCR,  ST  THOMAS  PD 

104  ft   GRIFFITH,  LAHRENCE  A,  DEP  CHF,  DPS 

111  GUMBS,  VANCITO  E,  CPT,  DPS 
99  It   HENDRICKS,  ROY  E,  LT,  DPS 

157  HEYLIGER,  BARBARA  ANN,  OFCR,  USVI  PD 
111   HYNDMAN,  RAYMOND  L,  CPT,  DPS 

164   JACKSON,  AMERICUS  DECENTE,  JR,  LT,  VIRGIN  ISLANDS  POL 
162   JACKSON,  ANTOINETTE  ELIZABETH,  OFCR,  PD 

106  JACKSON,  LAURENCE  M,  CPT.DOP 
109   LIBURD,  DANIEL  E,  SGT,  PD 

192   MANNING,  TERRENCE  DELANO,  JR,  DET,  US  VIRGIN  ISLANDS  PD 

116  MARSH,  HILBURN  L,  DEP  MARSHAL,  TERRITORIAL  MARSH 
125   MARTIN,  NOEL  ALLAN,  LT,  DPS 

123  MOLYNEAUX,  ADELBERT  DELANO,  LT,  DPS 

128  QUESTEL,  JOHN  PHILIP,  LT,  DPS 

146  RUSSELL,  MARIGOLD,  SGT,  DPS 

198   TYSON,  HARRINGTON  ONESIMUS,  JR,  DET,  US  VIRGIN  ISLANDS 

124  HILLIAMS,  FITZROY  GEORGE,  LT,  DPS 
132   HILSON,  HINSTON  JAMES,  DIR  OF  TNG,  PD 

UGANDA 
KAMPALA 

153  MAGEMBE,  FLUGENCIO,  ASST  SUPT,  UGANDA  POL  FORCE 

UNITED  ARAB  EMIRATES 
ABU  DHABI 
181   AL  MARZOUOI,  ABDUL  KAREEM  M,  MAJ,  GEN  DIRECTORAT  OF  POL 
ALHADIDI,  ABDULLA  KHAMIS,  MAJ,  MINISTRY  OF  INTERIOR 
QAMBAR,  SABAH  OBAID,  MAJ,  ABU  DHABI  PD 


175 
179 
DUBAI 
177 
174 
167 
180 
178 
171 


AL  BUDOOR,  MOHAMMED  OBAID,  MAJ,  DUBAI  POL  FORCE 
AL  MANSOORI,  TARISH  EID,  MAJ,  DUBAI  POL  FORCE 
ALABBAR,  MOHAMMED  MUBARAK,  MAJ,  DUBAI  POL  FORCE 
BIN  HENDI,  ABBAS  IBRAHIM,  MAJ,  DUBAI  POL  FORCE 
KHAN-AHLI,  ABDULLA  HUSSAIN,  CPT,  DUBAI  POL 
SHEHAIL,  ALI  ABDULLA,  MAJ,  DUBAI  POL 


URUGUAY 
MONTEVIDEO 
156   BERNAL,  RICARDO  ORIBE,  INSPR  PRINCIPAL, MONTEVIDEO  POL 
158   GINARES  ARRUDES,  HINLSON  AMICA,  DIR,  POL  OF  MONTEVIDEO 
164   HRBAL,  JUAN  JOSE,  OFFICIAL  PRINCIPAL,  MONTEVIDEO 
152   PEREZ-ESTILANO,  ROBERTO,  COMISARIO  INSPR,  POL  OF  MONTEV 
146   RODRIGUEZ,  GUILLERMO  A,  MAJ,  POLICIA  DE  MONTEVIDEO 
141   SOSA-BOUVIER,  ALVARO,  OFICIAL  PRINCIPAL,  POL  OF  MONT 

UZBEKISTAN 
TASHKENT 
189   KHOLMATOV,  NAUFAL  RUZMATOVICH,  CPT,  MINISTRY/INTERNAL  A 

VANUATU 
PORT  VILA 
191    REUBEN,  PAUL  HILLIE,  SUPT,  VANUATU  POLICE  FOR 

VENEZUELA 
CARACAS 

171  GALINDEZ,  ROBERTO  ARI,  INSPR,  CUERPO  TECNICO  DE  POLIC 
74  ft   GAZSO,  GABRIEL,  ASST  DIR,  DEPT  OF  INTELLIGENCE 

71  ft   GUTTMAN  K.,  JOSE,  COMR,  MINISTRY  OF  JUSTICE 
73  ft   MONTENEGRO,  M  ALEX,  COL,  ASST.  MILITARY  ATTACHE 
175   RODRIGUEZ,  JORGE  SALOMON,  AGENT,  DIRECCION  NACIONAL  DE 
179   VLADILO  POLANSKAYA,  VOJMIR,  COMISARIO,  JUDICIAL  TECHNIC 

HALES 
BRIDGEND 

158    FRANCIS,  DAVID  JAMES,  CHF  INSPR,  SOUTH  HALES  CONSTAB 
CARMARTHN 
LLANGUNNOR 

172  EDHARDS,  ANDREH  R,  SUPT,  DYFED-POHYS  PD 


HESTERN  SAMOA 


APIA 
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HESTERN  SAMOA  -  ZIMBABHE 

161   BLAKELOCK,  JAMES  FA'AFILI,  DEP  COMM,  WESTERN  SAMOA  POL 

ZIMBABHE 
MUTARE 

194   KANGARA,  CHAMUNORWA  ERNEST,  CHF  SUPT,  ZIMBABHE  REPUBLIC 
SALISBURY 

128   KUNDEYA,  GEORGE  GEOFFREY,  INSPR,  ZIM  REP  POL 
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ADAIR, 

ADAMS 

ADAHS 

ADAHS 

ADAHS 

ADAHS 

ADAHS, 


AHERN, 
AHERN, 
AHERN, 
AHHAD, 


NOVEHBER  22,  2063 


ALLEN, 
ALLEN, 
ALLEN, 
ALLEN, 


ABARE,  ROBERT  G. ,  COP,  BURLINGTON,  VERHONT  -  OCTOBER  23,  2091 

ABBOTT,  LAHRENCE  A.,  COP,  SPRINGFIELD,  OHIO  -  HAY  13,  2068 

ABERNATHY,  BILL  DEAN,  ASST  SHF,  SAN  EERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA  -  MAY  10,  2093 

ABERNATHY,  GILBERT  H.,  CPT,  USCP,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

ABERNETHY,  H  C,  JR,  SHF  OF  PLUHAS  CO,  QUINCY,  CALIFORNIA  -  NOVEMBER  5,  2094 

ABRAHAHS,  REYNOLD  R.,  CHF  DEP  SHF,  DANE  CO  SO,  MADISON,  HISCONSIN  -  APRIL  1,  2071 

ABU  BAKAR,  BIN  ALI,  ASST  COMR,   ROYAL  HSIA  POL,  KUALA  LUMPUR,  MALAYSIA 

ADAIR,  CLYDE  R.,  COP,  COLUMBUS,  GEORGIA  -  APRIL  14,  2070 

HOLLICE  H.,  CHF  OF  DET ,  PD,  COLUHBUS,  GEORGIA  -  JUNE  17,  2054 

ARTHUR  FRANK,  PTLH,  PD,  AKRON,  OHIO 

DALE  J.,  COP,  BALDHIN  PARK,  CALIFORNIA  -  AUGUST  21,  2076 

ELHER  F.,  DEP  CHF,  BALTIHORE  CO  PD,  TOHSON,  HARYLAND  -  JANUARY  13,  2098 

ELHER  H,  COP,  BURBANK,  CALIFORNIA 

JESSE  C,  PRBATN  AND  PRLE  OFCR,  LANCASTE,  LANCASTER,  SOUTH  CAROLINA 

HILLIAH  C,  ASST  CHF,  PD,  CINCINNATI,  OHIO  -  OCTOBER  2,  2060 
ADAHSON,  FRED  A.,  COP,  HOAB,  UTAH  -  OCTOBER  25,  2057 
ADGATE,  RUSSELL,  COP,  MIDDLETOHN,  NEH  YORK  -  SEPTEMBER  7,  2085 
ADKINS,  S.  G.,  PTLH,  PD,  BLACKSBURG,  VIRGINIA  -  NOVEMBER  6,  2057 
AFFELDT,  JOHN  R.,  CPT,  BU  OF  POL,  BINGHAMTON,  NEW  YORK  -  JUNE  27,  2079 
AHERN,  FRANCIS  JOSEPH,  COP,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  1,  2058 

JAMES  FRANCIS,  ASSISTANT  TO  THE  CHIEF,  NEH  BRITAIN,  CONNECTICUT  -  OCTOBER  15,  2099 

JOHN  D.,  CPT,  PD,  BOSTON,  HASSACHUSETTS  -  SEPTEMBER  20,  2066 

MAURICE,  SGT,  PD,  NEW  ROCHELLE,  NEW  YORK  -  SEPTEHBER  2,  2066 

CHAUDHRY  NAZIR,  SUPT  OF  POL,  POL  SERV  OF  PAK,  LAHORE,  PAKISTAN 
ALAHEDA-BALLESTER,  ISRAEL,  MAJ,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ALBRIGHT,  GEORGE  E,  DET  LT,  PD,,  LINDEN,  NEW  JERSEY  -  SEPTEHBER  13,  2083 
ALDERSON,  EDHIN  BACON,  JR.,  COP,  JACKSON,  TENNESSEE  -  MARCH  30,  2095 
ALDRICH,  HICHAEL  RANDAL,  LT,  PD,  WEBSTER  GROVES,  HISSOURI  -  AUGUST  26,  2089 
ALEXANDER,  CHARLES  D,  COP,  HANKATO,  MINNESOTA  -  OCTOBER  28,  2086 
ALEXANDER,  DELBERT  A,  CHF,  DEPT  OF  DEF  PD,  NEWPORT,  RHODE  ISLAND 
ALEXANDER,  ROBERT  J,  POL  COHM,  DEWITT,  NEW  YORK  -  APRIL  13,  2098 
ALFORD,  JAMES  H,  COP,  JACKSONVILLE  BEACH,  FLORIDA  -  MARCH  1,  2086 

CARL  T,  PTLH,  PD,  GALLIPOLIS,  OHIO 

FLOYD  L.,  COP,  JOHNSON  CITY,  NEH  YORK  -  JANUARY  11,  2070 

R08ERT  A.,  DIR,  DEPT  OF  CRIMOLGY  &  CORREC,  CARBONDALE,  ILLINOIS  -  SEPTEMBER  13,  2069 

S.,  SHF  OF  HILLIAMSON  CO,  GEORGETOWN,  TEXAS  -  HARCH  16,  2067 
ALLEN,  WESLEY  F.,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  JANUARY  3,  2097 
ALLEN,  WILLIAH  BRYAN,  COP,  HENDERSON,  NEVADA  -  JUNE  9,  2072 

ALLEY,  CAROLYN  J,  CPT,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  JUNE  9,  2072 
ALLISON,  HILLIAH  FLOYD,  DEP  SHF,  YORK  CO  SO,  YORK,  SOUTH  CAROLINA  -  HARCH  9,  2069 
ALLISON,  HILLIAH  J.,  DEP  SHF,  KNOX  CO  SO,  GALESBURG,  ILLINOIS  -  MARCH  26,  2075 

ALTAZIN,  ARTHUR  ANDREW,  DEP  SHF,  EAST  BATON  ROUGE  PARI,  BATON  ROUGE,  LOUISIANA  -  DECEMBER  21,  2078 
ALTHOFF,  GEORGE  R.,  DET,  PD,  EL  PASO,  TEXAS  -  FEBRUARY  2,  2070 
ALVAREZ  JIHENEZ,  RAFAEL,  2LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ALVIS,  RALPH  H.,  SUPT,  LEBANON  CORRCTNAL  INSTIT,  LEBANON,  OHIO  -  AUGUST  5,  2067 
AHBERGER,  ROGER  H. ,  SUPVY  DET,  NVL  AMMNITN  DEPOT,  HAWTHORNE,  NEVADA  -  MAY  11,  2072 
AMBROSE,  WILBUR  EDWARD,  CHF  DEP  SHF,  ESCAHBIA  CO  SO,  PENSACOLA,  FLORIDA  -  JULY  13,  2084 
AMEND,  JOHN  J,  ASST  PROBATION  OFCR,  POTTER  CO,  AHARILLO,  TEXAS  -  DECEMBER,  2080 
AMMONS,  JOSH  H. ,  DEP  SHF,  PIKE  CO  SO,  TROY,  ALABAHA  -  JUNE  20,  2061 
AHNOTT,  ROLAND  CONRAD,  COP,  LEWISTON,  MAINE  -  MAY  16,  2070 
ANDERSON,  BRUCE  MALCOLM,  COP,  DARIEN,  CONNECTICUT  -  MARCH  4,  2095 
ANDERSON,  FRANK  H. ,  COP,  BAY  CITY,  HICHIGAN  -  JUNE  14,  2074 

ANDERSON,  JAHES  0.,  DEP  SHF,  PACIFIC  CO  SO,  SOUTH  BEND,  WASHINGTON  -  SEPTEMBER  17,  2060 
ANDERSON,  JONAS  ANDREW,  COP,  SUMNER,  WASHINGTON  -  FEBRUARY  1,  2071 
ANDERSON,  JUDE,  DEP  SHF,  MORGAN  CO  SO,  JACKSONVILLE,  ILLINOIS  -  SEPTEMBER  11,  2077 
ANDERSON,  NEIL  R,  INSP,  KALAMAZOO  CO  SO,,  KALAMAZOO,  MICHIGAN  -  APRIL,  2086 
ANDERSON,  PETER  A.,  ASST  CHF,  PD,  HARTFORD,  CONNECTICUT  -  MARCH  23,  2075 
ANDERSON,  HALTER  F,  DIR,  STATE  BU  OF  INVSTGN,  RALEIGH,  NORTH  CAROLINA  -  APRIL,  2081 
ANDRESS,  RAY  M. ,  USHF,  HADERA  CO  SO,  HADERA,  CALIFORNIA  -  FEBRUARY  1,  2095 
ANDREH,  CHARLES  LAHRENCE,  CPT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  OCTOBER  9,  2085 
ANDREH,  HARLAN  A.,  DEP  INSPR,  HONTGOHERY  CO  SD,  DAYTON,  OHIO  -  SEPTEMBER  23,  2078 
ANDREHS,  BURTON  T.,  CPT  OF  DET,  PD,  ST.  JOSEPH,  MISSOURI  -  MARCH  8,  2069 
ANDREHS,  CHARLES  T,  INSPR,  TX  DPS,  AUSTIN,  TEXAS 

ANDRUS,  FERRIS  D.,  CPT,  SALT  LAKE  CO  SO,  SALT  LAKE  CITY,  UTAH  -  JULY  28,  2072 
ANG  THIAN  SANG,,  ASST  COMR,  ROYAL  MSIA  POL,  KUALA  LUMPUR,  MALAYSIA 
ANGEL,  LAHRENCE  LAMOINE,  LT,  PD,  ALTON,  ILLINOIS  -  NOVEMBER  26,  2061 
ANTON,  CHRIST  J,  SGT,  PD,  ST.  LOUIS,  MISSOURI 

ANHEILER,  EDHARD  C,  CPT,  IN  SPOL,  LIGONIER,  INDIANA  -  NOVEHBER  28,  2083 
ARBOGAST,  MERLE,  CPT,  PD,  BLOOMINGTON,  ILLINOIS  -  JANUARY  6,  2067 
ARCHER,  CECIL  LEE,  COP,  PUYALLUP,  HASHINGTON  -  JULY  29,  2063 
ARMOUR,  CLAUDE  A.,  CMDR  OF  PUB  SFTY,  MURFREESBORO,  TENNESSEE  -  APRIL  8,  2097 
ARMSTRONG,  HILLIAM  DAVID,  JR,  CPT,  OK  UNIV  PD,  STILLWATER,  OKLAHOMA  -  JULY  9,  2082 
ARMSTRONG,  WILLIAM  E.,  LTC,  PD,  BALTIMORE,  MARYLAND  -  AUGUST  28,  2098 
ARNOLD,  JOHN  S.,  COP,  ALEXANDRIA,  VIRGINIA  -  NOVEHBER  20,  2054 
ARNOLD,  HORRIS  C,  JR.,  HAJ,  BIBB  CO  SO,  MACON,  GEORGIA  -  SEPTEMBER  21,  2089 
ARRIGHI,  SHIRLEY  S,  COP,  BATON  ROUGE,  LOUISIANA  -  MAY  2,  2087 
ARRINGTON,  GERALD  THOHAS,  COP,  ASTORIA,  OREGON  -  JULY  14,  2064 
ARTHUR,  DAN  L.,  SR. ,  COP,  JOHNSTON,  SOUTH  CAROLINA  -  JUNE  19,  2091 
ARTHUR,  DARHIN  M. ,  POL  ADMIN,  PD,  HURT,  VIRGINIA  -  DECEMBER  31,  2079 

ARTHUR,  HERBERTSON  ATHELSTON,  INSPR,  ROYAL  BARB  POL  FRC,  BRIDGETOWN,  BARBADOS  -  DECEMBER  31,  2079 
ARUHUGAH  VI JAYARATNAM, ,  SUPT  OF  POL,  ROYAL  MSIA  POL,  KUALA  LUMPUR,  MALAYSIA  -  SEPTEMBER  17,  2072 
ASCHER,  JOHN  B.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  2,  2072 

ASHBURN,  BAILEY  E,  SA,  TN  BU  OF  INVSTGN,  CLARKRANGE,  TENNESSEE  -  JUNE  24,  2083 
ASHENHUST,  PAUL  HARVEY,  INSPR,  PD,  DALLAS,  TEXAS  -  OCTOBER  7,  2060 
ASHLEY,  CARL,  PTLM,  PD,  INDIANAPOLIS,  INDIANA  -  DECEMBER  19,  2056 
ATHEY,  GEORGE  C. ,  CPT,  HONTGOHERY  CO  PD,  ROCKVILLE,  MARYLAND  -  MARCH  27,  2089 
ATKINS,  ERNEST  R.,  SHF  OF  RICHMOND  CO,  AUGUSTA,  GEORGIA  -  MAY  13,  2071 
ATKINS,  M.  T.,  DEP  SHF,  DILLON  CO  SO,  DILLON,  SOUTH  CAROLINA  -  AUGUST  21,  2065 
AUSTIN,  DALE,  USHF,  SAGINAW  CO  SO,  SAGINAW,  HICHIGAN  -  OCTOBER  24,  2067 
AUSTIN,  HARVIN  ROCARDEN,  LT,  HETRO-DADE  PD,  MIAMI,  FLORIDA  -  OCTOBER  24,  2091 
AWTREY,  CLYDE  M,  INVSTGR,  OK  PRBTN  AND  PRLE  BD,  OKLAHOMA  CITY,  OKLAHOHA 
AYENDEZ,  LOUIS  L.,  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  SEPTEMBER  30,  2062 
BABER,  JAMES  HILLIAM,  INSPR,  PD,  ALEXANDRIA,  VIRGINIA  -  OCTOBER  19,  2062 
BACK,  CARL  L.,  SGT,  AZ  HPTL,  PHOENIX,  ARIZONA  -  JULY  8,  2074 

BACKMAN,  STANLEY  FAYE,  CPT,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  MAY  10,  2099 
BADOUR,  RICHARD  E,  DET  SGT,  JEFFERSON  CO  SD,  HATERTOWN,  NEW  YORK  -  APRIL  3,  2081 
BAGWELL,  WILLIAH  D,  INSPR,  INTERNAL  REVENUE  SERV,  ATLANTA,  GEORGIA  -  JANUARY  17,  2082 
BAILEY,  OLIVER  R,  USHF,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  JUNE  12,  2084 
BAILEY,  RICHARD  E.,  LT,  PD,  HETHERSFIELD,  CONNECTICUT  -  OCTOBER  26,  2097 
BAKER,  LEGRAND  J.,  ASST  CHF,  PD,  PROVO,  UTAH  -  DECEMBER  12,  2075 
BAKER,  LINSEY  LOYD,  COP,  HOLBROOK,  ARIZONA  -  JULY  18,  2059 
BAKER,  WAYNE  C,  SR,  REG  MGR,  ST  GHBLNG  COMM,  MOSES  LAKE,  WASHINGTON 
BALDHIN,  G.  E.,  CPT,  PD,  MIAMI,  FLORIDA  -  NOVEMBER  1,  2074 
BALE,  HOWARD  E,  CPT,  PD,  MESOUITE,  TEXAS 
BALES,  ROBERT  L.,  CPT,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  MARCH  7,  2074 
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BARGER, 
BARKER, 
BARKER, 
BARNES, 
BARNES, 


FEBRUARY  18,  2068 


BALL,  KENNETH  C,  CPT,  PD,  FINDLAY,  OHIO  -  JANUARY  16,  2070 

BALL,  OLIVER  E.,  LT,  PD,  FORT  WORTH,  TEXAS 

BALLENGEE,  EARL  ALLEN,  LT,  PD,  BECKLEY,  WEST  VIRGINIA  -  DECEMBER  1,  2074 

BALTHROP,  GEORGE  R,  OFCR,  TN  STATE  PEN,  NASHVILLE,  TENNESSEE  -  MARCH,  2093 

BARBER,  HERBERT,  SUPV,  OK  HPTL,  MUSKOGEE,  OKLAHOMA  -  MAY  11,  2077 

BARCELINE,  FRED  D,  COP,  CARLSTADT,  NEW  JERSEY  -  SEPTEMBER  25,  2084 

BARENKAMP,  EDWARD  W. ,  COP,  CAPE  GIRARDEAU,  MISSOURI  -  APRIL,  2045 

BARGER,  JAMES  D. ,  COLONEL,  COMMISSIONER,  PA  SPOL,  HARRISBURG,  PENNSYLVANIA  -  JUNE  6,  2092 

RAY  M.,  SHF  OF  LARIMER  CO,  FORT  COLLINS,  COLORADO  -  MAY  23,  2057 

GEORGE  C,  CRIM  IDENT  OFCR,  BARNSTABLE  CO,  BARNSTABLE,  MASSACHUSETTS  -  JUNE  30,  2062 

JAMES  0.,  CPT,  PD,  MIAMI,  FLORIDA  -  DECEMBER  26,  2053 

FRED  L.,  MAJ,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  MARCH  10,  2075 

S.  BUFORD,  DEP  CHF,  PD,  JACKSON,  MISSISSIPPI  -  AUGUST  31,  2078 
BARNETf,  BILLY  R. ,  COP,  EVENDALE,  OHIO  -  APRIL  6,  2064 
BARNETT,  MARION  F,  COP,  TWIN  FALLS,  IDAHO 

BARNETT,  WILLIAM  F.,  CHF  OF  IDENT  BU,  SONOMA  CO  SO,  SANTA  ROSA,  CALIFORNIA  -  DECEMBER  27,  2076 
BARNETTE,  MILTON  L,  COP,  CARTERSVILLE,  GEORGIA  -  DECEMBER  18,  2083 
BARON,  GLENN  L.,  ASST  CHF,  PD,  MIAMI,  FLORIDA  -  APRIL  4,  2070 
BARRETT,  DANIEL  F,  INSPR,  MS  HPTL,  JACKSON,  MISSISSIPPI 
BARRINGER,  RONALD  H.,  CPT,  PD,  HONOLULU,  HAWAII  -  SEPTEMBER  11,  2066 
BARRON,  RONDLE  E,  INVSTGR,  DA  OFC,  BESSEMER,  ALABAMA 
BARRY,  JOHN  L.,  COMR,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK  -  APRIL,  2093 
BARRY,  JOHN  0,  CHF  DEP  SHF,  KANDIYOHI  CO,  WILLMAR,  MINNESOTA  -  DECEMBER  27,  2081 
BARRY,  LEO  P.,  DET,  RENSSELAER  CO  DA  OFC,  TROY,  NEW  YORK  -  NOVEMBER  8,  2065 
BARRY,  MICHAEL  P.,  CPT,  PD,  PITTSFIELD,  MASSACHUSETTS  -  OCTOBER  3,  2075 
BART,  DOUGLAS  C. ,  DET,  PD,  WILKES-BARRE,  PENNSYLVANIA  -  JANUARY  10,  2066 
BARTHOLOMEW,  ULIS  TAFT,  OFCR,  TN  DEPT  OF  REVENUE,  MEMPHIS,  TENNESSEE  -  JULY  2,  2076 
BARTLEY,  BERNARD  W,  INSPR,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  APRIL  18,  2082 
BASKIN,  MORTIMER  H,  CPT,  MARICOPA  CO  SO,,  PHOENIX,  ARIZONA  -  JULY  15,  2087 
BASS,  LUCIUS  HERBERT,  LT,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  APRIL  25,  2074 
BATES,  MEADE  K. ,  COP,  MANSFIELD,  OHIO  -  DECEMBER  6,  2063 
BAUER,  WILLIE,  COP,  BEAUMONT,  TEXAS  -  DECEMBER,  2088 

8AUGHAN,  RUSSELL  LEE,  MAJ,  RICHMOND  POL  BU,  RICHMOND,  VIRGINIA  -  MARCH  5,  2076 
BAUMHAUER,  HENRY  J.,  MAJ,  PD,  WEST  PALM  BEACH,  FLORIDA  -  SEPTEMBER  5,  2070 
BAXTER,  STANLEY  K.,  COP,  LAKEWOOD,  OHIO  -  JANUARY  20,  2089 

BEACH,  BEVERLY  C. ,  INSPR,  METRO  PD,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  15,  2057 
BEARD,  RALPH  M. ,  COP,  PITTSBURG,  KANSAS 

BEARDEN,  WALTER  A,  INSPR,  TN  BU  OF  INVSTGN,  KNOXVILLE,  TENNESSEE  -  JANUARY  15,  2094 
BEARNS,  RAYMOND  A,  JR,  CHF,  EAST  ROCKHILL  TWP,  PERKASIE,  PENNSYLVANIA 
BEATTIE,  HOMER  G. ,  CPT,  PD,  COLORADO  SPRINGS,  COLORADO  -  NOVEMBER  16,  2068 
BECK,  WILLIAM  H. ,  COP,  COLLINGSHOOD,  NEW  JERSEY  -  SEPTEMBER  9,  2055 
BECKETT,  JOSEPH  E.,  COP,  PARKERSBURG,  WEST  VIRGINIA  -  NOVEMBER  20,  2056 
BEEDIE,  WILLIAM  E,  JR,  SGT,  PD,  CHESAPEAKE,  VIRGINIA 
BEGNER,  MAURICE  K.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  MARCH  4,  2069 
BEITZ,  JOHN  C,  CONSULTANT  NJ  POL  TNG  COMM,  NEWARK,  NEW  JERSEY  -  MARCH  25,  2076 
BELFIELD,  ORVILLE  D. ,  CPT,  PD,  JOLIET,  ILLINOIS  -  AUGUST  19,  2065 
BELFLOWER,  RICHARD  L,  ASST,  COP,  CORPUS  CHRISTI,  TEXAS 

BELKER,  ALOIS  G. ,  CHF  DEP,  ADAMS  CO  SO,  QUINCY,  ILLINOIS  -  MAY  16,  2054 
BELKNAP,  WILLIS,  COP,  HUMBOLDT,  IOWA  -  JANUARY  7,  2071 
BELL,  DAVID  A.,  COP,  OGDENSBURG,  NEW  YORK  -  JULY  28,  2073 
BELL,  TOM  DEWITT,  COP,  MOULTRIE,  GEORGIA  -  NOVEMBER  19,  2048 
BELL,  WALTER  E.,  JR.,  INSPR-ASST  CHF,  ARLINGTON  CO  P,  ARLINGTON,  VIRGINIA 
BELSCHES,  BASIL  R,  LT  COL,  VA  ST  POL,  RICHMOND,  VIRGINIA  -  JULY,  2098 
BELTZ,  PAUL  M. ,  LT,  PD,  AKRON,  OHIO  -  MARCH,  2091 
BEMUS,  FRANK  M. ,  SGT,  PD,  DENVER,  COLORADO  -  JULY  2,  2042 
BENCH,  DARREL  L.,  INSPR,  SAN  BERNARDINO  CO  SD,  FONTANA,  CALIFORNIA 
BENEFIEL,  RALPH,  COP,  LONGVIEH,  WASHINGTON 
BENJAMIN,  ROBERT,  DET  SGT,  NJ  SPOL,  TRENTON,  NEW  JERSEY 
BENNETT,  DONALD  R,  COP,  PUNTA  GORDA,  FLORIDA 

BENNETT,  EDWARD  J.,  DEP  MARSHAL,  USMS,  TOPEKA,  KANSAS  -  MAY  20,  2078 
BENSON,  CLARENCE  H. ,  COP,  WAYNESBORO,  VIRGINIA  -  JULY  26,  2096 
BENTERS,  DENNIS  ALLEN,  LT,  PD,  CEDAR  RAPIDS,  IOWA 

BENTON,  HOMER  B.,  DIR  OF  SEC,  DELTA  ST  UNIV,  CLEVELAND,  MISSISSIPPI 
BENTON,  JACK  W,  LT,  PD,  STAUNTON,  VIRGINIA 

BENWAY,  ALVIN  L,  CPT,  PD,  BARTLESVILLE,  OKLAHOMA  -  JUNE  16,  2085 
BERGAUER,  JOHN  MICHAEL,  MAJ,  ST  LOUIS  CO  PD,  CLAYTON,  MISSOURI  -  AUGUST  13,  2097 
BERRUM,  T.  R.,  COP,  RENO,  NEVADA  -  JUNE  20,  2065 

BERRY,  DELBERT  E.,  DEP  CHF,  NORFOLK  POL  DIV,  NORFOLK,  VIRGINIA  -  MAY  4,  2079 
BERRY,  ELLIS  0,  TNG  OFCR,  CA  DEPT  OF  FISH  AND,  SACRAMENTO,  CALIFORNIA  -  NOVEMBER  23,  2082 
BERRY,  HARLAN  C. ,  PTLM,  PD,  WESTON,  MASSACHUSETTS  -  OCTOBER  5,  2048 
BERRYMAN,  WILLIAM,  SHF  OF  MISSISSIPPI  CO,  BLYTHEVILLE,  ARKANSAS  -  MARCH  22,  2075 
BERTOTTI,  ARNOLD  P.,  LT,  PD,  SAN  JOSE,  CALIFORNIA 
BEST,  JAMES  R,  LT,  PD,  BAKERSFIELD,  CALIFORNIA  -  OCTOBER  31,  2085 
BESTE,  RAYMOND  H,  CPT,  PD,  MILWAUKEE,  WISCONSIN  -  OCTOBER,  2084 
BETTINGER,  AUGUST  H. ,  DET,  PD,  SPOKANE,  WASHINGTON  -  SEPTEMBER  2,  2056 
BETTIOL,  PAUL,  EXEC  DIR,  BD  ON  POL  STNDRDS  AN,  SALEM,  OREGON  -  SEPTEMBER  22,  2093 
BETZ,  MARTIN  0.,  MARSHAL,  PD,  PORTSMOUTH,  NEW  HAMPSHIRE  -  NOVEMBER  25,  2076 
BIBBO,  JOHN  A.,  INSPR,  PD,  NEWTON,  MASSACHUSETTS  -  FEBRUARY  18,  2077 
BIDWELL,  ANDREW  G. ,  SUPT,  BIA,  TALIHINA,  OKLAHOMA  -  MARCH  14,  2070 
BIDWELL,  HAROLD  R. ,  SHF  OF  MADISON  CO  SO,  LONDON,  OHIO  -  APRIL  13,  2075 
BIGHAM,  JAMES  DEAN,  LT,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  APRIL  14,  2068 
BILBO,  ALVIN  J,  DEP  CHF,  PD,  FRESNO,  CALIFORNIA  -  APRIL  13,  2094 
BIRKLA,  LARRY  DEAN,  CITY  MANAGER,  BERKELEY,  MISSOURI  -  NOVEMBER  10,  2089 
BIRMES,  H.  C,  PTLM,  ST  LOUIS  CO  PD,  CLAYTON,  MISSOURI 
BISHOP,  ROBERT  JOSEPH,  DET  LT,  PD,  EASTCHESTER,  NEW  YORK  -  MAY  10, 
BIVENS,  JAMES  ROBERT,  DET  SGT,  PD,  TULSA,  OKLAHOMA  -  SEPTEMBER  14, 
BIVINS,  0.  K.,  LT,  OK  HPTL,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY  21, 
BLACK,  EDGAR  E,  ASST  CHF,  PD,  VINCENNES,  INDIANA  -  MAY  25,  2083 
BLACK,  JOSEPH  R. ,  COP,  LOVINGTON,  NEW  MEXICO  -  MARCH  13,  2065 
BLACKMORE,  JOHN  R.,  COP,  SAN  JOSE,  CALIFORNIA 
BLAIR,  DAVID  M,  MAJ,  PD,  NORFOLK,  VIRGINIA  -  AUGUST  29,  2083 
BLAIR,  RAY  EMERSON,  COP,  MONROVIA,  CALIFORNIA  -  JANUARY  23,  2084 
BLAKE,  CHARLES  R. ,  LT,  RI  SPOL,  PROVIDENCE,  RHODE  ISLAND  -  MAY  9, 
BLAKE,  JAMES  D. ,  DET,  RADNOR  TOWNSHIP  PD,  WAYNE,  PENNSYLVANIA 
BLAKELY,  WILLIAM  B.,  ASST  CHF,  PD,  CLINTON,  SOUTH  CAROLINA  -  APRIL  9,  2066 
BLAKENEY,  EXCELL  E.,  DEP  SHF,  JACKSON  CO  SO,  PASCAGOULA,  MISSISSIPPI  -  DECEMBER  3,  2068 
BLAKNEY,  LEONARD  D. ,  ASST  CHF,  PD,  LUBBOCK,  TEXAS  -  MAY  15,  2078 
BLANCHER,  ALBERT  PHILIP,  DEP  CHF,  PD,  NEW  ORLEANS,  LOUISIANA 

BLAND,  FRANK,  SHF  OF  SAN  BERNARDINO  CO,  SAN  BERNARDINO,  CALIFORNIA  -  SEPTEMBER  18,  2086 
BLANTON,  ROBERT  LAHTON,  LT,  PD,  MURFREESBORO,  TENNESSEE  -  MAY  27,  2077 
BLANTON,  RUFUS  COLEMAN,  JR.,  COP,  JACKSONVILLE,  FLORIDA  -  OCTOBER  12,  2092 
BLODGETT,  CLIFFORD  L.,  DET,  PD,  BELLINGHAM,  WASHINGTON  -  FEBRUARY  11,  2054 
BLOOME,  SHERWYN  K,  LT,  PD,  CHICAGO,  ILLINOIS  -  MAY,  2090 

BOATRIGHT,  EARL  C. ,  ASST  CHF,  PD,  COLORADO  SPRINGS,  COLORADO  -  MARCH  14,  2073 
BODZIAK,  HALTER,  COP,  PITTSBURGH,  PENNSYLVANIA  -  MARCH  28,  2071 
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BOLT,  JAMES  C. 
BOLTON,  DOUGLAS 
BONA,  HILLIAH  S. 
BOND,  CHARLES  S., 
BONFORTE,  ROCCO  N. 
BONZO,  ROBERT  E., 
BOONE,  C.  FOSTER, 


BRADFORD,  PAUL  F. 

BRADLEY,  FELIX  A. 

BRADLEY, 

BRADLEY, 

BRADLEY, 

BRADLEY, 


BRADY, 

BRAGER, 

BRAGG, 

BRAIN, 

BRAKE, 


BOECK,  BURNEY  CHARLES,  COP,  NEH  BRAUNFELS,  TEXAS  -  JANUARY  18,  2091 
BOEDER,  ALEXANDER  H,  JR,  COP,  HHITEFISH  BAY,  WISCONSIN  -  JANUARY  24,  2094 
BOERGERS,  NORHAN  ANTHONY,  DET  LT,  PD,  EVANS,  NEH  YORK  -  JANUARY  24,  2093 
BOGASCH,  E.  P.,  INSPR,  PD,  SAN  ANTONIO,  TEXAS  -  MARCH  6,  2060 

BOGGS,  DALE  MICHAEL,  MAJ,  CHARLESTON  CO  PD,  CHARLESTON  HEIGHTS,  SOUTH  CAROLINA  -  MARCH,  2092 
BOHAN,  PETER  J.,  SGT,  PD,  NEH  YORK,  NEH  YORK 

BOLEN,  CHARLES  C,  DEP  SHF,  RAPIDES  PARISH  SO,  ALEXANDRIA,  LOUISIANA 
BOLLI,  DONALD  JAMES,  CHF  OF  PUB  SFTY,  MEXICO,  MISSOURI  -  JANUARY  18,  2099 
BOLLINGER,  SAM,  COP,  JACKSONVILLE,  TEXAS  -  OCTOBER  2,  2060 
CPT,  PD,  HINSTON-SALEM,  NORTH  CAROLINA 
S,  COP,  CEDAR  CITY,  UTAH  -  JULY,  2083 

,  DEP  SHF,  SAUK  CO  SO,  BARABOO,  WISCONSIN  -  AUGUST  14,  2069 
,  ASST  DA,  BEXAR  CO,  SAN  ANTONIO,  TEXAS 

,  DET,  PD,  LONG  BRANCH,  NEH  JERSEY  -  OCTOBER  8,  2075 
DEP  CNSTBLE,  2ND  DIS,  ST  LOUIS,  CLAYTON,  MISSOURI  -  AUGUST  9,  2073 
LT,  PD,  ORANGEBURG,  SOUTH  CAROLINA  -  AUGUST  5,  2056 
BOONE,  RICHARD  LEE,  POLYGRAPH  OPERATOR,  LEON  CO  SO,  TALLAHASSEE,  FLORIDA  -  JANUARY  11,  2067 
BOOZ,  PHILIP  F.,  CHF,  HAMILTON  TNSHP  PD,  TRENTON,  NEH  JERSEY  -  SEPTEMBER  11,  2071 
BOPP,  HERMAN  B.,  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK 
BORGSTADT,  CHARLES  H,  SR,  COP,  DAVENPORT,  IOWA  -  NOVEMBER  30,  2093 
BORKOHSKI,  IGNATIUS  A.,  INSPR,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA  -  FEBRUARY,  2093 
BOTT,  JOSEPH  J,  LT,  DEPTFORD  TNSHP  PD,  DEPTFORD,  NEH  JERSEY  -  JANUARY  1,  2085 
BOUNDS,  ORVILLE  T.,  COP,  CENTRALIA,  ILLINOIS  -  SEPTEMBER  23,  2054 
BOUSTEAD,  THOMAS  P.,  COP,  ROCKFORD,  ILLINOIS  -  JULY  12,  2076 
BOUVIER,  HAROLD  F,  CPT,  PD,  BURLINGTON,  VERMONT  -  MAY  6,  2086 
BOHEN,  STANLEY  R. ,  COP,  REDLANDS,  CALIFORNIA  -  FEBRUARY  7,  2073 

BOWERS,  TONY  LYNN,  SA,  TN  BU  OF  INVSTGN,  DYERSBURG,  TENNESSEE  -  FEBRUARY  14,  2091 
BOWMAN,  DICK  W. ,  SHF  OF  ELKHART  CO,  GOSHEN,  INDIANA  -  MAY  1,  2094 
BOHHAN,  KENNETH  T.,  COP,  LAFAYETTE,  INDIANA  -  HARCH  12,  2076 
BOWMAN,  HELCH  R.,  DEP  SHF,  VOLUSIA  CO  SO,  DE  LAND,  FLORIDA  -  JULY  5,  2071 
BOYD,  GLENN,  CPT,  PD,  HINNETKA,  ILLINOIS  -  NOVEMBER  9,  2043 
BOYD,  HARVEY  F.,  LT,  PD,  POUGHKEEPSIE,  NEW  YORK  -  SEPTEMBER  21,  2061 
BOYD,  JOSEPH  S.,  CPT,  USMC,  FORT  MC  CLELLAN,  ALABAMA  -  JANUARY  28,  2098 
BOYD,  MARVIN  LAMAR,  CHF  OF  TRAFFIC,  PD,  CHATTANOOGA,  TENNESSEE  -  JULY  28,  2091 
BOYLAN,  JOHN  P.,  DET,  PD,  NEHARK,  NEH  JERSEY  -  DECEMBER  31,  2062 
BOYLE,  WALTER  LEO,  JR,  SUPT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  FEBRUARY  3,  2096 
BOYLE,  HALTER  P.,  SGT,  PD,  CARMEL,  CALIFORNIA  -  DECEMBER  15,  2093 
BRADFORD,  JOHN  ROE,  JR,  CPT,  NM  SPOL,  SANTA  FE,  NEH  MEXICO  -  JULY  5,  2079 
CPT,  PD,  ATLANTA,  GEORGIA  -  OCTOBER  15,  2079 
JR.,  CPT,  VA  SPOL,  RICHHOND,  VIRGINIA  -  MAY  27,  2077 
JAMES  E.,  COP,  DANSVILLE,  NEH  YORK  -  JUNE  26,  2090 
JOSEPH  P.,  CPT,  PD,  NEHARK,  NEW  JERSEY  -  APRIL  20,  2067 
ROBERT  H,  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEHBER  11,  2083 

HILLIAM  J.,  MONTGOMERY  CO  PRBTN  AND  PRLE  D,  NORRISTOHN,  PENNSYLVANIA  -  NOVEMBER  25,  2069 
BRADSHAW,  JOHN  EATON,  LT,  PD,  TEMPE,  ARIZONA  -  SEPTEMBER  20,  2087 
BRADT,  JOHN  J.,  DEP  CHF,  PD,  NEW  YORK,  NEW  YORK 

CHARLES  THOMAS,  JR,  ASST  CHF,  CA  HPTL,  BRYTE,  CALIFORNIA  -  JUNE  18,  2097 
DONALD  STUART,  MAJ,  PD,  NORTH  MIAMI  BEACH,  FLORIDA  -  NOVEMBER  25,  2093 

ALBERT  J,  LT,  PD,  SAVANNAH,  GEORGIA  -  FEBRUARY  16,  2087 

RALPH,  COP,  ELIZABETH  TWP  PD,  BUENA  VISTA,  PENNSYLVANIA  -  OCTOBER  31,  2078 

JOHN  R.,  CPT,  PD,  HAUKEGAN,  ILLINOIS  -  AUGUST  27,  2078 
BRANDON,  JAMES  E.,  CPT,  PD,  BOISE,  IDAHO  -  DECEMBER  4,  2091 
BRANDT,  AUGUST  P.,  LT,  AK  ST  TPR,  JUNEAU,  ALASKA  -  NOVEMBER  29,  2078 
BRANDT,  JOHN  A.,  COP,  TWO  RIVERS,  WISCONSIN  -  SEPTEMBER  19,  2087 
BRANTNER,  WAYNE  R.,  (SA,  FBI),  PTLM,  PD,  PONCA  CITY,  OKLAHOMA  -  JUNE  19,  2068 
BRAY,  CHARLES  EDWARD,  COP,  KILL  DEVIL  HILLS,  NORTH  CAROLINA 
BRAY,  HAROLD  E.,  SHF  OF  JEFFERSON  CO,  GOLDEN,  COLORADO  -  AUGUST  5,  2098 
BRAY,  THOHAS  E.,  SGT,  PD,  PLAINFIELD,  NEH  JERSEY  -  JANUARY  25,  2043 
BRAZELTON,  ROBERT  F. ,  COP,  FAIRHAY,  KANSAS 
BREAUX,  GARY  C. ,  CPT,  PD,  BEAUMONT,  TEXAS  -  MAY,  2095 
BREBNER,  ALEX,  COP,  LAKE  FOREST,  ILLINOIS 

BREECH,  HAROLD  B,  CPT,  PD,  YUMA,  ARIZONA  -  FEBRUARY  5,  2084 
BREEN,  JOSEPH  P.,  CPT,  PD,  CAMBRIDGE,  MASSACHUSETTS 
BRENCHER,  P  EDMUND,  COP,  DARIEN,  CONNECTICUT  -  NOVEMBER  29,  2087 
BRENNAN,  DANIEL  J.,  COP,  CAMBRIDGE,  MASSACHUSETTS  -  SEPTEMBER  9,  2067 
BRENNAN,  PAUL  J.,  COP,  HARHINSTER,  PENNSYLVANIA  -  APRIL  18,  2078 
BRIDGHAM,  HILLIAM  T.,  COP,  KEENE,  NEH  HAMPSHIRE  -  JULY  17,  2074 
BRIEGER,  DONALD  NORMAN,  LT,  LANE  CO  SD,  EUGENE,  OREGON 
BRIGHAM,  HERBERT  D,  LT,  MO  SHP,  JEFFERSON  CITY,  MISSOURI  -  MAY,  2081 
BRIGHAM,  RICHARD  S.,  LT,  MIDDLETOHN  TWP  PD,  LEVITTOWN,  PENNSYLVANIA 
BRINK,  RAYMOND  E.,  COP,  CHATHAM,  NEH  JERSEY  -  NOVEMBER  10,  2068 

BRISTOH,  RALEIGH  D. ,  (SA,  FBI),  CHF  OF  DET,  PD,  OHENSBORO,  KENTUCKY  -  MARCH  9,  2068 
BRITT,  MACK  GRANT,  REG  DIR,  TREASURE  AND  INSURANC,  BRADENTON,  FLORIDA  -  SEPTEMBER  18,  2083 
BRITTON,  H.  G.,  CPT,  PD,  BATON  ROUGE,  LOUISIANA  -  JULY  28,  2067 

BROADBENT,  LARRY  R,  USHF,  KOOTENAI  CO  SO,  COEUR  D  ALENE,  IDAHO  -  JANUARY  26,  2095 
BRODHEAD,  HILLIAM  A.,  ASST  CHF,  PD,  RENO,  NEVADA  -  FEBRUARY  21,  2070 
BROGAN,  A.  LEO,  COP,  PORT  CHESTER,  NEH  YORK  -  JUNE  8,  2049 
BROGDON,  HILLIAM  S.,  ASST  CHF,  PD,  DALLAS,  TEXAS  -  MAY  4,  2057 
BROOKS,  PIERCE  R,  COP,  EUGENE,  OREGON  -  FEBRUARY  28,  2098 
BROOM,  CLAUDE,  COP,  DEARBORN,  MICHIGAN  -  SEPTEMBER  18,  2063 
BROOME,  JOEL,  CPT,  GADSDEN  CO  SD,  OUINCY,  FLORIDA  -  OCTOBER  25,  2084 
BROSER,  MICHAEL  M,  COP,  CLAYTON,  MISSOURI 

BROSTRON,  CURTIS,  COL,  ST  LOUIS  METRO  PD,  ST.  LOUIS,  MISSOURI  -  DECEMBER  11,  2081 
BROUSSARD,  GEORGE  LESLIE,  SUPT  OF  POL,  HOUMA,  LOUISIANA  -  JANUARY  14,  2069 
BROWER,  J.  BAILEY,  (SA,  FBI),  LT,  PD,  HANNIBAL,  MISSOURI  -  JUNE  24,  2076 
BROWN,  CHARLES  E.,  CPT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  FEBRUARY  28,  2072 
BROWN,  DONALD  A.,  COP,  NEWARK,  NEW  YORK  -  OCTOBER  15,  2079 
BROWN,  EDWARD  HERMAN,  COP,  CHATTANOOGA,  TENNESSEE  -  SEPTEMBER  9,  2079 
BROHN,  EVERETT  J.,  CPT,  PD,  LANCASTER,  OHIO  -  JUNE  20,  2062 
BROHN,  FRANCIS  ARTHUR,  PTLM,  PD,  YARMOUTH,  MASSACHUSETTS  -  APRIL  12,  2074 
BROHN,  HUGH  D,  COP,  EAST  POINT,  GEORGIA  -  OCTOBER  28,  2082 
BROHN,  JAMES  FRANKLIN,  SUPT,  PD,  ATLANTA,  GEORGIA  -  JUNE  30,  2077 
BROHN,  JOHN  J,  SGT,  PD,  SAVANNAH,  GEORGIA  -  APRIL  14,  2081 
BROHN,  KENNETH  M,  JR,  CPT,  PD,  GAINESVILLE,  FLORIDA 

BROHN,  LOREN  L.,  USHF,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  MARCH  18,  2070 
BROHN,  LOZIER  R.,  INVSTGR,  OK  PRBTN  AND  PRLE  BD,  TULSA,  OKLAHOMA  -  APRIL  19,  2078 
BROHN,  PHIL  M,  SHF  OF  IROQUOIS  CO,  HATSEKA,  ILLINOIS  -  JANUARY  19,  2081 
BROWN,  RAYMOND  J.,  CODE  ENF  OFCR,  FRANKLIN,  PENNSYLVANIA  -  JANUARY,  2089 
BROWN,  ROGER  T.,  LT,  EAU  CLAIRE  CO  SD,  EAU  CLAIRE,  WISCONSIN  -  NOVEMBER,  2099 
BROWN,  THOMAS  BRADLEY,  MAJ,  NC  ST  HPTL,  RALEIGH,  NORTH  CAROLINA  -  JUNE  8,  2069 
BROHN,  THOMAS  F.,  DET  SGT,  PD,  MIDDLETOHN,  NEW  YORK  -  SEPTEMBER  10,  2077 
BROWN,  HILLIAM  PAUL,  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  SEPTEMBER  15,  2094 
BROWNE,  EDWARD  L.,  DET  LT,  PD,  JACKSON,  MISSISSIPPI  -  JULY  25,  2073 
BROHNING,  BILLY  H,  MAJ,  PD,  ORANGE,  TEXAS 
BROYLES,  JAMES  MONROE,  CPT  OF  DET,  PD,  KINGSPORT,  TENNESSEE 
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OCTOBER  24,  2091 
MAY  2,  2098 


BRUBACH,  GEORGE  E.,  DET,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  19,  2061 

BRUEGGEMAN,  OLIVER  J.,  COP,  RICHMOND  HEIGHTS,  MISSOURI  -  NOVEMBER  30,  2071 

BRUHL,  PAUL  JOSEPH,  COP,  BURLINGTON,  IOHA  -  OCTOBER  15,  2065 

BRYAN,  EDGAR  A.,  JR,  COL,  ASST  COP,  SALT  LAKE  CITY,  UTAH  -  JUNE  7,  2086 

BRYANT,  H.  E.,  JR.,  SHF,  DARLINGTON  CO  PD,  DARLINGTON,  SOUTH  CAROLINA  -  AUGUST  9,  2063 

BRYCE,  AUBREY  D. ,  TX  RNGR,  TX  DPS,  AUSTIN,  TEXAS  -  DECEMBER  2,  2075 

BUCHANAN,  JAMES  H.,  COP,  CHIPPEHA  FALLS,  HISCONSIN  -  MAY  18,  2077 

BUCHINSKY,  JULIUS,  LT,  PD,  BINGHAMTON,  NEH  YORK  -  FEBRUARY  5,  2086 

BUCKLIN,  ROBERT,  JR,  COP,  UNIVERSITY  HEIGHTS,  OHIO  -  JULY  25,  2087 

BUCKMASTER,  THOMAS  FREDERICK,  LTC,  DEP  SUPT,  DE  ST  POL,  DOVER,  DELAHARE 

BUDDS,  HARRY  LEONARD,  JR,  DIR  OF  JAIL  PRGRMS,  LA  SD,  LOS  ANGELES,  CALIFORNIA 

BUECHE,  HALTER  L.,  SGT,  PD,  SALINA,  KANSAS  -  JANUARY  12,  2049 

BUKOHSKI,  CHARLES  E.,  MAJ,  NY  SPOL,  CANANDAIGUA,  NEH  YORK 

BULLARD,  LEHIS  T.,  LT  OF  DET,  PD,  ATLANTA,  GEORGIA  -  MAY  10,  2062 

BUNTROCK,  THOMAS  E,  COP,  MEQUON,  HISCONSIN 

BURCH,  CECIL  A.,  CPT,  PD,  PHOENIX,  ARIZONA  -  FEBRUARY  3,  2064 

BURD,  SAMUEL  T. ,  SUPT  AREA  3,  HAMILTON-HENTHORT,  HAMILTON,  CANADA 

BURGARD,  RICHARD  A,  LT,  PD,  MEQUON,  HISCONSIN 

BURGEN,  STEPHEN  T.,  CPT,  PD,  HARTFORD,  CONNECTICUT 

BURGER,  ROBERT  H. ,  DEP,  WELD  CO  SO,  GREELEY,  COLORADO  -  FEBRUARY  16,  2068 

BURGESS,  HAROLD  WILSON,  COL,  SUPT,  VA  SPOL,  RICHMOND,  VIRGINIA 

BURGESS,  LOUIS  A.,  SGT,  PD,  SALEM,  OREGON  -  APRIL  23,  2063 

BURGESS,  WAYNE  A.,  CHF  INVSTGR,  SAN  DIEGO  CO  DAS,  SAN  DIEGO,  CALIFORNIA  -  DECEMBER  16,  2090 

BURGUS,  PAUL  F,  SR,  DEP  CHF,  USPP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  25,  2086 

BURK,  BOYD  F,  JR,  INSPR,  SUMMIT  SO  SO,  AKRON,  OHIO  -  APRIL  24,  2080 

BURKE,  CHARLES  J,  CPT,  BU  OF  POL,  WILMINGTON,  DELAWARE  -  JANUARY  19,  2098 

BURKE,  EDWARD  C,  DEP  SHF,  BUCHANAN  CO  SO,  ST.  JOSEPH,  MISSOURI  -  FEBRUARY  5,  2073 

BURKHART,  ROBERT  M. ,  COP,  ALBANY,  OREGON  -  MARCH  24,  2070 

BURKS,  DAVID  N.,  SHF  OF  LANE  CO,  EUGENE,  OREGON  -  AUGUST  10,  2091 

BURKS,  WILLIAM  F.,  ASST  IDENT  OFC,  HAMILTON  CO  SO,  CINCINNATI,  OHIO  -  SEPTEMBER  20,  2088 

BURLESON,  ORVILLE,  LT,  PD,  CINCINNATI,  OHIO 

BURMAN,  JOSEPH  C,  MAJ,  ST  HPTL,  FRANKFORT,  KENTUCKY  -  NOVEMBER  25,  2044 

BURMEISTER,  CHARLES  0.,  DET,  PD,  MADISON,  WISCONSIN  -  FEBRUARY  9,  2067 

BURNS,  DONNIE  M,  JR,  ASST  COP,  NEWPORT  NEWS,  VIRGINIA  -  OCTOBER,  2087 

BURNS,  JOSEPH  H,  DET,  METRO  PD,  ST.  LOUIS,  MISSOURI 

BURNS,  ROBERT  EMMETT,  SHF  OF  ADAMS  CO,  NATCHEZ,  MISSISSIPPI  -  APRIL  28,  2074 

BURNHORTH,  NORMAN  C,  CPT,  DIR  OF  TNG  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA  -  SEPTEMBER  16,  2076 

BURRELL,  LAWRENCE  D.,  CPT,  PD,  ROCK  HILL,  SOUTH  CAROLINA  -  OCTOBER  27,  2073 

BURROW,  FOUNT  0,  INVSTGR,  UNIV  OF  MS  PD,  OXFORD,  MISSISSIPPI 

BURROWS,  RICHARD  WAYNE,  CHF,  PERKINS  TWP  PD,  SANDUSKY,  OHIO  -  JANUARY  17,  2095 

BUSATO,  ANGELO,  COP,  RENTON,  WASHINGTON  -  SEPTEMBER  13,  2061 

BUSBEE,  JOHN  A,  COP,  LAKE  WALES,  FLORIDA  -  JANUARY  23,  2092 

BUTLER,  B.  H.,  LT,  PD,  DALTON,  GEORGIA  -  DECEMBER  12,  2076 

BUTLER,  HOWARD  SCOTT,  SGT,  ALLEN  CO  PD,  FORT  WAYNE,  INDIANA  -  DECEMBER  12,  2076 

BYERS,  CHARLES  T,  (SA,  FBI),  SA,  INSRNCE  CRIME  P,  PHILADELPHIA,  PENNSYLVANIA  -  JUNE  18,  2083 

BYERS,  WILLIAM  M. ,  CHF  DEP  SHF,  POLK  CO  SO,  DES  MOINES,  IOWA  -  JUNE,  2068 

BYRD,  GLENN  WINSTON,  DIS  CLERKS  OFC,  DALLAS  CO,  DALLAS,  TEXAS  -  MARCH  7,  2064 

BYRGE,  CECIL  R,  ST  ARSON  INVSTGR,  HARRIMAN,  TENNESSEE  -  SEPTEMBER  20,  2095 

BYRUM,  NOAH  JR.,  USHF,  CHESAPEAKE  SD,  CHESAPEAKE,  VIRGINIA  -  JANUARY  31,  2096 

CABLE,  HARRY  H,  COP,  SALIDA,  COLORADO  -  JULY  1,  2080 

CABRERA,  VINCENTE  B,  REG  DIR,  NATL  BU  OF  INVSTGN,  MANILA,  PHILIPPINES 

CACACE,  WILLIAM,  COP,  ALPINE,  NEW  JERSEY  -  FEBRUARY  11,  2081 

CAFFEY,  ROY  R. ,  PTLM,  PD,  ROSEDALE,  MISSISSIPPI  -  AUGUST  19,  2061 

CAHILL,  EDWARD  D. ,  COP,  BRAINTREE,  MASSACHUSETTS  -  DECEMBER  8,  2075 

CAHILL,  JOHN  JOSEPH,  SHF  OF  BELTRAMI  CO,  BEMIDJI,  MINNESOTA  - 

CALABRETTA,  ANTHONY  A,  CPT,  ERIE  CO  SD,  BUFFALO,  NEH  YORK 

CALERO-TOLEDO,  ASTOL,  SUPT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

CALLAHAN,  EARL  A,  CPT,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  SEPTEMBER  20,  2087 

CALLAHAN,  HARVEY  G. ,  SUPT  OF  POL,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JULY  22,  2047 

CALLAHAN,  LEO  F.,  JR,  COP,  FORT  LAUDERDALE,  FLORIDA  -  JANUARY  28,  2096 

CALLAHAN,  WILLIAM  J.,  DEP  SHF,  WORCESTER  CO,  ATHOL,  MASSACHUSETTS  -  JULY  9,  2074 

CAMACHO-TORRES,  JORGE,  COL,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

CAMERON,  DOUGAL  HARVEY,  CPT,  USMC,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JULY  26,  2080 

CAMPBELL,  CHARLIE  R,  CPT,  PD,  TEXARKANA,  TEXAS  -  OCTOBER  27,  2096 

CAMPBELL,  DAVID  P.,  DEP  CHF,  PD,  NORWALK,  CONNECTICUT  -  JANUARY  1,  2063 

CAMPBELL,  EDWARD  M. ,  LT,  PD,  HARTFORD,  CONNECTICUT  -  OCTOBER  23,  2077 

CANLIS,  MICHAEL  N.,  SHF  OF  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  FEBRUARY  14,  2077 

CANNADA,  RALPH  T.,  CPT,  PD,  DURHAM,  NORTH  CAROLINA  -  OCTOBER  13,  2067 

CANNON,  SHERMAN,  COP,  JACKSONVILLE,  FLORIDA  -  OCTOBER  15,  2055 

CANTRELL,  M.  E.,  SHF  OF  RANDALL  CO  SO,  CANYON,  TEXAS  -  SEPTEMBER  28,  2055 

CAPASSE,  EDWARD,  CPT,  PD,  WESTPORT,  CONNECTICUT  -  NOVEMBER  4,  2056 

CAPODIFERRO,  PAUL  JOSEPH,  LT,  PD,  FARMINGTON,  CONNECTICUT 

CAPPEL,  MARSHALL  T,  SHF  OF  RAPIDES  PARISH,  ALEXANDRIA,  LOUISIANA 

CAPPS,  H.  OSCAR,  CPT,  DAVIDSON  CO  SO,  NASHVILLE,  TENNESSEE  -  FEBRUARY  17,  2074 

CARDELL,  BARRY  WAYNE,  COP,  MT  PENN,  PENNSYLVANIA  -  JULY  17,  2089 

CARIKER,  JESS  LEE,  DIR  OF  POL  TNG,  HARDIN-SIMMONS,  ABILENE,  TEXAS 

CARLBERG,  EDHIN  WILLIAM,  SGT,  PD,  LOS  ALAMOS,  NEW  MEXICO  -  DECEMBER  11,  2077 

CARLSEN,  E.  W. ,  IA  BD  OF  CNTRL,  DES  MOINES,  IOWA  -  DECEMBER  2,  2047 

CARLSEN,  PETER  V.,  COP,  VANCOUVER,  WASHINGTON  -  MARCH  29,  2079 

CARLSON,  CURTIS  WAYNE,  SGT,  BU  OF  POL,  PORTLAND,  OREGON  -  SEPTEMBER  6,  2085 

CARLSON,  ERIC,  COP,  RED  WING,  MINNESOTA  -  JUNE  8,  2074 

CARLSON,  ROY  M.,  DET  LT,  PD,  DULUTH,  MINNESOTA  -  NOVEMBER  4,  2049 

CARLTON,  ARMON  D,  LT,  PD,  MIDLAND,  TEXAS 

CARNES,  JAMES  E.,  CPT,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  JULY  3,  2071 

CAROTHERS,  MICHAEL  L.,  SR  SA,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  NOVEMBER 

CARR,  PAUL  E,  SGT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER,  2090 

CARR,  THOMAS  E.,  COP,  NEH  BEDFORD,  MASSACHUSETTS  -  FEBRUARY  4,  2076 

CARROLL,  JOSEPH  T.,  DIR  OF  SFTY  DIV,  ST  DEPT  OF  LA,  LINCOLN,  NEBRASKA  -  DECEMBER  10,  2090 

CARTER,  DAVID  E,  CHF  DEP,  MARICOPA  CO  SO,  PHOENIX,  ARIZONA  -  MARCH  28,  2090 

CARTER,  MATTHIAS  FORD,  SGT,  BALTIMORE  CO,  PD,  TOHSON,  MARYLAND  -  SEPTEMBER  24,  2052 

MEMBR,  BD  OF  CORECTN,  IN  ST  DE,  INDIANAPOLIS,  INDIANA  -  APRIL  20,  2075 
CPT,  USCP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  APRIL  30,  2098 
CPT,  PD,  AMARILLO,  TEXAS  -  MARCH  8,  2076 
CASADY,  C.  CLAYTON,  COP,  OTTUMWA,  IOWA  -  DECEMBER  16,  2065 
CASEY,  ANDREW  J,  DIR  OF  PUB  SFTY,  PAWTUCKET,  RHODE  ISLAND  -  OCTOBER  10,  2086 

CASEY,  CHARLES  D. ,  SA  IN  CHRGE,  DEA-SEOUL,  KREA,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  MAY  9,  2090 
CASEY,  JAMES  C,  CPT,  PD,  NORWICH,  CONNECTICUT  -  JULY  8,  2082 
CASH,  HERBERT  JACKSON,  INSPTR,  PD,  OCALA,  FLORIDA  -  DECEMBER  17,  2083 
CASH,  JAMES  L.,  COP,  OXFORD,  NORTH  CAROLINA  -  SEPTEMBER  4,  2072 
CASTIGLIOLA,  GEORGE,  CPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  SEPTEMBER  6,  2066 
CASTILLO-RUIZ,  MARIO,  COL,  NATL  POL  OF  COLO,  BOGOTA,  COLOMBIA  -  SEPTEMBER,  2091 
CATTENEO,  FRANK  E,  COP,  HAMDEN,  CONNECTICUT  -  APRIL  7,  2067 
CAUDELL,  ORAN  E.,  ASST  CHF,  PD,  MIAMI,  FLORIDA  -  JULY  29,  2068 

CAUDLE,  ARLYSS  FRANKLIN,  CPT  OF  IDENT,  PD,  GREENSBORO,  NORTH  CAROLINA  -  MARCH  4,  2065 
CAVANAGH,  JOHN  FRANCIS,  LT,  PD,  BROCKTON,  MASSACHUSETTS  -  SEPTEMBER  2,  2058 


JUNE  24,  2070 


19,  2087 


CARTER,  MORRIS  J. 
CARVER,  GEORGE  B. 
CARVER,  JAMES  T., 
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CHAMBERS, 
CHAHBLEE, 
CHAHPLIN, 


NOVEMBER  10,  2086 


CLAPP, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 
CLARK, 


CLARK, 
CLAUDE, 


AUGUST  3,  2064 


CECERE,  ANTHONY  L.,  CHF  CO  INVSTGR,  ONTARIO  CO  DAS,  CANANDAIGUA,  NEH  YORK 

CECIL,  RUSSELL  E.,  (SA,  FBI),  SHF  OF  GOODING  CO,  GOODING,  IDAHO 

CEI,  JOHN  J.,  SR.,  LT,  PD,  HALLINGFORD,  CONNECTICUT  -  DECEMBER  18,  2076 

CERRONE,  JOSEPH  P.,  COP,  JOHNSTOHN,  NEH  YORK 

CHAFIN,  CLINTON,  CHF,  FULTON  CO  PD,  ATLANTA,  GEORGIA  -  NOVEMBER  15,  2094 

CHAMBERS,  JAHES  LAHRENCE,  COP,  CONCORD,  CALIFORNIA  -  JANUARY  18,  2086 

HILLIAM  E.,  DIS  SUPV,  LND  USE  SECTN,  TN  VA,  CLEVELAND,  TENNESSEE 
JOHN  A,  FIRE  MARSHAL,  STATE  OF  MS,  CLINTON,  MISSISSIPPI 
CHARLES  P.,  COP,  MEDFORD,  OREGON  -  MARCH  19,  2064 
CHANTRY,  HALTER  JAMES,  PTLM,  PD,  NORRISTOHN,  PENNSYLVANIA  -  MARCH  4,  2058 
CHAPMAN,  SANFORD  B.,  CPT,  PD,  SUFFOLK,  VIRGINIA  -  DECEMBER  26,  2098 
CHAPPELL,  THOMAS  D,  CPT,  PD,  ALBUQUERQUE,  NEH  MEXICO  -  DECEMBER,  2087 
CHASTEEN,  CECIL  E,  SHF  OF  COLLETON  CO,  HALTERBORO,  SOUTH  CAROLINA  -  JANUARY  11,  2095 
CHATHAM,  HILLIAM  JAMES,  COP,  SALISBURY,  MARYLAND  -  MARCH  14,  2065 
CHAUSSE,  JOSEPH  G. ,  COP,  LOCKPORT,  NEH  YORK 
CHAVEZ,  T  J,  DEP  CHF,  NM  SPOL,  SANTA  FE,  NEH  MEXICO 
CHECKI,  DANIEL  J.,  LT,  PD,  LYNDHURST,  NEH  JERSEY  -  MARCH  9,  2092 
CHICKERING,  HILLIAM  E,  LT,  SANTA  BARBARA  CO  SO,  SANTA  BARBARA,  CALIFORNIA 
CHISHOLM,  JAMES  P.,  SGT,  PD,  HELLESLEY,  MASSACHUSETTS  -  NOVEMBER  6,  2065 
CHRISTENSEN,  HALDOH  E.,  CHAIRMAN,  PUB  SFTY  DEPT,  CEDAR  CITY,  UTAH  -  SEPTEMBER  25,  2078 
CHRISTIAN,  STANLEY  M,  DEP  CRNR,  LAKE  CO  SO,  HAUKEGAN,  ILLINOIS 
CHRISTIE,  JOHN  R,  LT,  PD,  NILES,  ILLINOIS  -  APRIL  21,  2081 
CHRISTMAN,  EDHARD  F,  CPT,  MO  SPTL,  ST.  JOSEPH,  MISSOURI 
CHRISTOPHER,  LAURENCE  A,  COP,  MARGATE,  FLORIDA  -  FEBRUARY  7,  2093 
CHRISTY,  JAMES  A.,  INSPR,  NY  TRANSIT  PD,  NEH  YORK,  NEH  YORK 

CIOFFI,  SAMUEL  A.,  CHF  DEP,  USMS,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  17,  2093 
CLAMP,  PARKER  R.,  COP,  ANDERSON,  SOUTH  CAROLINA  -  DECEMBER  4,  2066 

RUSSELL  0.,  CITY  JUDGE,  GREENCASTLE,  INDIANA  -  APRIL  16,  2097 

ARTHUR  V.,  COP,  RAYMOND,  HASHINGTON  -  AUGUST  23,  2073 

CHARLES  T,  DIR  OF  PUB  SFTY,  ANNISTON,  ALABAMA 

CLAYTON  E.,  SGT,  TREDYFFRIN  THP  PD,  BERHYN,  PENNSYLVANIA 

EARL  J,  CHF  INSPR,  PD,  MEMPHIS,  TENNESSEE  -  MAY  5,  2087 

ELMER  E.,  COP,  CANTON,  OHIO  -  NOVEMBER  30,  2056 

HOHARD  H.,  COP,  LARKSPUR,  CALIFORNIA 

JAY  F,  CHF  OF  PTL,  MS  HPTL,  JACKSON,  MISSISSIPPI  -  FEBRUARY,  2097 

JOHN  R.,  CHF  DEP,  CHAMPAIGN  CO  SO,  URBANA,  ILLINOIS  -  MARCH  28,  2077 

LEONARD  J.,  PTLM,  PD,  KLAMATH  FALLS,  OREGON  -  SEPTEMBER  15,  2057 
CLARK,  MERLE  E.,  COP,  STATESBORO,  GEORGIA  -  JANUARY  27,  2093 
CLARK,  ROBERT  J.,  PUB  SFTY  ADV,  AGY  FOR  INTRNTNL,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

STEPHEN  R.,  LT,  PD,  GREENHICH,  CONNECTICUT  -  AUGUST  8,  2074 
LOUIS  J.,  COP,  ROCHESTER,  MINNESOTA  -  MARCH  11,  2039 
CLAUDIO  VAZQUEZ,  GILBERTO,  2LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
CLAUSSEN,  JOHN,  SHF,  NAPA  CO,  NAPA,  CALIFORNIA  -  MAY  24,  2087 
CLAYTON,  GEORGE  H. ,  COP,  RED  BANK,  NEH  JERSEY  -  FEBRUARY  24,  2077 

CLAYTON,  HOHARD  L.,  CHF  ENF  OFCR,  AR  PUB  SERV  COMM,  LITTLE  ROCK,  ARKANSAS  -  DECEMBER  10,  2056 
CLEARY,  JOHN  M. ,  FIELD  REP,  BU  OF  MOTOR  VEHICLE,  ALBANY,  NEH  YORK  -  MARCH  17,  2061 
CLEMEN,  LAHRENCE,  CHF  INVSTGR,  LARIMER  CO  SO,  FORT  COLLINS,  COLORADO 
CLEMENTS,  SPURGEON  L. ,  JR.,  CPT,  FL  HPTL,  LAKELAND,  FLORIDA  -  JULY  1,  2092 
CLEMMONS,  BRYAN,  SHF,  EAST  BATON  ROUGE,  LOUISIANA  -  JULY  5,  2076 
CLIFT,  REX  OREN,  COP,  FAIRFIELD,  CALIFORNIA  -  JUNE  3,  2058 

GEORGE  EDHARD,  JR,  LT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  22,  2097 

JOHN  H.,  MAJ,  DPS,  MONTGOMERY,  ALABAMA  -  JUNE  3,  2093 

RICHARD  L.,  DET  SGT,  PD,  TAMPA,  FLORIDA  -  OCTOBER  23,  2075 

RICHARD  G.,  DET  LT,  PD,  NIAGARA  FALLS,  NEH  YORK  -  FEBRUARY,  2095 
CLYBURN,  LEHIS  H.,  CHF  INVSTGR,  FULTON  DA  OFC,  ATLANTA,  GEORGIA  -  DECEMBER  12,  2094 
COATS,  JOHN  QUINTIN,  CPT,  PD,  KILLEEN,  TEXAS  -  SEPTEMBER  22,  2092 
COCHRAN,  RON,  SHF  OF  BROHARD  CO,  FORT  LAUDERDALE,  FLORIDA  -  SEPTEMBER  5,  2097 
COCHRAN,  HILLIAM  DAVID,  SR  AGENT,  DIV  OF  INVSTGN,  ST  0,  AMERICUS,  GEORGIA  -  APRIL  3,  2076 
CODD,  HICHAEL  J.,  COMR  OF  POL,  NEH  YORK,  NEH  YORK 

JOHN  EDHARD,  COP,  YALE,  MICHIGAN  -  JUNE  29,  2097 

HILLIAM  M.,  LT  OF  DET,  PD,  MANSFIELD,  OHIO  -  NOVEMBER  4,  2069 
COLE,  CLAUDE  H,  CHF  INSPR,  PD,  MEMPHIS,  TENNESSEE  -  JULY  10,  2095 
COLEY,  OSCAR  F.,  CRIME  INVSTGN  OFCR,  AL  DEPT  OF,  MONTGOMERY,  ALABAMA 
COLISTER,  JOHN  R,  CHF,  UNIV  PARK  PD,  COLLEGE  PARK,  MARYLAND  -  JUNE  23, 
COLLER,  AUSTIN  B.,  LT,  PD,  CULVER  CITY,  CALIFORNIA  -  NOVEMBER  23,  2052 
COLLEY,  MAYNARD  EDHARD,  LT,  PD,  PORTLAND,  MAINE  -  FEBRUARY  9,  2076 
COLLIER,  HENRY  C,  JR,  CHF,  VA  PORT  AUTH  PD,  NORFOLK,  VIRGINIA 

COLLINS,  DONALD  RAY,  SA,  TN  BU  OF  INVSTGN,  JOHNSON  CITY,  TENNESSEE  -  JUNE  23,  2097 
JAMES  J.,  CPT,  PD,  SPRINGFIELD,  MASSACHUSETTS  -  NOVEMBER  2,  2066 
JAMES  R,  LT,  PD,  HANOVER,  PENNSYLVANIA  -  MAY  25,  2085 
COLLINS,  HILLIAM  R.,  CHF,  FAIRVIEH  THP  PD,  NEH  CUMBERLAND,  PENNSYLVANIA 
COLMAN,  MILES  G. ,  SGT,  PD,  ST.  PETERSBURG,  FLORIDA  -  OCTOBER  27,  2061 
COMER,  EUGENE  H. ,  LT,  PD,  CHEYENNE,  HYOMING  -  OCTOBER  17,  2076 
COMHONS,  IVAN  F.,  CPT,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  JUNE,  2095 
COMSTOCK,  T.  DHIGHT,  DEP  SUPT,  NH  SPOL,  CONCORD,  NEH  HAMPSHIRE  -  JUNE  5,  2073 
CONDON,  RICHARD  E.,  COP,  FREMONT,  CALIFORNIA  -  SEPTEMBER  18,  2067 
CONE,  FRANCIS  J.,  PTLM,  PD,  BENNINGTON,  VERMONT  -  SEPTEMBER  6,  2075 
CONGDON,  PAUL  A.,  DET  SGT,  CLACKAMAS  CO  SO,  OREGON  CITY,  OREGON  -  OCTOBER  4,  2095 
CONKLIN,  CHARLES  A,  USHF,  ORANGE  CO  SO,  GOSHEN,  NEH  YORK 

DON  J.,  LT,  ORANGETOHN  PD,  ORANGEBURG,  NEH  YORK  -  MARCH,  2093 
VINCENT,  COP,  BRIGHTON,  NEH  YORK  -  JANUARY  27,  2071 
CONKLIN,  VINCENT  B,  LT,  PD,  MIDLAND,  TEXAS  -  SEPTEMBER  11,  2092 
CONNELLY,  RICHARD,  CPT,  PD,  ELMIRA,  NEH  YORK  -  DECEMBER  4,  2070 
CONNER,  JOHN  L.,  LT,  METRO  PD,  LAS  VEGAS,  NEVADA 

CONNERS,  HAMILTON  C. ,  COP,  EAST  ROCHESTER,  NEH  YORK  -  FEBRUARY  27,  2067 
CONNOLLY,  JOHN  P,  DEP  CHF,  PD,  NEHPORT,  RHODE  ISLAND  -  MAY  12,  2084 

CONROY,  JOHN  F,  CHF,  CHARLESTON  CITY  PD,  CHARLESTON,  SOUTH  CAROLINA  -  OCTOBER  28,  2081 
CONROY,  HILBOUR  H. ,  LT  COL,  DEP  SUPT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  APRIL  30,  2079 
CONSIDINE,  MARTIN  T.,  CHF  OF  DET,  PD,  NIAGARA  FALLS,  NEH  YORK  -  FEBRUARY  8,  2079 
CONHAY,  THOMAS  MICHAEL,  COP,  NORTH  PRAIRIE,  HISCONSIN 

CONYERS,  HARRY  L.,  DEP  SHF,  PALM  BEACH  CO  SO,  HEST  PALM  BEACH,  FLORIDA  -  JUNE  15,  2070 
CONYERS,  JAMES  CHARLES,  III,  SGT,  ALBANY  CO  SD,  LARAMIE,  HYOMING  -  JUNE  14,  2082 
COOK,  ARTHUR  D.,  LT,  USPP,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JULY  3,  2079 
CHARLES  H.,  INSPR,  PD,  TORONTO,  CANADA  -  JUNE  16,  2060 
JOSEPH  E.,  COP,  FAIRBURY,  NEBRASKA  -  SEPTEMBER  9,  2060 
NORMAN  E.,  COP,  ANN  ARBOR,  MICHIGAN  -  JULY  2,  2041 
HILLIAM  A,  DET,  PD,  HEST  ST.  PAUL,  MINNESOTA  -  OCTOBER  23,  2087 

JOHN  H,  JR,  SGT,  DPS,  NASHVILLE,  TENNESSEE 
COOLEY,  REGINALD  H,  ASST  CHF,  PD,  SANTA  BARBARA,  CALIFORNIA 
COOPER,  ALBERT  E,  COP,  ORANGE  BEACH,  ALABAMA  -  DECEMBER  29,  2086 
COOPER,  EDHARD  H,  SGT,  PD,  HAVERHILL,  MASSACHUSETTS  -  DECEMBER  29,  2084 
COOPER,  KENT  A,  LT,  PD,  STOCKTON,  CALIFORNIA 

COPLIEN,  DHIGHT  C. ,  COP,  MONROE,  HISCONSIN  -  NOVEMBER  1,  2075 
CORDES,  JOSEPH  G,  SGT,  PD,  NEH  YORK,  NEH  YORK 
CORKILL,  DONALD  L,  DEP  CHF,  PD,  OAK  PARK,  ILLINOIS  -  MARCH  22,  2088 
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CORNELL,  ROBERT  LEE,  JR.,  SGT,  PRINCE  HILLIAM  CO  PD,  MANASSAS,  VIRGINIA  -  JULY  19,  2077 
CORNETT,  EDHARD  L.,  DET  SGT,  KY  SPOL,  FRANKFORT,  KENTUCKY  -  SEPTEMBER  12,  2077 
CORRINGTON,  ROBERT  A,  CPT,  PD,  SHARTZ  CREEK,  MICHIGAN 
CORSI,  CLYDE  E. ,  LT,  PD,  IDAHO  FALLS,  IDAHO  -  MARCH  23,  2092 
CORSO,  PETER  N,  COP,  MIAMI  BEACH,  FLORIDA  -  AUGUST  9,  2080 
COSTELLO,  ROBERT  J,  COP,  PEABODY,  MASSACHUSETTS 

COSTIN,  HILLIAM  W. ,  CHF,  BU  OF  EMRGNCY  COMM,  DPS,  RICHMOND,  VIRGINIA  -  DECEMBER  7,  2090 
COTHRAN,  RALPH  H,  COP,  CHATTANOOGA,  TENNESSEE  -  NOVEMBER  2,  2095 
COTHRAN,  THURMAN  DURRELL,  CPT,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  FEBRUARY  18,  2064 
COTZIN,  LARRY,  COP,  MIAMI  BEACH,  FLORIDA  -  FEBRUARY  10,  2082 

COHAN,  IVY  GLYN,  SUPT,  DETENTION  DIV,  PD,  ATLANTA,  GEORGIA  -  DECEMBER  12,  2074 
COHAN,  RESOR  H. ,  COP,  SPENCER,  IOHA  -  MARCH  7,  2066 
COHEN,  DONALD  E.,  COP,  ALLIANCE,  OHIO  -  JUNE  2,  2072 

COHLING,  NEIL  F.,  SGT,  HINNEBAGO  CO  SD,  OSHKOSH,  HISCONSIN  -  NOVEMBER  4,  2097 
COX,  PRICE,  CPT,  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA  -  NOVEMBER  23,  2078 
COYNE,  PAUL  J.,  PTLM,  PD,  FREEHOLD,  NEH  JERSEY  -  FEBRUARY  19,  2052 
CRAMER,  RALPH  F.,  ASST  CHF,  PD,  HAMMOND,  INDIANA  -  OCTOBER  17,  2074 
CRAHFORD,  A.  E. ,  CHF  DEP  SHF,  HINDS  CO  SO,  JACKSON,  MISSISSIPPI  -  JANUARY  15,  2059 
CRAHFORD,  HILLIAM  F.,  SHF  OF  VICTORIA  CO,  VICTORIA,  TEXAS  -  DECEMBER  2,  2094 
CREGAN,  DANIEL  HUNT,  LT,  PD,  ST.  LOUIS,  MISSOURI 
CRENSHAH,  OLVIN  A,  JR,  CPT,  PD,  CHARLOTTE,  NORTH  CAROLINA 

CRETECOS,  JAMES  A.,  CHF,  AGY  FOR  INTRNTNL  DEV-ASIA,  HASHINGTON,  DISTRICT  OF  COLUMBIA 
CREHS,  PHILLIP  HATSON,  MAJ  AND  EXECUTIVE  OFCR,  VA  SPO,  RICHMOND,  VIRGINIA  -  APRIL  8,  2064 
CRICK,  DONALD  OLIN,  DEP  CHF,  ALLEN  CO  PD,  FORT  HAYNE,  INDIANA  -  APRIL,  2089 
CRITTENDON,  JACK  VERNON,  LT,  PD,  HEBSTER  GROVES,  MISSOURI 
CROKE,  HILLIAM  A.,  PTLM,  PD,  HASTINGS  ON  HUDSON,  NEH  YORK 
CRONIN,  JOHN  J,  LT,  PD,  NEH  YORK,  NEH  YORK  -  JULY  8,  2085 
CROOK,  CLAYTON,  COP,  BRUNSHICK,  OHIO  -  AUGUST  14,  2094 
CROOK,  J.  CLARENCE,  PTLM,  PD,  ALTOONA,  PENNSYLVANIA  -  OCTOBER  4,  2043 
CROOKS,  F.  E.,  SGT,  PD,  BATTLE  CREEK,  MICHIGAN  -  JULY  11,  2058 
CROSSETT,  HAROLD  H.,  (SA,  FBI)  COP,  HARLINGEN,  TEXAS  -  MAY  12,  2099 
CROH,  JOHN  T,  COP,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  AUGUST  5,  2083 
CROHDER,  ROBERT  P.,  SGT,  PD,  SAVANNAH,  GEORGIA  -  DECEMBER  12,  2069 
CROHE,  DONALD  S. ,  ASST  CHF,  PD,  ROCHESTER,  MINNESOTA  -  AUGUST  13,  2065 
CROHELL,  EDHIN  K.,  CHF,  KAUAI  CO  PD,  LIHUE,  KAUAI,  HAHAII  -  DECEMBER  28,  2078 
CROHLEY,  EDMUND  S,  COP,  BRISTOL,  CONNECTICUT 

CRUDELE,  RALPH  S.,  DEP  CHF  OF  POL,  PD,  FALL  RIVER,  MASSACHUSETTS  -  OCTOBER  21,  2076 
CRUTCHER,  ANSON  H. ,  DEP,  ST  BD  OF  EQUALIZATION,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  10,  2070 
CRUTCHFIELD,  CHARLES  B.,  CPT,  KY  SPOL,  MADISONVILLE,  KENTUCKY 
CRUZ,  JOHN  LEROY,  COP,  AZTEC,  NEH  MEXICO  -  APRIL  7,  2092 
CSAKY,  NANDOR  L,  CPT,  PD,  BRIDGETON,  MISSOURI  -  FEBRUARY  6,  2080 
CUCCIA,  JOSEPH,  LT,  PD,  PORT  ARTHUR,  TEXAS  -  SEPTEMBER  24,  2085 
CULLINANE,  TIMOTHY  A.,  COP,  HALPOLE,  MASSACHUSETTS  -  MARCH  16,  2063 
CULVER,  GEORGE  H. ,  COP,  GLENS  FALLS,  NEH  YORK  -  NOVEMBER  17,  2060 
CUMMINGS,  ROBERT  THOMAS,  SGT,  HV  SPOL,  CHARLESTON,  HEST  VIRGINIA  -  JUNE  25,  2051 
CUPIT,  EDHARD  C,  CHF  PATL  AND  PROB  OFCR,  ST  ADU,  CARSON  CITY,  NEVADA 
CURLEY,  THOMAS  V.,  CHF  DEP,  LAKE  CO  SO,  GARY,  INDIANA  -  AUGUST  4,  2063 
CURRY,  GEORGE  R,  LT,  PD,  HOODBRIDGE,  NEH  JERSEY  -  FEBRUARY  19,  2082 
CURRY,  JESSE  E,  COP,  DALLAS,  TEXAS  -  JUNE  22,  2080 
CURTIN,  EDHARD  J.,  COP,  HATERTOHN,  NEH  YORK  -  NOVEMBER  11,  2071 
CUTRIGHT,  CARROLL  T,  MAJ,  PD,  AKRON,  OHIO  -  NOVEMBER,  2082 
CUTSHALL,  BURCH  FIEL,  CPT,  PD,  KINGSPORT,  TENNESSEE  -  NOVEMBER  13,  2084 
D  AFILE,  N  LAHRENCE,  COP,  MANSFIELD,  MASSACHUSETTS  -  APRIL  9,  2081 
DAGLEY,  EZRA  L,  MAYOR,  SHELBYVILLE,  INDIANA  -  JANUARY  26,  2094 
,  COP,  LEHISTON,  IDAHO  -  DECEMBER  18,  2072 
LT,  FRESNO  CO  SD,  FRESNO,  CALIFORNIA  -  DECEMBER,  2095 
DPS,  SUNNYVALE,  CALIFORNIA  -  FEBRUARY  13,  2082 
,  LT,  PD,  CINCINNATI,  OHIO  -  JANUARY  24,  2083 
DALTON,  FRANK  E,  LT,  PD,  MARTINSVILLE,  VIRGINIA 
DANA,  HILLIAM  E.,  DEP  SHF, JEFFERSON  CO  SO,  GOLDEN,  COLORADO  -  AUGUST  25,  2055 
DANIEL,  ALVIN  FLOYD,  SA,  TN  BU  OF  INVSTGN,  CAMDEN,  TENNESSEE  -  FEBRUARY  21,  2095 
DAQUILA,  DANIEL  J.,  COP,  DOHNERS  GROVE,  ILLINOIS 
DATOLI,  LOUIS  H. ,  COP,  PLAINVILLE,  CONNECTICUT  -  FEBRUARY,  2092 
DAVIDSON,  GEORGE  E,  LT  COL,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  JULY  29,  2081 
DAVILA,  ANGEL  U,  MAJ,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
DAVIS,  ALFRED  H. ,  COP,  UNIONTOHN,  PENNSYLVANIA  -  JUNE  16,  2075 
DAVIS,  DAMON  ELLIOTT,  SHF  OF  ESSEX  CO,  TAPPAHANNOCK,  VIRGINIA 
DAVIS,  DANIEL  I,  DEP  DIR,  MS  BU  OF  NARC,  MANTEE,  MISSISSIPPI 
DAVIS,  DONALD  P,  MAJ,  PD,  BURLINGTON,  VERMONT  -  FEBRUARY  20,  2089 
DAVIS,  HAROLD  L,  SHF  OF  EL  PASO  CO,  COLORADO  SPRINGS,  COLORADO  -  MAY  24,  2083 
DAVIS,  HOMER  C. ,  COP,  MEDINA,  OHIO  -  JUNE  26,  2086 
DAVIS,  JAMES,  DEP  SHF,  MONTGOMERY  CO  SO,  CLARKSVILLE,  TENNESSEE 
DAVIS,  JAMES  A,  CPT,  AL  BU  OF  INVSTGN,  BIRMINGHAM,  ALABAMA  -  OCTOBER,  2083 
DAVIS,  JEREMIAH,  CPT,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  DECEMBER  23,  2097 
DAVIS,  JESSE  JR.,  LT,  PD,  PARIS,  TEXAS  -  JANUARY,  2097 

MAYO  E.,  SGT,  PD,  TALLAHASSEE,  FLORIDA  -  AUGUST  15,  2078 
PRESTON,  LT,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  16,  2086 
RAYMOND  L,  SHF  OF  BEAVERHEAD  CO,  DILLON,  MONTANA  -  AUGUST  9,  2080 
MAJ,  PD,  VIRGINIA  BEACH,  VIRGINIA  -  JUNE  17,  2081 
COP,  ROANOKE  RAPIDS,  NORTH  CAROLINA  -  MARCH  6,  2060 
COP,  RALEIGH,  NORTH  CAROLINA  -  SEPTEMBER  23,  2071 
ADMIN  SUPPORT  DIR,  PD,  DURHAM,  NORTH  CAROLINA 
HILLIAM  DORAN,  INVSTGR,  CA  DMV,  BAKERSFIELD,  CALIFORNIA  -  NOVEMBER  2,  2077 
DAVISON,  ERNEST  L,  COP,  HIGHTSTOHN,  NEH  JERSEY  -  SEPTEMBER  17,  2082 
DAHLEY,  CHARLES  F,  SHF  OF  CHARLESTON  CO,  CHARLESTON,  SOUTH  CAROLINA  -  OCTOBER  22,  2087 
DAHSON,  LYLE  H. ,  DEP  SHF,  CLAY  CO  SO,  SPENCER,  IOHA  -  SEPTEMBER  13,  2073 
DAX,  HUBERT  E.,  INSPR,  PD,  MILHAUKEE,  HISCONSIN  -  OCTOBER  8,  2057 
DAY,  OHEN  E,  CPT,  PD,  FORT  LAUDERDALE,  FLORIDA  -  JULY  31,  2095 
DEANER,  CHARLES  0.,  DET  SGT,  PD,  LYNCHBURG,  VIRGINIA  -  FEBRUARY  17,  2065 
DEARBORN,  RUSSELL  P.,  COP,  PLYMOUTH,  MASSACHUSETTS  -  SEPTEMBER  23,  2057 
DEARMITT,  HERBERT  FRANCIS,  JR,  DEP  CHF,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK 
DEAVER,  MICHAEL  R.,  MAJ,  UNIV  OF  MO  PD,  COLUMBIA,  MISSOURI  -  FEBRUARY  25,  2080 
REXFORD  N.,  COP,  BRUNSHICK,  GEORGIA  -  MAY  10,  2067 
KENNETH  H. ,  INSPR,  TX  DPS,  AUSTIN,  TEXAS  -  JANUARY  10,  2097 
STANLEY  D.,  CHF  OF  DET,  PD,  PASADENA,  CALIFORNIA  -  DECEMBER  26,  2056 
HARREN  H.,  LT,  PD,  HEST  HARTFORD,  CONNECTICUT  -  JUNE  7,  2037 
PATRICK  J.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  10,  2076 
DEERY,  HILLIAM,  PTLM,  PD,  CAMDEN,  NEH  JERSEY  -  DECEMBER  29,  2050 
DEFRATIS,  ROBERT  L,  SGT,  PD,  CLEVELAND,  OHIO  -  OCTOBER  25,  2081 
DEIGNAN,  CHARLES  J.,  DEP  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER  25,  2071 
DELEE,  JOHN  J.,  COP,  HHITE  PLAINS,  NEH  YORK  -  AUGUST  11,  2065 
DELMAESTRO,  MELVIN,  COP,  PETALUMA,  CALIFORNIA  -  SEPTEMBER  19,  2093 
DELOACH,  JESSE  G. ,  COP,  HAYCROSS,  GEORGIA  -  JUNE  13,  2051 
DENNEEN,  JOHN  F.,  LT,  PD,  QUINCY,  MASSACHUSETTS  -  OCTOBER  1,  2090 
DENT,  JOHN  F.,  PTLM,  PRINCE  GEORGES  CO  PD,  SEAT  PLEASANT,  MARYLAND  -  AUGUST  13,  2059 
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DENTON,  HILLIAH  C. .  LT,  PD,  BROHNSVILLE,  TEXAS  -  DECEMBER  22,  2051 

DERISO,  JOSEPH  M. ,  LT,  SUFFOLK  CO  PD,  YAPHANK,  NEH  YORK 

DERHODY.  HILLIAH  J.,  CPT,  HEBER  CO  SO,  OGDEN,  UTAH  -  OCTOBER  14,  2077 

DERRICO,  DAVID  G. ,  1LT,  PD,  LAHTON,  OKLAHOHA  -  OCTOBER  24,  2077 

DERYCK,  RICHARD  C,  DEP  CHF,  PD,  AKRON,  OHIO  -  OCTOBER  15,  2089 

DEUBLER,  OSCAR  F.  ,  LT,  SUPT  OF  IDENT  BU,  LITTLE  ROCK,  ARKANSAS  -  JANUARY  1,  2047 

DEVERY,  JAHES  E.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  2,  2068 

DEVITT,  T.  K.,  DEP  SHF,  PLAQUEHINE  PARISH  SO,  POINTE  A  LA  HACHE,  LOUISIANA  -  FEBRUARY  5,  2068 

DEHALT,  RANKIN  L.,  COP,  TEXAS  CITY,  TEXAS  -  AUGUST  29,  2091 

DEHS,  SAM  ALEXANDER,  JR.,  LT,  PD,  NASHVILLE,  TENNESSEE  -  JANUARY  31,  2074 

DICKENS,  CHARLES  E.,  CHF,  VALLEY  FORGE  ST  PRK  POL,  VALLEY  FORGE,  PENNSYLVANIA  -  NOVEMBER  17,  2073 

DIER,  BERNARD  H,  CPT,  PD,  CHICAGO,  ILLINOIS 

DIES,  BENJAMIN  F.,  POL  SCNCE  INSTRCTR,  TRINIDAD  S,  TRINIDAD,  COLORADO  -  APRIL  4,  2067 

DIGNAN,  JAMES  G.  ,  CPT,  ALAMEDA  CO  SO,  OAKLAND,  CALIFORNIA  -  JULY  25,  2079 

DILIETO,  BIAGIO,  COP,  NEH  HAVEN,  CONNECTICUT 

DILMORE,  MARCUS  V.,  MAYOR,  HORSEHEADS,  NEH  YORK 

DINARDO,  PAUL  A,  DET  CPT,  PD,  BINGHAMTON,  NEH  YORK  -  JUNE  4,  2097 

DITTRICH,  PAUL  H. ,  COP,  CLIFTON,  NEH  JERSEY  -  OCTOBER  31,  2057 

DIXON,  BEN  F.,  LTC,  ASST  CHF,  PD,  CINCINNATI,  CINCINNATI,  OHIO  -  APRIL  4,  2073 

DIXON,  DELAVAN  LEHIS,  LT,  PD,  RAHLINS,  HYOMING  -  JUNE  4,  2096 

DIXON,  ROBERT  F.,  SUPT,  MILFORD,  CONNECTICUT  -  FEBRUARY  20,  2072 

DIXON,  THOHAS  H. ,  CPT,  PD,  CINCINNATI,  OHIO  -  AUGUST  28,  2090 

DOBERSTYN,  HENRY  E.,  DEP  INSPR,  PD,  CLEVELAND,  OHIO  -  JUNE  29,  2090 

DOBROVOLNY,  FRED,  COP,  MINOT,  NORTH  DAKOTA  -  MARCH  4,  2078 

DODGE,  FORREST  M. ,  MAJ,  ASST  CHF,  PD,  LOUISVILLE,  KENTUCKY 

DODSON,  LARRY  G,  SGT,  PD,  ODESSA,  TEXAS 

DODSON,  HARREN,  COP,  ABILENE,  TEXAS 

DOEPPE,  GEORGE  J,  SR,  CPT,  HENRICO  CO  PD,  RICHMOND,  VIRGINIA 

DOERFLER,  FRED  H. ,  COP,  SPRINGFIELD,  ILLINOIS  -  JULY,  2089 

DOERFLER,  ROY  C,  JUVENILE  OFCR,  WILL  CO,  JOLIET,  ILLINOIS 

DOERNER,  JOHN  STEPHEN,  LT,  EAST  BATON  ROUGE  PARISH  SO,  BATON  ROUGE,  LOUISIANA  -  JULY,  2095 

DOHERTY,  JOSEPH  E.,  LT,  PD,  HOBURN,  MASSACHUSETTS  -  APRIL  15,  2068 

DOITCHINOFF,  SIMON,  ASST  CHF,  NM  SPOL,  SANTA  FE,  NEH  MEXICO 

DOLAN,  LESLIE  C. ,  CPT,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  23,  2088 

DOMICH,  EDHARD  D,  CPT,  PD,  SACRAMENTO,  CALIFORNIA  -  JANUARY  18,  2083 

DOMINY,  HILLIAH  C. ,  MAJ,  GA  DPS,  ATLANTA,  GEORGIA  -  APRIL  1,  2078 

DONALD,  MALCOLM,  COP,  HESTFIELD,  MASSACHUSETTS  -  DECEMBER,  2090 

DONNELLY,  CYRIL  J.,  CHF  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK 

DONNELLY,  HENRY  P.,  CHF  HQ  DIV,  TRANSIT  PD,  NEH  YORK,  NEH  YORK  -  FEBRUARY  19,  2091 

DONNELLY,  THEODORE  F.,  DEP  CHF  INSPR,  SUFFOLK  CO  PD,  YAPHANK,  NEH  YORK 

CHF,  BERGEN  CO  PD,  HACKENSACK,  NEH  JERSEY  -  MAY  5,  2071 

COP,  HARRISON,  NEH  YORK 
NEH  YORK,  NEH  YORK 


JULY  18,  2069 


AUGUST  17,  2081 


PD,  .. 

CHF  OF  CO  DET,  CAPE  MAY  CO  PRO,  CAPE  MAY  COURT  HOUSE,  NEH  JERSEY  -  APRIL  29,  2075 


DONOHUE,  MATTHEH  J 

DONOVAN,  WILLIAM  H. , 

DOUCET,  ROBERT  J,  LT 

DOUGHERTY,  GEORGE  H. 

DOUGHTY,  OTIS  E,  DEP  CHF,  PD,  EVERETT,  HASHINGTON 

DOWD,  HAROLD  R.,  COP,  MAPLEHOOD,  NEW  JERSEY  -  MARCH  19,  2069 

DOWELL,  DARLON  C. ,  SGT,  PD,  VENTURA,  CALIFORNIA  -  AUGUST  7,  2078 

DOWELL,  WILLIAM  H. ,  COP,  MADERA,  CALIFORNIA  -  MAY  31,  2072 

DOHIE,  WILLIAM  JOHN,  SR.,  CPT,  PD,  NEW  ORLEANS,  LOUISIANA  -  AUGUST  29,  2059 

DOWNING,  AUGUSTUS,  CRIM  INVSTGR,  ONI,  NORFOLK,  VIRGINIA  -  MARCH  23,  2079 

DOHNS,  JAMES  C. ,  CPT,  PD,  BALTIMORE,  MARYLAND  -  SEPTEMBER  30,  2053 

DOWNS,  JAMES  PERRY,  CPT,  PD,  YAZOO  CITY,  MISSISSIPPI  -  JULY  10,  2080 

DOWSON,  KENNETH  GEORGE,  INSPR,  HINNIPEG  PD,  WINNIPEG,  CANADA  -  SEPTEMBER  19,  2089 

DOYLE,  ANTHONY  E,  LT,  PD,  BALTIMORE,  MARYLAND  -  AUGUST  23,  2085 

DOYLE,  JOHN  S.,  SUPV,  CALCASIEU  PARISH  SD,  LAKE  CHARLES,  LOUISIANA  -  AUGUST,  2095 

DRAGEL,  DANIEL  T.,  CPT,  PD,  CHICAGO,  ILLINOIS  -  FEBRUARY  5,  2074 

DRANE,  RICHARD  E,  COP,  FOREST  PARK,  ILLINOIS  -  MAY  31,  2083 

DRENNAN,  ROBERT  D. ,  CPT,  PD,  EL  PASO,  TEXAS  -  JULY  27,  2071 

DREYER,  FRANK  G.,  CHF  OF  DET,  ESSEX  CO  SO,  NEWARK,  NEW  JERSEY  -  SEPTEMBER  26,  2059 

DRISCOLL,  WILLIAM  J,  CHF  CRIM  DEP,  HASHOE  CO  SO,  RENO,  NEVADA  -  DECEMBER  15,  2087 

DRIVAS,  PENNY  J,  SHF  OF  ONEIDA  CO,  RHINELANOER,  HISCONSIN 

DROHNS,  ROBERT  H,  DET,  PD,  COON  RAPIDS,  MINNESOTA  -  DECEMBER  18,  2095 

DRYE,  CHARLES  MAC,  PTLM,  PD,  ALBEMARLE,  NORTH  CAROLINA  -  DECEMBER  19,  2078 

DUBOIS,  ALBERT  E.,  COP,  NORTH  MIAMI  BEACH,  FLORIDA  -  MARCH  5,  2076 

DUCKETT,  ELLIS  H,  PTLM,  PD,  RICHMOND,  INDIANA  -  JULY  23,  2075 

DUDLEY,  N  G,  COP,  DARLINGTON,  SOUTH  CAROLINA  -  JUNE,  2081 

DUDZIK,  JOSEPH  E,  INSPR,  PD,  HAMMOND,  INDIANA  -  FEBRUARY  17,  2083 

DUFFY,  JOHN  F,  SHF  OF  SAN  DIEGO  CO,  SAN  DIEGO,  CALIFORNIA  -  MARCH  27,  2093 

DUFUR,  WOFFARD  WAYNE,  PTLM,  PD,  CARMEL,  CALIFORNIA  -  MAY  5,  2057 

DUGGER,  LEIGHTON  L.,  CPT,  PD,  SPOKANE,  HASHINGTON  -  SEPTEMBER  14,  2074 

DUKE,  FORREST  LEE,  CPT,  PD,  SANTA  ANA,  CALIFORNIA  -  JANUARY  5,  2077 

DUKE,  STRATFORD  B,  CIC,  USA,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY,  2086 

DUNBAR,  ROBERT  H,  CPT,  OH  SHP,  COLUMBUS,  OHIO 

DUNCAN,  CLAUDE  M. ,  CPT,  PD,  EL  CAJON,  CALIFORNIA  -  APRIL  24,  2061 

DUNPHY,  CLIFFORD  H. ,  COP,  RAHHAY,  NEW  JERSEY  -  APRIL  30,  2067 

DURHAM,  CECIL  LEE,  CPT,  PD,  KINGSPORT,  TENNESSEE 

DURHAM,  CONNIE  0.,  COP,  CHARLOTTESVILLE,  VIRGINIA  -  SEPTEMBER  25,  2077 

DUTROH,  ROBERT  L.,  LT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND  -  JANUARY  13,  2066 

DHYER,  DONALD  R,  USHF,  ANOKA  CO  SO,  ANOKA,  MINNESOTA  -  AUGUST  27,  2088 

DHYER,  JOHN  T,  COMR  OF  PUB  SERV,  MEMPHIS,  TENNESSEE 

DHYER,  ROBERT  K,  JUDGE,  COURT  OF  CRIM  APPEALS,  MEMPHIS,  TENNESSEE 

DYER,  GLENN  E,  SHF  OF  ALAMEDA  CO,  OAKLAND,  CALIFORNIA  -  JULY  28,  2099 

DYKE,  ELMER  E,  INVSTGR,  KNOX  CO  COMM,  KNOXVILLE,  TENNESSEE  -  OCTOBER  29,  2082 

DYKES,  EVERETT  L.,  COP,  KINGSPORT,  TENNESSEE  -  AUGUST  3,  2087 

EARL,  ANDREW  RAY,  SA,  TN  BU  OF  INVSTGN,  CLARKSVILLE,  TENNESSEE  -  MARCH  21,  2096 

EARLY,  RAY  HARMON,  SR.  ,  COP,  AHOSKIE,  NORTH  CAROLINA  -  MAY  10,  2077      «__,,.„.  ,a   ,AC/ 

EASLEY,  CHARLES  H. ,  AGENT,  TN  BU  OF  CRIM  IDENT,  CHATTANOOGA,  TENNESSEE  -  FEBRUARY  19,  2054 

EASON,  RAY  C,  LT,  PD,  FLORENCE,  SOUTH  CAROLINA 

EASTERLING,  HILLIAH  R,  CPT,  DPS,  TEXARKANA,  ARKANSAS  -  APRIL  12,  2089 

EASTMAN,  CHARLES  RICHARO,  COMR  OF  POL,  CANANDAIGUA,  NEH  YORK  -  OCTOBER  20,  2095 

EASTMAN,  GEORGE  D. ,  DIR  OF  PUB  SFTY,  PONTIAC,  MICHIGAN  -  OCTOBER  30,  2091 

EATON.  BERHYN  C,  CPT,  PD,  ROSEBURG,  OREGON  -  NOVEMBER  11,  2078 

EBBIN,  DANIEL,  ASST  DIR,  NASSAU  CO  PROBATION,  MINEOLA,  NEH  YORK  -  OCTOBER,  2092 

ECKBLOOM,  DOUGLAS  A.,  CPT,  PD,  JAMESTOWN,  NEH  YORK  -  AUGUST  2,  2078 

EDELMAN,  BERN  F,  CHF,  COLUMBIA  BOR  PD,  COLUMBIA,  PENNSYLVANIA  -  JANUARY  27,  2099 

EDMONDS,  EDHARD  V,  COP,  BRADFORD,  PENNSYLVANIA 

EDWARDS,  GEORGE  A,  INSPR,  PD,  FLINT,  MICHIGAN  -  DECEMBER  24,  2079 

EDHARDS,  HOMER  R.,  CPT,  PD,  ALLIANCE,  OHIO  -  JANUARY  27,  2051 

EDHARDS,  H.  R.  ,  IDENT  OFCR,  NM  SPOL,  SANTA  FE,  NEH  MEXICO  -  NOVEMBER  6,  2070 

EGLISKIS,  EDWARD  M. ,  LT,  PD,  BRISTOL,  CONNECTICUT  -  JANUARY  26,  2071 

EGNOR.  EARL  S.,  LT,  PD,  WILMINGTON,  DELAWARE  -  APRIL  13,  2069 

EHRHARDT,  RICHARD  L.,  CPT,  PD,  KANSAS  CITY,  MISSOURI  -  AUGUST  13,  2073 

EIDAM,  ROBERT  E.,  CPT,  PD,  ATHENS,  GEORGIA  -  NOVEMBER  1,  2052 

EISENHUT,  LESTER  H. ,  PTLM,  PD,  FORT  HAYNE,  INDIANA  -  MAY  18,  2079 

EISENTRAUT,  JEAN  L.,  SGT  I,  PD,  LOS  ANGELES,  CALIFORNIA 
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JANUARY  3,  2083 


SEPTEMBER  23,  2060 


EISKAMP,  ARTHUR  H. ,  LT,  PD,  TENAFLY,  NEH  JERSEY  -  JUNE  12,  2052 

ELARI0N0FF,  GILBERT,  CPT,  HI  CO  PD,  HILO,  HAHAII  -  MAY  18,  2092 

ELDRED,  RAY  L.,  JR.,  COP,  SAYRE  BOROUGH,  PENNSYLVANIA  -  MAY  5,  2099 

ELDREDGE,  BARRY  D,  COP,  CHATHAM,  MASSACHUSETTS  -  JANUARY  26,  2098 

ELLING,  HALTER  A.,  SHF  OF  ONTARIO  CO,  CANADAIGUA,  NEH  YORK  -  MAY  13,  2050 

ELLIS,  ALFRED  G. ,  CPT,  PD,  FRESNO,  CALIFORNIA 

ELLIS,  ALFRED  T,  SR  AGENT,  TN  BU  OF  CRIM  IDENT,  NASHVILLE,  TENNESSEE 

ELLIS,  CHARLES  H,  SA,  FL  DEPT  OF  CRIM  LAW  ENF,  MIAMI,  FLORIDA  -  AUGUST  10,  2088 

ELLIS,  GEORGE  A.,  DET,  PD,  CAMDEN,  NEH  JERSEY  -  JANUARY  26,  2064 

ELLIS,  RAYMOND  N,  JR,  COP,  MONROVIA,  CALIFORNIA  -  JUNE  2,  2088 

ELLIS,  VERNE  R.,  COP,  MANSFIELD,  TEXAS 

ELLISON,  DENNIE  LUTHER,  COP,  PARIS,  TENNESSEE 

ELMORE,  ALBERT  C,  LT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  APRIL  23,  2070 

EMBRY,  THOMAS  HARRY,  CPT,  GA  SPTL,  ATLANTA,  GEORGIA  -  FEBRUARY  26,  2082 

EMERY,  HILBUR  H,  COP,  MADISON,  WISCONSIN 

ENGEN,  ARNOLD  C,  COP,  COEUR  D  ALENE,  IDAHO 

ENGLAND,  ALFRED  VICTOR,  CHF  OF  CORCTNS  DIV,  LOS  ANGELE,  LOS  ANGELES,  CALIFORNIA 

ENGLER,  JOHN  A,  CPT,  CHF  OF  INSPR,  PD,  SAN  FRANCISCO,  CALIFORNIA 

ENGLISH,  H.  CLARK,  INSPR,  SAN  BERNARDINO  CO  SO,  SAN  BERNARDINO,  CALIFORNIA  -  FEBRUARY  8,  2058 

ENGLISH,  HAROLD  L.,  COP,  SANTA  MARIA,  CALIFORNIA  -  JULY  21,  2071 

ENGLISH,  JAMES,  DIR,  TN  BU  OF  CRIM  INVSTGN,  NASHVILLE,  TENNESSEE  -  MARCH  10,  2067 

ENGLISH,  JAMES  L.,  CHF  OF  INSPR,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  SEPTEMBER  23,  2067 

ENLOE,  HAROLD  C,  COP,  ASHEVILLE,  NORTH  CAROLINA  -  NOVEMBER  27,  2051 

ENRIGHT,  ROSS,  COP,  PERRYSBURG,  OHIO  -  MAY  2,  2066 

EPPERSON,  CHARLES  W. ,  LT,  IN  SPOL  DEPT,  INDIANAPOLIS,  INDIANA 

ERICKSEN,  CHARLES  M.  ,  DEP  SHF,  BROWARD  CO  SO,  FORT  LAUDERDALE,  FLORIDA  -  JUNE  14,  2073 

ERICKSON,  EDWARD  C. ,  CPT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  23,  2073 

ERICSON,  CARL  J,  CHF,  DPS,  CHARLESTON,  SOUTH  CAROLINA  -  NOVEMBER  24,  2091 

ERKE,  OSCAR,  FORMAN,  AR  HIGHWAY  DEPT,  FORT  SMITH,  ARKANSAS  -  MAY  27,  2072 

ESKEN,  CHARLES,  CPT,  PD,  PEORIA,  ILLINOIS  -  MAY  8,  2065 

ESPOSITO,  FRED  F.,  CPT,  PD,  NEW  HAVEN,  CONNECTICUT  -  DECEMBER  22,  2070 

ESTES,  WILLIAM  DAVIS,  SGT,  TX  DPS,  TEXARKANA,  TEXAS  -  JUNE  20,  2098 

EVANS,  CLAUDE  B.,  INSPR,  PD,  AMARILLO,  TEXAS  -  DECEMBER  18,  2061 

EVANS,  EMRYS  R. ,  INSPR,  PD,  DEARBORN,  MICHIGAN 

EVANS,  JAMES  R.,  COP,  CHICO,  CALIFORNIA 

EVANS,  W.  LEON,  SUPT,  MOUNT  RUSHMORE  NATL  MEMO,  KEYSTONE,  SOUTH  DAKOTA  -  OCTOBER  5,  2068 

EVANS,  WALTER  A.,  DIR,  CNTRL  CRIML  RCRDS  EXCHANG,  RICHMOND,  VIRGINIA  -  DECEMBER  30,  2068 

EVERETT,  HARRY  T.,  COP,  SOUTH  BEND,  INDIANA  -  MAY  7,  2079 

EWTON,  GLENN  W. ,  JR.,  SGT,  PD,  HOUSTON,  TEXAS 

FABBRI,  JOHN  V.,  COP,  FREMONT,  CALIFORNIA  -  JUNE  29,  2075 

FAHY,  JOHN  WILLIAM,  CPT,  PD,  NEW  YORK,  NEW  YORK 

FAIRBANKS,  VANCE  D. ,  MAJOR,  PD,  TAMPA,  FLORIDA  -  FEBRUARY  21,  2077 

FALCON,  MERVIN  R,  CPT,  TANGIPAHOA  PARISH  SO,  AMITE,  LOUISIANA  -  JANUARY  9,  2085 

FALES,  HARRY  E,  SUPT,  CITY-CO  IDENT  BU,  WILMINGTON,  NORTH  CAROLINA 

FALK,  CARL  W. ,  COP,  PORT  HURON,  MICHIGAN  -  MARCH  10,  2092 

FALKENRATH,  SHERMAN,  CAPTAIN,  PD,  SALT  LAKE  CITY,  UTAH  -  SEPTEMBER  5,  2060 

FALZONE,  FRED,  CHIEF  OF  POLICE,  GARWOOD,  NEW  JERSEY  -  FEBRUARY  4,  2079 

FAMBROUGH,  LARRY  WAYNE,  CPT,  PD,  DALLAS,  TEXAS 

FANTIGROSSI,  ANTHONY  L,  MAJOR,  PD,  ROCHESTER,  NEH  YORK  -  JUNE  7,  2083 

FARLEY,  EUGENE  WORTH,  CONSTABLE,  TEMPE  JUSTICE  PRECI,  TEMPE,  ARIZONA  -  JUNE  6,  2088 

FARLEY,  THOMAS  B.,  CAPTAIN,  PD,  KANSAS  CITY,  MISSOURI  -  APRIL  17,  2070 

FARRALLY,  WILLIAM  ROBERT,  LT,  NJ  SPOL,  TRENTON,  NEW  JERSEY  -  JUNE  13,  2058 

FARTHING,  AARON  W,  CPT,  PD,  EVANSVILLE,  INDIANA 

FAULSTICH,  WILLIAM  L.,  EXECTVE  SECRTRY,  CA  PEACE  OFCR,  SACRAMENTO,  CALIFORNIA  -  JUNE  21,  2070 

FEHILY,  WILLIAM  S.,  CHIEF  OF  POLICE,  EAST  ORANGE,  NEW  JERSEY  -  NOVEMBER  13,  2071 

FEHLAUER,  LEONARD,  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  SEPTEMBER  1,  2098 

FEID,  ALBERT  J.,  DEP  CHF,  PD,  EAST  PROVIDENCE,  RHODE  ISLAND  -  JULY  27,  2071 

FELDER,  JAMES  C,  INSPR,  MS  HHWAY  SFTY  PTRL,  JACKSON,  MISSISSIPPI  -  DECEMBER  8,  2076 

FELTON,  CHARLES  E.,  DEP  CHF,  PD,  GREAT  BARRINGTON,  MASSACHUSETTS  -  AUGUST  4,  2054 

FELTS,  HIRAM  C,  DEP  CHF,  PD,  LONGVIEW,  TEXAS  -  NOVEMBER  12,  2083 

FENNELL,  NORMAN  ALBERT,  LT,  PD,  HARWICH,  MASSACHUSETTS  -  AUGUST  13,  2091 

FENTY,  MICHAEL  ANTHONY,  LT,  PD,  NEW  YORK,  NEW  YORK 

FERENCZ,  MICHAEL,  INVSTGR,  BU  OF  INVSTGN,  PA  ST,  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  2,  2062 

FERGIONE,  ANTHONY  L. ,  COP,  NORTHAMPTON  TSP  PD,  RICHBORO,  PENNSYLVANIA  -  NOVEMBER  17,  2074 

rrn^SS;  TH0MAS  J0HN '  SUPT '  R0YAL  ULSTER  CONSTABULAR,  BELFAST,  NORTHERN  IRELAND  -  MARCH  21,  2097 

FERNANDEZ,  CRUZ  S.,  DEP  SHF,  EDDY  CO  SO,  CARLSBAD,  NEW  MEXICO  -  AUGUST  20,  2065 

FERRAZZI,  WILLIAM,  CHIEF  OF  POLICE,  PD,  QUINCY,  MASSACHUSETTS  -  MARCH  8,  2066 

FERRONE,  BRIAN  JOSEPH,  DET,  PD,  BEACON,  NEW  YORK  -  JULY  11,  2081 

r{uH,E!5ED2l  GE0RGE  S0ARES-  ACTING  CHIEF  OF  POLICE,  PD,  SANTA  MONICA,  CALIFORNIA  -  JANUARY  29,  2047 

FINDLAY,  DANIEL  P.,  CPT,  PD,  EAST  ORANGE,  NEW  JERSEY  -  MAY  18,  2091 

FINEGAN,  CARL  R,  SHF  OF  LORAIN  CO,  ELYRIA,  OHIO  -  FEBRUARY  19,  2081 

F INLAY,  DONALD  J.,  CHF,  SOUTHAMPTON  VILLAGE  PD,  SOUTHAMPTON,  NEW  YORK 

FINLEY,  CHARLES  A.,  PATROLMAN,  PD,  DYERSBURG,  TENNESSEE  -  JUNE  6,  2092 

FINNEY,  CLYDE  L.,  LIEUTENANT,  PD,  SCRANTON,  PENNSYLVANIA  -  OCTOBER  23,  2062 

FIORINO,  D.  RICHARD,  LIEUTENANT,  PD,  HARTFORD,  CONNECTICUT  -  JUNE  30,  2065 

FISCHER,  EDWARD  P.,  SGT,  PD,  CARMEL,  CALIFORNIA 

FISHER,  JAMES  A,  SHF  OF  TIPPECANOE  COUNTY,  LAFAYETTE,  INDIANA 

FISHER,  NEWTON  T,  ASST  CHF  OF  TECHNICAL  SERV,  PD,  DALLAS,  TEXAS 

FISHER,  RUSSELL  STANLEY,  COP,  HILLSBOROUGH,  CALIFORNIA  -  MAY  2,  2082 

FISHER,  W.  W.,  CAPTAIN,  PD,  CHARLESTON,  WEST  VIRGINIA  -  APRIL  18,  2073 

FISHER,  WILLIAM  W,  CHF,  SO  HOUSTON  PD,  HOUSTON,  TEXAS 

FITZSIMMONS,  ROBERT  C,  JR.,  DIR  OF  SEC,  LIB  NATL  BNK  &  TRU,  BUFFALO,  NEW  YORK 

FITZSIMMONS,  T.  BYRON,  CHIEF  OF  POLICE,  SOUTH  ORANGE,  NEW  JERSEY  -  OCTOBER  17,  2076 

FITZSIMONS,  NORTON  T.,  CPT,  VT  DPS,  MONTPELIER,  VERMONT  -  SEPTEMBER  14,  2068 

FLAHERTY,  THOMAS  S.,  LT,  PD,  PORTLAND,  MAINE 

FLAHERTY,  WALTER  F.,  LIEUTENANT,  PD,  WATERTOWN,  MASSACHUSETTS  -  JULY  25,  2077 

FLANAGAN,  JAMES  HILMER,  LT,  PD,  AKRON,  OHIO  -  JULY,  2098 

FLANARY,  JOE  A,  MAJ,  PD,  KINGSPORT,  TENNESSEE  -  OCTOBER  25,  2092 

LLAwISAN.',J0HN  C'  EXECUTIVE  DIR,  AK  POL  STNDRDS,  ANCHORAGE,  ALASKA  -  NOVEMBER  23,  2081 

FLAVIN,  HAROLD  P,  CPT,  PD,  SYRACUSE,  NEH  YORK  -  JULY  11,  2091 

FLEMING,  BERNARD  S,  ACTING  CHIEF,  BROOKLINE,  MASSACHUSETTS  -  MARCH  21,  2083 

FLEMING,  BOYNTON  H. ,  SHF  OF  CAMERON  CO,  BROWNSVILLE,  TEXAS  -  OCTOBER  i8,  2077 

FLEMING,  JOSEPH  T,  SGT,  PD,  WELLESLEY,  MASSACHUSETTS  -  MARCH  21,  2083 

rh^HE5A.  .P,HI.LJP  B"  CHIEF  0F  P0LICE,  CARTHAGE,  NEW  YORK  -  JANUARY  9,  2067 

FLOHR,  MELVIN  F,  COP,  SANTA  ROSA,  CALIFORNIA  -  MARCH  20,  2080 

FLOOD,  MAURICE  CARL,  COP,  ELYRIA,  OHIO  -  MARCH  7,  2094 

r,L^R'  R25.E,RI  °'  ASST  DIR'  SEC  DIV'  DEPT  0F  ENE'  IDAH0  FALLS,  IDAHO  -  FEBRUARY  18,  2087 
FLOOD,  THOMAS  F,  DEP  CHF,  PD,  NEW  BEDFORD,  MASSACHUSETTS  -  AUGUST  6,  2080 

rL9u2'  HISR.YrADDIS0N'  JR'  CPT'  VA  P0RT  AUTH  PD'  NORFOLK,  VIRGINIA  -  FEBRUARY  9,  2089 

FLYNN,  JOHN  E.,  SGT,  PD,  PORTSMOUTH,  VIRGINIA 

FLYNN,  ROBERT  EMMETT,  CHIEF  OF  POLICE,  CUMBERLAND,  MARYLAND  -  MARCH  16,  2065 

FOLDS,  GEORGE  R,  CAPTAIN,  PD,  AUGUSTA,  GEORGIA 

c2hEY,'  \^tl   E;aJR."  CHF  DEP'  CUMBERLAND  CO  SO,  PORTLAND,  MAINE  -  SEPTEMBER  15,  2076 

FOLLO,  JOSEPH  MICHAEL,  CHIEF  OF  POLICE,  PD,  EAST  HAVEN,  CONNECTICUT  -  JUNE  3,  2065 

FONTAINE,  PAUL  J.,  SERGEANT,  PD,  KEENE,  NEH  HAMPSHIRE  -  APRIL  26,  2075 
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FOOTE,  NORMAN  C. ,  CHIEF  OF  POLICE,  HOQUIAM,  HASHINGTON  -  FEBRUARY  28,  2078 
FORBERG,  LAHRENCE  S,  CPT,  PD,  CHICAGO,  ILLINOIS  -  JULY,  2093 

ADDISON  H,  COP,  BERKELEY,  CALIFORNIA  -  JULY,  2093 
EDHARD  H.,  INSPECTOR,  PD,  SAN  ANTONIO,  TEXAS 

DOUGLAS  0.,  ASST  COMR,  RCMP,  OTTAHA,  CANADA 

EDHARD  G,  INSPR,  RCMP,  DELTA,  CANADA 
FORRESTER,  LEONARD  HELDON,  CAPTAIN,  PD,  LUBBOCK,  TEXAS  -  JANUARY  16,  2068 
FORTENBERRY,  EDGAR,  (SA,  FBI),  INVSTGR,  MI  ST  SOVE,  HATTIESBURG,  MISSISSIPPI 
FORTH,  GEORGE,  COP,  HAYHARD,  CALIFORNIA  -  DECEMBER  26,  2087 

FORTIN.  GASTON  A,  SEC  SPECLST,  NAVAL  AIR  STATION,  NORFOLK,  VIRGINIA  -  FEBRUARY  23,  2088 
FORTSON,  HAROLD  0.,  LT,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  JULY  31,  2072 
FOSTER   FRED  E.,  LT,  SUPT  OF  IDENT  DIV,  PD,  JACKSON,  MICHIGAN  -  JUNE  29,  2063 
FOSTER,  RICHARD  R. ,  DIR  OF  PUB  SFTY,  RICHMOND,  VIRGINIA  -  MARCH  27,  2055 
FOURNIER,  JOHN  P,  COP,  LYNN,  MASSACHUSETTS  -  SEPTEMBER,  2078 
FOUTZ   RICHARD  E.,  DIR,  BU  OF  INVSTGN,  ST  AUDITOR,  HARRISBURG,  PENNSYLVANIA 
FOHLER,  LEE  0.,  JR.,  LT,  PD,  FORT  WORTH,  TEXAS 
FOX,  EMMETT  P,  COP,  COLUMBIA,  TENNESSEE 

FOXHORTH,  HENRY  H. ,  LIEUTENANT,  PD,  SUMTER,  SOUTH  CAROLINA  -  JULY  12,  2071 
FOY,  JOHN  J.,  INVSTGR,  DMV,  ALBANY,  NEH  YORK 

FRAGASSI,  CHARLES  C,  INSPECTOR,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  AUGUST  29, 
FRANCIS,  RAMON  H,  LT,  PD,  LYNDHURST,  NEH  JERSEY  -  OCTOBER  22,  2081 
FRANK,  GEORGE  H. ,  CAPTAIN,  PD,  MAHANOY  CITY,  PENNSYLVANIA  -  OCTOBER  13,  2076 
FRANKLIN,  HALTER  R.,  CHF,  FAYETTE  CO  PTL,  LEXINGTON,  KENTUCKY  -  OCTOBER  8,  2071 
FRANKS,  CHARLES  H. ,  CHF  OF  SEC,  FL  JR  COLLEGE  AT  J,  JACKSONVILLE,  FLORIDA 
FRASER,  RALPH  ELDER,  CPT  OF  DET,  PD,  LEHISTON,  MAINE 

FRATIES.  ROY  C. ,  CHIEF  OF  POLICE,  PD,  CARMEL,  CALIFORNIA  -  JANUARY  20,  2065 
FRAZEE,  HILLIAM  EDHARD,  HARRENT  OFC,  PD,  SEATTLE,  HASHINGTON  -  MAY  29,  2091 
FRAZIER,  JOSEPH  H. ,  SUPT  OF  POL,  PD,  RADFORD,  VIRGINIA  -  FEBRUARY  24,  2056 

FRAZIER,  LARRY  M.  ,  MAJ,  HARRIS  CO  SD,  HOUSTON,  TEXAS  -  FEBRUARY  21,  2098       rrnTrunrn  -,   ,AOO 
FREDERICK,  ROBERT  J.,  JR.,  SEC  OFCR,  US  ATOMIC  ENERGY  COM,  LAS  VEGAS,  NEVADA  -  SEPTEMBER  7,  2089 
FREDERICKS,  MERLE  D,  USHF,  ORLEANS  CO,  ALBION,  NEH  YORK  -  MARCH  7,  2099 
FREEMAN,  JACKIE  V,  DET,  PD,  THIN  FALLS,  IDAHO  -  MAY  10,  2096 
FRENCH,  HUGH  B.,  COP,  SAN  DIEGO,  CALIFORNIA 

FRENCH  HILLIAM  M. ,  OFCR,  US  FOREST  SERV,  NEVADA  CITY,  CALIFORNIA  -  OCTOBER  29,  2048 
FREYTES-ALVAREZ,  ISRAEL,  LTC,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
FRIESE,  STANLEY  K.,  CAPTAIN,  PD,  SALEM,  OREGON  -  JUNE  6,  2055 
FRIIS,  JAN  H.,  LT,  RADNOR  TSP  PD,  WAYNE,  PENNSYLVANIA  -  DECEMBER  25,  2093 
FRISCO,  JOHN  PAUL,  SGT,  WINDCREST  PD,  SAN  ANTONIO,  TEXAS  -  DECEMBER  13,  2085 
FROELKH,  NORRIS,  CHF  DEP,  LAKE  CO  SO,  WAUKEGAN,  ILLINOIS  -  FEBRUARY  6,  2078 
FROMME,  HARRY  D. ,  CHIEF  OF  POLICE,  PD,  MOLINE,  ILLINOIS  -  NOVEMBER  18,  2054 
FRUITT,  CECIL  W.,  CHIEF  OF  POLICE,  CORVALLIS,  OREGON  -  FEBRUARY  17,  2072 
FRYE,  WILLIAM  H,  SHF  OF  LIVINGSTON  CO,  PONTIAC,  ILLINOIS  -  NOVEMBER  27,  2084 
FULK,  ROBERT  D.  ,  COP,  NORTH  CANTON,  OHIO  -  DECEMBER  28,  2079 
FULKERSON,  ERNEST  E.,  CHIEF  OF  POLICE,  PD,  MONTE  VISTA,  COLORADO  -  JANUARY  1, 
FULLER,  THOMAS  B.,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  FEBRUARY  17,  2070 
FURLONG,  WILLIAM  F,  JUSTICE  OF  THE  PEACE,  CARSON  CITY,  NEVADA  -  DECEMBER  20,  2094 
FYKE.  ROBERT  H.  ,  INSPR,  MI  HHWY  SFTY  PTL,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  8,  2067 
GAENG,  G.  GORDON,  CAPTAIN,  PD,  BALTIMORE,  MARYLAND  -  JULY  24,  2075 

GAFFNEY   B.  FRANK,  CHIEF  OF  POLICE,  CUMBERLAND,  MARYLAND  -  JANUARY  5,  2075  ^ 

GAGLIANO.  FRANK  ANTHONY,  SGT,  LOHER  GWYNEDD  TWP  POL,  SPRING  HOUSE,  PENNSYLVANIA  -  FEBRUARY  25,  2096 
GAGLIANO   JOSEPH  S.,  CHIEF  OF  POLICE,  GERMANTOWN,  TENNESSEE  -  JANUARY  14,  2079 
GAINEY,  ARCHIE  L.,  USHF,  FLORENCE  CO  SO,  FLORENCE,  SOUTH  CAROLINA  -  DECEMBER  22,  2075 
GAINSLEY,  ROLLAND  J,  COP,  ANN  ARBOR,  MICHIGAN 
GAISER,  BERNARD,  LT,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK 
GALANTE,  BENEDICT  A,  COP,  MIRAMAR,  FLORIDA  -  JUNE  21,  2094 
GALBREATH,  FRANK  RUSSELL,  DEP  SHF,  VOLUSIA  CO  SO,  NEW  SMYRNA  BEACH,  FLORIDA 
GALER,  PAUL  WAYNE,  CHIEF  OF  POLICE,  OELHEIN,  IOWA  -  NOVEMBER  7,  2070 
GALLAGHER,  DONALD  WAYNE,  CPT,  OR  SPOL,  SALEM,  OREGON 

GALLAGHER   JOHN  J.,  SA,  US  DEPT  OF  AGRICULTURE,  GAINESVILLE,  FLORIDA  -  FEBRUARY  19,  2090 
GALLAGHER,  JOSEPH  J.,  LTC,  PD,  ST.  LOUIS,  MISSOURI  -  FEBRUARY  26,  2066 
GALLAGHER   RAYMOND  P.,  CHIEF  OF  POLICE,  SPRINGFIELD,  MASSACHUSETTS  -  DECEMBER  30,  2075 
GALLATI,  ROBERT  R.,  CHIEF  OF  POLICE,  BROCKTON,  MASSACHUSETTS 
GALLEGOS,  FRED  F.,  CAPTAIN,  PD,  ALBUQUERQUE,  NEH  MEXICO  -  NOVEMBER  9,  2072 
GALLOWAY,  JOE  D. ,  DIR  OF  POL  SCIENCE,  TARRANT  CO,  FORT  WORTH,  TEXAS 
GALLUZZI,  SAMUEL  FRANCIS,  SGT,  PD,  ELMHOOD  PARK,  ILLINOIS  -  OCTOBER  10,  2099 
GAMBLE,  EUGENE  B.,  LIEUTENANT,  PD,  AKRON,  OHIO  -  FEBRUARY  8,  2079 
GAMER,  HILLIAM  F.,  LT,  PD,  NEWPORT,  RHODE  ISLAND 

GANDY   SAMUEL  B.,  NIGHT  CHIEF  OF  POLICE,  PD,  LUFKIN,  TEXAS  -  APRIL  28,  2072 
GANGLOFF,  MARVIN  R,  SR,  CHF  DEP,  SANTA  CRUZ  CO  SD,  SANTA  CRUZ,  CALIFORNIA  -  AUGUST  30,  2088 
GANLEY,  JOHN  P.,  COP,  SALEM,  NEH  HAMPSHIRE  -  MARCH  12,  2089 
GANT,  PAUL  E.,  LIEUTENANT,  PD,  SIOUX  CITY,  IOWA  -  JULY  20,  2070 
GARFIELD,  WILLIAM  HENRY,  DEP  CHF,  PD,  WOODBRIDGE,  CONNECTICUT  -  NOVEMBER  20,  2099 

GARLINGTON*NWILLIAMRR. ^EXECUTIVE  DIR?'C0MMA0N  PEACE  0,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  21,  2078 

GARRETT,  GEORGE  LEON,  DET  SGT,  PD,  REDWOOD  CITY,  CALIFORNIA 

GARRETT   JOSEPH  LARRY,  SGT,  HV  SPOL,,  BRIDGEPORT,  WEST  VIRGINIA  -  AUGUST  30,  2089 

GARRETT   WILLIAM  W. ,  DIV  MANAGER  OF  SEC,  VERTOL  DIV,  PHILADELPHIA,  PENNSYLVANIA  -  JANUARY  24,  2075 

GARTLAND,  MARK  FRANCIS,  LT  CMDR,  ST  LOUIS  CO,  CLAYTON,  MISSOURI  -  SEPTEMBER  15,  2097 

GARTON,  6.  D.,  COL,  ASST  DIR  OF  PUB  SFTY,  RICHMOND,  VIRGINIA  -  DECEMBER  22,  2062 

GARVIN   JAMES  H,  CPT,  BREVARD  CO  SD,  TITUSVILLE,  FLORIDA  -  FEBRUARY  6,  2085 

GARZA.  DAVID,  JR.,  LT,  PD,  INGLEHOOD,  CALIFORNIA 

CASQUE.  J  LEON,  JR,  CPT,  SC  LAH  WNF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  SEPTEMBER  6,  2086 

GATES,  IRVIN  F.,  SHF  OF  RICHARDSON  CO,  FALLS  CITY,  NEBRASKA  -  JULY  16,  2066 

GATLIFF,  HILLIAM  J.,  CHF  DEP  SHF,  CAMERON  CO  SO,  BROHNSVILLE,  TEXAS 

GAUTHIER,  BOBBY  RAY,  PTLM,  PD,  BOSSIER  CITY,  LOUISIANA  -  NOVEMBER  29,  2088 

GAHLER,  JOHN  M. ,  CHF  OF  CO  DET,  MONMOUTH  CO  PRO,  FREEHOLD,  NEW  JERSEY  -  OCTOBER  23,  2069 

GAYNOR,  JOHN  E,  COP,  RUMSON,  NEH  JERSEY  -  MARCH  9,  2085 

GEALER   DENNIS  H. ,  SEC  SPEC!  DENNIS  H  GEALER  ASSO,  PHILADELPHIA,  PENNSYLVANIA  -  MAY  28,  2079 

GE8HARD,  ROBERT  L,  COP,  FORT  HAYNE,  INDIANA  -  DECEMBER  13,  2081 

GEDDA,  GEORGE  R,  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN 

GEIS,  MATTHEH  MICHAEL,  DET,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA  -  JUNE  24,  2063 

GEORGE,  JAMES  R.,  JR.,  LTC,  USA,  FORT  LEAVENHORTH,  KANSAS  -  MARCH  18,  2078 

GERMAN   LEE  CHETHYN,  INSPECTOR,  PD,  LOS  ANGELES,  CALIFORNIA  -  FEBRUARY  20,  2067 

GERNERT,  ALBERT,  DET  CPT,  PD,  HASBROUCK  HEIGHTS,  NEW  JERSEY  -  DECEMBER  23,  2058 

GEYER,  STANGER  RICHARD,  LIEUTENANT,  PD,  DES  MOINES,  IOWA  -  NOVEMBER  7,  2056 

GIANCOLA,  LOUIS,  CHIEF  OF  POLICE,  MAMARONECK,  NEH  YORK  -  SEPTEMBER  21,  2067 

GIBBONS,  HARRY  J.,  CHF  OF  DET,  PD,  SIOUX  CITY,  IOHA  -  JANUARY  16,  2070 

GIBBONS   JAMES  I.,  LT,  BERGEN  CO  PD,  HACKENSACK,  NEH  JERSEY  -  OCTOBER  12,  2079 

GIBBONS,  REDMOND  P.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  NOVEMBER  13,  2057 

GIBBS,  J.  HOHARD,  CHIEF  OF  POLICE,  CRANSTON,  RHODE  ISLAND  -  MAY  15,  2073 

GIBSON,  J.  T.,  CHF  INVSTGR,  BIBB  CO  SO,  MACON,  GEORGIA  -  APRIL  3,  2078 

GIBSON   JOHN  ARCHIE,  DIR  OF  PUB  SFTY,  PD,  SOMERDALE,  NEH  JERSEY  -  FEBRUARY  1,  2096 

GIERMANN,  FREDERICK  L.,  CHIEF  OF  POLICE,  BLOOMINGTON,  ILLINOIS  -  AUGUST  4,  2067 

GILCART,  RONALD  M,  CPT,  PD,  TONAHANDA  CITY,  NEH  YORK 

GILL,  BERNARD  A.,  CITY  LICENSE  INSPECTOR,  RICHMOND,  VIRGINIA  -  APRIL  14,  2075 


36  GILL,  JAMES  THOMAS,  CPT,  TN  HPTL,  NASHVILLE,  TENNESSEE  -  MAY  21,  2070 

58  GILL,  KENTROL,  CHF  OF  POL  SHAHNEE,  OK,  SHAHNEE,  OKLAHOMA  -  SEPTEMBER  18,  2076 

31  GILLAN,  RAY,  COP,  MUSKEGON  TSP  PD,  MUSKEGON,  MICHIGAN  -  SEPTEMBER  12,  2050 
62  GILLEN,  PAUL  J.,  DET,  PD,  ST.  PAUL,  MINNESOTA 

37  GILLESPIE,  THOMAS  F,  COP,  ST.  JOSEPH,  MICHIGAN  -  JULY  29,  2081 

16  GILLETTE,  H.  W. ,  CHIEF  OF  POLICE,  PD,  THIN  FALLS,  IDAHO  -  APRIL  1,  2066 

95  GILLEY,  MAYNARD  H.,  SERGEANT,  PD,  MARTINSVILLE,  VIRGINIA 

53  GILLMOUTHE,  RUPERT  L.,  SHF  OF  HOOD  RIVER  CO,  HOOD  RIVER,  OREGON  -  AUGUST  13,  2078 

34  GILMAN,  WESLEY  I.,  CPT,  AK  SPOL,  JUNEAU,  ALASKA  -  DECEMBER  28,  2064 

76  GILROY,  ROBERT  C,  COP,  KUTZTOHN,  PENNSYLVANIA  -  DECEMBER  8,  2086 

84  GILSTRAP,  CARTHANEL  M,  COP,  GOLDSBORO,  NORTH  CAROLINA 
127  GIMLER,  ROBERT  ALLEN,  LT,  PD,  ORANGE,  CONNECTICUT 

85  GINNITY,  PETER  E,  LT,  PALISADES  INTRSTE  PRK  COMM,  BEAR  MOUNTAIN,  NEH  YORK 

101  GIULIANO,  G.  BORIS,  DEP  CHF,  OFC  OF  THE  DIR  GEN  FO,  ROME,  ITALY  -  JULY  21,  2079 

99  GIVNEY,  JOHN  J,  CHIEF  OF  POLICE,  TROY,  NEW  YORK  -  MAY  21,  2083 

58  GLASSOCK,  THOMAS  H,  INSTRUCTOR,  KS  LAW  ENF  TNG  CNT,  HUTCHINSON,  KANSAS  -  APRIL  22,  2085 

65  GLEASON,  EDWARD  R. ,  JR.,  COP,  BEAR  MOUNTAIN,  NEW  YORK  -  JULY  23,  2072 

15  GLEASON,  EVERETT,  COP,  WAUSAU,  WISCONSIN 

24  GLEASON,  JOHN  M. ,  CHF  ADMIN,  TN  OF  GREENWICH,  GREENWICH,  CONNECTICUT  -  JANUARY  10,  2095 

93  GLORY,  RAYMOND,  INSPR,  HI  CO  PD,  HILO,  HAWAII  -  NOVEMBER  20,  2093 

46  GLOVER,  ROBERT  LEON,  ASST  CHF,  PD,  ONTARIO,  CALIFORNIA  -  MAY  4,  2059 

53  GLYNN,  PIERCE  THOMAS,  DEP  CHF  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  APRIL  24,  2065 

50  GODFREY,  JAY  B.,  DET  LT,  PD,  SUMTER,  SOUTH  CAROLINA  -  JUNE  2,  2067 

83  GOEGELMAN,  ALFRED  R.,  CAPTAIN,  PD,  ELIZA8ETH,  NEW  JERSEY  -  MARCH  15,  2071 
88  GOIN,  KENNETH  D,  SHF  OF  LINN  CO,  ALBANY,  OREGON  -  DECEMBER,  2089 

11  GOLD,  JOHN  M.,  CITY  .MANAGER,  WINSTON-SALEM,  NORTH  CAROLINA  -  OCTOBER  29,  2072 

87  GOLDSBERRY,  GENE  L. ,  CPT,  KS  HPTL,  TOPEKA,  KANSAS  -  AUGUST  5,  2093 

80  GOLLINER,  HERMAN  W,  COP,  GULFPORT,  FLORIDA 

129  GOLZ,  PATRICK  ROLAND,  SGT,  PD,  CHICAGO,  ILLINOIS 

28  GONTER,  GEORGE  BAIRD,  ASST  AREA  SUPV,  WV  ST  RD  COMM,,  CHARLESTON,  WEST  VIRGINIA  -  JUNE  28,  2058 

155  GONZALES,  JOSEPH  STEVEN,  SGT,  PD,  DORMONT,  PENNSYLVANIA  -  DECEMBER  18,  2092 

26  GONZALES,  LESTER,  DEP  SHF,  ASCENSION  PARISH  SO,  DONALDSONVILLE,  LOUISIANA  -  APRIL  10,  2083 

44  GONZALEZ  DELGADO,  JUAN,  MAJ,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  MARCH,  2081 

50  GOOD,  JOHN  G. ,  CHIEF  OF  POLICE,  PD,  WILLIAMSPORT,  PENNSYLVANIA  -  MARCH  6,  2077 

32  GOODWIN,  CLYDE  H,  SH  OF  COFFEE  CO,  DOUGLAS,  GEORGIA 

80  GORENC,  ANTON  J.,  CAPTAIN,  PD,  MAPLE  HEIGHTS,  OHIO  -  DECEMBER  26,  2074 

31  GORMAN,  CHARLES  J.,  DIRECTOR,  DPS,  NIAGARA  FALLS,  NEH  YORK  -  MARCH  24,  2078 

90  GORMAN,  JOSEPH  J.,  CAPTAIN,  PD,  SANTA  FE,  NEW  MEXICO  -  AUGUST  18,  2087 

36  GORMLEY,  LEO  JOSEPH,  DEP  CHF,  PD,  SOMERVILLE,  MASSACHUSETTS  -  JULY  12,  2084 

157  GOUPIL,  RENE  ALBERT,  LT,  ME  SPOL,  AUGUSTA,  MAINE  -  JANUARY  25,  2090 

84  GOWEN,  C  V,  COP,  FOLKSTON,  GEORGIA 

3  GRADY,  F.  CLARKE,  CPT  OF  DET,  PD,  GREAT  FALLS,  MONTANA  -  JULY  24,  2059 

56  GRAEFE,  ROBERT  I.,  COP,  REDLANDS,  CALIFORNIA  -  JULY,  2090 

61  GRAFFEO,  JOHNNY  J.,  INSPR,  ST  MARY  PARISH  SO,  FRANKLIN,  LOUISIANA  -  SEPTEMBER  19,  2077 

69  GRAHAM,  ASHLEY,  CHIEF  OF  POLICE,  PD,  SPRINGVILLE,  UTAH  -  JANUARY  20,  2075 

103  GRAMKOW,  PETER  K,  COP,  MARIETTA,  OHIO 

97  GRANT,  GARY  R,  MAJ,  MD  SPOL,  BALTIMORE,  MARYLAND  -  JULY  25,  2097 

119  GRANT,  RICHARD  ALONZO,  SGT,  PD,  LOS  ANGELES,  CALIFORNIA 

34  GRAVES,  ORREN  L.,  ASST  CHF,  PD,  LINCOLN,  NEBRASKA  -  MAY  27,  2065 

74  GRAHUNDER,  LESTER  W,  DIR  OF  TNG,  DPT  OF  CNTRL  POL  S,  ORCHARD  PARK,  NEW  YORK 

69  GRAY,  CARL,  JR,  LTC,  KN  HPTL,  TOPEKA,  KANSAS  -  DECEMBER  31,  2083 

48  GRAY,  HERBERT  F.,  MAJ,  NH  SPOL,  CONCORD,  NEW  HAMPSHIRE  -  DECEMBER  15,  2066 

74  GRAY,  JOHN  F,  COP,  STARKVILLE,  MISSISSIPPI 

5  GRAYSON,  HORACE  V.,  CHIEF  OF  POLICE,  BAKERSFIELD,  CALIFORNIA  -  JANUARY  7,  2067 

103  GREATHOUSE,  MERRILL  A.,  SHF  OF  UPSON  CO,  THOMASTON,  GEORGIA  -  APRIL  23,  2091 

3  GREELY,  L.  L.,  INSPECTOR,  PD,  PORTLAND,  MAINE  -  MAY  5,  2049 

69  GREEN,  LEO  R.,  CHIEF  OF  POLICE,  VESTAL,  NEW  YORK  -  OCTOBER  17,  2068 
116  GREEN,  MICHAEL  L,  COP,  CROMWELL,  CONNECTICUT  -  FEBRUARY  2,  2092 

33  GREENHOE,  HAROLD  B.,  DET  SGT,  PD,  COLORADO  SPRINGS,  COLORADO  -  MARCH  20,  2047 
50  GREGORY,  RALPH  H.,  CAPTAIN,  PD,  JANESVILLE,  WISCONSIN  -  SEPTEMBER  15,  2063 

63  GREGOHICH,  GEORGE,  JR,  COP,  MONROEVILLE,  PENNSYLVANIA  -  SEPTEMBER  15,  2085 

13  GREGSON,  ROBERT  F.,  DEP  SHF  OF  POLK  CO,  DES  MOINES,  IOWA  -  APRIL  1,  2070 

28  GRESS,  JOHN  A.,  CAPTAIN,  PD,  TRENTON,  NEW  JERSEY  -  DECEMBER  30,  2074 

5  GRIFFIN,  EUGENE  W. ,  CRIM  INVSTGR,  ST  ATTY  OFC,  JACKSONVILLE,  FLORIDA  -  AUGUST  12,  2068 

40  GRIFFIN,  WILL  HAYDEN,  (SA,  FBI),  DEP  SHF,  MOREHOUSE,  BASTROP,  LOUISIANA 

58  GRIFFON,  C.  A.,  JR.,  SPEC  INVSTGR,  IBERVILLE  PARISH,  PLAOUEMINE,  LOUISIANA  -  AUGUST  17,  2074 

20  GRIGGS,  HAROLD  P.,  CHF  DEP  SHF,  COBB  CO  SO,  MARIETTA,  GEORGIA 

96  GRIMES,  JOHN  W. ,  CPT,  MECKLENBURG  CO  PD,  CHARLOTTE,  NORTH  CAROLINA 

133  GRIMES,  RODNEY  DEAN,  SAC,  VA  SPOL,  CULPEPER,  VIRGINIA  -  OCTOBER  9,  2083 

82  GRISHAM,  HERBERT  B,  COP,  SENATOBIA,  MISSISSIPPI 

48  GROAK,  ELWYN  J.,  DEPUTY  CHIEF,  PD,  LANSING,  MICHIGAN  -  JUNE  7,  2077 
31  GROGAN,  ALVIN  FRANCIS,  COP,  MILLVALE,  PENNSYLVANIA 

70  GROSS,  DANIEL  F.,  CHIEF  OF  POLICE,  SHARON,  PENNSYLVANIA  -  SEPTEMBER  9,  2075 
19  GROSSGLAUS,  HARRY  W. ,  SHF  OF  STARK  CO,  CANTON,  OHIO  -  OCTOBER  29,  2059 

71  GRUBERT,  ARTHUR  C. ,  CHF  OF  INSPCTNL  SERV,  PD,  NEW  YORK,  NEH  YORK 

42  GRUNDISH,  RICHARD  D. ,  CPT,  DIV  OF  POL,  DAYTON,  OHIO  -  AUGUST  22,  2074 

75  GUDURAS,  PETER  G.,  SUPT  OF  POL,  LOWELL,  MASSACHUSETTS  -  JULY  18,  2071 

174  GUERRY,  CECIL  SPENCER,  MAJ,  PD,  GEORGETOWN,  SOUTH  CAROLINA  -  MARCH  9,  2094 

3  GUINEY,  WALTER  D. ,  CAPTAIN,  PD,  MANCHESTER,  NEH  HAMPSHIRE  -  JANUARY  14,  2049 

99  GUINN,  DONALD  C. ,  CPT,  TN  VALLEY  AUTH,  CHATTANOOGA,  TENNESSEE  -  NOVEMBER  6,  2096 

145  GULBRAND,  BERDETTE  GRADEN,  LT,  RACINE  CO  SO,  RACINE,  HISCONSIN  -  JULY,  2089 

11  GULLICK,  REX  B,  CHF  OF  DET,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  FEBRUARY  11,  2078 

49  GUNDERSON,  ASIE  L.,  CHIEF  OF  POLICE,  BAKER,  OREGON  -  FEBRUARY  5,  2070 
74  GUNTER,  DONALD  W,  LT,  BU  OF  POL,  ERIE,  PENNSYLVANIA 

25  GUPTILL,  LOVELL  E,  SGT,  PD,  SAN  JOSE,  CALIFORNIA  -  JANUARY  9,  2088 

125  GURNEE,  JOHN  JR,  CRIM  INVSTGR,  US  ATTY  OFC,  BROOKLYN,  NEH  YORK  -  SEPTEMBER  22,  2090 

52  GUSEMAN,  JOHN  LEE,  DIR  OF  POL,  VICTORIA,  TEXAS  -  FEBRUARY,  2096 

100  GUSTAFSON,  CURTIS  T,  LT,  PD,  FAIRBANKS,  ALASKA  -  FEBRUARY,  2089 

152  HAALS,  JERROLD  JAMES,  LT,  PD,  FORT  COLLINS,  COLORADO  -  SEPTEMBER  20,  2091 

57  HAAS,  JEROME  CHARLES,  MAJ  INSPTR,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  JANUARY  13,  2081 

57  HAGANS,  J  W,  SUPT,  PALM  BEACH  CO  PRK  RNGRS,  LAKE  WORTH,  FLORIDA  -  SEPTEMBER  1,  2091 

97  HAGEN,  THOMAS  L,  DEP  CHF,  PD,  MAPLEWOOD,  MINNESOTA  -  JULY  10,  2093 
110  HAGGERTY,  CLYDE  J.,  LIEUTENANT,  PD,  STRATFORD,  CONNECTICUT 

48  HAGUE,  WILLIAM  G. ,  INSPECTOR,  PD,  INDIANAPOLIS,  INDIANA  -  JULY  27,  2078 

35  HAIGHT,  HOWARD  F,  LT,  PD,  NEWBURGH,  NEW  YORK 

98  HAINES,  ORINTON  A.,  SGT,  PD,  BATH,  MAINE  -  NOVEMBER  17,  2090 

58  HALE,  ETHRIDGE  C,  CRIM  INVSTGR,  TN  BU  OF  CRIM  ID,  LIVINGSTON,  TENNESSEE  -  OCTOBER  17,  2095 

91  HALE,  JESS  F,  COP,  LITTLE  ROCK,  ARKANSAS  -  APRIL  12,  2088 

92  HALE,  RICHARD  F.,  CAPTAIN,  PD,  BAY  CITY,  MICHIGAN 

61  HALEY,  EDWIN  G,  CPT,  PD,  ROME,  NEW  YORK  -  OCTOBER  17,  2088 

39  HALL,  CHARLES  HAROLD,  CHIEF  OF  POLICE,  ORANGEBURG,  SOUTH  CAROLINA  -  JANUARY  30,  2074 

9  HALL,  G.  DEWEY,  MARSHAL,  NEH  ALBANY,  MISSISSIPPI  -  MAY  22,  2055 

37  HALL,  JAY  L.,  CPT,  FL  HPTL,  TALLAHASSEE,  FLORIDA  -  APRIL  8,  2070 

42  HALL,  JOE  J.,  CPT,  KY  SPOL,  FRANKFORT,  KENTUCKY  -  MARCH  28,  2074 

74  HALL,  JOHN  E.,  DEP  CHF,  PD,  ANOKA,  MINNESOTA  -  JUNE  20,  2075 
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JOHN  R.,  JR.,  LIEUTENANT,  PD,  CHARLOTTE,  NORTH  CAROLINA  -  SEPTEMBER  18,  2072 
JOSEPH  C,  COP,  ASHEVILLE,  NORTH  CAROLINA  -  NOVEHBER,  2092 
STACY  R.,  SHF  OF  FRANKLIN  CO,  COLUHBUS,  OHIO  -  FEBRUARY  25,  2071 
H.  T.,  CHIEF  OF  POLICE,  SPRINGFIELD,  ILLINOIS  -  MARCH  12,  2089 
HALTER,  (SA,  FBI),  MEMPHIS,  TENNESSEE  -  MARCH  5,  2087 

WILLIAM  M.,  CHIEF  OF  POLICE,  PD,  SUMTER,  SOUTH  CAROLINA  -  FEBRUARY  17,  2052 
HALLICE   CHESTER  E,  DIR  OF  CIVILIAN  DEFENSE,  CAMBRIDGE,  MASSACHUSETTS  -  AUGUST  18,  2083 
HALLMAN   LEONARD  JASPER,  ADHIN  ASST,  DA  OFC,  SAVANNAH,  GEORGIA  -  JANUARY  1,  2079 
HALSTEAD,  ROBERT  K,  MAJ,  PD,  VIRGINIA  BEACH,  VIRGINIA  -  SEPTEMBER  7,  2086 
HALVERSON,  GEORGE  L,  DIRECTOR,  MI  SPOL,  MASON,  MICHIGAN  -  NOVEMBER  21,  2096 
HAMLIN,  J.  CARROLL,  PUB  SFTY  COMR,  UTICA,  NEH  YORK 

HAMMOND  LOHELL  H.   CHF  OF  DET,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  FEBRUARY  8,  2063 
HAMPTON   RALPH  EDHARD,  ASST  CHF,  PD,  FORT  SMITH,  ARKANSAS  -  SEPTEMBER,  2096 
HANAFIAH,  ABDULLAH  BIN,  DIR  OF  INVSTGN,  NATL  BU  OF  INV,  KUALA  LUMPUR,  MALAYSIA 
HANKE,  HILLIAM  R.,  INSPR.  LOS  ANGELES  CO  SD,  TRINIDAD,  CALIFORNIA 
HANNA,  JAMES,  CHIEF  OF  POLICE,  MEDFORD,  NEH  JERSEY  -  JULY  13,  2075 


HANNAH 

HANNON, 

HANSEL, 

HANSEN, 

HANSEN, 

HANSEN, 

HANSEN, 


JOE'c.'jrT'iNSP,  TN  BU  OF  INVSTGN,  NASHVILLE,  TENNESSEE  -  JANUARY  3,  2089 
RICHARD  MARTIN,  POL  COMM,  PD,  HAMDEN,  CONNECTICUT  -  JANUARY,  2098 

gary  h,  maj,  nb  sptl,  lincoln,  nebraska 

david  a,  cop,  daly  city,  california  -  july  4,  2088 

douglas  lee,  cpt,  nb  stpl,,  norfolk,  nebraska  -  september,  2089 

edhard  b.,  cop,  minneapolis,  minnesota  -  september  27,  2078 

roger  l.,  lt  of  dets,  halhorth  co  sd,  elkhorn,  hisconsin  -  may  24,  2079 
hansenI  hilbur  r,  cop,  racine,  hisconsin 
harbin  e.  b.,  ltc,  dep  dir,  ga  sptl,  atlanta,  georgia  -  may  30,  2073 

HARBOLT,  DALE  M.,  SA,  REG  OFC  OF  THE  BU  OF  AT&F,  DALLAS,  TEXAS  -  JUNE  7,  2076 

HARBOUR   T.  D.,  SUPT,  IDENT  BU,  PD,  MERIDIAN,  MISSISSIPPI  -  MAY  29,  2056 

HARDEMAN,  C  D,  CPT,  PD,  ATLANTA,  GEORGIA  -  DECEMBER  9,  2083 

HARDEN  GRANT  M,  CHF  INVSTGR,  ST  ATTY  OFC,  BARTOH,  FLORIDA  -  JULY  10,  2093 

HARPOLE   HI,  (SEC  CHF,  C&G  RR )  STATE  SENATO,  STARKVILLE,  MISSISSIPPI  -  NOVEMBER  1,  2090 

HARR,  MAURICE  A.,  CHF,  UNIV  OF  TX  MEDICAL  BRANCH,  GALVESTON,  TEXAS 

HARRIS   ARTHUR,  SUPT  OF  POLICE,  MILFORD,  CONNECTICUT  -  MAY  16,  2079 

HARRIS   MARVIN  0. ,  TNG  OFCR,  MS  HIGHHAY  SAFETY  PA,  JACKSON,  MISSISSIPPI  -  OCTOBER  10,  2072 

HARRIS,  MICHAEL  A.,  CPT,  NJ  SPOL,  TRENTON,  NEH  JERSEY  

HARRIS   N.  L.,  SERGEANT,  PD,  CHULA  VISTA,  CALIFORNIA  -  JULY  12,  2064     

HARRIS   PLATT  J,  DIR  SAFETY,  STATE  UNIV  OF  NY,  ALBANY,  NEH  YORK  -  MAY  5,  2095 

HARRISON,  RUSSELL  HINFIELD,  COP,  SAFETY  HARBOR,  FLORIDA  -  MAY,  2094 

HART,  JOHN  J,  LT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  19,  2083 

HART   KENNETH  E,  LT,  SANTA  CLARA  CO  SD,  SAN  JOSE,  CALIFORNIA  -  JULY  22,  2080 

HART,  RICHARD  H. ,  COP,  GULFPORT,  MISSISSIPPI  -  OCTOBER  15,  2057 

HARTER,  ALONZOH.,  SERGEANT,  PD,  GALVESTON,  TEXAS 

HARTLEY,  A.  T.,  DEP  MARSHAL,  USMS,  PHOENIX,  ARIZONA  -  JUNE  18,  2060 

HARTLEY   ERNEST  H.  ,  CHF  PTL  DIV,  SO,  JACKSONVILLE,  FLORIDA  -  NOVEMBER  30,  2072 

HARTMAN.  FRED,  DETECTIVE,  PD,  GLENDALE,  CALIFORNIA  -  MAY  14,  2076 

HARVEY   FRED  A.,  CAPTAIN,  PD,  BISMARCK,  NORTH  DAKOTA  -  MARCH  29,  2088 

HARVEY   JAMES  K,  INSPTR,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA 

HARVIN,  LIONEL  C,  SGT,  SC  HPTL,  COLUMBIA,  SOUTH  CAROLINA 

HAUKEDAHL,  STANLEY  G,  COP,  KENOSHA,  HISCONSIN 

HAUPT.  EDHARD  F.,  CPT,  PD,  BRUNSHICK,  GEORGIA  -  FEBRUARY  24,  2095 

HAUS,  HAROLD  J,  DETECTIVE  CORPORAL,  PD,  TULSA,  OKLAHOMA  -  JANUARY  27,  2086 

HAVERY,  JOHN  A.,  CAPTAIN,  PD,  STRATFORD,  CONNECTICUT  -  NOVEMBER  1,  2066 

HAHES,  RUSSELL  A.,  COP,  ALEXANDRIA,  VIRGINIA  -  JULY  23,  2090 

HAHK  JAMES  D. ,  LT,  YUBA  CO  SO,  MARYSVILLE,  CALIFORNIA  -  SEPTEMBER  26,  2076 

HAHKEY,  HERBERT  S.,  COP,  SIOUX  FALLS.  SOUTH  DAKOTA  -  FEBRUARY  14,  2076 

HAHKINS,  BERT  H,  CPT,  DIV  OF  POLICE,  LOUISVILLE,  KENTUCKY 

HAHLEY,  JACK  K.,  CAPTAIN,  PD,  MISHAHAKA,  INDIANA  -JUNE  2,  2099 

HAYES,  FRANCIS  JOSEPH,  CPT,  PD,  BROOKLINE,  MASSACHUSETTS  -  APRIL  24,  2097 

HAYS,  HERBERT  J.,  COP,  ASHLAND,  OREGON  -  OCTOBER  7,  2078 

HAYHARD,  ARTHUR  P.,  COP,  NEH  BRITAIN,  CONNECTICUT 

HAZEN,  JAMES,  DEP  SHF,  SAGINAH  CO  SO,  SAGINAH,  MICHIGAN  -  MAY  15,  2060 

HEABERLIN,  STUART  NORMAN,  J,  CHF,  PERKINS  THP  PD,  SANDUSKY,  OHIO  -  SEPTEMBER  1  2089 

HEAD,  TOM  E.,  SR.,  SHERIFF,  COVINGTON  COUNTY  SO,  ANDALUSIA,  ALABAMA  -  AUGUST  27, 2058 

HEAGNEY,  EVERETT  S.,  CRIM  iDENT  TECH,  SAN  MATEO  CO,  REDHOOD  CITY,  CALIFORNIA  -  JULY  16,  2074 

HEALEY,  JAMES  P.,  COP,  GREENWICH,  CONNECTICUT  -  AUGUST  12,  2064 

HEALY,  JAMES  J,  COP,  ABINGTON,  MASSACHUSETTS  -  JANUARY  13,  2089 

HEBERT,  MAURICE  J.,  CAPTAIN,  PD,  JOLIET,  ILLINOIS  -  OCTOBER  25,  2076 

HECKEL,  ROBERT  T.,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  9,  2058     

HEDEN,  THEODORE  P.,  ACTING  CAPTAIN,  PD,  YOUNGSTOHN,  OHIO  -  NOVEMBER  25,  2064 

HEER,  HENRY  MAYO,  COP,  HENDERSONVILLE,  TENNESSEE       r u  ,„  „„„„ 

HEFFERNAN,  JOHN  P,  CPT,  VT  SPOL,  MONTPELIER,  VERMONT  -  FEBRUARY  13,  2088 

HEFNER,  CHARLES  E.,  DETECTIVE,  PD,  LIMA,  OHIO  -  FEBRUARY  27,  2051 

HEIDEN   JOHN  L,  COP,  EDGEHOOD,  INDIANA  -  JANUARY  5,  2083 

HEIM,  ROBERT  JOHN,  CHF,  SHATARA  TOHNSHIP  PD,  HARRISBURG,  PENNSYLVANIA  -  NOVEMBER  24,  2074 

HEITKER,  FRANCIS  L.,  LT,  POL  DIV,  CINCINNATI,  OHIO  -  JULY  24,  2089 

HEITMAN  CLINTON  A.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  25,  2072 

HELLER,  RAYMOND  H,  LT,  PD, ,  CHICAGO,  ILLINOIS  -  OCTOBER  25,  2072 

HELS,  PHILLIP  J,  LT,  PD,  CHICAGO,  ILLINOIS  -  SEPTEMBER  19,  2080 

HENCKEL,  JAMES  F,  ILT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  NOVEMBER  25,  2088 

HENDERLIGHT,  PHILIP  H.  ,  COP,  CORBIN,  KENTUCKY  -  DECEMBER,  2088     ,.„„„.,    .,.„,,„  ,„  ,»-,, 

HENDERSON,  CLARENCE  R.   CHF  INVSTGR,  VENTURA  CO  DA  OFC,  VENTURA,  CALIFORNIA  -  AUGUST  30,  2071 

HENDERSON,  DANIEL  C,  COP,  NEEDHAM,  MASSACHUSETTS  -  FEBRUARY  13,  2094 

HENDERSON,  HOHARD  B.,  SGT,  GA  SPTL,  ATLANTA,  GEORGIA  -  JANUARY  4,  2075 

HENDERSON,  JOHN  G,  SR,  CPT,  AL  DPS,  MONTGOMERY,  ALABAMA  -  JANUARY  1,  2086 

HENDRICKS.  HILLIAM  G. ,  COP,  ARMONK,  NEH  YORK  -  JUNE  30,  2072 

HENDRICKSON  R  L.,  PUB  SFTY  ADV,  AGY  FOR  INTERNAT,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

HENDRIX,  HOHARD  K,  LT,  AR  SPOL,  DE  QUEEN,  ARKANSAS  -  NOVEMBER  15,  2085 

HENDRY,  E  A,  SHF  OF  COLLIER  CO,  NAPLES,  FLORIDA  -  DECEMBER  5,  2082 

HENLEY,  JOHN  DAVID,  MAJ,  USMC,  TWENTY-NINE  PALMS,  CALIFORNIA  -  JUNE  24,  2097 

HENNESSEY  PARKER  F.,  COMR,  DPS,  ST  OF  ME,  AUGUSTA,  MAINE  -  FEBRUARY  25,  2074 

HENNESSY   FRANCIS  J.,  SUPT  OF  POL,  PD,  BOSTON,  MASSACHUSETTS  -  SEPTEMBER  15,  2064 

HENNIGER  DALE  L.,  USHF,  BENTON  CO  SO,  PROSSER,  WASHINGTON  -  JUNE  2,  2076 

HENNING,  LAHRENCE  W,  DEP,  CONSTABLE  PCT  5,  HOUSTON,  TEXAS  -  JUNE,  2099 

HENNING  HALTER  F,  ASST  CHF  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  SEPTEMBER  4,  2084 

HENRY   C.  D.,  DET  SGT,  KY  SPOL,  FRANKFORT,  KENTUCKY  -  DECEMBER  24,  2064 

HENRY   EARL  J.,  COL  COMR,  PA  SPOL,  HARRISBURG,  PENNSYLVANIA  -  NOVEMBER  6,  2071 

HENSUY   RAYMOND  WILLIAM;  INVSTGrI  ST  PRBTN  &  PRLE  OFC,  RICHMOND  HEIGHTS,  MISSOURI  -  MAY  11,  2075 

HERDMAN;  RONALD  H,  CAPTAIN,  FRANKLIN  CO  SD,  COLUMBUS,  OHIO 

HERFURTH,  LOREN  M. ,  CAPTAIN,  PD,  FLINT,  MICHIGAN  -  OCTOBER  9,  2069 

HERING,  EVERETT  E.,  COP,  PIEDMONT,  CALIFORNIA  -  APRIL  7   2080 

HERMANNY,  ALBERT  I.,  LT,  CZ  POL,  BALBOA  HEIGHTS,  CANAL  ZONE  -  JULY  18,  2071 

HERNANDEZ  AQUINO,  JOSE  H.  ,  CPT,  OFC  OF  THE  INSPR  GEN,  POL,  SAN  JUAN,  PUERTO  RICO 

HERNANDEZ-NAVAS,  ANTONIO,  1ST  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

HERRING,  JAMES  E.,  CHIEF  OF  POLICE,  DOTHAN,  ALABAMA  -  JULY  11,  2070 

HERSEY,  RICHARD  P,  COP,  CARLISLE,  MASSACHUSETTS  -  OCTOBER  4,  2083 

HERSHNER,  HILLIAM  B.,  CHIEF  OF  POLICE,  LANCASTER,  PENNSYLVANIA  -  MAY  8,  2071 


APRIL  20,  2089 


49  HERTZING,  ALBERT  E,  DET  SGT,  INSPOL,  INDIANAPOLIS,  INDIANA  -  APRIL  19,  2084 

33  HERVEY,  JAMES  S. ,  CHIEF  OF  POLICE,  PD,  DARTMOUTH,  MASSACHUSETTS  -  JUNE  22,  2063 

63  HESS,  JOHN  J.,  DEPUTY  CHIEF,  PATERSON,  NEH  JERSEY  -  MAY  16,  2075 

23  HESSNER,  LAHRESCE  A,  DET,  PD,  HEEHAWKEN,  NEH  JERSEY  -  DECEMBER  30,  2081 

35  HETTCHEN,  JOHN  F.,  DET  LT,  PD,  BALTIMORE,  MARYLAND  -  JANUARY  7,  2067 

28  HEVERON,  EUGENE  A,  SA,  FBI,  PTLM,  PD,  GREECE,  NEW  YORK  -  JANUARY  3,  2081 

84  HEHATT,  HENRY  G. ,  JR,  SA  IN  CHARGE,  INTELLIGENCE  DIV,  ATLANTA,  GEORGIA  -  DECEMBER  20,  2075 

68  HEHLETT,  HOHARD  R.,  ASSISTANT  CHIEF,  PD,  CORPUS  CHRISTI,  TEXAS  -  OCTOBER  5,  2078 

19  HIATT,  RAY  A,  PATROLMAN,  PD,  NORTH  PLATTE,  NEBRASKA  -  SEPTEMBER  6,  2085 

100  HIBBARD,  JOSEPH  A,  CPT,  PD,  LANSING,  MICHIGAN  -  JUNE,  2087 

38  HICKS,  JAMES  V.,  CHIEF  OF  POLICE,  SACRAMENTO,  CALIFORNIA  -  DECEMBER  5,  2071 

90  HICKS,  SAMUEL  E.,  LTC,  LS  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

41  HIDALGO,  JACINTO,  MAJ,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  APRIL,  2083 

29  HIGGINBOTHOM,  KIRK  C. ,  CPT,  SANTA  BARBARA  CO  SO,  SANTA  MARIA,  CALIFORNIA  -  MARCH  9,  2049 
67  HIGGINS,  GEORGE  W. ,  JR.,  DIR  OF  SEC,  ST  JOHNS  RIVER  JR,  PALATKA,  FLORIDA 

119  HIGHFIELD,  DONALD  JAMES,  COP,  RIVERVIEH,  MICHIGAN  -  OCTOBER  3,  2090 

86  HIGHFILL,  BERNIE  RAY,  DET,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

15  HILBERT,  LAWRENCE  J.,  CHIEF  OF  POLICE,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  4,  2076 

96  HILBORN,  CHESTER  L,  DEP,  HARRIS  CO  SD,  HOUSTON,  TEXAS  -  OCTOBER,  2092 

29  HILL,  HARRY  M.,  CHIEF  OF  POLICE,  RIDGWAY,  PENNSYLVANIA  -  AUGUST  19,  2066 
65  HILL,  JAMES  EDWARD,  SUPT  OF  POL,  GLEN  ELLYN,  ILLINOIS 

45  HILL,  KENNETH  M. ,  CHIEF  OF  POLICE,  EUREKA,  CALIFORNIA  -  JUNE  17,  2071 

91  HILL,  ROBERT  V,  DEPT  CHF,  PD,  LONG  BEACH,  CALIFORNIA  -  DECEMBER  12,  2080 
89  HILLMER,  VICTOR  E,  COP,  FAIRMONT,  MINNESOTA  -  MARCH  5,  2097 

26  HINCKLEY,  PURLETTE,  LT,  MI  SPOL,  EAST  LANSING,  MICHIGAN  -  JUNE  5,  2061 

58  HINDS,  MAXIE  A,  COP,  LAKE  CITY,  SOUTH  CAROLINA  -  FEBRUARY  13,  2085 

64  HINER,  JAMES  0.,  SHF  OF  MARION  CO,  INDIANAPOLIS,  INDIANA  -  SEPTEMBER  27,  2063 
63  HINTZ,  ARTHUR  F.,  CHIEF  OF  POLICE,  DES  PLAINES,  ILLINOIS  -  FEBRUARY  28,  2079 

7  HIRST,  JAMES  M. ,  PATROLMAN,  PD,  BILLINGS,  MONTANA  -  AUGUST  30,  2060 

59  HITZFELDER,  CHARLES  JOSEPH,  SHF  OF  MEDINA  CO,  HONDO,  TEXAS 

8  HIXENBAUGH,  ALONZO,  LIEUTENANT,  PD,  WHEELING,  WEST  VIRGINIA  -  JANUARY  16,  2083 

28  HLAVATY,  AUGUST,  CHF  IN  CRGE,  PALISADES  INTERST,  BEAR  MOUNTAIN,  NEW  YORK  -  FEBRUARY  16,  2079 

57  HLISTA,  HALTER,  COP,  HARMONY  TSP  PD,  AMBRIDGE,  PENNSYLVANIA  -  FEBRUARY  28,  2063 

39  HOBBS,  CURTIS  LESLIE,  CHF  DEP  SHF,  SUMTER  CO  SO,  SUMTER,  SOUTH  CAROLINA  -  JANUARY  6,  2065 
74  HOBSON,  RALPH  D. ,  CHF  CRIM  DEP,  CHELAN  CO  SO,  WENATCHEE,  WASHINGTON  -  OCTOBER  19,  2068 

71  HODGSON,  H.  HAROLD,  INSPR,  METRO  TORONTO  PD,  TORONTO,  CANADA  -  JULY  27,  2076 

26  HOFF,  CLARENCE  JOHN,  DEP  SHF,  LAKE  CO,  HAUKEGAN,  ILLINOIS  -  OCTOBER  7,  2071 

113  HOFFNER,  ROBERT  L,  CPT,  PD,  PLANTATION,  FLORIDA  -  NOVEMBER  1,  2099 

36  HOGAN,  MIKE  L,  CHF,  ENF  DIV,  LA  ST  WLDLFE  &  F,  NEW  ORLEANS,  LOUISIANA  -  DECEMBER  6,  2085 
54  HOLBY,  EARL  H. ,  CHIEF  OF  POLICE,  SHARON,  PENNSYLVANIA  -  OCTOBER  5,  2076 

48  HOLCOMBE,  WOODROW,  CHF  SEC  OFCR,  GRIFFIN  SPALDING,  GRIFFIN,  GEORGIA  -  AUGUST  27,  2077 

70  HOLDSHORTH,  BERNARD  K,  MAJ,  ME  SPOL,  AUGUSTA,  MAINE  -  JANUARY  7,  2085 

41  HOLIDAY,  JOSEPH,  (SA,  FBI),  COP,  BRATTLEBORO,  VERMONT  -  MARCH  13,  2090 

60  HOLIFIELD,  LLOYD  E,  LT  OF  DET,  PD,  ANCHORAGE,  ALASKA  -  OCTOBER  16,  2083 

45  HOLLAND,  JESSE  KENNETH,  JR.,  HIGH  CONSTABLE,  CHESAPEAKE,  VIRGINIA  -  OCTOBER  14,  2078 

11  HOLLAND,  NICHOLAS  H. ,  CHIEF  OF  POLICE,  PD,  SALISBURY,  MARYLAND  -  APRIL  4,  2074 

121  HOLLANDER,  GERALD  JOHN,  MAJ,  PD,  ST.  PETERS,  MISSOURI 

19  HOLLENBECK,  HOHARD  F.,  CHIEF  OF  POLICE,  PD,  HOOD  RIVER,  OREGON  -  JULY  8,  2047 

50  HOLLINGSHEAD,  LARRY  M. ,  WO,  USMC,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  MAY  31,  2070 

32  HOLLINGSHORTH,  CLARENCE  A,  SHF  OF  WASHINGTON  CO,  GREENVILLE,  MISSISSIPPI 

35  HOLMES,  DARRELL  0.,  CPT,  CHF  JAILER  SPOKANE  CO  SO,  SPOKANE,  WASHINGTON  -  OCTOBER  24,  2076 
54  HOLMES,  J.  GORDON,  INSPR,  BALTIMORE  CO  POL  BU,  TOWSON,  MARYLAND  -  JANUARY  23,  2097 

34  HOLT,  CHARLES  S.,  SERGEANT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  OCTOBER  23,  2050 

18  HOLT,  ERNEST  WILLIAM,  SERGEANT,  PD,  ATTLEBORO,  MASSACHUSETTS  -  FEBRUARY  11,  2066 

54  HOLT,  J.  LESTER,  CHIEF  OF  POLICE,  FORT  LAUDERDALE,  FLORIDA  -  FEBRUARY  15,  2067 

30  HOLT,  RUSSELL  R.,  DEP  SHF,  JEFFERSON  PARISH  SO,  GRETNA,  LOUISIANA  -  APRIL  7,  2068 
102  HOLTZMAN,  WILSON  R,  CHF,  USMS,  NEWARK,  NEW  JERSEY  -  OCTOBER  12,  2083 

30  HOOD,  OSCAR  LAMAR,  ASST  CHF,  PD,  MILLEDGEVILLE,  GEORGIA  -  FEBRUARY  7,  2061 

58  HOOKER,  JOHN  MYRON,  CAPTAIN,  PD,  GRAND  JUNCTION,  COLORADO  -  NOVEMBER  24,  2066 

36  HOOVER,  MELVIN  CURTIS,  LT,  MECKLENBURG  CO  PD,  CHARLOTTE,  NORTH  CAROLINA  -  AUGUST  16,  2095 
45  HOPKINS,  ANDREW  L.,  CHF  CRIM  DEP  SHF,  HINDS  CO  SO,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  6,  2071 

118  HOPTON,  ROBERT  FLOYD,  JR,  CPT,  HIGHLANDS  CO  SD,  SEBRING,  FLORIDA  -  JULY  10,  2095 

50  HORIGAN,  J.  EDHARD,  CAPTAIN,  PD,  ELMIRA,  NEW  YORK  -  JANUARY  27,  2069 

11  HORNBUCKLE,  HOWARD  F.,  SHF  OF  SANTA  CLARA  CO,  SAN  JOSE,  CALIFORNIA  -  MAY  7,  2062 

8  HORNE,  WILSON  S.,  PATROLMAN,  PD,  EVANSVILLE,  INDIANA  -  MAY  26,  2058 

29  HORSMAN,  BYARD  W. ,  CHIEF  OF  POLICE,  PD,  IPSWICH,  MASSACHUSETTS  -  MAY  5,  2053 

79  HORTON,  JOSEPH  M,  INSPR,  USSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  4,  2085 

80  HORTON,  RICHARD  E.,  SR.,  LTC,  ASST  SUPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  JULY  27,  2078 

14  HORTON,  SMITH  S.,  CHIEF  OF  POLICE,  ROME,  GEORGIA  -  DECEMBER  20,  2073 

92  HOSE,  F  BARTON,  DEP  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  SEPTEMBER  9,  2083 

86  HOUGH,  ROBERT  E.,  DEP  CHF,  ALLEN  CO  PD,  FORT  WAYNE,  INDIANA  -  DECEMBER  16,  2095 

35  HOUSTON,  DAVID  L.,  LIEUTENANT,  PD,  OAK  RIDGE,  TENNESSEE  -  OCTOBER  7,  2052 
106  HOWARD,  GEORGE  T,  JR,  LT,  PD,  NEW  YORK,  NEW  YORK 

61  HOWELL,  RICHARD  B.,  JR.,  CPT,  DE  SPOL,  DOVER,  DELAWARE  -  JUNE  21,  2098 

40  HOWERTON,  J.  SPENCER,  MAJ,  COMD  OFCR,  DET  DIV,  RICHM,  RICHMOND,  VIRGINIA  -  APRIL  7,  2075 

70  HOHERTON,  JAMES  RALPH,  COP,,  MIDDLETOWN,  OHIO  -  OCTOBER  29,  2086 

13  HOWERTON,  ROLAND  R.,  COP,  FORT  WORTH,  TEXAS  -  NOVEMBER  1,  2098 

64  HOWLAND,  JOHN  T,  DIR,  NEW  ENG  INSTUTE  OF  LAW  EN,  WELLESLEY,  MASSACHUSETTS  -  MAY  19,  2098 

28  HOY,  JOHN  E. ,  SHF  OF  WESTCHESTER  CO,  WHITE  PLAINS,  NEW  YORK  -  OCTOBER  15,  2072 

38  HOYT,  CLEMENT  W. ,  DET  LT,  PD,  PHOENIX,  ARIZONA  -  JUNE  15,  2062 

129  HRUBAN,  JOHN  FRANK,  LT,  PD,  INDIANAPOLIS,  INDIANA  -  MAY  14,  2088 

28  HUBBARD,  GEORGE  N. ,  CHIEF  OF  POLICE,  PD,  LACONIA,  NEW  HAMPSHIRE  -  JUNE  9,  2048 

35  HUBBARD,  NORMAN  WILNER,  CAPTAIN,  PD,  TEMPLE,  TEXAS  -  APRIL  19,  2052 

4  HUBER,  JOSEPH  G. ,  CHIEF  OF  POLICE,  PD,  ELGIN,  ILLINOIS  -  OCTOBER  17,  2063 

61  HUBERT,  RAYMOND  W. ,  CHIEF  OF  POLICE,  WEST  SPRINGFIELD,  MASSACHUSETTS  -  MARCH  24,  2078 

4  HUCHINGSON,  ROY  V.,  INVSTGR,  FL  FOREST  SERV,  TALLAHASSEE,  FLORIDA  -  NOVEMBER  10,  2056 

45  HUDDLESTON,  CLARENCE  WOODROW,  DET  CPT,  PD,  MIAMI  BEACH,  FLORIDA  -  DECEMBER  2,  2069 

60  HUDDLESTON,  S  E,  INSPR,  PD,  MEMPHIS,  TENNESSEE 

92  HUDEC,  DANIEL  A.,  LT,  PD,  TEMPLE,  TEXAS  -  NOVEMBER  12,  2091 

95  HUDMAN,  FLOYD  C,  JR.,  CPT  OF  DET,  PD,  ODESSA,  TEXAS  -  DECEMBER  1,  2076 

80  HUGHES,  EDHARD  G. ,  LIEUTENANT,  PD,  WEBSTER  GROVES,  MISSOURI  -  AUGUST  16,  2072 

40  HUGHES,  JAMES  W,  ASST  TO  THE  COMM,  DPS,  FRANKFORT,  KENTUCKY 

1  HUGHES,  NELSON,  COP,  TAMAQUA,  PENNSYLVANIA  -  DECEMBER  31,  2037 

22  HULME,  RICHARD  ARNOLD,  DEP  SHF,  OKLAHOMA  CO  SO,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  9,  2067 

110  HUNDLEY,  R.  J.,  COP,  PRAIRIE  VILLAGE,  KANSAS  -  JANUARY  8,  2095 

11  HUNSAKER,  GOLDEN  L.,  CHIEF  OF  POLICE,  GLOBE,  ARIZONA  -  DECEMBER  31,  2054 

35  HUNT,  RAYMOND  V.,  LIEUTENANT,  PD,  HAZEL  PARK,  MICHIGAN  -  JUNE  20,  2056 

159  HUNTER,  DONALD  GLENN,  JR,  CHF,  MAHONING  TWP  PD,  DANVILLE,  PENNSYLVANIA 

35  HUNTER,  HOWARD  0.,  CAPTAIN,  PD,  INDIANAPOLIS,  INDIANA  -  APRIL  26,  2075 

21  HUNTER,  MELVILLE  A,  SUPV,  ST  PENITENTIARY,  BISMARCK,  NORTH  DAKOTA  -  JULY,  2082 

64  HUNTSMAN,  REX  LEE,  SHF,  SEVIER  CO  SO,  RICHFIELD,  UTAH  -  OCTOBER,  2084 

31  HURDEN,  RUSSELL  H. ,  CHIEF  OF  POLICE,  SPRING  LAKE,  NEW  JERSEY  -  AUGUST  27,  2073 

37  HURLBERT,  WILLIAM  E.,  INSPECTOR,  PD,  JACKSONVILLE,  FLORIDA  -  JANUARY  2,  2077 

15  HURLBUT,  VINCENT  B.,  CHIEF  OF  POLICE,  WEST  HARTFORD,  CONNECTICUT  -  MARCH  14,  2071 
150  HUSMAN,  GERALD  RAY,  COP,  WEST  ST  PAUL,  MINNESOTA  -  APRIL  20,  2093 
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HUSS,  ROBERT  JOSEPH,  CMDR,  HA  SPTL,  BREMERTON,  HASHINGTON 

HUTCHINS,  ARTHUR  L..  CPT,  STAFF  INSTR,  GA  POL  ACDMY,  ATLANTA,  GEORGIA  -  JANUARY  14,  2092 

HUTCHINSON,  EDHARD  L,  JR,  ASST  CHF  INVSTGR,  SHELBY  CO  AT,  MEMPHIS,  TENNESSEE  -  OCTOBER  11,  2096 

1BB0TT,  FREDERICK  H. ,  CHIEF  OF  POLICE,  TROY,  NEH  YORK  -  OCTOBER,  2067 

ICE,  KENNETH  LYLE,  POLICE  LIEUTENANT,  PD,  TUCSON,  ARIZONA  -  MARCH  31,  2068 

INGLE,  KERMIT  D. ,  LIEUTENANT,  PD,  ASHEVILLE,  NORTH  CAROLINA  -  DECEMBER  6,  2075 

INGLIS,  DONALD  R.,  CPT,  SAN  BERNARDINO  CO  SO,  SAN  BERNARDINO,  CALIFORNIA  -  DECEMBER  25,  2079 

INGOLDSBY,  JAMES  F.,  MAJ,  SUPT  OF  POL,  PD,  ROANOKE,  VIRGINIA  -  OCTOBER  25,  2062 

INGRAM,  HOHARD  R.,  DETECTIVE,  PD,  HILMINGTON,  DELAHARE  -  JUNE  8,  2044 

IRIZARRY-GOMEZ,  RAFAEL,  INSPR,  SPC  INVSTGNS  BU,  SAN  JUAN,  PUERTO  RICO  -  MAY  19,  2085 

ISGRIGG,  ROY  E.,  CHIEF  OF  POLICE,  PD,  JOPLIN,  MISSOURI  -  MARCH  3,  2062 

JACKSON,  CLARENCE,  COP,  LODI ,  CALIFORNIA  -  SEPTEMBER  16,  2080 

JACKSON,  CLIFFORD  ERNEST,  STAFF  INSPR,  HAMILTON-WENTHORT,  HAMILTON,  CANADA  -  AUGUST,  2096 

JACKSON,  JOHN  J.,  CAPTAIN,  PD,  NEH  ORLEANS,  LOUISIANA 

JACOBE,  CYRIL  EUGENE,  DEP  CHF,  PD,  GREEN  BAY,  WISCONSIN 

JACOBSMEYER,  ADOLPH  C. ,  LTC,  ASS  COP,  ST.  LOUIS,  MISSOURI 

JAGD,  RICHARD  H. ,  COP,  GRAND  FORKS,  NORTH  DAKOTA  -  NOVEMBER  1,  2079 

JAMES,  M.  MEADE,  AREA  SUPV  PRLE  OFCR,  MT  ST  PRL,  KALISPELL,  MONTANA  -  NOVEMBER  24,  2068 

JANAITES,  STANLEY  JOHN,  LIEUTENANT,  PD,  NEH  BRITAIN,  CONNECTICUT  -  DECEMBER  5,  2067 

JANES,  HILLIAH  E,  JR,  COP,  BRISTOL,  RHODE  ISLAND 

JANIEC,  EDHARD  F.,  CAPTAIN,  PD,  HALLINGTON,  NEH  JERSEY  -  NOVEMBER  30,  2070 

JANONIS,  THEODORE  S.,  CAPTAIN,  PD,  BROHN  DEER,  WISCONSIN 

JEFFORDS,  MARION  M. ,  CAPTAIN,  PD,  WILMINGTON,  NORTH  CAROLINA  -  MAY  31,  2075 

JENKINS,  LEROY  C,  COP,  RACINE,  WISCONSIN 

JENKINS,  LYLE  E.,  SHF  OF  NAVAJO  CO,  HOLBROOK,  ARIZONA  -  DECEMBER  16,  2074 

JENNINGS,  MARTIN,  CHIEF  OF  POLICE,  MADISON,  NEW  JERSEY  -  JANUARY  22,  2071 

JENNINGS,  MICHAEL  NORMAN,  CPT,  PD,  KENNEWICK,  WASHINGTON 

JENSEN,  ANTON  G. ,  CAPTAIN,  PD,  MENOMINEE,  MICHIGAN  -  FEBRUARY  16,  2064 

JENSEN,  CARL  C,  PATROLMAN,  PD,  PIERRE,  SOUTH  DAKOTA  -  FEBRUARY  5,  2096 

JENSEN,  MERLE  D,  SHF  OF  DOUGLAS  CO,  ROSEBURG,  OREGON  -  JUNE  10,  2093 

JETT,  LEWIS  E.,  DETECTIVE,  PD,  SPARTANBURG,  SOUTH  CAROLINA  -  SEPTEMBER  26,  2072 

JETT,  R.  H.,  CHF  OF  DET,  PD,  NASHVILLE,  TENNESSEE 

JEU,  MICHAEL  ALAN,  SGT,  PD,  NORTH  LITTLE  ROCK,  ARKANSAS  -  APRIL  7,  2098 

JEHELL,  DANA  E.,  CAPTAIN,  PD,  PORTLAND,  OREGON  -  SEPTEMBER  6,  2041 

JOHNSON,  DAVID  H. ,  CHIEF  OF  POLICE,  PD,  PORTLAND,  OREGON  -  JULY  8,  2064 

DONALD  L.,  DEP  CHF,  PD,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  FEBRUARY,  2095 
HENRY  C,  CPT,  NC  ST  HPTL,  RALEIGH,  NORTH  CAROLINA  -  MAY  12,  2065 
HENRY  CHRIS,  SR,  CHF  DEP,  ANDERSON  CO  SD,  CLINTON,  TENNESSEE  -  AUGUST  11,  2081 
JOHN  FERGUSON,  JR.,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  NOVEMBER  17,  2077 
KENNETH  CHARLES,  CPT,  PD,  SACRAMENTO,  CALIFORNIA  -  OCTOBER  24,  2081 
KENNETH  K. ,  DIR  OF  SEC,  PUB  SCHOOLS,  COLUMBIA,  MISSOURI  -  OCTOBER  28,  2093 
M.  FRED,  DEP  CHF,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  NOVEMBER  19,  2088 
ROBERT  L.,  SGT,  PD,  COVINGTON,  KENTUCKY 

THOMAS  EUGENE,  CHIEF  OF  POLICE,  PD,  LEWISTOWN,  MAINE  -  OCTOBER  25,  2048 
WILBUR  DEWEY,  SHF  OF  SIERRA  CO,  DOWNIEVILLE,  CALIFORNIA  -  NOVEMBER  25,  2067 
JAMES  HERBERT,  CHF  DEP  WARDEN,  CHATHAM  CO  PRI,  SAVANNAH,  GEORGIA  -  FEBRUARY  19,  2069 
LEWIS  S.,  SHF  OF  RANDALL  CO,  CANYON,  TEXAS  -  AUGUST  14,  2072 
S  CLARENCE,  COP,  CHELTENHAM  THP,  ELKINS  PARK,  PENNSYLVANIA  -  JUNE  12,  2080 
WILLIAM  FREDERICK,  INVSTGR,  PUB  DEFENDERS  OFC,  JACKSONVILLE,  FLORIDA  -  JULY  12,  2080 
WILLIAM  R,  LT,  STATE  UNIV  OF  NY  DPS,  CORTLAND,  NEW  YORK  -  JUNE  2,  2086 
JOINER,  WILLIAM  DUPREE,  COP,  GAINESVILLE,  FLORIDA  -  AUGUST  29,  2097 
JOLLIFF,  HAROLD,  SGT,  IN  SPOL,  SPRINGFIELD,  ILLINOIS  -  MARCH  31,  2099 
JONES,  BENJAMIN  L.,  CHIEF  OF  POLICE,  HUTCHINSON,  KANSAS  -  OCTOBER  15,  2072 
DONALD  CURTIS,  LT,  PD,  MOORHEAD,  MINNESOTA  -  AUGUST  16,  2088 
EUGENE  S,  (SA,  FBI),  DEP  SHF,  SAN  BERNAR,  SAN  BERNARDINO,  CALIFORNIA 
FLOYD  J,  USHF,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA  -  MARCH  12,  2093 
FRED  P.,  CHIEF  OF  POLICE,  PD,  MAYESVILLE,  SOUTH  CAROLINA  -  DECEMBER  29,  2056 
GEORGE  E.,  LT,  PD,  RICHMOND,  CALIFORNIA  -  NOVEMBER,  2078 
GEORGE  THURMAN,  CHF  DEP  SHF,  GUILFORD  CO  SD,  GREENSBORO,  NORTH  CAROLINA 
HOHARD  H.,  CHIEF  OF  POLICE,  EL  PASO,  TEXAS  -  NOVEMBER  28,  2072 

JACK,  CHF  INSPR,  SAN  MATEO  CO  DA  OFC,  REDWOOD  CITY,  CALIFORNIA  -  OCTOBER  6,  2079 
LAWRENCE  0,  COP,  ROCK  ISLAND,  ILLINOIS 
ORVILLE  A.,  CPT,  PD,  DALLAS,  TEXAS  -  AUGUST,  2089 

R  DAVID,  ASST  DIR,  BU  OF  CRIM  INVSTGN,,  RICHMOND,  VIRGINIA  -  JUNE  16,  2085 
RUSSEL  RAHMES,  DIR  OF  SEC,  MIAMI  UNIV,  OXFORD,  OHIO 
SAXTON  RANDALL,  CPT,  FL  HPTL,  TALLAHASSEE,  FLORIDA  -  MAY  1,  2095 
SIDNEY  ALLEN,  CHIEF  OF  POLICE,  PD,  RIALTO,  CALIFORNIA  -  JUNE,  2093 
VERTREES  BOYD,  COP,  SOMERSET,  KENTUCKY 

WILLIAM  HENRY,  CHIEF  OF  POLICE,  PD,  ALTAVISTA,  VIRGINIA  -  MAY  31,  2054 
HILLIAM  R.,  MAJ,  DPS,  MONTGOMERY,  ALABAMA  -  APRIL,  2089 
JOSEPH  L.,  MAYOR,  CARLSTADT,  NEW  JERSEY  -  OCTOBER  20,  2074 
E.  BODIE,  LT,  FL  HWY  PTL,  TALLAHASSEE,  FLORIDA 

HERBERT  J.,  CHIEF  OF  POLICE,  PD,  BURR  OAK,  MICHIGAN  -  AUGUST  20,  2060 
RALPH  L,  SERGEANT,  PD,  MOBILE,  ALABAMA  -  SEPTEMBER  29,  2084 

RICHARD  F,  PRISON  ADMIN,  ATLANTA  CITY  PRI,  ATLANTA,  GEORGIA  -  FEBRUARY  28,  2087 
COP,  PERRY  THP  PD,  DUBLIN,  OHIO  -  SEPTEMBER  27,  2082 

INSPR,  PD,  PORT  OF  NY  AUTH,  NEW  YORK,  NEW  YORK  -  JUNE  3,  2062 
C,  FINGERPRINT  EXAMINER,  US  POST,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  DECEMBER  20,  2071 
JOY,  JAMES  F.,  LT,  PD,  WHEATLAND,  MISSOURI  -  DECEMBER,  2094 
JOYCE,  WILLIAM  N,  COP,  EVANS,  NEW  YORK  -  MAY  17,  2080 
JOYNER,  ROBERT  E.,  CAPTAIN,  PD,  PORTSMOUTH,  VIRGINIA  -  MAY  1,  2078 
JUDD,  KEITH,  CHIEF  OF  POLICE,  PD,  CALDWELL,  IDAHO  -  MARCH  3,  2065 

JUDKINS,  EVERETT,  DEP  SHF,  ROCKINGHAM  CO  SO,  EPPING,  NEW  HAMPSHIRE  -  OCTOBER  22,  2056 
JUECH,  WILBUR  D. ,  ASST  CHF,  PD,  WEST  BEND,  WISCONSIN  -  APRIL  5,  2054 

JULIAN,  W.  B.,  ADMIN,  LAW  AND  ORDER  DIV,  ST  D,  RALEIGH,  NORTH  CAROLINA  -  JANUARY  6,  2075 
KAILEY,  GERALD  D,  ACTING  COP,  ARVADA,  COLORADO  -  MAY  2,  2083 
KALNOSKE,  BERNARD  J.,  COP,  ANNAPOLIS,  MARYLAND  -  FEBRUARY  8,  2080 
KALOTA,  JEROME  M.,  DEPUTY  CHIEF,  PD,  NORTH  TONAWANDA,  NEW  YORK  -  FEBRUARY  13,  2075 
KAMINSKY,  F.  F.,  COP,  SACRAMENTO,  CALIFORNIA  -  JANUARY  20,  2073 
KANE,  WILLIAM  T,  ASST  CHF,  NASSAU  CO  PD,  MINEOLA,  NEW  YORK  -  JUNE,  2092 
KANEHAILUA,  MITCHELL  K,  INSPR,  HI  CO  PD,  HILO,  HAWAII  -  SEPTEMBER  21,  2084 
KANZ,  ED  0.,  CHF  OF  SEC,  UNIV  OF  WASHINGTON,  SEATTLE,  WASHINGTON  -  MARCH  31,  2071 
KAPKE,  LAUREL  E,  CPT  OF  DET,  PD,  JANESVILLE,  WISCONSIN  -  DECEMBER  24,  2082 
KARL,  GEORGE  M. ,  CAPTAIN,  PD,  PEORIA,  ILLINOIS  -  MARCH  17,  2055 
KARNOPP,  HERLE  C,  SHF  OF  LANCASTER  CO,  LINCOLN,  NEBRASKA 

KARSONOVICH,  HALTER  FRANCIS,  COP,  SHARPSVILLE,  PENNSYLVANIA  -  AUGUST  9,  2064 
KARST,  JOHN  F.,  DEP  CHF,  PD,  JERSEY  CITY,  NEW  JERSEY  -  OCTOBER  12,  2072 
KAST,  LAWRENCE  M. ,  ACTING  CHIEF,  FRESNO,  CALIFORNIA  -  OCTOBER  22,  2077 
KEARNS,  HILLIAM  J.,  COP,  GARDEN  CITY,  NEW  YORK 

KEATING,  PATRICK  J.,  COP,  IRVINGTON,  NEW  JERSEY  -  OCTOBER  5,  2074 

KEATING,  THOMAS  H.  ,  SUPT  OF  IDENT  BU,  PD,  SANTA  BARBARA,  CALIFORNIA  -  FEBRUARY  18,  2069 
KEEGAN,  JAMES  J,  LT,  PD,  EAST  HARTFORD,  CONNECTICUT  -  APRIL  2,  2093 
KEEGAN,  THOMAS  M,  DEP  CHF,  HAMILTON  THPPD,  TRENTON,  NEW  JERSEY  -  JULY,  2087 
KEEN,  NEIL  B.,  INVSTGR,  FL  BEVERAGE  DEPT,  TAMPA,  FLORIDA  -  JANUARY  12,  2070 
KEENE,  FORREST  E.,  COP,  UNIVERSITY  PARK,  TEXAS 
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29  KEIRLE,  THOMAS,  CHIEF  OF  POLICE,  PD,  EDHARDSVI ,  KINGSTON,  PENNSYLVANIA  -  MAY  24,  2057 
11*  KEITH,  BILLY  L,  SUPERVISORY  DEPUTY,  USMS,  DENVER,  COLORADO  -  MAY  22,  2083 

20  KELEHER,  ROBERT  V,  CPT,  PD,  CHICAGO,  ILLINOIS  -  MAY  31,  2094 
103  KELEHER,.  THOMAS,  CPT,  PD,  TOHN  OF  TONAHANDA,  NEW  YORK 

24  KELLER,  GEORGE  H. ,  INVSTGR,  CO  DISTRICT  ATTY  OFC,  SAN  LUIS  OBISPO,  CALIFORNIA  -  DECEMBER  2,  2068 
37  KELLER,  J.  CROY,  COP,  ST.  JOSEPH,  MISSOURI  -  AUGUST  31,  2052 

30  KELLEY,  RONALD  L.,  LTC,  HA  SPTL,  OLYMPIA,  HASHINGTON 

25  KELLEY,  TED  J,  SHF  OF  LAHRENCE  CO,  DEADHOOD,  SOUTH  DAKOTA  -  MARCH,  2081 

21  KELLY,  CHARLES  E,  DET,  PD,  PASSAIC,  NEH  JERSEY  -  MARCH  9,  2084 

63  KELLY,  CHRISTOPHER  MICHAEL,  CPT,  PD,  CLIFTON,  NEH  JERSEY  -  DECEMBER  17,  2062 

26  KELLY,  FRANK,  COP,  SAN  RAFAEL,  CALIFORNIA  -  APRIL  12,  2076 

18  KELLY,  JAMES  F.,  LT,  PD,  NEH  BRITAIN,  CONNECTICUT  -  OCTOBER  9,  2078 
71  KELLY,  JOHN  P,  COP,  UPPER  ST  CLAIR,  PENNSYLVANIA  -  APRIL,  2092 

62  KELLY,  JOSEPH  B.,  COP,  NEW  BRITAIN,  CONNECTICUT  -  MAY  8,  2089 

80  KELLY,  JOSEPH  C,  CPT,  PD,  CLAYTON,  MISSOURI  -  JANUARY  15,  2095 
25  KELLY,  LEO  T,  JR,  DEPUTY  COMMISSIONER,  PD,  BALTIMORE,  MARYLAND 

37  KELLY,  MICHAEL  EDWARD,  COP,  CLINTON,  MASSACHUSETTS  -  APRIL  16,  2073 

40  KELLY,  OLIVER,  POL  MGT  CONSULT,  NJ  POL  TNG  CO,  TRENTON,  NEW  JERSEY  -  MAY  27,  2072 

25  KELLY,  WILLIAM  PAUL,  CPT,  NJ  SPOL,  TRENTON,  NEW  JERSEY 

33  KEMMERER,  FRANK  H,  LT,  RICHMOND  POLICE  BU,  RICHMOND,  VIRGINIA  -  AUGUST  18,  2081 

28  KEMPLE,  JAMES  S.,  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  FEBRUARY  12,  2062 

22  KENDALL,  ARTHUR  G. ,  SUPERINTENDENT,  PD,  FREDERICKSBURG,  VIRGINIA  -  MAY  26,  2057 

64  KENDALL,  HALTER  J.,  JR.,  CHF  OF  PERSONNEL,  PD,  NEH  YORK,  NEW  YORK 
135  KENDRICK,  JAMES  LARRY,  COP,  SAN  MARCOS,  TEXAS  -  MAY  29,  2097 

58  KENNEDY,  BERNARD  J.,  SHF  OF  PEORIA  CO,  PEORIA,  ILLINOIS  -  DECEMBER  20,  2075 

93  KENNEDY,  GERALD  P.,  CAPTAIN,  PD,  DARIEN,  CONNECTICUT 
138  KENNEDY,  JOHNNY  EUGENE,  MAJ,  PD,  COLLEGE  STATION,  TEXAS 

81  KENNEDY,  KENNETH  P,  DEP  COMM,  PD,  BUFFALO,  NEW  YORK  -  JANUARY,  2094 

26  KENNEDY,  STEPHEN  P.,  POLICE  COMMISSIONER,  PD,  NEW  YORK,  NEW  YORK  -  OCTOBER  17,  2078 

14  KENNEDY,  THOMAS  E.,  SHF  OF  LAKE  COUNTY,  WAUKEGAN,  ILLINOIS  -  APRIL  11,  2047 

12  KENNEDY,  W.  R.,  COP,  WHEELING,  WEST  VIRGINIA  -  APRIL,  2059 

106  KENNERLEY,  STEPHEN  L.,  LT,  PD,  SANTA  MONICA,  CALIFORNIA  -  JULY  14,  2095 

15  KENNEY,  FRANK  J.,  SPEC  AGENT,  USSS,  PORTLAND,  OREGON  -  DECEMBER  7,  2070 

48  KENNON,  ROGERS  D.,  AGENT,  TN  BUREAU  OF  INVESTIGAT,  NASHVILLE,  TENNESSEE  -  OCTOBER  23,  2067 
50  KENT,  MALCOLM  J.,  CHIEF  CONSTABLE,  CALGARY,  CANADA  -  MAY  18,  2094 

13  KEOGAN,  DANIEL  J.,  SERGEANT,  PD,  SOUTH  BEND,  INDIANA  -  OCTOBER  10,  2047 

64  KERR,  JOHN  F.,  JR.,  CAPTAIN,  ARMED  FORCES  POLICE,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  OCTOBER  19,  2063 

62  KERR,  LAWRENCE,  LT,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 

19  KERR,  ROY  D. ,  COP,  FARMINGTON,  NEW  MEXICO 

16  KESLER,  RALPH  E.,  ASST  CHF,  PD,  SALISBURY,  NORTH  CAROLINA  -  JUNE  8,  2075 
35  KETCHAM,  ROBERT,  COP,  SOUTH  ST.  PAUL,  MINNESOTA  -  SEPTEMBER  8,  2073 

25  KETCHUM,  HAROLD,  SERGEANT,  PD,  SCHENECTADY,  NEW  YORK  -  JANUARY  10,  2073 

29  KETTELLS,  ORIN  A.,  CAPTAIN,  PD.  DES  MOINES,  IOWA  -  JULY  3,  2068 

91  KEY,  EDWARD  J,  SA  SUPR,  FL  DEPf  OF  LAW  ENF,  MIAMI,  FLORIDA  -  JULY,  2095 

40  KEY,  JAMES  A,  LT,  PD, ,  CHICAGO,  ILLINOIS 

101  KEY,  HILLIAM  A,  JR,  COP,  BURLINGAME,  CALIFORNIA  -  NOVEMBER  17,  2094 

67  KEYSER,  DON  E.,  SERGEANT,  BUREAU  OF  POLICE,  WHEELING,  WEST  VIRGINIA  -  MARCH  4,  2074 

100  KHOURY,  ELIAS  S.,  LT,  INTERNAL  SEC  FORCES,  BEIRUT,  LEBANON 

144  KIEFFER,  DONALD  CHARLES,  LT,  PD,  AMHERST,  NEH  YORK  -  MARCH  1,  2096 
56  KILLEEN,  JOHN  J.,  COP,  PITTSFIELD,  MASSACHUSETTS 

81  KIMBRELL,  JAMES  D,  COP,  LEXINGTON,  NORTH  CAROLINA 

15  KIMBROUGH,  NEWMAN  W. ,  ASST  DIR,  AL  DPS,  MONTGOMERY,  ALABAMA  -  AUGUST  3,  2075 

15  KIMBROUGH,  W  G,  COP,  CORAL  GABLES,  FLORIDA  -  MAY  29,  2083 

110  KIMMEL,  LESTER  L.,  SHF  OF  WHITESIDE  CO,  MORRISON,  ILLINOIS  -  NOVEMBER  30,  2090 

84  KING,  GERALD  R.,  SR.,  CPT,  PD,  PEORIA,  ILLINOIS  -  JANUARY  5,  2080 

114  KING,  GLYNN,  CPT,  PD,  MEMPHIS,  TENNESSEE  -  JUNE  25,  2099 

96  KING,  JOHN  T,  SAC,  GA  BU  OF  INVTGN,  MILLEDGEVILLE,  GEORGIA  -  SEPTEMBER  85,  2085 

31  KING,  NELSON  J.,  COP,  POTSDAM,  NEW  YORK  -  OCTOBER  28,  2049 

35  KING,  ROBERT  B.,  CPT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  DECEMBER  11,  2065 

59  KINNAMON,  BRICE  G. ,  COP,  CAMBRIDGE,  MARYLAND  -  JUNE  4,  2071 
81  KINNEY,  WILLIAM  J.,  COP,  SACRAMENTO,  CALIFORNIA 

8  KINSELLA,  JOHN  D. ,  PATROLMAN,  PD,  AUBURN,  NEW  YORK  -  MARCH  1,  2068 

50  KINSEY,  PAUL  S,  DIR  OF  SEC  OPERATIONS  CLEVELAN,  CLEVELAND,  OHIO  -  JULY  13, 

4  KIRVEN,  M.  C,  DEP  SHF,  DARLINGTON  CO  SO,  DARLINGTON,  SOUTH  CAROLINA 

91  KISE,  RICHARD  F.,  CHF  DEP,  PD,  LYONS,  NEW  YORK  -  MARCH  17,  2080 

26  KISER,  HAROLD  B.,  COP,  HAGERSTOWN,  MARYLAND  -  MAY  6,  2080 

59  KISTNER,  JOHN  B.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  APRIL  4,  2095 

32  KITCHEN,  P  R,  AGENT,  STATE  BU  OF  INVESTIGATE  RALEIGH,  NORTH  CAROLINA 

34  KITCHENS,  JESSE  V,  STATE  FIRE  MARSHALL,  MONTGOMERY,  ALABAMA 

50  KITTLINGER,  CHARLES  G. ,  JR.,  DET  LT,  MONROE  CO  SO,  ROCHESTER,  NEW  YORK 

32  KLANCHER,  J  A,  COP,  UPPER  ST.  CLAIR  TOWNSHIP,  PITTSBURGH,  PENNSYLVANIA 

92  KLAPAK,  JOHN  R,  SR,  ASST  CHF,  PD,  HAMMOND,  INDIANA 
58  KLEIN,  ROBERT  WILLIAM,  CHF,  DEFENSE  CONTRACT  ADMIN,  ATLANTA,  GEORGIA 

95  KLEVENHAGEN,  JOHN  J,  SHF  OF  HARRIS  CO,  HOUSTON,  TEXAS  -  AUGUST,  2099 

49  KLIMEK,  ADAM  G.,  DETECTIVE,  PD,  BRISTOL,  CONNECTICUT  -  OCTOBER  5,  2075 
75  KLIMKOWSKI,  ADAM  Z.,  ASST  CHF  OF  OPERATIONS,  PD,  MIAMI,  FLORIDA  -  DECEMBER  26,  2098 

94  KLINE,  DONALD  E,  LT,  PD,  JANESVILLE,  WISCONSIN  -  AUGUST  17,  2093 
29  KLINE,  NORMAN  F.,  CAPTAIN,  PD,  POTTSVILLE,  PENNSYLVANIA  -  NOVEMBER  11,  2077 

36  KLINE,  RAYMOND  JAMES,  CHF  DEP  SHF,  TEHAMA  CO  SO,  RED  BLUFF,  CALIFORNIA 
56  KLING,  J  B,  JR,  COL,  EAST  BATON  ROUGE  PARISH  S,  BATON  ROUGE,  LOUISIANA 

145  KLING,  WILLIAM  DAVID,  DET,  BUCKS  CO  DA  OFC,  DOYLESTOWN,  PENNSYLVANIA 
39  KLOTZ,  NICHOLAS  JOHN,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  JULY  25,  2074 

104  KLUTH,  CHESTER  W. ,  COP,  FAIRVIEW  PARK,  OHIO  -  SEPTEMBER,  2091 

91  KNEPP,  GORMAN  R.,  LT,  PD,  NIAGARA  FALLS,  NEW  YORK 

43  KNIGHT,  BRADY  M. ,  COP,  DECATUR,  GEORGIA  -  DECEMBER  20,  2077 

60  KNIGHT,  JAMES  T.,  CPT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  JULY  22,  2078 

33  KNIGHT,  JOHN  H. ,  JR.,  CHF  OF  THE  TRAFFIC  DIV,  PD,  MACON,  GEORGIA  -  MARCH  28,  2075 
84  KNOX,  JOHN  P.,  DIV  CHF,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  JUNE  24,  2096 
58  KNUST,  HILLIAM,  CAPTAIN,  PD,  NUTLEY,  NEH  JERSEY  -  FEBRUARY  24,  2068 

5  KNUTH,  WALTER  E.,  SERGEANT,  PD,  BENTON  HARBOR,  MICHIGAN  -  JULY  10,  2077 
11  KOCK,  GEORGE  J.,  SERGEANT,  STATE  HIGHHAY  PATROL,  JEFFERSON  CITY,  MISSOURI  -  JUNE  19,  2049 

96  KOENECKE,  ROGER  D,  SGT,  PD,  JANESVILLE,  HISCONSIN 
39  KOHLER,  ALFRED  CHARLES,  DEP  CHF  INSPR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK  -  JULY  14,  2063 

17  KOLKHORST,  G.  H. ,  COP,  HEPPNER,  OREGON  -  JUNE  1,  2077 
26  KONICEK,  JOSEPH,  JR,  COP,  RACINE,  WISCONSIN 

51  KOPACKA,  LOUIS,  COP,  BRATENAHL,  OHIO  -  JULY  19,  2074 
51  KOPANSKY,  RALPH  M. ,  COP,  LOS  ALAMOS,  NEH  MEXICO  -  JULY  1,  2078 

91  KORTKAMP,  GEORGE  W. ,  SGT,  PD,  CLAYTON,  MISSOURI  -  APRIL  18,  2093 
55  KORTZ,  RALPH  G. ,  COP,  LONG  BEACH,  CALIFORNIA 

92  KORUTZ,  GEORGE,  COP,  JOHNSON  CITY,  NEH  YORK  -  SEPTEMBER  24,  2097 

101  KOTSCHHAR,  ESLEY  J,  INVSTGR  III,  NE  SPTL,  LINCOLN,  NEBRASKA 
60  KOURY,  RALPH  JOSEPH,  CAPTAIN,  PD,  CRANFORD,  NEH  JERSEY  -  NOVEMBER  16,  2085 
77  KOZEE,  PAUL  E.,  CAPTAIN,  PD,  MACON,  GEORGIA  -  MAY  14,  2078 
55  KRAMER,  ARNOLD  R,  DEP  INSPR,  PD,  MILWAUKEE,  WISCONSIN 
55  KRAMER,  THEODORE  J.,  CAPTAIN,  PD,  CUDAHY,  WISCONSIN 
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KRANYIK,  JAMES,  COP,  FAIRFIELD,  CONNECTICUT  -  DECEHBER  24,  2082 

KRAUS,  ERVIN  H. ,  COP,  MUSKEGO,  HISCONSIN  -  AUGUST  19,  2078 

KRAUSE,  JAMES,  SGT,  PD,  ST.  LOUIS,  MISSOURI  -  JUNE  25,  2079 

KREUZKAMP,  PAUL  J,  COP,  PALM  BAY,  FLORIDA  -  MAY  28,  2089 

KRIEG,  HARRY  J.,  COP,  HATERLOO,  IOHA  -  AUGUST  31,  2061 

KROB,  THOMAS  CHARLES,  CPT.  PD,  SUPERIOR,  HISCONSIN  -  NOVEMBER  12,  2093 

KROHN,  ERNEST  K. ,  CHIEF  OF  POLICE,  MAYHOOD,  NEH  JERSEY  -  SEPTEMBER  29,  2073 

KROSNICKI,  PETER  P,  NORTHEAST  AREA  CRIME  CONTROL  P,  ANTIGO,  HISCONSIN 

KRSUL,  JOHN  CHARLES,  U.  S.  MARSHAL,  BILLINGS,  MONTANA  -  MARCH  25,  2081 

KRUPP,  BEN,  ASST  CHF,  PD,  SANTA  CRUZ,  CALIFORNIA  -  JANUARY  20,  2088 

KRUSE,  EDHIN,  SERGEANT,  PD,  INDIANAPOLIS,  INDIANA 

KRUSE,  HENRY  S.,  CHIEF  OF  POLICE,  PD,  RUMSON,  NEH  JERSEY 

KUBAITIS,  LEO,  COP,  HALL  TOHNSHIP,  NEH  JERSEY 

KUBATH,  ERHIN  H. ,  SHERIFF,  BERRIEN  COUNTY  SHERIF,  ST.  JOSEPH,  MICHIGAN  -  AUGUST  24,  2074 

KUBECKA,  OTTO  H. ,  CHF  DEP,  VICTORIA  CO  SO,  VICTORIA,  TEXAS 

KUBISTY,  HALTER  F.,  CAPTAIN,  PD,  LACKAHANNA,  NEH  YORK  -  JULY  7,  2066 

KUHL,  EDHIN  F.,  CHIEF  OF  POLICE,  MINERSVILLE,  PENNSYLVANIA  -  FEBRUARY  23,  2071 

KULIKOHSKY,  RONALD  NICHOLAS,  CPT,  NY  SPOL,  POUGHKEEPSIE,  NEH  YORK 

KUMM,  RAYMOND  C,  DET  CPT,  PD,  NIAGARA  FALLS,  NEH  YORK  -  JUNE,  2091 

KUMMER,  HILLIAM  E.,  ASST  CHF,  PD,  LONG  BEACH,  CALIFORNIA  -  AUGUST  11,  2071 

KUMMERLE,  GEORGE  F.,  COMMISSIONER  OF  PUBLIC  SAFETY,  MOUNT  VERNON,  NEH  YORK 

KUNTEMEIER,  MILTON  F.,  CORPORAL,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  14,  2055 

KUPCHA,  JOHN,  CAPTAIN,  PD,  HHITING,  INDIANA  -  MAY,  2090 

KUYKENDALL,  PAUL  EDHARD,  SGT,  TX  DPS,  LUBBOCK,  TEXAS  -  DECEMBER,  2090 

LACEY,  JOHN  HOHARD,  CAPTAIN,  PD,  VALLEJO,  CALIFORNIA  -  JULY  18,  2096 

LACKEY,  GILBERT  L.,  ASST  CHF,  PD,  COLUMBIA,  SOUTH  CAROLINA  -  AUGUST  7, 

LADUKE,  HOHARD  C,  (SA,  FBI),  STATE  INVSTGR,  ATTY,  MONTPELIER,  VERMONT 

LAFLEUR,  VINCENT  A,  COP,  UTICA,  NEH  YORK  -  JUNE  18,  2080 

LAIRD,  STANLEY  H. ,  SGT,  AK  STATE  TROOPERS,  JUNEAU,  ALASKA 

LAMB,  FREDERICK  K.,  MAJOR,  DE  SPOL,  DOVER,  DELAHARE  -  NOVEMBER  30,  2066 

LAMB,  HILLIAM  F,  COP,  OSSINING,  NEH  YORK  -  JULY  29,  2080 

LAMBORN,  JAMES  L,  LT,  PD,  BOISE,  IDAHO  -  MARCH  16,  2088 

LAMETTRY,  ROBERT,  SA,  MN  BU  OF  CRIM  APPRE,  ST.  PAUL,  MINNESOTA  -  MAY  22,  2088 

LAMKIN,  BILLIE  D. ,  SGT,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY  -  OCTOBER  10,  2093 

LAMOTTE,  DARRELL  A,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA 

LAMOUREUX,  ARTEL  J.,  COP,  SAN  LEANDRO,  CALIFORNIA  -  JANUARY  20,  2078 

LANCE,  DONALD  SCRIBNER,  JR,  COP,  CONHAY,  NEH  HAMPSHIRE  -  OCTOBER  13,  2091 

LANDRUM,  CLARENCE  E.,  SHF  OF  MONTGOMERY  CO,  MONTGOMERY  CITY,  MISSOURI  -  OCTOBER  19,  2095 

LANE   FRANCIS  A.,  LT  DET,  MONTGOMERY  CO  POL,  ROCKVILLE,  MARYLAND  -  AUGUST  5,  2051 

LANE,  JEAN  R.,  COP,  HAILUKU,  MAUI,  HAHAII  -  JANUARY  31,  2090 

LANE,  MARVIN  G,  POLICE  COMMISSIONER,  PD,  HARREN,  MICHIGAN 

LANE,  TOM  H.,  SHF  OF  HHARTON  CO,  HHARTON,  TEXAS 

LANGFORD,  ROBERT  H,  COP,  DECATUR,  GEORGIA  -  OCTOBER  23,  2089 

LANT,  EUGENE  H,  CHF  INVSTGR,  DA  S  OFC,  SACRAMENTO,  CALIFORNIA 

LARKINS,  LEO  M. ,  COP,  FINDLAY,  OHIO  -  NOVEMBER  2,  2054 

LAROSE.  JAHES,  CPT,  PD,  BROOKFIELD,  HISCONSIN  -  APRIL,  2098 

LAROSSA,  MICHAEL,  JR.,  CPT,  MERCER  CO  PROS  OFC,  TRENTON,  NEH  JERSEY  -  DECEMBER  29,  2067 

LARSON,  CHARLES  EDHARD,  CPT,  LAKE  CO  SD,  HAUKEGAN,  ILLINOIS  -  APRIL  8,  2080 

LARUE,  JAMES  A.,  CAPTAIN,  PD,  ALBUQUERQUE,  NEH  MEXICO 

LARY,  CURTIS,  COP,  GREENHOOD,  MISSISSIPPI 

LASKER,  RICHARD  J.,  CPT,  PD,  GARFIELD  HEIGHTS,  OHIO  -  JANUARY  16,  2094 

LASSITER,  NOLAN  H. ,  JR.,  COP,  FREEPORT,  TEXAS  -  OCTOBER  22,  2072 

LASTER,  ALLEN  0,  CAPTAIN,  PD,  PASADENA,  TEXAS  -  OCTOBER  22,  2072 

LATHROP,  LYLE  M. ,  CPT,  PIERCE  CO  SO,  TACOMA,  HASHINGTON  -  MARCH  25,  2076 

LATULIPE,  FRANCIS  X.,  DIR,  BUREAU  OF  CRIMINOLOGY,  SAN  FRANCISCO,  CALIFORNIA  -  JUNE  11,  2059 

LAVALLEE,  RAYMOND,  DET  SGT,  PD,  HOONSOCKET,  RHODE  ISLAND  -  MAY  27,  2080 

LAVANCE,  RAYMOND  G. ,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  MAY,  2084 

LAVENGOOD,  JOHN  D,  CAPTAIN,  PD,  HABASH,  INDIANA  -  NOVEMBER  24,  2087 

LAVISH,  CHARLES  F.,  COP,  FOREST  HILLS,  PENNSYLVANIA  -  JANUARY  16,  2065 

LAHLESS,  ALBERT  CHARLES,  LT,  PD,  NEH  ORLEANS,  LOUISIANA  -  AUGUST  26,  2083 

LAHLEY,  JACKIE  HAYNE,  COP,  KAUFMAN,  TEXAS  -  MAY  24,  2090 

LAHRENCE,  CARL  L,  MAJ,  DE  SPOL,  DOVER,  DELAHARE  -  NOVEMBER  13,  2080 

LAHRENCE  HENRY  JAMES,  MEMBER,  BOARD  OF  PRISONS,  OLYMPIA,  HASHINGTON  -  OCTOBER  3,  2076 

LAHRENCE   NORMAN  L,  SPECIAL  CONSTABLE,  STATE  OF  DE,  HILMINGTON,  DELAHARE  -  OCTOBER  3,  2084 

LAYTON,  JOHN  B.,  COP,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  OCTOBER  4,  2089 

LAZARO,  VIVENCIO  B.,  ASST  DIR,  NATIONAL  BU  OF  INVST,  MANILA,  PHILIPPINES 

LEACH,  AMOS  H. ,  COP,  GRANTS,  NEH  MEXICO  -  APRIL,  2076 

LEACH  GEORGE  A.,  DET  LT,  PD,  POUGHKEEPSIE,  NEH  YORK  -  DECEMBER  14,  2044 

LEACH,  MELVIN  H. ,  INSPR,  USPP,  HASHINGTON,  DISTRICT  OF  COLUMBIA 

LEAHY,  JOHN  P,  CPT,  MONTGOMERY  CO  POL,  ROCKVILLE,  MARYLAND 

LEAR.  KENNETH  H. ,  CHF,  FRANCONIA  TOHNSHIP  PD,  SOUDERTON,  PENNSYLVANIA  -  JUNE  10,  2065 

LEARY,  JOHN  V.,  CAPTAIN,  PD,  HATERBURY,  CONNECTICUT  -  DECEMBER  12,  2068 

LEBARRON,  STEHART  EDHARD,  COP,  IRONDEQUOIT,  NEH  YORK 

LEBEAU,  LEO  P.,  COP,  OGDENSBURG,  NEH  YORK  -  DECEMBER  7,  2078 

LEBERMANN,  JAMES  B,  COP,  CALVERTON  PARK,  MISSOURI  -  SEPTEMBER  7,  2087 

LEBLANC,  CYRILLE,  COP,  GARDNER,  MASSACHUSETTS  -  SEPTEMBER  22, 

LEBLANC,  GEORGE  H.,  POL  COORDINATOR,  LA  DA  ASSOC,  BATON  ROUGE, 

LECLAIR,  THOMAS  G,  CPT,  DAKOTA  CO  SO,  HASTINGS,  MINNESOTA  -  JUNE  6,  2089 

LECUONA,  FERNANDO,  JR.,  SGT,  DOUGLAS  CO  SO,  OMAHA,  NEBRASKA  -  JUNE,  2093 

LEDBETTER,  JIMMY  D,  OFCR,  NATL  AUTO  THEFT  BU,  NASHVILLE,  TENNESSEE  -  FEBRUARY  4,  2089 

LEDDY,  FRANCIS  D. ,  CHF,  VILLAGE  OF  EAST  HAMPTON,  EAST  HAMPTON,  NEH  YORK 

LEE.  EARL  D. .  SHF  OF  DOUGLAS  CO,  DOUGLASVILLE,  GEORGIA  -  OCTOBER,  2098 

LEE   JOHN  M.   CRIM  INVSTGR,  DA  OFC,  MONGTOME,  CLARKSVILLE,  TENNESSEE  -  DECEMBER  3,  2072 

LEE   MARTIN  M,  CHIEF  OF  INSPECTORS,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  FEBRUARY  18,  2088 

LEE   RALPH  H. ,    DETECTIVE  LIEUTENANT,  PD,  SAINT  PETERSBURG,  FLORIDA  -  SEPTEMBER  19,  2066 

LEE,  HALTER  S.,  COP,  NORTH  BEND,  OREGON  -  FEBRUARY  28,  2077 

LEGG,  GEORGE  H. ,  COP,  BRIELLE,  NEH  JERSEY  -  AUGUST  22,  2067 

LEISURE,  HELVIN  G. ,  MAJ,  DE  SPOL,  DOVER,  DELAHARE  -  SEPTEMBER  18,  2076 

LENAHAN,  PATRICK  J.,  INSPECTOR  OF  POLICE,  PD,  CLEVELAND,  OHIO  -  JUNE  15,  2066 

LEON  GUERRERO,  BENJAMIN  AGUO,  INSPR,  PD,  AGANA,  GUAM  -  MARCH  22,  2096 

LEPORE,  RALPH  F,  INVSTGR,  OHIO  CO  PROSECUTORS  0,  HHEELING,  HEST  VIRGINIA 

LETO.  SAM  J,  SGT,  PD,  FORT  HAYNE,  INDIANA  -  MARCH,  2085 

LEVAN.  RAYMOND  E.,  LTC,  USA,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  DECEMBER  18,  2078         

LEVINGS  HOHARD  f!,  DIR,  PLYMOUTH  CO  BU  OF  CRIM  IN,  PLYMOUTH,  MASSACHUSETTS  -  JANUARY  17,  2091 

LEHIS,  DAVID  E.,  SGT,  MARION  CO  SO,  INDIANAPOLIS,  INDIANA  -  OCTOBER  4,  2099 

LEHIS,  JAMES  R.,  DETECTIVE,  PD,  DOTHAN,  ALABAMA  -  JANUARY  3,  2068 

LEHIS  MICHAEL  ORVILLE,  INVSTGR,  SAN  BERNARDINO  CO  DA,  SAN  BERNARDINO,  CALIFORNIA  -  MARCH,  2085 

LEHKo!  ALEXANDER  P,  COP,  NEHPORT,  NEH  HAMPSHIRE  -  FEBRUARY  1,  2083 

LILES,  RUSSELL  A.,  CPT,  PD,  RALEIGH,  NORTH  CAROLINA 

SAMUEL  J,  ASST  CHF,  PD,  HUMBOLDT,  TENNESSEE  -  NOVEMBER  10,  2098 
EDHIN  R.,  INVSTGR,  ALLEGANY  CO,  CUMBERLAND,  MARYLAND  -  SEPTEMBER  11,  2062 
LINDQUIST   JOHN  A.,  DEP  CHF,  US  CUSTOMS,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  1,  2077 

LINEBERRY,  STANHOPE,  COP,  CHARLOTTE,  NORTH  CAROLINA  -  MAY,  2081 

LINK,  OSCAR  THORNTON,  CPT  OF  DET,  PD,  DANVILLE,  VIRGINIA  -  JUNE  12,  2085 

LINKIEHICZ,  CASIMIR  EDHARD,  COP,  LYNHOOD,  ILLINOIS  -  JUNE  1,  2094 
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LINMANDER,  MARSHALL  E.,  INSPR,  PD,  DULUTH,  MINNESOTA 

LIPPARELLI,  HARRY  A,  DEP  DIR,  NV  ADMIN  OFF-OF-THE-C,  CARSON  CITY,  NEVADA  -  JUNE  19,  2097 

LITCHARD,  J.  MILTON,  SPEC  INVSTGR,  LAW  DEPARTMENT,  NIAGARA  FALLS,  NEH  YORK 

LITTLE,  M.  M.,  COP,  HATTIESBURG,  MISSISSIPPI 

LITTLEFIELD,  ERNEST  A,  CHF  OF  DET,  PD,  PHOENIX,  ARIZONA  -  AUGUST  28,  2082 

LITTLEPAGE,  FRED  P.,  CAPTAIN,  PD,  SAN  ANTONIO,  TEXAS  -  NOVEMBER  17,  2056 

LITZENBURG,  JOHN  H. ,  CHF,  RADNOR  TOHNSHIP  PD,  WAYNE,  PENNSYLVANIA  -  FEBRUARY  24,  2079 

LIU,  DANIEL  S,  COP,  HONOLULU,,  HAHAII  -  JULY  18,  2086 

LIVINGSTON,  DALE  L.,  COP,  RIO  DELL,  CALIFORNIA  -  DECEMBER  14,  2094 

LIVINGSTON,  ROBERT  R.,  CHF,  GRANDVIEH  HEIGHTS  PD,  COLUMBUS,  OHIO  -  OCTOBER  8,  2058 

LLOYD,  GEORGE  MINOR,  MAJ,  RICHMOND  POL  BU,  RICHMOND,  VIRGINIA 

LLOYD,  KENNETH  E,  COP,  BARTLETT,  ILLINOIS  -  DECEMBER  10,  2082 

LLOYD,  ROBERT  T.,  COP,  MELROSE,  MASSACHUSETTS  -  APRIL  2,  2097 

LOBLEY,  CARL  R. ,  CAPTAIN,  PD,  BANGOR,  MAINE  -  APRIL,  2089 

LOCKE,  HAROLD  G. ,  COP,  DOTHAN,  ALABAMA  -  JUNE  4,  2094 

LOCKE,  JUDSON  SINGLEY,  ASST  CHF,  PD,  GULFPORT,  MISSISSIPPI 

LOE,  DALLAS  A.,  INSPECTOR,  PD,  DALLAS,  TEXAS  -  JANUARY  27,  2067 

LOEFFLER,  ROBERT  H,  DEP  CHF,  PD,  LA  CROSSE,  WISCONSIN 

LOEHR,  DONALD  J.,  COP,  BALLHIN,  MISSOURI  -  MAY  29,  2097 

LOFQUIST,  GEORGE,  CHF  OF  DET,  PD,  SACRAMENTO,  CALIFORNIA 

LOFSTROM,  WALTER  T.,  COP,  MC  KEESPORT,  PENNSYLVANIA  -  AUGUST  25,  2073 

LONDON,  CARL,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  MAY  17,  2063 

LONERGAN,  MICHAEL  J,  CHIEF  OF  OPERATIONS,  PD,  NEW  YORK,  NEW  YORK 

LONERGAN,  TIMOTHY  MICHAEL,  COP,  SOUTH  BARRINGTON,  ILLINOIS 

LONG,  JOE  D.,  COP,  MORRISTOWN,  TENNESSEE  -  MAY  2,  2075 

LONG,  WAYNE  E.,  LIEUTENANT,  PD,  URBANA,  ILLINOIS  -  MAY  2,  2075 

LONGO,  A.  J.,  COP,  PALM  BEACH,  FLORIDA  -  JANUARY  29,  2066 

LOPEZ  UMANA,  MANUEL  GUILLERMO,  ASST  DIR,  DEPT  ADMIN  DE  SEGURI,  MEDELLIN,  COLOMBIA  -  SEPTEMBER  7,  2097 

LORTON,  WILLIAM  D. ,  COP,  RADFORD,  VIRGINIA  -  NOVEMBER  22,  2094 

LOSCHIAVO,  NINO  J.,  CPT,  SAN  MATEO  CO  SO,  REDWOOD  CITY,  CALIFORNIA  -  AUGUST  11,  2092 

LOTT,  JACK,  JR,  LT,  LA  SPOL,  MONROE,  LOUISIANA 

LOUDEN,  KENNETH  E.,  CITY  DETECTIVE,  PD,  CONNELLSVILLE,  PENNSYLVANIA  -  JUNE  8,  2067 

LOVELAND,  GORDON  E,  COP,  SPRINGFIELD,  MISSOURI 

LOVETT,  CLARENCE  JOSEPH,  COP,  ASHEBORO,  NORTH  CAROLINA 

LOVETT,  GEORGE  L,  ASST  CHF,  PD,  WEST  HARTFORD,  CONNECTICUT 

LOWOERMILK,  JOHN  A.,  AGENT,  STATE  BU  OF  INVSTGN,  RALEIGH,  NORTH  CAROLINA  -  SEPTEMBER  21,  2060 

LOWE,  RICHARD  J.,  CPT,  EL  DORADO  CO  SD,  LAKE  TAHOE,  CALIFORNIA  -  DECEMBER  24,  2098 

LOHENTROUT,  BROOKS  W. ,  DET  LT,  PD,  RIVERSIDE,  CALIFORNIA  -  DECEMBER  21,  2073 

LOWMAN,  GEORGE  L.,  DET,  NUECES  CO  SO,  CORPUS  CHRISTI,  TEXAS  -  MARCH  31,  2074 

LOWREY,  H.  B.,  CPT,  OK  HPTL,  OKLAHOMA  CITY,  OKLAHOMA  -  APRIL  22,  2067 

LUCAS,  GEORGE  L,  LT,  PD,  MEDFORD,  OREGON 

LUCE,  EDWARD  JAMES,  LT,  VT  SPOL,  MONTPELIER,  VERMONT  -  OCTOBER  25,  2068 

LUCE,  FLOYD  E.,  CAPTAIN  OF  DETECTIVES,  PD,  YAKIMA,  WASHINGTON  -  JULY  18,  2059 

LUGO  CAY,  ANDRES,  COL,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 

LUGO,  CHARLES  R.,  ASST  CHF,  PD,  CULVER  CITY,  CALIFORNIA 

LUKE,  F  LINCOLN,  LT,  PD,  BELLEVILLE,  ILLINOIS  -  FEBRUARY  8,  2083 

LUKE,  KENNETH  E,  CPT,  PD,  INDIANAPOLIS,  INDIANA  -  JUNE  17,  2083 

LUKENS,  PAUL  M,  COP,  RUIDOSO,  NEW  MEXICO 

LUND,  LESTER  R. ,  COP,  ESCONDIDO,  CALIFORNIA  -  OCTOBER  3,  2096 

LUNDBLAD,  DONALD  C. ,  MAJOR,  PD,  NEW  BERN,  NORTH  CAROLINA  -  JUNE  24,  2076 

LUNSFORD,  HOMER  LAFAYETTE,  SGT,GA  BU  OF  INVSTGN,  BRUNSWICK,  GEORGIA  -  OCTOBER  13,  2076 

LUTHER,  CLINTON,  MAJ,  PD,  ALBANY,  GEORGIA  -  SEPTEMBER  3,  2081 

LUTZ,  JAMES  ARNOLD,  CPT,  PD,  WAUKESHA,  WISCONSIN  -  APRIL  28,  2094 

LUX,  HENRY  EUGENE,  SR.  ,  ASST  DIR,  INSTITUTE  OF  CRIM  JU,  MEMPHIS,  TENNESSEE  -  FEBRUARY  20,  2079 

LYDEN,  TIMOTHY  J.,  INVSTGR,  UNIV  OF  AR  CAMPUS  POL,  TUCSON,  ARIZONA  -  JANUARY  22,  2075 

LYNCH,  JAMES  F.,  DETECTIVE  SERGEANT,  PD,  BOSTON,  MASSACHUSETTS  -  NOVEMBER  15,  2088 

LYNCH,  JAMES  J.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  21,  2074 

LYNCH,  STEPHEN  F.,  USHF,  RIVERSIDE  CO  SD,  RIVERSIDE,  CALIFORNIA  -  AUGUST  13,  2072 

LYONS,  EDWARD  BASIL,  LT,  PD,  DALY  CITY,  CALIFORNIA 

LYONS,  JOHN  J.,  SAFETY  FIELD  REP,  DIV  OF  SAFET,  ALBANY,  NEW  YORK  -  AUGUST  13,  2051 

LYONS,  JOSEPH  B.,  INSPECTOR  OF  POLICE,  PD,  NEWTON,  MASSACHUSETTS  -  MAY  9,  2077 

LYONS,  THOMAS  V.,  CPT,  PD.  CHICAGO,  ILLINOIS 

MABRAY,  COLEMAN,  (SA,  FBI),  ASST  CHF,  PD,  LITTLE  ROCK,  ARKANSAS 

MAC  LEOD,  THEODORE  B.,  CAPTAIN  OF  DETECTIVES,  PD,  BELMONT,  MASSACHUSETTS  -  MAY  30,  2077 

MAC  MILLAN,  WILBUR  R.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  17,  2078 

MAC  WILLIAMS,  GEORGE  D. ,  CAPTAIN-IN-CHARGE,  PD,  MELROSE,  MASSACHUSETTS  -  APRIL  17,  2061 

MACDONALD,  WILLIAM  P,  CPT,  PD,  BOSTON,  MASSACHUSETTS  -  APRIL,  2091 

MACGILLIVARY,  JOHN  J.,  CPT,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  13,  2096 

MACGREGOR,  NOEL  D. ,  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN  -  SEPTEMBER  24,  2075 

MACIVER,  MALCOLM  N. ,  SERGEANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  DECEMBER  3,  2077 

MACKEY,  DAVID,  COP,  LAS  VEGAS,  NEVADA  -  JANUARY  7,  2044 

MACKIE,  FRANKLIN  L.,  COP,  ELKIN,  NORTH  CAROLINA  -  OCTOBER  29,  2072 

MACY,  JOSEPH,  INSPECTOR,  PD,  WEST  PALM  BEACH,  FLORIDA  -  OCTOBER  19,  2094 

MADDEN,  HENRY  E.,  CAPTAIN,  PD,  NEWPORT,  RHODE  ISLAND  -  APRIL  3,  2065 

MADDEN,  JOHN  DANIEL,  LIEUTENANT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  29,  2093 

MADDEN,  JOHN  E,  INSPR,  PD,  LONG  BEACH,  NEW  YORK  -  JUNE  1,  2081 

MADIGAN,  FRANK  I.,  SHF  OF  ALAMEDA  CO,  OAKLAND,  CALIFORNIA  -  SEPTEMBER  19,  2079 

MADISON,  CHARLES  JAMES,  IDENT  SUPVR,  ESSEX  CO  SO,  NEWARK,  NEW  JERSEY  -  JUNE  2,  2069 

MADRID,  PAUL  DOMINIC,  SGT,  CO  SPTL,  LA  JUNTA,  COLORADO  -  AUGUST  15,  2093 

MAGEE,  THOMAS  F.,  DETECTIVE  SERGEANT,  PD,  HUDSON,  NEW  YORK  -  JULY  17,  2051 

MAGGART,  GAIL  EUGENE,  JR,  DET  CPT,  YORK  CO  SD,  YORK,  SOUTH  CAROLINA  -  OCTOBER  6,  2089 

MAGGIANETTI,  DAN,  JR.,  COP,  BOARDMAN,  OHIO  -  MARCH  17,  2073 

MAGNER,  JAMES,  SUPT  OF  POL,  PD,  WATERBURY,  CONNECTICUT  -  MAY  17,  2060 

MAGNUS,  STEPHEN  HOWARD,  PATROLMAN,  PD,  NORTH  BERGEN,  NEW  JERSEY  -  JANUARY  10,  2074 

MAGRUDER,  JOHN  J.,  JR,  LTC,  PRINCE  GEORGES  CO  PD,  FORESTVILLE,  MARYLAND  -  JUNE  27,  2090 

MAGUIRE,  FRANCIS  J,  CHF,  WEST  WINDSOR  TWP,  PRINCETON  JUNCTION,  NEW  JERSEY  -  JANUARY  17,  2084 

MAGUIRE,  HUBERT  C,  LT,  PD,  BELMONT,  MASSACHUSETTS  -  NOVEMBER  17,  2084 

MAGUIRE,  JOHN  THOMAS,  CHO  II,  USA,  SAN  FRANCISCO,  CALIFORNIA  -  NOVEMBER  1,  2094 

MAHAFFEY,  EDWARD  R.,  COP,  EVELETH,  MINNESOTA  -  NOVEMBER  3,  2076 

MAHER,  WILLIAM  F.,  PTLM,  NV  STATE  HPTL,  CARSON  CITY,  NEVADA  -  APRIL  16,  2038 

MAHONEY,  JAMES  F,  COP,  UNIONTOWN,  PENNSYLVANIA 

MAHONEY,  JOSEPH  P.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  NOVEMBER  17,  2061 

MAHONEY,  MICHAEL  P.,  DIST  INSPR,  NEWFOUNDLAND  CONST,  ST  JOHNS,  -  MARCH  17,  2055 

MAILEFF,  CHARLES  WILLIAMS,  COP,  GLENS  FALLS,  NEW  YORK  -  JULY  7,  2069 

HAKAREMICH,  EDMUND  J.,  SPECIAL  OFFICER,  PD,  BROOKLINE,  MASSACHUSETTS 

MAKARY,  JOHN  MATTHEW,  SGT,  PA  SPOL,  GREENSBURG,  PENNSYLVANIA  -  AUGUST  4,  2097 

MALDONADO  CRUZ,  TOMAS,  LTC,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

MALMBORG,  ROY  C,  PATROLMAN,  PD,  SAULT  SAINTE  MARIE,  MICHIGAN  -  APRIL  14,  2063 

MALONEY,  FRED  J.,  LIEUTENANT,  PD,  WORCHESTER,  MASSACHUSETTS  -  FEBRUARY  11,  2065 

MALONEY,  ROBERT  J.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  NOVEMBER  2,  2054 

MANN,  FLOYD  H. ,  COL,  UNIV  OF  AL,  UNIVERSITY,  ALABAMA  -  JANUARY  12,  2096 

MANNING,  FRANK  H,  SPECIAL  INVSTGR,  EL  PASO  CO,  EL  PASO,  TEXAS 

MANNING,  FRED  J.,  INSPECTOR,  PD,  MIAMI,  FLORIDA  -  JULY  23,  2068 

MANNON,  CARROLL,  CRIM  INVSTGR,  DA  GENERALS  OFFI,  MEMPHIS,  TENNESSEE  -  MAY  27,  2088 

MANZER,  JAMES  L.,  CPT,  PD,  VACAVILLE,  CALIFORNIA  -  MAY  19,  2096 
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MARCEL,  CAHILLE  L . ,  CPT,  PD,  PITTSFIELD,  MASSACHUSETTS  -  DECEMBER  25,  2077 

MARCKINI,  ALFRED  E,  CPT,  PD,  LA  CAMBRIDGE,  MASSACHUSETTS  -  MARCH  10,  2079 

MARCOTTE,  ROGER  CHARLES,  SERGEANT,  PD,  HONOLULU,  HAWAII  -  DECEMBER  26,  2073 

MARKEL,  HALTER  E.,  COP,  IRONTON,  OHIO  -  DECEMBER  2,  2066 

MARKHAM,  JOSEPH  F.,  DETECTIVE  SERGEANT,  PD,  TROY,  NEH  YORK  -  SEPTEMBER  16,  2063 

MARKHARD,  ANDREH,  DEP  SUPT,  PD,  BOSTON,  MASSACHUSETTS  -  JANUARY  14,  2073 

HARLEY,  HILLIAM  J.,  CAPTAIN,  METROPOLITAN  PD,  BOSTON,  MASSACHUSETTS  -  DECEMBER  31,  2069 

CRIM  INVSTGR,  SAN  MATEO  CO  SO,  REDHOOD  CITY,  CALIFORNIA  -  APRIL  23,  2065 
,  SGT,  USSS,  SAN  JUAN,  PUERTO  RICO  -  DECEMBER,  2086 
,  LIEUTENANT,  PD,  CINCINNATI,  OHIO  -  MARCH  6,  2062 
DEP  MARSHAL,  USMS,  SAN  FRANCISCO,  CALIFORNIA  -  MARCH  18,  2072 
INSPECTOR,  PD,  KINGSPORT,  TENNESSEE 

COP,  POUGHKEEPSIE,  NEH  YORK  -  APRIL  19,  2070 


HARLOHE,  FRANK  B. , 
HARRERO,  MANUEL  DE 
MARTIN,  CHARLES  E. 
MARTIN,  CUYLER  N. , 
MARTIN,  JOHN  GRAY, 
MARTIN,  JOHN  L.,  JR 


MATTHEHS, 
MATTHEWS, 
MATTHEWS, 
MAUPIN,  G 


MARTINEZ,  A.  B.,  COP,  SANTA  FE,  NEW  MEXICO  -  SEPTEMBER  23,  2068 

HARTINKOVIC,  JOSEPH  J,  CPT,  BROOME  CO,  BINGHAMTON,  NEH  YORK  -  AUGUST  30,  2086 

MARTINO  MARTINEZ,  JESUS,  COMMANDER,  POL  PR,  SAN  JUAN,  PUERTO  RICO  -  MAY,  2081 

MARTINSON,  ROY  T.  COP,  SUPERIOR,  WISCONSIN 

MASCARI,  FRANK  J.,  INSPECTOR,  PD,  MOUNT  VERNON,  NEW  YORK  -  AUGUST  11,  2048 

MASON,  DENNIS  L,  DIR,  DPS,  LINDEN,  ALABAMA  -  MAY,  2093 

MASON,  E  FLEMING,  (SA,  FBI),  COLUMBIA,  SOUTH  CAROLINA 

MASON,  VINCENT  HILLIAM,  DET  LT,  PD,  DARIEN,  CONNECTICUT  -  FEBRUARY,  2092 

MASS  VINET,  SALVADOR,  ASST  SUPT,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

MATHIS,  HILLIAM  E.,  PATROLMAN,  PD,  ELKHART,  INDIANA  -  NOVEMBER  7,  2076 

MATHURIN,  HENRY  L.,  COP,  PUTNAM,  CONNECTICUT  -  MAY  26,  2071 

MATSON,  MILTON  W,  JR,  COP,  ROSWELL,  NEW  MEXICO 

MATTESON,  F.  L.,  ASST  CHF,  PD,  MISSOULA,  MONTANA  -  SEPTEMBER,  2058 

CARROLL  L.,  CAPTAIN,  PD,  EL  DORADO,  ARKANSAS  -  APRIL  8,  2063 

E.  A.,  COP,  NEWTON,  KANSAS  -  SEPTEMBER  2,  2052 

PHILIP  E,  LT,  DIV  OF  POL,  LOUISVILLE,  KENTUCKY 
W.,  DEP  CHF,  PD,  LEXINGTON,  KENTUCKY  -  DECEMBER  22,  2069 
MAUS,  RICHARD  LEWIS,  LT,  PD,  BOISE,  IDAHO  -  JULY  22,  2083 
MAXEY,  C.  C,  SHF  OF  MCLENNAN  CO,  WACO,  TEXAS  -  MAY  14,  2072 
MAXIN,  GEORGE  J.,  LT,  PD,  YOUNGSTOWN,  OHIO  -  AUGUST,  2078 
MAXON,  DONALD  DEAN,  COP,  CASA  GRANDE,  ARIZONA  -  MAY  27,  2098 
MAXWELL,  ELMO  E,  COP,  FLAGSTAFF,  ARIZONA  -  JUNE  9,  2085 
MAYBER,  ROBERT  L.,  COP,  PUEBLO,  COLORADO  -  MARCH  8,  2075 

MAYER,  DENNIS  T.,  JR.,  ASST  DIR, SEC  DEPT  UNIV  OF  MO,  COLUMBIA,  MISSOURI  -  APRIL  15,  2068 
MAYHEH,  DONALD  E.,  LT,  NB  STATE  PATROL,  LINCOLN,  NEBRASKA  -  JULY  3,  2075 
MAYNARD,  ERNEST  A.,  INSPECTOR,  NY  SPOL,  MALONE,  NEW  YORK  -  NOVEMBER  1,  2045 
MCADEN,  H.  L.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  JULY  31,  2093 

MCAFEE,  CLAUD  JACKSON,  SA,  TN  BU  OF  CRIM  IDENT,  NASHVILLE,  TENNESSEE  -  OCTOBER  30,  2067 
MCARTHUR,  ROBERT  W,  SHF  OF  FAYETTE  CO,  WASHINGTON  COURT  HOUSE,  OHIO  -  MARCH  4,  2092 
MCAULIFFE,  LESTER  E.,  COP,  ST.  PAUL,  MINNESOTA  -  JULY  25,  2092 
MCBRIDE,  EDWARD  G,  INSPR,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  JULY  25,  2092 
MCBRIDE,  JAMES  SCOTT,  STAFF  SUPT,  ONTARIO  PROVINCIAL,  TORONTO,  CANADA  -  AUGUST  5,  2096 
MCBRYDE,  ODIE  CLARENCE,  DEP  SHF,  LEE  CO  SO,  SANFORD,  NORTH  CAROLINA  -  MARCH  23,  2058 
MCCABE,  FRANK  H.  ,  LT  INSPR,  PD,  PAWTUCKET,  RHODE  ISLAND  -  JANUARY  31,  2066 
MCCALEB,  LESLIE  ALVIN,  SGT,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  FEBRUARY,  2086 
MCCARDLE,  NOLLIE  FRANK,  CPT,  MS  HPTL,  GULFPORT,  MISSISSIPPI  -  OCTOBER  22,  2091 
HCCARROLL,  BRUNS  MCKIE,  ASST  CHF,  PD,  MEMPHIS,  TENNESSEE  -  OCTOBER  28,  2085 
MCCARTHY,  JOHN  J,  CPT,  PD,,  RICHMOND  HEIGHTS,  MISSOURI  -  OCTOBER  28,  2085 
MCCARTHY,  JOHN  P,  ADMIN  INSPR,  PD,  NEW  YORK,  NEW  YORK  -  OCTOBER,  2090 
MCCARTHY,  THOMAS  V.,  COP,  BRISTOL,  CONNECTICUT  -  DECEMBER  6,  2074 
MCCARTY,  HENRY  T.,  COP,  GREAT  BARRINGTON,  MASSACHUSETTS  -  AUGUST  15,  2078 
MCCLELLAND,  JOSEPH  H. ,  COP,  LOS  ALTOS,  CALIFORNIA  -  AUGUST  7,  2069 
MCCLOSKEY,  JOHN  H. ,  COP,  TRAVERSE  CITY,  MICHIGAN 
MCCLOUD,  DANIEL  M. ,  LT,  PD,  PARIS,  TEXAS 

MCCLUSKEY,  MAURUS  J,  LT,  PD,  MAPLEWOOD,  NEW  JERSEY  -  APRIL  25,  2081 
MCCOY,  CHARLES  H. ,  COP,  BOONTON,  NEW  JERSEY  -  JULY  27,  2076 
MCCOY,  KILBURN  N,  LT,  MARION  CO  SO,  SALEM,  OREGON  -  MAY  27,  2085 
MCCRANIE,  BURGESS  E.,  COP,  BOSSIER  CITY,  LOUISIANA  -  DECEMBER  31,  2077 
MCCRATE,  JOHN  T.,  INVSTGR,  OH  STATE  DEPT  OF  LIO,  COLUMBUS,  OHIO  -  MARCH  28,  2080 
MCCREEDY,  CHARLES  E,  JR,  SEC  SPEC,  USSS,  WASHINGTON,  DISTRICT  OF  COLUMBIA 
MCCUSKER,  THOMAS  P.,  CAPTAIN,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  28,  2064 
MCCUTCHEN,  DAVID  A.,  COP,  SAVANNAH  BEACH,  GEORGIA  -  APRIL  10,  2063 
MCDANIEL,  HILLIAM  A.,  INSPECTOR,  PD,  NASHVILLE,  TENNESSEE  -  APRIL  7,  2062 
MCDONALD,  JAMES  ANDREH,  DEP  SHF,  DOUGHERTY  CO,  ALBANY,  GEORGIA  -  OCTOBER  17,  2069 
MCDONALD,  JOSEPH  P,  CPT,  PD,  HARTFORD,  CONNECTICUT  -  JULY  25,  2086 
MCDONOUGH,  JOSEPH  V,  CITY  MARSHAL,  PD,  SALEM,  MASSACHUSETTS 
MCDOUGALL,  ROBERT  B.,  LIEUTENANT,  PD,  TACOMA,  WASHINGTON  -  APRIL  22,  2060 
MCDOHELL,  HAROLD  F.,  CRIME  PREVENTION  UNIT,  CITY  OF,  BILLINGS,  MONTANA 
MCDOHELL,  JOE  MARVIN,  INVSTGR,  PD,  DYERSBURG,  TENNESSEE  -  NOVEMBER  16,  2097 
MCELHINNEY,  JOHN  F.,  CAPTAIN,  PD,  BOSTON,  MASSACHUSETTS  -  DECEMBER  30,  2073 
MCENANEY,  THOMAS  L.,  (SA,  FBI-RETIRED),  INSPECTOR,,  NEWTON,  MASSACHUSETTS  -  MAY  31,  2095 
MCENTIRE,  JOHN  C,  CPT,  ATLANTA  BU  OF  POL  SERV,  ATLANTA,  GEORGIA  -  DECEMBER  3,  2082 
MCFADDEN,  JOHN  J,  CPT,  PD,  LOS  ALTOS,  CALIFORNIA 

MCFARLAND,  HOLMES  MELVIN,  SGT,  PD,  WINCHESTER,  VIRGINIA  -  DECEMBER  16,  2076 
MCFARLANE,  A  E,  CHF  INVSTGR,  PLACER  CO  DA  OFC,  AUBURN,  CALIFORNIA 
MCFARLIN,  HAROLD  R.,  COP,  IRONDEQUOIT,  NEW  YORK  -  FEBRUARY  1,  2074 
MCGANN,  HENRY  J.,  CAPTAIN,  PD,  HARTFORD,  CONNECTICUT  -  OCTOBER  27,  2058 
MCGILLIN,  EDHIN  P.,  COP,  AMSTERDAM,  NEW  YORK  -  JANUARY  4,  2051 

MCGLYNN,  STEPHEN  T,  CHF  OF  DET,  UNION  CO  PROS  OFC,  ELIZABETH,  NEW  JERSEY  -  JUNE  24,  2081 
MCGOWEN   RONALD  E,  COP,  UNIV  OF  NEW  HAMPSHIRE,  DURHAM,  NEW  HAMPSHIRE  -  JANUARY  19,  2081 
MCGRATH,  RICHARD  T.,  SHF  OF  LAWRENCE  CO,  DEADWOOD,  SOUTH  DAKOTA  -  FEBRUARY  12,  2077 
MCGUCKIN,  HILLIAM  HUGH,  COP,  COLUMBIANA,  OHIO  -  APRIL,  2084 
MCGUIRE,  JOHN  F.,  SERGEANT,  PD,  RYE,  NEH  YORK  -  APRIL  1,  2066 
MCGUIRE,  JOHN  RENE,  CPT,  PALM  BEACH  CO  SD,  WEST  PALM  BEACH,  FLORIDA 
MCINERNEY,  MORTIMER  F,  CHIEF  INSPECTOR,  PD,  SAN  FRANCISCO,  CALIFORNIA 
COP,  LITTLETON,  NEW  HAMPSHIRE 
COP,  CONCORD,  NEH  HAMPSHIRE  -  JANUARY  13,  2069 

,  SA,  OK  STATE  CRIME  BUREAU,  OKLAHOMA  CITY,  OKLAHOMA  -  JANUARY  6,  2087 
MCKEE,  HALTER  G,  COP,  TAFT,  CALIFORNIA 
MCKENNA,  RICHARD  A,  SGT,  PD,  DUNEDIN,  FLORIDA  -  MARCH  12,  2087         „.„«.„,,   ul„  „„   .,„-,„ 
MCKEOHN,  ARTHUR  H. ,  JR.,  EXEC  DIR,  SC  LE  OFCRS  ASSOC,  LANCASTER,  SOUTH  CAROLINA  -  MAY  28,  2078 
MCKINNEY,  EBERT  A.,  COP,  HHITTIER,  CALIFORNIA  -  SEPTEMBER  9,  2077 
MCKINNEY,  PAUL  J.,  CHF  OF  SEC,  DE  COUNTY  COURT,  MEDIA,  PENNSYLVANIA 

MCKLEM,  DANIEL  P.,  CHF  OF  INSPECTORS,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  JANUARY  8,  2089 
MCLAIN,  HORACE,  LT,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  MAY  14,  2089 

MCLAREN,  ROY  C,  COP,  MIRAMAR,  FLORIDA  -  MAY  25,  2089  

MCLAUGHLIN,  ARTHUR  E.,  LT,  ESSEX  CO  PROS  OFFICE,  NEHARK,  NEW  JERSEY  -  FEBRUARY  14,  2061 

MCLAUGHLIN,  CHARLES  GORDON,  COP,  RYE,  NEH  YORK 

MCLAURIN,  PHILLIP  C,  COP,  CHERAH,  SOUTH  CAROLINA  -  JULY  2,  2091 

MCLEAN,  HILLIAM  J,  LIEUTENANT,  PD,  BUFFALO,  NEH  YORK  -  JULY,  2096 

MCLEDD,  DONALD  L.,  EXEC  DIR,  FL  SHERIFFS  BUREAU,  TALLAHASSEE,  FLORIDA  -  JANUARY  20,  2072 

MCLEDD!  J.  H.,  JR.,  PROBATION  OFCR,  SC  PARDON  AND,  CAMDEN,  SOUTH  CAROLINA  -  AUGUST  25,  2079 

I'AGf 


MCINTYRE,  STANLEY  L, 
MCISAAC,  ARTHUR  H.  , 
HC JUNK  INS,  EUGENE  R. 


62  MCLEOD,  MALCOLM  GRAY,  SHF  OF  ROBESON  CO,  LUMBERTON,  NORTH  CAROLINA 
34  MCMAHON,  EDHARD  C,  COP,  FALL  RIVER,  MASSACHUSETTS  -  MAY  13,  2063 
58  MCMANUS,  GEORGE  P.,  CHF  INSPECTOR,  PD,  NEH  YORK,  NEH  YORK  -  SEPTEMBER  25,  2077 
49  MCMASTER,  H.  H. ,  CAPTAIN,  PD,  CLEVELAND  HEIGHTS,  OHIO  -  APRIL  29,  2055 

11  MCMEEL,  JOSEPH  F.,  INVESTIGATOR,  CADDO  PARISH  SO,  SHREVEPORT,  LOUISIANA  -  APRIL,  2058 
74  MCMULLEN,  D.  LARRY,  CPT,  HENNEPIN  CO  SO,  MINNEAPOLIS,  MINNESOTA  -  MAY  6,  2079 
45  MCMULLEN,  JOHN  NICHOLAS,  CPT,  PD,  NEWTON,  MASSACHUSETTS  -  DECEMBER  26,  2082 

58  MCNAIR,  RALPH  E,  IDENT  OFCR,  PD,  MERIDIAN,  MISSISSIPPI 
134  MCNAIR,  ROBERT  JAMES,  CPT,  TWP  PD,  MIDDLETOWN,  NEH  JERSEY  -  MAY  17,  2086 

98  MCNAMARA,  GERALD  E.,  COP,  MENLO  PARK,  CALIFORNIA  -  MARCH  7,  2089 

18  MCNAMARA,  TIMOTHY  J,  CPT,  PD,  EAST  HARTFORD,  CONNECTICUT  -  FEBRUARY  12,  2082 

34  MCNAMARA,  HILLIAM  J.,  MAJOR,  PD,  NEH  ORLEANS,  LOUISIANA 
108  MCNEELY,  HARREN  K,  DIRECTOR,  PINELLAS  CO  SD,  LARGO,  FLORIDA  -  APRIL,  2089 

7  MCNULTY,  HALTER  L.,  CHF,  SOUTH  KINGSTOWN  PD,  WAKEFIELD,  RHODE  ISLAND  -  OCTOBER  20,  2072 

36  MCPEEK,  HOWARD  G. ,  COP,  IRVINGTON,  NEW  JERSEY  -  FEBRUARY  8,  2077 

28  MCPHERSON,  EARL  L.,  COP,  MARION,  INDIANA  -  OCTOBER  1,  2077 

6  MCQUAIDE,  THOMAS,  CHF  ID  OFCR,  BU  OF  POL,  PITTSBURGH,  PENNSYLVANIA 

22  MEAD,  CHESTER  I.,  DEP  SHF,  RIO  BLANCO  CO  SO,  RANGELY,  COLORADO  -  APRIL  4,  2072 

64  MEANEY,  JOSEPH  VINCENT,  CPT,  PD, ,  HARTFORD,  CONNECTICUT  -  MARCH  8,  2087 

29  MEDAGLIA,  JOHN  D.,  COURT  EXEC,  HILLSBOROUGH  CO,  TAMPA,  FLORIDA  -  JULY  1,  2077 
97  MEDEIROS,  KENNETH  H,  EXEC  DIR,  DPS,  BISMARCK,  NORTH  DAKOTA  -  NOVEMBER  11,  2092 

161  MEDLEY,  LEO  LEWIS,  ASST  CHF,  PD,  HUMBLE,  TEXAS  -  MAY  14,  2098 

29  MEEHAN,  LAWRENCE  J.,  STAFF  CPT,  MI  SPOL,  EAST  LANSING,  MICHIGAN  -  AUGUST  29,  2073 

129  MEEK,  JOHN  GILBERT,  LT,  MARION  CO  SD,  INDIANAPOLIS,  INDIANA  -  FEBRUARY  16,  2099 

5  MEHL,  HAROLD  V.,  TNG  COORDINATOR,  W.MI  TNG  C,  GRANDVILLE,  MICHIGAN 

14  MEHL,  JOHN  N.,  CHF,  SOUTH  FL  STATE  HOSPITAL,  WEST  HOLLYWOOD,  FLORIDA  -  JUNE  4,  2078 

67  MEIER,  MARVIN  A.,  ASST  CHF,  PD,  WINONA,  MINNESOTA  -  JUNE  8,  2090 

44  MEISTER,  ORVAL  H. ,  COP,  WHITEFISH  BAY,  WISCONSIN  -  JANUARY  12,  2076 
136  MELLE,  BRYAN  DALE,  SGT,  PD,  GLENDIVE,  MONTANA  -  MARCH  3,  2088 

51  MELLIS,  LLOYD,  PATROLMAN,  PD,  SHELBYVILLE,  INDIANA  -  OCTOBER  24,  2063 

19  MELOTT,  ARTHUR  H,  ACTING  DETECTIVE,  PD,  STEUBENVILLE,  OHIO 

45  MELVIN,  JAMES  EARL,  CAPTAIN,  PD,  FAYETTEVILLE,  NORTH  CAROLINA  -  APRIL  13,  2077 
29  MENEFEE,  CHARLES  A.,  COP,  FRONT  ROYAL,  VIRGINIA  -  MARCH  29,  2065 
88  MENTZER,  DON,  CPT,  OK  HPTL,  MUSKOGEE,  OKLAHOMA  -  SEPTEMBER  10,  2090 

86  MEOR  ZAINAL  ABIDIN,,  SR  ASST  COMMISSION,  ROYAL  MSIA,  KUALA  LUMPUR,  MALAYSIA  -  SEPTEMBER,  2095 
10  MERGES,  GEORGE  J.,  PATROLMAN,  PD,  ALBANY,  NEW  YORK  -  JUNE  27,  2055 

65  MERRITT,  HARRY  MADISON,  COP,  YAZOO  CITY,  MISSISSIPPI  -  DECEMBER  5,  2088 

78  MESSER,  DONALD  C. ,  CAPTAIN,  PD,  SOUTH  PORTLAND,  MAINE  -  APRIL  3,  2077 

7  MESSER,  ROBERT  FRANK,  DEP  SHERIFF,  BUNCOMBE  CO  SO,  ASHEVILLE,  NORTH  CAROLINA  -  OCTOBER  22,  2059 

55  MESSETT,  ROBERT  C,  IDENT  OFCR,  PD,  WARREN,  OHIO  -  AUGUST  7,  2083 

20  MESSIER,  WILFRED  J.,  DEP  CHF,  PD,  WOONSOCKET,  RHODE  ISLAND  -  SEPTEMBER  9,  2071 
67  METCALF,  ALBION  E.,  DEP  SHF,  CHESHIRE  CO  SO,  KEENE,  NEW  HAMPSHIRE  -  DECEMBER  13,  2089 

7  MEYER,  A.  0.,  CHF,  POL  &  FIRE  DIV,  THE  PANAM,  BALBOA  HEIGHTS,  CANAL  ZONE  -  JANUARY  4,  2074 

125  MEYER,  DAVID  CHARLES,  LT,  PD,  DUNKIRK,  NEW  YORK  -  OCTOBER  26,  2088 
40  MEYER,  OTTO,  CAPTAIN,  DIR  OF  TRAFFIC,  PD,  SAN  FRANCISCO,  CALIFORNIA 

121  MICKEL,  CLEO  DAVID,  CPT,  PD,  CHARLESTON,  WEST  VIRGINIA  -  DECEMBER  7,  2099 

21  MIDDLETON,  CHARLES  F.,  MAJOR,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  AUGUST  13,  2074 
61  MIHALIK,  WILLIAM,  COP,  ST.  JOSEPH,  MICHIGAN 

27  MIKULAS,  STEPHEN  A.,  DEPUTY  U.  S.  MARSHAL,  FAIRBANKS,  ALASKA  -  DECEMBER  30,  2049 

32  MILLARD,  JARDINE  P.,  COP,  PASO  ROBLES,  CALIFORNIA  -  MARCH  2,  2050 

8  MILLER,  CARL  H. ,  DETECTIVE,  PD,  FARGO,  NORTH  DAKOTA  -  FEBRUARY  9,  2045 
17  MILLER,  CHARLES  W. ,  COP,  ECORSE,  MICHIGAN  -  NOVEMBER  14,  2076 
14  MILLER,  EARL  E,  DEP  SHF,  POTTAWATTAMIE  CO  SO,  COUNCIL  BLUFFS,  IOWA 
69  MILLER,  JOHN  C. ,  FIRST  DEP  SUPT,  NY  SPOL,  ALBANY,  NEW  YORK  -  JANUARY  26,  2074 
92  MILLER,  JOHN  H. ,  DET  LT,  PD,  EAST  HANOVER,  NEW  JERSEY  -  DECEMBER  12,  2079 
92  MILLER,  JOSEPH  E,  SGT,  PD,  GROSSE  POINTE  WOODS,  MICHIGAN  -  JANUARY  31,  2089 

40  MILLER,  K.  K. ,  CPT,  NH  SPOL,  SANTA  FE,  NEW  MEXICO 
24  MILLER,  RAYMOND,  COP,  WEST  READING,  PENNSYLVANIA  -  OCTOBER  5,  2087 

79  MILLER,  RICHARD  F.,  CAPTAIN,  PD,  FORT  WAYNE,  INDIANA  -  MAY  14,  2077 
53  MILLER,  ROBERT  BERNARD,  CPT,  LOWER  MERION  TOWNSHIP  PD,  ARDMORE,  PENNSYLVANIA  -  JANUARY  15,  2062 

48  MILLER,  T.  HENRY,  CHIEF  OF  POLICE,  KETCHIKAN,  ALASKA  -  AUGUST  14,  2072 

56  MILLER,  WAYNE  G,  DEP  CHF,  PD, ,  COLUMBUS,  OHIO  -  JANUARY  15,  2087 
92  MILLER,  WILLIAM  D. ,  CAPTAIN,  WALL  TOWNSHIP  PD,  WALL,  NEW  JERSEY 

35  MILLER,  WILLIAM  D. ,  ASST.  PROB  OFCR,  MONTGOMERY  CO,  NORRISTOWN,  PENNSYLVANIA  -  JULY  30,  2058 
24  MILLIANS,  CHARLES  H. ,  CHF,  FULTON  CO  PD,  ATLANTA,  GEORGIA  -  MAY  1,  2045 

107  MILLS,  JOSEPH  V.,  CPT,  PD,  BOSTON,  MASSACHUSETTS  -  MAY  24,  2099 

44  MILSTED,  H.  L.,  CPT  OF  DET,  PD,  MADISON,  WISCONSIN  -  JUNE  14,  2064 

31  MINEHAN,  MILTON  T.,'  INSPECTOR,  SAN  MATEO  COUNTY  SO,  REDWOOD  CITY,  CALIFORNIA  -  SEPTEMBER  7, 

63  MINTON,  BASIL  BYRON,  SR.,  DETECTIVE  LIEUTENANT,  PD,  GREENVILLE,  MISSISSIPPI 

33  MISKUNAS,  JOHN  V.,  COP,  BETHEL  PARK,  PENNSYLVANIA  -  FEBRUARY  16,  2067 
101  MITCHELL,  CHARLES  D,  COP,  ARCADIA,  CALIFORNIA 

106  MITCHELL,  DAVID  R,  CPT,  PD, ,  FLORENCE,  ALABAMA  -  AUGUST  8,  2099 

49  MITCHELL,  EDGAR  E.,  CHF,  WHITEMARSH  TOWNSHIP,  LAFAYETTE  HILL,  PENNSYLVANIA  -  AUGUST  8,  2090 
91  MITCHELL,  JAMES  G,  CPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  AUGUST,  2094 

12  MITCHELL,  JOHN  J.,  LT,  HILLSBOROUGH  CO  SO,  TAMPA,  FLORIDA  -  SEPTEMBER  29,  2067 

23  MITCHELL,  MARVIN  H. ,  SHF  OF  ITASCA  CO,  GRAND  RAPIDS,  MINNESOTA 

59  MITRIONE,  DAN  A.,  CHF  PUB  SAFETY  ADVSR,  AID-URUG,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  AUGUST  9,  2070 
140  MLODOSSICH,  BARRY  LEE,  DET  SGT,  PD,  NAZARETH,  PENNSYLVANIA  -  JANUARY  3,  2093 

90  MOGAN,  JAMES  E,  CPT,  PD,  LIVONIA,  MICHIGAN 

96  MOL,  JACK  R,  COP,  CHARLEVOIX,  MICHIGAN  -  FEBRUARY  6,  2087 

41  MONAGHAN,  JOE  Q. ,  SHF  OF  MONROE  CO,  AMORY,  MISSISSIPPI  -  NOVEMBER,  2096 

58  MONAHAN,  GERALD  MICHAEL,  ASST  DIR  OF  PA,  PA  POWER  AND  L,  ALLENTOWN,  PENNSYLVANIA 

46  MONCRIEF,  VINCENT  E.,  DETECTIVE,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  DECEMBER  11,  2067 

59  MONTANO,  LOUIS  E.,  LIEUTENANT,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  NOVEMBER  19,  2066 

87  MONTGOMERY,  JACK  H,  MAJ,  PD,  HONOLULU,  HAWAII  -  OCTOBER  8,  2091 

32  MONTGOMERY,  THOMAS  J.,  COP,  LAUREL,  MISSISSIPPI  -  DECEMBER  23,  2061 

12  MONTOYA,  MANUEL,  JR.,  CHF  INVSTGR,  DA  OFC,  SANTA  FE,  NEW  MEXICO  -  MARCH  6,  2051 

90  MOODY,  DARRELL  L.,  MAJ,  PD,  BOWLING  GREEN,  KENTUCKY  -  MARCH,  2098 

28  MOODY,  HENRY  B.,  SGT,  AL  HPTL,  MONTGOMERY,  ALABAMA  -  OCTOBER  29,  2060 

55  MOOMAU,  E.  P.,  CHF,  KS  UNIV  SEC  DEPT,  LAWRENCE,  KANSAS  -  JANUARY  17,  2070 

84  MOONEY,  WILLIAM  R,  DEPUTY  CHIEF,  PD,  CHICAGO,  ILLINOIS  -  MARCH  5,  2082 

23  MOORE,  ARTHUR  T.,  DIR,  MECHANICAL  DIV,  NC  DMV,  RALEIGH,  NORTH  CAROLINA 

53  MOORE,  EDWARD  L.,  PATROLMAN,  PD,  UNIONTOMN,  PENNSYLVANIA  -  JUNE  24,  2066 

28  MOORE,  FRANCIS  T.,  COL,  SUPT,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  JANUARY  18,  2063 

4  MOORE,  JIM,  COP,  ALBANY,  GEORGIA  -  FEBRUARY  7,  2065 

53  MOORE,  LOGAN  S.,  LIEUTENANT,  PD,  LOUISVILLE,  KENTUCKY  -  AUGUST  21,  2062 

112  MOORE,  TIMOTHY  J,  LT,  METROPOLITAN  PD,  ST.  LOUIS,  MISSOURI 

116  MOORE,  WILLIAM  H. ,  COP,  CARY,  ILLINOIS  -  NOVEMBER,  2090 

126  MORALES,  WILLIAM,  COP,  WILLCOX,  ARIZONA 

44  MORGAN,  ROBERT  L.,  COP,  ANDERSON,  INDIANA  -  MARCH  25,  2059 

79  MORIN,  JOHN  R,  COP,  GLENDALE,  ARIZONA  -  MARCH  25,  2059 

43  MORRIS,  CLARENCE  H. ,  COP,  PASADENA,  CALIFORNIA  -  FEBRUARY  1,  2068 

37  MORRIS,  JAMES  B.,  SUPT,  MARICOPA  CO  SO,  PHOENIX,  ARIZONA  -  JUNE  29,  2070 

71  MORRIS,  JAMES  THOMAS,  JR,  TX  LAW  ENF  COMMISSION,  GREENVILLE,  TEXAS  -  JUNE,  2077 

39  MORRIS,  JOSEPH  F.,  DEP  SUPT,  PD,  CHICAGO,  ILLINOIS  -  SEPTEMBER  6,  2065 
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MORTON 
HOSELY 
HOSHER 
HOSLEY 


MISSOURI  -  MARCH  15,  2074 
JULY  1,  2069 
NEH  YORK 
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MURRAY, 
MURRAY, 
MURRAY, 
MURRAY , 
MURRAY, 
MURRAY , 
MURROH, 


MORRIS,  L.  DALE,  COORDINATOR,  DEPT  OF  POL  SERVI,  LAKE  OSHEGO,  OREGON  -  APRIL  28,  2080 

HORRIS,  REX  D.,  CHF  PUB  SAFTY  ADVISOR,  AID-CAR,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY,  2075 

MORRIS,  RICHARD  HILLIAM,  EXEC  SEC,  NY  ASSOC  OF  CHIEFS  0,  ALBANY,  NEH  YORK  -  FEBRUARY  10,  2059 

HORRISON,  RICHARD  0.,  COP,  CLAREMONT,  CALIFORNIA  -  MARCH  3,  2094 

MORRISON,  RICHARD  H. ,  PATROLMAN,  PD,  GREAT  BARRINGTON,  MASSACHUSETTS  -  NOVEMBER  12,  2064 

MORRISSEY,  JOHN  J.,  INSPECTOR,  NEH  YORK  SPOL,  ALBANY,  NEH  YORK  -  JANUARY  28,  2061 

MORSBERGER,  JAMES  T.,  LIEUTENANT  OF  DETECTIVES,  PD,  RENO,  NEVADA  -  OCTOBER  8,  2059 

MORTIMER,  HILLIAM  K.,  SR.,  DET  SGT,  DEPARTMENT  OF  POLICE,  DAYTON,  OHIO  -  MARCH  4,  2074 

MORTON,  HENRY  R. ,  COP,  FRESNO,  CALIFORNIA 

MARSHALL  F.,  CAPTAIN,  PD,  CAPE  GIRARDEAU, 

HERDNER  H.,  OFFICER,  PD,  SELMA,  ALABAMA 

LEON  R,  DET  SGT,  MONROE  CO  SO,  ROCHESTER, 

CHARLES  R.,  COP,  CLEVELAND,  MISSISSIPPI 
MOSS,  CARROLL  C,  JR,  CPT,  VA  STATE  POL,  CULPEPER,  VIRGINIA  -  NOVEMBER  2,  2086 
MOSS,  JESSE,  JR.,  CAPTAIN,  PD,  GALESBURG,  ILLINOIS  -  OCTOBER  26,  2071 
MOSS,  LESTER  H. ,  SEC  OFC,  PAC  SH  AIRLINES,  CORONADO,  CALIFORNIA  -  FEBRUARY  9,  2092 
MOSS,  PHILIP  JOSEPH,  CPT,  PD,  CHICAGO,  ILLINOIS 

HOSTELLER,  H.  BURTON,  ADMINISTRATIVE  OFFICER,  III,  0,  HILSON  DAM,  ALABAMA  -  JANUARY  23,  2073 
MOUREAU,  KENNETH  C. ,  MAJOR,  CHIEF  OF  POLICE,  HYATTSVILLE,  MARYLAND  -  SEPTEMBER  10,  2079 
HOHER,  MAURICE  C,  CHIEF  OF  POLICE,  VENTNOR  CITY,  NEH  JERSEY  -  MAY  11,  2068 
HOXLEY,  RALPH  H,  CHF,  BIRMINGHAM  PD,  VENICE,  FLORIDA  -  MAY,  2093 
MOYLAN,  MICHAEL  F.,  CAPTAIN,  PD,  STAMFORD,  CONNECTICUT 

MUELLER,  EUGENE  L.,  CHIEF  OF  POLICE,  CULVER  CITY,  CALIFORNIA  -  FEBRUARY  1,  2077 

MUIRHEAD,  CHARLES  V.,  DEP  SHF,  EAST  CARROLL  PARISH  S,  LAKE  PROVIDENCE,  LOUISIANA  -  APRIL  22,  2055 
MUIRHEAD,  LLOYD  H,  DIR,  INTERAGENCY  EXCHANGE  OF  P,  NORTH  PLATTE,  NEBRASKA 
HULCAHY,  JAMES  FRANCIS,  DEP  SHF,  CHITTENDEN  CO  SO,  BURLINGTON,  VERMONT  -  NOVEMBER  22,  2081 
MULCAHY,  LEO  J,  COMMISSIONER,  CT  SPOL,  HARTFORD,  CONNECTICUT  -  NOVEMBER  21,  2081 
MULCAIRE,  JOSEPH  F.,  MAJOR,  DPS,  PHOENIX,  ARIZONA  -  OCTOBER  20,  2076 
HULHERN,  ROBERT  J.,  DEPUTY  INSPECTOR,  PD,  NEH  HAVEN,  CONNECTICUT  -  DECEMBER  4,  2068 
MULHOLLAND,  JAMES  S,  SUPERINTENDENT  OF  POLICE,  PD,  HINNIPEG,  CANADA  -  AUGUST  3,  2083 
MULL,  LEON  V,  DIV  CHF,  PD,  ENGLEHOOD,  COLORADO  -  FEBRUARY  13,  2083 
MULLER,  RAY  HERMAN,  LIEUTENANT  OF  POLICE,  PD,  NEH  ORLEANS,  LOUISIANA  -  JUNE  8,  2071 
MULLINS,  DONALD  T,  LT,  PD,  DENVER,  COLORADO  -  FEBRUARY  22,  2098 
MULNIX,  DONALD  B,  DIV  CHF,  PD,  DENVER,  COLORADO 

MUNCH,  ROBERT  F.,  ASST  CHF,  PD,  OMAHA,  NEBRASKA  -  MARCH  12,  2055 
MUNDIE,  HENRY  L.,  COP,  SUFFOLK,  VIRGINIA  -  JANUARY  11,  2090 
MUNSON,  KONRAD  H,  INSP,  MONTGOMERY  CO  SD,  DAYTON,  OHIO 
MURCHISON,  JOHN,  DET  SGT,  PD,  BUFFALO,  NEH  YORK 
MURPHY,  HARRY  JAMES,  JR.,  CAPTAIN,  PD,  CLEVELAND  HEIGHTS,  OHIO  -  DECEMBER  30,  2076 

J.  LONNIE,  COP,  HAYCROSS,  GEORGIA  -  DECEMBER  29,  2062 

JAMES  F.,  LIEUTENANT,  PD,  CAMBRIDGE,  MASSACHUSETTS 

JAMES  M.,  COP,  NORHOOD,  MASSACHUSETTS  -  NOVEMBER  23,  2073 

MARTIN  A.,  CPT  OF  DET,  MA  SPOL,  BOSTON,  MASSACHUSETTS  -  AUGUST  10,  2077 

HALTER  J.,  CAPTAIN,  PD,  ST.  LOUIS,  MISSOURI  -  DECEMBER  2,  2073 

DAVID  J.,  LT,  PD,  LACONIA,  NEH  HAMPSHIRE  -  MARCH  13,  2089 

JAMES  B.,  JR.,  DEP  CHF,  PD,  HINDSOR,  CONNECTICUT  -  SEPTEMBER  20,  2078 

JOHN  D.,  DETECTIVE  SERGEANT,  PD,  KETTERING,  OHIO  -  AUGUST  9,  2071 

LEONARD  SHERIDAN,  ASST  DIR,  IA  DPS,  DES  HOINES,  IOHA  -  JULY  21,  2072 

LOUIS  J.,  COP,  JENKINTOHN,  PENNSYLVANIA  -  APRIL  3,  2096 

HESLEY  F.,  CAPTAIN,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  FEBRUARY  26,  2065 

RAYMOND  L.,  LIEUTENANT  COLONEL,  PD,  HICHITA,  KANSAS  -  NOVEMBER  11,  2077 
MUSGRAVE,  KENNETH  CLOUGH,  SGT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND  -  JANUARY  23,  2094 
MUSTERMAN,  HALTER,  CAPTAIN,  PD,  ANNAPOLIS,  MARYLAND  -  JANUARY  12,  2072 
MUTCH,  ROBERT,  ASST  CHF,  PD,  REDONDO  BEACH,  CALIFORNIA  -  JANUARY  17,  2070 
HYERS,  FREDDIE  FAYE,  COP,  MIDHEST  CITY,  OKLAHOMA  -  MAY  28,  2089 
MYERS,  JAMES  DEE,  COP,  STATESVILLE,  NORTH  CAROLINA 
MYERS,  M  M,  SHERIFF  OF  ORANGE  CO,  ORANGE,  VIRGINIA 

MYS2EHSKI,  ALAN  NORBERT,  DIR  OF  PUBLIC  SAFETY,  PD,  HHITEFISH  BAY,  HISCONSIN  -  NOVEMBER  29,  2089 
NAGEL,  ELLERY  T.,  CPT,  PD,  STOCKTON,  CALIFORNIA  -  NOVEMBER,  2095 
NAGLE,  ARTHUR,  COP,  GARDEN  CITY,  MICHIGAN  -  MARCH  3,  2067 
NASE,  CLAUDE  E.,  COP,  PERKASIE,  PENNSYLVANIA 

NASH,  HUBERT,  COMMANDER,  PD,  LYNCHBURG,  VIRGINIA  -  JUNE,  2083 
NASH,  LAHRENCE  E.,  COP,  PUYALLUP,  HASHINGTON  -  DECEMBER  1,  2089 
NASTROM,  JOHN  D,  LT,  HA  SPTL,  HOQUIAM,  HASHINGTON 
NAUGHTON,  MICHAEL  P.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  JULY  28, 
NAUGHTON,  HILLIAM  J,  SR,  DET,  PD,  POUGHKEEPSIE,  NEH  YORK 
NAYLOR,  TILDEN  P,  LT,  MS  HPTL,  GULFPORT,  MISSISSIPPI 
NEE,  THOMAS  R.,  CPT  OF  DET,  PD,  MADISON,  HISCONSIN  -  DECEMBER  6, 
NEELY,  JOE,  JR.,  SR  DEP  SHF,  EL  PASO  CO  SO,  EL  PASO,  TEXAS  -  JULY  13,  2091 
NEELY,  KENNETH  J.,  MSGT,  HV  SPOL,  CHARLESTON,  HEST  VIRGINIA  -  DECEMBER  13,  2068 
NEILEY,  RUSSELL  A.,  CAPTAIN,  PD,  ELMIRA,  NEH  YORK  -  JANUARY  21,  2075 

NEILLY,  MAURICE  MCLAUGHLIN,  DET  SUPT,  ROYAL  ULSTER  CONSTAB,  BELFAST,  NORTHERN  IRELAND  -  JUNE  2,  2094 
NELLIGAN,  ANTHONY  FRANCIS,  MAJOR,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  23,  2069 
NELLIGAN,  JOHN  J.,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  JANUARY  22,  2066 
NELSEN,  LOYAL  D,  CPT,  PD,  GREEN  BAY,  HISCONSIN 

DARREL  L,  CPT,  PD,  SPARKS,  NEVADA 

EDHARD  D,  SHF  OF  ARAPAHOE  CO,  LITTLETON,  COLORADO  -  MAY  30,  2083 

G.  HARRY,  COP,  JAMESTOHN,  NEH  YORK  -  SEPTEMBER  26,  2050 

GEORGE  H.,  COP,  EVERETT,  HASHINGTON 

ISIAH,  III,  CMDR,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  APRIL  14, 

JOHN  MANSFIELD,  SGT,  PD,  HOODBURY,  NEH  JERSEY  -  NOVEMBER  18, 

FREMONT  P.,  COP,  OAK  PARK,  ILLINOIS  -  JANUARY  17,  2076 

HILLIAM  F.,  LIEUTENANT,  PD,  NEH  YORK,  NEH  YORK  -  OCTOBER  11,  2060 
NEHCOMER,  GRAYSON  E,  LT,  MD  SPOL,  PIKESVILLE,  MARYLAND  -  MAY  28,  2086 
NEHCOMER,  JOE  H. ,  COP,  KERRVILLE,  TEXAS  -  DECEMBER  23,  2067 
NEHMAN,  GUSTAF  C,  LIEUTENANT,  PD,  BROCKTON,  MASSACHUSETTS 
NEHMAN,  ROBERT  R,  CPT,  PD,  LA  MESA,  CALIFORNIA  -  NOVEMBER  9,  2087 
NICHOLS,  HERBERT  ROY,  DEP  CHF,  PD,  HINONA,  MINNESOTA  -  NOVEMBER,  2096 
NICHOLS,  MIKE,  CHF  DEP  SHF,  LAUDERDALE  CO  SO,  MERIDIAN,  MISSISSIPPI 

NICHOLSON,  HILLIAM  M. ,  SR.  ,  SHERIFF  OF  SEMINOLE  CO,  HEHOKA,  OKLAHOMA  -  JANUARY  8,  2073 
NICKERSON,  HILLARD  E.,  CPT,  ME  SPOL,  AUGUSTA,  MAINE  -  SEPTEMBER  9,  2095 
NICKOLS,  GLEN  L.,  ASST  CHF,  PD,  FRANKFORT,  INDIANA  -  FEBRUARY  24,  2069 

TRENTON  JOHN,  CHF  HO  II,  USA,  ARLINGTON,  VIRGINIA  -  FEBRUARY  24,  2069 
ARTHUR  CAR,  COP,  MOUNTAIN  VIEH,  CALIFORNIA  -  FEBRUARY  23,  2081 
CURTIS  J,  SGT,  PD,  SOUTH  ST.  PAUL,  MINNESOTA  -  JULY,  2086 
ERVING,  COP,  DEARBORN,  MICHIGAN  -  MARCH  26,  2054 
NIMMO,  GEORGE  M. ,  DIR,  HY  LAH  ENF  ACADEMY,  DOUGLAS,  HYOMING  -  JANUARY  4,  2089 
NINESLING,  RAYMOND  R.,  COP,  KINGS  POINT,  NEH  YORK  -  AUGUST  20,  2064 
NIXON,  JOHN  H,  DET  SGT,  KY  SPOL,  RICHHOND,  KENTUCKY 

NOAH,  CHARLES  M. ,  CAPTAIN,  PD,  HUNTINGTON  PARK,  CALIFORNIA  -  MARCH  29,  2076 
NOBLES,  ARTHUR  EVERT,  LT,  HIGHLAND  PARK  PD,  DALLAS,  TEXAS  -  NOVEMBER  16,  2067 
NOBLES,  FRED  EDHARD,  COP,  GEORGETOHN,  SOUTH  CAROLINA  -  MAY  31,  2071 
NOHACH,  NICHOLAS,  COP,  BUTLER,  PENNSYLVANIA  -  MARCH  24,  2080 

NOLAN,  FRANK  E,  CHF  INVSTGR,  PA  SUPREHE  COURT,  PHILADELPHIA,  PENNSYLVANIA  -  APRIL  29,  2081 
NOLAN,  JAMES  B.,  SIXTH  DEPUTY  POLICE  COMMISSION,  NEH  YORK,  NEH  YORK  -  AUGUST  3,  2073 
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118  NOLAN,  JAMES  EDWARD,  JR,  CPT,  VT  SPOL,  MIDDLESEX,  VERMONT  -  AUGUST  12,  2095 
59  NOLEN,  DONALD  C. ,  COP,  MAYHOOD,  ILLINOIS  -  APRIL  30,  2062 

98  NOON,  EDWARD  M,  CAPTAIN,  SAN  BERNARDINO  CO  SD,  SAN  BERNARDINO,  CALIFORNIA 
112  NORRIS,  THOMAS  C,  JR,  DEP  CHF,  CHELTENHAM  TWP  PD,  ELKINS  PARK,  PENNSYLVANIA 

13  NORTHCUTT,  ROBERT  C,  PATROLMAN,  PD,  TEXARKANA,  ARKANSAS  -  MAY,  2061 

53  NORTHEN,  JOHN  H. ,  CAPTAIN,  PD,  CHICAGO,  ILLINOIS  -  MAY  4,  2074 

40  NORTON,  JOHN  J,  LIEUTENANT,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  JULY  27,  2084 

56  NOSACK,  ALBERT  F,  COP,  TOLEDO,  OREGON  -  FEBRUARY  24,  2081 

9  NOVAK,  JACOB  J,  COP,  NORTH  CHICAGO,  ILLINOIS  -  NOVEMBER  3,  2086 

31  NOVAK,  MARTIN,  LIEUTENANT,  PD,  MIDDLETOWN,  CONNECTICUT  -  JANUARY  19,  2054 

92  NOVAK,  THOMAS  A.,  SERGEANT,  PD,  OAK  PARK,  ILLINOIS 

21  NUNN,  JAMES  R.,  MAJ,  VA  SPOL,  RICHMOND,  VIRGINIA  -  JUNE  27,  2067 
74  OBRIEN,  BYRNE  A.,  CPT,  PD,  DUBUQUE,  IOWA  -  AUGUST  24,  2071 

68  OBRIEN,  JAMES  L,  COP,  RICE  LAKE,  WISCONSIN 

10  OBRIEN,  JOHN  B,  COP,  WEST  SPRINGFIELD,  MASSACHUSETTS  -  JULY  23,  2083 

28  OBRIEN,  JOHN  G. ,  CPT,  SAN  MATEO  CO  SO,  REDWOOD  CITY,  CALIFORNIA  -  APRIL  6,  2072 

35  OBRIEN,  PATRICK  F.,  INSPECTOR,  PD,  SOMERVILLE,  MASSACHUSETTS  -  DECEMBER  30,  2065 

99  OBRIEN,  RICHARD  W,  LIEUTENANT,  PD,  MINNEAPOLIS,  MINNESOTA  -  JULY  14,  2087 

27  OBRIEN,  ROBERT  E.,  COP,  SAN  MATEO,  CALIFORNIA  -  JANUARY  31,  2050 

98  OCALLAGHAN,  EDWARD  P.,  CPT,  NASSAU  CO  PD,  MINEOLA,  NEW  YORK  -  MARCH,  2091 

35  OCLAIR,  EARL  L.,  DIR,  AZ  STATE  DMV,  PHOENIX,  ARIZONA  -  MAY  22,  2071 

31  OCONNELL,  FRANCIS  W.,  ASST  CLERK,  COURT  OF  MIDDLESEX,  CAMBRIDGE,  MASSACHUSETTS  -  JANUARY  28,  2065 
4  OCONNOR,  EDWARD  J.,  SERGEANT,  PD,  BUTTE,  MONTANA  -  NOVEMBER  6,  2039 

43  OCONNOR,  J.  LEO,  CAPTAIN,  PD,  JERSEY  CITY,  NEW  JERSEY  -  JULY  11,  2056 

53  OCONNOR,  JOSEPH  C,  SHERIFF  OF  SAN  DIEGO  CO,  SAN  DIEGO,  CALIFORNIA  -  OCTOBER  16,  2075 

30  OCONNOR,  THOMAS  L. ,  MAJ,  IL  SPOL,  SPRINGFIELD,  ILLINOIS  -  APRIL,  2090 

32  ODAY,  WILLIAM  J.,  DETECTIVE,  PD,  NEW  BRITAIN,  CONNECTICUT  -  JULY  9,  2063 
125  ODEA,  EDWARD  JOSEPH,  LT,  PD,  DENVER,  COLORADO  -  SEPTEMBER  5,  2089 

139  ODONNELL,  MICHAEL  FRANCIS,  CHF,  TWP  OF  FRANKLIN  POL,  FRANKLINVILLE,  NEW  JERSEY 

45  ODONOGHUE,  JOSEPH  F.,  CAPTAIN,  PD,  BRIDGEPORT,  CONNECTICUT  -  JULY  29,  2074 
96  ODOWD,  JOSEPH  F.,  FIRE  MARSHAL,  NYC  FIRE  DEPT.,  NEW  YORK,  NEW  YORK 

73  OGORZALY,  JOHN  W.  ,  INSPECTOR,  PD,  BUFFALO,  NEW  YORK 

28  OHARA,  WILLIAM  E.,  MAJ,  MARYLAND  SPOL,  PIKESVILLE,  MARYLAND  -  JUNE  29,  2079 

125  OJALA,  CLIFFORD  LAURI ,  CHF  INSPR,  ALAMEDA  CO  DA  OFC,  OAKLAND,  CALIFORNIA  -  NOVEMBER  6,  2091 
59  OLDENBURG,  JAMES  G,  COP,  TONAWANDA  CITY,  NEW  YORK  -  AUGUST  20,  2089 

27  OLEARY,  DANIEL  L.,  COP,  PORT  HURON,  MICHIGAN  -  MARCH  17,  2068 

54  OLEARY,  JOHN  B,  ASST  DIR  OF  SEC,  IN  STATE  UNIV,  TERRE  HAUTE,  INDIANA 

44  OLIVER,  C.  E.,  BAILIFF,  DALLAS  CO  GRAND  JURY,  DALLAS,  TEXAS  -  APRIL  2,  2066 
39  OLIVER,  HARRY  L,  USHF,  STANISLAUS  CO  SO,  MODESTO,  CALIFORNIA 

71  OLIVER,  ROBERT  W. ,  DIV  CHF,  FAA,  ANCHORAGE,  ALASKA 

35  OLSEN,  EDWARD  C,  JR,  DET,  PD,  HAVERFORD,  PENNSYLVANIA  -  JULY  12,  2080 

79  OMARA,  MICHAEL  W. ,  CHF  ADMIN,  STATE  S  ATTORNEY  OF,  CHICAGO,  ILLINOIS 

46  ONEIL,  GEORGE  W,  LT,  PD,  NEWTON,  MASSACHUSETTS  -  JUNE  3,  2079 

119  ONEIL,  JAMES  THOMAS,  COP,  BINGHAMTON,  NEW  YORK  -  DECEMBER  22,  2093 

32  ONEIL,  JOHN  H.  ,  CAPTAIN,  PD,  MALDEN,  MASSACHUSETTS  -  DECEMBER  18,  2069 

32  ONEIL,  MICHAEL  F.,  ASST  CHF,  PD,  BINGHAMTON,  NEW  YORK  -  FEBRUARY  20,  2069 

49  ONEILL,  MARK  W. ,  COP,  CHAMPAIGN,  ILLINOIS  -  OCTOBER  25,  2059 

100  OONVATANA,  BOONGOY,  POL  MAJ,  ROYAL  THAI  NATIONAL  P,  BANGKOK,  THAILAND  -  DECEMBER  21,  2079 

42  ORBAN,  ANDREH  F,  CPT,  PD,  SOUTH  BEND,  INDIANA 

131  OREILLY,  DENNIS  J,  CPT,  NY  ENV  CONSV,  NEW  YORK,  NEW  YORK  -  SEPTEMBER  24,  2093 

52  ORIN,  RONALD  W. ,  COP,  CONCORD,  CALIFORNIA  -  JULY  20,  2089 

51  ORMSBY,  A.  ARTHUR,  IDENTIFICATION  OFFICER,  PD,  BRISTOL,  CONNECTICUT  -  OCTOBER  25,  2070 

62  OROURKE,  THOMAS  JOSEPH,  LIEUTENANT,  PD,  PROVIDENCE,  RHODE  ISLAND  -  NOVEMBER  30,  2072 

39  ORR,  WILLIAM  S.,  ASSISTANT  CHF,  PD,  ARCADIA,  CALIFORNIA 

50  ORTIZ-APONTE,  ALFREDO,  MAJOR,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO  -  NOVEMBER  24,  2069 
91  OSCHANSKI,  MICHAEL,  COP,  SOUTH  PLAINFIELD,  NEW  JERSEY  -  AUGUST  4,  2074 

46  OSTENBURG,  JOE  P.,  SGT,  PD,  FRESNO,  CALIFORNIA 

29  OTOOLE,  JAMES  E.,  COP,  BOURNE,  MASSACHUSETTS  -  APRIL  2,  2076 

40  OTTINGER,  JAMES,  CHF,  UPPER  DUBLIN  TOWNSHIP,  FORT  WASHINGTON,  PENNSYLVANIA  -  JANUARY  14,  2064 

66  OVERMAN,  WILLIAM  G. ,  COORDINATOR,  LAW  ENF  ASSISTANC,  JEFFERSON  CITY,  MISSOURI  -  SEPTEMBER  26,  2079 

41  OWEN,  WALTER  M. ,  LT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA  -  JANUARY  9,  2092 
20  OWENS,  CLEMENT  R. ,  CAPTAIN,  PD,  COLUMBUS,  OHIO  -  JULY  24,  2062 

33  OWENS,  G.  H.,  COP,  BAL  HARBOUR,  FLORIDA  -  MAY  19,  2064 

2  OWENS,  JOSEPH  T.,  COP,  ROME,  NEH  YORK  -  FEBRUARY  20,  2047 

102  OWENS,  RICHARD  G,  CAPTAIN,  MADISON  TWP  PD,  OLD  BRIDGE,  NEW  JERSEY  -  OCTOBER  1,  2083 

32  PAGE,  R.  HAYS,  MAJ,  KENTUCKY  HIGHWAY  PTL,  FRANKFORT,  KENTUCKY  -  FEBRUARY  5,  2079 

50  PAINTER,  WILLIE  B.,  CPT,  AL  DPS,  MONTGOMERY,  ALABAMA  -  FEBRUARY  9,  2075 

55  PALAZZETTI,  A  J,  COP,  BRADFORD,  PENNSYLVANIA 

51  PALMER,  ARTHUR  C,  SGT,  PD,  HAGERSTOWN,  MARYLAND  -  JANUARY  7,  2080 

104  PALMER,  BILLY  W,  LT,  TUSCALOOSA  CO  SO,  TUSCALOOSA,  ALABAMA  -  JANUARY  18,  2081 

109  PALMER,  JAMES  T.,  SGT,  PD,  WILMINGTON,  MASSACHUSETTS 

67  PALMER,  RALPH  J,  CPT,  OFC  OF  SEC,  BAPTIST  MEMOR,  MEMPHIS,  TENNESSEE 

126  PALO,  JACK  WILLIAM,  COP,  COVENTRY,  RHODE  ISLAND  -  APRIL  1,  2084 

29  PANAGOULIS,  GEORGE  J.,  SUPT,  PRINCE  GEORGES  CO  PD,  BOWIE,  MARYLAND  -  APRIL  17,  2089 

130  PANTALL,  WILLIAM  JOSEPH,  LT,  ANNE  ARUNDEL  CO  PD,  MILLERSVILLE,  MARYLAND 

66  PAPADOPULOS,  GEORGE,  SHF  OF  STARK  CO,  CANTON,  OHIO  -  JANUARY  11,  2081 

141  PARK,  ANGUS  JOHN,  LT,  HOWARD  CO  PD,  ELLICOTT  CITY,  MARYLAND  -  OCTOBER  9,  2091 

24  PARK,  FLOYD,  CPT,  OK  HIGHWAY  PTL,  OKLAHOMA  CITY,  OKLAHOMA  -  JUNE  23,  2046 

93  PARK,  SANG  LAE,  SUPT,  KOREAN  NATIONAL  POLICE,  SEOUL,  KOREA  -  OCTOBER,  2075 
9  PARKER,  CLARE  E.,  CAPTAIN,  PD,  ELYRIA,  OHIO  -  APRIL  7,  2056 

33  PARKER,  EDHARD  JONES,  SR.,  CAPTAIN  OF  DETECTIVES,  PD,  HAWTHORNE,  CALIFORNIA  -  OCTOBER  18,  2059 

120  PARKER,  GEORGE  RONALD,  COP,  FORT  PIERCE,  FLORIDA  -  SEPTEMBER  13,  2089 

61  PARKER,  H  E,  SHF  OF  BANNOCK  CO  SO,  POCATELLO,  IDAHO  -  NOVEMBER  9,  2081 
44  PARKER,  RALPH  EARL,  COP,  POMONA,  CALIFORNIA  -  DECEMBER  24,  2081 

10  PARKS,  DONALD  W. ,  FIELD  REP,  CA  DEPT  OF  EDUCATIO,  SACRAMENTO,  CALIFORNIA  -  MAY,  2069 

53  PARNELL,  I.  BYRD,  SHF  OF  SUMTER  CO,  SUMTER,  SOUTH  CAROLINA  -  OCTOBER  9,  2089 
24  PARSON,  GORDON,  SERGEANT,  PD,  BIRMINGHAM,  ALABAMA  -  MARCH  12,  2058 

170  PARSONS,  DOUGLAS  ODELL,  SGT,  PD,  KISSIMMEE,  FLORIDA  -  FEBRUARY,  2093 

95  PARTRIDGE,  BILL  R,  CPT,  ALLEN  CO  PD,  FORT  WAYNE,  INDIANA  -  OCTOBER  8,  2086 

37  PASCOE,  JAMES  E.,  CPT,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA 

62  PASSMORE,  GEORGE  DURHAM,  PATROLMAN,  PD,  WESLACO,  TEXAS  -  OCTOBER  20,  2083 

47  PATE,  CLARENCE  F.,  CHF  OF  DET,  PD,  ANNISTON,  ALABAMA 

94  PATE,  JAMES  R,  CPT,  DPS,  DOTHAN,  ALABAMA  -  DECEMBER  26,  2087 

62  PATRICK,  JAMES  CALVIN,  CHF  OF  DET,  DUVAL  COUNTY  SO,  JACKSONVILLE,  FLORIDA  -  DECEMBER  12,  2069 

108  PATTERSON,  MAX  W,  COP,  GLADSTONE,  OREGON  -  SEPTEMBER  15,  2090 

31  PATTERSON,  P  J,  SHERIFF  OF  CLINTON  CO,  ST  JOHNS,  MICHIGAN  -  MAY  20,  2082 

34  PAUL,  ANTHONY  R.,  COP,  COUNTY  OF  HAWAII,  HILO,  HAWAII  -  MARCH  10,  2078 
65  PAUL,  EMMETT,  MAJOR,  DIVISION  OF  POLICE,  LOUISVILLE,  KENTUCKY 

33  PAULSEN,  JOHN  F.,  CAPTAIN,  PD,  WEST  HARTFORD,  CONNECTICUT  -  MAY  12,  2073 

64  PAYNE,  CLIFFORD  N.,  SERGEANT,  PD,  SPOKANE,  WASHINGTON  -  JANUARY  11,  2071 

126  PAYNE,  WILLIAM  GEORGE,  USHF,  ERIE  CO  SD,  BUFFALO,  NEW  YORK  -  JANUARY  23,  2096 

29  PAZDERA,  EDHARD  F.,  COP,  TWO  RIVERS,  WISCONSIN  -  FEBRUARY  20,  2098 

11  PEACH,  JAMES  M. ,  COP,  NEWPORT  NEWS,  VIRGINIA  -  NOVEMBER  14,  2050 

22  PEACH,  WILLIAM  F.,  COP,  NEWPORT  NEWS,  VIRGINIA  -  AUGUST  10,  2074 

17  PEACOCK,  T.  B.,  (SA,  FBI-RETIRED),  CHIEF  OF  PO,  KANSAS  CITY,  KANSAS  -  AUGUST  21,  2071 
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PEAK,  FRANCIS  J.,  LT,  DIVISION  OF  POLICE,  LOUISVILLE,  KENTUCKY  -  APRIL  6,  2072 

PEARCE,  MARSHALL  HENRY,  JR.,  CAPTAIN,  PD,  MACON,  GEORGIA  -  NOVEMBER  8,  2067 

PEARCE,  RALPH  TAYLOR,  LT,  SOUTHERN  IL  UNIV  SEC  DEPT,  CARBONDALE,  ILLINOIS  -  SEPTEMBER  15,  2095 

PEARS,  ARTHUR  N,  DIR  OF  SEC,  UNIV  OF  NOTRE  DAME,  NOTRE  DAME,  INDIANA 

PEARSON,  JAMES  C,  SHF  OF  LEE  CO,  OPELIKA,  ALABAMA  -  MAY  18,  2080 

PECOUL,  EDHARD  HENRY,  JR,  MAJ,  PD,  NEH  ORLEANS,  LOUISIANA  -  JUNE 

PECERSON,  DOUGLAS  GRAHAM,  LT,  PD,  LIVONIA,  MICHIGAN  -  AUGUST  23, 

PEEK,  KENNETH,  COP,  KIRKHOOD,  MISSOURI  -  JULY  5,  2058 

PELCZAR,  ADAM,  LIEUTENANT,  PD,  UTICA,  NEH  YORK  -  JULY,  2064 

PELISSIER,  BERT,  COP,  FREDERICK,  MARYLAND  -  APRIL  26,  2050 

PELLAR,  ANDREH  C,  ASST  CHF,  PD,  HAMMOND,  INDIANA  -  DECEMBER  26, 

PEMBRIDGE,  DELBERT  E,  COP,  ENDICOTT,  NEH  YORK  -  AUGUST  21,  2086 

PENIX,  FRED  F.,  LIEUTENANT,  PD,  MIDLAND,  TEXAS  -  DECEMBER  27,  2076 

PERDUK,  NICHOLAS,  DET  INSPR,  ONTARIO  PROVINCIAL,  TORONTO,  CANADA 

PEREZ,  LUIS  M.,  LTC,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

PERHACH,  JOHN  M. ,  SHF  OF  BROOME  CO,  BINGHAMTON,  NEH  YORK  -  NOVEMBER,  2097 

PERKERSON,  HILBUR,  COP,  VALDOSTA,  GEORGIA  -  AUGUST  26,  2086 

PERKINS,  CHARLES  L,  CPT,  LOS  ANGELES  CO  MARSHALS  0,  LOS  ANGELES,  CALIFORNIA  -  FEBRUARY  26,  2094 

PERKINS,  HERBERT  F.,  CAPTAIN,  PD,  BRIDGEPORT,  CONNECTICUT  -  JANUARY  14,  2076 

PERKINS,  KINGSLEY  C. ,  CPT,  PD,  RICHMOND,  CALIFORNIA  -  JULY,  2088 

PERKIO,  JACOB  H,  COP,  ROCKPORT,  MASSACHUSETTS  -  JANUARY  17,  2081 

PERRIGO,  MILFORD  L,  COP,  SALAMANCA,  NEH  YORK 

PERRIN,  FORREST  G. ,  CAPTAIN,  PD,  IDAHO  FALLS,  IDAHO  -  MARCH  27,  2077 

PERRIN,  FREDERICK  H,  JR,  CPT,  PD,  DAYTONA  BEACH,  FLORIDA  -  DECEMBER  21,  2085 

PERUSINA,  JOHN,  CPT,  SANTA  CLARA  CO  SO,  SAN  JOSE,  CALIFORNIA  -  JANUARY  25,  2091 

PETERS,  EMIL  E.,  COP,  SAN  ANTONIO,  TEXAS 

PETERS,  RAY  G,  LIEUTENANT,  PD,  PIQUA,  OHIO  -  MARCH  13,  2084 

PETERSEN,  GERHARD  R,  SHERIFF  OF  KEARNEY  CO,  MINDEN,  NEBRASKA  -  JUNE  20,  2087 

PETERSON,  BERNARD  CONRAD,  MAJOR,  PD,  EAU  CLAIRE,  WISCONSIN  -  NOVEMBER  3,  2076 

PETERSON,  CLIFFORD  E.,  COMMISSIONER,  CA  HIGHHAY  PATRO,  SACRAMENTO,  CALIFORNIA  -  FEBRUARY  2,  2053 

PETERSON,  EDHARD  L.,  COP,  BOONE,  IOHA  -  MARCH  4,  2065 

PETERSON,  ERIC  LYNN,  CHF,  LOHER  ALLOHAYS  CREEK  THP,  HANCOCKS  BRIDGE,  NEH  JERSEY 

PETERSON,  MICHAEL  OSBORN,  INSPR,  ATTY  GENERALS  OFFICE,  BISMARCK,  NORTH  DAKOTA  -  JANUARY  10,  2067 

PETERSON,  MONTE  KAY,  LT,  PD,  TULSA,  OKLAHOMA 

PETERSON,  RAYMOND  H. ,  SENIOR  CAPTAIN,  PD,  MINNEAPOLIS,  MINNESOTA  -  AUGUST  16,  2079 

PETERSON,  ROBERT  L,  CAPTAIN,  PD,  SIOUX  CITY,  IOHA 

PETRINI,  THOMAS  JOSEPH,  CPT,  PD,  SAN  FRANCISCO,  CALIFORNIA  -  MAY  7,  2097 

PETRO,  JOHN  T,  1SGT  DET,  IN  SPOL,  INDIANAPOLIS,  INDIANA  -  MAY,  2079 

PETRONE,  EUGENE  J.,  CPT,  VOLUSIA  CO  SD,  DELAND,  FLORIDA  -  OCTOBER  28,  2069 

PETTIT,  HARRY,  COP,  JOHNSON  CITY,  NEH  YORK  -  APRIL  19,  2079 

PETTY,  LEONARD  P,  COP,  GREENVILLE,  TEXAS  -  APRIL,  2080 

PFAU,  JEFFREY  MICHAEL,  COP,  GILLETTE,  HYOMING  -  JANUARY  5,  2097 

PFEIFFER,  EMIL  ERNEST,  IDENT  OFFICER,  PD,  PENSACOLA,  FLORIDA  -  FEBRUARY  28,  2052 

PHERRIN,  HILLIAM  M.  ,  SERGEANT,  PD,  DES  MOINES,  IOHA  -  MARCH  8,  2055 

PHILLIPS,  CHARLIE  E.,  JR.,  MAJOR,  BUREAU  OF  POLICE,  RICHMOND,  VIRGINIA  -  SEPTEMBER  14,  2076 

PHILLIPS,  CLAYTON  L.,  DETECTIVE,  PD,  HOUSTON,  TEXAS 

PHILLIPS,  HILLIAM  S,  COP,  ABINGDON,  VIRGINIA  -  MAY  16,  2090 

PHILLIPS,  HINFRED  GENE,  CPT,  ALACHUA  CO  SO,  GAINESVILLE,  FLORIDA  -  NOVEMBER  21,  2095 

PHILPOT,  HILLIAM  J.,  COP,  OROFINO,  IDAHO  -  DECEMBER  3,  2071 

PICARD,  ALBERT  J.,  COP,  PETERBOROUGH,  NEH  HAMPSHIRE  -  AUGUST  10,  2063 

PICKERING,  URBANE  H. ,  HEAD  JAILER,  STANISLAUS  COUNTY,  MODESTO,  CALIFORNIA 

PIELMEIER,  HAROLD  E.,  CAPTAIN,  PD,  ALTOONA,  PENNSYLVANIA  -  OCTOBER  11,  2078 

PIERCE,  HOHARD  L.,  SA,  STATE  BUREAU  OF  INVESTIGAT,  RALEIGH,  NORTH  CAROLINA 

PIERCE,  LELAND  H,  COP,  CANANDAIGUA,  NEH  YORK  -  OCTOBER  28,  2080 

PIERCE,  MEADY  B. ,  CHF  OF  DET,  PD,  JACKSON,  MISSISSIPPI  -  SEPTEMBER  9,  2079 

PIERCZYNSKI,  JOHN  H,  CPT,  PD,  CHARLOTTE,  NORTH  CAROLINA 

PIERPONT,  LEO  RICHARD,  DEP,  HARRIS  CO  SD,  HOUSTON,  TEXAS 

PIERRE,  JOSEPH,  COP,  TARENTUM,  PENNSYLVANIA  -  JANUARY  20,  2066 

PIFFEL,  OTTO,  CPT,  PD,  HEBSTER  GROVES,  MISSOURI  -  JULY,  2094 

PILGER,  FERDINAND  J.,  DEPUTY  CHIEF,  PD,  TRENTON,  NEH  JERSEY  -  MARCH  13,  2062 

PINKLE,  JOSEPH  JAMES,  CHF,  GREENVILLE-HEST  SALEM  PD,  GREENVILLE,  PENNSYLVANIA  -  SEPTEMBER  18,  2086 

PIOVARCHY,  GASPER,  JR.,  LIEUTENANT,  PD,  UNIONTOHN,  PENNSYLVANIA  -  JUNE  27,  2067 

PIXLEY,  JAMES  I,  CHF,  MINNEAPOLIS-ST  PAUL  INTL,  MINNEAPOLIS,  MINNESOTA  -  OCTOBER  8,  2084 

PLEASANTS,  GORDON  L.,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  OCTOBER  23,  2089 

PLOUGH,  L.  B.,  DETECTIVE  SERGEANT,  PD,  MUSKEGON,  MICHIGAN  -  APRIL  8,  2062 

PLOHMAN,  GERALD  L.,  COP,  BELLEVUE,  HASHINGTON  -  MARCH  19,  2066 

POGSON,  HILLIAM  J.,  SERGEANT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  FEBRUARY  22,  2064 

POINDEXTER,  ALLEN,  JR.,  DEP  SHF,  MONTGOMERY  COUNTY  SO,  MONTGOMERY,  ALABAMA  -  SEPTEMBER  7,  2056 

POLK,  JOHN  E.,  SHF  OF  SEMINOLE  CO,  SANFORD,  FLORIDA 

POLSON,  FLOYD  A.,  ASST  CHF,  PD,  CHARLOTTE,  NORTH  CAROLINA  -  JULY  13,  2072 

POMERLEAU,  DONALD  D,  COMMISSIONER  OF  POLICE,  BALTIMORE,  MARYLAND  -  JANUARY  19,  2092 

POOLE,  ARTHUR  LEROY,  SHF  OF  HEBSTER  CO,  SLAUGHTER,  KENTUCKY  -  APRIL  5,  2083 

POOLE,  HARVEY  ALTON,  LT,  GA  BU  OF  INVSTGN,  ATLANTA,  GEORGIA  -  OCTOBER  18,  2071 

POOLE,  JAMES  HERHAN,  CHF  INVSTGR,  USA  ENGINEERS,  BLUEMONT,  VIRGINIA  -  NOVEMBER  10,  2068 

POPE,  ARTHUR  A,  JR,  LTC,  PD,  PORTSMOUTH,  VIRGINIA 

POPP,  JIM  ROBERT,  CPT,  PD,  TORRANCE,  CALIFORNIA  -  APRIL  26,  2097 

,  CAPTAIN,  PD,  ENDICOTT,  NEW  YORK  -  JUNE  12,  2071 

SHF  OF  MOHAVE  CO,  KINGMAN,  ARIZONA  -  JANUARY  26,  2060 

,  COP,  HOOUIAM,  HASHINGTON  -  OCTOBER  5,  2061 

COP,  LITTLE  ROCK,  ARKANSAS  -  FEBRUARY  14,  2077 

DET  SGT,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  JUNE  19,  2077 

,  ASST  CHF,  PD,  MERIDIAN,  MISSISSIPPI  -  AUGUST  12,  2070 
CAPTAIN,  PD,  LOUISVILLE,  KENTUCKY  -  JANUARY  9,  2068 
POHER,  HILLIAM  JOSEPH,  LT,  PD,  CHICAGO,  ILLINOIS  -  APRIL  23,  2085 
PRATER,  H  L,  SEC  OFFICER,  LEHIS  STATE  BANK,  TALLAHASSEE,  FLORIDA  -  MARCH  18,  2081 
PRATT,  ARD  M. ,  CHF,  UNIFORM  DIV,  MULTNOMAH  CO,  PORTLAND,  OREGON  -  NOVEMBER  29,  2075 
PRATT,  MAYNARD  L.,  COP,  AUSTIN,  MINNESOTA  -  JANUARY  27,  2047 
PRELL,  RUDOLPH  ROBERT,  CMDR,  PD,  LONG  BEACH,  CALIFORNIA  -  DECEMBER  20,  2084 
PRESCOTT,  HERMON  E,  COP,  GROTON,  MASSACHUSETTS  -  DECEMBER,  2085 
PRESSLEY,  C.  BURNS,  CPT,  PD,  ARLINGTON,  VIRGINIA  -  MARCH  6,  2053 
PRESTON,  EDHARD,  ASST  DIR  OF  LEGAL  LIAISON  DIV,,  DALLAS,  TEXAS  -  MARCH  16,  2087 

LIEUTENANT,  PD,  HOUSTON,  TEXAS  -  JULY  17,  2077 

SUPT,  CUSTER  STATE  PARK,  CUSTER,  SOUTH  DAKOTA  -  DECEMBER  16,  2066 
LIEUTENANT,  PD,  PARKERSBURG,  HEST  VIRGINIA  -  JANUARY  9,  2059 

DIR,  VINCENNES  UNIV  POL,  VINCENNES,  INDIANA  -  AUGUST  11,  2086 

LT,  PD,  ALAMEDA,  CALIFORNIA  -  MAY  3,  2088 
A.,  DET,  PD,  YOUNGSTOHN,  OHIO  -  JULY  10,  2095 
CPT  OF  POLICE,  PD,  POCATELLO,  IDAHO  -  MARCH  26,  2064 


MAY  21,  2070 
JANUARY  19,  2048 


POPPLE,  CARLTON 
PORTER,  FRANK  L. 
POTTER,  CHARLES  A. 
POTTS,  MARVIN  H. , 
POVEROMO,  GUY  T., 
POHELL,  CHARLES  M. 
POHELL,  DALLAS  L., 


PRICE,  HOHARD  D. 
PRICE,  LESTER  D. 
PRINCE,  MARVIN  E 
PRIOR,  J  RUSSELL 
PROCTOR,  JAMES  K 
PRZELOMSKI,  EDHARD 
PUGMIRE,  ROBERT  H 


PURCELL,  PHILIP,  COP,  NEHTON,  MASSACHUSETTS  -  AUGUST  30,  2069 

PURDY,  HILSON  J.,  INSPECTOR,  PRINCE  GEORGES  COUN,  SEAT  PLEASANT,  MARYLAND  -  DECEMBER  4,  2070 

PURNASAMRIDDHI,  ABHORN,  COLONEL,  THAI  NATIONAL  POLICE,  BANGKOK,  THAILAND 

PURTELL,  EDHIN  THOMAS,  SHF  OF  MILWAUKEE  CO,  MILWAUKEE,  WISCONSIN  -  AUGUST  22,  2073 

PURVIS,  GEORGE  WILLIAM,  CHF  SEC  OFR,  US  POSTAL  SERV, ,  PITTSBURGH,  PENNSYLVANIA 

PYLES,  RAYMOND  S.,  CHF,  HASHINGTON  NATIONAL  AIRPO,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  MARCH  24,  2080 

OUARNBERG,  HAROLD  M. ,  DEP  SHF,  CLARK  CO  SD,  VANCOUVER,  HASHINGTON  -  SEPTEMBER  11,  2077 
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SEPTEMBER  27,  2056 
JUNE  24,  2096 


2076 


FEBRUARY,  2093 

FEBRUARY,  2096 
11,  2075 


QUDAH,  HANI  0.,  CPT,  PUBLIC  SEC  FORCES,  AMMAN,  JORDAN 

QUINN,  DAVID  LEONARD,  LT,  TX  DEPT  OF  CRIM  JUSTICE,  ROSHARON,  TEXAS  -  JULY  16,  2097 

RADESCHI,  AMERICO  J.,  COP,  EAST  LIVERPOOL,  OHIO  -  MAY  6,  2079 

RAFFERTY,  LEO  J,  JR,  COP,  YARMOUTH,  MAINE 

RAFI-KIAN,  MANOUCHER,  COL,  POL  ADMINISTRATION  OF  IRA,  TEHRAN,  IRAN  -  JUNE  13,  2086 

RAGSDALE,  BERNARD  G. ,  COMMISSIONERS  STAFF,  GEORGIA  R,  ATLANTA,  GEORGIA  -  APRIL  23,  2087 

RAJU,  GOVIND,  SR  SUPT,  ROYAL  FIJI  POL,  SUVA,  FIJI  -  APRIL,  2097 

RAMIREZ,  JESSE  G,  CPT,  PD,  VICTORIA,  TEXAS 

RAMPUTI,  SAMUEL  A,  COP,  SUNRISE,  FLORIDA  -  APRIL  10,  2095 

RANDOLPH,  ESTON,  JR,  COP,  FERGUSON,  MISSOURI  -  JUNE  22,  2091 

RANEY,  HILLIAM  J.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  NOVEMBER  3,  2067 

RANKIN,  ERNEST  E.,  CHIEF  OF  POLICE,  GASTONIA,  NORTH  CAROLINA  -  MARCH  17,  2075 

RAPP,  ROBERT  H. ,  CHF,  NYC  TRANSIT  AUTHORITY,  BROOKLYN,  NEH  YORK 

RASMUSSEN,  VERNON,  COP,  GLENDALE,  CALIFORNIA  -  AUGUST  4,  2079 

RASPBERRY,  MARK  H. ,  CHIEF,  USPP,  WASHINGTON,  DISTRICT  OF  COLUMBIA 

RATHBUN,  MARLOH  CLAYTON,  LT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA 

RAY,  C  H,  CPT,  WV  SPOL,  CHARLESTON,  HEST  VIRGINIA  -  JULY  20,  2083 

RAY,  RUPERT  D,  JR,  CPT,  PD,  DURHAM,  NORTH  CAROLINA  -  APRIL  5,  2086 

RAYBON,  TOMMY  H. ,  LAH  ENF  SPECLIST,  LEAA,  US  DOJ,  DENVER,  COLORADO 

RAYMER,  RUPERT  ALVIN,  SERGEANT,  PD,  GENEVA,  NEH  YORK  -  MAY  28,  2071 

READ,  DARYL  A,  CAPTAIN,  PD,  RENO,  NEVADA 

REAMS,  L.  FRANK,  ASSISTANT  CHIEF  OF  POLICE,  PD,  KNOXVILLE,  TENNESSEE  -  APRIL  13,  2072 

REDDING,  ARTHUR  F.,  SHERIFF,  BOX  ELDER  CO.  SO,  BRIGHAM  CITY,  UTAH 

REED,  ROBERT  L,  CHF,  BALL  STATE  UNIV  PD,  MUNCIE,  INDIANA  -  AUGUST  19,  2089 

REED,  HILLIAM  J.,  LIEUTENANT,  PD,  LORAIN,  OHIO  -  JUNE  21,  2064 

REEDER,  DON,  COP,  LUBBOCK,  TEXAS 

REESE,  CHARLES  L.,  SHERIFF,  ROGERS  COUNTY,  CLAREMORE,  OKLAHOMA  -  MARCH  5,  2075 

REESE,  RAYMOND,  SHERIFF,  MESA  COUNTY,  GRAND  JUNCTION,  COLORADO  -  OCTOBER  26,  2072 

REEVES,  EDGAR  W. ,  TRAINING  OFFICER,  PD,  TUCSON,  ARIZONA  -  AUGUST  27,  2060 

REEVES,  EDHARD  H. ,  SHERIFF,  SHELBY  COUNTY  SO,  MEMPHIS,  TENNESSEE  -  MAY  7,  2058 

REEVES,  LLOYD  S,  DIRECTOR  OF  TRAINING  DIVISION,  DALLAS,  TEXAS  -  MAY,  2084 

REGAN,  JOHN  J,  JR,  COP,  HESTPORT,  WASHINGTON  -  OCTOBER  1,  2092 

REGAN,  JOSEPH  L,  COL/DIR,  DIV  OF  STATE  POLICE,  CONCORD,  NEH  HAMPSHIRE  -  OCTOBER, 

REHM,  JOHN,  CHIEF  OF  POLICE,  DEAL,  NEW  JERSEY  -  OCTOBER  28,  2072 

REILLY,  CHARLES  A.,  PATROLMAN,  PD,  ALBANY,  NEW  YORK  -  OCTOBER  23,  2069 

REILLY,  JOHN  F.,  CAPTAIN,  PD,  SPOKANE,  WASHINGTON  -  MAY  7,  2068 

REILLY,  WILLIAM  HENRY,  CHF  DEP,  CHARLOTTE  CO  SD,  PUNTA  GORDA,  FLORIDA  - 

REIPRECHT,  EMIL,  DIR  OF  EXEC  SEC,  STATE  OF  LOUI ,  BATON  ROUGE,  LOUISIANA 

REISMAN,  WILLIAM  FRANK,  ASST.  CHIEF,  PD,  YPSILANTI,  MICHIGAN  -  DECEMBER 

REITEN,  DAVID  LEE,  DEP  CHF,  PD,  ARLINGTON,  VIRGINIA 

REITH,  EARL  WILLIAM,  CAPTAIN,  MARYLAND  STATE  POLICE,  PIKESVILLE,  MARYLAND  -  SEPTEMBER  11,  2093 

REMPP,  KENNETH  J.,  CHF,  LOWER  GWYNEDD  TOWNSHIP  PD,  SPRING  HOUSE,  PENNSYLVANIA  -  APRIL  25,  2074 

REUTHER,  FRANK  WILLIAM,  CHIEF  OF  POLICE,  RED  BANK,  NEH  JERSEY  -  JULY  17,  2073 

REVILLE,  JOHN  P.,  INSPR,  PD,  BUFFALO,  NEW  YORK 

REYNOLDS,  FRANCIS  G. ,  COP,  WEST  HARTFORD,  CONNECTICUT  -  FEBRUARY  8,  2092 

REYNOLDS,  GOLDEN  L.,  CAPTAIN,  PD,  INDIANAPOLIS,  INDIANA  -  JULY  14,  2048 

REYNOLDS,  WAYNE  RUSSELL,  LTC,  ASST  SUPT  AZ  HPTL,  PHOENIX,  ARIZONA  -  FEBRUARY  22,  2074 

RHEINGRUBER,  R.  J.,  LIEUTENANT,  PD,  RIVER  FOREST,  ILLINOIS  -  SEPTEMBER  3,  2061 

RHOADES,  CECIL  EDWARD,  CHIEF  OF  POLICE,  PD,  SCOTTSBLUFF,  NEBRASKA  -  MARCH  29,  2059 

RIBAR,  L  JOHN,  SHF  OF  MEDINA  CO,  MEDINA,  OHIO  -  MARCH  10,  2096 

RICHARDS,  JERRY  E.,  SHF  OF  BURKE  CO,  MORGANTON,  NORTH  CAROLINA  -  AUGUST  5,  2098 

RICHARDS,  THOMAS  D. ,  DET  SGT,  CHELTENHAM  TWP  PD,  ELKINS  PARK,  PENNSYLVANIA 

RICHARDSON,  CHARLES  H,  III,  COP,  SEASIDE,  CALIFORNIA  -  JULY  12,  2095 

RICHARDSON,  EUGENE  R. ,  CHIEF  OF  POLICE,  PD,  PINEVILLE,  NORTH  CAROLINA 

RICHARDSON,  PERCY  V.,  CPT,  MS  HPTL,  JACKSON,  MISSISSIPPI  -  JULY  6,  2062 

RICHMOND,  THOMAS  L.,  DET  LT,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEW  YORK 

RICKLES,  RONALD  THOMAS,  CPT,  PD,  HUNTSVILLE,  ALABAMA  -  FEBRUARY,  2089 

RICKS,  WILLIE  TRUBEN,  ASST  DIST  SUPR,  TX  ALCOHOLIC  B,  LONGVIEW,  TEXAS  -  NOVEMBER  3,  2081 

RIDDELL,  HARRY  T,  CPT,  PD,  DALLAS,  TEXAS 

RIDEOUT,  RICHARD  C,  FIELD  REP,  ME  DPS,,  AUGUSTA,  MAINE  -  JANUARY  9,  2087 

RIELLY,  JOHN  J.,  PATROLMAN,  PD,  BELMONT,  MASSACHUSETTS  -  NOVEMBER  13,  2077 

RIGGS,  GEORGE  CATHEY,  CPT,  AR  SPOL,  HOT  SPRINGS,  ARKANSAS  -  OCTOBER  2,  2099 

RILEY,  FRANCIS  P,  MAYOR,  PORTAGE,  WISCONSIN 

RINGLER,  GEORGE,  INSPECTOR,  PD,  FLINT,  MICHIGAN  -  NOVEMBER  4,  2075 

RINKEMA,  JOHN,  COP,  SOUTH  HOLLAND,  ILLINOIS  -  DECEMBER  9,  2095 

RITCHASON,  HENRY  B.,  CAPTAIN  OF  DETECTIVES,  PD,  ZANESVILLE,  OHIO  -  MAY  1,  2054 

RITCHIE,  STEWARD,  CHIEF  OF  POLICE,  PD,  GOUVERNEUR,  NEW  YORK  -  OCTOBER  25,  2073 

RITTER,  ARTHUR  DUANE,  LT,  PD,  SOUTH  LAKE  TAHOE,  CALIFORNIA  -  DECEMBER  13,  2093 

RITTER,  JOSEPH  CAESAR,  CAPTAIN,  PD,  WINCHESTER,  VIRGINIA  -  DECEMBER  16,  2068 

ROACH,  BEN  JR,  COP,  NEW  PEKIN,  ILLINOIS  -  AUGUST,  2089 

ROACH,  ERNEST  W. ,  SHERIFF,  MARICOPA  COUNTY  SO,  PHOENIX,  ARIZONA  -  JULY  28,  2046 

ROBARDS,  SAMUEL  LEE,  COP,  SPRINGFIELD,  MISSOURI  -  MARCH  14,  2079 

ROBBINS,  F.  S.,  INVSTGR,  VENTURA  CO  DA'S  OFC,  VENTURA,  CALIFORNIA  -  DECEMBER  5,  2076 

ROBERSON,  VERNIE  F,  COP,  EAST  PEORIA,  ILLINOIS  -  FEBRUARY  11,  2083 

ROBERTS,  A.  C,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  FEBRUARY  5,  2095 

BRYANT  J.,  DEP  SHERIFF,  HILLSBOROUGH  COUN,  TAMPA,  FLORIDA  -  AUGUST  8,  2065 

CHARLES  E.,  COP,  GALLATIN,  TENNESSEE  -  AUGUST  21,  2073 

FRANK  B,  TRNG  DIR,  IN  ENF  TRNG  ACADEMY,  PLAINFIELD,  INDIANA  -  DECEMBER  26,  2091 

S  HAROLD,  MAJ,  PD,  ALTON,  ILLINOIS  -  DECEMBER  25,  2082 

SUPR,  AL  UNEMPLOYMENT  OFC,  BIRMINGHAM,  ALABAMA  -  AUGUST  18,  2069 
ROBERTSON,  STEPHEN  BLAND,  ASAC,  GA  BU  OF  INVSTGN,  DECATUR,  GEORGIA  -  MARCH,  2096 
ROBINSON,  DONALD  E.,  CHIEF  OF  POLICE,  BELMONT,  MASSACHUSETTS  -  SEPTEMBER  8,  2070 
ROBINSON,  IVAN  A.,  JR.,  ASST  CITY  MGR-CHF,  PD,  GARDEN  GROVE,  CALIFORNIA  -  MARCH  24,  2096 
ROBLES  MORALES,  CARLOS  A,  LT,  POL  OF  PR,  SAN  JUAN,  PUERTO  RICO 
ROCKLEIN,  ALBERT  G. ,  SERGEANT,  PD,  IRVINGTON,  NEW  JERSEY  -  JULY  23,  2060 
RODEN,  MURPHY  J.,  COLONEL,  DIRECTOR  OF  PUBLIC  SA,  BATON  ROUGE,  LOUISIANA 
RODGERS,  BENJAMIN  F.,  ASST  DIR,  LIVESTOCK  THEFT  BU,  JACKSON,  MISSISSIPPI 
RODMAN,  KENNETH  C. ,  INSPECTOR,  PD,  EAST  PROVIDENCE,  RHODE  ISLAND  -  JANUARY  3,  2069 
RODRIGUEZ  ROSARIO,  MODESTO,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 


MAY  30,  2055 


ROBERTS, 
ROBERTS, 
ROBERTS, 
ROBERTS, 
ROBERTSON,  FLOYD  E. 


NOVEMBER  22,  2077 
APRIL  9,  2068 


MARCH  3,  2075 


ROGATO,  THOMAS  A.,  MAJOR,  PRINCE  GEORGES  COUNTY  P,  FORESTVILLE,  MARYLAND  -  FEBRUARY  16,  2095 

ROGERS,  JAMES  RILEY,  CPT,  PD,  PLAINVIEW,  TEXAS 

ROGERS,  R.  W.,  COP,  MIDLAND,  MICHIGAN  -  JANUARY  23,  2062 

ROHE,  VICTOR  J.,  CAPTAIN,  PD,  NEW  YORK,  NEW  YORK 

ROHNER,  ROBERT  L,  SHF  OF  RACINE  CO,  RACINE,  WISCONSIN  -  JANUARY  5,  2097 

ROHRER,  JOHN  E.,  PATROLMAN,  PD,  HAGERSTOWN,  MARYLAND  -  APRIL  2,  2070 

ROIG,  SALVADOR  T.,  SUPT,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

ROLFSON,  CLARENCE  0.,  SPEC  INVESTIGATOR  FOR  ATTORNEY,  OLYMPIA,  WASHINGTON  -  JULY  31,  2070 

ROLLINGS,  TALLEY  A.,  COP,  MOBILE,  ALABAMA  -  JULY,  2090 

ROLLINS,  KENNETH  RAY,  COP,  GREENEVILLE,  TENNESSEE  -  APRIL  24,  2098 

ROMAINE,  KENNETH  I.,  CHIEF  OF  POLICE,  PD,  PLEASANTVILLE,  NEW  YORK  -  MAY  29,  2057 

ROMANO,  JAMES  V.,  CHIEF  OF  POLICE,  PD,  NORTH  PELHAM,  NEW  YORK  -  MAY  21,  2053 

ROMPH,  MARK  T,  SGT,  PD,  CLEVELAND,  OHIO  -  AUGUST  22,  2088 

ROOKER,  JAMES  C,  COP,  PUYALLUP,  WASHINGTON  -  FEBRUARY  22,  2095 

ROQUE-COLON,  VALENTIN,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

ROSAAEN,  WHITNEY  0,  CAPTAIN,  PD,  SAN  LEANDRO,  CALIFORNIA 
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SANDERS,  ERNEST  R. 
SANDERS,  THOMAS  I, 


ROSE,  CARL  E.,  INVSTGR,  FRANKLIN  CO  PROSECUTO,  COLUMBUS,  OHIO 
ROSE,  JESSE  T.,  COP,  LOS  ALAMOS,  NEW  MEXICO 
ROSEN,  BARENT  H,  MAJOR,  PD,  AUSTIN,  TEXAS 

ROSENAU,  LOUIS,  CHIEF  OF  POLICE,  HESTPORT,  CONNECTICUT  -  AUGUST  14,  2078 
ROSENOH,  HALTER,  INVSTGR,  NYS  ATTY  GEN  OFC,  BUFFALO,  NEH  YORK  -  OCTOBER  6,  2096 
ROSENQUEST,  KENNETH,  COP,  VICTORIA,  TEXAS  -  MARCH,  2095 
ROSKOSKI,  FRANCIS  H,  LT,  PD,  OVERLAND  PARK,  KANSAS  -  FEBRUARY  10,  2086 
ROSS,  JAMES  D,  CPT,  AR  SPOL,  LITTLE  ROCK,  ARKANSAS  -  JUNE  17,  2086 

ROSS,  JOHN  DAVID,  SHF  OF  SANTA  BARBARA  CO,  SANTA  BARBARA,  CALIFORNIA  -  JULY  17,  2070 
ROSS,  JOHN  T,  DEP  CHF,  METRO  PD,  NASHVILLE,  TENNESSEE  -  DECEMBER  31,  2091 
ROSS,  JOHN  H.,  JR,  LTC,  USAF,  CHANTILLY,  VIRGINIA  -  DECEMBER  31,  2091 
ROST,  DORSE,  COP,  HANNIBAL,  MISSOURI  -  APRIL  9,  2051 
ROTH,  MICHAEL,  SERGEANT,  PD,  ST.  LOUIS,  MISSOURI  -  AUGUST  27,  2097 
ROUNTREE,  H.  S.,  SUPV,  COMM  OF  GAME  AND  INLAND,  SUFFOLK,  VIRGINIA  -  MARCH  5,  2099 
ROURKE,  JAMES  C,  COP,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  26,  2094 
ROUTT,  HILLIAM  E,  CHF  ADMIN  ASST,  SHELBY  CO  SO,  MEMPHIS,  TENNESSEE 
ROHLAND,  DESMOND,  SUPT,  PEEL  REGIONAL  POLICE  FOR,  BRAMPTON,  CANADA 

ROHLES,  AUBREY  A.,  CHF  OF  IDENT  BU,  SPOKANE  CO  SO,  SPOKANE,  HASHINGTON  -  MAY  12,  2060 
ROY,  A.  D.,  COP,  SHEETHATER,  TEXAS  -  NOVEMBER  29,  2049 

ROY,  GERALD  DUANE,  CRIM  INVSTGR,  BIA,  MILWAUKEE,  HISCONSIN  -  APRIL  22,  2097 
ROYCE,  ARTHUR  T,  (SA,  FBI-RETIRED),  COP,  JEFFERSONVILLE,  INDIANA  -  APRIL,  2076 
RUCKER,  JOHN  B,  COMMISSIONER  OF  PUBLIC  AFFAIRS,  MONTGOMERY,  ALABAMA  -  AUGUST  23,  2087 
RUCKGABER,  HALTER  F.,  COP,  LAKE  SUCCESS,  NEH  YORK 

RUDOLPH,  JACK  H. ,  CHF,  PLEASANT  HILLS  BOROUGH  PD,  PITTSBURGH,  PENNSYLVANIA  -  OCTOBER  17,  2076 
RUDOH,  RICHARD  G. ,  CHIEF  OF  POLICE,  CHATHAM,  NEH  JERSEY  -  JUNE  11,  2072 
RUDZIAK,  NICHOLAS  D,  COL,  USA,  FORT  DEVINS,  MASSACHUSETTS  -  MAY  24,  2081 
RUFER,  CLARENCE  J.,  DETECTIVE,  PD,  SIOUX  FALLS,  SOUTH  DAKOTA  -  SEPTEMBER  4,  2052 
RUMPLE,  JAY  CHARLES,  SEC-TREASURER,  NC  SHERIFFS  ASS,  STATESVILLE,  NORTH  CAROLINA  -  JULY  25,  2073 
RUNYAN,  RICHARD  THOMAS,  ASST  CHF,  PD,  CORPUS  CHRISTI,  TEXAS 
RUSSELL,  CHARLES  H,  JR,  DEP  INSPR,  NASSAU  CO  PD,  MINEOLA,  NEH  YORK 
RUSSELL,  DONALD  P,  SR,  COP,  BURLINGTON,  VERMONT  -  JULY  24,  2087 
RUSSELL,  FRANCIS  H. ,  CAPTAIN,  PD,  BOSTON,  MASSACHUSETTS  -  MAY  22,  2060 

RUTTER,  JOSEPH  D. ,  COL,  SUPERINTENDENT,  NJ  SPOL,  TRENTON,  NEH  JERSEY  -  DECEMBER  15,  2068 
RYAN,  AMBROSE  A.,  CHIEF  OF  POLICE,  HOBOKEN,  NEH  JERSEY  -  JULY  30,  2068 
RYAN,  HOHARD  J,  COP,  BRYN  ATHYN,  PENNSYLVANIA  -  JANUARY  23,  2091 
RYAN,  LEO  B,  COP,  SAVANNAH,  GEORGIA  -  DECEMBER  13,  2087 

RYAN,  PAUL  D.,  DETECTIVE  SERGEANT,  BUREAU  OF,  PITTSBURGH,  PENNSYLVANIA  -  MARCH  24,  2070 
RYAN,  RICHARD  R,  CHF,  PD,  HATCHUNG,  NEH  JERSEY  -  FEBRUARY  10,  2084 
RYAN,  THOMAS  H. ,  SHERIFF  OF  ERIE  COUNTY,  BUFFALO,  NEH  YORK  -  JANUARY  28,  2076 
RYCROFT,  JOHN  H. ,  COP,  LEXINGTON,  MASSACHUSETTS  -  MARCH  3,  2065 
RYPXEMA,  HILLIAM  JAMES,  COP,  HESTERN  SPRINGS,  ILLINOIS 
SAGE,  RUSSELL  0.,  JR.,  CPT,  PD,  KANSAS  CITY,  KANSAS  -  DECEHBER  15,  2087 
SALLEY,  THOMAS  E.,  CHIEF  OF  POLICE,  PD,  ORANGEBURG,  SOUTH  CAROLINA  -  MARCH  27,  2057 
SALMANS,  HENRY  RICHMOND,  SR.,  CHIEF  OF  POLICE,  SALINA,  KANSAS  -  MAY  31,  2067 

SALVIN,  HILLIAM  A.,  DIR  OF  SEC,  GREAT  HESTERN  BANK,  NORTHRIDGE,  CALIFORNIA  -  NOVEMBER  20,  2095 
SAMMECK,  FRANK  J.,  LT,  BALTIMORE  COUNTY  POLICE  BU,  TOHSON,  MARYLAND  -  NOVEMBER  27,  2074 
SAMPLES,  JAMES  D,  CPT,  PD,  HAMPTON,  VIRGINIA  -  APRIL  25,  2081 

SANABRIA  CORTES,  LEANDRO,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 
SANDERS,  CARL  J.,  COL/SUPT,  NE  SAFETY  PATROL,  LINCOLN,  NEBRASKA  -  AUGUST  6,  2065 
,  CHIEF  OF  POLICE,  MARIETTA,  GEORGIA  -  AUGUST  ' 
SHERIFF,  TANGIPAHOA  PARISH,  AMITE,  LOUISIANA 
SANDERSON,  B.  E.,  CPT,  PD,  AUBURN,  CALIFORNIA  -  FEBRUARY,  2089 
SANDMAN,  HENRY  J.,  DIRECTOR  OF  PUBLIC  SAFETY,  CINCINNATI,  OHIO  - 
SANDSTROM,  HALTER  A.,  COP,  HEST  HARTFORD,  CONNECTICUT  -  APRIL  18, 
SANTANA-MAIZ,  HILLIAM,  COLONEL,  POLICE  OF  PUERTO  RICO,  SAN  JUAN, 
SANTILLAN,  SANTIAGO,  COP,  TUCUMCARI,  NEH  MEXICO  -  FEBRUARY  5,  2097 
SANTOKH  SINGH,,  SENIOR  ASST  COMMISSIONER,  ROYA,  KUALA  LUMPUR,  MALAYSIA 
SANTORO,  JAMES  B.,  CPT,  PALISADES  INTERSTATE,  BEAR  MOUNTAIN,  NEH  YORK  -  OCTOBER,  2093 
SANTOS,  DOMINADOR,  MAJ/CHIEF  OF  INSPECTION  BUREAU,  MANILA,  PHILIPPINES  -  JULY  18,  2066 
SANTOS,  MAURO  S.,  AGENT,  NATIONAL  BUREAU  OF  INVE,  MANILA,  PHILIPPINES  -  MAY  10,  2068 
SAUNDERS,  CHARLES  V.,  ASST  CHF  OF  SEC,  UNIVERSITY  OF,  TUCSON,  ARIZONA  -  JANUARY  18,  2075 
SAUNDERS,  JAMES  A,  LT,  NM  SPOL,  TUCUMCARI,  NEH  MEXICO  -  SEPTEMBER  15,  2082 
SAVAGE,  GEORGE  H,  JR,  LT,  PD,  CONCORD,  CALIFORNIA 

JOSEPH  E.,  ASST  SUPT,  BU  OF  CRIM  IDENT  PD,  BAYONNE,  NEH  JERSEY  -  JANUARY  20,  2060 
RICHARD  A.,  LIEUTENANT,  PD,  ORANGE,  NEH  JERSEY  -  DECEMBER  26,  2071 
EDWIN  H.,  SUPERINTENDENT  OF  POLICE,  PD,  RADFORD,  VIRGINIA  -  MAY  18,  2067 
SAHYER,  CARL  R.,  SERGEANT,  PD,  KEENE,  NEH  HAMPSHIRE  -  NOVEMBER  11,  2071 
SAHYER,  GEORGE  D. ,  CHIEF  DEPUTY,  WALWORTH  COUNTY,  ELKHORN,  HISCONSIN  -  FEBRUARY  10,  2066 
J.  HERBERT,  INSPECTOR,  PD,  DALLAS,  TEXAS  -  HARCH  31,  2094 
ROBERT  S.,  CHIEF  OF  POLICE,  VIDOR,  TEXAS 

FRANCIS  G.,  INVESTIGATOR,  PD,  HILLIMANTIC,  CONNECTICUT  -  FEBRUARY  14,  2057 
SCANLIN,  JOHN  H. ,  DEP  SHF,  DELAHARE  CO  SO,  MEDIA,  PENNSYLVANIA  -  AUGUST  29,  2090 
SCANNELL,  JAMES  J,  DEP  CHF  LT,  PD,  OAK  PARK,  ILLINOIS  -  MARCH  16,  2092 
SCARBROUGH,  LUTHER  LOUIS,  JR,  INVSTGR,  DA  OFC,  MERIDIAN,  MISSISSIPPI 

SCHAFER,  FRANCIS  J,  EXEC  DIR,  PA  CHF  OF  POL  ASSOC,  HARRISBURG,  PENNSYLVANIA  -  APRIL  15,  2087 
SCHAFER,  JOHN  KUNKEL,  COMMISSIONER,  PA  SPOL,  HARRISBURG,  PENNSYLVANIA  -  AUGUST  2,  2087 
SCHAIBLE,  DEHEY  M. ,  DEPUTY  SHERIFF,  RAMSEY  COUNTY,  ST.  PAUL,  MINNESOTA  -  NOVEMBER  15,  2072 
SCHAKE,  ARTHUR  R,  LT,  PD,  BARBERTON,  OHIO  -  FEBRUARY  4,  2092 
SCHALLER,  RICHARD  H,  COP,  MAPLEWOOD,  MINNESOTA  -  APRIL  29,  2082 
SCHAHERHORN,  A.  J.,  BAILIFF,  DISTRICT  COURT,  LUFKIN,  TEXAS 

LT,  INDIANA  STATE  POLICE,  INDIANAPOLIS,  INDIANA  -  NOVEMBER  25,  2074 
COP,  MOUNTAIN  VIEH,  CALIFORNIA  -  MARCH  29,  2097 
,  CAPTAIN,  PD,  YAKIMA,  HASHINGTON  -  MARCH  1,  2072 
SCHERER,  ELMER  H,  COP,  MANITOHOC,  HISCONSIN 

SCHILPP,  HENRY  L.,  CAPTAIN,  SAN  DIEGO  COUNTY  SHER,  SAN  DIEGO,  CALIFORNIA  -  JULY  29,  2076 
SCHIMMER,  HAROLD  C. ,  INSPECTOR,  PD,  DETROIT,  MICHIGAN  -  NOVEMBER  11,  2063 
SCHIRMER,  PAUL  J.,  LIEUTENANT,  PD,  CINCINNATI,  OHIO  -  JUNE  3,  2059 
SCHLEIGH,  NORMAN  JEROME,  MAJOR,  PD,  BALTIMORE,  MARYLAND  -  NOVEMBER  5,  2077 
SCHLITZ,  DONALD  A.,  CAPTAIN,  PD,  DURHAM,  NORTH  CAROLINA  -  APRIL  23,  2074 
SCHMALHOFER,  GEORGE  FREDERICK,  LTC,  DE  SPOL,  DOVER,  DELAHARE  -  MAY  24,  2098 
SCHMIADE,  JOSEPH  E,  CHF,  KENTON  CO  PD,  INDEPENDENCE,  KENTUCKY  -  FEBRUARY  6,  2099 
SCHMIDT,  RICHARD  M,  ST,  PD,  BURBANK,  CALIFORNIA  -  MARCH  6,  2082 
SCHMILLE,  HAYNE  V,  LT,  PD,  LAHRENCE,  KANSAS  -  OCTOBER  28,  2093 
SCHMIT,  JAMES  LEONARD,  LT,  PD,  DETROIT,  MICHIGAN  -  OCTOBER  17,  2088 

SCHNEIDER,  DONALD  L,  USHF,  GARFIELD  CO  SD,  GLENHOOD  SPRINGS,  COLORADO  -  JUNE  10,  2098 
SCHNEIDER,  HERMAN  R.,  CHIEF  OF  POLICE,  PD,  FREMONT,  OHIO  -  NOVEMBER  7,  2075 
SCHNEIDER,  PAUL  GEORGE,  LT,  PD,  GROTON  TOHN,  CONNECTICUT  -  AUGUST  16,  2097 
SCHNETTER,  CARL  H. ,  MAJ,  DE  SPOL,  DOVER,  DELAHARE  -  FEBRUARY  12,  2080 
SCHOENEMAN,  DONALD  E.,  CHIEF  OF  POLICE,  PD,  BISMARCK,  NORTH  DAKOTA  -  OCTOBER  17,  2061 
SCHOLER,  GEORGE  H. ,  CHIEF  OF  POLICE,  PD,  COLUMBUS,  OHIO 
SCHOTT,  JACOB  H. ,  CHIEF  OF  POLICE,  CINCINNATI,  OHIO  -  NOVEMBER  24,  2070 
SCHRADER,  ANN  M. ,  CHF  CRIM  INVSTGR,  DPS,  ST  CROIX,  U.S.  VIRGIN  ISLANDS  -  APRIL  26,  2075 
SCHRADER,  HALL,  INSPECTOR,  SANTA  CRUZ  COUNTY  S,  SANTA  CRUZ,  CALIFORNIA  -  JULY  29,  2067 
SCHRAMM,  ROBERT  J.,  CAPTAIN,  PD,  HILLSDALE,  NEH  JERSEY 
SCHROEDER,  EDHIN  C,  LT,  INDIANA  SPOL  DEPT,  INDIANAPOLIS,  INDIANA 
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SCHANG,  BLAIN  B. 
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AUGUST  13,  2074 
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SCHROEDER  WILMER  BRYAN,  DIR,  MINNESOTA  SHERIFFS  ASSOCI ,  SHAKOPEE,  MINNESOTA  -  OCTOBER  23,  2086 

SfHHEIZER  LOUIS  G   JR  ,  LTC,  KY  SPOL,  LOUISVILLE,  KENTUCKY 

SCHHENK  HALTER  C. ,  DEP  SHF,  EAU  CLAIRE  COUNTY  SO,  EAU  CLAIRE,  HISCONSIN  -  APRIL  14,  2069 

SCOPOLINE  ROBERT  C.  ,  JR.,  SGT,  MILHAUKEE  CO  DET  BU,  MILHAUKEE,  HISCONSIN 

SCOTT   JOHN  DANIEL,  III,  SGT,  PD,  BOSSIER  CITY,  LOUISIANA  -  MAY  11,  2094 

SCOTT   RICHARD  GEORGE,  COP,  PENN  YAN,  NEH  YORK  -  SEPTEMBER  4,  2082 

SCULLY  RICHARD  WARREN,  DIR,  FL  DEPT  OF  ABT,  TALLAHASSEE,  FLORIDA  -  SEPTEMBER  13,  2096 

SEALS. 'EARNEST,  CAPTAIN,  PD,  BATON  ROUGE,  LOUISIANA  -  JANUARY  21,  2055 

LLOYD  GEORGE,  ASST  CHF  INSPR,  PD,  NEH  YORK,  NEH  YORK  

WILLIAM  MAC  SHERIFF,  TENSAS  PARISH  SO,  ST.  JOSEPH,  LOUISIANA  -  OCTOBER  13,  2068 
CARL  CHIEF  INVESTIGATOR,  STATE  LIOU,  MONTPELIER,  VERMONT  -  DECEMBER  15, 
GEORGE  LEE,  ASSISTANT  CHIEF  OF  POLICE,  PD,  HOUSTON,  TEXAS  -  DECEMBER  28, 
THOMAS  J.,  ASSISTANT  CHIEF,  PD,  CUMBERLAND,  MARYLAND  -  JANUARY  1,  2073 
SEGEL  GERALD  R,  CHF  DEP,  FRANKLIN  CO  SO,  COLUMBUS,  OHIO  -  APRIL  22,  2094 
SEITZ  CAZENOVE  C. ,  MAJOR,  DELAHARE  STATE  POLICE,  DOVER,  DELAHARE 
SELF,  JAMES  PACK,  COP,  DECATUR,  ALABAMA 
SELLAR,  GEORGE  M,  INSPR,  METRO  POL,  TORONTO,  CANADA 
SELLARS,  ROBERT  B,  COP,  PORT  HENTHORTH,  GEORGIA  -  AUGUST  27,  2087 
SEMPLE  J.  FRED,  CHIEF  OF  POLICE,  PD,  BRIDGETON,  NEH  JERSEY  -  MARCH  23,  2077 
SERIO  S.  N.,  ASST  CHF,  PD,  SAN  ANSELMO,  CALIFORNIA  -  FEBRUARY  10,  2070 
SERRA'  FREDERICK  J.,  CHIEF  OF  POLICE,  PD,  MOUNT  MORRIS,  MICHIGAN  -  JULY  26,  2065 
SESSIONS,  ROBERT  ARTHUR,  COP,  BARSTOH,  CALIFORNIA  -  MAY  20,  2095 
SETZER.  EVERETT  C. ,  COP,  SOUTH  PASADENA,  CALIFORNIA 

SEVARIO  JAMES  B.,  DETECTIVE  SERGEANT,  PD,  BATON  ROUGE,  LOUISIANA  -  DECEMBER  20,  2078 
SEVERS.  HENRY  C,  OFCR,  ALCOHOL  BEV  BD,  CHARLOTTE,  NORTH  CAROLINA 

SGAMBELLURI,  ADOL.FO  C.   DIR  OF  CUSTOMS,  GOVT  OF  GUAM,  AGANA,  GUAM  -  NOVEMBER  11,  2085 
SHAFFER  HILLIAM  E.,  MONTGOMERY  COUNTY  PROBATION  AN,  NORRISTOHN,  PENNSYLVANIA  -  SEPTEMBER  11,  2070 
SHANAHAN,  JAMES  LAURENCE,  (FBI-RETIRED),  LT,  HAYNE  CO  SO,  DETROIT,  MICHIGAN 
SHAH.  BRUCE  M,  MAJ,  PD,  OKLAHOMA  CITY,  OKLAHOMA  -  MARCH  12,  2094 
SHAH  ORA  J.,  STATE  BRAND  INSPECTOR,  BOISE,  IDAHO  -  DECEMBER  31,  2063 
SHAY  MARVIN  L,  (SA,  FBI),  PATROLMAN,  PD,  PIERRE,  SOUTH  DAKOTA  -  MARCH  2,  2081 
SHEEHAN  JAMES  T.,  DEPUTY  SUPERINTENDENT,  PD,  BOSTON,  MASSACHUSETTS  -  MARCH  24,  2054 
SHEEHY,  GERALD  J.,  LIEUTENANT,  PD,  DECATUR,  ILLINOIS  -  APRIL  1,  2055 
SHEFFIELD.  E.  D. ,  LT,  PD,  VICKSBURG,  MISSISSIPPI  -  APRIL  29,  2074 
SHEFFIELD  TERREL  E,  COP,  NORTH  MIAMI  BEACH,  FLORIDA  -  NOVEMBER  14,  2090 
SHELTON.  ALLEN  M. ,  JR.,  TOHN  MARSHAL,  HATERPROOF,  LOUISIANA  -  OCTOBER  29,  2064 
SHELTON  KENNETH  J.,  AGENT,  TN  BU  OF  CRIM  IDENT,  MANCHESTER,  TENNESSEE  -  JANUARY  4,  2095 
SHELTON,  THOMAS  B,  DIR,  MS  LAH  ENF  ACADEMY,  PEARL,  MISSISSIPPI 
SHENE,  JOHN  J.,  CHIEF  OF  POLICE,  LAKE  PLACID,  NEH  YORK  -  JANUARY  17,  2068 
SHEPPARD.  JOSEPH  C. ,  SHF  OF  HIGHLANDS  CO  SD,  SEBRING,  FLORIDA  -  SEPTEMBER  8,  2089 
SHEPPARD  RALPH  E.,  JR.,  CAPTAIN,  PD,  ATLANTA,  GEORGIA  -  MARCH  27,  2075 
SHERMAN.  JAY  J.,  CHIEF  OF  POLICE,  PD,  EL  MONTE,  CALIFORNIA  -  DECEMBER  5,  2074 
SHEW  HARRY  S.,  COL,  SUPT,  DE  SPOL,  DOVER,  DELAHARE  -  DECEMBER  18,  2079 
SHIELDS,  ROBERT  H. ,  CHF  DEP  SHF,  MARION  COUNTY  SO,  INDIANAPOLIS,  INDIANA 
SHIPLEY.  IAN  M.,  JR.,  COP,  CHESAPEAKE,  VIRGINIA  -  OCTOBER  6,  2096 
SHIPLEY  ROBERT  B.,  LT,  TENNESSEE  VALLEY  AUTHORITY,  KNOXVILLE,  TENNESSEE 
SHIPP,  RAYMOND  R. ,  TROOPER,  ARKANSAS  STATE  POLICE,  LITTLE  ROCK,  ARKANSAS 
SHIRK  HAYNE  ELDON,  LT,  IN  UNIV  PD,  NEH  ALBANY,  INDIANA  -  FEBRUARY  3,  2084 
SHIRLEY,  HARVEY,  COP,  CHAMPAIGN,  ILLINOIS  -  NOVEMBER  10,  2094 
SHOAF,  RAY,  CPT,  PD,  HINSTON-SALEM,  NORTH  CAROLINA 
SHOCKEY,  ROBERT  T,  COP,  HAZELHOOD,  MISSOURI 

SHOOK.  D.  L.,  CHF  DEP  SHF,  PULASKI  COUNTY  SO,  LITTLE  ROCK,  ARKANSAS  -  JULY  2,  2070 
SHORES,  LAWRENCE  H. ,  CHF,  UPPER  MORELAND  TOHNSHIP  P,  HILLOH  GROVE,  PENNSYLVANIA 
SHORES,  RICHARD  VAUGHAN,  LT,  PD,  SALISBURY,  MARYLAND 
SHORT.  DANIEL  A.,  COP,  HULL,  MASSACHUSETTS 

SHULTZ,  DELTON  R   SUPT,  SD  HIGHHAY  PATROL,  PIERRE,  SOUTH  DAKOTA  -  JANUARY  7,  2087 
SHULTZ,  NELSON  L.,  COP,  YORK,  PENNSYLVANIA  -  MAY  13,  2057 

SHUMATE,  JAMES  FOLTZ,  CAPTAIN,  PD,  DENVER,  COLORADO  

SIBLEY,  RAY  J.,  CHIEF  OF  POLICE,  BASTROP,  LOUISIANA  -  NOVEMBER  21,  2069 
SILCH,  ARTHUR  H,  LT,  PD,  ST.  LOUIS,  MISSOURI 
SILER,  RALPH  HUNTER,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE 
SILK,  JOHN  V,  CAPTAIN,  PD,  LYNN,  MASSACHUSETTS  -  MAY  20,  2082 

SILVESTRO.  LOUIS  J.,  CHIEF  OF  POLICE,  GREENWICH  TOH,  GIBBSTOWN,  NEH  JERSEY  -  MAY  18,  2075 
SILVEY,  MLLIAM  A.,  CHIEF  OF  POLICE,  HERMISTON,  OREGON  -  DECEMBER  2,  2069 
SIMMONDS,  BERNARD  0.,  DEP  CHF,  METRO  TORONTO  PD,  TORONTO,  CANADA  -  JUNE  28,  2091 
SIMMONS,  GLENN  C. ,  CPT,  METROPOLITAN  PD,  LAS  VEGAS,  NEVADA  -  DECEMBER,  2091 
SIMMONS  ROBERT  J.,  CHIEF  OF  POLICE,  ONEONTA,  NEH  YORK  -  JULY  11,  2068  rrnniiAru  „,   „noc 
SIMON,  EDNA  LAU,  LT  DET,  DPS,  MAJARO,  FEDERATED  STATES  OF  MICRONESIA  -  FEBRUARY  23,  2085 
SIMONTON,  GEORGE  B.,  SHF  OF  LINCOLN  PARISH,  RUSTON,  LOUISIANA 
SIMPSON,  CECIL  L,  LT,  TUSCALOOSA  CO  SD,  TUSCALOOSA,  ALABAMA 

SIMPSON,  CHARLES  EWING,  CHIEF  OF  POLICE,  PD,  MONTEREY,  CALIFORNIA  -  AUGUST  17,  2093 
SIMPSON  WALTER  L.,  CHF  OF  DET,  MIDDLESEX  CO  PROS,  NEH  BRUNSWICK,  NEW  JERSEY  -  APRIL  15,  2073 
SIMS,  AL.VIN  B,  DIR  OF  CENTRAL  SERVICES,  ADA  C,  BOISE,  IDAHO  -  APRIL  94,  2029 
SINES,  ROSCOE  CLINTON,  LT,  PRINCE  GEORGES  CO  PD,  SEAT  PLEASANT,  MARYLAND  -  JULY  12,  2065 
SINGER,  WILLIAM  R,  COP,  BELMONT,  CALIFORNIA  -  MAY,  2076 
SIPES,  LEO  F,  JR,  LTC-DEP  CHF,  PD,  TOPEKA,  KANSAS 

SIRMAN,  JACK  D.,  CHF  CRIM  INVSTR,  ALLEN  PARISH,  OBERLIN,  LOUISIANA  -  OCTOBER  3,  2077 
SISAK,  DAVID  J.,  DEPUTY  CHIEF,  PD,  KALAMAZOO,  MICHIGAN  -  MAY,  2093 
SISNEROZ,  DAVID  BUSTOS,  CPT,  CA  HPTL,  ONTARIO,  CALIFORNIA  -  APRIL,  2090 
SITTS,  CLIFTON  A.,  CHIEF  OF  POLICE,  ILION,  NEH  YORK  -  JULY  22,  2068 
SIUDZINSKI,  RICHARD  T,  COP,  OAK  BROOK,  ILLINOIS  -  JUNE,  2086 
SKELTON,  HILLIAM  B,  (SA-FBI  RETIRED),  CHIEF,  CA  SP,  SACRAMENTO,  CALIFORNIA 
SKINNER,  LESSERT  T.,  CHIEF  DEPUTY  SHERIFF,  SHERIDAN,  RUSHVILLE,  NEBRASKA 
SLATE,  GEORGE  H. ,  SERGEANT,  PD,  ATLANTA,  GEORGIA  -  APRIL  11,  2072 

SLATEN,  HARRY  GENE,  JR,  COP,  JENNINGS,  MISSOURI  „„...„„  „r   „„,,„ 

SLATTERY,  MICHAEL  J,  RANGER,  BU  OF  RECLAMATION  RANG,  PAGE,  ARIZONA  -  FEBRUARY  25,  2083 
SLATTERY,  ZACHARY  TAYLOR,  JR,  SGT,  PD,  GREAT  FALLS,  MONTANA 
SLAY,  HEBER  C,  CHF  INSPR,  MS  HHY  SAFETY  PTL,  MERIDIAN,  MISSISSIPPI 
SLOANE,  CLIFTON  E.,  CAPTAIN,  PD,  BANGOR,  MAINE  -  JANUARY  22,  2076 
SLONAKER,  RICHARD  ROY,  DISTRICT  RANGER,  NPS,  FRANKFORT,  MICHIGAN  -  DECEMBER, 
SMALL,  GEORGE  RICHARD,  CPT,  DPS,  AUGUSTA,  KANSAS  -  NOVEMBER  19,  2084 
SMALLEY.  ALFRED  T.,  CHIEF  OF  POLICE,  HIGHLAND  PARK,  NEH  JERSEY  -  OCTOBER  18, 
SMART,  CARL  H. ,  PROB  OFCR,  DEPT  OF  INSTITUTION,  AUGUSTA,  MAINE  -  FEBRUARY  1, 
SMELLEY,  JOE,  CHIEF,  ADMINISTRATIVE  DIVISION,  MONTGOMERY,  ALABAMA  -  MARCH  23,  2070 
SMITH,  ARNOLD  J.,  CPT,  NM  SPOL,  SANTA  FE,  NEW  MEXICO  -  JUNE  9,  2085 
BOBBY  0.,  LT,  PD,  HOMESTEAD,  FLORIDA  -  FEBRUARY  28,  2080 
CHARLES  R.,  CHIEF  OF  POLICE,  PD,  PHOENIX,  ARIZONA  -  APRIL  24,  2060 
CHARLIE  H,  COP,  CHESTERFIELD  CO  PD,  CHESTERFIELD,  VIRGINIA 
CLARENCE,  LT,  PD,  STAMFORD,  CONNECTICUT  -  OCTOBER  10,  2083 

CLAUD  THOMAS  DIV  CHF,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  FEBRUARY  20,  2095 
DAROL  V,  CPT,  MONTEREY  CO  SO,  SALINAS,  CALIFORNIA  -  OCTOBER  23,  2087 
DAVID  C.  CHIEF  OF  POLICE,  PD,  WARR  ACRES,  OKLAHOMA  -  NOVEMBER  22,  2051 
DOUGLAS  H.,  DEPUTY  SHERIFF,  BELTRAMI  COUNT,  BEMIDJI,  MINNESOTA  -  MARCH  14,  2075 
EARL  HOHARD,  MAJOR,  BALTIMORE  COUNTY  PD,  TOHSON,  MARYLAND  -  DECEMBER  20,  2073 
ERNEST  B.,  CAPTAIN,  PD,  OAKLAND,  CALIFORNIA  -  AUGUST  16,  2094 
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52  SHITH,  EUGENE  GRANVILLE,  CHIEF  OF  POLICE,  PD,  LITTLE  ROCK,  ARKANSAS  -  MARCH  19,  2060 

9  SMITH,  FREDERICK  HALTER,  ASST  CHF  ENF  OFCR,  HA  STATE  LI,  SEATTLE,  WASHINGTON  -  SEPTEMBER  5,  2058 

29  SMITH,  GEORGE  H. ,  CHIEF  OF  POLICE,  PD,  LEOMINSTER,  MASSACHUSETTS  -  JANUARY  7,  2062 
+6  SMITH,  HARRY  D. ,  COP,  NATIONAL  CITY,  CALIFORNIA 

55  SHITH,  HOHARD  P.,  CHIEF  OF  DETECTIVES,  PD,  SPARTANBURG,  SOUTH  CAROLINA  -  JULY  29,  2063 

58  SMITH,  J.  HILSON,  SHERIFF,  GRANT  PARISH,  COLFAX,  LOUISIANA  -  MAY  13,  2073 

10  SMITH,  JOHN  HUGH,  DETECTIVE,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  JANUARY  21,  2059 

20  SMITH,  JOHN  J.,  DEP  SGT,  PD,  PORTSMOUTH,  VIRGINIA 

62  SMITH,  JOHN  H,  CORONER,  BIBB  CO,  MACON,  GEORGIA  -  FEBRUARY  3,  2095 

96  SMITH,  LARKIN  I,  US  REPRESENTATIVE,  STATE  OF  MS,  GULFPORT,  MISSISSIPPI  -  AUGUST  13,  2089 

44  SMITH,  LEWIS  E.,  CAPTAIN,  SUFFOLK  COUNTY  PD,  HAUPPAUGE,  NEH  YORK  -  NOVEMBER  4,  2072 

90  SMITH,  LOUIS  S,  COP,  MIDVALE,  UTAH  -  APRIL  18,  2085 

95  SMITH,  NATHANIEL,  JR.,  MAJOR,  PD,  PASCAGOULA,  MISSISSIPPI  -  MAY  22,  2076 

14  SMITH,  PAUL  LOUIS,  CHIEF  OF  POLICE,  PD,  ALTON,  ILLINOIS  -  MAY  30,  2044 

53  SMITH,  REUBEN  C,  ARSON  INVSTGR,  FL  FOREST  SERV,  TALLAHASSEE,  FLORIDA 
107  SMITH,  ROBERT  B,  COP,  OCEANSIDE,  CALIFORNIA  -  JUNE  12,  2088 

59  SMITH,  ROBERT  T.,  ASST  CHF,  PD,  HUNTSVILLE,  ALABAMA  -  JULY  29,  2073 

72  SMITH,  WILLIAM  CARTER,  LT,  KENTUCKY  STATE  POLICE,  FRANKFORT,  KENTUCKY  -  APRIL  26,  2073 

77  SMITH,  WILLIAM  J,  CPT,  PD,  WESTPORT,  CONNECTICUT  -  MARCH  12,  2092 

17  SNELL,  GERALD  C,  DIRECTOR,  YAVAPAI  COUNTY  SUPER,  PRESCOTT,  ARIZONA 

78  SNELL,  MILTON  C. ,  MAJOR,  PD,  BEAUMONT,  TEXAS 

3  SNELLEN,  VERNE,  CAPTAIN,  STATE  HIGHHAY  PATROL,  FRANKFORT,  KENTUCKY  -  FEBRUARY  16,  2039 

41  SNELLING,  ROBERT  EDHARD,  CAPTAIN  OF  DETECTIVES,  PD,  ZANESVILLE,  OHIO 

74  SNODGRASS,  CHARLES  E.,  CHIEF  OF  STAFF,  MS  STATE  BU  OF,  JACKSON,  MISSISSIPPI  -  AUGUST  23,  2077 

91  SNOH,  HAROLD  C,  CAPTAIN,  PD,  REDDING,  CALIFORNIA  -  AUGUST  5,  2084 

31  SNOH,  MARION  A.,  TROOPER,  UTAH  STATE  HIGHHAY  PA,  SALT  LAKE  CITY,  UTAH  -  FEBRUARY  27,  2065 

54  SNOH,  MAX  M. ,  LIEUTENANT,  PD,  PROVO,  UTAH  -  DECEMBER  11,  2059 

84  SNOHDEN,  CHARLES  C,  CPT,  PD,  GAINESVILLE,  FLORIDA  -  AUGUST  22,  2099 

58  SNYDER,  GORDON  H. ,  CHIEF  OF  POLICE,  PD,  BRIGHTON,  NEH  YORK  -  SEPTEMBER  15,  2059 

122  SNYDER,  JOHN  PETER,  SGT,  ORANGETOHN  PD,  ORANGEBURG,  NEH  YORK 

100  SNYDER,  THOMAS  J,  DET.  COMMANDER,  PD,  ELKHART,  INDIANA  -  AUGUST  26,  2081 
98  SOLBERG,  MELVIN,  LT,  PD,  PLYMOUTH,  MINNESOTA  -  MAY  4,  2091 

60  SOLIS,  RODOLFO  ROBERT,  DEPUTY  SHERIFF,  CAMERON  COUNTY,  BROWNSVILLE,  TEXAS  -  JANUARY  15,  2058 
135  SOLLEY,  KENNETH  LARRY,  LT,  PD,  SYLACAUGA,  ALABAMA  -  JANUARY,  2096 

76  SOLT,  JAMES  R,  LT,  OHIO  STATE  HPTL,  COLUMBUS,  OHIO  -  FEBRUARY  10,  2095 
69  SORENSEN,  FRED  L.  ,  PATROLMAN,  PD,  HATERLOO,  NEH  YORK 

44  SORRELLS,  HOHARD,  CAPTAIN,  PD,  OAKLAND,  CALIFORNIA  -  JULY  16,  2066 

30  SOTO-RODRIGUEZ,  BENIGNO,  LT  COLONEL,  POLICE  OF  PUERTO  R,  SAN  JUAN,  PUERTO  RICO 

41  SOUSA,  CARLOS  A.,  SHERIFF-CORONER,  SAN  JOAQUIN  C,  STOCKTON,  CALIFORNIA  -  JULY  23,  2060 
122  SPENCER,  MIRL  JOSEPH,  DEP  CHF,  PD,  FARMINGTON  HILLS,  MICHIGAN  -  JUNE  19,  2099 

105  SPENO,  RICHARD  F.,  LT,  PD,  BROADVIEH,  ILLINOIS 

56  SPINA,  DOMINICK  A.,  DEPUTY  CHIEF,  PD,  NEWARK,  NEW  JERSEY  -  JUNE  19,  2077 

67  SPISSO,  DANIEL  J,  DIRECTOR  OF  PUBLIC  SAFETY,  EAST  BRUNSWICK,  NEW  JERSEY  -  JANUARY  25,  2081 

34  SPRAGUE,  FORREST  R.,  CHIEF  OF  POLICE,  PD,  HARHICK,  RHODE  ISLAND  -  JUNE  6,  2077 

25  SPRAGUE,  JAMES  N. ,  LIEUTENANT,  PD,  KANSAS  CITY,  MISSOURI  -  FEBRUARY  16,  2065 

53  SPRIGGS,  GEORGE  H,  CPT,  PD,  SOUTH  PASADENA,  CALIFORNIA 

18  SPRINGS,  ORVIE  E.,  SERGEANT,  PD,  SAN  ANTONIO,  TEXAS  -  DECEMBER  28,  2068 

17  SPRINGSTEAD,  GRANT  K. ,  PATROLMAN,  PD,  BIRMINGHAM,  MICHIGAN  -  APRIL  13,  2044 

57  SPRINKLE,  DONALD  R.,  SHERIFF,  KING  COUNTY  SO,  SEATTLE,  WASHINGTON  -  AUGUST  9,  2063 

30  SPURGIN,  HERMAN  E.,  CHIEF  OF  POLICE,  PD,  UNIVERSITY  CITY,  MISSOURI  -  DECEMBER  6,  2063 

101  SOUIER,  JOHN  D.,  CAPTAIN,  PD,  DALLAS,  TEXAS  -  MARCH  6,  2094 

74  ST.  JOHN,  HILLIAM  L.,  JR.,  ASST  CHF,  METROPOLITAN  PD,  NASHVILLE,  TENNESSEE  -  JANUARY  5,  2094 

81  STACHOHICZ,  NESTER  P,  OFCR,  IN  UNIV  SOUTH  BEND  REG  C,  SOUTH  BEND,  INDIANA 

77  STACK,  EUGENE  M. ,  LIEUTENANT,  OMAHA  POLICE  DIVIS,  OMAHA,  NEBRASKA  -  SEPTEMBER  5,  2077 

51  STACK,  JOHN  B.,  DEP  DIRECTOR,  ALLEGHENY  CO  POL,  PITTSBURGH,  PENNSYLVANIA  -  JANUARY  10,  2075 
69  STAHR,  HILLIAM  N,  CPT,  PD,  BERKELEY,  CALIFORNIA  -  FEBRUARY  2,  2089 

42  STAIR,  CLAUDE,  A.,,  CPT,  PD,  OAK  RIDGE,  TENNESSEE 

98  STANDLEY,  JOE  M,  DIR  OF  PUBLIC  SAFETY,  TEXAS  CITY,  TEXAS 

72  STANTON,  THOMAS  J,  CPT,  PD,  ERIE,  PENNSYLVANIA  -  JULY  13,  2086 

57  STARRATT,  ROBERT  L,  DIR  OF  SEC,  PORT  AUTHORITY,  JACKSONVILLE,  FLORIDA 

56  STARTUP,  DHIGHT  GEORGE,  COP,  YOUNGSVILLE,  NEH  YORK  -  AUGUST  12,  2079 

39  STAYLOR,  CLAUDE  JAMES,  JR.,  COP,  NORFOLK,  VIRGINIA 

95  STEFFEY,  GEORGE  B,  SR,  MAJ,  PRINCE  GEORGES  CO  PD,  FORESTVILLE,  MARYLAND 

45  STEGE,  HARRY  L.,  LIEUTENANT,  PD,  TULSA,  OKLAHOMA  -  APRIL  29,  2061 
72  STEINMEYER,  RALPH  E.,  CAPTAIN,  PD,  TULSA,  OKLAHOMA 

100  STELZER,  ERNEST  M. ,  COP,  SPRINGFIELD,  MASSACHUSETTS  -  OCTOBER  15,  2094 

87  STEM,  DAVID  H,  BRIG  GEN,  USA,  FORT  MC  CLELLAN,  ALABAMA  -  JANUARY  20,  2087 

43  STENE,  C  0,  COP,  SIOUX  FALLS,  SOUTH  DAKOTA 

13  STEPHENS,  MARTIN  H. ,  CHIEF  OF  POLICE,  BELLE  MEADE  P,  NASHVILLE,  TENNESSEE  -  APRIL  26,  2071 

49  STEPHENS,  THOMAS  J.,  DEP  SHF,  NATCHITOCHES  PARISH  S,  NATCHITOCHES,  LOUISIANA  -  FEBRUARY  4,  2079 

52  STEPHENSON,  FRANK  J.,  ASST  CHF,  PD,  ALBUQUERQUE,  NEW  MEXICO  -  JANUARY  20,  2090 
156  STERNBERG,  ALLAN  ROY,  DEP  INSPR,  SUFFOLK  CO  PD,  YAPHANK,  NEW  YORK  -  JANUARY,  2093 

135  STETSON,  ELLEN  ROSA,  LT,  UNIV  OF  CA  OF  BERKELEY  PD,  BERKELEY,  CALIFORNIA  -  MARCH  7,  2092 

33  STEVENS,  HAROLD  L,  (SA,  FBI),  LT,  PD,  OAK  RIDGE,  TENNESSEE 
115  STEVENS,  JERRY  J,  COP,  ELWOOD,  INDIANA 

25  STEVENS,  LEROY,  CHIEF  OF  POLICE,  PD,  SOMERVILLE,  NEW  JERSEY  -  MAY  26,  2054 

81  STEVENTON,  RONALD  C. ,  DEP  ASST  COMR,  NEW  SCOTLAND  YA,  LONDON,  ENGLAND 

48  STEVICK,  WALDO  DALE,  IDENTIFICATION  OFFICER,  PD,  LIMA,  OHIO  -  JUNE  13,  2089 

36  STEWART,  JURD  G. ,  SHF  OF  UNION  PARISH  SO,  FARMERVILLE,  LOUISIANA  -  NOVEMBER  15,  2088 

97  STEHART,  HILLIAM  A.,  LIEUTENANT,  PD,  JAMESTOWN,  NEW  YORK  -  AUGUST  2,  2078 

36  STILTZ,  JACK  EMORY,  CHIEF  OF  POLICE,  VALLEJO,  CALIFORNIA  -  OCTOBER  4,  2074 

32  STOCKHELL,  RALPH  H. ,  LIEUTENANT,  PD,  INGLEWOOD,  CALIFORNIA  -  APRIL  6,  2054 

108  STOEHR,  JAMES  J.,  LIEUTENANT,  PD,  ALTOONA,  PENNSYLVANIA  -  FEBRUARY  21,  2078 

20  STOKER,  CHARLES  C,  COP,  HIGH  POINT,  NORTH  CAROLINA 

18  STOKES,  GORDON  R.,  CAPTAIN  OF  DETECTIVES,  PD,  ALBANY,  GEORGIA  -  SEPTEMBER  12,  2068 

52  STOKES,  JOHNNY  ALSTON,  SHERIFF,  DARLINGTON  COUNTY  SO,  DARLINGTON,  SOUTH  CAROLINA  -  AUGUST  5,  2069 

91  STONE,  HARRY  C,  CAPTAIN,  PD,  SAN  GABRIEL,  CALIFORNIA 

3  STONE,  J.  C,  CAPTAIN,  PD,  ORLANDO,  FLORIDA  -  MAY  6,  2058 

49  STOTKO,  GEORGE  J,  DEP  SHF,  STEARNS  COUNTY  SO,  ST  CLOUD,  MINNESOTA  -  JULY  6,  2087 

90  STOUGHTON,  LEONARD  A.,  Ill,  DEP  CHF,  BRISTOL  THP  PD,  LEVITTOHN,  PENNSYLVANIA  -  MARCH  17,  2080 

25  STOUT,  PETER,  CHIEF  OF  POLICE,  NORTHAMPTON,  PENNSYLVANIA  -  SEPTEMBER  16,  2077 

52  STOVALL,  HILLIAM  FARLEY,  CHIEF  OF  POLICE,  SIGNAL  HILLS,  CALIFORNIA  -  OCTOBER  16,  2072 

87  STOHE,  ROBERT  A.,  CAPTAIN,  SALT  LAKE  COUNTY  SO,  SALT  LAKE  CITY,  UTAH  -  MAY  14,  2074 

34  STRAGIER,  CHARLES,  CHIEF  OF  POLICE,  LANSING,  MICHIGAN  -  DECEMBER  10,  2069 

36  STRAUSS,  FIDELIS  J.,  LIEUTENANT,  PD,  HHEELING,  WEST  VIRGINIA  -  JANUARY  26,  2068 

88  STRAUSS,  LE  ROY,  COP,  MANITOHOC,  WISCONSIN 

47  STRAZZO,  MICHAEL  J.,  CAPTAIN  OF  POLICE,  PD,  SACRAMENTO,  CALIFORNIA  -  NOVEMBER  10,  2059 

60  STROH,  JOHN,  CPT,  PD,  AKRON,  OHIO  -  OCTOBER  14,  2079 

32  STROH,  JOHN  H.  ,  CHIEF  OF  POLICE,  PD,  TORRANCE,  CALIFORNIA  -  MAY  3,  2075 

108  STROHMAN,  PAUL  A.,  INSPR,  LOS  ANGELES  CO  SD,  LOS  ANGELES,  CALIFORNIA  -  DECEMBER  11,  2093 

37  STROM,  J  PRESTON,  CHIEF,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  DECEMBER  15,  2087 
30  STRUB,  JOSEPH  H. ,  CHIEF  OF  POLICE,  DUBUQUE,  IOHA  -  JULY  28,  2066 

23  STRYKER,  LAWRENCE  RODNEY,  SERGEANT,  PD,  PHILADELPHIA,  PENNSYLVANIA  -  MARCH  5,  2076 

21  STUART,  HILLIAM  E.,  CHIEF  OF  POLICE,  PD,  SHARON,  PENNSYLVANIA  -  FEBRUARY  2,  2057 
37  STUBITS,  FRANK,  LIEUTENANT,  METROPOLITAN  PD,  ST.  LOUIS,  MISSOURI  -  JUNE  6,  2074 
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STUCKEL,  FRANK  H. ,  CPT,  PD,  MANHATTAN  BEACH,  CALIFORNIA  -  APRIL  15,  2091 
STUCKEY,  AMOS  EDWIN,  CHIEF  OF  POLICE,  LA  MESA,  CALIFORNIA  -  OCTOBER  5,  2068 
STUM8AUGH,  HARLEY  ELLIS,  USHF,  KERN  CO  SO,  BAKERSFIELD,  CALIFORNIA 
STURGILL,  CURTIS  LEE,  SA,  TN  BU  OF  INVSTGN,  KNOXVILLE,  TENNESSEE  -  APRIL  1,  2094 
SUAREZ,  THOMAS  E,  LT,  PD,  PENSACOLA,  FLORIDA  -  MAY  11,  2080 

SULLIVAN,  FRANCIS  J.,  SERGEANT,  PD,  CONCORD,  NEW  HAMPSHIRE  -  SEPTEMBER  23,  2063 
FRANCIS  M,  DEP  CHF,  PD, ,  NEW  YORK,  NEW  YORK  -  OCTOBER  5,  2084 
JAMES  F,  LT,  PD,  NEW  LONDON,  CONNECTICUT  -  NOVEMBER  15,  2081 
JEREMIAH  D.,  CHIEF  OF  POLICE,  NEWPORT,  RHODE  ISLAND  -  OCTOBER  18,  2078 
JOSEPH  W,  COP,  BINGHAMTON,  NEW  YORK  -  JANUARY  29,  2083 

L.  B.,  EXECUTIVE  ASSISTANT  TO  STATE  A,  MONTGOMERY,  ALABAMA  -  JUNE  11,  2077 
SUMMERFORD,  G.  VERNON,  DETECTIVE  SERGEANT  ,  PD,  ZION,  ILLINOIS  -  NOVEMBER  1,  2092 
SUMMERS,  JOSEPH  JOHN,  LIEUTENANT,  PD,  CHICAGO,  ILLINOIS  -  JUNE  18,  2061 
SUNDERLAND,  CLARENCE  0,  ASST  CHF,  PD,  GRAND  FORKS,  NORTH  DAKOTA  -  MARCH  22,  2084 
SUNDQUIST,  PAUL  R.,  CAPTAIN,  PD,  JAMESTOWN,  NEW  YORK  -  MARCH  22,  2063 
SURRATT,  WILLIAM  S.,  LIEUTENANT,  PD,  WINSTON-SALEM,  NORTH  CAROLINA  -  MAY  20,  2095 
SUTTON,  HOYT  H. ,  CHF,  DEKALB  CO  DPS,  DECATUR,  GEORGIA  -  JUNE  18,  2057 
SUTTON,  WILLIAM  E,  SHF  OF  YORK  CO,  YORK,  SOUTH  CAROLINA 

SWALLICK,  JOHN,  CHIEF  OF  POLICE,  PD,  PERTH  AMBOY,  NEW  JERSEY  -  APRIL  27,  2062 
SWANN,  L.  J.,  ASSISTANT  SUPERINTENDENT,  FLOR,  RAIFORD,  FLORIDA  -  OCTOBER  21,  2070 
SWARTZ,  ROBERT  E.,  DETECTIVE  LIEUTENANT,  DEPARTME,  DAYTON,  OHIO  -  MAY  12,  2071 
SWEENEY,  FRANK  S.,  CHIEF  OF  POLICE,  PD,  JENKINTOHN,  PENNSYLVANIA  -  JANUARY  7,  2066 
SWEENEY,  HOHARD  F,  ASST  CHF,  PD, ,  EVERETT,  WASHINGTON 
SHEITZER,  ROLAND  B,  CITY  MANAGER,  LAUREL,  MARYLAND  -  AUGUST  3,  2092 
SWENSON,  S.  N.,  COP,  ABERDEEN,  SOUTH  DAKOTA 

SHITTER,  STANLEY  W. ,  CHIEF  OF  POLICE,  MASSILLON,  OHIO  -  MAY  11,  2071 
SWOVELAND,  THEODORE  E.,  CHIEF  OF  POLICE,  PD,  CLAREMONT,  CALIFORNIA  -  JULY  12, 
SYLVESTER,  JOSEPH  L.,  (SA,  FBI),  CHF  INVSTGR,  COOK  C,  CHICAGO,  ILLINOIS 
SZABO,  FRANCIS  N.,  COP,  PARMA,  OHIO  -  NOVEMBER  24,  2094 

SZEWCZYKOWSKI ,  TEOFAN  J,  DEP  SHF,  MILWAUKEE  CO  SO,  MILWAUKEE,  WISCONSIN  - 
TACKE,  CHARLES  J.,  CHIEF  OF  POLICE,  CLAYTON,  MISSOURI  -  OCTOBER  26,  2068 
TACKES,  RALPH  P.,  CPT,  PD,  UNIVERSITY  CITY,  MISSOURI  -  JANUARY  13,  2096 
TACKETT,  HILLIAM  ALBERT,  DEP  SHF,  WASHINGTON  CO  SO,  GREENVILLE,  MISSISSIPPI 
TAFF,  HENRY  ISAAC,  DEPUTY  SHERIFF,  DALLAS  COUNTY,  DALLAS,  TEXAS  -  APRIL  16, 
TAGG,  NICHOLAS  A,  COP,  MAYFIELD  HEIGHTS,  OHIO  -  MARCH  22,  2087 
TAGGART,  HILLIAM,  CHIEF  DEPUTY,  WASHINGTON  COUNT,  GREENVILLE,  MISSISSIPPI  -  SEPTEMBER  19,  2065 
TALLEY,  ARCHIE  LEE,  CHIEF  OF  POLICE,  PD,  OLNEY,  TEXAS  -  MARCH  25,  2051 
TAYLOR,  FRANKLIN  W. ,  CAPTAIN,  PD,  GREENVILLE,  SOUTH  CAROLINA  -  OCTOBER  29,  2070 
TAYLOR,  JAMES  P,  ASST  CHF,  PD,  BAYTOWN,  TEXAS 
TAYLOR,  JOHN  R.,  JR.,  MAJ,  PD,  CHATTANOOGA,  TENNESSEE  -  JULY  26,  2096 

JOHN  T.,  DEPUTY  SHERIFF,  ALLEN  COUNTY  S,  FORT  WAYNE,  INDIANA  -  APRIL  19,  2062 

JOSEPH  WILSON,  SHF,  TATE  CO  SO,  SENATOBIA,  MISSISSIPPI  -  JUNE  16,  2080 

STREVELL  G. ,  CHIEF  OF  POLICE,  PD,  VENTURA,  CALIFORNIA  -  OCTOBER  1,  2074 

JAMES  R,  COP,  HIGH  POINT,  NORTH  CAROLINA  -  APRIL  21,  2075 

JOHN  F.,  DETECTIVE,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  MAY  16,  2063 
TEETAERT,  ANDREW  C,  COP,  CROSSE  POINTE,  MICHIGAN  -  JUNE  21,  2079 
TEIPEL,  ROBERT,  DETECTIVE,  PD,  COVINGTON,  KENTUCKY  -  JANUARY  16,  2064 
TENNISON,  RALPH  A.,  SHERIFF,  GARFIELD  COUNTY  SO,  ENID,  OKLAHOMA  -  MAY  15,  2049 
TETTEMER,  CHARLES  E.,  PATROLMAN,  PD,  TRENTON,  NEW  JERSEY  -  AUGUST  14,  2063 
TEUFEL,  JOHN,  CAPTAIN  OF  DETECTIVES,  PD,  GREENWICH,  CONNECTICUT  -  MAY  8,  2045 
THANNISCH,  LARRY  THOMAS,  LT,  PD,  SAN  JOSE,  CALIFORNIA  -  OCTOBER,  2087 
THAYER,  FRANK  H. ,  SHF  OF  LEWIS  CO,  CHEHALIS,  WASHINGTON  -  AUGUST  19,  2078 
THIES,  ELMER  RICHARD,  LT,  PD,  ELGIN,  ILLINOIS  -  OCTOBER  2,  2079 
THOM,  RUSSELL  A.,  CHIEF  OF  POLICE,  PD,  SANDUSKY,  OHIO  -  NOVEMBER  14,  2075 
THOMAS,  ALBERT,  CHF  PROBATION  OFCR,  YELLOHSTON,  BILLINGS,  MONTANA  -  DECEMBER  30,  2087 

J.  R.,  CHIEF  OF  POLICE,  PD,  ROCKY  MOUNT,  NORTH  CAROLINA  -  NOVEMBER  17,  2047 

JAMES  W.,  SPEC  INVSTGR,  ASST  STATES  ATTO,  FORT  LAUDERDALE,  FLORIDA  -  OCTOBER  28,  2047 

JAMES  Y,  ASST  CHF,  MS  HWY  SAFETY  PTL,  JACKSON,  MISSISSIPPI 

JOHN  H,  PROBATION  OFFICER,  GREENE  COUN,  XENIA,  OHIO  -  MAY  7,  2084 

LLOYD  E.,  LIEUTENANT,  VIRGINIA  STATE  POL,  RICHMOND,  VIRGINIA  -  APRIL  14,  2073 

ROY  F.,  COP,  UPPER  ARLINGTON,  OHIO  -  JUNE  4,  2094 
THOMAS,  H.  C,  MAJOR,  VIRGINIA  STATE  POLICE,  RICHMOND,  VIRGINIA  -  JANUARY  9,  2070 
THOMAS,  HILLIAM  R.,  SERGEANT,  PD,  SAGINAW,  MICHIGAN  -  OCTOBER  25,  2071 
THOMPSON,  CHARLES  EDMUND,  JR.,  MAJ,  PD,  WILMINGTON,  NORTH  CAROLINA 
THOMPSON,  CHARLES  R,  CPT,  PD,  SANTA  BARBARA,  CALIFORNIA 

THOMPSON,  HERMAN  A.,  LTC,  ASSISTANT,  BATON  ROUGE,  LOUISIANA  -  OCTOBER,  2094 
THOMPSON,  HOWARD  L.,  LIEUTENANT  OF  DETECTIVES,  PD,  NEWPORT  NEWS,  VIRGINIA  -  JULY  9,  2046 
THOMPSON,  JOE  N.,  DEP  SHF,  MCLENNAN  CO  SO,  WACO,  TEXAS  -  FEBRUARY  9,  2075 
THOMPSON,  MARSHAL,  DET,  PD,  CAMDEN,  NEW  JERSEY  -  MARCH,  2082 
THOMPSON,  ROBERT  D,  MAJ,  NEW  MEXICO  STATE  POLICE,  SANTA  FE,  NEW  MEXICO 

THOMPSON,  ROBERT  G. ,  SR.,  LIEUTENANT,  U.  S.  PARK  POLICE,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JANUARY  7,  2068 
THOMPSON,  THEODORE  R. ,  DEP  REG  DIR,  NPS,  SANTA  FE,  NEW  MEXICO 

THOMPSON,  WILLIAM,  SERGEANT  OF  DETECTIVES,  PD,  TORONTO,  CANADA  -  JANUARY  19,  2055 
THOMSEN,  CHARLES  N.,  CAPTAIN,  CHIEF  OF  HEADQUARTERS,  SEAT  PLEASANT,  MARYLAND  -  NOVEMBER  21,  2063 
THORSEN,  CLARENCE  M. ,  INVESTIGATOR,  DEPARTMENT  OF  IN,  TUSCALOOSA,  ALABAMA  -  JULY  29,  2074 
TIANI,  FREDRICK  P.,  CHIEF  OF  POLICE,  NEW  CANAAN,  CONNECTICUT  -  NOVEMBER  22,  2075 
TIBBS,  VICTOR  VERNON,  SHF  OF  MONTEREY  CO,  SALINAS,  CALIFORNIA  -  MARCH  24,  2087 
TIDWELL,  LESTER  L.,  LT,  USCP,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  JUNE  15,  2076 

TIFFIN,  HOWARD  P.,  MAJOR,  PROVOST  MARSHAL  GENERAL,  WASHINGTON,  DISTRICT  OF  COLUMBIA  -  SEPTEMBER  3,  2060 
TIGHE,  ANTHONY  J.,  DET,  PD,  ST.  PAUL,  MINNESOTA 
TIGHE,  FRANCIS  D. ,  COP,  AURORA,  ILLINOIS  -  FEBRUARY  27,  2095 
TILGHMAN,  EDWARD  J,  COMM,  PD,  BALTIMORE,  MARYLAND  -  JUNE  3,  2090 
TIMBERS,  MERL,  SHERIFF,  RICE  COUNTY  SO,  LYONS,  KANSAS  -  MAY  20,  2054 
TIMME,  M  J,  LT,  IN  SPOL,  INDIANAPOLIS,  INDIANA  -  OCTOBER  18,  2085 

TIMS,  HARRY  E.,  CAPTAIN,  CHIEF  OF  DETECTIVES,,  PARSONS,  KANSAS  -  SEPTEMBER  22,  2078 
TODD,  THOMAS  B.,  SPECIAL  AGENT,  NATB,  ATHENS,  GEORGIA  -  NOVEMBER  18,  2070 
TOEPPLER,  CLARENCE  B.,  CAPTAIN,  PD,  NEENAH,  WISCONSIN  -  AUGUST  16,  2077 
TOMITA,  SHIRO,  LT,  PD,  LOS  ANGELES,  CALIFORNIA  -  DECEMBER,  2089 

TOMPKINS,  HARRY  N.,  CHIEF  OF  POLICE,  PD,  ROCHESTER,  MINNESOTA  -  SEPTEMBER  15,  2045 
TONRA,  JAMES  W. ,  CHIEF  OF  POLICE,  PD,  BROOKLINE,  MASSACHUSETTS  -  FEBRUARY  18,  2060 
TOROK,  WILLIAM  DONALD,  LT,  PD,  MIAMI  SPRINGS,  FLORIDA  -  APRIL  17,  2087 

TORTORELLO,  GARY  STEVEN,  DET  SGT,  ROCKLAND  CO  SHF  POL  D,  NEW  CITY,  NEW  YORK  -  MAY  31,  2098 
TOWE,  ERNEST  M. ,  DEP  CHF,  PD,  NORFOLK,  VIRGINIA  -  MARCH  21,  2089 
TOWLE,  JOHN  M.,  CHIEF  OF  POLICE,  BAKERSFIELD,  CALIFORNIA  -  JANUARY  2,  2073 
TOWLER,  JUBY  E,  MAJ/ASST  CHF,  PD,  DANVILLE,  VIRGINIA  -  APRIL  18,  2076 
TRACEY,  ROY  E.,  CHIEF  OF  POLICE,  GARDENA,  CALIFORNIA  -  APRIL  9,  2092 
TRACY,  FRANKLIN  J.,  CHIEF  OF  POLICE,  PD,  LOCKPORT,  NEW  YORK  -  NOVEMBER  21,  2076 
TRACY,  LEE  DANIEL,  COP,  BEVERLY  HILLS,  CALIFORNIA  -  SEPTEMBER  10,  2085 
TRACY,  MICHAEL  WAYNE,  CPT,  PD,  PALOS  VERDES  ESTATES,  CALIFORNIA  -  FEBRUARY  14,  2094 
TRAHON,  RICHARD  K.,  DETECTIVE  LIEUTENANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  OCTOBER  3,  2090 
TRAVER,  HARRY,  COMMISSIONER  OF  POLICE,  MOUNT  VERNON,  NEW  YORK 
TRAVIS,  HOWARD  M. ,  CHIEF  OF  POLICE,  PD,  HORNELL,  NEW  YORK  -  SEPTEMBER  29,  2057 
TRAYLOR,  WILLARD  E,  COP,  PETERSBURG,  VIRGINIA  -  DECEMBER,  2084 
TREVEY,  JAMES  K.,  INVSTGR,  BLACK  HAWK  COUNTY,  WATERLOO,  IOWA  -  APRIL  11,  2066 
TREVISON,  THOMAS  A.,  LIEUTENANT,  PD,  JOLIET,  ILLINOIS  -  JANUARY  27,  2079 
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APRIL  9,  2070 


TRIBBLE,  LES,  COUNTY  JUDGE,  GRAYSON  COUNTY,  SHERMAN,  TEXAS  -  FEBRUARY  18,  2083 

TRIMMER.  ALBERT  J.,  SECURITY  DIRECTOR,  EPISCOPAL  H,  PHILADELPHIA,  PENNSYLVANIA  -  JANUARY  7,  2073 

TROSPER,  RAY  SCOTT,  CHIEF  OF  POLICE,  PD,  LYNDHURST,  OHIO  -  JUNE  16,  2056 

TROUTE,  DENZEL  L,  USHF,  SAN  JOAQUIN  CO  SO,  STOCKTON,  CALIFORNIA  -  APRIL  2,  2086 

TROHBRIDGE,  MARION  W. ,  CHIEF  OF  POLICE,  PD,  MESA,  ARIZONA  -  DECEMBER  11,  2075 

TRUE,  DOUGLAS  L.,  SURP,  DOJ,  LAH  ENF  PROGRAMMING,  FRANKFORT,  KENTUCKY 

TRUMMER,  VIRGIL  F,  DIR  OF  SEC,  SOUTHERN  IL  UNIV,  CAR80NDALE,  ILLINOIS 

TUCKER,  JOHN  KEVIN,  MAJ,  PD,  PORTSMOUTH,  VIRGINIA  -  MARCH  19,  2099 

TUCKER,  ROBERT  L.,  CAPTAIN,  PD,  NORTH  LITTLE  ROCK,  ARKANSAS  -  AUGUST  20,  2077 

TUDOR,  LEROY  J,  CPT,  PD,  HEST  SENECA,  NEH  YORK  -  MAY  14,  2097 

TULLOCH,  DONALD  P.,  SHERIFF  OF  BARNSTABLE  CO.,  BARNSTABLE,  MASSACHUSETTS 

TULLOS,  B.  LAVELL,  COP.  JACKSON,  MISSISSIPPI 

TUNNELL,  BEAUFORD  GALLOHAY,  CAPTAIN  OF  DETECTIVES,  PD,  JOHNSON  CITY,  TENNESSEE  - 

TURKELSON,  RICHARD  W. ,  ADMIN  ASST,  STATE  8U  OF  INVSTG,  HICKORY,  NORTH  CAROLINA 

TURNER,  CLARENCE  E.,  CHIEF  OF  POLICE,  PD,  DYERSBURG,  TENNESSEE  -  APRIL  22,  2086 

TUTHILL,  EDHIN  H,  MAJ,  PD,  MOBILE,  ALABAMA 

TUTUSKA,  B.  JOHN,  ERIE  COUNTY  EXECUTIVE,  BUFFALO,  NEW  YORK 

TYLER,  H.  H.,  CHIEF  OF  POLICE,  EAST  POINT,  GEORGIA  -  JANUARY  28,  2070 

TYREE,  MILLARD  E.,  CAPTAIN,  PD,  BECKLEY,  HEST  VIRGINIA  -  DECEMBER  15,  2069 

TYRONE,  CHRIS  H. ,  ASST  CHIEF  OF  PTL,  MS  HPTL,  HATTIESBURG,  MISSISSIPPI 

UHLEY,  HERBERT  G.,  LIEUTENANT,  PD,  BELLEVILLE,  ILLINOIS  -  SEPTEMBER  6,  2061 

ULFIG,  BERNARD  JULIUS,  SGT,  PD,  GLOBE,  ARIZONA  -  DECEMBER  26,  2099 

UMPLEBY,  HILLIAM  BRUCE,  JR,  SHF  OF  STARK  CO,  CANTON,  OHIO  -  JULY  29,  2099 

UNDERHOOD,  CECIL  C. ,  CAPTAIN,  GEORGIA  STATE  PATROL,  ATLANTA,  GEORGIA  -  OCTOBER  27,  2077 

UPSON,  JOHN  LANE,  CHIEF  OF  POLICE,  NEWPORT  BEACH,  CALIFORNIA  -  JANUARY  10,  2066 

VALENTINE,  C.  HAYNE,  CHIEF  OF  POLICE,  PD,  LAUREL,  MISSISSIPPI  -  MAY  30,  2057 

VALLET,  EMILE,  INSPECTOR,  PD,  SEATTLE,  WASHINGTON  -  FEBRUARY  19,  2069 

VANDAM,  ARNOLD  E.,  CAPTAIN,  PD,  MUSKEGON,  MICHIGAN  -  AUGUST  31,  2075 

VANDEPUTTE,  STANLEY  F,  CITY  MANAGER,  GLENDALE,  ARIZONA  -  MARCH  9,  2082 

VANDERFORD,  JAMES  ROBERT,  LT,  AL  HPTL,  MONTGOMERY,  ALABAMA  -  OCTOBER  20,  2089 

VANDERVALK,  RYAN,  COP,  HAHTHORNE,  NEW  JERSEY  -  MARCH  9,  2081 

VANDYKE,  HENRY  J,  COP,  HAYNE,  NEW  JERSEY  -  MAY  28,  2080 

VANSTRATEN,  DONALD  R,  CPT,  BROWN  CO  SO,  GREEN  BAY,  WISCONSIN 

VANVEGHEL,  ROBERT,  LT,  PD,  SOUTH  EUCLID,  OHIO  -  JUNE  1,  2095 

VANWINKLE,  ARCHIE,  INSPECTOR  GENERAL,  DEPARTMENT,  SACRAMENTO,  CALIFORNIA 

VARS,  DONALD  L.,  CONSTABLE,  FIRST  JUDICIAL  DIST,  SONORA,  CALIFORNIA  -  AUGUST  27,  2067 

VAUGHAN,  HAROLD  E,  LT,  PD,  EL  PASO,  TEXAS 

VAUGHAN,  WILLIE  HERBERT,  CPT,  PD,  PETERSBURG,  VIRGINIA  -  JANUARY  8,  2095 

VEGA  VALAZQUEZ,  FELIX,  CAPTAIN,  POLICE  OF  PUERTO  RICO,  SAN  JUAN,  PUERTO  RICO 

VEIT,  EDWARD  W. ,  CHIEF  OF  POLICE,  NORTH  HALES,  PENNSYLVANIA  -  NOVEMBER  25,  2066 

VESCATEL,  GREGORY  P.,  SGT,  PD,  NEH  YORK,  NEW  YORK  -  OCTOBER  12,  2092 

VEST,  WILLIAM  B.,  SA,  TN  BU  OF  CRIM  IDENT,  GALLATIN,  TENNESSEE  -  JANUARY  4,  2093 

VETTEL,  CHARLES  T.,  COP,  OAK  RIDGE,  TENNESSEE 

VICHA,  JOHN  ROBERT,  SGT,  PD,  WACO,  TEXAS 

VICKERY,  MAHLON,  COP,  COLUMBUS,  MISSISSIPPI 

VICKMARK,  CLAYTON  0,  IDENT  OFCR,  SD  DIV  OF  CRIM  INV,  PIERRE,  SOUTH  DAKOTA  -  AUGUST  22,  2082 

VIDRINE,  ELIAS,  CHF  DEP  SHF,  EVANGELINE  PARISH,  VILLE  PLATTE,  LOUISIANA  -  MARCH  24,  2072 

VIGOREAUX-GARCIA,  JULIO,  LTC/DEP  SUPT,  POLICE  OF  PR,  SAN  JUAN,  PUERTO  RICO 

VILORD,  JOSEPH  A.,  ADMINISTRATIVE  CHIEF,  PD,  SUFFERN.  NEW  YORK  -  DECEMBER  3,  2071 

VINCENT,  DUKE  C,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  NOVEMBER  4,  2074 

VINCENT,  LLOYD  S.,  MAJ,  KS  HIGHWAY  PATROL,  TOPEKA,  KANSAS  -  FEBRUARY  9,  2093 

VIRGILIO,  MARIO  A,  DET  LT,  RI  SPOL,  NORTH  SCITUATE,  RHODE  ISLAND 

VISHION,  PAUL  M,  ASST  CHF,  PD,  TOHN  OF  TONAHANDA,  NEW  YORK  -  OCTOBER,  2096 

VOELKER,  CHARLES  G. ,  COP,  FAIRFIELD,  NEW  JERSEY  -  DECEMBER  19,  2079 

VOELKER,  CHARLES  G. ,  COP,  FAIRFIELD,  NEH  JERSEY  -  DECEMBER  19,  2079 

VOGT,  ROY  R.,  SHERIFF,  ARAPAHOE  COUNTY,  LITTLETON,  COLORADO  -  MARCH  5,  2073 

VOLPE,  JOHN  A,  PUBLIC  SAFETY  COORDINATOR,  PLY,  NORRISTOWN,  PENNSYLVANIA  -  JUNE  4,  2097 

WADDLE,  MURRELL,  CHIEF  OF  POLICE,  BOWLING  GREEN,  KENTUCKY  -  JUNE  13,  2065 

WAGNER,  CARL  JOSEPH,  JR,  CPT,  PD,  NEW  ORLEANS,  LOUISIANA  -  JUNE,  2096 

EDWIN  RICHARD,  MAJ/DIR,  ST.  LOUIS  CO  PD,  CLAYTON,  MISSOURI  -  FEBRUARY  28,  2095 

J.  ODELL,  SHERIFF  OF  TOM  GREEN  COUNTY,  SAN  ANGELO,  TEXAS  -  MARCH  11,  2078 

ROBERT  E,  JR,  SUPV,  ME  DPS,  AUGUSTA,  MAINE  -  JUNE  8,  2086 

RUSSELL  E,  SERGEANT,  PD,  CINCINNATI,  OHIO 

JR.,  CPT,  VA  SPOL,  RICHMOND,  VIRGINIA  -  APRIL  28,  2089 
SERGEANT,  PD,  ERIE,  PENNSYLVANIA  -  NOVEMBER  26,  2049 

INVESTIGATOR,  STATE  FIRE  MARSH,  CHARLESTON,  WEST  VIRGINIA  -  MAY  21,  2073 
SUPERINTENDENT,  OUACHITA  PARIS,  MONROE,  LOUISIANA  -  AUGUST  6,  2075 
DEPUTY  SHERIFF,  CHESHIRE  COUNT,  KEENE,  NEH  HAMPSHIRE  -  JANUARY  24,  2071 
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OCTOBER  7,  2073 


FREDERICK  G,  COP,  GOSHEN,  NEW  YORK  -  NOVEMBER  5,  2083 
JOHN  EDWARD,  AGENT,  TN  BU  OF  CRIM  IDENTIFIC,  CHATTANOOGA,  TENNESSEE 
ROBERT  L,  CPT,  PD,  SAN  DIEGO,  CALIFORNIA  -  SEPTEMBER  29,  2087 
THOMAS  E.,  CHIEF  OF  POLICE,  PD,  SHAKER  HEIGHTS,  OHIO  -  JUNE  20,  2051 
HALL,  RICHARD  H. ,  CAPTAIN,  PD,  PASSAIC,  NEH  JERSEY  -  NOVEMBER  16,  2066 
WALLACE,  ALBERT  C. ,  INSPR,  PD,  CLEVELAND,  OHIO 

HALLACE,  DONALD  E.,  CHIEF  OF  POLICE,  MADEIRA,  OHIO  -  APRIL  10,  2073 
WALLACE,  HAROLD  S.,  COP,  MIDLAND,  TEXAS  -  AUGUST  3,  2096 
HALLACE,  ROBERT  LEE,  SGT,  LEVY  CO  SO,  BRONSON,  FLORIDA  -  AUGUST  3,  2083 
WALLACE,  WILLIAM  J.,  CHIEF  OF  POLICE,  SARANAC  LAKE,  NEH  YORK  -  JUNE  4,  2073 
JAMES  A.,  DETECTIVE,  PD,  SCRANTON,  PENNSYLVANIA  -  DECEMBER  28,  2056 
JOHN  GEORGE,  DETECTIVE  SGT,  TOWN  OF  AMHERST,  AMHERST,  NEH  YORK 
JOSEPH  L.,  LIEUTENANT,  PD,  BALTIMORE,  MARYLAND  -  DECEMBER  3,  2062 
LAHRENCE,  PATROLMAN,  PD,  CAMBRIDGE,  MASSACHUSETTS  -  AUGUST  28,  2045 
RICHARD  F.,  SERGEANT,  PD,  BROOKLINE,  MASSACHUSETTS  -  JANUARY  18,  2070 
HALTER,  GABRIEL  K,  LT,  BU  OF  PUBLIC  SAFETY,  KOROR,  FEDERATED  STATES  OF  MICRONESIA 
WALTERS,  CHARLES  F.,  SERGEANT,  PD,  IOLA,  KANSAS  -  JULY  9,  2060 
HANNAMAKER,  WILLIAM  W,  INSPR,  SHELBY  STATE  COMM  COLL,  MEMPHIS,  TENNESSEE  -  AUGUST  16,  2095 
HARD,  ED  M.,  CHF  OF  IDENT  BUREAU,  CADDO  PAR,  SHREVEPORT,  LOUISIANA  -  MAY  7,  2066 
HARD,  JOHN  N.,  MAJOR,  PD,  SARASOTA,  FLORIDA  -  MARCH  22,  2077 
HARD,  TRACY  L,  SGT,  PD,  NEHPORT  NEWS,  VIRGINIA  -  AUGUST  11,  2087 
WARDEN,  LAWRENCE  A,  LT,  PD,  FLORENCE,  SOUTH  CAROLINA  -  AUGUST  11,  2087 

EDHARD  F,  SUPV  INVSTGR,  MONTEREY  CO  DA  0,  SALINAS,  CALIFORNIA  -  NOVEMBER  9,  2087 
,  CAPTAIN,  PD,  PASADENA,  TEXAS  -  NOVEMBER  10,  2077 
DIR  OF  TNG,  UNIVERSITY  OF  IL,  URBANA,  ILLINOIS  -  AUGUST  15,  2074 
HAROLD  C,  US  MARSHAL,  USMS,  FARGO,  NORTH  DAKOTA  -  OCTOBER  14,  2089 
HENRY  E.,  ASST  IDENT  OFCR,  PIERCE  COUNTY,  TACOMA,  HASHINGTON  -  DECEMBER  29,  2054 
JAMES  H.,  CIVIL  DEP,  BAY  CO  SD,  PANAMA  CITY,  FLORIDA  -  MARCH  13,  2080 
HILLIAM  J,  SR,  LT,  PD,  HILHINGTON,  DELAWARE  -  JANUARY  19,  2081 
WATKINS,  DAVID  CHARLES,  DIR,  IL  SEC  OF  SPOL,  SPRINGFIELD,  ILLINOIS  -  MARCH  21,  2098 
WATKINS,  L.  OLIN,  DEPUTY  SHERIFF,  KERSHAH  COUNTY,  CAMDEN,  SOUTH  CAROLINA  -  MARCH  11,  2070 
WATSON,  HILLIAM  LEE,  USHF,  DELTA  CO  SD,  DELTA,  COLORADO  -  MARCH  11,  2070 
HATTERS,  FRANK  H. ,  LIEUTENANT,  PD,  YOUNGSTOHN,  OHIO  -  DECEMBER  8,  2078 
WATTS,  MARTIN  L.,  COP,  HARRISBURG,  PENNSYLVANIA  -  JULY  28,  2093 

HAYCOTT,  WELDON  RICHARD,  INSPECTOR  OF  POLICE,  PD,  HOUSTON,  TEXAS  -  JANUARY  12,  2077 
HEAKLEY,  ROBERT  E.,  INSPECTOR,  PD,  MEMPHIS,  TENNESSEE  -  JUNE  9,  2074 
HEATHERLY,  BRUCE,  CHIEF  OF  POLICE,  PD,  MADISON,  WISCONSIN  -  JULY  25,  2062 
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51  HEATHERLY,  HILLIAM  J.,  SHERIFF,  MARLBORO  COUNTY  SO,  BENNETTSVILLE,  SOUTH  CAROLINA  -  APRIL  11,  2066 
54  HEATHERS,  JAMES  C,  DETECTIVE,  PD,  SUMTER,  SOUTH  CAROLINA  -  AUGUST  26,  2059 

58  WEATHERWAX,  RAY  E,  DET  LT,  PD,  FLINT,  MICHIGAN  -  JUNE  17,  2082 
24  HEBB,  JASPER  A.,  CHIEF  OF  POLICE,  JANESVILLE,  HISCONSIN 

73  HEBB,  LEHIS  G,  ACTING  CHIEF  OF  DETECTIVES,  PD,  KNOXVILLE,  TENNESSEE 

57  HEBB,  ROY  DOUGLAS,  SHF  OF  DE  SOTO  PARISH  SO,  MANSFIELD,  LOUISIANA 

45  HEBER,  LAHRENCE  R.,  SAFETY  DIRECTOR,  MARIETTA,  OHIO  -  JUNE  22,  2098 

23  HEBER,  ORVILLE,  PATROLMAN,  PD,  OSHKOSH,  HISCONSIN  -  FEBRUARY  18,  2067 

49  HEBSTER,  JAMES  HILLIAM,  SHF  OF  SANTA  BARBARA  CO,  SANTA  BARBARA,  CALIFORNIA  -  AUGUST  1,  2093 

7  HEBSTER,  JOHN  ALDEN,  DEPUTY  CHIEF,  PD,  NASHUA,  NEH  HAMPSHIRE  -  MARCH  3,  2068 

36  HEDEKIND,  RICHARD  S,  MGR  OF  HESTERN  DIV,  NATB,  CHICAGO,  ILLINOIS 

41  HEEKS,  IRVING  B,  INSPECTOR,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  MARCH  10,  2085 

37  HEEKS,  HALTER  H,  INSPR  OF  POL,  SUFFOLK  CO  PD,  HAUPPAUGE,  NEH  YORK  -  JUNE  12,  2083 
45  HEIMAR,  CHARLES  F,  CHF  SEC  OFF,  SAVANNAH  STATE  DO,  SAVANNAH,  GEORGIA 

24  HEIN,  PAUL  E.,  CHIEF  DEPUTY,  SUMMIT  COUNTY  SO,  AKRON,  OHIO  -  DECEMBER  1,  2064 
5  HEINHARDT,  JOHN  V.,  CHIEF  OF  POLICE,  PD,  LAFAYETTE,  INDIANA  -  MARCH,  2099 

59  HEIRICK,  BRUCE  E,  COP,  NORTHUMBERLAND,  PENNSYLVANIA  -  JANUARY  2,  2078 

38  HEISS,  FORD  J.,  DETECTIVE,  PD,  NEHARK,  NEH  JERSEY  -  MARCH  24,  2071 

53  HEISSERT,  DAVID,  SHF  OF  MUSKINGUM  CO  SO,  ZANESVILLE,  OHIO 

72  HEIZENECKER,  RAYNOR,  SHF  OF  PUTNAM  CO,,  CARMEL,  NEH  YORK  -  FEBRUARY  19,  2085 

85  HELCH,  DONALD  R,  CHIEF  OF  POLICE,  ALCOA,  TENNESSEE  -  MARCH  7,  2082 

86  HELCH,  HAROLD  M.,  CAPTAIN,  NORTH  DAKOTA  HIGHHAY,  BISMARCK,  NORTH  DAKOTA 
18  HELCH,  THOMAS  C,  DETECTIVE,  PD,  TERRE  HAUTE,  INDIANA  -  MARCH  29,  2061 

31  HELCH,  THOMAS  H. ,  CHIEF  OF  POLICE,  NEEDHAM,  MASSACHUSETTS  -  JANUARY  5,  2074 
3  HELCH,  THOMAS  J.,  DIR,  NY  DEPT  OF  CORRECTION,  ALBANY,  NEH  YORK  -  APRIL  19,  2065 

21  HELLER,  ARTHUR,  EX  DIR,  NJ  GAMBLING  COMMISSION,  NEHARK,  NEH  JERSEY  -  MAY  14,  2062 

3  HELLS,  EUGENE  M. ,  CAPTAIN,  STATE  HIGHHAY  PATROL,  FORT  WORTH,  TEXAS  -  JULY  14,  2048 
107  HELLS,  GARY  K,  CPT,  PD,  BALLHIN,  MISSOURI  -  OCTOBER  26,  2085 

32  HELLS,  GRAFTON  L.,  CAPTAIN,  FAIRFAX  CO.  PD,  FAIRFAX,  VIRGINIA  -  JANUARY  12,  2079 
12  HENDLAND,  LLOYD  R. ,  LIEUTENANT,  PD,  ALAMEDA,  CALIFORNIA  -  JUNE  15,  2059 
49  WENZEL,  FRANK,  ASST  CHF,  PD,  BISMARCK,  NORTH  DAKOTA  -  SEPTEMBER  6,  2091 

39  HERLEIN,  STANLEY  E,  CPT,  BUTLER  CO  SO,,  HAMILTON,  OHIO  -  NOVEMBER  28,  2086 
69  HERNER,  EARL  H. ,  CPT,  PD,  FONTANA,  CALIFORNIA  -  NOVEMBER,  2076 

104  WESSEL,  GEORGE  E,  CPT,  HOHARD  CO  PD,  ELLICOTT  CITY,  MARYLAND 

139  WEST,  JOHN  MICHAEL,  COP,  SEASIDE,  OREGON 

119  HESTERBURG,  LOUIS  EDHIN,  COP,  ORANGE  VILLAGE,  OHIO  -  JANUARY  11,  2092 
29  HHALEN,  HILLIAM  M. ,  LT,  MONTGOMERY  CO  PD,  ROCKVILLE,  MARYLAND 
72  HHEELER,  A.  G.,  LIEUTENANT,  PD,  SAVANNAH,  GEORGIA  -  NOVEMBER  13,  2064 

116  HHEELER,  JAMES  V,  SGT,  MO  HPTL,  POPLAR  BLUFF,  MISSOURI  -  APRIL  6,  2089 

27  HHEELOCK,  H.  T.,  CRIM  DEP  SHERIFF,  WASHINGTON  C,  JOHNSON  CITY,  TENNESSEE 

52  HHELTON,  JOHN  JOSEPH,  LT,  PD,  SALEM,  MASSACHUSETTS  -  FEBRUARY  10,  2079 

42  HHITBURN,  HILLIAM  J,  CHF  DEP  SHF,  GALVESTON  CO  SO,  GALVESTON,  TEXAS  -  JUNE  2,  2093 

49  HHITE,  A  LESLIE,  CAPTAIN,  PD,  SACRAMENTO,  CALIFORNIA 

20  HHITE,  ANDREW  J.,  WARDEN,  MONTGOMERY  COUNTY  PRIS,  MORRISTOWN,  PENNSYLVANIA  -  AUGUST  28,  2062 

29  WHITE,  CLINTON  A.,  JR.,  CAPTAIN,  NEW  MEXICO  STATE  POLI,  SANTA  FE,  NEW  MEXICO  -  AUGUST  25,  2075 
82  WHITE,  JOHN  K.,  CPT,  HAHAII  CO  PD,  HILO,  HAHAII  -  AUGUST  11,  2092 

28  HHITE,  OLIVER  A.,  INSTRUCTOR,  IOHA  LAH  ENFORCEME,  IOHA  CITY,  IOWA  -  OCTOBER  13,  2075 

43  WHITE,  RUSSELL  H. ,  SHF  OF  HOODBURY  COUNTY,  SIOUX  CITY,  IOHA  -  APRIL  22,  2077 

54  HHITE,  WALTER  H. ,  LT,  PD,  FALL  RIVER,  MASSACHUSETTS  -  MAY  27,  2089 

55  WHITEHURTS,  HILLIAM  K.  ,  JR.,  CRIM  INVESTIGATOR,  TN  BU  OF  CR,  NASHVILLE,  TENNESSEE  -  JANUARY  2,  2093 

16  WHITLEY,  HENRY  T.,  CHIEF  OF  DETECTIVES,  PD,  COLUMBUS,  GEORGIA  -  NOVEMBER  1,  2058 
91  WHITMER,  ALLEN  S,  SUPT,  MO  SHP,  JEFFERSON  CITY,  MISSOURI  -  FEBRUARY  2,  2093 

4  WHITMER,  HAROLD  A.,  LT,  PD,  SOUTH  BEND,  INDIANA  -  NOVEMBER  20,  2065 

30  WHITMIRE,  J.  B.,  CHIEF  OF  POLICE,  PD,  DECATUR,  ALABAMA  -  JANUARY  21,  2075 

38  HHITNEY,  BROOKS  S.,  CPT,  SAN  DIEGO  CO  SD,  SAN  DIEGO,  CALIFORNIA  -  JULY  29,  2090 

98  HHITNEY,  GENE  F,  LT,  PD,  EVERETT,  WASHINGTON 

18  HHITSITT,  SELMAN,  INSPECTOR,  PD,  HOUSTON,  TEXAS 

128  HHITTEN,  ROBERT  DEAN,  ASST  CHF,  PD,  DECATUR,  ILLINOIS  -  JUNE  9,  2086 

10  HIBE,  CARL  C. ,  PATROLMAN,  MAINE  STATE  POLICE,  AUGUSTA,  MAINE  -  AUGUST  6,  2072 

103  HICK,  RALPH  K,  DET  SGT,  PD,  ROMEOVILLE,  ILLINOIS  -  MARCH  2,  2082 

43  HICKLOW,  JOSEPH,  DETECTIVE  CAPTAIN,  PD,  MILFORD,  CONNECTICUT  -  SEPTEMBER  25,  2052 
51  HIDELL,  CARL  L.,  INSPECTOR,  PD,  MOUNT  VERNON,  NEW  YORK  -  JANUARY  1,  2073 

68  HIDMANN,  JOHN  F,  DEP  CHF  INSPR,  PD,  NEW  HAVEN,  CONNECTICUT  -  NOVEMBER  18,  2085 

50  HIESE,  KENNETH  H,  PTLM,  PD,  ST  LOUIS,  MISSOURI  -  AUGUST  15,  2088 

35  HIESEL,  RICHARD  J.,  INSPECTOR,  PD,  BURLINGTON,  IOWA  -  DECEMBER  28,  2077 

48  WIGGINS,  HILLARD  V,  CRIM  DEP,  CAYUGA  CO  SO,  AUBURN,  NEH  YORK  -  MAY  4,  2080 

17  HIKE,  LEROY  E.,  CHIEF  OF  POLICE,  ENDICOTT,  NEW  YORK  -  JUNE  14,  2078 

38  WILDING,  GEORGE  W.,  COMMANDER,  PD,  PROVIDENCE,  RHODE  ISLAND  -  APRIL  25,  2073 

104  HILHELM,  DAMON  E,  SHF  OF  LYON  COUNTY  SD,  YERINGTON,  NEVADA 

67  WILKINS,  WALTER,  LIEUTENANT,  PD,  CORPUS  CHRISTI,  TEXAS  -  DECEMBER  28,  2078 

44  WILKINSON,  FRANCIS  H,  CAPTAIN,  PD,  TIFFIN,  OHIO  -  JULY  13,  2083 

55  WILKINSON,  WILLIAM  W. ,  DEP  CHF,  PD,  MEMPHIS,  TENNESSEE  -  FEBRUARY  12,  2073 

19  HILLIAMS,  BILL,  SERGEANT,  TENNESSEE  HIGHHAY  PA,  NASHVILLE,  TENNESSEE  -  JULY  10,  2064 

120  WILLIAMS,  CREED  MALONE,  JR.,  DEP  CHF,  CLEVELAND  REG  TRANSIT,  CLEVELAND,  OHIO 
109  WILLIAMS,  DANIEL  0,  LIEUTENANT,  PD,  PLANO,  TEXAS  -  DECEMBER  26,  2082 

104  WILLIAMS,  DAVID  B,  COP,  NEWPORT,  KENTUCKY  -  DECEMBER  1,  2092 

21  WILLIAMS,  ERNEST  E.,  ASST  CHF,  PD,  CHATTANOOGA,  TENNESSEE  -  JUNE  29,  2069 
47  HILLIAMS,  HENRY  E.,  COP,  INDEPENDENCE,  MISSOURI 

82  HILLIAMS,  HERBERT  T.,  MAJOR,  PD,  NEWPORT  NEWS,  VIRGINIA  -  JANUARY  2,  2078 

42  WILLIAMS,  LESLIE  W. ,  LTC,  CT  SPOL,  HARTFORD,  CONNECTICUT 

49  HILLIAMS,  NELSON  FRANCIS,  DETECTIVE,  PD,  TULSA,  OKLAHOMA  -  JUNE  1,  2058 
28  HILLIAMS,  OTTO  A.,  COP,  BOUND  BROOK,  NEW  JERSEY  -  OCTOBER  4,  2056 

167  WILLIAMS,  ROBERT  ALAN,  CPT,  PD,  SUFFIELD,  CONNECTICUT 

15  WILLIAMS,  SIDNEY  A.,  CHIEF  OF  POLICE,  PD,  WICHITA  FALLS,  TEXAS  -  SEPTEMBER  1,  2047 

47  WILLIAMS,  WILBERT  R,  COP,  CAMDEN,  SOUTH  CAROLINA 

47  WILLIS,  SOL,  SR.,  PROBATION  OFFICER,  CHEYENNE  CO,  SIDNEY,  NEBRASKA 

50  WILLOUGHBY,  L.  A.,  ASST  CHF,  PD,  MERIDIAN,  MISSISSIPPI 

123  HILSON,  ALFRED  LEE,  DET,  NYS  COMM  OF  INVSTGN,  NEW  YORK,  NEW  YORK 

95  WILSON,  ARLIE  W. ,  JR.,  USHF,  CHAUT  AUOUA  CO  SD,  MAYVILLE,  NEW  YORK 
49  WILSON,  ARTHUR  B.,  COP,  WILMINGTON,  DELAWARE  -  MAY  31,  2097 
59  WILSON,  CLARENCE  J,  LT,  PD,  WHITE  PLAINS,  NEH  YORK  -  APRIL  16,  2081 

124  HILSON,  DAVID  NEAL,  COP,  PAYSON,  ARIZONA  -  SEPTEMBER  11,  2092 

8  HILSON,  EARL  R.,  (SA,  FBI-RETIRED),  DETECTIVE,,  COLLINGSHOOD,  NEW  JERSEY  -  MARCH  12,  2075 

36  HILSON,  HARRIS  J.,  SERGEANT,  BOROUGH  OF  FOUNTAIN,  BETHLEHEM,  PENNSYLVANIA  -  MARCH  6,  2061 
65  HILSON,  JOE  B,  SHERIFF,  BERNALILLO  COUNTY,  ALBUQUERQUE,  NEH  MEXICO 
10  HILSON,  LOUIS  H. ,  DET  SERGEANT,  RICHMOND  POLICE,  RICHMOND,  VIRGINIA  -  JANUARY  27,  2070 

28  HILSON,  M.  WILLIAM,  CHF  OF  DET,  PD,  NIAGARA  FALLS,  NEH  YORK 

96  WILSON,  RALPH  A.,  DETECTIVE  CAPTAIN,  SPOL,  CONCORD,  NEH  HAMPSHIRE 

29  WILSON,  ROY  E.,  SHERIFF  OF  HRIGHT  COUNTY,  CLARION,  IOWA  -  DECEMBER  2,  2069 
44  WILSON,  HOODEY,  DEPUTY  SHERIFF,  CLAYTON  COUNTY,  JONESBORO,  GEORGIA  -  DECEMBER  8,  2073 

68  HIMBERLY,  HOOVER,  CAPTAIN,  NEH  MEXICO  STATE  POLI,  SANTA  FE,  NEW  MEXICO 
107  WINDSTEIN,  BERNARD,  JR,  LT,  PD,  NEW  ORLEANS,  LOUISIANA 

9  WINGO,  E.  DE,  LT,  DEKALB  CO  DPS,  DECATUR,  GEORGIA  -  JULY  9,  2059 
76  HINLEY,  ROBERT  H. ,  DIRECTOR  OF  POLICE,  PD,  VICTORIA,  TEXAS  -  DECEMBER  10,  2073 

37  HINN,  JAMES  H. ,  LIEUTENANT,  PD,  ATLANTA,  GEORGIA  -  MAY  1,  2065 
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NORTH  DAKOTA  -  APRIL  27,  2076 
CALIFORNIA  -  OCTOBER  29,  2079 

-  OCTOBER  4,  2046 

-  JULY  19,  2051 
VIRGINIA 

2086 

-  OCTOBER  14,  2080 


HINSLOH,  HILTON  EARL,  SUPT  OF  POL,  HINNEAPOLIS,  MINNESOTA  -  JANUARY  19,  2090 
HINTERS,  RICHARD  A.,  CAPTAIN,  PD,  TONAHANOA,  NEW  YORK  -  DECEHBER  13,  2078 
HISE,  JIMMIE  H,  CPT,  METRO  PD,  NASHVILLE,  TENNESSEE  -  FEBRUARY,  2093 
HISE,  RICHARO  P.,  CAPTAIN,  PD,  ZANESVILLE,  OHIO  -  AUGUST  11,  2068 
HISNOM,  HALTER  J.,  CHIEF  OF  POLICE,  HILLSBOROUGH,  CALIFORNIA  -  OCTOBER  14,  2078 
HITT,  HALTER  C,  JR.,  CHF,  TOWNSHIP  OF  HALL  PD.  HALL,  NEH  JERSEY 
HIX,  MAYO,  SHF  OF  SUMNER  CO,  GALLATIN,  TENNESSEE  -  AUGUST  19,  2094 
HOOO,  JAMES  R.  LT,  OE  SPOL.  DOVER.  DELAWARE  -  JUNE  25.  2083 
HOOD,  LYNN  S,  SHF  OF  STANISLAUS  CO,  MODESTO,  CALIFORNIA  -  NOVEMBER  5,  2095 
HOOD,  R.  M.,  INSPECTOR,  ROYAL  CANADIAN  HOUN,  EDMONTON,  CANADA  -  JANUARY  1,  2045 
HOOO,  STANLEY  J,  MAJ,  RICHMOND  BU  OF  POL,  RICHMOND,  VIRGINIA  -  OCTOBER,  2084 
HOOOIE,  KEITH  H.,  COP,  HIGHLAND  HEIGHTS.  OHIO  -  MAY  18,  2096 
HOOOLEY,  J.  OHIGHT,  HARDEN,  NO  STATE  PENITENTIARY,  BISMARCK, 
HOOOS.  CHARLES  L.,  INVSTGR,  OFC  OF  THE  DA  OF  SAN,  SAN  DIEGO, 
HOOOS.  JOHN  FULTON,  CHIEF  OF  POLICE,  PO,  NORFOLK,  VIRGINIA  - 
HOODS,  S.  LARKIN,  JR.,  CAPTAIN,  PD,  OURHAM,  NORTH  CAROLINA  - 
HOOOSON,  C  M,  JR,  DIR,  VA  LAH  ENF  OF  TRAINING  ST,  RICHMOND, 
HOOOY,  LEROY,  SHERIFF,  NEHPORT  NEHS,  VIRGINIA  -  JANUARY  12, 
HOOLSEY,  FREDERICK  C,  SGT,  NASSAU  CO  PD,  HINEOLA,  NEH  YORK 
G  H,  INSPECTOR,  PO,  PASAOENA.  TEXAS 

L.  F.,  COP,  FAYETTEVILLE,  NORTH  CAROLINA  -  FEBRUARY  21,  2079 
BASIL  E.,  FIRE  MARSHAL,  STATE  OF  HEST  VI,  CHARLESTON,  HEST  VIRGINIA  -  AUGUST  10,  2063 
BILL  HAYNE,  DIR  OF  LE  PLANNING,  EAST  TN  UN,  JOHNSON  CITY,  TENNESSEE 
FREDERICK  B,  JR,  MAJ,  DEP  COP,  RICHMOND,  VIRGINIA 

JOHN  M.,  SR..  COLONEL,  CHIEF  OF  POLICE,  RICHMOND,  VIRGINIA  -  OCTOBER  6,  2068 
NEHELL  N.,  CHIEF  OF  POLICE,  MARYVILLE.  TENNESSEE  -  JANUARY  31,  2069 
ROOERICK  ROY,  CHIEF  OF  SECURITY.  EASTERN  HON,  BILLINGS.  MONTANA 

LEON  F..  CAPTAIN,  PENNSYLVANIA  STATE  PO,  HARRISBURG,  PENNSYLVANIA  -  SEPTEMBER  15,  2074 

ELMER  S,  COP,  HAUPPAUGE,  NEH  YORK  -  SEPTEMBER  18,  2089 

ELLIS  J.,  SUPV,  AZ  HIGHWAY  OEPT  OF  MOTOR, -PHOENIX,  ARIZONA  -  SEPTEMBER  26,  2065 

JERRY  RALPH,  COP,  BROWNSVILLE,  TENNESSEE  -  JULY  6,  2093 
NYNDHAM,  STEPHEN  F,  LT,  SC  LAH  ENF  DIV,  COLUMBIA,  SOUTH  CAROLINA  -  OCTOBER  29, 
XANDER,  HERMAN  H. ,  CEP  CHF,  USCP ,  HASHINGTON,  DISTRICT  OF  COLUMBIA  -  APRIL  19, 
vARBROUGH,  LOUIS  B,  MAJ,  LA  SPOL,  BATON  ROUGE,  LOUISIANA  -  OCTOBER  28,  2084 
YATES,  HAROLD  JARVIS,  DETECTIVE,  PD,  ROANOKE,  VIRGINIA 

YORK.  DONALD  B.,  DETECTIVE  SERGEANT,  PD.  MIDDLETOHN,  NEH  YORK  -  JUNE  2,  2053 
YOUNG,  BENJAMIN  R,  SGT,  PO,  MAITLAND,  FLORIDA  -  JUNE  2,  2058 
YOUNG,  CLEMENT  J.,  CHIEF  OF  POLICE,  PLATTSBURGH,  NEH  YORK  -  AUGUST  15,  2067 

GEORGE  U.,  JR.,  CAPTAIN,  PO,  PHOENIX,  ARIZONA  -  FEBRUARY  22,  2078 

HOWARD  0.,  CHIEF  OF  POLICE,  PO,  NEW  HAVEN,  CONNECTICUT  -  APRIL  24,  2060 

HILLIAM  H.,  COP,  PROSPECT  PARK,  PENNSYLVANIA  -  JANUARY  30,  2090 
YUNO,  CARL  J.,  CHIEF  OF  SECURITY,  COLLEGE  OF,  WOOSTER,  OHIO  -  APRIL  12,  2090 
ZANGL,  EUGENE  A,  COP,  MAYVILLE.  WISCONSIN  -  FEBRUARY  14,  2085 
ZAPATA,  ALFREDO,  1CMDR,  CHIEF  DETECTIVE  SECTION,  SAN  SALVAOOR,  EL  SALVAOOR 
ZARKOMSKI,  PAUL  LEE,  CPL,  NE  SPTL,  NORTH  PLATTE,  NEBRASKA  -  JUNE  30,  2088 
ZEAMAN,  ELMER  L.,  CHIEF  OF  POLICE,  PO,  STEVENS  POINT,  WISCONSIN  -  DECEMBER  6,  2072 
ZEHRINGER.  FRANCIS  A.,  INSPR,  PD,  ATLANTIC  CITY,  NEH  JERSEY  -  OCTOBER  29,  2079 
ZEIGLER,  RUPERT  G.  ,  INSPECTOR  OF  POLICE,  PO,  GAINESVILLE,  FLORIDA  -  AUGUST  3.  209'j" 
ZEIS,  HAROLD  S.,  MAYOR,  FORT  HAYNE,  INOIANA  -  SEPTEMBER  27,  2075 
ZERSCHLING,  LESTER  M. ,  CAPTAIN,  PO,  SIOUX  CITY,  IOWA  -  FEBRUARY  24,  2075 
ZICARELLI,  EUGENE  E.,  LT,  PO,  KENOSHA,  HISCONSIN  -  MARCH,  2091 
ZIEGLER,  OOUGLAS  B. ,  SHF  OF  DEFIANCE  CO,  DEFIANCE,  OHIO  -  DECEMBER.  2089 
ZIEHLSOORFF,  ARVIN  R,  SHERIFF  OF  EAU  CLAIRE  CO,  EAU  CLAIRE,  HISCONSIN  -  AUGUST  14,  2084 
ZIEMAN,  DELTON  E,  CHF  DEP  SHF,  LANCASTER  COUNTY,  LINCOLN,  NEBRASKA 
ZIEMKE,  ARNOLD  C. ,  COP,  SANDUSKY,  OHIO  -  MAY  17,  2095 
ZIER.  ROBERT  KENNETH,  COP,  MARION,  IOHA  -  JUNE,  2085 

ZIETAN,  JOHN  E,  LT,  STANISLAUS  CO  SO,  MODESTO,  CALIFORNIA  -  MARCH  31,  2098 
ZIETLOH,  NORMAN  HILLIAH,  CHIEF  OF  POLICE,  PO,  HAUSAU,  WISCONSIN  -  MAY  25,  2065 
ZIMMERMAN,  HERMAN  H. ,  CITY  MANAGER.  LEXINGTON,  NORTH  CAROLINA  -  HAY  21,  2075 
ZIMMERMAN,  HARREN  H.,  LIEUTENANT,  PO,  ALEXANDRIA,  VIRGINIA  -  OCTOBER  18,  2068 
ZINN,  FRED  L.,  CHIEF  OF  POLICE.  PD,  HEBSTER  GROVES,  MISSOURI  -  JANUARY  3,  2077 
ZOLNA.  ANTHONY  J.,  SGT,  PD,  CHICAGO,  ILLINOIS  -  OCTOBER  24,  2092 
ZUCCARELLO,  JOSEPH  S,  MAJ,  PO,  RICHMOND  HEIGHTS,  MISSOURI  -  JUNE  2,  2090 
ZWILLER,  JOHN  R,  CHF.  LOWER  HURON  METRO  PARK  PO,  BELLEVILLE,  MICHIGAN 
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195 

164 

108 

138 

143 

177 

135 

168 

178 

164,177 

196 

125,  172 

75,77 

106 

85 

176 

172 

150 

118,165 

195 

125 

124 

99 

140 

21 

117 

151 

129 

135 

189 

72,73 

136 

199 

181 

110 

193 

105 

170 

129 

124 

190 

126 

195 

94 

197 

185 

115 

194 

197 

96 

181 


Aaron,  Gary  A.,  Little  Rock 

Adams,  Gary  E.,  Buffalo 

Adams,  James  F.,  Dallas 

Alexander,  Kenneth  N.,  Louisville 

Allen,  James  R.,  Retired 

Altmar,  Lisa  A.,  Los  Angeles 

Amey,  Arthur  M.,  New  York  City 

Amrozowicz,  Stanley  J.,  Buffalo 

Anderson,  Janet  Cole,  New  York 

Anderson,  Thomas  L,  Albuquerque 

Andress,  Rodney,  Baltimore 

Andrews,  Billy  G.,  Retired 

Anenson,  Kenneth  D.,  Retired 

Annes,  James  J.,  Retired 

Archer,  Wayland  L.,  Retired 

Atherton,  James,  WFO 

Baiers,  Philip  J.,  New  Orleans 

Bailey,  David  O.,  Detroit 

Baker,  A.  Wayne,  Retired 

Barker,  Devlyon  S.,  Louisville 

Barrett,  Thomas  J.,  Retired 

Basham,  Gifford  G.,  Charlotte 

Bassett,  John  R.,  Retired 

Batiste,  Richard  D.,  Jr.,  Retired 

Battle,  Frank  V.,  Retired 

Bazar,  Edmund  J.,  Jr.,  FBI  Headquarters 

Becknell,  Gerald  W.,  Atlanta 

Beisner,  David  A.,  WFO 

Bentley,  Bill  R.,  Retired 

Berecz,  Donald  L.,  Springfield 

Bermingham,  Robert  A.,  Retired 

Berry,  Robert  L.,  Retired 

Bersano,  Kenneth  L.,  Dallas 

Bickmore,  Harold  V.,  Newark 

Blackketter,  William,  Retired 

Blakenbuehler,  K.  C,  Newark 

Blakeney,  Leon  H.,  Retired 

Blossfield,  Charles  E.,  Retired 

Boggan,  Jeff  M.,  Retired 

Bogner,  James  F.,  FBI  Headquarters 

Bolin,  Gary  P.,  Oklahoma  City 

Bonney,  Lawrence  A.,  Charlotte 

Bonville,  Sharon  L.,  Norfolk 

Booth,  Charles  T.,  FBI  Headquarters 

Booth,  Robert  E.,  Philadelphia 

Borman,  John  D.,  Portland 

Bortner,  Robert  W.,  Retired 

Bowen,  John  S.,  Indianapolis 

Randy  W.  Bowling,  Houston 

Boyle,  Michael  H.,  Miami 

Boyle,  Richard  P.,  Oklahoma  City 
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180 

92 

139 

99 

78,90 

154 

140 

196 

94 

107 

94 

169 

112 

3 

173 

158 

160 

97 

185 

132 

12 

169,177 

153 

138 

154 

24 

122 

68,73 

181 

124 

159 

93 

130 

108 

134 

197 

130 

104 

162 

168 

139 

23 

16 

119 

104 

16 

121 

198 

149 

129,  157 

188 

118 

76 


Brandt,  James  R.,  Birmingham 

Brannon,  William  D.,  Retired 

Brennan,  Daniel  J.,  Jr.,  Louisville 

Brennan,  James  F.,  Jr.,  Retired 

Brewster,  James  H.,  Retired 

Brightwell,  Robert  L.,  Retired  -  DEA 

Bristol,  James  E.,  Jr.,  Charlotte 

Broadway,  Jane,  Dallas 

Brock,  Richard  L.,  Retired 

Brock,  Telford  C,  Jr.,  Retired 

Brown,  Charles  R.,  Retired 

Brown,  Edward  E.,  Indianapolis 

Brown,  Steven  R.,  Retired 

Bryan,  L.W.,  Retired 

Brubaker,  Larry  C,  Minneapolis 

Buchta,  Ronald  R.,  New  Haven 

Burger,  Daniel,  San  Diego 

Burgess,  Alan  E.,  Retired 

Burlew,  David  D.,  Omaha 

Burton,  J.  Harry,  New  Orleans 

Bush,  J.  S.,  Retired 

Camillo,  Daniel,  Las  Vegas 

Cannistra,  Thomas,  Denver 

Carballo,  Carlos,  Retired 

Carey,  Thomas  P.,  Boston 

Carlson,  George  W.  H.,  Retired 

Carney,  Thomas  E.,  Retired 

Carter,  Robert  W.,  Detroit 

Casey,  Robert  J.,  Detroit 

Catallo,  Albert  L.,  Minneapolis 

Cervantes,  Melvin  O.,  Phoenix 

Cesare,  Donald  J.,  Retired 

Chapman,  Stanley  J.,  Retired 

Chiaramonte,  Joseph,  Retired 

Childress,  Byran  L.,  Retired 

Chuda,  Marian  R.,  Detroit 

Claxton,  Gary  H.,  Retired 

Clay,  Reginald  R.,  FBI  Headquarters 

Clegg,  Clavin  C,  Salt  Lake  City 

Clem,  Garry,  Mobile 

Coffin,  Walter  K.,  Retired 

Coleman,  John  J.,  Retired 

Collier,  W.  A.,  Retired 

Colombell,  Thomas  J.,  FBI  Academy,  Quantico 

Colombell,  William  E.,  Retired 

Conroy,  L.  N.,  Retired 

Conway,  J.  William,  Charlotte 

Cormier,  Craig  D.,  Oklahoma  City 

Craig,  Dennis  R.,  DEA,  Mexico 

Craig,  Robert  E.,  Retired 

Craycraft,  Jo  L.,  Los  Angeles 

Crewdson,  Robert  W.,  Honolulu 

Crickenberger,  Eugene,  Retired 
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86 

165 

179 

1 

174 

177 

181 

157 

181 

193 

129 

139 

116 

190 

68 

10 

162 

182 

154 

146 

127 

103 

121 

171 

95 

155 

166 

116 

161 

34 

182 

182 

189 

112 

133 

107 

179 

72,80 

137 

96 

129 

38,43 

156 

100 

141,145 

153 

23,28 

125 

152 

130 

145 

182 

112 


Crowe,  Jerome  K.,  Retired 

Cubbison,  Lioyd  A.,  Retired 

Cucci,  Joseph,  Chicago 

Cunningham,  J.D.,  Retired 

Curran,  Melvin  L.,  Cincinnati 

Curry,  Ashley  C,  Birmingham 

Curtis,  Susan  M.,  Honolulu 

Cutcliffe,  Richard  M.,  -  DEA  -  Retired 

Cutler,  Stephen  P.,  WFO 

Daley,  Cynthia,  Milwaukee 

D'Amuro,  Pasquale  J.,  New  York  City 

Davis,  C.  Richard,  Cincinnati 

Davis,  James  T.,  Seattle 

Davis,  John  Richard,  Miami 

Davis,  Roger  H.,  Sacramento 

Deaderick,  K.  D.,  Retired 

Deal,  Harry  B.,  New  Orleans 

DeBiaggio,  Joseph  F.,  Memphis 

DeFlores,  Paul  P.,  Jr.,  Los  Angeles 

DeGuire,  Michael  J.,  Jacksonville 

DeHaven,  Greg  R.,  Retired 

Del  Campo,  Joseph  P.,  Retired 

Dent,  Daniel  Douglas,  Cincinnati 

Denton,  John  E.,  Knoxville 

Depue,  Roger  L.,  Retired 

Derr,  Steven,  San  Juan  -  DEA 

Dezihan,  Egon  S.,  Los  Angeles 

Dicker,  Robert  W.,  Jr.,  Miami 

Doguim,  Robert  A.,  FBI  Headquarters 

Donahoo,  H.  A.,  Retired 

Donahue,  Martha  A.,  Houston 

Donohue,  John  F.,  Baltimore 

Doorley,  Joseph  T.,  Chicago 

Dotson,  Michael  W.,  Retired 

Dougal,  Allen  L.,  Retired 

Douglas,  John  E.,  Retired 

Doyle,  Sherree  E.,  Chicago 

Drummond,  Herman  F.,  Jr.,  Retired 

Dunay,  John  M.,  Retired 

Dunphy,  Francis  R.,  Retired 

Dunnigan,  Colin  M.,  Retired 

Durrett,  James  M.,  Retired 

Dyar,  Clifford  H.,  Little  Rock 

Dyer,  Richard  Avery,  Retired 

Dzwilewski,  Daniel  R.,  Los  Angeles 

Earle,  James  H.,  Retired 

Easterling,  Tullis  D.,  Retired 

Eganey,  Raymond  E.,  Jr.,  Memphis 

Einspahr,  Owen  C,  FBI  Academy,  Quantico 

Elder,  Ronald  W.,  Kansas  City 

Ellis,  Thomas  N.,  New  York  City 

Eppright,  William,  III,  Dallas 

Eschweiler,  Fred  W.,  Tampa 
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114,  170 

125 

126 

124 

120 

101 

161 

144 

179 

198 

119 

106 

140 

50,  56,  60 

101 

164 

119 

8,21 

142 

85 

193 

93 

180 

70 

109 

77 

157 

175 

112 

98 

167 

109 

155,  160 

103 

151 

19 

95 

133 

40 

183 

124 

103 

169 

199 

160 

138 

142 

149 

14 

87 

88 

136 

133 


Evans,  Harry  Thomas,  Norfolk 

Fabrizio,  Lee  Edward,  Retired 

Falls,  William  R.,  Richmond 

Fardy,  William  B.,  Retired 

Farmer,  Gale  E.,  New  Orleans 

Farmer,  Robert  L.,  Legat,  Vienna 

Farretta,  Tony,  New  York  City  -  DEA 

Feldman,  Ken,  DEA 

Ferraro,  John  A.,  Columbia 

Ferrin,  Lynn  Jay,  Las  Vegas 

Finnegan,  John  T.,  Retired 

Fleck,  Edward  E.,  Tampa 

Fleming,  Vann  F.,  WFO 

Fletcher,  Elmer  R.,  Retired 

Flynn,  Donald  A.,  Retired 

Fortier,  Andre  N.,  Retired 

Franco,  Rede,  Retired 

Franklin,  George  H.,  Retired 

Freeman,  Linda  S.,  New  York  City 

Freeman,  Orland  E.,  Jr.,  Retired 

Fresques,  Frederick  L.,  Albuquerque 

Gallagher,  Martin  D.,  Retired 

Gannon,  Raymond  J.,  Cincinnati 

Garcia,  Joseph  B.,  Retired 

Gardner,  Ralph  D.,  Retired 

Garner,  James  F.  T.,  Retired 

Gast,  George,  Buffalo 

Gaughen,  Francis  X.,  FBI  Academy,  Quantico 

Geiger,  Ronald  F.,  Retired 

Ghecas,  Louis  J.,  Retired 

Gibbons,  Patrick  M.,  WFO 

Gilhooly,  Francis  J.,  Retired 

Gill,  John  W.,  Miami 

Gilliland,  L.  Gene,  Retired 

Glass,  Michael  J.,  Las  Vegas 

Good,  James  D.,  Retired 

Gore,  William  D.,  Seattle 

Graham,  Bonniwell,  Jr.,  Retired 

Graham,  William  J.,  Jr.,  Retired 

Greenlee,  Faye  E.,  Seattle 

Grimshaw,  Michael  N.,  Salt  Lake  City 

Grogan,  Harry  J.,  Ill,  Albany 

Grovner,  Arthur  L.,  FBI  Academy,  Quantico 

Grotz,  George  E.,  San  Francisco 

Guerrero,  Victor,  Los  Angeles 

Gunnarson,  Donald  A.,  Retired 

Hale,  Gerard  R.,  Retired 

Hamara,  Edward  T.,  Houston 

Hammack,  F.  R.,  Retired 

Hamrick,  Donald  R.,  Retired 

Handwerk,  Otto  T.,  Jr.,  Retired 

Hanlon,  Joseph  A.,  Anchorage 

Hanna,  David  A.,  Retired 
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132 

180 

105,  141 

120 

114 

140 

122 

176 

89,91 

98 

164,184 

142 

186 

100 

187 

158 

43 

141 

119 

197 

18 

26,27 

113 

25 

178 

195 

136 

105 

80 

144 

117 

158 

176 

61,65,72 

153 

92  . 

163 

70,75 

178 

174 

53,  57,  63,  68,  71 

127 

148 

155 

198 

126 

29,36 

183 

118 

197 

78 

108 

147 


Hardin,  James  R.,  Jr.,  Alexandria 
Harkleroad,  Bruce  W.,  Buffalo 
Harmon,  R.  Lewis,  San  Diego 
Harrington,  James  S.,  Retired 
Harris,  Larry  C,  Retired 
Harter,  James  P.,  Retired 
Hartung,  Edgar  J.,  Retired 
Harvey,  Robert  D.,  Minneapolis 
Hassel,  Conrad  V.,  Retired 
Hatfield,  Eugene  E.,  Jr.,  Retired 
Hayes,  John  P.,  Retired 
Heidtke,  John  J.,  Columbia 
Herbert,  James  P.,  New  Haven 
Herron,  Allen  J.,  Retired 
Heubeck,  Steven  H.,  New  York 
Hickey,  Robert  J.,  Retired 
Higgins,  Harold  P.,  Retired 
Hilborn,  Ralph  W.,  Jr.,  Philadelphia 
Hill,  William  Gray,  Richmond 
Hivko,  John  J.,  Chicago 
Horgan,  P.  D.,  Retired 
Horgan,  John  J.,  Retired 
Horn,  James  M.,  Retired 
Hove,  Harold  B.,  Retired 
Howard,  Kenneth  C,  Atlanta 
Huber,  R.  D.,  II,  San  Juan 
Hudkins,  Robert  B.,  Retired 
Huggins,  James  E.,  Louisville 
Hurley,  Robert  B.,  Retired 
Hurm,  Michael,  WFO 
Hurst,  Maurice  C,  FBI  Headquarters 
Intellini,  Richard  A.,  WFO 
Ironfield,  Barbara  B.,  Chicago 
Irwin,  Newell  S.,  Jr.,  Retired 
Irwin,  Richard,  Los  Angeles  -  DEA 
Ivey,  Robert  J.,  Retired 
James,  Norman  D.,  Retired 
Jenkins,  Robert  E.,  Retired 
Jobe,  Robert  K.,  Kansas  City 
Jochem,  Donald  C,  Albuquerque 
Johnson,  Daniel  W.,  Retired 
Johnson,  Gerald  W.,  Atlanta 
Johnson,  Kenneth  G.,  Baltimore  -  DEA 
Johnson,  Robert  R.,  Retired 
Jones,  Greg  B.,  Washington  Field 
Jones,  James  D.,  Jr.,  Retired 
Jones,  Philip,  Retired 
Jones,  Robert  J.,  Miami 
Jones,  Walton  G.,  Louisville 
Alan  R.  Jordan,,  Mobile 
Joseph,  Kenneth  E.,  Retired 
Judge,  Jospeh  K.,  Tampa 
Kampher,  F.  Frederick,  Retired 
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• 


186 

87 

95 

172 

103 

107 

137 

17,18,31,39 

41,42,45 

146,152 

161 

175 

99 

172 

176 

97 

97 

180 

102,132 

154 

106 

100 

190 

159,192 

94 

198 

159 

113 

104 

109 

118 

135 

159 

122 

198 

192 

160 

178 

131 

115 

104 

101 

11 

165 

178 

166 

171 

116 

170 

120 

190 

111 

117 


Kasson,  Charles  R.,  Retired 
Keadle,  Robert  L.,  Retired 
Kelly,  Daniel  E.,  Retired 
Kelly,  Michael  F.,  Miami 
Kelly,  William  E.,  Retired 
Kelly,  William  J.,  Retired 
Kemp,  Ronald  D.,  Retired 
Kennedy,  James  C,  Retired 

Kenny,  George  T.,  Atlanta 

Kentala,  Daniel  J.,  Miami 

Kern,  Wayne  K.,  Chicago 

Kidwell,  William  N.,  Jr.,  Retired 

Killacky,  Keith  F.,  Retired 

Kinane,  William  P.,  San  Francisco 

King,  James  E.,  San  Antonio 

King,  Phillip  M.,  Retired 

Kirchner,  David  P.,  Chicago 

Kirkland,  Ronald  M.,  Retired 

Klismet,  Peter  M.,  Jr.,  Omaha 

Klug,  Ronald  P.,  Retired 

Knapp,  Michael  F.,  FBI  Headquarters 

Knotts,  L.  Stanley,  Los  Angeles 

Kogut,  Hilda  A.,  New  York  City 

Koletar,  Joseph  W.,  FBI  Headquarters 

Kruss,  Eric  E.,  Buffalo 

Kusulas,  Donald  W.,  Retired 

Lanceley,  Frederick  J.,  Retired 

Lang,  Bernard  C,  Retired 

Lang,  Kenneth  A.,  Retired 

Lanning,  Kenneth  V.,  FBI  Academy,  Quantico 

Lapekas,  Stanley  J.,  Detroit 

Lasseter,  Bob,  FBI  Academy,  Quantico  -  DEA 

Lattus,  Herman  J.,  San  Antonio 

Lauer,  Edward  A.,  Washington  Field 

Leach,  William  G.,  Buffalo 

Lee,  Gregory  D.,  FBI  Academy,  Quantico  -  DEA 

Lees,  Debra  A.,  Philadelphia 

Letcher,  Stanley  E.,  FBI  Academy,  Quantico 

LeVine,  Dennis  P.,  Los  Angeles 

Levine,  Lawrence  W.,  Retired 

Loeffelholz,  Elden,  Retired 

Logan,  Kenneth,  Retired 

Loggins,  Barry  O.,  Houston 

Londino,  Nicholas,  Retired 

Loose,  Rodney  S.,  New  York  City 

Lopez,  Ivan  A.,  San  Juan 

Louie,  Joseph,  Retired 

MacDonald,  Byron  V.,  El  Paso 

MacDonald,  Donald  R.,  Memphis 

Magdaloyo,  Nellie  N.,  Dallas 

Mahoney,  George  F.,  DEA 

Mahoney,  Theodore  D.,  Boston 
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69,76 

163 

176 

188 

104 

156 

88 

45,  50,  62 

128 

173 

108 

151 

7,8 

102 

110 

131 

20 

180 

121 

113 

93 

111 

109 

97 

11 

187 

111 

188 

189 

81 

171 

91 

194 

52,59 

144 

192 

128 

90 

143 

2 

115 

179 

96 

62 

194 

96 

102 

142 

166 

51 

182 

147 

141 


Maley,  Ronald  L.,  Retired 

Malinchak,  Alan  A.,  FBI  Academy,  Quantico 

Malkiewicz,  Steven  F.,  El  Paso 

Maloney,  Timothy  L.,  WFO 

Martin,  Grover  T.,  Retired 

Martin,  William,  DEA 

Martz,  G.  Robert,  Retired 

Mason,  E.  Fleming,  Retired 

Maspero,  John  A.,  San  Antonio 

Massaroni,  Lisa  Marie,  Albany 

Mattingly,  William  M.,  Retired 

Maurer,  Michael  R.,  Retired 

McCabe,  N.  H.,  Retired 

McCarthy,  Robert  F.,  Retired 

McCaslin,  Henry  H.,  Jr.  FBI  Academy,  Quantico 

McClary,  Douglas  M.,  Los  Angeles 

McCraw,  F.  P.,  Retired 

McCullough,  Pamela  A.,  WFO 

McCrystle,  Michael  J.,  Retired 

McFall,  Aloysius  J.,  Retired 

McFaul,  Frederick  J.,  Jacksonville 

McGee,  Larry  A.,  Omaha 

McGinn,  Francis  J.,  Jr.,  Boston 

McGinnis,  Donn  E.,  Retired 

McGuire,  J.  J.,  Retired 

McGuire,  Ethel  L.,  San  Francisco 

McHale,  Michael  J.,  Sacramento 

Mcintosh,  David,  Dallas 

Mcintosh,  James  A.,  Philadelphia 

McNeil,  George  R.,  Retired 

McNulty,  Susan  A.,  San  Francisco 

McPherson,  Samuel  R.,  Retired 

Mee,  Michael  D.,  Houston 

Meech,  Frank  F.,  Retired 

Merritt,  Walter  J.,  Tampa 

Mikich,  Liisa  M.,  Chicago 

Miller,  Charles  T.,  Jr.,  WFO 

Miller,  Dennis  A.,  Retired 

Miller,  Michael  W.,  Portland 

Miller,  Robert  B.,  Retired 

Miller,  Thomas  W.,  Louisville 

Miller,  Winnie  D.,  Louisville 

Minderman,  John  W.,  Retired 

Mitchell,  Frank  W.,  Retired 

Mitchell,  Robert  G.,  Pittsburgh 

Moffatt,  Robert  A.,  Retired 

Mogenis,  Bronislaw  R.,  FBI  Headquarters 

Montague,  Larry  G.,  Retired 

Mooney,  Kevin  J.,  Philadelphia 

Moore,  Robert  A.,  Retired 

Morgan,  Rodney  A.,  Jr.,  Miami 

Moriarty,  M.  D.,  DEA 

Morrill,  Stephen  E.,  Retired 
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108 

189 

126,127 

185 

90 

184 

145 

22 

12 

173 

151 

191 

110 

169 

186 

114 

13 

35,  38,  46,  60 

136 

127 

106 

167 

112 

120 

161 

56,  66,  81 

3,5 

134 

190 

167 

196 

86,92 

125 

105 

185 

175 

151 

42 

121 

174 

100 

137 

169 

137,138 

150 

71 

66,  70,  74,  79 

83,88 

122 

121 

161 

184,187 

71 


Morris,  John  P.,  Los  Angeles 

Morris,  Leo  R.,  WFO 

Mosquera,  Richard  M.,  FBI  Headquarters 

Mueller,  Dale  G.,  Milwaukee 

Mullany,  Patrick  J.,  Retired 

Munz,  Patricia  A.,  Anchorage 

Murphy,  George  D.,  Retired 

Murray,  Wayne,  Jr.,  Retired 

Muzzey,  A.  A.,  Retired 

Myers,  Donald  R.,  Retired 

Nattinger,  John,  Houston  -  DEA 

Neidecker,  Randall,  Jackson 

Neilson,  James  B.,  Los  Angeles 

Nelson,  Terry  L.,  Miami 

Newman,  Daniel  G.,  Pittsburgh 

Newman,  Kerry  E.,  Retired 

Newsom,  L.  A.,  Retired 

Nicholson,  James  H.,  Retired 

Nicodemus,  Thomas  P.,  Retired 

Niebuhr,  George  W.,  Jr.,  Retired 

Nisley,  Roger  Allen,  WFO 

Nitsch,  Richard  E.,  Phoenix 

Norby,  Gary  R.,  Philadelphia 

Oliver,  Kenneth  S.,  Retired 

Oiler,  John  R.,  WFO 

Osborn,  Roy  M.,  Retired 

Osborne,  W.  H.,  Retired 

O'Brien,  Robert  J.,  FBI  Headquarters 

O'Connell,  Barry  S.,  Chicago 

O'Connell,  Richard  J.,  Little  Rock 

O'Donnell,  Thomas,  Richmond 

O'Maley,  Thomas  M.,  Retired 

O'Neill,  John  M.,  Jr.,  Retired 

O'Neill,  Timothy  J.,  Retired 

Osterrieder,  James  G.,  Boston 

Ostrosky,  Thomas  J.,  Houston 

Papineau,  Thomas  L.,  Retired 

Parker,  John  A.,  Retired 

Patrick,  Urey  W.,  Ill,  Retired 

Patterson,  Martin  D.,  Houston 

Paulson,  James  L.,  Retired 

Pecoraro,  Robert  C,  Retired 

Pendenza,  Roger  R.,  Detroit 

Perez,  Agustin  M.,  FBI  Headquarters 

Perry,  Donald  R.,  Houston  -  DEA 

Peters,  Robert  E.,  Retired 

Peters,  Walter  E.,  Retired 

Peters,  William  T.,  Retired 
Phillips,  John  N.,  Retired 
Pocica,  Robert  S.,  FBI  Headquarters 
Powell,  Kenneth  D.,  Retired 
Pratt,  Henry  J.,  Retired 
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132 

199 

172 

109 

157,196 

193 

183 

184 

111 

137 

101,165 

96 

135 

195 

143 

115 

186 

55,61 

193 

131 

191 

142 

199 

162 

148,  175 

106 

28,  32,  34,  47 

191 

101 

126 

163 

173 

139 

191 

165 

136 

110 

107 

110 

113 

6 

164 

99 

174 

168 

116 

179 

132 

2,3,4,6,13 

168,189 

75,81 

193 

171 


Price,  Thomas  A.,  Retired 

Prida,  Jaime,  Los  Angeles 

Purtell,  Neil  F.,  Milwaukee 

Radde,  Robert  E.,  Retired 

Randall,  William  G.,  Detroit 

Rasch,  Thomas  L.,  Cleveland 

Rayfield,  Steven  E.,  Jacksonville 

Redman,  Richard  K.,  San  Francisco 

Reese,  James  T.,  Retired 

Reger,  John  W.,  Sacramento 

Reisig,  Herbert  H.,  Retired 

Ressler,  Robert  K.,  Retired 

Richards,  E.  Rhead,  Jr.,  Retired 

Richmond,  John  M.,  Los  Angeles 

Riley,  Donald  C,  Retired 

Ripley,  Jerry  L.,  Houston 

Roach,  Edward  J.,  Jr.,  Baltimore 

Robb,  Spencer  H.,  Retired 

Rodriguez,  Harry,  San  Juan 

Rojo,  Edward,  Retired 

Ronca,  Lou,  Jacksonville 

Rosenlieb,  C.  Edward,  Columbia 

Rosenthal,  Susan  M.,  New  York 

Ross,  Thomas  W.,  Little  Rock 

Rowland,  W.  Edgar  II,  Retired 

Royer,  Gary  L.,  Tampa 

Ruebright,  Morris  A.,  Retired 

Rupert,  Bruce,  Pittsburgh 

Russell,  Kenneth  M.,  Retired 

Rutherford,  Sylvester,  Retired 

Rymill,  Roy  S.,  Retired 

Sabol,  Karen  A.,  Dallas 

Sakota,  Kenneth  T.,  San  Diego 

Salinas,  Rene,  San  Antonio 

Salemme,  Charles  A.,  Retired 

Salinas,  Raul  G.,  San  Antonio 

Santucci,  John  F.,  Retired 

Sawyer,  Charles  M.,  Retired 

Schaefer,  Robert,  Retired 

Schamay,  Robert  John,  Retired 

Scheidt,  E.,  Retired 

Schmidt,  Eileen,  Chicago 

Schofield,  Daniel  L.,  FBI  Academy,  Quantico 

Schotlens,  John  D.,  Little  Rock 

Schrempf,  Albert  G.,  Retired 

Schultz,  Carl  A.,  St.  Louis 

Schwein,  Richard  D.,  Jr.,  Retired 

Scobie,  William  A.,  Baltimore 

Scott,  N.  O.,  Retired 

Scott,  Robert  S.,  New  York  City 

Scranton,  Paul  A.,  Retired 

Screen,  James  T.,  New  York 

Scripture,  James  E.,  Jr.,  Boston 
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173 

156 

128 

162 

133 

177 

152 

163 

143 

158 

99 

41,44 

184 

128 

145 

196 

95 

103 

183 

82 

194 

30 

63,74 

187 

98 

105 

138 

141 

123 

84 

153 

82 

196 

114 

131 

192 

171 

162 

74,  78,  82 

84 

58 

174 

188 

115 

93 

167 

57,64 

146 

107 

192,194 

140 

167 

188 


Senseney,  Christine,  New  York  City 

Shaheen  Joseph,  New  York  City 

Shanks,  Bobby  G.,  Retired 

Sheehan,  Donald  C,  Newark 

Shepherd,  Carl  R.,  Retired 

Shepp,  Peter  T.,  Retired 

Sherbine,  Andrew  A.,  Miami  -  DEA 

Showers,  Jeffrey  S.,  Charlotte 

Shute,  Stephen  J.,  Philadelphia 

Silano,  Robert  J.,  San  Francisco  -  DEA 

Simeone,  John  A.,  DEA  -  Retired 

Simpson,  Dale  O.,  Retired 

Skroch,  Andrew  D.,  Minneapolis 

Slack,  Howard  G.,  Retired 

Slapikas,  Frank  R.,  Retired 

Slattery,  Sharon,  Chicago 

Smith,  Charles,  Jr.,  Cleveland 

Smith,  Gordon  C,  Retired 

Smith,  Harold  B.,  Retired 

Smith,  Howard  D.,  Retired 

Smith,  Peggy  Lee,  Knoxville 

Smith,  S.  D.,  Retired 

Smith,  Thomas  J.,  Retired 

Smith,  R.  Wayne,  Richmond 

Snell,  William  H.,  Retired 

Sparks,  Ancil  B.,  FBI  Academy,  Quantico 

Stackhaus,  Julian  H.,  FBI  Headquarters 

Staiger,  Edward  Dean,  Seattle 

Stapleton,  R.  E.,  Jr.,  San  Antonio 

Starnes,  Joe  D.,  Retired 

Stathes,  James  P.,  San  Diego  -  ATF 

Stephan,  George  W.,  Retired 

Stephan,  Jane,  Seattle 

Stephenson,  Charles  P.,  Retired 

Stephenson,  Norman  D.,  Retired 

Stewart,  Everett  A.,  Atlanta 

Stites,  Damian  J.,  Quantico 

Strauss,  Stanley  S.,  Dallas 

Strong,  George  A.,  Retired 

Strong,  Robert  G.,  Retired 

Sullivan,  John  L.,  Retired 

Sullivan,  Timothy  L.,  Boston 

Sullivan,  Timothy,  III,  Newark 

Sulzbach,  Edward  F.,  Richmond 

Swanson,  Roland  D.,  Retired 

Swinkey,  Gary  L.,  Charlotte 

Swinney,  H.  Wayne,  Retired 

Tabman,  Michael,  New  York  City 

Taubert,  Robert  K.,  Retired 

Taylor,  Brian  P. 

Taylor,  John  R.,  Retired 

Taylor,  Larry,  San  Francisco 

Terbush,  Larry  D.,  San  Francisco 
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191 

14 

150 

64 

194,195 

48,51 

36,  52,  69 

170 

2 

17 

111 

95 

187 

123 

83 

134 

119 

135 

149 

170 

133 

128 

97 

130 

198 

123 

130 

80,90 

131 

117 

186 

109,122 

102 

152 

185 

102 

149 

100 

120 

77,79 

118 

134 

103 

139,147 

183 

175 

150 

98 

166 

67 

163 

145 

123 


Thornton,  Cary,  St.  Louis 

Tillman,  F.  G.,  Retired 

Trace,  Keith  B.,  Ill,  Los  Angeles 

Tracey,  James  J.,  Retired 

Tretera,  Eliska,  New  York  City 

Trusty,  Glenn  E.,  Jr.,  Retired 

Tuckey,  J.  Vernon,  Retired 

Tygett,  Glenn  M.,  Jr.,  Springfield 

Untreiner,  R.  J.,  Retired 

VanLandingham,  F.  R.,  Retired 

Vanderpool,  William  F.,  Retired 

Velier,  M.  John,  Retired 

Vieley,  Vicky  L.,  Los  Angeles 

Vinson,  George  V.,  Retired 

Vorpagel,  Russell  E.,  Retired 

Walker,  Frank  M.,  Ill,  Retired 

Walker,  Stpehen  P,  Athens 

Wallace,  John  P.,  Retired 

Walsh,  Charles  J.,  Boston 

Walsh,  Kevin  M.,  Baltimore 

Wang,  Willaim  H.,  Retired 

Wansley,  Larry  A.,  Retired 

Warfield,  William  H.,  Retired 

Warford,  Charles  F.,  Jr.,  Quantico  -  DEA 

Washburn,  Eric  E.,  Albany 

Washington,  Pembroke,  Retired 

Watson,  James  M.,  Retired 

Watson,  Paul  J.,  Retired 

Weathermon,  Don  E.,  Retired 

Weaver  Ben  A.,  Retired 

Weaver,  R.  Wayne,  WFO 

Webber,  Richard  C,  Retired 

Weber,  Richard  L.,  Retired 

Weber,  Thomas  A.,  Jr.,  Retired 

Wech,  Donna  L.,  Houston 

White,  Robert  O.,  Retired 

Whitlock,  Wiliard  A.,  Retired 

Whittle,  Ranson  A.,  Retired 

Wichner,  Samuel  M.,  Baltimore 

Wickman,  Joseph  F.,  Jr.,  Retired 

Wiley,  Jerry  W.,  Kansas  City 

Williams,  Billy  Bob,  Retired 

Williams,  Charles  G.,  Little  Rock 

Williams,  Henry  L.,  Atlanta 

Willis,  John  S.,  Charlotte 

Wills,  John  M.,  Detroit 

Wincelowicz,  Vincent  C,  FBI  Headquarters 

Witkowsky,  Richard,  Tampa 

Woltemate,  Gerard  J.,  Retired 

Wood,  Roy,  Retired 

Wood,  William  B.,  FBI  Academy,  Quantico 

Woodring,  Donald  M.,  Retired 

Wright,  James  A.,  FBI  Academy,  Quantico 
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134 

155 

37 

127 

116 

148 

166 

148 


Wright,  William  E.,  Jr.,  Los  Angeles 
Yanessa,  Thomas  D.,  Retired 
Yarger,  Orval  F.,  Retired 
Young,  Mark  C,  Houston 
Young,  Ralph  J.,  Pittsburgh 
Young,  T.  Michael,  Memphis 
Youngs,  Michael,  Bogota 
Zink,  Oliver  J.,  Jr.,  Retired 
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IN  MEMORIAM 


8,  9,  20 

98 

151  146 

49 

4 

19 

39,  54,  67 

15 

47 

93 

4,10,30,33 

29 

76 

79 

31,37 

65,84 

54,58 

44,  49,  55 

32,48 

6,7 

1 

89 

5,  26,  27,  35,  40 

94 

9 

59 

15 

46,53 


Cassidy,  M.  J. 
Beccaccio,  Livio  A. 
Burks,  James  E. 
DuBois,  Edward  L.,  Jr. 
Fallon,  James  L. 
Foard,  Wallace  B. 
Griffin,  Daniel  J. 
Hostetter,  D.  S. 
Jeter,  John  Paul 
Kriskovich,  David  J. 
Lanman,  Charles  F. 
Mclntrye,  Fred  T. 
McNerney,  Martin  A. 
Mitchell,  Thomas  B. 
Phillips,  Ronald 
Reynolds,  Robert  Ross 
Richardson,  Max  E. 
Richardson,  Percy  V. 
Rink,  Malcolm  M. 
Rutzen,  Arthur  C. 
Seery,  W.  F. 
Shedd,  John  E. 
Sirene,  W.  M. 
Steinmetz,  Charles  W. 
Strickland,  J.  C,  Jr. 
Watson,  Charles  F. 
Wenig,  E.  C. 
Wingo,  E.  D. 


09/19/1958 
09/17/1997 
09/28/1989 

05/23/1940 

05/25/1970 
11/17/1972 
12/13/1961 
09/17/1997 
06/06/1950 

09/05/1979 

09/15/1968 
07/07/1974 
06/05/1968 
07/06/1962 
11/10/1958 
08/03/1989 
08/18/1958 


08/21/1990 
06/14/1972 
06/28/1971 
09/26/1959 
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Submit  to  nearest  FBI  Field  Office. 


CHANGE  REQUEST  FORM 


To: 

From: 
Subject: 


Director,  FBI 
Attn:  Training  Division 

National  Academy  Unit 

SAC,  


Date: 


FBINA  Data  Update 


Name: 


City: 


Please  make  the  following  changes: 

Session: 


State: 


CHANGE  REQUESTED  (Check  appropriate  block) 
□  DEPARTMENT:  Change  graduate's  department  to 


Name: 


Address: 


□  RETIREMENT:  Change  graduate's  status  to 
Retired:  (Date  of  retirement) 


□  RANK:  Change  Graduate's  rank  FROM 


TO 


□  ADDRESS:  Change  Graduate's  Address  on  Bureau  Mailing  List  to 


□  OTHER 
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